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w’hen  the  authors  rise  to  read  them.  It  is  to  be  hoped 
the  Council  of  the  Institute  will  take  this  proposal 
serious  consideration  before  the  next  meeting, 
no  objections  to  it  whatever,  that  can  be  named  in  the  same 
breath  with  its  many  recommendations.  The  members  of  the 
Council  at  present  have  the  advantage  over  the  ordinary 
members,  in  being  able  to  follow  the  readers  through  al 
their  arguments  and  calculations,  without  being  thrown  out 
by  any  of  the  common  hindrances  to  appreciation  ol  the 
author  which  so  frequently  spoil  the  best  papers,  it  is  no 
every  writer  who  is  at  the  same  time  a  good  reader ;  but, 
apart  from  this  consideration,  a  man  may  have  a  weak  voice, 
the  acoustic  properties  of  the  hall  may  be  poor,  or  one  o  ” 
best  points  may  be  lost  to  a  portion  of  Ins 
some  momentary  interruption.  It  is  to  be  earnestly  hope 
that  the  Council  will  take  up  this  question  at  the  proper  time, 
and  apply  the  solution  we  have  indicated,  which  would  be  a 
popular  as  well  as  a  reasonable  reform  in  the  mana^ment 
of  the  Institute  meetings.  It  would  be  the  most  effectual 
way  of  keeping  speakers  in  a  discussion  from  that  misunder¬ 
standing  of  a  writer’s  point  which  infallibly  leads  to  a 

wandering  and  purposeless  debate. 

To  return  from  this  digression  respecting  the  reading  of 
papers  in  general,  to  the  subject  of  Mr.  Dibdin  s  P^peV-  ^ 
we  have  already  had  occasion  to  remark,  ^ 

the  paper,  it  is  principally  an  indictment  of  the  Evans  photo¬ 
meter,  and  indirectly  of  all  closed  photometers  of  any  pattern. 

It  is  a  noteworthy  fact  that  the  Evans  form  of  this  most 
important  instrmnent  is  seldom  met  with  out  of  London. 
Mr,  Dibdin  tells  us  how  the  pattern  came  to  be  designed  by 
the  late  Mr.  F.  J.  Evans  in  the  first  place,  and  how  it  was 
afterwards  adopted  as  a  legal  gas-testing  instrument  by  the 
Gas  Referees.  Its  chief  recommendation  was  the  fact  ol  its 
being  self-contained  ;  thus  rendering  a  dark  room  unnecessary. 
But  the  supposed  advantage  is  easily  overrated  ;  and  its 
drawbacks  are,  as  Mr.  Dibdin  confesses,  seiious.  ^  le  ^ 
of  it  is  that  while  the  apparent  advantage  of  this  instrume  t 
is  very  obvious,  its  disadvantages  are  occult,  and  only  to  be 
discovered  by  long  experience.  It  is  rather  a  fayounte  \vi 
those  who  like  an  important-looking  instrument ;  but  it  is 

. 33  ,  responsible  for  much  of  the  trouble  respecting  candles  that 

’™upp'iy— The  Finances  of  the  Water  Department .  •••35  jjg^g  perplexed  pliotometrists  and  gas  makers  ol  la  J  ■  ■ 

. '  It  was  decidedly  hard  upon  the  makers  of  photometers  that 

after  Mr.  Dibdin  had  pointed  to  the  ^^ew  “  Tower  or 
Imperial”  pattern  of  the  instrument  as  being  the  best  of 
its  class,  Mr.  George  Livesey  should  have  been  ccinpelled 
to  denounce  it  as  the  means  of  making  the  South  Metro¬ 
politan  Company  waste  £2000  worth  of  cannel  last  year  in 
the  endeavour  to  obtain  a  good  record.  Mr.  \\  illiam  Kin^,  o 
Liverpool,  clearly  showed  that  the  complication  of  photo¬ 
meter  construction  is  an  evil,  and  claimed  the  credit  of  1 1 
first  simple  and  efficient  form  of  this  apparatus  for  his  father, 
the  late  Mr.  Alfred  King.  Apart  from  this  personal  question, 
there  is  doubtless  very  great  force  in  Mr.  King  s  advice  to 
operators  to  keep  to  the  simplest  forms  of  the  apparatus ;  but 
unfortunately  there  is  about  the  photometry  of  gas-flames  a 
certain  unavoidable  complication,  arising  from  the  necessity 
for  standardizing  the  burners,  measuniig  the  quantity,  and 
controlling  the  pressure  of  the  gas  consumed,  which  renders 

well-madeandreliableappliaiicesimperative.  All  this  accessory 

apparatus  has  come  to  be  associated  inseparably  in  ordinary 
minds  with  photometry  itself,  which  is  essentially  a  simp  e 
matter.  The  difficulty  with  many  observers,  who  might 
otherwise  feel  disposed  to  follow  Mr.  King’s  aclyice,  is  to 
decide  between  essentials  and  non-essentials.  \Ne  cannot 
attempt  to  determine  the  comparative  merits  of  ditfercnt 
forms  of  photometers,  when  the  most  eminent  authorities 
take  conflicting  views  respecting  them.  It  is  necessary,  how¬ 
ever,  that  attention  should  be  drawn  to  the  emphatic  con¬ 
demnation  of  the  methods  of  gas  testing  legalized  for  tlio 
Metropolis  by  the  Gas  Referees,  w'lth  which  Mr.  Dibdm  closed 
the  debate  upon  his  paper.  Anything  more  sweeping  than 
this  denunciation  of  the  system  under  which,  as  .  r.  i 
declared,  the  London  gas  examiners  are  ••  compelled  to 
••  commit  a  nightly  fraud  with  the  knowledge  of  the  authon- 

"  ties,”  has  never  been  printed.  ,  -  ,  i 

Mr.  Woodall’s  discourse  on  differential  prices  for  gas  has 

-  -  the 
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PAPERS  AT  THE  GAS  INSTITUTE  MEETING. 

The  instalment  of  the  proceedings  of  The  Gas  Institute 
which  we  publish  to-day  consists  of  the  papers  read  by  Mr 
W.  J.  Dibdin  and  Mr.  Henry  Woodall,  with  the  discussions 
thereon.  As  in  the  cases  of  Mr.  Carpenter  and  Mr.  Valon, 
the  discussion  on  Mr.  Dibdin’s  paper  tended  to  wander  from 
the  author’s  points,  and  to  deal  with  others  put  forward  by 

the  speakers  themselves.  Mr.  Dibdin  treated  of  photometers  ;  .  ■  V  «  if.,!  Kv  l.io  nmiiv  nnblished  utterances  upon  me 

.Ls.  of  the  .poaker,  porsistoa  h.  talking  .taudarf*  of  I 


light  and  similar  topics  connected  with  photoruetry,  but  by 
110  means  entering  into  the  question  of  the  design  and  con¬ 
struction  of  the  photometer  itself.  This  remembrance  brings 
us  back  to  a  proposition  that  has  been  frequently  made,  but 
never  acted  upon— that  prints  of  the  papers  presented  at  The 
Gas  Institute  meetings  should  be  distributed  in  the  room 


same  and  cognate  subjects.  - r-  a 

of  the  error  of  Local  Authorities  who  make,  out  of  t  icir  gas¬ 
works,  profit  which  they  apply  in  the  reduction  of  the  local 
rates — a  proceeding  which  the  author  described  as 
few  for  the  benefit  of  the  many,  and  taxing  trade  [or 
relief  of  property.  There  is  no  reply  to  this  indictment ;  but 
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unfortunately,  the  men  who  commit  the  error  do  not  profess 
to  argue  the  point — they  merely  put  their  hand  into  the  till 
and  take  the  money.  Upon  the  question  of  differential  prices 
for  gas,  it  cannot  be  said  that  either  the  paper  or  the  discus¬ 
sion  upon  it  was  particularly  instructive.  There  are  two 
orders  of  differential  prices  for  gas — one  based  upon  the 
quantity  of  gas  consumed,  and  the  other  upon  the  purpose  or 
the  time  of  the  consumption.  Although  Mr.  Woodall  had 
each  of  these  orders  of  differences  in  mind,  and  mentioned 
them  both,  he  did  not  distinguish  between  them  sufficiently 
to  lead  the  discussion  to  any  clear  issue.  The  arguments  for 
differential  prices  for  gas  on  the  basis  of  quantity  consumed, 
are  simply  those  which  give  the  wholesale  buyer  an  advantage 
in  price  in  respect  of  every  other  commodity,  and  are  accord¬ 
ingly  unanswerable.  We  have  never  favoured  the  extension 
of  too  much  consideration  to  large  consumers  ;  but  so  long 
as  the  customs  distinguishing  wholesale  from  retail  trading 
remain  in  force,  they  will  continue  to  be  applied  in  dealings 
in  gas  as  in  other  articles  of  commerce.  With  regard  to  the 
desirability  of  differential  prices  on  account  of  differences  in 
purpose,  time,  or  method  of  consuming  gas,  the  consideration 
of  this  problem  entails  the  valuation  of  special  factors  which 
are  half  commercial  and  half  technical  in  character.  This 
problem  was  not  touched  in  the  discussion  on  Mr.  Woodall’s 
paper,  for  which,  as  already  remarked,  the  author  was  partly 
responsible.  The  paper  was  undeniably  interesting,  as  any¬ 
thing  coming  from  Mr.  Woodall  is  almost  certain  to  be  ;  but 
it  somehow  lacked  point,  as  well  as  being  noticeably  deficient 
in  weight  of  matter.  The  author  has  not  of  late  had  much 
to  do  with  selling  gas  at  differential  prices ;  and  although  the 
paper  was  an  example  of  the  proneness  of  a  gas  engineer  to 
“  return  to  his  first  love,”  like  other  men,  it  was  also  an 
illustration  of  the  ugly  truth  that  first  loves  are  apt  to  pall 
upon  a  man  in  time.  There  is  nothing  more  that  need  be 
said  upon  this  paper  for  the  present. 

THE  PAY  AND  POSITION  OF  GAS  ENGINEEES. 

During  the  last  few  weeks  there  have  been  several  changes 
in  the  occupancy  of  leading  positions  in  connection  with  the 
British  gas  industry  ;  and  there  may  be  more  to  follow.  We 
have  declared  our  intention  of  keeping  the  question  of  the  pay 
and  position  of  gas  managers  in  England  well  under  notice ; 
and  therefore  take  this  opportunity  of  returning  to  it,  d  propos 
of  recent  events.  The  removal  of  Mr.  Lewis  Thompson 
Wright  to  Buenos  Ayres — to  which  rapidly  expanding  field 
of  labour  Mr.  Wright  will  carry  the  good  wishes  of  all  his 
professional  colleagues  who  have  watched  his  promising 
career — creates  a  vacancy  at  Nottingham  ;  and  we  are  pleased 
to  note  that  the  Nottingham  Corporation  Gas  Committee 
have  followed  the  good  course  of  announcing  the  salary 
which  is  attached  to  the  appointment,  instead  of  putting  it 
up  to  a  bidding  by  private  tender.  If  it  cannot  be  said  that 
in  offering  £600  a  year  to  commence  with  the  Nottingham 
Committee  display  noticeable  liberality,  the  figure  is  at 
least  respectable.  The  Directors  of  the  Bristol  United 
Gas  Company  have  taken  a  fresh  departure  in  their  system 
of  administration,  by  advertising  for  station  superintendents 
and  chemists,  which  cannot  be  regarded  with  favour  by 
anyone  who  is  properly  solicitous  for  the  interest  of  the  gas 
engineering  profession  in  general  and  of  this  Company  in 
particular.  It  is  all  very  weU  to  have  a  full  and  efficient 
staff  of  works  superintendents ;  and  a  chemist  is  a  good 
addition  to  the  administrative  department.  The  Company 
also  deserve  credit  for  advertising  the  amounts  of  the  salaries 
they  mean  to  pay  their  station  managers.  Here,  however, 
approval  of  their  policy  must  end.  They  are  committing  the 
grave  error  of  trying  to  do  without  ahead,  like  the  Manchester 
and  Leeds  Gas  Committees  ;  and,  like  these,  they  will  regret 
it  some  day.  A  system  of  administering  a  large  gas  under¬ 
taking  having  several  stations,  consisting  of  a  republic  of 
mutually  independent  superintendents  worlung  under  a  clerical 
head,  has  its  superficial  and  temporary  recommendations — 
especially  to  the  clerical  head — but  it  is  certain  to  break 
down  in  the  long  run.  Nobody  in  the  concern  has  sufficient 
authority  to  direct  the  undertaking  as  a  'whole ;  and  so, 
after  a  shorter  or  longer  time,  depending  upon  local  circum¬ 
stances,  a  consulting  engineer  will  have  to  be  called  in  to 
set  matters  straight,  regardless  of  expense.  Again,  one  is 
at  a  loss  to  know  why  Bristol  wants  three  chemists — if 
these  officers  are  to  be  worthy  the  name,  and  are  not  to 
be  merely  routine  gas  testers.  Surely  it  would  be  more  in 
accordance  with  common  sense  to  confide  the  executive 
work  to  a  duly  qualified  and  properly  paid  chief  engineer  ; 
giving  him  his  necessary  staff  of  station  superintendents  and 


one  capable  chemical  assistant.  We  offer  this  criticism  on 
the  policy  of  the  Bristol  Gas  Company  principally  on  general 
and  public  grounds,  but  also  in  the  interest  of  the  undertak¬ 
ing.  It  is  quite  possible  that  somebody  may  think  we  are 
answered  by  saying  that  the  Bristol  or  any  other  Board  of 
Directors  should  be  permitted  to  do  their  own  business  in 
their  own  way  ;  but  the  question  is  too  important  and  too 
public  in  its  nature  to  be  disposed  of  in  any  such  manner.  A 
gas  undertaking  is  a  branch  of  the  public  service  ;  and  it  is 
essential  that  the  men  who  from  time  to  time  are  entrusted 
with  the  guardianship  of  a  permanent  department  of  the  ser¬ 
vice  should  be  reminded  of  their  duty.  Boards  of  Directors 
and  Corporation  Gas  Committees  come  and  go,  and  nobody 
remembers  them  ;  but  the  effects  of  their  wisdom  and  folly, 
chiefly  displayed  in  the  choice  of  capable  or  incapable  execu¬ 
tive  officers,  endure  for  generations  after  they  have  been 
personally  foi'gotten,  in  the  undertakings  of  which  they  have 
had  temporary  control.  There  are  towns  in  England  whose 
inhabitants  have  to  pay  half  as  much  again  for  their  gas  as 
need  have  been  charged,  simply  because  of  the  blunders  oi 
some  bygone  magnate  of  the  Board  who  carried  everything 
in  his  own  way  while  he  lived,  and  never  suspected  what  a 
legacy  of  trouble  he  was  providing  for  his  successors.  We  do 
not  say  that,  in  the  case  of  Bristol,  the  Board  are  knowingly 
regardless  of  the  future  ;  but  we  hold  that,  by  whomsoever 
advised,  they  are  wrong  in  depriving  their  undertaking  of  a 
responsible  engineering  head,  and  maintain  that  if  the  present 
Board  do  not  survive  to  discover  their  error,  the  revelation 
will  come  to  their  successors,  probably  at  some  particularly 
awkward  time. 

THE  CIBCHLAR  INQUIRY  NUISANCE  AGAIN. 

A  FURTHER  illustration  of  the  extent  and  virulence  of  the 
“  circular  of  inquiry  ”  plague  has  reached  us  during  the  past 
week.  This  time  it  is  a  list  of  questions  relating  to  gas-retort 
stokers,  and  emanates  from  the  Secretary  of  an  important 
Gas  Company  in  the  West  of  England.  The  matter  is  to  be 
read  in  conjunction  with  the  remarks  contained  in  another 
paragraph  relating  to  the  attempts  that  are  being  made  in 
some  quarters  to  abolish  engineers,  and  administer  gas  under¬ 
takings  of  respectable  magnitude  by  the  aid  of  a  clerical  staff 
and  a  few  works  superintendents.  The  circular  now  in  ques¬ 
tion  contains  nine  questions  intended  to  ascertain  the  pay 
and  work  of  stokers  and  firemen,  and  would  be  ha,rmless 
enough  if  addressed  by  an  engineer  and  manager  to  his  pro¬ 
fessional  friends.  As  a  means  whereby  a  Board  of  Directors 
and  their  Secretary  hope  to  be  able  to  do  without  the  services 
of  the  officer  who  should  be  responsible  for  the  carbonization 
work  of  their  business,  however,  it  is  objectionable  in  the 
highest  degree.  Several  copies  of  the  circular  have  been  sent 
to  us  from  different  parts  of  the  country  ;  from  which  we 
judge  that  it  has  been  distributed  broadcast.  We  hope  that 
very  few  replies  will  be  sent,  as  a  hint  to  the  Company  to 
make  arrangements  for  doing  their  business  in  a  proper 
manner.  Engineers  and  managers  will  have  themselves  to 
thank  if  they  give  any  assistance  to  a  policy  aimed  at  their 
own  extinction.  It  is  a  curious  indication  of  the  confused 
sense  of  duty  prevailing  in  the  mind  of  this  particular  inquirer 
that,  although  he  signs  his  letters  as  Secretary,  he  addresses 
them  to  engineers  and  managers.  Why  does  he  not  send 
them  to  his  fellow-secretaries  ?  Because  he  knows  very  weU 
that  the  subject-matter  is  none  of  their  business  ;  and  it 
should  not  be  any  of  his.  We  shall  have  great  pleasure  in 
receiving  any  other  specimens  of  circular-letters  which  the 
recipients  have  reason  to  regard  as  unwarranted,  and  shall 
duly  gibbet  them  as  they  deserve.  At  the  same  time,  the 
most  effectual  cm’e  for  this  evil  is  to  regularly  deposit  all  such 
objectionable  letters  in  the  waste-paper  basket ;  and  this 
course  we  unhesitatingly  say  should  be  followed  with  nine 
out  of  every  ten  of  these  communications. 

THE  DEMAND  FOR  COKE. 

If  anybody  can  give  a  rational  explanation  of  the  cause  of  the 
increased  demand  for  coke  that  set  in  last  autumn,  and  has 
since  been  maintained,  to  the  depletion  of  the  stores  in  most 
British  gas-works,  it  would  be  welcomed  in  these  columns. 
The  report  of  the  Birmingham  Gas  Committee,  presented  at 
to-day’s  Town  Council  meeting,  shows  that  all  the  quantity  of 
coke  in  stock  on  June  21  at  the  stations  of  the  department 
was  only  763  tons,  whereas  at  the  corresponding  period  last 
year  there  were  19,124  tons  unsaleable.  Doubtless  when  the 
accounts  of  the  principal  Gas  Companies  come  to  be  made  up 
for  the  half  year  that  has  just  expired,  they  will  show  a 
similar  result.  It  would  be  interesting  to  know  the  reasons 
for  this  remarkable  change,  because  at  present  it  looks  like 
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one  of  those  unaccountable  vagaries  of  trade  that  confound 
the  most  prescient  men  of  business.  Ti/ho  would  have  pro¬ 
phesied,  this  time  last  year,  that  before  another  twelvemonth 
had  passed  the  too-solid  mountains  of  coke  that  cumbered  the 
ground  in  nearly  every  gas-works  in  the  kmgdom  would  have 
melted  away,  and  that  prices  would  be  raised  accordingly  ? 
Yet  it  is  precisely  this  power  of  foreseeing  business  fluctua¬ 
tions  that  is  the  most  valuable  possession  of  the  trader,  in 
this  matter  of  coke,  however,  demand  seems  to  rise  and 
fall  for  no  reason  that  the  keenest-sighted  dealer  or  producer 
can  distinguish.  All  we  know  at  present  is  that  whereas  last 
year  there  was  plenty  of  coke  in  stock,  this  year  there  is  none  ; 
but  what  has  really  brought  about  the  change  is  a  mystery. 
People  talk  glibly  enough  about  times  of  good  trade  and  bad 
trade ;  but  very  few  can  recognize  the  broad  signs  of  either 
condition  while  they  actually  exist,  to  say  iiothmg  of  fore¬ 
seeing  their  appearance.  Most  men  can  only  be  certain  about 
such  matters  after  the  time  has  passed.  We  can  look  back 
upon  the  extraordinary  advance  in  the  value  of  coal  and 
of  twelve  years  ago  or  thereabout,  and  remark  that  anybody 
who  could  have  foreseen  what  would  happen  at  that  time  could 
have  made  a  great  fortune  by  forestaUing  the  rise.  Many  i 
so  ;  but  the  process  was  more  accidental  than  deliberate. 
Many  buyers  of  coal  and  iron  then  took  credit  to  themselves 
for  their  cleverness  in  making  contracts  for  future  supplies 
on  good  terms  for  themselves  ;  but  people  who  once  happen 
to  make  a  good  shot  in  this  way,  are  liable  to  try  the  ^me 
thing  once  more,  and  make  a  disastrous  failure  of  it.  Over 
and  over  again  during  the  past  ten  years  there  has 
arisen  a  cry  of  a  general  revival  of  trade,  and  a  warning  of 
a  rise  in  the  value  of  staples  as  a  necessary  consequence. 
Nothing  has  come  of  it,  however,  and  speculators  for  the  rise 
have  done  no  good,  even  where  they  have  not  seriously  damaged 
themselves.  Now,  comparatively  unnoticed^  by  newspapers, 
and  unattended  by  any  remarkable  change  in  the  aspect  of 
the  national  industries,  the  demand  for  coke  has  swelled  and 
swelled — gradually,  imperceptibly,  and  irresistibly  until  it 
has  swallowed  up  the  available  supply.  _  The  unaccountable¬ 
ness  of  the  phenomenon  recalls  to  mind  the  fancy  of  the 
philosopher  who  connected  crises  and  periods  of  expansion 
in  the  world  of  finance  with  the  appearance  and  absence 
of  sun-spots.  People  must  have  a  reason  for  movements 
that  they  see  going  on  around  thmn  in  the  aS^airs  of  trade 
and  industry,  even  if  nothing  iiearer  than  the  planetary 
system  presents  itself.  The  Goodwin  Sands  have  been 
ascribed  to  the  influence  of  Tenterden  Church  steeple ,  and 
have  the  recent  changes  in  the  occupancy  of  the  Imperial 
throne  of  Germany  had  anything  to  do;with  reducing  the 
stock  of  coke  in  the  United  Kingdom  ?  If  not,  to  what  is 
this  change  due  ?  The  question  is  far  easier  asked  than 
answered. 


Matei  anb  Sanitarg  ^flairs. 


The  action  brought  by  the  East  London  Water-Works 
Company  in  the  City  of  London  Court,  a  report  of  which 
appeared  in  the  last  number  of  the  Journal,  points  to  a 
practical  inconvenience  in  the  working  of  Mr.  Forrest  Fulton  s 
Act.  Primarily,  the  person  “  using  ”  the  water  supplied  by 
a  Company  is  liable  to  pay  for  it ;  but  in  the  cases  which 
come  within  the  operation  of  the  recent  Act,  the  short  and 
simple  remedy  of  cutting  off  the  supply  in  the  event  of  non¬ 
payment,  has  been  forbidden.  In  the  action  referred  to,  defen¬ 
dant  was  occupier  of  premises  where  the  Company’s  water 
was  consumed  ;  that  is  to  say,  he  was  allowed  to  live  there  by 
his  employer,  a  contractor,  whose  name  was  persistently  con¬ 
cealed  from  the  Company.  In  these  circumstances,  how  was 
the  water-rate  to  be  recovered,  and  from  whom  ?  The  Com¬ 
pany  brought  an  action  against  the  defendant,  the  actual 
occupier.  Ultimately,  under  the  pressure  of  Commissioner 
Kerr’s  remarks,  the  full  name  and  address  of  the  mysterious 
contractor  were  admitted,  and  he  was  made  a  co-defendant  in 
the  action.  In  this  case,  therefore,  the  Company  probably 
will  overcome  the  obstacles  placed  in  their  way,  and  in  tlie 
end  the  rates  will  be  recovered.  Nevertheless,  the  hardship 
of  the  position  is  apparent.  It  cannot  be  doubted  that  if  the 
Company  had  been  at  liberty  to  cut  off  the  water,  the  know¬ 
ledge  that  they  possessed  that  power  would  have  led  to  payment 
of  the  rates  without  the  expense  suiid  delay  involved  in  taking 
legal  proceedings.  Even  so,  but  for  the  peremptory  direction 
of  the  learned  Commissioner  (a  direction  which  it  would  seem 
by  no  means  easy  to  enforce  against  an  obstinate  defendant), 
justice  would  still  have  been  baulked.  Mr.  Fulton’s  Act  has 


thus  opened  a  way  for  fraud  and  deception,  against  which  the 
Water  Companies  are  almost  powerless.  It  is  true  that  pay¬ 
ment  in  advance  can  be  required  for  the  first  quarter  s  water 
supply  ;  but  afterwards  there  is  nothing  to  prevent  a  dishonest 
consumer  getting  in  arrear,  and  “  dodging”  the  lawful  claims 

of  the  Company.  ^ 

The  question  whether  an  over-payment  of  water-rent  can 
be  considered  a  compulsory  payment,  and  therefore  recover¬ 
able  by  the  consumer,  was  recently  dealt  with  in  the  form 
of  a  test  action  in  the  Burnley  County  Court.  The  case 
was  reported  in  the  Journal  for  May  22  last  (p.  992)  ,  and 
some  editorial  remarks  with  respect  to  the  controversy 
appeared  in  the  Journal  for  the  following  week.  We  tlien 
ventured  to  express  the  opinion  that  the  return  of  any  excess 
of  water-rent,  received  by  a  Company  or  Corporation  in  the 
circumstances  mentioned,  could  not  legally  be  claimed  in  an 
action  by  the  person  who  paid  it.  It  is  satisfactory  to  hn  , 
from  the  judgment  which  appears  in  another  column,  that 
this  view  has  been  sustained  by  Justices  Cave  and  W  ilia, 
who  heard  the  appeal  from  the  Burnley  County  Court  in  the 
particular  case  referred  to.  The  Burnley  Corporation  had 
charged  one  of  their  customers  a  sum  calculated  at  the  rate 
of  5  per  cent,  on  the  gross  rental  of  the  house  in  his  occu¬ 
pation,  the  amount  of  the  rate  on  that  basis  being  £8  16s.  4d. 
The  sum,  if  calculated  with  reference  to  the  rateable  \alue, 
would  have  been  £7  3s.  lOd.  The  plaintiff  pai^d  the  larger 
amount,  and  then  claimed  to  recover  the  difference— viz., 

£1  11s.  6d. — on  the  ground  that,  legally  speaking,  the  pay¬ 
ment  had  been  made  under  duress.  The  County  Court 
Judge  arrived  at  the  conclusion  that  this  contention  was  well 
founded,  simply  because  the  Corporation  possessed  the  power 
to  cut  off  the  water  supply.  It  was  not  suggested  that  they 
had  actually  threatened  to  cut  it  off.  In  view  of  this  fact, 

it  is  not  surprising  that  the  Corporation  should  have  sub¬ 
mitted  the  case  to  the  decision  of  the  Judges  of  the  Queen  s 
Bench  Division— a  decision  which,  we  apprehend,  must  be 
taken  as  finally  settling  a  point  of  no  small  importance  to 
Water  Companies,  and,  if  the  term  is  permissible.  Water 
Corporations,  in  general.  The  position  certainly  would  be 
very  serious  if,  after  accounts  had  been  closed  and  dividends 
distributed,  consumers  could  “  spring  ”  on  shareholders  or 
ratepayers  demands  for  sums  of  money  which  in  previous 
years  had  been  voluntarily  paid  and  received  in  good  faith 
is  being  the  rates  authorized  by  law.  The  Judges  have 
now  made  it  perfectly  clear  that  this  cannot  be  doiie  ;  and 
by  virtue  of  their  ruling  have  put  a  check  on  the  flood  ot 
vexatious  litigation  which  might  probably  have  broken  forth 
if  the  decision  of  the  County  Court  Judge  at  Burnley  had 
proved  to  be  sound  law.  At  the  same  time,  it  is  desirab  e 
that  the  effect  of  the  learned  Judges’  decision  should  not  be 
over-estimated.  They  have  simply  held  that  the  mere  pos¬ 
session  of  power  to  cut  off  water  supply  was  not  enough  to 
sustain  a  plea  of  duress,  and  enable  the  consumer  to  claim 
a  return  of  what  he  professed  to  have  paid  under  some  sort 
of  compulsion.  In  the  Burnley  case,  as  already  pointed  out, 
there  really  was  no  compulsion  at  all.  Not  a  word  was  said 
about  cutting  off  the  water  if  respondent  failed  to  pay  the 
full  sum  claimed  ;  and,  therefore,  the  payment  of  the  amount 
was  obviously  voluntary.  Regarded  as  a  test  action,  brought 
for  the  purpose  of  raising  an  undoubtedly  important  point, 
the  case  selected  was  surprisingly  weak.  It  would  be  easy  to 
conceive  an  instance  in  which  the  circumstances  could  be 
made  to  wear  the  aspect  of  at  least  partial  compulsion,  ihe 
Companies,  therefore,  should  exercise  the  necessary  tact  m 
avoiding  disputes  to  which  there  might  not  be  a  favourable 
issue.  In  the  case  of  many  provincial  undertakings,  doubts 
still  exist  (owing  to  the  varying  phraseology  of  bpecial  Acts) 
whether  the  water-rates  are  properly  assessable  on  the  gross 
estimated  rental  or  on  the  rateable  value  of  the  premises  to 
which  the  supply  is  furnished.  At  Burnley,  the  former  was 
the  footing  on  which  the  rates  were  claimed  and  paid  for 
many  years.  Recently,  however,  the  Corporation  appear  to 
have  arrived  at  tlie  conclusion  that  their  mode  of  cliarging 
was  erroneous.  The  same  kind  of  thing  may  occur  elsewhere. 
But  in  those  instances  in  which  doubts  exist,  it  would  ob¬ 
viously  be  bad  policy  to  provoke  or  hasten  a  contest;  nor 
should  Directors  be  in  a  hurry  to  give  away  the  rights  of  those 
whose  interests  they  hold  in  trust.  Annual  \alue,  os  we 
have  before  insisted,  is  not  a  term  which  is  to  be  ^nstrued 
with  reference  only  to  the  Dobbs  definition.  There  is 
much  in  the  remarks  made  by  eminent  Judges  in  the  moie 
recent  cases,  to  encourage  every  Water  Company  to  await  a 
legal  interpretation  of  their  own  Special  Act  befoie  lelin- 
quishing  a  large  portion  of  their  annual  income. 
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PHOTO  METEES. 

By  W.  J.  Dibdin,  F.I.C.,  F.C.S.,  Chemist  and  Superintending 
Gas  Examiner  to  the  Metropolitan  Board  of  Works. 

At  the  present  time,  which  may  be  called  the  transition 
period  in  photometry,  both  with  regard  to  the  standard  of 
light  and  the  instrument  with  which  that  standard  is  used, 
there  are  few  more  vexed  questions  demanding  the  serious 
attention  of  gas  managers  and  examiners  than  that  con¬ 
nected  with  photometers.  The  various  departures  which 
have  been  made  from  time  to  time  from  the  simple  open  bar 
of  Bunsen,  have  brought  about  a  condition  of  things  in  regard 
to  photometers  which  demands  careful  consideration,  in  order 
that,  in  the  changes  evidently  imminent,  they  may  be  dis¬ 
tinctly  understood,  and  that  the  new  instrument,  whichever 
one  may  be  finally  adopted,  should  give  accurate  results,  and 
thus  renew  the  confidence  of  all  in  the  work  done — a  state  of 
things  which  cannot  by  any  means  be  said  to  exist  in  all  cases 
at  the  present  time. 

In  order  that  the  present  paper  may  have  a  practical 
value,  it  is  not  now  proposed  to  discuss  photometers  other 
than  those  founded  upon  the  principle  of  the  Bunsen  bar,  both 
open  and  closed.  The  instruments  thus  referred  to  comprise 
the  simple  bar,  either  of  the  Letheby  or  Keates  type,  the 
Evans  closed  photometer,  the  “  Canadian,”  and  the  recently- 
introduced  ‘‘Imperial”  standard.  The  ‘‘Eadial”  photo¬ 
meter  when  used  for  horizontal  rays,  being  an  open  bar  of  the 
simplest  type,  will  naturally  fall  under  this  head. 

The  simple  bar  photometer  is  so  well  known  that  little 
description  of  it  is  required.  Shortly,  it  consists  of  a  bar  60 
inches  in  length  in  the  Letheby  form,  or  75  inches  in  the 
Keates  ;  having  the  gas-flame  fixed  at  one  end,  and  a  candle 
balance  with  the  canMes  at  the  terminal  point  at  the  other — 
the  disc  being  placed  in  a  sighting-box,  which  freely  travels 
on  wheels  along  the  bar.  As  used  by  both  Letheby  and 
Keates,  this  instrument  was  employed  in  a  room  darkened 
during  the  testings.  For  the  supposed  better  protection 
of  the  candles  from  draughts,  a  box  was  placed  so  as  to 
enclose  them,  with  the  result  that  at  times  this  ‘‘protection” 
has  a  deleterious  effect  on  the  candles  by  excessive  heat¬ 
ing  of  the  contained  air.  For  the  purpose  of  avoiding  the 
necessity  of  darkening  the  experimental  room,  and  to  comply 
with  the  requirements  of  the  Standards  Department  of  the 
Board  of  Trade,  when  certifying  this  instrument  for  the 
Canadian  Government,  the  whole  of  the  apparatus — viz.,  the 
meter,  governor,  bar,  &c.,  were  enclosed  in  a  small  wooden 
room,  and  shut  in  with  heavy  curtains  ;  and  in  this  form  it 
is  known  as  the  ”  Canadian  ”  photometer.  From  this  it  is 
seen  that  the  Canadian  photometer  is  merely  a  Letheby  bar 
enclosed  in  a  small  portable  room,  which  requires  most  care¬ 
ful  ventilation  to  ensure  accurate  results,  especially  when 
candles  are  employed  as  the  standard. 

In  1858,  in  consequence  of  a  dispute  with  the  St.  James’s 
Vestry  as  to  the  illuminating  power  of  the  street  lamps,  it  was 
decided  to  test  the  burners  in  use  in  situ,  as  the  authorities 
at  that  time  would  not  consent  to  the  removal  of  the  burners 
to  a  proper  testing-room.  Under  the  direction  of  Mr.  F.  J. 
Evans,  then  Engineer  to  The  Gaslight  and  Coke  Company,  a 
closed  photometer  was  constructed,  and  mounted  on  a  plat¬ 
form  in  Piccadilly.  The  end  of  this  photometer  was  con¬ 
structed  of  such  a  size  that  it  could  be  placed  bodily  over  the 
sti’eet  lamp.  The  disc  was  fixed  at  a  point  50  inches  from 
the  flame,  and  the  candles  mounted  on  a  travelling  holder 
on  the  reverse  side  of  the  disc,  and  moved  for  the  purpose  of 
taking  the  readings  by  means  of  an  endless  cord  and  winch- 
handle,  situated  immediately  in  front  of  the  disc.  Falling 
doors  were  fitted  for  affording  access  to  the  burner,  disc,  and 
candles  respectively.  As  the  testings  had  to  be  conducted  in 
the  open  air,  care  was  exercised  to  regulate  the  draughts  to 
the  gas  and  candles  ;  and  exit  for  the  burnt  gases  was  afforded 
by  chimneys  over  the  two  ends  of  the  box.  This  system 
evidently  gave  such  satisfactory  results  to  the  inventor  that, 
when  he  was  appointed  one  of  the  Gas  Eeferees  under  the  Act 
of  1868,  he  so  strongly  advocated  its  use  at  the  legal  gas-testing 
stations,  that  it  was  adopted,  and  first  fixed  at  the  Arundel 


Street,  Leadeuhall  Street,  Cannon  Street,  and  Gray’s  Inn  Lane 
testing  stations  in  1869.  The  gas  made  at  Bow  Common 
was  at  the  same  time  tested  with  an  open  Letheby  photometer 
at  Friendly  Place,  Mile  End  Eoad ;  and  it  continued  to  be  so 
tested  until  January,  1881,  when  this  gas  was  tested  with  an 
Evan’s  photometer  at  No.  3,  Jewry  Street.  Previous  to  this, 
however,  the  gas  supplied  by  the  City  of  London  Gas  Com¬ 
pany,  The  Gaslight  and  Coke  Company,  and  the  Great 
Central  Gas  Company  was,  under  the  Act  of  1860,  carried 
into  No.  37,  Jewry  Street,  where  the  late  Dr.  Letheby  tested 
the  several  supplies  by  an  open  bar  photometer  from  about 
1862  to  1868.  So  that  at  this  time  there  was  by  no  means 
unanimity  of  opinion  as  to  the  respective  merits  of  the  two 
forms  of  apparatus.  Since  then,  station  after  station  was 
fitted  indifferently  with  one  or  other  of  these  instruments. 
In  1876,  two  stations  prescribed  by  the  Gas  Eeferees  were 
fitted  with  the  open  bar  ;  but  in  1878,  in  consequence  of  the 
complaints  of  the  Company  as  to  the  low  results  obtained  by 
the  Official  Examiner,  the  Gas  Eeferees  consented  to  the 
removal  of  these  two  photometers,  and  the  substitution  of 
the  Evans  closed  form  in  their  place.  The  following  are  the 
average  results  obtained  during  48  days  before  and  48  days 
after  the  alteration  ; — 

station  A.  Station  B. 

Before  ....  17'0  ..  16-1 

After . 17'6  ..  17-1 

As  originally  constructed  for  the  gas-testing  stations,  the 
Evans  photometer  was  ventilated  by  the  two  chimneys,  one 
at  either  end.  Subsequently  objection  was  taken  to  the 
deficient  ventilation  thus  afforded ;  and  a  long  inverted 
box-cover,  open  downwards  throughout  the  length  of  the 
instrument,  was  fitted  in  their  place,  with  the  view  of 
ensuring  more  perfect  exit  for  the  products  of  combustion 
than  had  hitherto  been  obtained.  For  the  same  reason, 
the  internal  width  of  the  box  enclosing  the  flames  and 
screen  was  enlarged.  When,  however,  the  new  arrangement 
was  applied  to  one  of  the  existing  forms,  it  immediately 
became  apparent  that  a  change  for  the  worse  had  been  made, 
as  before  the  alteration  somewhat  reasonable  results  were 
obtainable  ;  but  afterwards  it  was  almost  impossible  to  get  a 
test  within  10  per  cent,  of  the  admitted  value  of  the  gas,  and 
results  of  above  25  per  cent,  were  by  no  means  uncommon. 
The  following  series  of  tests  recently  made  in  rapid  succession, 
by  no  less  than  six  of  the  ihost  experienced  photometrists  of 
the  day,  will  show  the  utter  unreliability  of  one  of  these 
converted  old-pattern  Evans  photometers  ; — 


Height  of  Gas-Flame,  Three  Inches. 

_  New  Candles  and 

Bunsen  DisCi  Dibdin’s  Leeson  Disc. 

Candles.  Candles. 

18-8  ..  ..  22-9  19-7 

21-9  ,.  ..  22-9  20-0 

20- 0  ..  ..  22-9  20-0 

21- 3  ..  ..  —  — 

These  were  amongst  some  of  the  worst  results  given ;  but 
were  by  no  means  of  uncommon  occurrence. 

For  the  purpose  of  thoroughly  trying  the  question,  I  have 
at  various  times  made  careful  comparison  tests  of  three 
Evans  photometers  with  a  simple  bar  photometer  used  in  the 
open  without  screens  of  any  kind,  other  than  those  necessary 
to  avoid  errors  due  to  reflection,  and  the  protection  of  the 
observer  from  direct  rays.  The  following  are  the  results  so 
obtained  : — 


Evans’  Photometer.  Open  bar. 
Candles.  Candles. 


Photometer  No.  1 
)) 
n 
•) 
n 
n 

n 

n 

»» 

)) 

it 

Photometer  No.  2 

n 

)) 

if 

it 

Photometer  No.  3 

n 

M 

)) 

n 


First  day  . 

Second  day 

Third  day  . 

i)  • 

it 

H  * 

»>  • 

Fourth  day. 

Fifth  day  . 

J»  • 

n  • 

it  * 

t)  • 

Sixth  day  . 

it  * 

it  • 

Seventh  day 
a 

it 

Eighth  day 
)> 

Ninth  day  . 

n  • 

• 

a 

a 

it  • 


.  16-0 

16-; 

.  16-5 

16-^ 

.  15'3 

15-; 

.  17-2 

17-; 

.  16-8 

16-( 

.  18-0 

16-( 

.  17-6 

16-( 

.  16-0 

16-1 

.  16-3 

16-! 

.  16-8 

IS¬ 

.  16-3 

IS- 

.  16-7 

16- 

.  17-0 

16- 

.  17-6 

16- 

.  15-7 

14- 

.  17-3 

17- 

.  18-5 

17- 

.  16-6 

17- 

.  17-1 

16- 

.  16-9 

16- 

.  17-2 

16- 

.  16'4 

16- 

.  17'1 
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.  18-7 
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.  18-7 
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.  19-1 
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.  19-3 
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.  19-8 
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20-7 

le- 

July  8,  1888.] 


13 


THE  JOURNAL  OF  GAS  LIGHTING.  WATER  SUPPLY.  A  SANITARY  IMPROVEMENT. 


Photometer  No.  3. 


Tenth  day 


Evans  Photometer. 
Candles. 

.  18-3 

.  18-3 
.  18-6 
.  18-4 

.  19-5 

.  20-8 


Open  bar. 
Candles. 

15- 8 
1..-8 

16 - U 
15-9 
15-9 
16'9 


Average  .  .  •  17  •  I  ..  19 '2 

From  these  results,  it  is  seen  that  the  average  by  the  Evans 
was  0-9  candle  over  that  indicated  by  the  open  bar.  As  the 
instrument  No.  3  had  afforded  such  high  results,  I  conducted 
a  special  series  of  tests  with  that  one,  with  the  following 
results  : — 


First  day 


Second  da; 


Third  day 


Evans 

Photometer 

Candles. 


.  17-6 

.  17-3 

.  17-9 

.  18-2 

.  17-9 

.  18-2 

y 

.  16-3 

.  16-6 

.  16-9 

.  17-2 

.  17-4 

.  17-5 

.  17-0 

.  17-4 

.  17-7 

.  17-9 

.  17-7 

.  17-8 

Average 

The  zinc  gauze  was 


remammg  on. 
Open 

Bar 

Candles. 

Height 

of 

Qas  Flame. 

16'2 

3  inches 

16-1 

16-2 

M 

16-2 

n 

16-2 

M 

16-2 

It 

15-0 

2i  inches 

14-9 

15-0 

M 

15-1 

1) 

15-0 

fl 

15-1 

H 

16-2 

3  inches 

16-1 

II 

15-9 

II 

16-0 

II 

16-1 

II 

16-1 

15-8 

II 

to  convert  the 


17-5 

0.1.,=  6 _ —  next  removed,  so  as 

photometer  into  an  open  one,  as  far  as  possible ;  and  the 
following  results  found  ; — 

Evans  Photometer  Xo.  3,  with 

Evans  Photometer. 

Candles. 

15-6 


Wooden  and  Zinc  Tops  off. 

Open  Bar. 

Candles. 

1.5-5 

15-4  ..  15-8 

15- 7  ..  15-5 

16- 3  ..  15-8 

15-6  ..  15-5 

15-6  ..  15-8 


Average.  .  15'7  ..  15-7 

These  results  are  only  typical  of  a  large  number  of  others  ; 
one  special  series  of  over  90  having  been  conducted  at  the 
request  of  the  Metropolitan  Gas  Referees,  with  the  result  of 
most  fully  endorsing  the  indications  shown  above  as  to  the 
behaviour  of  photometer  No.  3 — viz.,  that  the  removal  of  the 
wooden  top  is  a  decided  advantage.  Previously  to  its  removal, 
19  and  20  candle  gas  was  often  indicated  ;  while,  after  its 
removal,  these  results  foil  to  between  17  and  18  candles,  and 
again  dropped  on  the  removal  of  the  gauge  screen  to  about 
IG  candles — the  tests  being  far  more  concordant  in  the  latter 
case.  The  errors  due  to  candles  were  avoided  as  far  as  pos¬ 
sible  by  the  use  of  those  of  two  different  makers  and  different 
packets. 

The  moving  of  the  candles  in  the  Evans  photometer  has 
long  been  admitted  as  a  serious  error  ;  and  at  the  request  of 
the  late  Mr.  Keates,  Messrs.  W.  Sugg  and  Co.  constructed  a 
modified  Evans  photometer,  in  which  the  candles  were  fixed 
as  in  the  bar,  and  the  screen  was  made  moveable.  Since 
then,  this  form  of  instrument  has  been  modified.  Two  large 
towers  are  now  placed,  one  at  each  end,  for  the  reception  of 
the  candles  and  gas-burners  respectively ;  and  the  disc  is 
moved.  The  tower  or  Imperial  photometer,  as  this  new 
pattern  is  called,  has  been  sanctioned  by  the  Gas  Referees  ; 
and  two  of  them  are  in  use  in  the  Metropolis.  The  results 
obtained  with  it  are  far  more  concordant  than  with  the 
old  pattern  Evans ;  and  the  indications  of  candles  agree  as 
closely  as  can  be  expected  with  those  afforded  by  the  ten- 
candle  test,  which  I  have  elsewhere  shown  to  be  a  very 
reliable  standard  when  used  with  IG-candle  gas,  or  an  inferior 
gas  carburetted  with  pentane.  Comparative  tests  with  the 
bar  photometer  used  in  the  above  detailed  experiments  have 
also  given  very  satisfactory  results ;  so  much  so,  that  I  have 
no  hesitation  in  advocating  its  use,  if  it  is  considered  desir¬ 
able  that  a  closed  photometer  should  be  necessary. 

Up  to  a  short  time  back,  it  was  always  assumed  that  the 
errorsof  observations  were  invariablydue  to  candles.  The  series 
of  tests  now  given  demonstrate  conclusively  that  in  a  large 
number  of  instances  candles  “  have  been  more  sinned  against 
than  sinning,”  by  being  used  in  an  instrument  which  has 
rendered  it  impossible  for  them  to  yield  the  results  tliey 
would  otherwise  have  done.  In  many  of  the  above  tests,  the 


same  candles  wore  used,  being  carefully  transferred  from  one 
photometer  to  another,  as  also  were  the  sUndard  burners. 
The  meters  wore  carefully  compared,  and  found  to  give 
identical  measurements  of  the  gas  burnt ;  while  the  height 
of  the  gas-flame  was  the  same.  The  erratic  behaviour  of  the 
candles  in  a  large  number  of  cases  when  used  in  the  “  Evans 
photometer  was  doubtless  due  to  the  elevated  temperature 
and  vitiated  atmosphere,  as.'wdien  the  doors  of  the  instru¬ 
ment  were  kept  open,  or  repeatedly  opened  during  a  test,  the 
readings  were  more  uniform. 

The  outcome  of  the  numerous  expenments  which  i  have 
now  conducted  is  that  the  Evans  photometer,  even  at  its  best, 
is  a  most  unsuitable  instrument  for  practical  photoi^trj  , 
that  if  a  Bar  photometer  is  to  be  used,  it  should  be  perfectly 
open  ;  but  that  if  a  closed  instrument  is  deemed  preferable,  it 
should  be  of  the  Imperial  or  tower  (as  it  has  been  called) 
type,  in  which  the  opposing  flames  are  placed  in  a  large  area, 
in  which  a  considerable  volume  of  air  is  moving  at  a  slow 
speed,  free  from  side  or  top  draughts.  . 

Recently  I  had  an  opportunity  of  demonstrating  the  principle 
in  connection  with  one  of  the  ordinary  Letheby  photometers, 
in  which  the  flame  was  placed  in  a  partially  closed  chamber 
— viz.,  closed  on  three  sides,  and  partly  so  in  front  by  means 
of  a  glazed  window.  In  using  such  an  instrument  in  connec¬ 
tion  with  my  recent  experiments  on  the  standards  of  light,  i 
found  it  of  considerable  advantage  to  cover  the  top  of  this 
chamber,  leaving  a  6-inch  circular  opening  for  the  exit  of  the 
vitiated  air,  and  to  close  the  part  left  open  over  the  glped 
front.  The  result  was  to  immediately  steady  the  flame  in  a 
manner  similar  to  that  in  the  tower  photometer ;  and  fai 
more  concordant  results  were  indicated  in  consequence.  One 
outcome  of  this  steadying  the  flame  is  that  the  readings  are 
made  with  much  greater  facility  and  accuracy. 

In  the  new  pattern  photometer  I  have  introduced  an  im¬ 
proved  form  of  disc-holder,  in  which  the  disc  and  minors  aie 
reversed,  without  the  removal  of  the  frame  from  the  box,  as 
in  the  Evans  ;  and  consequently  readings  are  more  reliable, 
as  the  trouble  of  turning  the  disc  is  so  slight  that  there  is  no 
reason  why  one-half  should  not  be  taken  with  the  disc  and 
mirrors  in  one  position,  and  the  remainder  with  them  re¬ 
versed.  This  disc-holder  can,  of  course,  be  fitted  to  other 

photometers.  _  . 

It  may  possibly  be  thought  that,  in  view  of  the  near  ap¬ 
proach  of  a  change  in  the  standard  of  light,  the  considerations 
arising  from  the  behaviour  of  candles  have  little  weight. 
This  would  indeed  be  so  but  for  one  fact,  which  has  hitherto 
not  received  the  attention  which  its  importance  deser\-es,  and 
which  is  of  the  utmost  consequence  in  connection  with  any 
one  of  the  proposed  substitutes  for  candles,  and  especially 
so  with  the  pentane  air-gas  flame  of  Mr.  A.  Vernon  Harcourt. 
This  point  is  the  steadiness  of  the  flame.  The  arrangements 
for  the  ventilation  of  the  Evans  photometer  render  it  impos¬ 
sible  that  any  gas-flame  should  burn  steadily  in  it.  In  the 
tower  photometer  the  steadiness  of  any  flame,  even  the 
pentane,  is  most  remarkable,  so  much  so  that  the  confidence 
of  the  operator  in  the  accuracy  of  his  results  is  greatly  en¬ 
hanced  ;  and  he  feels  that  at  last  he  has  an  instrument  which 
is  worthy  of  his  best  endeavours. 

I  have  to  acknowledge  my  indebtedness  to  Mr.  A.  F.  Damon, 
one  of  the  Metropolitan  Gas  Examiners,  for  his  valuable 
services  in  connection  wdth  many  of  the  experiments  men¬ 
tioned  in  this  paper. 

Diwussion. 

The  President  said  that  Mr.  Dibdin,  who  had  always  been 
a  great  advocate  for  the  improvement  of  the  standard  of  light 
for  photometry,  had  put  forward  the  opinion  (with  which  he 
quite  agreed)  that  candles,  although  not  perfect,  were  not  so 
bad  as  they  had  been  made  out  by  many  persons  to  be.  His 
experience  was  that  if  candles  were  carefully  and  properly 
used,  very  uniform  results  might  be  obtained.  In  saying 
so,  he  did  not  wish  it  to  be  inferred  that  an  endeavour  should 
not  be  made  to  obtain  a  better  standard,  because  it  must  be 
admitted  that  candles  were  liable  to  be  irregular  and  un¬ 
certain  ;  but  at  the  same  time,  ke  thought  closed  photometers 
were  entirely  unsuited  for  candles.  He  was  sure  the  members 
would  pass  a  vote  of  thanks  to  Mr.  Dibdin. 

Mr.  George  Livesey  (London)  thought  it  was  not  possible, 
in  tlie  short  time  at  their  disposal,  to  go  into  a  discussion  on 
standards  of  light ;  but  they  should  confine  themselves  to 
the  question  of  photometers,  which  was  the  subject  of  the 
paper.  He  joined  with  Mr.  Dibdin  in  condemning  the 
Evans  photometer,  which  he  had  never  liked,  and  did  not 
know  why  it  was  introduced;  but  he  had  an  instinctive  pre¬ 
judice  against  boxing  up  two  of  the  lights  in  such  a  small 
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coffin  kind  of  apparatus.  What  the  gas  companies  wanted 
was  a  fair  and  just  measurement;  and  he  was  quite  certain 
they  all  desired  to  give  in  illuminating  power  all  that  Parlia¬ 
ment  required.  As  a  proof  of  this  he  might  take  the  fact 
that  invariably — putting  aside  accidental  circumstances — the 
gas  companies  always  gave  considerably  more  light  than  was 
really  necessary.  It  was  to  their  interest  to  do  so — to  deal 
fairly  and  liberally  with  their  customers.  This  being  so,  it 
was  essential  that  they  should  have  a  photometer  which 
would  give  reliable  results,  which  he  did  not  think  the  Evans 
photometer  did.  Still,  he  was  not  going  to  adopt  the  tower 
photometer,  which  he  should  condemn  nearly  as  strongly  as 
the  Evans.  That  instrument  cost  the  South  Metropolitan  Gas 
Company  last  year  at  least  £2000  for  extra  cannel ;  for  they 
had  to  make  18-candle  gas,  and  then  they  could  not  show 
16  candles  in  the  tower  photometer.  Why  it  was,  he  did  not 
know ;  but  whether  it  was  the  restriction  of  the  air  supply, 
or  whatever  it  might  be,  there  was  the  fact,  and,  do  what 
they  could,  they  could  not  keep  up  the  quality.  It  was  con¬ 
stantly  just  on  the  16-candle  standard — sometimes  below  ; 
rendering  them  liable  to  penalties  for  deficiency  of  light.  The 
most  experienced  of  the  gas  testers  had  tried  it ;  and  at 
last  a  very  high  authority  in  testing  (whose  name  he  would 
not  mention),  with  the  Official  Gas  Examiner,  brought  out 
results  very  much  in  excess  of  those  which  the  latter  had 
been  in  the  habit  of  producing.  Perhaps  the  gas  examiner, 
finding  that  a  leading  photometrist  obtained  results  so  very 
different  from  his  own,  thought  he  might  have  been  wrong 
in  his  reading.  However,  it  was  sufficient  to  condemn  the 
instrument  if  two  men,  or  a  number  of  men,  obtained  vary¬ 
ing  results  from  it.  He  did  not  like  the  boxing  in  at  all ; 
and  he  was  very  pleased  to  see  that  Mr.  Dibdin  put  in  the 
word  “if” — “if”  he  said,  “  a  closed  instrument  is  deemed 
“  preferable,  it  should  be  of  the  Imperial  or  tower  type.” 
Further  on  he  told  them  of  another  one  which  was  not  a 
closed  photometer,  but  as  open  as  it  could  be,  in  order  to 
meet  the  convenience  of  not  having  an  entirely  darkened 
room.  This  was  how  he  described  it ;  “  Eecently  I  had  an 
“  opportunity  of  demonstrating  the  principle  in  connection 
“  with  one  of  the  ordinary  Letheby  photometers,  in  which 
“  the  flame  was  placed  in  a  partially  closed  chamber — viz., 
“  closed  on  three  sides,  and  partly  so  in  front  by  means  of 
“  a  glazed  window.  In  using  such  an  instrument  in  con- 
“  nection  with  my  recent  experiments  on  the  standards  of 
“  light,  I  found  it  of  considerable  advantage  to  cover  the  top 
“  of  this  chamber,  leaving  a  6-inch  circular  opening  for  the 
“  exit  of  the  vitiated  air,  and  to  close  the  part  left  open  over 
“  the  glazed  front.  The  result  was  to  immediately  steady 
“  the  flame  in  a  manner  similar  to  that  in  the  tower  photo- 
“  meter  ;  and  far  more  concordant  results  were  indicated  in 
“  consequence.  One  outcome  of  thus  steadying  the  flame  is 
“  that  the  readings  are  made  with  much  greater  facility  and 
“  accuracy.”  That  was  his  (Mr.  Livesey’s)  idea  of  what  a 
photometer  should  be — one  which  would  give  fair  results  in 
the  hands  of  varying  operators,  and  under  all  the  ordinary 
circumstances. 

Professor  Foster  (London)  remarked  that,  as  far  back  as 
September,  1871,  there  was  a  short  article  by  himself  in  the 
Chemical  News,  which  he  believed  was  the  first  published 
account  in  which  this  question  of  the  Evans  photometer  was 
taken  in  hand.  The  remarks  then  made  were  just  as  applic¬ 
able  at  the  present  time.  Dr.  Letheby  was  at  Worthing  ; 
and  he  was  in  correspondence  with  him  about  another  matter 
connected  with  the  supply  of  the  South  Metropolitan  Com¬ 
pany.  After  referring  to  that  matter.  Dr.  Letheby  thanked 
him  (Professor  Foster)  for  the  copy  of  his  notes  on  photometry, 
which  he  said  he  had  read  with  much  interest ;  that  he  had 
done  some  good  by  pointing  out  the  error  from  abnormal 
combustion  of  candles  in  the  closed  chamber  of  the  Evans 
photometer  ;  that  he  had  himself  repeatedly  observed  the  like 
increase  in  the  illuminating  power  of  the  gas  towards  the  end 
of  the  experiment ;  and  that  in  one  case  the  illuminating 
power  was  actually  more  than  double  towards  the  end  of  the 
experiment,  and  the  candles  seemed  to  be,  as  it  were,  stifled 
for  want  of  air.  But  this  was  not  the  only  objection  to  the 
Evans  form  of  instrument.  It  was  too  long,  seeing  how  the 
light  diminished  with  distance  ;  its  sides  reflected  light  when 
dusty  ;  the  air  of  the  chamber  became  too  hot  for  proper 
combustion  ;  and  the  ventilation  was  imperfect.  Further, 
the  movement  of  the  candles  affected  the  steadiness  of  their 
combustion.  Dr.  Letheby  added  that  he  did  not,  for  obvious 
reasons,  like  to  enter  into  a  criticism  of  the  instrument 
especially  as  his  own  photometer  was  in  some  sense  a  rival 
instrument.  He  referred  to  this  letter,  because  it  showed 


clearly  what  Dr.  Letheby’s  experience  was.  His  (Professor 
Foster’s)  own  experience  was  that  an  open  bar,  if  it  could  be 
arranged,  was  the  most  convenient  form — taking  care,  of 
course,  that  there  was  no  particular  reflection  from  the  sides 
of  the  room,  and  no  unsteadiness  produced  by  draughts. 
There  was  certainly  something  in  what  Dr.  Letheby  said 
about  the  length  of  instrument  for  ordinary  16-candle  gas. 
One  could  not  lay  down  any  very  definite  rule  ;  and  for  test¬ 
ing  high-power  burners  one  required  the  disc  at  a  certain 
distance,  as  one  must  not  have  more  than  a  certain  amount 
of  luminous  energy  per  unit  area  of  disc ;  otherwise  it  was 
very  difficult  to  read  the  slight  differences  which  occurred  in 
the  observations. 

Mr.  William  King  (Liverpool)  thought  the  discussion  very 
forcibly  illustrated  the  wisdom  of  the  old  saying — “  Why 
“  cannot  you  let  it  alone  ?  ”  It  seemed  to  be  forgotten  that  the 
instrument  was  really  invented  by  the  late  Mr.  Alfred  King  ; 
and  the  photometer  was  an  open  bar  in  an  open  room,  fitted 
with  as  little  apparatus  about  it  as  possible.  The  discussion 
no  doubt  showed  that  these  first  principles  would  be  wisely 
carried  out  at  the  present  time  ;  and  that  all  the  “  coddling,” 
so  to  speak,  which  the  instruments  had  received  during  the  last 
20  or  25  years  in  the  way  of  reflectors,  boxes,  &c.,  was  really 
detrimental  to  the  original  simplicity  and  beauty  of  the  in¬ 
strument.  The  photometer  should  be  placed  unboxed  in  a 
well-ventilated,  darkened  room ;  and  every  gas  company 
should  be  furnished  with  that.  A  photometer-room  was  as 
essential  a  part  of  gas  apparatus  as  a  purifier,  or  anything 
else  connected  with  a  properly-furnished  gas-works.  Also,  in 
the  case  of  a  corporation  or  other  public  body  who  might 
wish  to  test  the  gas,  especially  where  penal  clauses  were  con¬ 
cerned,  a  well-found  photometer-room  was  an  absolute  neces¬ 
sity.  Under  these  circumstances,  it  was  evident  that  the 
boxing-in  of  photometers  might  be  dispensed  with.  As  Mr. 
Livesey  had  said,  the  discussion  was  not  on  standard  lights  ; 
but  still  a  word  on  candles  might  not  be  out  of  place.  As  far  as 
his  own  experience  had  gone,  he  thought  the  candle  had  been 
“  more  sinned  against  than  sinning.”  Although  he  had  fre¬ 
quently  tried  to  get  the  very  extraordinary  results  which  had 
been  recorded  by  some  observers,  he  had  failed  to  obtain  them 
with  an  open  bar,  and  in  a  well-ventilated  room.  He  was  far 
from  saying  that  the  candle  was  an  altogether  satisfactory 
standard  ;  but  he  did  not  think  it  was  quite  as  black  as  it  had 
been  painted.  He  would  not  trespass  further  on  the  time  of 
the  meeting,  except  to  urge  on  all  the  members  the  advisa¬ 
bility  of  trying  experiments  with  the  most  simple  apparatus. 
In  the  form  of  photometer  as  first  invented  nearly  50  years 
ago,  arrangements  were  made  for  reversing  the  screen  at 
every  alternate  observation  if  wished  ;  so  that  the  original 
inventor  did  not  lose  sight  of  this  very  important  point. 

Mr.  Norton  H.  Humphrys  (Salisbury)  said  that  one  point 
which  had  been  clearly  brought  out  in  the  paper  was  very 
important — viz.,  not  only  should  there  be  a  perfectly  steady 
air  supply,  but  the  photometer-room  should  be  maintained  at 
an  equal  temperature  of  about  60°.  He  had  used  a  bar  photo¬ 
meter  some  time  ago,  and  had  adopted  boxes  like  the  towers 
which  had  been  mentioned  at  each  end  ;  and,  not  having  a 
small  room,  he  had  put  it  up  in  a  large  one,  with  a  curtain 
arrangement.  By  this  means,  he  could  draw  back  the  cur¬ 
tain,  and  keep  the  bar  at  the  atmospheric  temperature  ;  and 
he  found  that  he  obtained  much  better  results  than  was  for¬ 
merly  the  case  when  the  photometer  stood  in  a  small  room, 
where  the  temperature  would  rise.  He  had  both  the  candle 
and  the  gas-burner  boxed  in  all  round,  with  rather  larger 
circular  openings  at  the  top,  and  open  at  the  bottom  ;  and  both 
boxes  were  kept  perfectly  cool.  It  was  not  only  of  importance 
with  regard  to  the  candles,  but  also  in  the  case  of  the  gas,  that 
the  air  supply  should  be  steady  and  equal  in  temperature 
throughout  the  experiments.  If  all  these  points  were  ob¬ 
served,  which  was  not  difficult,  they  would  not  hear  so  much 
about  the  wide  differences  with  candles. 

Mr.  Frank  Mead  (Sutton)  remarked  that  Mr.  Dibdin 
had  made  one  very  pertinent  observation.  Many  members 
of  the  Institute  were  furnished  with  these  closed  Evans 
photometers ;  and  if  he  understood  the  observation  referred 
to  correctly,  the  closed  photometer  with  the  top  on  gave  17'1, 
against  16-2  candles  with  a  standard  photometer.  When 
the  box  covering  the  top  was  removed,  the  test  was  17 ’5 
candles,  against  15  *8  candles  with  the  standard  ;  but  when 
he  took  away  the  zinc  screen  from  the  box,  concordant 
results  were  obtained  with  the  Evans  photometer  and  the 
tower  photometer.  Now,  if  by  the  removal  of  the  box  top  and 
the  zinc  gauze,  an  Evans  photometer  would  give  concordant 
results  with  the  standard,  what  could  be  more  simple  than 
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just  to  lift  away  the  portions  be  has  mentioned  of  the  instru¬ 
ments,  instead  of  having  entirely  fresh  instruments — a  serious 
matter  of  cost. 

Dr.  Dupre  (London)  desired  to  point  out  that  the  original 
inventor  of  the  photometer  under  consideration  was  Bunsen. 
Bunsen,  however,  used  a  photometer  on  which  the  two  lights 
to  be  compared  were  always  on  the  same  side  of  the  disc ; 
and  this,  it  appeared  to  him,  had  certain  advantages.  First 
of  all,  they  saw  with  their  two  eyes,  instead  of  seeing,  when 
looking  in  the  mirror,  the  two  discs  with  different  eyes, 
which  did  not  always  give  the  same  results.  Bunsen  worked 
in  a  dark  room  ;  and  when  he  made  the  experiments  which 
led  to  the  invention,  he  prepared  himself  by  living  for  some 
days  in  a  perfectly  dark  room.  He  (Dr.  Dupr6)  could  quite 
imagine,  if  the  photometer  was  only  enclosed  in  a  dark  box, 
and  they  looked  on  the  discs  with  different  eyes,  unless  a 
considerable  time  was  allowed  to  elapse  before  the  observa¬ 
tion  was  made,  it  might  lead  to  error ;  the  two  eyes  being 
somewhat  differently  affected  by  the  light  on  coming  from  a 
comparatively  light  room  to  the  dark  box.  He  should  think 
that  the  fairest  way  of  testing  gas  would  be  some  approach 
to  the  conditions  under  which  the  consumer  used  it.  When 
a  man  wished  to  read  by  gas,  he  did  not  retire  into  a  dark 
box.  It  seemed  to  him  that  the  fairest  way  to  the  consumer 
and  to  the  gas  company  would  be  to  test  the  gas  in  an  open 
room  ;  but  the  room  should  be  darkened,  so  that  the  eye  of 
the  obseiwer  was  at  its  best  for  the  work,  and,  if  possible,  it 
should  be  arranged  that  the  disc  should  be  seen  with  the  two 
eyes  simultaneously. 

Mr.  C.  Heisch  (London)  said  that  the  paper  under  discus¬ 
sion  w’as  very  interesting  to  him,  as  he  had  been  working  on 
photometry  for  nearly  50  years.  In  the  first  place,  he  per¬ 
fectly  agreed  with  Dr.  Dupr4  that  the  use  of  the  eye  for  one 
side  of  the  disc  only  was  essentially  bad.  They  ought  certainly 
to  look  at  both  sides  w'ith  both  eyes  ;  but  in  an  open  photo¬ 
meter,  this  was  very  easily  managed.  It  was  only  necessai’y 
to  retire  a  sufficient  distance  from  the  disc,  and  both  sides 
practically  could  be  seen  at  once  ;  for  the  slightest  possible 
movement  of  the  head  was  sufficient  to  show  the  two  sides  to 
both  eyes  without  any  trouble.  With  regard  to  the  question 
of  boxing  up  the  lights,  this  had  been  one  of  the  great  diffi¬ 
culties  ever  since  the  introduction  of  the  Evans  photometer. 
After  the  passing  of  the  Act  of  18G0,  all  the  gases  supplied 
to  the  City  were  tested  by  the  open-bar  photometer  at  the 
Jewry  Street  station.  The  three  gases  from  the  City  of  Lon¬ 
don  Gas  Company,  The  Gaslight  and  Coke  Company,  and  the 
Great  Central  Company  were  allied  into  one  room,  and  tested 
on  the  same  bar  with  the  same  apparatus.  This  continued 
until  the  passing  of  the  Act  of  1868  ;  and  then  the  gases 
from  The  Gaslight  and  Coke  Company  and  the  City  of  London 
Company  were  transferred  to  the  Evans  photometer ;  but  the 
Great  Central  Company’s  gas  remained  for  testing  on  the 
open  bar.  The  new  system,  as  far  as  the  gas  from  the  Bow 
Common  works  was  concerned,  began  on  Lord  Mayor’s  Day, 
1880.  He  was  free  to  confess  that,  until  the  Evans  photo¬ 
meters  were  introduced  in  the  City  testing-stations,  he  was 
not  absolutely  ignorant  of  their  existence  ;  but  pretty  nearly  so. 
He  had  been  in  the  habit  of  going  all  about  the  country  testing 
gas  ;  but  never  met  with  one  out  of  the  Metropolitan  district. 
They  were  almost  all  open  bars ;  and  he  believed  an  open  bar 
was  the  best  thing  they  could  possibly  use.  Free  ventilation, 
both  of  the  candle  (or  whatever  the  standard  might  be)  and 
of  the  gas  was  obtained.  Two  objections  to  the  Evans  photo¬ 
meter,  besides  its  want  of  ventilation,  were  :  (1)  They  looked 
at  the  disc  through  a  pane  of  glass,  which  did  not  increase 
the  facility  of  accurate  reading  ;  and  (2)  it  was  a  temptation 
to  a  man  to  take  a  reading  when  his  eyes  were  not  in  the  best 
condition.  He  would  sit  in  a  light  room,  and  just  go  under 
the  hood,  and  take  his  observation  ;  but  if  he  waited  (say) 
one  or  two  minutes  after  getting  under  the  hood,  the  observa¬ 
tion  would  probably  be  different.  With  regard  to  the  Evans 
photometer,  Mr.  Dibdin  seemed  to  him  to  have  an  idea  that 
it  invariably  increased  the  apparent  light  of  the  gas,  and 
diminished  that  of  the  standard  ;  but  he  happened  to  have  in 
use  two  photometers  which  had  precisely  the  reverse  effect — 
most  distinctly  depreciating  the  quality  of  the  gas  to  a  con¬ 
siderable  extent.  In  order  to  be  at  all  fair  to  the  companies, 
he  took  off  the  bottom  trough  in  which  the  cords  ran,  and 
sometimes  the  top  cover  ;  and  he  now  obtained  from  the  two 
photometers  very  much  the  same  results  as  he  did  with  an 
open  bar — which  was  almost  invariably  from  1  to  1^  candles 
higher  than  he  could  before  he  took  off  the  bottom.  He 
thought  this  peculiar  effect  might  be  due  to  that  circum¬ 
stance  ;  but,  not  being  quite  certain  about  it,  he  only  threw 


it  out  as  a  suggestion.  The  disc  holder  in  the  centre  of  the 
photometer  happened  to  fit  very  close  indeed ;  so  that  both 
the  heat  and  the  carbonic  acid  generated  principally  at  the 
gas  end  did  not  find  their  way  beyond  it.  Therefore,  the 
candles  were,  comparatively  speaking,  little  affected — there 
being  only  a  slight  rise  of  temperature,  whereas  all  the  car¬ 
bonic  acid  was  collected  on  the  gas  side  ;  and  he  believed  it 
was  this  which  had  the  depreciating  effect.  Ho  mentioned 
this  to  show  that  the  Evans  photometer  did  not  always  work 
in  favour  of  the  gas  company.  With  respect  to  the  much 
abused  candles,  he  agreed  with  Mr.  King  that  a  large  amount 
of  abuse  had  been  wasted  on  them  which  they  did  not  deserve. 
They  deserved  a  good  deal,  but  not  to  the  extent  they  had 
received  ;  and  he  believed  much  of  it  was  due  to  the  fact  that 
the  rule  which  Mr.  King  mentioned — of  leaving  things  alone 
— was  not  adhered  to.  They  had  liad  limits  fixed  lately  in 
regard  to  the  burning  of  candles,  which  had  put  it  almost 
beyond  the  power  of  the  candle  manufacturer  to  make  a 
really  good  candle.  It  was  all  very  well  to  fix  a  maximum 
limit  as  to  the  amount  of  sperm  which  could  be  burnt, 
because  a  candle  of  that  size  would  not  burn  more  than  a 
certain  quantity.  It  might  get  rid  of  it  by  smoke  evaporation, 
and  so  on,  if  it  had  too  big  a  wick  ;  but  the  sperm  would  not 
be  nearly  burned.  When  they  fixed  a  minimum  limit,  and 
said  the  candle  should  not  burn  less  than  88  grains  in  ten 
minutes,  it  was  a  different  matter.  He  believed  it  was  of 
very  little  importance  whether  a  candle  burned  88,  86,  or  85 
grains,  because  the  sperm  was  all  burnt ;  and  he  had  him¬ 
self  had — when  he  had  the  opportunity  of  working  \v’ith  gas¬ 
holder  gas  which  was  not  interfered  with — instances  in  which 
the  reading  on  the  photometer  varied  from  21  candles  down 
to  16  ;  and  when  they  were  calculated  out  to  the  quantity  of 
sperm  buimt,  they  were  within  O'l  of  a  candle.  The  other 
way  he  could  not  say  the  same  thing ;  for  if  they  went  up 
beyond  40  or  41  grains  in  ten  minutes,  the  sperm  was  seldom 
fairly  burned,  and  they  would  be  liable  to  error.  But  going 
downwards,  he  did  not  believe  there  would  be  any  errors, 
provided  they  looked  well  to  the  shape  of  the  wick.  If  the 
wick  took  a  corkscrew  shape,  or  if  it  stood  bolt  upright,  the 
candle  ought,  of  course,  to  be  thrown  away ;  but  if  it  burnt 
steadily  with  a  dry  cup,  and  there  was  just  the  proper  inclina¬ 
tion  of  the  wick  to  bring  the  lip  of  it  into  the  edge  of  the 
flame,  provided  too  much  sperm  was  not  burnt,  he  did  not 
think  the  candle  was  a  bad  article  after  all.  They  all  knew, 
from  the  report  which  he  made  in  conjunction  with  the  late 
Mr.  Hartley,  that  he  was  a  great  believer  in  the  Methven 
screen,  because  he  considered  there  were  several  points  about 
it  which  made  it  superior  to  almost  everything  else  ;  the 
principal  being  that,  as  the  same  gas  was  used  for  both 
sides,  they  were  quite  sure  the  lights  were  the  same  colour. 
Anyone  who  had  had  much  to  do  with  photometry  knew  that 
this  was  a  very  important  point  in  accurate  reading.  He  did 
not  wish  to  enter  into  a  discussion  of  the  various  standards 
proposed  ;  but  he  did  strongly  object  to  the  introduction  of  a 
very  large  standard  of  comparison.  If  they  used  a  10-candle 
standard,  a  difference  of  1-lOth  on  the  two  surfaces  of  the 
disc  represented  only  1-lOOth  of  the  light  on  the  disc.  If,  liow- 
ever,  they  had  a  1-candle  standard,  a  difference  of  1-lOth  of  a 
candle  represented  1-lOth  of  the  whole  light  on  the  disc  ;  and  he 
must  be  a  very  bad  observer  who  could  not  see  the  difference. 
But  to  see  the  difl'erence  of  1-lOOth  in  the  light  of  10  candles 
was  by  no  means  so  easy ;  and  he  had  always  found  that  the 
attempt  to  use  a  large  standard  would  upset  the  obscrs’ations 
of  three  or  four  accomplished  photometrists,  which  would  be 
absolutely  identical  when  they  were  using  a  1 -candle  or  even 
a  2-candle  standard. 

Mr.  G.  R.  Hislop  (Paisley)  thought  the  faults  attributed  to 
the  Evans  photometer  were  chiefly  duo  to  the  want  of  science 
in  its  construction.  Some  years  ago  he  had  occasion  to  pur¬ 
chase  an  Evans  photometer  for  a  room  tliat  could  not  bo 
darkened  ;  and  ho  could  not  by  any  means  obtain  more  than 
70  to  75  per  cent,  of  the  light  ho  should  have  done  from  tho 
gas.  On  tho  top  of  the  photometer  there  were  two  funnels — 
one  at  either  end  ;  and  thinking  they  were  to  a  great  extent 
the  source  of  the  mischief,  ho  removed  tliein.  But  still  ho 
could  not  obtain  a  steady  flame.  He  then  closed  up  tho  open¬ 
ing  on  top  to  about  a  half,  by  a  piece  of  iron  ;  and  even 
then  it  did  not  act  properly,  until  ho  had  pierced  a  good  many 
holes  in  tho  bottom  of  tlie  box,  when  he  realized  results 
comparable  with  those  from  an  open  photometer.  Ho  there¬ 
fore  thought  tho  defects  were  duo  to  want  of  taking  care  to 
provide  against  undue  air  currents.  By  tho  meajis  he  iiad 
explained,  lie  had  obtained  a  steady  flame  ;  and  tho  results 
were  raised  to  what  they  ought  to  be. 
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Mr.  J.  Miles  (Bolton)  said  that,  like  Mr.  Heiscli,  he  was 
a  great  admirer  of  the  Methven  screen.  He  was  in  the  habit 
of  testing  by  both  methods.  But  invariably  with  a  Methven 
screen  he  got  superior  results  (by  about  1  to  IJ  candles)  as 
compared  with  the  ordinary  bar  photometer ;  and  he  could 
not  find  out  the  reason  why  this  should  be  so.  The  greatest 
possible  care  was  exercised  to  have  the  readings  alike  in  every 
particular  ;  but  this  result  usually  occurred.  He  should  like  to 
know  if  Mr.  Heisch  could  give  any  explanation  as  to  this,  or 
if  the  same  results  had  been  observed  by  others. 

Mr.  A.  Edwards  (Taunton)  remarked  that  he  had  found 
the  difference  was  1  or  If  candles  the  other  way  with  tlie 
Methven  screen.  There  must  certainly  be  some  reason  for 
this  variation.  On  the  question  of  candles  he  should  like  to 
relate  a  somewhat  singular  experience  that  he  had  recently 
had. 

The  President  reminded  Mr.  Edwards  that  the  paper  was 
on  photometers. 

Mr.  Edwards  said  he  only  wished  to  mention  that,  trying 
two  sets  of  candles — one  set  being  six  months  old  and  the 
other  five  years  old — they  gave,  on  the  same  photometer,  a 
difi^erence  of  li  candles. 

Mr.  Dibdin,  in  reply,  said  he  was  pleased  to  find  that  Mr. 
Livesey  entirely  agreed  with  him  in  condemning  the  Evans 
photometer.  He  was  also  glad  that  he  pointed  out  clearly  to 
the  meeting  that  his  recommendation  of  the  tower  photo¬ 
meter  was  not  unqualified,  but  that  he  said  advisedly  if,  after 
having  heard  the  opinion  of  some  experienced  gas  engineers 
who  had  a  decided  preference  for  a  closed  photometer,  they 
must  have  a  closed  photometer,  he  thought  the  tower  or 
“  Imperial  ”  was  by  far  the  best  form.  In  his  own  work, 
however,  he  certainly  preferred  a  simple  and  open  bar,  put 
into  a  moderately  large  room  free  from  di-aughts.  He  had 
had  considerable  experience  with  such  an  instrument,  which 
he  now  found  spoken  of  in  the  highest  terms  of  praise.  8ome 
few  years  back,  it  fell  to  his  lot  to  work  with  such  an  instru¬ 
ment  in  different  parts  of  the  Metropolis,  and  because  he 
packed  it  up  in  a  box  carefully,  and  had  to  put  it  on  the  top 
of  a  cab,  it  was  dubbed  a  “  wheelbarrow  ”  or  “  peripatetic  ” 
photometer ;  and  it  was  supposed  that  it  could  not  give 
accurate  results,  however  it  was  used.  He  could  not  help 
recalling  this  little  bit  of  history,  when  he  heard  that  the 
simple  open  bar,  used  in  an  open  room,  was  after  all  looked 
upon  as  the  best  instrument.  He  found  that  this  form 
entirely  did  away  with  at  least  75  per  cent,  of  the  objec¬ 
tions  against  candles,  because  it  had  been  rather  a 
joke  among  the  staff’  of  experienced  gas  examiners  that, 
when  they  had  bad  candles  as  they  called  them  at  one  of 
the  testing  stations,  when  the  Evans  or  semi-closed  form 
gave  results  of  a  very  contradictory  character,  that  the  cry 
immediately  was :  “  Send  them  down,  we  will  use  them  on 
the  open  bar.”  Then  they  would  put  them  on  the  open 
against  other  candles.  The  result  would  be  16  *2,  16-3, 
16-4,  16-2  ;  and,  changing  the  candles  again,  they  would  be 
16-3,  16-5,  16-5,  16-2,  16 '4,  and  so  on.  They  would  not 
get  a  variation  of  half  a  candle  when  using  the  same  candles 
which  had  given  18  or  19  candles  in  the  Evans  photometer. 
They  sometimes  found  25  per  cent,  of  variation  in  the  legal 
instrument ;  but  when  they  used  the  illegal  “  wheelbarrow,” 

“  travelling,”  or  “  peripatetic,”  or  portable  photometer,  as 
he  preferred  to  call  it,  the  results  were  very  much  more  satis¬ 
factory.  Professor  Foster  had  read  a  very  interesting  letter 
which  gave  the  most  unqualified  condemnation  of  the  Evans 
photometer  fr’om  so  eminent  an  authority  as  Dr.  Letheby  ; 
and  after  that  there  was  not  much  to  be  said  in  favour 
of  the  present  legal  closed  test.  There  had  been  a  most 
interesting  discussion,  which  it  was  not  necessary  to  go 
through  in  detail ;  for  it  was  all  summed  up  in  an  unmiti¬ 
gated  condemnation  of  the  Evans  form.  In  one  instance,  he 
found  that  the  experience  of  the  staff  with  which  he  was 
associated  utterly  condemned  the  Evans  photometer,  because 
it  so  happened  with  them  that  when  it  went  wrong,  as  it 
commonly  did,  it  made  the  gas  too  high,  and  thus  misled 
the  gas  engineer  as  to  the  value  of  the  gas  sent  out ;  because 
if  they  returned  18-candle  gas  for  a  3-inch  flame,  they  knew 
there  must  be  something  wrong,  and  trouble  was  created  in 
the  mind  of  the  engineer  who  was  doing  his  utmost  to  per¬ 
form  his  duty.  On  the  other  hand,  he  found  an  eminent 
authority  like  Mr.  Heisch,  who  had  two  Evans  photometers 
which  gave  results  precisely  in  a  contrary  direction,  obliged 
to  strip  them  in  order  to  show  the  gas  to  be  of  the  quality 
they  believed  it  was.  After  that  there  could  be  no  longer  a 
word  said  for  the  use  of  the  Evans  photometer ;  and  it  was 
to  be  hoped  that  the  proper  authorities  would  take  cognizance 


of  these  facts,  and  at  once  withdraw  their  sanction  from  the 
instrument.  Still,  some  of  the  highest  gas  authorities — men 
who  were  looked  upon  in  that  assembly  with  great  respect, 
and  most  deservedly  so — did  advocate,  for  their  own  special 
reasons,  the  use  of  a  closed  photometer,  as  against  an  open 
one.  Therefore,  if  they  meant  to  have  a  closed  instrument 
in  deference  to  the  opinion  of  others,  let  them  have  the  one 
they  had  now  before  them,  in  the  shape  of  the  “  tower,” 
which  was  really  a  modification  after  all  of  the  Keates 
open-bar  photometer,  simply  enclosing  the  lights  with  big 
towers,  because  he  found,  after  the  most  careful  examination, 
that  it  gave  perfectly  concordant  results  with  those  obtained 
with  the  open  bar.  Though,  of  course,  there  might  be  little 
errors  and  liabilities  to  mistake  in  working  a  new  instrument, 
still  be  thought,  on  further  experience,  it  would  be  found 
that  the  instrument  would  not  militate  against  the  interests 
of  the  gas  companies,  but  rather  in  their  favour,  by  letting 
them  know  what  was  the  true  value  of  the  gas  which  they 
were  sending  out ;  and  thus  enable  them  to  conduct  their 
business  in  the  most  business-like  way.  Under  the  present 
system,  it  was  as  if  a  man  were  to  weigh  a  pound  of  tea 
with  a  lump  of  clay,  which  might  be  1  lb.,  12  oz.,  or  20  oz. 
Such  was  the  state  of  things  in  which  the  gas  companies 
were  placed,  because  they  did  not  know  what  they  were 
measuring  with.  He  asked  the  co-operation  of  all  the  autho¬ 
rities  to  assist  in  taking  this  stigma  from  the  officials  who 
had  to  do  with  gas.  It  was  a  most  painful  position  ;  night 
after  night  they  were  compelled  by  law  to  commit  an  entire 
fraud.  He  knew  the  responsibility  of  such  a  statement ;  but 
it  was  a  fact  that,  with  the  full  knowledge  of  the  authorities, 
they  were  compelled  to  commit  a  nightly  fraud.  They  were 
provided  with  an  instrument  which  was  incorrect,  which 
was  known  to  the  authorities  to  be  incorrect ;  and  still  they 
must  either  report  the  actual  result  of  the  test  as  made  under 
the  Act  of  Parliament,  and  the  instructions  issued  by  the  Gas 
Referees,  and  appear  as  if  they  did  not  know  their  business, 
because  they  should  have  to  report  such  extraordinary  results, 
or  they  must  exercise  their  discretion  as  men  understanding 
their  business,  and  report  something  which  they  did  not  find, 
when  working  with  the  official  instruments  according  to  the 
Act.  It  was  not  right  to  ask  them  to  continue  in  such  a 
position.  That  was  his  real  object  in  bringing  the  question 
before  so  intelligent  and  powerful  an  association  as  The  Gas 
Institute. 

[Mr.  Sugg,  who  was  unable  to  be  present  during  the 
reading  of  this  paper,  so  as  to  take  part  in  the  discussion,  has 
written  a  letter,  which  appears  in  another  column  to-day, 
in  reference  to  Mr.  Dibdin’s  conclusions. — Ed.  J.G.L.] 


DIFFERENTIAL  CHARGES  FOR  GAS. 

By  H.  Woodall,  of  London. 

Had  the  fortunes  of  gas  companies  been  placed  at  the  mercy 
of  an  evil  genius,  with  power  to  do  his  worst  by  a  single  Act, 
I  could  well  imagine  his  malign  influence  finding  expression 
in  a  clause  limiting  their  right  to  sell  gas  save  at  uniform 
prices  throughout  their  several  districts.  I  feel  pretty  con¬ 
fident  too  that,  were  an  effort  made  to  impose  such  a  limita¬ 
tion  upon  companies,  it  would  arouse  the  most  united  and 
strenuous  opposition.  Yet,  as  a  matter  of  fact,  one-half  at 
least  of  all  the  gas  supplied  in  Great  Britain  is  sold  at  prices 
which  are  uniform  over  the  various  areas  of  supply.  How 
are  we  to  explain  the  anomaly  ?  Well,  no  doubt  the  case 
was  not  so  anomalous  a  few  years  ago,  when  gas  was  without 
a  rival ;  and  the  language  which  I  have  used  must  be  taken 
as  that  of  one  who  views  the  situation  from  the  stand-point 
of  to-day.  Still,  what  we  see  to-day  in  the  conduct  of  our 
business,  can  scarcely  be  said  to  show  any  sign  of  change, 
and  is  but  the  natural  product  of  all  our  yesterdays.  The 
main  difference  in  the  position  seems  to  be  in  this — that 
yesterday  any  policy,  or  no  policy,  was  good  enough  ;  whereas 
to-day  it  is  apparent  that,  if  we  must  take  and  hold,  it  must 
be  in  well-fought  fields,  and  that  looseness  in  policy  may  lead 
to  permanent  disaster. 

It  is  not  much  I  am  going  to  recommend  in  the  way  of 
innovation ;  indeed,  I  may  say  scarcely  more  than  has 
already  been  done  by  many.  But,  simple  as  my  proposals 
are,  I  know  there  will  be  many  among  you  who  will  find  it 
hard  to  accept  them,  as  being  at  variance  with  your  former 
practice.  Nor  can  I  wonder  if  such  is  the  case ;  for,  from 
time  immemorial,  gas  has  exercised  a  wonderful  fascina¬ 
tion  over  the  minds  of  men  in  the  direction  of  conservatism  ; 
and,  in  many  instances,  it  has  shown  itself  to  be  capable  to 
transforming  even  the  most  pronounced  of  radical  free-traders 
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— whether  individuals  or  communities — into  upholders  of 
protection.  Many  years  ago  I  remember  John  Bright — that 
sternest  of  free-traders — boasting  that  the  town  hall  at  Roch¬ 
dale  had  been  built  out  of  the  profits  of  the  gas-works.  That 
is  to  say,  that  the  few  had  been  taxed  for  the  advantage  of  the 
many,  and  that  trade  had  been  taxed  for  the  relief  of  property. 
Manchester — once  the  centre  of  liberalism — has  always  pur¬ 
sued  a  protectionist  policy  in  regard  to  gas,  and  is  to-day  as 
hardened  as  ever  in  its  wrong-doing.  Manchester  gives 
place  to  Birmingham ;  and  straightway  the  latter  falls  a 
prey  to  the  same  contradictory  folly.  Leeds  next  becomes 
the  centre  of  radical  action ;  and  very  nearly  succumbed  to 
the  same  infatuation.  But,  like  “  a  brand  plucked  from  the 
burning,”  it  was  rescued  ;  and  I  trust  I  may  be  pardoned  for 
expressing  the  hope  that  it  may  retain  its  pride  of  place  only 
so  long  as  its  practice  in  respect  to  gas  is  in  accord  with  its 
professions,  in  regard  to  trade  and  commerce  generally. 
That  is  to  say,  so  long  as  gas  shall  be  allowed  to  go  unfettered. 
For,  manifestly,  a  corporation  who  charge  for  gas  a  price 
which  is  in  excess  of  what  it  can  be  made  and  sold  for, 
is  diflferentiating  in  favour  of  other  illuminants,  as 
by  every  penny  that  the  gas  consumer  pays  out  of  his  bill 
towards  the  reduction  of  rates,  by  so  much  is  he  contribut¬ 
ing  towards  the  extinction  of  his  property  in  the  gas-woi’ks  ; 
he  is  sustaining,  by  a  bounty,  an  industry  which  could  not 
thrive  so  well  under  proper  competition,  but  which,  under 
this  class  of  protection  especially,  is  capable  of  doing  an 
infinite  amount  of  mischief.  What  then  shall  be  said  of 
those  corporations  who,  possessing  gas-works,  are  directly 
subsidizing  out  of  rates  installations  of  the  electric  light  ? 
In  one  direction,  taxing  the  gas  consumer  for  a  costly  experi¬ 
ment,  and  in  the  other,  taking  from  him  the  profit  which 
resulted  from  the  supply  of  important  premises.  This  is 
surely  robbing  “  Peter  to  pay  Paul  ’’  with  a  vengeance. 
First  they  charge  an  excessive  price  to  cover  extravagant 
public  expenditure ;  then  they  set  up  a  competitor  to  some 
extent  out  of  those  misappropriations  of  profit ;  and  then 
give  to  that  competitor  some  of  the  most  profitable  business 
which  the  gas  consumers  bought  at  a  high  premium,  and 
upon  w’hich  premium  they  may  have  to  pay  interest  in  per¬ 
petuity  !  And  English  gas  consumers,  who,  as  everyone 
knows,  have  courage  enough  to  seek  the  bubble  reputation 
in  the  cannon’s  mouth  (especially  when  it  is  not  loaded), 
cannot  produce  one  man  in  a  hundred  to  protest  against  the 
imposition  of  such  unjust  burdens. 

In  this  connection,  I  will  venture  to  relate  a  parable. 
Some  years  ago  my  little  daughter,  then  aged  four,  having 
strayed  away,  I  went  in  search  of  her  ;  and  eventually  found 
her  in  a  neighbouring  field,  milking  a  cow  into  a  tin  can, 
which  another  and  younger  urchin  was  holding.  It  was  an 
interesting  spectacle  for  more  reasons  than  one ;  for  some¬ 
thing  about  that  cow  reminded  me  of  the  Manchester  gas 
consumer.  She  had  a  vacant  look  about  her  ;  and  seemed 
to  be  perfectly  oblivious  of  her  obligations  towards  herself  or 
others,  and  her  conduct  in  allowing  her  dugs  to  be  wrung  by 
unauthorized  persons  did  not  belie  her  looks.  Those  seeming 
innocents  quickly  developed  into  “  highwaymen  ” — I  mean 
highways  committee  men.  I  need  not  tell  you  what  they 
carried  away  with  them  ;  but  I  can  assure  you  that  it  had  a 
strong  flavour  of  gas  about  it.  But  while  I  have  nothing  to  say 
in  extenuatiop  of  the  gas  consumer,  I  must  in  fairness  say  this 
for  the  cow.  There  had  been  an  accident  at  a  neighbouring 
oil-works,  in  consequence  of  which  the  adjacent  pastures  had 
been  saturated  with  parafiBn.  The  cow  felt  that  she  must  eat 
or  die  ;  and  so  for  the  nonce  “  her  sense  was  apoplexed.” 

Now,  supposing  the  field  to  be  cleared  of  the  parasitical 
growths  which  too  often  encumber  it,  have  we  liberty  to  deal 
with  our  product  as  wisdom  may  direct  ?  Not  always  ;  for  gas 
is  too  often  forced  to  compete  imder  straightened  conditions, 
which  are  inimical  to  the  interests  of  buyer  and  seller  alike. 
Almost  all  companies  may  charge  prices  varying  with  the 
quantity  sold ;  but  some  at  least  are  precluded  from  selling 
at  several  prices  for  several  purposes.  Thus,  you  may  sell  a 
million  feet  at  a  price  60  per  cent,  under  the  general  price ; 
but  half  that  quantity  used  differently,  might  yield  a  larger 
amoimt  of  profit,  and  yet  you  may  not  sell  that,  subject  to  the 
smallest  abatement.  Some  years  ago,  having  advocated  the 
sale  of  gas  at  a  low  price  for  purposes  other  than  lighting,  I 
f  ound  myself  unexpectedly  and  most  completely  put  out  of 
court,  by  a  clause  in  an  old  Act,  which  stipulated  that  the 
price  charged  to  one  person  for  a  given  quantity  should  be  the 
price  charged  to  every  other  person  using  the  same  quantity. 
A  reasonable  clause  enough  in  the  day  in  which  it  was  framed, 
when  there  was  no  thought  of  gas  being  used  for  motive 


purposes,  and  still  less  in  lieu  of  smiths’  fires.  It  is  clearly 
desirable  then  that,  whenever  an  application  to  Parliament  is 
necessary,  care  should  be  taken  to  annul  all  such  antiquated 
restrictions. 

Now  we  will  suppose  gas  free  to  compete  upon  its  merits 
in  a  fair  field ;  and  I  advance  the  proposition  that,  as  in  all 
other  businesses,  profit  should  be  shared  between  the  seller  and 
buyer.  I  venture  also  upon  another  proposition — that,  to 
ignore  this  principle,  must  in  the  long  run  prove  detrimental 
to  the  interests  of  the  seller.  Hitherto  gas-works  manage¬ 
ment  has  set  at  defiance  every  principle  of  trade.  Frequently, 
it  has  supported  a  certain  class  of  consumers  at  the  expense 
of  another  class  ;  and  very  often  we  have  made  concessions 
to  the  very  smallest  of  our  customers  in  excess  of  those  wo 
have  made  to  our  larger.  Take,  for  instance,  the  case  of  a 
company  supplying  gas  at  a  uniform  price,  and  not  charging 
rent  for  meters.  In  such  a  district  a  railway  company  pays 
£2000  per  annum  ;  and  the  interest  on  meters  need  not 
exceed  £20.  In  the  same  towm  2000  customers  might  be 
found  whose  united  consumption  would  not  amount  to  the 
sum  I  have  mentioned,  but  wdio  have  entailed  an  expenditure 
on  meters  alone  of  not  less  than  £1500,  interest  upon  which 
sum,  together  with  wear  and  tear,  w'ould  cost  not  less  than 
£200.  And  yet  in  many  quarters  we  see  the  railway  com¬ 
panies  being  lost ;  and  efforts  being  made  to  make  good  the 
situation  by  advances  to  cottagers. 

Now  a  central  railway  station  is  about  the  best  customer 
that  we  can  have  ;  and  as  the  special  advantages  of  electric 
lighting  are  sacrificed  in  connection  with  such  premises,  we 
ought  the  more  easily  to  hold  our  own.  Why  are  we  sup¬ 
planted  ?  I  know  that  gas  can  be  supplied  in  certain  towns 
at  Id.  per  candle  per  1000  cubic  feet ;  and  I  know,  too,  that, 
where  something  approaching  this  price  is  being  charged,  gas 
occupies  the  field  almost  to  the  entire  exclusion  of  other  illu¬ 
minants.  It  is  patent  then  that  the  purveyors  of  other 
methods  of  lighting  must  ever  be  greatly  indebted  to  those 
companies  which  persist  in  charging  the  same  price  to  those 
out  of  whom  they  make  profit  as  to  those  who  involve  a  loss  ; 
and  not  for  worlds  would  they,  at  any  rate,  have  the  old  policy 
disturbed.  That  there  are  many  of  our  customers  whom  we 
should  be  better  without  financially,  1  have  no  doubt  whatever. 
I  have  in  my  mind  a  town  in  which  there  are  70,000  con¬ 
sumers,  20,000  of  whom  do  not  average  more  than  10s.  per 
annum,  and  100  of  whom  consume  10  per  cent,  of  the  gross 
supply.  The  leakage  is  at  the  rate  of  3000  cubic  feet  per 
customer  per  annum  ;  and,  supposing  one-half  of  this  to  be 
from  the  main,  and  the  other  from  the  service,  we  have  to 
deduct  from  the  lOs.  the  manufacturing  cost  of  1500  cubic 
feet  of  gas  as  a  first  charge  against  the  customer,  while,  as 
a  matter  of  course,  all  other  charges — such  as  cost  of  service, 
maintenance  and  renewal,  inspection,  collection,  &c. — are 
in  excess.  All  these  charges  together,  worked  out  as  a  per¬ 
centage  on  the  higher  class  of  business  to  which  I  have 
referred,  would  be  inappi’eciable.  Yet  in  this  same  town 
there  was  one  customer,  whose  account  was  about  £3000  per 
annum,  who  applied  for  an  abatement,  and  could  not  obtain 
the  smallest  concession.  He  thereupon  resolved  to  make  his 
own  gas  ;  and  the  withdrawal  of  his  custom  will  entail  a  loss 
of  at  least  £1500,  which  the  remaining  customers  will  have 
to  pay.  Now,  had  he  received  an  abatement  of  20  per  cent, 
to  which  on  every  gi'ound  he  was  entitled,  he  would  have 
continued  to  take  his  supply  as  before ;  and  the  other  con¬ 
sumers  would  still  have  had  £900  of  profit  out  of  him,  to 
share  amongst  themselves.  Think  what  that  customer  stood 
for !  The  gross  income  from  gas  in  the  case  of  the  under¬ 
taking  to  which  I  refer,  divided  by  the  number  of  consumers, 
gives  less  than  £3  per  customer.  It  would,  therefore,  take 
at  least  1000  average  consumers  to  equal  this  one  ;  while  it  is 
certain  that  1000  of  such  customers  as  are  added  from  year 
to  year  would  not  yield  the  same  profit. 

I  am  afraid  that  one  great  cause  operating  against  the 
adoption  of  differential  charges  is  the  sliding  scale,  which, 
designed  for  the  purpose  of  giving  to  shareholders  a  direct 
participation  in  all  profits  as  they  accrue,  may  reasonably 
be  regarded  as  antagonistic  to  proposals  to  remove  any 
portion  of  a  company's  business  from  beyond  its  influence. 
But  it  is  already  becoming  apparent  that  the  sliding  scale 
may  become,  instead  of  a  reasonable  servant,  a  bad  master  ; 
while  not  a  few,  even  amongst  its  warmest  admirers,  are 
of  opinion  that  it  should  be  to  some  extent  restrained.  I 
venture  to  suggest  that  the  best  way  to  curb  it  is  to  remove 
that  class  of  business  which  is  most  in  peril  out  of  its 
reach.  Surely  it  is  better  to  have  present  dividends  (which 
in  all  conscience  are  high  enough)  assured  through  long 
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years,  than  to  exact  higher  ones,  with  the  inevitable  result 
of  alienating  the  best  of  your  customers,  and  of  leaving  to 
your  heirs  and  successors  an  attenuated  and  unstable  busi¬ 
ness.  I  am  glad  to  note  that  Mr.  Livesey  himself  is  not 
unfavourable  to  some  interference  with  the  prerogative  of 
his  child  to  pinch,  and  that  he  proposes  a  decremental  rate 
of  increase  in  his  power  to  do  harm.  For  my  own  part,  I 
think  it  would  be  better  for  all  parties  were  he  bound  over  for  a 
1000  years.  Then  we  may  hope  to  win  back  the  good  friends 
whom  we  have  lost,  and  to  hold  all  that  we  have,  by  divid¬ 
ing  profits  in  excess  of  present  dividends  amongst  those 
who  are  most  entitled  to  consideration. 

I  have  said  before,  and  I  say  it  again,  that,  under  a  system 
of  uniform  prices,  the  largest  consumers  receive  even  less 
consideration  than  the  smallest,  for  whom  we  are  constantly 
“  trimming  ”  burners,  or  perhaps  providing  gas-stoves  at 
unremunerative  rents.  This  anomalous  condition  can  be 
very  simply  corrected  by  a  system  of  discounts.  Not  on  any 
account  would  I  propose  to  interfere  with  any  mode  of  legi¬ 
timately  extending  the  use  of  gas  amongst  the  masses ;  but 
I  do  contend  that  we  ought  to  be  just  before  we  are 
generous,  and  that  to  ignore  this  law  will  only  be  to  court 
misfortune. 

Discussion. 

The  President  said  it  appeared  to  him  that  this  paper 
went  somewhat  beyond  its  title,  as  he  understood  it,  because 
Mr.  Woodall  had  touched  upon  three  principal  points — first, 
the  undesirability  of  local  authorities  making  a  profit  out  of 
gas ;  secondly  (and  this  was  the  main  object  of  the  paper),  he 
pointed  out  the  desirability  in  some  cases  of  differential  prices  ; 
and,  lastly,  he  had  made  some  remarks  on  the  sliding  scale. 
No  one  was  more  able  to  express  an  opinion  on  these  subjects 
than  Mr.  Woodall.  At  the  same  time  there  was  another  side 
to  each  of  these  questions  ;  and  he  was  sure  Mr.  Woodall 
would  be  pleased  if  those  who  entertained  different  opinions 
would  express  them. 

Mr.  J.  P.  Leather  (Burnley)  thought  that  Mr.  Woodall 
was  hardly  correct  in  what  he  said  about  leakage.  Certain 
towns  were  professing  to  sell  more  gas  than  they  really 
made  ;  and  the  unaccounted-for  gas  was  not  always  leakage, 
but  depended  to  a  great  extent — sometimes  almost  entirely — 
on  the  different  temperatures  at  which  the  gas  was  measured 
at  the  works  and  at  the  consumers’  meters.  It  was  hardly 
fair  to  debit  each  consumer  with  this  proportion  of  unac¬ 
counted-for  gas. 

Mr.  George  Livesey  (London)  said  he  was  much  obliged 
to  Mr.  Woodall  for  bringing  forward  this  paper  ;  but  he  had 
expected  a  much  stronger  one.  Whether  Mr.  Woodall,  by 
his  visit  to  Australia,  had  been  converted  from  a  lion  into  a 
lamb  he  did  not  know  ;  but  any  rate  he  had  shown  a  great 
deal  of  moderation  in  his  views.  As  far  as  the  paper  went, 
he  was  prepared  to  endorse  almost  everything  the  author  had 
said.  He  agreed  it  was  only  just  that  the  large  consumer 
should  have  some  allowance  made  to  him  ;  and  he  had 
contended  for  many  years  that,  if  the  small  gas  consumer, 
who  paid  £2  or  £3  per  year,  was  charged  the  same  price  per 
1000  cubic  feet  as  the  man  who  paid  hundreds  or  thousands 
of  pounds,  the  large  consumer  was  in  fact  being  charged 
more  for  his  gas  than  the  small  one,  simply  because  it  cost 
less  in  all  the  expenses  of  administration  to  supply  him. 
There  was  only  one  service  to  look  after,  one  meter  to 
inspect,  one  account  to  collect,  less  trouble  for  the  clerks, 
and  so  on ;  and  on  this  ground  alone,  the  large  consumer  had 
a  decided  claim  to  an  allowance.  It  was  rather  difScult  to 
make  this  adjustment,  however  ;  and  in  some  cases  it  went  a 
great  deal  too  far,  and  the  advantage  to  the  large  consumer 
w'as  much  greater  than  it  ought  to  be.  In  the  case  of  the 
South  Metropolitan  Gas  Company,  they  adopted  the  rule  of 
allowing  a  discount  of  5  per  cent,  to  the  railway  companies 
and  public  bodies,  which  satisfied  them.  In  London,  and 
probably  in  the  comrtry,  the  difficulty  of  making  differential 
charges  was  in  consequence  of  the  wording  of  the  Acts  of 
Parliament,  which  compelled  them  to  supply  the  public  lights 
at  the  lowest  price  charged  to  any  private  consumer.  Now, 
the  public  lighting  was  a  series  of  small  consumers,  for 
there  was  a  separate  service  to  each  lamp ;  and  therefore  a 
good  deal  of  the  argument  in  favom’  of  giving  the  large  con¬ 
sumer  a  discount  did  not  apply  in  dealing  with  public  bodies. 
If  they  were  to  make  a  very  large  abatement  to  railway  com¬ 
panies  and  large  consumers,  they  would  have  to  supply  the 
public  lights  at  the  same  rate.  Their  experience  was  that 
the  5  per  cent,  allowance  was  satisfactory ;  for  there  had 
been  no  complaints  made,  and  the  large  consumers  seemed 
to  understand  that  their  right  to  a  difference  was  recognized. 


As  to  the  sliding  scale,  there  was  really  no  difficulty  what¬ 
ever.  It  was  within  the  power  of  any  company  under  the 
sliding  scale  to  make  differential  charges  if  they  pleased, 
though  it  was  true  they  could  not  calculate  the  dividend  on 
the  lower  price.  If  the  general  price  was  3s.,  although  the 
large  comsumer  was  supplied  at  a  cheaper  rate,  the  dividend 
must  be  calculated  on  the  3s.  price  ;  and  this  did  no  harm. 
Under  the  sliding  scale,  the  advantage  to  the  company  was 
no  doubt  great ;  but  it  was  also  great  to  the  consumer. 
He  was  prepared  to  prove  that,  taking  London  at  any  rate, 
the  price  for  gas  would  not  be  so  low  by  some  pence  per  1000 
cubic  feet  as  it  was  now,  had  it  not  been  for  the  sliding  scale. 
It  was  an  inducement  to  reduction  of  price  ;  and,  although  an 
advocate  for  a  decremental  rate  of  increase  on  the  sliding 
scale,  he  was  not  an  advocate  for  its  abolition.  If  this  were 
the  case,  the  main  inducement  to  make  further  reduction  of 
price  would  be  destroyed.  Those  who  had  got  up  to  12  or  13 
per  cent,  should  be  content  to  take  a  diminishing  ratio  ;  and 
instead  of  taking  J  per  cent,  for  each  penny  reduction,  let  them 
take  J  per  cent,  for  each  reduction  of  twopence.  This  would 
be  satisfactory  all  round  ;  and  they  need  not  then  abolish 
the  sliding  scale,  which  had  proved  very  beneficial,  keeping 
down  capital  and  preventing  agitation.  They  had  now  been 
thirteen  years  without  any  public  outcry  against  gas  com¬ 
panies  ;  and  this  had  never  happened  before. 

Mr.  T.  Newbigging  (Manchester)  said  he  agi’eed  generally 
with  the  proposition  that  the  large  consumer  should  have  an  ad¬ 
vantage  ;  but  he  wished  to  put  this  limitation  upon  the  remark 
— viz. ,  that  he  should  be  a  consumer  all  the  year  round.  In  this 
respect  he  must  say  a  word  in  favour  of  the  small  consumers, 
who,  in  many  manufacturing  towns  in  Lancashire,  were  the 
backbone  of  the  gas  undertaking.  Although  the  large  con¬ 
sumer  burned  a  great  quantity  of  gas,  he  only  did  so  during 
three  or  four  months  in  the  year  ;  and  he  required  to  have  it 
within  a  few  hours  each  day.  The  consequence  was  that 
throughout  the  summer  months  a  very  great  proportion  of 
the  capital  expenditure  was  unproductive.  If  it  were  not  for 
the  steady  consumption  of  the  small  consumers  under  such 
circumstances,  it  would  be  very  difficult  indeed  to  carry  on  the 
undertaking,  and  pay  dividends  on  the  heavy  capital  which 
had  to  be  expended  on  increased  plant  and  mains  so  as  to 
supply  the  large  consumers  during  a  limited  portion  of  the 
year. 

Mr.  C.  E.  Mead  (Sutton)  pointed  out  that  the  difficulty  of 
supplying  large  consumers  under  the  Act  at  a  limited  price 
had  been  overcome  in  the  case  of  two  Acts  obtained  by  com¬ 
panies  he  was  connected  with,  within  the  last  few  years,  in 
this  way  :  The  Committee  had  allowed  them  a  special  clause 
enabling  them  to  supply  any  consumers  at  lower  rates  by 
having  a  special  agreement  in  writing.  There  was  a  great 
deal  of  skirmishing  over  the  clauses  ;  but  they  got  them 
through. 

Mr.  Livesey  asked  if  they  could  supply  such  customers  at 
a  less  price  than  the  public  lamps  ? 

Mr.  Mead  ;  Yes. 

Mr.  G.  Shepard  Page  (New  York)  said  the  practice  in  the 
States  with  regard  to  this  question  might  possibly  be  of 
interest  to  the  members.  One  reason  for  the  much  greater 
selling  price  of  gas  in  the  States  was  the  fact  that  nearly  all 
public  lighting  had  been  done  by  private  gas  companies  ; 
and  in  making  contracts  with  the  city  councils,  a  stipulation 
was  made  as  to  the  price  at  which  the  gas  should  be  sold. 
As  there  were  in  most  places  competing  companies,  there 
was  competition  for  what  was  the  largest  single  customer 
— the  street  lighting  ;  and  this  had  reduced  the  cost  of  public 
lighting  to  a  figure  which  represented  something  like  4s.  per 
1000  cubic  feet,  while  the  price  to  the  private  consumer  would 
be  5s.  or  even  6s. — as,  for  instance,  in  Washington,  where 
they  carbonized  about  40,000  tons  of  coal  per  annum,  and 
the  price  to  the  general  consumer,  including  the  Government, 
was  5s.,  while  for  the  city  lamps  it  was  90  cents,  or  about 
3s.  7d.  There  was  but  little  restriction  as  to  the  price  to  be 
charged.  Gas  companies  could  make  contracts  with  their 
consumers  ;  and,  with  the  larger  consumers,  it  was  a  question 
of  buying  and  selling.  As  in  nearly  all  matters  of  business, 
the  wholesale  buyer  had  an  advantage  over  the  retail  buy  er, 
naturally  the  larger  consumer  would  get  the  advantage.  In 
Boston  the  price  to  the  general  consumer  was,  until  the 
beginning  of  this  year,  $1'40,  or  about  5s.  7d.  Then  an 
opposition  Water-Gas  Company  was  established  on  the  usual 
basis  of  about  |1  for  the  capital  expended  on  works,  and 
about  1 5  for  “  watered  stock.”  About  the  time  when  the  water 
gas  plant  was  to  commence  operations,  as  the  water  gas 
advocates  and  exploiters  were  not  able  to  induce  the 
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Boston  Gaslight  Company  to  see  what  great  benefit 
they  were  going  to  be  to  the  city,  they  were  met  with  a 
counter  proposition  by  the  Boston  Gaslight  Company  which 
did  not  please  the  water  gas  men  at  all.  The  water  gas 
men  were  intending  to  take  in  certain  of  the  suburban  gas 
companies  about  Boston,  who  w’ere  selling  gas  at  an  average 
of  about  7s. ;  the  Boston  price  being  5s.  7d.  Having  secured 
all  these  companies,  they  supposed  that  the  Boston  consumer, 
who  was  only  paying,  for  his  store,  shop,  or  manufactory, 
$1-40  per  1000  cubic  feet,  and  living  in  the  suburbs  where  he 
was  paying  7s.,  would  not  object  to  have  the  price  raised  in 
the  city  from  $1-40  to  $1-60.  That  was  the  plan  of  the  Water 
Gas  Company  ;  and,  as  he  had  said,  it  was  met  by  a  counter 
proposition,  on  the  part  of  Mr.  Greenhough  and  his  asso¬ 
ciates  on  the  Board  of  the  Gashght  Company,  in  the  form  of 
an  announcement  that,  on  Jan.  1,  1888,  the  price  of  gas  to 
the  general  consumer  would  be  Sl’30.  They  had  visited  all 
the  largest  consumers  in  the  city,  the  large  percentage  of 
whom  were  under  contracts  for  five  years  at  4s.  ;  and  very 
little  stock  had  since  been  sold  in  the  Water  Gas  Company. 
Nearly  82,000,000,  or  about  £400,000,  had  been  expended  by 
the  very  benevolent  gentlemen  who  came  largely  from  Phila¬ 
delphia  to  Boston  ;  but  not  a  foot  of  gas  liad  been  sent  out 
from  that  station.  He  thought  therefore  they  would  draw 
the  conclusion  that  the  differential  price  of  gas  paid  the 
Boston  Gas  Company. 

Mr.  Woodall,  replying  on  the  discussion,  said  he  was  glad 
to  find  there  were  so  many  agreed  with  the  proposals  he  had 
made.  Mr.  Leather  had  touched  on  the  question  of  leakage, 
and  disputed  his  way  of  dealing  with  the  subject ;  but  he 
could  not  alter  the  fact  that,  taking  towns  generally,  and 
dividing  the  leakage  over  the  number  of  consumers,  it  came 
to  about  8000  feet  per  consumer  per  annum.  He  did  not 
care  what  the  leakage  was  as  the  percentage  of  the  quan¬ 
tity  of  gas  made  ;  it  would  generally  work  out  something  like 
a  given  rate  per  mile.  But,  of  course,  it  would  vary  per  cus¬ 
tomer,  according  as  to  whether  the  customers  were  large  con¬ 
sumers  or  not,  and  the  character  of  the  district.  In  thickly 
populated  towns,  however,  it  was  generally  about  3000  feet 
per  customer.  He  was  very  pleas^  to  find  that  Mr.  Livesey 
approved  generally  of  his  proposals.  He  had  felt  for  a  long 
time  past  that  London  was  under  great  disabilities  at  the 
present  time,  in  consequence  of  the  very  active  competition 
all  round,  both  on  the  part  of  electric  light  and  oil ;  but  Mr. 
Livesey’s  strong  objection  was  that  they  could  not  make  a 
concession  to  large  consumers  which  would  be  profitable  with¬ 
out  making  it  also  to  the  public  lighting  authorities.  On 
looking  into  the  matter,  however,  there  was  not  so  much  in 
it  as  might  at  first  sight  appear.  Although  he  was  strongly 
opposed  to  letting  public  authorities  have  gas  except  at  the 
extreme  price,  still  they  had  the  power  in  their  hands,  and 
it  could  not  be  taken  from  them  ;  and  they  would  exact  the 
very  best  terms  they  could  on  behalf  of  their  constituents. 
Taking  the  public  lighting  account  generally,  it  rarely  exceeded 
7  per  cent,  of  the  gross  sales  ;  and  supposing  an  abatement 
were  made  of  20  per  cent,  fi-om  this  7  per  cent.,  it  only 
amounted  to  1  per  cent,  on  the  gi'oss  income,  which  was  not 
very  much.  Therefore,  for  the  sake  of  retaining  the  largest 
and  best  consumers,  he  should  not  hesitate  to  give  this  con¬ 
sideration  to  the  public  authorities.  Mr.  Livesey,  of  course, 
supported  the  sliding  scale  ;  and  he  (Mr.  Woodall)  did  not 
raise  any  objection  to  its  continuance.  He  only  urged  that 
there  should  be  a  limit  to  the  dividends  which  should  be  paid 
under  it ;  and  suggested  that,  instead  of  adding  to  the  divi¬ 
dend,  they  should  do  that  which  would  make  their  dividends 
quite  secure,  by  giving  a  consideration  to  the  large  consumers 
in  future.  If  the  accruing  profits  of  gas  companies  were  to  be 
given  to  the  consumers  from  year  to  year,  they  might  continue 
in  perpetuity  the  13  per  cent,  of  to-day,  and  would  probably 
be  able  to  pay  even  greater  dividends  if  disposed  after  a  time. 
Mr.  Newbigging  had  raised  a  very  important  point,  which  he 
had  always  felt  was  a  difficult  one  in  connection  with  differen¬ 
tial  prices.  There  was  no  doubt  about  it  that  the  publican, 
the  theatre,  and  the  railway  company  were  amongst  the  best 
of  their  consumers,  because  they  consumed  gas  regularly 
throughout  the  year,  and  for  the  greatest  number  of  hours. 
The  mill-owner,  on  the  other  hand,  demanded  the  largest 
amount  of  gas  over  a  limited  number  of  hours  ;  and  as  the 
works  and  mains  had  to  be  sufficiently  large  to  meet  the 
greatest  demand,  capital  expenditure  was  extravagant  in 
relation  to  his  supply.  However,  if  the  discussion  had  realized 
nothing  else,  it  had  brought  out  the  very  important  point 
that  Mr.  Mead  raised — tliat  it  was  possible  to  obtain  power 
from  I'arhament  to  make  special  agreements  in  writing  with 


customers.  This  was  the  great  thing  to  bo  desired  by  gas  com¬ 
panies — that  they  should  be  in  a  position  to  do  that  in  their 
own  interest  and  in  the  interest  of  consumers,  which  almost 
every  other  trading  body  was  able  to  do. 


®ssans,  ®ommentarus,  anb  3Stbtclxis. 

GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Shark  List,  see  p.  38.) 

Business  on  the  Stock  Exchange  during  the  past  week  has  been 
decidedly  fair,  though  none  of  the  markets  have  been  extremely 
active.  A  favourable  influence  was  exerted  by  the  pacific  aspect 
of  affairs  on  the  Continent — exhibiting  a  market  contrast  to  the 
state  of  almost  general  apprehension  which  prevailed  not  so  long 
ago.  The  Money  Market  has  been  very  easy ;  the  requirements 
for  the  settlement,  and  the  close  of  the  half  year,  producing  no 
stringency.  The  tendency  has  thus  been  in  favour  of  better 
prices  all  round ;  the  Foreign  Market  having  perhaps  the  best  of 
it.  The  Gas  Department  has  been  extremely  quiet ;  but  all  stocks 
have  been  firm,  with  the  single  exception  of  Commercial  old.  A 
parcel  of  this  stock  being  offered  on  Monday,  and  realizing  only 
‘265  as  the  best  bid,  brought  the  quotation  down.  There  were  no 
further  transactions  in  it  during  the  week  ;  and  we  do  not  expect 
to  see  any  more  allowed  to  go  at  such  a  figure.  It  will  not  bear 
comparison  with  the  prices  of  Gaslight  ‘‘  A  ”  and  South  Metropoli¬ 
tan  "A,"  to  which  the  stock  is  in  no  way  inferior.  To  bring 
Commercial  to  pay  a  fraction  over  5  per  cent.,  ought  to  be  good 
business.  Gaslight  “  A  ”  has  not  been  extensively  dealt  in  ;  but  it 
has  grown  steadily  stronger  every  day.  The  last  price  marked, 
252,  was  the  best  of  the  week— against  248J,  the  best  of  the 
previous  week.  A  few  transactions  have  been  marked  in  the 
debenture  and  10  per  cent,  preferences,  at  good  figures.  The  4J 
per  cent,  debenture  stock  is  quoted  5  better  than  the  similar  stock 
of  the  Commercial ;  and  again  it  is  hard  to  imagine  why.  South 
Metropolitans  have  been  inactive ;  two  or  three  deals  in  the  “  B,” 
at  middle  figures,  being  the  sum  total.  Imperial  Continental  has 
been  steady ;  maintaining  its  advance  of  the  previous  week,  but 
not  improving  upon  it.  Other  undertakings  offer  nothing  for 
remark,  except  Bahia,  which  has  advanced  1,  and  Continental 
Union,  which  is  4  better.  The  Water  Companies  have  been  very 
inactive  ;  and  show  few  changes,  except  on  deduction  of  dividends. 
Southwark,  ordinary,  however,  recovered  the  1  it  had  dropped  the 
week  before.  East  London  was  weaker,  and  receded  1^.  The  daily 
operations  were :  On  Monday  the  opening  showed  a  favourable 
tendency  in  all  departments.  Business  in  Gas  was  only  moderate  ; 
but  every  stock  dealt  in  was  very  firm,  except  Commercial  old, 
which  receded  3^.  Water  was  quite  featureless.  There  was  a 
shade  more  activity  in  Gas  on  Tuesday,  and  at  very  fair  figures. 
Buyers  of  Gaslight  “  A  ”  made  the  price  1  higher.  Water  again 
offered  nothing  to  remark.  Gas  was  quieter  on  Wednesday,  but 
prices  were  disposed  to  rise.  Gaslight  “  A  ”  improved  2.  Water 
was  very  quiet  and  unchanged.  Business  in  Gas  continued  very 
restricted  on  Thursday,  but  with  undiminished  firmness.  Bahia 
rose  1 ;  and  Continental  Union  original  was  ^  better.  In  Water 
there  were  a  couple  of  transactions  in  New  River  ;  but  nothing 
else  was  touched.  Business  in  Gas  on  Friday  was  at  about  the 
level  of  the  previous  day.  Prices  were  still  disposed  to  rise,  but 
quotations  were  unaltered.  One  transaction  in  Southwark 
ordinary  (which  rose  1)  was  all  the  business  in  Water;  but  East 
London  fell  1^.  On  Saturday  there  were  only  two  transactions 
marked  in  Gas,  and  none  in  Water ;  and  all  quotations  closed 
without  any  change. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  ELECTRIC  LIOHTINO  ACT  AMENDMENT  BILL  PASSED — THE  ELECTRIC 
LIOHTINO  INSTALLATION  AT  LEAMINGTON — ELECTRIC  LIGHT  TROUBLES  IN 
THE  UNITED  STATES. 

The  Electric  Lighting  Act  Amendment  Bill  has  become  law ; 
having  received  the  Royal  Assent  on  the  28th  ult.  It  now  remains 
to  be  seen  whether  it  will  bring  all  or  any  of  the  benefits  ascribed 
to  it  in  advance  by  its  promoters.  We  believe,  as  we  have  held 
all  along,  that  the  Act  will  be  useless  as  a  means  of  reviving  the 
electric  lighting  industry,  which  suffers  under  financial  and 
economic,  rather  than  legal  disabilities.  Curiously  enough,  a 
criticism  of  the  meewsure  in  Industries  (probably  written  by  an 
electrician,  and  meant  as  a  reproach  to  Mr.  Chamberlain’s  Act) 
confirms  this  view.  The  critic  is  complaining  bitterly  of  the 
restriction  of  the  purchase-money  of  an  electric  lighting  concern  to 
the  actual  value  of  the  plant,  Ac. ;  and  he  remarks :  “  ^\  hero 
improvement  is  so  rapid  as  in  electric  light  machinery,  the  market 
value  of  the  plant  a  few  years  after  its  erection  is  liable  to  bo  con¬ 
siderably  below  its  first  cost ;  and  therefore  the  recompense  repre¬ 
sented  by  the  purchase-money  would  not  have  been  equivalent  to 
the  outlay,  even  after  a  few  years.  A  glance  at  the  price  lists 
published  by  the  loading  dynamo  makers  five  years  ago  and  those 
])ubli8hed  now  will  make  this  evident.  The  price  ol  low-tension 
dynamos,  suitable  for  central  station  work,  shortly  after  the  pu-  sing 
of  the  Act,  averaged  over  £1  per  lamp  ;  now  it  is  barely  half  that 
amount.  It  is  evident  that  had  a  company  started  some  five  y.  irs 
ago,  they  would  have  had  to  purchase  machines  at  the  high  figurr 
of  i‘l  per  lamp,  and  would  have  had  to  sell  them,  under  the  compul 
sory  purchase  clause,  at  the  lapse  of  21  years,  to  the  local  aulhorili>  - 
at  loss  than  10s.  a  lamp.  This  would  have  represented  a  dead  I  n 
of  one-half  of  their  original  outlay."  The  writer  cannot  r-cc  that  thii 
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is  one  of  the  greatest  recommendations  of  Mr.  Chamberlain’s  Act, 
regarded  from  the  point  of  view  of  the  local  authorities.  Why 
should  £.1  of  public  money  go  for  10s.  worth  of  plant,  merely 
because  a  company  were  foolish  enough  to  buy  dynamos  when 
they  were  dear,  instead  of  waiting  until  they  became  cheap  ? 
According  to  the  plea  of  our  contemporary,  the  high  prices  of  elec¬ 
tric  lighting  plant  five  years  ago  would  be  perpetuated  at  the  public 
cost.  The  Electric  Lighting  Act  stopped  this  injustice  ;  and  now 
the  electricians  have  obtained  all  the  relief,  in  the  matter  of  length 
of  tether,  they  wanted — or  at  least  all  they  could  expect  to  get. 
Even  Industries  tells  them  they  ought  to  be  satisfied  with  the  new 
Act.  But  shall  we  see  a  revival  of  electric  lighting  projects  for  the 
coming  season,  in  consequence  of  this  alteration  of  the  law  ?  It  is 
possible,  but  very  unlikely,  except  as  a  merely  speculative  venture 
to  form  a  basis  for  stock-jobbing  manipulations. 

It  appears  from  a  statement  that  has  been  published  that  the 
electric  lighting  plant  at  Leamington  is  not  being  utilized  as 
speedily  as  its  projectors  expected.  The  plant  actually  in  position 
comprises  four  Chamberlain-Hookham  shunt-wound  dynamos,  all 
of  800  lights  capacity  ;  but  two  of  them  are  sufficient  to  supply 
the  1100  lamps  actually  in  nightly  use.  A  small  current  for  day 
service  is  supplied  by  an  accumulator,  as  the  engines  are  only 
driven  at  night.  The  distribution  was  first  on  the  Hopkinson- 
Edison  three-wire  system  ;  but,  “  owing  to  the  great  complication 
entailed  by  this  system,”  it  has  been  abandoned  for  the  ordinary 
two-wire  system.  This  does  not  say  much  for  Dr.  Hopkinson’s 
great  invention.  A  commissioner  of  Industries,  who  made  a 
special  inspection  of  the  Leamington  installation  with  a  view  to 
ascertain  the  facts,  confesses  that  the  street  lighting  is  not  alto¬ 
gether  a  success.  He  speaks  well,  however,  of  the  private  lighting. 
The  private  supply  is  generally  measured  by  a  meter  of  Mr.  Hook- 
ham’s  invention,  which  is  like  a  small  dynamo,  and  is  revolved  by 
a  percentage  of  the  current  required  for  lighting.  The  supply  is 
charged  for  at  the  rate  of  8d.  per  unit  when  the  consumption  is 
under  40  units  per  quarter  ;  between  41  and  150  units,  the  charge  is 
6d.  per  unit ;  and  beyond  this  quantity,  it  is  4d.  This  is  equivalent 
to  16-candle  gas  at  from  6s.  8d.  to  3s.  4d.  per  1000  cubic  feet.  The 
price  of  gas  at  Leamington  is  2s.  7d.  per  1000  cubic  feet.  Alto¬ 
gether,  the  special  correspondent  of  Industries  thinks  that  the 
Leamington  electric  lighting  experiment  is  “  a  modest,  yet  fairly 
successful  attempt  to  supply  a  public  want.”  It  is  to  be  hoped 
the  proprietors  are  satisfied  with  their  venture. 

A  correspondent  of  the  Electrical  Engineer  states  that  New 
England  and  the  Eastern  States  have  experienced  the  epidemic 
“  now  quite  general  ”  of  trouble  with  electric  light  wires.  The 
Edison  station  at  Fall  River  was  recently  burnt  down — of  course, 
on  a  most  awkward  night  for  the  subscribers.  In  Halifax,  Nova 
Scotia,  a  servant  of  the  Electric  Light  Company  was  killed  by 
touching  a  wire  on  a  pole  in  the  street ;  another  workman  in  the 
employ  of  the  Company  having  shared  the  same  fate  a  week 
previously.  The  fact  appears  to  be  that  the  distributing  plant  of 
the  speculative  companies  who  have  been  “  running  ”  the  electric 
light  in  American  towns  during  the  past  two  or  three  years  has 
become  very  much  the  worse  for  wear,  and  both  companies  and 
the  public  are  now  feeling  the  disadvantages  of  make-shift  fittings. 
If  the  electrical  speculators  are  wise,  and  the  business  of  electric 
Lighting  is  worth  saving,  they  will  take  steps  for  putting  matters 
right  before  a  wave  of  popular  discontent  sweeps  them  away.  As 
it  is,  they  can  hardly  live  for  each  other.  Competition  is  very 
keen  ;  and  they  declare  that  the  intense  rivalry  for  business  under 
which  they  live  is  extracting  every  cent  of  profit  from  the  work. 
So  that,  according  to  common  report,  the  life  of  an  electric  lighting 
speculator  in  the  United  States  is  not  altogether  happy  one. 


Presentation  by  Mr.  G.  Garnett  of  a  Mace  to  the  Cor¬ 
poration  OF  Ryde. — Last  Wednesday  the  mace  which,  as  stated 
in  the  Journal  a  few  weeks  ago,  Mr.  G.  Garnett,  M.  Inst.  C.E., 
the  Engineer  and  Secretary  of  the  Ryde  Gas  Company,  had 
expressed  his  intention  of  providing,  at  his  own  expense,  to  com¬ 
plete  the  insignia  of  office  of  the  Mayor,  was  duly  handed  over  to 
his  Worship  (Mr.  R.  Colenutt)  and  the  members  of  the  Corporation 
in  the  Town  Hall  last  Wednesday.  Mr.  Garnett  made  the  presen¬ 
tation  ;  and  in  doing  so  remarked  that  if  they  had  one-tenth  of 
the  pleasure  in  accepting  the  offering  at  his  hands  which  he  felt 
at  being  its  donor,  he  should  be  abundantly  gratified  and  repaid. 
Having  described  the  design  of  the  mace,  he  expressed  his  satis¬ 
faction  at  the  manner  in  which  the  work  had  been  carried  out  by 
the  manufacturer  (Mr.  Thurlow),  and  concluded  by  wishing  the 
Mayor  and  Corporation,  and  all  present,  health  and  happiness  for 
many  years  to  come.  In  the  evening  Mr.  Garnett  was  entertained 
at  a  complimentary  banquet  by  the  Mayor  and  Corporation. 
Alluding  to  this  event,  and  to  Mr.  Garnett’s  connection  with 
Ryde,  the  Isle  of  Wight  County  Press  last  Saturday  said:  “  For 
thirty  years  this  respected  citizen  has  hved  and  worked  in  our 
midst ;  and  in  many  ways  the  town  and  its  people  are  the  better 
for  his  presence  amongst  us.  He  has  been  closely  identified  with 
the  municipal  history  of  the  town.  Having  been  one  of  the 
promoters  of  its  incorporation,  he  has  now  most  generously  com¬ 
pleted  the  equipment  of  its  governing  body  with  due  insignia  of 
authority.  It  is  a  satisfaction  to  know  that,  as  a  result  of  this 
last  mark  of  his  devotion  to  the  interests  of  the  town  of  his  adop¬ 
tion,  his  name  will  be  handed  down  with  honour  to  future  genera¬ 
tions.  That  he  may  long  be  a  living  example  of  the  success  which 
attends  self-denying  and  persevering  labour  and  of  noble  purpose 
is,  we  are  sure,  the  earnest  hope  of  his  numerous  friends.” 


COMPLETION  OF  THE  EDINBURGH  AND  LEITH  GAS¬ 
WORKS  TRANSFER. 

By  the  agreement  with  the  Edinburgh  and  Leith  Gas  Company 
which  was  executed  on  Friday  last,  the  transfer  of  the  undertakings 
of  the  Edinburgh  and  the  Edinburgh  and  Leith  Gas  Companies 
to  the  Corporations  of  these  two  places  is  virtually  secured.  The 
controversy  has  been  the  occasion  of  much  discussion  locally,  on 
account  of  an  opposition  which  was  very  vehement  in  utterance, 
but  was  in  reality  powerless  either  with  the  community  or  with  the 
Legislature.  To  sum  up  the  history  of  the  negotiations,  it  may  be 
said  that  the  Joint  Committee  of  the  Corporations  which  took 
charge  of  the  subject  had  presented  to  them  at  the  outset  one  of 
the  most  difficult  problems  which  any  Committee  similarly 
situated  ever  had  to  solve.  They  had  either  to  take  over  the 
undertaking  of  the  Edinburgh  Company  on  the  spur  of  the 
moment  and  with  scanty  information,  or  to  see  the  possibility  of 
the  community  acquiring  the  gas  supply  of  the  district  receding 
into  a  very  dim  and  distant  future.  They  accomplished  the  first 
portion  of  their  task  speedily  and  with  credit.  They  then  set 
themselves  to  the  acquisition  of  the  Edinburgh  and  Leith  Com¬ 
pany’s  undertaking.  This  should  have  been  easy  of  accomplish¬ 
ment,  seeing  that  there  was  plenty  of  time  in  which  to  carry  on 
the  negotiations  with  the  Company  ;  but,  unfortunately — acting 
either  from  advice  which  was  not  the  best,  or  from  preconceived 
notions — the  Committee  created  difficulties  for  themselves,  which 
retarded  a  settlement  until  about  the  last  possible  moment.  Now 
that  the  bargain  has  been  completed,  it  is  satisfactory  to  know 
that  the  agreements  with  both  Companies  are  sufficiently  favour¬ 
able  to  preclude  the  possibility  of  regret  on  the  part  of  the  share¬ 
holders  at  parting  with  their  property,  and  that  at  the  same  time 
the  communities  may  reasonably  expect  to  reap  a  handsome  profit 
out  of  the  gas  supply.  The  Edinburgh  Company  receives  ^20,000 
a  year  in  annuities,  and  other  considerations  which  will  raise  the 
annual  charge  on  their  behalf  to  about  ^621, 000.  The  Leith 
Company  receives  L'14,000  in  annuities,  and  other  sums  which 
raise  the  total  annual  charge  on  their  behalf  to  ^18,809.  These 
two  sums  together  amount  to  L39,809.  This  year  the  Edinburgh 
Company  has  earned  a  profit  of  £37,000,  and  the  Leith  Company 
one  of  nearly  £27,000 — together,  £64,000.  The  results  this  year 
may  be  regarded  as  so  exceptional  that  they  can  scarcely  be 
founded  on  ;  but  the  amalgamated  undertaking  may  be  relied 
upon  to  produce  at  least  £45,000  of  annual  profit,  which  will  leave 
upwards  of  £5000  to  be  applied  (after  providing  for  sinking  and 
reserve  funds)  either  in  the  reduction  of  the  price  of  gas  or  in  the 
redemption  of  annuities.  Taking  into  account  the  natural  increase 
in  the  gas  consumption,  it  is  consequently  evident  that  the  Cor¬ 
porations  have,  on  their  part,  effected  a  very  safe  bargain  with 
the  Gas  Companies. 

Turning  to  inquire  how  the  matter  stands  with  the  Companies, 
one  is  met  at  the  outset  with  the  peculiarity  of  the  position  of  the 
Edinburgh  Company.  The  record  of  this  Company  is  probably 
unsurpassed  by  that  of  any  other  in  the  United  Kingdom.  So 
well  managed  has  it  been,  that  upon  a  capital  of  £200,000  not  only 
has  a  dividend  at  the  rate  of  10  per  cent,  been  regularly  paid,  but 
the  works  have  been  largely  extended  out  of  revenue ;  and  about 
three  years  ago  accumulated  profits  to  the  amount  of  £45,000 
were  distributed  by  way  of  bonus  among  the  shareholders.  A 
further  sum,  stated  a  year  ago  at  £63,000,  awaits  distribution; 
and,  in  addition,  the  shareholders  will  soon  have  divided  among 
them  the  sum  of  £27,000,  which  the  Corporations  pay  as  grassum, 
and  a  further  sum  estimated  at  £30,000,  the  cost  of  stores  to  be 
paid  for  by  the  Corporations — together,  £120,000.  By  the  change 
from  dividend  to  annuities,  nearly  two  years’  payments  will  be 
made  to  shareholders  during  the  next  twelvemonth  ;  the  sum  re¬ 
ceivable  being  £37,965  as  compared  with  (at  most)  £25,000,  if  no 
change  had  been  made.  Adding  the  sum  to  be  distributed  from 
revenue  during  the  year  to  the  above-mentioned  £120,000,  it  is 
brought  out  that  in  the  course  of  one  year  the  shareholders  will, 
upon  £200,000,  receive  a  return  of  £157,965.  If  to  this,  again,  is 
added  the  £45,000  distributed  three  years  ago,  the  magnificent 
result  is  arrived  at  that  about  the  whole  capital  of  the  Company 
will  have  been  returned  to  the  shareholders,  and  that  they  are  to 
draw  perpetual  annuities  at  the  rate  of  10  per  cent,  upon  this 
capital  so  returned.  In  the  case  of  the  Leith  Company  the  capital 
is  £150,000.  The  Company  have  never  paid  a  bonus,  but  have 
expended  a  large  proportion  of  their  profits  in  the  extension  and 
renewal  of  works.  The  shareholders  will  be  entitled  to  divide 
among  them,  after  the  1st  of  August  next,  £11,000  of  grassum 
received  from  the  Corporations  ;  the  value  of  stores,  £20,000  ;  and 
their  reserve  fund  of  £21,723 — together,  a  sum  of  £57,723.  Adding 
in  their  case  the  amounts  of  dividend  and  annuity  payable  within 
the  next  twelvemonth,  their  total  receipts  for  the  year  will  be 
£82,410,  or  more  than  half  their  capital. 

It  will  be  observed  that  the  shareholders  of  the  Leith  Company, 
though  the  annual  charge  upon  the  community  on  their  account  is 
relatively  higher  than  that  on  account  of  the  Edinburgh  Company, 
do  not  occupy  so  favourable  a  position  in  the  matter  of  the  distri¬ 
bution  of  assets  as  do  the  shareholders  of  the  Edinburgh  Company. 
This  is  accounted  for  by  the  fact  of  their  business  being  smaller 
(only  about  half  that  of  the  Edinburgh),  and  their  large  expenditure 
on  works  and  plant.  The  increased  charge  in  their  case  is  on 
account  of  their  capability  to  go  on  for  a  ..umber  of  years  without 
renewal  or  extension ;  and  on  the  same  account  they  have  received 
terms,  when  compared  with  the  Edinburgh  Company,  relatively 
higher  than  the  size  of  their  business  warranted — the  equity  of  this 
lying  in  the  fact  that  the  Company  might  have  reasonably  expected 
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to  realize  a  larger  return  from  their  works  for  some  years  than  they 
have  been  accustomed  to  earn.  The  two  .undertakings  will  be 
carried  on  together ;  and  on  that  footing,  the  cost  per  1000  cubic 
feet  works  out  at  nearly  8d.,  which  compares  well  with  the  Bir¬ 
mingham  transfer,  where  the  cost  was  9d.  per  1000  cubic  feet.  On 
both  sides,  therefore,  there  is  matter  for  sincere  congratulation  at 
the  result  of  the  negotiations. 

A  PRESIDENTIAL  ADDRESS  AND  A  HISTORIC 

RELIC. 

The  Soci^te  Technique  de  ITndustrie  du  Gaz  en  France  were 
fortunate  in  their  President  for  the  past  year — M.  Albert  Ellissen 
—if  only  on  account  of  the  highly  interesting  address  which  he 
had  provided  for  them,  a  translation  of  which  was  given  in  the 
Journal  last  week.  We  have  not  the  slightest  doubt  that  the 
President  for  the  current  year— M.  Cornuault— will  present  the 
world  with  an  interesting  address  in  his  turn  ;  biit  it  will  not  be 
easy  to  surpass  M.  Ellissen’s  production.  A  striking  proof  of  that 
unity  of  professions  in  different  countries  which  is  brought  about 
by  the  modern  development  of  technical  journalism,  is  to  be 
found  in  the  fact  that  the  Inaugural  Addresses  of  the  last  presidents 
of  the  British  and  French  Gas  Engineers’  Associations  both  con¬ 
tain  references  to  the  presidential  utterances  of  foreign  compeers. 
Mr.  Gandon  quoted  M.  Alavoine;  and  M.  Ellissen  referred  to 
Mr.  Foirlis.  Nay,  even  more  strikingly,  M.  Ellissen  had  recourse 
to  Mr.  Thomas  Duxbury  to  enforce  his  own  observations  upon  the 
extent  of  ground  that  yet  awaits  cultivation  by  suppliers  of  gas. 
It  is  impossible  to  overrate  the  importance  of  this  reciprocity  in 
technical  study.  Compilers  of  valuable  statistics,  and  authors  of 
good  papers  on  gas  supply,  have  therein  a  guarantee  that  they 
address  a  larger  audience  than  that  to  which  they  appear  to 
speak  ;  and  the  reflection  should  brace  them  to  worthier  efforts. 
An  original-minded  and  able  gas  engineer  attains  a  world-wide  repu¬ 
tation,  while  perchance  he  thinks  himself  known  only  in  a  corner 
of  the  country  to  which  he  belongs ;  and  there  is  not  a  grain  of 
valuable  seed  in  paper  or  address  or  technical  article  that  is  not 
caught  up  and  spread  abroad  in  the  principal  languages  of  the 
world.  If  it  appears  to  fall  into  unthankful  soil  at  first,  there  is 
no  telling  where  a  fruitful  idea  may  eventually  germinate. 

M.  Ellissen  addressed  a  body  of  men  whose  occupation  and  in¬ 
terest  is  like  that  of  British  gas  managers,  but  whose  circumstances 
are  radicall}’  different.  Gas  supply  in  France,  and  in  the  coun¬ 
tries  influenced  by  French  ideas  in  this  respect,  is  a  very  different 
thing  to  the  same  business  as  carried  on  in  England.  It  is  estab¬ 
lished  on  a  narrower  basis,  and  presents  the  peculiar  character¬ 
istics  of  licensed  undertakings.  It  has  a  rigidity,  derived  from 
the  general  concession  system,  which  is  not  found  in  the  same 
degree  in  any  other  business  of  the  kind  in  the  world.  It  is 
often  asserted  of  gas  engineering  that  it  is  not  too  progressive,  even 
in  countries  where  unrestricted  competition  or  direct  inducement 
of  another  kind  exists  to  favour  development  of  processes.  What, 
then,  is  to  be  said  of  it  when  the  financial  conditions  of  its  exis¬ 
tence  positively  discourage  change  of  any  kind  ?  Having  regard 
to  their  circumstances,  and  the  fact  that  the  system  of  concessions 
has  the  effect  of  tabooing  many  subjects  on  which  their  compeers 
of  other  nations  are  free  to  exercise  their  wits,  the  anxiety  dis¬ 
played  by  the  members  of  the  Soci^te  Technique  for  profes¬ 
sional  intercourse  and  instruction  is  most  creditable  to  them. 

It  is  possible  to  lose  sight  of  much  of  the  limitation  that 
oppresses  gas  engineering  in  France  in  perusing  the  observations 
of  M.  Ellissen  upon  the  present  and  past  of  gas  supply  in 
England  and  on  the  Continent  of  Europe.  His  comparative  table 
of  the  gas  consumption  of  London  and  some  of  the  principal  towns 
of  the  Continent  is  very  instructive,  and  calculated  to  benefit 
continental  gas  engineers.  It  appears  from  this  statement  that 
the  gas  con.-'iimption  of  London  per  head  of  population  is  very 
greatly  in  excess  of  that  of  any  other  town  in  the  list ;  Paris  and 
Brussels  coming  next,  with  Berlin  some  way  behind.  We  do  not 
know  how  this  list  was  prepared,  and  in  particular  it  is  rather 
difficult  to  accurately  collate  gas  consumption  with  population 
statistics  in  the  case  of  London  ;  but  to  whatever  modification  such 
considerations  might  lead  in  regard  to  the  units  of  M.  Ellissen's 
calculations,  they  are  probably  trustworthy  in  the  main.  Com¬ 
pared  solely  with  regard  to  consumption  of  gas  per  head  of  the 
population,  it  would  therefore  appear  at  first  sight  that  continental 
capitals  have  a  good  deal  of  leeway  to  make  up  before  they  can 
stand  alongside  of  London  in  this  respect ;  but  wo  cannot  make 
the  comparison  on  this  basis  alone.  The  price  of  gas  enters  too 
seriously  into  the  question  to  bo  ignored,  even  for  a  moment ;  and 
having  regard  to  this  consideration,  the  point  of  saturation  of  a 
continental  community  for  gas  may  bo  really  more  nearly 
approached  than  would  appear  from  a  simple  statement  of  bulk 
of  gas  sold.  The  practical  importance  of  this  con.sidcration  is  very 
easily  appreciated.  If  there  are  two  places  equally  circumstanced 
in  every  respect,  the  fact  of  the  gas  consumption  in  one  being 
double  what  it  is  in  the  other  might  bo  regarded  ns  an  incentive  to 
the  administration  of  the  gas  undertaking  in  the  latter  place  to 
take  steps  for  diminishing  the  difference.  This  they  might  do  by 
enlightening  the  people  as  to  the  advantages  of  gas,  and  offering  a 
variety  of  inducements  to  its  extended  use.  If,  on  the  other  hand, 
the  price  of  gas  in  one  town  is  only  one-hnlf  what  it  is  the  other, 
the  point  of  saturation,  be3’ond  which  no  progress  in  extending  the 
consumption  is  to  be  expected,  would  be  reached  much  sooner  in 
the  dearer  district.  Speaking  generally,  the  foregoing  remarks 
express  the  whole  philosophy  of  gas  supply,  as  it  is  understood 
and  expounded  in  our  columns. 


The  most  universally  interesting  portion  of  M.  Ellissen's 
address  is  the  historical  part  of  it.  The  author  is  led  to  regard 
vehicles  carrying  lights  in  towns  as  part  of  the  street-lighting 
arrangements ;  for  he  says  that  if  the  street  lighting  by  other 
means  were  perfect,  there  ■would  be  no  need  for  carriage-lamps. 
Ergo,  a  carriage-lamp  is  a  street-lighting  arrangement.  There 
something  in  this  argument;  but  it  will  not  bear  much  jitrain. 
suffices,  however,  to  take  M.  Ellissen  back  to  the  consideration  of 
times  when  the  only  public  street-lamps  used  in  Paris  were  of  a 
perambulatory  character ;  and  it  is  rather  striking  to  learn  that 
the  first  contractor  for  lighting  the  streets  of  the  capital  of  France 
and  the  centre  of  European  culture  ruined  himself  by  the  enter¬ 
prise.  Many  others  have  since  discovered  that  there  is  little  or  no 
profit  in  public  lighting.  It  is  very  instructive  to  observe  how 
readily  people  were  to  ascribe  finality  to  the — as  we  now  see 
them — imperfect  methods  of  street  lighting  adopted  in  Paris  during 
the  last  centuiy.  Are  we,  as  M.  Ellissen  hints,  too  prone  to  commit 
the  same  fault  ?  It  is  possible  ;  but  we  cannot  quite  agree  to  the 
proposition  that  the  unexplored  resources  of  physical  science  are 
as  boundless  now  as  they  were  a  hundred  years  ago,  even  though 
men  may  not  be  any  better  or  more  humble  in  their  estimates  of 
their  own  knowledge. 

We  have  some  hesitation  in  accepting  M.  Ellissen's  view  of  the 
work  of  Philippe  Lebon,  who  is  described  in  the  address  as  having 
had  great  difficulty  with  his  “  marvellous  invention  ”  in  “  de¬ 
throning”  the  Argand  lamp.  The  English  view  of  the  matter  is 
that  if  it  had  rested  with  Lebon  to  dethrone  it,  the  oil  lamp 
would  have  been  paramount  still.  It  is  a  bit  of  national  pride, 
which  we  should  be  loth  to  call  Chauvinism,  that  credits  Lebon 
with  being  the  inventor  of  gas  lighting,  since  it  is  certain  that  he 
was  never  a  maker  of  gas  in  the  sense  that  Murdoch  -vv'as ;  but  the 
matter  is  not  worth  arguing  about.  The  French  have  quite  made 
up  their  minds  that  Philippe  Lebon  was  the  inventor  of  illumi¬ 
nating  gas,  and  we  have  decided  to  ascribe  the  honour  to  Murdoch. 
It  is  a  small  point,  though  not  without  its  significance ;  but  we 
ask  how  is  it,  if  the  inventor  of  gas  was  a  Frenchman,  that  so 
many  English  words  are  used  in  the  nomenclature  of  gas  making  ? 
Why  is  there  no  French  equivalent  for  coke  ?  However,  there  is 
no  advantage  in  disputing  the  point.  The  French  have  put  up  a 
statue  to  Lebon,  while  we  have  not,  up  to  the  present  time,  done 
as  much  for  Murdoch ;  and  so  we  must  give  them  credit  for 
stronger  feeling  on  the  subject. 

While  referring  to  the  early  days  of  gas  lighting,  it  will  he 
a  convenient  opportunity  for  mentioning  the  curious  relic  of  this 
time  in  the  shape  of  the  prospectus  of  Mr.  Robert  Roberts,  pro¬ 
prietor  of  the  Oswestry  Gas-Works  in  the  j’ear  1821,  a  reprint  of 
which  will  be  found  in  another  column.  Here  we  have  a  most 
interesting  i-eminder  of  the  conditions  of  gas  lighting  before  the 
general  introduction  of  meters ;  and  the  facta  offer  a  strange  simili¬ 
tude  to  the  circumstances  of  electric  lighting  at  the  present  day. 
It  must  be  confessed,  however,  that  the  enterprising  Mr.  Roberts, 
of  Oswestry,  was  very  particular  as  to  the  terms  upon  which  he 
supplied  his  gas.  Some  of  his  subscribers  were  only  allowed  to 
burn  gas  until  nine  o'clock,  and  there  was  an  increasing  charge 
for  keeping  the  burners  alight  for  everj’  hour  later  until  midnight. 
What  a  premium  was  here  upon  early  and  regular  hours  for 
retiring  1  He  graciously  informs  his  customers  that  he  will  not 
be  particular  to  a  quarter  of  an  hour,  and  will  allow  the  lights 
throughout  the  town  to  bo  kept  on  until  eleven  o'clock  on 
Wednesday  and  Saturday  evenings ;  but  he  tells  everybody  that 
unless  his  regulations  are  conscientiously  followed,  ho  will  refuse 
to  supply.  What  a  picture  do  these  regulations  afford  of  the  way  in 
whicli  the  gas  maker  was  at  the  mercy  of  the  renter,  save  only  for  the 
right  of  the  former  to  make  domiciliary  visits  at  all  hoars. 
One's  respect  for  the  meter  is  sensibly  increased  after  thus 
being  brought  face  to  face  with  the  difficulties  inherent  to  any  pure 
rental  system.  It  will  be  noticed  that  the  astute  .Mr.  Roberts 
claimed  his  rents  in  advance,  and  was  not  unfavourable  to  weekly 
payments.  He  strongly  advised  the  use  of  a  glass  “  consumer," 
the  reasons  for  which  are  very  innocently  given.  He  particularly 
objected  to  tampering  with  tlie  burners  with  a  view  to  getting  a 
belter  light ;  but  how  inferior  the  other  means  of  lighting  available 
at  that  day  must  have  been,  is  shown  by  the  fact  that  as  much  as 
a  guinea  a  year  would  be  paid  for  the  use  from  sunset  till  nine 
o'clock  of  a  miserable  little  rat- tail  gas-jet  inches  long,  probably 
of  two  or  three  candle  power  at  the  utmost,  and  occasionally 
redolent  of  sulphur  to  a  degree  that  would  baffle  the  glass  “  con¬ 
sumer  ”  to  conceal.  The  gas  was  pretty  good  in  those  daj-s,  so  far 
as  mere  illuminating  power  was  concerned  ;  for  it  was  made  at  a 
comparatively  low  heat,  in  iron  retorts,  without  mechanical 
exhaust,  and  purified  by  wet  lime.  The  expenses  of  distribution, 
however,  and  the  cost  of  everything  re<iuirod  in  the  works,  were 
very  high.  Even  a  brass  cock  was  a  philosophical  instrument. 
Wo  recommend  this  “  relic  ”  to  future  compilers  of  presidential 
addresses,  as  it  suggests  many  more  reflections  than  wo  can  find 
space  for  here. 

As  M.  Ellissen  remarks,  fashion  in  the  matter  of  artificial 
lighting  has  changed  since  the  days  when  a  single  S^-inch  jot  was 
considered  a  sufficient  light  for  a  room.  A  saloon  that  was  regarded 
in  1780  as  lit  up  a  giorno  with  1800  wax  candles  was  not  con¬ 
sidered  too  brilliant  with  8(X)0  jirobabl}-  better  candles  a  century 
later.  An  incident  such  as  this  is  rightly  regarded  by  M.  Ellissen 
as  a  sign  of  the  times.  He  at  least  is  not  disposed  to  claim  finality 
too  soon.  The  greater  the  quantity,  and  the  higher  the  quality 
of  the  lijjlit  that  can  bo  provided  for  the  world's  u"e,  the  bettor  in 
his  opinion.  There  is  room  for  all,  G.is  compcteil  in  <)-W(  itrj’ 
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67  years  ago  with  candles,  and  underbid  the  chandler  even  when 
selling  at  rentals  equivalent  to  a  price  of  15s.  per  1000  cubic  feet.  It 
was  a  better  and  a  cheaper  light ;  and  if  it  holds  its  own  anywhere, 
it  must  be  for  the  same  recommendations.  Gas  has  improved 
since  1821 ;  and  so  have  candles.  Electricity  may  improve  during 
the  next  60  years  ;  and  so  will  gas.  “  The  thing  that  hath  been 
is  the  thing  that  shall  be  ;  ”  and  there  is  nothing  in  this  reflec¬ 
tion  to  make  the  friends  of  gas  lighting  afraid. 

THE  PAST  YEAR’S  WORK  UNDER  THE  ALKALI  ACT. 
The  Twenty-fourth  Annual  Report  of  the  Chief  Inspector  under  the 
Alkali,  &c..  Works  Regulation  Act,  1881  (Mr.  A.  E.  Fletcher),  was 
issued  last  week.  It  embraces  the  labours  of  the  Chief  Inspector 
and  his  colleagues  during  the  past  year ;  and  as  these  gentlemen 
have  the  supervision  of  those  gas-works  in  which  the  manufacture 
of  sulphate  of  ammonia  is  carried  on,  the  publication  has  special 
interest  for  our  readers.  The  number  of  works  in  England  and  Ire¬ 
land  now  registered  under  the  Act  is  927  ;  being  an  increase  of  17 
over  the  number  in  the  previous  year.  Adding  to  these  the  139 
works  registered  in  Scotland  (which  are  separately  reported  upon), 
the  total  in  the  United  Kingdom  at  the  close  of  last  year  was  1066. 
In  most  of  these  works  several  processes  are  carried  on,  each  of 
which  comes  under  inspection  ;  and  therefore  may  be  regarded  in 
the  light  of  distinct  works.  Of  these  processes  there  were  1245  at 
the  close  of  1887  ;  being  an  increase  of  37  over  1886.  Adding  the 
198  in  Scotland,  we  have  1443  as  the  total  for  the  United  Kingdom 
in  1887,  as  against  1395  in  the  previous  year. 

Taking,  first  of  all,  the  figures  relating  to  England  and  Ireland, 
we  find  that  there  were  last  year  26  processes  under  inspection  con¬ 
nected  with  the  treatment  of  “  gas  liquor,”  as  it  is  styled  in  the  re¬ 
port,  and  311  connected  with  the  manufacture  of  sulphate  and  muriate 
of  ammonia.  The  places  where  the  various  processes  are  carried 
on  received  4383  visits  last  year,  and  4402  tests  were  made.  If  on 
the  occasion  'of  an  inspector’s  visit  the  work  is  found  to  be  in  an 
unsatisfactory  condition,  the  object  kept  in  view  is  not  the  obtain¬ 
ing  of  evidence  to  support  a  prosecution,  but  the  speedy  im¬ 
provement  of  the  work.  To  this  end  the  visits  are  repeated  ;  and 
an  examination  is  made  of  the  escaping  gases,  so  as  to  indicate  the 
source  of  the  difficulty,  and  assist  in  finding  means  for  its  removal. 
Usually  such  action  on  the  part  of  the  inspector — though,  Mr. 
Fletcher  states,  it  is  not  always  welcome  at  the  time — is 
ultimately  acknowledged  with  satisfaction  by  the  manufacturer ; 
and  the  expense  that  may  have  been  incurred  in  the  work  is 
felt  in  the  end  to  have  been  money  well  spent.  Mr.  Fletcher 
gives,  in  tabular  form,  particulars  as  to  the  quantity  of  dele¬ 
terious  gases  emitted  in  each  district  under  supervision  last 
year,  together  with  the  corresponding  figures  for  the  two  imme¬ 
diately  preceding  years.  The  acid  gases  (stated  as  SO3,  and  ex¬ 
pressed  in  parts  per  cubic  foot)  escaping  from  the  sulphuric  acid 
chambers  were  as  follows  : — 1885,  1’52  grains ;  1886,  1'40  grains  ; 
1887,  1'50  grains.  The  acidity  of  chimney  gases,  expressed  in  a 
similar  way,  was  :  1885,  0‘67  grain  ;  1886,  0'77  grain  ;  1887,  0'74 
grain.  Mr.  Fletcher  states  that  the  average  result  of  all  the  tests 
made  throughout  the  country  is  very  uniform  year  by  year.  The 
amount  of  hydrochloric  acid  escaping  has  for  the  last  three  years 
been  OT  grain  in  each  cubic  foot  of  chimney  smoke.  This  is 
exactly  half  the  amount  given  as  the  limit  in  the  Alkali  Act.  The 
quantity  of  the  same  acid  gas  measured  in  relation  to  the  produc¬ 
tion  has  gradually  been  diminished,  till  now  it  stands  at  a  little 
less  than  2  per  cent,  of  it ;  the  limit  given  in  the  Act  being  5  per 
cent.  The  amount  of  sulphurous  and  other  acid  gases  escaping 
from  the  sulphuric  acid  chambers  is  now,  on  an  average,  equal  to 
IJ  grains  of  sulphuric  anhydride  ;  the  limit  given  in  the  Act  being 
4  grains.  There  were  four  prosecutions  under  the  Act  last  year ; 
three  being  for  carrying  on  unregistered  works.  In  these  cases 
penalties  of  A'3,  i‘10,  and  ^18  (the  two  former  with  costs)  were 
inflicted ;  and  one  firm  was  fined  ^20  and  costs  for  neglecting  to 
use  the  best  practicable  means  for  preventing  the  escape  of  noxious 
gases.  In  Scotland,  as  stated,  the  number  of  works  under  in¬ 
spection  last  year  was  139  ;  being  one  more  than  in  the  previous 
year.  The  number  of  separate  processes  was  198,  of  which  65 
related  to  the  manufacture  of  sulphate  and  muriate  of  ammonia. 
There  were  508  visits  paid  by  the  inspectors  during  the  year  ;  and 
261  analyses  made  of  escaping  gases.  From  the  statement  of  the 
total  quantity  of  the  principal  materials  used  or  produced  in  the 
works  inspected  during  the  year,  it  appears  that  36,658  tons  of 
sulphate  of  ammonia  were  made — 5711  tons  from  ammoniacal 
liquor,  4842  tons  from  iron-furnace  gases,  and  21,098  tons  from 
shale-works. 

Taking  first  the  section  of  the  report  dealing  with  alkali  works, 
Mr.  Fletcher  refers  to  the  struggle  that  has  for  several  years  been 
carried  on  between  the  Leblanc  process  for  the  manufacture  of  soda 
and  the  ammonia-soda  process  of  more  recent  introduction.  The 
result  of  this  contest  is  awaited  with  keen  interest  both  by  chemists 
and  by  those  who  are  commercially  concerned  therein ;  the  Leblanc 
process  having  stood  its  ground  so  long,  and  been  more  successful 
than  all  those  processes  which  have  hitherto  been  brought  into 
competition  with  it.  As  bearing  on  the  future  position  of  the  alkali 
trade,  Mr.  Fletcher  notices  the  interesting  process  lately  elaborated 
by  Messrs.  Chance  Bros.,  alkali  manufacturers,  at  Oldbury,  for 
saving  the  whole  of  the  sulphur  which  has  till  now  been  thrown 
away  in  the  alkali  waste,  so  well  known  for  its  noxious  qualities. 
On  this  ground  the  improvement  promises,  he  thinks,  to  be  one  of 
great  public  advantage,  by  utilizing  a  substance  which  was  expen¬ 
sive  to  dispose  of,  which  caused  a  nuisance  where  it  was  deposited, 
and  was  liable  to  give  rise  to  a  sulphurous  and  malodorous 


drainage  continually.  The  quantity  of  this  material  now  annually 
produced  is  1,500,000  tons  ;  and  as  the  alkali  trade  is  confined  to 
a  few  districts,  the  waste  is  there  deposited  in  enormous  quantities. 
At  Widnes  alone  these  deposits  cover  450  acres,  and  contain  about 
8,000,000  tons  of  the  material.  An  addition  of  1000  tons  is  made 
to  them  every  day.  The  amount  of  sulphur  contained  in  it  is  15 
per  cent. ;  and  of  this  Messrs.  Chance  recover  very  nearly  the 
whole.  The  residue  deprived  of  its  sulphur  is  mainly  composed 
of  carbonate  of  lime,  and  is  free  from  smell.  It  will  probably  find 
an  application  in  the  manufacture  of  cement  and  otherwise. 
Another  new  process  now  actively  prosecuted  at  Widnes  promises, 
with  other  changes  in  the  soda  manufacture,  the  accomplish¬ 
ment  of  the  same  end — the  recovery  of  the  whole  of  the 
sulphur  in  the  alkali  waste.  The  arrangement  is  proposed  by 
Messrs.  Parnell  and  Simpson,  and  is  a  combination  of  the  ammonia- 
soda  process  with  that  of  Leblanc.  It  is  already  at  work  on  a 
large  scale ;  but  sufficient  time  has  not  yet  elapsed  for  the  com¬ 
mercial  results  to  be  known.  The  promoters,  however,  say  that 
the  process  has  entirely  fulfilled  their  expectations,  and  that  it  is 
an  established  success. 

Turning  to  the  portion  of  the  report  dealing  generally  with  the 
manufacture  of  sulphate  of  ammonia,  we  find  that  the  total  quan¬ 
tity  produced  in  the  United  Kingdom  last  year  was  113,896  tons 
(having  a  market  value  of  ^1,253,000),  against  106,610  tons  in 
1886.  Of  the  former  total,  gas-works  produced  85,022  tons  ;  iron¬ 
works,  5098  tons ;  shale-works,  21,098  tons ;  and  coke  and  car¬ 
bonizing  works,  2678  tons.  The  figures  for  the  preceding  year 
were :  82,480  tons,  3950  tons,  18,080  tons,  and  2100  tons  respec¬ 
tively.  'The  important  increase  to  be  observed  in  each  case  is  due, 
Mr.  Fletcher  tells  us,  to  the  gradual  development  of  trade,  and 
more  skilful  manufacture,  rather  than  to  any  new  methods  of 
manufacture.  There  is  reason,  however,  to  expect  that  a  large 
addition  may  take  place  from  the  coke  and  carbonizing  works,  and, 
in  particular,  from  the  forms  of  coke-ovens  and  gas-producers 
introduced  by  Messrs.  Brunner,  Mond,  and  Co.  In  his  previous 
report,  the  Chief  Inspector  gave  an  account  of  results  achieved 
during  six  months’  continuous  working.  The  quantity  of  ammonia 
collected  from  the  coal  treated  was  three  or  four  times  greater  than 
that  usually  produced  in  gas-works,  though  even  then  only  half  of 
the  possible  ammonia  had  been  obtained.  The  amount  of  sulphate 
of  ammonia  gained  was  66  lbs.  per  ton  of  slack,  the  value  of  which 
was  nearly  sufficient  to  pay  for  all  the  coal  used  in  districts  where 
this  is  cheap.  Since  that  time  the  apparatus  has  been  in  constant 
use,  dealing  with  15  to  16  tons  of  fuel  daily.  The  proprietors  are, 
we  learn,  so  satisfied  with  the  results  obtained,  that  they  have  put 
down  a  largely  increased  plant — one  sufficient  to  consume  from 
200  to  240  tons  of  fuel,  and  to  produce  from  6  to  7  tons  of  sulphate 
of  ammonia  every  24  hours.  Mr.  Fletcher  thinks  there  is  good 
reason  to  expect  that  this  will  be  the  prelude  to  considerable 
changes  in  our  method  of  burning  coal,  resulting  in  a  largely 
increased  yield  of  ammonia. 

The  Chief  Inspector  passes  on  to  deal  with  the  subject  of  smoke- 
prevention — a  matter  touched  upon  in  his  two  preceding  reports  ; 
and  mentions  approvingly  the  efforts  now  being  made  by  Messrs. 
Brunner,  Mond,  and  Co.,  to  substitute  gaseous  for  solid  fuel.  In 
this  connection  allusion  is  made  to  Mr.  Hargreaves’s  thermo-motor 
(which  was  noticed  in  the  Journal  in  the  early  part  of  the  present 
year),  with  which  either  liquid  fuel  or  coal  may  be  used.  With  this 
engine,  an  energy  of  40-horse  power  can  be  maintained  with  the 
expenditure  of  2  gallons  of  coal  tar  or  45  lbs.  of  coal  per  hour. 
Seeing,  then,  that  by  the  application  of  further  skill  in  the  ordinary 
use  of  coal  as  a  fuel,  by  the  adoption  of  one  of  the  many  successful 
smoke-preventing  appliances  now  available,  the  emission  of  black 
smoke  may  be  avoided,  and  many  collateral  advantages  obtained, 
Mr.  Fletcher  thinks  it  may  be  said  that  the  time  has  come  when 
the  law  prohibiting  the  emission  of  black  smoke  should  be  made 
applicable  in  all  cases,  and  should  be  strictly  enforced. 

Mr.  Fletcher  closes  his  report  with  a  few  general  observations  on 
the  Act  under  which  his  operations  are  conducted.  He  points  out 
that  the  scope  of  the  original  Act,  passed  in  1863,  was  extended 
in  1881  so  as  to  embrace  a  number  of  works  not  contemplated  at 
the  earlier  date  ;  among  them  being  those  in  which  gas  liquor  is 
made  use  of  in  any  manufacturing  process.  He  thinks  it  would 
now  be  well  to  include  all  those  processes  in  which  sulphuretted 
hydrogen  is  liable  to  be  given  off,  as  well  as  some  others  which  he 
specifically  mentions.  He  considers  that  manufacturers  should  be 
compelled  to  use  the  “  best  practicable  means  ”  for  preventing  the 
emission  of  noxious  gases  from  their  works.  Such  a  provision 
would,  he  says,  “  prove  an  elastic  bond  overtightening  as  chemical 
science  advanced  and  placed  greater  facilities  in  the  hands  of  the 
manufacturer.”  If  this  view  of  the  subject  was  adopted,  a  com¬ 
prehensive  measure  for  controlling  the  escape  of  noxious  gases 
might,  he  thinks,  be  so  framed  as  to  depend  mainly  on  two 
clauses — the  first  defining  a  noxious  gas  as  one  which  gives  cause 
for  complaint,  or  referring  to  a  schedule  in  which  such  gases  are 
named ;  the  second,  declaring  that  the  best  practicable  means 
must  be  adopted  to  prevent  the  emission  of  such  a  gas.  While 
offering  these  suggestions  for  purging  the  Act  of  certain  of  its 
blemishes,  Mr.  Fletcher  refers  to  the  excellent  results  that  have 
been  obtained  by  virtue  of  the  measure  as  it  stands.  An  inspec¬ 
tion  that  was  at  first  dreaded  by  the  manufacturers  as  an  infraction 
of  their  rights — an  unwelcome  intrusion  into  the  secrecy  of  their 
operations — has,  he  says,  been  acknowledged  by  them  as  an  aid  in 
the  management  of  their  works,  assisting  them  to  maintain  a 
standard  of  manipulation  previously  thought  to  be  unattainable, 
and  establishing  a  system  of  measurement  and  analysis  of  waste 


July  3, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY.  &  SANITARY  IMPROVEMENT. 


i:] 


gases  which  has  in  some  cases  brought  about  their  profitable  employ¬ 
ment.  In  all  the  works  which  have  come  within  the  scope  of  the 
Act,  a  great  and  continued  advance  has  been  made  in  the  discovery 
and  use  of  methods  for  more  completely  preventing  the  escape  of 
noxious  gases. 

Following  the  Chief  Inspector’s  report  are  the  reports  of  the 
District  Inspectors,  some  of  which  are  noticed  at  length  to-day 
(p.  31),  and  the  remainder  will  be  referred  to  next  week. 


The  London  Coal  and  Wine  Duties  Bill. — Mr.  W.  H.  Smith, 
in  reply  to  a  letter  from  Conservative  members  of  Parliament  for 
Metropolitan  constituencies,  says  that  in  the  present  condition  of 
business  it  is  impossible  for  him  to  hold  out  hope  that  an  early 
day  can  be  found  for  the  consideration  of  the  Coal  and  Wine 
Duties  Bill. 

The  Electric  Lighting  Experiment  at  Leamington. — The 
Lighting  of  the  Leamington  Parade  with  incandescent  electric 
lamps  is  still  far  from  being  satisfactory ;  and  it  is  reported  that 
experiments  are  about  to  be  made  with  arc  lights.  Before  any 
extensive  changes  are  made,  however,  the  Corporation  will  prob¬ 
ably  be  approached  in  the  hope  that  the  town  will  bear  a  portion 
of  the  expense. 

Mill  Lighting  by  Gas. — The  Hurst  Mill  Company,  near 
Ashton,  employing  about  6000  hands,  have  hitherto  obtained  the 
supply  of  gas  for  their  two  mills  from  separate  works  for  each  mill, 
both,  however,  being  under  the  management  of  Mr.  W.  Taylor. 
The  Company  have  decided  on  discontinuing  this  arrangement, 
and  having  only  one  large  works,  furnished  with  all  the  most 
modern  appliances  for  the  economical  manufacture  of  gas.  Acting 
on  the  advice  of  Mr.  Taylor,  the  work  of  reconstruction  has  been 
entrusted  to  Messrs.  R.  Dempster  and  Sons,  Limited,  of  Elland  ; 
the  contract  (which  comprises  everything  but  gasholders)  to  be 
completed  by  the  end  of  September  next. 

Presentation  to  Madame  Alting-Mees. — Our  readers  may 
remember  that  on  the  occasion  of  the  gas  exhibition  held  under 
the  auspices  of  the  Jersey  Gas  Company  in  April  last,  lectures  on 
cookery  were  given  by  Madame  Alting-Mees,  and  were  largely 
patronized.  A  desire  was  then  expressed  by  a  number  of  ladies  to 
take  advantage  of  Madame  Alting-Mees’  presence  in  the  island  to 
improve  their  knowledge  of  cookery.  As,  however,  her  engage¬ 
ments  did  not  allow  of  this  being  done  at  that  time,  a  course  of 
lessons  was  arranged  for  a  future  occasion.  These  have  lately 
been  delivered,  and  have  been  attended  with  great  success.  In 
order  to  show  their  appreciation  of  Madame  Alting-Mees’  kind¬ 
ness  and  courtesy,  as  well  as  in  recognition  of  the  benefits  they  have 
derived  from  her  tuition,  the  ladies  who  formed  the  class  have 
presented  her  with  a  pair  of  handsome  Sax-China  candelabra. 

The  Price  of  Gas  at  Liege. — In  reference  to  the  paragraph  in 
last  week’s  Journal  in  which  it  was  stated  that  for  the  future  the 
price  for  day  gas  is  to  be  10c.,  and  for  night  gas  15c.  per  cubic 
metre,  the  Managing  Director  of  the  Li^ge  Gas  Company  (M. 
Fayn)  informs  us  that  this  does  not  quite  correctly  represent  the 
conditions  under  which  gas  will  be  supplied  in  the  town  as  from 
the  16th  inst.  There  is  to  be  no  difference  whatever  in  the  price 
of  day  and  night  gas.  The  Gas  Company  sell  the  gas  in  bulk,  at 
the  rate  of  11c.  per  cubic  metre,  or  about  2s.  SJd.  per  1000  cubic 
feet,  to  the  municipal  authorities,  who  retail  it  at  15c.  for  lighting, 
and  10c.  for  cooking,  heating,  and  motive  power ;  thus  making  from 
lighting  gas  a  profit  of  4c.  per  cubic  metre,  out  of  which  they  allow 
the  Company  Ic.  on  account  of  the  gas  used  for  other  than  illumi¬ 
nating  purposes.  Whether  the  gas  employed  tor  cooking,  warming, 
(Sl'c.,  is  consumed  by  day  or  by  night,  the  price  will  be  invariably 
the  same — 10c.  per  cubic  metre.  M.  Fayn  adds  that  there  is  no 
town  in  the  Continent  in  which  the  price  of  gas,  for  whatever  pur¬ 
pose  required,  will  be  so  low  as  in  Li6ge,  when  the  new  tariff  comes 
into  operation.  The  town  authorities  pay  the  Company  at  the 
rate  of  15c.  per  cubic  metre — the  price  charged  to  private  consumers 
— for  the  gas  burned  in  the  public  lamps. 

Presentations  to  Mr.  F,  W.  Stevenson. — Last  Thursday 
evening  the  workmen  employed  by  the  Chester  United  Gas  Com¬ 
pany  emphasized  the  friendly  relations  which  have  always  sub¬ 
sisted  between  them  and  the  Engineer  and  Manager  (Mr.  F.  W. 
Stevenson),  by  presenting  him  with  a  testimonial,  on  his  leaving 
the  Company’s  service  to  assume  the  duties  of  Engineer  of  the 
Sheffield  United  Gas  Company.  The  testimonial  consisted  of  a 
portrait  of  Mr.  Stevenson,  a  cigarette-maker,  a  meerschaum 
cigarette-holder,  and  a  silver  match-box  (suitably  inscribed) ;  the 
whole  being  the  gift  of  the  workmen.  The  presentation  was  made 
by  Mr.  H.  Thomas,  the  oldest  employe  in  the  Company’s  service, 
who  spoke  in  terms  of  praise  of  Mr.  Stevenson’s  efforts  to  improv¬ 
ing  the  works,  as  well  as  to  lighten  the  labour  of  the  men  and 
ameliorate  their  condition  generally.  He  expressed  their  united 
hope  that  Mr.  Stevenson  would  be  successful  in  his  new  under¬ 
taking,  and  their  best  wishes  for  himself  and  Mrs.  Stevenson.  In 
acknowledging  the  gifts,  Mr.  Stevenson  thanked  the  donors  for 
their  kindness,  and  said  he  should  always  associate  the  picture 
with  pleasant  thoughts  of  the  employes  of  the  Chester  Gas  Com¬ 
pany,  whom  he  wished,  in  return,  long  life,  health,  and  happiness. 
He  then  introduced  to  the  men  his  successor,  Mr.  Robert  Hunter. 
Mr.  Stevenson  bos  also  been  presented  with  a  standard  barometer 
by  the  Secretary  and  office  staff ;  and  a  flattering  resolution  passed 
by  the  Directors  of  the  Company,  has  also  been  conveyed  to  him. 
It  may  be  truly  said  that  Mr.  Stevenson  will  take  with  him  from 
Chester  the  heartiest  good  wishes  of  all  with  whom  bo  has  been 
associated  there. 


Btrtcs. 


The  Testing  of  Portland  Cement. 

Mr.  Henry  Faija,  M.  Inst.  C.E.,  has  read,  before  the  American 
Society  of  Civil  Engineers,  a  paper  on  cement  testing,  in  which 
he  defined  the  object  of  testing  cement  to  bo  the  determination 
of  its  constructive  value ;  while  the  necessaries  of  a  test  are  that 
it  should  be  expeditious,  complete,  and  reliable.  The  prime  object 
of  the  paper  was  to  support  the  recommendation  previously  made 
by  a  Committee  of  the  Society  in  favour  of  the  establishment  of  a 
uniform  system  of  cement  testing.  According  to  Mr.  Faija,  the 
value  of  a  cement  may  be  determined  by  its  fineness,  and  also  by 
its  tensile  strength  at  two  dates.  The  greater  or  less  increase  in 
strength  between  the  two  dates  defines  tlie  growth,  and  determines 
approximately  the  ultimate  strength  to  be  expected  from  it.  In 
practice,  a  test  at  three  days  and  another  at  seven  days  from 
gauging  enables  a  sufficiently  accurate  determination  to  be  arrived 
at.  The  greater  the  increase  in  strength  shown  between  these 
two  dates,  the  longer  it  may  be  expected  that  the  cement  will  con¬ 
tinue  to  acquire  strength,  and  the  greater  the  ultimate  strength 
obtained.  'The  actual  strength  demanded  of  a  sample,  and 
whether  it  is  to  be  quick  or  slow  setting,  must  be  deter¬ 
mined  by  the  special  requirements  of  the  work  in  which 
it  is  intended  to  be  used.  Quick-setting  cements,  as  a  rule, 
attain  their  greatest  strength  in  about  six  months.  After 
then  there  seems  to  be  a  falling  off  in  tenacity ;  but 
to  what  cause  this  is  due  has  yet  to  be  discussed,  as,  in  Mr.  Faija’s 
opinion,  there  is  no  apparent  reason,  theoretical  or  practical, 
why  a  strength  once  attained  should  be  partially  lost.  The  pro¬ 
posed  adhesive  test  is,  Mr,  Faija  declares,  unquestionably  uncer¬ 
tain  and  untrustworthy.  The  adhesion  of  a  cement  to_  any 
material  depends  as  much  on  the  nature  of  the  other  material  as 
on  the  cement;  and  even  where  seemingly  similar  surfaces  are 
secured,  it  is  impossible  to  be  sure  that  there  may  not  exist  slight 
differences  which  will  affect  the  results  obtained.  The  same 
objection  applies  to  the  sand  test,  which  has  the  additional 
disadvantage  that  a  considerably  greater  amount  of  skill  is  required 
to  gauge  a  sand  briquette  than  to  gauge  one  of  neat  cement.  With 
regard  to  the  fineness  of  cement,  Mr.  Faija  thinks  that  a  residue 
of  10  per  cent,  on  a  sieve  of  2500  holes  to  the  square  inch  is  as 
much  as  can  be  expected  of  any  manufacturer,  unless  an 
additional  price  is  paid  for  extra  grinding.  The  most  important 
point,  however,  in  the  first  determination  of  the  quality  of  a 
cement  is  the  absence  of  cracking  or  blowing.  This  fault  is  due 
to  excess  of  lime,  and  is  fatal  to  the  soundness  of  a  cement  which 
exhibits  it.  To  test  for  this  fault,  Mr.  Faija  uses  a  steaming 
apparatus  of  his  own  devising,  in  which  thin  pats  of  neat  gauged 
cement  are  exposed  to  vapour  at  a  temperature  of  110'^  Fahr. 
The  pats  are  left  in  this  atmosphere  overnight ;  and  if  they  are 
perfectly  sound  in  the  morning,  the  cement  is  regarded  as  a  safe 
one  to  use. 

A  Magnesium  Powder  Lamp. 

A  continuous  magnesium  lamp,  designed  to  burn  magnesium 
metallic  ribbon,  was  described  in  a  “  Note  ”  appearing  in  the 
Journal  for  the  22nd  ult.  (p.  910).  Another  method  of  obtaining 
a  continuous  light  from  burning  magnesium  has  been  invented, 
by  Dr.  H.  G.  Piffard,  whereby  the  metal  is  burnt  in  the  form  of 
powder.  The  primary  object  of  the  lamp  is  to  furnish  a  light  for 
photographic  purposes.  A  continuous  current  of  compressed  air 
or  oxygen  is  made  to  blow  a  jet  of  verj'  finely  powdered  magnesium 
in  an  even  and  thin  layer  into  an  alcohol  flame ;  thus  producing 
an  enormous  magnesium  flame  of  high  actinic  power.  Oxygen  is 
preferred  for  this  purpose,  as  the  mixture  of  this  gas  with  the 
metallic  particles  aids  their  rapid  combustion.  In  Dr.  Piffard’s 
lamp  the  supply  of  powdered  metal  and  the  blast  are  so  con¬ 
veniently  disposed  that  the  flame  is  produced  regularly  so  long  as 
the  supply  of  powder  lasts.  For  photographic  purposes,  of  course, 
the  light  is  not  usually  required  to  be  of  long  duration  ;  and  a 
cylinder  of  compressed  oxygen,  such  as  is  furnished  for  the  produc¬ 
tion  of  the  lime-light,  is  sufficient.  No  particulars  of  coat  are 
given  ;  but  it  is  evident  that  this  must  be  a  very  expensive  way  of 
getting  a  light.  At  the  same  time,  the  fact  that  the  power  of  the 
lamp  may  be  varied  through  very  wide  limits,  by  increasing  or 
diminishing  the  supply  of  metallic  powder  and  oxygen,  may  render 
it  useful  for  special  purposes. 

A  Flameless  Explosive. 

Many  uses  in  coal  mining  and  in  demolitions  in  places  permeated 
with  an  inflammable  atmosphere,  might  be  found  for  an  explosive 
which  will  do  its  work  without  igniting  gas.  Such  a  preparation 
has  apparently  been  found  in  the  explosive  known  as  Flameless 
Securite,  made  by  the  Flameless  Explosives  Company,  of  35,  New 
Broad  Street,  London.  Tests  of  this  compound  have  been  made  bv 
independent  experimentalists  during  the  past  few  months,  which 
are  claimed  to  having  established  the  fact  that  Flameless  Securite, 
when  fired  in  a  mixture  of  inflammable  gases,  will  not  cause  them 
to  explode.  Securite  is  described  as  a  nitrated  hydrocarbon  in 
combination  with  certain  oxidizing  agents ;  and  the  flamolessness 
of  the  combustion  of  this  mixture  is  due  to  the  addition  of  a  pro¬ 
portion  of  a  certain  organic  salt.  In  one  set  of  exj>eriments,  the 
Securite  was  fired  by  electricity  in  a  wrought-iron  cjrlinder  contain¬ 
ing  a  highly  explosive  mixture  of  coal  gas  and  air.  Sixteen  ex¬ 
periments  were  made  with  this  and  otlier  explosives,  in  order  to 
obtain  comparative  results  ;  and  in  no  instance  did  the  Securit<( 
communicate  ignition  to  the  gaseous  mixture  in  which  it  was  ex¬ 
ploded.  Even  in  the  case  of  a  dynamite  cartridge,  which  was 
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rendered  flameless  by  the  addition  of  some  of  the  organic  salt,  no 
explosion  of  gas  occurred  when  the  dynamite  was  fired  in  it.  In 
some  cases  the  cartridge  of  Securite  was  surrounded  by  coal  dust ; 
and  in  all  cases  the  top  of  the  cartridge  was  open  to  the  gaseous 
mixture.  In  the  other  series  of  experiments,  Mr.  Rhodes,  of  the 
Aldwarke  Collieries,  used  the  apparatus  employed  by  him  for  test¬ 
ing  safety  lamps.  It  consisted  of  an  iron  cylinder  with  an  arrange¬ 
ment  whereby  a  highly  explosive  mixture  of  coal  gas  and  air  was 
made  to  travel  through  it  at  a  velocity  of  about  6  feet  per  second. 
Coal  dust  could  also  be  carried  through  the  cylinder  with  the 
gaseous  mixture.  A  large  number  of  experiments  were  conducted 
\vith  Flameless  Securite  and  other  explosives  under  varying  condi¬ 
tions,  with  the  effect  of  confirming  the  results  obtained  in  the  first 
series  of  experiments.  If  these  experimental  results  are  borne  out 
in  practical  working,  the  employment  of  Securite  may  be  a  means 
of  saving  much  labour  and  risk  in  breaking  up  in  situ  heavy 
castings  forming  portions  of  old  gasholder  tanks,  &e.,  which  require 
to  be  handled  in  a  dangerous  atmosphere. 


Reflectors  for  Distributing  Light. — Writing  on  this  subject 
to  the  Editor  of  Industries,  Mr.  Alex.  P.  Trotter  says  :  “  With 
lamps,  or  groups  of  lamps,  placed  at  a  distance  apart  equal  to  their 
height  above  the  ground,  the  maximum  illumination  is  1  +  the 
sum  of  cos.  ®  of  the  angles  whose  tangents  are  1,  2,  3,  4,  &c.  = 
1‘976.  The  minimum  illumination  is  equal  to  2  cos.  ®  of  the  angles 
whose  tangents  are  0-5,  1-5,  2-5,  3-5,  &c.  =  1-91.  The  greatest 
variation  is,  therefore,  about  3^  per  cent.  In  a  room  80ft.  by 
40ft.  by  28ft.  high,  with  five  clusters  of  lights,  the  variation  would 
be  inappreciable  to  the  most  skilled  photometrist ;  especially  when 
the  distribution  would  be  assisted  by  the  reflection  from  the  walls. 
For  street  lighting,  however,  such  reflectors  should  be  of  material 
service.  The  London  gas-lamps  are  generally  12  feet  high,  and 
66  feet  a,part ;  the  distance  being  five-and-a-half  times  the  height. 
The  variation  under  these  circumstances  is  very  considerable  ;  the 
illumination  at  a  point  on  the  ground  midway  between  the  lamps 
is  about  one- thirteenth  of  the  illumination  which  would  be  found 
below  the  lamp,  if  it  cast  no  shadow.”  Mr.  Trotter,  who  has  for 
many  years  made  a  study  of  this  subject,  promises  to  send  shortly 
some  notes  on  the  distribution  of  illumination,  and  the  geometrical 
design  of  reflectors  for  street  lighting,  &c. 

Wooden  Water-Pipes. — All  of  the  earlier  water  companies  in 
America,  like  the  New  River  Company  in  London,  used  mains  of 
wood,  constructed  out  of  what  are  known  as  pump-logs,  or  timber 
bored  from  end  to  end,  and  pointed  at  one  end  so  as  to  fit  into  the 
counter-sink  at  the  end  of  the  next  log ;  the  space  between  the  two 
being  caulked  with  oakum.  It  is  knowm  that  these  pump-logs 
have  certainly  lasted  neatly  a  century  in  some  places,  although, 
of  Course,  they  are  not  to  be  compared  with  cast-iron  pipes  used 
for  such  purposes.  In  some  portions  of  the  western  part  of  the 
United  States,  they  are  using  large  water-mains  built  of  staves, 
made  up  similarly  to  a  wooden  trunk  sometimes  used  to  furni.sh  a 
of  fo  turbines;  and  it  is  found  {Engineering  says) 

that  they  answer  their  purpose  very  well  for  light  pressures.  The 
present  water  supply  of  Tokio,  Jajian,  is  by  the  wooden  water-pipe 
system  which  has  been  in  existence  upwards  of  200  years,  furnish¬ 
ing  at  present  a  daily  supply  of  from  25  to  30  million  gallons. 
There  are  several  types  ot  water-pipes  in  use,  the  princijial  class 
being  built  u[!  with  planks,  square,  anil  seemed  together  by  frames 
surrounding  them  at  close  intervals.  The  pipes  less  than  6  inches 
in  diameter  consist  of  bored  logs ;  and  somewhat  larger  ones  are 
made  by  placing  on  the  top  of  the  log,  a  cap,  in  which  a  very 
large  groove  has  been  cut.  Square  boxes  are  employed  in  various 
places  to  regulate  the  uniformity  of  the  flow  of  the  water,  which 
is  rather  rapid,  for  the  purpose  of  preventing  aquatic  growth. 
The  water  is  not  delivered  to  the  houses,  but  into  reservoirs  nearly 
15,000  in  number  on  the  sides  of  the  streets. 

The  Dangers  of  Electric  Lighting. — A  correspondent  in 
Calcutta  has  kindly  forwarded  a  cutting  from  a  local  paper  giving 
the  following  particulars  as  to  a  curious  fatality  which  occurred  in 
that  city  in  connection  with  an  electric  light  installation.  The 
facts  came  out  in  the  course  of  an  inquiry  held  by  the  City 
Coroner  (Dr.  E.  W.  Chambers),  concerning  the  death  of  two 
coolies  who  died  from  inhaling  nitric  acid  gas  from  a  number  of 
electric  batteries,  which  they,  with  18  others,  were  carrying  at  a 
wedding  procession.  It  was  shown  that  Messrs.  Mookerjee  Bros, 
were  engaged  to  arrange  a  display  of  electric  lighting  while  the 
procession  was  moving  from  Nimtollah  Street  to  a  house  near 
Chitpore  Road.  For  this  purpose  the  apparatus  for  the  light 
itself  was  placed  on  a  platform  carried  by  10  coolies,  while  on 
another  platform  there  were  80  battery  cells,  carried  by  20  coolies, 
10  in  front  and  10  behind.  The  latter,  inhaling  the  fumes  of  the 
poisonous  gas  from  the  cells,  commenced  to  cough  violently,  and 
eventually,  on  arriving  at  Chitpore  Road,  they  put  the  platform 
down  on  the  road,  and  refused  to  proceed  any  further.  Some 
Baboos  obtained  the  assistance  of  the  police  who  were  accompany¬ 
ing  the  procession,  and  induced  the  men  to  carry  the  platform 
to  the  house  not  far  off.  Two  of  the  men  died  from  the  effects 
of  the  poisonous  gas  which  they  had  inhaled,  while  five  or  six 
more  were  in  the  hospital  a  number  of  days.  The  jury  returned 
a  verdict  that  the  deceased  met  their  death  by  inhaling  nitric  acid 
gas,  through  sufficient  care  not  being  taken  by  the  contractors  for 
supplying  the  electric  light.  After  the  verdict,  the  jury  desired 
that  a  representation  should  be  made  to  the  police  authorities  that 
proper  regulations  should  be  made  for  electric  light  processions, 
and  precautions  taken  to  prevent  such  occurrences. 


I  A  RELIC  OF  THE  EARLY  DAYS  OF  GAS  SUPPLY. 

An  esteemed  correspondent  has  kindly  forwarded  to  us,  for  use 
in  the  Journal,  the  following  interesting  document,  illustrating 
the  conditions  under  which  gas  was  supplied  in  the  year  1821 : — 

OSWESTRY  GAS  LIGHTS.  - 
Robert  Roberts 

EGS  to  present  to  the  notice  of  the  inhabitants  of  Oswestry 
the  following  Scale  of  Charges,  per  annum,  for  Burners  of 
Various  Sizes,  calculated  for  Lighting,  to  the  Hours  mentioned : — 


Description  of 
Burners. 

From 

Sunset 

till 

9  o’clock. 

Ditto 

till* 

10  o’clock. 

Ditto 

till* 

11  o’clock. 

Ditto 

till* 

12  o’clock. 

Height 

of 

Flame. 

£  s. 

a. 

£  s. 

a. 

£  s. 

a. 

£  s. 

a. 

Inches. 

One  single  jet  . 

1  1 

0 

1  5 

0 

1  10 

0 

1  15 

0 

3i 

Two  single  jets 

1  16 

0 

2  0 

0 

2  8 

0 

2  16 

0 

3 

Three  single  jets. 

2  14 

0 

3  0 

0 

3  15 

0 

4  10 

0 

3 

Cookspur  of  three  jets  . 

2  2 

0 

2  8 

0 

2  17 

0 

3  6 

0 

2i 

Argand,  No.  1  .  .  .  . 

2  14 

0 

3  0 

0 

3  15 

0 

4  10 

0 

2i 

Do.  No.  2 .  .  .  . 

3  6 

0 

3  16 

0 

4  14 

0 

5  12 

0 

2 

Do.  No.  3  .  .  .  . 

3  18 

0 

4  10 

0 

5  10 

0 

6  10 

0 

2 

Batwing . 

2  14 

0 

3  0 

0 

3  15 

0 

4  10 

0 
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tS”  The  last  column  contains  the  height  which  the  Flame  issuing  from 
the  respective  Burners  will  not  be  suffered  to  exceed. 

These  Burners  consume  2,  3,  and  4  Cube  Feet  of  Gas  per  Hour, 
which,  at  15s.  per  lOOOf  is  equivalent  to  Candles  at  3Jd.  per  lb.  I  ! 

RULES.  • 

The  above  Rents  to  be  paid  in  advance,  quarterly  or  weekly ; 
and  no  person  can  be  allowed  to  change  his  burners  but  at  Midsummer 
and  Christmas,  when  a  written  notice  must  be  delivered  to  the 
Proprietor,  stating  the  alteration. 

Persons  who  wish  to  take  the  light,  may  apply  to  Robert  Roberts, 
by  whom  their  names  will  be  entered  numerically  in  a  book,  and 
branch  pipes  laid  in  rotation.  The  Proprietor  only  contracts  to 
fix  the  pipes  ju.st  within  the  house,  and  to  supply  the  light  when 
the  interior  is  fitted  up  and  made  air-tight,  which  must  be  done  by 
each  individual. 

No  extra  charge  will  be  made,  if  the  light  be  extinguished  in  a 
quarter  of  an  hour  after  the  time  contracted  for  ;  and  on  Wednes¬ 
day  and  Saturday  evenings  the  Proprietor  will  allow  burning  till 
eleven  o'clock. 

In  no  ca^e  can  any  person  be  supplied  with  gas  without  a  glass 
over  the  burner,  as  three  or  four  tunes  the  quantity  of  gas  is  con¬ 
sumed,  accompanied  with  an  extremely  offensive  odour,  when  this 
rule  is  departed  from.  The  Proprietor  recommends  the  use  of  the 
straight  chimney  glasses,  in  which  the  gas  burns  with  a  much 
steadier  light  than  iti  any  others.  If  too  large  a  flame  is  attempted 
to  be  produced,  tlie  illuminating  power  is  but  little,  if  at  all  in¬ 
creased,  whilst  the  light  is  much  injured  both  in  purity  and  bril¬ 
liancy,  as  a  quantity  of  gas  passes  off  unconsumed,  to  the  loss  of 
the  concern,  and  without  benefit  to  the  consumer. 

The  Proprietor  begs  to  state,  that  he  shall  expect  to  have  a  free  and 
uninterrupt-e.l  right  of  access,  hy  himself  or  servants,  to  the  places 
where  the  lights  may  be  used,  lor  the  purpose  of  inspecting  the 
same  occasionally,  and  superintending  the  observance  of  these 
rules.  The  interior  fittings  to  be  done  by  the  Proprietor  only,  and 
paid  for  on  completion  of  the  work. 

All  persons  desirous  of  being  supplied  with  the  light  will  be  re¬ 
quired  to  take  it  for  twelve  months  certain. 

The  Proprietor  is  inclined  to  grant  every  indulgence  to  those  who 
take  the  gas  ;  but  he  must,  at  the  same  time,  claim  a  corresponding 
disposition  on  the  part  of  consumers,  both  as  it  respects  the  regu¬ 
lation  of  the  lights,  and  the  time  to  which  they  respectively  con¬ 
tract  to  burn  them.  If  he  does  not  meet  with  this  disposition,  he 
must,  in  justice  to  the  town,  refuse  to  supply  those  who  depart 
from  the  regulations  here  laid  down.  And  he  has  further  to  ob¬ 
serve,  that  a  violation  of  these  rules  will  subject  the  parties  to 
forfeiture  of  their  rent  advanced,  and  deprivation  of  the  light. 

October  4,  1821. 

On  the  back  of  the  preceding  document  was  written  the  agree¬ 
ment  entered  into  between  the  “  proprietor  of  the  gas  lights  ”  and 
the  consumer,  who,  in  the  present  case,  was  a  medical  man.  The 
“  proprietor  ”  agreed  to  fix  up  and  complete  in  the  consumer’s  shop 
a  “  certain  pipe,  with  the  necessary  appendages  thereto  belonging, 
so  as  to  convey  the  gas  therein  for  his  use,”  and  also  to  allow  him 
to  use  the  gas  till  ten  o’clock  each  night,  for  one  year,  as  well 
as  to  “  burn  the  gas  at  any  time  during  the  night  should  his  pro¬ 
fession  or  business  require  a  light  during  the  said  term  ” — the 
consumer,  of  course,  “avoiding  wilful  waste.”  For  the  foregoing 
the  consumer  agreed  to  pay  “  the  full  sum  of  eight  pounds  and  ten 
shillings”  at  the  expiration  of  the  term  specified. 

The  annual  “northern  district”  meeting  of  the  Association  of 
Municipal  and  Sanitary  Engineers  and  Surveyors  was  held  last 
Saturday  week  at  Carlisle,  under  the  presidency  of  Mr.  J.  Gordon, 
of  Leicester.  The  members  were  met  at  the  Council  Chamber  by 
the  Mayor  and  other  members  of  the  Corporation  ;  and  under  the 
guidance  of  Mr.  H.  U.  M’Kie,  the  City  Surveyor,  and  Mr.  J.  Hep- 
worth,  the  Gas  and  Water  Engineer,  they  visited  several  places  of 
professional  interest  in  the  city.  In  the  course  of  the  proceedings, 
Mr.  Hepworth  read  a  paper  on  the  Carlisle  Public  Baths,  erected 
in  1883-4,  at  a  cost  of  £7000, 
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WESTERN  (U.S.A.)  GAS  ASSOCIATION. 

The  Annual  Meeting  of  this  Association  was  held  at  Chicago 
on  May  9,  10,  and  11  ;  and  a  full  report  of  the  proceedings— 
which  were  under  the  presidency  of  Mr.  Emerson  M'Millin,  of  Col¬ 
umbus — has  since  appeared  in  ih&  American  Gaslight  Journal. 

The  President  commenced  his  address  by  referring  to  the 
progress  of  events  in  the  gas  industry.  Gas  managers’  views,  he 
said,  had  been  broadened  ;  and  the  policy  of  gas  companies  gene¬ 
rally  had  been  liberalized.  After  passing  in  review  the  subjects  of 
the  papers  to  be  submitted  to  the  meeting,  he  gave  the  results  of 
a  question  circular  addressed  to  over  200  representative  gas  com¬ 
panies  in  the  United  States  and  Canada,  with  a  view  of  obtaining 
information  as  to  the  present  status  of  ihe  lighting  business. 
Unfortunately,  only  about  one-half  responded  ;  and  these  did  not 
fully  answer  the  inquiries.  It  appears,  however,  that  on  the  whole 
the  demand  for  gas  is  increasing.  Some  22  per  cent,  of  the  com¬ 
panies  are  supplying  arc  lights,  and  several  are  launching  out  into  the 
incandescent  electric  light  system.  In  most  cases  there  were  arc, 
and  in  a  less  number  incandescent  electric  lights  to  compete  with. 
Speaking  generally,  the  use  of  gas-stoves  was  increasing ,  but  this 
could  not  be  said  of  gas-engines.  Much  difference  of  opinion 
existed  as  to  the  advisability  of  gas  companies  entering  the  electric 
light  business  ;  and  a  number  of  reductions  in  the  price  of  gas  had 
been  made  the  last  few  months.  He  gathered  that  the  gas  business 
was  in  a  prosperous  and  increasing  condition  ;  many  companies 
securing  an  additional  demand  by  encouraging  the  use  of  gas- 
stoves.  Also  that  a  great  change  had  taken  place  in  the  views 
respecting  the  electric  light ;  25  per  cent,  of  the  gas  companies  were 
now  actually  working  it,  and  more  than  50  per  cent,  believed  in 
the  desirabilit}'  of  doing  so.  The  demand  for  electric  light,  both 
arc  and  incandescent,  was  rapidly  increasing.  In  referring  to  the 
demand  for  cheap  gas,  he  compared  the  continual  reductions  that 
were  being  made  in  the  price  of  gas  with  the  treatment  accorded 
to  consumers  by  water  companies ;  and  this  notwithstanding  the 
fact  that  the  gas  undertakings  mostly  belonged  to  private  indivi¬ 
duals  working  for  profit,  whilst  generally  water- works  were  the 
property  of  the  public,  and  were  presumably  worked  for  their 
benefit.  Increased  consumption  had  had  a  great  deal  to  do  with 
bringing  about  the  reductions  in  price ;  and  it  appeared  to  him 
that  the  time  was  now  at  hand  when  an  enormous  increase  could 
be  secured,  by  furnishing  gas  at  a  price  that  would  admit  of  its 
general  use  as  fuel.  It  could  hardly  be  expected  that  illuminating 
gas  could  be  supplied  at  such  a  low  figure ;  but  if  the  incandescent 
gas-burners  now  being  introduced  were  made  a  practical  success, 
then  a  non-luminous  gas  could  be  sold  at  a  very  cheap  rate.  In 
converting  coal  into  gas,  there  need  not  be  a  loss  of  more  than 
one-third  of  the  total  lieating  power ;  and  in  burning  the  gas  the 
loss  need  not  exceed  one-sixth.  So  that,  by  means  of  gasification, 
one-half  of  the  heating  power  of  the  coal  could  be  practically 
utilized.  When  coal  was  used  direct,  not  more  than  10  per  cent, 
of  it  was  turned  to  account.  Therefore  there  was  a  large  margin 
on  which  to  base  profits,  apart  from  the  cleanliness,  convenience, 
and  other  advantages  of  gaseous  fuel.  In  families,  the  substitution 
of  gas  for  coal  would  enable  one  servant  to  be  dispensed  with,  and 
thus  effect  a  large  saving  ;  and  the  consumer  could  well  afford  to 
pay  50  to  100  per  cent,  more  for  his  fuel  gas  than  his  coal  cost 
him.  AllU'ion  was  next  made  to  the  work  of  the  State  Gas  Com- 
mi'sioners  in  Mas.-achusetts,  which  seemed  to  have  given  general 
satisfaction  both  to  the  gas  companies  and  to  the  public.  The  publi¬ 
cation  of  the  accounts  had  done  no  harm  ;  and  m  effect  the  Com¬ 
missioners  protected  existing  companies  from  competition,  for  few 
communities  would  care  for  the  inconveniences  of  a  second  gas 
undertaking,  when  convinced  that  the  established  one  was  working 
as  cheaply  as  possible,  and  only  paying  a  fair  dividend  on  an 
honest  capital.  The  Commissioners'  report  showed  that  the  total 
capital  stock  of  gas  undertakings  in  Massachusetts  was  1*2,400,000 ; 
and  it  was  interesting  to  notice  that  they  were  assessed  for  taxa¬ 
tion  on  a  basis  of  more  than  1:2,600,000.  The  total  taxation  was 
rather  over  5d.  per  1000  cubic  feet  sold  ;  and  some  people  asserted 
that  gas  could  be  sold  for  a  less  sum  than  the  charge  for  taxes  in 
Massachusetts.  After  noticing  the  advantage  afforded  by  these 
statistics  to  managers  of  gas-works,  the  President  concluded  by 
referring  to  several  matters  of  purely  local  interest. 

A  report  from  the  Committee  appointed  at  the  last  meeting  for 
the  purpose  of  considering  the  advisability  of  forming  a  Gas 
Institute  was  presented  by  Mr.  F.  Egner.  The  Committee  sent 
out  nearly  1000  circulars,  enclosing  stumped  addressed  envelopes. 
Only  130  replies  had  been  leceived  ;  and  they  therefore  concluded 
that  the  idea  of  establishing  a  Gas  Institute  was  not  practicable. 

Mr.  F.  Eoner,  of  St.  Louis,  Mo.,  read  a  paper  on  “The  Puri¬ 
fication  of  Illuminating  Gas  in  Closed  Vessels."  After  some 
preliminary  observations,  he  proceeded-  to  give  an  account  of  the 
Claus  process,  and  also  of  that  patented  by  Mr.  W.  Young,  of 
Clippens.  He  next  read  a  letter  from  Mr.  F.  Arding,  the  Secre¬ 
tary  of  the  Ammonia  Gas  Purifying  and  Alkali  Company,  which 
set  forth  that  the  cost  of  a  Claus  plant  for  dealing  with  2  million 
cubic  feet  per  diem  would  be  X'SOOO;  that  the  total  working 
expenses,  including  royalty,  might  be  estimated  at  Gd.  per  ton  of 
coal ;  and  that  the  receipts  for  liquor,  sulphur,  and  snlpho-cyanides 
would  be  Is.  T^d.  per  ton  of  coal.  There  would  be  a  net  profit 
of  Is.  l^d.  per  ton ;  no  risk  of  nuisance  or  danger  in  opening 
purifiers ;  and  the  liquor  would  be  obtained  in  the  form  of  car¬ 
bonate,  and  could  therefore  be  safely  converted  into  sulphate  in 
open  saturators.  Mr.  Egner  remarked  that  the  first  cost  of  the 
apparatus  would  be  double  that  of  ordinary  lime  or  oxide 


purifiers  ;  but  that  existing  scrubbers,  &c.,  could  be  utilized,  which 
would  diminish  the  first  expense. 

In  the  discussion,  Mr.  Faben  said  he  had  succeeded  in  purifying 
in  closed  vessels  to  some  extent  by  admitting  a  small  percentage 
of  air  at  the  purifier  inlet.  In  the  summer  he  nassed  more  than 
10  million  cubic  feet  of  gas  without  changing  the  boxes  ;  but  he  did 
not  do  so  well  in  winter,  having  to  make  a  change  (say)  every  2 
million  cubic  feet.  He  had  no  hesitation  in  recommending  others 
to  try  the  experiment.  The  difference  in  the  illuminating  power  of 
the  gas  was  not  noticeable.  If  anything,  there  was  some  improve¬ 
ment  ;  but  if  the  air  supply  was  increased  to  any  degree,  there  was 
a  depreciation  of  illuminating  power.  He  more  frequently  had  to 
change  his  purifiers  on  account  of  back  pressure  than  because  of 
impurities  passing.  Mr.  King  thought  it  was  difficult  to  regulate 
the  air  in  exact  proportion  to  the  make  of  gas.  Mr.  Lansden  had 
tried  rovivif3'ing  the  oxide  by  forcing  a  current  of  air  through  the 
box,  but  was  unfortunate  enough  to  work  the  fan  too  fast,  creating 
such  heat  that  the  oxide  was  fused  and  converted  into  black  oxide. 
Mr.  Shreve  had  tried  air  revivification  with  success. 

Mr.  Walton  Clark,  of  Kanzas  City,  Mo.,  contributed  a  paper 
on  “  Fuel  Gas.”  lie  began  by  asking  the  question,  “  What  is  the 
mixture  of  gases  best  adapted  to  meet  the  wants  of  the  probable 
patrons  of  the  companies  we  represent?”  Large  consumers  could 
manufacture  for  themselves;  so  that  the  managers  of  gas-works 
had  to  consider  the  wants  pf  housekeepers  and  small  manufacturers. 
The  objects  to  be  sought  for  were  a  maximum  of  heating  effect, 
distributed  at  a  minimum  pressure  through  mains  of  a  minimum 
size.  Hence  the  specific  gravity  of  the  gas  should  be  as  low,  and 
its  calorific  value  as  high,  as  was  consistent  with  economical  pro¬ 
duction.  It  should  j'ield  the  highest  possible  flame  temperature, 
as  it  might  he  wanted  for  incandescent  light  and  power.  Therefore 
it  should  be  composed  of  combustible  gases  only ;  and  should  be  free 
from  sulphur  and  other  impurities.  He  thought  that  these  con¬ 
ditions  would  be  met  by  a  purified  mixture  of  coal  and  water  gases, 
in  about  the  proportions  in  which  they  were  produced  from  bitu¬ 
minous  coal ;  and  that  this  mixture  could  be  sold  at  a  price  which 
would  commend  itself  to  the  consumer.  Such  a  gas  could  not  be 
produced  so  cheaply,  either  as  regards  bulk  or  heating  power,  as  one 
containing  a  large  proportion  of  nitrogen ;  but  from  its  general 
applicability,  its  lower  specific  gravity,  and  higher  flame  tempera¬ 
ture,  he  believed  it  was  more  economical  to  produce  and  distribute, 
and  much  better  adapted  to  meet  various  wants,  than  any  mixture 
containing  a  large  proportion  of  producer  gas.  A  pure  fuel  gas  was 
limited  to  hydrogen,  carbonic  oxide,  and  hydrocarbons ;  the  other 
substances  were  merely  diluents.  A  ton  (2000  lbs.)  of  average 
bituminous  coal  had  a  heating  power  of  about  27  million  units.  In 
conversion  into  gas,  a  large  part  of  this  heat  was  lost ;  the  actual 
loss  var^-iiig  according  to  the  kind  of  gas  made. 

Assuming  a  ton  of  coal  to  be  converted  into  coal  gas  in  the  usual 
way,  the  tar  used  to  heat  the  retorts,  and  the  surplus  coke  used  for 
the  manufacture  of  water  gas,  the  anther  showed  that  the  resulting 
mixture  would  be  39,000  cubic  feet  of  fuel  gas  (specific  gravity 
507),  having  a  heating  power  of  377  units  per  cubic  foot,  and  a 
tiame  temperature  of  4480®  Fahr.  if  burnt  with  20  per  cent,  excess 
of  air.  The  total  heat  units  would  be  14,710,000  per  ton  of  coal. 
If  one-third  of  the  coke  was  converted  into  producer  gas,  and  the 
reiiiiiinder  into  water  gas,  the  mixture  from  one  ton  of  coal  would 
be  66  350  cubic  feet  (specific  graviu  751),  having  a  lieating  power 
of  232  units  per  cubic  foot,  or  a  total  of  15,411,000  units  per  ton 
of  coal.  The  flame  temp'-rature.  estimated  as  before,  would  be 
4048®  Fahr.  The  loss  of  heat  would  be  45*4  per  cent,  in  the  first 
case  ;  and  43  per  cent,  in  the  second.  Comparing  the  two  mixtures, 
it  would  be  seen  that,  in  order  to  secure  another  21  per  cent,  of  the 
total  heat,  the  volume  was  increased  70  per  cent.,  and  the  flume 
temperature  reduced  from  448  to  4048®.  I' or  these  reasons,  he 
objected  to  the  admixture  of  producer  gas.  It  would  necessitate 
the  storing  and  producing  plant  being  60  per  cent,  larger  in  capacity, 
even  without  considering  the  difference  in  the  specific  gravity  of 
the  mixtures,  which  would  make  the  comparison  still  lees  favour¬ 
able  to  the  producer  gases. 

Continuing,  the  author  said  that  M.  Claudel  had  shown  that,  in 
the  most  efficient  way  of  heating  apartments,  onlj’  13  per  cent,  of 
the  heat  generated  from  coal  was  utilized  ;  and  therefore  10  per 
cent,  would  be  a  very  liberal  estimate  for  ordinary  purposes.  Rut  a 
gas-fire  was  much  more  economical  in  respect  to  the  utilization  of 
heat.  The  efficiency  of  gas  might  safely  be  taken  at  50  per  cent. 
Applying  this  to  the  above  data,  it  would  appear  that  a  ton  of  coal, 
burnt  directly,  only  jdelded  an  efficiency  of  2,700,000  units  ;  but 
if  converted  into  coal  and  water  gas,  7,355,000  units  could  be 
obtained  from  it.  Therefore  the  gas  from  a  ton  of  coal  was  equal 
to  2‘7  tons  of  raw  coal  as  used  for  domestic  heating.  In  regard 
to  power,  the  author  estimated  that  a  ton  of  coal  converted  into 
gas  and  used  in  a  gas-engine  was  equal  to  1*83  tons  of  coal  burned 
under  a  steam-boiler.  The  introduction  of  the  Welsbach  incan¬ 
descent  burner  showed  how  this  gas  could  bo  used  as  an  illu- 
minant ;  and  perhaps  might  settle  the  question  of  how  to  supply 
fuel  and  illuminating  gas  through  one  set  of  mains.  The  writer 
next  went  into  some  calculations,  in  order  to  estimate  the  roijuire- 
monts  for  fuel  gas  in  a  citj’  of  (saj’)  150,000  inhabitants  ;  arriving 
at  the  conclusion  that  the  annual  quantity  of  coal  carbonized  would 
be  106,000  tons.  The  demand  for  heating  purposes  would,  of 
course,  only  arise  at  one  season  of  the  j'ear ;  but  for  power  and 
domestic  use,  it  would  be  fairly  constant  all  the  j’ear  round.  The 
maximum  quantity  sent  out  would  be  about  20  million  cubic  feet 
per  day;  and  looking  at  the  sudden  variations  in  demand  accord¬ 
ing  to  change  of  weather,  the  storeage  capacity  should  not  be  loss 
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than  half  this  quantity.  In  conclusion,  the  opinion  was  expressed 
that  the  solution  of  the  fuel  gas  problem  was  to  be  found  in  the 
perfection  of  an  apparatus  for  distilling  coal,  and  also  gasifying  the 
residual  coke  in  the  same  vessel. 

In  commencing  the  discussion,  Mr.  Loomis  insisted  upon  the 
extreme  importance  of  selling  fuel  gas  cheaply.  He  was  interested 
with  Professor  Lowe  in  his  series  of  experiments  at  Lynn,  Mass., 
where  fuel  gas  was  being  sold  at  2s.  Id.  per  1000  cubic  feet. 
At  that  price  it  was  cheaper  than  coal  for  cooking  and  motive 
power ;  but  dearer  than  coal  for  heating.  They  found  that  the  gas 
must  be  sold  at  Is.  per  1000  cubic  feet  in  order  to  secure  general 
custom  for  it.  Even  at  that  price  it  would  still  be  dearer  than  coal 
for  some  purposes.  Where  coal  was  20s.  to  25s.  per  ton,  fuel 
gas  at  Is.  per  1000  feet  was  cheaper  than  coal  for  accomplishing 
the  entire  work  of  a  house — he  was  speaking  of  plain  water  gas, 
without  admixture  either  of  coal  or  producer  gas.  Extensive  ex¬ 
periments  had  been  carried  on  in  a  large  Ohio  factory,  with  the 
result  that  gas  at  Is.  3d.  per  1000  feet  was  found  to  be  cheaper 
than  coal  or  coke ;  and  therefore,  for  general  purposes  a  good  fuel 
gas  equal  to  water  gas  must  be  offered  at  Is.  per  1000  feet.  He 
agreed  that  the  water  gas  might  be  mixed  with  coal  gas,  by  which 
its  calorific  value  would  be  increased,  and  it  would  also  be  odorized  ; 
but  he  contended  that  the  mixture  should  be  prepared  entirely  at 
one  operation,  in  one  generator.  The  producer  gas  generated  in 
heating  up  should  be  used  for  firing  boilers  or  metallurgical  work. 
He  believed  that  gas  companies  should  not  make  illuminating  gas 
only,  but  also  fuel  gas  ;  though  he  did  not  consider  that  fuel  gas , 
incandescent  burners,  and  the  electric  light  were  going  to  do  all 
the  business — there  would  still  be  a  demand  for  illuminating  gas. 
He  contended  that  every  gas  company  should  not  only  make  illu¬ 
minating  and  fuel  gas,  but  they  should  also  use  the  waste  gases 
for  generating  the  electric  light.  In  any  town  there  were  waste 
gases  enough  at  the  gas-works  to  supply  all  the  electric  light  that 
would  be  needed.  He  could  make  from  soft  coal  40,000  to  45,000 
cubic  feet  of  water  gas,  and  also  sufficient  producer  gas  to  generate 
250-horse  power  for  one  hour,  which  would  furnish  25  arc  lights 
for  ten  hours.  As  yet  he  had  not  measured  the  producer  gas  ; 
but  his  process  had  been  tested  side  by  side  with  a  Siemens,  and 
with  a  Wellman  producer  for  heating  steel.  Besides  producing  the 
water  gas,  his  apparatus  heated  as  much  steel  by  means  of  the  pro¬ 
ducer  gas  from  it  as  the  other  producers  did  from  the  full  ton  of  coal. 
There  was  no  waste  whatever.  The  whole  of  the  coal  was  gasified, 
except  the  ash.  He  estimated  the  heating  value  of  his  gas  at  350 
units  per  cubic  foot,  and  thought  that  a  gas  of  300  unit  quality 
could  be  profitably  made  and  sold  at  Is.  per  1000  feet.  It  would 
not  do  to  use  first-class  coal,  but  the  cheapest  kind  obtainable. 
He  was  now  able  to  run  his  water-gas  apparatus  without  any 
clinkering.  Mr.  Egner  said  he  had  been  working  an  apparatus  of 
his  own  invention  at  St.  Louis  for  two  years,  which  would  make 
fuel  gas,  water  gas,  or  producer  gas  as  required,  and  use  either 
cannel  or  any  kind  of  slack.  Mr.  Zimmermann  observed  that  he 
was  now  making  a  mixed  gas  in  a  single  vessel,  as  suggested  in 
the  paper.  The  best  result  he  could  secure,  however,  was  35,000 
cubic  feet  of  water  gas  per  ton  of  coal ;  and  he  doubted  if  anyone 
else  had  done  more  in  regular  working.  He  had  obtained  as  much 
as  70,000  feet  of  mixed  fuel  gas  per  ton.  As  to  the  producer  gases 
being  available  in  addition,  he  wished  to  say  that  all  the  heat  was 
required  to  make  the  gas  and  raise  the  steam.  Not  only  was  it 
necessary  to  burn  all  the  producer  gas,  but  also  to  absorb  the  heat 
from  the  waste  gases,  if  extraneous  sources  of  heat  were  to  be  dis¬ 
pensed  with.  The  35,000  cubic  feet  were  obtained  when  using  hot 
fuel ;  and  the  use  of  cold  fuel  reduced  the  yield  to  the  extent  of 
2000  feet  or  so.  As  to  using  slack,  there  was  very  little  advantage, 
unless  it  could  be  worked  with  perfect  ease  ;  as,  when  making  gas 
at  the  rate  of  50,000  feet  or  so  per  ton,  the  cost  of  coal  was  in¬ 
significant.  The  President  pointed  out  some  differences  in  Mr. 
Clark’s  data,  and  these  he  had  used  on  previous  occasions.  Mr. 
Clark  took  the  calorific  value  of  marsh  gas  at  21,343  units  ;  but  he 
(the  President)  put  it  at  about  26,383  units.  The  reason  of  this 
was  that  Mr.  Clark  took  the  results  of  experiments  on  the  actual 
gas  ;  but  he  took  the  value  of  the  carbon  and  hydrogen  contained  in 
the  gas.  He  stated  that  150,000  cubic  feet  of  producer  gas  or 
50,000  cubic  feet  of  water  gas  weighed  one  ton  ;  and  after  allowing 
for  ash,  &c.,  the  smallest  quantity  of  coal  that  would  produce  these 
quantities  was  2888  lbs.,  and  in  practice  more  than  4000  lbs.  would  be 
required  for  their  production.  Mr.  Clark,  in  reply,  said  that  although 
he  agreed  that  the  coal  and  the  water  gas  might  be  produced  in  one 
vessel,  still  he  thought  the  coal  gas  should  be  handled  separately. 
If  it  was  passed  through  a  bed  of  incandescent  fuel,  it  would  practi¬ 
cally  be  converted  into  water  gas.  The  mixture  of  gases  he  proposed, 
having  a  calorific  value  of  377  units  per  cubic  foot,  could  not  be 
sold  at  Is.  per  1000  cubic  feet  with  coal  at  16s.  8d.  per  ton,  as  it 
would  cost  more  than  lOd.  per  1000  feet  to  make.  He  considered 
the  use  of  slack  in  large  quantities  for  the  manufacture  of  fuel  gas 
would  lead  to  an  increase  in  its  price.  The  use  of  hot  fuel  would 
certainly  lead  to  better  results  ;  and  he  reckoned  the  fuel  account 
might  be  reduced  by  this  means  to  as  low  as  42  lbs.  of  coal  per 
1000  cubic  feet  of  water  gas  made.  With  regard  to  the  President’s 
remarks,  it  would  be  found,  after  deducting  13  per  cent,  for  ash, 
that  the  analysis  quoted  in  his  present  communication,  and  which 
was  accepted  by  the  President  in  his  paper  last  October,  showed  a 
yield  of  95  cubic  feet  of  producer  gas  per  pound  of  coal. 


Next  Saturday  the  Association  of  Public  Sanitary  Inspectors 
will  pay  a  visit  to  Croydon  to  inspect,  among  other  things,  the 
Corporation  Water-Works,  the  Beddington  Sewage  Farm,  &c. 
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Gas  Motors. — Bull  and  Co.,  H.C.,  Limited,  of  the  Poultry,  London 
No.  10,202  ;  July  21,  1887.  [8d.] 

In  the  motor  constructed  according  to  this  invention,  the  gas  is 
exploded  in  one  end  of  the  cylinder,  and  at  the  other  end  steam  is  used  ; 
and  it  is  also  proposed  to  use  compressed  air  in  combination  with  the 
steam.  The  air  is  previously  superheated,  and  both  the  air  and  steam 
are  used  expansively. 

The  explosive  end  of  the  cylinder  is  fitted  with  an  inner  or  supple¬ 
mentary  piston,  which  derives  its  movement  from  a  cam  or  equivalent 
device  on  the  main  shaft.  The  purpose  of  this  piston  is  to  remove  the 
products  of  combustion,  and  to  draw  in  a  fresh  charge  of  gas  and  air 
during  a  portion  of  the  return  stroke  of  the  main  piston.  This  charge 
is  preferably  compressed  previous  to  explosion  during  the  remainder  of 
the  return  stroke.  By  this  arrangement,  the  cylinder  is  only  partly 
filled  with  an  explosive  mixture ;  and  the  explosive  gases  are  worked  to 
a  greater  degree  of  expansion — thereby  reducing  their  pressure  and 
temperature  at  the  exhaust ;  so  that  a  greater  amount  of  work  is 
obtained  from  the  explosive  gases,  which  is  an  important  feature  in  the 
economy  of  fuel  in  such  motors.  It  will  also  be  observed  that,  by  this 
arrangement,  an  explosion  may  be  obtained  at  every  revolution  of  the 
engine.  The  inner  piston  is  not  quite  so  large  as  the  cylinder,  and 
begins  its  return  stroke — which  is  effected  by  the  cam  before  mentioned — 
a  little  before  the  main  piston  reaches  it ;  and  it  arrives  at  the  base  of 
the  cylinder  at  the  same  time  as  the  main  piston  reaches  the  end  of  the 
return  stroke.  The  gas  and  air  which  have  previously  been  drawn  in 
therefore  find  their  way  to  the  front  of  the  inner  piston  through  the 
space  intervening  between  this  piston  and  the  cylinder. 


Gas  Motor  Engines. — Dougill,  J.,  of  Manchester.  No.  10,360;  July  25, 
1887.  [8d.] 

The  first  part  of  these  improvements  consists  of  an  alteration  in  the 
movement  of  the  piston  and  slides  of  the  gas-engines  described  in 
patent  No.  12,318  of  1884  ;  the  piston  being  made  to  travel  as  near  as 
possible  to  the  cylinder  cover,  for  the  purpose  of  thoroughly  clearing 
from  the  cylinder  all  the  products  after  combustion.  The  smaller  slide 
which  controls  the  supply  of  gas  and  air  to  the  cylinder,  is  timed  to 
admit  air,  but  no  gas  until  the  piston  has  travelled  one-tenth  of  its  out- 
stroke  ;  and  the  larger  slide  is  timed  to  cut  off  the  supply,  and  ignite 
the  mixture,  when  the  piston  has  travelled  five-twelfths  of  its  out-stroke. 
In  this  way  a  space  equal  to  one-fifth  of  the  pistons’  travel  remains 
between  the  piston  and  the  cylinder  end  when  the  piston  is  at  the  end 
of  its  in-stroke — in  other  words,  there  remains  a  quantity  of  products 
after  combustion  equal  to  one-fifth  of  the  piston  displacement,  within 
the  cylinder  after  each  exhausting  stroke  of  the  piston.  The  smaller 
slide  is  timed  to  admit  gas  immediately  the  piston  commences  its  out- 
stroke  ;  the  larger  slide,  to  cut  off  and  ignite  the  mixture  when  the 
piston  has  travelled  about  one-third  of  its  out-stroke.  The  second  and 
third  parts  of  the  invention  are  entirely  new  manufactures,  forming  no 
part  whatever  of  the  patent  referred  to  above — the  second  part  consist¬ 
ing  in  the  formation  and  arrangement  of  the  parts  which  constitute  a 
governor  applicable  to  all  forms  of  gas-engines  ;  while  the  third  part 
consists  in  the  formation  and  arrangement  of  the  parts  constituting  the 
slide-valve. 


Gas  Motor  Engines. — Griffin,  S.,  of  Bath.  No.  10,460;  July  27,  1887, 
[lid.] 

This  invention  relates  to  “  twin  ”  or  doilble-cylinder  engines  in  which 
each  cylinder  alternately  gives  an  impulse  to  the  crank-shaft  when 
working  at  full  power  for  the  purpose  of  obtaining  increased  power  with 
more  frequent  impulses,  and  consequently  greater  steadiness  in 
running. 

Hitherto,  says  the  patentee,  such  engines  have  usually  been  made 
with  each  cylinder  working  with  the  double  or  “  Otto  ”  cycle — viz., 
one  impulse  (alternately  in  each  cylinder)  at  every  two  revolutions  of 
the  crank-shaft  when  working  at  full  power.  The  great  disadvantage 
of  this  arrangement  is  that  both  pistons,  when  the  cylinders  are  side  by 
side,  must  necessarily  make  their  outstroke  at  the  same  time ;  other¬ 
wise  equal  periods  between  the  alternate  impulses  of  each  cylinder 
cannot  be  obtained.  Such  engines  are  thus  thrown  considerably  out  of 
balance  (in  consequence  of  the  motion  of  bbth  pistons  and  connecting 
rods  being  simultaneously  in  one  direction),  which  for  high  speeds  is 
objectionable. 

In  order  to  remedy  these  defects,  the  engine  constructed  according  to 
this  invention  is  made  with  two  single-acting  cylinders  arranged  side 
by  side  (either  horizontally  or  vertically),  and  actuating  the  same 
crank-shaft ;  the  cycle  in  each  cylinder  being  that  described  in  patent 
No.  4080,  of  1883 — i.e.,  an  impulse  takes  place  at  the  back  end  of  each 
cylinder  alternately  every  third  revolution  ;  consequently  an  impulse  is 
communicated  to  the  crank-shaft  at  every  one-and-a-half  revolutions, 
with  equal  periods  between  each  impulse  when  at  full  power.  This 
arrangement  admits  of  the  cranks  being  set  opposite  each  other  at 
such  an  angle  that,  while  the  piston  in  one  cylinder  is  making  an  out- 
stroke,  the  piston  in  the  other  cylinder  is  making  an  instroke  ;  perfect 
equilibrium  being  thus  obtained. 

In  order  to  obtain  still  greater  power,  combined  with  great  steadiness 
in  running,  two  double-acting  cylinders  are  placed  side  by  side  arranged 
to  actuate  the  same  crank-shaft — thus  forming  a  double  horizontal 
engine.  The  cranks  are  set  at  such  an  angle  with  each  other,  that  the 
periods  between  each  impulse  will  be  equal  when  working  at  full 
power. 

Another  form  of  engine  is  obtained  by  fixing  two  such  double-acting 
cylinders  on  a  framing  with  their  piston  rods  at  right  angles  to  each 
other  (similar  to  an  ordinary  diagonal  steam-engine)  ;  both  cylinders 
actuating  the  same  crank,  with  equal  periods  between  the  impulses 
when  the  engine  is  running  at  full  power. 

Fig.  1  shows  a  front  elevation  of  the  engine  arranged  with  two  single- 
acting  cylinders. 

The  cylinders  A  are  arranged  parallel  with  each  other  in  the  water¬ 
casing  T  ;  the  piston  in  each  cylinder  being  connected  by  means  of  rods 
j  B,  with  the  cranks  C  set  opposite  each  other,  and  connected  together 
I  by  a  central  shaft,  to  the  ends  of  which  fly-wheels  D  are  attached,  The 
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operation  of  admitting  the  combustible  charge  alternately  into  each 
cylinder,  as  well  as  igniting  it  at  the  proper  time,  is  performed  by  the 
slide-valve  E.  which  is  formed  with  a  double  (set  of  ports  or  passages 
(one  set  for  each  cylinder)  similar  to  those  described  in  the  1883  patent. 
The  slide-valve  receives  its  motion  through  the  rod  F  from  the  crank  G, 
which  is  attached  to  a  spindle  passing  through  the  framing  underneath 
the  worm-box  U,  and  having  fitted  at  its  opposite  end  the  governor 
driving-wheel  M.  Motion,  in  the  proportion  of  one  revolution  to  three 
of  the  crank-shaft,  is  imparted  to  this  spindle  by  means  of  a  worm  on 
the  crank-shaft  working  in  the  worm-box  U,  which  gears  with  a  worm- 
wheel  attached  to  the  spindle  (not  shown  in  the  drawings).  The  exhaust- 
valves  K  (only  one  of  which  is  indicated)  receive  motion  from  the  cam  H, 
through  the  levers  I  and  rods  J.  The  admission  of  gas  is  regulated  by 
the  gas  cam  N,  which  opens  the  gas-valve  at  the  proper  time,  by  means 
of  the  rod  0  ;  this  rod  being  moved  either  into  or  out  of  contact  with  the 
gas-valve  by  the  action  of  the  governor  L,  through  the  medium  of  the 
lever  P  and  rods  Q  and  R.  The  interior  of  the  cylinders,  as  well  as  the 
slide-valve,  is  oiled  by  means  of  the  lubricators  S. 

The  operation  of  the  engine  is  as  follows : — The  entire  cycle  being 
completed  in  each  cylinder  in  three  revolutions  of  the  crank-shaft,  as 
described  in  the  patent  already  referred  to,  an  impulse  will  take  place  in 
the  right-hand  cylinder,  causing  the  crank-shaft  to  make  one  entire  revo¬ 
lution  and  a  half,  at  which  point  the  crank  C  will  be  on  the  bottom 
centre  and  the  combustible  charge  in  the  left-hand  cylinder  fully  com¬ 
pressed.  The  slide-valve  E  having  now  completed  its  stroke  in  the  oppo¬ 
site  direction,  the  charge  in  the  last-named  cylinder  is  ignited,  impart¬ 
ing  an  impulse  to  the  crank  C  causing  the  crank-shaft  to  revolve  a  fur¬ 
ther  one  and  a  half  revolutions.  At  this  point  the  right  crank  is  again 
in  the  position  shown  in  the  drawing  ;  and  at  the  same  time  the  entire 
cycle  in  the  right  cylinder  having  been  completed,  an  impulse  is  again 
about  to  take  place,  which  will  be  followed  on  the  completion  of  a  fur¬ 
ther  one  and  a  half  revolutions  of  the  crank-shaft  by  an  impulse  in  the 
left  cylinder.  When  the  engine  exceeds  its  normal  speed,  the  governor 
B  will  rise;  and  thus,  by  means  of  the  rods  Q  and  R  and  the  lever  P, 
move  the  rod  O  out  of  contact  with  the  gas-valve,  and  shut  off  the  sup¬ 
ply  of  gas.  The  operations  of  charging,'i.’niting,  and  exhausting  are  not 
described ;  being  similar  to  those  in  the  1883  patent. 


Lighting  and  Heating  by  Gas. — Guibout,  0.  E.,  of  Dieppe,  France. 

No.  10,558  ;  July  29,  1887.  [8d.] 

A  vertical  section  of  this  apparatus  is  shown  in  the  engraving.  It  con¬ 
sists  of  a  central  gas-tube  A,  on  the  upper  part  of  which  is  screwed  a  cast- 
iron  cylindrical  boxB,  provided  with  four  channels  through  which  the  gas 
issues.  A  rod  C  is  screwed  on  the  top  of  the  box ;  and  a  tube  D,  of 
enamelled  copper,  is  arranged  below  the  box  B  and  concentrically  to  the 


tube  A.  A  ring  or  collar  E  of  fire  clay  rests  on  the  top  of  the  tube  D. 
A  collar  F,  provided  with  arms  and  kept  in  position  by  a  pressure  screw, 
is  adapted  to  the  lower  part  of  the  gas-tube  for  the  purpose  of  supporting 
the  glass  globe  G ;  while  a  cast-iron  box  H,  resting  on  the  top  of  the  box 
B,  surrounds  the  latter.  The  boxes  are  adjusted  on  each  other 
in  such  a  manner  that  the  gas  issuing  through  the  end  openings 
of  the  channels  fills  .the  space  between  the  two  boxes,  and  issues  at 
the  lower  part  in  the  form  of  an  annular  sheet.  The  box  U  is 
besides  secured  in  its  place  by  a  stirrup  I,  held  in  a  fixed  position 
on  the  top  of  the  box  by  means  of  a  nut  screwed  on  the  rod  C.  A  per¬ 
forated  cylinder  K,  of  enamelled  copper,  surrounds  the  box  H  and  supports 


at  its  lower  part  a  crown  of  fire-clay  L,  which  in  its  turn  supports  a  fire¬ 
clay  dome  M,  kept  in  position  by  a  nut  also  screwed  on  to  the  rod  C. 
Lastly,  a  triangular  support  N  receives  a  cover  O  and  the  chimney  P. 
This  cover  is  of  enamelled  copper,  and  composed  of  a  conical  part  O 
and  of  a  circumferential  compartment  Q,  provided  with  annular  openings, 
and  with  a  row  of  small  holes." 

Gas  enters  through  the  tube  A,  and  descends  through  the  space  be¬ 
tween  the  boxes  B  and  H,  and,  coming  out  in  an  annular  sheet,  burns  be¬ 
tween  two  currents  of  air — namely,  one  coming  from  the  tube  D,  sur¬ 
rounding  the  central  gas-tube  A,  and  issuing  between  the  refractory  collar 
E  and  the  box  B  ;  the  other  formed  of  air  which  has  risen  into  the  re¬ 
fractory  dome  M,  and  then  descended  between  the  inner  surface  of  this 
dome  and  the  perforated  cylinder  K.  The  current  passes  through  the 
cylinder,  and  comes  out  above  the  flame  between  the  box  H  and  the  re- 
fractory’erown  L  ;  and  the  two  currents  become  heated  by  their  contact 
with  the  heated  parts  of  the  flame.  The  gases  of  combustion  escape 
round  the  dome  M  ;  while  the  air  on  entering  passes  through  the  holes 
provided  for  the  purpose,  and  issues  so  as  to  keep  the  glass  globe  cool. 


Igniting  Appabates  fob  Gas-Engines. — Abel,  C.  D. ;  communicated 
from  the  Gas  Motoren  Fabrik  Deutz,  Deutz,  Germany.  No.  11,441; 
Aug.  22,  1887.  [8d.] 

This  invention  relates  to  apparatus  for  igniting  the  charges  of  gas 
engines  by  means  of  a  portion  of  the  charge  brought  in  contact  with 
the  interior  of  a  tube,  arranged  centrally  within  an  annular  Bunsen 
burner,  the  flame  of  which  effectually  heats  it  so  as  to  make  the 
ignition  of  the  charge  within  it  perfectly  reliable.  At  the  same  time, 
the  flame  is  rendered  of  a  reducing  character  and  consequently  protects 
the  tube  from  injury  through  oxidation. 

In  operating  the  apparatus,  a  portion  of  the  compressed  combustible 
charge  in  the  cylinder  passes  back  through  the  igniting  channel  into  the 
horizontal  channel  of  the  burner,  and  also  partly  up  into  the  heated 
igniting-tube.  The  flame  travels  down  the  tube,  and  thence  in  both 
directions  in  the  horizontal  passage,  and  finding  no  escape  at  the  outer 
end  of  it,  is  projected  by  the  expansion  due  to  the  combustion  through 
the  igniting  passage  into  the  cylinder,  where  it  effects  the  ignition  of 
the  charge.  The  tubular  extension  of  the  burner  passage,  besides 
assisting  in  the  projection  of  the  flame,  also  serves,  on  the  removal  of 
its  cap,  for  the  withdrawal  of  any  solid  deposits  that  may  be  carried 
backwards  into  the  burner  from  the  cylinder  by  the  entering  compressed 
gaseous  mixture.  _ 

APPLICATIONS  FOR  LETTERS  PATENT. 

8532. — Thompson,  W.  P.,  “  Improvements  in  or  relating  to  gas-lamps.” 
A  communication  from  J.  Herzfeld.  June  11. 

8551.— Westwood,  W.  H.,  and  Wbight,  E.  T.,  “  Improvements  in  the 
mouthpieces  and  lids,  doors,  or  covers  of  gas-retorts  and  ovens,  and  other 
vessels  and  articles  requiring  gas  and  air  tight  joints.”  June  11. 

8559. — The  Gas  Patents  Syndicate,  Limited,  “Apparatus  for  the 
manufacture  of  gas.”  A  communication  from  J.  B.  Archer.  June  11. 

8560. — The  Gas  Patents  Syndicate,  Limited,  “  An  improvement  in 
fuel-gas  burners.”  A  communication  from  J.  B.  Archer.  June  11. 

8592.— Tbiffitt,  W.,  “  Improvements  in  gas  or  other  cocks.”  June  12. 

9640.— Sugg,  W.  T.,  “  Improvements  in  gas  regulators  or  governors.” 

June  12.  ,  ,  , 

9680. _ White,  A.  F.,  “  Improvements  m  hot-water  apparatus  heated 

by  gas.”  June  13. 

8696.— Pinkney,  C.  W.,  “  Improvements  in  gas  motor  engines." 
June  13. 

8745. — Teideman,  G.,  “  Improvements  in  liquid-meters.”  June  14. 

8849. — Bennett,  S.,  “  Improvements  in  gas-lamps  and  burners." 
June  16. 

8894. — Bennett,  J.,  “  Improvements  in  gas  pipes  or  burners  for  the 
purification  of  gas.”  June  18. 

8859.— Lux,  F.,  “  Improvements  in  gas-burner  regulators.”  June  19. 

8982. — Key,  W.,  “An  improved  liquid-meter.”  June  19. 

9062.— Thekbmann,  W.  P.,  “  Improvements  in  motor  engines  operated 
by  the  ignition  of  explosive  mixtures  of  air  and  petroleum  or  other  hydro¬ 
carbon  or  gas.”  June  21. 

9121.— Richabds,  H.  D.,  “  Improvements  in  valves,  applicable  in  the 
manufacture  of  coal  gas.”  June  22. 

9174.— Pilkington,  W.  L.,  “  Improvements  in  lanterns  for  gas-jets.” 
June  23. 

9239. — Nicholson,  T.,  “  Improvements  in  gas  and  coke  producers,  and 
in  the  apparatus  for  collecting  the  bye-products  therefrom.”  June  25. 

9249.— Delamake-Deboctteville.E.F.,  and  Malandin,L.  P.  C.,  “  Im¬ 
provements  in  governors  for  gas-engines  and  other  like  motors." 
June  25. 

9310.— Roots,  J.,  “  Improvements  in  gas-engines.”  June  26. 

9358. — Lind,  J.,  “  Improvements  in  stoves  for  burning  mineral  oils, 
or  gas,  etc.”  June  27. 

9363.— Pike,  W.  H.,  "  Improvements  in  gas-burners.”  June  27. 


PATENTS  WHICH  HAVE  BECOME  VOID. 

[akteb  the  focbth  yeab.] 

4075.— M'Fablane,  J.,  “  Gas  producers.” 

4236.— Clabk,  a.  M.  (Popp),  ”  Gas  lighting.” 

4240.— Clabk,  a.  M.  (Popp),  “  Incandescent  gas-burners.” 

4334. — CiiAMBEHs,  F.,  “Rotary  fluid-meter." 

4467.— Heauinoton,  A.  IL,  “  Gas  burners.” 

4577.— Keibiiy,  J.  E.,  “  Portable  gas-lamp.” 

4.591.— Monden,  W.  j.,  “Gas  motor  engines.” 

4622. — Ridkaluu,  C.,  "  Preventing  contamination  of  water  by  sewage.” 
4639.— Pollock,  R.,  “  Valves  for  gas-engines.” 

4705.— Pelleohin,  L.  A.  V.  (Duchamps),  “  Carburotting  air." 

4776.  — Hpence,  J.  “  Gas-engines.” 

4777. — Cbossley,  F.  W.  “  Gas  motor  engines." 

4880. — Wkatiiebiiooo,  G.  W.  “Gas  motor  engines."  ^ 

4969.— Lanodon,  W.  E.,  “  Regulating  supply  of  gas  in  railway  trains." 

Is  the  advertisement  of  “Boll's  AsbestoHno,”  in  last  weeks  Jofbkal, 
p.  not,  the  price  (through  a  figure  slippiug  out  in  printing)  was  given  as 
2a. — instead  of  2s.  fid. — pur  lb. 
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[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents.'] 

THE  PHOTOMETER  QUESTION  AT  THE  GAS  INSTITUTE 

MEETING. 

Sir, — Having  undertaken  to  make  myself  as  useful  as  possible  to  our 
friends  and  my  colleagues  of  the  Societe  Technique  during  their  visit,  I 
was  unavoidably  absent,  “  personally  conducting  ”  a  party,  at  the  time 
when  Mr.  Dibdin’s  paper  was  read  at  the  recent  meeting  of  The  Gas 
Institute. 

If  I  had  read  rightly  the  augury  from  the  appearance  of  the  skies,  I 
might  have  inferred  that  the  poor  old  Evans  photometer,  together  with 
others,  were  in  stormy  weather,  with  variable  currents,  in  Great  George 
Street.  But  though  I  had  been  favoured  with  a  sight  of  Mr.  Dibdin’s 
paper,  I  did  not  anticipate  that  the  results  of  his  experiments,  or  the 
enthusiasm  of  the  author,  would  have  so  completely  carried  away  The 
Gas  Institute  as  it  appears  to  have  done.  I  congratulate  Mr.  Dibdin  on 
the  success  of  his  communication.  I  am  told  that  the  “  open  photo¬ 
meter  ”  (?)  was  generally  approved  of,  and  that  the  Evans  photometer 
was  relegated  to  the  dust-bin,  or  to  some  other  proper  place  where  such 
exceedingly  badly-conducted  instruments  (they  are  said,  I  am  told,  to 
cause  a  very  respectable  class  of  men  to  commit  “  a  nightly  fraud  ”) 
ought  to  go. 

I  do  not  deny  that  I  am  surprised  at  the  deft  manner  in  which  the 
photometer  question  was,  as  I  was  informed,  settled.  I  have  devoted 
many  years  of  my  life  to  the  subject  of  photometers  and  photometry  ; 
and  although  I  do  not  now  consider  it  to  be  a  difficult  thing  to  make  a 
scientifically  accurate  photometer,  I  think  it  is  a  very  difficult  thing — 
considering  the  important  and  complicated  questions  involved  in  the 
verification  of  the  illuminating  power  of  the  gas  supplied  to  the  public, 
under  existing  Acts  of  Parliament— to  settle  a  form  of  photometer  satis¬ 
factory  to  all  parties,  particularly  for  London.  But  “  Audi  alteram 
partem  ”  is  a  motto  not  often  lost  sight  of  by  scientific  men  ;  and  I  ask 
leave  to  freely  translate  it  thus  :  Hear  the  maker  of  the  Evans  photo¬ 
meter  before  you  condemn  it.  The  discussion  of  Mr.  Dibdin’s  paper  at 
The  Gas  Institute  meeting  is  past  and  gone,  and  I  cannot  now  con¬ 
veniently  join  in  it ;  but  I  will  ask  your  permission  to  put  before  your 
readers  some  remarks  on  photometers  and  photometry,  including  the 
Evans  photometer,  after  I  have  read  your  report  of  the  discussion  which 
took  place  at  the  Institute  meeting. 

I  intended  to  have  read  at  the  recent  meeting  a  paper  on  “  Standards 
of  Light.”  But,  from  some  cause  or  other,  my  name  did  not  appear  on 
the  list ;  and  I  may  say  that  I  am  not  sorry  for  it,  considering  the  great 
importance  of  the  subject,  and  the  limited  time  the  Institute  had  at  its 
disposal  for  scientific  work.  I  think  that  the  subject  of  photometers, 
"open”  and  “closed”  is  of  such  a  nature  that  the  columns  of  the 
Journal  are  much  better  adapted  for  its  thorough  consideration  than  The 
Gas  Institute  meeting.  Mr.  Dibdin  has  made  a  valuable  contribution  to 
the  literature  of  the  question,  although  I  hope  to  be  able  to  show  your 
readers  that  his  experiments  will  bear  another  interpretation  of  the  con¬ 
clusions  he  draws  from  them  than  that  which  he  gives  to  them. 

33,  Bold  Street,  Liverpool,  June  23,  1888.  Willum  Sugg. 

MR.  CARPENTER’S  PAPER  ON  THE  PRINCIPLES  OP 
GASEOUS  FIRING. 

Sir, — I  am  sorry  not  to  have  been  present  at  the  meeting  to  hear  Mr. 
Carpenter’s  paper,  although  I  have  to  confess  to  a  feeling  of  disappoint¬ 
ment  on  reading  it  in  your  last  week’s  issue.  It  betrays  on  the  part  of 
the  author  a  superficial  acquaintance  with  his  subject,  for  which  I  was 
scarcely  prepared  ;  and  this  is  coupled  with  a  sort  of  happy  ignorance 
of  much  that  has  been  achieved  outside  his  own  immediate  sphere. 

It  is  surely  idle  to  advance  the  fact  that  air  takes  up  heat  rapidly, 
for  the  purpose  of  proving  that,  it  becomes  heated  in  its  passage  through 
a  single  narrow  flue,  when  his  own  experience  proves  the  inferiority  of 
this  treatment — regarded  simply  as  a  means  of  heating  air — as  compared 
with  that  which  is  secured  in  a  regenerative  furnace.  It  must  be  equally 
idle  to  deny  the  possibility  of  restoring  an  appreciable  amount  of  waste 
heat  to  the  furnace,  when  we  have  the  testimony  of  one  of  his  own 
supporters,  Mr.  Valon,  to  the  contrary.  Nor  does  it  appear  any  more 
reasonable  on  his  part  to  raise,  for  the  purpose  of  vindicating  his 
position,  the  old  and  well-worn  bugbears  of  cost  and  failure,  or  to  attract 
the  imagination  of  his  audience  by  highly-drawn  references  to  “  cun¬ 
ningly  devised  titles,  cfec.”  Our  faith  in  a  thin  conducting  medium  is 
by  no  means  so  extinct  as  Mr.  Carpenter  would  have  it  to  be  supposed  ; 
nor,  as  to  comparative  cost,  is  he  entitled  to  indulge  in  unlimited  self- 
congratulation  ;  while  failure,  from  which  he  has,  it  is  true,  not  in- 
gloriously  secured  himself,  has,  to  others,  largely  proved  but  the  prelude 
to  signal  success. 

Without,  however,  pursuing  the  many  errors  with  which  it  abounds, 
the  paper  fairly  suggests  a  reflection  upon  the  present  position  of  the 
subject  of  it.  It  is  now  about  ten  years  since  it  became  pretty  gene¬ 
rally  known  in  this  country  that  all,  and  more  than  all,  the  advantages 
claimed  by  Mr.  Carpenter  for  his  system  of  simple  firing  were  being 
obtained  in  many  places  abroad  by  one  or  other  of  the  various  adapta¬ 
tions  of  the  regenerative  system.  Fully  five  years  ago,  these  advantages 
had  begun  to  be  secured  amongst  ourselves ;  and  at  the  present  time  it 
is  no  uncommon  thing  to  hear  in  the  provinces  of  a  production  per 
mouthpiece  of  8000  or  9000,  or  10,000  feet  and  upwards.  What  part 
has  London  taken  in  this  great  advancement?  What  has  she,  with  her 
picked  intelligence  and  resources  practically  unlimited,  contributed  to 
this  result  ?  Absolutely  nothing ;  and  Mr.  Carpenter’s  paper  indi¬ 
cating — as  may  be  reasonably  supposed — the  extreme  height  to  which 
our  Metropolitan  brethren  have  managed  to  rise  after  ten  years  of  effort, 
may  indeed  be  said  to  “  point  a  moral,”  if  not  to  “  adorn  a  tale.” 

Birmingham,  June  30,  1888. 

MECHANICAL  F.  HAND  STOKING  AT  THE  MANCHESTER 
CORPORATION  GAS-WORKS. 

Sib, — Referring  to  the  letter  and  figures  of  Alderman  King  respecting 
the  cost  of  carbonizing  by  my  machinery,  I  wish  to  say  that,  in  writing 
to  Mr.  May,  I  endeavoured  to  state  every  point  of  the  cost  I  asked  for  so 
fully  in  detail  that  no  one  could  mistake  what  was  included  in  it.  But 
Mr.  King  has  evidently  fallen  into  the  common  error  of  supposing  the 


words  “  cost  of  carbonizing  ”  to  mean  that  in  every  place  the  same 
items  are  charged  to  the  carbonizing  account.  That  is  a  supposition 
quite  at  variance  with  fact,  and  should  be  carefully  avoided. 

If  Mr.  King  will  kindly  read  the  letter  which  I  wrote  to  Mr.  May,  he 
will  find  that  I  ask  for  the  cost  including  "  wages  for  coal  wheeling, 
breaking,  elevating,  conveying  it  into  the  hoppers,  stokers,  firemen,  coke 
wheelers — in  fact,  all  charges  from  the  taking  of  coal  from  the  coal 
stores  to  the  tipping  of  the  coke  in  the  yard.”  My  principal  object 
in  so  carefully  defining  the  work  included  in  my  figures,  was  to  enable 
engineers  who  might  honour  me  by  reading  the  letter,  to  compare  for 
themselves  the  cost  of  doing  their  work  under  the  existing  conditions, 
with  the  cost  by  machinery. 

When  these  expenses  are  taken  for  the  Rochdale  Road  works  of  the 
Manchester  Corporation,  my  figures  will  be  found  to  be  correct;  and  no 
mistake  whatever  has  been  made  by  me.  The  number  of  men  em¬ 
ployed,  and  the  wages  paid  to  them  for  doing  the  work  at  Manchester, 
are  as  follows : — 

No.  1  House  {with  “  Manual  ”  Machinery). 

The  amount  of  coal  carbonized  per  day  of  24  hours  is  183  tons  15  cwt. 

Per  Day. 

s.  d.  £  s.  d. 


6  0  =  12  0  0 
4  2=  218 

6  0=  0  10  0 


jE14  11  8 

Which  works  out  Is.  7d.  per  ton  of  coal  carbonized. 


48  men  to  draw  and  charge  the  retorts,  open 
and  close  the  lids,  auger  pipes,  wheel  coke 
into  the  yard,  and  attend  to  the  furnaces 
10  coal  wheelers  and  coke  quenchers  . 

2  engine-drivers . 


No.  2  House  {loith  “  Compressed  Air"  Machinery). 

The  amount  of  coal  carbonized  per  day  of  24  hours  is  192  tons  10  cwt. 

Per  Day. 

s.  d.  £  s.  d. 

12  men  to  draw  and  charge  the  retorts  and 


close  lids . 56  =  360 

8  men  to  open  lids,  auger  pipes,  and  wheel 

away  coke . 50  =  200 

16  firemen . 50  =  400 

10  coal  wheelers  and  coke  quenchers  ...42=  218 

2  engine-drivers . 50  =  0  10  0 


£11  17  8 

Which  works  out  Is.  2‘82d.  per  ton  carbonized. 


For  the  same  work  done  by  hand  at  Manchester,  Mr.  King  wiU  know 
that  the  Corporation  pay  2s.  6d.  per  ton. 

The  cost  of  superintendence,  retort  setters,  and  men  repairing  retorts, 
included  in  the  carbonizing  account  at  Manchester,  would  require  to  be 
added  to  the  cost  per  ton  given  above  ;  but  this  item  would  be  exactly 
the  same  either  for  machine  work  or  hand  stoking,  and  does  not  affect 
the  comparison. 

As  regards  the  figure  given  by  Mr.  King  for  repairs  to  machinery,  I 
should  like  to  point  out  that  the  machinery  in  No.  1  house  received  its 
first  thorough  overhaul  during  the  nine  months  selected  by  Mr.  King. 
It  had  then  been  at  work  for  three  seasons,  and  had  dealt  with  about 
163,000  tons  of  coal  during  that  period.  Before  being  stopped  for 
repairs  it  had  been  working  that  season  for  240  days  continuously.  The 
machinery  in  No.  2  house  had  been  running,  night  and  day  without 
intermission,  for  546  days,  up  to  July,  1883,  during  which  period  about 
104,500  tons  of  coals  were  carbonized.  It  was  then  thoroughly  over¬ 
hauled  and  repaired  during  the  nine  months  in  question. 

As  the  portion  of  the  wear  and  tear  account  due  to  the  general  over¬ 
haul  was  caused  by  wear  which  had  taken  place  during  the  whole  time 
the  machinery  had  been  in  operation,  surely  Mr.  King  should  have 
calculated  that  large  pioportion  of  his  cost  upon  tUe  larger  weight  of 
163.000  tons  in  one  case  and  104,500  tons  in  the  other. 

In  order  to  make  a  correct  comparison  between  hand  and  machine 
stoking,  the  wear  and  tear  of  rakes,  scoops,  and  shovels  should  be 
added  to  the  figure  for  hand  stoking,  this  is  a  detail  of  considerable 
amount ;  but,  as  it  is  inevitable,  it  has  generally  been  overlooked  in 
such  comparison.  John  West, 

OA  looo  Late  Chief  Engineer  to  the  Manchester 

Manchester,  June  30,  1888.  Corporation  Gas  Department. 


THE  SEALING  OF  REGISTERS  OF  SHAREHOLDERS. 

Sir, — In  reply  to  the  question  which  “Limited  Company”  addresses 
to  me  in  your  last  issue,  will  you  permit  me  to  say  that  the  terms  of 
your  original  correspondent’s  inquiry  obviously  refer  to  incorporated 
companies  which  are  subject  to  the  provisions  of  the  Companies’  Clauses 
Acts,  and  not  to  companies  registered  under  the  Limited  Liability  Acts. 
The  latter  contain  no  provisions  as  to  sealing  the  register,  but  section  9 
of  the  Companies’  Clauses  Consolidation  Act,  1845,  enacts  that  “  the 
Company  shall  keep  a  book,  to  be  called  the  ‘  Register  of  Shareholders  ;  ’ 
.  .  .  and  such  book  shall  be  authenticated  by  the  common  seal  of  the 

company  being  affixed  thereto  ;  and  such  authenticaiion  shall  take  place 
at  the  first  ordinary  meeting,  or  at  the  next  subsequent  meeting  of  the 
company.” 

Points  of  company  law  and  practice  possess  an  interest  for  me  ;  and  I 
shall  be  pleased  to  hear  from  “  Limited  Company  ”  and  your  original 
correspondent  if  they  care  to  go  further  into  the  matter, 

Commercial  Gas-Works,  Stepney,  E.,  June  n,  1838. 


MR.  N.  H.  HUMPHRYS  ON  PURIFICATION  BY  OXIDE  OF  IRON. 

Sir, — I  have  read  somewhere  of  an  old  lady  whose  feelings  were,  on 
occasions,  apt  to  be  “  too  much  for  her ;  ”  and  Mr.  John  T.  Sheard,  in 
his  letter  published  in  the  last  number  of  the  Journal,  shows  strong  indi¬ 
cations  of  similar  tendencies.  Possibly  it  is  the  turmoil  of  conflicting 
emotions  that  has  obfuscated  his  reasoning  powers.  Firstly,  we  have 
him  struggling  with  “  considerable  reluctance  ;  ”  but  this  is  speedily 
overcome  by  the  prospect  of  some  reader,  taking  “  his  first  lessons  on  the 
scientific  aspects  of  an  important  branch  of  modern  (1)  gas  manufacture,” 
being  misled  whilst  undergoing  that  operation,  and  turning  an  accusing 
eye  on  him  (Mr.  J.  T.  Sheard)  for  his  “  injustice  and  ungenerosity  ”  in  re¬ 
fraining  from  setting  forth  the  truth.  Then  a  little  further  on  he  tells 
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us  that  the  reason  of  his  writing  is  the  fear  that  my  article,  if  uncor¬ 
rected  (I),  must  tend  to  "aggravate  the  former  confusion.”  How  the 
use  of  such  unmeaning  terms  is  to  assist  towards  perspicuity  is  a 
mystery  to  me.  After  this,  he  is  troubled  with  a  fear  lest  certain 
"  ignorant  ”  readers  should  interpret  one  of  the  columns  in  a  table  as 
meaning  something  entirely  different  from  the  full  explanation  of  it 
given  in  the  article — an  explanation  quite  as  full  and  complete  as  that 
which  he  has  thought  necessary  to  add.  If  any  reader  is  so  foolish  as  to 
pick  out  one  portion  from  this  or  any  other  articl’,  and  put  his  own 
construction  upon  it,  without  regard  to  the  context,  he  is  certainly  likely 
to  go  wrong,  even  with  the  advantage  of  Mr.  Sheard  to  correct  and  ex¬ 
plain.  All  this  sort  of  thing  is  simply  a  transparent  device  intended  to 
conceal  his  real  object  in  writing,  whatever  it  may  be. 

Having  “  briefly  ”  stated  his  principal  objection  in  a  sentence  of 
about  eighty  words,  Mr.  Sheard  proceeds  to  make  uncalled-for  assump¬ 
tion  as  to  my  ignorance,  or  otherwise,  respecting  a  certain  contribution 
to  the  Chemical  Society,  and  also  of  a  communication  to  the  JoraN.^-L. 
The  said  contribution  and  communication,  in  his  opinion,  settle  the 
whole  question  of  the  “  scientific  aspects,”  <Src. 

Taking  the  contribution  first,  I  have  simply  to  remark  that  it  cannot 
be  taken  as  directly  proving  anything  about  the  behaviour  of  ordinary 
“oxide”  in  coal  gas  purifiers.  The  material  used  by  Mr.  Lewis  T. 
Wright  was  not  ordinary  commercial  oxide,  but  a  compound  prepared  by 
precipitating  a  solution  of  a  ferric  salt,  carefully  washing  the  precipitate, 
drying  at  212°,  and  keeping  in  a  desiccator  till  required.  This  compound 
was  proved  to  have  a  composition  represented  by  the  formula  FCjO^H.^O. 
Some  experiments  were  tried  by  passing  dry  sulphuretted  hydrogen, 
containing  1.5  to  20  per  cent,  of  free  hydrogen,  through  it,  until  satura¬ 
tion.  The  results  obtained  under  these  conditions  appear  so  remarkably 
conclusive  to  the  mind  of  Mr.  Sheard,  as  to  render  it  imperative  not  to 
allow  even  the  mention  of  any  theory  that  does  not  wholly  agree  with 
them.  I  wish  it  to  be  observed  that,  in  my  article,  the  existing  theories 
were  simply  stated;  no  opinion  was  expressed  rpon  thern,  and  no 
attempt  was  made  in  the  way  of  controverting  the  three  principles  so 
dogmatically  laid  down  by  my  critic.  I  certainly  wrote  down  the  formula 
FOjOjSHjO ;  and  the  alteration  of  this  to  Fe^O^HjO  appears  to  be  the 
only  genuine  correction  he  wishes  to'make.  Looking  at  the  facts  that 
Mr.  Wright  had  to  take  careful  precautions  in  order  to  obtain  the  com¬ 
pound  Fe,0,HjO ;  that  some  of  his  samples  contained  a  considerable 
excess  of  water  beyond  that  allowable  by  that  formula ;  that  he  refers  to 
the  substance  above  mentioned  whilst  in  the  moist  state  (a  condition 
similar  to  that  in  which  it  would  probably  exist  in  ordinary  purifiers,  as 
an  excess  of  water  is  always  present)  as  FejH,0,  or  as  FejO,,3HjO — it 
appears  to  me  that  the  endeavour  to  drag  in  this  paper  in  support  of  the 
idea  that  the  proper  formula  for  the  active  principle  in  “  oxide  ”  as  it 
exists  in  the  purifier  is  FejO,H,0  is  simply  a  perversion  of  fact.  I  quite 
agree  that  Mr.  Wright’s  experiments  are  conclusive  and  incontrovertible,  so 
far  as  the  particular  compound  used  is  concerned  ;  but  I  cannot  also  con¬ 
sent  to  the  assertion  that  they  prove,  in  an  equally  certain  manner,  the 
reactions  that  take  place  with  an  impure  ferric  hydrate  in  the  presence  of 
an  excess  of  water,  treated  with  a  gas  containing  perhaps  less  than  1  per 


cent,  of  sulphuretted  hyrogen. 

Now  we  come  to  Mr.  Sheard’s  communication.  His  method  of  pro¬ 
cedure  is  so  different  from  that  obtaining  in  ordinary  practice,  that, 
whilst  cheerfully  admitting  that  it  throws  valuable  light  on  the  sub¬ 
ject,  I  cannot  accept  it  as  so  conclusive  as  to  prove  every  other  theory 
to  be  utterly  absurd  and  unworthy  even  of  mention.  My  reason  for 
giving  prominence  to  Professor  Wanklyn’s  views  is  the  fact  that  they 
are  based,  if  I  am  rightly  informed,  on  actual  study  and  experiment  in 
the  purifier-heuse  itself ;  and  as  such  I  consider  them  preferable  to 
those  based  on  laboratory  experiments,  coupled  with  conditions  of  an 
artificial  character  to  a  greater  or  less  extent.  They  certainly  deserve 
more  respect  than  Mr.  Sheard  extends  to  them. 

In  concluding,  I  may  remark  that  the  appearance  of  Mr.  Sheard’s 
letter  in  the  same  issue  of  the  Joubkal  which  contains  the  editorial 
remarks  under  the  head  of  “  The  First  Two  Gas  Institute  Papers  ”  is 
a  strange  coincidence.  He  fully  illustrates  the  manner  in  which  the 
defects  to  which  speakers  in  viva  voce  discussions  are  liable  may 
also  extend  to  written  discussions.  The  speaker  on  a  paper  which 
he  has  only  just  heard,  perhaps  more  or  less  imperfectly,  certainly  has 
Some  claim  to  indulgence  if  he  strays  from  the  reader’s  meaning ;  but 
similar  consideration  can  scarcely  be  extended  to  one  who,  having 
had  the  opportunity  to  read  a  paper  carefully  and  at  leisure,  misre¬ 
presents  the  same,  and  confuses  the  points  at  issue  by  bringing  in 
extraneous  matter. 

Salisbury,  June  30,  1888. 


N.  H.  Hcmpubys. 


AN  IMPROVEMENT  IN  LIGHTING. 

Sir, — Although  regenerative  gas-burners  are  useful  for  a  certain  class 
of  lighting,  it  may  safely  be  said  that  they  are  by  no  means  suited  for 
all-round  domestic  use,  owing  to  their  cost,  their  absolute  failure  if  a 
glass  is  broken,  and  the  attention  required  to  keep  the  glasses  clean, 
with  the  consequent  extra  liability  to  breakage  from  the  necessary 
handling.  I  have  for  many  years  advocated  the  use,  for  workshop  pur¬ 
poses,  of  ordinary  flat  flames  placed  horizontally,  in  which  position  they 
give  no  shadow  downwards,  and  with  an  ungoverned  service  the  light  is 
undoubtedly  increased  as  compared  with  a  vertical  flame.  But  this 
system  is  not  suited  for  ordinary  sitting  rooms,  partly  on  account  of  its 
appearance,  and  also  because  the  flame  cannot  be  turned  partially  down 
without  causing  flickering  and  smoke. 

I  have  recently  adopted  an  arrangement  which,  whilst  increasing  the 
downward  light  by  about  40  per  cent.,  causes  no  unpleasant  upward 
shadow,  and  is  free  from  all  objections  for  ordinary  domestic  service.  It 
is  t-imply  an  ordinary  flat-flame  burner  with  one  of  the  recent  patterns 
of  opal  globe  with  a  wide  opening  about  six  inches  diameter  at 
the  bottom.  The  new  departure  consists  of  the  use  of  a  special 
gallery  or  holder  which  raises  the  bottom  of  the  globe  at  least 
an  inch  above  the  top  of  the  burner — converting  the  globe  into  a 
reflector.  The  toning  down  of  the  top  light  is  hardly  appreciable,  whilst 
the  opal  globe  throws  a  strong  and  shadowless  light  downwards  exactly 
where  it  is  required.  For  practical  lighting  one  No.  4  burner  with  this 
arrangement  will  do  at  least  as  much  as  three  with  ordinary  close  opal 
moons,  and  as  much  as  two  with  partially  ground  clear-glass  globes. 
The  light  will,  in  fact,  compare  favourably  with  many,  probably  with 


most  of  the  regenerator  burners  in  use  ;  and  it  has  the  advantage  of 
being  cheap,  simple,  unpatentable,  and  satisfactory  from  a  decorative 
point  of  view. 

I  have  forwarded  one  of  the  arrangements,  exactly  as  we  use  them  in 
my  own  house,  and  as  made  for  many  friends.  They  are  well  adapted 
for  replacing  sun-burners  for  top  lights  in  shops  and  windows,  giving  a 
warm  shadowless  light  which  is  exceedingly  pleasant.  We  shall  shortly 
have  these  lights  fixed  in  our  London  show-rooms ;  and  as  they  are  both 
cheap  and  easy  to  copy,  no  doubt  they  will  soon  come  into  extended 

,  or.  1QQQ  TUOS.  FlETCIIEB. 

n  arrington,  June  29,  1888. 
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HOUSE  OF  LORDS. 

Monday,  June  25. 

The  Hexham  Local  Board  Bill  was  reported  from  the  Select  Committee 
with  amendments.  _ 


Tuesday,  June  26. 

The  Frodsham  Gas  and  Water  Bill  was  reported,  with  amendments. 

The  Llanelly  Local  Board  Bill  was  brought  from  the  Commons,  read  the 
first  time,  and  referred  to  the  Examiners. 

The  Gas  Provisional  Orders  (No.  1)  Bill  was  brought  from  the  Commons, 
read  for  the  first  time,  and  referred  to  the  Examiners. 

The  Nelson  Local  Board  Bill  was  referred  to  a  Select  Committee,  con¬ 
sisting  of  Lord  Basing  (Chairman),  Viscount  Torrington,  Lord  Brougham 
and  Vaux,  Lord  Hamilton  of  Dalzell,  and  Lord  St.  Levan ;  to  meet  on 
Thursday,  July  5.  _ 


Thursday,  June  28. 

The  following  Bills  received  the  Royal  Assent  by  Commission  Barn¬ 
staple  Water  Bill,  Electric  Lighting  Act,  1892,  Amendment  Bill,  Folkestone 
Water  Bill,  Glasgow  Corporation  Bill,  Halifax  Corporation  Water  Bill, 
Hamilton  Water  Bill,  Heiston  and  Porthleven  Water  Bill,  Keswick  Gas 
Bill,  Biddings  District  Gas  Bill. 

The  Examiners  reported  that  the  Standing  Order  applicable  to  the  Gas 
Provisional  Orders  (No.  1)  Bill  has  been  complied  with. 

The  Limpsfield  and  Oxted  Water  Bill  was  reported,  with  amendments. 

The  Water  Provisional  Orders  (No.  2)  Bill  and  the  Gas  and  Water  Pro¬ 
visional  Orders  Bill  were  read  a  second  time,  and  referred  to  a  Committee 
of  the  Whole  House.  _ 


Friday,  June  29. 

The  Examiners  reported  that  the  further  Standing  Orders  applicable  to 
the  Llanelly  Local  Board  Bill  have  been  complied  with. 

The  Frodsham  Gas  and  Water  Bill  was  read  the  third  time,  with  the 
amendments,  passed,  and  sent  to  the  Commons. 

The  Gas  Provisional  Orders  (No.  1)  Bill  was  read  a  second  time. 

ELECTRIC  LIGHTING  ACT  1882  (PROCEEDINGS). 

A  report  by  the  Board  of  Trade  respecting  the  applications  to,  and  pro¬ 
ceedings  of  the  Board  under  the  Electric  Lighting  Act,  1832,  during  the 
year  1887  was  presented.  _ 

HOUSE  OF  COMMONS. 

Monday,  June  25. 

The  Hamilton  Water  Bill  (Lords)  was  read  the  third  time  and  passed, 
without  amendment. 

The  Llanelly  Local  Board  Bill,  as  amended,  was  considered,  read  the 
third  time,  and  passed. 

The  Lincoln  Corporation  Bill  (Lords)  was  read  a  second  time,  and 
committed.  _ 

Tuesday,  June  26. 

The  Henlw-on-Thames  Gas  Bill  (Lords)  and  the  Hinckley  Local  Board 
Water  Bill  (Lords)  were  read  the  third  time  and  passed,  with  amendments. 

The  Gas  Provisional  Orders  (No.  1)  Bill  was  read  the  third  time,  and 

^  The  Edinburgh  and  Leith  Corporations’  Gas  Bill  (Lords)  was  referred 
to  a  Select  Committee,  consisting  of  Mr.  Abel  Smith  (Chairman),  Mr.  W. 
L.  Bright,  Mr.  Seager  Hunt,  and  Mr.  M’Carton ;  to  meet  on  Thursday, 
July  5. 


Wednesday,  June  27. 

The  locus  standi  of  gas  consumers,  ratepayers,  and  owners  of  property 
in  Edinburgh  and  Leith,  petitioners  against  the  Edinburgh  and  Leith  Cor¬ 
porations’  Gas  Bill  (Lords),  has  been  disallowed. 


Thursday,  June  28. 

The  South  Lincolnshire  Fen  Water  Bill  (Lords)  was  read  the  third 
time  and  passed,  with  amendments. 


The  Northern  Coal  Trade.— There  has  been  increased  activity 
in  the  steam-coal  trade  of  the  North  during  the  past  week.  The  ship¬ 
ments  have  risen  considerably,  and  the  local  requirements  have  also  been 
greater;  so  that  the  collieries  have  been  generally  fully  employed. 
Price  are  said  to  be  “  stiffer  ;  ”  but  there  have  been  no  higher  rates  gene¬ 
rally  paid.  For  best  steam  coal  the  price  has  been  about  7s.  6d.  per  ten 
net,  tnongh  old  contracts  are  running  even  lower.  Second-class  coal  varies 
from  7s.  down  to  68.  6d.  per  ton  ;  but  the  small  steam  coal  is  weaker.  For 
gas  coal  the  demand  is  very  low,  except  in  one  or  two  instances  ;  and  it  is 
said  that  as  low  as  68.  6d.  has  been  accepted  for  good  gas  coal.  The  (^at 
contracts  for  The  Gasliirht  and  Coke  Company  are  believed  to  have  been 
renewed  on  terms  which  do  not  show  much  change  from  those  they  will 
replace.  House  coal  is  extremely  dull  just  now.  Coke  is  steady ;  and 
good  gas  coke  is  in  demand. 

Opening  of  Water-Works  at  Howden.— On  the  2Sth  nit.  the  water¬ 
works  at  Howden  were  formally  opened  by  Mrs.  Clark,  of  Knedlingten 
Hall,  the  wife  of  the  Chairman  of  the  Howland  Water  Company.  The 
water  has  been  obtained  from  a  deep  boring  on  land  purchased  of  Mr.  T.  S. 
Clark.  Mr.  Clark  said  the  Company  had  been  actuated  with  the  tp 

give  the  people  of  Howden  a  supply  of  pure  water,  from  the  want  of  which 
they  had  suffered  greatly.  Mr.  Fairbank,  C.E.,  the  Engineer,  having  ex¬ 
plained  the  details  of  the  scheme,  and  invited  the  P*opl«  of 
inspect  the  works  at  Asselby,  the  Rev.  W.  Hutehinson  (Vio^  of  Howden 
referr-  d  to  the  fact  that  some  of  the  sickness  in  Howden  which  had  been 
ascribed  to  the  interposition  of  Providence  was  roallv  dne  to  bad  water 
He  oongratulated  them  heartily  on  the  oomplotion  of  the  works  that  day. 
Amid  eneers  Mrs.  Clark  then  turned  on  tne  water,  and  declared  the 
Howden  Water-Works  duly  and  formally  opened. 
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IntcUigma. 


HIGH  COURT  OF  JUSTICE-QUEEN’S  BENCH  DIVISION. 

Saturday,  June  23. 

[Before  Justices  Cave  and  Wills.) 

SLATER  V.  SIAYOR  AND  CORPORATION  OF  BURNLEY. 

This  was  an  appeal  from  the  County  Court  of  Lancashire,  held  at 
Burnley,  and  was  a  test  case,  raising  a  question  as  to  the  basis  of  water- 
rental  for  the  borough  for  the  quarter  ending  Dec.  25,  1887,  and  also  as  to 
the  general  point  whether  an  overpayment  of  water-rent  can  be  considered 
a  compulsory  payment,  and  therefore  not  recoverable,  simply  because  the 
corporation  supplying  the  water  have  power  to  cut  it  oS  in  case  of  default 
in  payment. 

Mr.  Henn  Collins,  Q.C.,  and  Mr.  Sutton  appeared  for  the  Corporation 
of  Burnley;  Mr.  Philbrick,  Q.C.,  and  Mr.  D.  Ward  for  the  respondent 
(Mr.  Slater). 

The  proceedings  in  the  first  instance  were  reported  in  the  Journal  for 
May  22  last  (p.  922) ;  and  the  facts  were  not  disputed.  The  Corporation, 
who  under  their  Local  Acts  supply  water  to  the  borough,  charged  £8  15s.  4d. 
for  the  water-rent  on  several  houses ;  such  amount  being  5  per  cent,  on  the 
gross  rental.  The  sum  if  based  on  the  rateable  value  (which  Mr.  Slater 
contended  for)  would  have  been  £7  3s.  lOd.,  the  provisions  of  the  Local  Act 
allowing  a  charge  of  5  per  cent,  on  the  annual  value.  The  plaintiS  paid 
on  the  full  amount  asked,  and  then  brought  an  action  to  recover  the 
difference  (£l  11s.  6d.),  as  being  paid  under  duress.  The  Corporation  have 
power  to  cut  off  the  water  if  the  water-rent  due  is  not  paid  ;  the  County 
Court  Judge  held  therefore  that  the  payment  was  not  voluntary,  and  might 
accordingly  be  recovered.  Judgment  was  entered  for  the  plaintiff  for  the 
amount  claimed.  It  appeared  that  the  Corporation  had  based  the  next 
water-rate  on  the  net  rateable,  and  not  on  the  gross  annual  value  ;  and  the 
case  was  therefore  important  in  relation  to  the  right  of  all  the  other  rate¬ 
payers  who  had  paid  the  rate  in  question  to  recover  the  excess.  It  was  now 
argued  for  the  Corporation  that,  as  there  had  been  no  threat  to  cut  off  the 
water,  whatever  their  powers  might  be,  there  had  been  no  compulsion,  and 
the  payment  by  the  plaintiff  was  voluntary  and  could  not  be  recovered  by 
him.  There  was  also  a  question,  on  the  construction  of  the  Local  Acts, 
34  &  35  Viet.,  cap.  154,  and  46  &  47  Viet.,  cap.  77,  as  to  whether  the  Water- 
Works  Clauses  Act,  1847,  was  incorporated.  The  appellants  argued  that 
it  was;  and  contended  that  this  was  a  dispute  as  to  annual  value  under 
section  68  of  that  Act,  and  ought  therefore  to  have  gone  before  two 
Justices,  and  not  the  County  Court  Judge. 

Judgment  was  delivered  to-day. 

Justice  Cave  held  that  the  payment  was  a  voluntary  one,  and  therefore 
was  not  recoverable ;  consequently  there  must  be  judgment  for  the  Cor¬ 
poration.  The  ground  on  which  the  County  Court  Judge  decided  that  the 
payment  was  not  voluntary  was  simply  that  the  Corporation  had  the  power 
to  cut  off  the  water.  There  had  not  even  been  a  threat  of  so  doing,  or  of 
any  legal  proceedings.  This  was  not  a  sufficient  ground  ;  and  as  it  was 
the  only  ground,  the  judgment  must  be  reversed.  As  to  the  next  point, 
though  not  now  necessary  for  the  decision  of  the  case,  for  the  benefit  of 
the  County  Court  Judge,  he  (the  learned  Judge)  would  deal  with  it.  On  the 
construction  of  the  Acts,  it  was  clear  that  the  Water-Works  Clauses  Act, 
1847,  was  not  incorporated  either  by  the  Burnley  Improvement  Acts  of  1871 
or  1883  ;  and  therefore  the  County  Court  Judge  was  right  in  this  respect, 
under  the  circumstances.  There  would  be  judgment  for  the  defendants, 
but  without  costs. 

Justice  Wills  concurred  in  holding  the  payment  voluntary.  As  to  the 
second  point,  the  Local  Act  of  1883,  by  section  5,  provided  that  that  Act 
should  be  carried  into  execution  by  the  Corporation  acccording  to  the 
Municipal  Corporations  Act,  1882,  the  Public  Health  Act,  1875,  the  Local 
Act  of  1871,  and  “  other  Acts  respectively  for  the  time  being  in  force  and 
affecting  the  Corporation  as  a  municipal  corporation  and  sanitary  autho¬ 
rity  ;  ”  and  by  section  6  it  enacted  that  certain  Acts,  so  far  as  they  were 
“  applicable  and  not  inconsistent  with  that  part  of  the  Act,”  should  be 
incorporated.  The  Water-Works  Clauses  Act  was  one  of  these.  This 
was  a  specimen  of  a  very  slovenly  system  of  drafting  Acts  of  Parliament, 
which  was  most  unsatisfactory,  and  a  source  of  perpetual  uncertainty.  In 
such  a  case  it  was  necessary  to  go  backwards  and  forwards  from  Private 
Acts  to  the  Public  Acts,  and  then  back  again  to  the  Private  Acts,  and  so 
on.  It  was  enough  to  say  here  that  section  68  of  the  Water-Works  Clauses 
Act,  1847,  was  not  applicable  to  that  part  of  the  Local  Act  of  1883,  and 
was,  therefore,  not  incorporated. 


Friday,  June  29. 

(Before  Justice  Cave.) 

SOUTHW.ARK  and  VAUXHALL  water  company  V.  DICKENSON. 

This  was  an  action  to  recover  the  sum  of  £46  148.  for  water  supplied  to 
premises  of  which  the  defendant  is  the  owner. 

Mr.  M'Call,  who  appeared  for  the  plaintiffs,  said  that  on  May  30,  1883, 
the  defendant  entered  into  a  contract  with  the  Company  by  which  he 
agreed  to  pay  at  the  rate  of  Is.  per  1000  gallons  for  a  “  domestic  ”  supply 
of  water;  and  if  this  agreement  was  binding,  the  action  was  really  unde¬ 
fended.  The  defendant  owned  a  large  block  of  buildings,  and  he  was 
anxious  to  have  them  supplied  by  one  communication-pipe  and  cistern  ; 
and,  with  a  view  of  saving  £700  or  £800,  the  cost  of  the  fittings  for  a 
domestic  supply,  he  made  a  contract  with  the  Company,  specifying  in 
substance,  that  if  they  would  supply  him  with  water  for  domestic  pur¬ 
poses  in  a  way  in  which  he  could  not  compel  them  to  supply  him,  he 
would  pay  Is.  per  1000  gallons  for  it.  The  water  was  supplied,  and  now, 
when  asked  for  payment,  the  defendant  raised  the  contention  that  by 
the  Company’s  Act  of  Parliament  the  Company  were  prohibited  from 
charging  more  than  6d.  per  1000  gallons.  The  Act  really  said  nothing  of 
the  kind. 

Mr.  Mibams  contended  that  the  contract  was  ultra  vires,  and  could  not 
be  enforced.  If  the  defendant  paid  according  to  the  rateable  value  of 
the  premises,  the  charge  would  only  amount  to  £26  48.  5d. ;  and  therefore 
the  Company  had  for  some  time  been  overcharging.  The  arrangement 
between  the  parties  was  really  for  the  benefit  of  the  Company,  as  they  had 
one  responsible  person,  instead  of  290  poor  tenants,  to  look  to  for  the 
water-rate.  They  might,  if  they  thought  fit,  put  an  end  to  the  agreement, 
and  supply  on  the  rateable  value.  Having  made  a  charge  beyond  the  rate 
allowed  by  the  statute,  the  Company  could  not  recover  it.  The  defendant, 
by  way  of  counter-claim,  asked  for  repayment  of  £104,  being  the  amount 
of  the  alleged  overcharge. 

Justice  Cave  ;  I  am  of  opinion  that  judgment  must  be  entered  for  the 
plaintiffs.  The  relations  between  the  Company  and  the  public  are  to  be 
found  in  sections  53  and  57  of  the  Act.  By  section  53,  an  owner  can  compel 
the  Company  to  supply  water  for  domestic  purposes  at  a  certain  rate, 
which  depends  upon  the  value  of  the  house.  By  section  57,  the  Company 
may  insist  on  the  owner  having  his  water  by  meter ;  and  the  owner,  if  he 
wants  water  for  other  than  domestic  purposes,  may  insist  upon  the  Com- 
any  supplying  it,  but  in  that  case  he  can  only  insist  on  their  supplying  it 
y  meter.  Now,  neither  of  these  proceedings  has  been  adopted  in  this 


case.  The  owner  has  not  required  a  supply  on  the  footing  of  section  53; 
and  the  Company  did  not,  at  their  own  instance,  require  him  to  have  water 
by  meter.  The  purposes  for  which  the  water  was  supplied  were  ordinary 
domestic  purposes;  and,  consequently,  the  owner  could  not  come  under 
section  57.  'This  particular  case,  therefore,  is  one  which  was  not  pro¬ 
vided  for  by  the  Act  of  Parliament.  The  Act  proceeds  to  say  that  the 
parties  shall  make  agreements  on  their  own  terms,  if  it  suits  them  to 
depart  from  those  provisions  which  have  been  enacted  for  their 
mutual  protection.  If  it  suits  the  owner  better  to  have  his  water 
for  domestic  purposes  by  meter,  he  cannot  compel  the  Company 
to  supply  it  to  him  by  meter;  but  if  he  says,  “I  know  I  cannot 
make  you  give  it  by  meter,  but  I  will  pay  you  so  much  per  1000  gallons 
if  you  give  me  a  supply  by  meter,”  I  see  nothing  in  the  Act  which  could 
make  such  a  contract  ultra  vires.  The  express  purpose  for  which  the 
Company  is  formed  is  that  of  supplying  water  to  the  public.  There  are 
things  which,  no  doubt,  limit  the  charge  that  can  be  made  if  the  person 
requiring  a  supply  of  water  chooses  to  adopt  the  provisions  in  his  favour 
that  are  to  be  found  in  the  Act.  If,  for  instance,  he  gives  the  necessary 
notice  provided  by  section  53,  he  can  have  the  water  at  the  prices  men¬ 
tioned  in  that  section.  If  it  does  not  suit  him  to  do  this,  and  he  asks  to 
have  the  supply  in  some  other  way  which  suits  him  better,  I  see  nothing 
in  the  Act  of  Parliament  which  says  it  is  ultra  vires.  He  does  not  want 
the  protection — he  prefers  not  to  have  the  protection  provided  for  him  by 
section  53 ;  and  this  being  so,  I  do  not  see  why,  on  ordinary  principles,  he 
should  not  be  allowed  to  make  his  own  terms  as  to  the  amount  he  will  pay 
for  the  water.  Section  57  does  not  apply  to  the  case,  tor  he  cannot  de¬ 
mand  a  supply  for  ordinary  domestic  purposes  under  that  section.  I 
think  there  is  no  defence  to  the  action;  and  consequently  there  must  be 
judgment  for  the  plaintiffs  on  the  claim  and  counterclaim  for  £46  14s., 
with  costs. 

On  the  application  of  defendant,  his  Lordship  granted  a  stay  of  execu¬ 
tion,  with  a  view  to  an  appeal,  upon  the  sum  of  £70  (in  addition  to  the 
£46)  being  brought  into  Court. 


SOUTHWARK  POLICE  COURT.— Monday,  June  25. 

(Before  Mr.  Slade.) 

CH.ARGE  OF  STEALING  WATER. 

To-day  Arthur  Linsey  was  summoned  for  stealing  a  quantity  of  water 
belonging  to  the  Southwark  and  Vauxhall  Water  Company.  The  defendant 
is  the  occupier  of  No.  443,  Old  Kent  Road ;  and  in  1886,  the  defendant  not 
paying  the  water-rate,  the  supply  was  out  off,  Although  the  defendant 
and  his  family  remained  in  possession,  he  did  not  apply  for  a  fresh  supply 
of  water.  After  a  time,  this  aroused  the  suspicion  of  the  officers  of  the 
Company ;  and  the  back  premises  were  visited  by  an  inspector,  who, 
thinking  that  probably  the  defendant  obtained  his  water  from  the  supply 
to  No.  441,  removed  the  pipe  some  distance  away.  Subsequently  a  detec¬ 
tive,  acting  on  instructions,  placed  himself  in  the  garden,  and  late  at  night 
on  the  7th  of  June  he  saw  a  portion  of  the  fence  removed  from  the  defen¬ 
dant’s  place,  and  a  hand  put  out  which  affixed  some  tubing  to  the  supply. 
In  this  way  the  defendant’s  water-butt  was  filled.  When  this  was  done, 
the  hand  was  again  put  out  to  get  the  tube  away ;  and  on  this  the  officer 
seized  the  hand,  which,  after  a  struggle,  was  found  to  be  the  defendant’s. 
The  defendant  was  told  that  he  would  be  charged  with  stealing  the  water; 
and  he  said,  “  I’m  done.” 

Mr.  Wilkins,  who  prosecuted,  said  the  Company  knew  that  this  kind 
of  larceny  was  more  frequent  than  could  be  supposed,  but  there  was  very 
great  difficulty  in  proving  the  offence,  and  the  prosecution  therefore 
desired  that  some  term  of  imprisonment  should  be  inflicted  on  the  defen¬ 
dant,  if  the  case  were  settled  at  that  Court. 

Defendant  declined  to  submit  to  the  Magistrate’s  jurisdiction  ;  and  he 
was  committed  to  take  his  trial  at  the  next  Surrey  Sessions. 


Damaged  Sewers  at  Birkenhead. — A  Local  Government  Board  in¬ 
quiry  has  lately  been  held  by  Mr.  S.  H.  Terry  at  Birkenhead,  with  reference 
to  the  application  of  the  Corporation  of  that  town  for  sanction  to  borrow 
£6000  for  the  repair  of  sewers  and  gas  and  water  pipes  damaged  by  the 
Mersey  Railway  Company.  The  Company  was  represented  by  Mr.  Tobin, 
who  contended  that  the  work  could  be  done  for  very  much  less;  the 
Company  being  ultimately  responsible  for  the  cost.  The  result  of  the 
inquiry  has  not  transpired. 

The  Public  Lighting  of  Beckenham. — As  a  result  of  the  discussion  at 
Beckenham  in  regard  to  the  adoption  of  oil  lighting,  to  which  reference 
has  been  made  in  the  previous  issues  of  the  Journal,  the  Bromley  Gas 
Company  have  made  a  reduction  of  2s.  per  lamp  per  annum  in  connection 
with  the  lighting  of  the  portion  of  Beckenham  parish  in  the  Bromley  dis¬ 
trict  ;  and  though  the  price,  notwithstanding  the  reduction,  is  still  higher 
than  that  charged  by  the  Crystal  Palace  Gas  Company  in  another  part  of 
the  parish,  the  Local  Board  have  accepted  the  new  arrangement. 

Plymouth  Gas  Company. — The  annual  general  meeting  of  this  Company 
was  held  last  Thursday,  under  the  presidency  of  Mr.  G.  Henderson,  the 
Chairman.  The  Directors  in  their  report  stated  that  after  paying  the 
authorized  half-yearly  dividend,  in  January  last,  the  balance  remaining  to 
the  credit  of  the  profit  and  loss  account  amounted  to  £28,970  178.  lid.  At 
Michaelmas  last,  the  price  of  gas  to  private  consumers  was  reduced  from 
Is.  lOd.  to  Is.  9d.  per  1000  cubic  feet,  and  the  public  lamps  from  £2  128.  7d. 
to  £2  lls.  3d.  per  light  per  annum.  The  Directors  recommended  that,  in 
accordance  with  the  Act  of  1879,  a  dividend  of  12s.  3d.  per  share  on  the 
original  shares,  and  93.  9d.  per  share  on  the  additional  shares,  free  of  in¬ 
come-tax,  should  be  declared  for  the  half  year  ending  March  31  last;  being 
at  the  rate  of  12i  per  cent,  on  the  original,  and  9|  per  cent,  on  the  addi¬ 
tional  shares — the  balance  to  be  carried  to  the  next  account.  The  Chair¬ 
man  moved  the  adoption  of  the  report,  and  the  motion  was  carried ;  as 
were  also  the  customary  resolutions  with  respect  to  the  dividends. 

Haywards  Heath  Water  Supply. — In  a  recent  issue  of  the  Mid-Sussex 
Times  appeared  the  report  of  a  speech  made  by  Mr.  G.  W.  Bailey  at  a 
dinner  at  Hurstpierpoint,  in  the  course  of  which,  referring  to  the  water 
supply  of  the  district,  and  to  the  delay  by  the  Mid-Sussex  Company  in 
commencing  work,  he  said  that  “if  the  so-called  ‘bogus  company’ 
[the  Haywards  Heath  and  District  Water  Company]  had  obtained  their 
Provisional  Order,  it  would  have  been  started  by  that  time.”  Mr.  H.  J. 
Robus,  the  Chairman  of  the  Mid-Sussex  Water  Company,  has  written  to 
the  Editor  on  this  matter.  He  points  out  that  the  requirements  of  the 
opposition  Company  were  put  down  at  £17,000 ;  and  yet  one  of  their  own 
witnesses  at  the  inquiry  proved  this  to  be  insufficient  by  £6000.  He 
expressed  the  belief  that  had  the  inquiry  lasted  one  more  day,  they 
would  have  acknowledged  that  their  scheme  would  require  £50,000  to 
complete,  and  then  be  the  most  extravagant  and  ill-advised  scheme  that 
could  possibly  have  been  introduced.  He  says  the  Directors  of  the  Mid- 
Sussex  Water  Company  are  anxious  to  commence  operations  ;  and  as  soon 
as  the  Royal  Assent  is  obtained  for  their  Provisional  Order,  the  work  will 
be  commenced  forthwith,  and  pushed  forward  with  all  the  vigour  possible. 
He  regrets  the  delay,  and  hopes  that  by  this  time  next  year  the  district 
will  have  an  abundant  supply  of  pure  water. 
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GAS-LIQUOR  WORKS  AND  THE  ALKALI  ACT. 

’  In  another  part  of  the  Journal  to-d^,  we  Rive  an  epitome  of  the 
twenty-fourth  annual  report  of  the  Chief  Inspector  under  the  Alkali,  Ac., 
Works  Regulation  Act,  1881  (Mr.  A.  E.  Fletcher).  As  there  stated,  it 
embraces  tne  proceedings  during  the  past  year  of  himself  and  his  col¬ 
leagues,  the  yarioDS  District  Inspectors — the  reports  of  the  latter  gentle¬ 
men  following  his  own.  As  gas-works  come  under  inspection,  so  far  as 
concerns  the  manufacture  of  sulphate  of  ammonia,  the  portions  of  the 
reports  dealing  with  this  matter  are  of  interest  to  our  readers,  and  we 
therefore  reproduce  them  practically  in  their  entirety.  It  should  be 
stated  that  the  entire  area  in  England  and  Ireland  under  the  supervision 
of  the  Chief  Inspector  is  divided  into  seven  districts,  each  having  a  Sub- 
Inspector,  as  follows : — (1)  Ireland,  Mr.  W.  S.  Curphey,  F.I.C.,  F.C.S. ;  (2) 
North  of  England,  Mr.  B.  E.  Smith,  F. I. C.,  F.C.S. ;  (3)  Cheshire,  North 
Wales,  and  part  of  Lancashire,  Mr.  E.  G.  Ballard,  with  whom  is  asso¬ 
ciated  Mr.  J.  Affleck,  M.A.,  D.Sc.,  as  an  additional  Sub-Inspector  for  the 
Widnes  sub-district,  comprising  Widnes  and  Runcorn ;  (4)  East  Lanca¬ 
shire  and  Yorkshire,  Mr.  R.  Forbes  Carpenter,  F.I.C. ;  (5)  South  Midland, 
Mr.  E.  Jackson,  F.C.S.;  (6)  South-West  of  England  and  South  Wales, 
Mr.  A.  C.  Fryer,  Ph.D.,  M.A. ;  (7)  South-East  of  England,  Mr.  Brereton 
Todd.  Scotland — which  is  divided  between  Dr.  Blaitherwick  and  Mr. 
W.  S.  Curphey — is  the  subject  of  a  separate  report.  The  reports  of  all 
these  gentlemen  are,  of  course,  addressed  to  the  Chief  Inspector. 

In  No.  1  district  there  are  15  sulphate  of  ammonia  works,  in  which  2130 
tons  of  sulphate  were  manufactured  last  year.  Operations  were  much  re¬ 
stricted  in  many  of  the  smaller  works.  In  some  cases  the  scarcity  of  water 
led  to  a  decrease  in  the  quantity  of  liquor  produced ;  and  in  one  instance 
the  liquor  was  used  for  direct  application  to  the  land  in  the  vicinity — thus 
entirely  stopping  the  manufacture  of  the  sulphate.  The  use  of  oxide  of 
iron  purifiers  continues  to  be  extended  ;  and  in  three  instances  these  were 
introduced  during  the  past  year,  and  are  working  satisfactorily.  A  further 
improvement  to  be  noted  in  two  works  is  the  substitution  of  continuous 
stills  heated  by  steam  in  place  of  the  older  form  of  still  in  which  each 
charge  of  liquor  is  heated  and  boiled  off  separately.  The  newer  mode  of 
working  lessens  considerably  the  proportion  of  steam  driven  off  during  the 
distillation,  and  renders  the  evolution  of  the  noxious  gases  more  regular 
and  constant ;  thus  facilitating  the  cooling  and  subsequent  treatment  of 
these  gases.  The  general  average  acidity  of  chimney  smoke  in  works  of 
this  class,  where  the  escaping  gases  continue  to  be  burned,  was  0'26  grains 
of  sulphuric  anhydride  per  cubic  foot.  This  figure,  Mr.  Curphey  remarks,  is 
very  low,  but  is  not,  however,  a  proper  measure  of  the  total  quantity  of 
sulphurous  acid  driven  into  the  air  from  these  works.  Repeatedly,  distinct 
quantities  of  ammonia  have  been  observed  to  pass  away  from  the  satu¬ 
rators  with  the  waste  gases.  This  ammonia  combining  with  and  neu¬ 
tralizing  an  equivalent  quantity  of  sulphurous  acid  prevents  this  combined 
sulphurous  acid  from  increasing  the  acidity  of  the  smoke. 

The  number  of  sulphate  of  ammonia  works  in  No.  2  district  is  not  given  ; 
but  it  is  stated  that  among  the  137  separate  processes  under  inspection,  29 
relate  to  sulphate  making,  and  1  is  for  the  treatment  of  gas  liquor.  Par¬ 
ticulars  are  furnished  by  the  Inspector  of  the  various  alterations  and 
improvements  carried  out  last  year  in  the  works  coming  within  his  pur¬ 
view  ;  and  in  all  cases  the  effect  was  the  reduction  of  nuisance.  In  one 
works,  instead  of  burning  the  sulphuretted  hydrogen,  the  following  plant 
was  erected  and  connected  with  the  sulphate  of  ammonia  apparatus  put  up 
during  the  latter  part  of  the  previous  year  ; — Two  condensers  packed  with 
coke  14  feet  high  and  3  feet  in  diameter,  the  first  of  which  is  supplied  with 
a  constant  stream  of  water ;  and  two  oxide  purifiers  7  ft.  hy  7  ft.  6  in.  by 
6ft.  Gin.  The  distance  beyond  this  through  which  gas  has  to  travel  in 
6-inch  pipes  is  10’2  feet.  The  improvement  in  sulphate  of  ammonia  works 
mentioned  by  Mr.  Smith  in  his  previous  report  continued  last  year,  both 
as  regards  the  condition  of  the  plant  and  in  the  method  of  dealing  with 
the  foul  gases  evolved  during  the  manufacture  of  the  salt.  The  quan¬ 
tity  of  sulphate  made  in  the  course  of  the  past  year  at  gas-works  and 
at  works  where  the  tar  and  liquor  collected  from  gas-works  is  employed 
was  2306  tons,  whilst  at  coke-works  311  tons  were  made;  making  a 
total  for  the  entire  district  of  2617  tons,  which  is  an  increase  of  233  tons 
over  1886.  Mr.  Smith  states  that  after  a  lengthened  trial,  oxide  of  iron 
purifiers  have  undoubtedly  proved  themselves  the  most  efficient  vehicle 
for  the  removal  of  sulphuretted  hydrogen  from  the  foul  gases  evolved  from 
sulphate  plant  at  work.  For  numerous  reasons  any  attempt  to  fix  an 
arbitrary  limit  to  the  size  of  purifiers  on  the  lines  of  the  weekly  make  of 
sulphate  is  impossible.  In  the  first  place,  in  no  two  gas-works  (or,  indeed,  in 
the  same  works  for  any  length  of  time)  is  the  quality  of  the  foul  gas  constant 
as  regards  the  percentage  of  sulphuretted  hydrogen  ;  neither  are  the 
various  oxides  employed  at  different  works  the  same  as  regards  their 
absorbent  or  decomposing  power — some  qualities  of  oxide  becoming  much 
more  rapidly  spent  than  others.  Then,  again,  the  oxide  rapidly  loses 
power  after  each  revivification.  The  more  sulphur  it  contains,  the  less 
room  is  there  for  active  oxide.  He  adds  ;  “  Putting  the  above  on  one  side, 
one  great  reason  I  have  for  not  attempting  to  have  the  purifiers  of  any 
particular  design  or  size  is  that  the  majority  of  plants  are  built  at  gas¬ 
works  long  after  the  works  have  been  erected.  They  are  necessarily,  there¬ 
fore,  built  to  fit  the  space  at  disposal — the  purifiers  having  to  follow  suite. 
It  then  becomes  a  question  to  the  manager  as  to  which  is  most  valuable, 
space  or  labour ;  aud  the  latter,  as  regards  the  shifting  of  small  quantities 
of  oxide,  counts  for  little.  The  usual  ai>d  most  convenient  size,  irrespec¬ 
tive  of  make  per  week,  is,  I  find  about  30  cubic  yards  of  oxide,  arranged 
so  as  to  allow  the  gas  to  pass  through  a  layer  of  oxide  3  feet  thick  (bricks 
say  6ft.  by  6ft.  by  4ft.).  I  find  that  it  is  always  best  to  have  two  purifiers, 
using  them  alternately ;  or  having  one  in  reserve  in  case  of  accidents.  They 
should  be  protected  from  rain,  but  not  closely  covered  ;  aud  provided  the 
oxide  is  kept  dry,  I  find  one  layer  an  improvement  on  two  or  three,  also  a 
saving  on  the  more  costly  construction  on  account  of  increase  in  number 
of  grids  required." 

In  No.  3  district  there  are  27  sulphate  of  ammonia  works  and  3  gas- 
liquor  works — an  increase  of  3  of  the  former  works  since  the  previous  re- 
ort.  The  gas-liquor  works  gave  little  or  no  trouble  last  year ;  there 
eing  no  escapes  of  sulphuretted  hydrogen  therefrom.  With  regard  to 
the  sulphate  of  ammonia  works,  Mr.  Ballard  says  :  “  There  is  a  tendency 
on  the  part  of  these  works  to  change  from  the  intermittent  to  tlie  con¬ 
tinuous  process  of  distillation,  which  is  a  satisfactory  step  to  bo  able  to 
report,  since  the  purifiers  are  less  liable  to  be  suddenly  overtaxed,  and  the 
risk  arising  from  the  escape  of  sulphuretted  hydrogen  is  correspondingly 
diminisheu.  With  a  few  exceptions,  this  class  of  works  has  been  found  to  be 
in  a  fairly  satisfactory  condition.  There  is  yet  some  room  for  improvement 
by  the  general  adoption  of  oxide  purifiers  in  placeof  dealing  with  the  sulphu¬ 
retted  hydrogen  by  burning  it."  He  gives  particulars  of  the  system  of 
distillation  adopted  in  22  gas-works  in  his  district.  In  16  the  process 
is  intermittent ;  in  the  rest  continuous.  lu  six  of  the  works  where  the 
intermittent  process  is  carried  on,  the  sulphuretted  hydrogen  evolved  is 
burnt ;  in  the  other  cases  it  is  passed  through  oxide  purifiers.  In  only 


one  instance  where  the  continuous  process  is  in  use  is  the  above-named 
impurity  got  rid  of  by  burning.  The  quantity  of  coal  carbonized  last  year 
in  the  22  works  was  181,065  tons;  the  amount  of  sulphate  produced,  1830 
tons — the  total  for  the  entire  district  being  2592  tons.  In  the  Widni-s 
sub-district,  the  manufacture  of  sulphate  of  ammonia  last  year  did  not 
call  for  any  remark. 

With  regard  to  the  East  Lancashire  and  Yorkshire  district  (No.  4),  Mr. 
R.  Forbes  Carpenter  has  rather  a  long  story  to  tell.  Seven  additional 
works  were  registered  last  year;  but,  owing  to  the  transference  of  three 
old  works  to  No.  6  district,  the  net  increase  was  only  four,  Of  the  new 
works,  two  manufacture  liquid  ammonia,  the  remainder  sulphate  of  am¬ 
monia.  About  19,000  tons  of  the  latter  commodity  were  made  in  the  dis¬ 
trict  in  1887.  Increase  has  occurred  at  most  gas-works ;  but  in  coal  car¬ 
bonizing  works  less  was  produced.  As  to  works  manufacturing  sulphate, 
Mr.  Carpenter  says  it  is  satisfactory  to  bo  able  to  report  that  none  now 
make  use  of  the  combustion  method  of  dealing  with  the  foul  gases  from  the 
saturator.  By  “  combustion  method  ”  is  meant  simply  burning  the  sulphu¬ 
retted  hydrogen  in  the  previously  dried  gases  to  sulphurdioxide,and  passing 
the  products  direct  to  the  chimney.  In  seven  works  the  gases  after  com¬ 
bustion  form  part  of  the  sulphur  supply  to  the  vitriol  chambers;  three 
works  are  using  the  Claus  process  of  limited  combustion  for  the  recovery 
of  sulphur;  and  the  remaining  works  make  use  of  hydrated  oxide  of  iron 
purifiers.  The  first-mentioned  method,  we  are  told,  gives  great  satisfac¬ 
tion  ;  but  a  little  more  watchfulness  is  required  of  the  chamber  operations 
at  the  starting  and  stopping  of  the  sulphate  plant.  It  is  perhaps  necessary 
to  observe  that  this  method  (and  the  same  remark  applies  to  the  Claus 
process)  is  only  practicable  where  the  supply  of  sulphuretted  hydrogen  is 
rendered  as  regular  as  possible  by  the  use  of  the  Coffey  still.  Greater 
experience  has  been  gained  of  the  Claus  process  during  the  year,  through 
its  introduction  at  two  large  sulphate-works.  At  one  the  proprietor 
was  desirous  of  commencing  operations  without  the  use  of  the  final 
alkaline  wash-tower,  but  with  a  final  catch  oxide  purifier,  intending  to 
work  with  a  supply  of  air  on  the  under  side  of  that  necessary  for  per¬ 
fect  re  action,  hoping  thereby  to  have  no  sulphur  dioxide,  but  only 
sulphuretted  hydrogen  to  deal  with.  He  has  round,  however,  that  the 
presence  of  a  very  small  quantity  of  the  former  impurity  is  sufficient  to 
render  the  catch  purifier  quite  ineffective ;  aud,  moreover,  that  the  fine 
sulphur  dust  carried  forward  with  the  gases  to  the  oxide,  and  washed  out 
with  the  sulphur  dioxide  in  the  alkaline  wash-tower,  where  this  precedes 
the  purifier,  acts  as  a  serious  clog,  causing  back  pressure  on  the  satu¬ 
rators,  and  necessitates  the  daily  turning  over  of  the  oxide.  At  the 
other  works,  where  operations  with  the  process  only  commenced  at 
the  close  of  the  year,  this  defect  has  been  avoided  (and  at  the  other 
remedied),  and  the  plant  was  found  to  be  quite  efficient  for  its  work.  The 
form  of  kiln  or  decomposer,  however,  seems  open  to  criticism;  the  gases 
passing  through  horizontally.  The  best  form  seems  to  be  that  in  which 
the  gases  work  downwards  through  the  active  material  (in  manner  similar 
to  that  found  so  successful  in  the  Deacon  process.  There  is  also  this 
great  advantage — that  on  the  starting  of  the  process  after  a  long  stoppage, 
if  the  material  is  at  first  sluggish,  and  will  not  rapidly  heat,  it  becomes  a 
very  easy  matter  to  scatter  a  little  fresh  hydrated  oxide  on  the  surface  of 
the  old,  and  activity  will  rapidly  ensue.  In  this  process,  as  in  some  other 
analogous  ones,  success  depends  on  the  regularity  and  constancy  of  the 
supply  of  gases  involved  in  the  re-action.  It  takes  a  day  or  two  to  reach 
the  steady  average  of  most  favourable  working  conditions  ;  and,  unfortun¬ 
ately  for  the  process,  the  week-end  break  comes  to  interrupt  conditions 
when  perhaps  they  are  most  favourable.  At  another  works,  48  tons  of 
sulphur  were  recovered  last  year;  the  average  total  acidity  as  sulphur 
trioxide  at  the  exit  of  the  collecting  chambers  was  1‘90  grains.  On  two 
occasions  when  tested,  sulphuretted  hydrogen  was  present  in  mere  traces; 
one  of  these  being  the  occasion  when  the  lowest  amount  (0'36  grain)  of 
sulphur  trioxide  was  found ;  on  only  one  occasion  was  the  amount  of 
acidity  above  4  grains  of  sulphur  trioxide.  Mr.  Carpenter  thinks  that  ex¬ 
perience  certainly  confirms  the  statement  made  in  a  previous  report  of 
sulphur  trioxide,  that  when  the  process  is  not  working  well  in  the  decom- 
oser  the  escape  of  both  sulphurous  acid  aud  sulphuretted  hydrogen  is 
i(?b. 

Mr.  Carpenter  further  observes ;  "  As  regards  the  working  of  oxide 
purifiers  aud  their  best  size  aud  construction,  I  have  in  previous  reports 
made  some  remarks  on  the  subject.  As  regards  the  construction  of  the 
purifier,  doubtless  cast  iron  is  the  best  material;  but  brick  purifiers  can  be 
easily  made  gas-tight  by  building  them  with  a  1  inch  cavity  wall  and  fill¬ 
ing  in  with  melted  pitch — grouting  the  bottom  with  the  same.  If  revivifi¬ 
cation  in  situ  is  practised,  the  cavity  should  be  separated  by  a  9-inch,  not 
4i-inch,  thickness  from  the  oxide  (in  the  latter  case  I  have  seen  the  pitch 
disappear  slowly  into  the  ground).  But  my  experience  certainly  leads  me 
to  distrust  the  efficiency  of  ordinary  brick  aud  cement  built  purifiers.  Two 
tiers  of  grids  are  more  efficient  per  given  quantity  of  oxide  than  one  tier, 
robably  three  are  more  efficient  than  two.  Certainly  the  gases  have  a 
etter  chance  of  even  distribution,  aud  do  not  tend  so  readily  to  choose 
one  point  of  less  resistance.  Largo  superficies  with  only  one  set  of  grids 
may  be  overdone,  and  become  unmanageable ;  200  superficial  feet  is  as 
large  as  my  experience  shows  to  be  desirable  for  use  at  one  time.  All 
purifiers  should  be  open ;  revivification  in  situ  being  carried  on  by  reversal 
of  draught  through  the  oxide  by  means  of  one  three-way  valve.  It  is 
impossible  to  give  a  standard  size  of  purifier  for  a  given  quantity  of  gas 
liquor.  This  latter  varies  greatly  in  composition,  especially  in  the  per¬ 
centage  of  ammonia  combined  with  sulphur,  bcuause  the  method  of 
scrubbing  varies  in  different  gas-works,  as  well  as  the  composition  of  the 
coal  used.  Again,  the  treatment  of  the  gas  liquor  is  the  principal  factor 
determining  Uie  size  of  the  purifier.  If  the  simple  distillation  method  is 
pursued,  provision  has  to  be  made  for  the  evolution  aud  treatment  of  the 
whole  of  the  sulphuretted  hydrogen  in  the  early  stage  of  the  batch,  instead 
of  its  evolution  being  equally  spread  over  the  time  of  working,  as  in  the 
Coffey-still  arrangement.  In  the  ooustructiou  of  condensing  plant, 
particular  attention  should  be  paid  to  the  point  named  in  the  previous 
year’s  report — viz.,  the  removal  of  condensed  water  from  the  system  at  the 
point  whore  the  gases  are  hottest.  Further  experiment  has  confirmed  the 
figures  there  given,  that,  where  taken  off  at  the  cooler  end,  the  water  may 
carry  away  6  per  cent,  of  the  sulphuretted  hydrogen  in  solution.  This, 
of  oourse,  leads  strongly  to  the  ooudemuatiun  of  the  method  (formerly  in 
use,  but  no  longer  so,  in  two  works  in  this  district)  of  cooling  the 
gases  by  an  internal  spray  of  cold  waU'r,  where  the  water  finds 
Its  way  subsequently  into  the  sewers.  Not  only  will  the  volume 
be  much  larger,  but  every  gallon  will  carry  away  more  (sulphuretted 
hydrogen  than  is  carried  away  under  the  system  first  mentioned.  The 
quantity  removed  in  solution,  indeed,  bears  such  a  considerable  pro¬ 
portion  to  the  whole  that  the  method  can  no  longer  be  classed  under 
the  head  of  ‘the  best  practicable  means'  of  dealing  with  this  noxious 
gas.  If,  however,  the  spray  is  used  in  quantity  only  barely  sufficient 
to  condense  the  whole  of  the  steam  present,  and  the  plant  is  so 
arranged  that  the  products  of  condensation  flow  through  the  apparstns 
in  a  reverse  current  to  that  of  the  hot  gases  issuing  from  Uie  saturator 
— care  being  observed  to  take  off  the  water  of  condensation  and  that 
from  the  spray  at  the  hottest  possible  point,  so  that  they  issue  from 
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the  seal  at  boiling  temperature — the  objection  to  the  internal  use  of 
water  in  the  condensers  is  minimized.  Care  must  be  taken  to  cool  this 
so-called  ‘  devil  water  ’  before  it  runs  into  sewers.  The  peculiar  offen¬ 
sive  and  characteristic  odour  is  due  to  the  presence  of  pyridine,  now  in 
demand  in  Germany  for  addition  to  alcohol  used  for  manufacturing 
purposes,  to  prevent  any  being  drunk  by  the  workmen  employed ; 
‘methylating’  the  alcohol  having  proved  quite  inefficient  tor  the  end. 
Further  oases  have  been  noticed  during  the  year  of  failure  of  oxide  to 
revivify,  and  of  oxidation  to  ferric  and  ferrous  sulphates.  This  latter 
phenomenon  has  shown  itself  almost  exclusively,  I  believe,  in  works 
working  on  the  simple  distillation  method,  to  which  class,  however,  the 
first-named  difficulty  has  not  been  confined. 

Further  extracts  from  the  District  Inspectors’  reports,  as  well  as  from 
the  report  for  Scotland,  are  reserved  till  next  week. 


SERIOUS  ALLEGATIONS  AS  TO  THE  HALIFAX  GAS  COAL 

CONTRACTS. 

The  following  correspondence  has,  we  understand,  passed  between  the 
Town  Clerk  of  Halifax  (Mr.  Keighley  Walton)  and  the  parties  whose  names 
are  given  below,  and  its  publication  was  last  Friday  authorized  by  the  Gas 
Committee  of  the  Corporation  ;  the  Committee  at  the  same  time  deciding 
to  recommend  the  Town  Council  to  take  Counsel’s  opinion  on  the  matter : — 

COBKESPONDENCE  BETWEEN  Mr.  ElLIS  LeVER  AND  THE  ToWN  ClEBK. 

No.  I. — Mr.  Ellis  Lever  to  the  Town  Clerk. 

May  22,  1888. — I  am  in  receipt  of  your  circular  letter  dated  the  19th  inst., 
informing  me  that  my  firm’s  oiler  of  cannel  has  been  declined  by  the  Gas- 
Works  Committee,  which,  with  the  information  in  my  possession,  does  not 
surprise  me.  In  the  interests  of  fair  and  honourable  trading,  as  also  of 
the  ratepayers  and  gas  consumers  of  Halifax,  I  must  ask  you  for  an  appoint¬ 
ment  to  enable  me  to  show  you  how  the  Committee  have  been  dealt  with 
in  the  past. 

No.  2. —  The  Town  Clerk  to  Mr.  Ellis  Lever. 

May  24,  1888. — Absence  from  home  has  prevented  an  earlier  reply  to  your 
letter  of  the  22nd  inst.  I  shall  be  at  the  office  all  next  week,  and  shall  be 
glad  to  see  you  any  time  between  ten  and  five  o’clock. 

[No  further  communication  has  been  received  from  Mr.  Lever,  neither 
has  he  called  to  see  the  Town  Clerk.] 


Correspondence  between  the  Town  Clerk  and  the  Editor  of  the 
“  Pat.l  Mall  Gazette.” 

No.  3. — The  Town  Clerk  to  the  Editor. 

June  22, 1888. — Corrupt  Practices  in  the  Gas  Industry. — I  am  desired  by 
the  Mayor  of  this  borough  to  draw  your  attention  to  an  article  headed  as 
above  in  your  issue  of  the  7th  inst.,  and  which  concludes  with  the  follow¬ 
ing  sentence — viz.,  “  We  should  hear  shortly  of  disclosures  in  Halifax,  if 
the  parties  concerned  dare  to  court  inquiry.”  This  article  has  been  copied 
into  a  local  paper  called  the  Halifax  Times  (a  copy  of  which  is  sent  here¬ 
with).  The  Editor,  in  commenting  on  your  article,  alleges  that  it  is  a  dis¬ 
tinct  charge  of  corruption  against  the  Gas  Committee  of  the  Halifax  Cor¬ 
poration,  or  their  servants,  or  both,  and  they  are  dared  to  court  inquiry  ; 
and  very  properly  ends  by  stating  that  neither  the  Corporation,  nor  Coni- 
mittee,  nor  their  servants,  can  afford  to  remain  silent.  The  allegation  is 
now  a  matter  of  the  greatest  interest  in  the  town,  and  the  general  opinion 
is  that  the  question  should  be  sifted  to  the  bottom.  In  the  first  place,  I 
should  be  glad  to  know  from  you  whether  the  complexion  put  upon  your 
article  is  a  correct  one,  and  if  so  whether  you  will  assist  the  Mayor  to  get 
to  the  bottom  of  the  matter.  The  Corporation  court  the  earliest  and  the 
fullest  inquiry. 

The  following  appeared  in  the  Pall  Mall  Gazette  of  June  7  : — 

CoRKCPT  Practices  in  the  Gas  Industry. — The  existence  of  corruption  in  the 
gas  industry  has  been  sufficiently  demonstrated  by  the  notorious  Salford  case ;  but 
whether  it  is  the  laggard  way  in  which  that  criminal  has  been  treated,  or  that  the 
evil  is  too  deeply  seated,  it  does  not  appear  that  there  has  been  any  change  for 
the  better.  Similar  charges  have  been  brought  against  officials  in  other  towns ; 
but  it  is  left  to  private  individuals  to  run  the  risk  of  actions  for  criminal  libel. 
The  surprising  thing  is  that  the  ratepayers  do  not  make  a  stir  and  demand  an 
inquiry,  for  certainly  a  Royal  Commission  would  disclose  much  grosser  corruption 
than  that  which  is  astonishing  the  public  in  the  case  of  the  Metropolitan  Board 
of  Works.  We  have  just  received  from  Mr.  George  Bray,  of  Leeds,  a  pamphlet 
in  which  he  deals  with  this  evil,  and  in  which  he  expresses  the  opinion  that 
“  corruption  in  the  gas  industry  has  been  largely  fostered  by  the  policy  pursued  by 
the  Council  of  The  Gas  Institute.”  Mr.  Bray’s  fight  with  that  body  has  been  a 
protracted  one,  but  it  is  not  yet  over,  as  the  Council  intend  to  propose,  at  the 
annual  meeting  of  the  Institute  on  June  12,  to  expel  him  unless  he  withdraws  his 
charges  of  malpractices  against  some  of  the  officials  and  Mr.  George  T.  Livesey, 
a  Past-President  of  the  Institute,  and  now  Chairman  of  the  South  Metropolitan 
Gas  Company.  But  why  does  the  Institute  not  insist  upon  an  inquiry  into  the 
charges  brought  against  its  officials  ?  After  the  grave  disclosures  in  other  quar¬ 
ters,  the  Institute  will  not  act  wisely  in  taking  this  method  of  silencing  the  accuser. 
Mr.  Hunter  was  remarkably  virtuous  when  in  the  witness-box ;  but  when  in  the 
dock  he  is  ready  to  make  restitution  to  the  extent,  it  is  understood,  of  £25,000. 
We  should  hear  shortly  of  disclosures  in  Halifax,  if  the  parties  concerned  dare  to 
court  inquiry. 

No.  4. — The  Editor  to  the  Town  Clerk. 

June  23,  1888. — I  beg  to  acknowledge  the  receipt  of  your  letter  of  the 
22nd  inst.,  and  to  say  that  I  do  not  propose  at  present  to  add  anything 
to  the  note  to  which  you  call  my  attention.  At  the  same  time  I  must  ask 
you  not  to  draw  from  this  reply  the  conclusion  that  I  am  prepared  to 
become  responsible  for  constructions  which  other  persons  or  papers  may 
have  placed  on  a  note  published  in  the  Pall  Mall  Gazette. 

No.  5. — The  Town  Clerk  to  the  Editor. 

June  27,  1888. — Your  letter  of  the  23rd,  in  reply  to  mine  of  the  22nd 
inst.,  was  only  received  here  yesterday,  and  is  not  satisfactory.  The 
article  in  your  paper,  headed  “  Corrupt  Practices  in  the  Gas  Industry,” 
first  refers  to  the  notorious  Salford  case,  then  states  that  similar  charges 
have  been  brought  against  officials  in  other  towns,  and  ends  by  stating 
that  we  should  hear  shortly  of  disclosures  in  Halifax,  if  the  parties  con¬ 
cerned  dare  to  court  inquiry.  The  gas-works  in  Halifax  are  the  property 
of  the  Corporation,  and  are  managed  by  them  and  their  officials.  They 
therefore  can  be  the  only  persons  meant  by  the  “  parties  concerned.” 
This  is  the  universal  construction  put  upon  your  words ;  and,  indeed,  it 
seems  to  be  the  only  natural  construction  that  can  be  placed  upon  them. 
The  Corporation,  as  stated  in  my  letter,  accept  the  challenge  made  by 
you  ;  and  not  only  dare,  but  do  court  the  fullest  inquiry.  Your  letter 
seems  to  me  to  repudiate  the  construction  put  upon  the  words  in  the  Pall 
Mall  Gazette  by  the  public  and  the  press,  and  to  shirk  the  responsibility 
attaching  to  the  words  used.  The  Gas  Committee  will  meet  on  Friday 
next;  and  I  shall  be  glad  to  be  informed  whether  your  remarks  had  refer¬ 
ence  to  any  member  of  the  Corporation  or  their  officials  ;  and  it  they  had 
not,  whether  yon  are  willing  to  publish  the  correspondence  in  the  Pall 
Ma,ll  Gazette. 

No.  6. — The  Editor  to  the  Town  Clerk. 

June  28, 1888. — I  beg  to  acknowledge  your  letter  of  the  27th  inst.,  and 
have  only  to  repeat  that  1  do  not  at  present  propose  to  add  anything  to 


the  note  in  question.  I  would  have  no  objection  to  publishing  the 
material  portion  of  the  correspondence,  if  you  so  desire. 

Correspondence  between  Mr.  T.  Fox,  of  the  Silkstone  Coal 
Company,  and  the  Town  Clerk. 

No.  7. — From  Mr.  T.  Fox  to  the  Town  Clerk. 

June  2,  1888. — I  wish  to  know  why  my  firm  were  not  asked  to  send 
sample  trucks  of  gas  coal,  as  resolved  by  the  Committee.  Our  tender  has 
been  declined  without  giving  the  coal  a  trial ;  and  I  am  confident  the 
material  we  ofiered  is  w'orth  far  more  than  some  of  that  you  have  pur¬ 
chased.  It  is  not  in  the  interests  of  the  Corporation  that  the  ratepayers 
should  not  have  the  best  value  for  their  money ;  and  the  Halifax  Corpora¬ 
tion  will  be  well  advised  to  inquire  into  the  charge  I  now  make  before 
putting  their  seal  to  any  contracts.  I  am  informed,  on  very  good  autho¬ 
rity,  that  one  man  has  an  interest,  directly  or  indirectly,  in  many  con¬ 
tracts  with  the  Gas  Department  of  the  Corporation  of  Halifax ;  and  it 
would  be  well  that  this  matter  should  be  sifted  to  the  bottom.  Halifax 
cannot  desire  a  repetition  of  the  Salford  scandal. 

No.  8. — Teleyram  from  the  Town  Clerk  to  Mr.  Fox. 

Council  meet  to-night  to  seal  contracts.  Am  I  to  read  your  letter  to  the 
Council  ? 

No.  9. — Telegram  from  Mr.  Fox  to  the  Town  Clerk. 

Just  received  your  yesterday’s  wire.  See  or  write  to-morrow. 

No.  lO.—From  Mr.  Fox  to  the  Town  Clerk. 

June  8,  1888. — I  regret  that  when  your  telegram  arrived  on  Wednesday 
I  was  in  London  ;  and  as  I  did  not  return  until  late  last  evening  I  was  not 
able  to  reply.  I  shall  be  glad  to  hear  whether  your  Council  have  confirmed 
the  action  of  the  Gas  Committee  with  reference  to  the  gas  contracts,  and, 
on  hearing,  will  communicate  further  with  you. 

No.  11. — The  Town  Clerk  to  Mr.  Fox. 

June  9,  1888. — In  reply  to  your  letter  of  yesterday’s  date,  I  beg  to  state 
that  the  Council  on  Wednesday  last  confirmed  the  minutes  and  proceed¬ 
ings  of  the  Gas-Works  Committee  with  reference  to  the  gas  contracts. 

No.  12. — The  Town  Clerk  to  Mr.  Fox. 

June  18,  1888. — I  have  read  your  letters  to  the  Gas  Committee,  and  am 
instructed  to  state  that  they  are  prepared  to  give  you  every  opportunity  of 
proving  the  charge  referred  to  in  yours  of  the  2ud  inst.,  and  quite  agree 
with  you  that  the  matter  should  be  sifted  to  the  bottom.  I  assure  you 
Halifax  does  not  desire  a  repetition  of  the  Salford  scandal.  In  your  last 
letter,  dated  the  8th  inst.  (now  ten  days  ago),  you  stated  that  you  would 
communicate  further  with  me;  and  I  am  very  much  surprised  that  I  have 
not  heard  from  you  since.  The  matter  has  now  become  one  of  public 
comment ;  and  the  Gas  Committee  are  anxious  that  the  charges  should  be 
inquired  into  without  any  unnecessary  delay,  and  court  the  fullest  and 
earliest  inquiry. 

No.  13. —  The  Town  Clerk  to  Mr.  Fox. 

June  21,  1888. — I  am  greatly  surprised  at  not  receiving  any  reply  to  my 
two  last  letters.  Your  earliest  attention  is  specially  requested. 

No.  14. — Mr.  Fox  to  the  Toivn  Clerk. 

June  23,  1888. — I  am  in  receipt  of  your  two  favours  of  the  18th  and  2l8t 
inst.,  and  have  not  been  able  to  reply  ere  now,  as  I  have  been  laid  up 
with  illness  for  over  a  week.  Before  going  into  details,  please  reply  to  the 
inquiry  contained  in  the  first  paragraph  of  my  letter  dated  the  2nd  inst. 

No.  15. — From  the  Town  Clerk  to  Mr.  Fox. 

June  26,  1888. — In  reply  to  yours  of  the  23rd  inst.,  I  beg  to  state  that 
the  Committee  did  not  resolve  to  ask  you  to  send  a  sample  truck  of  gas 
coal,  as  assumed  in  your  letter  of  the  2nd  inst. 

No.  16. — From  Mr.  Fox  to  the  Town  Clerk. 

June  26,  1888. — Referring  to  your  favours  dated  the  18th  and  21st  inst., 
I  may  further  say  that  as  your  Council  confirmed  the  purchase  of  the 
Gas  Committee,  notwithstanding  my  letter  of  the  2nd  inst,,  I  am  not  now 
disposed  to  furnish  you  with  any  specific  information  unless  I  receive  a 
complete  indemnity  against  all  costa  in  the  event  of  my  charges  being 
proved,  which  they  can  be. 

No.  17. — From  the  Town  Clerk  to  Mr.  Fox. 

June  27,  1888. — Before  I  reply  to  yours  of  yesterday’s  date,  will  you  be 
good  enough  to  state  by  return  whether  the  one  man  referred  to  in  yours 
of  the  2nd  inst.,  as  being  interested  in  contracts  with  the  Gas  Department, 
is  a  member  of  the  Halifax  Town  Council  or  a  servant  of  the  Corporation, 
or  neither  one  nor  the  other.  The  Gas  Committee  meet  on  Friday  fore¬ 
noon  ;  and  I  shall  feel  obliged  by  your  answer  before  then,  as  I  shall  lay 
the  correspondence  before  them  on  that  day. 

No.  18. — From  Mr.  Fox  to  the  Town  Clerk. 

June  28,  1888. — Your  letter  of  the  27th  inst.  to  hand  this  morning.  In 
reply,  I  beg  to  refer  you  to  my  letter  of  the  26th  inst.,  which  I  now  confirm. 
Beyond  this  I  cannot  go ;  and  I  think  you  ought  not  to  ask  more  than 
that.  On  receiving  a  full  indemnity,  I  am  prepared  to  give  you  the  infor¬ 
mation  you  ask. 


West  Hartlepool  Gas  Supply. — The  extension  of  works  which  is  now 
in  progress  at  West  Hartlepool  will,  with  the  winter,  largely  increase  the 
consumption  of  gas.  A  new  shipbuilding  yard  is  commencing;  and  new 
steel-works  will  be  brought  into  operation  this  month.  Other  extensions 
going  on  must  very  soon  largely  increase  the  need  for  illuminants,  as  well 
as  foster  their  use  by  the  larger  population  being  brought  together. 

Fenton  Local  Board  Gas  Supply. — At  the  last  meeting  of  the  Fenton 
Local  Board,  the  Gas  Committee  reported  that  during  the  year  ended 
March  25,  37,781,000  cubic  feet  of  gas  were  manufactured,  which  was  an 
increase  of  2,611,000  cubic  feet  as  compared  with  the  previous  twelve 
months.  'The  gross  receipts  were  £5866  5s.  7d.,  an  increase  of  £532  14s.  8d. ; 
and  the  working  expenses  £3307  9s.  8d.,  or  an  increase  of  £157  Os.  lid. 
The  net  profit  was  £2558  16s.  Id. ;  being  an  increase  of  £375  13s.  9d. 

PoYNTON  Water  Supply. — During  and  since  the  excessive  drought  of 
last  year,  the  village  of  Poynton,  in  common  with  a  great  many  other 
places,  has  been  very  short  of  water,  and  at  present  the  main  supply  from 
springs  in  the  neighbourhood  is  very  nearly  exhausted.  Lord  Vernon, 
however,  has  just  added  a  new  supply,  which  will  place  Poynton  in  a  very 
much  better  position  than  it  has  ever  been  in  before,  and  will  be  a  great 
boon  to  the  inhabitants.  The  main  supply  of  water  is  collected  from 
springs  near  Poynton  Towers  into  a  covered  reservoir,  and  is  distributed 
to  the  village  by  means  of  pipes,  which  in  some  cases  deliver  direct  to  the 
houses,  and  in  others  to  stand-pipes  placed  at  various  points  for  the  con¬ 
venience  of  the  inhabitants.  Lord  Vernon  has  now  sunk  a  well  84  feet  in 
depth  to  the  new  red  sandstone,  about  half  a  mile  from  the  reservoir,  and 
is  arranging  to  pump  the  water,  which  has  been  analyzed  by  Dr.  Voelcker, 
of  London,  and  pronounced  to  be  of  most  excellent  quality,  and  convey 
it  in  pipes  to  the  reservoir,  and  so  supplement  the  present  service.  The 
supply  of  water  from  the  new  red  sandstone  is  practically  inexhaustible ; 
and  therefore  the  inhabitants  of  Poynton  may  be  congratulated  on  being 
relieved  from  a  very  unpleasant  situation.  The  pumping  machinery  is 
worked  by  electricity. 
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THE  PKOPOSED  PURCHASE  OF  THE  EDINBURGH  AND  LEITH 
GAS-WORKS  BY  THE  CORPORATIONS. 

Aokeement  with  the  Edinburgh  and  Leith  Company. 

Last  Friday  night  the  negotiations  between  the  Edinburgh  and  Leith 
Gas  Company  and  the  Edinburgh  and  Leith  Corporations,  for  the  transfer 
of  the  Company’s  undertaking  to  these  Authorities,  were  brought  to  a 
termination  by  the  adoption  of  an  agreement  which  is  regarded  as  satis¬ 
factory  by  both  sides.  After  a  long  period,  in  which  the  subject  was 
handled  in  a  very  apathetic  manner,  active  operations  began  on  the 
26tli  of  May  last,  and  were  kept  up  without  intermission  until  their  happy 
conclusion  at  the  end  of  the  past  week.  A  conference  was  held  in  the 
offices  of  the  Company  on  the  2l8t  ult.,  between  representatives  of  the  two 
bodies,  at  which  a  draft  agreement  was  adopted,  embodying  the  terms 
upon  which  the  concern  was  to  be  taken  over,  provided  that  a  favourable 
report  as  to  the  Company’s  position  was  obtained.  It  was  agreed  that  the 
books  of  the  Company  should  be  examined  by  Mr.  Alfred  Lass,  F.C.A., 
and  that  the  works  and  plant  should  be  inspected  by  Mr.  George  Livesey ; 
that  these  two  gentlemen  should  then  report  jointly  whether  or  not  the 
proposed  bargain  was  lair  and  reasonable  to  both  parties ;  and  that  if  it 
were,  the  agreement  should  at  once  come  in  force,  but  that  if  it  were  not 
the  agreement  should  be  considered  as  never  having  existed — the 
Corporations  being  precluded  from  referring  to  or  founding  upon  it, 
as  well  as  from  putting  either  Mr.  Lass  or  Mr.  Livesey  into  the 
witness-box  to  be  questioned  on  any  information  they  obtained  in  the 
course  of  their  investigations.  On  these  conditions  Mr.  Lass  examined 
the  Company’s  books  in  their  office  on  Monday,  Tuesday,  and  Wednesday 
last  week ;  and  Mr.  Livesey  inspected  the  works  on  Thursday.  Their 
report,  which  was  submitted  on  Thursday  night,  was  to  the  effect 
that,  in  their  opinion,  the  proposed  bargain  was  fair  and  reasonable  to 
both  the  contracting  parties.  On  Friday  the  agreement  was  signed  and 
sealed  ;  and  was  then  made  public.  The  terms  of  the  purchase  are  these  : 
The  Corporations  are  to  acquire  the  whole  undertaking  of  the  Company, 
including  all  propertv  and  assets — heritable  and  moveable,  real  and  per¬ 
sonal — of  whatever  kind ,  and  wheresoever  situated ;  but  there  are  to  be 
excepted  from  the  undertaking  all  cash  in  hand,  including  the  sum  of 
iT2,500  lent  to  the  Leith  Dock  Commission,  L'723  10s.  6d.  invested  in  Edin¬ 
burgh  Water  Annuities,  aud  the  value  of  the  Company’s  property  in 
St.  Andrew’s  Square,  standing  in  the  books  of  the  Company  at  i’8500 — 
together,  i;21,723  lOs.  6d.  The  agreement  proceeds  thus  :  The  Corpora¬ 
tions  shall  pay  to  the  Company  as  the  price  of  the  undertaking  (1)  the 
sum  of  i‘11,000;  (2)  annuities,  as  hereinafter  specified,  to  the  amount  of 
Jk‘14,000  per  annum,  equal  to  9}  per  cent,  on  the  paid-up  share  capital ;  and 
(3)  the  value  of  all  stocks  as  may  be  agreed  on  or  as  shall  be  fixed  by 
arbiters  mutually  chosen  by  the  Corporations  on  the  one  part  and  the 
Company  on  the  other  part,  or  by  an  oversman  named  by  such  arbiters. 
The  date  of  transfer  of  the  undertaking  shall  be  the  1st  day  of  August, 
1883;  aud  the  money  price  shall  be  payable  upon  that  date,  and  the 
annuity  certificates  shall  be  delivered  on  that  date,  or  as  soon  after  as 
may  be.  Until  the  said  let  day  of  August,  1883,  the  Company  shall,  as 
hereinafter  mentioned,  continue  to  carry  on  and  manage  their  undertaking 
at  their  own  discretion  as  heretofore,  and  shall  continue  to  keep  the  works  in 
good  working  order,  and  shall  also  continue  to  keep  proper  accounts.  The 
Company  shall  have  right  to  all  the  revenue  and  profit  derived  from,  or  earned 
by  the  undertaking  to  the  date  of  transfer,  aud  shall  pay  all  the  revenue 
debts  and  liabilities  up  to  such  date.  The  Company  shall  not  be  entitled, 
in  BO  carrying  on  the  undertaking,  to  enter  into  any  contract  extending  for 
a  longer  period  than  one  year  beyond  the  Ist  day  of  August,  1838,  except 
with  the  consent  in  writing  of  the  Corporations,  or,  after  the  constitution 
by  Parliament  of  the  intended  Commission  or  Trust,  with  the  consent  in 
writing  of  the  Commissioners  or  Trustees.  The  Corporations  at  the  date 
of  the  transfer  shall  take  over  and  pay  the  mortgage  or  debenture  debts 
of  the  Company,  amounting  in  all  to  the  sum  of  i.'20,000,  and  the  bank 
loan  debt  of  the  Company,  amounting  to  the  sum  of  £11,700,  in  so  far  as  the 
bank  loan  debt  has  been  applied  to  capital  expenditure.  The  Company 
shall  not,  as  from  the  date  of  this  agreement,  expend  any  sum  or  sums  m 
capital  account  without  the  sanction  in  writing  of  the  Corporations  or  of 
persons  appointed  by  them  to  dispose  of  the  matter,  or,  after  the  constitu¬ 
tion  by  Parliament  of  the  intended  Commission  or  Trust,without  the  consent 
in  writing  of  the  Commissioners  or  Trusteesl;  and  all  sucli  capital  expendi¬ 
ture  so  sanctioned  shall  be  paid  by  the  Corporations  in  addition  to  the  price. 
Provided  always  that  the  Company,  on  payment  to  them  of  any  such 
sums  which  may  be  so  expended  on  capital  account,  shall  be  bound  to 
exhibit  vouchers  or  discharges  or  other  evidence  for  the  same.  The  Cor¬ 
porations  shall,  subject  to  the  previously  obtained  sanction  as  to  capital 
expenditure  provided  for  herein,  pay  aud  fulfil  the  whole  debts  and 
liabililies  of  the  Company  outstanding  at  the  let  day  of  August,  1883,  aud 
shall  free  and  relieve  the  Company  therefrom,  save  aud  except  debts  and 
obligations  undertaken  or  incurred  by  the  Company  on  revenue  account ; 
among  such  debts  aud  liabilities  to  be  paid  ana  fulfilled  by  the  Corpora¬ 
tions  to  be  included  pensions  and  retiring  allowances  to  officers  or  ern- 
ployis  of  the  Company.  Provided  always  that  the  same  pensions 
shall  be  payable  only  during  the  respective  lives  of  such  officers 
or  employit  whose  names  and  the  amount  of  pensions  payable  to  each 
are  communicated  in  writing  by  the  Company  to  the  Corporation 
simultaneously  with  the  execution  of  this  agreement,  and  the  whole 
amount  shall  not  exceed  the  sum  of  £1150  at  the  date  when  such 
pensions  shall  begin  to  be  payable  by  the  Corporations;  and  provided, 
further,  that  it  shall  be  lawful  for  the  Corporations  to  continue  the 
Manager  of  the  Company  in  an  office  similar  to  that  which  he  now  holds, 
or  to  appoint  him  to  such  other  office  as  may  be  mutually  agreed  to,  and 
to  appoint  the  Treasurer  and  Statutory  Clerk  of  the  Company  to  such 
offices  as  the  Commissioners  may  see  fit,  and  that,  while  the  officials  re¬ 
spectively  hold  their  offices,  the  retiring  allowances  provided  for  them 
respectively — amounting  in  all,  conformably  to  the  list,  to  £965 — shall  be 
imputed  towards  the  salaries  attached  to  such  offices  respectively.  Pro¬ 
vided  always  that  so  long  as  the  Commissioners  shall  be  willing  to  employ 
the  said  Manager,  Treasurer,  or  Statutory  Clerk,  or  any  of  them,  in  the 
manner  above  provided,  and  at  salaries  not  less  than  presently  paid  to  any 
such  officials,  the  said  officials  shall  not — in  the  event  of  their  voluntarily 
leaving  the  service  of  the  Commissioners  for  the  purpose  of  entering 
another  service  at  higher  remuneration  in  all  than  the  salaries  they  may 
at  the  time  be  respectively  receiving — be  entitled  to  claim  such  pensions. 

It  is  provided  that  the  annuities  are  to  be  terminable  at  28}  years’  pur¬ 
chase  after  the  lapse  of  20  years,  similarly  to  those  which  are  to  be  paid  to 
the  Edinburgh  Company.  Provision  is  also  made  for  the  insertion  of  clauses 
in  the  Corporations'  Bill  giving  effect  to  the  foregoing  agreement  and  the 
withdrawal  of  the  opposition  of  the  Company  to  the  Bill. 

The  total  annual  charge  against  the  Corporations  will  be  £18,809,  under 
the  agreement,  made  up  as  follows: — £14,000  annuities;  interest  upon 
£11,000  of  cash  to  be  paid  to  the  Company;  on  £31,700  of  mortgage  and 
loan  debt ;  on  £20,000  to  pay  for  stocks  and  stores,  assuming  that  the  Cor¬ 
porations  will  be  able  to  borrow  at  3}  per  cent. ;  1  percent,  of  sinking  fund 
on  money  borrowed,  £620 ;  and  }  per  cent,  upon  the  capitalized  value  of 
the  annuities,  £1995.  The  profits  earned  by  the  Leith  Company  for  1887 
were  £23,300 ;  for  1883,  about  £27,000. 


Following  upon  the  agreement,  representatives  of  the  Corporations  and 
of  the  Gas  Company  left  Edinburgh  on  Saturday  morning  for  London,  to 
adjust  the  necessary  clauses,  so  as  to  be  ready  for  the  hi-aring  of  the  Cor¬ 
porations’  Bill  before  the  House  of  Commons  Committee,  which  was  origi¬ 
nally  fixed  for  to-morrow,  but  now  stands  in  the  paper  for  Thursday. 


BIRMINGII.\M  CORPORATION  GAS  SUPPLY. 

Report  by  the  Gas  Committee. 

At  the  Meeting  of  the  Birmingham  'I'own  Council  to-day,  the  Gas  Com¬ 
mittee  will  present  a  re|)ort  on  the  progress  of  the  gas  undertaking  of  the 
Corporation.  The  following  is  an  abstract  of  the  document : — 

The  report  opens  with  a  reference  to  the  death  of  Alderman  Hart,  and 
to  the  appointment  of  Mr.  Bishop  as  his  successor  in  the  chairniauship  of 
the  Committee.  A  resolution  was  passed  recording  their  sorrow  at  his 
loss,  their  sympathy  with  his  family  in  their  bereavement,  aud  their  sense 
of  the  ability  and  zeal  which  he  had  devoted  to  the  work  of  the  Gas 
Department.  Another  personal  matter  mentioned  in  the  ryiort  is  the 
resignation  of  Mr.  J.  Haynes  of  his  appointment  as  P’ittiiigs  Superinten¬ 
dent,  in  order  to  take  a  similar  position  in  the  Liverpool  Gas-I'ittingi  Com¬ 
pany,  Limited  ;  aud  the  selection  of  Mr.  S.  R.  Barrett  to  succeed  him. 

The  Committee  have  informed  the  gas  consumers  within  the  Quiutoii 
district  that  the  additional  charge  of  6d.  per  1000  cubic  feet  for  gas  sup¬ 
plied  to  them  has  been  withdrawn,  as  from  the  March  reading  of  the 
meters.  'The  question  of  the  right  of  the  Corporation  to  continue  this 
charge,  which  amounts  only  to  a  small  sum  per  aiiiiuin,  came  under  con¬ 
sideration  on  an  application  from  a  resident  in  the  district  for  a  supply 
of  gas.  The  Town  Clerk  has  advised  that  a  new  consumer  is  entitled, 
under  the  Corporation  (Consolidation)  Act,  to  a  supply  at  the  price 
charged  in  the  remainder  of  the  area,  and  is  not  bound  by  the  agreement 
made  with  the  consumers  when  the  mains  were  extended  to  this  district. 
The  Committee  have  therefore  thought  it  desirable,  although  the  consump¬ 
tion  in  the  district  has  not  reached  the  quantity  at  which  the  agreement 
rovided  that  the  additional  charge  should  terminate,  to  abolish  this 
istinctive  charge. 

The  Committee  have  been  in  correspondence  with  the  Bilston  Gas  Com¬ 
pany  as  to  the  supply  by  that  Company  of  a  small  portion  of  the  district 
of  Moxley,  in  the  parish  of  Darlaston,  within  the  Corporation  area.  They 
have  ascertained  tliat  the  Company  claim  that  this  supply  forms  a  portion 
of  the  sale  to  them  by  the  Birmingham  and  Staffordshire  Gas  Company 
of  the  supply  in  Bilston.  The  Company  are,  however,  unable  to  produce 
the  agreement  under  which  the  sale  is  claimed  to  have  been  made;  and  a 
reference  to  the  minutes  of  the  Staffordshire  Gas  Company,  recording  the 
transfer  of  the  Bilston  supply,  does  not  support  the  claim.  The  Town 
Clerk  having  advised  that  the  rights  of  consumers  in  the  respective  areas 
of  supply  as  defined  by  the  Acts  of  Parliament  cannot  be  set  aside  by  an 
agreement,  the  Committee  have  informed  the  Company  that  they  will 
comply  with  the  requirements  of  the  Corporation  Act,  which  includes  the 
whole  of  the  parish  of  Darlaston,  and  will,  on  the  application  of  the  con¬ 
sumers  in  the  area  in  dispute,  supply  them  with  gas. 

A  memorial  has  been  received  from  the  workmen  at  the  'Windsor  Street 
station  other  than  those  employed  in  carbonization,  asking  for  a  holiday 
or  holidays  similar  to  those  given  to  the  workmen  in  other  departments  of 
the  Corporation.  The  Committee  not  having  complete  information  as  to 
the  practice  in  other  departments,  aud  being  reluctant  to  take  any  action 
which  might  affect  those  departments,  recommend  that  the  memorial  be 
referred  to  the  General  Purposes  Committee  for  the  purpose  of  obtaining 
information  as  to  the  practice  followed  in  the  other  departments  as 
regards  Bank  Holidays,  and  of  determining  the  principle  to  be  observed 
in  this  respect  throughout  the  Corporation  as  regards  the  staff  paid 
by  salaries  or  fixed  wages  and  the  men  paid  by  time.  A  memorial 
has  also  been  received  by  the  Committee  from  the  workmen  employed  in 
carbonization  at  the  various  works  of  the  department,  asking  for  “  one 
week’s  holiday  during  the  summer  months  of  each  year,  under  the  same 
conditions  as  the  employes  and  officials  under  the  Corporation  generally.” 
The  Committee  recommend  that  this  memorial  should  also  be  referred  to 
the  General  Purposes  Committee,  on  the  ground  that  the  Gas  Committee 
cannot  deal  with  the  prayer  of  the  memorialists  in  any  direction  without 
affecting  the  position  of  other  Committees,  especially  having  regard  to  the 
recent  vote  of  the  Council  on  the  subject. 

The  Local  Authorities  of  Aston  and  Balsall  Heath  having  undertaken 
to  light  and  extinguish  lamps  in  courts  without  charge,  the  charge  for  gas 
to  such  lamps  in  these  districts  has  been  reduced  to  Is.  Id.  per  1000  cubic 
feet ;  and  an  arrangement  has  been  made  with  these  Authorities  that  they 
shall  undertake  the  maintenance  of  such  lamps  on  the  usual  terms. 

The  Chesterton  Coal  and  Iron  Company,  Limited,  having  failed  to  con¬ 
tinue  deliveries  of  coal  to  the  Adderley  Street  works  under  their  contract, 
and  having  since  gone  into  liquidation,  coal  has  been  purchased  against 
the  Company  under  its  unexpired  contracts,  to  June  30,  1889,  both  for  the 
Adderley  Street  and  Windsor  Street  works ;  and  the  amount  of  the  loss 
on  these  repurchases  has  been  deducted  from  the  amount  owing  by  the 
Corporation  to  the  Company. 

A  contract  has  been  made  with  Messrs.  L.  Demnth  and  Co.  for  the  sale 
to  them  of  the  whole  of  the  tar  produced  at  the  works  of  the  Corporation 
from  the  Ist  inst.  The  contract  is  for  ten  years  ;  but  it  is  terminable,  in 
the  event  of  dispute  arising  out  of  the  periodical  revision  of  prices  for 
which  it  provides.  Under  this  contract  there  will  be  a  coiiHiderable  in¬ 
crease  in  the  income  derived  from  this  residual  during  the  coming  year. 

Having  regard  to  the  scarcity  of  coke  in  this  district  in  the  present 
summer  mouths,  and  to  the  higher  prices  offered  fur  it  by  large  buyers 
under  contract,  the  Committee  advanced  the  prices  for  all  contraeu  from 
March  31,  and  for  the  retail  trade  from  the  14th  of  Mi^.  The  quantity 
of  coke  in  stock  on  June  21  was  763  tons,  as  against  19,124  tons  at  the 
corresponding  period  of  last  year. 

The  quantity  of  gas  sold  in  the  quarter  ended  March  31  last  was 
1,185,884,800  cubic  feet,  as  against  1,144,240,000  cubic  feet  in  the  oorre- 
spoiiding  qua  ter  of  1887;  being  an  increase  of  41,644,800  cubic  feet,  or 
nearly  3}  per  cent.  There  were  52  official  U'sts  of  the  illuminating  power 
of  the  gas  made  during  the  quarter  ended  March  31 ;  the  highest  being 
17'89  candles,  the  lowest  16'97  candles,  aud  the  average  17  35  candles,  or 
2'35  candles  in  excess  of  the  parliamentary  standard. 


■Visit  or  the  Manchester  Corporation  to  the  Tiiirlmehk  Works. — 
Last  Thursday  the  members  of  the  Manohest4‘r  Corporation  visited  the 
works  now  being  carried  out  in  the  Lake  district  for  the  conveyance  of 
the  Thirlmere  water  to  Manchester.  The  nrisinnt  area  of  the  lake  is  3:281 
acres.  If  it  is  raised  50  feet,  as  Hanotioneduy  rarliameiit,  the  an>a  will  be 
increased  to  793  acres,  and  the  capacity  to  8,130.686,693  gallons.  It  is, 
however,  in  contemplation  at  present  to  raise  the  level  only  .10  feet.  In 
the  pipe-laving  there  are  13J  miles  of  tunnelling,  37  mile  ■  of  ent-and-oovrr, 
and  44  miles  of  syphon  pipes;  the  total  length  from  Thirlmere  to  I’rest- 
wich  being  96J  miles.  The  part^  stayed  for  the  night  at  Grasmere,  and  on 
Friday  completed  their  inspection  of  the  works;  returning  to  Manchester 
from  kendal 
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IMPORTANT  SALES  OF  GAS  SHARES. 

At  the  Mart,  Tokeuhouse  Yard,  last  Friday,  Messrs.  Thurgood  and 
Martin  offered  for  sale  (by  order  of  the  Royal  College  of  Surgeons  of 
England),  £24,780  of  stock,  producing  dividends  at  the  rates  of  10,  7,  and 
6  per  cent,  per  annum,  and  new  375  £6  (fully  paid)  shares,  earning  a 
dividend  of  7  per  cent.,  in  the  Crystal  Palace  District  Gas  Company.  As 
notified  in  the  Journal  last  week,  under  the  will  of  the  late  Sir  Erasmus 
Wilson,  the  bulk  of  his  property  has  passed  to  the  Royal  College  of 
Surgeons,  including  his  holding  in  this  Company,  of  which  for  many 
years  he  was  Chairman.  The  auctioneer  (Mr.  Howard  Martin),  in  the 
course  of  a  few  preliminary  remarks,  said  he  had  been  told  that  they  had 
taken  a  bold  step  in  offering  so  large  a  quantity  of  this  stock  and  shares 
in  the  Crystal  Palace  Gas  Company  at  one  time;  but  he  had  so  much 
confidence  in  the  Company  that  he  did  not  think  this  would  make  any 
difference  in  the  price.  He  then  remarked  upon  the  prosperity  and 
prudent  management  of  the  concern  during  past  years;  and  quoted 
some  statistics  from  the  speech  of  the  Chairman  at  the  last  half-yearly 
meeting  to  show  the  progress  made  during  the  past  ten  years.  The  whole 
of  the  stock  and  shares  were  sold  cum  div.  The  first  lots  consisted  of  £6325 
of  10  per  cent,  ordinary  stock,  disposed  of  as  follows : — £500  sold  at  £213  per 
cent. ;  £500,  at  £211 ;  £1000,  at  £209  ;  £500,  at  £208 ;  £2500,  at  £207  10s. ; 
and  £1325,  at  £207.  The  second  parcel  comprised  £13,585  of  7  per  cent, 
ordinary  stock,  which  fetched  the  following  prices  ; — £5000,  £154  10s.  per 
cent. ;  £1500,  £154 ;  £1000,  £151 ;  £500,  £148 ;  £1000,  £147 ;  £1000, 
£146  10s. ;  £3585,  £146.  The  final  portion  of  stock  was  £4870  of  6  per  cent, 
preference  stock  ;  and  it  sold  as  follows  : — £120  at  £126  per  cent. ;  £2750 
at  £125  10s. ;  £750  at  £125  ;  and  £1250  at  £123  10s.  The  375  £6  new  fully 
paid  ordinary  shares  were  all  readily  disposed  of  at  the  uniform  price  of 
£8  17s.  6d.  per  share. 

On  Tuesday  last,  Messrs.  Baxter,  Payne,  and  Lepper,  sold  the  following 
gas  shares,  at  the  Mart,  Tokenhouse  Yard  Fifteen  £10  fully  paid-up 
shares  in  the  Crays  Gas  Company,  now  paying  10  per  cent.,  at  £18  15s. 
per  share ;  and  20  similar  shares,  at  £18  5s.  Forty  £10  new  ordinary 
shares  in  the  Croydon  Commercial  Gas  and  Coke  Company  realized 
£20  15s.  each  ;  70  similar  shares,  £20  17s.  6d. ;  and  10,  £20  18s.  A  parcel 
of  25  £5  shares  in  the  same  Company  produced  £11  each  ;  and  £300  of  the 
ordinary  “  B  ”  stock  in  the  South  Metropolitan  Gas  Company,  £720. 


BUXTON  LOCAL  BOARD  GAS  SUPPLY. 

The  Gas  Engineer  of  the  Buxton  Local  Board  (Mr.  George  Smedley) 
has  presented  to  the  Gas  Committee  the  following  report  on  the  gas 
jjroduction  during  the  year  ending  the  25th  of  March  last : — The  gas  pro¬ 
duced  during  the  year  was  45,303,100  cubic  feet,  and  the  quantity  distri¬ 
buted  43,283,300  cubic  feet,  composed  as  follows: — Consumers’  meters, 
40,516,700  feet;  public  lamps,  3,211,100  feet;  works,  offices,  clock,  &c., 
1,036,000  feet — making  the  gas  not  accounted  for  2,019,800  cubic  feet,  or  at 
the  rate  of  4'458  per  cent.  The  coal  carbonized  was  2406  tons  18  cwt. ;  the 
cannel,  1905  tons  3cwt. — total,  4312  tons  1  cwt.  The  average  production 
was  10,506  cubic  feet  per  ton  ;  and  the  gas  distributed,  10,151  cubic  feet. 
The  amount  booked  in  the  rental  is  £6454  6s.  4d. ;  estimated  for  public 
lamps,  £479  12s.  lid.— total,  £6933  19s.  3d.  This  makes  the  average  return 
per  ton  of  coal  £1  12s.  IJd.  The  average  illuminating  power  of  the  gas 
was  20 ’33  candles.  The  cost  of  gas  into  the  holders,  after  deducting  the 
value  of  the  residuals,  was  10 '2088.  per  1000  cubic  feet.  The  increase  in 
the  quantity  of  gas  produced  in  the  year,  as  compared  with  the  year  1886-7, 
was  680,500  cubic  feet;  in  that  distributed,  2,029,000  cubic  feet ;  and  in  the 
cash,  £226  5s.  The  net  cost  into  the  holders  was  2’409d.  per  lOOO  feet  less 
than  in  the  year  1886-7.  The  coal  cost  £2481  3s. ;  being  £33  8s.  5d.  below 
1887.  There  were  106  meters  fixed  and  90  removed  during  the  year;  being 
an  increase  of  16.  The  wages  paid  amounted  to  £1343  19s.  lid.,  which  is 
£51  168.  9d.  less  than  in  the  preceding  year,  and  averages  7' 188d.  per  1000 
cubic  feet,  including  production,  distribution,  repairs,  fittings,  &o. 


THE  GAS  SUPPLY  OF  BIRKENSHAW  AND  GOMERSAL. 

Rival  Gas  Companies  and  their  Districts. 

The  following  article,  dealing  with  the  position  of  the  gas  supply  of 
Birkenshaw  and  Gomersal,  recently  appeared  in  the  Bradford  Observer  : — 

P'or  many  years  the  majority  of  people  at  Birkenshaw  and  Gomersal — 
more  especially  at  the  former  place— have  been  dissatisfied  with  the 
charges  made  by  the  Gomersal  Gas  Company,  and  now  it  is  probable  that 
they  will  agitate  for  a  considerable  reduction.  Seven  or  eight  years  ago  a 
similar  agitation  took  place  ;  the  price  then  charged  by  the  Company 
being  5s.  5d.  per  1000  cubic  feet.  Many  of  the  consumers  in  both  places 
cut  off  the  supply,  and  for  one  or  two  seasons  the  Birkenshaw  Local  Board 
declined  to  light  the  public  lamps.  The  agitation  was  successful ;  the 
price  being  reduced  to  48.  2d.  per  1000  cubic  feet,  with  5d.  discount  to 
ordinary  consumers  and  an  extra  3d.  to  the  large  consumers,  while  to  the 
public  lamps  the  price  was  fixed  at  Bs.  6d.  net.  This  being  as  great  a  re¬ 
duction  as  could  be  obtained  at  the  time,  most  of  the  ratepayers  again 
commenced  using  the  gas;  but  a  considerable  number  who  then  cut  off 
their  supply  never  resumed  it.  The  Gomersal  Company’s  Act  fixes  its 
area  of  supply  as  Gomersal,  Birkenshaw,  and  Hunsworth,  with  the  exception 
of  the  hamlet  of  East  Bierley  and  Toftshaw,  which  are  included  in  the 
area  of  the  Diighlington  and  Gildersome  Gas  Company.  As  there  are  no 
boundaries  of  the  hamlet  of  East  Bierley  defined,  it  has  always  been  a 
disputed  point  between  the  two  Companies  as  to  where  the  rights  of  the 
one  end  and  the  rights  of  the  other  begin.  When  the  Drighliugton  Com¬ 
pany  attempted  a  short  time  ago  to  get  an  Act  to  prevent  Mr.  Matthew 
Hillas  from  supplying  gas  in  their  district  at  Dudley  Hill,  they  also  sought 
to  obtain  a  definition  on  this  point ;  but  as  Gomersal  had  established 
themselves  in  part  of  the  disputed  district,  to  which  they  were  supplying 
largely,  the  latter  offered  opposition  to  the  Bill,  which,  as  is  generally 
known,  was  thrown  out.  To  compete  with  Mr.  Hillas,  therefore,  the 
Drighlington  Company  reduced  their  price  to  2s.  6d.  per  1000  cubic  feet, 
with  the  same  discounts  as  before.  They  state  that  in  consequence  of 
this  they  cannot  make  the  gas  so  profitably  as  they  previously  did  with  a 
much  greater  consumption.  Looking  for  opportunities  for  increasing  the 
sale  of  their  gas,  one  of  their  officers  intimated  to  the  collector  of  the 
Birkenshaw  Board  that  the  Company  would  supply  the  public  lamps  in 
the  Birkenshaw  district  at  2s.  fid.  per  1000  cubic  feet.  This  offer  was  re¬ 
ported  to  the  Gas  Committee,  who  instructed  the  collector  to  make  further 
inquiries.  That  officer  accordingly  went  to  Drighlington;  and  there  the 
offer  was  again  verbally  given,  provided  that  the  Board  would  take  the  gas 
for  not  less  than  seven  years.  It  was  then  stated  that  the  Company  had 
received  notice  to  supply  Messrs.  Oddy,  of  the  Moorside  Mills— a  firm  in 
the  disputed  district — which  Gomersal  had  previously  supplied ;  but  this 
having  come  to  the  knowledge  of  the  Gomersal  Company,  they  took 
such  measures  as  will  lead  to  a  continuance  of  their  supply  there. 

A  few  days  later  the  Gomersal  Company  issued  notices  as  to  in¬ 
creased  discounts,  under  which  the  household  consumer  will  pay 
3s.  6d.  per  1000  net,  against  3s.  9d.  previously ;  while  much  greater  dis¬ 
counts  were  offered  to  the  large  consumers — the  net  price  to  these  i 
graduating  from  3a.  down  to  28.  3d.  This  notice,  however,  was  not  satis-  | 


factory  to  many  of  the  Birkenshaw  consumers  ;  and  various  preliminaries 
were  agreed  upon  with  regard  to  getting  up  an  agitation  for  the  benefit  of 
the  household  consumers,  who,  it  was  considered,  had  been  practically 
ignored  in  the  reduction,  while  in  the  case  of  the  large  consumers  the  re¬ 
ductions  were  tangible.  A  town’s  meeting  was  on  the  point  of  being 
called  ;  but  it  was  decided  to  delay  the  matter  until  the  Board  had  con¬ 
sidered  the  offer  of  the  Drighliugton  Company.  This  the  Board  did ;  and  it 
was  decided  to  send  a  deputation  to  each  Company.  There  the  matter 
rests  at  present,  as  no  steps  will  be  taken  until  the  result  of  the  efforts 
of  the  Board  is  made  known.  The  feeling  on  the  matter  is  so  strong  in 
Birkenshaw  that  nothing  but  a  substantial  reduction  will  be  accepted  ;  the 
opinions  of  the  Local  Board  are  quite  as  strong.  Unless  such  a  reduction 
is  made,  they  will  either  refuse  to  light  the  lamps  or  take  the  Drighlington 
gas,  as  it  is  within  their  power  to  do.  The  Drighlington  Company  state 
that  it  would  not  pay  them  to  take  the  public  lamps  alone  in  Birkenshaw 
but  they  think  that  if  the  Gomersal  Company  do  not  reduce  the  price,  some 
person  in  Birkenshaw  will  take  a  similar  course  to  that  pursued  by  Mr. 
Hillas  at  Dudley  Hill.  They  say  that  they  would  have  no  option,  as  the 
Bradford  Corporation  pleaded,  but  to  supply  to  such  person  as  much  gas 
as  he  wished  if  he  only  placed  a  meter  in  their  district.  They  would  not 
consent,  however,  to  the  Birkenshaw  people  only  using  them  to  “  force  the 
hand”  of  Gomersal,  and  then  dropping  them,  but  state  that  if  they  are 
called  upon  to  supply  Birkenshaw,  they  must  have  an  agreement  for 
seven  years,  or  some  such  term.  Should  Birkenshaw  decide  to  take  this 
course,  there  are  two  points  where  the  Drighlington  mains  approach  the 
boundary  of  the  district — viz.,  at  the  station  and  at  the  Mirfield 
Institute,  Westgate  Hill ;  and  the  mains  to  Westgate  Hill  will  be  greatly 
enlarged  so  as  to  send  the  supply  into  Birkenshaw  by  way  of  the  Bradford 
Road.  In  Gomersal  the  feeling  of  the  people  is  not  so  openly  developed 
as  at  Birkenshaw,  partly  because  they  have  no  chance  of  getting  a  cheaper 
supply,  even  indirectly,  as  at  Birkenshaw,  and  partly  because  of  interest 
in  the  Gas  Company.  But  should  an  agitation  be  commenced  at  Birken¬ 
shaw,  there  are  many  who  took  part  in  the  previous  agitation  who  will 
be  ready  to  join  with  Birkenshaw  again.  A  proposal  to  light  the  streets 
of  Gomersal  is  in  abeyance,  because  the  few  members  of  the  Board  who 
are  not  interested  in  the  Gas  Company  will  not  consent  to  pay  3s.  6d.  per 
1000  cubic  feet — the  price  stipulated  by  the  Company  on  being  approached 
on  the  subject  at  the  end  of  1887  and  again  a  month  ago.  The  Company 
consider  they  are  most  unjustly  abused  for  what  the  people  consider  the 
“  high  charges,”  because  there  are  several  things  which  prevent  them 
from  making  gas  as  cheaply  as  other  companies.  They  possess  a  very 
extended  area,  which  they  are  compelled  to  supply;  but  considering  how 
large  their  district  is,  the  consumption  is  exceedingly  limited.  For  a 
number  of  years  the  full  dividends  allowed  by  their  Act  have  not  been 
paid ;  and  what  is  required  before  they  can  profitably  reduce  the  prices  of 
the  gas  is  a  greatly  increased  consumption.  They  have  collated  a  list  of 
the  charges  made  by  other  companies  in  Yorkshire;  and  with  this  as  a 
basis,  they  state  tliat  very  few  are  lower  in  price  than  themselves,  when 
the  amount  of  consumption  and  attendant  expense  are  taken  into  consi¬ 
deration.  The  action  taken  by  the  Drighlington  Company  is  regarded  as 
one  prompted  by  revenge  for  the  part  taken  by  Gomersal  in  opposing 
their  recent  Bill ;  and  as  the  failure  of  Drighlington  gave  the  death-blow 
to  the  notion  that  a  gas  company  had  a  right  to  the  monopoly  of  the 
supply  in  any  prescribed  district,  the  feeling  seems  to  be  general  among 
the  shareholders  of  the  Gomersal  Company  that  if  Drighlington  is  deter¬ 
mined  to  fight  them,  they  will  have  no  option  but  to  fight  also,  and 
reduce  their  prices,  even  if  by  doing  so  they  preclude  the  possibility  of 
as  good  dividends  as  before.  The  position  of  affairs  between  the  two 
Companies  is  very  peculiar ;  and  the  Birkenshaw  people  are  fully  alive 
to  the  advisability  of  taking  advantage  of  the  state  of  things. 

WILTON  CORPORATION  GAS  SUPPLY. 

^  Repairs  and  Extensions  at  the  Gas-Works. 

At  the  last  Meeting  of  the  Wilton  Town  Council — the  Mayor  (Aider- 
man  W.  V.  Moore)  presiding — the  subject  of  the  condition  of  the  gas-works 
of  the  Corporation  was  under  consideration. 

The  Town  Clerk  (Mr.  King)  stated  that  at  the  previous  meeting  of  the 
Council,  it  was  decided  that  the  consideration  of  the  repairs  to  the  gas¬ 
works  should  be  left  to  a  Committee,  and  that  they  should  report.  The 
Committee  met  on  the  11th  of  June,  and,  by  request,  Mr.  Norton  H.  Hum- 
phrys.  Assoc.  M.  Inst.  C.E.,  gas  engineer,  of  Salisbury,  was  present,  and 
joined  them  in  an  inspection  of  the  works.  He  had  submitted  a  report 
to  the  Committee  as  a  result  of  his  examination  of  the  present  condition 
of  the  undertaking,  and  the  probable  cost  of  carrying  out  the  necessary 
repairs  to  put  the  works  in  a  thoroughly  efficient  state ;  and  this  report 
was  now  placed  before  the  Council.  In  it  Mr.  Humphrys  stated  that 
the  whole  of  the  apparatus,  with  the  exception  of  the  holder,  was  in  a 
very  dilapidated  state  and  completely  worn  out.  Having  enumerated  the 
kind  of  works  necessary  to  be  carried  out,  Mr.  Humphrys  remarked  that, 
the  Corporation  having  acquired  an  undertaking  the  plant  of  which  was 
to  a  great  extent  useless  and  worn  out,  the  future  prosperity  and  stability 
would  be  greatly  promoted  by  their  action  at  the  present  crisis.  Bold¬ 
ness  and  energy  would  place  them  in  a  sound  position  ;  but  any  attempt 
in  the  way  of  patching  would  only  result  in  annoyance,  trouble,  and  loss. 
A  permanent  addition  to  their  existing  large  capital  would  be  a  perpetual 
hindrance  to  progress ;  therefore  he  strongly  recommended  that  the 
balance  required  to  make  up,  with  the  moneys  they  had  in  hand,  the 
sum  needed  to  carry  out  the  work,  should  be  raised  by  a  temporary  loan. 
It  would  be  readily  taken  up  at  low  interest,  and  the  new  plant  would 
admit  of  such  economy  in  working  expenses  that  it  could  be  easily 
liquidated,  and  in  a  few  years’  time  leave  their  undertaking  in  a  sound 
condition,  and  themselves  in  a  position  to  supply  good  gas  at  about  4s.  2d. 
per  1000  cubic  feet.  The  work,  he  urged,  should  be  proceeded  with  at  once, 
as  a  great  part  of  it  ought  to  be  completed  before  Michaelmas. 

Mr.  Carse  said  the  Council  all  knew  that  something  would  have  to  be 
done  soon.  When  the  Corporation  took  over  the  gas-works  they  knew 
they  would  have  to  spend  about  £1500  upon-  them.  He  thought  the  only 
thing  they  could  do  then  was  to  adopt  the  report,  so  that  Mr.  Humphrys 
could  proceed  to  prepare  plans ;  after  which  the  Council  could  ask  Messrs. 
E.  Cockey  and  Sons,  Limited,  of  Frome,  to  tender  for  carrying  out  the 
work.  It  was  necessary  that  something  should  be  done  quickly,  or  they 
would  be  without  gas  in  the  coming  winter.  He  moved  a  resolution  in 
accordance  with  his  suggestion. 

Mr.  Holdsworth,  in  seconding  the  proposition,  said  he  thought  the 
report  ought  to  be  adopted,  and  that  Mr.  Humphrys  should  be  requested 
to  get  out  plans  as  soon  as  possible.  This  would  not  bind  the  Council  in 
any  way  to  the  expenditure  of  a  large  sum  forthwith ;  but  would  enable 
them  to  ascertain  all  they  desired  to  know  before  doing  so. 

Mr.  Yates  moved  an  amendment  that  the  report  be  further  considered 
at  a  special  meeting  of  the  Council  to  be  at  once  convened, 

Mr.  Thresher  seconded  this  proposition. 

After  some  conversation,  the  matter  was  put  to  the  vote,  when  the 
amendment  received  the  support  of  the  mover  and  seconder  only.  The 
original  proposition  was  then  carried. 
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BLACKPOOL  CORPORATION  GAS  SUPPLY. 

New  Condensing  Plant. 

The  new  condenser  which  has  been  erected  at  the  Blackpool  Corpora¬ 
tion  Gas-Works  by  Messrs.  R.  Dempster  and  Sons,  of  Elland,  from  the 
desij^ns  and  under  the  supervision  of  the  Corporation  Gas  EiiRineer  (Mr. 
John  Chew)  was  recently  started  by  the  Chairman  of  the  Gas  Committee 
(Alderman  Hall),  in  the  presence  of  a  full  gathering  of  the  Committee — 
Mr.  J.  Chew  and  Mr.  W.  Chew  (the  Assistant  Manager)  being  in  attend¬ 
ance.  The  condenser  is  of  the  annular  type,  and  consists  of  two  rows  of 
pipes,  20  feet  high  and  3  feet  in  diameter,  placed  ten  in  each  row.  They 
stand  on  an  open  stone  plinth,  having  cast-iron  moulded  bases  ;  the  tops 
being  finished  with  a  cast-iron  cornice,  and  surmounted  with  ornamental 
balustrade,  which,  while  giving  a  finished  appearance,  serves  as  a  guard 
in  high  winds.  After  the  condenser  had  been  started,  the  company 
adjourned  to  the  Committee-room,  where  refreshments  were  served.  In 
the  course  of  a  few  remarks  made  by  the  Chairman  on  the  occasion,  he 
gave  a  retrospect  of  the  progress  of  the  gas  undertaking  from  the  time 
when  the  gas  was  7s.  6d.  per  1000  cubic  feet  and  rates  to  the  extent  of  6d. 
and  7d.  in  the  pound  were  levied  towards  making  good  the  deficiency  on 
the  works.  Reverting  to  the  time  since  the  erection  of  the  old  condensers 
in  1875,  when  the  price  was  5b.  per  1000  feet,  to  the  present,  when  it  is 
2b.  6d.  per  1000  feet,  he  said  that  during  this  period  of  13  years  the  amount 
of  profit  earned  towards  the  relief  of  the  rates  in  Blackpool  was  £43,500— 
a  sum  which,  had  it  been  employed  otherwise,  would  nearly  have  extin¬ 
guished  the  cost  of  the  gas-works.  The  question  whether  some  steps 
should  not  be  taken  in  future  to  more  quickly  pay  off  the  debt  instead  of 
extending  it,  he  thought  was  well  worthy  their  consideration  (a  sentiment 
which  was  re-echoed  all  round  the  room).  The  progress  of  the  works  had 
been  remarkable.  In  1875  the  annual  output  was  30  million  cubic  feet ; 
while  last  year  it  was  120  millions.  The  preparation  of  buildings  and 
appliances  for  making  and  distributing  this  rapidly  increasing  bulk  of  gas 
for  consumption  was  a  great  strain  upon  their  officials,  who  he  was  glad  to 
say  had  been  able  to  meet  it,  at  the  same  time  keeping  the  capital  account 
er  1000  cubic  feet  of  gas  made  as  low  as  any  m  the  country.  Speeches 
y  the  other  members  followed,  and  the  proceedings  terminated. 


THE  FLEETWOOD  IMPROVEMENT  COMMISSIONERS 
AND  THE  GAS-WORKS. 

At  the  last  Meeting  of  the  Fleetwood  Improvement  Commissioners, 
the  Chairman  (Mr.  T.  Seed),  in  accordance  with  previous  notice,  moved 
— “  That  the  Commissioners  consider  the  purchase  of  the  gas-works.  ” 
He  said  he  had  consulted  several  members  of  the  Board  on  this  matter, 
and  some  of  the  most  influential  men  in  the  town,  and  they  approved  of 
it.  He  thought  the  time  had  arrived  for  the  Commissioners  to  enter 
into  negotiations  with  the  Gas  Company.  He  was  on  the  Committee 
which  last  approached  the  Directors  to  ask  for  a  reduction  in  the  price 
of  gas;  and  though  they  said  that  nothing  would  give  them  greater 
leasure  than  to  lower  the  price,  no  concession  had  yet  been  made.  He 
id  not  wish  to  say  anything  to  disturb  the  good  relations  existing 
between  the  Company  and  the  Commissioners  ;  but  he  thought  the  Direc¬ 
tors  should  be  waited  upon  with  the  object  of  transferring  the  gas-works 
to  the  local  authority.  It  was  essential  that  the  town — in  fact  all  towns 
_ should  own  both  gas  and  water  works  ;  and  he  would  like  the  Commis¬ 
sioners  to  agree  on  this  business,  and  appoint  a  Committee  to  enter  into 
negotiations,  but  not  to  conclude  a  bargain.  If  the  works  could  be 
secured  at  a  reasonable  price,  be  would  advise  the  town  to  buy.  He 
moved  that  a  Committee  be  appointed  to  deal  with  the  subject.  Mr.  Loft- 
house  seconded  the  motion.  He  said  he  thought  that  if  the  works  could 
be  bought  at  a  reasonable  price,  the  town  ought  to  have  them.  If  the 
Company  would  not  sell  the  works,  let  them  reduce  the  price  of  gas. 
The  consumers  ought  not  to  be  paying  more  than  3s.  6d.  per  1000  cubic 
feet  for  gas  in  Fleetwood  ;  and  it  would  pay  the  Company  at  that  price. 
If  they  would  not  meet  the  Board  in  a  reasonable  manner,  he  would 
suggest  that  a  company  should  be  formed,  and  that  they  burn  paraffin  oil 
lor  twelve  months.  The  Chairman  said  he  had  had  offers  from  two  elec¬ 
tric  lighting  companies  to  furnish  the  town  with  the  electric  light.  He 
thought,  however,  that  the  purchase  question  should  be  fully  discussed 
before  they  considered  electricity.  Mr.  Foster,  in  answer  to  a  member, 
said  the  Board  did  not  make  the  Company  any  definite  offer  before,  but 
£25,000  was  mentioned.  The  Company  intimated  that  they  could  not 
think  of  accepting  anything  less  than  £35,0(X).  Mr.  Marginson  thought 
they  should  approach  the  Company  in  a  friendly  manner,  and  point  out 
the  advantages  that  gwould  accrue  to  the  inhabitants  of  the  town  by  the 
purchase.  The  Chairman  believed  the  Board  would  be  supported  by  the 
ratepayers.  If  the  Company  would  not  negotiate  with  them  in  a  reason¬ 
able  manner,  it  would  be  necessary  to  call  a  meeting  o(  ratepayers  on  the 
subject.  A  Committee  was  then  appointed  to  wait  upon  the  Directors 
of  the  Company.  _ 

HUELVA  GAS  COMPANY,  LIMITED. 

The  Directors  of  the  Huelva  Gas  Company,  Limited,  the  stock  of  which 
is  chiefly  owned  in  Glasgow,  have  issued  the  balance-sheet  and  statement 
ment  of  accounts  for  the  year  ended  March  31  last.  In  the  course  of  their 
report  they  state  that  they  are  gratified  to  find  a  continuance  of  the  steady 
progress  which  has  hitherto  characterized  the  history  of  the  Company. 
The  number  of  meters  on  hire,  the  lights  employed,  and  the  consumption 
of  gas  have  all  increased,  yielding  results  which  have  correspondingly 
augmented  the  revenue  of  the  Company.  Coke  was  in  steady  demand 
during  the  year,  and  a  ready  sale  was  found  for  a  large  proportion  of  the 
production.  The  demand  is  being  encouraged,  and  seems  likely  to  increase. 
Tar  was  not  so  freely  sold  as  formerly,  owing  to  the  competition  from 
other  towns  (even  from  Gibraltar,  where  the  Gas  Company  are  glad  to  get 
rid  of  it),  and  was  offered  at  much  lower  prices  than  were  being  secured  by 
the  Huelva  Company.  To  meet  this,  the  Directors  authorized  the  reduc¬ 
tion  of  the  price  to  a  point  that  would  meet  any  competition,  and  this  had 
the  desired  effect.  Regarding  the  condition  of  the  works,  ikc.,  the  Direc¬ 
tors  remark  that  the  whole  of  the  plant,  pipes,  services,  Ac.,  have  been 
maintained  in  good  order,  and  that  all  renewals  have  been  effected  from 
revenue.  The  property  account  stands  at  £22,120;  being  £3.565  more 
than  at  March  31,  1887.  This  addition  is  accounted  for  by  the  payments 
to  date  for  the  new  gasholder,  smithy,  and  meter-shop  mentioned  in  the 
report  for  the  previous  year,  and  for  the  usual  extensions  consequent  on 
an  increasing  business.  The  contract  for  the  new  holder  was  entrusted  to 
Messrs.  Laidlaw,  Sons,  and  Caine,  Limited,  of  Glasgow,  who  have  carried 
out  the  work  under  the  superintendence  of  Mr  W.  R.  Copland,  C.E.,  also 
of  Glasgow,  and  Mr.  Adam,  the  Manager  of  the  Company  in  Huelva.  The 
holder  is  now  completed  and  at  work  ;  and  will  benefit  the  operations  of 
the  Company,  which  hitherto  have  been  hampered  by  the  limited  storeage 
accommodation.  The  profit  and  loss  aooount  shows  a  balance  of  £2.582. 
Bearing  in  mind  that  the  capital  upon  which  dividend  will  fall  to  bo  paid 
in  the  ensuing  year  will  bo  £'25,003,  the  Directors  have  considered  it  more 
prudent  to  recommend  the  distribution  of  Ci  per  cent,  only,  being  the 
same  as  last  year,  to  be  paid  one-half  on  Aug.  2.3,  1833,  and  the  other  half 
on  Feb.  28,  1899,  free  of  income  tax,  which  will  absorb  £1361  ;  that  £3.50  be 
added  to  the  reserve  fund,  bringing  it  up  to  £2.503 ;  that  £203  be  written 


off  meters ;  and  that  the  balance  of  £675  be  carried  forward.  The 
Directors  consider  that  by  the  writing  off  against  meters  in  the  floating 
stocks  account,  they  will  have  dealt  with  this  account  in  such  form  as  will 
leave  it  subject  only  to  very  moderate  writings  off  in  future.  It  may  be 
remarked  that  the  Company  have  now  been  in  existence  about  eight 
years.  The  dividend  began  at  3  per  cent.  ;  then  it  was  5  per  cent,  for  two 
years,  6  per  cent,  for  one  year,  and  6i  per  cent,  for  three  years. 

HAWICK  GAS  COMI'ANY. 

The  annual  report  of  the  Directors  of  the  Hawick  Gas  Company,  together 
with  the  statement  of  accounts  and  balance-sheet  for  the  year  ending  the 
26th  ult.,  which  will  bo  submitted  at  the  meeting  of  shareholders  next 
Friday,  has  been  issued.  In  their  report  the  Directors  express  much 
regret  in  having  to  inform  the  shareholders  that,  in  consequence  of  con¬ 
tinued  ill-health,  Mr.  John  Melrose,  who  had  been  Chairman  of  the  Board 
for  the  long  period  of  25  years,  had  felt  himself  compelled  in  the  course  of 
the  past  year  to  resign  the  duties  of  the  chairmanship.  In  place  of  Mr. 
Melrose  they  had  appointed  as  their  Chairman  Mr.  Thomas  Laidlaw,  on.- 
of  the  oldest  Directors.  They  bear  testimony  to  the  zealous  and  efficient 
manner  in  which  Mr.  Melrose  performed  his  duties.  The  Directors  have 
recently  entered  into  a  very  favourable  contract  for  the  sale  of  the  residual 
roducts  at  a  greatly  enhanced  figure  ;  and,  having  in  view  the  increase  to 
e  derived  for  such  products  during  the  next  few  years,  and  also  the  large 
unapplied  balance  in  hand,  the  Directors  feel  justified  in  recommending 
that  the  price  of  gas  for  the  ensuing  year  be  reduced  to  Ss.  IJd.  per  1000 
cubic  feet,  being  a  reduction  of  2id.  per  1000  cubic  feet.  It  may  be  men¬ 
tioned,  in  connection  with  this  matter,  that  the  shareholders  receive  a  fixed 
dividend  of  10  per  cent. ;  and  that,  according  to  arrangement  with  the 
consumers,  the  balance,  after  meeting  expenses,  goes  to  reducing  the  price 
of  gas.  Last  year  a  similar  reduction  was  made.  The  fact  of  the  Company 
being  in  a  position  to  recommend  such  a  reduction  at  the  forthcoming 
annual  meeting  testifies  to  the  excellent  management  of  the  Directors,  and  to 
the  value  of  the  services  of  Mr.  J.  Smith,  their  Manager.  During  the  past 
year  4405  tons  of  coal  and  slui'o  were  purchased,  at  a  cost  of  £3205  ISs.  3d, 
The  payments  for  lime,  wagts  and  salaries,  taxes,  discounts,  interest,  Ac 
amounted  to  £2070  Os.  2d.  1  he  cooking-stoves  and  meters  purchased 

during  the  year  for  re-sale  invelved  an  outlay  of  £96  15s.  Id.  On  meters 
and  cooking  stoves  to  be  hired  out,  and  pipes,  Ac.,  there  was  an  expenditure 
of  £205  9a.  fid.  As  dividends  for  the  year  ending  Whitsunday,  1887,  and  for 
the  previous  year,  the  sum  of  £1583  lOs.  was  paid.  Then  the  paid-up  deposits, 
the  loans  on  promissory  notes,  and  the  payment  into  the  bank  on  deposit 
receipt,  amounted  to  £800.  The  total  disbursements  were  £7961  198.  The 
amount  received  for  gas  for  the  year  ending  Feb.  1,  1888,  with  a  small 
amount  for  arrears,  was  £6608  Ss. ;  the  total  receipts  during  the  year  were 
£7961  198.  The  share  capital  of  the  Company  at  last  year's  balance  was 
£15,750.  The  premium  realized  on  the  issue  of  new  stock  and  the  amount 
of  the  reserve  fund  brings  this  up  to  £'23,375  158.  fid.  The  amount 
borrowed  on  promissory  notes  stands  at  £2524;  the  deposits  received  from 
consumers  up  to  May  26,  1888,  stand  at  £'266  158.  On  May  26,  1887,  the 
balance  was  £4486  18s.  4d.,  out  of  which  the  dividend  was  paid,  amounting 
to  £1575;  so  that  carried  to  this  year’s  account  there  is  a  balance  of 
£2911  18s.  4d.,  to  which  is  added  £1194  6s.,  as  profit  on  the  year’s  trade  — 
making  £4106  48.  5d.  The  grand  total  of  the  liabilities,  therefore,  is 
£30,272  14s.  lid.  The  chief  asset  is  the  works  and  plant,  standing  now  at 
£26,039  13s.  The  quantity  of  gas  sold  during  the  year,  at  38.  -Id.  per  1000 
cubic  feet,  was  39,100,700  cubic  feet. 


DUNDEE  WATER  SUPPLY. 

A  Special  Meeting  of  the  Dundee  Water  Commission  was  recently  held 
to  receive  the  accounts  for  the  past  financial  year. 

Mr.  Ck.aio  (the  Convener  of  the  Finance  Committee)  moved  that  the 
accounts  be  remitted  to  the  Finance  and  Works  Committee,  to  bring  up 
estimates  for  the  ensuing  year.  In  doing  so,  he  said  it  was  his  honour  and 
privilege  to  announce  that  the  Commission  had  the  handsome  surplus  of 
£1758.  He  explained  how  this  had  been  brought  about.  The  estimated 
assessable  rental  of  the  town  had  increased,  which  was  satisfactory  in 
more  ways  than  one — indicating,  as  it  did,  the  occupation  of  more  houses, 
and  perhaps  also  the  use  of  more  property  for  trading  purposes.  The 
amount  estimated  last  year  from  the  aomestic  rate  was  £18,125  ;  and 
the  actual  sum  obtained  had  been  £18,243 — a  surplus  of  £118.  The  public 
rate  bad  yielded  more.  It  was  estimated  that  the  income  would  be 
£2833  6s.  8d.,  and  it  had  turned  out  to  be  £2884  19s.  4d.  But  the  great 
increase  had  arisen  on  the  special  rates.  These  were  estimated  to  pro¬ 
duce  £'20,600;  whereas  they  had  actually  yielded  £‘22,615.  They  expected 
to  get  from  the  Police  Commission  £500  more  than  they  had  allowed  for 
public  purposes ;  but  notwithstanding  the  loss  of  this  mone)’,  they  were 
in  the  happy  position  of  having  the  large  surplus  already  mentioned.  The 
total  income  was  estimated  at  £41,158  68.  8d.,  while  the  sum  actually 
received  amounted  to  £42,851  Us.  4d.  The  surplus  anticipated  was  only 
£28  6s.  8d.;  but,  as  he  had  already  said,  it  amounted  to  £1758.  This 
large  increase  was  mostly  due  to  the  revenue  from  special  rates, 
and  chiefly  from  meters.  It  might  partly  be  attributed  to  the  dry  season 
last  year ;  and  so  might  be  looked  upon  as  temporary,  and  not 
to  be  depended  upon  lor  the  current  year.  Up  to  May,  1887,  the 
Commissioners  had  expended  £390,910.  During  the  year  ending  in 
May  last  they  spent  on  the  second  Lintrathen  main  £16,081;  for 
town  extensions,  £1328;  for  the  new  Tay  Bridge  main,  £2194;  and 
other  matters,  £133— making  a  total  expenditure  on  capital  account  for 
the  year  of  £19,737.  Adding  these  figures  to  the  amount  previously  8|ient, 
the  total  was  £111,648.  Then  there  was  a  balance  of  £18,416 — consisting 
of  the  amount  due  to  the  revenue  account,  stores  in  hand,  and  cash  in 
Royal  Bank  ;  thus  making  the  total  capital  account  £802,919.  Turning  to 
the  revenue  aooount,  the  domestic  rate  vielde  1  £18,243;  the  public  rate, 
£2888;  and  the  special  rate,  £'22,615.  The  total  n-venue,  deducting  £900 
as  irrecoverable,  was  £12,8.51  ;  while  the  total  expenditure  was  £11,093  — 
leaving  a  surplus  of  £1758.  The  estimat4<d  exjienditure  was  £41,130  ;  while 
the  actual  expenditure  had  been  £41,093  — being  £36  under  the  estimate. 
Although  they  had  the  surplus  he  had  mentioned,  the  members  need  not 
imagine  that  there  would  be  a  reduction  of  the  domestic  rate.  There 
would  be  a  heavy  amount  of  extra  interest  to  meet  this  year,  on  account 
of  the  O'Uistruotion  of  the  second  pipe  to  Lintrathen.  He  calculated  that 
£1800  to  £2000  more  would  be  needed  for  payment  of  interest;  and  in  this 
case  the  whole  of  the  surplus  woubl  bn  required.  In  laying  so  satisfac¬ 
tory  a  statement  befure  the  Commission,  the  Committee  could  not  do  b'-s 
than  express  their  thanks  for  the  deep  interest  taken  in  the  works  bv  their 
officials,  Mr.  J.  Watson,  M.  Inst.  C.E.,  and  Mr.  Smith.  They  had  been 
very  assiduous  in  their  respective  departmeuts;  and  ho  believed  it  would 
be  impossible  to  get  a  better  staff  of  officials. 

Mr.  Robehtson  seconded  the  motion. 

The  CiiAiHMAN  (Bailie  Tullocli,  who  was  for  several  yean  Convener  of  the 
Finance  Committee)  also  bore  L'stimony  to  the  admirable  way  in  which 
Mr.  Watson  and  Mr.  Smith  performed  their  duties. 

It  was  agreed  that  the  statement  of  accounts  should  be  printed  and  cir¬ 
culated  ;  and  it  was  n-rnilted  to  the  Finance  and  Works  Committees  to 
bnng  up  estimates  at  the  annual  meeting  to  bo  held  this  month. 
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NOTES  FEOM  SCOTLAND. 

(FKOM  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

I  feel  inclined  to  be  jubilant  to-day  over  the  announcement  of  an  agree¬ 
ment  between  the  Edinburgh  and  Leith  Gas  Company  and  the  Edinburgh 
and  Leith  Corporations,  because  the  terms  agreed  upon  have  fully  borne 
out  what  Ijhave  all  along  contended  for — viz.,  that  the  JointCommittee  had 
not  sufficiently  studied  the  question  or  properly  approached  it ;  and  that 
they  had  not  offered  value  for  the  undertaking  which  they  wished  to 
acquire.  All  this  is  past  now.  The  Corporations  have  adopted  the 
position  which  was  offered  them  by  the  Company  in  December  last — the 
examination  of  their  works  by  Mr.  George  Livesey;  and  they  have 
advanced  their  offer  a  good  deal  beyond  the  8  per  cent,  which  they 
started  with  as  the  basis  of  their  offer.  Negotiations  were  carried  on 
almost  without  intermission,  but  with  great  secrecy,  during  the  whole  week. 
In  the  preceding  week,  it  had  transpired,  the  parties  agreed  on  the  terms 
on  which  the  transfer  was  to  be  effected,  provided  a  favourable  report  on 
the  Company’s  financial  position  was  obtained  from  Mr.  Lass,  and  on  the 
condition  of  its  works  and  plant  from  Mr.  Livesey.  The  Company  had 
no  reason  to  fear  that  even  a  hostile  examiner  would  report  unfavourably ; 
and  they  must  have  felt  that,  with  the  two  gentlemen  named,  they  were 
perfectly  sale.  A  joint  report  by  Mr.  Lass  and  Mr.  Livesey  was  sub¬ 
mitted  on  Thursday  night ;  and,  being  favourable,  the  provisional  agree¬ 
ment  of  June  21  was,  on  the  succeeding  day,  adopted  by  the  parties. 
There  was  need  for  expedition  in  carrying  through  the  agreement,  because 
the  Corporations’  Bill  must  soon  be  up  for  hearing  before  the  House  of 
Commons  Committee  to  which  it  has  been  referred.  It  would  appear 
that  the  negotiations  proceeded  much  more  amicably  than  the  public  were 
led  by  the  Joint  Committee  to  expect  they  would  be.  Readers  of  my 
“  Notes  ”  must  know  that  I  have  constantly  endeavoured  to  counteract 
utterances,  official  and  otherwise,  [of  the  Joint  Committee  which  were 
calculated  to  throw  odium  upon  the  Company  for  the  attitude  they  had 
taken  up.  The  doctrine  I  have  held  by  was  that,  in  approaching 
a  matter  of  this  important  kind,  every  description  of  bias  should  be  laid 
aside;  and  the  only  question  which  should  be  considered  was  what 
the  concern  was  absolutely  worth.  Unfortunately,  the  Joint  Committee 
seemed  to  think  they  were  engaged  with  an  enemy  ;  and  instead  of  taking 
the  sensible  course  of  disarming  criticism  by  themselves  acting  altogether 
fairly  and  above-board,  they  took  to  damaging  the  reputation  of  the  Company 
in  the  eyes  of  the  public,  hoping,  I  suppose,  to  create  a  hostile  public  opinion 
before  which  the  Company  would  have  had  to  succumb.  Fortunately,  how¬ 
ever,  the  tactics  of  the  Committee  did  not  succeed.  I  expect  the  supporters 
of  the  Committee  will  now  come  forward  with  the  information  that  their 
superior  handling  of  the  question  has  brought  about  the  settlement ; 
and  that  the  terms  which  they  have  secured  are  much  lower  than  the 

grasping  ”  and  “  unreasonable  ”  Company  were  prepared  to  accept. 
Indeed,  we  have  not  to  wait  for  an  instalment  of  this  policy.  On 
Thursday  the  Scotsman,  which  has  all  through  this  matter  blindly 
followed  the  Joint  Committee,  told  its  readers,  in  a  leading  article,  that 
the  Company  had  most  wisely  departed  from  their  recent  stand-off 
attitude,  and  had  entered  into  negotiations  with  the  Corporations.  It 
would  have  been  correct  to  have  said  that  the  Joint  Committee,  seeing 
the  futility  of  the  policy  they  were  pursuing,  and  fearing  to  incur  further 
needless  expense,  had  agreed  to  a  proposal  which  the  Company  made 
months  ago — that  the  agreement  should  be  based  upon  a  report  by  Mr. 
Livesey.  The  only  variation  upon  that  proposal  is  that  Mr.  Lass  is 
associated  with  Mr.  Livesey  in  the  examination,  and  that  the  basis 
of  agreement  is  now  made  before,  and  not  after  the  examination.  The 
Company  have  succeeded  upon  the  matter  of  terms ;  and  on  the  question 
of  policy  they  have  undoubtedly  also  had  the  best  of  it,  because  they 
have  vindicated  their  position  of  last  December,  both  by  the  augmented 
offer  which  was  made  to  them  in  London,  and  by  the  adoption  now  of 
their  proposal  for  an  examination  of  their  works  and  books.  On  the  side 
of  the  Company  the  affair  has  been  well  conducted.  There  has  been  no 
panic ;  but  a  careful  survey  of  the  question,  and  a  firm  determination  to 
secure  an  adequate  price — the  Directors  knowing  that  their  undertaking 
was  worth  more  than  had  been  tendered  to  them.  On  the  other  side,  I 
am  compelled  to  say  that  if  the  Joint  Committee  acted  all  through 
in  the  public  interest,  they  did  not  show  much  capacity  for  dealing  with 
the  subject.  I  fancy  they  were  troubled  over  the  fact  that  theLeith  Com¬ 
pany  at  one  time  appeared  to  be  willing  to  accept  much  less  than  they  will 
now  get ;  but  the  Committee  ought  to  have  remembered  that  this  was 
before  the  agreement  with  the  Edinburgh  Company.  As  soon  as  this  agree¬ 
ment  was  effected,  it  became  the  standard  by  which  to  fix  the  price  for  the 
Leith  Company.  ’The  Committee  all  through  ignored  this  ;  and  they  some¬ 
how  seemed  to  regard  the  Edinburgh  price  as  an  exceptional  one,  suited  to 
the  exceptional  position  of  that  Company.  There  was  a  considerable 
amount  of  justification  for  their  taking  this  view;  but  where  they  failed, 
if  they  really  wished  to  settle  the  question  (which  I  very  much  doubt),  was 
in  their  refusal  to  accept  explanation  at  the  hands  of  the  Leith  Company, 
or  to  satisfy  themselves  as  to  the  position  of  the  Company.  The  hostility 
of  their  attitude,  and  the  way  in  which  they  have  at  last  fallen  in  with  the 
proposals  of  the  Company,  force  me  to  the  conclusion  that  up  till  now  the 
Committee  did  not  really  desire  to  have  the  matter  settled. 

The  agreement  between  the  Joint  Committee  and  the  Leith  Company, 
as  might  have  been  expected,  has  largely  affected  the  stock  of  the  latter. 
Starting  on  Monday  at  i'62  10s.  per  £25  share,  it  rose  on  Tuesday  to  ^64  ; 
on  Wednesday  to  4:66  ;  on  Friday  to  4:70 ;  and  to-day  is  quoted  at  ^71.  The 
stock  of  the  Edinburgh  Company  began  the  week  at  £77  ;  rose  on  Wednes¬ 
day  to  £77  10s. ;  and  on  Friday  to  £78,  at  which  it  now  stands. 

Perhaps  the  only  other  notable  incident  of  the  week  in  connection  with 
the  Edinburgh  and  Leith  Gas-Works  transfer  is  the  collapse  of  the  rate¬ 
payers’  opposition  in  Parliament  to  the  Corporations’  Bill.  When  the  Bill 
was  before  the  Referees  in  the  House  of  Commons  on  Wednesday,  no  one 
appeared  for  the  86  ratepayers  who  had  petitioned  against  the  measure ; 
and  they  were  accordingly  deprived  of  locus  standi.  This  is  a  very  practical 
comment  on  the  argument  which  has  been  sometimes  used,  that  the  oppo¬ 
sition  of  the  ratepayers  had  been  the  cause  of  much  expenditure  in  con¬ 
nection  with  the  negotiations ;  it  never  was  worth  the  slightest  serious 
consideration. 

The  Dunfermline  Gas  Company  held  their  annual  meeting  on  Wed¬ 
nesday.  The  report  stated  that  an  increased  sale  of  gas,  equal  to 
4  per  cent.,  had  been  experienced,  and  highly  satisfactory  returns 
from  the  carbonizing  and  purifying  departments  were  being  obtained. 
The  Directors  recommended  that  a  dividend  at  the  rate  of  9^  per 
cent,  per  annum  should  be  declared  upon  the  issued  stock  of  the 
Company,  and  a  reduction  of  2d.  per  1000  cubic  feet  made  in  the 
rice  of  the  gas  for  the  current  year.  The  revenue  from  the  sale  of  gas 
ad  been  £8290.  It  was  also  reported  that  the  total  assets  of  the  Com¬ 
pany  amounted  to  £28,552  11s.  8d.,  as  compared  with  £28,423  10s.  5d.  last 
year ;  and  the  total  revenue  to  £8931 — a  considerable  increase  on  last  year. 
The  dividend  for  the  previous  year  was  at  the  rate  of  9  per  cent. ;  the  pay¬ 
ment  on  the  present  occasion  being  the  highest  which  has  been  made. 

The  Forres  Gas  Company,  at  their  annual  meeting  on  Monday,  declared 
a  dividend  at  the  rate  of  7i  per  cent,  per  annum  ;  and  decided  to  reduce 


the  price  of  gas  from  7s.  Id.  to  6s.  8d.  per  1000  cubic  feet.  The 
Company  gives  a  discount  of  lOd.  per  1000  feet  for  prompt  payment. 

Twenty  shares  of  the  Stirling  Gas  Company  were  recently  sold  for 
£7  9s.  each. 

The  accounts  of  the  Edinburgh  and  District  Water  Trust  for  the  year 
ending  May  15  last,  which  have  been  made  up,  show  that  the  ordinary 
revenue  from  water-rates  was  £81,666  14s.  4d.,  and  that  the  receipts 
from  other  sources  come  to  £2573  7s.  lOd. — in  all,  £84,240  2s.  2d.,  or  an 
increase  of  £2001  11s.  The  property  account  shows  a  balance  of 
£1,137,708  Is.  IJd. ;  and  the  sinking  fund  a  balance  of  £2839  4s.  9d.  The 
total  expenditure  for  the  year,  including  annuities  to  holders  of  deben¬ 
tures,  amounted  to  £81,864  16s.  3d.,  as  compared  with  £77,707  6s.  3d.  in  the 
preceding  year — being  an  increase  of  £4157  10s.  The  apparently  large 
rise  in  the  outlays  is  due  to  increased  renewals  and  repairs  of  pipes.  For 
example,  the  repairs  up  to  the  end  of  the  financial  year  in  1887  was 
£2616  4s.  6d. ;  whereas  during  last  year  these  cost  £4194  18s.  For 
renewals  in  1887,  £1322  Is.  lid  was  spent,  as  against  £4217  Is.  last  year. 
Otherwise,  under  such  heads  as  salaries,  wages,  taxes,  &c.,  there  has  been 
a  decrease  in  the  expenditure.  The  balance-sheet  shows  a  sum  of  about 
£14,000  at  the  credit  of  the  bank  account;  and  in  the  account  of  charge 
and  discharge  there  appears  an  accumulated  cash  balance  of  £6274  88.  7Jd. 
Up  to  the  end  of  the  financial  year,  about  £8000  had  been  expended  in 
connection  with  the  new  filter  at  Alnwickhill. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

At  the  annual  meeting  of  the  Stewarton  Gaslight  Company,  a  satisfac¬ 
tory  report  was  submitted  by  the  Directors  ;  and  a  dividend  of  123.  6d.  per 
share  was  declared.  On  Monday  evening  of  this  week,  a  special  meeting 
of  the  Company  was  held,  at  which  it  was  unanimously  agreed  to  erect  a 
new  bench  of  retorts,  at  a  probable  expense  of  £200.  When  the  con¬ 
templated  alterations  and  repairs  have  been  completed,  the  Directors 
anticipate  that  they  will  be  able  to  carry  on  the  works  with  greater 
economy,  and  thereby  earn  higher  profits. 

The  annual  meeting  of  the  Kilmalcolm  Gas  Company  was  held  on 
Thursday,  when  it  was  agreed  to  declare  a  dividend  of  6  per  cent.  It  was 
also  resolved  to  reduce  the  price  of  gas  to  consumers  by  5d.  per  1000  cubic 
feet ;  the  price  for  the  ensuing  year  being  5s.  lOd. 

At  the  annual  meeting  of  the  Kelso  Gas  Company,  held  on  Wednes¬ 
day,  it  was  resolved  that  the  price  of  gas  to  ordinary  consumers  be 
reduced  5d.  per  1000  cubic  feet — from  4s.  7d.  to  4s.  2d.  It  may  be 
mentioned  that  since  the  year  1881  the  price  of  gas  at  Kelso  has  been 
reduced  to  the  extent  of  Is.  3d.  per  1000  feet.  It  was  also  unanimously 
agreed  that  the  contract  price  to  the  Police  Commissioners  for  supplying 
the  public  lamps  should  be  reduced  from  238.  6d.  to  22s.  per  lamp.  The 
usual  dividend  of  10  per  cent,  was  declared. 

At  the  annual  meeting  of  the  Jedburgh  Gas  Company  on  Wednesday, 
it  was  desired  to  declare  a  dividend  of  7i  per  cent.  From  the  accounts 
for  the  past  year,  it  appears  that  £1668  9s.  was  received  for  gas,  as  against 
£1677  lls.  7d.  in  the  previous  year. 

I  understand  that  the  price  of  gas  in  Galashiels,  lor  the  year  1888-9 
will  be  2s.  lid.  per  1000  cubic  f.  et ;  being  a  reduction  of  3d. 

It  is  worthy  of  mention  that,  in  connection  with  the  new  sewage-works 
in  process  of  construction  for  the  burgh  of  Kirkintilloch,  an  “  Otto  ”  gas- 
engine  of  8-horse  power  nominal  is  to  be  erected  for  driving  the  pump¬ 
ing  machinery.  This  will  involve  the  laying  down  of  a  3-inch  pipe  from 
the  gas-works  to  the  sewage-works  to  supply  the  engine. 

Glasgow  Corporation  9  per  cent,  gas  annuities  changed  hands  this 
week  on  the  Glasgow  Stock  Exchange  at  £280  per  share. 

The  Jedburgh  Police  Commissioners  have  resolved  to  apply  to  the 
Public  Works  Loan  Commissioners  for  a  loan  of  £2300  in  connection  with 
the  additional  supply  of  water  that  is  about  to  be  brought  into  the  town. 
The  works  have  been  commenced,  and  are  now  being  pushed  forward. 

A  steady  tone  has  ruled  in  the  Glasgow  pig-iron  market  this  week  ;  and 
values  have  been  well  maintained  at,  and  slightly  above  38s.  per  ton  cash 
for  Scotch  warrants.  The  quantity  of  pig  iron  in  store  is  practically  a 
million  tons  ;  and  it  remains  to  be  seen  how  much  more  the  market  can 
carry  without  breaking  down.  Still  there  does  not  seem  to  be  any  pro¬ 
spect  of  the  deliveries  into  the  warrant  stores  undergoing  any  check. 
There  have  been  a  number  of  transactions  in  hematite  warrants  this 
w’eek;  the  top  price  reached  being  423.  2d.  per  ton  cash.  Cleveland 
warrants  have  not  been  much  in  demand.  Some  more  activity  is  likely 
to  show  itself  alike  in  the  local  foundries  and  in  the  malleable  iron  and 
steel  works. 

The  coal  trade  has  been  somewhat  active  during  the  past  week ;  and 
prices  are  decidedly  hardening  in  tone.  Steam  coal  is  going  away  freely ; 
and  most  of  the  collieries  are  now  working  full  time.  The  prices  gene¬ 
rally  rule  from  7s.  3d.  to  7s.  9d.  per  ton  f.o.b.  at  Clyde  ports.  Splint  coal 
for  gas-making  purposes  is  selling  at  easier  rates ;  and  it  is  publicly  stated 
that  in  first-class  qualities  of  cannel  coal,  contracts  have  been  concluded 
at  a  reduction  of  as  much  as  4s.  per  ton  in  some  cases. 


Nantwich  Water  Supply. — The  Nantwich  Local  Board  have  finally 
decided  to  adopt  the  smaller  of  the  two  schemes  which  have  been  under 
consideration  for  a  long  time,  for  providing  an  extra  reservoir  at  Baddiley. 
The  new  works  will  be  equal  to  the  storeage  of  22  million  gallons.  The  land 
required  (15  acres),  is  owned  by  Mr.  G.  E.  Wicksted ;  and  as  he  refuses 
to  put  a  price  upon  it,  the  Board  will  have  to  take  action  to  acquire  it 
compulsorily.  Meanwhile,  the  work  of  laying  new  service-pipes  in  the 
town  is  being  proceeded  with,  and  the  river  has  been  temporarily  diverted 
to  allow  the  workmen  to  lay  a  main  across  the  bed. 

The  Smoke  Abatement  Movement  in  the  Manchester  District. — 
At  a  recent  meeting  of  the  Committee  of  the  Manchester  and  Salford 
Noxious  Vapours  Abatement  Association,  the  question  of  popularizing 
the  use  of  gas-stoves,  cookers,  &o.,  as  a  means  of  diminishing  the  smoke 
nuisance,  was  again  under  consideration  ;  and  it  was  resolved  to  once  more 
approach  the  Gas  Committee  of  the  Manchester  Corporation  on  the 
subject.  It  was  determined  to  take  steps  for  making  known  the  extent 
of  the  action  taken  by  the  Nuisance  Committee  against  offenders  under 
the  smoke  bye-laws,  and  the  penalties  imposed  by  the  Magistrates.  The 
Secretary  was  authorized  to  arrange  for  excursions  by  firemen  and  others 
to  see  certain  systems  of  smokeless  firing  of  steam-boilers;  and  it  was 
determined  to  publish  a  tract  on  smoke  prevention,  explaining  various 
efficient  methods.  In  connection  with  these  proceedings,  Mr.  T.  Fletcher, 
of  Warrington,  wrote  to  a  local  paper  to  call  attention  to  the  fact  that 
his  works,  where  about  200  hands  are  employed,  are  carried  on  absolutely 
without  smoke,  and  have  been  so  since  their  first  erection.  He  added  : 
“Our  smokeless  chimneys  include  steam-boiler,  smithy  fires,  and 
japanning-stove.  Further  than  this,  my  own  house  is,  and  has  been  for 
many  years,  practically  smokeless,  the  whole  work  (including  fires,  baths, 
laundry  work,  cooking,  and  conservatory  heating)  being  carried  on  with¬ 
out  either  smoke,  dust,  or  dirt.  The  absence  of  smoke  has  not  been 
studied— it  is  simply  an  incidental  result  of  a  system  which  we  carry 
out,  because  it  is  convenient,  and  is  economical  in  labour  and  in  cost, 
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CURRENT  SALES  OF  GAS  PRODUCTS. 

LiVEUPOOii,  June  30,  looo. 

Sulphate  of  Awmonia.— The  market  has  I’pen  very  quiet ;  but,  notwith¬ 
standing  the  general  remark  that  business  is  at  a  standstill,  all  parcels 
which  have  been  placed  on  the  market  have  readily  sur- 

may  therefore  be  assumed  that  any  weakness  apparent  is  but  .0“  *'“® 
face:  and  the  insignificant  decline,  in  spite  of  all  attempts  to  bring  about  a 
rapid  fall,  is  assuredly  an  indication  of  the  underlying  strength  of  the  posi¬ 
tion.  It  is,  in  fact,  clear  that  any  existing  weakness  has  been  created 
entirely  by  reports  from  this  side,  which  have  been  wilfully 
are  simply  intended  to  keep  foreign  consumers  off  the  market.  po“®®- 
quently,  L  the  dealers  were  the  only  buyers,  such  producers  as  wished  to 
sell  their  make  before  the  end  of  the  half  year,  had  to  accept  the  1°"®^ 
prices  offered ;  and  thus  in  some  instances  i'll  10s.  *1“  *’®®" 
fair  portion  of  the  near  production  being  already  sold,  while  the  rP.P^^s 
usually  undertaken  at  many  works  in  July  will  still  further  curtail  the 
available  parcels,  it  seems  most  unlikely  that  prices  will  suffer  further  in 
July.  IJnleaa  symptoms  are  very  deceptive,  an  upward  movement  would 

be  more  probable.  „  ,  .  ^ 

P  S.— Special  attention  has  been  called  in  a  French  agricultural  journal 
to  the  small  shipments  from  Hull  during  the  week  ending  June  16— viz., 
20  tons.  Such  reports  being  apt  to  be  very  misleading,  it  seems  a  pity 
that  it  was  not  at  the  same  time  pointed  out  that  the  sulphate  which  usea 
to  be  shipped  from  or  via  Hull,  is  now  being  largely  diverted  to  other  ports; 
and  a  few  simple  facts  discountenance  the  idea,  which  the  above  statenient 
conveyed,  that  the  export  demand  has  ceased.  Some  700  tons  arrived  in 
Hamburg  during  the  corresponding  week  ;  and  the  total  shipments  duriug 
the  first  fortnight  in  June  exceed  those  of  the  corresponding  period  in 
1887. 


London,  Ju/ie  30. 

Tar  Producfs.— The  higher  products  are  uniformly  weak  and  unsale¬ 
able.  There  is  little  demand  for  naphthalene,  but  at  prices  which  scarcely 
pay  distillers  to  extract.  Carbolic  acid  is  in  better  request,  but  is  still 
dull  for  the  time  of  the  year.  The  price  of  anthracene  is  maintained  ; 
but  very  little  business  is  doing  in  this  article— the  make  of  all  the  tar 
products  being  for  the  moment  at  a  minimum.  Prices  :  Tar,  ISs.  to  20a. 
per  ton,  according  to  position.  Beuzol,  90  per  cent.,  28.  5a.  per  gallon  ;  50 
per  ceut.,  2s.  per  gallon.  Toluol,  Is.  4d.  per  gallon.  Solvent  naphtha. 
Is.  IJd.  per  gallon.  Crude  naphtha,  30  per  cent.,  lid.  per  gallon.  Light 
oil,  3id.  per  gallon.  Creosote,  IJd.  per  gallon.  Pitch,  i2s.  to  15s.  per  ton. 
Carbolic  acid  (crude),  38.  5d.  per  gallon.  Cresylio  acid,  lOd.  per  gallon. 
Tar  salts,  ISs.  per  ton.  Anthracene,  30  per  cent.,  “  A  ”  quality.  Is.  4d.  per 
unit;  “B”  quality.  Is.  .  ,  » 

Ammonia  Products. — The  manure  season  having  closed,  shipments  ot 
sulphate  have  been  small ;  and  what  buying  there  is  is  chiefly  of  a  specu¬ 
lative  character.  A  good  deal  of  comment  is  being  made  on  the  mode  of 
selling  sulphate.  An  effort  to  sell  on  a  percentage  instead  of  a  given 
strength  is  being  attempted;  and  again  the  different  conditions  of  selling 
that  obtain  in  London  and  in  the  country  respectively  have  1  ong  been  a 
standing  anomaly.  This  would  be  avoided  if  sales  were  made  on  percen- 
tage  of  ammonia.  Prices  are  as  follows  : — Sulphate  of  ammonia,  ±11  lOs. 
to  Jkll  168.  per  ton,  less  discount.  Gas  liquor  (5°  Twaddel),  Ss.  per  ton, 
with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  2d.  per  lb. 
Carbonate  of  ammonia,  32d.  per  lb.  Muriate  of  ammonia,  brown,  iii8  per 
ton;  white,  i'28.  Sal  ammoniac,  i'30  per  ton. 


[From  the  Chemical  Trade  Journal,  June  30.] 

Sulphate  of  Ammonia.— The  absence  ot  orders  in  this  market  makes  it 
difficult  to  the  value.  In  fact,  there  are  no  buyers  at  the  present 
moment ;  and  every  parcel  that  is  offered  tends  to  bring  down 
the  price  to  a  level  that  will  make  speculation  profitable.  A  fair 
quantity  is  being  shipped,  however ;  but  this  is  not  the  result  of  any 
very  recent  business.  Beckton  price  is  ill  ISs. ;  but  we  hear  that  some 
quantity  has  been  sold  on  Beckton  terms  at  ill  ts.  6d.  At  Hull  business 
has  been  done  at  ill  128.  Cd.  to  ill  Us.  3d.;  while  Liverpool  and  Leith 
quotations  stand  at  ill  lOs.  Buyers  are  holding  off,  in  the  expectation  of 
seeing  lower  prices ;  but  stocks  are  still  low,  and  there  is  no  inordinate 
quantity  pressing  on  the  market. 

Tar  Froditcfs.- Slackness  and  absence  of  demand  for  benzol  continues 
to  reign  supreme  in  this  market,  with  the  result  that  50  OO’s  has  fallen  to 
2s.  8d.  d  d  London,  which  is  equal  to  28.  IJd.  f.o.b.  Goole  or  Hull. 
Solvent  naphtha  is  a  trifle  weaker,  though  there  is  a  fair  demand  for  this 
article.  A  rumour  is  current  that  the  Government  has  bought  up  the 
picric  explosive  patents ;  and,  on  this  account,  some  makers  are 
holding  to  carbolic  acid  rather  than  offering  it  lor  forward.  F'or  July- 
December,  3s.  4d.  has  been  offered  for  GO’s ;  but  we  believe  not  accepted. 
Anthracene  remains  in  statu  quo;  there  being  no  buyers  at  present. 
Pitch  remains,  as  stated  in  our  last  prices  current,  at  13s.  Garston  ;  and 
it  is  very  doubtful  whether  the  higher  prices  said  to  have  been  obtained 
recently  were  bond  fide. 


It  is  reported  that  a  Company  has  been  formed,  with  a  nominal  capital 
of  12  million  dollars,  for  the  purpose  of  introducing  natural  gas  into 
Chicago. 

The  Brymbo  Water  Company,  at  a  meeting  held  last  F'riday  week,  de¬ 
cided  to  raise  further  capital  to  the  extent  of  Ji  10,000,  in  ordinary  shares 
of  £10  each. 

The  last  of  the  vacation  visits  of  the  students  of  the  Institution  of  Civil 
Engineers  lor  the  present  session  took  place  last  Thursday,  when  the  party 
left  Liverpool  Street  Station  at  1.36  p.m.  for  the  East  London  \N  ater- 
Works  at  Lea  Bridge. 

The  Automatic  Electrical  Corporation,  Limited,  has  recently  been 
register^,  with  a  capital  of  £75,000,  in  A‘20  shares,  with  the  object  of 
supplying  electricity  lor  lighting  and  other  purposes  within  the  United 
Kingdom  and  elsewhere. 

The  Godaiming  Gas  Company,  having  decided  to  manufacture  sulphate 
of  ammonia,  have  placed  an  order  for  the  necessary  plant  with  Messrs.  R. 
and  J.  Dempster,  of  Manchester  ;  and  the  work  will  be  carried  out  under 
the  direction  of  Mr.  S.  Bark,  the  Company's  Engineer. 

The  Engineer  of  the  Llanelly  Gas  Company  (Mr.  A.  O.  Drowning), 
having  considered  the  various  systems  of  regenerative  firing,  has  decided 
on  adopting  that  of  Messrs.  R.  and  J.  Dempster,  of  Manchester,  who  will 
at  once  proceed  with  the  erection  of  four  complete  benches. 

We  are  informed  that  the  sulphate  of  ammonia  plant  ordered  from  Mr. 
Henry  Simon,  of  Manchester,  by  the  London  and  North-Western  Railway 
Company  for  their  works  at  Crewe  (to  which  reference  has  been  made  in 
the  JouHNxi.)  has  now  been  successfully  started.  We  also  learn  that  Mr. 
Simon  has  been  favoured  with  an  order  by  Messrs.  Mitsui  and  Co.,  of 
London,  to  supply  them  with  one  of  his  lO-ton  plants  fur  the  continuous 
manufacture  of  sulphate  of  ammonia.  It  is  to  contain  all  Mr.  Simon's 
most  recent  improvements,  and  is  lor  erection  at  Yokohama. 


Reductions  in  PnicE.— The  Directors  of  tlie  Burnham  Gas  Company 
have  given  notice  that,  on  and  after  the  24th  ult.,  the  price  of  gas  will  be 

reduced  from  5b,  to  48.  7d.  per  1000  cubic  feet. - MeBflrs.  \N  ileou  Bros.,  of 

Coriiliolme,  have  entered  into  an  arrangement  with  the  Directors  o>  the 
Todmorden  Gas  Company,  whereby  the  Burnley  Valley  district  will  be 
supplied  with  gas  by  the  Cornholme  Gas  Company  under  the  supervis^ 
of  the  Manager  of  the  former  Company.  The  nrico  will  bo  48.  Od.  per  1000 
cubic  feet  on  and  after  the  Ist  mat. ;  and  it  will  bo  subject  to  a  discount^ 

9d.  per  1000  feet  to  consumers  of  25,000  feet  and  upwards,  and  Gd.  per  1000 
feet  to  those  burning  less  than  this  quantity,  if  the  accounts  are  paid 
within  28  days. 

Damages  for  Annoyance  Caused  dy  Electric  Lighting  Machinert.— 
The  Chancery  Court  of  the  County  Palatine  of  Lancaster,  sitting  in 
Liverpool,  was  recently  occupied  for  several  d^s  in  hearing  a  motion  for 
an  injunction  to  restrain  the  Liverpool  Electric  Supply  Com|)any,  Limited, 
from  working  the  engines  and  machines  at  their  supply  station  in  Tithe- 
barn  Street  in  such  a  manner  as  to  annoy  the  plaintiff,  a  Mr.  Pierce,  an 
emigration  agent  and  hotel  proprietor,  carrying  on  business  at  13,  High- 
field  Street,  adjacent  to  the  Company's  premises.  The  plaintiff  contended 
that  the  noise  and  vibration  arising  from  the  working  of  the  machinery 
depreciated  the  value  of  his  hotel  premises,  and  seriously  injured  his  own 
health  and  that  of  his  wife  and  sister  F'or  the  defence  it  was  contended 
that  there  was  no  nuisance.  In  the  result,  the  Vice-Chancellor  (Sir  H.  F . 
Bristowe)  assessed  the  damages  at  iilOO,  and  directed  the  Company  to  pay 
the  costs. 

Extraordinaky  Seizure  at  the  Clitheroe  Water- Works.— Last  Thurs¬ 
day  week  a  firm  of  local  tradesmen  (Messrs.  Bailey  Bros.)  went  to  the 
reservoir  now  being  made  for  supplying  Clitheroe  with  water,  and  seized 
the  carts,  horses,  wheel-barrows,  &c.,  for  debt.  Only  a  few  barrows  and 
spades  were  left ;  so  that  there  will  be  a  temporary  stoppage  of  the  works 
until  fresh  plant  has  been  procured.  The  next  day  a  meeting  of  the  New 
Reservoir  Committee  of  the  Town  Council  was  held  relative  to  the 
seizure.  On  the  advice  ot  the  Town  Clerk,  it  was  decided  to  make  an 
effort  to  recover  the  property.  The  members  of  the  Committee,  accom¬ 
panied  by  a  number  of  policemen  and  Corporation  workmen,  accordingly 
went  to  Messrs.  Bailey's  premises,  and  took  possession  of  the  horses, 
carts,  and  implements  seized  on  the  previous  night.  Mr.  J.  H.  Bailey, 
who  was  present,  protested  against  the  proceeding ;  but  no  forcible  resist¬ 
ance  was  made.  It  is  stated  that  the  Corporation  are  entitled  to  the  plant 
on  the  terms  of  an  agreement  entered  into  with  the  contractor. 

Claim  for  Damages  through  the  Bursting  of  a  Water-Main  —At 
the  Waltham  Abbey  County  Court,  on  the  20th  ult.,  Mr.  Warren,  of  No.  1, 
F'orest  Road,  Loughton,  sued  the  East  Loudon  Water-Works  Company  for 
£39  28.,  compensation  for  damage  alleged  to  have  been  sustained  by  him 
owing  to  the  bursting  of  one  of  their  mains  on  Feb.  15  last.  When  the 
accident  occurred,  the  water  poured  down  the  chimney  and  through  the 
house,  damaging  the  furniture  and  causing  great  inconvenience.  For  the 
defence  it  was  contended  that  the  Company  were  not  liable,  inasmuch  as 
their  pipes  were  well  made,  and  were  carefully  tested  before  being  laid. 
The  Company’s  Engineer  (Mr.  W.  B.  Bryan,  M.Inst.C.E.)  explained  the 
mode  of  testing  the  pipes ;  and  stated  tiiat,  notwithstanding  all  precau¬ 
tions,  they  occasionally  burst,  especially  in  the  winter  months.  The  pipe 
that  gave  way  in  the  present  case  had  been  in  use  about  15  years ;  and 
when  removed  from  the  ground,  the  iron  was  discovered  to  have  under¬ 
gone  a  chemical  change,  which  had  rendered  it  soft.  In  his  opinion,  this 
change  could  not  be  avoided  by  the  exercise  of  any  reasonable  care  or  skill. 
For  the  plaintiff  it  was  argued  that  the  pipes  were  under  the  defendants 
control,  and  that  therefore  they  were  responsible  for  them.  His  Honour 
(Judge  Abdy)  thought  the  plaintiff  had  failed  to  adduce  evidence  of  neglect ; 
and  consequently  he  gave  judgment  for  the  defendants,  with  costs. 

The  Charges  for  Water  at  Oldham.— A  deputation,  representing  some 
of  the  large  consumers,  waited  on  the  Oldham  Corporation  Water  Com¬ 
mittee  last  Wednesday  to  ask  for  a  reduction  in  the  charges  made  to  them. 
It  was  stated  that  the  price  came  in  some  cases  to  as  much  as  Is.  per 
1000  gallons  for  all  the  water  used  in  certain  mills  and  factories ;  and  a 
suggestion  was  made  that,  instead  of  taking  the  quarterly  consumption, 
the  Committee  should  charge  for  the  yearly  total,  which  would  entitle 
some  of  those  concerned  to  come  on  the  very  lowest  scale.  Some  figures 
produced  to  the  Committee  showed  that  at  Birmingham  the  charge  up  ^ 
10,000  gallons  was  Is.  Gd.  per  1000,  and  for  1,000,000  gallons  it  was  only  Gd. 
per  1000 ;  whereas  at  Oldham  up  to  2,000,000  gallons  it  was  practically 
7d.  per  1000.  At  Bradford,  up  to  400,000  gallons  it  was  9d. ;  beyond,  Cid. 
At  Halifax,  up  to  70,000  gallons,  Sd.;  beyond,  Gd.  At  Huddersfield,  7d. 
per  1000  all  round.  At  Leeds,  Gd.  all  round.  The  charge  at  Oldham  was 
formerly  as  low  as  3d.  per  1000  gallons,  when  the  consumers  took  a  certoin 
quantity ;  but  the  prices  had  gone  up,  and  old  mills  were  consequently 
unable  to  compete  with  the  new  ones.  Mr.  \V  addingtou  said  it  was  un¬ 
fair  in  some  cases  to  make  comparisons.  At  Leeds  the  cost  of  the  water¬ 
works  was  nothing  compared  to  Oldham.  They  drew  their  supply  from 
a  river ;  and  it  had  never  been  known  to  fail.  The  Chairman  (Aider- 
man  Buckley)  said  that  when  they  made  comparisons  they  had  to  lake 
all  the  circumstances  into  consideration.  When  they  charged  3d.  per 
1000  gallons  they  were  losing  a  big  amount  annually ;  and  they  had  a  large 
sum  handed  over  to  them  from  the  Gas  Committee.  The  Committee 
adjourned  the  consideration  of  the  subject. 

The  Belfast  Water  Commissioners  and  their  Stonyfobd  Reservoir. 
—In  the  Chancery  Division  of  the  High  Court  of  Justice  of  Ireland,  the 
Belfast  Water  C’^ommissiouers  were  recently  plaintiffs  in  an  action 
brought  against  the  contractors  for  their  Stonyford  reservoir  (.Messrs. 
Anwell,  Dyson,  and  Wainwright).  The  Commissioners  were  authorized 
by  an  Act  of  1884  to  construct  a  reservoir  and  other  water- works  at  Slony- 
ford.  County  Antrim,  for  increasing  the  supply  of  water  in  Belfast.  The 
works  were  to  bo  ooniplotod  withiu  aix  ycAm.  lu  Mayi  1806,  the 
defendautB  put  in  a  tenaer  to  execute  the  work  for  £99,905; 
tender  having  been  accepted,  a  contract  was  entered  into  by  which  the 
defendants  agreed  that  the  work  should  bo  oomplolod  in  two  years.  There 
were  other  provisions  by  which  the  plaintiffs  would  have  jiowor  to  termi¬ 
nate  the  contract  if  the  defendanU  neglected  to  carry  out  the  works  in 
accordance  with  the  siiecification  and  to  the  satisfaction  of^tho  plaintifis 
Engineer,  or  if,  by  delay  or  stoppage  of  the  works,  the  Commisaioneri 
believed  they  would  not  be  compleU>d  within  the  specified  time  ;  and  that 
if  the  contractors  failed  to  makegood  such  a  breach  within  six  days  after 
notice,  the  Commissioners  might  take  over  the  works  and  plant.  In 
June  last  year  an  interlocutory  injunction  was  obtained  to  prevent  the 
contractors  from  further  interfering  with  the  work,  on  the  ground  that  ft 
was  not  being  done  according  Ui  the  terms  of  the  contract ;  the  plaintiffs 
underUking  to  indemnify  the  defendants  for  any  loss  they  might  •»•!*>“ 
if  on  the  hearing  of  the  action  judgment  was  given  in  their  favour.  The 
trial  was  commenced  on  Wcauesday  ,  and  it  was  expected  to  iMt  thrw 
weeks.  An  arrangement  was,  however,  oome  to,  by  which  the  Commit- 
sioDers  hxve  •grued  to  pxy  the  dofeudxnt*  £6000  iu  full  diBch^rg©  of 
their  claim  ;  the  Commissioners  to  retain  iioeaesaion  of  t^  plant  and 
material  at  the  works,  and  all  further  prooeeaings  to  be  stayed. 
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Dbanhbad  Water  Company. — This  Company,  which  was  registered 
on  the  18th  ult,,  with  a  capital  of  £10,000,  in  £10  shares,  has  been 
formed  for  the  purpose  of  supplying  water  within  the  township  of 
Stainland,  Barkisland,  and  Elland-cum-Greetland,  in  the  parish  of 
Halifax. 

Improved  Value  of  Tar  and  Ammoni.acal  Liquor. — At  the  last  meeting  of 
the  Darlington  Town  Council,  Mr.  E.  D.  Walker  submitted  amotion  for 
the  adoption  of  the  minutes  of  the  Gas  Committee,  containing  a  recom¬ 
mendation  that  offers  which  had  been  received  for  the  tar  and  ammoniacal 
liquor  produced  at  the  gas-works — viz.,  £1000  per  annum  for  the  latter 
and  15s.  per  ton  for  the  former,  for  three  years  from  Jan.  1,  1889 — be 
accepted.  In  reply  to  questions,  Mr.  Walker  said  this  price  was  about 
£450  better  than  the  average  receipts  for  the  liquor  during  the  past  live 
years  ;  and  therefore  the  Committee  deemed  it  inexpedient  to  erect  plant 
of  their  own  for  dealing  with  this  residual. 

The  Management  of  the  Warrington  Gas-Woeks. — A  deputation 
waited  on  the  Mayor  of  Warrington  last  Wednesday  to  ask  him  to  call  a 
public  meeting  to  take  iuto  consideration  the  recommendations  of  the 
Corporation  Gas  Committee  with  reference  to  the  future  management  of 
the  gas-works.”  The  object  of  the  deputation  was  to  hold  a  meeting  prior 
to  the  Council  meeting  to-day  (Tuesday),  in  order  that  they  might,  in  par¬ 
ticular,  get  an  expression  of  opinion  adverse  to  the  retention  of  Mr.  J. 
Paterson’s  services  as  Consulting  Engineer.  The  Mayor  declined  to  call 
a  meeting  to  consider  the  recommendations  of  a  Committee  which  had  not 
been  submitted  to  the  Council,  but  promised  to  lay  before  that  body  any 
resolution  or  petition  which  might  be  forwarded  to  him.  It  was  stated  by 
the  deputation  that  the  proposal  of  the  Committee  has  excited  a  large 
amount  of  feeling  in  the  town. 

The  Water  Question  at  Yeadon. — At  the  meeting  of  the  Yeadon  Local 
Board  last  Wednesday  week,  the  Clerk  (Mr.  C.  J.  Newstead)  submitted  a 
draft  letter  he  had  prepared  in  reply  to  the  communication  read  at  the 
previous  meeting  of  the  Board  from  the  Solicitors  of  the  Yeadon  Water 
Works  Company.  The  letter  was  approved  by  a  majority  of  the  members 
present ;  and  it  was  decided  that  a  copy  should  be  forwarded  to  the  Local 
Government  Board.  Mr.  Newstead,  in  his  reply,  dealt  with  each  part  of 
the  letter  which  the  Company’s  Solicitors  had  sent  to  the  Local  Govern¬ 
ment  Board.  He  said  the  principal  point  raised  was  as  to  the  validity  of 
the  award.  The  other  points  appeared  to  the  Local  Board  to  be  imma¬ 
terial,  and  more  in  the  nature  of  an  appeal  ad  miserico?'diam  than  real 
objections.  He  pointed  out  that  the  letter  did  not  venture  to  assert  that 
the  award  was  invalid,  but  merely  that  the  Company  believed  it  to  be  so. 
After  detailing  the  circumstances  attending  the  arbitration  proceedings, 
the  Clerk  said  the  Local  Board  contended  that  the  award  was  valid  and 
binding  upon  the  parties.  They  submitted  that  it  was  good  on  the  face  of 
it,  and  that  it  must  be  taken  to  be  binding  until  it  was  set  aside  by  a 
Court  of  competent  jurisdiction. 

The  Transfer  of  the  Windsor  and  Eton  Water-Works  to  the  Cor¬ 
poration. — On  Saturday,  the  23rd  ult.,  the  Windsor  and  Eton  Water- 
Works  were  formally  handed  over  to  the  Corporation  of  Windsor.  The 
Directors  of  the  Company  had  invited  the  Mayor  (Mr.  G.  H.  Peters),  the 
Town  Clerk  (Mr.  G.  H.  Long),  and  the  members  of  the  Water-Works 
Audit  Committee  to  meet  them  at  the  works  in  Tangier  Lane,  Eton, 
w'here  the  ceremony  took  place.  The  works  having  been  surveyed,  the 
Mayor  and  members  of  the  Committee  were  invited  to  partake  of  refresh¬ 
ments  in  the  Board-room.  Mr.  K.  Buckland,  as  Chairman  of  ;the  Direc¬ 
tors,  proposed  “  The  Health  of  the  Corporation  of  Windsor  ;  ”  and  in  the 
course  of  a  few  remarks,  expressed  a  hope  that  the  purchase  of  the  works 
would  prove  [a  satisfactory  transaction  to  the  Corporation.  The  Mayor 
responded ;  observing  that  whilst  differences  of  opinion  on  matters  of 
this  sort  would  always  occur,  the  Corporation,  in  acquiring  the  Windsor 
and  Eton  Water-Works,  had  done  what  they  thought  would  be  for  the  in¬ 
terest  and  benefit  of  the  town.  Other  speeches  followed,  and  the  proceed¬ 
ings  closed.  The  works  are  now  under  the  direction  of  the  Audit  Com¬ 
mittee  ;  Mr.  Chapman,  the  Company’s  Manager  and  Collector,  having  been 
appointed  to  the  same  position  at  the  works  under  the  Corporation  which 
he  held  under  the  Company.  Last  Wednesday  evening,  in  commemoration 
of  the  Corporation  having  taken  possession  of  the  water- works,  the  Mayor 
entertained  the  members  of  the  Corporation  at  dinner  at  the  White  Hart 
Hotel. 
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75  Revolutions  per  Minute. 

The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.'S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hour 

(without  the  slightest  oscillation),  at  the  Effinoham  Street  Gas-Works,  SHEFFIELD 
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TUESDAY,  JULY  10,  1888. 

THE  MONTREAL  DISASTER. 

In  the  present  issue  of  the  Journal,  we  reproduce  the  very 
interesting  pictures  and  description  of  the  effect  of  the 
Montreal  gasholder  explosion  which  appeared  in  the  last 
number  of  the  American  Oa.tliijht  Journal.  The  illustrations, 
which  are  from  photographs  taken  from  opposite  sides  of  the 
wrecked  house,  convey  a  vivid  idea  of  the  scene  of  destruc¬ 
tion  ;  and  although  the  accompanying  letterpress  is  not  all 
that  might  be  desired,  it  must  be  remembered  that  it  does 
not  pretend  to  be  the  statement  of  an  eye-witness.  Pro¬ 
bably  most  gas  engineers  who  will  look  at  the  illustrations 


will  be  able  to  see  the  occurrence  distinctly  enough  without 
the  aid  of  a  “  graphic  ”  description.  At  tlie  same  time  it 
cannot  but  bo  deplored  that  tlie  only  accounts  of  the  dis¬ 
aster  that  have  appeared  in  the  newspapers,  as  well  as  this 
specially  prepared  notice,  leave  the  most  important  question 
of  all  in  the  darkest  mystery.  Quitting  this  point  for  the 
moment,  however,  wo  may  address  a  few  observations  upon 
the  appearance  of  the  wreck,  as  recorded  by  the  faithful 
camera.  The  most  striking  thing  about  these  pictures  is  the 
characteristic  indication  of  the  nature  of  the  catastrophe  which 
they  present.  The  question  has  soiqetimes  arisen  in  regard 
to  an  explosion,  as  to  whether  it  was  due  to  a  gaseous  mix¬ 
ture,  or  to  gunpowder  or  dynamite.  In  the  present  instance, 
we  have  a  typical  gas  explosion,  the  character  of  which  is 
easily  perceived.  It  was  disruptive,  as  distinguished  from 
shattering.  The  iron  sheeting  was  rent  like  so  much  paper  ; 
and  the  girders  were  tossed  about  and  twisted  like  match¬ 
wood.  The  gasholder-house  was  razed  to  the  ground  ;  but 
the  destroying  force  was  large,  expansive,  and  equal  in  action. 
The  bricks  of  the  gasholder-house  remained  unbroken  in  heaps 
round  the  site  where  they  had  stood  as  walls.  The  roof  was 
lifted  up,  rent,  and  then  settled  down  on  the  ground.  Much 
of  the  heavier  scantling  of  the  iron  portion  of  the  structure 
can  be  used  again.  It  is  not  without  a  shudder  that  one  can 
think  of  the  men  who  were  in  and  about  the  wrecked  holder 
and  house  when  all  this  mass  of  material  was  brought,  in  a 
flash,  into  the  pictured  condition ;  but,  notwithstanding  the 
damage  done,  a  student  of  explosives  would  be  justified  in 
regarding  this  ruin  as  due  to  an  essentially  weak  expansive 
agency.  If  the  demolition  had  been  deliberately  brought 
about,  with  the  provision  that  the  structure  was  to  be  des¬ 
troyed  instantaneously  without  damage  to  surrounding  pro¬ 
perty,- it  could  not  have  been  better  done.  The  photograph 
which  shows  two  other  gasholder-houses  in  the  background, 
does  not  indicate  that  the  nearest  of  these  to  the  wrecked 
house  suffered  any  injury,  although  the  first  reports  of  the 
disaster  stated  that  surrounding  property  was  much  damaged. 
We  cannot  even  be  certain  that  the  windows,  if  glazed,  were 
broken  ;  but  at  any  rate  the  sashes  were  uninjured.  These 
characteristics  are  worth  remembering  in  connection  with  the 
general  subject  of  gas  explosions. 

With  regard  to  the  circumstances  and  cause  of  the  explo¬ 
sion,  the  present  account  occasions  some  surprise.  The 
affair  happened  on  Saturday,  May  2G  ;  and  Reuter’s  telegram 
published  in  the  English  newspapers  stated  that  “  the 
“  building  was  undergoing  repairs  ” — thereby  leading  anyone 
to  infer  that  it  was  an  old  one,  containing  a  gasholder  that 
had  been  in  use  for  some  length  of  time.  No  further  intelli¬ 
gence  concerning  the  matter  reached  us  until  the  paper  from 
which  the  present  account  has  been  taken  came  to  hand  ; 
and  here  we  learn  for  the  first  time  that  the  structure  was  a 
new  one,  and  that  the  tank  had  not  even  been  filled  with  water 
to  its  full  capacity.  This  information  is  of  grave  import,  since 
it  leads  one  to  ask  how  it  happened  that  a  gaseous  mixture 
could  find  its  way  into  a  gasholder  that  had  never  been 
blown  up  with  air  for  the  usual  test  for  soundness.  Let  us 
recapitulate  the  published  statements.  The  tank  had  received 
10  feet  of  water  when  it  sprang  a  leak,  and  the  water  was 
pumped  out  again.  The  leak  was  stopped,  and  the  water 
again  turned  in.  But  before  it  had  “risen  to  any  extent,” 
the  How  was  stopped  ;  and  the  Manager  ordered  the  manlids 
to  be  taken  off,  in  order  that  he  might  personally  inspect  the 
tank  bottom.  When  only  one  lid  was  off,  the  fitter  tool:  it 
upon  himself  to  enter  the  holder  with  a  lighted  lantern.  He 
lowered  a  ladder  down  through  the  manhole,  got  on  it,  and 
dangled  the  lantern  at  the  eml  of  a  cord  below  him  into  the 
liolder.  A  survivor  who  witnessed  the  action  and  whose 
testimony  was  taken  “  while  lie  was  writliing  on  his  bed  ” — 
this  is  a  touch  of“  graphic”  writing  in  the  American  manner 
— says  that  he  thereupon  covered  his  face  with  his  hands, 
because  he  knew  what  was  coming.  The  explosion  duly 
followed,  and  justified  the  witness’s  prescience.  Tlie  man 
who  fired  the  gas  was  killed,  with  four  others  ;  and  five  men 
were  more  or  less  seriously  injured.  The  coroner’s  jury  returned 
an  utterly  inconclusive  verdict,  from  which  we  gather  that  the 
inquiry  into  the  cause  of  the  death  of  these  men  was  conduc¬ 
ted  in  a  very  perfunctory  fashion.  They  found,  of  course,  that 
they  wore  killed  by  a  gas  explosion,  and  tliat  one  of  them 
ignited  the  gas  in  his  ignorance  and  imprudence  ;  but  beyond 
this  the  jury  apparently  could  not  go.  The  verdict  seems  to 
have  satisfied  the  requirements  of  the  law ;  but  the  whole 
story  does  not  satisfy  engineers,  wl»o  naturally  want  to  know 
how  the  gas  got  into  the  holder.  The  man  who  introduced 
the  lighted  lantern  into  the  holder  was  rash  perhaps  ;  but  his 
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imprudence  would  have  been  harmless  except  for  the  mis¬ 
management,  carelessness,  or  what  it  was,  that  allowed  the 
gas  to  accumulate  in  a  new  holder  standing  in  a  tank  con¬ 
taining  very  little  water. 

We  are  told  that  all  the  connections  had  been  made,  and 
that  the  inlet-valve  was  perfectly  tight,  while  the  outlet-valve 
“  leaked  slightly.”  It  is  remarked,  moreover,  that  “  the  pipes 
“  were  said  to  be  water- sealed.”  Here  is  the  mystery.  Our 
American  contemporary,  with  great  amiability  towards  the 
chiefs  of  the  Gas  Company’s  staff,  observes  that  the  fitter 
“  had  no  fear  that  gas  had  escaped  into  the  holder  but  such 
assurance  is  not  to  be  allowed  for  a  minute  to  go  for 
anything  in  an  attempt  to  extenuate  the  act  of  the 
“  unfoTtunate  ”  who  fired  the  gas  with  the  lantern.  We 
hold  that  the  responsibility  for  rendering  such  a  disaster 
impossible  did  not  rest  with  the  fitter,  but  with 
the  official  in  charge  of  the  work  in  hand,  whoever  he  might 
be.  We  have  not  had  the  advantage  of  seeing  the  full  report 
of  the  examination  of  witnesses  at  the  inquest  ;  and  there¬ 
fore  refi-ain  from  making  any  allegation.  If  the  inlet  and 
outlet  sj-phons  were  sealed  with  water,  as  they  ought  to  have 
been,  it  is  scarcely  too  much  to  say  that  such  an  explosion  as 
this  could  not  possibly  have  happened.  No  gas  manager  or 
gasholder  maker  will  believe  that  at  Montreal  or  anywhere 
else  gas  goes  wandering  about  through  the  air  or  in  the  ground, 
seeking  entrance  into  a  brand-new  holder.  If  the  holder  had 
been  an  old  one,  or  the  water  in  the  tank  had  had  gas  stand¬ 
ing  over  it,  as  in  the  case  of  an  old  tank,  the  sole  responsi¬ 
bility  for  hazarding  a  naked  light  inside  the  holder  would 
have  rested  with  the  man  who  did  the  rash  act.  Men  will 
be  foolish  sometimes,  notwithstanding  all  rules,  discipline, 
and  experience.  Seeing  how  often  candles  and  lanterns  are 
required  inside  new  gasholders,  however,  before  they  are 
tested  with  gas,  it  would  be  outraging  common  sense  to 
lay  down  the  proposition  that  there  is  more  risk  in  taking  a 
candle  into  a  gasholder  imder  such  conditions  than  into 
a  steam-boiler.  It  is  beyond  the  possibility  of  question 
that  gas  did  get  into  this  new  Montreal  holder ;  and 
it  is  impossible  to  get  away  from  the  query  how  /  There  is 
enough  in  the  latest  information  (meagre  as  it  is)  to  enable 
any  gas  engineer  to  form  a  pretty  shrewd  opinion  on  this 
point.  It  appears  that  the  tank  had  been  nearly  half  filled 
with  water,  and  had  been  emptied  again.  The  manholes 
were  closed ;  so  that  there  was  no  possibility  of  escape  for 
any  of  the  gas  that  found  its  way  inside  through  the  inlet  or 
outlet  pipe.  A  little  water  was  then  put  into  the  tank — 
sufficient  probably  to  seal  the  bottom  of  the  holder ;  and  then 
the  manufacture  of  an  explosive  mixture  went  on  until  the 
whole  inner  hft  was  charged  with  it.  We  are  told  that  the 
outlet-valve  leaked.  But,  how  did  this  fact  become  known  ? 
We  should  not  be  disposed  to  ask  many  more  questions  than 
this  in  order  to  clear  up  the  mystery  as  perfectly  as  it  is 
likely  to  be  cleared  up  in  this  world. 

The  whole  occurrence  remains  enshrouded  in  an  atmo¬ 
sphere  of  doubt,  which  cannot  be  regarded  as  satisfactory  to 
anybody.  There  should  be  no  more  mystery  about  gas 
explosions  than  there  is  about  railway  “  accidents  and  it 
is  doing  an  ill-turn  to  the  gas  industry  to  attempt  to  hush 
them  up  under  the  pretence  that  they  are  inexplicable  by 
natural  means.  It  is  bad  enough  as  it  is,  when  the  law 
gives  residents  of  a  district  unnecessary  rights  of  protest 
against  the  construction  of  gasholders  in  their  vicinity  ;  but 
matters  are  likely  to  be  worse  if  the  idea  once  gets  abroad 
that  new  gasholders,  never  used  for  storing  gas,  are  likely 
to  blow  up  without  notice,  and  without  blame  to  anybody 
but  an  unfortunate  fitter.  The  public  are  getting  rid  of  the 
notion  that  railway  accidents  are  due  to  signalmen  and 
drivers,  and  are  increasingly  disposed  to  look  higher  for  the 
personal  causes  of  disaster  that  are  preventible  by  the  exer¬ 
cise  of  human  foresight  and  care.  So  in  the  Montreal  gas¬ 
holder  case.  We  ask  if  the  supervision  was  right ;  if  the 
discipline  of  the  works  was  perfect ;  and  if  an  experienced 
engineer  was  in  charge  of  the  station,  and  of  the  new  gas¬ 
holder.  If  there  was  such  an  officer,  he  should  be  called 
upon  to  explain  how  gas  got  into  the  new  holder,  or  at  any 
rate  to  prove  that  every  precaution  that  could  have  been 
desired  was  duly  taken  against  such  a  result.  If  there  was  no 
such  official,  then  the  Directors  of  the  Company  stand  morally 
convicted  of  the  gravest  dereliction  of  duty  which  men  in 
their  position  can  commit.  We  have  no  desire  to  be  unduly 
severe  upon  the  Directors  and  higher  officials  of  the  Montreal 
Gas  Company  in  respect  of  a  deplorable  occurrence  which 
must  have  brought  considerable  trouble  and  sorrow  upon 
them,  apart  from  the  money  loss,  which  is  .  great.  At  the 


same  time,  regard  for  justice  compels  everyone  who  is  able  to 
look  below  the  surface  of  statements  relating  to  disasters  of 
this  order  to  speak  out  when,  as  in  this  instance,  the  record 
is  not  so  clear  as  might  be  desired.  It  would  have  afforded 
us  infinitely  greater  pleasure  to  have  been  able  to  declare 
that  the  Gas  Company  and  their  officials  did  everything  in 
their  power  to  render  such  an  occurrence  impossible,  and 
to  clear  up  the  cause  after  it  had  happened.  It  may  yet  be 
possible  to  say  the  former,  if  the  questions  suggested  by  the 
imperfect  account  published  by  our  American  contemporai-y 
can  be  satisfactorily  answered ;  but  the  wording  of  the 
verdict  of  the  Coroner’s  jury  forbids  us  to  concede  the  latter. 

THE  SENTENCE  ON  SAMUEL  HUNTEB. 

On  Friday  last,  Samuel  Hunter,  formerly  the  Manager  of 
the  Salford  Corporation  Gas-Works,  was  sentenced  by  Mr. 
Justice  Hawkins,  at  the  Central  Criminal  Court,  for  the 
crimes  to  which  he  pleaded  guilty  at  the  March  Sessions. 
The  air  of  sensationalism  that  has  surrounded  the  deplorable 
affair  from  the  first  was  kept  up  to  the  last  act  of  this  drama 
of  real  life  ;  for  the  first  thing  the  Judge  did,  upon  the  case 
being  called  on,  was  to  throw  down  to  the  Counsel  engaged  a 
packet  of  newspaper  cuttings,  relating  to  the  reasons  for  the 
postponement  of  sentence,  which  appeared  to  have  been  sent 
to  him  from  the  office  of  the  Town  Clerk  of  Salford.  No 
object  for  this  communication  was  assigned  or  imputed ;  but 
the  Judge  protested  with  much  emphasis  against  any  attempt 
to  subject  him  to  the  supposed  influence  of  public  opinion,  if 
this  was  contemplated.  It  would  be  idle  to  deny,  however, 
that  an  idea  has  been  prevalent  that  the  prisoner  was  being 
treated  differently  to  ordinary  persons  in  a  similar  position, 
and  that  the  sentence  had  been  deferred  with  a  view  to  the 
possibility  of  his  making  restitution  of  some  of  the  money  of 
which  he  had  defrauded  the  ratepayers  of  Salford.  Indeed,  it 
will  be  seen,  by  referring  to  the  report  of  the  trial  appearing 
in  our  issue  for  March  27,  that  sentence  was  purposely 
deferred  to  await  the  issue  of  Chancery  proceedings  that  were 
stated  to  be  then  pending — not,  so  far  as  can  be  understood, 
that  the  question  of  restitution  could  be  held  to  affect  the 
sentence,  but  for  fear  lest  sentence  should  interfere  with  the 
civil  proceedings,  or  any  more  expeditious  arrangements  for 
settlement  that  might  grow  out  of  them.  The  question  that 
has  most  interested  the  people  of  Salford,  and  others  who  have 
watched  this  case  during  the  past  three  months,  has  un¬ 
doubtedly  been  whether  any  restitution  has  been  made  ;  but 
now  the  criminal  part  of  the  affair  has  been  concluded  with¬ 
out  disclosing  anything  definite  respecting  its  financial  side, 
except  that  the  civil  proceedings  are  still  dragging  their 
slow  length  along,  and  that  no  money  has  yet  been  paid  or 
promised  by  the  prisoner.  Interest  to-day,  therefore,  centres 
once  more  in  the  sentence,  which  has  been  pronounced  after 
all  as  though  there  was  no  question  of  restitution  of  illicit 
gains.  The  nature  of  the  transactions  of  Friday  may  best  be 
gathered  from  our  special  report ;  and  we  shall  not  attempt 
to  enlarge  upon  the  facts  here.  For  the  perjury  committed 
in  connection  with  the  trial  of  Mr.  Ellis  Lever  (which,  as 
described  by  the  Judge,  was  a  crime  of  a  very  heinous  order), 
sentence  of  five  years’  penal  servitude  was  pronounced,  to 
date  from  the  day  of  conviction.  For  the  other  charges  of  the 
indictment,  a  concurrent  sentence  of  one  year’s  imprisonment, 
with  hard  labour,  was  entered.  We  do  not  offer  any  com¬ 
ment  upon  the  oration  with  which  Mr.  Justice  Hawkins  pre¬ 
faced  his  severe,  if  just  sentence.  Judges  have  their  own 
standards  of  what  is  necessary,  useful,  and  appropriate  for 
such  occasions  ;  and  it  is  idle  to  criticize  them.  Of  more 
immediate  interest,  because  of  wider  apphcation,  than  the 
moral  reflections  addressed  to  the  prisoner  personally  are  the 
expressions  employed  by  the  Judge  with  reference  to  the 
“  commission  ”  system  of  which  Samuel  Hunter  was  a  victim. 
Eeferring  to  the  single  case  of  the  prisoner’s  dealings  with 
Messrs,  Pope  and  Pearson,  Lim.,  Mr.  Justice  Hawkins  said: 

There  can  be  no  doubt  that  it  was  a  very  dishonest  bargain,  because  if  a 
person  who  is  employed  to  buy  from  those  who  are  to  serve  his  employers 
insists  upon  having  a  commission  upon  the  goods  supplied,  it  makes  it 
absolutely  certain  that  those  who  have  to  supply  the  goods  sell  them  at  a 
dearer  rate  than  they  would  do  if  no  commissions  were  paid.  In  truth,  it 
is  depriving  those  who  buy  of  the  amount  of  commission  which  is  paid  to 
their  servant.  I  take  this  to  he  in  itself  a  very  dishonest  course  of  dealing  ; 
and  I  am  perfectly  satisfied  that  you  must  have  known,  at  the  time  you 
were  receiving  the  various  cheques  that  were  paid  to  you,  that  it  was  so. 

Herein  is  our  justification  for  all  that  has  been  pubhshed 
in  these  columns  in  denunciation  of  the  “commission” 
system.  With  this  extract,  condemning  the  wrong  which 
the  unfortunate  Samuel  Hunter  committed,  we  would  fain 
conclude  our  remarks  upon  the  fate  that  has  overtaken  him. 
We  cannot,  however,  withhold  an  expression  of  pity  for  the 
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man  ;  for,  whatever  his  faults,  his  punishment  is  surely  suffi' 
ciently  severe  to  evoke  a  feeling  of  commiseration  in  all  who 
acknowledge  a  common  humanity,  and  recognize  how  little 
really  divides  the  best  of  us  from  the  worst. 

THE  INSINUATIONS  AGAINST  THE  HALIFAX  GAS 
ADMINISTRATION. 

In  last  week’s  issue  of  the  Journal  we  printed  from  the  local 
papers  some  correspondence  that  had  passed  between  the  Town 
Clerk  of  Halifax,  Mr.  Ellis  Lever,  and  Mr.  T.  Fox,  of  the 
Silkstone  Coal  Company,  respecting  certain  coal  contracts  of 
the  Halifax  Corporation  Gas  Committee  ;  and  also  a  paragraph 
from  the  Pall  Mall  Gazette,  and  letters  relating  thereto  from 
the  Editor  and  the  Town  Clerk.  This  paragraph  contained 
a  very  ugly  insinuation  of  the  possibility  of  disclosures  in 
Halifax,  “  if  the  parties  concerned  dared  to  court  inquiry,”  of 
something  similar  to  the  Salford  malpractices.  It  was  with 
much  reluctance  that  we  gave  additional  publicity  to  this 
matter.  But  the  duty  of  a  journahst  is  imperative  ;  and  we 
could  not  minimize  any  damage  that  might  be  done  by  an 
ex  parte  statement  by  restricting  its  circulation.  The  responsi¬ 
bility  for  all  such  statements  rests  vdth  their  origmators.  In 
the  present  case  we  have  no  hesitation  in  connecting  the 
innuendo  of  the  Pall  Mall  Gazette  with  Mr.  Ellis  Lever’s 
high-flying  protest  “  in  the  interests  of  fair  and  honourable 
“  trading,”  and  the  latter  again  wdth  Mr.  T.  Fox’s  threat 
of  a  copy  of  the  Salford  scandal  to  be  repeated  in  Halifax. 
The  correspondence  has  now  been  completed  by  the  letter 
from  Mr.  Ellis  Lever  which  appears  in  another  column ;  but 
it  is  happily  possible  to  remark  that  this  matter  is  not 
likely  to  end  with  the  correspondence.  If  the  letters  and 
the  newspaper  article  meant  anything  at  all,  they  conveyed 
a  distinct  imputation  upon  the  integrity  of  the  Halifax  Gas 
Committee  and  their  Engineer  and  Manager,  Mr.  William 
CaiT.  Mr.  Carr  was  at  the  time  one  of  two  selected  can¬ 
didates  for  the  vacant  post  of  General  Manager  of  the 
Nottingham  Corporation  Gas-Works ;  but  the  Nottingham 
Gas  Committee  rejected  him  solely  and  expressly  on  account 
of  this  imputation  upon  his  character.  This  is  specific 
damage  for  which  it  is  to  be  hoped  somebody  will  be  made 
to  pay  smartly.  The  Pall  Mall  Gazette  has  played  a  shame¬ 
ful  part  in  this  business,  and  will  probably  be  taught  a  sharp 
lesson  upon  the  subject  of  the  danger  of  throwing  about  fire¬ 
brands  in  the  shape  of  base  insinuations.  As  to  Mr.  Ellis 
Lever,  the  least  said  the  better.  His  last  letter  is  a  trans¬ 
parent  attempt  to  back  out  of  his  responsibility.  But  w'e  are 
not  disposed  to  indulge  in  comments  upon  a  matter  that 
must  be  dealt  with  judicially.  Everybody  will  sympathize 
with  Mr.  Carr  and  the  Halifax  Gas  Committee ;  but  if  the 
processes  of  law  enable  them  to  punish  their  assailants  as 
the  latter  deserve,  good  will  come  out  of  evil,  and  the  taste 
for  innuendo  specially  directed  against  gas  officials,  which 
has  lately  been  developed  in  certain  quarters,  will  receive 
a  salutary  correction. 

END  OF  THE  COAL  AND  WINE  DUES  CONTINUANCE  BILL. 
The  hopeless  attempt  to  perpetuate  the  London  Coal  and 
Wine  Dues  in  the  interest  of  the  Corporation  of  the  City 
and  the  Metropolitan  Board  of  Works  has  at  length  been 
abandoned.  The  order  for  the  second  reading  of  the  Bill  for 
continuing  the  dues  was  discharged  on  Monday  last  week  ; 
and  thus  ended  the  forlorn  hope  of  the  Metropolitan  Local 
Authorities.  The  impost  is  an  old  one  ;  but  it  is  not  on  any 
account  venerable.  It  has  long  been  an  iiTitating  hindrance 
to  the  natural  development  of  the  manufacturing  interests 
of  tlie  capital ;  and  it  has  accordingly  been  impossible  to 
smile  at  an  anachronism  which,  however  absurd,  yet  retained 
the  property  of  mischievous  action  in  such  a  high  degree. 
People  laugh  at  the  Lord  Mayor’s  procession,  and  at  some 
other  of  the  harmless,  if  u.seless  and  not  particularly  edifying 
usages  of  the  civic  system  ;  but  there  are  points  at  which 
good-humoured  tolerance  yields  to  silent  disgust,  and  this 
again  to  active  protest.  In  the  case  of  the  Coal  Dues, 
the  incurious  tolerance  of  the  great  mass  of  the  popu¬ 
lation  of  London,  upon  which  the  municipal  authorities 
largely  relied  in  their  attempt  to  perpetuate  a  bad  old 
custom,  has  proved  insufficient  to  .support  them  under 
the  determined  onslaught  of  the  clear-sighted  enemies  of 
the  dues.  The  history  of  the  now  successful  movement  for 
puttmg  an  end  to  the  customary  taxing  of  coal  consumed 
in  the  Metropolis  is  a  very  instructive  story  of  the  triumph 
of  principle  against  expediency  and  self-interest.  Everything 
appeared  to  favour  the  Corporation  and  the  Metropolitan 
Board  of  Works,  who  shared  the  proceeds  of  the  duos 
between  them,  when  they  began  to  move  in  the  matter  of 


securing  the  continuance  of  the  custom.  It  had  been  estab¬ 
lished  for  such  a  long  time  that  everybody  took  it  as  a 
matter  of  course.  The  great  bulk  of  coal  consumers  could 
not  be  said  to  feel  it ;  and  not  many  of  them  even  knew  of 
its  existence.  It  was  a  tax  easily  and  cheaply  collected  ;  and 
the  proceeds  had  been  applied  for  purposes  admittedly  bene¬ 
ficial  to  the  Metropolitan  community.  Finally,  and  as  a 
clinching  argument,  the  ratepayers  of  the  Metropolitan  area 
were  told,  with  terrifying  emphasis,  that  if  the  dues  were  not 
renewed,  the  rates — that  bugbear  of  the  town  resident’s 
existence — would  inevitably  be  increased  by  the  dreadful 
increment  of  8d.  or  4d.  in  the  pound.  All  this  made  a 
good  solid  body  of  argument  in  support  of  the  dues  ;  but  the 
first  approaches  of  the  Metropolitan  Authorities  to  the 
Government  of  the  day,  for  the  purpose  of  eliciting  a 
promise  of  a  renewal  of  the  help  that  former  Govern¬ 
ments  had  extended,  when  the  question  of  continuing  the 
impost  had  been  mooted,  met  with  a  decided  check.  The 
authorities  were  disappointed,  but  not  discouraged.  They 
thought  the  refusal  of  their  request  proceeded  from  a  Minister 
inspired  with  too  high  a  regard  for  the  pure  ethics  of  Free 
Trade,  and  possessed  with  a  doctrinaire  dislike  of  indirect 
taxation.  They  thereupon  decided  to  wait  for  a  change  in 
the  -Administration  before  raising  the  question  again  ;  but 
meanwhile  they  endeavoured  to  gain  outside  support.  They 
approached  the  House  of  Lords  with  one  tale,  and  the  rate¬ 
payers  with  another.  A  Ministry  having  succeeded  to  power 
which  it  was  thought  would  not  cherish  a  too  pedantic  esteem 
for  Free  Trade  principles,  they  approached  the  Treasury  with 
their  petition  for  assistance  ;  but,  to  their  amazement,  their 
reception  was  infinitely  worse  than  it  had  been  before.  A 
frantic  attempt  to  manufacture  public  opinion  followed,  and 
ignominiously  failed.  Then  a  glittex'ing  bribe  of  a  share  of 
the  plunder  was  offered  for  the  parliamentary  aid  of  repre¬ 
sentatives  of  the  suburban  constituencies  ;  and  by  this  means 
a  contingent  of  members,  respectable  at  least  in  number,  was 
marshalled  in  support  of  the  Bill  for  the  continuance  of  the 
dues  which,  as  a  last  resource,  was  submitted  to  the  House  of 
Commons  in  the  present  session.  It  has  all  been  in  vain. 
The  ratepayers  have  made  no  sign  of  desire  for  the  Bill ; 
and,  to  finish  the  matter,  the  Metropolitan  Board  of  Works 
stand  convicted  at  the  bar  of  public  opinion  of  unfitness  for 
the  charge  of  public  funds,  especially  when  derived  from  a 
source  independent  of  the  ratepayers.  So  the  dues  will  die, 
and  London  will  have  cheaper  coal,  gas,  and  coke  ;  and  a 
great  temptation  to  unwise  and  extravagant  expenditure  will 
be  removed  from  the  administrators  of  its  local  affairs. 


The  Management  of  the  Nottingham  Corporation  Gas  and 
Water  Undertakings. — At  the  meeting  of  the  Nottingham  Town 
Council  on  Monday  last  week,  the  following  report  of  the  Gas 
Committee  was  adopted : — “  That  they  have  received  from  Mr. 
Wright,  the  General  Manager,  hie  resignation  of  the  office  he  holds 
under  your  Committee.  As  it  is  urgent  that  the  position  should  be 
filled  up  as  early  as  possible,  the  Committee  have  advertised  in  the 
usual  manner  for  a  successor.  They  have  offered  the  salary  of 
i'600  per  annum,  the  amount  paid  to  Mr.  Wright  when  he  first 
entered  the  service  of  the  Corporation.  Your  Committee  are  of 
opinion  this  is  a  proper  sum.  The  Committee  cannot  close  this 
report  without  expressing  their  great  regret  at  the  loss  of  Mr. 
Wright’s  services,  and  their  high  estimation  of  his  character  and 
skill.”  As  stated  in  another  paragraph,  Mr.  W.  R.  Chester,  of 
Manchester,  has  been  appointed  to  the  vacant  position.  On  the 
same  occasion,  Alderman  Gripper  moved  the  appointment  of  Mr. 
L.  T.  Godfrey  Evans,  of  Liverpool,  as  Engineer  of  the  water  under¬ 
taking,  in  place  of  Mr.  Wharton,  resigned. 

Society  of  Chemical  Industry. — The  annual  meeting  of  this 
Society  was  held  last  Thursday,  in  the  Bute  Hall  of  the  Glasgow 
University,  under  the  presidency  of  Professor  Dewar,  F.R.S.  The 
General  Secretary  (Mr.  C.  G.  Cresswell)  submitted  the  report  of  the 
Council  on  the  year’s  transactions.  It  stated  that  ‘200  new  mem¬ 
bers  had  been  elected,  and  110  removed  by  death,  resignation,  and 
other  causes,  showing  a  net  gain  of  98.  The  total  number  of  mem¬ 
bers  was  ‘2395.  The  papers  read  before  tlie  various  Sections  had 
maintained  their  character  for  general  usefulness.  The  finances  of 
the  Society  showed  an  ample  surplus  to  provide  for  contingencies. 
On  tho‘2‘2nd  of  June  last,  the  Treasurer  reported  that  the  Society 
had  X'2088  11s.  9d.  invested,  and  X‘1761  l‘2s.  9d.  in  the  bank,  as 
against  X‘1089  lOs.  4d.  invested,  and  Xl.'iOO  IHs.  9d.  in  the  bank,  at 
the  time  of  the  previons  annual  meeting.  Under  these  circumstances, 
the  Council  felt  able  to  make  some  addition  to  the  salaries  of  the 
Editor  of  the  Society’s  Journal  and  of  the  General  SecreUry. 
The  Secretary  further  intimate<l  that  that  morning  some  new  mem¬ 
bers  had  been  elected,  which  brought  the  membership  up  to  more 
than  ‘2400.  The  report  was  adopted.  The  President  then  delivere<l 
his  Inaugural  Address,  in  whicli  he  dwelt  on  what  ha<l  been  done 
by  Scotland  in  stimulating  the  theory  of  chemical  action.  Mr. 
Ludwig  Mond  was  elected  President  for  the  current  year ;  and  it 
was  decided  to  hold  the  next  annual  meeting  in  London. 
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dSas  Institute. 

PROCEEDINGS  AT  THE  TWENTY-FIFTH 
ANNUAL  MEETING. 

Charles  Gandon,  Esq.,  M.  Inst.  C.E.,  President. 
PAPEES  AND  DISCUSSIONS. 

(Continued  from  p.  19.) 

[Owing  to  the  illustrations  to  accompany  Herr  F.  Lux’s 
paper  on  “  The  Newest  Forms  of  the  Gas-Balance  ”  (which 
followed  that  by  Mr.  Henry  Woodall,  given  last  week)  not 
reaching  us  in  time,  we  are  compelled  to  defer  till  next  week 
the  publication  of  his  communication.  In  the  meanwhile  we 
give  Mr.  Somerville’s  paper ;  and  shall  complete  the  papers 
and  discussions  in  our  next  issue.] 


THE  VENTILATION  OF  GAS-LIGHTED  EOOMS. 

By  John  Somerville,  of  London. 

The  ventilation  of  gas-lighted  rooms  is  a  question  of  the 
greatest  importance  when  considered  in  connection  with  our 
special  industry  ;  and  although  the  matter  is  beginning  to  be 
better  understood  than  it  formerly  was,  and  more  interest 
is  attached  to  it,  and  ventilation  is  now  regarded  as  a  neces¬ 
sary  of  civilization  and  as  an  accompaniment  of  all  well- 
lighted  and  properly  heated  rooms,  yet  there  is  still  a  vague¬ 
ness  and  a  rule-of-thumb  manner  of  applying  it  to  our 
houses — a  sort  of  haphazard,  come-as-you-like  kind  of  way  of 
letting  in  the  external  air,  and  getting  rid  somehow  or  other 
of  the  vitiated  atmosphere  of  our  living-rooms. 

We  are  all  conscious  of  the  necessity  and  the  importance  of 
breathing  pure  air  ;  and  how  it  affects  our  health  and  very 
existence.  What  is  more  exhilarating  and  delightful  than  a 
brisk  walk  through  the  pure  country  air  in  an  early  spring 
morning  ;  its  agreeable  freshness  and  reviving  influence  is 
greatly  conducive  to  our  pleasure,  comfort,  and  well-being. 
This  is  the  sort  of  influence  we  want  imported  into  our 
homes  ;  and  althougli  it  may  be  very  difficult  to  get  pure 
country  air  into  rooms  in  large  towns,  we  ought  to  put 
forward  our  best  endeavours  to  provide  in  them  as  much 
fresh  air  as  possible.  I  am  afraid  that,  even  in  this  enlightened 
age,  very  many  persons  are  not  aware  of  the  great  necessity 
there  is  for  thorough  ventilation — or,  as  the  Journal  of 
Gas  Lighting  calls  it,  “  Aerial  sanitation,”  which,  I 
think  is  a  much  better  term  when  used  in  reference 
to  dwelling-houses,  halls,  and  theatres — because  in  their 
great  anxiety  to  exclude  cold  and  damp  and  the  inclemency 
of  the  weather,  they  prevent,  as  much  as  they  can,  the 
external  air  from  coming  in  to  renew  the  atmosphere  inside, 
which  is  essential  to  prevent  its  becoming  stagnant,  and  con¬ 
sequently  unfit  to  support  human  life.  Our  lives  can  be 
preseiwed  for  some  time  without  food  or  water  ;  but  take  away 
the  air  we  breathe  for  only  a  very  short  space  of  time,  and  we 
cease  to  exist.  We  must  have  air ;  and  it  must  not  be  the 
air  breathed  only  2  or  3  minutes  before,  but  totally  different, 
and  fresh.  As,  by  the  laws  of  Nature,  life  is  supported  by  the 
air,  and  as  only  about  one-fifth  of  the  ordinary  atmosphere, 
or  oxygen  of  the  air,  is  capable  of  sustaining  life,  the  rest,  or 
the  nitrogen,  serves  as  a  diluent  to  render  the  air  more  fit  for 
respiration.  At  every  breath,  we  inhale  about  a  pint  of  air  ; 
and  we  breathe  about  18  or  20  times  a  minute.  In  the  lungs 
there  is  an  admirable  arrangement,  by  which  the  air  is  exposed 
to  the  action  of  the  blood,  which  changes  the  vital  air,  or  the 
oxygen,  into  carbonic  acid,  which  is  destructive  of  all  animal 
life ;  but  by  a  beautiful  provision  of  Nature,  in  order  to 
prevent  this  carbonic  acid — this  exhausted,  contaminated,  and 
now  poisonous  air — fi’om  being  used  a  second  time,  while  it 
was  in  the  lungs  the  vital  air  takes  up  so  much  heat  as  to 
lessen  its  specific  gravity,  and  it  is  so  light  as  we  breathe  it 
out  into  the  atmosphere  that  it  rises  at  once  above  our  heads. 
I  may  also  remark  here  that  we  have  learnt,  within  the  last 
few  years,  during  a  noted  controversy,  how  quickly  air  is 
heated,  and  likewise  how  quickly  it  gives  the  heat  up  again. 
In  occupied  rooms,  the  carbonic  acid,  as  it  is  exhaled,  rises 
between  each  breath  to  the  ceilings  ;  and  a  fresh  and  pure 
draught  of  air  is  thus  secured  each  time  we  breathe.  By  the 
care,  however,  that  some  people  take  to  prevent  the  entrance 
of  external  air,  they  are  compelled  to  breathe  over  and  over 
again,  the  same  contaminated  atmosphere. 

To  those  who  have  experienced  the  grateful  and  refreshing 
effects  of  the  sweet  and  pure  morning  air,  there  is  little 
wonder  at  the  lassitude,  languor,  and  want  of  energy  they 


see  consequent  upon  the  continual  breathing  of  a  foul  atmo¬ 
sphere  in  over-crowded  and  ill- ventilated  rooms.  It  is  perhaps 
a  matter  to  be  thankful  for  that  the  doors  and  windows  now 
fixed  in  most  modern  houses  are  made  at  so  much  a  dozen, 
by  the  “  sweating  system,”  from  not  over-dry  and  seasoned 
timber,  as  used  in  houses  now-a-days  by  builders  ;  so  that  a 
tolerable  quantity  of  air  finds  its  way  into  the  rooms  through 
the  chinks  and  crevices  of  the  woodwork,  which  satisfies  the 
mind  of  the  builder  that  he  has  thus  provided  sufficient 
ventilation,  and  that  the  fireplace  and  chimney  will  do  the 
other  part  of  the  work.  He  also  takes  care,  in  laying  the 
flooring-boards,  that  the  materials  shall  not  be  too  well 
seasoned,  so  that  there  shall  be  sufficient  shrinkage  before 
anyone  occupies  the  house  to  allow  of  a  J-inch  space  between 
each  board  for  air  to  enter  to  supply  the  fire  with  the  neces¬ 
sary  quantity,  and  at  the  same  time  causes  the  sensation  of 
being  at  sea,  by  the  heaving  up  and  down  of  the  carpets 
during  sudden  gusts  of  wind  in  stormy  weather.  Besides 
this  he  sometimes  provides  an  iron  grating,  as  a  riser,  at  the 
front  doorsteps,  which  admits  light  and  air  to  the  cellar ;  and 
from  there  the  air  finds  access  to  other  parts  of  the  house. 
If  it  were  not  for  these  rough-and-ready  means  of  admitting 
fresh  air  into  houses,  the  majority  of  them  would  scarcely  be 
habitable  during  winter  time.  No  provision,  however,  other 
than  the  ordinary  fireplace,  is  thought  of  for  the  exit  of  the 
vitiated  air  of  the  rooms ;  and  anyone  entering  a  room  in  the 
evening,  after  it  has  been  occupied  for  a  few  hours,  is  met 
with  a  hot  blast  of  impure  air,  at  5  or  6  feet  above  the  floor- 
level — owing  to  the  vitiated  atmosphere  not  having  descended 
low  enough  to  come  under  the  influence  of  the  draught  in  the 
chimney.  The  occupants  of  the  room  are  therefore  sitting  in 
a  bath  of  hot,  polluted,  unwholesome  air,  which  is  such  a 
fruitful  source  of  coughs,  colds,  fevers,  and  disease. 

Architects  and  designers  of  houses  do  not  seem  to  attach 
sufficient  importance  to  the  aerial  sanitation  of  our  common 
dwellings  ;  but  if  a  haU  or  other  large  public  building  is  to  be 
erected,  as  a  rule  some  means  of  ingress  and  egress  for  air 
are  thought  of,  and  an  elaborate  system  of  mechanical  venti¬ 
lation'  is  arranged  for,  with  the  result  of  creating  unbearable 
di’aughts,  caused  by  the  large  volumes  of  cold  air  which  is 
poured  into  the  rooms  or  chambers  hap-hazard,  and  which  is 
allowed,  or  is  supposed,  to  find  its  way  out  by  the  windows 
placed  high  up  in  the  building,  or  other  openings  and  chinks 
in  the  woodwork  of  the  roof.  Then  these  gentlemen  appear 
to  favour  electricity  for  lighting,  because  they  say  such  lights 
do  not  give  off  any  heat,  and  so  do  not  vitiate  the  air — 
forgetting  or  ignoring  the  fact  that  the  heat  evolved  by  a  gas- 
flame  is  the  best  of  all  ventilating  mediums,  provided  they 
would  only  arrange  for  a  simple  means  of  conveying  the 
products  of  combustion  out  of  the  room — thus  securing  light, 
heat,  and  ventilation  in  the  most  perfect  degree,  and  without 
a  tithe  of  the  first  cost  and  expense  of  annual  maintenance 
of  the  more  elaborate  system. 

As  a  rule,  architects  do  not  yet  recognize  the  necessity  of 
providing  for  a  constant  change  of  air  in  the  living-rooms  of 
dwelling-houses,  clubs,  and  hotels.  They  go  on  designing 
and  building  in  the  old  groove,  except  when  some  special  case 
requires  a  means  of  ventilation,  or  necessity  points  to  some 
effort  in  that  direction.  Then  they  seem  to  think  that  it  is  quite 
sufficient  if  they  arrange  for  a  few  air-bricks  outside,  and  a 
hole  in  the  wall  near  the  ceiling,  with  a  flapping  arrangement 
on  the  inside,  and  a  similar  opening  into  the  chimney ;  so 
that  when  one  opens  the  door  of  the  room,  these  things,  like 
burglar  alarums,  set  up  a  clatter  if  they  are  not  put  out  of 
action,  as  they  are  very  frequently,  because  of  the  downpour 
of  cold  air  on  to  the  heads  of  the  inhabitants  of  the  rooms  or 
offices  in  the  winter  time.  In  summer,  however,  when  the 
outside  air  is  warmer,  they  are  permitted  to  act,  and  the 
noise  is  tolerated,  as  they  afford  an  opportunity  of  procuring 
a  change  of  air  in  the  rooms,  when  there  is  no  fire  to  set  up 
a  circulation,  and  take  the  vitiated  air  away.  EeaUy,  there¬ 
fore,  upon  gas  engineers  and  managers  is  thrown  the  onus 
of  supplying  means,  or  suggesting  arrangements,  for  carrying 
away  the  products  of  combustion  from  rooms  lighted,  or  about 
to  be  lighted,  by  gas — a  duty  which  properly  belongs  to 
architects  and  builders,  but  who  too  often,  to  cover  their  own 
shortcomings  or  apathy,  or  want  of  invention  in  providing 
for  the  inlet  and  outlet  of  the  air,  do  not  trouble  themselves 
much  about  it.  No  doubt  there  are  obstacles  and  difficulties 
at  times  in  the  way,  which  seem  to  be  too  formidable  to  over¬ 
come  by  uninitiated  and  inexperienced  men  ;  and  they,  to  get 
over  the  trouble,  often  recommend  the  electric  light  as  a 
panacea.  It  is  therefore  the  duty,  as  well  as  to  the  interest 
of  all  gas  men  to  try  and  help,  and,  if  possible,  show  these 
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men  that  the  best  and  most  approved  means  of  ventilation  is 
by  gas-lights — that  wherever  a  gas-light  is  fixed,  a  current  of 
air  is  established,  which  only  requires  a  little  thought,  and  the 
exercise  of  a  modicum  of  common  sense,  to  use  it  for  providing 
a  constant  change  of  air  in  any  room,  and  so  arranging  foi 
by  far  the  best  and  most  approved  means  of  ventilation 

possible.  .  .1  r  i  n  * 

It  is  idle  for  us  as  gas  engineers  to  ignore  the  fact  that 

there  is  a  widespread  impression  as  to  the  use  of  gas  in 
dwelling-rooms,  &c.,  contaminating  the  air,  and  that  the 
products  of  combustion  from  gas-lights  destroy  its  purity , 
injure  books,  hangings,  furniture,  and  plants;  and  it  is 
downright  affectation  to  pooh-pooh  the  arguments  used,  and 
to  say  :  “  Oh  !  nonsense  ;  there  is  nothing  in  them,  and  the 
use  of  gas  is  no  more  unhealthy  than  any  other  illuminant. 

No  doubt  that  is  so  ;  and  according  to  Dr.  Letheby’s  very 
instructive  experiments  (which  will  be  found  in  the  back 
numbers  of  the  Journal  of  Gas  Lighting,  and  need  not  be 
detailed  here),  as  compared  with  candles  or  oil  giving  an 
equal  illuminating  value  in  any  large  or  small  room,  gaslight 
vitiates  the  air  to  a  much  less  extent.  For  instance,  a 
common  batswing  or  union-jet  burner  is  credited  with  only 
about  4  per  cent.;  while  oil  stands  at  11  per  cent. ;  and 
candles  at  13  per  cent.  Now  we  have  ventilating  gaslights 
standing  lower  still  in  the  scale,  or  at  only  2  to  24  per  cent. 
There  is  also  to  be  considered  the  sulphur  “bogey,”  which  has 
been,  and  is  still,  greatly  and  grossly  exaggerated;  and  it  has 
not  yet  been  thoroughly  determined — because  chemists,  like 
doctors,  disagree  on  the  question,  and  have  a  difference  of 
opinion — whether  the  harm  done  to  books,  &c.,  is  really 
caused  by  the  products  of  sulphur  emanations,  or  by  highly- 
heated  carbon  compounds.  The  latest  theory,  I  believe,  is 
that  it  is  not  due  to  the  small  amount  of  sulphur  in  the  gas 
at  all,  but  by  w'hat  some  chemists  call  carbon  oxy-sulphide, 
or  some  compound  of  carbon — something  not  yet  very  well 
understood — condensing  on  any  object  a  foot  or  so  below  the 
level  of  the  ceilings,  and  which  I  will  define  in  every-day 
phraseology,  and  free  from  any  chemical  ambiguity,  as  the 
senseless  retention  of  a  stratum  of  very  highly  heated  aqueous 
vapour,  1  or  2  feet  deep  near  the  ceiling.  Prevent  this  from 
accumulating,  and  you  at  once  prevent  the  depositing  of 
moisture  on  any  objects  2  feet  from  the  top  of  the  room  ;  and 
no  harm  can  or  will  be  done  any  more  than  if  a  dozen  sperm 
candles  were  burning,  and  their  products  carried  away  in  a 
similar  manner.  If  there  is  injury,  it  indicates  very  plainly 
the  want  of,  and  the  necessity  for,  an  efficient  means  of  ven¬ 
tilation  to  carry  away  these  heated  aqueous  vapours  and  hot¬ 
air  products  ;  and  if  this  is  done,  there  will  be  pleasant  and 
healthy  rooms  to  live  in.  This  is  the  best  argument  to  use  ; 
and  if  we  can  supplement  it  by  showing  how  to  do  it,  and  by 
pointing  to  examples,  and  saying  “  Do  likewise,”  a  great 
advance  will  be  made. 

All  ventilating  arrangements  must  and  should  be  simple, 
and  not  expensive  for  the  average  householder  to  adopt.  We 
know  it  has  been  suggested  to  put  a  number  of  jets  in  a  tube, 
and  carry  the  tube  outside,  terminating  in  a  cowl  or  some 
other  creaking  arrangement ;  or  put  a  solid  flame  Bunsen 
burner  in  a  box  in  the  ceiling  under  the  flooring-boards,  and 
carry  a  tube  between  the  joists  to  the  outside  to  exhaust — 
or,  as  described  by  some  elementary  writers  “  to  suck”  the 
vitiated  air  from  a  room.  But,  in  my  opinion,  these  means 
are  too  artificial.  It  requires  only  some  natural  aid ;  and, 
even  in  the  matter  of  ventilation,  the  nearer  we  can  copy 
Nature  the  better.  Some  also  advocate  admitting  air  at  the 
ceiling-level  to  fall  down  to  the  floor,  carrying  with  it — so  they 
say — the  vitiated  air  (we  must  put  a  big  “  Qy.”  to  this) ;  and 
tlien  taking  the  air  out  at  the  floor-level.  Others  say  let  the 
air  in  at  the  floor-level  behind  the  skirting  boards  of  the  room, 
and  let  it  out  into  the  chimney  at  the  level  of  the  ceiling  and 
by  the  fire.  But  these  appear  to  me  to  be  what  I  must  term 
“  unnatural  ”  schemes,  which  must  be  very  unsatisfactory, 
and  sure  to  end  in  failure  and  discomfort. 

Some  two  or  three  months  ago,  I  had  an  opportunity  of  seeing 
in  action  the  latest  improvement  in  artificial  ventilation, 
known  as  D.  C.  Green's  ventilating  system.  This  consists  of 
an  air  compressor  driven  by  a  gas-engine  situated  in  the 
basement  of  the  building  to  be  ventilated,  or  in  any  position 
adjoining  the  building.  The  compressor  supplies  air  at  a 
pressure  of  from  8  to  6  lbs.  per  square  inch,  wliicli  is 
conveyed  in  small  pipes  similar  to  a  house  fitted  with  gas- 
pipes,  and  an  automatic  multiplying  air  nozzle  fixed  at  or 
near  to  any  place  where  the  ventilation  may  be  requireil. 
The  air  from  these  nozzles  causes  a  large  secondary  or 
induced  current  to  flow  through  a  specially -shaped  pipe  or 


orifice  from  the  external  air  ;  and  this  secondary  air  current 
is  some  20  to  80  times  greater  in  volume  than  the  amount  of 
air  coming  from  the  nozzles.  They  can  be  fixed  in  any  part 
of  a  building  or  rooms,  and  made  to  draw  fresh  air  from  any 
convenient  place  by  a  continuous  light  sheet-iron  or  wooden 
pipe  from  the  special  orifice  to  the  outer  air ;  and  thoj  can 
carry  it  forward  and  deliver  it  exactly  when  required,  or 
distribute  it  in  any  direction.  For  exhausting  foul  air  from 
a  room,  by  reversing  the  direction  of  the  nozzles,  the  impure 
air  is  draw’ii  out,  and  ejected  to  the  outside  of  the  building. 
Where  necessary,  there  can  be  one  of  these  nozzles  fixed  for 
the  delivery  of  fresh  air,  while  another  one  is  drawing  out  the 
vitiated  air ;  so  that  the  air  of  any  room  can  be  changed 
every  five  minutes  if  required.  A  great  advantage  in  this 
arrangement  is  that  the  air  can  be  supplied  either  warmed  to 
any  desired  temperature  in  winter,  or  cooled  to  a  pleasant 
degree  in  summer  time.  One  of  the  nozzles,  discharging  HO 
to  90  cubic  feet  of  air  per  minute  from  the  compresser, 
delivers  at  the  other  end  of  the  special  orifice  about  2(M)0 
cubic  feet  per  minute,  which  comes  entirely  from  the  outer 
air.  In  the  absence  therefore  of  any  natural  means  of  venti¬ 
lation,  here  is  an  admirable  system  for  renewing  air  by 
artificial  means,  applicable  to  all  buildings,  and  at  very  little 
expense,  or  only  a  few  pence  per  day  in  these  times  of  cheap 

My  first  experience  in  the  matter  of  ventilation  was  in 
1852,  when  assisting  in  placing  three  large  sun-lights  in 
the  news-rooms  at  Wolverhampton,  for  the  purpose  of  light¬ 
ing  and  ventilating,  and  renewing  the  atmosphere  of  the 
place,  which  was  a  thing  greatly  needed  in  that  centre  of  the 
then  smoky  Black  Country.  They  were  most  successful  in 
doing  this ;  and  I  believe  this  was  one  of  the  first  attempts 
at  introducing  sun-lights  for  the  purpose  of  ventilation.  The 
centre-tubes  were  carried  only  about  5  or  G  feet  above  the 
level  of  the  ceiling  ;  and  the  heated  air  diffused  itself  per¬ 
fectly  in  the  space  between  the  ceiling  and  roof,  and  found 
its  way  out  through  the  over-lapping  of  the  slates.  As  the 
tubes  were  not  taken  outside  the  roof,  no  cowl  or  butterfly 
valve  was  necessary,  as  gusts  of  wind  did  not  reach  them  nor 
affect  the  draught  in  the  tubes.  There  was  therefore  no  down 
or  back  draught  to  interfere  with  their  action  ;  while  the 
current  of  air  rushing  up  the  G-inch  centre  tube  was  sufficient 
to  carry  a  piece  of  cloth  several  feet  up  into  the  air.  My 
next  experience  in  this  matter  (in  conjunction  with  Mi. 
Keeling,  the  architect  of  the  Strand  Music  Hall,  now  the 
Gaiety  Theatre)  was  in  18G2,  at  which  time  I  was  Engineer 
of  the  Maidstone  Gas  Company.  A  glass  ceiling  had  to  be 
illuminated,  and  the  ventilation  of  the  Music  Hall  pro¬ 
vided  for.  Two  500-light  meters  were  fixed  in  the  base¬ 
ment  ;  and  two  3-inch  rising  mains  went  to  the  roof,  where 
there  were  a  double  row  of  sun-burners,  about  2  ft.^  G  in. 
above  the  ground,  and  stained  glass  which  formed  the  ceiling  , 
the  centre  tubes  passing  to  the  outside  of  a  glass-covered  roof, 
as  the  heat  was  too  great,  owing  to  the  large  number  of  bur¬ 
ners,  to  allow  it  to  remain  inside.  The  end  of  the  tubes 
were  protected  fiom  the  winds  and  weather  by  cowls.  The 
ventilation  was  provided  for  by  the  panes  of  glass  forming 
the  ceiling  being  supported  on  clips  in  iron  frames  ;  thus 
leaving  a  margin  of  f  inch  between  the  panes  and  the  fiames 
for  the  passage  of  air  from  the  hall,  which  also  supplied  the 
sun-lights.  By  this  means  perfect  ventilation  was  secured, 
without  draughts  ;  while  the  hall  was  never  over-heated, 
because  of  the  absence  of  all  gas-lights  from  it ;  and  the 
change  from  daylight  to  darkness  outside  was  imperceptible 
by  the  audience  inside.  This  is  an  excellent  method  for  \en- 
tilating  and  lighting  any  large  hall. 

My  next  special  acquaintance  with  ventilation  was  m 
18GG,  when  I  undertook  the  lighting  and  ventilation  of  Moat 
Park  House— the  residence  of  the  Earl  of  Uomney.  about  two 
miles  out  of  Maidstone.  His  Lordship  made  it  a  «<»« 

that  the  introduction  of  gas  to  his  mansion  should  be  accom¬ 
panied  by  ventilation,  so  that  all  products  of  combustion 
from  the  gas  should  bo  conveyed  away.  1  engaged  to  do  this 
with  some  amount  of  fear  and  trembling;  for  I  had  failed  in 
one  or  two  small  matters  in  the  way  of  ventilating  gas  cook¬ 
ing  stoves  and  gas  fires,  which  had  to  be  removetl  on  account 
of  the  smell.  But  cooking-stoves  in  those  days  were  not  so 
perfect  as  they  are  made  at  the  present  time  ;  although  I 
must  say  some  of  them  smell  rather  strongly  now  at  times, 
when  one  enters  the  house  of  a  friend,  it  is  ipiito  iros-wiblc  to 
intimate  to  him  that  ho  has  a  gas  cooking-stove  in  action, 
because  of  the  smell  given  off  by  chesp  and  imperfect  at- 
mosphviTC  burners.  A  good  and  proiierly  constnicted 
Bunsen  burner  does  not  offend  the  nose  very  much  ,  but 
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those  attached  to  the  cheap  class  of  cooking-stoves  are  often 
very  otfensive.  It  is  no  uncommon  thing  to  hear  the 
remark  :  “I  should  like  to  have  a  gas-stove ;  but  I  cannot 
stand  the  smell  of  them.”  I  am  under  the  impression  that 
these  stoves  would  be  more  generally  used  if  makers  would 
take  care  and  fit  good  Bunsen  burners  to  them,  as  I  have 
found  that  the  ventilation  of  a  gas-stove — i.e.,  carrying  away 
the  fumes — is  in  very  many  cases  a  very  difficult  matter  to 
deal  with.  A  hood,  with  4-inch  pipes  running  into  the 
nearest  chimney,  will  not  always  accomplish  it ;  nor  a  6-inch 
pipe,  carried  through  the  roof  of  the  scullery,  with  a  cowl 
fixed  on,  does  not  always  answer  the  purpose.  To  prevent 
complaints  always  recommend  those  stoves  which  do  not 
offend  the  nose.  But  this  is  a  digression.  As  I  was  saying, 
I  undertook  to  carry  away  all  the  products  of  combustion 
and  the  vitiated  atmosphere  from  the  rooms  of  Moat  Park 
House,  especially  from  the  library,  which  was  a  fine,  large 
apartment,  occupying  one-half  of  the  South  front  of  the 
house  on  the  ground-floor ;  and  it  contained  a  splendid 
collection  of  rare  and  costly  books.  There  were  three  fire¬ 
places  in  the  room — one  at  each  end,  and  one  in  the  centre — 
with  the  old-fashioned  andirons  for  burning  logs  of  wood  ; 
no  coal  being  allowed  to  be  burnt  in  this  room.  The  ceiling 
was  panelled  in  three  divisions ;  and  so  was  suitable  for 
three  sunlights.  These  were  inserted  by  cutting  out  part  of 
the  centre  ornament,  and  fitting  in  strong  galvanized  iron 
boxes,  double-cased ;  a  4-inch  pipe  being  carried  into  each 
chimney  between  the  joists.  The  ventilation  of  this  room 
was  perfect ;  as  was  also  that  of  the  other  rooms,  which 
were  treated  in  a  somewhat  similar  manner.  Where  chan¬ 
deliers  were  used,  the  centre  flower  of  the  ceiling  was 
perforated  with  a  sufficient  number  of  small  holes,  so  as  not 
to  be  noticeable  from  the  rooms.  A  zinc  box  was  then 
inserted  over  these  holes  under  the  floor,  and  between  the 
joists  ;  and  a  pipe  conveyed  the  vitiated  air  and  products  of 
combustion  into  the  chimney. 

The  only  difficulty  I  met  with  was  in  his  Lordship’s 
private  library,  which  was  at  the  back  part  of  the  house,  and 
with  a  northern  aspect.  It  was  lit  with  a  large-sized  Win¬ 
field’s  Argand  library-lamp,  with  opal  reflector,  which  was 
much  in  vogue  in  those  days,  and  with  the  usual  perdifiume 
or  smoke  consumer  or  distributor,  which  was  then  almost  a 
necessary  adjunct  to  Argand  burners  ;  for  the  more  scientific 
“London  Argand”  had  not  then  been  introduced.  With 
the  old-fashioned  Argands,  when  a  door  was  suddenly 
opened,  they  would  smoke  unless  turned  down  low. 

Well,  the  ventilation  of  this  private  library  was  a  little 
troublesome.  A  4-inch  hole  had  been  made  in  the  ceiling, 
and  covered  by  a  stamped  brass  centre  ornament  10-inches 
diameter.  A  zinc  box  between  the  joists  collected  the  heated 
air,  which  was  conveyed  to  the  outside,  as  it  was  difficult  to 
get  to  a  chimney.  The  end  of  the  3-inch  pipe  was  protected 
%  a  cowl ;  but  there  was  occasionally  a  back  draught, 
caused  by  a  projecting  wing  of  the  building,  which,  when 
gusts  of  wind  came,  created  eddies  or  gave  a  whirling 
motion  to  the  outside  air,  causing  the  air  in  the  eduction 
tube  to  strike  back.  This  was  at  last  overcome  by  placing 
in  the  end  of  the  pipe  a  light  flap -valve  hanging  slightly 
out  of  the  perpendicular  ;  so  that  the  slightest  breath  of 
wind  from  the  outside  caused  the  valve  to  close  against  the 
opening  of  the  pipe,  but  only  for  an  instant  or  so,  and  not 
long  enough  to  interfere  with  the  ventilation — for,  if  any 
accumulation  of  heated  aii-  took  place,  it  was  only  for  the 
moment,  and  directly  the  valve  was  released,  the  proper 
action  went  on. 

You  will  perhaps  pardon  me  for  entering  into  these 
minute  details ;  my  only  object  in  doing  so  is  that  you 
may  be  enabled  to  give  instructions  to  your  foremen  and 
fitters,  when  little  difficulties  of  this  kind  crop  up,  how  to 
overcome  them.  These  little  troubles  will  crop  up  in  most 
all  ventilating  arrangements,  and  they  are  sometimes  very 
pei’plexing.  A  peculiarity  in  ventilation  is  that  an  arrange¬ 
ment  which  is  perhaps  successful  in  a  dozen  cases,  will 
in  the  thirteenth,  although  exactly  the  same  means  may 
be  employed,  be  unsuccessful  through  some  little  ob¬ 
struction — for  instance  a  bend  or  an  elbow  too  many,  or  in 
the  wrong  place,  or  some  little  flaw  overlooked.  Besides 
what  may  answer  in  a  southern  or  western  aspect  will  not 
always  be  suitable  when  applied  to  a  northern  or  eastern 
look  out.  I  would  advise  that  ventilating  flues  such  as  I 
have  described  should  always  be  taken  into  a  chimney,  where 
possible  ;  and  then,  if  the  chimney  is  properly  constructed, 
there  will  be  a  pull  of  IJ  or  2  tenths  of  an  inch  vacuum,  and 
never  any  back  or  down  draught.  Two-tenths  constant  pull 


is  sufficient  in  all  cases  to  properly  ventilate  the  largest  room, 
provided  the  eduction-pipes  are  large  enough  to  convey  the 
whole  of  the  products  of  combustion  and  vitiated  air  into  the 
chimney. 

I  will  now  describe  my  latest  efforts  in  ventilation.  Some 
three  years  ago,  I  had  occasion  to  assist  in  designing  a 
dwelling-house  about  to  be  built ;  and  I  thought  this  a  good 
opportunity  of  practically  carrying  out  one’s  theories  on  the 
subject,  and  to  see  if  it  were  possible  to  make  practice  square 
with  theory,  or  vice  versa,  in  the  matter  of  ventilation.  The 
object  I  sought  to  obtain  was  that  the  temperature  of  the 
air  in  the  rooms  should  never  at  any  time  be  more  than  10° 
higher  at  a  foot  from  the  ceiling  than  a  foot  from  the  floor  in 
the  winter  months  of  the  year.  For  dwelling-houses  in  the 
summer  months  may  be  left  to  take  care  of  themselves,  as  we 
all  know  ventilation  is  a  simple  and  easy  matter  during  the 
dog  days.  In  the  course  of  some  experiments  I  made  a  few 
years  ago  in  regulating  the  secondary  air  required  for  gene¬ 
rating  furnaces,  I  found  that  2-lOths  of  an  inch  draught  gave 
a  velocity  of  air  of  about  6  feet  per  second  ;  and  from  this 
data,  I  calculated  the  area  of  opening  required  for  admission 
and  eduction  of  air  into  and  out  of  the  rooms.  Taking  into 
account  the  natural  pressure  of  the  air  as  possessing  an 
ascensional  force  of  1-lOth  of  an  inch  for  every  10  feet  in 
height,  the  quantity  of  air  needed  every  quarter  of  an  hour 
was  found  ;  and,  in  order  that  there  should  be  no  stoppage  or 
obstacle  to  prevent  a  constant  flow  of  fresh  air  into  each  room, 
whatever  winds  or  weather  prevailed,  I  required  it  to  be 
warmed,  or  warmer  than  the  outside  air,  as  being  necessary 
to  prevent  the  formation  of  draughts — seeing  that  the  sudden 
admission  of  cold  air  into  a  warm  room  is  sure  to  create  cur¬ 
rents  in  the  process  of  diffusion  ;  and  currents  of  air  should 
be  avoided  as  much  as  possible  indoors.  I  therefore  arranged 
the  inlets  and  outlets  to  each  room  as  shown  on  the  drawing 
in  plan  and  sectional  elevation ;  A  A  A  A  being  inlets  and 
B  B  B  B  outlets.  The  direction  of  the  air  currents  are  shown 
by  the  arrows. 

The  air  is  admitted  through  an  iron  grating  (which  is 
capable  of  adjustment)  built  in  the  wall  at  the  ground-level 
outside.  The  house  being  built  on  virgin  soil,  I  was  not  much 
concerned  about  the  possibility  of  ground  air  entering  ;  but 
in  some  localities  in  London,  and  other  large  towns  too, 
ground  air  is  perhaps  not  very  desirable  to  admit  into  our 
houses,  and  is  best  to  be  avoided,  which  can  be  done  by 
covering  the  whole  area  on  which  the  house  stands,  and  a 
margin  of  5  feet  on  all  sides,  with  a  foot  depth  of  concrete. 
The  air  is  admitted  by  the  grating  ;  and  it  rises  up  the  centre 
of  the  wall  by  a  brick  space  being  left  out,  so  as  to  form  a 
conduit  9  in.  by  4J  in. — equal  to  40  square  inches  in  area — 
and  enters  the  rooms  at  6  inches  below  the  ceiling,  through 
an  iron  ventilator  capable  of  regulation  by  means  of  a  flap- 
valve,  which  is  usually  set  at  an  angle  of  45°,  in  order  to  give 
the  entering  air  an  upward  direction  to  sweep  across  the  ceil¬ 
ing  to  the  outlet-flue.  The  air  entering  by  this  inlet  is 
warmed  by  absorbing  heat  from  the  walls  whilst  flowing 
upwards  ;  and  as  a  rule  it  takes  up  14°  to  18°  of  heat  before 
passing  into  the  room.  In  the  winter,  when  the  temperature 
of  the  room  is  about  58°  to  60°  Fahr.,  and  the  outside  air 
30°  or  32°  Fahr.,  and  with  one-tenth  of  an  inch  di’aught  in 
the  inlet  conduit,  the  air  which  enters  is  warmed  to  about 
46°  to  48°  Fahr.,  and  mixing  at  once  with  the  heated  air  of 
the  rooms,  does  not  fall,  but  slowly  travels  across  the  ceiling, 
over  the  gas-lights,  to  the  outlet-flue,  which  is  situated  in 
the  centre  of  the  end  wall  of  the  room  above  the  mantelpiece, 
and  between  the  two  smoke  flues.  An  ornamental  brass 
grating  is  all  that  is  seen  in  the  room ;  and  this  communi¬ 
cates  with  the  air-flue,  which  is  6  in.  by  6J  in. — equal  to  39 
square  inches  in  area,  and  generally  has  a  draught  of  IJ- 
tenths  of  an  inch  ;  but  2  to  2|-tenths  in  windy  days.  There 
is  therefore  always  a  constant  suction  at  any  time  of  the 
day  or  night.  If  the  flame  of  a  lighted  taper  is  held  up 
within  ^  inch  of  this  grating,  it  is  pulled  through  it  with  suffi¬ 
cient  force  to  extinguish  it.  The  heated  and  vitiated  air 
escapes  through  it  at  a  temperature  of  62°  to  65°  Fahr. 
This  outlet  air  escape-flue  is  formed  between  the  two  other 
flues,  and  is  6  inches  wide  by  13J  inches  long,  divided 
in  the  centre  by  a  continuous  slate  partition  ;  thus  making 
two  hot  air  escape-flues  6  in.  by  6^  in. — one  serving  the  lower 
room,  and  the  other  one  the  bedroom  above,  where  there  is 
an  adjustable  ornamental  ventilator  fixed  in  the  centre  of  the 
apartment  over  the  mantelpiece,  6  inches  below  the  level  of 
the  ceiling,  and  where  there  is  generally  a  draught  of  one- 
tenth  of  an  inch.  The  air  entering  by  the  doors  and  the 
windows,  no  special  provision  is  necessary  for  the  smaller 


July  10,  1888.] 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


68 


quantity  of  air  required;  the  constant  pull  of  one-tenth  at 
the  ventilator  being  all  that  is  needed  to  keep  the  air  of  the 
bedrooms  always  fresh.  By  the  hot-air  flue  being  built  up 
with  and  between  the  two  smoke-flues,  the  heat  of  these  flues 
from  the  lower  fires  creates  a  draught  independently  of  the 
difference  in  height  of  the  mlet  and  outlets  ;  but  it  also 
answers  well  in  the  summer  time  when  there  are  no  in 
the  grates,  and  keeps  the  rooms  constantly  replenished  with 
fresh  air  by  removing  the  heated  vitiated  air  and  products  of 
combustion  from  the  gas-lights. 

I  have  on  several  occasions  tested  the  inflow  of  air  and  the 
exit  of  heated  air,  and  also  the  temperature  of  the  rooms ; 
and  I  have  invariably  found  that  I  have  succeeded  in  sohnng 
the  problem  I  started  with.  In  one  room  lighted  by  a  5  feet 
Sugg’s  “Cromartie”  recuperative  burner,  I  found  in  the 
winter  time,  while  the  thermometer  outside  stood  at  32 
Fahr.,  the  air  entering  the  room  was  48°  Fahr.  At  6  inches 
above  the  “  Cromartie  ”  burner,  the  temperature  was  72°  Fahr. ; 

8  feet  from  it,  and  8  feet  from  the  outlet,  62°  Fahr.  ;  at  the 
exit  flue,  12  inches  below  the  ceiling-level,  60°  Fahr. ;  at  4 
feet  above  the  floor-level  in  the  centre  of  the  room,  58°  Fahr.  ; 
and  at  1  foot  from  the  floor-level  55°  Fahr. — or  only  a  dif¬ 
ference  of  5°  between  the  floor  and  ceihng  levels.  In  another 
room,  lighted  by  four  of  Sugg’s  silent  “  Christiania  ”  burners, 
on  brackets  on  the  walls,  the  air  entering  on  the  north  side  of 
the  room  was  80°  Fahr. ;  coming  into  the  room,  it  was  42° 
Fahr. ;  over  the  gas-bracket,  1  foot  from  the  ceiling,  and  3 
feet  directly  above  the  buniers,  it  was  88°  Fahr. ;  m  the  centre 
of  the  room,  1  foot  from  the  ceiling,  it  was  65°  Fahr. ;  at 
the  hot-air  exit,  6  inches  from  the  ceiling,  72°  Fahr. ;  at 
4  feet  from  the  floor  in  the  centre  of  the  room,  61°  Fahr. ; 
and  1  foot  from  the  floor,  58°  Fahr.— showing  only 
a  difference  of  7°  between  the  floor  and  ceiling  levels. 
This,  I  think,  proves  conclusively  that  the  ventilation  of  these 
rooms  is  very  efficient ;  and  that  the  heated  and  vitiated  air 
was  being  quickly  taken  away  from  the  rooms,  and  as  rapidly 
replaced  with  fresh  air  from  the  outside.  As  all  the  fire¬ 
places  in  the  rooms  are  fitted  with  Barnard,  Bishop,  and 
Barnard’s  (fire-tile,  slow  combustion,  solid  bottom)  grates,  no 
special  means  for  supplying  air  to  the  fires  was  provided,  as 
these  grates  require  but  a  small  amount  of  air.  Especially 
when  an-anged  to  bum  the  fuel  downwards,  without  producing 
smoke,  the  minimum  of  air  only  is  required.  Had  the  old 
form  of  grate  been  used,  it  would  have  been  necessary  to 
provide  for  a  supply  of  air  to  ensure  proper  combustion, 
something  after  the  plan  suggested  by  Mr.  Sugg,  in  a  paper 
he  read  before  the  Institute  a  few  years  ago,  when  the  air 
was  delivered  from  the  outside  under  the  raised  fender,  through 
perforations  made  in  the  hearth,  so  as  not  to  depend  upon  any 
haphazard  supply  by  doors  or  windows,  or  supposed  tran¬ 
spiration  through  the  walls  of  the  rooms.  With  the  class  of 
grates  mentioned,  no  special  air  supply  appears  to  be  essential, 
whether  burning  all  coal  or  half  coal  and  half  broken  coke, 
as  this  method  of  slow  combustion  warms  the  rooms  quite  as 
effectually  as,  if  not  more  so  than  when  the  flame  of  a  coal 
fire  goes  roaring  up  the  chimney,  carrying  half  the  heat  with 
it,  and  taxing  to  the  utmost  limit  the  air  supply  from  under 
doors,  &c.,  and  producing,  by  the  rush  of  cold  air  across  the 
floor  to  satisfy  the  blazing  fire,  the  discomfort  of  cold  feet. 

This  mode  of  ventilating  houses  is  an  easy  matter  when 
one  has  a  new  house  to  build  ;  but  the  question  to  be  con¬ 
sidered  is.  How  is  it  to  be  applied  to  gas-lighted  rooms  in 
existing  houses,  so  as  to  obtain  like  results  in  the  matter  of 


keeping  down  the  temperature  and  the  renewal  of  the  air  by 
the  removal  of  the  heated  and  vitiated  air,  and  without 
injuring  the  building  ?  There  may  be  a  little  trouble  ;  but 
I  do  not  think  the  difficulties  are  insurmountable.  If  I  had 
such  a  thing  to  do— and  I  wish  some  one  would  give  me  the 
opportunity  of  carrying  it  out — I  would  proceed  very  tnuch 
on  the  lines  I  have  indicated.  I  would  arrange  an  iron, 
zinc,  or  thin  wooden  pipe— say,  square  in  section— in  the 
corner  of  a  room,  taking  air  from  the  outside  at  or  near 
the  ground-level,  and  delivering  it  six  inches  below  the 
ceiling.  Another  similar  pipe  would  be  fitted  in  the  opposite 
corner  of  the  room,  or  close  against  the  side  of  the  projecting 
chimney  breast,  having  its  opening  at  the  ceiling-level.  It 
would  run  up  through  the  room  above  ;  and  would  be 
allowed  to  project  a  foot  or  two  through  the  bed-room 
ceiling  mto  the  space  below  the  roof.  The  heated  impure 
air  would  then  soon  find  its  way  outside.  There  would 
be  a  constant  puU,  and  no  danger  of  down  draught ; 
and  the  expense  could  not  be  very  great.  The  tubes  and 
opening  in  the  ceiling  might  have  some  amount  of  ornamen¬ 
tation,  if  thought  necessary  ;  but  probably,  in  this  assthetical 
age,  a  square  pipe  might  be  admired,  and  not  thought  plain. 
However,  I  could  not  advise  the  pipes  being  let  into  the 
walls  ;  for  this  would  cut  the  walls  too  much,  and  very  likely 
endanger  their  stability.  As  an  alternative  means  of  carrying 
out  this  idea,  an  angle  of  the  room  might  be  utilized  by  fitting 
a  pine  board  11  inches  wide  into  it,  enclosing  an  area  of  about 
40  square  inches,  which  could  take  its  supply  of  air  from  the 
cellar,  or  below  the  floor,  with  an  air-brick  in  the  outside  wall. 
For  the  outlet,  the  angle  formed  by  the  chimney  and  the 
wall  of  the  bedroom  could,  without  much  disfigurement  of 
the  room,  be  made  use  of  by  being  enclosed  with  a  ^-inch  by 
11-inch  pine  board  pauited,  stained,  or  papered,  like  the  rest  of 
the  room.  If  this  plan  could  be  carried  out— and  I  do  not  see 
where  any  difficulty  arises — I  have  not  the  least  fear  but  that 
the  results  obtained  in  the  case  alluded  to  would  follow  ;  and 
the  difference  between  the  temperature  at  1  foot  fi'om  the 
ceiling-level  and  1  foot  from  the  floor-level  in  any  room  so 
ventilated  would  never  be  more  than  10°. 

For  those  who  will  not,  or  do  not  see  their  way  to  adopt 
this  arrangement,  there  are  many  improved  forms  of  ven- 
tilating-lamps  ;  indeed,  there  are  so  many  now,  that  they  are 
too  numerous  to  mention  in  this  paper.  A  few  weeks  ago 
1  Mr.  Vivian  B.  Lewes,  of  the  Royal  Naval  College,  gave  a  lec¬ 
ture  on  this  subject  of  ventilating  gas-lighted  rooms  ;  and  ho 
described  the  way  in  which  the  Wenham  lamp  can  bo  utilized 
for  the  purpose  in  large  or  small  rooms.  For  the  last  throo 
years,  the  large  rental-office  of  the  South  Metropolitan  Gas 
Company,  Old  Kent  Road,  has  been  lighted  and  ventilated 
by  this  moans.  There  are  ten  of  the  large  sized  lamps ;  and 
,  the  three  centre  ones  have  ventilating  shafts  couvoyuig 
away  the  heated  and  vitiated  air  through  slate  flues  above  the 
,  ceiling,  and  into  the  nearest  chimney.  They  answer  very  well, 
and  give  little  or  no  trouble.  Mr.  Sugg  has  adapted  his  inver¬ 
ted  burner  lamp  for  the  purposes  of  ventilation  by  applying 
them,  in  a  very  neat  and  admirable  manner,  to  brackets  on 
the  wall,  by  which  the  products  are  ejected  outside  the  build- 
'  ings.  He  is  also  bringing  out  the  Methven  system  of  sup¬ 
plying  a  separate  current  of  air— previously  depriv^  of  its 
'  moisture — to  the  purposes  of  ventilation,  in  connection  with 
his  lamp  ;  the  air  being  fed  to  tlie  lamp  under  a  slight  pressure, 
j  and  the  products  conveyed  to  tlie  outside  of  the  room,  or  to 
I  the  nearest  chimney.  All  cr  any  of  these  regenerative 
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lamps  lend  themselves  readily  as  a  means  of  ventilation, 
carrying  away  not  only  their  own  products  of  combustion, 
but  also  the  heated  and  contaminated  products  of  respiration 
of  crowded  rooms,  the  air  of  which  soon  becomes  poisonous, 
if  lighted  in  any  other  manner,  without  some  very  efficient 
method  of  ventilation.  As  a  recent  writer  reporting  upon 
the  lighting  of  rooms  by  means  of  electricity  says  :  “  Glow 
“  lamps  do  not  modify  the  atmosphere  and  produce 
*•  less  heat,  but  also  at  the  same  time  have  less 
“  ventilating  power  ;  and  ill-ventilated  rooms,  with  glow 
“  lamps  and  persons  in  them,  become  poisonous  after  a  time. 
“  Though  the  composition  of  anthropotoxin  is  not  yet 
“  accurately  known,  there  can  be  no  doubt  now  as  to  its 
“  existence.”  This  anthropotoxin,  it  appears,  is  a  deadly 
poison,  and  kills  quickly  when  given  to  animals.  It  is 
procured  by  collecting  the  condensed  products  of  respiration 
from  crowded  rooms,  which  are  badly  ventilated,  and  lighted 
by  any  means  which  do  not  assist  in  ventilation.  It  is  seen 
condensing,  and  can  be  collected  from  the  cold  glass  window 
panes  of  such  rooms.  Whenever  this  moisture  is  seen,  it  is 
a  sure  sign  of  imperfect  ventilation  ;  and  by  opening  the 
windows  it  disappears. 

In  conclusion,  I  trust  I  have  succeeded  in  showing  how 
ventilation  may  be  made  easy,  and  at  little  cost ;  always 
bearing  in  mind  that  the  inflowing  fresh  air  should  be  warmed 
as  near  as  can  be  to  within  10°  or  15°  of  the  temperature  of 
the  room.  Then  there  will  not  be  any  discomfort  to  those 
occupying  the  rooms  ;  and  always  a  certainty  that  there  will 
be  a  steady  inflow  of  pure  fresh  air,  replacing  that  taken  out 
of  the  apartment.  Our  homes  may  thus  be  rendered  more 
healthy,  comfortable,  and  enjoyable  in  the  long  dark  evenings 
of  winter. 

The  President  said  he  believed  the  ventilation  of  dwell¬ 
ing-houses  was  less  understood  in  England  than  anywhere 
else  ;  for  we  were  a  long  way  behind  most  other  countries 
in  this  respect.  It  was  a  difficult  matter  to  deal  with  ;  but 
Mr.  Somerville  had  treated  it  in  a  very  exhaustive  way. 
What  he  recommended  appeared  satisfactory,  if  it  would  be 
successful.  There  was  one  point,  however,  which  rather 
disagreed  with  his  experience,  for  he  understood  Mr.  Somer¬ 
ville  to  advocate  the  tise  of  Bunsen  or  atmosphei'ic  burners 
for  heating  ;  whilst  his  (the  President’s)  experience  had  been 
that  such  burners  were  far  more  liable  to  create  an  unpleasant 
smell  that  were  ordinary  gas-burners. 

[It  was  decided  to  discuss  this  and  Mr.  Leeds’s  paper  (to 
appear  next  week)  together.] 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  84.) 

During  the  past  week  business  on  the  Stock  Exchange  has  been 
somewhat  restricted  ;  but  the  markets  have  not  dropped.  On  the 
contrary,  favoured  by  the  continued  promise  of  peace  on  the  Con¬ 
tinent,  the  tendency  has  been  towards  better  prices  generally  ;  and 
but  for  some  access  of  stringency  in  the  Money  Market,  they  might 
have  gone  higher.  The  upward  movement  is  fairly  well  marked 
in  the  Gas  and  Water  Departments,  though  the  extent  of  business 
done  has  been  decidedly  limited.  In  the  former  category,  the 
most  noticeable  feature  is  the  continued  improvement  in  Gaslight 
“  A,”  which  steadily  advanced,  until  on  Saturday  it  was  marked  at 
255^.  South  Metropolitan  “  B  ”  has  been  repeatedly  done  at  244 
— the  top  price;  but  the  quotation  is  left  unchanged.  The  “A” 
has  not  been  dealt  in  at  all.  One  transaction  in  the  old  stock,  at 
267,  was  all  the  business  in  Commercial.  Imperial  Continental 
has  been  dealt  in  every  day,  at  about  level  figures.  Continental 
Union  and  European  are  rather  better;  and  the  debentures  of 
Australian  and  Buenos  Ayres  are  fractionally  higher,  on  ex  div. 
changes.  There  has  been  very  little  doing  in  the  Metropolitan 
Water  Companies  ;  and  the  only  variations  are  favourable — being 
a  rise  of  2  in  Lambeth  7i  per  cent,  and  in  Southwark  ordinary. 
The  daily  operations  were  :  Quiet  business  in  Gas  on  Monday, 
at  fair  prices,  but  without  any  advance.  Two  transactions  in 
Kent  comprised  the  business  done  in  Water.  Tuesday’s  business 
in  Gas  was  largely  in  debentures,  which  are  still  in  demand.  Upon 
reference  below  to  the  comparative  table  of  prices  now  and  six  months 
ago,  it  will  be  noted  how  the  secured  issues  of  Gas  undertakings 
have  advanced  in  price.  Wednesday  was  much  quieter.  Prices 
generally  were  very  good;  and  Gaslight  “A”  rose  1.  Water  was 
almost  neglected.  Much  of  Thursday’s  Gas  business  was  in  the 
debentures  of  the  two  Australian  Companies,  which  stand  in  good 
estimation.  Gaslight  “  A  ”  rose  1  more,  and  European  improved  J. 
There  was  nothing  done  in  Water.  Friday  was  a  quiet  day  in  both 
Gas  and  Water,  and  quotations  did  not  move.  Saturday  was  more 
active  than  usual,  and  prices  rose.  Buyers  of  Gaslight  “  A  ”  were 
1  higher;  and  Continental  Union  advanced.  Water  was  more 
dealt  in ;  and  Lambeth  7^  per  cents,  and  Southwark  ordinary 


improved  2  each.  [Erratum  :  In  line  17,  last  week,  for  “bring  ” 
read  “  buy.”] 

We  append  a  comparative  table  of  the  quotations  of  Gas  and 
Water  stocks  as  on  the  1st  of  January  last  and  on  the  30th  of  June. 
In  regard  to  Gas  Undertakings,  the  most  noticeable  feature  is  that, 
while  the  open  stocks  have  in  many  instances  failed  to  maintain 
their  position,  the  debenture  and  preferred  issues  have  made  con¬ 
siderable  advances — a  movement  which  was  largely  stimulated  by 
the  demand  for  first-class  securities  created  by  the  conversion  of 
the  National  Debt.  Some  considerable  improvements  have  been 
achieved  by  the  Water  Companies ;  the  recovery  of  New  River 
being  the  most  conspicuous. 


Prices  on 

Prices  on 

Gam 

Name. 

Jan.  3, 

June  30, 

or 

GAS  COMPANIES. 

1888. 

1888. 

Loss. 

Alliance  and  Dublin  Company,  10  per  cent. 

maximum . 

184-194 

. .  184—194 

.  .  — 

Do.  7  per  cent . 

124-134 

. .  134-14 

..  +i 

Australian  (Sydney)  6  per  cent.  Debentures 

107—109 

. .  111—113 

..  +4 

Bahia,  Limited . 

22—24 

22—24 

. .  -- 

Bombay,  Limited . 

7—74 

7—74 

. .  — 

Do.  New . 

6-54 

5-54 

. .  — 

Brentford  Consolidated . 

224—229 

. .  223—228 

-1 

Do.  New . 

163-168 

. .  162—107 

..  -1 

Brighton  and  Hove,  Original . 

43—45 

. .  43—45 

. .  — 

British . 

45—47 

. .  44—46 

..  —1 

Bromley,  Ordinary  10  per  cent . 

20—22 

20—22 

. .  — 

Do.  7  per  cent . 

134-144 

. .  134-144 

. .  — 

Buenos  Ayres  (New),  Limited . 

13—14 

. .  134—144 

. . 

Do.  6  per  cent.  Debenture.  ,  ,  . 

105—107 

. .  109—111 

..  +4 

Cagliari,  Limited . 

26—28 

25—27 

..  -1 

Commercial,  Old  Stock . 

274—279 

. .  264—269 

..  -10 

Do.  New  do . 

205—210 

. .  205—210 

. .  — 

Do.  44  per  cent.  Debenture  Stock . 

120-125 

. .  120-125 

. .  — 

Continental  Union,  Limited . 

444—454 

. .  434—444 

..  -1 

Do  New  1869  and  1872  .  . 

304—314 

28—30 

..  -2 

Do.  7  per  cent.  Preference. 

33-35 

35—37 

..  +2 

Crystal  Palace  District . 

200—210 

. .  200—210 

. .  — 

European,  Limited . 

24—25 

. .  244—254 

..  +4 

Do.  New . 

17-18 

. .  174—184 

. .  +4 

Do.  do . 

Hi— 12i 

. .  114-124 

. .  — 

Gaslight  and  Coke,  A,  ordinary  .... 

251—254 

. .  250—254 

..  +4 

Do.  B,  4  per  cent,  maximum 

95—98 

. .  97—102 

..  +3 

Do.  C,  D,  and  E,  10  per  cent. 

Preference  .  .  . 

257—262 

. .  259—264 

..  +2 

Do.  E,  5  per  cent.  Preference 

121—126 

. .  125—130 

..  +4 

Do.  G,  7*  per  cent.  Prefer- 

ence . 

180—185 

. .  183—188 

..  +3 

Do.  H,  7  per  cent,  maximum 

164—168 

. .  168—173 

..  +44 

Do.  J,  10  per  cent.  Prefer- 

ence . 

255—260 

. .  258-263 

+3 

Do.  4  per  cent.  Debenture 

Stock  . 

112—114 

. .  116—119 

..  +44 

Do.  44  per  cent.  Debenture 

Stock  . 

120—125 

. .  125—130 

..  +5 

Do.  6  per  cent.  Debenture 

Stock  . 

162—165 

. .  172-177 

..  +11 

Imperial  Continental . 

206—209 

. .  201—205 

..  -44 

Malta  and  Mediterranean,  Limited  .  .  . 

44-54 

..  43-51 

, .  — 

Metropolitan  of  Melbourne  5  per  cent.  De- 

benture  Stock . 

112—114 

. .  114—116 

..  +2 

Monte  Video,  Limited . 

181—194 

. .  194—204 

..  +1 

Oriental,  Limited . . 

9|-9i 

..  9i-9i 

. .  — 

Ottoman,  Limited . 

64-74 

6—7 

..  “4 

People’s  Gas  of  Chicago,  1st  Mtg.  Bds.  .  . 

101—106 

. .  104—109 

+3 

Do.  2nd  Do.  .  . 

95—100 

92—97 

..  -3 

San  Paulo,  Limited . 

154—164 

. .  154—164 

. .  — 

South  Metropolitan,  A  Stock . 

317—322 

. .  315—320 

..  —2 

Do.  B  do . 

244—249 

. .  240—244 

..  -44 

Do.  C  do . 

260—270 

. .  250—260 

..  -10 

Do.  5  per  cent.  Deb.  Stk.  . 

132—136 

. .  135—140 

. .  +34 

Tottenham  and  Edmonton,  Original .  .  . 

11—13 

11—13 

•  • 

WATER  COMPANIES. 

(  helsea.  Ordinary . 

235—240 

. .  248—252 

..  +124 

East  London,  Ordinary . 

188—192 

. .  192—197 

..  +14 

Grand  Junction . 

119—124 

. .  120—124 

..  +4 

Kent . 

253—258 

. .  267—272 

..  +14 

Lambeth,  10  per  cent,  maximum  .... 

234—239 

. .  250—255 

..  +16 

Do.  per  cent,  maximum  .  . 

182—187 

. .  197—202 

..  +15 

Do.  4  per  cent.  Debenture  Stock 

112—114 

. .  117—120 

• .  +54 

New  River,  New  Shares . 

320—330 

. .  347-352 

..  +244 

Do.  4  per  cent.  Debenture  Stock  . 

115—120 

. .  122—127 

..  +7 

Southwark  and  Vauxhall,  10  per  cent.  max. 

158—162 

. .  155—160 

..  -24 

Do.  74  per  cent,  maximum 

150—155 

. .  151—156 

..  +1 

West  Middlesex . 

253-258 

. .  264—269 

..  +11 

Coal  Formation. — As  a  contribution  to  the  study  of  the  forma¬ 
tion  of  coal,  M.  Spring  (in  a  recent  number  of  the  Bulletin  de  la 
Societe  Chimique  de  Paris)  deals  with  the  proportion  of  carbon 
and  hydrogen  contained  in  coal-schists.  He  maintains  that  the 
formation  and  preservation  of  a  coal  rich  in  gas  can  only  have 
occurred  when  it  was  sufficiently  protected  against  atmospheric 
agencies.  The  many  varieties  of  coal  owe  their  origin  probably 
rather  to  the  unequal  manner  in  which  they  have  been  protected 
against  slow  combustion,  than  to  a  difference  in  the  kinds  of 
vegetation  from  which  they  are  derived.  Even  in  our  epoch  the 
fattest  coals  give  the  most  abundant  escapes  of  “  fire-damp;  ”  and 
the  presence  of  this  gas  under  high  pressure  is  certain  evidence  of 
the  impermeability  of  the  rocks  in  which  this  coal  has  been  shut  up. 

The  Electric  Lighting  Scheme  for  Birmingham.— The  Town 
Clerk  of  Birmingham  has  received  formal  notice  from  the  solicitors 
of  Messrs.  Chamberlain  and  Hookham  of  the  intention  of  the 
latter  gentlemen  to  apply  to  the  Board  of  Trade  during  the  present 
year  for  a  Provisional  Order  to  authorize  them  to  supply  electricity 
for  public  and  private  purposes  within  the  municipal  area.  The 
present  intention  of  the  promoters  is  to  embrace  an  area  compris¬ 
ing  New  Street,  Colmore  Row,  Bull  Street,  and  High  Street ;  the 
current  being  supplied  from  Messrs.  Chamberlain  and  Hookham’s 
works  in  Bartholomew  Street.  If  applications  are  received  for 
the  electric  light  from  persons  outside  this  radius,  the  area  will  be 
extended.  The  system  to  be  used  will,  it  is  stated,  supply  a 
continuous  current  of  electricity  ;  and  at  the  central  station  there 
will  always  be  a  large  storeage  force  in  reserve,  so  as  minimize 
risk  of  a  failure  of  the  light. 
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ELECTRIC  LIGHTING  MEMORANDA. 


REVIVAL  OF  INTEREST  IN  PROVISIONAL  ORDERS  FOR  ELECTRIC  LIOHTINO 
THE  OROSVENOR  OALLERV  COMPANY  AND  THEIR 

EFFICIENCY  OF  ELECTRIC  LAMPS— THE  AFFAIRS  OF  THE  PILSEN  JO  L 
COMPANY-AN  AMEIUCAN  ADVERTISEMENT  OF  THE  BOSTON  EDISON 

It  is  impossible  to  say  whether  the  movement  is  meant  seriously 
or  not ;  but  it  is  a  fact  that  notices  of  intended  applications  for 
Provisional  Orders  under  the  Amended  Electric  LiRlitin"  Act  are 
beginning  to  tly  about  the  ears  of  various  local  authorities  in 
different  parts  of  the  country.  The  Metropolitan  Board  of  Works 
have  received  intimations  of  this  nature  from  three  parties,  only 
one  of  whom— the  South  Metropolitan  Electric  Supply  Coiiipany, 
Limited — is  known  bv  name  to  us.  The  two  others  are  styled  the 
London  Electric  Supply  Corporation,  Limited,  and  the  Westminster 
Electric  Supply  Corporation.  Limited.  The  similarity  between 
the  names  of  these  two  concerns  is  to  be  noted,  as  it  is  probably  a 
sign  of  other  relationship.  The  Alliance  and  Dublin  Consumers 
Gas  Company  have  served  a  notice  upon  the  Dublin  Corporation 
of  their  intention  to  apply  for  a  Provisional  Order  authorizing 
them  to  supply  electricity  within  the  municipal  boundaries  of  the 
city  of  Dublin.  A  conference  has  been  arranged  for  in  London,  at 
which  representatives  of  the  Corporation  were  to  meet  the  repre¬ 
sentatives  of  the  Gas  Company,  with  a  view  to  discussing  the 
subject.  No  intelligence  of  the  result  of  this  meeting  has  yet  been 
made  public.  Something  has  been  heard  also  of  a  proposed  statii- 
tory  electric  lighting  experiment  at  Nottingham.  It  is  quite  possi¬ 
ble  that  the  passing  of  the  Electric  Lighting  Act  Amendment  Act 
may  give  an  impetus  to  speculation  in  this  direction  ;  but  local 
authorities,  having  got  over  the  violent  agitations  into  which  they 
were  thrown  by  the  swarms  of  similar  notices  issued  by  electrical 
speculators  in  1883,  are  not  likely  to  be  seriously  disturbed  thereby. 
The  issue  of  notices  may  mean  business  now,  although  it  did  not 
in  1883  ;  but  time  will  show. 

The  electrical  press  continues  to  notice  the  tempest  in  the 
Grosvenor  Gallery  teapot,  to  which  we  have  already  referred  in  this 
portion  of  the  Journal.  It  now  appears,  on  the  showing  of  the 
stokers,  that  they  did  not,  as  alleged,  strike  work  and  plunge  the 
district  into  darkness  because  they  were  asked  to  eat  cold  beef 
when  they  expected  hot  meat.  There  seems  to  have  been  some 
unpleasantness  between  several  of  the  men  employed  at  the 
station  and  their  superiors  ;  but  it  was  nothing  more  than  occasion¬ 
ally  happens  in  the  best  regulated  factories,  and  is  now  declared 
to  have  had  nothing  to  do  with  the  hitch  in  the  Grosvenor  Com¬ 
pany’s  lighting.  What  was  the  actual  cause  of  the  breakdown  in 
question  is  now  uncertain  ;  but  it  is  the  opinion  of  the  Electrical 
Review  that  “  the  stokers  have  been  made  the  scapegoat  of  one  of 
the  little  bungles,  which,  unfortunately  are  neither  few  nor  far 
between  at  this  West-End  central  station.”  It  will  be  very  funny  if 
the  conductors  of  electric  lighting  stations,  whenever  these  become 
general,  follow  the  fashion  set  by  the  Grosvenor  Gallery  people,  of 
inventing  comic  explanations  of  their  difficulties.  The  cold  meat 
excuse  can  hardly  be  made  to  serve  twice.  Next  time  we  may 
hear  that  the  machinery  had  to  be  stopped  because  the  tnan  who 
attends  the  dynamos  went  out  to  get  his  hair  cut.  There  is  plenty 
of  scope  for  the  imagination  in  this  direction. 

Mr.  John  W.  Howell  read  a  paper  on  the  maximum  efficiency  of 
incandescent  electric  lamps  before  the  last  meeting  of  the  American 
Institute  of  Electrical  Engineers,  the  object  of  which  was  to  set 
forth  the  principles  upon  which  these  lamps  can  be  worked  to  the 
beet  advantage.  It  is  easy  to  perceive  that,  when  the  cost  of 
current  is  high  and  that  of  lamps  low — especially  when  in  the  latter 
case  cheapness  is  combined  with  good  lasting  quality — it  is  desirable 
to  work  the  lamps  at  a  high  incandescence.  On  the  other  hand,  if 
lamps  are  dear  and  poor,  and  current  is  cheap,  high  incandescence 
is  not  advantageous ;  but  economy  is  to  be  found  in  sparing  the 
lamps  at  the  expense  of  a  little  more  current.  There  is,  how¬ 
ever,  a  limit  at  which  the  cost  of  lamps  must  be  made  to  follow 
the  cost  of  current ;  and  accordingly  Mr.  Howell  lays  it  down  that 
the  cost  of  lamps  should  never  vary  widely  from  15  percent,  of  the 
total  working  expenses  of  an  electric  light  station.  It  is,  there¬ 
fore,  comparatively  easy  to  ascertain,  when  the  accounts  of  such 
stations  are  published,  if  they  are  being  worked  at  the  maximum 
efficiency,  since  all  that  is  necessary  is  to  deduct  from  the  gross 
expenditure  on  revenue  account  the  bills  for  new  lamps ;  and  if 
these  do  not  amount  to  about  15  per  cent,  of  the  whole,  the  station 
is  being  mismanaged  somehow.  Dr.  J.  A.  Fleming  allowed  in 
1885  that  the  lamp  charge  might  be  17’4  per  cent,  of  the  whole 
working  expense  of  a  station ;  but  matters  appears  to  have  altered 
in  this  respect,  at  least  with  regard  to  American  lamps. 

The  Pilsen-Joel  and  General  Electric  Lighting  Company  held 
an  extraordinary  general  meeting  recently,  at  which  the  Chairman 
made  a  long  statement  explanatory  of  the  position  of  the  concern. 
In  March  last  it  was  recognized  that  the  condition  of  the  Com¬ 
pany  was  desperate  ;  and  the  Directors  accordingly  proposed  that 
a  call  of  58.  per  share  should  bo  made  for  the  purpose  of  carrying 
on  the  business,  at  the  same  time  that  the  capital  was  to  be  reduced 
with  a  view  to  the  possibility  of  declaring  a  dividend.  The  share¬ 
holders,  on  being  appealed  to,  were  disinclined  to  advance  any 
more  money  ;  and,  htigation  being  threatened,  the  Directors  were 
compelled  to  make  a  small  call,  and  also  to  take  steps  for  dispos¬ 
ing  of  the  business  of  the  Company.  The  course  finally  adopted 
was  to  arrange  for  the  disposal  of  the  concern  to  a  syndicate  in 
which  Messrs.  Woodhouse  and  Rawson  appear  to  bo  interested  ;  and 
it  was  this  arrangement  that  was  submitted  to  the  proprietors  at 
the  recent  meeting.  The  proposal  did  not  satisfy  the  mating; 
and  in  the  end  a  resolution  was  carried  which  practically  directed 


the  Board  to  reconsider  the  matter,  and  joined  with  them  several 
prominent  shareholders  in  a  consultative  capacity.  It  does  not 
look  as  though  the  unfortunate  Pilsen  Jool  Company,  any  more 
than  the  Maxim-'.Veston  concern,  is  destined  to  survive  into  the 
good  time  which,  thanks  to  Parliament,  is  supposed  to  be  dawn¬ 
ing  upon  electricians  in  general.  ,  tt  •.  i  i.nt 

Advertisement  is  tolerably  rampant  in  the  United  Kingdom,  but 
it  is  nothing  here  to  what  it  is  in  the  Slates.  Read  for  «amp  e 
what  the  Daily  Graphic  has  to  say  of  the  management  of  the 
Boston  Edison  Electric  Lighting  Company.  “  It  takes  “ 
quick,  active,  and  pushing  man  to  do  what  Samuel  Insell,  Superin¬ 
tendent  of  the  Edison  Machine- Works  at  Schenectady,  did  in 
Boston  the  other  day.  There  was  a  big  fare  at  the  Hub  of  the 
Universe,  and  the  station  of  the  Edison  Illuminating  Company  was 
swept  away  by  the  flames.  Darkness  hovered  oyer  the  places 
where  from  8000  to  10,000  electric  lights  had  kept  bright  as  day. 
Mr.  Insell  happened  to  be  in  the  city,  and  he  sat  down  with  a  tele¬ 
graph  operator  while  the  wires  were  singing  and  ^arm  between 
Boston  and  Schenectady.  It  needed  quick  work  ;  ^nd  the  work 
was  done.  From  the  Schenectady  factory  the  necessary  machinery 
and  appliances  were  run  out  and  sped  on  their  way  to  Boston. 
Then  Mr.  Insell  met  them,  and,  with  a  swing  and  energy  that 
made  conservative  old  Boston  burn,  he  put  the  plant  P'ace , 
and  next  night  the  city  lay  down  to  rest  in  all  the  glory  and 
radiance  of  the  new-made  li/ht.”  Where  be  your  Daily  Tekyraph 
writers  now  ?  If  this  is  not  ”  graphic  "  writing,  where  can  ^ 
be  found  ?  A  tame  English  reporter  would  have  been  contented 
to  write  that  the  plant  of  the  electric  lighting  factory  in  Boston 
having  been  destroyed  by  fire,  fresh  plant  was  tele^-aphed  for  and 
and  set  to  work  by  the  next  night.  Such  is  eYdently  not  the  sp  nt 
in  which  an  American  reporter  understands  his  opportunities. 
One  can  feel  the  slow  music  with  which  the  monologue  descnption 
of  the  great  city  enveloped  in  darkness— for  the  want  of  a  fe\ 
thousand  electric  lamps— should  be  put  upon  the  stage.  Then  Mr. 
Insell  appears  in  the  character  of  the  ^pirR  of  (c>"ou®  ^nd 

drums)!  and  the  city  “lies  down  to  rest"  in  artificial  daylight 
once  more.  Why  the  city  wanted  the  glorious  light  to  go  to  bed 
by  must  remain  a  mystery.  Surely  a  tallow  candle  would  have 
served  for  that  purpose  ?  However,  it  is  a  fine  bit  of  writing,  and 
one  is  tempted  to  ask  of  the  subject  of  it  whether  it  cost  him  much. 

THE  GLASGOW  INTERNATIONAL  EXHIBITION. 

Sixth  Article. 

In  accordance  with  the  intimation  given  a  fortnight  ago,  we  now 
proceed  to  make  some  remarks  regarding  the  gas  cooking  and 
heating  appliances  in  use  in  and  about  the  Glasgow  Exhibmon , 
dealing  first  with  the  “  installation  ”  in  the  extensive  kitchen 
connected  with  the  Bishop’s  Castle  Refreshment 
kitchen  Messrs.  R.  and  A.  Main  have  fitted  up  two  large  Kilbiirn 
gas-ranges,  which  are  together  capable  of  roasting  as  “^^ch  “S 
600  lbs.  of  meat  at  one  time.  Besides  this,  these  ranges  are  fitted 

with  seventeen  powerful  boiling-rings  on  the  top.  u  !! 

is  a  large  double  griller,  which  is  capable  of  grilhng  40  steaks  or 
chops  at  one  time.  It  is  divided  into  two  compartments  to  work 
together  or  separately,  as  may  be  required.  The  top  of  the  griller 
is  fitted  up  as  a  cutting  or  carving  table.  There  is  also  a  la^ge 
carving  table  which  contains  recesses  underneath  for  joints,  Kc., 
and  a  hot  closet  for  warming  plates.  This  carving-table,  which  is 
17  feet  in  length,  stands  in  the  centre  of  the  kitchen,  and  is  fatted 
complete  with  copper  gravy  dishes  at  the  back, 
is  provided  with  four  sliding-doors,  and  is  capable  of  heatmg  a 
great  number  of  plates  at  one  time.  Alongside  the  cai-ving-table 
there  is  a  large  hot-plate  with  hot  closet,  which  is  used  for  keeping 

and  serving  hot  pastry,  &c.  ,  ,  .  ,  -  nr 

A  special  feature  of  the  Bishop’s  Castle  kitchen  is  Messrs. 
Main’s  new  baking  oven.  It  is  3  ft.  8  in.  square,  and  is  used  for 
baking  the  fancy  tea  bread,  light  pastry,  &c.  NN  e  ought  to  remark 
in  reference  to  this  oven  that  it  was  specially  designed  and 
constructed  by  Messrs.  Main  for  the  Glasgow  Exhibition. 
For  soups  there  is  a  large  stock-pot,  which  has  a  powerful 
gas-heater  underneath.  Its  capacity  is  about  fifty  gallons,  t  or 
cooking  potatoes,  Messrs.  Main  have  made  a  large  steamar  which 
is  heated  by  gas.  In  it  there  are  provided  six  oval  stewing 
dishes,  each  of  which  is  capable  of  cooking  two  stone  of  potatoes 
at  one  time— the  total  capacity  being  IJ  ^wt.  of  potatoes.  l;or 
boiling  largo  quantities  of  vegetables,  hams,  fish,  Ac.,  and  for  doing 
general  work,  there  have  been  fitted  up  three  gas-heated  boilers, 
all  containing  wire  cages  and  drainers.  Then,  again,  for  ordinary 
boiling  work,  there  is  a  largo  boiling-table,  having  snaces  under¬ 
neath  for  drying  plates,  &c.  The  hot  water  required  is  supplied 
by  one  of  Fouhs’s  patent  automatic  circulating  water-heaters,  and 
is  drawn  from  large  copper  lubes  into  the  various  sinks  for  scullery 
purposes.  For  making  tea  and  coffee,  there  is  a  quantity  of 
misellaneous  apparatus,  all  of  which  is  heated  by  gM.  The  kitchen 
is  very  commodious;  and  it  is  probable  that  this  is  the  first 
instance  in  which  cooking  has  been  done  on  such  an  extensive  wale 
entirely  by  the  use  of  gas  eis  the  heating  agent.  The  whole  of  the 
apparatus  has  given  the  most  satisfactory  results,  notwitlistanding 
the  severe  test  to  which  it  has  been  put.  The  contractors  for  the 
refreshments  in  the  Bishop’s  Castle  Dining  and  Tea  Rooms, 
deserve  great  credit  for  their  enterprise  in  resolving  to  carry  on 
the  work  of  such  a  largo  kitchen  by  the  exclusive  use  of  a  gw 
"  installation  ”  for  cooking  and  heating ;  and  Messrs.  Mam.  to 
whom  the  work  of  designing  and  fitlinp  up  the  "  insuUation  wm 
entrusted,  also  deserve  a  meed  of  praise,  as  they  have  most  ably 
demonstrated  the  advantages  of  using  gas  as  the  beating  agent 
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under  somewhat  peculiar  circumstances.  In  view  of  the  forth¬ 
coming  annual  meeting  of  the  North  British  Association  of  Gas 
Managers  in  Glasgow,  we  would  suggest  the  desirability  of  pro¬ 
vision  being  made  for  the  members  inspecting  the  arrangements 
of  this  kitchen  on  the  occasion  of  their  visit  to  the  exhibition. 
They  would  certainly  be  much  interested.  It  may  be  mentioned 
that  the  cost  of  the  gas  consumed  in  this  kitchen  during  the  season 
is  likely  to  amount  to  .£700  or  £800. 

What  are  known  as  the  Working-Men’s  Dining-Eooms,  situ¬ 
ated  at  the  north-west  corner  of  the  Machinery  Court,  are  also 
worked  on  the  same  system  as  the  kitchen  just  passed  undernotice. 
The  kitchen  is  likewise  furnished  with  one  of  Messrs.  Main’s 
large  “  Kilburn  ”  gas-ranges,  with  boilers  on  the  top.  The  instal¬ 
lation  in  this  case  likewise  embraces  two  of  the  same  firm’s 
“  Universal  Domestic  ’’  gas-cookers.  No.  5  ;  and  there  is,  in  addi¬ 
tion,  a  large  double  griller  and  carving  table  similar  to  that  supplied 
to  the  Bishop’s  Castle  kitchen.  In  the  tea-rooms  fitted  up  close 
by  the  Women’s  Industry  Section  of  the  Exhibition,  and  worked  by 
the  Committee  of  the  Glasgow  School  of  Cookery,  gas  is  also  used 
as  the  heating  agent.  There  are  two  large  hot-closets  for  infusing 
tea  ;  and  each  of  them  has  a  baking-plate  on  the  top.  There  are” 
in  addition,  two  baking-plates  for  fancy  tea  bread,  &c.  The  other 
appliances  include  a  “Foulis”  hot-water  circulating  apparatus 
and  two  boilers,  which  are  heated  by  gas.  This  installation,  like 
the  other  two  just  dealt  with,  was  fitted  up  by  Messrs.  Main.  The 
Bodega  bar  and  luncheon  department  has  been  furnished  by  the 
same  firm  with  one  of  Foulis’s  automatic  water-heaters  (to  which 
there  is  attached  a  50-gallon  copper  tank),  and  a  double  griller 
and  hot  closet,  with  boiling-burners  on  the  tops.  At  Messrs.  Gray, 
Dunn,  and  Co.’s  stand,  located  in  the  Machinery  Court,  one  of 
Messrs.  Main’s  “  Universal  Domestic ’’ cookers  is  in  use  to  illus¬ 
trate  the  process  of  biscuit-baking  ;  and  at  at  adjacent  stand, 
Messrs.  R.  and  A.  Scott,  Limited,  of  Glasgow,  have  in  constant 
use  two  large  hot-plates,  supplied  for  the  same  firm,  for  baking  the 
famous  Midlothian  oat-cakes. 

Throughout  the  exhibition  there  are  heating  appliances  in  use 
of  a  miscellaneous  character  which  are  nearly  all  employed  in 
processes  that  are  being  illustrated  to  the  visitors.  At  Messrs. 
Kirkland’s  Indian  Tea-Rooms,  which  have  now  become  a  promi¬ 
nent  feature  of  the  exhibition,  a  number  of  Fletcher’s  boiling- 
rings  are  employed  for  heating  water  for  tea-making  and  cleaning 
purpo.ses.  At  the  two  kiosks  in  the  grounds,  boiling- rings  are 
also  in  use ;  and  at  the  Ceylon  Tea  Company’s  Refreshment 
Rooms,  also  in  the  grounds,  there  is  in  use  one  of  Messrs.  Main’s 
hot-plates.  The  heating  operations  at  the  Old  Dutch  House,  where 
Messrs.  Van  Houten  and  Son,  dispense  their  cocoa,  one  of  Fletcher’s 
multitubular  burners  is  employed.  In  the  Machinery  Court, 
there  is  also  a  stand  where  the  manufacture  of  cocoa,  chocolate, 
bon-bons,  and  other  fancy  articles  is  carried  on  ;  the  grinding-mill 
being  heated  by  gas.  At  two  adjacent  stands,  gas  is  also  used 
in  connection  with  hot-plates,  &c.,  employed  in  the  making  of  con¬ 
fectionary  goods.  Messrs.  R.  and  J.  Dick’s  extensive  stand  for 
manufacturing  gutta-percha  goods  affords  an  example  of  the  use 
of  gas-fires  for  providing  the  necessary  heat  which  the  workmen 
require  in  their  operations.  Mr.  S.  Wright  pursues,  at  his  stand 
in  the  Machinery  Court,  the  process  of  barrel-making  by  machi¬ 
nery  ;  and  one  of  his  important  requisites  is  heat  for  bending  the 
staves.  This  is  obtained  by  the  use  of  a  group  of  Bunsen  burners. 
Within  the  exhibition  buildings,  there  are  two  stands  at  which  hat¬ 
making  and  hat-dressing  operations  are  carried  on,  at  both  of 
which  recourse  is  had  to  gas  iron-heaters.  Ironing  appliances 
and  washing-machines  in  action  are  also  shown,  which  owe  their 
utility  in  great  measure  to  the  employment  of  gas  for  heating. 


Presentation  to  Mr.  W.  W.  Monk,  of  Bournemouth. — On 
Saturday,  the  30th  ult.,  an  interesting  presentation  was  made  at 
the  Bournemouth  Gas  and  Water  Company’s  works,  to  Mr.  Walter 
W.  Monk,  who  has  occupied  the  position  of  Engineer  of  the  Com¬ 
pany  for  the  past  nine  years,  and  is  about  to  retire  from  the  ser¬ 
vice,  having  accepted  a  position  as  representative  at  Melbourne  of 
the  firm  of  Messrs.  C.  and  W.  Walker,  of  Donnington.  The  testi¬ 
monial  consisted  of  a  purse  containing  32  sovereigns,  and  an 
album  with  views  of  Bournemouth;  including  the  Company’s 
works  and  a  photographic  group  of  the  South-West  of  England 
District  Association  of  Gas  Managers,  who  assembled  at  the  Winter 
Gardens,  Bournemouth,  a  few  years  ago.  The  title-page  of  the 
album  bore  an  illuminated  address.  The  presentation  was  made 
by  Mr.  A.  Newton,  who  said  he  had  been  asked  on  behalf  of  the 
employes  of  the  Company  and  a  few  friends  to  present  to  Mr. 
Monk  a  small  token  of  their  esteem  on  the  occasion  of  his  relin¬ 
quishing  an  appointment  which  he  had  filled  for  so  long  and  with 
BO  much  ability.  On  leaving  Bournemouth,  Mr.  Monk  could  take 
with  him  their  very  best  wishes  for  his  future  health,  happiness, 
and  prosperity.  Mr.  Monk,  in  returning  thanks,  said  it  was  a 
great  gratification  to  him  to  know  that  he  was  so  highly  esteemed 
by  those  among  whom  he  had  laboured  for  a  number  of  years,  and 
whose  interest  he  had  always  had  at  heart.  He  hardly  knew  how 
to  express  his  pleasure ;  for,  in  addition  to  the  handsome  present 
which  they  had  made  to  him,  they  would  no  doubt  be  pleased 
to  hear  that  his  Directors  had  recognized  his  services  in  a  most 
generous  manner.  Having  referred  to  his  work  at  Bournemouth 
and  to  his  future  duties  in  the  Antipodes,  he  thanked  his  friends 
for  the  good  wishes  they  had  expressed,  and  assured  them  that  he 
was  leaving  Bournemouth  in  no  discontented  spirit,  but  with  a 
light  heart,  and  with  a  bright  prospect  before  him.  Mr.  Monk’s 
health  was  then  proposed,  and  very  heartily  received. 


THE  VENTILATION  OF  GAS-LIGHTED  ROOMS. 

A  Suggestion. 

The  subject  of  the  ventilation  of  inhabited  rooms,  taken  in  con¬ 
junction  with  gas  lighting,  received  merited  attention  at  the  recent 
meetings  of  both  The  Gas  Institute  and  the  Socifete  Technique  du 
Gaz  en  France.  It  formed  the  principal  question  submitted  for 
the  competitive  studies  of  the  members  of  the  French  Society,  who 
were  stimulated  in  the  task  by  the  offer  of  a  substantial  premium 
of  £40  for  the  best  paper.  Nothwithstanding  this  inducement,  how¬ 
ever,  only  one  paper  was  submitted  in  competition,  and  even  this 
was  not  regarded  as  worthy  of  the  full  prize.  The  author — M. 
Charles  Pot — was  accordingly  solaced  by  an  award  of  half  the 
proffered  amount,  in  order  that  he  might  be  encouraged  to  con¬ 
tinue  his  study  of  the  subject,  and  as  a  testimony  to  the  interest 
attached  by  the  Societe  Technique  to  the  general  question.  When 
M.  Pot’s  paper  is  published  (which  will  probably  not  be  until  the 
volume  of  the  Transactions  of  the  Society  is  issued),  we  shall  be 
better  enabled  to  form  an  opinion  respecting  its  merits  than  can 
now  be  done  from  the  curt  synopsis  of  its  scope  which  has  come  to 
hand  in  the  report  of  the  Committee  that  made  the  award.  From 
the  observation  that  “  the  author  had  not  sufficiently  investigated 
the  data  constituting  the  basis  of  his  work,’’  although  he  is 
credited  with  having  “  made  intelligent  use  of  well-known  rules 
and  formulffi,”  we  are,  however,  inclined  to  expect  that  the  paper 
is  likely  to  turn  out  a  distinctly  booky  performance,  not  qualified 
to  advance  one’s  knowledge  of  the  subject  to  a  very  appreciable 
extent.  It  is  only  a  matter  of  access  to  the  text-books,  and  of 
application  during  a  few  evenings  of  leisure,  to  put  together  an 
“intelligent  ’’  paper  on  ventilation,  in  which  well-known  formulae 
and  old  data  shall  be  dressed  up  in  a  passingly  acceptable  fashion. 
The  cause  of  ventilation  will  not  be  advanced  in  this  way,  how¬ 
ever,  but  only  by  new  triumphs  of  practical  application  in  those 
directions  where  difficulties  appear  most  insuperable. 

Mr.  John  Somerville’s  paper  at  The  Gas  Institute  meeting  was 
somewhat  diffuse  for  reading  aloud ;  but  it  forms  interesting 
matter  for  private  perusal.  Mr.  Somerville  said  a  good  deal 
round  and  about  ventilation  ;  but  the  real  purpose  of  the  paper 
was  to  describe  the  dispositions  whereby  the  author  has  succeeded, 
as  he  claims,  in  ventilating  a  newly-built  dwelhng-house.  It  is 
with  reference  to  this  point  that  the  paper  must  be  judged.  The 
author’s  description  of,  and  reflections  upon  other  branches  of  his 
subject  are  comparatively  unimportant.  If,  as  he  contends,  he  has 
ventilated  a  dwelling-house  by  natural  means  so  perfectly  that 
in  rooms  lighted  by  open  gas-burners  there  is  only  a  difference  of 
7°  between  the  temperatures  taken  at  distances  of  1  foot  from  the 
floor  and  1  foot  from  the  ceiling,  he  has  done  well ;  and  the  paper 
describing  the  means  whereby  such  a  remarkable  result  has  been 
obtained  must  be  regarded  as  a  valuable  addition  to  the  Tran¬ 
sactions  of  The  Gas  Institute.  In  using  the  conjunction  with 
which  the  last  sentence  begins,  we  do  not  mean  to  cast  any  doubt 
upon  Mr.  Somerville’s  results,  but  only  to  indicate  their  extreme 
importance.  Such  a  record  of  the  effect  of  natural  ventilation  is 
quite  unprecedented,  and  one  cannot  help  wishing  that  some 
independent  authority  in  this  matter  of  ventilation  would  look 
into  them,  and  institute  a  series  of  check  observations.  The  issue 
is  quite  important  enough  to  warrant  this  inquiry. 

It  will  be  noticed  that  Mr.  Somerville’s  plan  is  simplicity  itself. 
He  has  a  modification  of  the  Tobin  tube  for  the  admission  of  air 
— the  modification  being  of  the  essence  of  the  design.  Air, 
admitted  at  the  bottom  of  a  rising  channel  formed  in  the  brick¬ 
work  of  an  outer  wall,  enters  the  room  very  near  the  ceiling  ;  the 
point  of  discharge  being  guarded  by  an  angular  flap-valve.  On 
the  other  side  of  the  room,  in  the  chimney-breast,  and  also  near 
the  ceiling,  is  an  outlet  leading  into  an  air-shaft  carried  up  along¬ 
side  the  smoke-flues,  and  terminating  like  them  in  a  chimney-pot 
outside.  That  is  all.  With  this  simple  means,  the  temperature 
of  the  upper  portion  of  the  apartment  is  kept  low,  notwithstanding 
the  free  burning  of  gas  for  lighting,  by  the  constant  flow  of  fresh 
air  from  the  inlet  to  the  outlet,  which  carries  away  all  the  pro¬ 
ducts  of  combustion  and  respiration. 

One  would  like  to  be  sure,  with  reference  to  this  very  remark¬ 
able  bit  of  house  ventilation,  whether  it  always  works  equally 
well  in  winter  as  in  summer  ;  whether  there  is  ever  any  back 
draught  from  a  reversal  of  the  current  in  the  outlet  flue  ;  and 
what  influence  the  burning  of  a  brisk  open  fire  in  the  grate  has 
upon  the  ventilating  currents.  The  latter  question  is  partly 
answered  by  Mr.  Somerville’s  own  statement  that  the  rooms  are 
warmed  by  Barnard,  Bishop,  and  Barnard’s  slow-combustion 
grates,  which  probably  make  a  different  demand  upon  the  air 
supply  of  a  room  to  the  old-fashioned  “  sham-register  ’’  in  general 
use.  We  incline  to  the  opinion  that  in  most  cases,  whatever  the 
kind  of  grate  used,  a  special  air  supply  for  the  fire  must  be  pro¬ 
vided  if  there  is  not  to  be  occasional  trouble  with  the  general 
ventilating  arrangements  through  reversal  of  air  currents.  Atmo¬ 
spheric  conditions  vary  so  much  that  it  is  almost  impossible  for 
any  system  of  ventilation  depending  upon  natural  draught  to  be 
preserved  from  occasional  disturbance ;  but,  of  course,  a  little 
difficulty  now  and  again  would  not  weigh  very  heavily  against  a 
high  average  of  success  such  as  is  witnessed  to  by  Mr.  Somer¬ 
ville’s  figures.  A  valuable  part  of  the  paper  contains  the  direc¬ 
tions  of  the  author  for  the  establishment  of  a  ventilating  system 
like  hie  own  in  old  houses ;  from  which  it  would  appear  that  the 
expense  of  such  an  improvement  could  not  be  very  great  if  under¬ 
taken  at  the  usual  time  of  repainting,  papering,  and  “  spring- 
cleaning.”  We  hope  to  hear  that  this  good  idea  has  been  fol¬ 
lowed  by  other  engineers  bent  on  showing  a  good  example  in  this 
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matter.  One  or  two  well  and  cheaply  ventilated  bouses  in  a  town 

cannot  but  have  a  great  “ missionary’^influence.  TnatUntB 

And  now  we  have  a  suggestion  to  offer,  which  The  Gas  Institute 
may  or  may  not  think  fit  to  adopt.  Some  years  ago-and  the 
cusLm  may  be  yet  in  existence— it  was  the  practice  of  Sandary 
Institute  or  the  Society  of  Arts  to  offer  premiums  for  the  best  ex¬ 
amples  of  household  sanitation,  precisely  as 

offer  prizes  for  the  best  cultivated  farms.  Why  should  not  he 
same  course  be  pursued  with  regard  to  ventilated  and  gas-lighted 
»ri2nt8?  If  iti.  .omstim..  advisable  to  offer 
papers  upon  defined  subject,  it  is  certainly  reasonable  to 
prizes  for  the  practice  of  advice  given  in  papers.  hat  is  wanted 
now  in  connection  with  the  question  of  ventilation  is  not  theorizing 
or  the  application  of  formulas  to  supposititioiis  examples,  but  exam¬ 
ples  of  well-ventilated  houses.  We  suggest,  therefore,  that  a  special 
Lnd  should  be  formed  by  donations  from  gas  companies  and 
individuals  interested  in  this  subject,  just  as  was  done  for  the  sup¬ 
port  of  the  research  work  of  the  Institute,  which  seems  to  have 
come  to  a  sudden  stop  for  the  want  of  a  programrn^e.  From  tins 
fund  a  prize  of  (say)  £50  should  be  offered  for  the  best  example  of 
a  ventilated,  gas-lighted  house  in  any  part  of  the  kingdom,  with  £-0 
08  a  consolation  prize  for  the  second,  and  £10  for  the  third.  It 
should  be  a  condition  of  the  competition  that  the  designers  oi  the 
competing  systems  should  prepare  illustrated  descriptions  of  their 
work  and  its  results,  to  be  read,  if  so  required,  at  the  next  ensuing 
Gas  Institute  meeting,  and  in  any  case  to  be  published  in  the 
Transactions  of  the  Institute.  The  source  of  every  such  design 
should  be  acknowledged,  if  not  original ;  and  the  Committee  miglit 
be  empowered  to  make  any  division  of  the  prizes  that  they  deem 
equitable  between  the  actual  author  of  any  design  and  the  com- 
petitor  who  has  merely  carried  it  into  effect.  It  should  not  be 
the  object  of  the  competition  to  force  a  misleading  appeararice  of 
noveltj’  in  connection  with  any  application  of  published  principles  , 
and  the  Committee  would  not  divide  a  premium  unless  the  in¬ 
debtedness  of  the  adaptor  to  the  original  designer  was  very 
obvious.  The  idea  should  be  to  recognize  in  the  fullest  degree  the 
successfully  ventilated  house,  without  depriving  the  builder  of  his 
reward  out  of  too  scrupulous  respect  for  the  success  of  his  inspira¬ 
tion.  After  taking  note  of  what  the  designers  or  adaptors  of  the 
various  systems  had  to  say  for  themselves,  the  1  rize  Com¬ 
mittee  would  make  a  provisional  selection  from  those  sub¬ 
mitted  to  them,  to  be  tested  in  any  required  way  by  independent 
examiners  according  to  some  predetermined  standard.  Ihe 
principal  elements  of  such  a  standard  are  not  difficult  to 
ima-nne.  It  should  be  required,  in  the  first  place,  that 
the  competitors’  own  claims  and  tests  should  be  verifiable 
upon  independant  examination.  Secondly,  the  degree  to  which 
the  requirements  laid  down  by  the  Committee  respecting 
differences  between  ceiling  and  floor  temperatures,  absence  of 
draughts,  proportion  of  carbonic  acid  in  the  contained  air  of  rooms, 
and  so  forth,  might  be  fulfilled,  should  be  ascertained  by  indepen¬ 
dent  testing.  Then  the  questions  of  cost  and  facilility  of  applica- 
tion  of  these  systems  should  be  taken  into  consideration.  Speaking 
generally,  preference  should  be  shown  for  systems  which  dispense 
with  patented  specialities  of  all  kinds.  It  would  not  be  difficult  to 
procure  a  couple  of  practical  examiners  anywhere  in  the  Kingdoin 
who  could  be  trusted  to  make  a  reliable  test  of  any  specimen  of 
house  ventilation  submitted  to  them,  provided  that  their  attention 
was  called  in  the  first  place  to  the  points  requiring  investigation. 
An  architect  and  a  chemist  would  constitute  a  good  pair 
of  examiners  into  matters  of  this  kind.  A  couple  of  years, 
and  the  expenditure,  in  premiums  and  expenses,  of  (say)  £100, 
would  go  far  to  establish  something  like  a  standard  of  house 
ventilation,  the  observance  of  which  could  not  fail  to  be 
beneficial  to  the  community,  and  particularly  to  that  portion 
of  it  which  is  directly  interested  in  removing  from  lighting 
the  stigma  of  unhealthiness,  which  is  so  recklessly  thrown  by  its 
enemies  upon  this  system  of  artificial  lighting.  The  suggestion 
herein  is,  of  course,  crude  ;  but  perhaps  sufficient  has  been  said  to 
prove  that  something  more  than  the  composition  and  publication 
of  papers  on  ventilation  is  needed  if  that  which  everybody  desires 
in  connection  with  the  subject  is  to  be  obtained.  House  ventila¬ 
tion  is  no  promising  field  for  patented  specialities,  and  it  will  there¬ 
fore  be  left  unexploited  by  those  whose  interest  in  the  subject  is 
solely  commercial.  It  is  for  this  reason  that  we  advocate  the 
giving  to  practical  efforts  in  regard  to  the  ventilation  of  gas- 
lighted  room  of  some  such  fillip  as  the  premium  contemplated 
in  this  article  would  probably  impart.  The  thing  could  easily  be 
done  if  one  or  two  public-spirited  engineers  would  take  it  in  hand. 


Jlotes. 


The  Lebrun  Regenerative  Gas-Lamp. 

The  accompanying  illustration  represents  the  external  appear¬ 
ance  and  the  internal  construction  of  a  gas-lamp  of  the  recupera¬ 
tive  type  designed  by  M.  Lebrun,  and  recently  described  in  La 
Nature.  It  is  somewhat  similar  to  the  Danischevski  lamp  in 
general  appearance,  owing  to  the  fact  that  the  regenerative  fittinf’s 
are  suspended  over  the  flame,  and  tliat  the  necessary  draught  is 
obtained  by  means  of  a  glass  chimney.  The  gas  is  led  into  the 
interior  of  the  globe  through  the  pipe  D,  which  is  terminated  by  a 
radial  burner.  Over  the  burner  hangs  a  closed  cylinder  C,  tno 
lower  part  of  which  B  is  perforated  with  a  great  number  of  small 
holes,  while  the  upper  portion  communicates  at  A  with  the  outer 
air,  by  means  of  a  number  of  radial  tubes.  The  top  of  the  glass 
globe  is  closed  by  a  metallic  crown,  between  which  and  the  glass 
there  is  a  packing  of  asbestos  to  make  an  air-tight  joint.  1  here  is 


By  the  appointment  of  Mr.  W.  R.  Chester,  Manager  of  the  Brad- 
ord  Road  Gas-Works  of  the  Manchester  Corporation,  in  succession 
to  Mr.  Lewis  T.  Wright,  Assoc.  M.  Inst.  C.E.,  as  General  Manager 
of  the  Nottingham  Corporation  Gas  Department,  a  vacancy  is 
created  on  the  technical  staff  of  the  great  Lancashire  gas  under¬ 
taking.  Mr.  Chester  went  to  Manchester  about  eight  years  ago 
from  the  Vauxliall  works  of  the  South  Metropolitan  Gas  Company, 
where  he  was  assistant  to  Mr.  P.  J.  Wales ;  and  after  being 
engaged  at  the  new  Rochdale  Road  and  other  works  of  the  Corpo¬ 
ration,  be  was  finally  appointed  to  superintend  the  Bradford  Road 
station.  Mr.  Chester’s  antecedents  therefore  seem  to  render  him 
specially  suitable  to  take  charge  of  the  important  works  which 
Mr.  Wright  has  conducted  with  so  much  ability ;  and  there  can 
be  no  reason  to  doubt  that  in  his  hands  they  will  continue  to 
furnish  a  very  substantial  amount  of  profit  to  their  owners. 


a  hole  in  the  bottom  of  the  globe,  which  is  opened  for  lighting  the 
burner,  and  closed  at  other  times.  The  working  of  the  lamp  is 
now  easily  understood.  When  the  burner  is  lit  and  the  globe 
closed,  the  contained  air  is  heated,  and  escapes  by  the  chimney ; 
the  draught  thus  produced  drawing  the  external  air  through  the 
tubes  A  into  the  cylinder,  whence  it  escapes  by  the  lower  holes, 
and  immediately  combines  with  the  burning  gas,  rendering  the 
combustion  complete  and  brilliant.  Three  patterns  of  these  lamps 
are  constructed,  of  4,  9  and  16  Carcel  power  respectively ;  the 
consumption  of  gas  per  candle  being  given  as  39,  33,  and  32  litres 
per  hour  in  the  different  sizes  of  lamps.  The  Lebrun  lamp  is 
described  as  burning  well,  with  a  white  and  steady  light. 

A  Flameless  Carbon  Lamp. 

At  a  recent  sitting  of  the  Acadfeinie  des  Sciences,  M.  Him 
exhibited  a  flameless  lamp.  It  is  commonly  known  that 
platinum  heated  in  a  stream  of  hydrogen  with  atmospheric 
contact  will  preseiwe  its  incandescence  as  long  as  the  conditions 
remain  unaltered ;  and  in  this  lamp  of  M.  Him  the  same  pheno¬ 
menon  is  produced  by  carbon  instead  of  platinum.  The  discovery 
of  the  principle  of  the  new  lamp  was  made  accidentally. 
Requiring  to  extinguish  a  spirit  lamp,  and  having  for  this  purpose 
covered  the  wick  with  the  usual  glass  extinguisher,  M.  Him 
noticed  that  the  point  of  the  wick  remained  in  a  state  of  ignition. 
He  thereupon  removed  the  glass  cover,  and  the  carbonized  cotton 
remained  red  for  nine  hours.  Upon  this  principle  an  incandescent 
carbon  lamp  has  been  constructed;  and  although  the  light 
emitted  from  the  glowing  wick  is,  of  course,  insignificant,  the 
phenomenon  is  interesting,  and  may  lead  to  renewed  attempts  to 
penetrate  the  mystery  of  luminosity  at  low  temperatures,  which 
has  puzzled  mankind  ever  since  the  glow-worm  was  first 
remarked  by  a  half-savage  field  naturalist. 

The  Protection  of  Buildings  from  Lightning. 

In  the  course  of  a  lecture  on  the  “  Protection  of  Buildings  from 
Lightning,”  delivered  by  Professor  Oliver  .T.  Lodge,  F.R.S.,  before 
the  Society  of  Arts,  he  remarked  that  the  complete  and  certain 
protection  of  buildings  from  this  special  danger  is  by  no  means  so 
Lsy  a  matter  os  the  older  electricians  thought  it,  especially  as  it 
appears  since  the  rise  of  the  modern  practice  of  running  lines  of 
metal  piping  for  gas  and  water  inside  houses.  If  any  such  con¬ 
ductor  as  a  gas-pijie  passes  out  of  the  building  before  being 
thoroughly  connected  with  the  walls,  it  is  possible  for  a  spark  to 
pass  from  something  in  the  interior  of  the  edifice  to  this  con¬ 
ductor  whenever  a  flash  strikes  the  building.  In  many  cases  it 
may  be  well  to  rest  content  with  something  loss  than  absolute 
security,  and  to  be  satisfied  with  the  probable  safeguard  of  »  cpm- 
raon  galvanized  iron  rod  or  rope.  For  tall  and  important  build¬ 
ings,  isolated  chimneys  and  steeples,  and  powder  magazines.  1  ro- 
fessor  Lodge  was  reluctant  to  advocate  anything  that  might  >0 
taken  as  a  nostrum,  and  so  conceal  the  principles  involved.  Me 
declared  his  preference  for  a  number  of  lengths  of  common  tele¬ 
graph  wire  ;  thinking  a  large  number  of  thin  wires  preferable  to  a 
single  thick  one.*  The  capacity  of  such  conductors  must  bo  in- 
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creased  whenever  possible  by  connecting  up  large  metallic  masses, 
such  as  lead  roofs,  &c. ;  the  connection  being  thorough,  and  made 
at  many  points,  to  prevent  sparks.  The  earth  connection  should 
be  deep  enough  to  avoid  damage  to  surface  soil,  foundations,  and 
gas  and  water  mains.  As  to  the  roof,  barbed  wire  should  be  run 
all  round  the  eaves  and  ridges,  so  as  to  expose  innumerable  points; 
and  the  highest  parts  of  the  building  must  be  specially  protected. 
But  Professor  Lodge  would  not  run  any  rods  above  the  highest 
point  of  the  building,  so  as  to  precipitate  flashes  which  might  not 
otherwise  occur,  in  search  for  a  delusive  area  of  protection  which 
has  no  existence. 

A  New  Waterproofing  Liquid  for  Brickwork. 

According  to  the  Mittheilangen  des  Bayrischen  Gewerhe 
Museums,  walls  of  houses  and  buildings  exposed  to  wet  may  be 
satisfactorily  treated  with  a  solution  of  paraffin  in  heavy  coal  tar 
oil.  It  is  reported  that  a  number  of  experiments  on  damp  walls 
with  this  preparation  have  yielded  very  good  results.  Papered 
walls,  which  formerly  in  wet  weather  showed  dampness,  gave  no 
traces  of  damp  after  the  external  application  of  this  remedy.  The 
solution  is  prepared  by  dissolving,  at  a  moderate  heat,  one  part  of 
paraffin  in  from  two  to  three  parts  of  coal  tar  oil.  Care  must  be 
taken  to  use  sufficient  oil,  so  as  to  prevent  the  mixture  from 
becoming  sticky  after  cooling  ;  at  the  same  time  it  must  not  be  too 
thin.  In  order  to  keep  the  solution  liquid  during  use,  it  must  be 
kept  in  a  vessel  standing  in  hot  water.  A  couple  of  glue  pots,  one 
being  warmed  over  the  fire  while  the  other  is  in  use,  would  be  a 
good  means  of  keeping  the  preparation  in  good  condition  while  in 
course  of  application.  If  possible,  the  painting  should  be  done 
during  hot  days,  when  the  bricks  or  stone  of  the  wall  are  very  dry 
and  absorbent.  One  application  is  sufficient ;  and  the  cost  of  the 
preparation  is  very  moderate. 


SOCIETE  TECHNIQUE  DU  GAS  EN  FRANCE. 

The  Papers  at  the  Boulogne  Congress. 

In  the  general  notice  of  the  proceedings  at  the  recent  congress  of 
the  Societe  Technique  du  Gaz  en  France  which  appeared  in  the 
Journal  for  the  12th  ult.,  a  list  was  given  of  the  papers  presented 
on  the  occasion.  We  are  now  in  a  position  to  make  our  readers 
acquainted  with  the  nature  of  the  various  communications,  from 
the  abstracts  which  have  just  been  published  in  a  special  number  of 
the  Journal  des  TJsines  a  Gaz. 

Dealing  first  with  the  prize  paper  of  the  year — “  The  Ventilation 
of  Dwelling-Houses  and  other  Buildings  Lighted  by  Gas  ” — which 
has  already  been  briefly  referred  to,  the  author  (M.  Charles  Pot) 
has  divided  his  subject  into  two  parts.  In  the  first,  he  has 
examined  the  general  conditions  of  ventilation — dwelling  particu¬ 
larly  on  the  use  of  high -power  recuperative  gas-burners ;  in  the 
second,  he  has  applied  to  the  ventilation  of  a  dwelling-house,  a  work¬ 
shop,  a  school,  theatres,  and  a  tenement  building,  the  principles  laid 
down.  Having  defined  the  principle  of  ventilation,  the  author  deter¬ 
mines  successively  the  quantities  of  air  consumed  and  the  amounts  of 
heat  generated  by  human  beings  as  well  as  by  various  systems  of 
lighting.  He  then  enters  in  detail  into  the  circumstances  of  the 
ventilation  of  locahties  illuminated  by  gas  ;  explaining  the  action 
of  recuperative  lamps,  and  recapitulating  propositions  previously 
laid  down  by  another  member  of  the  Society.  He  cites  his  own 
personal  experience  on  this  matter  ;  and  shows  that  if  the  light  of 
one  Carcel  (say,  9’5  candles)  is  obtained  with  the  consumption  of 
33  htres  (1'15  cubic  feet)  of  gas  in  a  recuperative  burner,  as  laid 
down  by  M.  Coindet,  it  must  be  reckoned  that  at  the  distance 
of  a  metre  the  temperature  of  each  cubic  metre  of  ventilating  air  is 
raised,  at  the  expiration  of  an  hour,  to  the  extent  of  0’0077*C.  per 
Carcel.  The  author  next  gives  some  results  taken  from  the  report 
of  Dr.  Renck  on  the  ventilation  of  the  Salle  Royale  of  the  Od^on 
in  Munich.  In  a  full  room,  by  the  aid  of  recuperative  burners  on 
Grove’s  system,  the  temperature  did  not  increase  more  than  from 
4°  to  5'  C. ;  while  the  proportion  of  carbonic  acid  did  not  rise  be¬ 
yond  O’ 186  per  cent.  The  author  specifies  the  conditions  under 
which  the  withdrawal  of  the  vitiated  air,  the  introduction  of  fresh 
air,  and  the  hydration  of  the  air  should  be  effected ;  and  closes  the 
first  portion  of  his  paper  by  quoting  from  the  report  of  the  Com¬ 
mission  on  Hygiene  of  1887  and  the  works  of  Dr.  Tavignat  (1858). 
Having  stated  his  principles,  the  author,  in  the  second  part  of  his 
work,  proceeds  to  apply  them  in  connection  with  the  ventilation  of 
the  various  places  above  enumerated.  Among  the  cases  studied, 
the  one  which  deals  with  the  lighting  and  ventilation  of  a  work¬ 
shop  1050  square  metres  in  superficial  area  and  4  metres  high, 
occupied  by  20  men,  and  lighted  by  12  recuperative  lamps  (each  of 
16-Carcel  power,  and  giving  the  light  of  one  Carcel  with  a  consump¬ 
tion  of  33  litres  of  gas  per  hour),  and  that  which  has  reference  to 
the  ventilation  of  various  modern  theatres,  must  be  regarded  as 
the  most  interesting.  Such,  in  its  broad  outlines,  is  M.  Pot’s  com¬ 
munication.  The  number  of  our  French  contemporary  from  which 
the  foregoing  particulars  are  taken  contains  the  criticisms  of  the 
Committee  of  the  Soci6t4  Technique  upon  the  memoir e ;  but  it 
wiU,  perhaps,  be  more  convenient  to  deal  with  these  in  connection 
with  a  fuller  notice  of  the  paper  which  we  hope  to  give  when  the 
full  text  has  been  published. 

The  first  ordinary  paper  was  on  “  The  Most  Practical  Means 
of  Developing  the  Consumption  of  Gas the  author  being 
M.  Melon.  He  referred  at  the  outset  to  the  system  of  differen¬ 
tial  prices  which  is  now  in  force  in  Brussels,  and  which  is,  he 


maintains,  making  its  deplorable  consequences  felt  year  by  year. 
The  author  is  a  partizan  of  the  system  of  a  sliding  scale  of  charges 
according  to  the  total  annual  consumption  of  gas.  He  dwelt  on  the 
necessity  imposed  upon  gas  companies  of  looking  after  customers, 
and  facilitating  the  use  of  gas  by  them  by  offering  to  lay  on  a 
supply  on  the  simplest  and  least  costly  conditions.  M.  Melon 
alluded  to  the  particulars  given  by  Mr.  T.  Duxbury,  in  the  course  of 
his  address,  at  the  meeting  of  the  Manchester  District  Institution 
of  Gas  Engineers  in  March  last,  as  published  in  the  Journal  at  the 
time,  and  used  them  as  a  basis  for  the  discussion  of  the  various 
reasons  adduced  against  the  introduction  of  gas  into  apartments. 
He  expressed  the  opinion  that  deposits  should  be  abolished  when 
the  consumer  is  prepared  to  offer  an  adequate  guarantee ; 
that  meters  and  fittings  should  be  let  on  hire  at  the  vei’y 
lowest  figures;  and  that  accounts  should  be  collected  monthly, 
fortnightly,  or  even  weekly  in  the  case  of  small  consumers.  In 
order  to  counteract  the  influence  of  petroleum  and  electricity,  it 
would,  he  thought,  be  advisable  to  lay  on  a  supply  of  gas  gratis, 
on  condition  that  the  consumer  would  undertake,  for  a  certain 
number  of  years,  to  burn  only  the  company’s  gas,  with  an  annual 
minimum  consumption  per  burner.  'This  system  has  been 
adopted  at  Lille  ;  and  the  author  submitted  to  the  meeting  forms 
of  the  various  agreements  into  which  a  consumer  could  enter.  He 
closed  his  interesting  paper  by  remarking  that  the  suppliers  of  gas 
were  powerless  to  enforce  the  adoption  of  gas  in  every  house ;  but  they 
could  all  offer  a  gratuitous  installation  on  the  conditions  he  had 
indicated.  He  assured  his  colleagues  that  they  had  in  their  own 
hands  the  means  of  rapidly  doubling  the  consumption  of  gas  in  all 
the  towns  lighted  by  them. 

The  next  paper  was  on  a  similar  subject,  and  dealt  with  the  dis¬ 
tribution  of  gas  among  the  consumers.  The  author  was  M.  Le 
Roy;  and  he  took  some  statistics  published  in  the  Journal  des 
TJsines  d  Gaz  in  March  last  as  a  model  for  a  case  of  a  gas-works 
having  a  clientele  composed  of  ordinary  consumers  as  well  as 
tradesmen  and  manufacturers.  It  was,  he  said,  curious  to  notice 
that,  even  in  this  case,  the  consumers  who  burn  from  1  to  5  cubic 
metres  per  24  hours  represent  94  per  cent,  of  the  total  number, 
and  44  per  cent,  of  the  entire  annual  consumption.  Suppliers  of 
gas  had,  he  considered,  a  primary  interest  in  popularizing  the  use 
of  gas,  and  in  increasing  the  quantity  burned  by  small  consumers 
who  pay  the  full  rate,  and  whose  accounts  do  not  produce  a 
sufficiently  large  sum  to  tempt  the  electricians.  The  author  was 
of  opinion  that  gratuitous  installations,  if  such  were  possible,  or, 
at  all  events,  installations  at  cost  price,  with  deferred  payment, 
and  the  loan  of  gas  appliances  at  a  reduced  rate  in  view  of  the 
possibility  of  purchase  during  the  first  year,  were  excellent 
measures  to  be  adopted  for  increasing  the  number  of  consumers. 
Altogether,  the  paper  contained  some  instructive  statistics. 

The  two  latter  communications  were  discussed  together.  Mr.  H. 
M'Lauchlan  Backler  acknowledged  the  excellence  of  the  principles 
laid  down  by  the  authors  ;  but  he  thought  that  in  each  town  the 
temperament  of  the  consumers  ought  to  be  taken  into  account  in 
selecting  the  method  to  be  pursued  towards  them,  so  as  to  choose 
the  one  that  would  be  most  in  accordance  with  the  habits  of  the 
population.  M.  Jouanne  cited  the  cases  of  Lisieux  and  Cherbourg, 
where  installations  of  gas — comprising  a  service-pipe,  meter,  cook¬ 
ing-stove,  and  two  ordinary  burners — at  a  reduced  price  had  led 
to  a  considerable  increase  in  the  number  of  consumers.  In  one 
year  there  was  an  addition  of  600  at  Lisieux,  and  of  1000  at 
Cherbourg.  M.  Alavoine  considered  the  minimum  consumption 
indicated  by  M.  Melon  (150  cubic  metres,  or  about  5300  cubic 
feet,  per  burner)  was  rather  high  for  many  of  the  provincial  towns ; 
and  consequently  this  was  a  matter  that  would  require  study 
in  each  case.  M.  Melon  replied  that  his  minimum  agreed 
with  the  average  consumption,  and  was  borne  out  by  the  actual 
price  of  gas  at  Lille.  M.  Cornuault  explained  the  measures  adopted 
by  the  Marseilles  Gas  Company.  They  charged,  he  said,  rentals 
of  Ifr.  25c.  and  Ifr.  50c.  per  month  for  a  service-pipe,  meter,  and 
some  simple  gas  apparatus  at  the  choice  of  the  consumer.  The 
public  appeared  to  prefer  the  loan  of  fittings,  &c.,  without  entering 
into  any  undertaking  as  to  consumption,  to  a  gratuitous  installa¬ 
tion  with  such  an  undertaking.  M.  Leon  said  it  would  be  neces¬ 
sary  to  distinguish,  in  the  case  of  installations,  between  dealing  with 
the  landlord  and  with  the  tenant  of  a  house.  In  towns  where  the 
population  was  a  floating  one,  or  where  the  residents  removed 
from  one  part  of  the  place  to  another,  it  would  be  advisable  to  deal 
with  the  landlord,  in  order  to  avoid  loss.  M.  Cornuault  cited  a 
case  in  point  in  Barcelona,  where  the  meters  are  fixed  by  the  Com¬ 
pany  at  the  expense  of  the  landlords,  who  let  their  apartments  with 
the  installation  of  gas.  The  various  meters  are  located  in  a  cellar  ; 
and  each  lodger  has  the  use  of  one,  but  only  pays  the  Company  for 
the  gas  consumed.  To  a  certain  extent  this  system  agrees  with 
that  adopted  in  Paris  in  reference  to  the  supply  of  water  in  houses 
where  there  is  a  service  on  each  of  the  floors.  The  landlord  is  the 
only  person  responsible  to  the  Municipality  for  payment ;  and  he 
recoups  himself  out  of  the  rent  for  the  apartments  supplied. 

The  next  paper  was  one  bearing  upon  manufacture  ;  the  author 
— M.  Charles  Pot — taking  as  his  subject  the  heating  of  retorts 
by  means  of  blocks  of  compressed  breeze,  by  ordinary  breeze,  or 
by  coke.  The  chief  points  of  interest  in  the  communication 
were  the  particulars  given  by  M.  Pot  as  to  his  arrangements 
for  the  manufacture  of  the  fuel-hlocks.  These  are  not  reproduced 
in  the  abstract  from  which  our  notes  are  taken. 

After  this  came  a  paper  by  M.  Jouanne  on  M.  Largeron’s 
system  for  the  suppression  of  the  dip  in  hydraulic  mains,  which 
was  described  and  illustrated  in  the  Journal  for  Jan.  24  last 
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(p.  150).  In  the  discussion  to  which  this  paper  gave  nee,  M 
Le  Treust  questioned  the  advisability  of  suppressing  the  dip, 
whatever  might  be  the  system  proposed.  He  considered  it  to  be 
dangerous  to  draw  off  the  gas  directly  from  the  retort ,  and  gas 
engineers  would,  he  said,  readily  understand  the  reason,  withou 
requiring  him  to  furnish  details.  M.  Jouanne  remarked  that  it 
was  always  possible  to  keep  a  sufficient  water-seal  by  means  o 
the  cup  placed  between  the  ascension-pipe  and  the  hydraulic  main. 

By  raising  this  cup,  the  dip  was  immediately  re-estabhshed.  M. 

Le  Treust  said  he  had  tried  to  dispense  with  dips,  but  had  been 
compelled  to  abandon  the  idea  owing  to  the  great  inconvenience 
it  entailed.  The  President  (M.  Ellissen)  closed  the  discussion  by 
pointing  out  that  the  Largeron  system  did  not  present  very  great 
advantages,  and  might  interfere  with  the  manufacturing  operations 
in  the  event  of  unskilfulness  on  the  part  of  the  workmen.  In 
gas-works,  it  was  of  the  very  first  importance  to  ensure  the 
regular  working  of  the  various  portions  of  the  plant ,  and  the 
most  ingeniously  contrived  appliances  should  not  be  employed  it 
they  were  not  at  the  same  time  so  simple  as  to  allow  of  their 
being  entrusted  to  ordinary  workmen.  f 

The  two  succeeding  papers  dealt  with  the  purification  ot  gas. 
One  was  by  M.  Melon,  on  the  working  of  a  Kirkham  washer- 
scrubber  ;  and  the  other  by  M.  Alavoine  on  purification  in  situ. 
M.  Melon’s  experiments  were  directed  to  ascertaining  the  extent 
of  the  absorption  of  ammonia  and  carbonic  acid  by  the  above- 
named  apparatus.  During  the  period  in  which  the  trials  were 
going  on,  the  gas  was  made  exclusively  from  coal  from  the  north 
of  France.  After  flowing  through  a  long  foul  main  30  inches  in 
diameter,  and  passing  an  annular  condenser,  the  gas  reached  the 
exhausters,  and  finally  entered  the  washer-scrubber,  the  capacity 
of  which  was  25,000  cubic  metres  (883,000  cubic  feet)  per  diem, 
and  its  speed  from  three  to  four  revolutions  per  minute.  The 
daily  make  of  gas  ranged  from  20,000  down  to  8000  cubic  metres. 
Pure  water  was  employed  in  the  apparatus — the  quantity  intro¬ 
duced  per  24  hours  naturally  varying  with  the  make  of  gas  ;  and 
it  was  arranged  that  the  water  in  the  last  chamber  should  not 
show  any  indication  on  the  Beaume  hydrometer.  The  ammoniacal 
liquor  as  it  flowed  from  the  apparatus  had  a  strength  of  from  3  to 
5°  Beaume  (8  oz.  to  13  oz.).  In  the  various  experiments  the  tem¬ 
perature  of  the  water  ranged  from  46°  to  57°  Fahr.  The  tempera¬ 
ture  of  the  gas  on  entering  the  washer-scrubber  ranged  from 
50°  to  68°  Fahr.  Under  normal  conditions  of  work,  the  apparatus 
showed  the  following  results : — On  entering,  the  gas  contained 
0‘95  gramme  of  ammonia  per  cubic  metre  ;  on  leaving,  0*5  gramnae 
— showing  an  absorption  of  0'70  gramme.  The  quantity  of  carbonic 
acid  in  the  gas  on  entering  was  2'70  grammes  per  cubic  metre  ;  on 
leaving,  2-60  grammes— absorption,  0-10  gramme.  ‘SVlien  ammo¬ 
niacal  liquor  was  introduced  into  the  first  three  or  four  chambers, 
the  quantity  of  carbonic  acid  taken  out  of  the  gas  rose  to  0‘40 
gramme  per  cubic  metre.  As  the  gas  was  sent  out  for  consump¬ 
tion  containing  2'20  grammes  of  carbonic  acid  per  cubic  metre,  the 
quantity  taken  out  by  the  purifiers  was  only  OTO  gramme,  or  just 
one- fourth  of  the  quantity  removed  by  the  Kirkham  washer. 
In  all  the  trials,  the  importance  of  the  degree  of  temperature  at 
which  the  water  was  put  into  the  apparatus  was  noticed.  The 
colder  the  water,  the  easier  the  absorption.  It  must  be  noted  that 
in  this  series  of  trials  the  make  of  gas  per  24  hours  did  not 
exceed  800  cubic  metres  or  only  about  one-third  of  the  maximum 
quantity  for  which  the  washer  was  constructed.  A  curious  fact 
was  revealed  by  the  daily  analysis  of  the  gas.  On  several 
occasions  the  quantity  of  carbonic  acid  contained  in  the  gas  as 
used  by  the  consumers  went  up  suddenly  from  2'20  to  2*80 
grammes  per  cubic  metre — an  increase  of  0'60  gramme,  or  21'43 
per  cent.  The  tests  made  at  the  inlet  to  the  apparatus  at  the  same 
time  showed  a  rise  from  2'70  to  3'30  grammes  in  the  quantity  of 
carbonic  acid  contained  in  each  cubic  metre  of  gas.  It  was  subse¬ 
quently  found  that  these  sudden  variations  corresponded  exactly 
with  the  extinction  of  one  or  more  of  the  furnaces,  during  which 
the  charges  of  coal  had  been  gradually  lowered  in  order  to  cool  the 
retorts.  M.  Alavoine’s  communication  gave  an  account  of  some 
observations  made  in  a  gas-works  where  461,900  cubic  metres  of 
gas  were  purified  with  about  12  or  13  cubic  metres  of  purifying 
material  and  3  cubic  metres  of  powdered  lime,  without  change. 
Four-fifths  of  the  material  was  revivified  in  situ. 

The  remaining  papers  will  be  noticed  in  a  subsequent  issue. 

The  Cost  of  the  Windsor  Water-Works  Arbitration. — The 
total  cost  of  the  proceedings  incidental  to  the  transfer  of  the 
Windsor  and  Eton  Water- Works  to  the  Windsor  Corporation  was 
i:3984  158.  5d 


Edinburgh  and  Leith  Gas  Company. — The  annual  meeting  of 
this  Company  was  held  yesterday  afternoon.  The  Directors  re¬ 
ported  that  the  net  profit  on  the  year’s  transactions  was  i,'26,313. 
The  cost  of  manufacture  had  been  Ifis.  9d.  per  ton  of  coal  car¬ 
bonized,  compared  with  22s.  per  ton  in  1883,  before  the  scheme  of 
reconstruction  of  the  works  began.  The  saving  effected  by  the 
new  works  had  therefore  been  58.  3d.  per  ton,  or  i.'10,433  on 
89,744  tons  of  coal  used  during  the  year.  The  quality  of  the  gas 
had  been  28'13  candles — being  an  increase  since  1883  of  1'44 
candles.  The  unaccounted-for  gas  stood  at  7'63  per  cent.  _  The 
report  was  adopted ;  and  it  was  also  agreed  to  declare  a  dividend 
of  10  per  cent.  Subsequently,  the  agreement  entered  into  with  the 
Corporations  of  Edinburgh  and  Leith,  for  the  transfer  of  the  Com¬ 
pany’s  property,  was  approved.  A  vote  of  thanks  was  accorded  to 
the  Directors  for  the  able  manner  in  which  they  had  conducted  the 
concern. 


THE  CITY  AND  GUILDS  OF  LONDON  INSTITUTE 
LECTURES  ON  GAS  MANUFACTURE. 

As  already  intimated  in  our  columns,  a  course  of  four  lectures 
on  “  Gas  Manufacture  ”  will  be  delivered  at  tlie  Central  Institution 
of  the  City  and  Guilds  of  London  Institute,  South  Kensington,  on 
the  evenings  of  the  17th,  19th,  ‘23rd.  and  ‘iltli  inst.,  by  Mr.  Lewis 
T.  Wright,  Assoc.  M.  Inst.,  C.E..  The  following  is  a  syllabus  of 

the  lectures : —  ,  i  •  • 

l_The  coals  employed  in  gas  manufacture ;  their  composi¬ 
tion,  properties,  and  characteristics.  The  distillation  of  coal  con¬ 
sidered  as  a  chemical  and  mechanical  operation the  range  ot 
temperature  employed.  Differences  in  the  composition  and  proper¬ 
ties  of  the  resulting  distillation  products— viz.,  gas  (with  its  im¬ 
purities),  coke,  tar,  &c.— with  different  coals  and  distillation  tem¬ 
peratures.  Distribution  of  the  constituent  elements  of  the  coal 
among  the  distillation  products.  Differences  in  the  quality  ol  the 
gas  at  various  periods  of  the  charge.  The  extent  to  which  the  com¬ 
position  of  the  distillation  products  can  be  controlled  by  various 
systems  of  distillation.  Apparatus  employed :  Retorts  ana 
settings  ;  refractory  materials ;  chimneys  and  flues  ;  retort  mouth¬ 
pieces  ;  ascension-pipes  ;  hydraulic  main  and  retort-house  fittings. 

2. — The  condensation  or  cooling  of  crude  coal  gas.  Various 
types  of  condensers.  The  purification  of  gas  from  tarry  matter. 
The  removal  of  ammonia,  considered  chemically  and  practically. 
Various  forms  of  washing  apparatus;  how  far  these  attain  their 
object.  Gas  purification  by  means  of  ammonia. 

3. — The  purification  of  gas  by  means  of  oxide  of  iron  and  lime. 

Various  systems  of  gas  purification,  and  their  respective  emciency 
with  regard  to  the  three  principal  impurities— viz.,  carbonic  acid, 
sulphuretted  hydrogen,  carbon  disulphide.  The  theoretical  con¬ 
siderations  that  most  control  economical  practice.  Gas-puntying 
vessels.  Valves.  Gas  purification  without  nuisance.  The  storeage 
and  distribution  of  coal  gas.  Governors  and  gas-mains.  Leakage. 
Service-pipes.  Consumers’  meters.  Gas-burners  and  gas  illumi¬ 
nation  generally.  ,  ,  ,  •  i 

4.  — The  arrangement  of  gas-works,  and  the  design  and  cost  oi 
plant.  The  expenses  incidental  to  gas  manufacture,  and  the  cost 
of  producing  illuminating  gas. 

Mr.  Bray  and  The  Gas  Institute.— Last  Friday  another  step 
was  taken  in  the  proceedings  instituted  by  Mr.  G.  Bray  against  the 
Past-President  (Mr.  C.  Gandon),  certain  members  of  the  Counci  , 
and  the  Secretary  (Mr.  W.  H.  Bennett)  of  The  Gas  Institute,  with 
the  view  of  testing  the  legality  of  the  vote  taken  at  the  ^^ent  meet¬ 
ing  of  the  Institute  on  the  question  of  his  expulsion.  The  matter 
was  brought  before  Justice  Kay ;  but  on  the  application  of  the  defen¬ 
dants’  Counsel  (Mr.  Renshaw,  Q.C.),  it  was  adjourned  till  next  Fri¬ 
day,  to  allow  time  for  answering  the  plaintiff’s  affidavits. 

Me.  W.  Carr  and  the  Nottingham  Appointment.— Referring 
to  this  matter  last  Saturday,  the  Halifax  Courier  said  :  Mr.  W. 
Carr,  Manager  of  the  Halifax  Corporation  Gas-Works,  was  one  of 
the  candidates  for  the  post  of  Manager  and  Engineer  of  the  Notting¬ 
ham  Corporation  Gas-Works.  Out  of  the  total  number  of  applicants, 
Mr.  Carr  was  one  of  the  two  who  were  finally  selected  to  go  before 
the  Gas-Works  Committee  of  that  town,  on  Thursday  ;  the  other 
one  being  Mr.  Chester,  of  Manchester.  Mr.  Chester  was  ultimately 
selected,  but  Mr.  Carr  was  informed  that  he  would  have  had  the 
appointment  but  for  the  allegations  which  were  being  made  against 
the  Halifax  Gas-Works  Department,  and  which  were  as  yet,  of 
course,  sub  judice.  The  Chairman  expressed  great  regret  that  the 
Committee  were  not  able,  because  of  this,  to  recommend  Mr.  Carr 
to  the  Council ;  he  being,  in  their  opinion,  the  most  eligible  candi¬ 
date.  A  resolution  to  this  effect  was  placed  on  the  Committee  s 
minutes.  The  salary  offered  is  i;600  a  year." 

Presentation  to  Mr.  C.  W.  Folkard. — Last  Thursday  evening 
a  number  of  the  employes  of  the  Brentford  Gas  Company 
assembled  in  the  band-room  attached  to  the  works,  for  the  purpose  of 
taking  leave  of  Mr.  C.  W.  Folkard,  the  Assistant-Engineer  (who, 
having  been  appointed  Engineer  and  Manager  of  the  Bourne¬ 
mouth  Gas  and  Water  Company,  is  retiring  from  the  service  of  the 
Brentford  Company),  and  of  presenting  him  with  a  testimonial,  con¬ 
sisting  of  a  very  handsome  secretaire  and  purse,  as  a  tok^  of  their 
respect  and  esteem.  The  Engineer  and  Manager  of  the  Company 
(Mr.  F,  Morris)  presided ;  and  in  a  few  well-chosen  words,  said 
they  had  met  for  the  purpose  of  saying  "  Good-bye  ’’  to  Mr. 
Folkard,  and  of  wishing  him  success  in  his  new  home.  He  had 
also  the  pleasure  of  presenting  him  with  the  testimonial 
before  them,  which  had  been  subscribed  for  by  his  friends,  brother 
officers,  and  the  men  employed  on  the  works.  Whilst  congratu¬ 
lating  Mr.  Folkard  on  his  appointment,  he.  personally,  was  very 
sorry  to  lose  him  ;  as  the  zeal  and  ability  shown  by  him  in  the  ner- 
formance  of  his  duties  had  relieved  him  (Mr.  Morris) ^of  a  groat  deal 
of  responsibility.  Having  specially  referred  to  Mr.  1  olkard’s  work 
at  Brentford,  ho  concluded  by  saying  ho  was  sure  he  expressed  the 
views  of  all  present  in  most  cordially  wishing  Mr.  Folkard  success  in 
his  new  career,  which  he  trusted  would  be  as  prosperous  at  Bourne¬ 
mouth  as  it  had  been  at  Brentford.  Mr.  I’olkard,  in  reply,  ex¬ 
pressed  his  warmest  thanks  for  the  very  handsome  and  useful 
mfts,  which  would,  ho  said,  bo  a  lasting  memento  of  his  oonnoo- 
tion  with  the  Brentford  Gas  Company.  He  assured  those  present 
that  the  eight  years  he  had  spent  with  them  wore  among  the 
happiest  of  his  life ;  mainly  due,  ho  believed,  to  the  uniform 
kindness  of  Mr.  Morris  and  his  brother  officers.  Ho  also  thank^ 
them  very  much  for  their  kind  wishes  for  his  future  succeM.  Iho 
proceedings,  which  were  very  harmonious,  were  brought  to  a 
close  with  a  vote  of  thanks  to  Mr.  Morris  for  presiding. 
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THE  EXPLOSION  AT  THE  MONTREAL  GAS-WORKS. 

In  the  Journal  for  May  29  last  (p.  964)  we  gave  a  brief  account 
obtained  from  press  telegrams,  of  a  serious  explosion  wh’ch 
occurred  on  the  previous  Saturday  at  the  Hochelaga  works  of  the 
Montreal  Gas  Company  ;  resulting  in  the  destruction  of  a  large 
gasholder  and  the  sacrifice  of  several  lives.  No  additional  par¬ 
ticulars  reached  us  till  the  arrival  of  the  American  Gaslight 
Journal  for  the  16th  ult.,  which  contained  an  article  describing 
how  the  disaster  occurred,  and  giving  a  summary  of  the  proceedings 
at  the  Coroner’s  investigation.  Through  the  courtesy  of  the 
Secretary  and  Manager  of  the  Company  (Mr.  J.  F.  Scriver)  our 
contemporary  was  able  to  give  illustrations,  taken  from  photographs, 


of  the  wrecked  holder;  and  from  these  the  accompanying  engravings 
have  been  prepared.  The  article  was  as  follows ; — 

The  engravings  afford  vivid  pictures  of  the  wreck  of  the  double¬ 
lift  holder,  which  was  about  to  be  finished  by  the  Montreal  Gas 
Company  for  the  relief  of  their  Elm  Street  station.  The  outer 
lift  was  120  ft.  6  in. ;  the  inner  lift,  119  ft.  6in.  ;  each  lift  being 
24  ft.  6  in.  The  entire  structure  was  enclosed  in  a  16-sided  brick 
building,  covered  in  by  an  iron  and  steel  roof.  After  many 
months  of  preparation,  arrangements  were  being  made  on  May  26 
to  test  the  holder.  On  this  date  water  was  turned  into  the  tank. 
When  the  water  had  risen  to  a  height  of  10  feet,  it  was  discovered 
that  a  serious  leak  existed  somewhere  in  the  masonry.  The  pumpg 


were  started,  and  when  three  feet  of  water  had  been  drawn  off, 
the  weak  spot  was  located  (the  tank,  however,  was  completely 
emptied)  in  one  section  of  the  wall.  The  puddled  cone-shaped 
bottom  was  found  to  be  perfectly  tight.  When  the  defect  had 
been  remedied,  the  operation  of  filling  was  again  commenced, 
but  had  not  proceeded  to  any  extent  before  the  Company’s  Engineer, 
in  order  to  satisfy  himself  thoroughly  as  to  the  solidity  of  the 
bottom,  ordered  a  stoppage  of  the  flow,  and  instructed  one  of  the 
fitters  to  remove  two  of  the  manhole  covers,  prior  to  his  (the 
Engineer’s)  descent  to  make  the  desired  investigation.  The 
fitter  (a  known  and  tried  hand  of  the  Company,  who  had  been 
in  their  service  for  twelve  years),  for  reasons  which  will  always 
remain  undiscovered,  evidently  determined  to  make  an  inspec¬ 
tion  on  his  own  account.  Having  removed  only  one  of  the 
manhole  covers,  he  procured  a  ladder  and  an  open  lantern, 
and  entered  the  holder.  The  terrible  result  of  his  fatuous 
course  was  the  destruction  of  the  inner  hft  of  the  vessel,  the  walls 


and  roof  of  the  structure  enclosing  it,  and  the  mangling  to  death 
of  himself  and  four  others,  while  five  of  his  remaining  fellows 
only  escaped  death  to  bear  through  their  lives  the  scars  of  many 
wounds.  No  gas  had  as  yet  been  turned  into  the  holder,  although 
all  the  connections  had  been  made.  The  inlet  valve  (a  20-inch) 
was  perfectly  tight ;  while  the  outlet  (a  24-inch)  leaked  slightly  ; 
but  the  pipes  were  said  to  be  water  sealed.  Beyond  a  doubt  the 
fitter  and  his  comrades,  including  the  Engineer,  had  no  fear  that 
gas  had  escaped  into  the  holder  ;  but  such  assurance  is  not  to  be 
allowed  to  go  for  anything  in  an  attempt  to  extenuate  the  act  of 
the  unfortunate  who  with  his  hfe — and,  worse  still,  that  of  others — 
paid  the  penalty  of  his  rashness.  We  presume  it  is  not  necessary 
for  us  to  here  attempt  to  give  an  explanation  of  how  the  gas  might 
have  escaped  into  the  destroyed  vessel,  for  every  engineer  who 
reads  these  lines  will  form  his  own  theory ;  and  we  have  an  idea 
that  no  great  difference  will  exist  in  the  nature  of  the  opinion  so 
formed. 
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The  entire  structure,  from  foundation  to  stands  the  Com¬ 
pany,  in  round  figures,  an  expenditure  of  »80,000  ;  ° 

have  since  roughly  examined  the  wreck  say  the  net  loss  o  the 
Company  will  not  exceed  40  per  cent,  of  this  sum.  The  foundation 
and  fank  masonry,  together  with  the  outer 

intact,  and  a  considerable  portion  of  the  inner  lift  and  roof  can 
be  used  again.  In  any  event,  we  may  add  that,  quite  in  keeping 
with  the  energy  characteristic  of  the  Company,  they  are  already  a 
work  on  the  renewal  of  the  destroyed  structure. 

The  testimony  taken  at  the  coroner’s  inquest  seems  rather  o 
add  to  the  mystery  of  the  affair  than  to  take  from  it— that  is,  in 
respect  to  determining  how  the  gas  escaped  into  the  holder.  The 


SUPPLY.  &  SANITARY  IMPROVEMENT. 

affirmation  of  R.  Colquhonn,  who  was  one  of  those  seriously 
injured,  and  whose  testimony  was  taken  while  he  was  writhing  on 
his  bed  is  so  giapliio  that  we  herewith  present  a  summary  of  it. 
Herestitied  th?t  L  had  been  in  the  employ  of  for 

17  years,  and  on  the  morning  of  the  disaster  wm 
gallery  of  the  holder  house,  painting  some  of  the 
Z  Jnery  chambers.  He  saw  Joseph  Angell  re.imve  Uie  man^iole 
cover,  being  assisted  in  the  operation  by  John  Ang  ‘  '  *  l  :jj„ 

When  the  cover  had  been  removed,  Angell  ordered 
a  lantern,  and,  this  duty  performed,  M'Afee 
lugged  a  ladder  to,  and  placed  it  in  the  manhole.  Angell  then  tieu 
a  cord  on  the  lantern,  placed  himself  on  the  top  rung  o  le  ai 


and  dangled  the  lantern  down  into  the  tank.  Then,  to  use 
Colquhoun’a  own  words  :  “  When  I  saw  him  lowering  the  lantern 
I  put  both  my  hands  to  my  face,  for  I  had  been  long  enough  in  a 
gas-works  to  know  what  to  expect.  The  crash  followed  instantly  ; 
and  the  next  thing  that  I  remembered  was  finding  myself  on  top 
of  the  tank,  bricks  and  iron  being  heaped  up  all  around  me. 
Colquhoun’s  testimony  would  go  to  show  that  he  at  least  of  those 
who  were  on  the  premises  at  the  time  thought  there  was  gas  in 
the  tank.  Indeed,  his  action  in  putting  both  hands  to  his  face  is 
proof  positive  of  his  suspicion.  The  jury,  after  reviewing  the 
evidence,  returned  the  following  verdict e  find  that  deceased 
came  to  their  deaths  from  injuries  received  as  the  result  ol  an 
explosion  of  a  mixture  of  coal  gas  and  air  contained  in  a  gasholder 
on  the  grounds  and  in  a  building  the  property  of  the  Montreal  New 
City  Gas  Company  ;  and  that  the  said  explosion  was  caused  by  the 
introduction  of  a  lighted  lamp  in  the  said  gasholder  by  the  late 
Joseph  Angell,  an  emplouf  of  the  said  Gas  Company,  and  one  ot 
the  victims  of  the  explosion.  We  further  find  that  the  said  Josepli 


Angell,  in  introducing  the  light  into  the  gasholder,  acted  ihrongh 
ignorance  and  imprudence,  and  not  from  malice  or  with  intent  U) 
do  hurt  or  injury.” _ 

Steel  Water-Mains.  —  The  Engineer  of  the  Dundee  Water 
Commissioners  (Mr.  J.  Watson.  M.  Inst.  C.  E.) 

January  last  the  supply  of  water  to  Newport  has  been  gi%en  l  y 
gravitaLn.  viu  the  Tay  Rri.lgo.  The  steel  mam,  9  inches  in 
diameter,  laid  along  the  new  Tay  Bridge  a  distance 
was  completed  during  the  early  part  of  the  J’®'''’’  J  J 

some  months  subjected  to  hydrostatic  pressure,  and  liM  be.  n 
in  constant  work  since  January.  Notwithstanding  the  co  i- 
Btantly  recurring  vibration  by  train  tralho.  neUhor 
ing  nor  in  working  has  a  single  accident  taken  r>«f« 

metal  or  construction  of  the  pipe  ;  «!an7ion  iLts- 

fined  to  some  trilling  leakages  at  the  lead  and 

principally  the  latter.  On  tlie  whole,  this  work  is  y 

satisfilito^y.  and  for  the  purpose  is  much  better  than  cast  iron. 


72 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [July  lo,  1888. 


WESTEEN  (U.S.A.)  GAS  ASSOCIATION. 

In  last  week’s  Journal,  we  gave  the  first  portion  of  our  abstract 
of  the  “  Official  Eeport  ”  (from  the  American  Gaslight  Journal) 
of  the  proceedings  at  the  annual  meeting  of  the  above  Association  ; 
nd  to-day  we  publish  a  further  instalment. 

Mr.  B.  E.  Chollar,  of  Topeka,  Kansas,  read  a  paper  entitled 
“  A  Paradoxical  Box.”  The  ability  of  water  to  absorb  ammonia 
from  the  gas,  and  thus  become  the  medium  of  removing  many 
times  its  own  volume  of  other  impurities,  had  been  known  for  many 
years,  he  said,  and  was  applied  by  the  medium  of  “  scrubbers  ” 
and  of  “  washers.”  His  paradoxical  box  was  a  washer  ;  but  was 
little  more  than  a  modification  of  Wilson’s  submerged  plate,  which 
was  patented  in  1817.  A  screen  of  fine  wire  cloth  was  supported 
about  3  inches  from  the  bottom  of  a  rectangular  iron  vessel ;  and 
the  gas  was  conducted  down  below  the  screen  by  an  iron  hood. 
The  paradoxical  part  of  the  affair  was  that  the  space  below  the 
screen  was  free  from  water  when  in  action.  The  gas  forced  the 
fluid  through  the  screen,  and  supported  it  there.  When  in  use  the 
apparatus  was  charged  with  water  to  a  few  inches  above  the  level 
of  the  screen  ;  and  the  gas  passed  steadily  through  the  liquid  in 
minute  bubbles.  The  gas  he  manufactured  contained  3J  per  cent, 
of  sulphuretted  hydrogen,  and  3|^  per  cent,  of  carbonic  acid.  The 
gas  was  well  condensed  in  a  spiral,  consisting  of  about  700  feet  of 
cast-iron  pipe,  before  reaching  the  washer  ;  and  the  condenser  and 
washer  together  completely  freed  the  gas  from  tar,  and  removed 
about  12  per  cent,  of  the  impurities. 

In  the  discussion  which  followed,  Mr.  Forstall  mentioned  that 
he  had  tried  a  washer  on  this  principle,  and  liked  it  so  much  that 
he  intended  to  adopt  it  wherever  he  could.  In  reply  to  questions, 
Mr.  Chollar  said  the  gas  should  be  well  condensed  before  reaching 
the  washer,  or  the  screen  would  soon  choke  with  tar.  The  box 
was  made  just  as  long  in  feet  as  the  diameter  of  the  connecting- 
pipes  in  inches  ;  and  he  calculated  to  work  at  1-inch  pressure. 

Mr.  J.  Gimper  read  a  paper  describing  the  Claus  process  of 
purification  in  closed  vessels  as  applied  at  Birmingham.  At  its 
close,  the  author  exhibited  a  tracing  of  his  “  atomizing  circulating 
scrubber.”  This  consists  of  a  large  rectangular  vessel  divided  into 
seven  compartments,  each  of  which  is  sub-divided  into  two  parts  ; 
one  being  empty,  and  the  other  occupied  by  a  set  of  shelves  like  a 
Coffey  still.  At  the  bottom  of  each  empty  compartment  is  a  jet, 
with  an  arrangement  for  injecting  water  or  liquor  under  pressure 
by  means  of  compressed  gas,  and  at  the  same  time  dividing  it  into 
fine  spray  or  mist.  The  gas  entering  at  the  top  flows  downwards 
through  the  first  empty  compartment,  meeting  the  spray  of  liquor  ; 
and  then  ascends  through  the  shelves,  passing  in  a  zig-zag  direc¬ 
tion  up  to  the  top.  It  is  thus  deprived  of  the  moisture  taken  up, 
and  passes  into  the  top  of  the  second  empty  compartment, 
and  so  on  alternately  up  and  down  to  the  outlet.  The  gas 
travels  from  left  to  right,  and  the  liquid  in  a  contrary 
direction.  Pure  water  is  supplied  to  the  last  compartment 
nearest  the  outlet.  The  overflow  from  this  compartment  passes  off 
to  a  cistern,  from  which  the  supply  for  the  next  is  taken ;  and  so 
on  up  to  the  inlet  end,  where  it  flows  off  as  strong  liquor.  A 
current  of  dry  ammonia  gas  or  strong  liquor  may  be  introduced 
near  the  inlet  end  if  desired.  Mr.  Gimper  also  read  a  letter  from 
Mr.  J.  R.  Smedburg  (written  fifteen  years  ago),  which  set  forth 
the  importance  of  thoroughly  condensing  gas  before  scrubbing 
it,  and  of  scrubbing  with  liquor  rather  than  pure  water  ;  and  it  also 
pointed  out  the  fact  that  an  additional  supply  of  ammonia  to  that 
furnished  by  the  gas  was  required,  in  order  to  remove  all  the 
impurities  by  scrubbing.  Sufficient  ammonia  must  be  present,  in 
fact,  to  neutralize  the  whole  of  the  acid  impurities.  He  further 
explained  that  the  atomizing  arrangement  used  was  invented  by 
Mr.  Chollar.  This  apparatus  had  existed — but  on  paper  only — for 
fifteen  years ;  and  he  contended  that  it  was  preferable  to  the  Claus 
apparatus,  as  it  did  not  require  so  much  plant,  and  had  not  a  set  of 
pumps.  A  gas -compressing  apparatus  was  the  only  mechanical 
part  necessary. 

Mr.  C.  M.  Keller,  of  Columbus,  Ind.,  presented  a  communica¬ 
tion  entitled  “  The  Cost  of  Electric  Arc  Lighting.”  He  pointed  out 
that  the  expense  would  vary  in  different  localities,  according  to  the 
prevailing  rates  for  fuel  and  labour.  The  size  of  the  plant,  and 
especially  the  extent  of  approximation  towards  its  maximum 
power,  was  also  very  important.  For  example  a  50-light  machine, 
when  supplying  only  one  arc  light  required  20^-horse  power  to  work 
it ;  with  25  lights  going,  only  28^-horse  power  ;  and  with  50  lights, 
46i-hor8e  power.  The  author  had  a  50-light  Thomson-Houston 
and  a  50-light  American  machine  in  operation  ;  and  he  proceeded 
to  give  the  details  of  the  cost  of  running  the  former  for  the 
supply  of  48  arc  lights  for  twelve  hours.  This  estimate  was  fairly 
complete,  including  repairs,  taxes,  and  interest  at  the  rate  of  6  per 
cent,  on  a  capital  charge  of  £2000 ;  and  the  total  amounted  to 
£2  10s.  or  Is.  Ojd.  per  lamp.  The  author,  however,  pointed  out 
that  the  estimate  did  not  include  “  depreciation  of  plant,  burning 
of  armatures,  repairs  on  boilers,  or  accidents  of  any  kind.”  The 
cost  of  a  six-hour  supply  was,  of  course,  much  greater  in  propor¬ 
tion  ;  being  about  £2,  or  lOd.  per  lamp.  This  was  for  street  lamps 
burning  continuously ;  but  he  also  gave  an  estimate  of  the  cost  of 
working  the  American  machine,  for  the  supply  of  48  commercial 
lights,  turned  off  and  on  at  different  times,  for  six  hours,  which 
came  to  about  £1  14s.,  or  8^d.  per  lamp.  A  fourth  estimate  repre¬ 
sented  the  cost  of  working  the  two  plants  in  combination,  and 
amounted  to  £2  15s.,  or  8d.  per  lamp.  In  these  experiments  the 
consumption  of  coal  per  horse-power  was  6|  lbs.  of  Indiana  nut  and 
slack,  or  4^  lbs.  of  Pittsburgh  lump  coal.  The  two  systems  used 
showed  no  difference  in  respect  to  the  lights — a  current  of  9 ‘6 


amperes  being  carried  in  each  case ;  but  the  cost  of  maintenance 
was  much  cheaper  in  the  case  of  the  American  plant.  A  fifteen 
months’  trial  of  the  Thomson-Houston  method  showed  that  the 
annual  expense  of  repairs  on  48  lamps  and  machinery  was  £25  or 
lOs.  6d.  per  lamp ;  and  this  did  not  include  three  lamps  broken  by 
accident,  which  caused  on  additional  expense  of  nearly  £4  lOs. 
The  repairs  on  the  American  system,  as  shown  by  one  years’ 
trial,  on  an  average  of  35  lamps,  were  £9  10s.,  or  5s.  8d.  per  lamp. 
He  also  proved  that  the  American  system  required  less  power,  and 
less  attention.  His  charge  per  light,  burning  six  hours  each  night, 
was  25s.  per  month. 

In  the  course  of  the  discussion,  Mr.  Dunbar  said  he  was  running 
an  American  plant  at  New  Albany  ;  and  the  consirmption  of  fuel 
was  5  lbs.  of  coal  per  2000-candle  arc  lamp  per  hour,  in  which 
time  each  lamp  consumed  1^  inches  of  carbon.  His  lamps  would 
nm  ten  hours  without  a  change  of  carbon.  Mr.  Scofield  remarked 
that  Mr.  Keller’s  estimate  showed  a  large  profit,  as  2s.  Id.  per 
night  was  a  common  charge  for  arc  lights  ;  but  he  had  not  included 
some  items,  which  might  alter  the  state  of  affairs.  He  wanted  to 
know  whether  the  electric  light  was  more  profitable  than  gas,  and 
instanced  a  case  where  a  gas  company  had  lost  more  than  £400 
last  year  by  electric  lighting,  and  a  local  electric  light  company  in 
the  same  town  £1000  to  £1200.  In  these  cases  the  light  was  sup¬ 
plied  rather  cheaper  than  was  done  by  Mr.  Keller.  He  had  not 
heard  of  any  gas  company  failing ;  but  several  electric  light  com¬ 
panies  had  gone  into  the  hands  of  receivers.  He  was  therefore 
doubtful  whether  it  was  advisable  to  butt  against  the  electric  light, 
or  to  invest  capital  in  an  electric  lighting  plant.  He  was  inclined 
to  reduce  the  price  of  his  gas  to  Gs.  3d.  per  1000  cubic  feet,  and  then 
let  the  electric  light  people  come  on,  and  see  whether  they  could 
make  a  larger  dividend  than  he  could.  His  demand  for  gas  had 
doubled  since  electricians  appeared  in  his  district.  Mr.  Ambrose 
said  that  for  the  last  twelve  months  he  had  been  keeping  the  books 
of  a  Coal  Gas  Company,  and  also  of  a  Thomson-Houston  Electric 
Light  Company,  being  Secretary  and  Manager  to  both  Companies. 
He  was  prepared  to  say  that  the  Gas  Company  was  doing  the  best 
of  the  two.  The  gas  consumption  had  increased  20  per  cent., 
although  the  electric  light  had  done  fairly  well.  On  a  capital  stock 
of  £32,000  for  both  companies,  he  could  pay  a  dividend  of  more 
than  10  per  cent.  He  therefore  considered  it  was  well  for  gas  com¬ 
panies  to  take  up  the  electric  light.  In  another  town  he  knew  of 
the  electric  light  was  being  worked  by  the  gas  company  at  a  good 
profit.  Mr.  M'Millan  said  that  at  Springfield  an  electric  light  com¬ 
pany  was  started,  and  eventually  bought  out  the  gas  company, 
though  the  two  were  actually  being  ruu  as  separate  organizations  ; 
and  he  was  Secretary  and  Manager  to  both.  In  each  case  the 
business  was  satisfactory.  But  they  made  the  mistake  of  not  sup¬ 
plying  the  incandescent  liglit  ;  and  an  opposition  company  had 
managed  to  establish  themselves  for  this  line  of  business.  Mr. 
Chollar  observed  that  one  of  the  finest  Edison  plants  in  the  western 
country  had  been  put  down  at  Topeka ;  and  at  one  time  he  under¬ 
stood  they  had  5000  lights.  Many  of  the  customers  who  left  him 
at  first  had  returned ;  and  his  business  had  not  suffered  seriously, 
but  was  increasing  rapidly.  He  doubted  if  it  was  much  smaller 
than  it  would  have  been  without  the  electric  light  coinpany.  Mr. 
Jenkins  thought  when  it  was  decided  to  form  an  electric  light  com¬ 
pany  in  Columbus,  his  Directors  wanted  to  go  into  the  business, 
but  ultimately  decided  to  let  it  alone.  Since  then  the  demand  for 
gas  had  increased  satisfactorily.  Mr.  Steinwedell  said  that  at 
Quincy,  Illinois,  the  Gas  Company  had  bought  up  an  electric  plant 
of  310  lights  ;  and  he  believed  it  was  the  best  thing  they  ever  did. 
He  considered  the  estimates  given  by  Mr.  Keller  were  too  low. 

{To  be  continued.) 
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Treating  Gas  and  other  Ammoniacal  Liquors. — Grahn,  E.,  of  Coblentz. 

Germany.  No.  10,684;  Aug  3,  1887.  [6d.] 

This  invention  relates  to  the  treatment  of  gas  liquor  and  other  ammo¬ 
niacal  liquors  with  a  current  of  gas,  in  order  to  separate  the  ammonia 
or  volatile  ammonia  compounds  for  the  purpose  of  directly  manufactur¬ 
ing  nitrogenous  manures. 

In  his  specification  (which  is  not  illustrated)  the  patentee  says  that 
the  methods  hitherto  in  use  for  manufacturing  ammonia  compounds 
consist  in  separating  the  ammonia,  which  in  a  free  condition  or  in  the 
form  of  volatile  salts  is  contained  in  the  liquors  to  be  worked,  by  heating 
and  vaporizing  a  part  of  the  liquor  ;  in  then  leading  away  the  ammonia 
which  is  mixed  with  steam  ;  and  in  condensing  it  thereupon  by  any 
suitable  absorbents.  According  to  his  process,  the  ammoniacal  salts  are 
turned  out  by  means  of  a  current  of  air  or  gas  ;  and  the  air  charged 
with  ammoniacal  vapours  is  set  free  from  its  contents  of  ammonia  by 
suitable  absorbents.  In  passing  a  finely-divided  current  of  gas  through 
the  ammonia  containing  liquor,  the  volatile  ammonia  compounds  pa,ss 
by  diffusion  into  the  gas  ;  and  a  complete  separation  of  the  ammonia, 
without  a  partial  vaporization  of  the  solution,  is  thereby  obtained.  The 
current  of  air  charged  with  ammonia  or  volatile  ammoniacal  salts  is  placed 
in  contact  (according  to  the  ammonia  compounds  to  be  produced)  with 
solid,  liquid,  or  gaseous  absorbents.  By  using  a  current  of  air  or  gas  to 
conduct  the  ammonia  from  the  liquor  to  be  worked  into  the  absorbent, 
not  only  the  separation  of  the  ammonia  is  facilitated  and  more  com¬ 
pletely  than  by  the  method  heretofore  in  use  of  boiling,  but  it  is  also 
possible  to  avoid  the  stoppages  produced  by  the  condensation  of  the  vola¬ 
tile  ammoniacal  salts  and  the  separation  of  the  condensing  water,  by 
which  a  part  of  the  ammonia  which  has  been  distilled  off  is  either  con¬ 
ducted  again  into  the  distilling  vessel  or  introduced  into  the  absorbent. 
The  air  charged  with  ammoniacal  vapors  may  thus  be  directly  introduced 
into  the  absorbing  apparatus ;  and,  according  to  the  absorbent  used, 
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solid  and  dry  ammonia  compounds,  or  any  other  solutions  and  mixtures, 
may  be  directly  obtained. 

In  order  to  explain  the  new  method  by  an  example,  the  patentee 
describes  the  process  by  which  gas  liquor  is  worked,  according  to  his 
invention,  into  phosphate  of  ammonia  or  ammonia-phosphate  of  calcium 


or  into  artificial  nitrogenous  manure. 

The  gas  liquor  to  be  worked  flows  into  the  upper  part  of  a  vessel, 
constructed  like  an  ordinary  column  apparatus  used  in  the  distillation 
of  gas  liquor,  divided  by  a  certain  number  of  intermediate  bottoms  into 
several  compartments,  down  which  the  liquid  flows.  Into  the  lowest 
compartment  of  the  vessel,  in  which  the  liquid  driven  off  is  gathered, 
a  finely-divided  current  of  air  is  passed,  more  or  less  heated  by  steam— 
for  instance,  by  means  of  a  steam-jet  blowing  engine.  The  current  of 
air,  taking  up  the  ammonia  from  the  liquor,  flows  upwards  through  the 
several  compartments  of  the  column  ;  and  is  thereby  being  continually 
distributed  afresh  into  the  liquor  which  flows  down.  In  this  way  the 
current  of  air  is  cooled  more  and  more,  whilst  losing  thereby  its  water 
vapour ;  and  it  becomes  enriched  with  ammoniacal  vapours,  owing  to  its 
contact  with  more  and  more  concentrated  solutions.  The  upper  part  of 
the  column  apparatus,  into  which  the  gas  liquor  flows  in  a  continuous 
stream,  acts  therefore  as  a  cooler  and  condenser,  and  the  liquid  freed 
from  ammonia  escapes  continuously  from  the  lower  part  of  the  appara¬ 
tus  ;  but,  to  free  the  ammonia  which  is  bound  to  fixed  salts,  milk  of  lime 
is  added  to  the  solution  before  it  flows  out  of  the  apparatus. 

The  intimate  contact  of  the  air  and  the  liquor  may  also  be  effected 
by  causing  the  latter  to  flow  downward  in  vessels  filled  with  coke  or 
other  material,  while  a  current  of  air  is  blown  upwards  from  below. 
The  quantity  of  the  air  blown  into  the  vessels,  and  the  heating  of  the 
liquor,  are  so  calculated  that  on  one  side  the  water  flowing  off  is  com¬ 
pletely  freed  from  ammonia ;  and  on  the  other  the  escaping  current  of 
gas  which  is  charged  with  ammoniacal  vapours,  has  nearly  the  tem¬ 
perature  of  the  entering  gas  liquor.  In  particular  cases,  the  complete 
cooling  of  the  current  of  gas  may  be  effected  by  a  special  condenser. 

To  produce  ammoniacal  salts,  the  current  of  gas  charged  with  ammo¬ 
niacal  vapours  is  placed  in  direct  contact  with  the  usual  absorbents ; 
and  to  directly  produce  artificial  ammonia-manure,  the  current  of  gas 
containing  ammonia  is  introduced  into  vessels  similar  to  gas-works 
purifiers  filled  with  superphosphate,  double  phosphate,  or  dissolved 
guano  spread  over  hurdles.  In  passing  through  the  acid  absorbent 
spread  in  layers  of  moderate  depth,  the  whole  of  the  ammonia  is 
separated  from  the  current  of  gas,  and  a  dry  nitrogenous  manure  is 
directly  obtained. 

The  advantages  claimed  for  this  method  are,  on  the  one  hand,  the 
easier  and  more  complete  separation  of  the  ammonia  from  liquors,  by 
means  of  a  current  of  gas  without  partially  distilling  the  liquor — that  is 
to  say,  in  the  saving  of  combustibles  ;  and  on  the  other  hand,  the  possi¬ 
bility  of  directly  producing  dry  nitrogenous  manures.  The  production 
of  sulphate  of  ammonia  is  therefore  avoided ;  and  the  sulphuric  acid, 
which  is  prejudicial  in  artificial  manure,  is  thereby  prevented,  and  the 
ammonia  directly  obtained  in  the  form  of  phosphate  of  ammonia,  and 
in  chemical  mixture  with  the  manure. 


Gas  Motor  Enoixes. — Abel,  C.  D. ;  communicated  from  the  Gas- 
moteren  Fabrik  Deutz,  of  Deutz,  Germany.  No.  11,503;  Aug.  23, 
1887.  [8d.] 

This  invention  relates  to  gas-engines  in  which  the  firing  of  a  combus¬ 
tible  charge  takes  place  once  in  every  four  strokes  of  the  piston — as  in 
the  “  Otto"  engine — and  it  has  for  its  object  “  to  produce  a  greater 
development  of  power  by  the  formation  in  the  cylinder  of  an  explosive 
mixture  rich  in  gas  and  free  from  products  of  combustion,  and  also  to 
produce  an  increased  useful  effect  and  saving  in  gas  consumption  by  the 
expansion  of  the  products  of  combustion.” 

The  engine  is  so  arranged  that,  at  the  end  of  the  expelling  stroke,  the 
portion  of  the  gaseous  products  of  combustion  which  would  otherwise 
remain  in  the  cylinder,  are  expelled  more  or  less  entirely  therefrom  by 
the  introduction  of  atmospheric  air,  to  which  is  afterwards  admitted 
either  pure  combustible  gas  or  a  mixture  of  gas  and  air  ;  the  supply  being 
cut  off  before  the  md  of  the  suction  stroke.  by  this  means,  on  the  fol¬ 
lowing  compression  and  working  strokes,  a  high  degree  of  expansion  (and 
consequently  an  increased  useful  effect)  is  obtained.  The  front  end  of 
the  engine  cylinder  is  closed,  and  is  provided  with  a  suction  and  delivery 
valve,  communicating  with  the  atmosphere  and  with  a  closed  reservoir  ; 
so  that,  at  each  forward  stroke  of  the  piston,  a  charge  of  air  is  forced 
thereby  at  a  certain  pressure  into  the  reservoir.  A  pipe  leads  from  this 
reservoir  to  the  back  end  of  the  cylinder,  where  it  is  provided  with  a 
valve,  and  where  it  communicates  with  the  inlet  passage  of  the  cylinder 
(also  governed  by  a  valve) ;  both  these  valves  being  actuated  b .  cams  on 
a  way-shaft,  revolving  at  half  the  speed  of  the  engine-shaft.  These 
valves  are  opened  when  the  piston  arrives  near  the  end  of  its  expelling 
kistroke ;  so  that  the  compressed  air  can  then  pass  from  the  reservoir 
into  the  cylinder,  expelling  the  remaining  products  of  combustion 
through  the  open  escape-valve  as  the  piston  completes  its  instrokc,  at  the 
end  of  which  the  air  in  the  reservoir  will  have  sunk  to  about  atmospheric 
pressure.  The  escape-valve  being  now  closed,  the  piston  commences  its 
suction  stroke  ;  and  the  valve  of  a  gas-pipe  leading  into  the  inlet  passage 
being  more  or  less  opened,  gas  (together  with  a  greater  or  less  propor¬ 
tion  of  air  admitted  by  the  air-reservoir  valve)  is  drawn  into  the  charge 
of  air  contained  in  the  cylinder.  When  the  piston  has  performed  a  cer¬ 
tain  part  of  its  outstroke,  the  gas  and  air-valves  arc  closed  ;  so  that,  as 
the  piston  completes  its  stroke,  the  combustible  charge  in  the  cylinder  is 
expanded  below  atmospheric  pressure.  Then  at  the  commencement  of 
the  following  instroke  the  combustible  charge  will  first  again  attain 
atmospheric  pressure,  and  afterwards  be  compressed  to  a  greater  or  less 
degree  on  the  completion  of  the  stroke. 

Gas-Enoines. — KOrting,  E.,  of  Ilanover.  No.  12,863;  Sept.  22,  1887. 

[8d.) 

These  improvements  consist  in  the  means  employed  for  operating  the 
exhaust-valve  and  the  igniting  device,  and  for  regulating  the  speed  of 
gas-engines. 

A  is  the  frame  of  the  engine  containing  the  power  cylinder.  M  is  the 
exhaust  valve,  and  0  the  igniting  device  ;  the  interior  construction  of  the 
latter  not  being  shown,  on  account  of  its  not  forming  any  part  of  the 
present  invention.  S  is  the  mixing-valve  for  gas  and  air,  passing  in 
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through  the  pipes  U  and  T  ;  and  K,  the  check-valve  for  the  gas  mixture 
that  has  entered  into  the  cylinder.  On  the  end  of  the  crank-shaft  of  the 
engine  is  keyed  the  spur-wheel  B ;  and  the  spur-wheel  C  gears  with  it, 
having  double  the  diameter  of  the  former,  and  rotating  on  a  pin  fixed  to 
the  frame  A.  To  the  wheel  C  is  secured  a  boss,  carrying  the  two  tappets 
D  and  E.  II  and  F  are  two  shafts  mounted  in  bearings  on  the  frame  ; 
the  shaft  H  being  passed  through  the  shaft  I,  which  is  hollow.  The  shaft 
H  is  provided  with  the  lever-arms  K  and  G  ;  the  arm  K  being  connected 
by  the  bar  N  to  the  stem  of  the  exhaust-valve  M,  while  the  arm  G  (having 
a  roller  at  its  end)  extends  into  the  path  of  the  tappet  E.  By  means  of 
a  spring  connected  to  the  bar  N,  the  valve  M  is  normally  kept  closed,  and 
the  arm  G  maintained  in  the  position  in  which  it  is  acted  upon  by  the 
tappet  E  when  rotating.  On  the  shaft  I  are  keyed  the  lever-arm 
L,  connected  by  the  rod  Q  to  the  igniting  device.  P  is  a  spring  (for 
acting  on  a  branch  of  the  arm  F),  which  keeps  the  arm  and  also  the 
igniting  device  in  their  normal  positions.  For  regulating  the  speed  of  the 
engine,  the  spur-wheel  C  has  attached  to  it  a  governor,  which,  by  acting 
on  certain  intermediate  parts  when  the  speed  of  the  engine  has  become 
too  great,  causes  the  parts  to  lock  the  arm  G  upon  its  being  pushed  out¬ 
ward  by  the  tappet  E  ;  the  exhaust- valve  being  thereby  maintained  open, 
and  the  piston  of  the  power  cylinder  prevented  from  drawing  in  new 
gaseous  charges. 

Gas-Burners. — Moore,  D.  S.,  of  New  York.  No.  4245  ;  March  20, 1888. 
[6d.] 

This  invention  relates  to  a  gas-burner  which,  when  turned  off,  still 
admits  a  limited  supply  of  gas,  sufficient  for  a  minute  flame,  and  pro¬ 
vided  with  a  sliding  chimney  which  is  raised  up  so  as  to  surround  the 
small  flame  a  short  time  after  the  main  flame  has  been  turned  off.  > 
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section  of  the  burner  proper. 

The  tapering  plug-valve  of  the  burner  projects  beyond  the  valve-seat 
at  both  ends,  which  are  embraced  by  an  oscillating  frame  consisting 
of  two  U -shaped  pieces  E  having  laterally  projecting  arms,  and  per¬ 
forated  centrally  to  fit  upon  the  ends  of  the  plug- valve.  G  is  a  pivoteil 
link,  connecting  the  oscillating  frame  to  the  rap,  carrying  the  chimney 
H.  By  pulling  one  or  other  end  of  a  chain  attached  to  G,  the  chimney 
is  raised  or  lowered  ;  and  at  the  same  time  the  plug-valve  is  partially 
revolved.  The  plug  D  is  provided  with  a  transverse  slit,  connecting  the 
inlet  with  the  discharge- pipe,  though  intercepted  by  an  axial  perfora¬ 
tion.  The  slit  is  made  long  and  narrow  at  its  discharge  end,  so  as  to 
be  brought  rapidly  past  the  inlet-pipe  when  the  plug  is  turned.  For 
the  auxiliary  flame  there  is  a  perforation  smaller  than  the  slit  in  1), 
and  connecting  the  axial  perforation  with  the  surface.  Here  the  per¬ 
foration  joins  a  short  groove  partly  encircling  the  plug.  By  moans  of 
these  arrangements,  enough  gas  can  bo  admitted  to  feed  the  main 
flame ;  and  still  it  can  be  very  quickly  cut  off.  This  is  necessary, 
because  the  main  flame  should  disapi>car  before  the  frame  E  has 
oscillated  sufficiently  far  to  raise  the  chimney  up  to  the  flame  ;  other¬ 
wise  the  chimney  would  be  injured.  In  order  to  regulate  the  sixo  of 
the  auxiliary  flame  there  is  a  set  screw  entering  the  axial  perforation  in 
D,  and  of  such  a  length  that  it  may  close  up  the  perforation  in  it  to  a 
greater  or  less  extent  There  is  also  a  spring  between  the  oscillating 
frame  and  the  plug,  (or  holding  the  latter  tightly  to  its  seat. 
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Gas-Bubnebs. — Williams,  E.  P.,  and  Thomas,  W.  J.,  of  Osnaburgh  Street 
London.  No.  5102  ;  April  6,  1888.  [6d.] 

This  invention  relates  to  improvements  connected  with  gas  lighting  or 
burning  apparatus  where  gas  is  led  into  a  closed  receiver  containing  ex¬ 
ternally  the  burners — as,  for  example,  in  “  sun-burners  ”  and  such  like 
lamps.  Where  these  are  used,  say  the  patentees,  the  heat  generated  by 
combustion  is  so  intense  as  to  carbonize  the  gas  before  it  arrives  at  the 
burners  ;  and  the  carbonaceous  deposits  formed,  being  of  a  gritty  or 
powdery  nature,  are  apt  to  choke  up  the  burner  orifices  and  destroy  the 
efficiency  of  the  lamp.  Moreover,  by  the  intense  heat,  the  burners  them¬ 
selves  as  usually  constructed  are  rapidly  destroyed.  The  object  of  the 
present  invention  being  to  obviate  these  defects,  the  improvements  con¬ 
sist,  first,  in  applying  to  the  closed  gas  receiver,  means  for  precluding  the 
access  of  deposits  to  the  burner  orifices,  and,  secondly,  in  constructing  a 
burner  for  use  with  such  apparatus,  adapted  to  withstand  the  action  of 
the  heat. 


preventing  the  choking  of  the  orifices  may  be  applied  also  to  certain 
closed  lamps  having  internal  burners. 

A  is  a  closed  receiver  of  suitable  form  and  material  ;  and  B  are  the 
orifices.  According  to  the  usual  construction,  gas  is  led  to  the  receiver 
by  a  pipe  P,  which  does  not  extend  into  the  receiver,  but  terminates  at 
or  about  its  interior  surface.  Thus  carbonaceous  deposits  lodged  in  the 
receiver,  especially  under  pressure,  may  be  easily  blown  into  and  choke 
the  burner  orifices.  It  is  proposed  therefore,  to  extend  the  pipe  P  for  a 
suitable  distance  into  the  receiver  ;  and  beneath  its  open  end  is  disposed 
a  set  of  inclined  surfaces,  but  preferably  a  truncated  cone  or  pyramid 
inverted  as  shown  at  C,  forming  a  separate  chamber  at  the  lower  part 
of  the  receiver  A.  In  some  cases  an  additional  set  of  inclined  surfaces  or 
part  of  a  cone  or  pyramid  may  be  used,  as  in  fig.  2.  The  parts  C  are 
made  of  thin  metal  or  other  material  adapted  to  withstand  intense  heat. 
At  the  base  of  the  receiver  is  a  screw  plug  S  ;  so  that  all  deposits  formed 
are  blown  through  the  opening  in  the  lower  chamber,  whence  they  cannot 
return  to  the  burner  orifices,  but  may  be  removed  when  required  by  the 
screw  plug. 


APPLICATIONS  FOE  LETTERS  PATENT. 


®0rrcsp^oiT^£ttr£. 

[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents.'] 


MECHANICAL  V.  HAND  STOKING  AT  THE  MANCHESTER 
CORPORATION  GAS-WORKS. 

Sib,— In  your  issue  of  the  3rd  inst.,  Mr.  West  questions  the  accuracy 
of  my  figures.  Those  figures  do  not  contain,  as  he  suggests,  any  outlay 
on  retorts  or  retort  settings.  They  do,  however,  include  more  men 
than  Mr.  West  gives  as  engaged  on  the  work  ;  notably  two  sub-foremen 
and  four  men  opening  pipes  and  scurfing  retorts.  The  figures  I  gave, 
moreover,  are  not  those  of  a  theoretic  week,  but  the  actual  cost  during 
the  nine  months,  with  the  actual  amount  carbonized.  The  nine  months 
was  the  latest  period  of  Mr.  West’s  engagement  here.  The  accounts 
were  on  that  occasion  made  from  June  to  March,  instead  of  from  June 
to  June  as  previously,  to  bring  them  to  correspond  to  the  financial  year 

of  the  Corporation.  ,  tt 

John  King,  jun., 

Manchester,  July  7,  1888.  Chairman,  Rochdale  Road  Works  of 

the  Manchester  Gas  Committee. 


The  Stamp  Duties  on  Tbansfeb  of  Stock  in  Gas  Companies. — 
“  Share  Ledger  ”  asks  :  “  Will  you  confer  a  favour  on  the  benighted  by 
informing  us  what  efiect,  if  any,  the  new  regulations  with  regard  to 
stamp  duties  have  on  the  transfer  of  shares  or  stock  in  gas  companies  ? 
For  instance,  what  is  the  present  duty  on  a  common  deed  of  transfer  on 
ilOO,  or  its  higher  or  lower  multiples  ?  ” 

The  Photometeb  Question  at  The  Gas  Institute  Meeting. — We 
have  received  from  Mr.  W.  Sugg  a  letter  dealing  with  the  above  subject, 
in  accordance  with  the  intimation  given  by  him  in  the  Joubnal  last 
week  ;  but  it  came  to  hand  so  late  that  we  are  reluctantly  compelled 
to  hold  over  this  communication,  as  well  as  another  which  has  reached 
us  on  the  same  matter,  till  our  next  issue. 


arliaimntarg  Inttlligtna. 

HOUSE  OF  LORDS. 

Monday,  July  2. 

The  Limpsfield  and  Oxted  Water  Bill  was  read  the  third  time,  with  the 
amendments,  passed,  and  sent  to  the  Commons. 


Tuesday,  July  3. 

The  Bristol  Water  Bill  was  reported,  with  amendments. 

A  petition  against  alterations  in  the  Nelson  Local  Board  Bill  was  pre¬ 
sented  by  the  Brierfield  Local  Board. 


Thubsday,  July  6. 

The  following  Bills  received  the  Royal  Assent  by  Commission  : — Henley- 
on-Thames  Gas  Bill,  Hinckley  Local  Board  Water  Bill,  Newpor  t(Mon.) 
Corporation  Water  Bill,  South  Lincolnshire  Fen  Water  Bill,  Stockton  and 
Middlesbrough  Corporations  Water  Bill,  Uckfield  Water  Bill. 

The  Llanelly  Local  Board  Bill  was  read  a  second  time,  and  committed. 


9480. — Tollebton,  J.,  “Improvements  in  apparatus  for  the  speedy 
application  of  gas  to  wing  lights,  ground  rows,  and  to  the  stages  of 
theatres  and  public  halls  generally.”  June  29. 

9531. — Clebk,  D.,  “  Improvements  in  gas-engines.”  June  30. 

9544. — Sugg,  W.  T.,  “  Improvements  in  the  construction  of  gas 
cooking-stoves.”  June  30. 

9578. — Dougill,  J.,  “  Improvements  in  gas  motor  engines.”  July  2. 

9586. — Thomas,  J.,  “Improvements  in  apparatus  for  carburetting 
gas.”  July  2. 

9598. — Bbaithwaite,  C.  L.,  jun.,  and  Bbaithwaite,  I.,  “  Improvements 
in  or  relating  to  heating  water  by  gas,  and  obtaining  a  mechanical 
motion  on  change  of  temperature,  applicable  to  the  regulation  of  gas.” 
July  2. 

9683. — Ullbich,  J.  B.,  “  Improvements  in  rotary  slide-valves  for  gas- 
engines.”  July  3. 

9696. — Atkinson,  J.,  “  Improvements  in  gas-making  apparatus.” 
July  4. 

9728. — Doty,  H.  H.,  and  The  Doty  Lighting  and  Heating  Coepoea- 
TioN,  Limited,  “  Improvements  relating  to  apparatus  for  utilizing  liquid 
hydrocarbons  for  lighting  and  heating.”  July  4. 

9749. — Haacke,  A.,  “  Improvements  in  the  protection  of  pipes  or  other 
vessels  containing  gases,  liquids,  or  solids  at  a  low  temperature,  and  for 
preventing  the  formation  of  ice  or  the  condensation  of  moisture  on  the 
outside  of  such  pipes  or  vessels.”  July  4. 


PATENTS  WHICH  HAVE  BECOME  VOID. 

[aftee  the  foubth  yeae.] 

5302.  — Johns,  T.  H.,  and  another.,  “  Rotary  gas-engines.” 

5303.  — Johns,  T.  H.,  and  another.,  “Rotary  gas-engines.” 

5340. — Thompson,  W.  P.  (Samain.),  “  Meters  for  liquids.” 

5357. — Speingman,  H.  (Hipp  and  another.),  “  Purification  of  lighting 
gas.” 

5414. — Gedge,  W.  E.  (Berthon  and  another.),  “  Water-meter.” 

5479. — Balbibnie,  J.,  “  Cooking  by  gas,  &c.” 


Huelva  Gas  Company. — The  annual  general  meeting  of  this  Company 
was  held  in  Glasgow  on  Friday,  the  29th  ult.,  when  it  was  agreed  to  adopt 
the  report  (the  principal  portions  of  which  were  given  in  the  Joubnal  last 
week),  and  to  declare  a  dividend  of  6i  per  cent. 

Mill  Lighting  by  Electbicity. — An  installation  of  the  electric  light 
has  just  been  carried  out  in  one  of  the  mills  of  Messrs.  Vioary,  tanners, 
of  Newton  Abbot.  Hitherto  the  gas  bill  for  the  building  in  which  the 
new  illuminant  has  been  adopted  has  been  ^36  per  annum.  The  interest 
on  the  outlay  incurred,  together  with  the  cost  of  maintenance  and 
renewals,  will,  it  is  said,  be  only  ^16  a  year — a  saving  of  £20  a  year 
being  thus  effected.  There  are  82  lights  in  the  mill,  of  which  about  20 
are  of  50-candle  power  and  the  remainder  IC-candle  power.  The  dynamo 
is  of  100-light  power,  and  is  driven  by  the  large  engine  used  for  the 
machinery  generally.  The  average  requirement  for  the  dynamo  is  l-horse 
power  for  every  10  lights.  There  are  110  hands  employed  in  the  mill. 


Feiday,  July  6. 

The  opposition  to  the  Llanelly  Local  Board  Bill  has  been  withdrawn. 


HOUSE  OF  COMMONS. 

Monday,  July  2. 

The  Falkirk  and  District  Water  Bill  (Lords)  and  the  Lincoln  Corporation 
Bill  (Lords)  were  reported. 

LONDON  COAL  AND  WINE  DUTIES  CONTINUANCE  BILL. 

On  the  motion  of  Sir  R.  Fowlee,  the  order  for  the  second  reading  of 
this  Bill  was  read  and  discharged. 

STATISTICS  OP  METROPOLITAN  WATER  COMPANIES. 

On  the  motion  of  Mr.  J.  F.  B.  FiETH,lthe  following  Parliamentary  Papers 
were  ordered  : — 

Return  of  the  accounts  of  the  Metropolitan  Water  Companies  for  the 
year  ending  Deo.  31,  1887  (in  continuation  of  Parliamentary  Paper 
No.  193  of  Session  (2)  1880,  and  Parliamentary  Paper  No.  129  of  Session 
1882) ;  and  of  the  area  in  square  miles  and  portions  thereof  supplied  by 
each  Company,  together  with  an  estimate  of  the  daily  waste  in  gallons — 
waste  being  understood  to  mean  that  portion  of  the  water  supply  which  is 
not  consumed  by  domestic  requirements,  nor  trade  purposes,  street 
watering,  gardens,  &c.,  but  which  arises  from  defective  mains  or  service 
pipes,  inefficient  plumbing,  &o. 

Return  showing,  in  respect  of  the  Metropolitan  Water  Companies,  the 
maximum  number  of  houses  or  other  buildings  supplied  with  water  by  each 
Company  in  the  years  1883  and  1887  respectively,  and  the  total  amount  of 
the  rates,  rentals,  and  any  other  charges  received  for  the  supply  of  water 
to  houses  or  other  buildings,  excluding  garden  supplies,  during  the 
financial  year  ending  in  September  or  December  (according  to  the  date  to 
which  the  annual  accounts  of  the  Company  were  made  up),  in  the  years 
1883  and  1887  respectively;  showing,  in  respect  of  each  of  the  Metro¬ 
politan  Water  Companies,  as  regards  each  financial  half  year  subsequent 
to  September  or  December,  1883,  according  to  the  dates  to  which  the 
accounts  of  the  Companies  were  made  up — (1)  The  total  amount  paid  by 
the  Company  by  way  of  dividend ;  (2)  the  rate  per  cent,  per  annum  of 
the  dividend  paid ;  (3)  the  amount  of  share  capital  (within  the  meaning  of 
section  39  of  the  Metropolis  Water  Act,  1871,  and  including  loan  capital 
converted  into  share  capital)  paid  up  during  the  half  year,  in  respect  of 
capital  taken  up  during  such  half  year  or  previously  by  corporations  or 
persons  who,  when  such  share  capital  was  taken  up,  were  shareholders 
of  the  Company  ;  (4)  whether  such  share  capital  was  taken  up  at  par,  and  if 
not,  at  what  price  per  jEIOO  ;  (5)  the  amount  of  loan  capital  (within  the 
meaning  of  section  39  of  the  Metropolis  Water  Act,  1871)  paid  up  during 
the  half  year  in  respect  of  loan  capital  taken  up  during  such  half  year 
or  previously  by  corporations  or  persons  who,  when  such  loan  capital 
was  taken  up,  were  shareholders  of  the  Company ;  (6)  the  rate  per  cent, 
per  annum  payable  on  such  loan  capital ;  (7)  whether  such  loan  capital 
was  taken  up  at  par,  and,  if  not,  at  what  price  per  £100 :  (8)  the  amount 
of  bonuses  or  other  payments  made  to  shareholders,  excluding  dividends, 
but  including,  in  the  case  of  the  New  River  Company,  any  payments  in 
respect  of  the  landed  estate,  houses,  or  property  of  that  Company  not 
directly  used  for  or  connected  with  their  water  supply.  Also,  showing 
(a)  the  amount  of  share  and  loan  capital  respectively  of  each  Company  at 
the  end  of  the  financial  half  year  next  after  September  or  December,  1883 
(according  to  the  date  to  which  the  accounts  of  the  Company  were  made 
up  ;  (b)  the  amount  of  such  share  and  loan  capital  at  the  end  of  the  last 
financial  half  year  to  which  the  accounts  of  the  Company  have  been 
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made  no  and  audited :  and  (c)  the  value  of  the  share  and  loan  capital  of 
each  Company  according  to  the  Stock  Exchange  List,  on  or  about  the 

SS  d.;TS«Sb.,  1»  th.  S»r.  .pdiw  (m  .0,- 

tiiluation  of  Parliamentary  Paper  No.  136  of  Session  1885). 

Thursday,  July  6.  a 

The  Lincoln  Corporation  Bill  (Lords)  was  read  the  third  time,  and 

'^^qui^tions'^STwithdraw  their  petitions  against  the 
Leith  Corporations’  Gas  Bill  (Lords)  were  presented 
and  Leith  Gaslight  Company  and  the  Edinburgh  Gaslight  Company. 

Friday,  July  G.  .  j  -m. 

The  Staffordshire  Potteries  Water  Bill  (Lords)  was  reported,  with 

amendments. _ 

HOUSE  OF  COMMONS  COMMITTEE. 

Wednesday,  June  20.  „  t, _ _ 

(Before  Mr.  J.  W.  Lowther,  Chairman;  Mr.  T.  A.  Dickson,  Mr.  Pearce 

GAS  PROVISIONAL  ORDERS  ”no  iTbILL— 'THE  SWANSEA  GAS  ORDER. 

The  Corporation  of  Swansea  having  raised  objections  to  the  Provisional 
Order  ap^ed  for  by  the  Swansea  Gas  Company,  ta  ‘^^“/Tr'^de 

further  capital,  after  the  Order  had  been  approved  by  the  Board  of  Trade, 
and  submitted  to  Parliament  for  their  eanotion,  the  Confirmation  Bill  con¬ 
taining  the  Order  was  referred  to  a  Select  Committee,  constituted  as 
above,  in  order  to  allow  of  the  opponents  being  heard  in  support  of  their 

‘^‘^Mr.  Littler,  Q.C.,  and  Mr.  Pembroke  Stephens,  ^C.,  appeared 
for  the  Company;  Mr.  Balfour  Browne,  Q.C.,  and  Mr.  Cripps  for  the 

^  J^Littler,  in  opening  the  case,  said  the  Company 

in  1830  with  a  capital  of  i'GOOO,  and  with  power  to  borrow  1,3000.  In  Ibbl 

they  were  authorized  to  raise  1100,000,  of  which  only 

original  capital,  with  a  10  per  cent,  dividend,  ^s  the  Company  had 
spent  on  works  129,000  out  of  revenue,  further  capital  to  the  e^.^nt  M 
112,000  was  allotted  to  the  proprietors ;  the  rest  of  the  1100,000 
being  limited  to  7i  per  cent.  By  the  Act  sanctioning  this,  it  was  provided 
that  the  remaining  182,000  should  be  offered  for  sale  by  auction,  that 
the  premiums  should  be  added  to  the  capital  of  the  Company.  They 
were^^also  authorized  to  borrow  125, m  Since  that 
issued  the  whole  of  their  capital,  and  had  reached  the  limit  of  their 
borrowing  powers.  The  premiums  they  obtained  on  their  issue  of  capital 
amounted  to  124,301,  or  cWe  upon  25  per  cent,  of  the  entire  capital  of  the 
Company.  In  1885  they  had  exhausted  their  borrowing  powers,  and  issued 
the  whole  of  the  remaining  shares  ;  and  having  since  to  malie 
tensions,  they  had  to  borrow  from  their  bankers  ^b775,  and  had,  in  addition, 
incurred  other  liabilities  amounting  to  16446.  Further  they  had  formed  a 
contingency  fund  in  addition  to  their  reserve  fund  ;  and  from  the  year  when 
this  contingency  fund  began  to  grow  to  its  present  size,  the  consumers 
bad  been  saved  no  less  than  1975  a  year  by  the  course  the  Company  bad 
taken.  Exclusive  of  the  112,000  for  the  contingency  fund,  they  owed 
113  121.  In  consequence  of  the  shortness  of  capital,  they  had  been  com¬ 
pelled  to  defer  necessary  extensions  of  works  and  mains.  They 
therefore,  obliged  to  apply  for  more  money.  They  had  originally  pu.  the 
amount  at  175,000;  but  the  Board  of  Trade,  at  the  suggestion  of  the  Cor¬ 
poration,  had  lowered  it,  without  any  great  discussion  on  the  part  of  the 
ttompany,  to  150,000.  This  they  considered  would  have  satisfied  the 
Corporation;  but  as  they  had  thought  fit  to  oppose  the  Bill  nov^and 
inasmuch  as  the  Company  would  want  something  like  from  130,0(W  to 
135,000  in  the  next  two  years,  and  should  certainly  require  the  whole  in 
the  course  of  six  or  seven  years,  he  would  ask  the  Committee  to  again 
insert  176,000  in  place  of  the  150,000.  The  Company  had  65  miles  of 
pipes,  on  a  considerable  part  of  which  there  was  only  a  very  small  return. 
They  had  only  3850  consumers,  and  only  1140  public  lamps.  Tne  entire 
consumption  of  gas  in  the  district  last  year  was  but  191  million  cubic 
feet  •  so  that  they  only  sold  2,800,000  feet  on  each  mile  of  mam.  Swansea 
was  extremely  badly  situated  for  making  a  profit,  because  nearly  all  the 
town  was  undermiDed,  which  increased  the  leakage,  besides  which  there 
were  in  the  borcugh  a  number  of  works  in  which  gas  was  was  consumed  very 
irregularly.  Comparing  Swansea  with  the  two  neighbouring  towns  of  Car¬ 
diff  and  Newport,  the  learned  Counsel  said  that  at  Cardiff  in  18^  they  h^ 
a  sale  of  402,695,000  cubic  feet  against  the  Swansea  Company  s  190,000,000 
feet  *  the  length  of  mains  was  only  85  miles  ;  the  number  of  consumers, 
8841-  and  the  quantity  of  gas  per  mile  of  main,  4,730,000  feet.  In  New¬ 
port  they  had  a  sale  of  166,674,000  cubic  feet  spread  over  36i  miles  of 
main  ;  averaging  about  4,400,000  cubic  feet  per  mile.  The  price  of  gas  at 
Cardiff  was  28.  6d.,  and  at  Newport  28.  lOd.  per  1000  cubic  feet.  The 
Swansea  Company’s  Act  of  1861  fixed  the  maximum  charge  at  48.  within, 
and  58.  6d.  beyond  the  borough ;  the  actual  charges  being  28.  lOd.  and 
48.  4d.  respectively.  The  present  Order  proposed  to  reduce  the  price 
to  38.  9d.  per  1000  cubic  feet  within,  and  be.  beyond  the  borough.  The 
Company  were  dealing  very  liberally  with  their  customera.  In  the 
past  year,  there  was  a  deficiency  of  income  to  the  extent  of  1*  lid.  per 
1000  teet  below  what  was  necessary  to  pay  the  maximum  dividend  ;  and 
in  the  previous  year  there  was  only  a  surplus  of  l‘63d.  In  regard  to 
illuminating  power,  though  they  were  only  bound  to  supply  gas  of  H 
candles,  they  had  been  sending  out  gas  of  14  to  14i  candles  ;  and  in  order 
to  do  this,  they  had  had  to  import  Scotch  cannel  to  mix  with  the  local 
coal,  which  would  only  produce  9000  cubic  feet  per  ton  of  12-candle  gas. 
He  should  mention  that  the  dividends  on  the  new  capital  would  be  7  per 
cent,  on  what  was  raised  on  ordinary  capital,  and  6  per  cent,  on  the  prefer¬ 
ence  capital ;  and  if  the  Company  borrowed,  it  would  not  be  at  more  than 
6  per  cent.  When  before  the  Board  of  Trade,  the  Corporation  wanted  to 
prevent  the  Company  spending  more  than  £20,000  in  the  next  two  years ; 
but  the  Board  would  have  nothing  to  do  with  this,  as  the  Company 
already  owed  £13,000.  The  Company  also  proposed  before  the  Board  to 
supply  14-candle  gas  ;  and  with  the  hope  of  getting  rid  of  the  opposition 
of  tlie  Corporation,  they  agreed  to  put  it  at  IS-candles.  This,  however,  did 
not  make  it  necessary  that  they  should  bo  required  to  supply  gw  of  this 
power  now ;  and  he  should  prove  that  14-candle  gas  was  good  enough. 
Supposing  14i-candle  gas,  they  could  not  pay  the  maximum  dividends ; 
and  if  they  had  to  furnish  15-candle  gas,  it  would  mean  an  additional  cost 
of  3d.  per  1000  cubic  feet  to  manufacture.  'The  learned  Counsel  then  dealt 
with  the  petition  of  the  Corporation,  in  which  they  said  that  they  were 
advised  that  the  share  and  loan  capiul  proposed  to  be  authorized  was 
excessive ;  and  tliey  applied  that  the  diviaenu  on  the  new  shares  should 
be  reduced.  Why,  he  asked,  were  the  Swansea  Company  to  have  less 
dividend  than  any  other  company  in  the  kingdom  ?  Seeing  that  the  gas 
business  was  a  risky  one  just  now,  and  they  had  competition  f*^®  other 
illnminants,  he  considered  the  dividends  should  be  rather  raised  than 
reduced.  The  Corporation,  in  their  petition,  also  complained  of  the  high 
rate  of  interest  proposed  to  be  sanctioned  in  respect,  to  the  additional 
loan  capital ;  and  submitted  that  it  should  be  reduced,  or  provision  mMe 
for  raising  loan  capital  subject  to  auction  clauses  similar  to  those  appho- 


able  to  share  capital.  With  the  sole  exception  of  the  South  Metro^litan 
Company,  there  was  no  gas  company  which  was  under  the  obligation  of 
issuing  loan  capiUl  by  auction  ;  and  he  ventured  to 

less  and  absurd  obligation.  The  petitioners  also  complained  ‘of  the  high 
maximum  price  proposed  to  bo  authorized  ; ’’  and  they  said  they  were 
advised  that  "  the  price  could  be  greatly  reduced  without  piejudice  to  the 
maximum  dividends,  if  the  undertaking  were  more  economically  manag^. 

He  (Mr.  Littler)  was  more  surprised  at  this  than  he  could  tell,  becauM 
some  years  ago  the  Corporation  approached  the  Companv  with  “  ^‘«w  to 
purchasing  the  works.  ’The  Company  did  not  desire  to  sell,  though  at  that 
time  they  were  cerUinly  more  disposed  to  do  so  *‘°'*'®y®'^’ 

allowed  Mr.  G.  Livesey  to  inspect  the  works  on  behalf  of  the  Corporation. 
TThe  learned  Counsel  here  read  a  long  extract  from  Mr.  Livesey  s 
report,  in  which  he  stated  that  the  concern  seemed  to  ^  m  well  con¬ 
ducted  that  he  would  only  say  possibly  some  economies  might  be  eflecteU 
in  the  management ;  and  further  on  he  said ;  “  I  have  mwle  a  thorough 
examination  of  the  works,  and  must  say  it  is  very  unusual  to  find  an  old- 
established  gas  works  in  such  substantial  and  excellent  order,  j  .I"*®/?- 
port  was  dated  Aug.  26,  1885.  In  the  face  of  this  report,  he  considered  it 
was  perfectly  monstrous  on  the  part  of  the  Corporation  to  put  the  Company 
to  the  expense  of  appearing  there  to  negative  such  an  ,^”® 

Corporation  also  submitted  that  the  Company  should  adopt  the  sliding 
scale,  and  that  a  reasonable  standard  price  (not  exceeding  the  Pr®® 
charged)  should  be  inserted  in  the  Order.  First  of  all,  there  never  was 
an  Order  which  put  the  standard  price  at  the  figure  now  charged  by  the 
Company ;  and,  secondly,  there  never  was  an  Order  or  a  Bill  in  which  the 
sliding  scale  was  imposed  upon  a  company  who  did  not  dwire  to  ** 
The  present  price  was  notoriously  not  one  by  which  the  Company  could 
earn  their  dividend ;  and  the  standard  would  have  to  be  soinething  be¬ 
tween  the  existing  price  and  the  maximum,  because  they  had  to  allow  for 
contingencies  and  risks.  It  seemed  to  him  that  the  sliding  scale  tampt^ 
people  to  false  economy.  What  they  proposed,  he  believed 
better  both  for  the  consumers  and  the  Company ;  and  he  hoped  Parlia¬ 
ment  would  not  compel  them  to  adopt,  for  the  first  time  in  the  case  o  a 
gas  company,  that  which  they  believed  would  be  worse  for  the  particular 
Company  concerned  and  the  public.  Further  on  in  their  petition,  the 
Corporation  desired  that  provision  should  be  made  to  enable  them  to  pur¬ 
chase  the  gas  undertaking  on  fair  terms,  and  that  proper  clauses  shou  d  be 
inserted  in  the  “  Bill  or  Order  ”  to  enable  them  to  effect  such  purchase. 
He  supposed  that  the  Corporation  were  ignorant  of  the  fact  that  no  pro¬ 
visions  as  to  purchase  were  ever  inserted  in  any  Order,  and  they  also  ought 
to  have  remembered  that  no  provisions  for  compulsory  purchase  had  ever 
been  inserted  in  a  Gas  Bill,  and  there  was  hardly  an  instance  of  compul¬ 
sory  purchase  of  a  water  company.  In  conclusion,  he  should  mention  that 
on  the  16th  of  April,  this  year,  the  Town  Clerk  wrote  to  the  Company 
saying  that  the  Committee  of  the  Town  Council  were  willing  to  withdraw 
all  further  objection  to  the  Order  proyided  that  the  illuminating  power  of 
the  gas  was  fixed  at  16  candles,  the  maximum  price  within  the 
borough  put  at  38.  6d.,  and  provision  made  for  an  additional  testing-place 
other  than  at  the  Company’s  works.  Although  there  were  then  only  three 
things  they  thought  fit  to  bring  forward,  they  were  now  making  all  the 
allegations  to  which  he  had  alluded.  He  would  ask  the  Committee  to  dis¬ 
regard  these  allegations,  to  Jgive  the  Company  a  reasonable  amount  of 
capital ;  and  not  compel  them  to  put  the  illuminating  power  above  what  it 
was  now  They  did  not  say  there  had  been  any  complaints  as  to  illumi¬ 
nating  power ;  and  he  questioned  whether  they  could  get  a  consumer  to  say 

that  there  was  any  complaint.  .  ^  i  j 

Mr.  F.  J.  C.  Scott,  examined  by  Mr.  Pembroke  Stephens,  said  he  had 
been  Vice-Chairman  of  the  Company  for  twelve  years.  Having  given  evi¬ 
dence  as  to  the  capital  powers  of  the  Company  (which  were 
detail  by  the  learned  Counsel  in  his  opening  statement),  he  stated  that, 
but  for  the  existence  of  the  contingency  fund,  the  Company  would  not 
have  been  able  to  carry  on  so  long  as  they  had  done;  and  it  was  there¬ 
fore  absolutely  necessary  for  them  to  come  to  Parliament  for  additional 
capital.  In  their  dealings  with  the  district  the  Company  not  only  ful¬ 
filled  all  the  obligations  put  upon  them  by  Parliament,  but  had  supplied 
cas  of  a  quality  considerably  in  excess  of  what  they  were  required  to  give, 
and  had  charged  prices  much  below  those  to  which  they  were  entitled. 
They  had  now,  in  fact,  reached  a  point  at  which  they  did  not  earn  their 
statutory  dividend ;  and  it  was  impossible  for  them  to  go  lower. 

Cross-examined  :  He  did  not  think  it  would  be  better  for  the  consumers  to 
have  16-candle  gas,  because  they  would  have  to  pay  more  for  it.  The  in¬ 
sertion  of  38.  Gd.  as  the  maximum  price  in  the  borough  might  lead  the 
Company  into  bankruptcy  in  the  event  of  a  war  or  anything  else  sending 
up  the  price  of  coal,  more  especially  looking  to  the  addition  they  had 
now  to  make  to  the  illuminating  power  of  their  gas.  In  regard  to  the 
sliding  scale,  he  differed  from  Mr.  Livesey  in  the  opinion  that  it  ensured 
the  practice  of  enterprise  and  economy.  As  to  raising  borrowed  money 
by  auction,  he  thought  this  would  be  detrimental  to  the  Company,  because 
the  premium  would  not  be  sufficient  to  pay  the  extra  interest— that  was 
to  say,  if  £100  fetched  £120,  this  might  not  be  sufficient  in  calculating  to 
pay  the  money  borrowed  at  3J  per  cent.  .  ,  ,, 

Mr.  Thornton  Andrews,  M.  Inst.  C.E.,  said  he  had  occupied  the  position 
of  Secretory  and  Engineer  of  the  Company  for  32  years.  A\hen  he  was 
appointed,  the  works  were  not  in  a  satisfactory  state  ;  and  the  supply  oi 
gas  was  insufficient  for  the  demands  of  the  consumers.  In  consequence  they 
had  to  make  very  considerable  extensions.  In  the  31  years  from  18M  to 
1861,  a  sum  of  £29,000  was  expended  out  of  profits.  ’The  shareholders 
during  this  time  had  not  received  their  full  statutory  dividends  ,  the  aver- 
age  dividends  amounting  to  only  £4  lls.  4d.  per  annum. 

The  Chairman  here  intimated  that  the  Committee  had  come  to  the  con¬ 
clusion  that  practically  the  whole  question  at  issue  between  the  parties 
resolved  itself  in  four  points— viz.,  the  amount  of  capital,  the  maximum 
price  to  be  charged,  the  illuminating  power,  and  the  provision  of  an  iwidi- 
tional  testing-place.  It  would  bo  convenient  if  the  attention  of  the  Com¬ 
mittee  were  directed  to  these  points  only. 

Mr.  Balpour  Browne  said  there  was  also  the  question  as  to  whether  the 
money  borrowed  should  be  raised  in  the  ordinary  way,  or  under  the  auc¬ 
tion  clauses ;  and  he  was  going  to  ask  that  the  sliding  scale  should  bo 
imposed  on  the  Company,  under  which  there  would  be  an  initial,  but 
not  a  maximum  price. 

The  Committee  having  oonsultod. 

The  Chairman  said  that,  of  course,  they  oonld  not  exclude  anything 
Mr.  Balfour  Browne  had  to  say  as  to  the  auction  clauses;  but  at  the 
same  time  they  did  not  attach  any  very  great  weight  to  the  learned  Conn- 
•el’B  views  au  these  clauses  as  applied  to  borrowing  powm.  As  to  tn© 
ques'ion  of  the  maximum  price,  the  Committee  thought  they  should  elect 
to  fight  the  Order  either  upon  that  or  upon  the  sliding  scale. 

Mr.  Balpour  Browse  replied  that  ho  should,  of  course,  at  onoe  elect  to 
fight  on  the  principle  of  the  sliding  scale ;  but  if  the  Committee  should 
be  against  him  on  this,  surely  Uiey  would  hoar  his  evidence  that  the 
maximum  price  proposed  was  too  high. 

'I'he  Ciuirman  assented. 

Examination  resumed  :  There  were  general  conditions  which  , 

difficult  for  Swansea  to  have  a  high  illumiusting  power.  First,  the  local 
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coal  yielded  gas  of  poor  illuminating  power — 12J  candles  was  the  average ; 
and  they  had  to  supplement  this  coal  by  Scotch  cannel.  The  higher  they 
put  up  the  illuminating  power,  the  more  of  this  foreign  element  they  had 
to  import.  Auy  increase  of  the  standard  of  14  candles  would  require  an 
addition  to  the  initial  price.  If  they  used  10,  15,  or  20  per  cent,  of  cannel, 
according  to  the  quality  of  gas  required,  they  would  either  make  the  coke 
from  the  local  coal  useless,  or  would  have  to  destroy  the  cannel  coke  manu¬ 
factured.  Therefore  they  must  ascertain  the  loss  of  coke  in  estimating 
the  increased  price  or  value  of  a  standard  candle.  The  Swansea  district 
was  not  residential,  but  consisted  mostly  of  the  labouring  and  manufac¬ 
turing  class,  which  made  a  high  quality  gas  unsuitable.  In  the  large  works, 
the  men  burnt  the  gas  out  of  open  stand-pipes,  cocks,  or  large  taps ;  and 
therefore  gas  of  more  than  14-candle  power  would  not  only  be  wasteful, 
but  a  nuisance.  The  consumption  from  25  of  the  works  and  the  public 
lights  was  one-third  of  that  consumed  by  private  persons.  With 
respect  to  the  testing  of  the  gas,  it  was  examined  daily  by  the  Company  ; 
and  an  officer  was  appointed  by  the  Corporation  to  look  after  their 
interests.  The  Company  had  not  had  any  formal  complaint  from  the 
Corporation  that  the  gas  was  not  of  the  required  quality.  The  total 
share  capital  of  the  Company  in  1861  was  i;21,300  ;  in  1871,  ±'67,750  ;  in  1881, 
±115,300;  and  in  1888,  ±125,000.  The  make  of  gas  for  1861  was 
41  million  cubic  feet;  for  1871,  94  millions;  for  1881,  171  millions;  for 
1888,  210  millions.  In  1861,  the  price  of  gas  was :  In  the  borough,  4s. ; 
outside,  5s. ;  to  the  Urban  Sanitary  Authority,  3s.  lOd.  In  1871,  it  was 
3s.  6d.,  5s.,  and  38.  3d.  respectively.  In  1881,  it  was  3s.  3d.  in  the  borough  ; 
and  2s.  9d.  to  the  Sanitary  Authority.  In  1888,  2s.  lOd.  to  the  private 
consumer;  3s.  4d.  to  Sketty;  4s.  6d.  at  the  Mumbles;  and  2s.  6d.  to  the 
Urban  Sanitary  Authority.  While  the  make  of  gas  had  augmented  five 
times,  the  rental  had  only  increased  from  ±6689  to  ±28,231.  The  increase 
of  consumption  had  been  22'8  per  cent,  in  the  last  seven  years ;  and  the 
increase  of  rental  11'3  per  cent.  This  was  owing  to  the  reduction  in  price. 
If  they  had  kept  up  the  price  they  were  charging  in  1881  to  the  present 
time,  they  would  have  been  earning  ±3979  more  than  they  were  doing ; 
and  this  had  gone  to  benefit  the  consumer.  The  Order  prescribed  a  15- 
candle  gas,  which  meant  15  candles  actual.  He  estimated  the  cost  for 
every  additional  candle  at  24d.  per  1000  cubic  feet,  including  the  loss  of 
coke  due  to  the  use  of  extra  cannel.  They  would  now  have  to  face  further 
expenditure,  and  should  require  to  erect  the  twelve  benches,  each  setting 
containing  seven  through  retorts — being  equal  to  168  mouthpieces 
They  required  a  new  coal-store,  an  extension  of  the  retort-houses,  new 
washers,  and  would  also  have  to  lay  down  additional  mains.  They  pur¬ 
posed  erecting  sulphate  of  ammonia  apparatus ;  and  would  want  some 
new  services,  consumers’  meters,  and  gas-stoves.  The  total  cost  of  all 
these  things  he  estimated  at  ±24,620.  'Then  they  wanted  some  working 
capital ;  and  for  this  he  had  put  down  ±5900.  The  liabilities  over  on 
.lune  30  last  year — ±7759 — made  the  total  amount  ±37,372.  This  would 
only  leave  a  margin  of  ±13,000  from  the  ±50,000.  Taking  the  actual 
increase  during  the  last  five  years,  the  £50,000 plus  the  ±12,400  borrowing 
])Owers,  would  only  last  between  seven  and  eight  years.  But  if  they 
obtained  the  limit  that  was  usual,  of  ten  or  twelve  years,  then  they  would 
require  ±75,000,  and  ±18,750  borrowing  powers.  As  to  the  sliding  scale, 
he  did  not  think  it  would  be  suitable  to  the  circumstances  of  the  Com¬ 
pany.  He  did  not  think  it  reasonable  that  they  should  at  one  and  the 
same  time  be  asked  to  supply  a  higher  quality  gas  and  have  the  price  cut 
down.  In  regard  to  the  public  lighting,  after  setting  a  three  years’  con¬ 
tract  with  the  Corporation,  complaints  were  made  of  the  lateness  of  the 
hour  at  which  the  lamps  were  lighted,  and  the  Company  consented  to 
light  them  an  hour  earlier  for  three  months  in  the  year ;  so  that  they  were 
absolutely  lighting  the  lamps  for  91  hours  over  time. 

Cross-examined  :  Witness  was  aware  that  16  candles  was  the  illuminat¬ 
ing  power  of  the  gas  in  Cardiff,  and  the  maximum  price  authorized  was 
3h.  6d.  per  1000  cubic  feet.  Supposing  the  Committee  desired  that  the 
standard  should  be  16  candles,  they  would  have  to  make  it  higher  than 
that,  and  would  require  to  use  20  per  cent,  of  cannel.  If  they  supplied 
gas  of  this  quality,  the  consumers’  burners  would  have  to  be  altered. 
'They  used  with  the  Welsh  coal  6’30  per  cent,  of  cannel.  The  average  make 
had  of  late  years  been  9360  cubic  feet  per  ton.  Of  the  one-third  consump¬ 
tion  which  he  attributed  to  “  26  works  and  public  lamps,”  they  received 
from  the  former  ±5112,  and  ±3742  for  the  street  lamps.  Of  course,  the 
public  lights  were  supplied  at  a  lower  price.  He  admitted  that  they  had 
had  complaints  from  consumers;  but  in  some  cases  the  fittings  were  in  a 
wretched  state.  In  the  two  half  years  in  1887,  they  could  not  pay  the 
dividends.  Asked  whether  they  had  any  arrears  of  dividends,  he  said 
they  had  all  been  paid  up.  The  Company  had  made  up  a  contingency 
fund  of  ±13,900  out  of  surplus  profits,  and  had  expended  it  on  works.  The 
gas  consumers  had  not  lost  this  amount ;  they  had  gained  by  what  it 
had  produced.  The  reserve  fund  was  different  from  the  contingency  fund. 
It  was  invested  in  Consols,  and  was  intended  to  meet  any  deficiency  in 
dividends.  He  agreed  that  they  ought  not  to  have  reduced  the  price  2d. 
per  1000  cubic  feet  in  October,  1886,  by  which  proceeding  they  were  out  of 
pocket  to  the  extent  of  ±1600.  He  did  not  think  that  33  per  cent,  of 
margin  in  manufacturing  power  was  unusual.  The  168  mouthpieces  he 
had  alluded  to,  would  enable  them  to  produce  1,250,000  cubic  feet  of  gas. 
The  907,000  cubic  feet  given  by  Mr.  Livesey  in  his  report,  as  being  the 
largest  daily  make,  referred  to  three  years  ago.  The  make  had  increased 
since  then.  Up  to  the  present  they  had  not  had  washers  ;  but  he  thought 
they  ought  to  have  them.  The  new  mains  were  necessary  to  supply  the 
new  works,  additional  public  lamps,  &o.  The  sulphate  plant  had  become 
worn  out;  being  an  old  apparatus  put  up  in  1878.  Witness  was  about  to 
be  cross-examined  on  the  question  of  the  sliding  scale  when 

The  Chairman  said  that  the  opinion  of  the  Committe  was  decidedly 
against  Mr.  Balfour  Browne ;  and  they  considered  it  would  be  an  un¬ 
desirable  thing  to  forceit  on  the  Company. 


Thursday,  June  21. 

Mr.  Thornton  Andrews,  re-examined,  said  that  the  maximum  prices  of 
3a.  9d.  and  5s.  per  1000  cubic  feet  were  fixed  in  order  to  meet  such  contin¬ 
gencies  as  a  rise  in  the  prices  of  coal,  labour,  and  materials.  The  Com¬ 
pany  did  not  expect  to  have  to  pass  through  a  worse  crisis  than  that  of 
1873,  when  coal  was  at  23s.  a  ton.  At  that  time  they  were  able  to  sell 
gas  at  3a.  9d.  and  4s.  A  reduction  to  2s.  lOd.  was  brought  about  by  the 
action  of  the  Corporation  and  a  few  consumers,  who  thought  that  3s.  was 
too  high. 

Mr.  Balfour  Browne  :  In  1885,  when  the  price  of  gas  was  3a.,  the  actual 
revenue  amounted  to  ±27,147 ;  in  1887,  with  the  price  at  28.  lOd.,  the  income 
amounted  to  ±38,331.  Therefore,  with  the  reduced  price  you  had  ±1000 
extra  money. 

Witness  :  With  an  increased  consumption. 

Mr.  Pembroke  Stephens  :  An  increased  make,  of  course,  means  in¬ 
creased  expense. 

Mr.  Balfour  Browne  :  It  shows  that  the  increased  consumption  enabled 
you  to  overcome  your  total  loss,  and  get  ±1000  besides. 

By  Mr.  Dickson  :  They  had  now  2000  tons  of  breeze  produced  from  coal 
^yiug  upon  the  works ;  their  coke  had  been  as  low  as  5s.  per  ton  ;  and 


this  he  attributed  to  the  poverty  of  the  coal,  and  the  necessary  employ¬ 
ment  of  cannel. 

Mr.  Alf  red  Lass,  F.C.A.,  gave  a  statement  of  the  Company’s  capital  and 
premiums  received.  As  to  expenditure,  up  to  December,  31,  1887,  after 
writing  ofi  ±12,957  17s.  5d. — the  amount  taken  from  the  contingent  fund — 
the  capital  expended  was  exactly  the  amount  of  the  share,  loan,  and 
premium  capital  ±149,301  3s.  During  the  last  five  years  the  increase  in 
gas  sold  had  been  at  the  rate  of  4'89  per  cent,  compound.  The  reserve 
fund  became  full  in  1885.  As  to  the  contingent  fund,  if  fresh  capital  had 
been  called  up,  instead  of  using  the  ±13,000  from  this  fund,  interest 
would  have  had  to  be  paid,  which  would  have  come  out  of  the  consumers’ 
pockets.  Assuming  this  ±13,000  had  been  sold  by  auction,  they  might 
perhaps  have  reduced  it  to  something  like  a  5  per  cent,  investment. 
Taking  the  capital  at  7J  per  cent.,  this  would  have  sold  by  auction  at  about 
30  per  cent,  premium  ;  and  they  would  have  had  an  additional  burden  of 
±647  thrown  upon  the  concern  in  the  shape  of  dividend.  They  had  had 
the  maximum  dividends  for  many  years;  but  the  dividends  had  been  paid 
free  of  income-tax.  The  cost  of  making  gas  was  27'5d.  per  1000  cubic 
feet ;  and  they  had  realized  by  the  sale  of  gas  35'43d. — leaving  a  profit  of 
7'92d.  The  dividend  and  interest  amounted  to  llT9d. ;  and  this  showed  a 
deficiency  on  the  sale  of  gas  alone  of  3'27d.  This  was  reduced  by  the 
meter-rental,  a  small  profit  on  fitting^  and  the  interest  on  investments,  by 
2T6d. ;  so  that  the  net  deficiency  for  the  year  ending  Deo.  31,  1887, 
amounted  to  ITld.  The  unaccounted-for  gas  was  6'68  per  cent.  The 
amount  of  10  per  cent,  capital  at  Swansea  was  unusually  small — ±6000  out 
of  ±100,000.  The  interest-bearing  capital  was  only  ±5  lOs.  8d.  per  ton  of 
coal  carbonized.  He  thought  that  the  Company  ought  to  be  allowed  a 
reasonable  maximum  price. 

Cross-examined  :  'The  deficiency  of  I'lld.  he  had  mentioned  amounted 
to  ±884  11s.  9d.  He  admitted  that  the  Directors’  fees  were  increased 
during  the  years  1885-7  by  ±200 ;  that  there  were  law  expenses  in  1887 
amounting  to  ±495  ;  and  that  the  Company  paid  the  income-tax  of  ±279 
for  the  year  1887.  These  items  amounted  to  ±974.  Of  course,  they  could 
have  met  the  total  dividend  if  these  expenses  had  not  been  incurred. 
Coal  cost  in  the  year  ending  June  30,  1885,  ±12,439;  ending  June  30,  1886, 
±12,708  ;  and  ending  June  30,  1887,  ±12,028,  which  showed  that  they  paid 
less  for  the  last  year  than  the  first-named  under  this  head.  The  wages 
in  1885  were  ±4115  ;  and  in  1887,  ±4121. 

Mr.  B.  P.  Spice,  C.E.,  said  he  thought  that  Mr.  Andrews  put  the  whole 
matter  very  fairly  as  to  the  extensions  required  at  the  works.  In  his 
judgment  the  ±50,000,  would  not  last  so  long  as  seven  years.  He  con¬ 
sidered  the  standard  of  illuminating  power  ought  not  to  be  above  the 
ordinary  one  of  14  candles  ;  and  as  to  the  price,  he  thought  the  Company 
had  made  a  mistake  in  reducing  it  to  2s.  lOd. 

Cross-examined  :  The  witness  thought  the  consumers  would  prefer  a  14 
or  15  candle  gas  to  anything  higher,  if  the  price  had  to  be  raised. 

Mr.  O.  W.  Stevenson,  C.E.,  was  also  of  opinion  that  the  illuminating 
power  and  the  price  must  go  together ;  there  must  be  an  increase  of 
price,  because  there  would  be  an  increase  of  cost.  In  regard  to  capital, 
he  agreed  with  the  evidence  already  given;  and  also  as  to  the  expenditure 
which  would  have  to  be  incurred  during  the  next  two  years.  The 
interest  of  the  Company  was  to  spend  as  little  capital  as  possible. 

Cross-examined :  He  did  not  think  the  purchasers  of  the  gas  were  the 
people  to  be  consulted  as  to  the  illuminating  power,  as  they  did  not  know 
what  was  good  for  themselves  in  this  respect. 

This  concluded  the  case  for  the  promoters. 

Mr.  Balfour  Browne  said  he  did  not  think  it  would  be  necessary  for 
him  to  call  any  evidence.  As  to  the  question  of  illuminating  power,  when 
the  Company  were  before  the  Board  of  Trade  they  were  willing  to  accept 
a  higher  standard  than  now  ;  and  this  because  the  Corporation  dared  to 
oppose  the  Order.  He  thought  he  had  shown  that  they  were  anxious  to 
have  an  illuminationg  power  of  15  candles.  The  learned  Counsel  next 
dealt  with  the  question  of  capital ;  criticizing  in  detail  the  various  require¬ 
ments,  as  given  by  Mr.  Andrews.  He  remarked  that,  according  to  Mr. 
Livesey’s  report,  they  had  but  three  years  ago  a  reserve  power  of  33  per 
cent,  in  the  works ;  and  he  contended  that  only  8  per  cent,  of  this  was  now 
exhausted.  As  to  the  contingent  fund,  the  Company  had  actually  been 
transgressing  the  law  ;  for  this  fund  had  been  taken  out  of  the  consumers’ 
pockets.  As  to  the  income-tax — though  it  was  a  small  matter  compara¬ 
tively — it  should  have  been  applied  to  a  reduction  of  price.  He  contended 
that  it  had  been  improperly  taken  from  the  consumers  to  save  income-tax 
to  the  shareholders.  As  to  the  maximum  price,  the  learned  Counsel  main¬ 
tained  that  it  could  not,  allowing  an  ample  margin,  come  to  more  than 
38.  4d.  As  to  the  testing  place,  if  the  testing  was  to  be  effective,  it  could 
not  be  done  at  the  works. 

The  room  was  then  cleared.  On  the  parties  being  called  in. 

The  Chairman  said  the  Committee  had  decided  to  retain  the  amount  of 
ordinary  shares  or  stock  at  ±50,000,  not  ±75,000 ;  the  borrowing  power  to 
be  ±12,500.  With  regard  to  the  quality  of  the  gas,  they  had  decided  to 
confirm  the  Order  of  the  Board  of  Trade,  and  retain  the  power  at  15 
candles.  As  to  the  price,  they  would  vary  the  Order  by  reducing  it  from 
38.  9d.  to  38.  6d.  Then,  in  regard  to  testing,  the  Committee  wished  a  clause 
to  be  brought  up  in  accordance  with  the  clause  in  the  Model  Gas  Bill 
providing  for  testing  the  pressure.  They  did  not  vary  the  Order  in  re¬ 
spect  to  the  place  of  testing. 

The  clauses  and  preamble  were  then  read  and  agreed  to,  with  the  amend¬ 
ments;  and  the  Chairman  was  directed  to  report  the  Bill,  as  amended,  to 
the  House. 


The  Rochdale  Corporation  Gas  Undertaking  and  the  Relief  of  the 
Rates. — A  Rochdale  newspaper  remarks  that  the  annual  statistical  table 
of  the  Rochdale  Gas-Works  which  has  lately  been  issued  gives  a  better 
view  of  the  operations  of  the  department  than  the  usual  accounts,  and 
some  interesting  comparisons  with  the  work  of  previous  years.  The  actual 
quantity  of  gas  sold  last  year  was  267  million  cubic  feet,  as  against  264 
millions  in  the  previous  year,  and  252  millions  in  the  twelve  months  pre¬ 
ceding.  The  quantity  registered  at  the  works  as  being  made  was  331 
millions  last  year,  compared  with  316  millions  the  year  before.  It  is  one 
unsatisfactory  feature  in  last  year’s  proceedings  that  the  loss  by  leakage 
was  so  great ;  amounting  to  no  less  than  13'41  per  cent.,  as  compared  with 
10'54  per  cent,  in  the  preceding  year.  It  is  worthy  of  note  that  since  1885 
it  has  not  been  found  necessary  to  use  a  single  ton  of  cannel.  The  writer 
proceeds  :  “  The  advocates  of  a  reduction  in  the  price  will  be  confirmed  in 
their  opinion  by  the  figures,  which  show  that  the  net  cost  of  gas  per  1000 
cubic  feet,  reckoned  on  the  quantity  sold,  and  including  payments  to  the 
sinking  and  reserve  funds,  has  only  been  Is.  lOfd,,  while  the  cost  reckoned 
on  the  quantity  made,  and  excluding  payment  to  the  two  funds  mentioned, 
has  only  been  Is.  6i.  This  being  the  case,  one  would  have  thought  a  re¬ 
duction  to  somewhat  less  than  38.  might  very  well  have  been  made  in  the 
selling  price,  and  would  have  been  good  policy,  seeing  how  fractional  has 
been  the  increase  in  the  consumption  during  the  year.  The  interesting 
fact  is  stated  that  since  the  works  came  into  the  hands  of  the  Corporation 
the  Committee  have  paid  over  to  the  finances  of  the  town,  out  of  their 
profits,  the  vast  sum  of  ±215,865 ;  being  more  than  the  whole  amount 
spent  on  the  works.” 
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HIGH  COURT  OE  JUSTICE.— CHANCERY  DIVISION. 

Saturday,  July  7. 

(Before  Justice  North.) 

WASTE  WATER-METER  COMPANY,  LIMITED,  V.  UNIVERSAL  WATER-METER 
COMPANY,  LIMITED.  ,  ,  z  ^  t 

Thi  8  was  an  action  for  an  injunction  to  restrain 
infrincinc  the  plaintiffs’  patent;  the  usual  issues  beinR  raised  by  '■“e 
dSaiRs  as  to  validity, '&c.  The  defendants  havinp  "0^ 
the  matter  came  before  the  Court  as  a  "  short  cause  ;  ‘he  ‘e'-ms  of  the 
order  being  agreed  upon.  An  order  was  Uken  for  an  “i 

°nr^nfrin|ement,  and  the  delivery  up  of  the  infringing  machines,  and 

circulars,  ic.  ,  ,  ,,  ,  • 

Mr.  Chadya'YCK  Healey  appeared  for  the  plaintiHs. 

His  Lordship  made  au  oraer  in  the  terms  arranged. 

HIGH  COURT  OF  TuSTICE-QUEEN’S  BENCH  DIVISION. 

Tuesday,  June  26. 

(Before  Justices  Wills  and  Grantham.) 

WRIGHT  U.  SOUTH  METROPOLITAN  GAS  COMPANY, 

A  QUESTION  UNDER  THE  EMPLOYERS'  LIABILITY  ACT. 

This  was  an  appeal  from  the  decision  of  the  Southwark  County  Court  in 
an  action  brought  by  the  plaintiff,  a  workman  in  the  employ  ‘he  defen¬ 
dant  Company,  for  compensation  for  injuries  alleged  to  have  been  caused 
by  their  negligence.  The  amount  claimed  was  i'JlO  ;  and  the  jury  aw  arded 

^'Sr^'^DisoN,  Q.C.,  M.P.,  in  support  of  the  appeal,  argued  tlmt  there  was 
no  evidence  to  go  to  the  jury  as  to  the  alleged  defective  condition  of  the 
defendants’  plant,  or  of  negligence  on  the  part  of  their  ^he 

plaintiff's  injuries  were  caused  by  the  falling  upon  him  of  one  of  the  reto  t 
lids,  the  fixing  of  which  he  contended  was  defective,  owing  to  the  negli¬ 
gence  of  the  men  employed  at  the  retorts.  This,  the  earned  ‘counsel 
argued,  was  not  made  out  hy  the  evidence ;  and  therefore  he  claimed  that 

he  was  entitled  to  judgment.  .  u.,» 

Mr.  Moyses  addressed  their  Lordships  in  support  of  the  verdict ,  hut 
had  not  finished  his  remarks  when  he  received  an  intimation  that  he  haa 

said  sufficient.  . ,  ,  _ 

Justice  Wills,  in  giving  judgment,  said  the  case  was  eminently  one  lo 
the  decision  of  the  jury.  It  seemed  to  him  that  there  was  abundant 
testimony  of  the  existence  of  a  defect ;  and  it  would  require  a  very  long 
argument  and  a  great  deal  of  evidence  to  convince  hini  that  it  was  not  per¬ 
fectly  easy  to  devise  some  mechanical  means  which  would  not  expose 
those  who  were  employed  about  the  Company’s  works  to  the  danger 
caused  by  such  defects.  Therefore  the  application  would  bo  dismissea 
with  costs. 

Justice  Grantham  concurred. 

The  appeal  was  accordingly  dismissed. _ _ 

CENTR/VL  CRIMINAL  COURT.— Friday,  July  6. 

(Before  Mr.  Justice  Hawkins.) 

THE  SALFORD  SCANDAL. — SENTENCE  ON  MR.  SAMUEL  HUNTER. 

To-day,  Samuel  ifuwfer,  formerly  Gas  Engineer  of  the  Salford  Cor 
poration,  who  pleaded  guilty  at  the  March  Sessions  of  the  Court  to  obtain 
ing  property  by  false  pretences,  to  uttering  (at  Common  *  forged 

document,  and  to  perjury,  was  brought  up  for  sentence.  The  circum¬ 
stances  under  which  the  prisoner  stood  at  the  bar  are  in  the 
lection  of  our  readers ;  and  the  particulars  of  the  indictments  to  which 
he  pleaded  guilty,  appeared,  with  a  full  report  of  the  proceedings  at  that 
stage,  in  the  Journal  for  March  27  last  (p.  564).  . 

Sir  Charles  Russell,  Q.C.,  M.P.,  Mr.  Poland,  Mr.  M  Keand,  and  Mr. 
Richards  appeared  on  behalf  of  the  Salford  Corporation;  Sir  Henry 
James,  Q.C.,  M.P.,  and  Mr.  Forrest  Fulton,  M.P.,  for  the  prisoner;  and 
Mr.  J.  'W.  M’Carthy  for  parties  interested.  ■  t>  u  -j  n 

Justice  Hawkins,  immediately  on  taking  his  seat  on  the  Bench,  said  the 
first  thing  he  desired  to  do  was  to  hand  to  the  Counsel  in  the  case,  if  they 
desired  to  see  it,  a  packet,  without  any  note,  but  enclosed  in  an  envelope 
stamped  “  Town  Clerk  of  Salford.”  He  had  opened  it,  thinking  it  might 
be  of  some  importance,  as  it  looked  like  au  important  matter ;  but  he 
found  it  contained  a  large  sheet  of  paper  with,  more  or  less,  cuttings  trom 
newspapers.  He  had  not  taken  the  smallest  further  notice  of  it ;  nor  had 
he  read  them.  It  was  a  wrong  thing  to  communicate  to  a  Judge  in  this 
way  ;  and  he  had  not  therefore  even  read  one  part  of  it.  He  could  not 
have  much  doubt  where  it  came  from.  i  i 

Sir  C.  Russell,  on  the  packet  being  handed  to  him,  said  that,  on  look 
ing  at  it,  one  could  see  at  once  that  it  could  not,  in  the  slightest  d^reo, 
be  traced  to  any  such  unworthy  or  improper  objects  as  nis  Lordship 
suggested.  ,  .  ,, 

Justice  Hawkins  said  he  only  wanted  to  know  why  anyone  should  trouble 
him  to  read  it.  . 

Sir  C.  Russell  said  he  had  had  suggested  to  him  that,  on  some  applica¬ 
tion  being  made  to  bis  Lordship  as  to  naming  a  day  for  passing  sentence, 
it  was  mentioned,  by  the  gentleman  who  had  waited  upon  his  Lordship 
from  the  solicitor  in  London,  that  comments  bad  been  made  as  to  delay 
in  passing  sentence.  u  u 

Justice  Hawkins  said  he  knew  nothing  of  such  comments,  and  should 
not  heed  them.  For  the  convenience  of  Counsel  on  both  sides  he  had 
mentioned  the  matter  ;  but  whether  the  object  in  sending  the  packet  was 
to  influence  him  one  way  or  the  other  or  not,  it  was  a  stupid  thing  for 
anyone,  knowing  that  a  man  was  under  conviction  and  awaiting  sentence, 

to  communicate  with  the  Judge,  except  in  open  Court.  .... 

Sir  C.  Russell  said  he  had  very  little  to  trouble  his  Lordship  with,  but 
merely  to  remind  him  what  the  facts  of  the  case  were.  The  prisoner  hejd 
the  position  of  Gas  Engineer  of  the  Salford  Corporation,  and  had  been  in 
their  service  from  the  year  1876,  receiving  a  salary  of  i-700  a  year,  with 
a  sum  of  iilOO  for  cab  hire,  and  certain  other  small  allowances.  He  was 
charged  by  Mr.  Ellis  Lever  with  having,  in  the  discharge  of  his  duties  as 
Gas  Engineer,  improperly  received  certain  moneys  of  persons  who  had  con¬ 
tracts  with  the  Corporation.  The  prisoner  prosecuted  Mr.  Ellis  Lever 
nominally  for  libel ;  and  the  case  was  tried  before  Mr.  Justice  A.  L.  Smith 
at  Manchester,  when  the  prisoner  was  under  examination,  having  been 
previously  examined  at  the  Police  Court.  In  the  result  the  jury  acquitted 
Mr.  Ellis  Lever.  The  indictment  against  the  prisoner  charged  him  with 
having  committed  perjury  before  the  Justices  ;  and  to  this  he  had  pleaded 
guilty.  It  also  charged  him  with  having  committed  perjury  in  his  evi¬ 
dence  before  Mr.  Justice  A.  L.  Smith.  To  this  ho  also  pleaded  guilty. 
As  regards  the  perjury,  it  was  in  both  cases  in  furtherance  of  a  criminal 
prosecution  by  which  he  had  songht  to  fix  the  guilt  of  libel  upon  Mr. 
Ellis  Lever.  In  a  second  indictment  the  prisoner  had  also  pleads 
guilty  to  receiving  certain  moneys  by  false  pretences ;  and  to  a  third 
ho  had  pleaded  guilty — admitting  forgery  at  Common  Law,  such  forgery 
being  the  putting  forward,  to  the  firm  of  Messrs.  Pope  and  Pearson, 
Limited,  a  letter  purporting  to  come  from,  and  to  be  signed  by  the 
Chairman  of  the  Salford  Corporation  Gas  Committee,  containing 


the  stetement  that  he  (Hunter)  had  the  authority  of  the  Salford  Corpora- 
tion  to  receive  certain  moneys  by  way  of  commission.  The  prisoner 
was  also  indicted  under  the  statute  in  relation  to  the  ordinary  forgery  , 
but  in  the  opinion  of  his  learned  friends  who  were  with  him-au 
opinion  in  which  his  Lordship  had  been  good  enough  to  express  his  con- 
currenco-they  did  not  think  the  forged  authority  was  such  an  authority 
for  the  i.aynient  of  money  as  to  bring  it  within  the  statuUble  provisions 
of  the  criminal  law.  Accordingly,  they  did  not  offer  any  evidence  on 
this  matter  ;  and  with  reference  to  it  the  prisoner  had  not  pleaded  guilty . 
These  were  all  the  facts  of  the  case,  so  far  ns  he  had  any  right  to  go 
into  them  at  that  moment.  In  short,  the  prisonoT  had  pleaded  guilty  to 
perjury  before  the  Justices  and  also  before  Mr.  Justice  A.  L.  Smith,  and 
to  the  indictments  for  obtaining  money  by  false  pretences  and  for  '"rKPry 
at  Common  Law.  When  the  matter  was  previously  before  the  Court,  Sir 
Henry  James  (who  appeared  with  Mr.  Fulton  for  the  prisoner)  made  an 
application  to  his  Lordship  to  postpone  sentence  in  order  that  the 
prisoner  might  pay  back  the  commissions  he  had  received,  and  that  the 
Chancery  action  whicli  was  then  pending  might  be  forwarded. 

Justice  Hawkins  remarked  that  he  understood  it  was  rather  a  sugges¬ 
tion  which  was  acquiesced  in.  ..  tj  u _ 

SirC.  Russell  said  he  certainly  did  not  oppose  it.  He  would 
himself  with  suggesting  (unless  his  learned  friend  bir  Henry  James  obliged 
him  to  say  more)  that  in  the  Chancery  proceedings  nothing  had  been  done 
beyond  this:  The  suit  was  still  going  on;  some  accounts  had  been  de  ivered 
as  particulars  in  the  action;  and,  so  far  as  they  could  judge,  it  had  to 

H.'jAMEras'ked  permission  to  say  a  few  words  which  he  hoped  would 
result  in  mitigation  of  the  punishment  which  had  to  be  passed  upon 
the  prisoner.  He  had  no  particular  criticism  to  offev  upon  ^hat  Sir 
Charles  Russell  had  said;  but  perhaps  his  learned  friend  would  not  object 
to  his  referring  to  the  matter  of  the  money  restitution,  as  he  wished  to 
avoid  the  idea  that  the  prisoner  had  fallen  away  from  the  undertaking  ho 
had  given  on  the  previous  occasion  when  he  was  before  the  Court.  He 
(Sir  H.  James)  suggested  that  the  money  sought  to  be  recovered  by  the 
Chancery  suit  ought  to  be  paid  ;  and  that  the  best  course  to  Uke  would  be 
as  the  proceedings  in  Chancery  would,  as  usual,  be  of  a  somewhat  |eng‘by 
character,  that  there  should  be  some  arbitrator  appointed  to  determine 
the  amount  due.  With  this  view,  a  letter  was  written  on  the  12th  of  April, 
dealing  with  the  suggested  appointment  of  an  arbitrator;  this  having 
speciafly  met  with  his  Lordship’s  acquiescence.  Tlie  offer  b“^- 
ever,  been  declined.  He  was  quite  sure  that  those  who  had  declined  it 
did  so  from  a  sense  of  right.  However,  this  was  the  result.  The 
Chancery  suit  had  not  been  concluded,  but  no  delay  h^  taken  place 
in  conIJquence  of  any  act  of  the  prisoner.  He  (Sir  H.  Ja^)  'vaa 
sorry  the^  amount  had  not  been  ascertained ;  but  he  did  not  wish  to 
say  more  than  that  no  act  of  the  prisoner  had  prevented  it.  He  had  now 
only  to  deal  with  one  or  two  facts  connected  with  the  matter 
the  prisoner’s  conduct.  His  learned  friend  Sir  Charles  Russell  had  stated 
that  no  evidence  had  been  offered  on  the  indictment  to  which  the  prisoner 
had  not  pleaded  guilty.  The  fact  was  the  prisoner  did  receive  commis¬ 
sions  when  acting  as  a  servant  of  the  Salford  Corporation,  and  wheii^re- 
presenting  the  interest  of  the  ratepayers,  for  he  was  their  Manager,  ihe 
prisoner  had  been  for  26  years  engaged  in  similar  pursuit"-  ‘‘e  “ad 
Lauaged  gas  companies;  and  he  (Sir  H.  James)  believed  he  had  the  acqui¬ 
escence  of  every  one  when  he  stated  that,  with  the  exception  of  what  had 
occurred  at  Salford,  the  prisoner's  character  was  without  attack  and 
without  taint.  He  would  add  that  they  might  take  it  that,  as  far  as  the 
interest  of  the  Salford  Corporation  was  concerned,  except  in  this  one  par- 
ticular,  the  prisoner  had  served  them  faithfully  ;  that  the  gas-works  had, 
under  his  management,  become  prosperous,  and  a  benefit  to  the  rate¬ 
payers  •  and  that,  apart  from  these  transactions,  the  prisoner  s  conduct 
had  been  all  that  could  be  desired.  Of  course,  this  was  a  very-  grave 
matter.  The  commissions  had  been  received,  and  the  prisoner  had  re¬ 
ceived  them.  In  doing  so,  he  had  acted  very  improperly ;  and  when  the 
charge  was  made,  the  prisoner  no  doubt  showed  great  want  of  moral 
courage  (perhaps  his  Lordship  would  think  it  was  worse  than  that)  in 
endeavouring  to  defend  his  position.  Under  these  circumstances,  too 
prisoner  had  pleaded  guilty  to  some  of  the  charges  made  against  him. 
He  (the  learned  Counsel)  would  add— although  he  did  not  know  whether  or 
not  it  would  affect  his  Lordship’s  sentence- that,  of  course,  Mr.  Hunter  s 
ruin  was  complete.  He  had  lost  his  position  ;  he  would  be  removed  from 
the  roll  of  Justices  of  the  Peace ;  his  homo  had  been  hrokeu  up  ;  and  for 
the  future  his  life  was  brought  to  a  close,  so  far  as  regarded  his  ever  occu- 


tne  luture  nismewas  Druuj;iii.  uu  a  ov/  -  — - -  — 

pviDK  aKain  any  honourable  position.  He  would  also  mention  the  extreme 
gravity  of  the  prisoner’s  position  now  with  regard  to  his  health,  and  the 
very  serious  effect  which  a  lengthened  punishment  would  have  upon  him. 
He  had  been  in  custody  since  the  3rd  of  February  last,  and  his  property 
had  been  subject  to  great  depreciation.  His  home  being  br^en  up,  of 
course  his  family  and  others  had  suffered  as  well  as  himself.  These  were 
all  matters  which  he  (Sir  H.  James)  ought  to  mention,  and  which  he  hoped 
would  be  taken  into  consideration  by  his  Lordship. 

Sir  C.  Russell  stated  that,  so  far  as  the  Corporation  were  concerned, 
there  was  no  desire  to  mix  up  the  question  of  the  prisoner  s  puuishraent 
with  the  question  of  money  at  all ;  and  in  regard  to  the  provision  for 
arbitration,  he  would  point  out  that,  of  course,  the  prisouer  was  the 
person  who  best  knew  what  amount  he  had  received.  He  had  had  an 
opportunity  of  paying  the  money  in  the  Chancery  matter  ;  but  he  had  not 
done  80.  The  amount  proved  was  XT215  in  one  isolated  tranBactiou. 

Sir  11.  James  said  that  with  regard  to  there  being  any  suggestion  that 
the  prisoner  had  declined  to  pay  money,  he  would  read 
a  letter  of  the  12th  of  April  from  Messrs.  Bowden  and  \\alker  to  Mr. 
Graves  (the  Town  Clerk  of  Salford)  :  ”  We  trust  that  the  suggestion 
we  have  thus  made  will  be  accepted  ;  but  if  the  toriioratiou  should 
decline  to  accept  it,  we  feel  that  we  ought  to  bear  in  mind  the  views  that 
appear  to  have  been  in  Mr.  Justice  Hawkins  s  mind,  and  therefore  we 
shall  be  willing  to  agree  to  the  noininalion  of  an  arbitrator  who  shall  pro¬ 
ceed  at  once  to  ascertain  the  exact  amount  received  from  the  commissions, 
or  to  consider  favourably  any  other  course  you  may  suggest  to  bring  the 
litigation  in  Chancery  to  a  speedy  conclusion.”  Ho  would  now  aak  jH-r- 
niissioii  to  call  evidence  with  regard  to  the  prisoner  s  health,  and  to  his 

*^^Dr*Ra*iY*  was  then  called,  and,  in  answer  to  Sir  H^  James,  slated  Uiat 
ho  was  a  medical  man  practising  in  Manchester,  and  that  tlio  prisoner  h^ 
consulted  him  on  several  occasions.  Ho  first  saw  him  about  two  y^re 
ago,  and  had  attended  him  up  to  tho  beginning  of  last  year.  He  li^ 
visited  him  since  ho  had  boon  in  custody,  but  not  profcasioiially.  Ho 
suffering  from  the  complete  destruction,  from  inflammation,  of  the  loll 
kidney,  tho  result  of  calculi,  or  calculus,  orstouo  in  tho  kidney-  “ 
never  do  for  tho  prisoner  to  put  off  tho  warm  clothing  whicli  the 
had  advised  him  to  put  on.  Prisoner  had  had.  to 
considerable  shivoriiig  attacks.  Long  imprisonment 

on  these  attacks,  and  would  ultimately  destroy  him.  Ho  had,  in  fact,  now 

°”ijr° J?  Afa*”«o«,  Justice  of  tho  Peace  for  and  also  ex  Mayo^f 
Borough  of  Salford,  and  Vice-Chairman  of  tho  Gas  Committee,  also 
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deposed  to  having  remembered  when  Mr.  Hunter  came  to  Salford  in  1875, 
as  the  Manager  for  the  Gas  Committee.  For  anything  he  knew  to  the 
contrary,  he  always  considered  him  to  be  a  man  of  good  character;  and 
he  believed  he  always  served  the  Corporation  faithfully,  and  the  gas¬ 
works  under  his  management  had  become  very  prosperous. 

Mr.  Jenkins,  also  an  Alderman  of  Salford,  a  Justice  of  the  Peace,  and  a 
member  of  the  Gas  Committee  of  the  Corporation,  concurred  with  Mr. 
Makinson  in  what  he  had  stated  with  regard  to  the  prisoner,  and  said 
the  character  that  the  prisoner  had  borne,  apart  from  the  transactions 
now  before  the  Court,  had  been  good,  so  far  as  he  knew. 

Sir  C.  Russell  said  he  only  desired  that  the  facts  should  be  ascertained 
and  put  before  his  Lordship’s  mind ;  and  he  would  merely  remark  that  the 
prison  doctor  was  present  if  his  Lordship  thought  it  desirable  to  hear  his 
views  upon  the  prisoner’s  health. 

Justice  Hawkins  then  proceeded  to  pass  sentence  on  the  prisoner.  He 
said  ;  Samuel  Hunter,  it  is  a  very  painful  thing  to  me  to  have  to 
pass  sentence  upon  a  man  whom  I  have  no  reason  to  doubt  had,  up 
the  period  when  these  transactions  commenced,  borne  a  good  character  for 
honesty  and  integrity ;  and  I  have  no  reason  to  doubt  that  in  all  other 
respects  than  that  upon  which  you  have  been  found  guilty,  upon  your  own 
confession,  you  have  done  all  in  your  power  to  advance  the  interests  of 
the  gas  undertaking  whose  Manager  you  were.  But,  unhappily,  somewhere 
about  ten  years  ago,  being  a  Gas  Engineer,  and  in  a  position  to  exercise 
considerable  influence  over  the  contracts  which  the  Corporation  of  Salford 
might  be  disposed  to  make,  or  which  they  were  invited  to  make  with 
colliery  owners,  you  did  that  which  every  man  must  know  to  be  a  crime 
against  his  employer ;  that  is  to  say,  you  entered  into  negotiations  with 
colliery  companies  a,nd  with  Messrs.  Pope  and  Pearson,  Limited,  to  receive 
from  them  commissions  of  not  less  than  lOd.  per  ton  upon  all  coals  which 
they  supplied  upon  contracts  to  the  Salford  Corporation — these  contracts 
amounting  altogether  to  29,000  tons.  It  is  true  that  the  contracts  extended 
over  three  years  ;  and  from  time  to  time  you  received  cheques  for  amounts 
of  commission  without  saying  a  word  to  your  employers,  and  without 
bringing  the  fact  directly  to  the  notice  of  Messrs.  Pope  and  Pearson.  The 
former  Manager  of  the  colliery  company  (I  am  not  prepared  to  mention 
his  name,  because  I  know  not  how  far  he  was  acquainted  with  this  matter) 
died,  and  a  new  Manager  was  appointed  in  his  place.  Towards  the  close 
of  1879  and  the  beginning  of  1880,  it  is  quite  certain  that  the  bargains 
you  had  made  had  come  to  the  knowledge  and  were  communicated 
to  Mr.  Pope,  who,  although  he  was  only  a  member  of  a  limited  com- 
pany,  nevertheless  took  an  active  interest  in  the  colliery  aSairs.  He 
was  immediately  struck  with  (to  use,  I  think,  his  own  expression)  the 
wickedness  of  the  bargain  which  had  been  made  and  entered  into  with 
you;  and  there  can  be  no  doubt  that  it  was  a  very  dishonest  bargain, 
because  if  a  person  who  is  employed  to  buy  from  those  who  are  to  serve 
his  employers  insists  upon  having  a  commission  upon  the  goods  supplied, 
it  makes  it  absolutely  certain  that  those  who  have  to  supply  the  goods  sell 
them  at  a  dearer  rate  than  they  would  do  if  no  commissions  were  paid. 
In  truth,  it  is  depriving  those  who  buy  of  the  amount  of  commission 
which  is  paid  to  their  servant.  I  take  this  to  be  in  itself  a  very  dishonest 
course  of  dealing ;  and  I  am  perfectly  satisfied  that  you  must  have  known, 
at  the  time  you  were  receiving  the  various  cheques  that  were 
paid  to  you,  that  it  was  so.  But  immediately  before  the  last  con¬ 
tract  was  completed,  and  before  you  received  the  last  two  cheques 
due  to  you  for  commission,  it  came  under  the  notice  of  Mr.  Pope.  He 
called  the  attention  of  those  who  had  the  management  of  the  colliery 
company  to  the  fact ;  and  the  company  passed  a  resolution  that  no  further 
cheques  for  commission  should  be  paid  to  you  unless  with  the  sanction  of 
the  Salford  Gas  Committee.  This  was  the  substance  of  the  resolution  that 
was  passed.  You  were  informed  of  this  resolution,  and  were  told  that  you 
would  have  no  more  cheques  paid  to  you  until  that  sanction  was  obtained. 
It  was  thought  you  would  get  it ;  and  a  form  of  letter  was  proposed,  and 
ultimately  you  sent  back  a  letter  purporting  to  be  signed  by  Mr.  W.  Sharp, 
the  Chairman  of  the  Gas  Committee  of  the  Salford  Corporation,  inti¬ 
mating  that  there  was  no  objection  to  the  bargain  which  had  been  made 
for  your  receipt  of  the  commission,  and  stating  that  no  objection  would  be 
interposed  to  your  receiving  what  might  become  payable  to  you  under 
that  corrupt  bargain.  The  letter  which  you  so  produced  had  this  effect. 
It  was  accepted  as  a  genuine  letter  ;  and,  upon  the  strength  of  its  being 
genuine,  two  different  cheques  were  paid  to  you,  amounting  altogether  to 
very  nearly  £500.  That  letter  was  a  forgery — you  forged  the  name  of  Mr. 
Sharp  to  it ;  or,  if  you  did  not  write  the  name  yourself,  you  uttered  it, 
perfectly  well  knowing  that  it  was  forged,  and  therefore  you  were  guilty 
upon  the  two  indictments  to  which  you  have  pleaded  guilty.  You  were 
guilty  of  having  forged  an  instrument,  not  so  as  to  make  you  liable 
to  the  penalties  which  are  the  consequences  of  a  felony,  because  a 
legal  technical  objection  prevented  that;  but  you  were  guilty  of  what 
is  known  as  a  forgery  at  Common  Law,  which  would  have  subjected 
you  to  a  long  term  of  imprisonment.  By  means  of  this  forgery 
— that  document,  being  believed  to  be  genuine  by  those  who  had  it 
handed  to  them — you  obtained  these  two  sums,  amounting,  as  I  have 
already  said,  to  nearly  £500,  by  false  pretences.  These,  stated  shortly, 
are  the  matters  with  which  you  are  charged,  which  appear  on  the  depo¬ 
sitions,  and  to  which  you  have  pleaded  guilty  so  far  as  regards  the  in¬ 
dictments  charging  you  with  forgery  and  with  obtaining  money  under 
false  pretences.  If  the  matter  had  stopped  there,  your  offence  would 
have  been  a  very  grave  one,  and  you  would  have  been  liable  to  very  severe 
penalties  ;  for  you  had  obtained  cheques  or  valuable  securities  for  money 
by  false  pretences,  which  is  an  offence  which  the  Legislature  has  left  in 
the  discretion  of  the  judge  to  punish  with  penal  servitude.  For  your 
Common  Law  forgery  you  could  not  have  been  sentenced  to  penal  servi¬ 
tude,  but  you  might,  as  I  have  already  told  you,  have  been  sent  to  prison 
for  a  very  long  term.  But  the  matter  does  not  rest  there.  Things  went 
on  until  the  end  of  the  year  1886  or  the  beginning  of  1887,  when  some 
inquiry  was  made  in  reference  to  the  dishonest  transactions  to  which  I 
have  referred  ;  and  a  Mr.  Ellis  Lever  was  active  in  making  charges  against 
you.  And  it  is  clear  from  what  has  transpired,  and  from  what  has  been  set 
forth  upon  the  depositions,  that  he  published  of  you  that  which  you  alleged 
to  be  libellous ;  that  is  to  say,  he  imputed  dishonest  conduct  to  you  in 
having  surreptitiously  and  fraudulently  obtained  this  commission  of  lOd. 
per  ton  upon  the  goods  which  had  been  supplied  to  your  employers.  He 
avowed  that  this  was  so.  You  declared  it  to  be  false ;  and  you  took  the 
proceedings  which  led  to  the  commission  of  the  perjury  for  which  you  are 
indicted,  and  to  which  you  have  also  pleaded  guilty.  You  caused  a  sum¬ 
mons  to  be  issued  against  him  for  having  published  respecting  you  an 
infamous  libel  which  was  untrue,  and  you  summoned  him  before  the 
Magistrates;  and  both  before  the  Magistrates  and  before  the  Judge  who 
tried  the  matter,  you  committed  that  perjury  which  is  now  alleged  against 
you.  On  the  trial  of  the  indictment,  a  plea  was  put  upon  the  record  justi¬ 
fying  the  language  which  had  been  made  use  of  towards  you,  and  which 
had  been  written  respecting  you,  alleging  that  it  was  not  only  true  in 
substance  and  in  fact,  but  also  that  it  was  for  the  public  good 
that  your  delinquencies  should  be  made  known.  This  matter 
came  on  to  be  tried  before  the  learned  Judge  who  presided  in  the 
Criminal  Court  Manchester  at  the  beginning  of  last  year.  Both 


when  you  went  before  the  Magistrates  and  had  Mr.  Ellis  Lever  committed 
for  trial,  and  when  you  went  into  the  witness-box  upon  the  trial  and 
were  examined  before  the  learned  Judge,  you  knew  as  well  as  you  know 
now  that  you  had  been  guilty  of  the  offences  which  are  alleged  against 
you.  You  knew  that  his  justification,  as  he  pleaded  it,  was  perfectly  true ; 
and  yet,  knowing  that  he  was  an  innocent  man — that  is  to  say,  that 
there  was  no  pretence  for  criminally  prosecuting  him  for  a  libel — you 
went  into  the  witness-box,  and  you  swore  that  you  had  not,  directly  or 
indirectly,  at  any  time  received  commissions.  The  question  was  put  to 
you  in  various  forms  by  your  own  learned  Counsel,  by  the  learned 
Counsel  who  appeared  for  Mr.  Ellis  Lever,  and  again  by  the  learned 
Judge,  in  order  that  there  might  be  no  mistake.  Three  or  four  times 
over  that  question  was,  in  substance,  put  to  you ;  and  three  or  four 
times  over,  with  the  knowledge  that  it  was  untrue,  you  answered,  in 
substance,  as  I  have  already  stated.  What  was  the  object  of  that  per¬ 
jury?  The  object  of  it  was  clear.  It  was,  by  false  evidence,  to 
exculpate  yourself  from  the  charges  which  had  been  made  against 
you,  and  to  clear  your  character,  which  you  knew  could  not  legally 
and  honestly  be  cleared,  of  the  imputations  made  against  it.  In  order 
to  do  that,  you  did  not  hesitate  to  endeavour  to  have  an  innocent  man 
fixed  with  a  crime  for  which  he  might  have  been  sent  to  imprisonment  for 
a  very  long  period.  I  should  have  been  very  glad  if  I  could  have  found 
in  this  case,  looking  through  the  whole  of  it,  that  your  misdeeds  ended 
and  terminated  with  the  forgery  of  the  letter  by  which  you  obtained  these 
two  sums  by  false  pretences.  Then  I  could  have  taken,  with  satisfaction 
to  myself,  a  course  which  it  seems  to  me  impossible  to  take  having  regard 
to  your  later  crime,  which  is  that  of  endeavouring,  by  false  swearing 
and  by  perjured  testimony,  to  convict  of  a  crime  a  man  whom  you 
knew  to  be  innocent  of  it.  That,  I  cannot  help  informing  you,  is  a 
very  serious  and  grave  offence.  It  is  a  painful  thing  to  hear,  in  the 
plain  and  simple,  but  striking  language  of  your  eloquent  and  learned 
Counsel  to-day,  of  the  ruin  that  this  misconduct  has  brought  upon  you. 
You  have  been  in  a  good  position — a  Justice  of  the  Peace,  esteemed  by 
all  who  did  not  know  of  your  delinquencies,  an  able  man,  a  man  of  great 
shrewdness  and  of  great  ability — a  man  able  by  honest*  endeavours  to 
raise  himself  to  a  position  which  might  be  envied  by  any  man  who  sought 
to  engage  in  such  avocations  as  you  were  engaged  in.  But  this  matter  has 
brought  you  to  ruin  ;  it  has  brought  upon  you  the  sad  consequences  which 
must  attend  the  crimes  which  you  have  committed.  It  is  always  a  painful 
thing  for  a  Judge  to  have  to  inflict  further  misery  upon  those  whose  ruin 
has  been  already  effected  by  their  own  misconduct,  without  any  penalty 
coming  from  the  law  itself ;  but  what  am  I  to  do  ?  How  many  men  stand 
in  the  position  in  which  you  stand  for  far  less  crimes — for  crimes  of 
embezzlement,  for  crimes  of  obtaining  money  under  false  pretences,  for 
crimes  of  forgery  of  far  less  real  seriousness — than  that  of  which  you  are 
found  guilty.  What  punishment  do  we  award  to  them  ?  Day  by  day 
men  are  sentenced  to  long  terms  of  imprisonment,  and  even  of  penal  servi¬ 
tude,  for  such  crimes.  By  false  pretences — I  mean  false  pretences  under 
such  circumstances  as  you  have  been  guilty  of — men  have  over  and  over 
again  been  sentenced  to  long  terms  of  imprisonment ;  and  the  result  has 
been  ruin  to  their  families,  their  children  have  been  left  in  beggary,  des¬ 
titution,  grief,  and  trouble  which  it  is  impossible  to  describe  in  language; 
while  one  has  been  obliged,  I  will  not  say  to  turn  a  deaf  ear,  for  no  humane 
man  can  turn  a  deaf  ear  to  such  appeals.  What  would,  however,  be  said 
if  I  were  to  make  a  distinction  between  your  case  and  that  of  a  man  who 
had  a  much  less  honourable  position  to  occupy — a  man  without  your 
education  and  without  your  knowledge  of  that  which  is  right  and  lhat 
which  is  wrong?  It  would  be  immediately  said  that  Iwas  administer¬ 
ing  the  law  differently  in  the  case  of  a  rich  man  to  the  way  in  which 
I  should  administer  it  in  the  case  of  a  poor  one.  The  state  of  your 
health  is  again  a  matter  which  I  wish  I  could  deal  with ;  and  I  wish  I 
could  myself  take  it  into  consideration  in  awarding  the  sentence  which  I 
think  it  right  to  inflict  upon  you.  But  I  know  full  well  that  during  the 
period  of  your  sentence  you  will  be  under  the  watchful  eye  and  care  of 
those  who,  knowing  your  condition,  will  be  anxious  not  to  cause  you  to 
undergo  one  single  hour’s  pain,  by  reason  of  your  physical  suffering  or 
condition,  beyond  that  which  you  are  able  to  bear,  and  which  it  would  be 
fairly  reasonable  to  abate.  I  also  know  this — that  if,  in  the  course  of 
your  confinement,  it  shall  be  thought  necessary  that  other  steps  should 
be  taken  with  a  view  of  your  release  before  the  termination  of  your 
sentence,  there  is  always  an  appeal  which  you  can  make  to  the  Home 
Secretary  to  advise  Her  Majesty  to  remit  a  portion  of  the  sentence 
which  I  am  about  to  inflict  upon  you ;  and  you  may  rely  upon  it,  if 
necessity  should  arise  for  the  making  of  such  an  application,  you  will 
not  find  any  obstacle  in  me  to  the  remission  being  granted  to  you 
if  the  Home  Secretary  should  think  fit,  with  my  silence,  to  advise 
Her  Majesty  to  remit  it.  I  say  this  to  you  as  an  explanation  and  a 
reason  why  I  cannot  myself,  under  the  circumstances  before  me,  take 
into  consideration  the  ill  state  of  your  health.  The  sentence  which  I 
am  about  to  pronounce  upon  you  is  one  which  will  date  from  the 
time  of  your  conviction,  and  not  from  to-day.  I  am  going  to  pass  upon 
you  one  sentence  which  will  be  concurrent  with  others  which  I  may  have 
to  pass  upon  you  upon  the  other  indictments  which  have  been  preferred 
against  you.  The  sentence  that  I  shall  pronounce  upon  you  will  be  on 
the  charges  of  perjury  ;  and  upon  these  charges  I  feel  I  should  be  wanting 
in  my  duty  if  I  did  not  pass  upon  you  a  sentence  which  I  know  will 
fall  heavily  upon  you,  but  still  not  more  heavily  than  I  think  the  law 
requires  it  to  fall.  The  sentence  is  for  the  crime  of  perjury,  of 
a  nature  which  I  think  was  committed  under  most  serious  and  aggra¬ 
vating  circumstances.  It  was  perjury  committed  not  for  the  pur¬ 
pose  of  escaping  from  your  pecuniary  debt,  but  with  the  double  object 
of  escaping  the  imputations  cast  upon  your  character,  and  fixing  an 
innocent  man  with  your  guilt.  That  is  perjury  of  a  very  sad  description. 
For  that  I  feel  it  my  stern  duty  to  do  that  which  I  am  very  reluctant  to 
do,  and  that  is  to  pronounce  upon  you  the  sentence  that  you  be  kept  in 
penal  servitude  for  five  years.  With  reference  to  the  other  charges  in  the 
other  indictments,  I  shall  direct  the  sentence  to  be  entered  upon  each  of 
those  charges  upon  which  you  have  been  convicted,  of  one  year’s  imprison¬ 
ment  with  hard  labour.  These  sentences  will  run  concurrently  with  the 
term  of  penal  servitude;  that  is  to  say,  one  year’s  hard  labour  upon  each 
of  the  charges  for  false  pretences  which  I  have  had  before  me.  Upon  the 
Common  Law  forgery  there  will  be  no  hard  labour. 

The  prisoner  was  then  removed. 


The  Neath  Gas-Wokks  Loan. — At  the  meeting  of  the  Neath  Town 
Council  on  Monday  last  week,  a  letter  was  read  from  the  Local  Govern¬ 
ment  Board,  sanctioning  the  loan  of  £1700  for  gas-works  purposes,  if  repaid 
in  30  instead  of  60  years.  The  Council  agreed  to  this  modification. 

Buxton  Water  Supply. — The  new  reservoir  which  Mr.  J.  Hague, 
Assoc.  M.  Inst.,  C.E.,  of  Buxton,  has  been  for  some  time  constructing  for 
the  storeage  of  water  for  the  supply  of  that  town,  has  now  been  completed. 
It  will  contain  20  million  gallons.  It  is  lined  with  concrete  10  inches 
thick,  upon  which  hard-burnt  bricks  are  laid  in  a  §-inch  coating  of  cement, 
About  1200  tons  of  cement  were  used ;  and  7200  tons  of  stony  gravel  and 
sand  were  employed  for,the  concrete  and  brickwork. 
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isallamous 


THE  ALLEGATIONS  AS  TO  THE  HALIFAX  GAS  CO.tAL 
CONTRACTS.  •  u  i, 

The  Monthly  Meeting  of  the  Halifax  T^n 
Wednesday,  under  the  presidency  of  the  Mayor  ® 

rcSn^ireg\“uon:'rhrch^UUte^e^^^ 

ir/atvi  s‘.'„.srrrs"  'o““r»«ion  <»  .1..  .dop.™ ».  tp. 

minutes  of  the  Gas  Committee,  aaid  •  In  movine 

Aldermen  Riley  (the  Chairman  of  the  Uos  Committee)  said  .  l^u  mo  g 

these  minutes,  I  beg  to  call  the  ‘  ‘om  ^Mr  X 

one,  as  follows Letters  were  read  by  the  Cl 

Lever,  of  Colwyn  Bay,  North  Wales,  and  Mr.  rontra'ots  ’’  Other 

stone  Coal  Company,  Barnsley,  with  reference  whole  of  them  have 
letters  have  been  received  since  this  time;  ,  have  to  say  on 

been  printed  by  order  of  the  Gas  Committee.  AH  that  I  have  to  say  on 

the  subject  is  this — that  everything  that  has  oo  Tionartment  has 

the  Committee,  or  any  person  connected  with  .  ,  .  Pall  Mall 

been  laid  before  yon  all.  This  consists  o*  1*1*®  These  articles  and 

Gazette  and  the  letters  of  Mr.  Lever  and  of  Mr. 

letters  have,  no  doubt,  been  greatly  talked  about,  and  the  meanmg  of 

them  misconstrued,  and  the  importance  of  them  g  J  dEfionest  and 
suppose  we  shall  always  have  persons  among  honestv  and 

corrupt  themselves  that  they  cannot  possibly  believe 
integftty  of  anybody  else.  These  rumours, 

increased  in  enormity  as  they  passed  from  person  to  p  .  P 

■  ■■  The  flying  rumours  gathered  as  they  rolled. 

Scarce  any  tale  was  sooner  heard  than  told. 

And  all  who  told  it  added  something  new. 

And  all  who  heard  it  made  enlargements  too  ; 

In  every  ear  it  spread,  on  every  tongue  it  grew. 

In  this  manner  has  the  scandal  grown  out  of  the 

tioned  above  But  tlie  members  of  the  Gas  Committee  and  persons 
connected  with  the  management  of  the  works 
whatever  to  do  with  the  ^e^ 

tattlers  and  busybodies,  but  must  confine  ''®» ‘ 

the  actual  imputations  which  have  been  made  relating  ^® ^  a® 
and  their  maLgement,  particularly  in  relation  to  ‘^®  g 

yet  these  consist  merely  of  ambiguous  insinuations  o  aisclosures  in 
The  Pall  Mall  Gazette  says :  “  We  should  hear  ®Liver  savs 

Halifax,  if  the  parties  concerned  dare  to  court  mqniry.  n^tL^ratanavers 
"  In  the  intere^  of  fair  and  honourable  trading,  as  also  of  the  ratepayers 

and  ^8  consumers  of  Halifax,  I  must  ask  you  ^“5 
enable  me  to  show  you  how  the  Committee  have  bee  rnatter  • 

past.”  Mr.  Fox  says  (and  here  is  the  kernel  of  the  whole  of  this  • 

”  1  am  informed,  on  very  good  authority,  that  one  man  has  an  lot®^. 
directly  or  indirectly,  in  many  contracts  with  the  Gas  Department  of  the 
“r^atTon  of  Halifax ;  and  It  would  be  well  that  ‘h®  matter  should  be 
siftid  to  the  bottom.  Halifax  cannot  desire  a  r®peti\mn  ^ 
scandal.”  I  will  not  weary  you  with  reading  through  the  whole  of  the 
articles  and  letters  above  referred  to  and  the  rep  les  of  ’ 

nor  is  it  necessary  for  me  to  do  so,  as  they  have  all  been  P  them^ 

circulated,  and  1  have  no  doubt  you  are  all  fully  ‘H?: 

Let  us  see  what  these  articles  and  lette^  come  to.  oiipfra 

Pall  Mall  Gazette,  on  being  asked  by  the  Town  Clerk 
tions  which  appeared  in  his  paper  meant  to  impart  a  distinct  charge  of 
corruption  against  the  Gas  Committee  of  the  Halifax  Corpora 
their  servanta,  or  both,  and  whether  the  article  .®  ®!]®''®“?® 
to  court  inquiry,  replies-taking  refuge  under  the  ambiguity  of  t^he  words  of 
the  article—”  that  he  is  not  prepared  to  become  responsible  for  the 
construction  which  other  persona  or  P^P®""®  may  have  place  .nthn 

published  in  the  Pall  Mall  Gazette."  The  Town  Clerk  then  replied  to  the 
Editor,  saying  that  his  letter  seemed  to  “  repudiate  the  construction  put 
upon  the  4ord8  in  the  Pall  Mall  Gazette  by  the  public  and  the  pr®88,  and 
to  shirk  the  responsibility  attaching  to  the  words  used;  and  also  that  the 
Corporation  accepted  the  challenge  contained  in  ‘''^®  “*'^*®’®' 
dared,  but  courted  the  fullest  inquiry.  The  Town  Clerk  also  inforined  the 
Editor  of  the  Pall  Mall  Gazette  that  the  Corporation  would  meet  on  the 
following  Friday,  and  that  he  would  be  glad  to  ^“.owwlie‘her  the  remarks 

referred  to  any  member  of  the  Corporation,  or  their  officials.  Totun 

points,  and  to  these  queries,  he  has  not  received  any  reply.  The  Town 
^erk  wrote  to  Mr.  Lever  on  the  24th  of  May  lost,  saying  that  he  would  be 
glad  to  see  him  any  time  the  next  week  between  ten  and  five  o  clock.  But 
to  this  letter  this  gentleman— who  has  the  interest  of  fair  and  honourable 
trading  so  much  at  heart,  and  with  the  information  in  his  possession-has 
not  even  deigned  a  reply.  Mr.  Fox,  on  being  several  times  written  to  by 
the  Town  Clerk,  refuses  to  say  whether  the  man  referred  to  in  his  letter  as 
being  interested  in  contracts  with  the  Gas  Department  is  a  member  of 
the  Town  Council  or  a  servant  of  the  Corporation,  or  neither  one 
nor  the  other;  and  also  refuses  to  furnish  any  specihc  information 
unless  indemnified  against  all  costs  in  the  event  of  the  c  arges  ei  g 
proved.  Of  the  nature  of  these  charges,  whether  grave  or  trivial,  he  says 
nothing.  If  Mr.  Fox,  or  any  other  person,  will  formulate  a  direct  charge 
against  any  member  of  the  Gas  Committee,  or  against  anyone  connected 
with  the  management  of  the  gas-works,  then  I  for  one--aud  I  am  sure  I 
may  say  the  same  for  every  member  of  the  Gas  Committee  am  ‘“Ry  P*’®' 
pared  to  meet  and  disprove  the  same.  But  as  yet  no  one  has  dared  to 
make  such  a  charge  ;  and  therefore  there  is  nothing  for  us  to  meet  or  dis¬ 
prove.  I  have  to  move-**  That  the  minutes  of  the  pr^eedings  of  the 
Gas  Works  Committee  of  the  Ist  and  16th  of  June  last  be  approved  and 
confirmed  ;  that  the  correspondence  between  the  Town  Clerk,  Mr.  Lll« 
Lever,  Mr.  Thomas  Fox.  and  the  Editor  of  the  Pall  Mall  Gazette  be  re¬ 
ferred  to  the  Mayor,  Alderman  Ramsden,  and  the  Town  Clerk,  with  in¬ 
structions  to  lay  the  same  before  Counsel,  and  take  such  steps  as  they  mav 
be  advised,  and  report  to  the  Council ;  that  Mr.  box  be  informed  forthwith 
that,  if  the  person  referred  to  in  hie  letter  of  June  2  be  a  meniMr  of  the 
Council  or  a  servant  of  the  Corporation,  bis  offer  to  prove  his  charges,  on 
being  indemnified  against  cost,  be  accepted— it  being  understood  that  such 

charges  shall  be  proved  in  a  Court  of  Law.”  .  ,  .. 

Mr.  J.  Binnb  (Deputy-Chairman  of  the  Committee)  seconded  the  motion, 
and  said  that  everything  which  had  been  done  by  the  Committae  had 
been  done  openly  and  above-board.  The  Council  might  rely  upon  it  that  the 
eyes  of  the  Committee  had  not  been  closed  ;  and  he  could  truly  say  that 
nothing  had  come  to  their  knowledge  which  could  compromise  either  the 
members  of  the  Comhiittee  or  the  servants  of  the  Corporation.  They 
would  bo  perfectly  ready  to  hear  all  that  any  gentleman  might  have  to  say 

concerning  the  subject.  The  Committee  thoroughly  disapproved  of  aiij^ 

thing  in  the  nature  of  commissions  and  of  corruption  of  every  kind ;  and 
they  challenged  anyone  to  moke  whatever  statements  could  be 
against  the  Committee.  The  position  was  rather  an  alarming  one,  and  it 
must  be  met.  The  ratepayers  had  become  somewhat  excited  about  it. 


Perhaps  the  members  of  the  Gas  Committee,  out  of  their  perfect  inno- 
cence.^had  been  cool  by  contrast.  He  begged  the 
withhold  their  judgment  until  such  time  as  ‘h® 

investigate  the  matter.  Their  friends  would  give  them  credit  for  the  best 
IntaTtiC  Tim  Committee  did  not  know  of  anv  corruption  ^d  wore 
willing  to  hear  of  any  that  might  be  known  outside  the  . 

Mr.  J.  Brook,  after  describing  his  R'orough  knowlege  of  the  affairs  of 

the  Gas  Committee,  said  he  had  very  great  pleasure  in  supporting  the 

*^*Alder^an  Ramsden  remarked  that,  while  he  was  not  disposed  ta  shirk 
any  duty  that  might  be  put  upon  him  by  the  Council,  he  ’''“'‘jer 
the  wisdom  of  the  second  clause  of  the  resolution,  rclcrr*'*!?  *  would 
Whatever  happened,  someone  would  have  to  ^*>>1®  Mr  1  ox  would 

not  be  under  any  pecuniary  responsibility  whatever  He  d®ubtad  wheU  er 
they  had  the  povver  to  spend  public  «n°®®y 

Mr  Fox  under  these  circumstances.  He  took  it  that  the  duty  ^ 
and  hU  colleagues  who  were  mentioned  in  the  resolution  was  as  to  the 

Tb.  T.WC  C.„k  »ill  .«w.r  U.. 

had  not  thoroughly  made  uji  his  mind  that  the  ^  P®"j®  ^aw 

way  or  the  other.  If  Mr.  l^ox’s  chargee  were  proved  in  a  ^®"^ 
the  resolution  would  indemnify  him  from  all  costs.  But  if  he  fail^  W 
nrove  his  charges  he  would  have  to  pay  his  own  costs  and  those  ot  tne 
&cil  as  wefl  ;  ’and  he  would  also  L  subject  to  other  inconveniences 

which  need  not  at  present  be  mentioned.  Bveitament 

Mr.  Jessop  said  the  question  was  causing  a  great  deal  of  excitament 
at^ng  the  ratepayers-excitement  which  had  assumed  such  Pr^®^*®®® 
that  he  questioned  whether  the  resolution  would  ®®'*'®  y .jje 
VbTb  wished  to  move  an  amendment- not  from  any  disrespect  to  tne 

gSuo.i  .T  do«b,i.8  lb..  U,.; 

matter  without  biis,  but  desiring  that  the  pub  ho  o( 

from  any  doubt.  If.the  question  was  to  be  relegated  to  a  Committee  oi 

^“TheWoB  said  it  was  not  a  Committee  °V“.Se  Town  Council”^*^ 
sought  to  take  Counsel’s  opinion,  and  to  report  to  the  Town  Counc  . 

Mr.  Jessop  :  Then,  is  not  the  Committee  to  receive  evidence  ? 

Mr^MumLEY  urge^d"tbat  R  was  due  to  the  members  of  the  Gas  Com- 

mittee^hat  they  ®Ro®>d  b® ‘  hlv^thrs^T^^^^  WwA^d® 
and  every  honest-minded  man  would,  he  said,  have  this  leeiing  tow  a 

Broadbent  said  every  one  had  the  fullest  confidence  in  the  Com- 
TTiiftPP  ■  but  it  was  clearly  the  duty  of  the  Council  to  adopt  the  resolution. 
These  ’rumoirs  were  no  Vew  ;  a/d  it  must  be  painful  toinembers  of  any 

Committal  to  hear  such  remarks.  Tb®>-®f-®It'Mr"  Lev'^r^L^r  Fox 
the  rumours  should  be  silenced  once  and  for  all.  If  Mr.  Lever  and  Mr.  r  o 

were  not  prepared  to  come  forward,  they  ''•®f®  °e4V°y7acility 

on  the  other  band,  they  had  anything  to  say,  let  them  have  every  lacimy 

^°mT^Oakes  was  of  opinion  that  the  scandal  had  arisen  out  of  the  dis- 

appo7n?Sof  some'^personwho  did  not  get  a  share  of 

He  said  the  Council  had  the  utmost  confidence  in  the  Committee,  and 
if  wan  Roandalous  that  such  rumours  should  be  set  anoal.  -r-n!. 

Z  Jessop  asM  if  it  was  true  that  the  Committee  had  given  Mr.  E  is 
Lever  9d  per  ton  mo're  for  ca.inel  coal  than  the  figure  for  which  the 
Crosland  Moor  Company  had  offered  to  supply  it. 

Alderman  Riley  said  the  Crosland  Moor  Comnany’s  tender  was  exacUy 
9d.  per  ton  less  than  Mr.  Lever’s  for  the  same  kind  of  coal. 

Mr.  Bibstow  :  Mr.  Lever  never  had  the  contract  at  all. 

Alderman  D^Smith^  thought  it  was  folly  to  go  to  law  over  the  subject. 

^Alderman°PoLL^D°diffe'red,  and  was  of  opinion  that  the  Council  ought 

to  court  the  fullest  inquiry.  ,  ,  ,  .  , 

The  Mayor  said  people  were  too  ready  to  spread  rumours  of  the  kind 
in  question.  There  was  no  other  course  left  for  the  Corporation  to  take 
than  to  prosecute  the  inquiry  to  the  bottom.  Though  the  charges  were 
BO  indefinite  and  intangible  that  it  was  difficult  to  ®fty  jbat  ‘bey  meanL 
there  were  charges :  and  it  was  their  duty  ta  meet  ‘bem.  If  there  had 
been  a  regular  system  of  peculation,  or  if  a  large  amount  of  “oney  had 
been  abstracted,  could  the  Halifax  Corporation  have  P'^of  “C®„^  ® 

price  lower  than  that  charged  in  any  other  town  in  the  country,  or  8how  so 
much  profit  1  On  the  face  of  it,  the  rumour  was  a  vile  ®>““®®'^v  J;  ba‘' 
ever  tlie  Council  might  do,  he  would  take  good  care  that  the  matter  wm 
investigated ;  and  if  there  was  a  possibility  of  warming  the  perpetra¬ 
tors,  hi  would  warm  them,  either  through  their  jackets  or  their  purses. 
These  things  should  not  be  allowed  to  go  on  with  impunity. 

The  resolution  was  then  carried  unanimously. 


The  following  letter,  dated  the  5th  inst.,  addressed  by  Mr.  Ellis  Lever  to 
the  Town  Clerk  of  Halifax,  was  received  by  the  latter  last  h  rMay  • 

Sir  —My  attention  has  been  called  to  the  fact  that  the  letter  which  I  wrote 
to  vou  on  the  22nd  of  May  last  has  been  published  in  the  newspapers  with¬ 
out  any  notice  of  such  publication  being  given  to  me.  The  10“®^;^’“®°^® 
confidential  character,  although  not  marked  private  ;  ^ 

surprised  to  find  that  it  has  been  handed  to  the  press.  It  was  not  my  in 
tenUon  to  make  any  imputation  against  the  ^“®^°““‘*'‘®®?L 
of  the  Corporation,  all  of  whom  are  unknown  to  me.  A  sudden  R®»‘b  ‘u 
my  family  and  absence  from  home  have  prevented  my  seeing  you,  as  I  had 
intended.’*  _ _ _ 

New  Joint-Stock  Companies. — The  following  jolnt-st^k  TOmpanios 
have  lately  been  registered  ;— The  Long  Melford  Gas  and  Coal  Company  , 
Limited,  with  a  capital  of  TIOOO,  in  T1  shares,  to  P}»"=baso  or  otherwiM 
acquire  the  whole,  or  part  of  the  business  properties,  consisting  of  the 
gas  works  Lid  coal-yards,  situate  at  Long  ^^elford,  in  Suffolk  as  a  going 

Concern,  from  the  present  owner  (Mr.  A.  Stuart).— 1  he  Buckin^iam 
Electric  Light  and  Rower  Supply  Company,  Limited,  with  a  capital  o 

£5000,  in  £1  shares,  to  carry  on  at  Buckingham  and  ®'»®'*b®'}*  ‘b® 

county  of  Buckingham,  the  business  of  an  elootrio  light  and  power  supply 

oomiinyin  all  its  branches. - The  l’“f‘<'c*tion  Aa^aUo^ 

Limited,  with  a  capital  of  £16,000,  in  £1  shares  to  *®'1'“''®.  P‘,'f,^ 

relating  to  **  improved  means  of  oxidizing  and  deoompoaiiig  by  elMtrioaJ 

action  organic  matter  and  inorganic  salt*  in  sewage 

liquids,  and  the  production  of  certain  jiroducls  ‘here  1  roni.  and  improvi^ 

ments  in  the  means  or  appliances  for  treating 

action,  and  for  the  disposing  of  the  deposits  ihe^f.  Among^o 

subscribers  are  Mr.  Vt.  Webster,  electrician,  who 

shares,  and  Mr.  T.  Slater,  who  is  down  for  ‘bf 

Union  Gas  Company,  Limited,  with  a  capital  of  ^’‘“O* 

with  gas  or  other  lighting  power  the  town  of  Tenbury,  in  the  co“m> 

WorcwUir.  The  Company  is  registered  without  Articles  of  Aasociatiou. 
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BIBMINGHAM  COEPORATION  GAS  SUPPLY. 

The  Lighting  of  Courts. 

At  the  Meeting  of  the  Birmingham  Town  Council  last  Tuesday — the 
Mayor  (Alderman  Pollack)  in  the  chair — the  report  of  the  Gas  Com¬ 
mittee,  the  principal  portions  of  which  were  given  in  the  Journal  last 
week,  was  to  have  been  discussed ;  but,  owing  to  the  length  of  the  pro¬ 
ceedings  on  other  matters  on  the  paper  of  business,  it  had  to  stand  over 
till  the  next  meeting.  The  subject  of  the  lighting  of  courts,  how'ever, 
came  under  consideration,  on  the  presentation  of  the  report  of  the 
General  Purposes  Committee  containing  the  following  remarks  thereon  : — 
“  In  reference  to  the  instruction  given  to  the  Committee  ‘  to  take  into 
consideration  the  question  of  the  compulsory  lighting  of  courts,  terraces, 
common  stairs,  and  other  private  ways  in  the  borough,  and  to  take  such 
steps  as  they  might  deem  expedient  to  obtain  powers  to  enforce  such 
lighting,  and  to  report,’  the  Town  Clerk  cites  a  recent  decision  as  to 
what  constitutes  a  street  within  the  meaning  of  the  Public  Health  Act, 
and  quotes  a  clause  from  the  Burgh  Police  and  Health  (Scotland)  Bill 
now  before  Parliament,  proposing  to  compel  owners  of  court  property  to 
place  lamps  in  courts  and  alleys.  The  Town  Clerk  sums  up  the  case : 

‘  Starting  with  the  proposition  that  courts  in  towns  are  objectionable  on 
sanitary  grounds,  that  their  extension  is  discouraged  by  the  Local 
Government  Board,  that  the  houses  in  them  are  rated  (inter  alia)  for 
public  lighting,  and  that  the  surface  of  the  courts  can  be  treated  as  a 
private  street  at  the  will  of  the  Local  Authority,  it  does  not  appear  to  me 
that  such  a  clause  as  that  contained  in  the  Scotch  Bill  would  be  con¬ 
sistent  with  the  general  law  of  this  country.’  ” 

The  Mayor,  in  moving  the  adoption  of  the  report,  said  no  one  would 
deny  that  the  time  had  now  arrived  when  this  matter  should  be  settled. 
It  had  been  previously  stated  in  a  report  by  the  Town  Clerk  that  the 
Council  had  power  to  declare  courts  and  terraces  private  streets  ;  and 
this  was  confirmed  by  a  recent  legal  decision.  If  this  power  were 
exercised,  it  would  entail  upon  the  Corporation  the  necessity  of  lighting 
the  courts  and  terraces  at  the  public  expense;  but  it  would  at  the  same 
time  entail  upon  the  owners  of  the  property  very  considerable  expense  in 
carrying  out  the  necessary  works,  and  would  deprive  them  of  all  interest 
in  so  much  of  the  land  as  should  be  declared  to  be  a  highway.  The 
Town  Clerk  did  not  think  that  any  special  legislation  in  the  nature  of 
the  Scotch  Bill  now  before  Parliament  with  a  view  to  making  it  com¬ 
pulsory  upon  owners  to  light  their  courts  could  be  obtained  in  England; 
the  law  already  being  sufficient  to  deal  with  the  matter.  But  the  Public 
Works  Committee  had  offered  the  owners  every  facility  for  undertaking 
the  work  in  the  shape  of  reduced  rates  for  the  gas  supply  and  other  con¬ 
cessions,  which  would  be  far  cheaper  to  the  owners  than  if  they  drove  the 
Council  to  exercise  their  powers  to  the  full.  It  only  remained  to  be  seen 
whether  the  landlords  of  the  courts  would  show  so  much  common  sense 
as  to  consult  their  own  interests  by  undertaking  to  light  their  courts.  In 
the  event  of  the  Corporation  being  driven  to  enforce  their  powers,  the 
burden  of  the  expenditure  would  fall  upon  the  ratepayers. 

Sir  T.  Martineau  seconded  the  motion ;  and  it  was  declared  to  be 
carried. 

Mr.  Granger  complained  that  the  vote  had  been  taken  without  an 
opportunity  being  afforded  him  of  speaking. 

'The  Mayor  explained  that,  after  the  motion  had  been  seconded,  he 
looked  round  the  Chamber,  but  did  not  observe  anyone  desirous  of  speak¬ 
ing.  He  should,  however,  give  Mr.  Granger  an  opportunity  of  doing  so. 

Mr.  Granger  said  he  thought  it  was  to  the  interests  of  the  social  and 
moral  condition  of  the  people  that  the  courts  and  terraces  should  be  pro¬ 
perly  lighted.  There  were  upwards  of  6000  courts  in  Birmingham ;  and 
yet  not  more  than  150  of  them  were  lighted.  It  was  evident  that  moral 
suasion  would  not  have  the  desired  effect  upon  the  property  owners ;  and 
he  considered  that  other  means  would  have  to  be  tried. 

Mr.  Brinsley  thought  there  were  two  sides  to  the  question,  and  that 
some  of  the  small  property  owners  were  not  in  a  position  to  undertake 
the  lighting  of  the  courts. 

Upon  a  vote  being  taken,  the  report  was  adopted. 


PARA  GAS  COMPANY,  LIMITED. 

In  view  of  the  general  meeting  of  this  Company  to  be  held  next  Thurs¬ 
day,  the  report  of  the  Directors,  with  the  accounts  for  the  half  year  end¬ 
ing  March  31  last  has  been  issued.  It  states  that  the  revenue  for  the 
six  months  is  slightly  in  excess  of  that  earned  during  the  previous  half 
year,  but  somewhat  less  than  that  of  the  corresponding  period  of  1886-7 
The  expenditure  has  been  considerably  reduced  in  some  of  tbe  most  im¬ 
portant  items  ;  and  the  result  is  a  profit  of  ±'6427  on  the  half-year’s  work¬ 
ing.  The  Directors  have  deducted  from  the  gas-fitting  plant  account 
±2000  ofjthe  amount  standing  in  the  gas-fitting  rental  reserve  account,  and 
have  written  off  a  further  amount  of  ±1000  for  depreciation.  Mr.  R.  Hall 
(formerly  Assistant  Manager),  who  took  full  charge  as  Manager  on  the  2nd 
of  August  last,  retired  from  his  appointment  at  the  expiration  of  his  agree¬ 
ment,  having  been  three  years  resident  in  Pard  in  the  service  of  the  Com¬ 
pany;  and  Mr.  John  Gibson  Newbigging  has  been  appointed  Manager  and 
Engineer  in  his  place.  The  petition  to  the  Imperial  authorities  m  Rio, 
alluded  to  in  the  last  report,  was  referred  to  the  Provincial  Government 
“  for  information ;”  and  this  and  other  formalities  caused  such  delay, 
that  no  definite  reply  had  been  received  up  to  the  date  of  Mr.  Hall’s  de¬ 
parture.  The  repayment  of  duties  had,  however,  received  the  attention  of 
the  Imperial  Government;  and  a  speedy  settlement  of  this  question  is 
anticipated.  The  late  Manager  reports  the  works  and  property  of  the 
Company  in  good  condition.  The  Directors  regret  to  have  again  to  draw 
the  attention  of  the  shareholders  to  the  treatment  they  are  receiving  at 
the  hands  of  the  Provincial  Government.  Fines  on  the  public  lighting 
amounting  to  ±600  for  the  half  year  have  been  inflicted,  notwithstanding 
the  efficent  discharge  of  its  obligations  by  the  Company.  The  Directors 
recommend  the  payment  of  dividends  for  the  half  year  at  the  rate  of  4  pes 
cent,  per  annum  upon  the  ordinary  stock  of  the  Company,  free  of  incomer 
tax  ;  and  7  per  cent,  per  annum  upon  the  preference  shares,  less  income-tax. 


LINCOLN  COEPORATION  GAS  SUPPLY. 

The  Charges  for  the  Hire  of  Small  Meters. 

At  the  Meeting  of  the  Lincoln  Town  Council  last  Tuesday,  Alderman 
Maltby  moved,  pursuant  to  notice—”  That  it  be  an  instruction  to  the  Gas 
Committee  of  the  Corporation  that  they  take  into  consideration  the  desi¬ 
rability  of  reducing  the  charge  for  meters  rented  by  consumers  having 
three  lights  and  under.”  He  said  when  the  question  of  the  purchase  of 
the  gas  undertaking  was  broached,  an  inducement  was  held  out  that  it  was 
hoped  one  of  the  first  reductions  that  would  be  made  would  be  in  the 
charge  for  the  hire  of  small  meters.  He  had  been  at  the  trouble  to  obtain 
some  information  on  the  subject;  and  he  found  that  if  they  did  not  take 
into  consideration  the  inspecting  and  watering,  in  16  years,  at  4s.  per  year, 
a  meter  was  paid  for  twice  over.  This  was  not  the  case  with  the  larger 
meters.  If  the  charge  on  the  3-light  meters  was  reduced  to  6d.  per  quar¬ 
ter,  there  would  be  an  annual  loss  of  ±380  ;  but  he  was  fully  satisfied  that 
this  sum  would  be  made  up  in  the  increased  consumption  of  gas.  He  was 
informed  that  there  had  been  a  large  number  of  meters  returned  of  late ; 


the  greater  proportion  of  which  were  3-light  meters.  This  fact  spoke  of 
there  being  some  dissatisfaction  with  the  charges.  In  many  cases,  where 
little  gas  was  consumed  during  the  summer  months,  the  charge  for  the 
meters  was  out  of  proportion  to  the  charges  for  the  gas  consumed.  He 
felt  assured  that  the  reduction  he  advocated  would  result  in  additional 
meters  being  required  and  more  gas  consumed.  Mr.  Ward,  in  seconding 
the  motion,  said  that  probably  in  the  whole  history  of  the  gas  undertaking 
they  had  never  attained  such  a  degree  of  prosperity  as  at  the  present 
time.  The  consumers  therefore  ought  to  have  some  advantage,  and  to  his 
mind  the  poorer  classes  should  have  it.  At  present  in  many  cases  the 
rental  of  meters  amounted  to  more  than  the  charge  for  the  gas  consumed. 
Mr.  Cannon  had  no  objection  to  the  proposition  ;  but  he  maintained  that 
it  was,  on  the  whole,  an  unnecessary  one.  It  was  understood  that  some 
change  would  probably  be  made  when  the  accounts  of  the  gas  undertak¬ 
ing  were  before  them,  and  those  accounts  were  now  being  handed  round. 
He  hoped  the  reduction  would  refer  to  all  the  gas-meters.  This  was  the 
proposition  he  was  prepared  to  put  before  the  Gas  Committee;  and  it 
would  only  make  a  further  difference  of  ±120.  Mr.  Wyatt  was  in  favour 
of  sweeping  away  the  rents  of  the  meters  altogether;  and  if  it  was  found 
necessary,  to  “  make  both  ends  meet,  ”  they  could  charge  more  for  the  gas. 
The  Mayor  (Mr.  T.  Martin)  reminded  the  Council  that  when  the  pay¬ 
ments  were  made  to  the  sinking  fund  last  year,  they  were  ±8  short ;  and 
until  now  they  had  not  had  any  money  in  hand.  Supposing  the  price  of 
coal  went  up  during  the  next  twelve  months,  they  might  be  in  an  awkward 
position  if  they  relieved  the  gas  consumers  of  this  meter-rent.  The  mo¬ 
tion  was  then  put  and  carried. 


WIDNES  LOCAL  BOARD  GAS  AND  WATER  SUPPLY. 

Annual  Inspection  of  the  Gas  and  Wati-r  Works. 

The  annual  inspection  of  the  Widues  Gas  and  Water  Works  by  the 
members  of  the  Local  Board  took  place  on  Tuesday,  the  26th  ult.  It  com¬ 
menced  at  the  gas-works,  where  the  party  were  met  by  the  Gas  and  Water 
Engineer  (Mr.  Isaac  Carr),  who  conducted  them  through  the  works,  and 
explained  the  method  of  making  gas.  Special  interest  was  manifested  in 
the  Dinsmore  process  of  gas  manufacture  from  coal  tar,  which  had  been 
adopted  at  these  works  ;  the  apparatus  being  now  in  course  of  erection. 
After  making  a  thorough  inspection  of  the  gas-works,  the  party  drove  to 
the  covered  water  reservoirs  of  the  Board.  The  large  reservoir,  which  was 
opened  ten  years  ago,  was  illuminated,  by  the  direction  of  Mr.  Carr,  with 
600  candles  ;  and  the  effect  was  most  charming.  The  water  had  been  pre¬ 
viously  drawn  off,  in  order  that  the  members  might  inspect  the  structure, 
to  ascertain  how  the  masonry  had  stood,  it  was  found  to  be  in  excellent 
preservation.  This  is  the  first  time  the  reservoir  (which  at  the  time  of  its 
construction,  was  the  largest  in  the  world)  has  been  emptied;  the  layer  of 
sand,  after  so  long  a  period  of  pumping,  was  in  no  part  more  than  three- 
quarters  of  an  inch  in  depth — a  fact  which  goes  to  prove  the  excellence  of 
the  water  received  from  the  source  and  supplied  to  the  town.  The 
reservoir  is  330  feet  long,  240  feet  wide,  and  23  feet  high,  and  its  storeage 
capacity  is  114  million  gallons,  which  is  just  sufficient  to  provide  Widnes 
with  six  days’  supply.  The  roof  of  the  reservoir  is  supported  by  360 
massive  stone  pillars.  The  reservoir  has  been  cut  out  of  the  solid  rock, 
and  was  constructed  at  a  cost  of  ±30,000.  During  the  past  year  the  Board 
were  able  to  pump  a  larger  quantity  of  water  than  previously,  owing  to  the 
improved  engines  which  have  been  put  up.  There  is  now  sufficient  water 
for  all  purposes,  and  to  spare ;  and  an  extra  million  gallons  per  day 
could  be  pumped,  should  necessity  arise.  The  party  next  visited  the 
pumping  station  at  Stocks  Well,  where  they  inspected  the  new  engines, 
which,  it  was  stated,  were  pumping  out  of  the  well  If  million  gallons  of 
water  per  diem.  The  members  then  drove  to  the  Netherly  pumping 
station,  where,  however,  there  is  nothing  new  since  the  last  visit,  twelve 
months  ago.  Here  1,400,000  gallons  of  water  are  daily  pumped.  The 
party  then  returned  to  Widues  ;  expressing  great  satisfaction  at  the  way 
both  the  gas  and  the  water  works  are  managed  by  Mr.  Carr. 


THE  POTTERIES  UNDERTAKING  OF  THE  BRITISH  GASLIGHT 

COMPANY. 

The  Alterations  in  the  Company’s  Accounts. 

At  the  last  Meeting  of  the  Hanley  Town  Council — the  Mayor  (Mr.  H. 
Palmer)  presiding — the  minutes  presented  by  the  Gas  Sub-Committee 
contained  the  following  resolution  which  had  been  passed  : — “  The  Sub- 
Committee  having  considered  the  letter  from  the  Board  of  Trade  as  to  the 
British  Gaslight  Company’s  form  of  accounts,  and  the  other  correspon¬ 
dence,  reports  that  it  sees  no  reason  to  withdraw  from  its  contention  that 
the  amounts  previously  charged  for  depreciation  and  insurance  by  the 
Company  should  be  brought  into  account,  and  refunded  in  that  manner 
to  the  consumers,  and  that  the  accounts  should  be  altered  in  accordance 
with  the  letter  sent  to  the  Board  of  Trade  by  the  Town  Clerk  on  Dec.  21, 
1887 ;  and  also  that  this  Sub-Committee  feels  that,  but  for  the  untimely 
publication  of  certain  correspondence  relative  to  the  matter,  no  change 
would  have  taken  place  in  the  views  of  the  Directors  of  the  Gas  Company, 
as  explained  in  their  letter  of  the  1st  of  December  last.” 

Mr.  Berbington  referred  to  the  fact  that  the  resolution  of  the  Gas 
Sub-Committee  contained  a  minute  to  the  effect  that,  but  for  the 
untimely  publication  of  certain  correspondence,  “  no  change  would  have 
taken  place  in  the  views  of  the  Directors  of  the  Gas  Company.”  This 
could  not  be  true.  He  asked  how  could  the  disclosures  in  the  letters 
referred  to  possibly  affect  the  Company  ?  The  latter  were  in  possession 
of  the  information.  He  did  not  feel  any  regret  for  the  publication  of  the 
letters ;  and  he  must  contend  that  the  Sub-Committee  of  the  Corporation, 
in  keeping  in  its  possession,  away  from  the  knowledge  of  the  Council, 
over  two  Council  meetings  an  important  letter,  had  done  an  improper  and 
an  irregular  thing.  He  then  proceeded  to  discuss  the  question  of  charging 
for  depreciation,  and  said  the  Company  had  never  stated  that  they  had 
the  power  to  charge  for  depreciation,  but  the  people  of  Hanley  had  forced 
it  on  the  Company.  He  contended  that  a  more  thorough  and  searching 
investigation  was  required  than  the  Council  had  at  present  made;  and  ho 
was  of  opinion  that  it  would  be  wise  and  right  that  the  clause  referred 
to  in  the  report  of  the  Gas  Sub-Committee  should  go  back  for  further 
consideration.  He  concluded  by  moving  an  amendment  to  this  effect. 

Mr.  Bradford  seconded  the  amendment. 

Mr.  Hammbrsley,  in  an  exhaustive  speech,  proceeded  to  defend  the 
action  of  the  Corporation  in  their  recent  litigation  against  the  Gas  Com¬ 
pany,  and  also  the  resolution  passed  by  the  Gas  Sub-Committee.  After 
an  able  criticism  of  the  Gas  Company’s  accounts, [he  said  the  thanks  of  the 
community  were  due  to  those  members  who  had  done  so  much  for  the 
benefit  of  the  inhabitants  of  the  town.  According  to  the  Company’s  own 
statement  of  accounts,  one-seventh  of  the  revenue  would  be  kept  in  the 
pockets  of  the  tradesmen  and  others  in  the  town,  owing  to  the  action  of 
the  Sub-Committee,  instead  of  going  to  swell  the  Company’s  dividend. 

Alderman  Powell  also  offered  some  remarks  in  justification  of  what 
the  Gas  Sub-Committee  had  done.  It  would  be  in  the  memory  of  tbe 
Council  how  rejoiced  they  were  on  the  receipt  of  the  letter  of  the  1st  of 
December,  and  how  delighted  that  they  had  obtained  the  one  thing  they 
I  had  been  fighting  for.  He  suggested  that  the  Directors  of  the  Company, 

^  in  consequence  of  what  had  recently  taken  place,  had  arrived  at  the 
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conclusion  that  there  was  not  now  the  same  disposition  in  the  Connci 
Chamber  that  there  was  in  times  past,  and  that  thei^lore  j 

going  to  do  the  thing  they  said  they  were  going  to  ® 

?)ecember  last.  The  Council  had  not  con- 

present  month  that  the  Directors  had  changed  “‘"f  ^ui^ectors  had 
trary,  they  were  all  clearly  under  the  assurance  t  ^  Dii^ectors  UaU 

ordered  to  be  written  what  they  intended  should  be  done.  His  O'vn  con 
viction  was  that  if  certain  correspondence  had  not 

position  taken  up  by  the  Directors  would  never  ^  Sub-Com- 

*^Alderman  Powell  contended  that  not  a  single  act  of  the  yas  bun  oom 
mittee  h“d  been  do^ne  in  a  hole-and-corner  manner.  Indeed,  every  act  of 
Sat  Committee  had  been  reported  to  the  General  Purposes  Committee,  ^id 
afterwards  submitted  to,  and  approved  by  the  Council;  and  now  Mr. 

Bebbington  wished  to  censure  the  Council.  .  •  Wn  nhtained 

Mr  B^badford  submitted  that  the  same  result  which  had  been  obtaineu 
might  h^v^b^n  secured  by  the  adoption  of  more  pleasant  means,  and 

On°aVot€fbeing  taken,  the  amendment  was  lost,  and  the  minutes 
General  Purposes  Committee,  including  those  of  the  Gas  Sub-Committee, 

"^Two^’notrcfs  of  motion  which  Mr.  Bebbington  had  placed  uP°n  the 
aaenda  paper  were  not  proceeded  with  ;  the  members  rising  in  a  bo^  on 

the  comple^tion  of  the  ordinary  business.  These  nronosaTof 

— “  (1)  That  this  Council  hereby  declares  its  approval  of  the  proposal  of 
the  British  Gaslight  Company,  Limited,  to  the  effect  that  cU 

pared  to  discontinue  the  charges  on  account  of  insurance  and 
tion.  (2)  That  in  the  opinion  of  this  Council  it  is  desirable  and 
for  the  good  government  of  the  borough  that  all  such  proposals  as  would 
involve*  he  borough  in  obligations,  or  would  ?•“  “.t  ’ 

ture  exceeding  m  be  submitted  to  and  receive  the  sanction  of  the 

Council  before  action  be  taken  upon  thein.  ,  f... 

Mr.  Bebbington  intimated  that  he  should  place  the  notices  on  the 
agenda  for  consideration  at  the  next  meeting. 

BANGOR  CORPORATION  GAS  SUPPLY. 

The  Past  Year’s  Working. 

According  to  the  report  of  the  Gas  Engineer  of  the  Bangor  Corporation 
(Mr.  J.  Smith)  on  the  working  of  the  gas  undertaking  in  the  year  ending 
March  25,  1888,  which  he  has  lately  presented  to  the  Gm  and  Water  Com¬ 
mittee,  there  was  a  falling  off  to  the  extent  of  629,000  cubic  feet  in  the 
quantity  of  gas  used,  as  compared  with  the  previous  financial  year.  Unly 
^,000  cubic  feet  of  this  were,  however,  in  respect  of  the  private  consunap- 
tion;  the  remainder  being  due  to  the  public  larnps  being  lighted 
for  a  fewer  number  of  hours.  The  unaccounted-for  gas  was  less 
by  179,900  cubic  feet,  and  the  make  per  ton  of  coal  more  by 
427  cubic  feet  than  in  1886-7.  There  was  an  increase  in  the  item  of  repairs 
to  plant ;  15  retorts  having  been  renewed,  and  a  number  of  meters  altered 
to  M.  Wybauw’s  arrangement.  The  former  cost  i:78,  and  the  latter  AoO, 
against  which  there  was  i:66  additional  income  on  residuals,  rent  of  stoves, 
&c.  Sulphate  of  ammonia  produced  jtOO  net,  as  against  i;63  in  the  previous 
year.  The  total  revenue  from  gas  was  i:3886,  or  .£258  less  than  before ; 
il07  48.  6d.  being  due  to  the  curtailment  in  the  public  ligMing.  But  the 
gross  profit,  by  reason  of  the  increased  income  from  residuals,  &o.,  was 
only  £219  less  than  in  the  year  1886-7.  The  quantity  of  gas  used  for  pur¬ 
poses  other  than  lighting  increased  considerably  ;  being  during  the  three- 
fast  quarters  590,600  cubic  feet  more  than  last  year,  in  consequence  of  the 
reduction  in  price  made  in  June,  1887,  to  2s.  6d.  for  day  gas  and  5s.  for 
night  gas.  Although  there  was  a  loss  of  £34  10s.  9d.  on  the  gas  U8®d  in 
the  daytime,  the  profit  on  the  increased  consumption  amounted  to  £34  28. ; 
leaving  the  net  loss  on  the  experiment  only  8a.  9d.  There  were  fixed 
during  the  year  19  cooking-ranges;  also  gas-fires  and  other  apparatus  for 
using  gas.  Mr.  Smith  says  it  appears  by  the  quantity  of  gas  sent  out  up  to 
the  present  time,  that  the  consumption  of  gas  this  year  will  be  considei^ 
ably  more  than  in  any  previous  year.  In  the  12  weeks  preceding  June  22 
last  (the  date  of  the  report)  he  sent  out  249,8(X)  cubic  feet  more  ttian  last 
year,  and  157,800  cubic  feet  more  than  in  any  previous  year  ;  and  if  the 
illuminating  power  is  kept  up  without  increasing  the  expenditure  too 
much,  the  present  will,  be  says,  be  a  prosperous  year  for  the  undertaking. 
The  following  are  the  general  results  of  the  year  s  working  : 

Coal  carbonized — 

Common,  10564  tons . 

Cannel,  1374  „ . . 

Percentage  of  cannel  used . 

Oas  made . 

Do.  per  ton  of  coal . 

Oas  sold . 

Do.  per  cent,  on  make . ‘.-A,’ 

Oas  used  in  cookers,  engines,  &c.,  at  2a.  6d.  per  1000  feet 
Oas  used  on  works . 

Do.  per  cent,  on  make .  .  . 

Oas  Accounted  for .  10,116,900  cubic  feet. 

Do.  per  cent,  on  make . . 

Oas  unaccounted  for . feet. 

Do.  per  cent,  on  make .  n-.o  -  . 

Coke  made . 

Do.  per  ton  of  coal . 

Do.  used  per  ton  of  coal . 

Do.  sold  „  „ . 

Do.  sold,  per  cent,  on  make . 

a.  d. 

Cost  of  coal  per  ton,  less  residuals .  8  64 

Cost  of  gas  in  bolder,  less  residuals . ^  1 

Amount  of  capital  employed .  27,660  10  8 

Do.  per  ton  of  coal  carbonized .  15  8  8 

Do.  per  1000  feet  of  gas  made .  1  11 

Do.  per  1000  feet  of  gas  sold . 

Illuminating  power  of  gas  required  by  Act  .  .  . 

Illuminating  power  supplied . 


1794  tons. 

7-6 

17,699,500  cubic  feet. 
9,810  „ 

15,950.200  „ 

90-62  per  cent. 
860,910  cubic  feet. 
165,700 

0  94  per  cent. 


8-43  per  cent. 

11211 

:  tons. 

n\ 

t  cwt. 

71 

L  0 

67’ 

r  per  cent. 

7  per  1000. 
d. 


1  14  8 

14  candles. 

17  .. 

s.  d. 

Average  price  of  coke  sold  .  .  • .  9  10  per  ton. 

The  capital  ex|>ended  on  the  works  amounts  to  £27,660  lOs.  M. ;  but  thero 
is  also  a  sum  £16,614  6s.  6d.  premium  to  be  paid  on  redemption  of  annui¬ 
ties — making  the  total  amount  to  bo  provided  by  the  sinking  fund  on 
account  of  gas-works,  £44,274  16b.  9d. 

The  Northern  Coal  Trade. — There  is  a  better  demand  for  steam  coals 
in  the  North;  and  prices  are  so  firm  that  in  one  or  two  instances  there 
is  now  asked  the  rate  of  8s.  6d.  per  ton,  free  on  board  in  the  Tyne,  for  best 
qualities.  It  is  not  known  to  have  been  paid,  however  ;  and  generally 
from  78.  fid.  to  78.  9d.  net  is  the  rate  for  this  quality,  whilst  second-class 
coals  may  be  put  at  about  78.  In  gas  coals  there  is  already  a  rather  im¬ 
proved  demand ;  but  the  price  is  no  better.  Some  discussion  has  taken 
place  in  local  coal  trade  circles  as  to  the  wisdom  or  otherwise  of  collieries 
which  have  accepted  the  great  London  gas  coal  contracts  for  three  years  to 
come,  during  which  many  experienced  in  the  trade  believe  that  a  sharp 
increase  in  prices  is  probable.  The  demand  lor  gas  coal  lor  export  con¬ 
tinues  good.  Household  coal  is  extremely  dull  just  now  ;  the  demand 
beinfj  about  at  the  minimum,  and  the  price  very  weak,  whilst  the  cempeti- 
tion  18  great.  In  the  coke  trade  there  is  an  active  demand  generally. 


WARRINGTON  CORPORATION  OAS  SUPPLY. 

The  Man.voement  of  the  Oas.Wohkh. 

On  Monday  last  week  a  largely-attended  meeting  of  ratepayers  was 
held  at  Warrington  to  protest  against  the  iiroiiosals  of  the  Oas  Co|m- 
niittee  relative  to  the  appointments  and  salaries  of  officials,  to  "hicb 
reference  has  been  made  in  our  columns.  Mr.  H.  Thornton  moved  s 
resolution  disapproving  the  proposals,  and  calling  lor  an  investigation 
into  the  management  of  the  works,  for  a  reduction  in  the  price  of  g**  f-® 
the  consumers,  and  for  quarterly  instead  of  half-yearly  accounts.  Mr. 
Kiiean  seconded  the  resolution.  Mr.  Barlow  niovid  and  Mr.  W^s 
seconded,  an  amendment,  expressing  confidence  in  the  Committee.  Both 
;entlenien  met  with  consUnt  interruption ;  and  the  resolution  was  carried 
jy  an  overwhelming  majority.  ,  ,  ■  j  -  .  j 

At  the  meeting  of  the  Town  Council  on  the  following  day,  an  animated 
discussion  took  place  on  the  report  of  the  Gas  Committee  embodying  the 
above-mentioned  proposals  as  to  the  appointments.  Alderman  Holmes, 
as  Chairman  of  the  Committee,  referred  to  the  resignation,  through  fail¬ 
ing  health,  of  Mr.  J.  Paterson,  and  the  proposal  to  retain  his  services  as 
Consulting  Engineer  at  a  salary  of  £100  per  annum.  He  would  report  at 
least  once  a  mouth  on  the  condition  of  the  works.  They  proposed  to 
appoint  Mr.  William  Spence  Haddock  (who  had  served  his  articles  under 
liir  Paterson),  and  pay  him  a  salary  of  £300  p^er  annum.  Mr.  Platt  pro- 
posed  that  Mr.  Paterson  be  not  appointed  Consulting  Engineer.  Mr. 
Pierpoint  seconded  the  amendment.  Aid.  Webster  seconded  the  motion 
for  the  confirmation  of  the  minutes.  He  said  that  not  a  single  farthing 
was  contributed  to  the  gas-works  by  the  borough,  but,  on  the  contrary, 
the  works  had  contributed  largely  to  the  reduction  of  tt'c  ™te8  The 
expenses  of  the  Gas  Department,  as  to  salaries,  had  been  £1248;  but  the 
proposed  rearrangement  would  result  in  a  saving  of  £2(W  a  year  to  the 
Committee.  As  to  the  price  of  gas,  since  the  works  came  into  the  posses¬ 
sion  of  the  Corporation  there  had  been  two  reductions.  Mr.  Roberts 
denied  that  the  rates  had  been  reduced  out  of  the  profits  of  the  gas-works  ; 
and  he  strongly  condemned  the  principle  of  dual  control.  Mr.  Monks 
supported  the  proposals ;  and  denied  that  there  would  be  Roy,  dual 
control  If  the  Gas  Department  did  not  contribute  to  the  reduction  of 
the  rates  out  of  the  profits,  the  debt  on  the  works  was  reduced  from  that 
source  Alderman  Davies  appealed  to  the  Committee  to  modifjMhe  pro¬ 
posals  by  appointing  Mr.  Paterson  as  Consulting  Engineer  at£lM  for  one 
year  only  Alderman  Harrison  approved  this  suggestion.  The  Com¬ 
mittee  had,  he  said,  taken  credit  for  saving  £200  a  year  by  the  reorganiza 
tion  of  the  Gas  Department ;  and  he  urged  them  to  save  £300  by  abandon¬ 
ing  one  of  their  recommendations.  On  the  amendment  being  put,  it  was 
lost  •  14  votes  being  for,  and  17  against  it.  Alderman  Davies  moved  that 
the  minutes  be  confirmed,  with  the  exception  of  that  relating  to  the 
appointment  of  Mr.  Paterson  as  Consulting  Engineer,  and  that  he  be 
appointed  for  one  year  only.  The  Mayor  (Alderman  Sutton)  sa^  the 
amendment  as  it  stood  could  not  be  legally  carried.  Alderman  Davies 
amended  the  resolution  ;  retaining  the  first  part,  and  concluding  that  the 
Committee  be  recommended  to  submit  an  amended  report  to  restrict  the 
engagement  for  one  year.”  The  amendment  was  carried. 

GALASHIELS  GAS  COMPANY. 

The  Fifty-fourth  Annual  Meeting  of  this  Company  was  held  last  Tues¬ 
day— Mr.  J.  Aird,  Chairman  of  the  Company,  presiding.  The  report  of 
the  Directors  for  the  past  year  stated  that  the  quantity  of  gas  manufac¬ 
tured  was  52,968,3(X)  cubic  feet,  and  that  the  loss  by  leakage  was 
1  916  834  cubic  feet;  being  equal  to  3-61  per  cent.— certainly  a  very  low 
rate.’  In  the  works  and  offices  the  amount  used  was  500,(K)0  cubic  feet ; 
so  that  the  quantity  of  gas  passing  through  the  consumers'  meters  for  the 
year  was  50,551,466  cubic  feet,  as  against  49,259,390  cubic  feet  in  the  year 
1886-7  •  thus  showing  an  increase  for  the  year  of  1,292,676  cubic  feet.  The 
report ’stated  that  the  illuminating  power  of  the  gas  had  been  maintained 
during  that  year  at  the  usual  high  standard  ;  and  also  (as  mentioned  in 
last  week’s  Journal)  that  the  price  of  gas  for  the  year  1888-9  had  beenjre- 
duced  to  28.  lid.  per  1000  cubic  feet.  All  the  works  were  reported  to  be  in 
good  repair.  The  Directors  regretted  fto  have  to  report  the  death  during 
the  year  of  Mr.  W.  Haldane,  who  had  ably  and  efficiently  discharged  the 
duties  of  Secretary  and  Treasurer  for  upwards  of  30  years.  In  his  place 
they  had  appointed  Mr.  J.  Pike.  The  balance-sheet  showed  that  the 
assets  after  making  allowance  of  24  per  cent,  for  depreciation,  rated  the 
value  of  the  works  at  £23,589  2s.  4d. ;  in  addition  to  which  there  was  the 
June  collection,  now  due  with  recoverable  arrears  which  together  amounted 
to  £1950.  There  was  also  in  the  bank  the  sum  of  £2293  28.  lOd. ;  and  the 
stocks  of  various  kinds  brought  up  the  total  amount  to  £28,324  Pis.  lid. 
In  the  shape  of  liabilities,  there  was  the  share  capital  (2100  shares  at  £10 
each)  amounting  to  £21,000;  there  was  also  the  dividend  of  10  per  cent, 
recommended  by  the  Directors  ;  and,  lastly,  a  balance  of  £5244  128.  lid.  to 
be  carried  to  next  aocoiiiit.  The  year’s  profits  amounted  to  £2415  138.  3d.  ; 
and  the  balance  from  last  year’s  account  was  £4908  198.  8d.  The  totel 
income  for  the  past  year  was  set  down  at  £8915  78.  7d.,  and  the  expendi¬ 
ture  amounted  to  £’6499  148.  4d. ;  the  year’s  profite,  as  already  mentioned, 
being  £2415  138-  3d.  The  report  having  been  placed  before  the  meeting, 
Mr  Fairgrieve  moyed  its  adoption.  Provost  Hall  seconded  the  motion, 
and  it  was  carried.  Provost  Hall  and  Messrs.  Fairgrieve,  Sanderson,  and 
James  Dickson  were  appointed  Directors,  in  room  of  those  who  were 
r6tirinc  ftiid  were  ioeliciblo  for  re*election,  to  whoin  the  tb&nks  oi^  toe 
shareholders  were  accorded.  The  thanks  of  the  meeting  were  also  given 
to  Mr.  A  Scott,  the  Manager,  for  the  way  in  which  he  had  conducted  the 
affairs  of  the  Company. 

The  Water  Supply  of  Stainland.— A  Company  is  in  course  of  formation 
to  supply  water  to  Stainland  and  the  district  from  the  Dean  Head  r^r- 
voir  The  reservoir,  which  was  originally  constructed  for  the  supply  of 
water  to  mills  in  the  locality  has  a  caiiacity  of  78  million  gallons.  'The 
Oldham  Corporation  made  overtures  for  the  purchase  of  it  some  time 
ago  ;  but  the  local  opposition  proved  too  strong  for  them  before  the  Par¬ 
liamentary  Committee. 

The  Salford  Corporation  Gab  Undertaking.— At  the  meeting  of  the 
Salford  Town  Council  last  Wednesday,  the  minutes  presented  by  the  Gas 
Committee  sUted  that  the  profits  on  the  gas  unduruking  for  the  .year  end^ 
the  ’Jfith  of  March  last  amounted  to  £'20,894.  In  reply  to  Alderra^  C. 
Mtikinsou  aud  other  uiemberB,  Mr.  H.  L#ord,  Chairman  of  Uie  Gaa  Coro* 
mittee,  said  a  number  of  men  had  been  recently  discharged  frmn  the 
gas-works  ;  but  it  was  not  true,  as  aascrUHl,  that  other  men  had  been 
engaged  to  Uko  their  places.  The  men  had  been  discharged  because 
their  services  were  not  required.  If  the  price  of  gas  was  to  be  reduced,  a 
beginning  must  be  made  somewhere  with  the  work  of  eoonomixing  Mr. 
F.  W.  Itoe-Uyeroft  asked  whether  the  former  Oas  Manager  had  made  any 
restitution  ;  and  if  so,  to  what  amount.  The  Mayor  (Alderman  Dickens) 
replied  that  the  question  was  one  that  could  not  be  rightly  put  to  the 
Council  at  that  moment ;  and  then-foro  he  declined  to  say  anything  on  the 
matter.  Mr.  Rycroft  proceeded  to  put  other  questions  on  the  subject ;  out 
without  effect 
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PLYMOUTH  GAS  COMPANY. 

The  Secret  of  the  Company’s  Success. 

At  the  Annual  General  Meeting  of  this  Company — briefly  noticed  last 
week — the  Chairman  {Mr.  G.  Henderson),  when  moving  the  adoption  of 
the  report,  said  he  had  no  doubt  the  shareholders  would  consider  the 
working  results  of  the  past  year  satisfactory;  leaving  as  they  did  a 
balance  of  ^10,426,  compared  with  4:10,471  the  previous  year— showing  a 
difference  of  only  about  £60.  In  accordance  with  the  hope  lie  expressed  at 
the  previous  meeting,  the  price  of  gas  was  reduced  at  Michaelmas  last  to 
Is.  9d.  per  1000  feet;  and  he  believed  that  he  was  justified  in  saying  that  this 
was  the  lowest  price  charged  by  any  gas  company  in  the  United  Kingdom. 
It  was  possible  that  some  gentleman  present  might  be  disposed  to 
ask  how  it  was  that  they  were  able  to  do  this,  especially  whi-n  their  long 
distance  from  the  coal-pits  was  taken  into  account  ;  for  they  had  to 
obtain  coals  from  Newcastle  or  Glasgow,  and  the  cost  of  freight  during  the 
last  year  amounted  to  no  less  than  £10,000.  The  reason  they  were  able 
to  do  it  was  that  in  the  early  history  of  the  Company  for  many  years, 
instead  of  paying  the  maximum  dividends  of  10  per  cent.,  the  share¬ 
holders  received  6  per  cent.,  and  the  surplus  profits  were  laid  out  in 
extending  and  enlarging  the  works  ;  while  subsequently,  from  to  time 
time,  they  had  appropriated  large  sums  out  of  profits  for  depreciation 
and  the  renewal  of  plant.  They  now  only  required  about  4|d.  per  1000 
cubic  feet  to  pay  their  dividends.  They  had  no  borrowed  capital ;  and 
consequently  had  an  advantage  over  most  other  companies,  which 
required  from  Is.  to  Is.  3d.  per  1000  feet  to  do  the  same  thing.  This 
showed  very  plainly  how  it  was  that  they  were  able  to  supply  gas  at  such 
a  low  price  ;  and,  in  fact,  their  capital  was  the  lowest  of  any  gas  com¬ 
pany  in  the  United  Kingdom.  Their  company  was  started  as  aconsumers’ 
company  ;  and  from  the  formation  up  to  the  present  time,  the  Directors 
had  always  adhered  to  the  policy  of  supplying  gas  at  the  lowest  possible 
rates  consistent  with  being  able  to  pay  their  dividends.  The  reduction 
in  the  price  of  gas  by  Id.  per  1000  feet  was  a  benefit  of  £1236  to  the 
consumers  ;  while  the  additional  quarter  per  cent.,  which  the  shareholders 
were  entitled  to  receive  in  consequence  of  the  reduction,  only  amounted 
to  £118.  The  revenue  account  however,  in  spite  of  the  reduction  in 
price,  showed  that  the  total  amount  received  from  the  sale  of  gas  was 
£43,623,  as  compared  with  £42,606  in  the  preceding  year,  or  an  increase  of 
about  £1000.  Meter-rental  advanced  about  £100.  As  to  residual  products, 
the  sale  of  coke  showed  an  increase  of  £600  or  £700  ;  while  there  was  a  rise 
of  about  £600  in  the  sale  of  sulphate  of  ammonia.  The  entire  receipts  for 
residual  products  were  £13,239,  against  £17,909  in  1886-7.  The  total  re¬ 
ceipts  of  the  year  amounted  to  £60,666,  or  an  advance  of  about  £2500,  not¬ 
withstanding  the  reduction  in  price.  With  increased  revenue  more  coals 
and  more  labour  were  required  in  various  ways  in  the  manufacture  of  gas  ; 
and  the  total  cost  for  coals,  salaries,  wages,  and  machinery  was  £40,553, 
against  £38,953  before.  During  last  year  they  laid  down  three  miles  of 
mains,  extended  mains  into  the  suburbs,  and  took  up  some  old  pipes, 
which  they  replaced  by  larger  ones ;  and  all  this  had  been  paid  out  of 
revenue.  The  total  expenditure  was  £50,239 — an  increase  of  about  £2000. 
The  quantity  of  coal  carbonized  during  the  year  was  nearly  47,000  tons — 
an  average  of  something  like  900  tons  a  week.  The  gas  produced  was 
607  million  cubic  feet,  against  484  millions  in  1886-7.  They  were  about  to 
erect  a  new  retort-house  and  some  additional  coal-stores ;  and  contracts 
having  been  entered  into,  they  hoped  to  get  the  buildings  up  before  the 
end  of  the  year,  and  have  everything  complete  for  the  manufacture  of  gas 
during  next  year.  It  was  well  that  they  should  anticipate  the  require¬ 
ments  of  an  increasing  supply  without  being  too  closely  driven  ;  for  the 
Directors  intended  to  continue  the  policy  which  had  guided  them  from 
the  commencement  of  the  undertaking — viz.,  to  keep  down  the  expendi¬ 
ture,  and  carefully  watch  the  cost  of  production,  so  as  to  be  able  to  con¬ 
tinue  to  supply  gas  at  the  exceedingly  low  price  of  Is.  9d.  per  1000  cubic  feet. 
Perhaps  it  was  rather  premature,  but  they  might  hope  at  some  distant 
period  to  make  a  further  reduction.  As  already  announced,  the  report 
was  adopted ;  and  dividends  at  the  rates  of  12J  and  9i  per  cent,  per  annum 
were  declared. 


Sewage  Pollution  of  the  Thames. — The  Chertsey  Eural  Sanitary 
Authority  were  last  Wednesday,  at  the  Chertsey  Petty  Sessions,  fined  £50 
and  £10  10s.  costs  for  suffering  polluted  matter  to  flow  into  a  tributary  of 
the  Thames  at  Chertsey,  and  £5  in  respect  of  a  similar  offence  committed 
at  Addlestone. 

Another  Way  to  Dispose  of  Gas  Profits.— At  the  last  meeting  fo 
the  Belfast  Town  Council,  on  Alderman  Sir  John  Preston  moving  the 
adoption  of  the  report  of  the  Gas  Committee  (consisting  chiefly  of 
accounts),  Mr.  Finnigan  asked  the  Town  Clerk  whether  a  portion  of 
the  funds  of  the  Committee  could  be  allocated  to  the  furtherance  of  a 
public  duty.  They  were  sorry  that  when  the  Channel  Fleet  were  in  the 
lough  no  entertainment  was  given  by  the  Corporation,  while  another 
body  entertained  the  officers.  He  thought  the  Corporation  should  have 
power  to  allocate  certain  portions  of  the  surplus  gas  funds  for  the  enter¬ 
tainment  of  distinguished  visitors.  The  Town  Clerk  replied  that  there 
was  no  power  to  do  this.  The  Act  enabled  the  surplus  to  be  applied  for 
public  purposes;  but  this  meant  purposes  on  which  the  Corporation  were 
expressly  authorized  by  other  Acts  of  Parliament  to  spend  money.  Mr. 
Finnigan  asked  whether  it  would  do  if  the  Counci  Ipassed  a  resolution 
declaring  any  particular  thing  a  public  purpose.  The  Town  Clerk  said  it 
would  not.  The  Mayor  (Sir  J.  W.  Haslett,  J.P.)  remarked  that  it  was  a 
desperate  thing  to  bring|up  such  a  matter  as  this  on  a  report  of  the  Gas 
Committee. 

The  Gas  Supply  of  Leeds. — In  the  course  of  the  first  of  a  series  of 
articles  in  the  Leeds  Mercury,  entitled  “How  Leeds  is  Lighted,”  the 
following  particulars  are  given  : — “  Leeds  was  first  lighted  with  gas  in 
1819.  Oil  gas  was  used  in  1824 ;  but  this  experiment  proved  a  financial 
failure.  Eight  on  through  the  years  the  production  of  gas  in  the  borough 
grew  apace  until,  in  1870,  the  quantity  made  for  the  year  amounted  to 
850  million  cubic  feet.  For  the  year  ending  June,  1879,  gas  manufacture 
rose  to  a  total  of  1250  million  cubic  feet,  which  shows  an  enormous 
advance  on  the  production  achieved  in  previous  years.  The  price  charged 
for  gas  in  the  borough  from  1870  to  1874  was  3s.  6d.  per  1000  cubic  feet ; 
in  1875-6  a  charge  of  3s.  9d.  per  1000  feet  was  made;  in  1877  there  was 
a  decline  in  the  price  amounting  to  3d.  per  1000  feet;  in  1880,  2a.  2d.  per 
1000  feet  was  the  price,  but  a  discount  of  2J  per  cent,  was  allowed, 
and  at  the  present  time  the  price  is  Is.  lOd.  At  the  date  last  mentioned 
there  were  three  gas-works  in  operation  within  the  borough,  and  1552 
retorts  in  use.  During  this  year  350  retorts  have  been  added  to  the  New 
Wortley  works ;  making  a  total  for  Wortley  alone  of  780  retorts.  The 
maximum  daily  production  in  1880  was  reached  on  Jan.  7  of  that  year, 
when  6,200,000  cubic  feet  were  produced ;  and  on  the  same  day  7,564,000 
cubic  feet  were  sent  out.  During  the  comparatively  short  space  of  seven 
years,  the  production  has  been  nearly  doubled.  In  1880  the  length  of 
mains  in  the  district  served  by  the  system  was  upwards  of  500  miles  ;  the 
district  embracing  an  area  of  35  square  miles.  To-day  there  are  calcu¬ 
lated  to  be  within  the  municipal  and  parliamentary  boundaries  687  miles 
of  piping  in  an  area  of  47  square  miles.” 


NOTES  FEOM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  settlement  of  the  main  questions  connected  with  the  Edinburgh  and 
Leith  gas  transfer  has  given  the  utmost  satisfaction  to  the  citizens — a 
circumstance  which  there  is  the  more  pleasure  in  recording  because 
of  the  fear  in  some  minds  that  the  opposition  would  seize  upon  the 
moment  of  the  completion  of  the  agreement  to  try  and  inflame  the 
public  mind.  The  fear  was  all  along  groundless,  unless  upon  the  assump- 
tiom  that  a  ridiculously  bad  bargain  was  to  be  made,  which  was  not  to  be 
expected,  and  which,  it  is  almost  needless  to  say,  has  not  resulted,  but  the 
very  opposite.  The  measure  came  before  the  House  of  Commons  Com¬ 
mittee  last  Thursday,  and  was  passed  on  by  them  to  the  Committee  on 
Unopposed  Bills.  All  parties  may  now  be  congratulated  on  the  happy 
termination  of  a  most  delicate  piece  of  work. 

The  agitation  in  Aberdeen  over  the  alleged  increase  of  charges  for  gas 
in  the  face  of  reduced  rates  came  to  a  head  on  Monday,  when  a  deputa¬ 
tion  representing  the  dissatisfied  consumers,  attended  the  meeting  of  the 
Town  Council,  and  laid  their  grievances  before  that  body.  They  acted 
with  great  discretion;  avoiding  the  wild  and  random  statements  which  have 
been  rife  of  late,  and  eschewing  the  desire  to  lay  any  blame  whatever  on 
the  Gas  Committee.  They  asked  for  an  inquiry  by  experts  into  the  matter 
complained  of,  with  a  view  to  re-establishing  public  confidence  in  the 
management  of  gas-works.  Several  instances  were  given  by  speakers  of 
increases  of  gas  bills.  Mr.  Collie,  the  Convener  of  the  Gas  Committee, 
put  several  questions  to  the  deputation,  with  reference  to  the  number  of 
consumers  who  had  complained,  out  of  about  26,000  in  the  city  ;  but  his 
questions  were  ruled  by  the  Lord  Provost  as  impossible  to  answer.  Mr. 
Collie  pointed  out  that  of  16  gentlemen  who  were  appointed  a  Committee 
to  select  the  deputation,  nine  had  had  their  bills  reduced.  Mr.  Cook 
requested  the  deputation  to  furnish  them  with  data  upon  which  to  pro¬ 
ceed  in  making  their  inquiry,  because,  he  said,  the  position  of  the  deputa¬ 
tion  was  not  borne  out  by  the  books  in  the  gas  office.  The  Lord  Provost 
suggested  several  reasons  for  the  increased  consumption,  among 
which  were  enlarged  mains,  badly  regulated  meters,  and  inferior 
burners.  The  subject  was  sent  to  the  Gas  Committee,  who  met 
yesterday  to  consider  it.  A  statement  was  submitted,  showing  that 
the  income  derived  from  the  consumption  of  gas  during  last  year  ex¬ 
ceeded  by  £600  the  amount  received  the  previous  year;  being  about 
6d.  per  head  increase  on  24,500  consumers.  It  was  also  stated  that 
during  the  year  470  new  meters  and  70  street  lamps  had  been  added  to 
the  number  already  in  use.  The  question  of  employing  an  expert  was  con¬ 
sidered;  and,  after  discussion,  it  was  resolved  to  engage  Dr.  W.  Wallace, 
of  Glasgow.  Dr.  Wallace  will  have  submitted  to  him  a  statement  of  the 
quantities  and  the  qualities  of  the  coal  purchased  during  the  last  two 
years,  together  with  a  table  showing  the  quantity  of  gas  produced  from 
the  coal.  Mr.  Cran,  the  City  Chamberlain,  aud  Mr.  A.  Smith,  the  Gas 
Manager,  were  instructed  to  examine  the  books,  and  to  prepare  a  state¬ 
ment  setting  forth  the  amount  of  the  gas  accounts  for  the  last  and  the 
preceding  two  half  years.  The  table  will  be  prepared  as  applicable  to  the 
householders  in  three  streets  in  different  parts  of  the  city.  It  is  to  be 
hoped  that  these  measures  will  succeed  in  allaying  the  present  agitation. 

An  abstract  of  the  accounts  of  the  Arbroath  Gas  Corporation  for  the 
year  ending  May  31  has  been  prepared,  and  will  be  submitted  to  an  early 
meeting  of  the  Board.  It  appears  from  it  that  the  revenue  from  gas 
during  the  year  was  £8341  16s.  2d. ;  from  gas-meters,  £281  6s.  lOd. ;  tar, 
£362  2s.  9d. ;  cinders,  £49  9s.  3d. — making  together  £9034.  Except  on 
meters  there  was  an  increase  on  all  these  items.  On  the  year’s  working 
there  is  a  balance  or  surplus  of  £180  2s.  2d.,  as  against  a  surplus  of 
£41  18s.  6d.  last  year.  The  estimated  surplus  was  £127.  The  price  of  gas 
during  the  year  was  at  the  rate  of  4s.  3d.  per  1000  feet;  and  as  there  was 
no  rebate,  this  was  practically  an  increase  of  IJd  per  1000  cubic  feet  as 
compared  with  the  previous  year. 

The  Anstruther  Gas  Company  have  declared  a  dividend  at  the  rate  of 
8  per  cent,  (which  is  J  per  cent,  higher  than  the  dividend  of  last  year), 
and  have  been  able  to  reduce  the  price  of  gas  from  4a.  7d.  to  4s.  2d.  per 
1000  feet.  A  year  ago  the  Company  reduced  the  price  from  5s.  to  4a.  2a. 

At  the  annual  meeting  of  the  Alythi  Gas  Company  on  Monday,  the 
Directors  reported  that  the  concern  had  been  more  prosperous  than 
during  the  preceding  year.  A  dividend  at  the  rate  of  7  per  cent,  was 
declared ;  and  the  price  of  gas  was  reduced  from  6s.  3d.  to  5s.  lOd.  per 
1000  cubic  feet. 

The  Brechin  Gas  Company  have  this  year  declared  the  usual  dividend  of 
£1  16s.  per  £10  share — equal  to  17J  per  cent.  The  Crieff  Gas  Company 
has  paid  a  dividend  at  the  rate  of  5  per  cent.,  aud  a  bonus  of  2i  per  cent. 
The  Wemyss  Gas  Company  has  declared  a  dividend  at  the  rate  of  6  per 
per  cent. ;  aud  the  Bittenweem  Gas  Company  has  paid  a  dividend  at  the 
rate  of  8  per  cent. 

The  Dundee  Water  Commissioners,  at  their  meeting  on  Thuasday, 
adopted  the  annual  accounts  (which  I  briefly  noticed  in  my  “Notes”  in 
the  Journal  for  the  19th  ult.),  and  1  resolved  to  reduce  the  domestic  water- 
rate  from  Is.  3d.  to  Is.  2d.  in  the  pound.  The  public  rate  was.flxed  at  Id. 
in  the  pound. 

At  a  special  meeting  of  the  Edinburgh  and  District  Water  Trust  on 
Monday,  Mr.  W.  Boyd,  W.S.,  was  elected  Clerk  to  the  Trust,  in  room  of 
the  Hon.  J.  W.  Moncrieff,  who  resigned  a  short  time  since.  Mr.  Boyd  is 
the  son  of  the  City  Treasurer,  who  is  also  a  Trustee. 

There  was  great  rejoicing  at  Falkirk  on  Monday  afternoon,  when  it  was 
known  that  the  Falkirk  and  Larbert  Water  Bill  had  passed  the  House 
of  Commons  Committee.  The  chief  opposition  to  the  measure  was  from 
the  Carron  Iron  Company.  The  Committee,  without  calling  upon  Counsel 
for  the  promoters  to  reply  to  the  arguments  on  behalf  of  the  Carron 
Company,  rejected  their  claim.  The  imaximum  rate  for  trade  purposes 
was  fixed  at  4Jd.  per  1000  gallons.  Owing  to  the  heavy  costs  of  pro¬ 
moting  the  Bill,  the  water-rate  is  likely  to  be  pretty  high. 


(from  OUB  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

At  the  ordinary  monthly  meeting  of  the  Glasgow  Corporation  Gas  Com¬ 
missioners  on  Thursday,  the  question  of  using  mineral  oil  as  the  source  of 
gas  was  again  introduced  by  Mr.  M'Kellar,  who  suggested  that,  in  con¬ 
nection  with  the  extension  of  the  Tradeston  Gas-Works,  provision  might 
be  made  for  testing  oil  gas,  and  trying  what  could  be  done  with  it.  It  was 
to  be  seen  burning,  he  said,  in  the  Exhibition  ;  aud  the  contrast  between 
it  and  the  gas  manufactured  from  coal  was  so  striking  that  everyone  must 
be  satisfied  that  there  was  a  difference  which  was  very  much  in  favour  of 
the  oil  gas.  The  Lord  Provost  remarked  that  when  the  matter  was  last 
before  the  Council,  Mr.  Ure,  the  Convener  of  the  Gas  Committee,  stated 
that  he  was  quite  willing  to  receive  any  further  information  in  regard  to 
the  question.  Mr.  Ure  observed  that  since  the  time  alluded  to  by  his 
Lordship,  he  had  had  a  visit  from  the  gentleman  who  had  been  promoting 
the  oil  question  ;  but,  so  far  as  he  could  learn,  he  did  not  appear  to  have 
arrived  at  a  practical  point  on  the  subject.  Hitherto  all  their  experiments 
were  with  refined  oil,  which  they  found  too  dear,  but  he  had  been  informed 
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that  petroleum,  or  unrefined  oil,  might  be  ueed. 

referred  to  was  asked,  about  six  weeks  ago,  to  bring  the  question  before 
Mr.  Foulis ;  but,  he  had  not  done  so.  Thev  were  quite  willing  to  test  this 
unrefined  oil,  as  their  minds  were  perfectly  open  on  the  question.  The 
Gas  Committee  were  to  a  very  large  extent  guided,  and  properly  so,  by 
the  advice  of  their  Engineer,  Mr.  Foulis,  who  was  willing  to  make  any 

^^^-hl^nnual  meeting  of  the  Ayr  Gas  Company  was  held  on  Wednesday. 

In  the  report  submitted  by  the  iDirectors,  it  was  stated  t>>“t  ‘lu>’ing  the  past 
year  there  had  been  a  slight  rise  in  the  price  of  coal,  and  that  the  average 
illuminating  power  of  the  gas  supplied  to  the  consumers  had  been  27  1 
candles.  A  cUvideud  at  the  rate  of  5  per  cent,  was  declared. 

The  annual  meeUng  of  the  Saltcoats  Gas  Company  was  held  on  Wed¬ 
nesday.  The  revenue  amounted  during  the  past  year  to  A15o3,  and  the 
e.xpenditure  to  £1162.  It  was  agreed  to  reduce  the  price  of  gas  from 
48.  2d.  to  38.  11 4d.  per  1000  cubic  feet. 

The  Kilwinning  Gaslight  Company  held  their  annual  meeting  on 
Tuesday.  The  accounts  submittea  showed  that  profits  had  been  made 
during  the  past  year  to  warrant  a  dividend  of  Ss.  per  share.  In  sub¬ 
mitting  the  Directors'  report,  the  Chairman  made  an  interesting  statement. 
The  occasion,  he  said,  was  the  last  meeting  of  the  shareholders  of  the 
Company,  which  was  formed  in  the  year  1836—62  years  ago.  All  honour 
was  due  to  those  men  who  had  the  courage  to  undertake  the  work  of 
supplying  the  town  with  the  new  light.  Some  persons  invested  freely, 
though  with  some  doubts  as  to  the  scheme  ever  being  likely  to  pay.  1  m 
gas  was  distributed  in  the  autumn  of  1837,  and  was  sold  at  lOs.  per  1000 
cubic  feet.  Of  the  original  shareholders,  there  were  only  two  now  bolding 
stock.  By  the  year  1862,  the  number  of  shareholders  had  diminished 
from  81  to  68  ;  and  the  dividend  paid  about  that  time  was  10s.  per  share 
of  £6,  although  transfers  occasionally  took  place  at  £6  10s.  per  share. 
The  price  was  reduced  to  68.  3d.  per  1000  cubic  feet  in  1875,  and  the  con¬ 
sumption  of  gas  increased.  In  1882  the  price  was  reduced  to  38.  4d.  per 
1000  cubic  feet ;  and  the  demand  increased  so  much  that  in  1^5  it  was 
necessary  to  lay  larger  pipes  in  part  of  the  town,  and  erect  another  holder. 
Owing  to  these  and  other  circumstances,  it  was  found  to  be  necessary  to 
raise  the  price  of  gas  to  48.  2d.  per  1000  cubic  feet,  but  the  consumption 
coDtinuod  to  iucreas©.  Ho  hoped  that  the  new  shares  would  be  mostly 
taken  up  by  the  consumers,  and  thus  keep  them  in  the  hands  of  those 
who  were  interested  in  supplying  themselves  with  cheap  gas.  On  the 
motion  of  Mr.  Macrorie  it  was  agreed  to  record  a  vote  of  thanks  to  Mr. 
Hugh  King  who  had  acted  as  Secretary  of  the  Company  since  its  founds- 
tion  in  1836  until  his  recent  retirement  from  active  life,  and  for  his  energy 
and  devotion  to  the  Company's  interests.  A  vote  of  thanks  was  also 
passed  to  Mr.  Fulton  for  the  able  and  intelligent  manner  in  which  he  had 
fulfilled  the  duties  of  Chairman  during  the  last  eight  years. 

It  is  likely  that  the  price  of  gas  in  Kilmarnock  for  the  year  1888-9  will 
be  reduced  from  Ss.  lljd.  to  38. 64d.  per  1000  cubic  feet. 

On  Thursday,  the  annual  meeting  of  the  Blantyre  Gas  Company  was 
held,  when  a  dividend  of  74  per  cent,  was  declared,  and  the  price  of  gas 
was  reduced  from  48.  to  Ss.  9d.  per  1000  cubic  feet. 

The  Partick,  Hillhead,  and  Maryhill  Gas  Company's  shares  were  dis¬ 
posed  of  last  Tuesday  at  788.,  78a.  6d.,  and  808.  per  share.  It  may  here  be 
mentioned  that,  during  the  year  ending  June  30,  this  Company’s  make  of 
gas  was  increased  to  the  extent  of  about  27,000,000  cubic  feet. 

The  Glasgow  pig  iron  market  has  been  quiet  but  steady  during  the 
week  ;  andScotcn  warrants  have  fluctuated  between  388.  IJd.  per  ton  cash, 
paid  on  Monday,  and  378.  94d.  yesterday.  There  is  still  a  great  absence 
of  animation  in  the  various  centres  of  the  iron  trade.  The  stock  of 
Scotch  pig  iron  in  the  public  warrant  stores  has  now  considerably 
exceeded  a  million  tons. 

Business  is  still  good  in  the  coal  trade,  more  particularly  ss  regards 
shipping  sorts.  There  are  somewhat  active  inquiries  with  firm  quotations 
for  main  coal  at  68.  6d.  per  ton  f.o.b.  at  Glasgow  Harbour.  Steam  coal  is 
in  active  demand. 

The  market  for  sulphate  of  ammonia  was  reported  quiet  yesterday  at 
£11  6e.  to  £11  78.  6d,  per  ton. 

Proposed  Electric  Liohtino  of  Southampton.—"  There  is  consider¬ 
able  prospect,"  says  the  Ilampthire  Independent,  “  that  in  the  very  near 
future  the  electric  light  will  be  permanently  introduced  into  Sontliamp- 
ton,  and  adopted  by  many  of  the  large  tradesmen.  Negotiations  are  in 
progress  for  fitting  up  installations;  and  the  project  has  been  taken  up 
with  considerable  favour  in  certain  quarters.  We  do  not,  however,  anti¬ 
cipate  that  shareholders  in  the  Gas  Company  need  trouble  much  over  the 
possibility  of  the  value  of  their  property  being  depreciated.  The  battle 
between  electricity  and  gas  is  one  of  long  standing,  and  the  gas  com¬ 
panies  hitherto  have  been  well  able  to  hold  their  own,  as  electric  light 
shareholders  have  found  out  to  their  cost.  Whatever  demand  there  may 
be  in  Southampton  for  what  some  persons  term  the  ‘  new  light,’  gas  will 
be  required  as  much  as  or  more  than  ever;  but  as  competition  will  be 
induced,  the  public  will  be  sure  to  derive  some^ort  of  benefit.” 

Gas  V.  Oil  for  Public  Liohtino  at  Bromley.— At  the  meeting  of  the 
Bromley  Local  Board  last  Tuesday,  the  Chairman  said  it  would  be  remem¬ 
bered  that  when  they  negotiated  with  the  Bromley  Gas  Company,  they 
acceded  to  the  proposal  to  continue  the  lighting,  but  at  the  same  time 
agreed  to  inquire  into  the  system  of  oil  lighting.  It  seemed  to  him  that 
he  had  only  obtained  a  fictitious  advantage  from  the  Company,  for  while 
they  wore  paying  a  lower  price,  they  were  receiving  less  benefit,  as  the 
Company  extinguished  the  lamps  at  an  earlier  hour  than  before.  He  pro¬ 
posed  that  they  should  select  a  part  of  their  district,  |at  present  not 
lighted,  and  put  up  as  many  oil-lamps  as  could  bo  effioientjy  attended  to 
by  one  man.  They  could  then  form  a  judgment  whether  oil  lighting  was 
suitable  or  not.  ’The  motion  was  carried  unanimously.  The  Clerk  stated 
that  the  Chairman  of  the  Company  had  assured  him  that  neither  he  nor 
the  Directors  had  ordered  the  lights  to  be  extinguished  before  daybreak. 

A  Drainage  Scheme  for  Cork. — The  Corporation  of  Cork  have  just 
had  under  consideration  an  important  proposal  for  the  efficient  main 
drainage  of  the  city.  An  elaborate  report  has  been  laid  before  the  mem¬ 
bers  of  the  Town  Council  by  their  Engineer  (Mr.  M.  J.  M'Mullen),  who 
proposes  to  entirely  change  the  drainage  of  the  city  at  a  cost  of  £91,708. 
He  intends  to  remedy  the  defects  of  the  water-carriage  system  of  sewer¬ 
age  at  present  existing  by  making  throngh  the  city  17  sewers,  the 
dimensions  varying  from  12  inches  to  2  ft.  6  in.  in  diameter ;  two  reser¬ 
voirs  300  feet  in  length  and  60  feet  in  breadth  ;  and  pumping  works 
adjacent  to  the  reservoirs,  consisting  of  two  engines  of  fiO-horse  power 
each,  so  as  to  pump  the  sewage  throngh  the  mains  to  a  sewage  farm  of 
300  acres.  It  is  anticipated  that  the  annual  expense  of  the  new  soheine 
would  be  about  £8(X) ;  while  the  average  cost  of  cleansing  and  maintain¬ 
ing  the  existing  sewers  is  something  like  £2700.  This  saving  of  neai^ 
£2000  per  annum  would  represent  a  capitalized  sum  of  about  £40,000. 
The  profits  derivable  from  the  sewage  farm  would  be  £600  per  annum,  or 
a  capitalized  sum  of  £12,000.  Therefore,  in  order  to  gain  a  prowr  idea  of 
the  actual  cost  of  the  scheme,  these  sums  of  £40,(X)0  and  £12,000  should 
be  deducted  from  the  estimate. 


CURRENT  SALES  OF  GAS  PRODUCTS. 

Liverpool,  Juitj  7, 

Sulphate  of  Ammonia —The  continued  absence  of  ContinenUl  orders, 
the  reduction  in  Beckton  quotations,  and  the  operations  of  speculators,  are 
beginning  to  tell  upon  'he  market;  and  although  there  is  not  a  single  cir¬ 
cumstance  apparent  to  warrant  a  lasting  depression,  it  must  be  ex|.^ted 
that  values  will  suffer  whilst  these  conditions  supervene.  The  question  ol 
the  hour  seems  to  be,  “Can  consumers  postpone  their  purchases  much 
longer?"  and  it  appears  very  doubtful  whether  they  can.  German  buyers 
scan  our  markets  eagerly,  and  they  will  have  to  disclose  their  position 
before  the  end  of  the  month  ;  while  France  is  likely  to  be  a  much  larger 
consumer  than  last  year,  judging  from  the  requirements  of  the  various 
“  Syndicates,”  through  whom  the  French  farmers  are  supplied.  One  ol 
the  largest  invites  tenders  for  186  tons  of  sulphate,  but  only  30  tons  of 
nitrate  ;  and  it  has  evidently  once  more  been  found  that  for  manuring  late 
in  the  year,  sulphate  far  surpasses  nitrate  in  results.  There  is  only  a 
moderate  quantity  offering  ;  and  the  probable  consequences  of  any  arge 
orders  can  therefore  easily  be  conceived.  The  market  closes  steadily  at 
£11  lOs.  to  £11  78.  6d.,  f.o.b.  Hull;  £11  8s.  9d.  f.o.b.  Leith  and  Liverpool. 

London,  July  7. 

Tar  Products.— Vilch  continues  buoyant.  Whether  this  arises  from 
the  impossibility  of  shipping  it  during  the  warm  weather,  and  the  short¬ 
ness  of  stocks  at  the  fuel  works  abroad,  or  else  to  an  increwed  demand  for 
he  article,  it  will  be  impossible  to  decide  before  the  shipning  season  again 
commences.  Distillers  are  remarkably  short  of  all  kinds  of  stocks,  and 
are  almost  indifferent  to  the  market  values  of  any  of  the  articles  which, 
with  the  exception  of  pitch  and  anthracene,  continue  prostrate.  It  is 
stated  that  some  of  the  buyersof  high-priced  tar  are  beginning  to  rue  their 
bargain  ;  as  well  they  may,  if  present  prices  of  products  ^ntinue.  1  rices . 
Tar  158.  to  208.  Benzol,  90  per  cent.,  28.  6d.  per  gallon  ;  50  per  cent  , 
28.  per  gallon.  Toluol,  Is.  4d.  per  gallon.  Solvent  naphtha.  Is  IJd. 
per  gallon.  Crude  naphtha,  30  per  cent.,  Hd.  per  gallon.  Light  oil, 
^id.  %r  gallon.  Creosote,  IJd.  per  gallon.  Pitch,  Ids.  to  16s.  per  ton. 
Carbolic  acid  (crude),  38.  6d.  per  gallon.  Cresylic  acid,  lOd  per  gallon. 
Tar  salts,  158.  per  ton.  Anthracene,  30  per  cent.,  A  quality,  Is.  4<i.  per 
unit;  "B"  quality.  Is. 

Ammonia  Products.— k  good  deal  is  being  made  of  the  reduced  quanti¬ 
ties  of  sulphate  shipped  to  France  this  season,  which  it  is  stated  only 
amount  to  one-half  of  last  year's  shipments  to  that  country.  If  the  renort 
which  comes  from  a  good  authority  is  correct,  that  nitrate  of  soda  (which 
has  been  used  in  lieu  of  sulphate  of  ammonia)  is  giving  unsatisfac¬ 
tory  results  so  far,  next  year  should  bring  a  largo  demand  for  sulphate 
lor  France.  Makers  have  no  anxiety  at  the  moment,  as  stocks  are  low,  and 
new  outlets  are  continually  opening  up.  Prices  :  Sulphate  of  aminonia, 
£11  128.  6d.  to  £11  158.  per  ton,  less  discount.  Gas  liquor  (o°  Twaddel), 
88.  per  ton,  with  a  rise  or  fall  ol  Is.  6d.  per  degree.  Liquor  ammonia,  2d. 
per  lb.  Carbonate  of  ammonia,  3id.  per  lb.  Muriate  of  ammonia,  brown, 
£18  per  ton ;  white,  £28.  Sal  ammoniac,  £30  per  ton. 

(From  the  C/ieniicaf  Trade /oiirnaf,  July  7.] 

Sulphate  of  Ammonia.— The  market  is  very  dull ;  there  being  no  inqui¬ 
ries  from  the  Continent,  so  that  it  would  be  folly  to  name  a  price  as  repre¬ 
senting  the  market  value.  No  one  would  sell  under  the  present  circum¬ 
stances  unless  forced  to  do  so,  as  every  parcel  bought  by  the  speculators 
at  the  present  moment  means  so  much  weakness  added  to  a  future  mar¬ 
ket.  The  present  price  is  £11  lOs.  to  £11  128.  bd.  at  all  ports.  Portunately 
there  is  not  much  offering,  and  stocks  are  small  all  over  the  country. 

Tar  Products.— The  market  for  all  tar  products  still  remains  quiet. 
Benzol  remains  much  the  same  as  in  our  last  report,  in  spite  of  those  who 
endeavour  to  depress  it  in  order  to  cover  sales  on  aniline  already  sold,  and 
those  who  wish^  us  to  call  it  28.  7d.  for  ffO's  and  28.  3d.  for  50  90  8.  We 
think  however,  it  is  a  little  firmer,  though  why  it  should  bo  so  we  can¬ 
not  tell,  as  Continental  consumers  are  not  buying.  Solvent  naphtha  is  in 
good  demand  at  Is.  OJd.  to  Is.  lid.;  and  a  new  quality  is  being  offered, 
made  from  coke-oven  oil,  at  lOd.  Anthracene  still  remains  at  Is.  Id.  for 
“B”  quality  and  Is.  44d.  for  “  A”  ;  while  pitch  is  said  to  be  firmer.  Wo 
cannot  see  any  very  bright  future  for  the  pitch  market,  as  heavy  stocks 
are  in  the  users’  hands,  and  the  patent-fuel  market  is  not  oyer  brisk.  The 
Salford  tar  has  just  been  let  to  Mr.  Hamor  Lockwood,  of  Bradford  and 
Miles  Platting,  and  amounts  to  over  6(X)3  tons  annually. 

Reductions  in  Price.- The  Bury  Corporation  have  decided  to  reduce 
the  price  of  gas  to  all  consumers  |in  the  borough  to  28.  per  1(^  cubic 

feet  net. - At  the  meeting  lof  Hereford  rouui  Coi/«cit:laet  Tuesday, 

it  was  decided,  on  the  recommendation  of  the  Gas  Committ^,  to  jeduM 
the  price  of  gas  3d.  per  1000  cubic  feet ;  making  the  present  charge  3s.  bd., 
with  a  discount  of  3d.  per  1000  feet. 

Gas  Exhibition  at  Horncastle. — An  exhibition  of  gas  cooking  and 
beating  apparatus  was  held  at  Horncastle  in  the  last  week  in  June;  closing 
on  the  29th.  The  cookery  lectures  by  Miss  Young  were  very  well  attended. 
The  Chairman  of  the  Local  Board,  in  moving  a  vote  of  thanks  to  the  lady, 
said  the  exhibition  had  been  a  decided  success.  The  Hoard  h^  received 
several  orders  for  stoves,  &o. ;  and  he  hoped  the  consumption  of  ps  would 
be  so  much  increased  as  to  enable  them  to  reduce  the  price  of  gas  u®*!' 
3"ear.  The  price  was  now  only  3b.  2d.  per  1000  cubic  feet ;  and  ho  hoped  it 
might  be  less. 

The  Rotheiuiam  Corporation  Gab  Undertaking.— At  the  meeting  of 
the  Rotherham  Town  Council  last  Wednesday,  the  repiumendations  of 
the  Gas  Committee  to  accept  tenders  for  the  coal  supply  for  the  ensuing 
year  led  to  a  long  and  acrimonious  discussion,  which  ended  in  the  adop¬ 
tion  of  a  motion  that  the  1000  tons  recommended  to  bo  purchased  from 
Earl  P'itzwilliam  should  bo  obuinod  from  Messrs.  John  B™"'* 
and  Co.,  and  that  the  1000  tons  rooommendod  to  bo  nurchas^  from 
the  Greasbro’  Coal  Company,  and  the  1000  tons  from  Messrs,  ^ewl.m, 
Chambers,  and  Co.;  should  not  be  purchased  until  after  the  same  Com- 
mitteo  had  tested  the  gas-producing  powers  thereof.  In  the  diMmssion, 
Mr.  A.  P.  Hirst  accused  Alderman  Gummer  of  inBinuating  that  tne 
members  of  the  council  had  a  little  oommission  out  of  the  oontracte. 
Alderman  Gummer  said  there  was  no  doubt  about  it.  Later  on  in 
the  discussion.  Alderman  Newsum  protested  against  the  ^w®r  which 
had  been  exercised  by  the  Chairman  and  Vice-Chairman  of  the  Gas  Com- 
mittee  in  testing  the  coal  from  Karl  Fitzwilliam's  oollierj-,  and  Durch«ing 
coal  for  this  purpose  without  first  obUiiiing  the  consent  of  the  Committee. 
With  reference  to  a  proposal  to  call  in  the  services  of  Mr.  Georp  Liyrsey 
to  give  the  Gas  ComiDitt«>o  his  opinion  as  to  having  inoiyaaed  purifying 
power  at  the  gas-works,  Mr.  Cox  opposed,  and  moved  that  the  reooronieiida^ 
tion  be  rejected.  Ho  said  he  regarded  it  as  the  thin  end  of  Uie 
eugagiug  the  services  of  a  Consulting  Engin^r  ^)crmallelltly.  Mr.  C^x  s 
motion  was  seconded,  but  only  throe  voted  for  it ;  and  it  was  nega  i 
by  a  large  majority. 
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The  Water  Supply  of  Bilston. — Last  Thursday,  a  Committee  of  the 
House  of  Commons  were  engaged  in  considering  an  application  by  the 
Wolverhampton  Corporation  for  a  Provisional  Order  to  alter  the  Wolver¬ 
hampton  Improvement  Act,  1869,  by  allowing  the  Corporation  to  create  a 
reserve  fund  of  £10,000  in  regard  to  the  water  undertaking,  and  to  carry 
any  balance  of  such  revenue  remaining  in  any  year,  and  exceeding  £500, 
to  the  improvement  fund,  or  to  use  such  balance  in  reducing  the  price  of 
water  to  the  consumers.  The  Bilston  Commissioners,  who  are  supplied 
with  water  by  the  Corporation  at  the  rate  of  5d.  per  1000  gallons,  petitioned 
against  the  Order,  on  the  ground  that  they,  as  consumers  of  water  supplied 
by  the  Corporation,  ought  not  to  be  placed  in  the  position  of  consumers  in 
the  case  of  a  company  trading  for  profit,  but  that  in  any  event  surplus 
revenue  should  be  applied  for  the  benefit  of  all  the  consumers  alike, 
including  Bilston.  It  was  argued  for  the  Corporation  that  Bilston  could 
not  complain  of  the  Order,  because  they  were  bound  by  an  agreement  to  a 
price  fixed  by  an  Arbitrator  for  21  years.  The  Counsel  for  the  Commis¬ 
sioners  (Mr.  Littler,  Q.C.)  attempted  to  raise  the  whole  question  of  the 
water  supply  of  Bilston;  but  this  was  objected  to  by  the  Corporation’s 
representative  (Mr.  Balfour  Browne,  Q.C.).  The  Committee  decided  that 
they  could  not  disturb  the  existing  agreement;  whereupon  the  Commis¬ 
sioners  withdrew,  and  the  Committee  agreed  to  confirm  the  Order. 

The  Additional  Water  Supply  for  Skipton. — At  a  recent  meeting  of 
the  Skipton  Local  Board,  a  report  was  read  from  Mr.  Hill,  C.E.,  who 
had  been  engaged  by  the  Board  to  investigate  the  various  sources  of  water 
supply  in  the  neighbourhood.  It  deals  with  three  alternative  schemes — viz., 
Cawder,  Potter’s  Gill,  and  High  Skibeden.  The  one  which  would  bring 
the  water  from  Cawder  into  the  existing  reservoir  by  a  pipe-line  is  esti¬ 
mated  to  cost  about  £5700 ;  and  the  Potter’s  Gill  scheme,  which  would 
also  bring  the  water  from  this  source  to  the  present  reservoir  in  a  similar 
manner,  is  estimated  to  cost  about  £5000  ;  whilst  the  additional  supply  of 
water  from  either  of  these  schemes  has  been  calculated,  at  the  recent  rate 
of  increase,  to  serve  the  needs  of  Skipton  until  it  has  a  population  of  about 
15,000,  some  ten  years  hence.  It  is  pointed  out,  however,  that  not  one  of  these 
schemes  would  give  an  increased  pressure  to  the  existing  water  service,  of  the 
town  which  is  so  much  needed  at  the  highest  points  to  which  the  pipes 
are  laid.  The  Skibeden  scheme  is  the  one  most  highly  recommended,  because 
it  is  said  to  be  capable  of  meeting  all  the  needs  of  the  town  for  the  next 
25  years.  The  scheme  includes  the  construction  of  a  reservoir  at  Higher 
Skibeden,  which  would  cost  about  £12,000.  This  scheme  would  not  only 
furnish  a  good  supply  of  water,  but  there  would  be  (in  the  opinion  of  the 
most  competent  authorities)  sufficient  pressure  to  meet  all  the  require¬ 
ments  of  the  town  for  many  years. 

S.ALES  OF  Shares. — Some  miscellaneous  shares  in  various  Companies 
were  sold  by  auction,  by  Mr.  Alfred  Richards,  at  the  Mart,  Tokenhouse 
Yard,  last  Tuesday.  In  all  cases,  the  purchasers  took  the  dividends 
accruing  as  from  Jan.  1  last.  The  first  five  lots  sold  comprised  in  all  44 
original  £10  fully-paid  shares  in  the  Brentwood  Gas  Company,  earning 
dividends  of  10  per  cent. ;  the  price  realized  being  £20  10s.  per  share. 
Four  £25  additional  shares  (fully  paid)  in  the  Chelmsford  Gas  Company, 
producing  dividends  of  7  per  cent.,  fetched  £38  per  share.  An  average 

rice  of  £11  per  share  was  paid  for  30  £5  fully-paid  “A  ”  shares,  paying  a 

ividend  of  10  per  cent.,  in  the  Bomford  Gas  Company.  A  parcel  of  10 
£10  fully-paid  ordinary  shares  in  the  Harrow  District  Gas  Company  (the 
last  dividend  on  which  was  at  the  rate  of  7i  per  cent.)  sold  for  £15  15s.  per 
share.  27  £10  original  fully-paid  shares  in  the  Carshalton  Gas  Company 
(on  which  a  dividend  of  8  per  cent,  was  last  paid)  produced  £18  5s.  per 
share  ;  and  27  similar  shares,  on  which  £2  only  have  been  paid,  sold  at  £6 
per  share.  Three  lots  consisting  each  of  10  £10  “  A  ”  fully-paid  shares  in 
the  Grays  Gas  Company,  bearing  dividends  of  7  per  cent.,  sold  at  £16  10s. 
per  share ;  and  the  same  number  of  £10  “  B  ”  shares  in  the  Company, 
earning  dividends  of  £4  183.  per  cent.,  sold  at  £12  a  share.  £9  per  share 
was  paid  for  97  £5  fully-paid  original  shares  (on  which  a  dividend  of  9  per 
cent,  was  last  paid)  in  the  Harwich  Gas  Company.  Ten  second  issue  £5 
shares  in  the  same  Company  (£3  per  share  paid),  paying  dividends  at  the 
rate  of  6§  per  cent.,  realized  £5  17s.  6d.  per  share  ;  and  10  similar  shares, 

£5  15a. - Ten  £5  “B”  shares  in  the  Ossett  Gas  Company,  with  the 

dividends  shortly  accruing,  were  sold  by  auction  in  that  town  last  Thurs¬ 
day,  at  £10  5s.  per  share. - Ten  original  and  fully-paid  £10  shares  in  the 

Pontefract  Gas  Company  were  recently  sold  for  £25  7s.  6d.  per  share ;  and 
20  new  £10  ordinary  shares  in  the  same  Company  for  £11  2s.  6d.  per  share. 
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590,000 

10 

12  Apr. 

lOi) 

Alliance  &  Dublin  10  p.  c. 

10 

184—194 

6  7 

8 

100,000 

10 

74 

Do.  7  p.  c. 

10 

134-14 

, , 

5  7 

2 

300,000 

100 

2  July 

5 

Australian  (Sydney)5°/oDeb. 

100 

109-111* 

+i 

4  10 

1 

100,000 

20 

30  May 

10 

Bahia,  Limited . 

20 

22—24 

8  6 

8 

200,000 

5 

11  May 

74 

Bombay,  Limited  .... 

5 

7—74 

5  0 

0 

40,000 

5 

„ 

74 

Do.  New . 

4 

5—54 

. . 

5  9 

1 

380,000 

Stck. 

15  Feb. 

Hi 

Brentford  Consolidated  .  . 

100 

223—228 

4  18 

8 

110,000 

8i 

Do.  New . 

100 

162—167 

, , 

4  18 

9 

220,000 

20 

14  Mar. 

10* 

Brighton  &  Hove,  Original  . 

20 

43-45 

4  13 

4 

320.000 

20 

12  Apr. 

Hi 

British . 

20 

44—46 

. . 

4  17  10 

50,000 

10 

14  Mar. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

20—22 

5  0 

0 

39,000 

10 

30  May 

8 

Do.  7  p.  0.  . 

10 

134—144 

. . 

5  10 

4 

328,750 

10 

8 

Buenos  Ayres  (New)  Limited 

10 

134—144 

5  10 

4 

200,000 

100 

2  July 

6 

Do.  6  p.  c.  Deb.  . 

100 

106-109* 

+i 

5  10 

1 

150,000 

20 

29  Feb. 

7 

Cagliari,  Limited  .... 

20 

25—27 

5  3 

8 

550,000 

Stck. 

12  Apr. 

134 

Commercial,  Old  Stock  .  . 

100 

264—269 

. . 

5  0 

4 

130,000 

10* 

Do.  New  do. .  .  . 

100 

205—210 

. . 

5  0 

0 

121,234 

28  June 

44 

Do.  44  p.  c.  Deb.  do. 

100 

120-125* 

3  12 

0 

557,320 

20 

14  June 

12 

Continental  Union,  Limited 

20 

44—45 

+i 

5  6 

8 

212,680 

20 

12 

Do.  New ’69  & ’72 

14 

29-30 

+i 

5  12 

0 

200,000 

20 

9 

Do.  7p.  0.  Pref.. 

20 

35—37 

4  17 

8 

75,000 

Stck. 

28  Mar. 

10 

Crystal  Palace  District  .  . 

100 

200-210 

. , 

4  15 

8 

234,060 

10 

27  Jan. 

12 

European,  Limited 

10 

25—26 

+i 

4  12 

4 

120,000 

10 

12 

Do.  New.  .  . 

7* 

174-184 

4  17 

7 

354,060 

10 

12 

Do.  do.  .  .  . 

5 

114-124 

. . 

4  16 

0 

5,468,350 

Stck. 

15  Feb. 

12i 

Gaslight  &  Coke,  A,  Ordinary 

100 

253—256 

+24 

4  15 

8 

100,000 

» 

4 

Do.  B,  4  p.  c.  max. 

100 

97—102 

3  18 

5 

665,000 

10 

Do.  C,D,&E,  lOp.o.Pf. 

100 

259—264 

, . 

3  15 

9 

30,000 

5 

Do  P,  5  p.  c.  Prf.  . 

100 

125—130 

. . 

3  16  11 

60,000 

74 

Do.  G,  74  p.  c.  do.  . 

100 

183-188 

. . 

3  19 

9 

1,300,000 

7 

Do.  H,  7  p.  0.  max. 

100 

168-173 

. . 

4  0  H 

463,000 

14  June 

10 

Do.  J,  10  p.  0.  Prf. . 

100 

258—263 

. . 

3  16 

1 

1,061,150 

4 

Do.  4  p.  c.  Deb.  Stk. 

100 

116—119 

« , 

3  7 

3 

294,850 

44 

Do.  44  p.  c.  do. 

100 

125—130 

. , 

3  9 

8 

650,000 

6 

Do.  6  p.  c.  do. 

100 

172—177 

. . 

3  7  10 

3,600,000 

stck. 

11  May. 

10 

Imperial  Continental  .  .  . 

100 

201—205 

, . 

4  17 

7 

75,000 

5 

14  June 

6 

Malta  &  Mediterranean,  Ltd 

5 

4i-5i 

, , 

5  14 

3 

560,000 

100 

3  Apr. 

5 

Met.of  Melbourne, 5  p.c.  Deb. 

100 

Hi— 116 

4  6 

2 

541,920 

20 

14  June 

6 

Monte  Video,  Limited  .  . 

20 

194-204 

, , 

5  17 

1 

150,000 

5 

30  May 

10 

Oriental,  Limited  .... 

5 

9i-9i 

. . 

5  2 

7 

60,000 

5 

28  Mar. 

7 

Ottoman,  Limited  .... 

5 

6-7 

5  0 

0 

People’s  Gas  of  Chicago— 

420,000 

100 

2  May 

6 

1st  Mtg.  Bds.  .  .  . 

100 

104—109 

. . 

5  10 

1 

500,000 

100 

1  June 

6 

2nd  Do.  .  .  . 

100 

92-97 

. , 

6  3 

9 

100,000 

10 

26  Apr. 

10 

San  Paulo,  Limited  .  .  . 

10 

154—164 

, , 

6  1 

2 

500,000 

Stck. 

29  Feb. 

154 

South  Metropolitan,  A  Stock 

100 

315—320 

4  16  10 

1,350,000 

12 

Do.  B  do.  . 

100 

240—244 

. , 

4  18 

4 

141,500 

13 

Do.  C  do.  . 

100 

250—260 

. . 

5  0 

0 

550,000 

28  June 

5 

Do.  5  p.  c.  Deb.  Stk.. 

100 

135-140* 

. , 

3 11 

6 
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5 

29  Feb. 

11 

Tottenham  &  Edm’ntn,  Orig. 
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H— 13 

4  4 

0 

WATER  COMPANIES. 

717,467 

Stck. 
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Chelsea,  Ordinary  .... 
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248-252* 
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1,720,560 
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East  London,  Ordinary  .  . 
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no 
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Grand  Junction . 
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104 
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. , 
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Lambeth,  10  p.  0.  max.  .  . 
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250-255* 
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74 

Do.  7i  p.  c.  max.  . 

100 

199-204* 

f2 

3  13  11 
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28  Mar. 
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Do.  4  p.  c.  Deb.  Stk.  . 
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117-120 

.  . 

3  6 

8 
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100 

27  Jan. 

124 

New  River,  New  Shares  . 
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,  , 

3  8  10 
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Do.  4  p.  0.  Deb.  Stk.  . 

100 
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,  . 

3  3 
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14  June 
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S’thwk  &  V’xhall,  lOp.c.max. 
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157—162 

4-2 

3  14 
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126,500 

100 
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6 

Do.  74  p.  c.  do. 

100 

151—156 

,  . 

3  16  11 

1,155,066 

stck. 

10 

West  Middlesex  .  .  .  . 

100 

264—269 

.  . 

3  14 

4 

♦Exdiv. 

GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 


PLEASE  ADDRESS  IN  FULL—  fc- j 

HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WDRKS,  VICTORIA 

TELEPHONE  No.  2698. 


Address  for  TELEGRAMS: 

“  GWYNNEGRAM  LONDON.” 


EMBANKMENT,  LONDON,  W.C.,  ENGLAND, 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin¬ 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 


GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 

Only  75  Revolutions  per  Minute. 

Two  Engines  driving  Four  GWYNNE  &  CO.’B  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hour 
(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEFFIELD. 


Thirty-three  Medals  at 


all  the  Great  International 


Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  Exhausters,&o. 

Only  Medal  at  the  Liver¬ 


pool  International  Exhibi¬ 


tion,  1886,  for  Centrifugal 


Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 

duce  Machinery_oft^ 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 


passed  per  hour,  which 


are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


The  above  Engraving  shows 
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THE  JOURNAL  OF  GAS  LIGHTING, 

WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 

TUESDAY,  JULY  17,  1888. 

MR.  RRAY  WINS. 

On  Friday  last,  Mr.  Justice  Kay,  of  the  Chancery  Division  of 
the  nigh  Court  of  Justice,  had  before  liim  Mr.  George  Bray’s 
motion  for  an  injunction  to  restrain  the  Council  of  The  Gas 
Institute  from  giving  effect  to  the  vote  for  his  expulsion  which 
was  passed  at  tlie  last  meeting  of  the  Institute.  When  the 
case  came  on,  it  was  announced  on  behalf  of  the  defendants 
that,  acting  upon  the  advice  of  their  Counsel,  tliey  would  not 
dispute  the  plaintifTs  contention,  but  would  reinstate  his 
name  in  the  list  of  members  upon  payment  of  the  regular 


subscription ;  they  bearing  all  costs  of  the  action,  A  circular 
letter  explanatory  of  the  matter  was  sent  to  all  the  members 
of  the  Institute  by  the  Secretary  by  the  same  day’s  post,  so 
that  they  would  be  in  possession  of  the  facts  from  Saturday 
morning.  The  point  of  law  upon  which  the  event  turned  is 
very  simple.  The  rule  under  which  the  proceedings  for  Mr. 
Bray’s  expulsion  were  taken  is  imperfectly  drafted.  It  (inacts 
that  a  member  who  shall  have  been  guilty,  in  the  opinion  o 
the  Council,  of  such  conduct  as  shall  have  rendered  him  unht 
to  continue  to  belong  to  the  Institute,  may,  after  certain  for¬ 
malities,  bo  expelled  therefrom  by  a  vote  of  "  two-thirds  of  the 
“  members  present.”  It  is  well  known  that  the  vote  expelling 
Mr.  Bray  was  carried  at  the  meeting  by  120  to  02  ;  making 
a  total  poll  of  188.  It  was  obvious  that  this  number  did  not 
represent  all  the  members  present.  The  Bresident  and  the 
Secretary  did  not  vote,  neither  did  Mr.  Bray ;  and  several  other 
members  made  no  secret  of  their  abstention  from  voting,  it 
is  manifest  that  if  the  words  of  the  rule  are  to  be  construed 
with  strict  literalness,  a  margin  of  three  non-voting  members 
would  have  prevented  this  vote  of  120  from  being  returnable 
by  the  President  as  the  vote  of  two-thirds  of  the  members 
“  present.”  Mr.  Bray  quickly  detected  this  flaw  in  the  pro¬ 
ceedings,  and  gave  formal  notice  next  day  that,  in  his 
opinion,  the  vote  was  invalid  ;  following  up  his  protest  by  the 
legal  action  now  under  notice.  The  point  hay^ing  been  sub¬ 
mitted  for  Counsel’s  opinion,  Messrs.  Walter  C.  Renshaw,  Q.C., 
and  S  B,  L.  Druce  declared  that,  in  view  of  the  decision  of  the 
Ma.ster  of  the  Rolls  in  the  celebrated  case  of  LaboueJure  v. 
the  Karl  of  Whamclife  (the  attempted  expulsion  of  Mr. 
Labouchere  from  the  Beefsteak  Club),  the  words  “  two-thiids 
“  of  the  members  present,”  in  the  25th  rule,  mean  two-thirds 
of  the  members  present  and  entitled  to  vote,  whether  actually 
voting  or  not ;  and  that,  on  the  facts  as  stated,  there  was  not 
a  requisite  majority  in  favour  of  expelling  Mr.  Bray.  Con¬ 
sequently  the  Council  had  no  case  ;  and  Mr.  Bray  triumphs. 

It  is,  of  course,  easy  to  be  wise  after  the  event,  and  to  s«e 
where  the  case  for  the  Institute  has  broken  down.  It  has 
been  the  practice  recently,  in  drafting  rules  relating  to  thevcjtmg 
of  members  of  clubs,  &c.,  to  insert,  after  such  words  as  those 
in  the  25th  rule  of  The  Gas  Institute  which  confer  the  power 
of  expulsion  upon  “  two-thirds  of  the  members  present,  the 
qualifying  words  “  and  voting ’’—which  would  have  put  Mr. 
Bray  out  of  Court.  This  practice  has  been  adopted  with  the 
object  of  getting  over  the  diflSculty  created  by  the  ruling  of 
the  late  Master  of  the  Rolls  in  the  once  notorious  Labouchere 
case  already  cited.  But  The  Gas  Institute  rules  were  not 
settled  by  Counsel,  more’s  the  pity.  There  is  another 
consideration  which  affects  the  issue.  The  35th  rule  says 
that  no  member  whose  subscription  is  in  arrear  shall  be 
entitled  to  vote  ;  and  as  there  is  a  custom  of  paying  subscrip¬ 
tions  at  any  time  during  the  meeting,  it  is  practically 
impossible  to  tell  at  any  given  moment  who  is  or  is  not  duly 
qualified  to  vote.  When  the  ballot  in  Mr.  Bray’s  case  was  taken, 
it  therefore  now  appears  that  every  member  presenting  himself 
before  the  tellers  should  have  been  asked  to  prove  that  he  was 
duly  qualified  to  vote,  and  also  to  declare  whether  he  wished 
to  vote.  He  should  then  have  recorded  his  vote  ;  and  when 
all  the  members  had  passed  the  ballot-box,  their  number 
should  have  been  compared  with  the  numbers  of  the  balls  in 
the  divisions  of  the  box.  If  this  (loursc  had  been  followed, 
and  only  188  members  had  passed  into  the  hall,  and  consti¬ 
tuted  the  meeting,  the  vote  120  to  02  would  have  been  the 
legal  two-thirds  majority  ;  but  because  this  was  not  done,  the 
whole  proceedings  for  Mr.  Bray’s  expulsion  are  invalid,  and 
his  name  is  to  be  restored  to  the  roll  of  membership.  It  is 
the  old  story.  Rules  of  societies  are  like  Acts  of  Parliament 
and  patents — very  symmetrical  and  imposing  until  they  are 
tested  midcr  the  strain  of  a  legal  action,  when  they  are  apt  to 
give  way  like  wet  paper.  When  one  remembers  what  a  fuss 
was  imule  about  the  introduction  of  this  supposed  power  of 
expulsion  into  the  Code  of  Rules  of  the  Institute,  it  is  not 
without  a  smile  that  one  can  remark  how  little  good  it  has 
been  to  the  organization.  The  very  first  time  it  has  boon  put 
in  operation,  it  has  landed  the  Institute  in  a  very  awkward 
predicament,  entailing  much  irritating  trouble  and  waste¬ 
ful  expense.  Verily,  in  the  matter  of  printed  rules  and 
regulations  of  all  sorts,  it  is  impossible  to  pronounce 
respecting  their  efficiency  until  they  are  tried.  This  notorious 
25th  rule  of  The  Gas  Institute  has  boon  like  many  other 
pieces  of  ordnance  constructed  at  groat  trouble  and  expense 
— more  dangerous  in  action  to  friemls  than  to  foes. 

We  congratulate  Mr.  Bray  upon  his  victory,  such  as  it  is. 
It  miglit  be  said  that  a  man  of  any  prolcnsioiis  to  sensi¬ 
bility  would  not  avail  himself  of  a  legal  iiuibble  to  escape  the 
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consequences  of  an  unmistakeable  expression  of  public  opin¬ 
ion  ;  but,  so  far  as  we  understand  him,  Mr.  Bray  indulges  in 
no  such  pretensions.  He  is,  indeed,  quite  justified  in  making 
the  most  of  his  legal  triumph.  The  Council  that  recom¬ 
mended  his  expulsion  were  content  with  the  narrow  margin 
over  the  necessary  two-thirds  vote  which  they  obtained  at 
the  meeting.  They  did  not  retire  in  dudgeon  because  the 
vote  was  not  one  of  three -fourths,  or  nine-tenths,  or  any 
other  fancy  majority  of  the  members  present,  with  which 
they  might  naturally  have  been  better  pleased.  Now  it  is 
Mr.  Bray’s  turn  ;  and  he  cannot  be  blamed  for  taking  the 
fullest  advantage  of  the  relief  which  the  law  affords  him. 
He  has  reaped  the  reward  of  single-minded  devotion  to  his 
object,  facilitated  by  a  breach,  not  of  his  making,  in  the 
defences  of  his  opponents.  The  merits  of  the  case,  of  course, 
remain  as  they  were.  A  man  who  escapes  the  gallows  by 
virtue  of  that  “flaw  in  the  indictment’’  so  dear  to  the 
typical  Old  Bailey  practitioner,  walks  out  of  the  dock  a  free 
man  ;  but  it  needs  something  more  to  regain  the  esteem  of 
his  fellows.  Mr.  Bray  has  escaped  the  consequences  of  his 
misconduct  in  a  way  that  does  credit  to  his  cunning ;  but 
nobody  ever  denied  him  the  possession  of  this  quality.  Will 
anybody  shake  hands  with  him  now  who  would  not  have 
done  so  last  week  ?  Certainly  not.  He  remains  what  he 
was  in  the  eyes  alike  of  his  admirers  and  those  who  despise 
him.  It  is  unnecessary  to  discuss  this  part  of  the  subject 
further.  It  is  impossible,  however,  to  resist  the  temptation  to 
point  out  the  remarkable  contrast  between  the  celerity  with 
which  Mr.  Bray  has  sought  his  legal  remedy  in  the  present 
instance,  and  the  repugnance  which  he  has  shown  to  taking 
a  similar  course  for  the  enforcement  of  his  monstrous  claims 
against  the  Institute  and  sundry  of  its  leading  members.  In 
1886  he  presented  an  account  against  the  Institute  for  the 
considerable  sum  of  £1194  ;  and,  though  challenged  to  do  so, 
he  has  never  attempted  to  recover  this  amount  by  legal  pro¬ 
cess.  This  debt  probably  yet  stands  against  the  Institute  in 
the  books  of  Mr.  Bray’s  firm  ;  but  he  has  forgotten  to  demand 
payment.  Does  he  treat  all  his  debtors  in  this  way,  and  for¬ 
give  them  if  they  do  not  pay  on  demand  ?  If  so,  it  is  a 
curious  way  of  doing  business. 

The  natural  question  that  will  be  asked  upon  the  reception 
of  the  intelligence  of  last  Friday’s  doings  is.  What  is  to 
happen  next  ?  We  imderstand,  from  the  circular  to  members 
already  referred  to,  that  the  Council  will  find  it  necessary  to 
“  consider  their  position” — whatever  this  somewhat  oracular 
pronouncement  may  mean.  It  probably  signifies  in  the  first 
place  that  a  special  meeting  of  the  Council  will  be  held  forth¬ 
with  to  decide  upon  what  shall  be  done.  They  owe  this  to 
the  members,  who  will  also  wait  with  natural  interest  to 
learn  the  decision  of  their  representatives  in  authority.  It 
cannot  be  denied  that  the  question  is  of  the  gravest  import¬ 
ance  in  connection  with  the  future  of  the  Institute.  A  great 
muddle  was  made  in  the  drafting  and  application  of  the  rules, 
which  competent  legal  advice,  if  taken  in  time,  should  have 
been  able  to  prevent.  It  is  idle  to  cry  over  spilt  milk,  how¬ 
ever;  and  the  mess  having  been  made,  the  first  duty  is  to 
wipe  it  up  as  neatly  as  possible.  We  do  not  propose  to  specu¬ 
late  upon  what  the  Council  may  or  may  not  do  when  they 
meet ;  but  it  may  be  at  least  permitted  to  us  to  predict  that 
they  will  have  plenty  of  matter  to  cogitate  upon,  over  and 
beyond  the  immediate  topic  of  Mr.  Bray’s  enforced  reinstate¬ 
ment.  It  would  not  be  surprising  if  the  Council  should  find 
themselves  in  face  of  a  state  of  affairs  to  call  for  an  extra¬ 
ordinary  meeting  of  the  Institute  ?ome  time  before  the  close 
of  the  current  year. 

A  CONDEMNATION  OF  THE  AVERAGE  METER  SYSTEM. 

In  another  part  of  the  present  issue  of  the  Journal  will  be 
found  an  interesting  and  important  paper  on  the  “  Average 
“  Meter  System,”  read  by  Mr.  George  E.  Strachan,  the 
Surveyor  to  the  Chelsea  Vestry,  at  the  annual  meeting  of 
the  Association  of  Municipal  and  Sanitary  Engineers  and 
Surveyors  last  week.  It  is  not  necessary  to  summarize  the 
matter  of  Mr.  Strachan’s  paper  here  ;  suffice  it  to  say  that 
it  is  a  remarkable  indictment  of  that  system,  to  which 
such  extravagant  virtue  in  economizing  gas  has  been 
ascribed  by  some  municipal  officers  since  it  was  first  put 
into  operation  some  twenty  years  ago.  Mr.  Strachan  details 
a  series  of  experiments  by  which  he  was  led  to  perceive  the 
fallacy  of  the  name  “regulator”  as  commonly  applied  to 
cheap  gas-burners.  It  also  appears  that  he  detected  a  con¬ 
siderable  amount  of  carelessness  in  the  manufacture  of  real 
street-lamp  regulators.  But  it  is  possible  to  accuse  him  of 
showing  a  little  hypercriticism  in  his  remarks  upon  this  class 
of  appliances ;  for,  on  the  whole,  the  regulators  tested  seem 


to  have  come  out  of  the  ordeal  very  well,  considering  that 
they  were  ordinary  gas-fittings,  and  not  philosophical  appa¬ 
ratus.  Indeed,  Mr.  Strachan  is  forced  to  admit  after  all 
that  “regulator  gas-burners  can  be  made” — that  is  to 
say,  are  made,  for  he  had  some  of  them  in  his  own  posses¬ 
sion — “  which  will  not  vary  in  their  consumption  of  gas, 
“  at  pressures  varying  from  1  inch  to  4  inches,  more  than 
“  1-15  per  cent,  fast  and  2-3  per  cent,  slow  of  their  average 
“  consumption.”  The  conclusion  drawn  fi.’om  this  observa¬ 
tion  is  that  ‘  ‘  regulator  gas-burners  can  be  made  as  correct 
“  as  gas-meters.”  Hence  the  natural  inference  follows  that 
the  use  of  street-lamp  meters  is  unnecessary.  This  opinion 
is  fortified  by  a  proof,  drawn  from  experience,  that  the  aver¬ 
age  meter  system  costs  9-9d.  per  annum,  and  the  utmost 
that  it  can  be  credited  with  saving  is  l’5d.  per  lamp  per 
annum.  This  is  a  striking  exemplification  of  municipal 
economy.  Naturally,  Mr.  Strachan’s  revelations  were  criti¬ 
cized  by  some  of  his  hearers — municipal  officers  who  had 
advised  their  employers  to  adopt  the  average  meter  system. 
But  they  are  clearly  credible  in  the  main ;  and  it  would 
scarcely  be  too  much  to  say  that  the  paper  has  dealt  a  severe 
blow  to  the  superstition  that  meters  are  always  a  necessary 
or  desirable  appendage  to  public  street  lamps. 

THE  MONTHLY  COLLECTION  OF  GAS  ACCOUNTS. 

In  another  column  we  publish  an  intelligently-written  com¬ 
munication  from  “A  Manager  Abroad”  upon  the  subject  of 
the  monthly  collection  of  gas  accounts.  It  is  notoriously 
difficult  for  an  exile  to  keep  himself  acquainted  with  the 
current  of  contemporary  thought  in  his  native  land  ;  and 
when  our  friend  across  the  seas  expresses  the  opinion  that 
the  question  of  weekly,  monthly,  or  quarterly  collection  of 
gas-rental  is  “  at  present  agitating  the  minds”  of  his  home¬ 
keeping  brethren,  this  observation  is  forcibly  recalled  to 
memory.  The  fact  of  the  matter  is  that,  though  the  subject 
has  undoubtedly  been  talked  of  in  England  of  late,  there 
is  not  half  enough  interest,  to  say  nothing  of  agitation  of 
mind,  about  it.  The  debates  upon  the  topic  have  been  of 
a  particularly  mild  and  academical  character ;  and  one  can 
tell  upon  the  fingers  of  a  hand  the  gas  managers  whose 
interest  in  it  has  been  sufficient  to  impel  them  to  make  an 
experimental  departure  from  established  usage.  Our  con¬ 
tributor  settles  the  question,  from  his  own  point  of  view, 
in  favour  of  monthly  collections.  It  is  certain  that  the 
system  of  monthly  payments  is  successful  in  most  foreign 
countries  ;  and  there  is  no  real  reason  why  it  should  not 
be  adopted  generally  in  the  United  Kingdom,  except  the 
unreasonable,  but  doubtless  powerful  argument  of  use  and 
custom.  As  our  contributor  points  out,  there  need  be  no 
compulsion  about  such  a  change,  as  those  consumers  who 
preferred  to  pay  quarterly  could  still  do  so ;  and  there  is 
something  in  what  he  says  about  the  ability  of  a  large  class 
of  consumers  to  pay  monthly  accounts  to  the  collector  on 
demand,  instead  of  asking  him  to  “  call  again,”  as  they 
now  very  generally  do.  We  should  like  to  hear  from  other 
gas  managers  who  have  tried  both  systems,  as  to  which  they 
really  prefer,  taking  everything  into  consideration. 

MORE  OF  THE  CIRCULAR-OF-INQUIRY  NUISANCE. 

In  continuation  of  the  notice  of  the  circular-of-inquiry 
nuisance  which  appeared  in  the  Journal  a  fortnight  ago,  we 
may  state  that  during  the  past  few  days  we  have  received  copies 
of  letters,  of  the  same  character  as  that  then  commented  upon, 
which  we  believe  emanated  from  a  member  of  the  Board  of 
the  same  Gas  Company  to  which  the  inquiring  Secretary 
belonged,  addressed  to  gas  engineers,  with  the  object  of  ob¬ 
taining  gratis  information  upon  matters  connected  with  gas 
making.  It  is  gratifying  to  learn  that  in  at  least  one  instance 
the  honourable  Director  encountered  the  rebuff  he  deserved. 
He  did  not  take  it  kindly,  however,  but  replied  with  a  tirade 
against  the  “  discourtesy  ”  of  the  Engineer  who  had  refused 
to  reply  to  his  unwarranted  inquiries.  One  is  disposed  to 
ask  how  much  farther  this  sort  of  thing  may  be  expected 
to  go  on.  If  a  Gas  Company’s  Secretary  is  to  be  charged 
with  the  duty  of  obtaining  answers  to  one  set  of  questions 
relating  to  gas  management,  while  individual  members  of  the 
Board  undertake  the  task  of  getting  information  upon  other 
points,  out  of  any  engineers  with  whose  names  they  may 
happen  to  be  acquainted.,  it  is  time  indeed  for  the  victims  of 
these  attentions  to  “  strike.”  Let  secretaries  address  them¬ 
selves  to  secretaries,  and  directors  to  their  kind ;  but  it  is 
necessary  to  inform  these  gentlemen  that  it  is  no  part  of  the 
duty  of  engineers  who  may  happen  to  be  employed  by  Boards 
that  knowhow  to  administer  the  property  committed  to  their 
charge,  to  supply  professional  and  technical  information  to 


107 


July  17, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


anybody  but  their  own  employers.  We  counsel  all  engineers 
and  managers  so  approached  either  to  consign  these  “  fishing 
inquiries  to  the  waste-paper  basket,  or  to  briefly  refer  the 
inquirers  to  tlieir  own  professional  advisers.  It  they  have  j 
not  any  qualified  advisers,  let  them  make  good  the  deficiency 
as  speedily  as  possible  ;  for  it  is  very  certain  that  not  all  tlie 
secretaries  and  directors  of  all  the  gas  companies  in  the 
United  Kingdom,  though  they  gave  their  minds  to  sending 
out  and  receiving  replies  to  inquiry  circulars  every  day  of 
the  week,  could  manage  their  gas-works  as  well  as  capable 
engineers.  We  are  very  loth  to  advise  engineers  to  take  a 
coui'se  which  may  be  twisted  into  looking  like  reserve  or 
incivility.  But  tlie  evil  to  be  combated  has  become  a  gi-ievous 
one  ;  and  as  it  aims  at  nothing  less  than  the  destruction  of 
tlie  profession  of  gas  engineering,  and  the  working  of  gas 
undertakings  “on  the  cheap,’’  it  is  necessary  to  take  strong 
measures  for  checking  it.  With  reference  to  the  protest  from 
our  clerical  coiTespondent  which  will  be  found  elsewhere,  it 
should  surely  be  unnecessary  to  point  out  that  we  have  no 
desire  to  depreciate  the  value  of  a  “  clerical  head  ”  to  a  gas 
undertaking,  so  long  as  he  keeps  to  his  proper  work.  Secre¬ 
taries  as  well  as  engineers  have  their  place  and  part  in  the 
gas  industry,  which  we  should  be  the  last  to  desire  to  take 
away  from  then.  What  we  do  condemn,  however,  is  that 
subordination  of  the  executive  to  the  clerical  element  which 
seems  to  be  in  progress  in  some  places.  We  hold  with  the 
preservation  of  a  fitting  balance  between  the  two  branches  of 
administration  ;  but  if  circumstances  entail  the  supremacy  of 
the  one  over  the  other  in  any  case,  we  cannot  agree  that  the 
engineering  branch  should  be  the  one  to  succumb,  for  the 
reason  that  gas  engineering  is  a  speciality,  while  the  work  of 
a  secretary  and  accountant  is  not.  Any  educated  accountant, 
with  a  knowledge  of  finance  and  some  acquaintance  with 
company  law  and  practice,  can  discharge  the  duties  of  secre¬ 
tary  of  a  gas  company,  as  of  a  railway,  mining,  or  steamship 
company.  A  mining  engineer  could  not  properly  manage  a 
gas-works,  however  ;  nor  could  a  gas  engineer  lake  charge  of 
an  ocean  steamship.  And  as  gas  engineers  cannot  exist 
unless  they  are  properly  supported,  we  object  to  seeing  them 
belittled  and  ignored  by  self-sufficient  committeemen  and 
directors  or  ambitious  secretaries. 

A  CONTINENTAL  VIEW  OF  SACCHARINE. 

The  coal-tar  sugar,  saccharine,  is  greatly  exercising  the 
customs  authorities  of  those  Continental  countries  in  which 
common  sugar  is  heavily  taxed.  The  use  of  saccharine  as 
an  adulterant  does  not  affect  us  much  in  the  United 
Kingdom,  because  of  the  cheapness  of  refined  sugar  ;  but  it 
is  a  very  different  thing  in  places  where,  what  with  customs 
and  octroi  and  other  impositions,  sugar  generally  sells  at 
from  6d.  per  pound  upwards.  Under  these  circumstances,  the 
confectioners  have,  of  course,  found  out  the  advantages  of 
saccharine.  A  trade  recipe  shows  that  10  grammes  of 
saccharine  mixed  with  5  grammes  of  bicarbonate  of  soda  and 
dissolved  in  a  litre  of  warm  distilled  water  will  replace  about 
8  kilogrammes  of  sugar.  No  sooner  had  this  statement  seen 
the  light  in  a  German  publication,  than  the  sugar  refiners 
were  all  up  in  arms  against  the  intruder.  What  was  the 
use  of  encouraging  the  sugar  trade  by  the  bounty  system  if 
this  chemical  preparation  was  to  be  allowed  to  undermine  the 
business  of  the  refiners  ?  It  began  to  look  as  though  the 
ruin  of  Jamaica  and  Demerara  would  be  avenged  by  New¬ 
castle  coal  tar,  when  a  chemist  came  to  the  rescue  and 
showed  how  by  a  “  simple”  test  the  presence  of  the  intrud¬ 
ing  sweet  may  always  be  detected.  All  one  has  to  do  is  to 
treat  the  suspected  article  of  diet  with  a  few  drops  of 
sulphuric  acid,  and  then  to  add  water,  if  the  substance 
requires  dilution.  Equal  parts  of  petroleum  and  ethylic 
ethers  are  then  to  be  added,  and  the  whole  shaken  up.  After 
the  reagents  are  evaporated,  the  residue  is  to  be  dissolved  in 
hot  water.  The  solution  is  to  be  finally  divided  into  two 
portions — one  to  be  kept  for  testing  for  salicylic  acid,  and  the 
other  to  be  tasted  for  saccharine,  whicli  will  be  revealed  by 
its  energetic  sweetness.  That  is  all ;  but  well  may  the 
writer  in  the  Rente  IndmtricUe,  from  whom  we  obtain  these 
particulars,  declare  tliat  if  this  sort  of  thing  is  to  go  on,  it 
will  be  necessary  to  retain  chemists  to  be  responsible  for  the 
bills  of  fare  at  restaurants. 

The  Charge  of  Libelling  Mr.  W.  J.  Warner. — AttheDurham 
Assizes  yesterday,  Richard  CunlifTe,  who  was  committed  for  trial 
at  the  South  Shields  Police  Court  on  the  ‘25th  of  April  last  (os 
reported  in  the  Journal  for  May  1),  on  a  charge  of  having  made 
certain  libellous  statements  concerning  Mr.  W.  J.  Warner,  Manager 
of  the  South  Shields  Gas  Company,  surrendered  to  his  bail,  and 
publicly  withdrew  the  charges ;  apologizing  for  having  made  them. 


Mater  anb  Sanitarp  Affairs. 


The  investigations  conducted  during  the  last  quarter  of  u 
century  into  the  presence  of  micro-organisms  in  air  and 
water  are  brought  under  review  in  an  interesting  article  con¬ 
tributed  to  a  recent  number  of  yature  by  Dr.  Percy  F. 
Frankland.  The  multiplication  of  microbes  ni  natural 
waters,  practically  devoid  of  organic  matter,  is  one  of  the 
puzzles  of  bacteriology.  Water  obtained  from  deep  wells  in 
the  chalk  is  cited  as  an  example  of  effective  filtration  througli 
the  action  of  the  intervening  strata ;  for  while  river  water 
contains  some  thousands  of  microbes  in  a  cubic  centimetre, 
the  chalk  wells  yield  water  containing  as  an  equivalent  only 
eighteen  microbes,  on  an  average,  for  the  year.  But  this 
same  water,  if  kept  for  several  days,  although  thoroughly 
protected  from  atmospheric  contamination,  is  found  to  con¬ 
tain  an  enormous  number  of  micro-organisms.  Dr.  Percy 
Frankland  says  :  “From  what  source  such  organisms  obtain 
“  their  necessary  nourishment  under  these  circumstances, 

“  has  not  yet  been  determined.”  Some  of  the  water 
organisms  are  even  capable  of  this  abundant  multiplication 
in  water  which  has  been  several  times  distilled,  and  which 
is,  therefore,  almost  absolutely  pure.  The  extent  to  which 
this  process  goes  on,  is  shown  by  a  sample  of  water  from  one 
of  the  deep  chalk  wells  belonging  to  the  Kent  Company.  On 
the  day  of  collection,  there  were  seven  micro-organisms  per 
cubic  centimetre.  The  next  day  there  were  21  of  these  ;  and 
in  three  days  the  number  was  nearly  half  a  million.  Minute 
as  these  creatures  are,  such  teeming  life,  with  seemingly 
nothing  to  support  it,  is  little  short  of  marvellous.  The 
practical  conclusion  arrived  at  is  that  the  examination  of 
water  for  the  number  of  micro-organisms  present  can  have 
no  value  if  this  kind  of  multiplication  has  prenously  taken 
place.  Accordingly,  if  the  number  of  these  organisms  pre¬ 
sent  in  a  water  is  to  throw  light  on  the  “natural  purifica¬ 
tion  ”  it  has  midergone,  the  sample  for  examination.  Dr. 
Percy  Frankland  says,  “  must  be  taken  as  near  as  possible  to 
“  the  point  where  it  issues  from  the  water-bearing  stratum.” 
So  also  in  the  case  of  “artificially  purified”  water,  we 
are  told  that  the  sample  should  be  taken  “  as  soon  as 
“possible  after  the  water  has  left  the  purifying  appa- 
“  ratus.”  It  was  for  this  principle  we  contended  some  time 
ago,  when  comparisons  were  made  between  water  as  pumped 
from  a  Kent  well,  and  as  drawn  from  the  main  of  a  Thames 
Company.  Vicinity  to  “  the  purifying  apparatus  ”  would  sug¬ 
gest,  for  example,  that  the  sample  of  the  Chelsea  Company’s 
water  should  be  taken  somewhere  near  the  exit  from  the 
filter-beds,  or  where  the  supply  quits  the  service  reservoir, 
instead  of  being  drawn  from  a  stand-pipe  on  the  cab-rank  at 
the  Horse  Guards.  As  the  monthly  samples  are  taken  at 
spots  selected  by  the  several  Companies,  it  might  be  judicious 
for  the  Directors  in  each  case  to  consider  whether  they  are 
doing  themselves  justice.  What  may  take  place  in  the  mains, 
is  indicated  by  the  experience  of  the  Kent  Company.  In  May 
last,  while  the  micro-organisms  in  samples  taken  from  the 
tlu-ee  deep  wells  at  Deptford  were  less  in  number  than  in  any 
part  of  the  Thames  and  Lea  supply,  the  case  was  reversed  in 
respect  to  the  sample  taken  from  the  Kent  Company’s  main 
in  Mill  Lane,  situated  at  a  short  distance  from  the  wells.  In 
this  latter  instance,  the  microbes  were  numerous  enough  to 
exceed  the  proportion  in  all  the  remaining  Metropolitan  sup¬ 
plies,  except  that  of  the  East  London  Company.  Judged  by 
the  microbes  at  Mill  Lane,  the  Kent  supply  stood  second  on 
the  list  of  excellence,  although  the  samples  from  the  wells 
placed  it  at  the  head.  Dr.  Percy  Frankland’s  article  in 
yature  confirms  this  record ;  seven  microbes  in  the  Kent 
water  becoming  485,000  after  being  kept  three  days.  The 
sooner  the  water  gets  through  the  mains,  therefore,  the  better. 
On  the  great  reduction  in  die  microbes  which  results  from 
the  storeage  and  filtration  practised  by  the  liiver  Companies. 
Dr.  Percy  Frankland  is  perfectly  explicit.  The  results  are 
admitted  to  be  “  striking  and  we  are  told  “  there  is  no 
“  doubt  that,  with  the  introduction  of  fresh  improvements  and 
“  increased  care,  an  even  greater  reduction  will  be  effected.” 
Concerning  the  actual  detection  of  harmful  or  pathogenio 
forms  of  bacterial  life.  Dr.  Percy  Frankland  argues  that  the 
point  is  of  very  little  importance,  the  removal  of  micro¬ 
organisms  in  general  being  a  sufficient  guarantee  for  the 
removal  of  those  that  are  hurtful.  It  is  also  proved,  by  ex¬ 
periment  (for  which  we  think  Messrs.  Crookes,  Odling,  and 
Meymott  Tidy  may  be  cited),  that  ordinary  drinking  water 
does  not  afford  a  suitable  medium  for  the  development  of 
pathogenic  forms. 
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(Sas  Instilulc. 

PROCEEDINGS  AT  TWENTY-FIFTH 
ANNUAL  MEETING. 

Charles  Gandon,  Esq.,  M.  Inst.  C.E.,  President. 
PAPEES  AND  DISCUSSIONS. 

{Concluded  from  p.  64.) 


ON  THE  LATEST  IMPEOVEMENTS  OF 
THE  GAS-BALANCE. 

By  Frederick  Lux,  of  London. 

At  the  meeting  of  the  Institute  in  Glasgow  last 
year,  I  had  the  pleasure  of  giving  you  a  detailed 
description  of  my  apparatus  for  the  determination 
of  the  specific  gravity  of  gases — the  “  gas-balance.” 

Having  since  then  modified  and  perfected  the 
apparatus  in  several  respects,  I  once  more  venture 
to  trespass  upon  your  indulgence  by  laying  before 
you  a  few  new  facts  connected  with  this  matter. 

You  will  perhaps  remember  that  the  receiving 
vessel  for  the  gas  in  my  former  apparatus — models 
A  and  B — consisted  of  a  glass  globe,  holding  l-15th 
of  a  cubic  foot.  [See  Journal,  Vol.  L.,  pp. 

177-78]  I  have  now  replaced  the  glass  globe  by 
a  brass  sphere  to  contain  only  l-30th  of  a  cubic 
foot,  or  of  one-half  the  capacity  of  the  former ; 
thereby  securing  two  advantages — viz.,  a  decreased 
liability  to  fracture  ;  and  the  possibility  of  exchang¬ 
ing  the  gases  in  one-half  the  time  which  this  opera¬ 
tion  previously  required.  The  bores,  moreover, 
in  these  new  models  C  and  D  (figs.  1  and  2), 
have  been  made  wider  ;  so  that  by  this  arrange¬ 
ment  the  outflow  of  the  gas  is  both  easier  and 
quicker — the  result  being  that,  with  these  new 
models,  only  from  three  to  five  minutes  are  required 
to  replace  the  total  contents  of  the  globe  by  fresh 
gas,  which  operation,  in  models  A  and  B,  took  fully 
from  ten  to  twelve  minutes  to  accomplish. 

In  order  to  give  facilities  for  testing  at  any  time 
the  temperature  and  pressure  of  the  gas  in  question, 

I  have  added,  in  convenient  places,  thermometers 
and  manometers  ;  and  as  the  apparatus  is  intended 
to  be  used  in  all  parts  of  the  manufacture  of  gas, 

I  have  enclosed  it  in  an  oak  case,  which  is  glazed 
over,  and  capable  of  being  put  under  lock  and  key. 

It  is  thus  perfectly  safe  fiom  dust,  from  being  tam¬ 
pered  with,  &c.  The  case  is  supplied  with  a  spirit- 
level  and  regulating  screws,  so  that  the  balance  can 
at  any  time  be  examined  as  to  its  horizontal  posi¬ 
tion.  A  thermometer  and  barometer  fixed  inside 
the  case  serve  for  the  determination  of  the  tem¬ 
perature  and  the  pressure  of  the  air.  In  model  G 
(with  gas  supply  and  outflow),  only  the  front  side  of- 
the  casing  can  be  opened  ;  but  in  model  D  (with  gas 
supply  and  burner-pipe),  the  lid  is  also  arranged  for 
opening.  As  the  case  in  apparatus  D  must  be 
opened  while  the  apparatus  is  at  work,  and  in  model 
C  it  may  remam  shut,  the  latter  deserves  the 
preference.  The  four  models  mentioned  give  the 
specific  gravity  exactly  to  within  -01 ;  and  are, 
therefore,  sufficiently  accurate  for  ordinary  every¬ 
day  use. 

For  calculations  requiring  greater  accuracy,  I 
have  constructed  model  E  (fig.  3),  which,  in  several 
respects,  differs  from  the  other  apparatus.  The 
balance  rests,  not  on  points,  but  on  an  edge,  and 
is  so  arranged  that,  while  the  apparatus  is  not  in 
use,  the  edge  is  lifted  off  the  bearing,  and  in  what¬ 
ever  position  the  balance  may  happen  to  be,  it  can 
be  retained  there.  For  the  purpose  of  avoiding  the 
large  angular  movements  experienced  in  the  case 
of  the  other  apparatus,  I  have  furnished  the  balance  with 
a  weight,  which  can  be  shifted  to  and  fro  on  the  beam ;  the 
division  marked  upon  the  beam  giving  the  first  two  decimal 
places,  while  the  pointer  of  the  balance,  moving  in  a  graduated 
arc,  which  is  fitted  somewhere  below,  indicates  the  third 
decimal  place.  We  may,  with  the  aid  of  this  balance,  deter¬ 
mine  the  specific  gi-avity  of  any  gas  to  within  -001.  In  every 
other  respect,  the  balance  is  fitted  up  exactly  like  the  other 
apparatus. 

Model  F  (fig.  4 j  is  intended  for  determining  the  constituents 
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of  gaseous  mixtures — as,  for  instance,  the  quantities  of  car¬ 
bonic  acid  and  sulphuretted  hydrogen  present  in  illuminating 
gas.  The  beam  carries  on  each  side  a  brass  globe,  which 
serves  as  a  receiving  vessel.  The  gas  to  be  examined  flows  first 
through  one  globe  ;  then  through  an  absorbing  or  purifying 
vessel,  in  which,  to  mention  one  example,  the  carbonic  acid 
may  be  retained  ;  and,  further,  through  the  second  globe. 
The  change  in  the  specific  gravity,  made  by  the  elimina¬ 
tion  of  one  constituent,  is  commensurate  to  its  quantity.  As 
with  gases  of  an  average  specific  gravity  of  -5,  one  per  cent. 
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of  sulphuretted  hydrogen  causes  a  difference  in  specific 
gravity  of  -000,  and  one  of  carbonic  acid  a  difference  of 
•01,  and  as,  moreover,  the  balance  is  capable  of  accurately 
indicating  a  difference  of  -001,  the  sulphuretted  hydrogen  in 
ordinary  illuminating  gas  can  be  determined  to  within  1-Gtli 
per  cent.,  and  carbonic  acid  to  within  1-lOth  per  cent. 

In  conclusion,  I  wish  briefly  to  refer  to  model  G  (fig.  pu 
which  is  capable  of  automatically  registering  the  specific 
gra\uty  of  gases  during  their  passage.  In  this  self-registering 
apparatus,  we  cannot,  of  course,  expect  a  connection  with  any 


writing  arrangement ;  for  the  simple  reason  that  a 
difference  of -01  in  the  specific  gravity  of  gases  corres¬ 
ponds  to  a  difference  of  only  about  l-5th  of  a  gram  in 
weight.  The  marking,  on  the  contrary,  is  done 
by  photographic  means  ;  the  higher  or  deeper  posi¬ 
tion  of  the  beam  being  registered  by  a  ray  of  light 
(which  passes  through  a  bore  of  the  beam)  upon  a 
strip  of  sensitive  paper.  This  paper,  by  means  of 
clockwork,  is  moved  along  in  a  dark  casing,  and  is 
slowly  drawn  across  a  narrow  slit.  By  means  of 
an  apparatus  of  this  kind,  I  have  succeeded  in 
marking  the  specific  gravity  of  gas  in  gas-works ; 
and  the  registrations  obtained  (see  next  page)  actually 
indicate  the  variations  which  result  from  the  opera¬ 
tion  of  filling  the  retorts.  We  may,  therefore, 
anticipate  that  this  apparatus  will  show  its  useful¬ 
ness  in  controlling  the  working  of  furnaces,  &c. 

Of  additional  apparatus,  specially  constructed  for 
use  with  the  gas-balance,  I  may  mention  the  gas- 
filter,  which  can  be  utilized  for  the  retention  of 
water  and  tar  in  crude  gas,  of  particles  of  dust,  &c., 
in  generator  and  fire-gases.  There  is  also  an  appa¬ 
ratus  (fig.  0)  for  absorbing  moisture,  carboniclacid, 
sulphuretted  hydrogen,  &c. ;  and,  lastly,  an  appli¬ 
ance  for  the  cooling  of  hot  gases. 

Allow  me  to  add  that  the  gas-balance,  in  oidmary 
working,  has  proved  a  very  useful  apparatus ;  and 
Mr.  W.  A.  Valon,  of  Ramsgate,  among  others,  has 
given  a  very  favom'able  account  of  its  practical  value  ^ 

Discussion. 

The  President  said  in  these  days  of  demand  for 
improvements  in  gas  manufacture,  anything  which 
would  enable  them  to  test  and  analyze  gas  in  an 
easy  manner  must  be  welcomed  by  everybody.  He 
was  much  struck  last  year  by  the  simplicity  of 
Mr.  Lux’s  gas-balance  ;  and  no  doubt  the  improve- 
ments  now  described  would  add  to  its  utility. 
paper  did  not  admit  of  much  discussion  ;  for  with¬ 
out  a  careful  examination  of  the  apparatus,  it 
would  be  difficult  to  express  an  opinion  upon  it. 
He  would  merely  ask  the  members  to  record  a 
vote  of  thanks  to  Mr.  Lux  for  his  paper. 

Mr.  J.  Somerville  (London)  said  that  this  was 
a  matter  of  rather  more  importance  than  was 
generally  attached  to  it.  Some  14  or  15  years  ago, 
he  had  considerable  experience  in  testing  for  car¬ 
bonic  acid  in  furnace  gases,  and  had  had  a  great 
deal  of  difficulty  in  doing  so.  He  used  Wright  s 
balloons  and  glass  globes,  and  Dr.  Bunsen’s  and 
Schilling’s  apparatus  for  effusion  tests.  But  lie 
could  never  get  a  satisfactory  and  straightforward 
determination  ;  so  that,  after  considerable  difficulty, 
he  had  an  arrangement  made  very  similar  to  Mr. 
Lux’s,  consisting  of  a  glass  globe  at  the  end  of  a 
beam.  Mr.  Lux,  however,  had  very  much  improved 
the  instrument.  He  described  his  own  arrangement 
in  the  Journal  of  Gas  Lighting  in  1875,*  when  he 
proposed  that  it  should  be  connected  (aS  Mr.  Lux 
had  now  made  it)  with  an  automatic  photometer. 
His  experience  was  that  when  all  the  moisture  and 
carbonic  acid  was  taken  out  of  the  gas,  the 
balance  acted  accurately  as  a  photometer.  He 
found,  from  a  number  of  experiments  extending 
over  several  months,  and  working  with  gas  from 
14  to  24  candles,  that  14-candle  gas  had  a  specific 
gra\'ity  of  about  -440 ;  15-candle  gas,  *450 ;  and 
so  on,  up  to  19-candle  gas,  which  had  a  siiecific 
gravity  of  -490.  But  when  it  came  up  to  20 
candles,  there  was  a  difference  in  the  constitution 
of  the  gases ;  and  he  found  that  from  20  to  24 
candle  gas,  the  numbers  went  at  the  ratio  of  ’15 
for  every  candle ',  so  that,  although  20-candlc  gas 
gave  -500,  24  gave  -600.  He  could  depend  more 
upon  this  than  ho  could  on  the  photometer,  although  ho  had 
too  much  friction  in  his  balance ;  but  ho  believed  Mr.  Lux  had 
succeeded  very  well  with  a  jet  of  light  on  sensitized  paper.  If 
he  could  depend  on  doing  this,  and  they  could  set  up  a  macliiiio 
which  would  be  independent  of  gas  examiners  or  managore.  it 
would  bo  a  very  great  advantage.  It  was  alwaysan  anxious  time 
for  a  gas  manager  each  morning  before  he  saw  the  examiner  s 
report  as  to  the  previous  night’s  test ;  and  an  apparatus  of 

this  kind  would  be  hailed  witli  great  satisfaction. _ 

- *800  Vol.  XXVI.,  p.  793. 
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The  Specific  Gbavity  op  Lighting  Gas  recokded  by  Puotogbaphy  in  Lux’s  Self-Registebing  Gas-Balance. 
Duration  of  the  Experiment,  24  hours ;  Gas  taken  off  after  passing  the  Station  Meter. 


Mr.  Norton  H.  Humphrys  (Salisbury)  believed  it  was  usually 
the  custom  to  have  a  vessel  containing  chloride  of  calcium  or 
sulphuric  acid  in  the  glass  case  for  the  purpose  of  absorbing 
moisture  ;  but  he  did  not  see  any  arrangement  here  shown 
for  that  purpose.  He  was  in  the  habit  of  using  a  glass  globe, 
about  7  inches  in  diameter,  which  contained  foot  of  gas, 
with  a  delicate  pair  of  scales  ;  and  he  found  that,  by  taking 
care  of  the  moisture,  and,  of  course,  with  accurate  thermo¬ 
meters,  he  obtained  very  good  results.  It  was  necessary  to 
keep  a  perfectly  dry  atmosphere  inside  the  glass  case,  in 
which  the  balance  was  contained. 

Mr.  W.  A.  Valon  (Ramsgate)  said  he  had  not  had  one  of 
the  latest  balances  ;  but  he  had  tried  one  of  the  others,  and 
found  it  exceedingly  useful.  He  thought,  however,  to  make 
them  accurate,  a  little  square  box  was  wanted,  through  which 
to  pass  the  gas  to  extricate  the  moisture  ;  and  it  then 
became  a  very  good  check  on  the  quality  of  the  gas.  The 
foreman  could  tell  immediately  if  anything  was  going  wi’ong. 
Hitherto,  by  knowing  nearly  what  the  specific  gravity  of 
the  gas  should  be,  they  could  tell  what  was  going  on,  and  had 
been  able  sometimes  to  regulate  the  charges  of  new  benches, 
so  as  to  get  the  makes  fairly  regular.  In  furnace  gases  once 
the  specific  gravity  of  the  constituents  were  known,  it  was 
easy  to  make  a  very  rapid  estimate,  which  would  tell  whether 
or  not  the  fiu-nace  was  doing  its  duty. 

Mr.  Lux,  in  reply,  said,  if  he  understood  aright,  Mr. 
Humphrys  objected  that  there  were  no  absorbing  materials 
in  the  interior  of  the  case  to  dry  the  air.  He  had  made  some 
experiments  with  a  hydrometer  in  the  interior,  and  determined 
the  moisture  of  the  air  ;  and  he  found  that  it  varied  only  very 
little — from  about  40  to  60  per  cent.  Without  the  absorb¬ 
ing  materials,  he  obtained  a  percentage  of  only  about  35  to 
45  ;  so  that,  for  ordinary  purposes,  it  would  not  be  at  all 
necessary  to  adopt  this  precaution. 


SANITARY  INFLUENCE  OF  HEATING  BY  GAS. 

By  Lewis  W.  Leeds,  of  London. 

In  saying  that  I  believe  thousands  of  lives  and  many 
millions  of  money  would  be  saved  by  the  general  adoption  of 
gas  for  warming  our  houses,  I  do  not  want  to  be  understood 
as  asserting  that  the  heat  fi-om  a  gas-stove  is  more  whole¬ 
some  than  that  from  the  ordinary  open  fire ;  quite  the 
contrary,  I  wish  it  to  be  understood  at  the  start  that  I  consider 
the  heat  from  the  open  fire  the  most  wholesome  artificial 
warmth  known.  It  is  the  nearest  imitation  of  that  mag¬ 
nificent  heating  power  that  the  ancient  heathen  so  devoutly 
and  sensibly  worshiped — the  sun.  It  is  not  the  quality  that 
we  want  improved  ;  but  it  is  the  quantity.  Every  one  is 
satisfied  with  gold  to  fill  his  pockets  with.  But  sometimes 
we  cannot  get  all  the  gold  we  want ;  and  then  we  are  willing 
to  take  silver,  or  even  accept  copper.  So  with  the  heat  from 
the  open  fire,  it  is  very  good  what  there  is  of  it.  There  are, 
however,  many  parts  of  houses  where  we  cannot  easily  get 
from  the  open  fire  the  necessary  amount  of  pure  radiant  heat 
needed  to  maintain  good  health ;  and  in  such  cases,  we 
require  the  best  possible  substitute.  Gas  appears  to  me  to 
offer  an  excellent  means  of  securing  this  substitute  ;  but  it  is 
of  the  utmost  importance  to  know  that  we  make  the  proper 
application  of  the  gas  to  secure  the  best  results. 

Heating  by  gas  is  much  more  liable  to  abuse  than  heating 
by  the  ordinary  open  fire.  The  deadly  products  of  combustion 
from  the  open  fire  are  so  disagreeable  that  one  of  the  first 
steps  towards  civilization  taken  by  any  members  of  the  human 
family  was  to  get  clear  of  the  smoke  from  their  dwellings. 
The  products  of  combustion  from  gas  are  almost  as  deleterious 
to  health  as  those  from  the  ordinary  fire  ;  but,  unfortunately, 
they  are  less  conspicuous,  and  consequently  we  have,  as  yet, 
sadly  neglected  using  the  necessary  precaution  to  have  these 
unwholesome  products  of  combustion  scrupulously  removed 
from  occupied  apartments.  We  cannot  get  the  fire  to  burn 
readily  without  a  good  draught,  which  ensures  the  carrying 
away  of  the  products  of  combustion.  This  guarantees  us,  in 
a  certain  measure,  against  the  abuse  of  allowing  these  to  re¬ 
main  in  the  room.  But  with  gas  it  is  different,  as  that  will 
burn  in  a  room  without  any  flue  or  exit  for  the  escape  of  the 
products  of  combustion  ;  and  hence  its  greater  danger.  But 


with  a  little  study  and  thoughtfulness,  this  can  be  easily 
remedied. 

One  of  the  most  important  points  in  connection  with  arti¬ 
ficial  heating  is  the  fact  that  the  air  is  not  warmed  by  the 
rays  of  heat  which  pass  through  it.  This  we  may  say  is  the 
fundamental  principle  of  all  heating,  either  natm’al  or  arti¬ 
ficial.  Many  suppose  that,  for  the  persons  to  feel  warm  in 
a  room,  it  is  necessary  for  the  air  in  that  room  to  be  heated. 
This  is  a  great  mistake.  The  air  ought  not  to  be  warm,  but 
should  be  cold,  because  it  is  necessary  for  health  and  vigorous 
strength  that  we  should  inhale  cold  air.  The  colder  the  air 
we  breathe,  the  more  rapid  the  circulation  of  the,  blood.  The 
whole  action  of  the  system  is  twice  as  great  when  inhaling 
air  nearer  zero,  than  when  inhaling  air  nearer  the  temperature 
of  the  body. 

Now  the  important  question  arises.  How  shall  we  keep  the 
blood  warm,  while  being  surrounded  with,  and  inhaling  this 
cold  and  invigorating  air  ?  for  we  know,  if  the  blood  is 
allowed  to  cool  only  a  very  few  degrees,  it  is  certain  death. 
The  extra  warmth  may  be  maintained  by  additional  clothing, 
which  is  often  debilitating,  or  by  exercise,  which  exhausts 
the  animal  strength.  But  now  comes  to  our  relief  that 
beautiful  and  very  wise  provision  of  the  radiation  of  heat. 
We  can  have  our  bodies  warmed  by  the  direct  rays  of  heat 
from  an  open  fire  or  any  other  hot  substance,  without  having 
the  air  warmed.  This  is  a  grand  arrangement.  Now,  we 
want  to  familiarize  ourselves  with  this  one  great  and  im¬ 
portant  fact,  because  our  health  and  comfort  is  affected  more 
or  less  by  clearly  understanding  and  knowing  how  to  readily 
apply  this  principle  of  keeping  ourselves  warm  while  being 
surrounded  with,  and  inhaling  cold,  invigorating  air. 

One  of  the  greatest  difficulties  connected  with  this  subject 
is  to  prove,  by  actual  demonstration  to  the  sight,  the  passage 
of  the  rays  of  heat  through  the  air,  and  to  prove  also  that 
these  rays  of  heat  do  not  warm  the  air  as  they  pass  through 
it.  Of  course,  we  have  the  familiar  illustration  of  the  heat 
received  by  radiation  from  the  sun.  We  know  that  in  winter, 
when  the  air  is  so  cold  that  it  is  freezing  on  the  shady  side 
of  the  street,  a  thermometer  hung  in  the  sun,  and  protected 
from  the  air,  would  rise  to  150°  or  200°.  We  are  surrounded 
constantly  with  many  illustrations  of  this  important  prin¬ 
ciple  ;  and  we  should  make  ourselves  intimate  with  the  best 
means  of  applying  it  for  maintaining  health  and  comfort. 
Professor  Tyndall  has  given  much  study  to  this  subject,  and 
has  tried  a  great  variety  of  experiments.  He  has  purified 
the  air ;  removing  from  it  the  obstructing  substances 
mechanically  suspended  in  it — such  as  moisture,  dust,  and 
in  London  a  great  amount  of  smoke,  which  had  to  be  taken 
out  before  he  could  tell  what  the  effect  would  be  with  pui’e 
air.  He  succeeded  in  getting  the  air  to  a  condition  in  which 
it  arrested  such  a  small  fraction  of  the  rays  of  heat,  that  he 
came  to  the  conclusion  if  it  was  absolutely  pure,  it  would  not 
obstruct  a  particle  of  the  radiation  ;  or,  in  other  words,  pure 
air  formed  an  exception  to  all  ordinary  substances,  in  the 
fact  that  it  would  not  obstruct  or  absorb  radiant  heat. 

I  fear  we  cannot  do  much  towards  illustrating  this  beautiful 
principle  by  any  crude  experiments  we  can  perform  here.  We 
have,  however,  a  very  rough  affair,  which  may 
give  some  idea.  We  have  simply  taken  one 
of  our  ordinary  circular  gas-stoves,  and  sus¬ 
pended  it  about  15  feet  high ;  and  by  re¬ 
moving  the  bottom,  we  get  the  radiation 
directly  toward  the  floor.  We  have  placed 
below  it  an  8-inch  tube,  about  12  feet  long. 
This  tube  is  open  at  both  ends  ;  and  there  is 
a  rapid  circulation  of  air  passing  up  it,  as  you 
may  see  by  the  smoke  from  this  paper.  But 
directly  in  opposition  to  this  ascending  cur¬ 
rent  of  cold  air,  there  is  a  strong  descending 
current  of  radiant  heat.  We  will  place  a 
thermometer  directly  below  the  tube  and  see 
how  rapidly  it  rises.  We  will  also  see  if  it 

will  light  this  candle.  There  you  see  it  is 

lighted  in  50  seconds.  We  have  placed  a 
thermometer  on  top  of  the  stove ;  and  will 
look  at  them  both  again  in  10  minutes,  and  see  what  effect  the 
heat  has  had  upon  them.  Here  you  see  how  these  rays  of 

heat  descend  through  this  long  tube  in  direct  opposition  to 
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the  strong  ascending  current  of  cold  air.  I  cannot  show  you 
how  little  the  air  is  warmed  by  the  rays  of  heat ;  but  very 
careful  scientific  experiments  have  demonstrated  that  the  air 
is  not  warmed  in  any  degree.  The  thermometer  below  the 
pipe  has,  you  see,  risen  to  120°  in  10  minutes  ;  and  the  one 
on  top  has  risen  5°.  You  thus  see  how  totally  independent 
are  the  movements  of  the  air  and  the  movements  of  heat 

radiant  heat,  I  mean.  .  .  ,  c  t 

Having  thus  got  this  great  fundamental  principle  of  radia¬ 
tion  clearly  in  our  minds,  we  can  proceed  to  apply  it  to  the 
various  arrangements  for  artificial  warming.  I  call  it 
“  artificial,’’  because  this  principle  is  most  beautilully 
applied  in  the  natural  heating  by  the  sun,  in  which  the 
rays  of  heat  are  not  absorbed  by  passing  through  the  inany 
miles  of  air  surrounding  the  earth,  but  are  first  obstructed  by 
tlie  solid  substances  at  the  earth’s  surface— at  the  very  bottom 
of  this  ocean  of  air ;  and  then  the  air  is  warmed  by  each 
individual  particle  coming  in  actual  contact  with  these  warmed 
substances.  This  heated  air  rises ;  and  the  colder  air  from 
above  falls  down  to  take  its  place.  This  is  Nature’s  great 
method  of  warming  and  ventilating.  How  can  we  most 
nearly  imitate  it  ?  We  must  notice  distinctly  that  Nature’s 
main  principle  is  to  warm  the  fioors ;  and  we  may  almost  say 
this  is  the  only  warming  she  does.  With  the  solid  fioors  of 
the  earth  warmed,  and  colder  air  above,  excellent  ventilation 
is  at  once  secured,  because  this  creates  a  perfect  agitation 
and  circulation  over  the  entire  heated  surface.  Now  what  we 
have  to  do  is  to  imitate  this  as  nearly  as  possible.  The  great 
dilficulty  we  are  hampered  with  is  that  we  have  a  roof  just 
above  our  heads,  and  walls  on  all  sides  of  us,  which  confine 
and  obstruct  the  circulation  of  the  air.  This  cannot  be  helped  ; 
and  so  we  must  put  our  ingenuity  to  work  to  overcome  these 
difficulties  the  best  we  can. 

If  we  could  get  an  even  temperature  of  98°  over  the  whole 
floor,  which  would  be  the  normal  temperature  of  our  bodies, 
and  would  consequently  feel  neither  warm  or  cold,  and  if 
we  could  have  a  constant  supply  of  pure  air  in  the  room  at  a 
temperature  of  52°,  we  should  have  a  splendid  arrangement 
almost  equal  to  the  sunshine.  There  are  various  ways  of  warm¬ 
ing  fioors  ;  and  our  most  thoughtful  architects  and  engineers 
are  giving  much  attention  to  devising  practicable  methods  for 
accomplishing  this  very  desirable  object.  The  luxurious  old 
Romans  took  great  pains  to  warm  the  fioors  of  their  palaces. 
Steam  and  hot-water  pipes  are  now  frequently  employed  in 
large  buildings  for  this  purpose ;  but  it  is  a  slow  and  elaborate 
process  to  get  the  necessary  warmth  by  these  methods.  If 
similarly  good  results  can  be  obtained  by  using  gas,  with  the 
great  additional  convenience  of  being  able  to  get  the  heat 
instantly  whenever  required,  and  to  be  dispensed  with  when 
not  needed,  it  will  be  a  most  valuable  point  gained. 

It  is  with  the  view  of  securing  these  advantages  that  we 
have  devoted  much  time  and  thought  to  devising  and  com¬ 
pleting  a  system  of  warming  by  gas-stoves,  which  might 
secure  these  important  conditions.  I  have  here  a  specimen 
of  these  stoves,  in  which  you  will  see  that  we  use  a  row  of 
ordinary  gas-burners.  Over  these  burners  we  place  an  arch 
of  asbestos,  from  which  are  suspended  fine  Aliments  of  asbestos. 
You  will  notice,  as  I  light  the  gas,  this  asbestos  floss  is 
instantly  made  red-hot ;  it  scarcely  requires  a  quarter  of  a 
minute  to  become  heated  to  a  bright  red.  I  have  placed 
six  candles  on  the  front  of  the  stove,  which  you  will  please 
notice  carefully.  The  first  one  lights  in  27  seconds  ;  Nos. 
2,  3,  4,  6,  and  6  are  all  lighted  in  less  than  65  seconds.  This 
shows  the  instantaneous  effect  of  the  downward  radiation  of 
the  heat.  You  will  also  observe  what  a  pure  white  flame  the 
gas  gives  ;  and  from  this  and  the  perfect  whiteness  of  the 
asbestos,  you  will  see  we  secure  excellent  combustion.  This 
is  the  first  necessity — the  securing  of  perfect  combustion,  so 
as  to  create  the  greatest  amount  of  heat  possible  from  the 
consumption  of  a  given  amount  of  gas.  The  location  of  the 
burners  in  a  chamber  closed  at  the  top,  making  a  reservoir 
of  hot  air,  from  which  the  burners  are  supplied,  undoubtedly 
assists  in  perfecting  the  combustion.  The  absence  of  the 
ordinary  disagreeable  odour  given  off  when  burning  gas  in 
the  open  room,  is  due  to  this  complete  combustion. 

The  second  point  to  be  considered  is.  How  to  get  the  heat 
where  we  require  it  ?  The  tendency  of  heat  is  to  rise 
immediately  to  the  ceiling.  But  it  is  of  no  use  there.  We 
must  therefore  endeavour  to  prevent  it  ascending ;  and  direct 
it  to  the  floor,  which  is  the  only  place  where  it  is  required. 
Many  eminent  engineers  have  wasted  much  time  and 
thought  in  trying  to  keep  a  stratum  of  warmed  air  on  the 
floor,  without  heating  the  ceiling  of  the  room  excessively  ;  and 
many  milhons  of  money  have  been  thrown  away  upon  these 
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vain  efforts.  It  may  bo  considered  practically  an  impossi¬ 
bility  to  make  a  thin  stratum  of  warmed  air  lie  on  a  cold 
floor  with  cold  air  above.  I  have  spent  a  largo  part  of  my 
life  in  endeavouring  to  make  what  may  bo  called  the 
American  system  agreeable — that  is,  the  method  of  attempt- 
ing  to  warm  our  liouses  by  over-heating  the  fresh  air  supply. 
This  plan,  however,  is  radically  wrong.  It  is  unnatural, 
because  in  Nature  we  find  the  solid  substances  hotter  than 
the  air.  But  now  that  we  have  discovered  the  valuable  pro¬ 
perty  of  radiant  heat,  and  find  that  these  rays  do  not  warm 
the  air  in  passing  through  them,  we  have  the  key  to  the 
whole  subject.  You  will  see,  by  these  thermometers^  lying 
on  the  floor,  that  the  heat  from  the  underside  of  this  red- 
hot  arch  has  been  radiated  to  the  floor,  so  that  the  ther¬ 
mometer  indicates  150°.  I  have  another  thermometer  nearer 
the  fire  surrounded  by  a  double  tin  tube  (which  shields  it 
from  the  radiant  heat)  open  at  both  ends,  which  allows  a 
free  circulation  of  the  air  ;  and  this  only  indicates  76°.  This 
gives  the  temperature  of  the  air  close  to  the  fire,  so  that  you 
see  the  air  is  not  heated.  We  also  have  a  thermometer 
hanging  immediately  above  the  stove,  which  indicates  only 
81°.  In  addition  to  the  heat  radiated  to  the  floor,  there 
is  a  second  important  process.  The  products  of  com¬ 
bustion  are  confined  in  this  enclosed  chamber  over  the 
burners  long  enough  to  impart  to  the  sides  the  remaining 
heat  not  radiated  to  the  floor.  A  secondary  radiation  takes 
place  from  the  warmed  sides  of  this  chamber ;  thus  utilizing 
most  effectually  all  the  available  heat.  _ 

For  further  illustrating  the  effect  of  warming  the  floor  by 
downward  radiation,  we  have,  in  the  accompanying  tables  [see 
next  page] ,  the  results  of  experiments  tried  by  The  Gaslight 
and  Coke  Company.  In  those  tests  a  circular  stove  (Fig.  2), 
13  inches  diameter  and  54  inches  high,  was  used.  There  were 
four  ordinary  burners,  consuming,  on  an  average,  13^ 
feet  per  hour.  You  will  notice  that  the  thermometers  Nos. 

1  and  1a  were  placed  on  the  floor,  about  18  inches  from 
the  burners.  They  were  put  back  to  back  ;  No.  1  being 
turned  towards  the  burners,  and  consequently  receiving  the 
full  force  of  the  radiation  from  the  heated  asbestos  arch. 
No.  1a  was  screened  from  the  radiation ;  but,  as  it  was 
within  2  or  3  inches  of  the  other,  and  there  was  a  free 
flow  of  air  round  them,  both  thermometers  must  neces¬ 
sarily  have  been  in  air  of  precisely  the  same  temperature. 
It  is  scarcely  possible  that  there  could  have  been  a  varia¬ 
tion  of  in  the  temperature  of  the  air  surrounding  the 
two  thermometers.  The  difference  indicated  by  the  ther¬ 
mometers  is  about  115°;  and  this  therefore  shows  the 
amount  of  heat  radiated  on  the  floor  at  that  point.  By 
comparing  No.  2  (which  was  on  the  floor,  under  the  window, 
and  from  8  to  4  feet  from  the  stove)  with  No.  6  (which 
was  near  the  ceiling),  we  see  there  was  some  23°  more 
heat  radiated  on  to  the  floor  at  that  point  than  there 
was  near  the  ceiling.  Again,  by  noticing  the  record  of 
No.  7,  which  was  hung  directly  over  the  stove,  we  see 
there  was  some  15°  more  heat  on  the  floor  under  the 
window  than  there  was  immediately  above  the  stove.  The 
figures  given  in  these  tables  are  not  the  outcome  of  mere 
guess  work ;  but  are  the  results  of  experiments  carefully  and 
accurately  made.  They  prove,  in  the  most  conclusive  and 
comprehensive  manner,  how  floors  may  bo  warmed  by  down¬ 
ward  radiation,  while  at  the  same  time  there  may  be  a  free 
and  rapid  circulation  of  the  air  through  the  room,  which  will 
be  but  slightly  warmed.  These  results  are  of  the  greatest 
practical  value  in  artificial  warming. 

The  second  table  gives  the  figures  derived  from  experi¬ 
ments  with  a  stove  of  similar  external  appearance  (Fig.  8),  and 
which  I  supposed  would  show  results  much  nearer  the  first 
than  it  did.  You  will  see  that  the  thermometer  No.  1,  which 
was  placed  in  a  similar  position  directly  in  front  of  the  stove, 
only  rose  6°  the  first  hour,  instead  of  126°— certainly  a  very 
remarkable  difference.  This  stove  had  the  cornigated  copper 
back,  and  reflected  the  light  very  similarly  to  the  one  invented 
by  me ;  but  although  they  look  alike,  the  results  as  you 
observe,  are  very  different.  But  if  you  will  look  at  No.  7, 
you  will  readily  imagine  what  becomes  of  the  heat — 148° 
in  one  hour  according  to  the  table  with  the  door  open,  or 
159°  when  the  door  was  shut.  This,  of  course,  is  the  very 
common  result  of  artificial  heating.  Hot  heads  and  cold  feet 
— a  most  unnatural  and  distressing  condition  of  things. 
With  this  latter  system  of  heating,  it  is  absolutely  necessary 
to  close  up  all  the  ventilators  at  the  ceiling,  in  order  to  prevent 
the  heat  from  escaping  there,  and  leaving  the  floors  cold. 

Therefore,  by  the  method  of  floor  warming  by  direct 
radiation,  we  have  a  principle  quite  similar  to  that 
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Table  I. — Experiments  made  with  Gas-Stove  supplied  to  The  Gaslight  and  Coke  Company  by  Mr.  Leeds  {Fiy.  2). 


DOOR  CLOSED. 


Monday,  June  21, 1886. 

Time. 

INDICATIONS  OP  THERMOMETERS, 

IN  DEGREES. 

Index 
of  Meter. 
Cubic  Feet. 

12.30  p.m  (Start) . 

No.  1. 

60 

No.  2. 

61 

No.13. 

61 

No.  4. 

61 

No.  5. 

61 

No.  6. 

61 

No.  7. 

61 

No.  8. 

61 

Zero. 

1.0 . 

165 

84 

64 

65 

64 

63 

68 

67 

— 

1.30  . . 

166 

90 

67 

67 

66 

65 

74 

69 

13 

2.0 . 

190 

90 

69 

68 

67 

67 

75 

70 

— 

2.30 . 

190 

92 

70 

69 

68 

68 

76 

72 

27 

3.0  „ . 

189 

90 

71 

70 

70 

69 

78 

72 

— 

3.30  „ . 

189 

91 

72 

70 

71 

70 

78 

72 

39 

4.0 . 

189 

91 

73 

71 

71 

70 

78 

74 

— 

4.30  . . 

189 

90 

73 

72 

71 

70 

79 

74 

— 

5.0  . . 

189 

90 

74 

72 

72 

71 

80 

74 

59 

Memarks. — Average  consumption  per  hour  13'3  cubic  feet. 
DOOR  OPEN. 


Tuesday,  June  22,  1886. 

Time. 

INDICATIONS  OP  THERMOMETERS,  IN  DEGREES. 

Index  of 
Meter. 
Cubic  Feet. 

11.0  a.m.  (Start) . 

No.  1. 
65 

No.  lA. 
65 

No.  2. 
65 

No.  2a. 
65 

No.  3. 
65 

No.  3a. 
65 

No.  4. 
65 

No.  4a. 
65 

No.  5. 
65 

No.  5a. 
65 

No.  6. 
65 

No.  7. 
65 

No.  8. 
65 

59 

12  noon  . 

190 

69 

88 

71 

68 

64 

68 

64 

66 

63 

66 

72 

66 

— 

12.30  p.m..  . 

192 

71 

92 

75 

70 

66 

70 

64 

66 

64 

67 

74 

67 

— 

1.0 . 

190 

73 

92 

81 

71 

68 

71 

64 

67 

66 

68 

76 

68 

— 

1.30 . 

191 

74 

93 

82 

72 

68 

72 

65 

68 

67 

70 

78 

69 

— 

2.0 . 

191 

75 

94 

83 

73 

69 

74 

65 

69 

68 

70 

78 

70 

— 

2.30  . . 

192 

75 

94 

83 

73 

70 

74 

65 

70 

69 

71 

79 

70 

— 

8.0  . . 

193 

76 

95 

84 

74 

70 

74 

65 

70 

69 

72 

80 

71 

— 

3.30  „ . 

193 

77 

96 

85 

74 

71 

74 

66 

71 

70 

73 

82 

72 

— 

4.0 . 

204 

77 

103 

87 

76 

73 

75 

68 

72 

71 

74 

82 

73 

126 

Btmarks. — The  thermometers  indicated  by  “  a  ”  were  placed  at  the  back  of  the  others.  Average  consumption  per  hour  13'3  per  cubic  foot. 


h'lG.  2. 


’/////////////////////^^ 


Fig.  3. 


Table  II. — Experiments  made  with  the  Company's  Stove  {Fiy.  3). 

DOOR  OPEN. 


Wednesday,  June  23, 1886. 

Time. 

INDICATIONS 

OP  THERMOMETERS,  IN  DEGREES. 

Index  of 
Meter. 
Cubic  Feet. 

11.30  a.m.  (Start.) . 

No.  1. 
65 

No.  1a. 

65 

No.  2. 
65 

No.  2a. 
65 

No.  3. 
65 

No.  3a. 
65 

No.  4. 
65 

No.  4a. 
65 

No.  5. 
65 

No.  5a. 
65 

No.  6. 
65 

No.  7. 
65 

No.  8. 
65 

126 

12.0  noon . 

67 

65 

67 

65 

66 

66 

67 

65 

65 

65 

67 

131 

67 

— 

12.30  p.m . 

70 

66 

69 

67 

68 

68 

68 

65 

67 

66 

69 

148 

69 

136 

1.0 . 

73 

67 

70 

68 

69 

68 

68 

65 

68 

67 

71 

151 

70 

— 

1.30  . . 

78 

67 

72 

68 

70 

68 

69 

66 

70 

69 

72 

151 

73 

147 

2.0 . 

78 

68 

72 

69 

71 

69 

69 

66 

70 

62 

73 

150 

73 

— 

2.30 . 

79 

68 

72 

69 

71 

70 

70 

66 

70 

70 

74 

149 

74 

156 

3.0 . 

80 

69 

73 

69 

73 

71 

71 

66 

71 

71 

76 

149 

76 

— 

3.30 . 

80 

69 

73 

69 

73 

71 

71 

67 

72 

72 

76 

149 

77 

164 

4.0 . 

80 

69 

74 

70 

74 

71 

72 

68 

72 

72 

76 

149 

77 

— 

4.30  „ . 

80 

69 

74 

70 

74 

71 

72 

68 

72 

72 

78 

145 

78 

176 

Remarks. — No.  1.  thermometer  wasjremoved  to  front  of  stove.  Average  consumption  per  hour  10  cubic  feet. 


DOOR  CLOSED. 


Thursday,  June  24,  1886. 

Time. 

INDICATIONS  OP  THERMOMETERS, 

IN  DEGREES. 

Index  of 
Meter. 
Cubic  feet. 

No.  1. 

No.  2. 

No.  3. 

No.  4. 

No.  5. 

No.  6. 

No.  7. 

No.  8. 

11.0  a.m.  (Start] 

65 

65 

65 

65 

65 

65 

65 

65 

176 

11.30  „  .  . 

72 

68 

66 

66 

65 

68 

150 

69 

— 

12.0  noon 

75 

70 

68 

68 

67 

70 

159 

71 

188 

12.30  p.m.  . 

77 

72 

69 

69 

69 

72 

170 

73 

— 

1.0  „  .  . 

78 

72 

71 

69 

70 

73 

170 

74 

199 

1.30  „  .  . 

79 

73 

72 

70 

71 

75 

169 

76 

— 

2.0  „  .  . 

80 

74 

75 

71 

74 

77 

169 

77 

211 

2.30  „  .  . 

81 

75 

76 

71 

75 

79 

169 

79 

— 

3.0  „  .  . 

83 

76 

78 

74 

79 

82 

170 

83 

— 

3.30  ,;  .  . 

83 

76 

78 

74 

79 

82 

170 

83 

— 

4-0  „  .  . 

83 

76 

79 

74 

81 

83 

170 

85 

234 

Remarks. — The  thermometers  indicated  by  “  a  ”  were  placed  at  the  back  of  the  others.  Average  consumption  per  hour  ll'G  cubic  feet. 
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of  heating  by  the  sun,  but  with  one  very  important 
difference.  In  heating  by  the  sun  there  is  no  trouble 
with  products  of  combustion  ;  and  how  to  get  rid  of 
these  products  from  gas  stoves  is  an  important  problem.  All 
artificial  sources  of  heat — either  gas,  lamps,  chandeliers,  or 
coal  fires — should  have,  if  possible,  a  separate  flue  for  remov¬ 
ing  the  products  of  combustion  immediately  from  the  room. 
Tills  matter  has  been  much  neglected  heretofore  in  all 
arrangements  for  lighting  by  gas.  There  is  now  a  disposi¬ 
tion  amongst  our  more  thoughtful  architects  and  engineeis  to 
give  this  special  subject  much  more  attention.  Pliere  shoulcl 
always  be  in  the  ceiling  of  a  room  a  good  exit  for  the  vitiated 
air.  With  such  an  exit  the  products  of  combustion  from 
the  gas-stove  would  also  escape.  You  will  see  by  the  smoke 
from  the  taper  I  have  here  that,  notwithstanding  the  heat 
is  much  the  greatest  on  the  floor,  the  products  of  combus¬ 
tion,  as  they  escape  from  the  under  side  of  the  front  canopy, 
are  still  warm  enough  to  rise  through  the  colder  air  of  the 
room.  We  must  remember  that  this  ascending  air  does  not 
carry  with  it  the  rays  of  heat ;  therefore  there  may  be  a 
rapid  escape  of  the  air  from  the  ceiling  of  the  room  with  a 
very  small  propoi’tion  of  loss  of  heat.  This  explanation 
applies  to  rooms  or  places  where  no  flue  is  available,  such  as 
shops,  the  front  entrance,  halls  in  dwellings,  many  offices, 
and  a  large  number  of  places  where  there  is  no  heat  at  pre¬ 
sent  owing  to  the  want  of  a  flue.  This  principle  of  radiant 
floor- warming  is  a  great  boon  to  such  places ;  because  it  is 
possible  in  nearly  all  such  positions  to  obtain  proper  circula¬ 
tion  of  air  by  lowering  a  window  or  by  an  open  stairway,  or 
by  providing  some  similar  means  of  escape. 

You  must  bear  in  mind  that  the  most  important  part  of  the 
condition  of  heating  the  floors  by  direct  radiation  is  that  you  can 
have  a  free  circulation  of  air  for  ventilation  without  creating 
unpleasant  draught  on  the  feet.  Of  course,  where  there  is  a 
flue  or  an  open  fireplace  available,  it  is  the  simplest  thing 
possible  to  set  the  stove  in  front  of  the  fireplace  ;  leaving  the 
whole  chimney  open  for  ventilation.  The  great  advantage  of 
this  arrangement  is  that  with  the  stove  directly  in  front  of 
the  open  chimney,  you  may  have  a  large  volume  of  air  flow¬ 
ing  by,  and  thoroughly  ventilating  the  room,  without  wasting 
the  heat  from  the  fire.  This  is  a  very  valuable  feature  ;  but 
it  will  require  a  little  careful  reflection  to  realize  the  full 
importance  of  it.  A  clear  understanding  of  this,  however, 
will  explain  how  a  large  room  may  be  comfortably  warmed 
with  gas  during  two  hours  for  Id.,  and  at  the  same  time  be 
thoroughly  ventilated. 

Now,  in  considering  the  sanitary  value  of  this  system  of 
heating,  we  must  first  notice  the  great  deficiencies  in  the 
present  methods.  By  consulting  the  mortality  reports,  we 
find  that  the  death  rate  increases  very  rapidly,  especially  in 
the  large  cities,  in  cold,  damp  weather.  The  record  of 
deaths  is  almost  as  true  an  indication  of  the  changes  in  the 
atmosphere  as  the  thermometer  itself.  During  the  siege  of 
Paris,  careful  observations  were  made  in  the  city  to  ascertain 
the  effect  of  cold  on  the  death  rate.  It  was  found  that  the 
want  of  fuel,  as  indicated  by  the  increased  death  rate  for 
every  degree  the  thermometer  fell,  was  greater  than  the 
want  of  food.  In  American  cities,  where  the  system  of 
evenly  warming  the  whole  house  is  much  more  common  than 
it  is  here,  this  great  increase  in  the  death  rate  in  cold 
weather  does  not  occur.  As  I  have  already  said,  I  have  a 
high  appreciation  of  the  quality  of  heat  obtained  from  the 
open  fire  so  generally  used  in  this  country ;  but  the  great 
drawback  is  that  we  do  not  thoroughly  warm,  dry,  and  venti¬ 
late  our  apartments  with  this  dirty,  troublesome,  and  expen¬ 
sive  system  of  heating.  The  halls  and  passages  are  almost 
invariably  cold  and  damp  ;  and,  on  account  of  the  difficulty 
of  making  a  fire  in  the  ordinary  grate,  the  bed-rooms  are 
very  frequently  left  cold  and  unaired.  Much  discomfort  and 
suffering,  excessive  sickness,  and  a  high  death  rate  are  the 
natural  consequences. 

England  has  clung  very  persistently  to  her  dirty,  trouble¬ 
some,  open  coal  fires.  She  has  refused  to  bo  lulled  and 
stupefied  by  the  wann,  debilitating,  heated  air  of  the  Ameri¬ 
cans,  or  stewed  or  half  baked  in  the  Dutch-oven-warmed 
atmosphere  produced  by  the  Continental  plan.  These  inves¬ 
tigations  show  that,  in  principle,  she  is  right.  The  defect 
arises  from  the  difficulty  of  carrying  out  the  principle  in  all 
cases.  But  here,  in  this  country,  wo  have  that  rapid  and 
most  astonishing  development  of  the  gas  interest  which  has 
carried  the  gas,  comparatively  speaking,  into  every  nook  and 
comer  of  every  inhabited  room  in  the  kingdom.  This  was 
done  primarily  for  the  purpose  of  supplying  light ;  but  we  are 
just  discovering  that  this  same  gas  is  the  best  agent  for  cook¬ 


ing.  And,  to  add  another  valuable  point  to  the  already  great 
popularity  of  gas,  wo  see  here  the  possibility  of  utilizing  this 
agent  for  securing  the  very  liighest  results  in  affording  a 
wholesome  and  cheerful  warmth  with  the  purest  air  in  any 
and  ev’ery  part  of  our  occupied  apartments.  Df  course,  this 
subject  of  heating  by  gas  is  quite  in  its  infancy.  It  is  hardly 
to  be  expected  that  the  first  few  experiments  should  have 
proved  an  entire  success.  But  the  dcinonstratioiis  already 
made  arc  certainly  sufficient  to  prove  to  any  intelligent 
engineer  that  gas  offers  the  most  perfect  medium  for  accom¬ 
plishing  these  most  desirable  results. 

It  will,  however,  require  a  considerable  amount  of  demon¬ 
stration  to  convince  the  ordinary  customer  who  has  not  the 
time,  inclination,  or  money  to  spare  for  experimenting,  to 
prove  these  things  for  himself.  But  as  the  gas  companies 
have  already  been  greatly  encouraged  by  the  efforts  they 
have  initiated  to  demonstrate  to  the  people  the  incompai’ablo 
value  of  gas  for  lighting  and  cooking,  I  believe  that,  by  an 
intelligent,  energetic,  and  united  effort  on  the  part  of  the 
companies,  they  would  soon  be  richly  rewarded  by  the  almost 
universal  acceptance  of  this  agent  for  warming  and  'cii* 
tilation ;  and  they  would  then  earn  the  gratitude  of  their 
many  millions  of  customers  by  supplying  them  with  the 
means  of  using,  and,  in  addition,  teaching  them  how  to 
use  this  universal  and  easily-supplied  agent,  so  as  to 
give  them  genial,  wholesome  warmth  and  pure  air,  all  o\er 
their  house.  The  great  nightmare  which  weighs  so  heavily 
upon  the  sanitarian — the  smoke  that  hangs  in  such  depressing 
clouds  over  our  great  cities — would  then  disappear,  and  the 
bright,  genial,  unobstructed  rays  of  the  sun  would  bathe  and 
purify  our  towns  ;  and  instead  of  an  increased  death  rate 
appearing  on  the  approach  of  cold  weather,  the  well-regu¬ 
lated  and  comfortable  temperature  of  our  houses,  taken  in 
connection  with  the  cold,  bracing  and  external  atmosphere, 
would  give  strength,  vigour,  and  happiness  to  the  joung  and 
old  alike. 

DinciLssion. 

The  President  said  Mr.  Leeds  came  from  America,  where 
the  science  of  ventilation  was,  he  believed,  much  bettei 
understood  and  more  generally  applied  than  in  England. 
He  was  sure  the  members  would  return  him  a  vote  of  thanks 
for  his  paper. 

Mr.  C.  K.  Mead  (Sutton)  said  that  his  experience  in  gas 
matters  extended  for  a  period  of  more  than  50  years,  during 
which  time  he  had  seen  many  experiments  on  the  subject  of 
heating  and  ventilating  ;  and  he  ventured  to  say  he  had  seen 
one  of  the  best  wanned  and  ventilated  houses  in  the  world. 
This  house  was  occupied  by  the  late  Mr.  Appold  of  rotaiy- 
pump  notoriety — and  was  situated  in  Wilson  Street,  Fins¬ 
bury.  In  or  about  the  year  1818,  he  (Mr.  Mead)  had  the 
pleasure  of  visiting  Mr.  Appold,  and  having  the  mode  of 
warming  and  ventilating  explained.  ^Ir.  Appold  said  that 
the  first  thing  he  did  was  to  have  all  the  floor-boards  taken 
up,  and  a  number  of  holes  made  through  the  neutral  axis  of 
the  joists,  so  as  to  get  a  passage  between  the  ceilings  and  the 
floors  above  them,  by  which  the  warm  air  might  have  a  free 
flow.  He  then  had  air  conductors  so  arranged  that  one  set 
should  convey  the  warmed  air  where  required,  and  another 
set  take  off  the  vitiated  air  from  the  room.  Haying  done  this, 
he  had  the  floor-boards  relaid,  and  perforated  with  thomsands 
of  small  holes,  so  as  to  allow  the  warmed  air  to  pass  up 
through  them,  and  the  carpets  over  them,  into  the  rooins. 
In  the  basement  of  the  house,  he  had  a  largo  gas-stove  with 
an  air  chamber  for  warming,  without  buming  the  air.  This 
air  chamber  was  furnished  with  an  inlet-pipe,  to  admit  aii 
from  a  yard  at  the  back  of  the  house,  and  an  outlet-pipe  to 
convey  the  warmed  air  to  the  air  conductors  in  the  house. 
The  inlet-pipe  was  furnished  with  a  large  screen  made  of 
bunting.  This  sifted  the  soot  and  dust  from  the  air  ;  while 
a  second  screen,  the  bottom  of  which  dipped  into  a  tank  of 
water,  slightly  moistened  the  atmosphere  passing  to  the 
stove.  Ho  desired  to  have  the  temperature  of  the  rooms  at 
G5’;  and  the  hall  and  staircases  at  6G' — the  latter  being 
high  enough  when  people  were  moving  about.  The  regu¬ 
lation  of  the  temperature  was  managed  by  the  action  of  a 
large  and  ingenious  thermometer  fixed  in  the  midille  of  the 
house,  and  operating  on  a  very  delicate  gas- valve,  by  means 
of  which  the  supply  of  gas  to  the  stove  was  regulated.  Mr. 
Appold,  like  other  inventors,  found  that  air  woubl  not  always 
travel  as  theory  provided  it  should  ;  and  to  get  over  the  diffi¬ 
culty,  he  employed  a  steam-engine,  by  which  ho  could  drive  oitlier 
warm  or  cold  air  into  the  rooms,  or  exhaust  the  vitiated  air. 
Mr.  Appold  had  some  difficulty  with  his  dining-room,  as  the 
temperature  rose  very  fast  after  the  guests  had  been  in  the 
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room  for  a  short  time.  To  obviate  this  difficulty,  lie  had  a 
pedal  arrangement  under  the  table  and  an  ornamental 
thermometer  on  the  table  in  front  of  him  ;  and  if  the  room 
was  getting  too  warm,  he  had  only  to  press  a  pedal  with  the 
left  foot,  and  cool  air  w'as  admitted,  passing  quietly  up  through 
the  carpet  all  over  the  room,  until  the  proper  temperature 
was  restored.  On  the  other  hand,  if  from  any  cause  it  fell 
too  low,  the  pressure  of  the  right  foot  on  another  pedal 
admitted  an  extra  supply  of  warm  air.  The  whole  theory 
of  the  business  was  that  warm  air  should  be  passed  into  the 
rooms  all  over  the  floor  surface,  so  that  there  should  be  an 
even  temperature  throughout  the  rooms,  and  that  the  vitiated 
air  should  be  carried  away  through  openings  in  the  ceilings  ; 
such  openings  being  furnished  with  properly  exhairsted  air 
channels.  There  was  only  one  matter  Mr.  Appold  was  not 
satisfied  with,  and  that  was  the  cost  of  gas,  which,  in  those 
days  of  high-priced  gas,  amounted  to  from  £9  to  £20  per 
month. 

Mr.  John  Chapman  (Harrow)  said  the  papers  under  discus¬ 
sion  were  both  excellent  ones.  He  regretted,  however,  there 
was  not  time  to  discuss  them  ;  and  he  feared  the  consideration 
of  them  would  have  to  be  left  until  next  year.  In  his 
opinion,  there  was  nothing  so  comfortable  as  to  have  a  well- 
ventilated  and  well- warmed  room. 

The  Peesident  said  unfortunately  there  were  so  few  mem¬ 
bers  present,  that  he  feared  there  would  not  be  any  further 
discussion  ;  and  he  tvould  ask  Mr.  Somerville  to  reply. 

Mr.  Somerville  said  he  had  only  to  answer  the  President’s 
question  with  regard  to  Bunsen  burners.  He  did  not  recom¬ 
mend  them  ;  he  only  mentioned  them.  On  the  contrary,  he 
recommended  a  white-flame  burner,  because  he  always  found 
it  most  difficult  and  almost  impossible  to  prevent  smell  from 
a  Bunsen  burner.  All  he  said  was  that  if  Bunsen  burners 
must  be  used— some  people  would  have  them — take  care  and 
have  good  ones. 

Mr.  Leeds,  referring  to  the  system  of  heating  the  air  and 
driving  it  into  rooms,  said  that  this  was  an  old  device.  It 
was  done  at  the  Houses  of  Parliament,  and  a  number  of  other 
places  ;  but  it  came  to  the  original  proposition  after  all — that 
the  air  had  to  be  warmer  than  the  air  in  the  room.  His 
principle  was  to  leave  the  air  cold,  while  the  heat  was  used 
for  radiation.  In  America  he  had  spent  an  enormous  amount 
of  time  and  money  on  the  attempt  to  warm  the  air,  and  to  get 
it  to  go  where  it  ought  to ;  but  he  had  come  to  the  conclu¬ 
sion  that  it  was  better  to  warm  the  floor. 


Mr.  Newbirging’s  Candidature  for  Rossendale. — A  deputa¬ 
tion,  consisting  of  the  Mayor  of  Bacup  (Alderman  Lees),  Mr.  R. 
Lord  (of  Rawtenstall),  and  Mr.  G.  Moon  (late  of  Bacup),  recently 
waited  on  Mr.  Thomas  Newbigging,  C.E.,  Manchester,  and  handed 
to  him  the  sum  of  £212  15s.  Cd.,  being  the  balance  of  his  late  par¬ 
liamentary  expenses,  as  promised  previous  to  his  acceptance  of 
the  candidature. 

North  British  Assoclition  of  Gas  Managers. — The  twenty- 
seventh  annual  general  meeting  of  this  Association  will  be  held  in 
the  rooms  of  the  Royal  Philosophical  Society,  Glasgow,  on  the 
26th  and  27th  inst.,  under  the  presidency  of  Mr.  David  Terrace,  of 
Dawsholm.  A  good  programme  has  been  prepared  for  the  business 
meeting  on  the  first-named  day  ;  and  if  this  is  got  through,  the 
members  will  have  well  earned  the  recreation  provided  for  them 
on  the  second.  In  addition  to  the  President’s  Inaugural  Address, 
papers  will  be  submitted  on  the  following  subjects  : — “  Gas  Bur¬ 
ners  for  Photometrical  Purposes,”  by  Mr.  G.  R.  Hislop,  of  Paisley 
(being  a  report  on  the  remit  on  the  subject  of  the  “  Best  Standard 
Burner  for  Scotch  Gas  ”) ;  “A  year’s  Experience  in  the  Manufac¬ 
ture  of  Sulphate  of  Ammonia,”  by  Mr.  R.  Cowie,  of  Tillicoultry  ; 
“  Tar  as  Fuel  for  Steam-Boilers,”  by  Mr.  J.  M‘Crae,  of  Dundee  ; 
“  Automatic  Gas  Lighting,”  by  Mr.  G.  Keillor,  of  Nairn  ;  “  Selling 
Gas,”  by  Mr.  J.  M’Gilchrist,  of  Dumbarton  ;  “  Regenerative  Fur¬ 
naces  for  Small  Works,”  by  Mr.  J.  Smith,  of  Rosewell  ;  and 
“  Scrubbing,  Condensing,  and  Washing  Coal  Gas,”  by  Mr.  W.  Key, 
of  Tradeston,  Glasgow.  The  report  of  the  Sub-Committee  of  the 
Murdoch  Memorial  Fund  will  be  submitted  to  the  meeting.  The 
discussion  of  the  above-mentioned  subjects  will  be  an  excellent 
day’s  work ;  and  after  it  is  over  the  members  will  dine  together 
in  the  Royal  Bungalow,”  at  the  Glasgow  Exhibition.  On  the  fol¬ 
lowing  day  there  will  be  an  excursion  to  Loch  Lomond  and  Loch 
Long.  The  party  will  travel  from  Glasgow,  via  Balloch,  to  Tarbet, 
on  the  former  loch,  where  they  will  take  luncheon.  The  return 
will  be  made  from  Arrochar,  on  Loch  Long ;  proceeding  via 
Dunoon  (where  the  journey  may  be  broken  for  a  couple  of  hours 
for  tea  at  M’Coll’s  Hotel,  in  the  West  Bay),  to  Craigendoran  Pier, 
and  thence  to  Glasgow,  which  will  be  reached  in  good  time  in  the 
evening.  It  will  be  seen,  from  an  advertisement  which  appears 
in  another  column,  that  this  meeting,  with  its  attendant  pleasant 
excursion,  is  not  confined  to  members  of  the  Association  and  their 
friends,  but  that  members  of  other  Associations  who  are  desirous 
of  taking  part  in  it  can  do  so  on  applying  to  the  Secretary,  Mr. 
R.  S.  Carlow,  of  Arbroath. 


®ssans,  anb 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  135.) 

The  past  week  has  been  a  bright  and  active  one  on  the  Stock 
Exchange,  after  acontinued  periodof  comparative  stagnation.  Prices 
everywhere  are  on  the  upward  move  ;  even  the  unfortunate  American 
Rails  seem  to  be  taking  the  long  deferred  turn.  Foreigners,  too,  are 
even  a  little  higher  than  they  were  before — thanks  to  the  absence 
of  political  alarms.  Money  remains  easy ;  though  it  cannot  be 
expected  to  get  any  easier.  Thus,  everything  points  to  the  pro¬ 
bability  of  better  prices  all  round.  In  the  Gas  Department  several 
advances  in  quotations  have  been  scored.  Foremost,  of  course, 
comes  Gaslight  ‘‘  A,”  which  has  several  times  marked  260.  The 
reason  of  its  upward  move  is  not  far  to  seek,  when  iHs  remembered 
that  the  Company,  having  reduced  the  price  of  their  gas  by  3d.  per 
1000  cubic  feet  from  the  commencement  of  this  year,  are  entitled 
to  increase  the  rate  of  dividend  for  the  half  year  just  completed 
by  I  per  cent.  The  secured  issues  are  still  in  demand  ;  and  some 
of  their  debenture  and  preference  stocks  have  advanced.  South 
Metropolitans  have  been  very  quiet.  The  ”  B  ”  has  improved  3, 
as  might  be  expected  from  its  appearance  the  preceding  week.  It 
must  not  be  forgotten  that  this  Company  will  be  entitled  to  declare 
a  I  per  cent,  higher  dividend  next  month.  The  reports  and  accounts 
of  the  two  larger  Metropolitan  Companies  will,  therefore,  be 
interesting.  Nothing  at  all  has  been  done  in  Commercial ;  but  the 
old  stock  has  recovered  1.  Imperial  Continental  has  remained 
steady,  with  buyers  at  1  higher.  Crystal  Palace  is  5  better, 
and  with  reason,  seeing  what  it  fetches  at  the  Mart.  Some 
of  the  minor  undertakings  have  been  active,  especially  Bombay 
and  Monte  Video.  Their  quotations,  however,  have  not  moved, 
though  advances  have  been  made  in  many  issues,  as  detailed  in  the 
list  at  page  135.  Water  (excluding  the  more  speculative  forei^ 
undertakings)  has  been  very  quiet ;  the  bulk  of  business  being  in 
Lambeth  issues.  Most  of  the  Companies,  however,  show  some 
improvement  in  quotations.  The  daily  operations  were  :  Monday 
opened  firm  and  promising.  Gas  business  was  mostly  in  Bombay 
and  Monte  Video.  Gaslight  “  A”  was  quiet,  but  rose  1^.  There 
was  a  little  doing  in  Water,  at  moderate  prices.  There  was  a 
shade  more  activity  in  Gas  on  Tuesday,  and  general  firmness. 
Gaslight  “  A  ”  rose  1  more ;  and  South  Metropolitan  “  B,”  and 
Brentford  new,  made  a  similar  advance.  One  transaction  in 
Water  was  all.  Lambeth  7^  per  cents,  rose  1  ;  and  the  quotation 
of  Southwark  ordinary  was  drawn  in  closer.  The  general  ten¬ 
dency  to  improve  continued  strong  on  AVednesday.  Gas  business 
was  mostly  in  Imperial  Continental,  which  rose  ^  ;  and  advances 
to  the  same  extent  were  made  in  Continental  Unions.  Gaslight 
“  A  ”  was  erroneously  credited  with  an  advance  of  5^  ;  but  in 
point  of  fact  it  did  not  move  at  all.  The  “  C,”  “  D,”  and  “E,” 
however,  rose  1.  Water  was  an  absolute  blank  ;  but  Lambeth  10 
per  cents,  rose  1.  Very  little  was  done  on  Thursday  in  gas,  except 
in  Gaslight  “A,”  which  rose  South  Metropolitan  “  B  ” 

improved  2  ;  Commercial  old,  1 ;  and  Crystal  Palace,  5.  Water 
had  nothing  to  note.  Friday’s  business  in  Gas  was  only  moderate ; 
but  prices  were  excellent.  British  rose  1 ;  but  nothing  was  done 
in  it.  Lambeth  Water  was  unusually  active  ;  but  nothing  else  was 
touched.  Chelsea  and  Southwark  ordinary  improved  IJ ;  and  New 
River,  1.  Gas  was  active  on  Saturday,  especially  Gaslight  “  A.” 
The  4  per  cent,  debentures  rose  2.  Nothing  was  done  in  Water, 
except  New  River  debentures,  which  advanced  1.  Southwark 
ordinary  had  a  further  rise  of  1^. 


ELECTRIC  LIGHTING  MEMORANDA. 

revocation  of  the  GAULABD  AN")  GIBBS  PATENT — DIFFICULTIES  IN  THE 
WAY  OF  ELECTRIC  LIGHTING  AT  BARNET — THE  BOARD  OF  TRADE  REPORT 
ON  THEIR  PROCEEDINGS  UNDER  THE  ELECTRIC  LIGHTING  ACT — PROPOSED 
CHARGES  FOR  ELECTRICITY  AT  BRADFORD. 

The  uncertainty  of  the  law  is  strikingly  exemplified  by  the  case  of 
the  Gaulard  and  Gibbs  patent,  which  has  just  been  upset  on  the 
petition  of  Mr.  Ferranti,  after  it  has  been  before  the  public  for 
years.  Indeed,  the  patent  dates  from  1882 ;  and  during  the  past 
six  years  the  Gaulard  and  Gibbs  system  has  been  exhibited  and 
worked  in  public  without  any  noteworthy  expression  of  doubt  of  its 
originality.  In  fact,  it  was  a  great  deal  too  original  for  a  good 
many  learned  professors  of  physical  science,  who  could  not  under¬ 
stand  it,  and  consequently  followed  the  fashion  of  their  kind  in 
condemning  the  principle  of  the  invention  at  the  same  time  that  it 
was  being  made  by  Mr.  Westinghousethebasis  of  the  cheapest  known 
system  of  electric  lighting  from  central  stations.  It  is  rumoured 
that  the  real  petitioners  against  Messrs.  Gaulard  and  Gibbs  were 
the  Grosvenor  Gallery  Company,  who  are  actually  using  their 
system  under  a  licence,  but  who  put  Mr.  Ferranti  forward  as  the 
nominal  plaintiff,  with  the  idea  that  if  the  patent  was  annulled 
they  would  be  able  to  escape  payment  of  royalty.  If  this  is  the 
“  true  inwardness  ”  of  the  matter,  it  has  a  somewhat  unpleasant 
savour ;  but  any  sharp  practice  of  this  kind  is  regarded  as  right 
and  proper  in  some  varieties  of  business.  The  essential  fact  to  be 
borne  in  mind,  however,  is  that  the  Gaulard  and  Gibbs  patent  has 
been  revoked  ;  and  the  system  of  distributing  electricity  for  lighting 
purposes  by  transformers  disposed  in  connection  with  alternating 
currents  of  high  tension  has  been  thrown  open  to  the  world.  It  is 
remarked  by  the  Electrical  Review  that  this  result  will  not  have 
much  effect  upon  the  commercial  prospects  of  electric  lighting, 
because  Messrs,  Gaulard  and  Gibbs  were  always  ready  to  grant 
licences  for  working  their  supposed  proprietory  system.  The 
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reputation  of  the  unfortunate  patentees  for  ingenuity  in  devising, 
and  perseverance  in  working  it  out  under  great  discouragemerit 
remains  ;  and  it  is  certainly  a  pity  that  in  the  eye  of  the  law  all  tins 
was  wasted,  so  far  as  the  patentees’  private  interest  is  concerned, 
upon  a  device  which  was  not  patentable. 

The  proposed  electric  lighting  of  the  town  of  Barnet  is  not  yet 
an  accomplished  fact.  Warned  probably  by  the  example  of 
Leamington,  Mr.  Joel,  the  electrical  contractor,  has  represented  to 
the  Barnet  Local  Board  that  the  16-candle  incandescent  lamps 
with  which  they  had  proposed  to  light  the  streets  would  not  be 
likely  to  prove  satisfactory.  It  is  a  remarkable  thing  that  while 
common  batswing  burners  consuming  5  cubic  feet  of  ordinary  coal 
gas  per  hour,  and  generally  giving  the  light  of  from  T-  to  14  candles, 
are  considered  quite  sufficient  for  average  street  lighting,  a  nomi¬ 
nally  superior  lighting  effect  from  incandescent  electric  lamps  is 
always  a  failure.  In  the  case  in  point,  Mr.  Joel  recommended  the 
Board  to  have  lamps  of  S'i-candle  power;  but  the  sugpsiion seems 
to  have  opened  the  eyes  of  the  members  of  the  Board  to  the  truth 
that  street  lighting  by  electricity  is  not  altogether  a  settled  business. 
It  appears  that  Mr.  Joel,  whose  name  is  well  known  in  connection 
with  electric  light  engineering,  wanted  to  light  Barnet  with  his 
own  arc  lamps;  but  the  Board  did  not  see  the  necessity  for 
them,  and  preferred  something  more  like  the  usual  gaslight. 
Then  Mr.  Joel  agreed  to  fix  IG-candle  lamps,  as  desired  by  the 
Board  ;  but  now  he  wants  to  double  the  nominal  illuminating 
power  of  the  lamps,  for  fear  of  a  failure  such  as  he  admits  to 
liave  occurred  with  similar  lamps  at  other  places.  And  he  added 
point  to  his  objections  by  refusing  to  sign  the  contract  for  the 
street  lighting  until  the  Board  consented  to  meet  his  views  in 
regard  to  this  matter.  After  a  good  deal  of  discussion,  and  with 
much  misgiving,  the  Board  gave  way  to  their  electrician  ;  and  it 
now  remains  to  be  seen  whether  they  will  achieve  their  desire  of 
getting  a  better  light  for  their  streets  by  means  of  electricity  at  a 
saving  on  the  cost  of  gas. 

The  Board  of  Trade  report  for  the  past  year  upon  their  proceed¬ 
ings  under  the  Electric  Lighting  Act  has  been  issued ;  according 
to.  which  the  only  application  for  a  Provisional  Order  since  the 
last  report  was  that  of  the  South  Metropolitan  Electric  Supply 
Company',  for  permission  to  occupy  the  City  and  a  select  district 
of  the  West-end  of  London.  After  hearing  the  objections  of  several 
of  the  local  authorities  named  in  the  application,  the  Board  of 
Trade  granted  an  Order  restricted  to  the  parishes  of  St.  James, 
Westminster,  and  St.  Martin-in-the-Fields,  with  Waterloo  Bridge 
and  a  small  portion  of  the  Victoria  Embankment.  It  may  be 
remarked  here  that  a  Bill  to  confirm  the  Order  was  introduced 
into  the  House  of  Lords  and  read  a  first  time  last  week ;  the 
Standing  Orders  having  been  suspended  for  this  purpose.  Five 
applications  for  Licences  are  recorded,  of  which  only  one,  relating 
to  Liverpool,  has  been  granted;  besides  the  Licence  to  the  Ken¬ 
sington  Court  Electric  Lighting  Company,  which  was  mentioned 
in  the  last  report.  It  is  probable  that  the  next  report  of  the 
Board  of  Trade  upon  this  subject  will  contain  more  matter. 

Considerable  interest  attaches  to  the  Bradford  Corporation 
experiment  in  electric  lighting  from  a  central  station,  as  it  will  be 
the  first  venture  of  the  kind  in  the  United  Kingdom,  and  the  first 
concerning  which  full  and  reliable  accounts  are  to  be  published. 
It  is  proposed  to  sell  the  current  to  subscribers  either  at  a  charge 
of  5d.  per  unit,  with  10  per  cent,  on  the  cost  of  the  meter  by  way 
of  rental,  or  for  an  annual  rental  of  ‘20s.  per  lamp  of  16-candle 
power,  irrespective  of  the  hours  of  buruing.  This  is  supposed  to 
be  equivalent  to  gas  at  48.  ‘2d.  per  1000  cubic  feet.  It  is  rather 
noteworthy  that  while  the  Barnet  Local  Board  flatter  themselves 
that  they  will  get  electric  lighting  from  a  contractor  at  a  saving  on 
the  cost  of  gas,  the  Bradford  Corporation,  who  mean  to  do  the 
the  work  themselves,  do  not  entertain  any  such  vain  hope.  The 
Corporation  are  trying  to  make  three  years’  contracts  with  pro¬ 
spective  consumers ;  and  they  propose  to  lay  the  services  to  the 
doors  of  their  patrons — leaving  them  to  provide  internal  fittings — 
probably  reserving  the  right  of  inspection. 


Presentation  to  Mr.  Samson  Fox. — Last  Wednesday  an  in¬ 
teresting  event  took  place  at  the  works  of  the  world-renowned 
Leeds  Forge  Company,  Limited,  in  the  shape  of  a  presentation  to 
Mr.  Samson  Fox,  the  founder  and  Managing  Director  of  the  under¬ 
taking,  on  attaining  his  fiftieth  birthday.  It  was  the  outcome  of 
a  desire  expressed  liy’  the  heads  of  the  departments  (twelve  in  num¬ 
ber)  to  celebrate  the  remarkable  success  of  the  concern,  and  to  express 
in  some  tangible  way  their  high  estimation  of  Mr.  Fox’s  personal 
character  and  exceptional  qualities  as  an  employer.  The  form  of 
testimonial  selected  by  the  donors  was  a  piece  of  silver  plate,  and 
an  address  beautifully  inscribed  upon  apiece  of  Leeds  forgo  boiler- 
jilate.  The  jiiece  of  silver  had  a  total  weight  of  upwards  of  ‘2M  lbs. 
The  large  oval  of  the  plateau  had,  on  its  upper  surface,  four  views 
of  the  Leeds  forge  engraved  upon  it,  surrounding  an  appropriate 
inscription.  There  were  also  views  engraved  upon  the  plate,  rejire- 
senting  four  of  the  principal  operations  in  the  manufacture  of  a  Fox 
corrugated  boiler  flue.  The  presentation  was  followed  by  a  banquet, 
at  which  Mr.  Fox,  the  members  of  his  family,  and  a  number  of 
guests  were  entertained  by  the  subscribers.  This  took  jilace  in  a 
portion  of  the  offices,  which  was  appropriately  draped  and  set  out 
with  plants.  One  special  feature  of  the  room  was  the  lighting  of  it 
with  the  new  water  gas  which  the  Company  have  been  for  some 
time  manufacturing  for  their  own  use.  The  Leeds  Forgo  Company 
are,  it  is  stated,  the  first  in  this  country  to  manufacture  and  adopt 
this  kind  of  gas  for  illuminating  purposes. 


THE  OBSERVANCE  OF  TYPE.  IN  STRUCTURAL  DESIGN. 
One  of  the  most  important  considerations  that  can  engage  the 
attention  of  a  gas  engineer,  as  of  anyone  else  occupied  in  works  of 
construction,  is  the  extent  to  which  iheideaof  a  type  can  bo  curried 
out  in  his  designs,  that  is  to  say,  the  degree  in  which  conformity 
to  a  certain  standard  of  character  can  be  followed  in  the  class  of 
structures  for  which  he  is  responsible.  Although  this  considera¬ 
tion  is  so  important,  however,  it  is  not  invariably  recognized  as 
such.  Many  designers  seem  to  go  to  work  oblivious  of  the  idea 
of  a  type;  and  others  only  confess  the  influence  of  this  idea 
indirectly  and  incompletely  in  the  repetition  of  a  few  characteristics 
of  style,  which  serve  no  other  purpose  than  that  of  enabling  an 
observer  to  identify  their  work  at  the  first  glance.  This  latter 
tendency  is  rather  a  trick  of  design— or  it  might  be  described  aa  a 
mark  of  individual  taste— than  real  observance  of  type-forms.  The 
way  to  distinguish  between  a  trick  of  designing,  which  is  often  no 
more  than  a  trade  mark,  and  true  observance  of  a  type,  is  to  notice 
in  what  the  particular  indications  appear.  When  an  engineer 
always  finishes  off  the  tope  of  his  gasholder  guide-columns  or 
standards  in  the  same  style,  or  repeats  without  variation  the  same 
strin‘'-courses  and  window-heads  in  his  retort-houses,  that  is  a 
trick%r  as  it  might  be  less  invidiously  called,  a  mark  of  individual 
taste.  There  is,  of  course,  nothing  objectionable  in  this  habit,  so 
lontJ  as  the  favourite  design  is  not  bad  in  itself.  It  soon  becomes 
recognizable  as  the  brand  of  a  particular  designer  ;  so  that  one  can 
declare  from  afar  who  is  responsible  for  the  work  which  displays  it. 
The  peculiarity  of  it  consists,  however,  in  its  being  manifested 
wholly  or  principally  in  superfluities,  sometimes  called  ornaments. 

It  is  much  easier  to  show  fancifulness  in  ornament  than  to  let  a 
whole  piece  of  work  tell  who  designed  it.  Yet  even  the  latter  may 
be  done  without  necessarily  involving  observance  of  type.  Gas¬ 
holders,  retort-houses,  and  other  imposing  structures,  may  bear 
the  easily  recognizable  impress  of  their  creator,  and  yet  be  so 
divergent  from  others  of  like  origin  that  nothing  approaching  con- 
foruiity  to  type  can  be  claimed  for  them.  Conformity  to  type,  then, 
is  something  more  than,  as  well  as  distinct  from  individual  expres¬ 
sions  of  taste  in  designs  of  structures.  It  may  be  combined  with 
this  preference  of  designers  for  stock  embellishments  and  trade¬ 
marks  ;  but  the  presence  of  the  one  does  not,  as  a  matter  of 

necessity,  imply  the  other.  ,  ,  .  „  ,  i  ■ 

Regard  for  type  should  he  one  of  the  chief  cares  of  a  designer  at 
the  beginning  of  his  career  as  a  responsible  constructor ;  but  wo 
do  not”say  that  he  should  start  with  his  types  rigidly  fixed  in  his 
mind.  It  is  rather  of  the  essence  of  a  true  type  that  it  should  be 
evolved  and  developed  as  time  goes  on  and  experience  ripens  ;  but 
there  must  be  something  fundamental,  like  a  firmly-held  principle, 
to  begin  with,  upon  which  the  developments  of  the  type  can  grow. 
Take”  for  example,  the  design  for  a  gasholder  and  tank.  The 
designer  must  have  in  mind  certain  data  upon  which  his  work  is  to 
be  based.  We  speak  only  of  work  that  is  really  designed,  and  not 
copied  from  somebody  else’s  patterns.  Here  the  underlying  prin¬ 
ciples  may  be  that  the  tank  shall  be  built  of  the  most  suitable 
materials  available  on  the  spot,  and  that  the  ironwork  of  the  holder 
and  framing  shall  be  of  light,  easily-handled  pieces,  comprising  the 
smallest  possible  variety  of  sections,  and  these  of  the  cheapest  and 
most  ordinary  description.  This  is  quite  enough  to  constitute  the 
leading  idea  of  a  type  of  gasholder  construction.  With  the  next 
opportunity  the  designer  will  be  able  to  see  wherein  the  plan  may 
be  modified,  either  out  of  regard  for  local  conditions  or  to  secure 
some  general  advantage  ;  and  the  type  will  be  yet  more  distinctly 
emphasized.  So  again  with  every  subsequent  repetition  ;  the  more 
the  type  is  modified,  the  more  will  it  be  developed  and  maintained, 
so  that  in  time  men  will  be  able  to  say  “  this  is  one  of  Mr.  Blank  s 
holders,”  not  because  of  the  appearance  of  a  particular  finial  on  the 
columns  or  rosette  on  the  girders,  but  merely  from  the  general 
conformity  to  typo  which  they  are  able  to  recognize  in  the  work 
Itself.  So  long  as  the  type  is  good,  this  is  the  highest  praise  that 
can  bo  accorded  to  its  creator. 

The  observance  of  type  descends  into  much  smaller  matters  than 
the  design  of  a  large  structure  ;  and  within  certain  limits,  it  saves 
much  expenditure  of  brain  power  on  the  part  of  the  designer.  In 
gas  making,  for  example,  the  right  shapes  and  dimensions  of  re¬ 
torts  constitute  questions  upon  which  much  variety  of  opinion  has 
prevailed,  leading  to  a  bewildering  complexity  of  patterns  and 
occasionally  to  much  perplexity  on  the  part  of  manufacturers.  In 
Franco  and  Germany  the  inconvenience  of  this  multiplicity  of 
sections  of  retorts  has  led  to  the  adoption  of  a  few  type-forms, 
which  all  constructors  of  retort  settings  will  be  bound  to  respect 
under  penalty  of  having  to  pay  extra  for  abnoriii.al  patterns. 
Whether  anything  like  this  formal  agreement  is  possible  among 
gas  makers  in  general  is  doubtful.  But  it  is  evident  that  every 
engineer  who  entertains  a  preference  for  a  particular  shape  and 
size  of  retort  should  be  able  to  adduce  sufficient  reasons  therefor ; 
and  for  these  reasons  ho  may  bo  expected  to  repeat  this  favourite 
design  wherever  the  conditions  are  favourable  to  it.  The  same 
may  be  said  of  other  points  of  design. 

There  is  the  question  of  the  character  of  the  gas-mains  inside 
works.  Some  engineers  have  a  liking  for  special  castings,  iu  the 
interest  of  perfect  distribution,  the  reduction  of  friction  in  the  flow 
ofgas,  itc.,  while  others  will  not  hear  of  anything  but  the  most 
ordinary  bends,  tees,  and  junctions — letting  the  gas  currents  take 
care  of  theinselvos.  One  man  is  all  for  lees  and  blank  flanges 
for  clearing  the  mains  of  obstructions,  another  prefers  the  easiest 
of  bends  when  the  direction  of  the  flow  of  gas  has  to  bo  changed, 
providing  an  occasional  manhole  for  inspection  and  cleaning. 
Indeed,  it  is  more  difficult  to  point  out  the  details  of  gas-work? 
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construction  in  which  there  is  no  scope  for  individuality  of  design, 
than  to  name  those  in  which  there  is  wide  room  for  choice  of 
methods  of  attaining  the  same  end.  We  do  not  say  that  it  is 
either  necessary  or  desirable  for  every  gas-works  to  differ  in 
everything  from  others  of  the  same  size.  Observance  of  type  is  a 
totally  different  thing  from  vainly  striving  after  either  originality 
or  oddity  of  design. 

Observance  of  type  is  something  more  than  a  preference  for 
uniformity  of  pattern  or  dimensions ;  but  it  frequently  finds  ex¬ 
pression  in  the  latter.  When  a  manufacturing  firm  have  decided 
upon  the  type  of  machine  which  they  intend  to  make  their 
speciality,  the  next  step  is  to  settle  the  sizes  and  patterns  m  which 
it  is  to  be  made ;  and  the  fewer  these  are,  the  better.  In  the 
beginning  of  an  industry,  there  is  likely  to  be  almost  infinite 
variety  in  the  product ;  but  after  the  practical  requirements  of  the 
trade  have  been  sounded,  these  are  cut  down  to  a  narrow  range  ; 
which  yet  satisfies  everybody.  Electric  lighting  engineering  in 
this  country  is  now  passing  through  this  stage.  Every  large  order 
that  is  given  for  an  installation  of  incandescent  lighting  for  a 
mansion  or  public  building,  entails  a  fresh  design  in  the  way  of 
dynamos,  switch-boards,  or  some  other  important  fitting,  with  the 
necessary  consequence  that  the  work  is  long  in  hand,  expensive, 
and  difficult  of  repair.  It  argues  a  considerable  experience  of  the 
necessities  of  an  industry  when  the  essential  machinery  is  made 
to  gauge,  with  interchangeable  parts  which  can  be  replaced  from 
stock  at  short  notice.  The  types  must  be  approved  by  theoi-y  and 
practice  before  their  expression  can  be  multiplied  as  it  were  auto¬ 
matically. 

There  is  nothing  like  sameness  or  poverty  of  invention  in  a  strict 
adherence  to  type.  In  the  natural  world,  types  are  comparatively 
few,  while  modifications  and  developments  for  special  purposes  are 
innumerable.  The  rudest  draughtsman  that  ever  chipped  the  pre¬ 
historic  flint  or  moulded  the  dateless  clay,  like  him  of  the  present 
who  scribbles  on  a  pavement  with  a  piece  of  chalk,  can  indicate 
the  type  of  a  fish  or  of  a  man  without  observance  of  specific 
character  or  individual  likeness.  So  in  engineering  ;  the  type  once 
established,  there  is  plenty  of  scope  for  varying  the  design  for 
special  purposes  without  contradiction  of  fundamentals.  If  only 
the  type  is  preserved,  its  modifications  must  be  mutually 
harmonious  and  rational.  It  is  when  fundamentals  are  outraged 
in  successive  designs  from  the  same  hand  that  there  is  confusion, 
and  the  critic  is  driven  to  the  conclusion  that  the  designer  does 
not  know  his  business,  and  that  any  approach  to  rectitude  of 
principle  which  may  have  been  observable  in  his  work  is  accidental. 
This  is  the  worst  reproach  that  can  be  brought  upon  a  designer, 
and  places  him  upon  the  level  of  a  child  who,  playing  ignorantly 
with  a  musical  instrument,  has  by  chance  evoked  a  thrilling  chord, 
only  to  follow  it  up  with  a  nerve-shattering  noise. 

Therefore  it  is  to  be  urged  upon  all  designers  that,  in  their 
capacity  of  creators,  they  observe,  as  one  of  the  fundamental  laws 
of  their  actions,  that  principle  of  conformity  to  type  which  is  the 
highest  expression  of  perfect  skill  and  sanity.  Eccentricity  is 
sometimes  striking ;  and  the  production  of  an  unlooked-for  effect, 
or  of  a  commonplace  effect  by  extraordinary  means,  is  dear  to  a 
certain  order  of  mind.  But  that  is  not  the  highest  class  of  mind. 
Economy  of  effort,  unity  of  aim,  ease  and  certainty  of  execution, 
are  all  subserved  by  observance  of  type ;  and  the  recognition  of  a 
new  type,  the  perception  of  what  it  is  capable  of  developing  into, 
is  a  task  for  the  keenest  and  most  original  intellect. 


The  Edinburgh  and  Leith  Corporations’  Gas  Bill. — As  men¬ 
tioned  by  our  Edinburgh  Correspondent  last  week,  the  Edinburgh 
and  Leith  Corporations’  Gas  Bill  came  before  the  Select  Committee 
of  the  House  of  Commons,  to  whom  it  was  referred  as  an  opposed 
measure,  on  the  5th  inst. ;  and,  the  opposition  of  the  petitioners 
against  it  having  been  disallowed,  it  was  formally  passed  on  to  the 
Committee  on  Unopposed  Bills,  by  whom  it  was  considered  on 
Tuesday  last.  Mr.  Beveridge  presented  the  necessary  proofs  of  the 
preamble  of  the  Bill,  and  thereafter  went  through  the  clauses 
seriatim  with  the  Committee.  The  examination  of  the  Bill  by  the 
Chairman  (Mr.  Courtney)  was  very  minute,  and  lasted  a  consider¬ 
able  time.  At  the  close,  the  Bill  was  signed,  and  ordered  to  be 
reported.  This,  as  shown  by  our  “  Parliamentary  Intelligence,” 
was  done  on  the  same  day  ;  the  Bill  being  read  the  third  time  on 
Thursday.  It  now  only  awaits  the  Eoyal  Assent. 

The  Gas  and  Water  Investments  Trust,  Limited. — In  our 
issue  of  May  22  last  (p.  917),  we  referred  to  the  registration  of  a 
Company,  called  the  Gas  and  Water  Investments  Trust,  Limited, 
with  a  nominal  capital  of  ^3,000,000,  divided  into  600,000  shares 
of  £'5  each.  We  now  learn  that  a  strong  Board  has  been  formed, 
and  that  the  first  issue  of  the  capital  of  the  Company  will  shortly 
be  offered  to  the  public.  The  objects  of  the  Company  will  be 
similar  to  that  of  other  trust  companies  recently  formed ;  the  only 
difference  being  that  gas  and  water  investments  will  be  made  a 
speciality,  and  that  the  Company  will  guarantee  the  issues  of  the 
mortgage  debentures  of  new  and  approved  gas  and  water  under¬ 
takings.  The  shares  of  all  the  recently  formed  trust  companies 
have  been  eagerly  applied  for  ;  and  the  public  estimation  of  such 
securities  as  an  investment  may  be  judged  by  the  fact  that  these 
shares  cannot  now  be  obtained  at  less  than  from  10  to  30  per  cent, 
premium.  Assuming  that  the  Board  of  the  Gas  and  Water  Invest¬ 
ments  Trust,  Limited,  consist  of  men  of  the  necessary  experience 
and  position,  and  possessing  public  confidence,  we  do  not  see  an}^ 
reason  why  this  Company  should  not  be  as  successful  as  those  to 
which  we  have  referred.  The  Secretary  is  Mr.  J.  A.  Kelman. 


Sous. 


Eecent  Tests  of  the  Welsbach  Burner. 

In  the  course  of  a  report  by  Professor  Henry  Morton,  of  the 
Stevens  Institute  of  Technology,  of  Hoboken  (N.J.),  on  some  tests 
made  by  him  of  a  number  of  Welsbach  burners  which  he  has  had 
in  use  in  his  house  since  the  beginning  of  this  year,  he  gives  the 
following  results,  which  he  says  have  been  constantly  duplicated 
with  a  large  number  of  burners 


—  O  — 

Burner. 

Pressure 

Consumption 

Candle 

in  Inches. 

in  Cubie  Feet. 

Power. 

No,  1. 

I'Ol 

2-25 

23 -5 

No.  1. 

0-90 

2-10 

25'5 

No.  1. 

0-80 

1-95 

240 

No.  2. 

I'OO 

2-30 

23-0 

No.  3. 

0-85 

2'45 

24-0 

No.  4. 

0-95 

2-75 

33-0 

No.  4. 

0-80 

2-47 

29-0 

The  efficiency  and  economy  of  these  burners,  as  compared  with 
the  standard  Argand,  will  be  seen  when  it  is  stated  that  the  same 
gas,  consumed  with  one  of  the  latter  burners  at  a  pressure  of 
8-lOths  of  an  inch,  and  at  the  rate  of  4  cubic  feet  per  hour,  ga,ve 
a  light  of  16  candles,  or  4  candles  per  cubic  foot ;  whereas  with 
the  Welsbach  burners,  the  lowest  result  was  about  10  candles,  and 
the  highest  12  candles  per  cubic  foot.  The  following  results  were 
obtained  by  Dr.  L.  Calvert  Ford,  the  Government  Inspector  of 
Gas  and  Meters  at  Washington,  in  the  course  of  some  tests  made 
by  him  at  the  request  of  Mr.  G.  A.  MTlhenny,  of  the  Washington 
Gaslight  Company  (the  standard  burner,  with  a  consumption  of 
5  cubic  feet  per  hour,  giving  17'99  candles) : — 


Pressure  at  the 

Consumption 

Actual 

Value  per 

Point  of  Ignition, 

per  Hour, 

Candle 

Cubic  Foot  in  Terms 

in  Inches. 

in  Cubic  Feet. 

Power. 

of  standard  Candle. 

6  tenths 

2'14 

17-01 

7-94 

^  „ 

2-19 

18-42 

8-41 

2-78 

22-65 

8-14 

10  „ 

2-82 

24-11 

8-54 

13  „ 

2-92 

24-95 

8-54 

Average  . 

.  .  2-57 

21-42 

8-21 

The  increased  illuminating  power  obtained  with  the  Welsbach 
burner  was  found  to  be  equal  to  19  per  cent.,  with  a  saving  in 
consumption  of  upwards  of  48  per  cent. 


The  Paris  Municipal  Duty  on  Illuminants. 

In  a  recent  number  of  the  Revise  Industrielle,  M.  Delahaye 
shows  the  amount  of  octroi  and  municipal  dues  paid  by  different 
illuminating  materials  employed  in  Paris.  The  chief  of  these  are 
candles,  vegetable  oil,  mineral  oil,  and  gas.  The  candles  princi¬ 
pally  used  are  sold  in  fives  and  sixes  to  the  packet  ;  the  former 
giving  a  light  of  0T36  carcel,  and  the  latter  of  O' 131  carcel,  with 
a  mean  hourly  consumption  of  10  grammes  of  stearine.  It  there¬ 
fore  requires  7'4  of  one  size  of  these  candles  and  7'6  of  the  other 
to  give  the  light  of  a  carcel-hour.  The  mean  duty  on  this  is  0'018  fr. 
The  carcel-hour  as  afforded  by  colza  oil  lamps  pays  0'0137  fr. 
duty.  With  mineral  oils  the  rate  of  consumption  to  lighting  effect 
varies  greatly  with  different  patterns  of  lamps ;  but  according  to 
Mr.  Boverton  Eedwood,  a  consumption  of  3'23  grammes  should 
give  a  candle-hour.  Taking  the  carcel  at  8'91  candles,  the  con¬ 
sumption  for  a  carcel-hour  would  be  28'77  grammes.  For  reasons 
given,  M.  Delahaye  places  the  average  lighting  value  of  petroleum  at 
35  grammes  per  carcel-hour.  This  means  an  octroi  ofO'0094  fr. 
per  carcel-hour.  The  gas  sold  by  the  Paris  Company,  is  subject 
to  a  variety  of  imposts,  which  may  be  calculated  in  different  ways 
according  to  the  manner  in  which  they  are  regarded  and  the 
various  allowances  reckoned.  In  this  way  the  octroi  on  the  carcel- 
hour  by  gas  may  appear  to  be  either  0'0109,  0'0046,  or  0'0026  fr. 


The  Sustaining  Power  of  Soils. 

In  a  paper  read  before  the  Civil  Engineer’s  Society  of  St.  Paul 
(Min.),  Mr.  Eandall  Hunt  dealt  with  the  supporting  power  of  soils  ; 
and  specially  referred  to  the  treacherous  nature  of  clays,  which, 
as  a  rule,  are  hard  enough  in  dry  weather,  but  have  the  capacity  of 
retaining  water  once  admitted,  and  becoming  softer  and  softer  as 
the  quantity  of  moisture  is  increased.  It  appears  from  the  examples 
cited  by  Mr.  Hunt  that  the  load  on  a  pure  clay  foundation  should 
not  exceed  from  IJ  to  3  tons,  according  to  the  nature  of  the  cla,y 
and  the  possibility  of  keeping  it  tolerably  dry.  When  clay  is 
mixed  with  other  materials,  such  as  coarse  sand  or  gravel,  its  sup¬ 
porting  power  is  usually  considerably  increased,  becoming  greater 
in  proportion  with  the  other  materials,  up  to  the  point  when  the 
mixture  forms  a  mass  like  natural  concrete,  in  which  the  clay  is 
the  cementing  material.  Such  subsoils  will  bear  loads  like  the 
softer  rocks.  Foundations  on  coarse  sand  and  gravel  are  usually 
successful,  in  the  absence  of  running  water.  Loose  fine  sand  may 
be  rendered  more  fit  for  building  on  by  ramming  in  thin  layers. 
The  limit  of  safe  loading  upon  the  the  sandy  soil  of  Berlin  is  taken 
at  about  2'3  tons  ;  but  it  has  been  successfully  loaded  up  to  4'1  tons 
per  square  foot.  With  soft  alluvial  soils  it  is  found  that  the  sup¬ 
porting  power  of  the  soil  is  greater  in  proportion  as  the  loaded 
area  is  limited  ;  or,  conversely,  large  areas  of  soft  soil  will  not 
support  as  much  weight  per  unit  of  surface  as  more  limited  areas 
of  the  same  soil. 

Petroleum  v.  Gas-Engines 

In  a  report  upon  the  Priestman  petroleum  engine.  Sir  Samuel 
Canning  and  Messrs.  H.  Alabaster,  Gatehouse,  and  Co.,  instituted  a 
direct  comparison  between  the  working  expenses  of  an  engine  of 
this  kind  and  a  gas-engine.  Priestman’s  engine  consumes  common 
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refined  petroleum  or  kerosene,  of  about  -800  specific 
costing  6id.  per  gallon.  A  6-horse  power  engine  was  selected  for 
Uie  purposes^f  the  trial;  giving  actually  (HSS- horse  power  on 
the  brake.  The  consumption  of  oil  with  this  engine  was  a^^r  the 
ra?e  of  lO'S  pints  per  hour,  or  1-68  pints  per  brake  ^orse  Po  ver 
It  therefore  appeared  from  this  test  that  the  cost  or  i 
per  actual  horse  power  with  this  engine  was  approximately  I]  ! 
per  hour.  The  maintenance  of  the  galvanic  battery  which,  by  the 
S  of  an  induction  coil,  ignites  the  explosive  mixture  nUie 
cylinder  of  the  engine  will  cost  about  ‘i^d.  per  day  of  nine  “oms. 
TeTy  %er.i  stress  is  laid  upon  the  fact  that  ‘1^  makers  of  tl  s 
Tiarticidar  pattern  of  petroleum  motor  have  succeeded  in  «^mg 
ordinary  petroleum  of  commerce,  instead  of  the  ^ 

which  is  used  for  all  other  engines  of  the  same  kind  Jins j  a 
great  advantage,  since  petroleum  oil  may  be 

Siy where,  without  a  licence,  which  is  not  the  case  with  the  spirit. 
There  is  little  or  no  residuum  with  the  Pnestman  engine, 
running  of  the  machine  is  also  very  regular ;  and  there  is  no  dirt. 
There  is  no  necessity  for  oiling  the  piston  ;  the  oily  vapour  PP  y 
ing  all  the  lubrication  required.  It  is  concluded  that 
can  compete  favourably  with  gas  at  anything  over  3s.  Cd.  per 
cubic  feet,  and  they  are  declared  to  be  suitable  for  isolated 
light  installations,  and  even  larger  operations  of  tl\®  k'nJ.  'md  for 
every  use  to  which  gas-engines  can  be  put  ;  with  the  special 
Vantage  of  being  ;capable  of  employment  where  gas  cannot  be 

utilized.”  _ - 

Communicatet)  ^vlitlc* 

THE  SYSTEM  OF  MONTHLY  COLLECTIONS  BY  GAS 

COMPANIES. 

By  A  Manager  Abroad. 

I  glean  from  the  papers  that  come  to  me  by  each  succeeding 
m«il  that  th“  question  of  which  is  best-weekly,  monthly,  or 
quarterly  collection  of  accounts,  is  at  present  agitating  the  minds  of 

?he  fST^hreVs^em  onuon 

a£tage“of  the  system.  At  the  same  time  I  would  say  that 
while  writing  I  have  in  my  mind  a  works  ® 

from  40  to  50  millions  per  annum— and  tliat  readers  may  draw 
their  own  conclusions  as  to  the  advantages  or  disadvantages  of  ex¬ 
tending  the  system  to  works  of  a  larger  output. 

Taking  the  generality  of  gas  company  s  consumers,  it  will  be 
found  that  they  may  be  divided  into  three  classes--first,  the  artizan 
who  are  paid  weekly;  secondly,  the  middle  class,  paid 

monthly ;  and,  thirdly,  a  small  majority  of  the  upper  class,  paid 
quarterly  In  the  first  case  it  may  be  well  to  consider  how  far  an 
KSion  in  the  present  system  would  affect  these  different  classes 
In  rS  to  the  artizan  class,  it  would  undoubtedly  be  a  grea 
ttdvIX'e  to  the  consumer  if  the  system  of  weekly  collection  could 
be  adopted  and  carried  out,  for,  under  the  present  system 
terly  collection,  it  is  easy  to  imagine  what  a  small  percentage  of 
the  whole  body  would  at  the  end  of  the  quarter  have  aid  aside  out 
of  their  weekly  earnings  enough  money  to  pay  a  ’ 

and  as  long  as  the  present  quarterly  system  is  carried  out  it  will  be 
useless  for^  a  gas  company  to  think  they  will  make  cousumers  of 
the  general  body  of  the  artizan  class.  On  the  other  hand,  a  weekly 
colle^ction  would  be  a  great  inconvenience  to  the  middle  class,  who 
are  paid  their  salaries  monthly,  and  rather  a  trouble  and  useless 
annoyance  to  the  higher  class  and  the  ® 

therefore  come  to  consider  the  question  of  a  monthly  collection. 
Now,  the  majority  of  a  gas  company’s  customers  are  of  the  middle 
class,  and  among  the  tradespeople ;  and  of  these,  the  former  ^e, 
as  a  rule,  paid  their  salaries  monthly,  while  the  latter  usually  settle 
their  accounts  monthly.  It  would  therefore  be  manifestly  to  the 
advantage  of  these  two  classes  of  consumers  if  Giey  could  pay  their 
gas  bills  monthly  instead  of  quarterly.  As  affecting  the  artizan 
class,  it  would  still  be  out  of  the  reach  of  some,  but  at  the  same 
time  much  nearer  their  grasp  than  the  quarterly  sptem  ;  and  y 
adopting  this  system,  the  company  would  undoubtedly  find  some 
fresh  consumers  among  this  class.  As  regards  the  higher  class, 
do  not  think  they  would  suffer  any  disadvantage  by  the  change 
from  a  quarterly  to  a  monthly  collection  ;  and  a  collector  soon  gets 
to  know  those  who  prefer  to  settle  quarterly,  and  acts  accordingly. 
With  respect  to  quarterly  collection,  the  only  thing  to  be  said  m 
its  favour  is  Ithat  it  is  ”  old  custom  for  it  cannot  be  pointed  out 
as  a  benefit  to  the  majority  of  any  one  of  the  classes  above 
named.  As  for  the  first,  it  puts  gas  completely  out  of  their  reach  ; 
the  second  forget  all  about  the  gas,  and  at  the  end  of  the  quarter 
find  the  bill  so  high  that  it  is  a  great  strain  on  their  last  month  s 
salary  (for  in  these  days  of  low  salaries,  how  many  of  the  middle 
class  live  almost  from  hand  to  mouth) ;  while  to  the  third  class  it 

is  a  matter  of  indifference.  . 

Having  dealt  with  the  various  systems  as  affecting  the  ditlerent 
classes  of  consumers,  it  remains  to  be  decided  which  is  the  best 
of  the  three ;  and  I  think  my  readers  will  agree  with  me  when  1 
say  that  the  plan  of  monthly  collection  appears  to  bo  the  best  for 
the  large  majority  of  the  consumers.  Each  system  having  its  ad¬ 
vantages,  it  may  be  asked  why  not  adopt  all  three  ?  But  I  believe 
this  would  only  tend  to  confusion ;  and,  therefore,  on  the  principle 


of  ”  the  greatest  good  for  the  greatest  number,"  I  incline  to  the 

general  adoption  of  the  monthly  arrangement. 

It  will  now  be  for  me  to  deal  with  the  matter  as  affecting  the 
gas  company,  but  referring  directly  to  the  monthly  system,  which 
I  have  already  proved  to  bo  to  the  advantage  of  the  consumer.  I 
will  therefore,  as  briefly  as  possible,  point  out  some  of  the 
advantages  to  be  derived  from  this  system  of  collection.  In  regard 
to  security,  the  accounts  being  smaller,  and  collected  more 
frequently,  the  present  amount  of  security  may  bo  considerably 
reduced  ;  for,  as  is  well  known,  the  question  of  security  has 
frightened  many  a  would-be  consumer.  For  the  reason  here  given 
there  will  be  fewer  bad  debts  at  the  end  of  the  year  If  from  the 
weather,  or  any  other  cause,  the  gas  bills  should  suddenly  increase 
considerably,  a  manager,  inspector,  or  collector  has  a  much  better 
chance  of  being  able  to  explain  the  reason  to  a  consumer  at  the  end 
of  a  month,  than  if  he  had  to  wait  for  three  months,  when  the 
occurrence  would  probably  have  been  forgotten.  A  greater  ch^k 
is  kept  on  the  meters ;  and  if  they  should  get  out  of  order  and  stop 
registering  (as  they  will  do),  it  is  much  better,  for  obvious  reasons, 
that  this  stoppage  should  be  discovered  within  one  month  than  m 
three  months.  Monthly  collection,  bringing  the  manager,  collec¬ 
tor,  and  inspector  more  regularly  and  frequently  in  touch  with 
the  consumers,  will  tend  to  create  more  confidence  between  the 
latter  and  the  company’s  officials  than  exists  ?, 

proper  system  of  books,  the  accounts  should  be  all  ready  and  m  the 
hands  of  the  collector  within  three  days  of  taking  the 
Everything  is  kept  up  much  closer,  and  work  m  the  office  is  ff^eatly 
facilitated  by  the  books  being  made  up  monthly  instead  of  quarterly 
and  half  yearly,  at  which  latter  time  there  is  always  a  quantitv  of 
extra  work  in  preparing  the  half-yearly  returns.  V 

would  be  extremely  easy  for  the  manager  to  investigate  the  resulte 
of  his  month’s  working,  leakage  account,  &c.,  and  with  each  month 
made  up,  the  work  at  the  end  of  thehalf  year  would  be  considerably 
lessened.  The  company  would  undoubtedly  be  benefited  by  an 
increase  in  the  number  of  consumers,  owing  to  the  proposed  easier 

'”T\m°ffiregohig*^are  some  of  the  advantages  which  I  consider 
would  be  brought  about  by  an  alteration  of  the  present  system 
of  collection.  But  I  would  also  put  against  these  the  only  two 
seriou.s  objections  to  the  alteration.  (1)  There  would  undoubtedly 
be  additional  work  thrown  on  the  office  ,®“P 

ment  of  an  extra  clerk  would  quite  overcome  tins  difficulty  .and 
after  a  time  the  work  would  take  such  a  routine  form  that  no 
difficulty  whatever  would  be  discovered  in  working  the  system. 
Again  the  cost  of  an  extra  clerk  would  soon  be  compensated  by 
the  increase  in  business  and  the  decrease  in  bad  debts.  (2)  Lxtra 
work  on  the  collectors.  I  must  admit  that  these  long-suffering 
fellow-mortals  would  have  more  work  to  do.  But  even  with  them 
the  system  would  have  an  advantage,  for  they  would  encounter 
less  grumbling;  and,  the  bUls  being  smaller,  there  would  be  much 
more  likelihood  of  their  being  paid  than  the  collector  hearing  so 
many  requests  of  “  Please  to  call  again.”  •  .  ♦  .-t 

The  gas  accounts  being  sent  out  monthly,  to  be  consistent  it  is 
necessary  that  all  the  sundry  accounts  should  also  be  sent  out 
monthly ;  and  for  this  purpose  I  divide  the  sundry  accounts  into 
two  classes-residuals  and  gas-fittings.  The  number  of  accounts 
in  the  former  class  are  so  few  that  it  is  quite  possible,  and  even 
necessary  for  making  up  the  month’s  return,  that  these  sbould  be 
got  out  at  the  close  of  each  month.  I  find,  in  regard  to  gas-fittings 
accounts,  that  it  is  desirable  they  should  be  in  the  hands  of  the 
collectors,  to  allow  of  their  being  presented  at  the  same  time  as 
the  gas  bills ;  but  it  will  be  found  almost  impossffile.  without  a 
large  staff,  to  get  the  gas-fitting  accounts  ready  by  the  third  or 
fourth  day  of  the  month.  Therefore  adopt  the  plan  of  making  out 
(say)  April  accounts  towards  the  latter  end  of  May,  when  work  is  a 
little  slack.  I  then  have  them  checked  and  signed  by  the  end  of 
the  month,  ready  for  the  collector  when  he  receives  the  gM  bills. 
I  may  say  that  a  long  experience  of  this  has  quite  convinced  me  of 
its  efficacy,  both  in  working  of  books,  and  also  in  collection. 

By  the  foregoing  remarks  I  think  I  shall  have  proved  to 
my  brother  managers  the  desirability  of  adopting  the  system  of 
mLthly  collections;  and  they  will  see.  I  think,  from  what  has 
been  said,  all  the  advantages  that  would  attach  to  the  system.  Of 
course,  I  am  aware  that  it  means  a  radical  alteration  in  the  exist¬ 
ing  state  of  things,  and  will  not  at  first  be  so  easily  carried  out  m 
England  as  it  would  in  a  foreign  country.  But  I  am  euro  that, 
after  a  little  experience  of  the  system,  its  conveniences  and 
advantages,  both  to  the  company  and  consumer,  will  become  so 
apparent  that  they  will  not  fail  to  justify  such  a  reform.  Gas 
companies  are  so  throatonod  at  the  present  time,  on  the  one  hand 
kerosene,  petroleum,  &c.,  that  it  is  absolutely  necessary  attention 
bo  paid  to  the  requiremonU  of  the  consumer,  and  if,  without 
serious  loss,  means  can  bo  devised  by  which  the  charges  on  a  gas 
consumer  may  appear  lighter,  then  it  is  the  duty  of  the  company 
to  adopt  such  means. 


At  their  first  meeting  on  Monday  last  wwk,  the  new  Council  of 
the  Society  of  Arts  elected  the  Duke  of  Aborcorn,  C.B.,  as  Chair¬ 
man  for  the  ensuing  year. 

The  Toulouse  Gas  Company  have  just  completed  an  elMtno 
light  installation  for  the  Thb&tre  du  Capitolo ;  the  current  beii^ 
supplied  by  two  500-light  dynamos  driven  by  a  ^-horao  power 
“  Otto  ”  gL-ongino.  There  are  1000  lamps  (fixe,l  on  two  md^ 
pendent  circuits),  varying  from  10  to  20  candle  power,  and  th 
are  said  to  give  a  very  satisfactory  result. 
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THE  ASSOCIATION  OF  MUNICIPAL  AND  SANITABY 
ENGINEERS  AND  SURVEYORS. 

The  Annual  Meeting  of  this  Association  was  held  on  Thursday, 
Friday,  and  Satiu'day  last  week,  at  the  Institution  of  Civil  Engi¬ 
neers,  Westminster,  S.W.,  under  the  presidency  of  Mr.  E.  B. 
Ellice-Clark,  M.  Inst.  C.E. 

The  formal  business  having  been  disposed  of,  on  the  first  morn¬ 
ing  of  the  meeting,  the  President  delivered  his  Inaugural  Address, 
in  which  he  stated  that  there  had  been  a  greater  increase  in  the 
number  of  members  during  the  past  year  than  in  any  year  since  the 
formation  of  the  Association.  He  advocated  the  combination  of 
private  pupilage  with  study  at  some  technical  school  as  essential  to 
the  proper  instruction  of  municipal  and  sanitary  engineers. 
Alluding  to  the  work  yet  to  be  done  by  the  latter  class,  he  said, 
judging  from  his  own  professional  experience,  that  there  were 
375,000  houses,  of  over  L'lOO  annual  value,  in  London  alone, 
where  new  drainage  works  were  absolutely  necessary.  The  same 
condition  of  things  obtained  in  a  greater  or  less  degree  in  all  pro¬ 
vincial  towns.  There  was  also  much  to  be  accomplished  in  con¬ 
nection  with  the  arterial  drainage  of  towns  and  the  prevention  of 
floods  in  the  great  river  valleys.  In  spite  of  all  that  had  been 
accomplished  within  the  last  40  years,  the  sanitary  condition  of 
towns  was  still  incomplete.  Referring  to  air  pollution  by  smoke, 
he  remarked  that,  owing  to  the  cheapness  and  availability  of  fuel 
in  this  country,  the  method  of  obtaining  heat  in  dwelling-houses 
was  only  one  step  removed  from  the  consumption  of  fuel  in  an 
open  hearth  in  the  tent  of  the  savage-  The  same  unscientific 
method  of  producing  heat  prevailed  (only  in  a  less  degree)  in  nearly 
all  factories  in  the  country.  Thus  one-half  of  the  effective  value 
of  fuel  was  wasted ;  and  the  air  was  polluted  so  as  to  make  it, 
throughout  a  considerable  portion  of  the  year,  in  most  cities,  almost 
insupportable.  London  fog,  which  was  such  a  nuisance  in  the 
winter,  was  largely  due  to  the  unconsumed  carbon  caused  by  smoke, 
from  domestic  fireplaces.  The  future  municipal  engineer  must 
therefore,  among  other  things,  pay  attention  to  the  prevention  of 
air  pollution  by  smoke.  No  doubt  considerable  advances  had 
been  made  in  this  direction ;  but,  in  his  judgment,  an  attempt  to 
overcome  the  difficulty  by  burning  fuel  in  an  open  stove  would  end 
in  failure.  They  were  nearer  to  a  solution  of  this  matter  than  was 
generally  supposed.  The  manufacture  and  distribution  of  non- 
luminous  gaseous  fuel,  for  heating  purposes,  from  a  central  station 
he  believed  w'as  not  very  far  distant.  By  this  means,  they  would 
not  only  prevent  air  pollution  by  smoke,  but  would  be  able,  in  a 
very  large  degree,  to  overcome  the  difficulty  of  removing  the  de¬ 
caying  matters  not  passed  into  the  sewers.  If  such  a  system 
were  at  work  in  any  town,  there  would,  of  course,  be  few  or  no 
cinders  or  ashes  to  be  removed  from  houses;  and  there  should 
be  no  difficulty  in  designing  such  a  stove,  fed  by  gaseous  fuel, 
as  would  in  every  house  consume  the  decaying  matters  which  now 
formed  so  large  a  bulk  of  “  house  refuse.”  In  his  concluding  re¬ 
marks,  he  advocated  a  State  College  or  Permanent  Commission 
for  original  scientific  research ;  and  maintained  that  enormous 
sums  would  have  been  saved  if  even  only  the  disposal  of  town 
sewage  had  been  dealt  with  by  such  a  competent  body. 

The  reading  and  discussion  of  papers  afterwards  occupied  the  atten¬ 
tion  of  the  members  ;  one  of  them  being  by  Mr.  G.  R.  Strachan,  of 
Chelsea, on  “The  Average  Meter  System.”  The  full  text  of  thispaper, 
with  the  discussion,  will  be  found  in  another  column.  At  the 
conclusion  of  the  paper,  the  members  adjourned  to  inspect  the 
drainage  works  at  the  Houses  of  Parliament,  where  the  Shone 
system  is  in  use.  The  reading  and  consideration  of  papers 
was  resumed  on  the  following  morning  ;  the  first  one,  by  Lieut. - 
Col.  Jones,  V.C.,  dealing  generally  with  the  Shone  sewerage 
system.  This  communication  consisted  mainly  of  the  author’s 
experience  of  the  system  during  the  past  ten  years,  and  also  of 
particulars  in  regard  to  its  adoption  at  various  places  ;  prominence 
being  accorded  to  Henley-on-Thames,  where  he  said  the  system 
was  perhaps  more  fully  carried  out  than  in  any  other  instance  of 
its  application  yet  completed.  An  exhaustive  discussion  followed, 
which,  taken  on  the  whole,  was  very  adverse  to  the  system.  One 
speaker  thought  that  it  had  “  merits  in  a  limited  sphere  and  for 
limited  ends ;  ”  and  again,  in  reference  to  the  Shone  works  at  the 
House  of  Commons,  it  was  stated  that  though  they  “  were  the 
most  beautiful  and  the  cleanest  sewage  works  in  the  United  King¬ 
dom,  they  stood  unique  in  being  the  most  expensive.”  The  Presi¬ 
dent,  referring  to  the  operation  of  the  works  at  Henley,  mentioned 
that  he  was  there  for  two  or  three  days  in  the  previous  week,  and, 
to  use  his  own  words,  a  more  “  stinking  town  ”  than  Henley-on- 
Thames  he  had  never  met  with.  Another  interestii^  paper  was 
that  by  Mr.  W.  Webster,  on  “  Sewage  Purification  by  Electrolysis,” 
in  which  the  author  gave  a  full  and  explicit  statement  as  to  the 
working  of  his  system  ;  and  also  made  some  interesting  experi¬ 
ments  with  water  containing  sewage,  which  showed  that,  after  a 
few  minutes’  treatment,  the  particles  of  sewage  rose  to  the  top  of 
the  water,  leaving  the  bottom  part  perfectly  transparent.  A  paper 
by  Mr.  W.  Santo  Crimp  (who  was  unavoidably  absent),  on  “  Water 
Supply,”  was  taken  as  read.  We  hope  to  give  portions  of  this 
paper  on  a  future  occasion. 

In  the  course  of  the  afternoon  of  Friday,  visits  were  paid  by  the 
members  to  the  Lucigen  light  works,  and  to  Brin’s  oxygen  works 
(both  at  Westminster),  and  afterwards  to  the  Battersea  Bridge 
works.  On  Saturday,  a  trip  was  made  down  the  river,  to  inspect 
the  Tower  Bridge,  and  the  new  sewage  outfall  works  at  Barking. 


MR.  VERNON  HARCOURT’S  NEW  PHOTOMETER. 

Our  readers  will  remember  that  in  the  notice  of  the  first  soiree 
of  the  Royal  Society  for  the  present  season,  which  appeared  in  the 
Journal  for  May  15  last  (p.  862),  brief  reference  was  made  to  the 
new  photometer  devised  |by  Mr.  A.  G.  Vernon  Harcourt,  called 
the  holophotometer,  which  was  exhibited  on  the  occasion  by 
the  makers,  Messrs.  Woodhouse  and  Rawson,  Limited.  In  the 
following  issue  (p.  911),  we  gave  some  particulars  of  the  instru¬ 
ment  ;  at  the  same  time  promising  an  illustrated  description  of  it 
in  a  future  number.  We  are  now,  through  the  courtesy  of  the 
Editor  of  the  Electrical  Review,  in  a  position  to  redeem  this 
promise ;  he  having  kindly  permitted  the  use  of  the  following 
illustrations  of  the  photometer.  Fig.  1  is  a  view  of  the  instrument 
from  behind,  showing  the  divided  scale ;  fig.  2  is  a  view  taken 
from  the  end  of  the  photometer-bar,  showing  how  the  horizontal 
light  from  the  lamp  is  transmitted  to  the  disc  ;  and  fig.  3  is  a  view 
taken  looking  from  the  disc,  and  showing  how  the  vertical  light 
would  be  transmitted  to  the  disc.  In  order  that  the  illustrations 
may  be  perfectly  understood,  we  reproduce  the  descriptive  matter 
which  has  already  appeared  in  our  columns. 


The  ho  lophotometer  has  been  designed  in  order  to  get  rid  of  two 
difficulties  connected  with  other  methods  of  attaining  the  same 
object — viz.,  to  measure  the  light  emitted  in  every  direction  by  any 
luminous  source.  These  difficulties  are  :  (1)  The  movement  of  the 
light  to  be  measured  or  of  the  standard  lamp,  neither  of  which  is 
desirable.  (2)  The  errors  caused  in  the  measurement  of  lamps 
provided  with  reflecting  fittings,  by  the  assumption  that  the  flame  is 
the  zero  point  from  which  measurements  should  be  made,  whereas, 
strictly  speaking,  the  principal  focus  formed  by  the  reflector  should 
be  taken  as  the  zero  point.  Inasmuch,  then,  as  this  focus  may 
be  several  inches  away  from  the  flame,  and  as  the  length  of  bar 
usually  employed  is  60  inches,  it  is  evident  that  serious  errors  may 
be  introduced  by  the  difference  between  the  real  and  the  assumed 
zero  point. 

To  establish  the  existence  of  such  an  error,  and  to  eliminate  it, 
two  things  are  necessary — viz.,  that  readings  should  be  taken  with 
bars  of  various  lengths  ;  and  that  the  length  of  the  bar  should  be 
very  great  compared  with  that  between  the  real  source  of  light  and 
the  focus  formed  by  the  reflector.  Both  these  points  are  secured 
by  the  use  of  the  holophotometer.  The  instrument  is  mounted 
upon  a  table  capable  of  being  moved  nearer  to,  or  further  from,  a 


119 


July  17, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY.  &  SANITARY  IMPROVEMENT. 


Fig.  2. 


complete  screen  of  all  direct  liRht;  and  only  the  '•R**'; 
small  mirror  can  find  its  way  to  the  disc.  In  order  that  absolute, 
as  well  as  comparative,  tests  may  he  carried  out,  only  o"® 
tional  measurement  need  be  made.  The  direct  horizontal  >8 

measured  without  the  interposition  of  the  holophotonietor  (w  hich 
is  mounted  so  as  to  be  easily  moved  out  of  the  direct  line) ,  then 
the  mirrors  are  interposed,  and  a  new  measurement  made.  The 
additional  path  travelled  by  the  liRlit  is  allowed  for  m  calcula- 
tion  ;  and  thus  the  absorption  of  the  mirrors  is  found  once  “ 
for  the  particular  character  of  liRht  under  measurement.  It  is 
only  necUsarv  afterwards  to  multiply  subsequent  values  by  this 
coetlicient  of  absorption,  in  order  to  obtain  absolute  measurements 

'^'^The  employment  of  mirrors  in  photometry  has  sometimes  led  to 
serious  errors ;  but  it  will  be  seen  by  the  foreRomR  description  that 
inasmuch  as  the  relative  an-leof  the 

as  their  absorption  is  easily  calculated  and  allowed  for,  the  only 
objections  to  their  use  have  been  Ruarded  a-ainst  and  avoided. 

In  order  to  eliminate  the  second  source  of  error  mentioned  abm  o 
-viz.,  that  arising  from  the  formation  of  a  pnncipal  focns-it  is 
only  necessary  to  take  a  series  of  readings  with  the  table 
position,  and  then  move  it  to  a  greater  distance  and  take  another 
Lries  If  a  focus  is  formed  at  a  sufficient  distance  to  produce  an 
appreciable  error,  it  will  clearly  appear  in  the 
the  readings  at  the  two  distances  ;  and  then  it  is  only  necessary  to 

wheel  the  table  to  such  a  distance  that  the  Sent 

ciable.  In  other  words,  this  is  equivalent  to  using  a  bar  of  suthcient 
length  to  make  it  practically  infinite  compared  with  the  distance 
between  the  focus  and  the  real  source  of  lignf* 

The  instrument  has  been  designed  specially  for  use  in  light¬ 
house  work,  where  it  becomes  of  the  highest  importance  to 
accurately  the  total  light  given  by  any  °“‘y 

emitted  in  any  one  particular  direction,  which  may  or  may  o 

'^^Preliminary  experiments  made  with  the  instrument  by  Mr. 
Stepney  Rawson,  at  the  works  of  the  Woodhouse  and  Rawson 
Electric  Manufacturing  Company,  have  shown  what  a  valuable 
instrument  it  is  for  the  determination  of  the 
various  lamps,  as  well  as  for  assisting  in  the  many  f 

of  the  diffusion  and  reflection  of  light  The  absorption  of  the  two 
mirrors  used  is  as  already  mentioned,  stated  to  be  only  1  8  per 
cent. ;  but  a  series  of  experiments  are  to  be  made  on  this  point. 


Fig.  3. 

fixed  table  containing  a  graduated  bar  with  moveable  disc  (say  of 
the  Letheby  pattern),  and  having  a  standard  lamp  fixed  at  the 
zero  of  the  bar.  The  lamp  to  be  measured  is  mounted  upon,  or  is 
in  rigid  connection  with  the  moveable  table,  and  is  therefore  not 
moved  during  a  series  of  readings.  _  •  u  • 

The  holophotmeter  consists  of  an  axis  working  friction-tight  in 
a  collar  supported  by  a  vertical  pillar.  The  axis  is  accurately  fixed 
at  the  same  height,  and  in  a  line  with  the  centre  of  the  disc.  At  the 
end  nearest  to  the  disc  is  placed  a  large  mirror,  w’itli  its  centre  con¬ 
centric  with  the  axis,  but  so  arranged  that  the  plane  of  the  mirror 
may  be  inclined  and  clamped  at  any  angle  to  the  axis.  At  the 
other  end  of  the  axis  is  fixed  a  telescopic  arm,  carrying  a  smaller 
mirror,  which  is  capable  of  being  turned  into  any  required  position. 
The  arm  being  rigidly  fixed  to  the  rotating  axis  of  the  instrument, 
to  which  is  also  attached  the  larger  mirror,  it  follows  that  the 
rotary  motions  of  the  mirrors  about  the  axis  are  identical.^  The 
angles  of  rotation  are  measured  by  the  indications  upon  a  divided 
circle  attached  to  the  moving  axis,  which  are  shown  by  a  pointer 
fixed  to  the  upright  support.  ,  ,  r 

The  mirrors  are  adjusted  in  such  a  way  that  the  light  frorn  the 
lamp  to  be  measured  falls  upon  the  smaller  mirror,  thence  is  re¬ 
flected  on  to  the  larger  one,  and  finally  along  the  axial  line  of  the 
photometer  disc.  As  both  mirrors  rotate  together,  it  follows  that 
if  a  horizontal  beam  is  reflected  correctly,  all  other  beams  will  find 
their  way  along  the  axis  of  the  photometer.  If,  therefore,  the  arm 
carrying  the  small  mirror  be  moved  through  various  angles,  it  will 
receive  the  light  emitted  from  the  lamp  at  those  angles,  and  the 
light  will  at  every  angle  be  transmitted  along  the  axis  of  the  photo¬ 
meter.  The  divided  circle  is  made  large  enough  to  serve  as  a 


THE  AVERAGE  METER  SYSTEM. 

By  Geo.  R.  Strachan,  Assoc.  M.  Inst.  C.E., 

Surveyor  to  the  Chelsea  Vestry. 

fA  Paper  read  at  the  Annual  Meeting  of  the  Association  of  Municipal 
and  Sanitary  Engineers  and  Surveyors.) 

The  writer  has  been  experimenting  with  regulator  gas-burners 
for  some  eighteen  months,  with  a  view  to  ascertain  their  reliability 
under  various  and  varying  pressures  and  conditions ;  and  in  the 
course  of  the  experiments,  doubt  has  been  raised  in  his  ™ind  as  to 
whether  the  average  meter  system  is  necessary  to  a  reliable  and 
economical  determination  of  the  volume  of  gas  consumed  in  the 
public  lamps.  His  object  in  bringing  the  subject  before  the  Associa¬ 
tion  is  to  obtain  the  criticism  of  the  members  on  his  conclusions,  in 
order  that  the  true  system  may  be  revealed.  .  ,  ^  ... 

The  average  meter  system,  as  practised  in  the  Metropolis,  is 
briefly  as  follows:— Each  lamp  is  provided  with  a  regulator  gas- 
burner  which  passes  a  definite  quantity  of  gas  per  hour  under  the 
varvin"  pressures  in  the  mains ;  and  at  certain  lamps  (carefully 
selected  by  the  gas  company  and  the  local  authority)  meters  are 
fixed  which  record  the  volume  of  gas  burned.  Each  month  the 
meters  are  read ;  and,  after  striking  out  the  returns  of  those  which 
show  a  variation  of  10  per  cent,  over  or  10  per  cent,  under  the 
theoretical  volume  obtained  by  multiplying  the  number  of  hours 
during  which  the  lamps  were  lighted  into  the  cubic  feet  per  hour 
to  which  the  burners  are  set,  an  average  consumption  is  obtained 
for  the  selected  lamps,  and  this  is  taken  as  the  consumption  for 
each  lamp  throughout  the  district.  The  question  raised  is :  Are 
the  regulator  gas-burners  sufficiently  accurate  to  be  relied  upon 
for  the” quantity  burned  without  the  check  of  the  meters  ? 

In  the  following  experiments  an  experimental  gasholder  and 
minute-clock  by  Parkinson  were  used.  When  the  burner  experi¬ 
mented  on  was  fixed  over  the  motor,  it  was  not  removed  until  the 
experiment  with  it  was  completed.  In  each  experiment  the  gas- 
hohler  was  filled  with  5  cubic  feet  of  gas,  and  was  not  refilled 
during  the  time,  so  as  to  secure,  as  far  as  practicable,  gas  at  the 
same  temperature  and  barometric  pressure.  The  increase  of  tem¬ 
perature  in  the  gas  by  the  increased  pressures  is  comniou  to  all  the 
experiments;  so  that  they  give  a  ba.sis  of  comparison  when  this 
slight  error  is  neglected.  The  water-gauges  on  which  the 
sures  were  recorded  were  four  inches  below  the  regulators.  1  ho 
regulator  gas-burners  experimented  on  were  bought  in  the  open 
market  without  the  knowledge  of  their  inakers,  so  as  to  avoid 
specially  prepared  burners  ;  and  it  is  possibly  duo  to  this  that  the 
results  obtained  present  discrepancies.  The  names  of  the  makers 
are  not  stated  in  the  paper,  as  the  writer  does  not  approve  ot 
using  the  platform  of  the  Association  as  an  advertising  medium. 
The  aim  of  the  tests  was  to  find  out  whether  the  regulators  con¬ 
trolled  the  consumption  of  gas  under  varying  pressures  ot  the 
volume  to  which  they  were  fixed.  The  pressures  given  are  water- 

pressures  ;  thus,  1  inch  is  10- KHlis  pressure.  Ac.  _ 

Krncrimrnt  1. — The  burner  used  was  a  ft  feet  fishtail  common 
burner,  said  to  be  a  "  regulator,"  but  possessing  no  regulating 
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apparatus  whatever.  The  figures  under  the  pressures  give  the 
number  of  cubic  feet  per  hour  : — 


Peessures  in  Inches. 

Averages. 

1 

1-5 

2 

2-5 

3 

3-6 

4 

A 

7-12 

8-85 

10-70 

11-55 

12-82 

13-52 

14-55 

11*30 

B 

6-55 

7-67 

10-12 

10-82 

12-00 

12-65 

13-30 

10-44 

C 

0-58 

7-86 

10-17 

10-75 

11-85 

12-95 

13-87 

10-57 

Averages 

6-75 

8-13 

10-33 

11-04 

12-22 

13-04 

13-91 

10-77 

These  results  show  that  the  burners  are  not  regulators.T^The 
vertical  column  of  averages  shows  the  greatest  variation  to  be 
7^-  per  cent.  The  horizontal  column  of  averages  shows  that  the 
burners  at  1  inch  pressure  passed  35  per  cent.,  and  at  4  inches 
pressure  178  per  cent,  more  gas  than  they  were  marked  to  do. 

Experiment  2.— The  burner  used  was  a  6-feet  batswing  common 
burner,  said  to  be  a  “  regulator,”  but  possessing  no  regulating 
apparatus  whatever  : —  ” 


Pressures  in  Inches. 

Averages. 

1 

1-6 

2 

2-5 

3 

3-5 

4 

A 

8-87 

11-05 

12-87 

13-77 

14-77 

16-25 

16-70 

13-47 

B 

7-70 

10-03 

11-50 

12-75 

14-10 

14-95 

16-22 

12-46 

C 

8-40 

10-85 

12-20 

13-20 

14-52 

15-50 

16-55 

13*0.3 

D 

9-38 

11-52 

12-42 

13-65 

15-00 

16-10 

17-90 

13-71 

Averages 

8-59 

10-86 

12-25 

13-34 

14-60 

15-70 

16-84 

13-17 

The  vertical  column  averages  show  the  greatest  variation  to  be  9  per 
cent.,  the  horizontal  column  averages  show  that  at  1  inch  pressure 
the  burners  passed  43  per  cent.,  and  at  4  inches  of  pressure 
181  per  cent,  more  gas  than  they  were  marked  to  do. 

Experiment  3. — The  burner  used  was  a  5-feet  public  lamp 
regulator  burner,  with  a  regulating  apparatus 


— 

Pressures  in 

Inches. 

Averages. 

1 

1-5 

2 

2-5 

3 

3-5 

4 

A 

5-82 

5-51 

5-55 

5-47 

6-36 

5-16 

4-98 

6-41 

B 

5-33 

6-30 

5-23 

5-17 

5-08 

4-85 

4-60 

5-08 

C 

5-43 

5-47 

5-31 

5-15 

5-05 

6-03 

4-85 

5-18 

Averages 

5-52 

5-43 

5-36 

5-26 

5-16 

5-01 

4-81 

6-22 

The  v’ertical  colurnn  averages  show  the  greatest  variation  to 
be  6  per  cent.,  and  indicate  carelessness  in  manufacture.  The 
horizontal  column  averages  show  that  at  1-inch  pressure  the  bur¬ 
ners  passed  10‘4  per  cent,  more,  and  at  4  inches  of  pressure  4  per 
cent,  less  gas  than  they  were  marked  to  do,  or  a  total  variation  of 
14  4  per  cent.  They  also  show  that  the  regulating  apparatus 
checks  the  waste  of  gas  at  increased  pressures,  but  that  the  volume 
of  gas  passed  falls  ofi  gradually  as  the  pressures  increase. 

Experiment  4.— The  burner  used  was  a  4-feet  public  lamp  re¬ 
gulator  burner,  with  a  regulating  apparatus  : — 


— 

Pressures  in 

Inches. 

Averages. 

1 

1 

-5 

2 

2-6 

3 

3-5 

4 

A 

4-27 

4 

57 

4-47 

4-48 

4.45 

4-47 

4-47 

4-45 

B 

4-18 

4 

35 

4-37 

4-32 

4-25 

4-35 

4.36 

4-31 

C 

4-33 

4 

43 

4-50 

4-40 

4-41 

4-40 

4-37 

4-41 

B 

3-95 

4 

06 

4-11 

4-32 

4-22 

4-06 

3-87 

4-08 

E 

4-30 

4 

31 

4-29 

4-32 

4-28 

4-30 

4-12 

4-28 

F 

4-31 

4 

35 

4-40 

4-40 

4-37 

4-37 

4-38 

4-37 

Averages 

4-22 

4 

34 

4-36 

4-37 

4-43 

4-32 

4-26 

4-32 

The  vertical  column  averages  show  the  greatest  variation  to  be 
9  25  per  cent.,  and  indicate  considerable  carelessness  in  manufac¬ 
ture.  The  horizontal  column  averages,  which  reveal  the  reliability 
of  the  principle  of  the  regulating  apparatus,  show  that  at  1-inch 
pressure  the  burners  passed  5-5  per  cent.,  and  at  2-5  inches  of 
pressure,  9-25  per  cent,  more  gas  than  they  were  marked  to  pass. 
A  study  of  the  figures  will  show  that  the  regulating  apparatus  is  a 
good,  although  not  a  perfect  one.  The  consumption  of  gas  in¬ 
creases  with  the  pressure  from  1  inch  to  2J  inches,  and  decreases 
from  2^  inches  to  4  inches. 

Experiment  5. — The  burner  used  was  a  4-feet  public  lamp  regu¬ 
lator  burner,  with  a  regulating  apparatus  : — 


— 

Pressures  in  Inches. 

Averages. 

1 

1-5 

2 

2-5 

3 

3-5 

4 

A 

4-18 

4-35 

4-35 

4-33 

4-28 

4-28 

4-32 

4-30 

B 

4-35 

4-48 

4-56 

4-62 

4.68 

4-63 

4.52 

4-53 

C 

4-23 

4-30 

4-32 

4-32 

4-33 

4-37 

4-33 

4-31 

D 

4-13 

4-18 

4-31 

4-30 

4-20 

4-27 

4-22 

4-23 

E 

4-22 

4-30 

4-37 

4-35 

4-40 

4-37 

4-12 

4-30 

F 

4-41 

4-47 

4-57 

4-65 

4-63 

4-63 

4-80 

4-59 

Averages 

4-25 

4-35 

4-41 

4-41 

4-42 

4-42 

4-38 

4-38 

The  vertical  column  averages  show  the  greatest  variation  to.  be 
8  per  cent.,  and  indicate  considerable  carelessness  in  manufacture. 
The  horizontal  column  averages  show  that,  at  1-inch  pressure,  the 
burners  passed  6’25  per  cent.,  and  at  3  inches  of  pressure  10'5  per 
cent,  more  gas  than  they  were  marked  to  pass.  They  also  show 
that  the  regulating  apparatus  came  somewhat  slowly  into  action 
but  that,  for  pressures  of  1^  inches  and  upwards,  it  is  as  near 
perfect  as  can  be  expected ;  the  variation  from  the  average  not 
exceeding  1  per  cent,  on  either  side. 

Experiment  6. — The  burner  used  was  a  6-feet  household  regu¬ 
lator  burner  with  a  regulating  apparatus  : — 


Pressures  in  Inches. 

Averages 

1 

1-5 

2 

2-6 

3 

3-5 

4 

A . 

6-57 

6-60 

6-70 

6-67 

6-27 

6-17 

5-67 

6-36 

B . 

6-57 

6-60 

6-65 

6-63 

6-57 

6-30 

6-10 

9-49 

C . 

6-18 

6-51 

6-62 

6-78 

6-51 

6-55 

6-46 

6-52 

D . 

6-16 

6-41 

6-62 

6-60 

6-30 

6-31 

5-80 

6-30 

E . 

6-27 

6-61 

6-63 

6-71 

6-60 

6-51 

6-16 

6-48 

F . 

6-26 

6-30 

6-55 

6-62 

6-37 

6-23 

5-80 

6-30 

Averages  .  . 

6-34 

£6-49 

6-49 

6-63 

6-44 

6-34 

6-00 

6-41 

The  vertical  column  averages  show  the  greatest  variation  to  be 
3'4  per  cent.  The  horizontal  column  averages  show  that  at  1-inch 
pressure  the  burner  passed  5'7  per  cent.,  and  at  2'5  inches  of  pres¬ 
sure  10'7  per  cent,  more  gas  than  they  are  marked  to  do. 

A  number  of  other  experiments  were  made,  but  they  do  not  pre¬ 
sent  new  features,  except  the  one  which  tested  the  burners  to 
discover  the  pressures  at  which  the  regulators  came  into  action. 
None  of  the  regulators  came  fully  into  action  at  a  pressure  below 
6-lOths  of  an  inch,  and  most  of  them  at  8-lOths.  The  net  result 
of  the  experiments  given  is  that  regulator  gas-burners  can  be  made 
which  will  not  vary  in  their  consumption  of  gas,  at  pressures  rang¬ 
ing  from  1  inch  to  4  inches,  more  than  1T5  per  cent,  fast  and  2'3 
per  cent,  slow  of  their  average  consumption.  All  that  is  neces¬ 
sary,  therefore,  is  to  get  the  regulator  accurately  set,  and  its 
limits  of  error  are  known.  The  Sale  of  Gas  Act  defines  a  meter  as 
correct  which  does  not  register  more  than  2  per  cent,  fast  or  3  per 
cent.  slow.  The  tests  given  herein  show  that  regulator  gas-burners 
can  be  made  as  correct  as  gas-meters. 

The  question  now  arises :  Do  regulator  gas-burners  in  use  on 
public  lamps,  where  exposed  to  all  weathers,  temperatures,  and 
barometric  pressures,  give  equal  results  to  those  found  in  the  test¬ 
ing-room  ?  The  writer  is  honoured  by  Mr.  Philip  Monson,  the  Gas 
Superintendent  for  the  parish  of  Kensington,  placing  at  his  disposal 
the  results  of  the  average  meter  system  for  eleven  years.  Each 
lamp  has  a  regulator  burner  set  to  burn  4'5  cubic  feet  of  gas  per 
hour.  The  meters  are  read  each  month,  and  the  records  have  been 
carefully  collected.  More  than  4000  lamps  are  in  use  on  the  meter 
system.  The  following  table  shows  the  average  consumption  per 
lamp  per  hour  for  each  of  the  eleven  years : — 


Year 

Cubic  Feet. 

Year 

Cubic  Feet. 

1877  .  . 

.  .  .  .  4-55 

1884 

. 4-49 

1878  .  . 

....  4-57 

1885 

1879  .  . 

.  .  .  .  4-50 

1886 

. 4-52 

1880  .  . 

....  4-43 

1887 

1881  .  . 

.  .  .  .  4-46 

— 

1882  .  . 

....  4-50 

11)49-53 

1883  .  . 

.  .  .  .  4-48 

Average  .  .  4-503 

These  results  are  a  convincing  proof  that  regulator  gas-burners 
may  be  relied  upon  in  actual  use.  The  writer  has  compiled  the 
following  table  from  Mr.  Monson’s  records,  showing  the  average 
consumption  per  lamp  per  hour  for  each  month  of  the  eleven 
years : — 


Month 

Cubic  Feet. 

Month 

Cubic  Feet. 

January  . 

....  4-38 

September  . 

.  .  4-53 

February 

....  4-51 

October  . 

.  .  4-49 

March 

....  4-45 

November  . 

.  .  4-50 

April  . 

....  4-53 

December  . 

.  .  4-39 

May  . 

....  4-49 

— 

June  . 

....  4-61 

12)54-01 

July  .  . 

....  4-60 

— 

August  . 

....  4-53 

Average 

.  .  4-501 

It  will  be  noticed  from  this  table  that  the  lowest  consumption 
occurs  during  those  months  when  the  hours  of  lighting  are  longest, 
and  that  this  gives  an  advantage  to  the  local  authority  if  the 
average  meter  system  is  adopted.  The  following  table,  based  on 
4300  hours’  lighting  per  year,  shows  the  amount  of  this  error  : — 


Month. 

Hours  of 
Lighting. 

Cubic  Feet 
per  Hour. 

Total  Cubic  Feet 
per  Lamp. 

January  . 

484-03 

4-38 

2120-0514 

February . 

397-75 

4-51 

1793-8525 

March . 

375-58 

4-45 

1671-3310 

April . 

303-90 

4-53 

1376-6670 

May . 

260-41 

4-49 

1169-2409 

June . 

224-52 

4-61 

1035-0372 

July . 

246-30 

4-60 

1132-9800 

August . 

294-01 

4-53 

1331-8653 

September . 

341-90 

4-53 

1548-8070 

October . 

414-67 

4-49 

1861-8683 

November . 

454-95 

4-50 

2047-2750 

December . 

501-98 

4-39 

2203-6922 

Totals,  &c.  .  .  . 

4300-00 

4-50 

19,292-6678 
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If  the  consumption  had  been  taken  from  the  burners  alone,  it 
would  have  stood  at  4300  X  4  5  =  19,350  cubic  feet  per  lamp  per 
vear,  as  against  19,292-6078  cubic  feet  given  by  the  meters,  or  an 
error  in  favour  of  the  gas  company  of  57-3  cubic  feet  per  lamp  per 
year.  In  London  the  price  of  gas  to  the  public  lamps  north  of  the 
Thames  is  28.  2d.  per  1000  cubic  feet ;  so  that  the  saving  to  the 
local  authority  for  gas  by  the  average  meter  system,  is  l.^d.  per 
lamp  per  year.  Against  this  there  is  the  cost  of  the  average 
meter  system.  The  following  figures  refer  to  a  district  containing 
4000  lamps,  with  a  meter  to  every  20  lamps. 

Capital  Expenditure. 

200  meters  fixed  complete,  at  HI  lOs.  each  ....  .£1500 
Annual  Expenses. 

Interest,  depreciation,  and  repairs  on  meters,  10  per 
cent,  on  il500  . . . 

Man’s  time  reading  meters  :  12  weeks  per  annum,  at 

268.  a  week . 

This  cost,  divided  over  4000  lamps,  equals  9-9d.  per  lamp  per 
annum,  which  is  incurred  to  save  l-5d.  per  lamp  per  annum. 

The  figures  given  refer  to  a  district  where  the  mmimuin  parlia¬ 
mentary  limits  of  pressure  are  lO-lOths  from  sunset  to  midnight, 
and  G-lOths  from  midnight  to  sunrise.  As  a  matter  of  fact,  how¬ 
ever,  the  actual  pressures  are  in  excess  of  these  limits,  rrom 
the  continuous  recording  pressure-gauge  in  the  testing-rooiu  at 
Chelsea,  it  is  found  that  the  pressure  does  not  go  below  r2  inches 
at  any  part  of  the  day  ;  and  that  from  one  hour  before  sunset  to 
half  an  hour  after,  the  pressure  rises  to  3  inches  and  even  more, 
and  then  gradually  falls  to  14  inches  by  midnight.  Where 
pressures  like  these  are  given,  the  writer  is  of  opinion  that  the 
average  meter  system  is  an  unnecessary  check  and  expense,  it 
may  be  that  in  small  districts  the  pressures  fall  below  those  stated 
as  the  parliamentary  limits ;  and  in  such  cases  the  regulator 
burners  would  not  pass  their  full  quantity.  The  remedy,  however, 
is  to  make  the  gas  company  give  a  proper  pressure,  and  so  save 
the  expense  of  the  meters. 

In  the  course  of  the  subsequent  discussion, 

Mr  J.  Lemon,  M.  Inst.  C.E.  (Southampton),  said  he  thought 
they  were  all  much  indebted  to  Mr.  Strachan  for  his  valuable 
naner  *  but  he  must  say  that  the  conclusions  the  author  drew  were 
not  all  in  accordance  with  his.  If  they  could  get  a  ps-regulator 
perfectly  made,  then  it  would  do  very  well  indeed;  but  his  expe¬ 
rience  was  that  there  was  no  such  thing  as  a  perfect  regulator.  A 
re<'ulator  was  only  intended  as  a  check  upon  the  consumption 
when  there  was  great  pressure.  As  regards  meters,  it  was  quite 
true  that  the  percentage  given  as  to  the  correctness  was  2  per  cent, 
one  way  and  3  per  cent,  the  other.  They  must  have  a  certain 
amount  of  margin.  They  could  not  expect  that  every  person 
would  have  an  absolutely  correct  meter ;  and  therefore  this  small 
margin  of  2  and  3  per  cent,  was  allowed  in  testing  meters,  so  as  to 
provide  against  that  little  irregularity  which  must  occur  in  every 
mechanical  appliance.  He  took  exception  to  the  annual  expenses 
— interest  and  depreciation — 10  per  cent,  on  i;i500.  He  intro¬ 
duced  the  average  meter  system  in  his  borough ;  and  he  could  say 
that  it  never  at  any  time  cost  anything  like  10  per  cent,  for  repairs 
of  meters.  He  considered  the  10  per  cent,  for  repairs  altogether 
an  outside  item.  Then  as  regards  the  man’s  time,  he  used  to 
employ  one  of  the  assistants  in  the  oflice  to  go  round  with  the  man 
to  check  the  meters ;  so  that  there  was  no  extra  cost  to  the  borough 
in  this  respect.  It  should  be  done  by  the  staff  in  the  office  ;  and 
therefore  he  thought  the  item — though  it  was  only  i:15  ought  to  be 
struck  out.  It  seemed  rather  absurd  to  spend  9-9d.  per  lamp  to 
save  l^d. ;  but,  in  answer,  he  said  that  the  gas-regulator  \ya8  un¬ 
reliable,  and  it  was  necessary  to  have  a  meter  to  get  anything  like 
a  fair  record  of  consumption.  The  gas-meter  was  the  only  reliable 
record ;  and  the  gas-regulator  was  not  to  be  depended  upon. 

Mr.  J.  Hall,  Assoc.  M.  Inst.  C.E.  (Torquay),  considered  that 
the  regulator  was  as  absolutely  necessary  as  a  check  upon  the 
meter  as  the  meter  was  a  check  upon  the  workmen. 

Mr.  Lemon  :  What  I  say  is  that  you  must  use  the  two. 

Mr.  Hall  (continuing)  said,  as  to  cost,  that  the  capital  expendi¬ 
ture  of  i’lfiOO  appeared  to  him  to  be  an  excessive  amount  for  the 
size  of  the  meters  that  were  used  in  street  lamps.  The  depreciation 

_ 10  per  cent. — seemed  also  to  him  to  be  more  than  was  usual.  In 

regard  to  reading  the  meters,  he  took  them  four  times  a  year.  He 
went  round  himself,  and  read  the  whole  of  them  in  an  afternoon 
for  COO  lamps.  He  did  not  think  they  could  depend  upon  an 

ordinary  workman  for  doing  it.  .  ,  . 

Mr.  T.  Earkkll  (Sherborne),  remarked  that,  m  Ins  town,  they 
used  the  average  meter  system.  The  meters  were  the  property  of  the 
Board ;  and  they  were  read  once  a  quarter.  It  took  about  1 J  hours 
to  reail  them.  In  regard  to  expense  for  repairs,  the  meters  had 
not  cost  them  anything  under  this  head  during  the  eight  years  they 
had  been  in  use.  The  Gas  Company  were  perfectly  satisfied  with 
their  registration ;  and  so  they  went  on  comfortably  enough.  itli 
respect  to  the  question  of  governors,  he  had  one  of  the  old  niglit 
lamps  which  was  situated  at  the  bottom  of  a  street  400  or  500 
yards  long,  and  another  at  the  top  of  the  street.  One  would  think 
that  the  lamp  at  the  top  would  consume  more  than  the  lower  one  ; 
but  it  was  quite  the  reverse — the  latter  consuming  10  or  15  per 
cent.  more.  This,  he  supposed,  was  accounted  for  by  the  governors 
not  working  properly.  ,  ,  •  ■  •  » 

Mr.  Bennett  (Southampton)  said  he  found  that  in  his  town 
the  depreciation  was  something  like  4  instead  of  10  per  cent. 

Mr.  Eedes  Eachus  (Edmonton)  inquired  whether  it  was  not 
•  worth  while  to  incur  expenditure  for  checking  equal  to  2  per  cent 


on  the  annual  expenditure.  There  were  4000  lamps  at  1-  a  lamp. 

The  expenditure  to  check  the  regulators  was  XlOo,  or  2 

on  this  amount;  and  he  thought  an  engineer  would  regard  this  os 


being  a  small  exi'-enditure  to  check  a  large  one.  . 

Mr.  Nouuinoton  (Eulham)  drew  attention  to  the  fact  that 
different  sized  regulator  burners  were  used  in 
When  they  dealt  witli  4 -feet  regulator  burners  they 
truer  results ;  but  when  dealing  with  5  feet  and  C  feot  regulators 

they  had  irregularities.  .  .  .  . 

Mr.  Glkdhill  (Ileckmondwike)  gave  it  as  his  opinion  that  gas- 
regulators  were  not  to  be  depended  upon.  He  had  far  more 
trouble  with  the  regulators  than  witli  the  meters. 

Mr.  Godfrey  (King’s  Norton)  said  that  considerable  difficulty 
arose  from  the  joint  partnership  of  the  gas  company  and  the  local 
authority.  He  would  suggest  a  plan  by  which  this  cmj'l  ^ 
avoided--viz.,  the  one  adopted  by  Birmingham,  where  the  local 
authority  provided  the  meters  and  the  gas  undertaking  mamtamed 
the  regulators.  If  the  latter  found  a  repi  ator  bad,  they  put  a  new 
one  up.  If  both  meter  and  regulator  belonged  to  one  body,  there 

was  sure  to  be  dissatisfaction.  „  t-,  .tt  \  •  i  »i,n* 

Mr.  De  C.  Meade,  Assoc.  M.Inst.  C.E.  (Hornsey),  said  that  the 

author  had  not  given  a  description  of  .h 

not  last  anything';like  so  long  as  others.  Hie  old-fashioned  o^e,  wit  ^ 
the  leather  diaphragm,  lasted  a  fair  average  time  in  fine  weatliw  , 
but  wet  weather  interfered  with  it.  The  new 

regulators  lasted  longer ;  but  the  accumulation  of  naphthalene  from 
the  gas  affected  the  one,  and  did  not  affect  tlie 
-to  so  great  an  extent.  They  had  a  very  simple  ii  he 

portable  photometer,  if  they  suspected  they  were  not  pttmg  the 
full  illuminating  power  from  the  gas.  They  could  easi  y test  it,  and 
he  really  found  that  they  obtained  more  light  than  they  paid  for. 
This  saved  all  the  trouble  and  expense  of  the  meters.  The  regu¬ 
lator  system,  as  practised  in  many  of  the  large  districts  in  London, 

was  a  very  satisfactory  one.  „  ,  .  i  _ 

Mr.  Weaver  (Kensington)  said  Mr.  Strachan  was  to  com¬ 
mended  for  the  careful  experiineuts  he  had  inade  with  regard  to 
the  lamps  in  Chelsea.  He  (Mr.  Weaver)  thought  it  won  d  be 
somewhat  premature  to  adopt  Mr.  Strachan’s  system  of 
to  the  lamps,  in  preference  to  the  meter 

applied  the  average  meter  system  in  Kensington,  in  1877,  they  1  ad 
a  "ood  deal  of  difficulty  to  get  the  Gas  Company  to  agree  upon  the 
po^sition  of  the  meters,  and  to  get  them  down  as  low  as  possible  in 
relation  to  the  number  of  lamps.  When  the  system  came  into 
force,  he  fiattered  himself  that  he  had  done  a  f?ood  things  for  ho 
parish  ;  and  the  next  annual  report  showed  a  considerable  saving 
in  the  expenditure  for  gas  as  compared  with  preceding  years.  One 
of  the  great  difficulties  he  saw  in  depending  entirely  upon  regulators 
attached  to  the  burners  would  be  that  of  getting  the  number  of 
hours  of  lighting  in  a  large  district.  lor  instance,  in  the  case  of 
fogs  coming  on  in  winter,  he  was  quite  sure  there  would  be  some 
difficulty  in  keeping  a  proper  record  of  the  lighting.  If  the  com¬ 
pany  were  done  out  of  only  half  an  hour  for  some  4000  lamps,  it 

meant  a  decimal  of  a  penny  for  each  lamp. 

Mr.  J.  Hepworth,  Assoc. M.Inst.C.E.  Carlisle),  said  that  he  had 
listened  to  Mr.  Strachan’s  paper  with  very  great  pleasure ;  and 
for  the  most  part  he  quite  agreed  with  the  conclusions  he  had 
arrived  at.  He  thought  the  experiments  pointed  more  than  any¬ 
thing  else  to  the  fact  that  they  could  get  good  regulators  they 
chose  to  do  so.  He  had  under  his  care  1400  or  loOO  lamps ,  and 
they  had  not  felt  it  necessary  to  adopt  the  average  meter  system 
because  the  gas-works  belonged  to  the  Corporation,  who  also 
owned  the  lamps.  He  had  made  very  careful  experiments  with 
regulators  ;  and  he  thoroughly  agreed  that  for  the  most  part  there 
was  no  necessity  to  adopt  the  average  meter  system.  But  where, 
as  Mr.  Strachan  pointed  out,  they  had  a  gas  company  supplying 
at  irregular  pressures,  then  the  average  meter  system  became  ad¬ 
vantageous.  They  might  also  have  to  light 
and  then  the  average  meter  system  became 

ever,  the  hours  and  the  pressure  were  regu  ar,  then  they  might 
certainly  depend  upon  having  as  good  results  from  the  use  of 
regulators  as  by  meters  and  regulators  combined.  ,  . 

Mr.  Strachan,  replying  upon  the  discussion,  referred  in  7®  ^®^ 
place  to  the  cost  of  the  average  meter  system.  Ho  did  not  think 
anyone  would  quarrel  with  his  estimate  of  -£7 
meter  fixed  in  the  box.  And  if  i’7  10s.  was  a  fair  ostima  e,  then 
the  cost  of  200  meters  came  to  Xl.iOO.  He  was  willing  to 
allow  that  a  gas-meter  liad  20  years  of  life,  which  he  prosumcHl  no 
one  would  say  was  inadeiiuato.  Depreciation  on  that  was  o  per 
cent.;  and  os  they  could  not  borrow  money  m  London  under  dj  per 
cent.,  that  made  8l  per  cent.  They  could  n®*-  ‘1®  1®“ 

than  15  per  cent.,  and  that  was  10  per  cent,  on  the  iloOO,  and  this 
ho  submitted  was  a  fair  and  proper  estimate.  Mr.  Lemon  also 
said  that  tliey  did  not  pay  for  the  time  of  the  assistant.  It.WM 
no  answer  to  the  argument  to  say  they  had  in  the  house  the 
assistant  to  check  tlie  meters,  and  that  therefore  it  did  not  cost 
anything.  He  contended  that  Ins  estimate  in  this  respect  was  also 
fair  and  proper.  He  was  prepared  to  follow  Mr.  Lemon  « 
in  various  matters;  but  when  he  (Mr.  Strachan)  had  had  eleven 
years’  experience  pointing  entirely  in  another  direction,  ho  hoped 
Mr.  Lemon  would  pardon  him  for  not  accepting  his  opinion.  At 
Kensington  the  average  meter  system  had  recorded 
which  were  these :  That  for  eleven  years  they  hiul  burned  ujwn 
the  average  4-503  cubic  foot ;  and  their  regulator  burners  wore  ret 
at  4-5  cubic  foot.  This  was  as  near  as  one  could  como  ^  m^‘« 
world.  If  eleven  years’  experience  showed  that  the 
burners  were  as  accurate  as  the  meters,  thou  of  what  use  were  the 
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meters  ?  This  was  the  point  which  had  not  been  answered.  As 
to  Mr.  Weaver’s  remarks,  they  had  never  used  any  other  system 
than  this  in  Chelsea  ;  and  as  to  how  they  managed  in  the  case  of 
fogs,  he  left  it  to  the  Gas  Company  to  find  out  that  the  lamps  had 
been  lit  up — (laughter) — and  then  he  simply  stated  that  they  started 
so  many  hours  sooner.  He  unhesitatingly  said  that  they  saved  all 
the  expense  of  the  average  meter  system.  The  accident  of  his 
having  4,  5,  and  6  cubic  feet  regulator  burners  was  owing  to  the 
makers  not  having  any  others  in  stock. 

Mr.  Joseph  C.  Ingham,  of  Bury,  has  been  appointed  Manager 
to  the  Ramsbottom  Gas  Company. 

At  the  meeting  of  the  Heywood  Town  Council  last  Thursday, 
the  salary  of  the  Gas  Manager  (Mr.  H.  Hawkins)  was  increased  by 
.£20  per  annum. 

Among  the  numerous  amendments  proposed  to  the  Local  Govern¬ 
ment  Bill  was  one  empowering  the  County  Council  to  present 
to  Parliament  a  scheme  for  London  District  Government,  and 
schemes  for  taking  over  the  powers  of  the  Gas  and  Water  Com¬ 
panies.  Clauses  embodying  these  proposals  were  placed  upon  the 
paper  by  Mr.  J.  F.  B.  Firth  ;  and  it  was  suggested  that  they  should 
follow  the  38th  clause  in  the  Bill.  The  terms  of  the  proposal 
were  as  follows  : — “  The  County  Council  of  London  shall,  as  soon 
as  may  be,  submit  to  Parliament  a  Bill  for  the  rearrangement  of 
municipal  government  and  administration  within  the  area  of  the 
county  of  London  ;  ”  and  also  one  “  for  the  purchase  or  regulation 
of  the  undertakings  at  present  supplying  respectively  water  and 
gas  to  any  part  of  London,  or  any  of  them,  or  for  the  provision  of 
a  new  supply  of  water,  gas,  or  light  to  London  or  any  part  thereof.” 
These  clauses  have  not  yet  come  before  the  House  of  Commons 
for  discussion. 

The  French  journal  Science  Pratique  remarks  that  the  great 
modern  extension  of  the  use  of  nickel  plating  for  objects  of 
domestic  ornament  and  utility,  including  gas  and  water  fittings 
of  all  kinds,  renders  it  interesting  to  know  how  these  articles  may 
be  cleared  from  the  film  that  gathers  upon  them  in  the  course  of 
usage  and  exposure  to  the  atmosphere.  There  is  an  appearance  of 
rust  upon  old  nickelled  ware  which  may  be  removed  in  the  follow¬ 
ing  manner  : — The  surface  to  be  cleaned  is  first  greased,  and  the 
grease  allowed  to  remain  for  a  day  or  two,  when  it  must  be 
removed  by  means  of  a  rag  dipped  in  ammonia.  If  any  spots 
remain  after  this  treatment,  they  may  be  very  carefully  wetted 
with  a  little  dilute  hydrochloric  acid,  which  must  be  immedi¬ 
ately  wiped  off.  Afterwards  the  goods  must  be  washed  with 
water,  and,  when  dry,  polished  with  tripoli.  In  this  way,  unless 
the  plating  is  actually  worn  off,  an  old  nickel  plated  article  may 
be  made  to  look  as  good  as  new. 

The  Select  Committee  on  Private  Bill  Legislation  have  now  agreed 
upon  the  terms  of  their  report,  and  concluded  their  labours.  Two 
draft  reports  were  before  the  Committee.  The  first,  submitted  by 
Mr.  Courtney,  recommended  that  all  Private  Bills  be  considered 
by  a  Commission  appointed  for  the  purpose ;  and  if  approved  by 
this  body,  should  be  laid  on  the  table  of  the  House  for  a  certain 
period  before  becoming  law.  The  second  report,  drafted  by  Mr. 
Stanhope,  also  adopted  the  principle  of  an  outside  Commission, 
but  delayed  the  reference  thereto  until  after  the  Bill  should  have 
been  read  a  second  time — in  other  words,  substituting  the  Commis¬ 
sion  for  the  present  Committee  stage.  In  recommending  the 
appointment  of  a  Commission,  the  Committee  have  suggested  that, 
while  its  head-quarters  should  be  in  London^  it  should  have 
power  to  sit  in  different  parts  of  the  United  Kingdom,  and  should 
be  authorized  to  conduct  inquiries  by  means  of  one  of  its  members, 
with  two  assessors  added.  It  was  felt  that  Mr.  Courtney’s  proposal 
would  involve  too  radical  a  change  to  meet  with  the  approval  of 
members  generally ;  and  the  second  scheme  was  agreed  to.  The 
report,  as  will  be  seen  by  our  “  Parliamentary  Intelligence,”  was 
presented  to  both  Houses  last  Thursday. 

Messrs.  J.  Stott  and  Co.,  of  London  and  Oldham,  manufac¬ 
turers  of  consumers’  gas  governors,  have  just  opened  a  new  Man¬ 
chester  branch,  in  the  most  central  portion  of  the  city  ;  their  pre¬ 
vious  accommodation  having  been  found  insufficient.  The  firm, 
which  was  scarcely  known  a  few  years  ago,  has  sprung  into  con¬ 
siderable  prominence  through  the  reputation  gained  by  their  now 
well-known  automatic  governors,  and  at  present  have  branches  in 
nearly  all  parts  of  the  world.  The  principal  works — where  a  large 
number  of  people  are  engaged — are  at  Oldham  ;  and  there  are  also 
works  in  Allegheny  City  (U.S.A.),  where  they  make  governors 
chiefiy  for  controlling  natural  gas.  This  is  often  delivered  to 
consumers  at  the  enormous  pressure  of  300  inches ;  but  by  the 
action  of  the  Stott  governor,  it  is  easily  brought  down  to  half  an 
inch.  The  chief  advantages  claimed  for  the  governor  are  exceed¬ 
ing  delicacy,  accuracy  of  governing  power,  and  absolute  reliability 
and  durability.  The  construction  is  such  that  the  action  is  entirely 
direct,  or  it  may  be  said  to  work  on  the  dead-weight  principle. 
There  are  no  levers  or  other  points  of  friction,  which  is  an  im¬ 
portant  matter  in  a  self-acting  machine  actuated  by  so  light  a  motive 
power.  The  8-inch  governor  is  so  carefully  adjusted  that  it  will 
control  a  single  light  just  as  well  as  the  smallest  governor  made. 
The  materials  used  in  construction  are  of  an  imperishable  nature, 
so  that  the  chances  of  the  governor  getting  out  of  order  are 
reduced  to  a  minimum ;  and  the  makers  guarantee  it  for  seven 
years.  The  firm  have  received  upwards  of  40  highest  awards  for 
their  governor  in  competitions  ;  including  prizes  gained  at  the 
Adelaide,  Antwerp,  and  London  (Inventions  and  American)  Exhi¬ 
bitions,  at  the  latter  of  which  the  American  house  competed. 


HALF-DEPTH  REGENERATIVE  FURNACES. 

At  the  Eleventh  Annual  Meeting  of  the  Western  Gas  Association, 
held  at  Chicago  from  the  9th  to  the  11th  of  May  (a  general  review 
of  the  proceedings  at  which,  taken  from  the  “Official  Report” 
in  the  American  Gaslight  Journal,  is  now  appearing  in  our 
columns),  one  of  the  papers  read  was  on  the  above-named  sub¬ 
ject  ;  the  author  being  Mr.  F.  Bierce,  Engineer  and  General 
Manager  of  the  Memphis  (Tenn.)  Gas  Company.  The  following 
is  an  abstract  of  the  communication  : — 

The  author  explained,  at  the  outset,  that  the  paper  was  intended 
rather  as  a  practical  recital  of  conclusions  obviousljf  deduced, 
than  an  attempt  to  digest  the  whole  science  of  furnaces.  He  then 
asked.  What  constitutes  a  full-depth  regenerative  furnace  ?  To  this 
question  he  was  unable  to  give  an  answer,  as  he  confessed  he  did 
not  know  how  to  characterize  the  difference  between  a  full-depth 
and  a  half-depth  furnace.  But  on  the  supposition  that  the 
former  was  a  furnace  measuring  anything  from  5  or  6  feet  to 
12  or  15  feet,  according  to  fancy,  the  latter  should  be  any¬ 
thing  from  2^  to  7  or  8  feet.  To  carry  out  the  idea  of  rege¬ 
neration  profitably  in  practice,  4ihe  simpler  and  more  inexpen¬ 
sive  the  device  the  better.  The  author  built  ten  benches  of  sixes, 
14  in.  by  26  in.  and  9  ft.  long.  He  was  so  situated  that  he  could 
not  excavate  low  enough  for  deep  furnaces,  on  account  of  high 
water  interference  ;  and  he  did  not  think  fit  to  elevate,  as  he  had 
stacks  of  arches  that  were  good,  and  he  did  not  want  to  abandon 
them.  He  felt,  however,  that  he  could,  with  a  shallow  regenera¬ 
tive  furnace,  on  a  four  hours’  run,  produce  sufficient  heat  to  car¬ 
bonize  as  much  coal  of  the  kind  he  used  (Pittsburgh)  as  the  retorts 
would  carry  without  suffocation,  to  get  from  the  coal  a  maximum 
quantity  of  gas  with  a  minimum  of  fuel  and  labour  in  keeping 
with  his  ambition  at  the  time.  He  proceeded  as  follows. 

It  is,  I  believe,  asserted,  if  not  conceded,  that  a  good  quality  of 
carbonic  oxide  is  not  produced  by  the  passage  of  air  through  a  bed 
of  fuel  less  than  2  feet  deep,  when  gas  coke  is  used,  from  the 
accustomed  draughts  in  the  flues  of  any  ordinary  coal-gas  bench. 
It  is  my  observation  that  good  carbonic  oxide  is  produced  only 
from  at  least  2  ft.  6  in.  depth  of  gas  coke,  when  draughts  are  not 
impeded,  and  a  somewhat  lively  draught  is  required,  unless  the 
furnace  be  extraordinarily  deep.  Therefore,  I  should  say,  as  the 
result  of  my  observation  on  this  point,  make  the  fuel  chamber  at 
least  3  ft.  6  in.  deep,  for  the  reason  that  it  requires  replenishing 
once  in  four  hours  only  (and  I  believe  that  it  is  one  aim  with  all 
regenerative  furnaces  to  replenish  as  seldom  as  possible).  A 
furnace  of  this  depth,  and  proportioned  in  width,  to  be  filled  full 
when  replenishing,  with  not  over  33  per  cent,  of  the  coke  drawn 
from  the  retorts  above,  will,  in  practical  use,  for  good  results  con¬ 
sume  down  a  foot  or  more  to  a  point  where  there  is  no  longer  a 
good  quality  of  carbonic  oxide  produced  in  the  combustion  below  ; 
and  this  is  readily  determinable  from  the  colour  of  the  product  of 
combustion  as  it  emerges  from  the  top  of  the  fire,  also  the  rapidity 
of  combustion  below  that  point,  and  its  receding  distance  from  the 
retorts. 

I  believe  no  one  will  deny  the  claim  that  a  large  fire  is  hotter 
than  a  small  one  of  the  same  degree  of  incandescence.  Now,  the 
combination  of  these  two  facts — a  large  fire  and  a  thorough  car¬ 
bonization  of  the  oxygen — is  the  fundamental  basis  of  furnace 
heats,  as  I  view  the  subject ;  and  starting  out  from  this  point  of 
consideration,  what  is  sought  is  the  constructive  device  for  regu¬ 
lating  this  combination  in  the  most  economic  consumption  of  fuel. 
Following  along  this  line  of  illustration,  if  a  deep  furnace  is  hotter 
than  a  shallow  one,  the  reason  is  clear  to  me  that  the  oxygen,  the 
agent  of  combustion,  is  carbonized  in  a  stronger  degree ;  which 
means  that  if  you  make  one  deep  enough  and  put  steam  enough 
under  the  grate-bars,  so  as  to  press  the  combustion  area  up  as  near 
the  retorts  as  possible,  at  the  same  time  giving  it  a  strong  draught, 
one  can  quickly  destroy  the  retorts  above.  On  the  other  hand,  if 
properly  constructed  on  the  regenerative  principle,  the  oxide  can 
be  converted  to  acid  to  any  desired  extent,  and  at  the  same  time 
the  rapidity  of  combustion  checked  by  dampers  on  the  primary  air 
supply — both  compensating  each  other  in  proportion  to  the  amount 
of  waste  products  of  combustion  issuing  from  the  exit  chimneys  in 
comparison  with  the  degree  of  heat  attained  upon  the  retort.  For 
example,  if  there  is  not  enough  heat  on  the  retorts,  and  there  are 
too  many  waste  products,  give  more  secondary  or  less  primary  air. 
Again,  if  there  is  not  enough  heat  on  the  retorts,  no  waste  pro¬ 
ducts,  and  yet  a  rapid  combustion,  it  shows  that  the  product  of 
combustion  is  spent — i.e.,  the  chemical  union  takes  place  (at  which 
point  is  the  centre  of  heat)  too  low  down  in  the  furnace.  So  just 
give  the  furnace  some  more  steam  from  below,  so  as  to  drive  or 
press  forward  or  upward  the  point  of  that  chemical  convei-sion,  so 
that  it  takes  place  where  you  want  it — among  the  retorts  above, 
instead  of  in  the  furnace  below.  This  latter,  however,  I  have  found 
to  be  fruitful  of  luxuriant  growth  of  clinker — a  chemical  combina¬ 
tion  not  much  desired — and  has  its  disadvantages. 

In  this  connection  it  is  also  my  experience,  as  well  as  observa¬ 
tion,  that  sufficiently  good  results  are  accomplished  with  a  furnace 
such  as  I  have  for  my  subject,  with  diligent  use  in  the  hands  of 
competent  persons  ;  for  as  profitable  distillation  of  coal  can  be 
effected  in  retort-benches  of  sixes  as  I  have  seen  from  very  deep 
ones.  It  may  be  said,  I  think,  speaking  in  a  general  way,  that 
just  so  much  gas  of  a  given  quality  can  be  taken  from  a  certain 
quantity  of  coal  and  no  more,  and  that  a  given  sized  retort  can  be 
charged  with  so  much  coal  for  perfect  carbonization  and  no  more, 
and  that  a  retort  will  stand  just  as  much  heat,  according  to  how 
much  coal  is  being  distilled  in  it,  and  no  more,  without  its  too 
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rapid  destruction  ;  the  object  being  to  accomplish  these  things  by 
as  short  a  process  as  possible.  Here,  then,  enters  the  great  agen 
of  complication  in  all  scieutiBc  investigations— that  of  cost  and 

A^shallow  regenerative  furnace  can  be  built  nmch  cheaper  than 
a  deep  one ;  and  the  life  of  the  two,  I  imagine,  should  be  .al>o«“he 
same!  My  furnaces  cost  me  between  S500  and  81)00  each,  including 
retorts  and  mouthpieces,  and  the  arch  filled  complete  and  con¬ 
nected  up  ;  and  I  have  seen  deep  ones  that  were  said  to  li^ve  cost 
several  thousand  dollars  each.  It  looked  a  little  extravagant ,  how¬ 
ever,  the  difference  is  great  in  cost,  and  little,  it  any,  in  compensa¬ 
tion.  This  is  my  conclusion  after  comparing  results  caretul  y. 

With  the  same  fidelity  to  a  deep  furnace  that  I  have  to  a  shallow 
one,  I  must  say  that  I  believe  a  deep  furnace  can  be  manipulated 
much  more  easily  than  a  shallow  one,  considering  the  charactei  ot 
the  common  labour  in  a  gas-works  as  a  rule,  and  the  measure  of 
intelligence  found  in  furnace  stokers;  that  the  successful  or  profit¬ 
able  use  of  a  deep  regenerative  furnace  can  be  more  readily  de¬ 
pended  upon,  because  it  requires  less  attention  and  the  exercise  ot 
less  judgment— its  advantages  being  more  easily  comprehensible, 
as  it  appears  to  me. 

It  would  perhaps  be  interesting  to  have  shown  briefly  some  com¬ 
parison  of  results  between  the  old  primitive  design  of  iin  naces  and 
the  half-depth  or  shallow  regeneratives,  as  I  am  operating  some  ot 
each  alongside  of  each  other,  only  in  separate  stacks,  bo  that  heats 
are  not  contiguous  ;  and  I  get  as  good  carbonization  of  50  per  cent, 
more  coal  from  a  half-depth  regenerative,  at  an  expense  of  not  niore 
than  30  per  cent,  of  the  coke,  as  I  do  from  the  old  design  with  a 
consumption  of  nearly,  if  not  quite,  58  per  cent,  of  the  coke,  besides 
■averaging  six  retorts  per  man  instead  of  four  retorts  per  man  with 
the  old  design,  without  imposing  any  more  trouble  on  the  men 
beyond  the  work  being  hotter. 

Another  thing  of  by  no  means  secondary  importance  in  connec¬ 
tion  with  half-depth  or  shallow  regenerative  furnaces  is  the  method 
of  introducing  the  hot  coke  immediately  from  the  retorts  into  them 
— an  indispensable  adjunct.  I  had  not  seen  a  very  systematic 
arrangement  for  feeding  them;  and  I  spent  some  thought  on  this 
feature.  My  hot  coke  is  drawn  from  the  two  top  retorts  at  the  same 
time  through  a  funnel  into  the  furnace  below-— this  funnel  being  a 
very  unique  implement  for  the  purpose,  original  in  design.  In 
resemblance  it  impresses  one  with  the  idea  of  the  spread  eagle,  it 
bears  the  cognomen,  among  the  negro  labourers  using  \t,  of  the 
native  Southern  bird,  the  buzzard.  When  we  are  not  using  it  I  hoist 
it  out  of  the  way  overhead  by  means  of  a  :t-inch  wire  tiller  cord 
over  a  couple  of  3-inch  pulley  blocks  and  a  small  windlass,  luid 
lower  it  quickly  into  position  for  use.  It  is  at  once  useful,  handy, 
comparatively  cheap,  entirely  simple,  and  its  utility  indispensable 
in  connection  with  furnaces  constructed  as  mine  are.  I  should  not 
refer  to  this  hot  coke  funnel  had  I  not  come  to  regard  it  as  a  pa,rt 
of  the  system  of  shallow  regenerative  furnaces,  in  utilizing  the  coke 
in  its  incandescent  condition. 

Replying  to  questions  put  in  the  course  of  the  discussion  on  the 
paper,  Mr.  Bierce  said  that  if  he  turned  on  more  steam  below  the 
grate,  it  improved  the  heat  in  the  retort-setting,  but  at  the  same 
time  increased  the  clinker.  The  latter,  however,  was  softer  in  cha¬ 
racter.  He  clinkered  once  every  ‘24  hours,  and  his  steam  supply 
was  carried  in  a  |-inch  pipe  under  a  pressure  of  50  lbs.  Coke 
breeze  was  used  to  raise  the  steam,  and  the  cost  was  merely  nomi¬ 
nal.  As  shown  in  his  paper,  the  half-depth  furnace  could  be  adap 
ted  to  the  old-pattern  arches  by  excavating  a  little  deeper.  The 
primary  air  supply  was  not  heated  ;  and  he  admitted  plenty  of  it 
keeping  the  ashpit  door  open.  He  charged  from  ‘250  to  300  lbs.  of 
coal  into  each  retort  every  four  hours,  and  was  not  troubled  with 
stopped  ascension  pipes.  Mr.  Dunbar  had  worked  a  bed  of  three 
retorts  on  a  similar  plan  to  the  one  he  had  laid  before  the  members, 
with  eijually  good  results  J  but  he  found  that  the  more  steam  he 
admitted  the  less  was  the  clinker.  He  supplied  the  steam  from  a 
9 -inch  pipe  having  holes  ■j’^-inch  diameter  and  8  inches  apart.  Mr. 
Crimper  had  been  running  regenerative  benches  since  188‘2,  and 
found  they  did  not  want  much  steam,  also  that  the  primary  air 
supply  must  be  well  under  control.  Too  much  steam  reduced  the 
heats ;  and  an  opening  J  in.  by  2i  in.  was  quite  sufficient  for  the 
primary  air  when  the  bench  was  in  good  order 


Register  of  ^luleitts. 


Dusci-phckizatiox  of  Gaseous  Pboducts.- Hood,  J.  J..  of  Shepherd’s 
Hush  Uoad,  W.,  and  Salanion,  A.  O.,  of  lenchurch  Avenue,  K.C. 

No  10.r27  ;  July  I'J,  1387.  [Cd.] 

This  invention  relates  to  the  use  of  “  Weldon  mud  ’’  artificially  pre¬ 
pared  hydrated  oxides  of  manganese— in  the  desulphurization  of  gaw^s 
Uoducts,  so  as  to  fix  and  recover  the  sulphur  in  a  "’^^‘^hantable  ora 
The  patentees  read  a  paper  on  the  subject  before  the  Society  of  Chemical 
Industry  last  January,  as  reported  in  the  .Iockn-ai.  (Vol.  P‘  “  ^  . 

The  specification  of  the  invention  (which  is  not  illustrated)  sUtes  that 
the  patentees  propose  to  employ  the  “  mud  "  either  by  forcing  l^e  gM 
through  the  manganese  mud  held  in  suspension  in  water,  acidulated  or 
not  acidulated,  or  else  the  mud  is  washed  practically  free  from  cMciura 
chloride,  drained  (and  if  not  sufliciently  porous  mixed  with  plaster  of 
Paris  or  other  suitable  material),  and  dried,  and  placed  in  layers  in  a 
convenient  apparatus ;  the  gas  being  passed  over  and  through  ifi  In 
desulphurizing  gases,  such  as  coal  gas,  containing  sulphide  of  carbon  in 
additfon  to  suVhuretted  hydrogen,  besides  using  Weldon  mud  to  fix  the 
latter,  some  of  the  manganese  sulphide  is  employed  to 
bisulphide,  just  as  lime  sulphide  is  used  for  a  similar  pur^se.  After 
the  manganese  mud  has  been  fully  charged  with  sulpbrnr,  it  is  exposed 
to  atmospheric  oxidation  ;  and  thus  rendered  again  efficient  for  desul- 
phurizatfon.  This  revivification  may  be  repeated  fave  or  more  times, 
Ltil  the  material  becomes  highly  charged  with  bu  phur  ;  and  it  is  then 
treated  as  follows :— The  manganese  residues  obtained  by  the  desul¬ 
phurizing  process  are  dissolved  in  acid;  and  J*'®® 

Lposits  IS  separated— there  being  little  or  no  sulphuretted  hydrogen 
evolved  during  the  dissolving,  if  the  material  has  been 
to  the  atmosphere  for  some  days.  The  manganese  solution  is  again 
precipitated  with  lime  ;  air  is  blown  through  to  effect  oxidation  ;  and  the 
mud,  after  washing  and  drying,  is  again  ready  for  use. 

Incandescent  Gas-Burners.— Imray.  0. 

Welsbach,  C.,  of  Vienna.  No.  11,190  ;  Aug.  16,  1887.  [bd.] 

This  invention  relates  to  the  now  well-known  Welsbach  incandeMent 
gas-burner,  as  described  in  patents  No.  15,286  of  188o,  and  No.  3oJ2 

It  hL  been  found,  says  the  patentee,  that  by  using  certain  mUs  of 
other  metals  than  those  previously  named,  incandescence  bodies  are 
obtained  which,  although  not  of  such  advantageous  application,  may 
be  employed  with  good  effect  for  strengthening  the  mantles  on  account 
of  their  property  of  becoming  more  or  less  vitrified  by  the  heating  process. 
These  salts  are  :  1.  The  niobates  of  th  ■  rarer  earths,  such  as  the  niobates 
of  thorinum,  beryllium  oxide,  cerium  oxide;  also  niobates  of  zirconium 
magnesia,  calcium  oxide,  and  alumina.  2.  The  tantalates  of  thew 
earths,  mixed  with  each  other  according  to  their  stoechiometncal  pro¬ 
portion.  3.  The  silicates  of  the  earths,  either  alone  or  mixed  together 
in  stoechiometrical  proportions.  4.  The  titanates  of  the  earths  and 
mixtures  thereof.  5.  The  phosphates  of  the  earths,  and  m«lo^s 
thereof  6.  Also  mixtures  of  the  several  salts  enumerated  under  the 
preceding  heads  may  be  used.  In  using  these  various  salts,  the  mantles 
after  impregnation  by  the  salts  of  the  rarer  earths  as  described  in  the 
previous  patents,  are  impregnated  or  coated  a  second  time  with  a  solu¬ 
tion  of  the  above-named  salts  or  mixtures  thereof,  by  preference  at  the 
upper  end  of  the  mantle  only,  where  it  is  supported  by  the  platinum 
wire  After  this  the  mantle  is  subjected  to  the  action  of  a  Bunsen 
flame,  as  described  in  the  prior  patents,  for  the  purpose  of  burning  awy 
the  fibrous  material  an  1  converting  the  salts  into  oxides.  In  order  to 
facilitate  the  burning  away  of  the  fibre,  the  salt-solution  with  which  the 
mantle  is  to  be  impregnated,  may  with  advantage  have  mixed  therewith 
some  ammonium  nitrate.  For  rendering  the  prepared  mantles  better 
able  to  stand  transport  or  rough  usage,  they  may  with  advantage  be 
dipped  into  a  very  weak  solution  of  caoutchouc  or  collodion,  which  is 
allowed  to  drain  off  and  solidify  ;  and  this  is  afterwards  burnt  off  by 
subjecting  the  mantle  to  the  heat  of  a  flame  in  the  ordinary  way. 

Gas-Burners.- Pintsch,  J.,  of  Berlin.  No.  11,298 ;  Aug.  18, 1887.  ,8d.] 

This  invention  relates  to  a  Bunsen  burner  ‘  for  gas  incandescent  light 
illumination,  in  which  a  conoidal  body  is  arranged  quite  or  partly  in  or 
above  the  burner  orifice  for  the  purpiose  of  obviating  explosions  in  the 
flame  above  the  burner  orifice,  and  consequently  the  noise  of  the  flame. 


Thf.  Management  of  the  Bromley  (Kent)  Gas  Consumers’ 
Company. — In  the  Journal  for  the  l‘2th  ult.,  we  inliiuateJ  that  Mr. 
John  S.  Dougall  was  about  to  resign  liis  position  as  Engineer  and 
Manager  of  the  Bromley  (Kent)  Gas-Works.  We  have  now  been 
officially  informed  that  Mr.  Dougall’s  engagement  with  the  Cora 
pany  has  terminated. 

A  Light  for  Night  Work.— Much  of  the  work  in  connection 
with  the  Manchester  Ship  Canal  is  being  done  at  night.  I  or  this 
purpose  an  artificial  light  is  employed,  produced  from  the  com¬ 
bustion  of  oil-gas  made  from  a  cheap  form  of  refined  tar  or  creo¬ 
sote.  Messrs.  A.  C.  Wells  and  Co.,  of  Ardwick,  liave  devised  and 
patented  an  ingenious  apparatus  for  the  production  of  light  from 
this  gas  ;  and  a  light  equal  to  between  ‘2000  and  8000  candle  power, 
of  a  pure  white  and  steady  quality,  is  obtained.  I  he  cost,  it  is 
stated,  does  not  exceed  3d.  per  hour;  and  petroleum  can  also  be 
burnt,  if  preferred,  though  at  a  somewhat  greater  cost.  The  light 
being  self-contained,  there  is  no  need  for  the  employment  of  steam 
or  air  compressors;  and  being  perfectly  portable,  it  can  be  easily 
moved  as  required. 


This  conoidal  body  is  fixed  upon  a  star-shaped  disc  set  upon  the  on 
larged  burner  tube  orifice  A.  fig.  8.  in  such  a  manner  that  the 
gas  and  air  passes  from  the  burner  lube  uniformly  around  ‘h«  body  up- 
w“rr  Mofeover,  in  order  to  secure  the  proper  position  of  the  burner 
tubeli.  fig  4,  relatively  to  the  burner,  u|)on  the  tube  or  enlarged  onfice 
is  pladed  a  cylindrical,  tailoring,  or  conoidal  '“I’®"'® /  ; 

1  distance  from  the  conical  body,  and  over  the  upper  end  of  winch  ‘b*  lower 
end  of  the  tubular  incandescent  body  D  (suspendwl  from  a  '* 

drawn.  By  reason  of  the  conical  body,  the  green  core  of  the 
ftssume  an  annular  shape ;  and  the  hottest  tone  of  the  flame  is  displaced 
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further  towards  the  periphery  of  the  same.  Now,  says  the  patentee,  as 
the  tubular  incandescent  body  must  (owing  to  the  capsule)  always  remain 
central  relatively  to  this  hottest  zone  of  the  flame,  the  flame  will  always 
render  the  body  G  incandescent  with  uniform  intensity,  and  the  incan¬ 
descent  body  will  not  be  able  to  change  its  form.  The  capsule  D  and  the 
conical  body  are  both  made  of  refractory  material,  such  as  steatite.  The 
capsule  D  receives  a  small  flange  above,  extending  inwards  in  such  a 
manner  that  the  flame  formed  of  the  mixture  of  gas  and  air  rising  from 
the  annular  space  between  the  conical  body  and  the  capsule  is  sufficiently 
enclosed  to  remain,  especially  at  this  point,  at  the  proper  distance  from 
the  incandescent  body. 

G.\s-BnRNERS. — Haddan,  H.  J. ;  communicated  from  W.  M.  Jackson,  of 
Washington,  U.S.A.  No.  5331 ;  April  10,  1888.  [8d.] 

Fig.  1  shows  one  form  of  this  burner,  for  use  with  an  ordinary  pillar 
connection  ;  and  fig.  2,  a  burner  with  a  different  regulating  device  com¬ 
bined  with  it. 


In  the  former  case,  A  represents  the  shell  of  an  ordinary  house 
burner,  with  its  tip  attached.  Into  this  shell  is  inserted  a  gas-regulator 
B,  which  consists  essentially  of  a  short  cylindrical  cup  Ai  made  to  fit 
and  slide  loosely  within  a  receiving  cylinder  A^ ;  being  provided  with  a 
lateral  projecting  flange  which  enters  a  rim  turned  upon  a  flat  disc  I 
that  forms  a  bottom  plate,  and  which  is  turned  over  upon  the  flange  on 
the  cylinder  A^,  and  thus  holds  the  parts  together.  A  central  orifice  is 
made  in  the  bottom  plate  ;  and  a  similar  perforation  is  made  in  the  top 
of  the  cylinder  Ai.  Small  orifices  are  made  in  the  side  wall  of  the  outer 
cylinder  A'2,  which  the  wall  of  the  inner  cylinder  Ai  will  measurably  close 
when  the  pressure  of  gas  that  enters  the  inner  chamber  causes  it  to 
rise.  The  opening  in  the  chamber  A^  is  made  of  sufficient  size  to  pass 
the  predetermined  quantity  of  gas  to  be  consumed  under  the  lowest 
pressure  adapted  as  a  standard  of  regulation — say  4-lOths  of  an  inch. 
Under  such  conditions  the  hole  would  be  about  inch  in  diameter  for 
5  feet  of  gas  per  hour  of  about  -600  specific  gravity.  The  perforations 
in  the  cylinder  A^  have  a  delivering  capacity  greater  than  the  hole  in  the 
cylindrical  chamber  Ai ;  and  their  location  is  such  that  the  top  surface 
of  the  chamber  will  line  with  the  lower  edges  of  these  perforations  when 
it  is  made  to  rest  upon  the  bottom  plate. 

In  fig.  2  a  modified  form  of  burner  shell  is  shown  ;  consisting  of  a 
base  E  threaded  interiorly  to  fit  a  fixture,  and  flanged  at  its  upper  end 
to  form  an  upturned  lip  adapted  to  overlap  the  flange  of  the  upper 
section  D  of  the  burner  shell,  and  secure  it  in  close  connection  by 
wedging  it  down  thereon.  The  remaining  features  of  the  regulator  are 
similar  to  that  shown  in  fig.  1. 


Gas-Lanterns.— Drew,  H.,  of  Clapham,  Surrey.  No.  6545  ;  May  2, 1888. 

[6d.] 

This  invention  relates  to  the  construction  and  arrangement  of  lanterns 
for  gas  and  other  burners  whereby  they  are  rendered  more  portable,  take 
up  less  space  when  packed  for  transport  or  storeage,  and  certain  portions 
of  them  are  said  to  be  more  efficient,  more  durable,  and  less  costly  than 
corresponding  parts  of  lanterns  in  ordinary  use. 


Gas-Heated  Baths. — Wright,  J.  F.,  and  G.  E  ,  of  Birmingham.  No 
0659  :  May  4,  1888.  [6d.] 

This  invention  consists  of  the  combination,  with  a  gas-heated  bath 
of  coils  of  tube  through  which  the  water  flows  to  the  bath,  placed  in  a 
heated  chamber  underneath  the  bath,  and  in  such  a  position  as  to  be 
heated  by  the  flames  by  which  the  bottom  of  the  bath  itself  is  heated. 


Gas-Stoves. — Saul,  D.  H.,  of  Shoreditch,  London.  No.  7230  ;  May  15, 
1888.  [6d.J 

This  gas  boiling  and  heating  stove  consists  of  two  vessels  of  cast  iron 
fitting  loosely  one  within  the  other  ;  the  space  between  the  two  forming 
the  gas-burner.  The  outer  vessel  is  of  cylindrical  or  other  form  ;  the  inner 
is  of  cup-like  form  surmounted  by  rests,  for  the  purpose  of  placing  thereon 
any  vessel  to  be  heated. 


APPLICATIONS  FOR  LETTERS  PATENT. 

9893 — Jones,  J.,  “  Improvements  in  vertical  or  inclined  retorts  for 
distilling  shale,  coal,  and  other  analogous  substances.”  July  7. 

9917. — Hayman,  j.  M.,  “  Improved  attachment  for  gas-burners.”  A 
communication  from  —  Shilton.  July  7. 

9947. — Raison,  H.,  “  Improvements  in  water  motors  or  meters,  com¬ 
bined  or  separate.”  July  9. 

10,014. — Nicholls,  R.,  “  Improvements  in  regulators  applicable  to  gas, 
water,  air,  and  steam.”  July  10. 

10,043. — Kitson,  a.,  “Improvements  in  carburetting  gas-lamps.” 
July  10. 

10,165. — Purnell,  J.  J.,  “  An  improved  gas  motor  engine.”  July  12. 


PATENTS  WHICH  HAVE  BECOME  VOID. 

[after  the  fourth  year.] 

5794. — Boult,  A.  J.,  (Jones),  “  Generating  gas  from  hydrocarbons.” 
5797. — Linford,  C.  T.,  and  another,  “  Gas-engines.” 

5820. — Cox,  W.  N.,  “  Rotary  water-meter.” 

5835. — Harrison,  G.  K.,  “  Gas-retorts.” 

5874. — Hills,  F.  C.,  “  Gas  liquor  for  the  purification  of  coal  gas.” 
5932. — Irvine,  R.,  “  Distillation  of  coal,” 


[IVe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.'] 


THE  PHOTOMETER  QUESTION  AT  THE  GAS  INSTITUTE 

MEETING. 

Sir, — The  Gas-Works  Clauses  Act,  1871,  Schedule  A,  Part  1. — “Regu¬ 
lations  in  Respect  of  Testing  Apparatus  ” — prescribes  that  the  apparatus 
for  testing  the  illuminating  power  of  the  gas  shall  consist  of  the  improved 
form  of  Bunsen’s  photometer,  known  as  Letheby’s  open  60-inch  photo¬ 
meter,  or  Evans  enclosed  100-inch  photometer.”  The  Act  does 
not  give  any  dimensions  or  other  description  of  the  instrument ;  so 
that,  according  to  the  convenience  of  the  interested  parties  and  to 
the  circumstances  of  the  case,  they  may  carry  out  the  verification  of 
the  illuminating  power  of  gas  either  in  a  completely  dark  room  or  in 
any  ordinary  office  or  room  not  specially  devoted  to  this  sole  purpose. 
Accordingly,  for  many  years  past  both  gas  companies  and  corporations, 
or  local  authorities  working  under  the  provisions  of  this  Act,  have 
used  their  discretion,  and  employed  either  the  Evans  or  the  Letheby 
photometer,  as  suited  their  convenience  ;  and  no  question  has,  I  believe, 
hitherto  arisen  as  to  any  difference  in  the  results  obtained  with  either 
of  these  instruments.  My  own  experiments  have  always  shown  them  to 
give  like  results  with  my  10-candle  standard.  In  fact,  both  instruments 
have  been  adopted  by  other  countries  as  Government  standard  instru¬ 
ments,  although  in  this  country  the  Standards  Department  of  the  Board 
of  Trade  do  not  possess  a  standard  photometer.  They  have,  however, 
stamped  as  a  standard  instrument  an  Evans  photometer  for  the  Govern¬ 
ment  of  New  South  Wales  ;  the  sectional  area  of  this  instrument  being 
the  same  as  that  of  the  later  forms  adopted  by  the  London  Gas  Referees. 
They  have  also  stamped  a  Letheby  photometer  fitted  in  a  chamber,  form¬ 
ing  part  of  the  instrument,  of  certain  fixed  dimensions,  ventilated  in  a 
certain  manner,  for  the  Government  of  the  Dominion  of  Canada,  who 
have  adopted  it  as  the  standard  photometer.  Both  forms  of  these  photo¬ 
meters,  slightly  modified  according  to  the  views  of  the  Gas  Referees,  are 
used  daily  in  the  verification  of  the  illuminating  power  of  the  gas  supplied 
to  London,  under  the  most  stringent  code  of  regulations  known  to  the 
world.  Three  tests  only,  made  during  any  part  of  the  24  hours  of  the 
day,  at  the  option  of  the  examiner,  are  averaged,  and  this  average  is 
taken  as  the  illuminating  power  for  the  day.  Penalties  are  recoverable 
for  a  very  slight  deficiency. 

In  Paris  the  average  of  a  week  is  taken ;  and  penalties  are  only 
recoverable  on  the  average  of  at  least  three  months.  The  instrument 
mentioned  by  Mr.  Dibdin,  made  according  to  his  instructions,  and 
called  by  him,  in  the  tables  given  in  his  paper  on  “  Photometers,”  the 
“  open  bar  ”  or  “  portable  ”  photometer,  has  never  received  the  sanc¬ 
tion  of  the  Standards  Department ;  but  on  more  than  one  occasion,  they 
have  found  that  they  could  not  stamp  such  an  instrument  as  a  legal 
measure  for  the  verification  of  the  illuminating  power,  unless  it  could 
be  enclosed  in  a  chamber  of  certain  dimensions,  &c.,  forming  part  of  the 
instrument.  Therefore  I  submit  that  the  wholesale  condemnation  of 
Evans  photometers,  founded  on  comparisons  made  with  that  and  his 
open  bar  in  certain  rooms,  of  which  no  particulars  as  to  dimensions, 
ventilation,  &c.,  are  given,  is  not  what  Mr.  Dibdin  meant  to  be  under  - 
stood  from  his  paper.  I  take  it  that  he  condemns  “  one  of  these  con¬ 
verted  old-pattern  Evans  photometers,”  because  the  readings  made 
during  a  series  of  experiments,  by  six  most  experienced  photometrists, 
were  surprising. 

I  readily  admit  that  I  should  be  very  much  surprised  if  a  S-inch 
flame  from  a  standard  London  Argand,  consuming  5  cubic  feet  of  gas 
per  hour,  showed  a  reading  equal  to  22  candles  when  tested  against  a 
non-variable  standard  ;  but  I  should  not  be  surprised  if  I  saw  such  a 
reading,  under  certain  circumstances,  after  studying  the  table  of  results 
which  Mr.  Dibdin  tells  us  he  obtained  when  he  compared  5  cubic  feet  of 
16-candle  gas  against  different  parliamentary  standard  candles.  (See 
his  paper  on  “  Standards  of  Light,”  published  in  the  Journal  of  the 
Society  of  Chemical  Industry,  May  31  last.*)  I  fancy  if  I  expressed  any 
surprise,  it  would  be  somewhat  of  that  character  which  you  might, 
perhaps,  see  depicted  on  the  face  of  the  Warden  of  the  Standards,  if  he 
were  told  that  a  gentleman  with  an  india-rubber  rule  had  discovered 
that  the  Imperial  standard  yard  was  several  inches  too  short.  I  do 
not  say  that  the  particular  Evans  photometar  called  the  “  old  converted 
one  ”  was  quite  so  rigid  an  example  of  all  that  is  correct  as  the  Imperial 
standard  yard  ;  but  I  think  that  Mr.  Dibdin’s  rule  by  which  he  measured 
it  was  more  than  a  trifle  elastic. 

Looking  at  the  third  table,  which  treats  of  the  Evans  photometers  No.  1 
and  No.  2,  it  is  noticeable  that  they  give,  on  the  first  day,  readings  nearly 
in  accordance  with  Mr.  Dibdin’s  “  open  bar  the  pair  of  readings  being 
16  candles  by  the  Evans,  and  16‘3  candles  by  the  open  bar — the  latter 
being  the  higher.  On  the  second  day  the  pair  of  readings  are  only 
0-1  candle  divergent — viz.,  16'5  candles  by  the  Evans,  and  16'4  candles 
by  the  open  bar.  In  another  pair  of  readings  on  the  same  day,  both 
instruments  agree  perfectly.  On  the  third  day  the  pairs  of  readings 
agree  again,  practically  ;  the  difference  being  that  the  Evans  photo¬ 
meter  read  OT  candle  lower  than  the  open  bar.  On  the  fourth  day  there 
was  a  pair  of  readings  in  which  the  “  open  bar  ”  was  OT  candle  lower 
than  the  Evans.  And  so  on  every  day  I  find  pairs  of  readings  sometimes 
agreeing  completely,  and  sometimes  with  very  slight  divergencies  one 
way  or  the  other,  until  the  ninth  day.  Then  comes  a  change.  Photo¬ 
meter  No.  3  (which  I  solemnly  suspect  is  the  “  old  converted  one  ”) 
appears  on  the  list.  Most  surprising  readings  are  the  order  of  the  ninth 
and  tenth  days  ;  and  these  sensational  operations,  quietly  tacked  on  to 
the  average  results  of  Nos.  1  and  2,  go  to  prove  the  truth  of  the  proverb 
that  “  evil  communications  corrupt  good  manners.”  “From  these 
results,”  says  Mr.  Dibdin,  “  it  is  seen  that  the  average  by  the  Evans  was 
0-9  candle  over  that  indicated  by  the  open  bar.”  But  leaving  out  the 
suspected  “  old  converted  one,”  the  difierenee  is  only  half  a  candle  be¬ 
tween  the  two  instruments  ;  the  Evans  photometer  reading  the  highest, 

It  remains  to  be  proved  which  of  the  two  photometers  is  correct. 

It  is  true  that  some  may  think  that,  in  the  eyes  of  a  municipal  officer, 
a  type  of  photometer  which  shows  half  a  candle  in  favour  of  the  gas 
company  should  be  a  bad  one.  But  Mr.  Dibdin  has  earned  for  himself 

*  See  Journal  for  May  15,  p.  8G4. 
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the  reputation  of  strict  fairness  in  the  discharge  of  his  onerous  duties  ; 
and  no  one  will  believe  that  any  objection  he  makes  against  the  Evans 
photometer  is  in  any  way  influenced  by  this  circumstance.  I  therefore 
venture  to  ask  him  why,  seeing  that  during  eight  days  concordant  results 
were  obtained  from  the  Evans  and  open-bar  photometers,  like  results 
should  not  always  be  obtained — all  circumstances  being  equal.  So  long 
as  there  are  gas  examiners  with  different  kinds  of  sight,  and  so  long  as 
it  is  convenient  to  use  photometers  in  open  rooms  as  well  as  in  dark 
chambers,  there  must  continue  to  be  two  kinds  of  these  instruments.  In 
hot  climates,  the  Evans  type  of  photometer  is  the  only  one  which  the 
gas  company  or  the  municipality  will  use.  But  both  kinds  will  give 
equally  true  results  if  attention  is  paid  to  the  ventilation  of  the  room  as 
well  as  of  the  instrument  itself. 

Mr.  William  King,  of  Liverpool,  uses  in  the  Gas  Company’s  olTice  a 
photometer  which  was  originally  designed  by  his  father,  Mr.  Alfred 
King.  This  is  really  an  open-bar  photometer  ;  there  being  no  screens 
of  any  kind.  It  is  used  in  the  centre  of  a  large  high  room  with  blackened 
walls.  This  is  the  prototype  of  all  the  photometers  used  at  present,  I 
believe,  in  gas  testing  in  this  country  and  in  most  parts  of  the  world. 
The  name  “  Bunsen  photometer  ”  has  always  appeared  to  me  to  be  wrong. 
It  ought,  I  consider,  to  be  called  ‘‘  King’s  photometer  with  a  Bunsen 
disc.”  The  Corporation  of  Liverpool  verify  the  gas  by  the  aid  of  an 
Evans  photometer ;  but  I  have  never  understood  that  there  has  been  any 
noticeable  difference  in  the  average  throughout  the  year  between  the 
results  obtained  by  the  Company  and  the  Municipality.  How  the  King 
open-bar  photometer  would  work  under  the  stringent  regulations  of  the 
London  Gas  Referees  has  never  yet  been  tried ;  but  none  of  the  London 
testing  stations  are  anything  like  the  room  in  which  Mr.  King’s  photo¬ 
meter  is  used. 

From  time  to  time  the  Metropolitan  Gas  Referees  have  introduced  im¬ 
provements  in  the  photometers,  testing-rooms,  and  apparatus — all 
tending  towards  greater  accuracy  and  precision  ;  but,  as  may  be  seen 
from  the  complaint  of  Mr.  George  Livesey  at  The  Gas  Institute  meeting, 
any  alteration  must  be  made  with  great  care,  because  a  very  small  error, 
if  tnade,  involves  great  pecuniary  consequences.  The  Gas  Referees,  as 
an  impartial  tribunal,  have. to  decide  whether  Mr.  Livesey’s  contention 
is  or  is  not  well  founded,  and  whether  the  Evans  or  the  “  Imperial  ” 
standard  photometer  is  an  accurate  instrument.  This  latter  has  never 
been  sanctioned  by  the  Standards  Department  of  the  Board  of  Trade, 
although  it  is  possible  the  Warden  might  stamp  it.  The  “  Imperial  ” 
standard  photometer  is  an  attempt  to  meet  the  views  of  all  the  interested 
parties,  and  is  the  result  of  suggestions  from  the  Gas  Referees,  the  Gas 
Companies,  and  the  Metropolitan  Board  of  Works,  put  together  by  my¬ 
self.  It  is  a  modification  of  the  Evans  photometer,  first  suggested  by 
the  late  Mr.  T.  W.  Keates,  Chemist  to  the  Metropolitan  Board,  and  the 
predecessor  of  Mr.  Dibdin. 

There  are  so  many  points  in  Mr.  Dibdin’s  valuable  paper  which  are 
™08t  interesting  for  discussion,  that  I  am  sure  every  one  who  reads  it 
will  join  with  me  in  regretting  that  it  did  not  receive  the  amount  of 
attention  it  deserved  at  The  Gas  Institute  meeting.  If  my  criticism  of 
it,  under  one  head  only,  helps  to  awaken  that  attention  which  the  great 
importance  of  the  question  raised  in  the  communication  merits,  I  shall 
have  done  some  service  to  all  who  are  interested  in  photometry,  and  Mr. 
Dibdin’s  careful  and  laborious  work  will  not  have  been  undertaken  in 
vain. 

Westmimter,  S.W.,  July  7,  1888.  Williah  Suoo. 


Sir, — I  shall  be  glad  if  you  will  allow  me  to  give  my  testimony  on 
behalf  of  the  Evans  photometer.  I  have  had  upwards  of  20  years’ 
daily  experience  with  it ;  and  I  am  bound  to  say  it  does  not  deserve  the 
censure  passed  upon  it  at  The  Gas  Institute  meeting.  It  is  said  by 
some  that  the  ventilation  is  so  bad  that  the  air  inside  becomes  so 
vitiated  with  carbonic  acid  as  to  affect  the  burning  of  the  candles  ;  and 
therefore  the  readings  gradually  rise.  Why  the  candles  only,  and  not 
the  gas  in  the  test-burner,  should  be  influenced  in  this  way,  is  not 
explained.  The  fact  is  that,  in  the  old  as  well  as  in  the  improved  form, 
the  gas-burner  creates  such  a  current  of  air  in  the  box,  that  if  a  little 
smoke  is  put  in  near  the  candles,  and  the  doors  are  closed,  it  will  be 
found  to  travel  rapidly  towards  the  burner  ;  leaving  the  air  clear  in  the 
candle  end  of  the  box. 

Every  winter,  especially  in  foggy  weather,  the  results  obtained  at  the 
City  testing  station  in  Jewry  Street,  where  I  officiate,  are  lower  than 
the  Gas  Company  expect ;  and  I  have  repeatedly  taken  off  the  top  and 
the  bottom  of  the  photometer,  and  left  the  doors  open,  without  appa¬ 
rently  affecting  the  results  in  the  least.  On  the  other  hand,  I  believe 
^at  the  results  have,  at  times,  been  considered  too  high  (not  by  the  Gas 
Company),  and  separate  testings  on  an  open  photometer  have  been  made 
for  some  days  in  a  house  near  by  Mr.  Heisch  ;  but,  as  I  have  heard  nothing 
as  to  the  results,  I  presume  they  confirmed  the  ofllcial  testings.  If  doubt¬ 
ful  results  were  due  to  some  defect  in  the  construction  of  the  apparatus, 
the  effect  would  always  be  the  same ;  whereas  I  have  in  several 
tnstonces  known  the  same  photometer  to  be  blamed  for  giving  both  high 
and  low  results. 

I  do  not  think  the  suggestion  of  my  friend  Mr.  Foster  accounts  for  the 
rise  in  the  readings  in  tests  taken  with  the  Evans  photometer.  In  my 
opinion,  it  is  duo  to  the  rate  of  consumption  of  sperm  by  the  candles, 
which  gradually  becomes  less  towards  the  end  of  the  ten  minutes.  This 
18  caused  through  having  to  counterpoise  the  candles  with  the  door  open, 
when  they  are  exposed  to  the  draughts  caused  by  the  moving  and  even 
the  breathing  of  the  operator  in  front  of  them,  the  closing  of  the  door, 
and  the  vibration  consequent  upon  shifting  the  candles  on  commencing 
the  observations.  From  these  combined  causes  the  consumption  of 
sperm  is  greatest  at  the  commencement,  and  least  at  the  finish  of  a  test ; 
and  hence  the  rise  in  the  readings. 

With  the  Letheby  photometer,  the  conditions  under  which  the  candles 
burn  are  the  same  throughout  the  test ;  therefore  the  readings  arc  more 
uniform.  I  am  glad  to  see,  by  the  discussion  on  Mr.  Dibdin’s  paper, 
that  there  are  many  who  think  that  candles  properly  used,  arc  not  so 
bad  as  they  have  been  represented  to  be.  As  long  ago  as  1876  I  called 
attention  in  the  Journal  (see  Vol.  XXVII.)  to  a  few  of  their  weak  points, 
showing  that  it  was  necessary,  in  order  to  ensure  accuracy,  to  have  tho 
bend  of  the  wicks  at  right  angles  with  the  photometer-bar  ;  and  I  should 
like  to  say  a  little  more  about  them  now,  but  I  fear  I  have  taken  up  too 


much  of  your  space  already.  I  will,  however,  with  your  permission, 
return  to  the  matter  at  some  future  time. 

Poplar,  E.,  July  7,  1888.  ^ocno,  F.I.C.,  F.C.S.,  &c. 


THE  FAY  AND  POSITION  OF  GAS  MANAGERS. 

Sir, — With  many  of  your  recent  remarks  on  the  question  of  gas  engi¬ 
neers  and  their  pay,  and  the  relative  position  of  the  chief  otficials  in 
corporations  and  companies,  I  very  cordially  agree.  Events  have 
occurred,  and  are  still  occurring,  in  the  gas  world  which  give  point  and 
emphasis  to  your  strictures.  The  mild  sneer  at  “clerical  heads,”  in 
which  you  indulge,  will,  no  doubt,  be  thoroughly  enjoyed  by  tho  gentle¬ 
men  to  whom  you  refer ;  and  they  possibly,  on  their  part,  will  flatter 
themselves  that  even  you,  Mr.  Editor,  do  not  know  everything. 

May  I  suggest  that  you  do  great  injustice  to  certain  towns  you  men¬ 
tion  ?  The  fact  is  that  in  these  towns,  in  addition  to  the  "  clerical 
head,”  instead  of  there  being  only  one  engineer  and  manager,  there  are 
actually  several,  each  of  whom  is  responsible  for  the  progress,  efti- 
ciency,  and  satisfactory  maintenance  and  carrying  on  of  the  work  at 
his  particular  station.  Tho  system  is  found  to  promote  healthy  com¬ 
petition  and  friendly  rivalry,  and  the  working  results  afford  to  the 
Gas  Committee  and  their  “clerical  head  ”  the  means  of  useful  com¬ 
parison.  In  the  absence  of  petty  jealousies,  and  with  a  cordial  and 
good  understanding  amongst  the  chiefs,  this  system  will  work  well. 
There  will  certainly  bo  no  need  for  any  dark  forebodings,  even  if  it  be 
necessary  to  call  in  an  “  experienced  ”  engineer  in  reference  to  some 
unusually  important  work.  These  cases,  however,  are  so  exceptional, 
that  it  will  scarcely  be  wise  or  economical  to  keep  such  an  engineer 
on  the  spot,  and  pay  him  a  large  salary  to  attend  to  them  when 
they  arise.  I  suppose,  too,  that  all  engineers  do  not  make  good  “  clerical 
heads  ;  ”  at  any  rate,  I  know  some  who  figure  very  badly  in  the  capacity 
of  secretary  or  accountant.  The  duties  of  engineers,  managers,  secre¬ 
taries,  Ac.,  are  so  different  the  one  from  the  other,  that  no  one  man 
ean  possess  in  himself  the  best  capacity  for  each  and  all  of  the  posi¬ 
tions.  “Let  the  shoemaker  stick  to  his  last;”  and,  with  easy  and 
clearly  defined  duties,  there  will  be  no  difficulty  or  irritating  friction. 

Certainly  the  tendency  to  cut  down  or  not  to  pay  proper  salaries  to 
eflicient  and  trustworthy  men  of  either  class  is  a  mean  and  mistaken 
policy.  Good  and  upright  men  of  ability  are  worth  good  salaries.  A 
few  hundred  pounds,  more  or  less,  in  salaries  is  a  small  matter  com¬ 
pared  to  the  loss  or  gain  which  may  result  from  the  operations  of  either 
engineers  or  secretaries,  or  the  blunders  of  committees.  Retort 

July  11,  1888. 


MECHANICAL  V.  HAND  STOKING  AT  THE  MANCIIE.STER 
CORPORATION  GAS-WORKS. 

Sir, — In  reply  to  Mr.  Alderman  King’s  letter,  in  your  issue  of  the  lOlh 
inst.,  I  did  not  intend  to  suggest  that  any  outlay  for  new  retorts,  or 
setting  them,  was  included  in  the  accounts.  I  referred  only  to  the  fore¬ 
men  and  retort  setters  and  labourers  named  in  my  letter,  whose  duties 
are  to  clear  out  the  flues,  and  scurf  and  repair  the  retorts  while  in 
action.  Mr.  King  has  certainly  been  misinformed,  or  he  would  not 
have  stated  that  any  men,  more  than  those  mentioned  in  my  letter, 
were  employed  to  open  or  auger  the  pipes — these  duties  being  discharged 
by  the  stokers  who  open  the  lids,  and  whose  wages  were  included  in 
the  cost  I  gave.  But  inasmuch  as  stopped  pipes  were  practically  un¬ 
known  in  the  retort-houses  where  my  machinery  is  in  operation,  this 
work  was  of  a  light  character,  although  four  and  five  hour  charges  are 
worked,  and  rather  high  heats  employed.  The  charges  for  supervision, 
scurfing  of  retorts,  &c.,  will  vary  and  increase  as  the  age  of  the  retorts 
increases. 

It  is  absolutely  necessary,  in  making  a  comparison  between  any  two 
systems  of  carboni/.ing,  to  define  accurately  what  charges  are  included 
in  the  carbonizing  account ;  for  there  is,  in  practice,  great  variety  in 
the  items  that  are  comprised  under  the  head  of  “carbonizing  wages.” 
For  instance,  in  one  case  the  wages  for  unloading  and  wheeling  coal, 
wheeling  and  stacking  coke,  and  even  the  exhauster  men,  will  be  in¬ 
cluded  ;  while  in  another  case  the  unloading  of  coal  and  delivering  it 
into  the  retort-house  will  be  booked  to  the  coal  account.  The  whole  of 
the  labour  for  handling  the  coke  after  it  is  out  of  the  retort  will  be 
charged  to  the  coke  account,  and  the  exhauster  men  will  be  charged 
separately,  or  to  some  other  account.  Therefore,  I  am  inclined  to  think 
that  engineers  will  look  upon  my  figures  as  eminently  practical,  and 
the  reverse  of  hypothetical — or,  as  Mr.  King  puts  it,  “  theoretic.” 

What  I  point  out  in  detail  1  still  maintain.  The  cost  of  wages,  from 
actual  practice,  by  my  manual  machinery  is  Is.  7'5d.,  and  by  the  com¬ 
pressed  air  machinery.  Is,  2'82d.  per  ton  ;  including,  in  both  cases,  coal 
wheeling,  breaking  and  elevating  it,  machine  men,  coke  wheeling— in 
fact,  all  charges  from  the  taking  of  the  coal  from  the  stores  to  tho  tipping 
of  the  coke  in  the  yard.  The  cost  of  the  same  work  done  by  hand  in 
Manchester  is  2s.  6d.  per  ton. 

It  is  not  in  Manchester  alone  that  these  statements  can  be  confirmed, 
but  in  many  other  works  whore  my  machinery  is  in  oi)oration.  The 
largest  and  most  accurate  trial,  as  to  the  cost  of  stoking  by  my 
machinery,  and  the  amount  of  tho  saving  obtained,  was  carried  out  by 
the  Manchester  Gas  Committee  thomsolvos  at  their  Rochdale  lioad 
works,  before  my  appointment  as  Engineer  of  the  department ;  and  the 
results  of  the  trial  were  published  in  the  Jociunal  on  .March  28,  1k.so. 
For  the  purposes  of  the  trial.  No.  1  retort-house  was  completely  isolated 
from  tho  other  parts  of  tho  works,  and  all  the  coal  wa-s  carefully  weighed, 
and  tho  quantity  and  illuminating  power  of  tho  gas  taken.  Tho  quantity 
and  cost,  taken  in  each  case  on  the  same  basis,  were  as  follows : — 

No.  1  liftort-lloiue  (H'eM’i  Manual  Machinery). 


Gas  made  during  five  days .  10,738,200  cub.  ft. 

Cost  per  1000  cubic  feet . l'68d. 

The  other  Uetort-lloxuee. 

Gas  mode  per  house  during  five  days  ,  .  0,106,710  cub.  ft. 

Cost  per  1000  cubic  feet . 3'Old. 


Confirmatory  evidence  as  to  my  accuracy  can  be  found,  by  anyone  who 
will  analyze  them,  in  the  annual  published  accounts  of  tho  Gas  Com¬ 
mittee.  I  gather  from  the  last  annual  statement  (also  from  Field's 
"  Analysis  ”),  that  tho  total  quantity  of  coal  and  cannel  carbonized  at 
the  various  works  in  Manchester  was  202,336  tons ;  the  value  of  this 
quantity  of  coal  being  £178,301  Os.  8d.,  or  an  average  of  12s.  2  .3Hd.  |>or 
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ton.  The  total  wages  paid  for  carbonizing  was  £32,086  Is.  4d.,  or  an 
average  of  2s.  2'84d.  per  ton.  By  comparing  the  detailed  charges, 
compiled  in  the  same  way,  for  each  of  the  two  largest  works  in  Man¬ 
chester,  we  can  get  at  the  cost  for  carbonizing  at  each  works  separately. 
The  figures  are  as  follows 


Rochdale  Road  Works. 

Amount  paid  for  coal  and  cannel  ....  £94,683  14  5 

Tons  of  coal,  at  12s.  2'38d.  per  ton,  to  equal 

this  money .  155,239  tons 

Carbonizing  wages,  including  stokers,  super¬ 
vision  and  scurfing,  &c . £14,740  16  0 

Carbonizing  wages  (as  above)  per  ton  ...  01  10'789 

Gay  thorn  Works. 

Amount  paid  for  coal  and  cannel  ....  £54,591  15  4 

Tons  of  coal,  at  12s.  2'38d.  per  ton,  to  equal 

this  money .  89,506  tons. 

Carbonizing  w'ages,  including  stokers,  super¬ 
vision,  and  scurfing . £11,723  12  11 

Carbonizing  wages  (as  above),  per  ton  ...  0  2  7 '435 


Therefore,  the  difference  in  favour  of  the  Kochdale  Road  station, 
where  half  the  works  is  now  fitted  up  with  my  machinery,  is  l-646d.  per 
ton,  which  means  a  saving  for  the  year,  upon  155,239  tons  carbonized, 
of  £5592  10s.  2d.  John  West, 

Late  Chief  Engineer  to  the  Manchester 
Corporation  Gas  Department. 


Manchester,  July  13,  1888. 


MR,  HUNT’S  CRITICISMS  ON  MR.  CARPENTER’S  PAPER. 

Sir, — I  was  rather  amused  the  other  day,  on  reading  the  good- 
natured  growl  of  our  friend  Mr.  Hunt,  in  the  Journal  for  the  3rd  inst., 
on  Mr.  Carpenter’s  paper  read  at  The  Gas  Institute  meeting ;  but, 
unfortunately,  in  the  last  paragraph  his  growl  becomes  a  snarl.  As  to 
what  he  says  about  Mr.  Carpenter’s  paper  I  have  nothing  to  say  at 
present ;  and  I  fancy  Mr.  Carpenter,  if  he  likes,  and  when  he  likes,  can 
take  care  of  himself.  But  Mr.  Hunt  exclaims ;  “  What  has  London 
done  in  the  last  ten  years  to  bring  about  this  great  advancement  ? 
What  has  she  contributed  to  this  result?  Mr.  Hunt  says  “  Absolutely 
nothing !” 

Now,  no  doubt  it  would  be  interesting  to  your  readers  to  have  Mr. 
Hunt’s  replies  to  the  following  questions  : — Within  the  last  ten  years, 
where  were  the  first  workable  regenerative  furnaces  built  in  the  United 
Kingdom  ?  Where  did  Mr.  Hunt  first  see  such  furnaces  at  work  in  the 
United  Kingdom  ?  Where  was  the  first  paper  read,  with  description 
and  discussion,  upon  such  furnaces,  giving  experiences  of  their  work¬ 
ing,  &c.,  in  England  ? 

If  my  memory  serves  me  right,  Mr.  Hunt  will  be  compelled  to  reply 
to  these  queries  “  In  London.”  It  was  in  London  where  they  were  first 
tried.  It  was  in  London  where  they  were  greatly  improved.  It  was  in 
London  where  the  original  errors  in  construction  were  eliminated  and 
discarded.  It  was  in  London  where  these  furnaces  were  brought  to  some¬ 
thing  near  perfection.  It  is  in  London  where  they  are  being  still  further 
improved.  And  it  was  from  London  that  the  Provinces  took  their 
copies  of  the  furnaces.  After  London  had  set  the  example  and  tried 
them,  but  not  for  years  after  London  had  made  them  successful,  did 
provincial  managers  begin  to  use  them. 

It  might  be  asked,  in  the  same  spirit.  What  has  Birmingham  done  ? 
what  has  she  contributed  to  this  result  ?  I  will  not  be  so  inaccurate 
or  so  uncharitable  as  to  say,  “  Absolutely  Nothing  !  ”  but  will  just  turn 
up  the  last  issue  of  “  Field’s  Analysis  ;  ”  and  one  is  tempted  to  say  that 
Birmingham  has  not  done  very  much,  when  the  fuel  account  is  com¬ 
pared  with  London.  Birmingham,  with  a  credited  make  of  only  41' 1 
bushels  of  coke  per  ton  of  coals  carbonized,  uses  23  per  cent,  of  this  low 
make  for  fuel  in  the  regenerative  furnaces  ;  while  taking  the  last  in 
the  list  of  the  London  Companies,  where  Mr.  Carpenter’s  furnaces  are 
partly  in  use  at  one  of  the  stations,  with  a  credited  make  of  coke  as 
high  as  49'8  per  ton,  the  fuel  used  is  only  20  per  cent,  of  this  high 
make.  I  fail  to  see  what  Mr.  Hunt  has  to  crow  about,  or  where  he 
gains  by  “  comparing.” 

It  would  be  also  very  interesting  to  your  readers,  as  well  as  to  myself, 
if  Mr.  Hunt  would  name  the  towns  in  England  where  “  10,000  cubic 
feet  and  upwards  per  mouthpiece  ”  are  obtained.  I  like  the  upwards  ; 
and  hope  it  may  turn  out  something  like  the  Scotchman’s  “  mile  and  a 
bittock.”  Also  if  he  will  state  what  description  of  coals  are  used ; 
the  duration  of  the  charges ;  the  size  and  length  of  retorts  ;  how  long 
such  a  make  has  been  sustained  consecutively,  by  the  same  settings  and 
the  same  retorts  ;  how  long  the  retorts  last,  and  how  often  the  ascension 
pipes  stop ;  and  what  is  the  profit  made  and  the  selling  price  of  gas  in 
such  towns — because  Mr.  Hunt  seems  to  imply  that  a  large  make  per 
mouthpiece  is  evidence  of  good  working.  But  I  can  tell  him  of  some 
towns  where  the  make  of  gas  is  only  about  5000  cubic  feet  per  mouth¬ 
piece,  and  the  gas  is  sold  much  cheaper  than  in  Birmingham.  I  can 
also  tell  him  of  a  place  where  they  once  made  12,000  cubic  feet  per 
mouthpiece  for  three  consecutive  days  ;  and  at  the  end  of  eighteen  days 
the  whole  setting  was  burnt  down.  Would  Mr.  Hunt  approve  of  this 
straining  after  high  makes  per  mouthpiece?  But,  waiting  to  hear  from 
him  the  names  of  the  towns  with  the  above  particulars  where  he  says 
they  make  10,000  feet  and  upwards  per  mouthpiece, 

I  am,  Sir,  your  occasional  correspondent,  A.  B. 

July  14,  1888. 


European  Gas  Company,  Limited. — The  annual  meeting  of  this  Com¬ 
pany  was  held  yesterday.  Mr.  H.  M'Lauchlan  Backler  presided,  and 
moved  the  adoption  of  the  Directors’  report.  He  referred  in  Jiigh  terms 
to  the  manner  in  which  the  late  Chairman  (Mr.  W.  White)  performed  his 
duties  during  the  40  years  he  had  been  a  Director,  20  of  which  he  had 
occupied  the  chief  position  on  the  Board  ;  and  he  also  expressed  the  deep 
sympathy  which  the  Board  felt  with  the  members  of  the  deceased  gentle¬ 
man’s  family.  Allusion  was  next  made  to  the  success  of  negotiations 
which  had  been  in  progress  for  some  time  for  the  extension  of  the  conces¬ 
sion  at  Bolbec.  This  had  been  secured  for  20  years,  so  that  the  treaty 
would  not  expire  until  1926.  The  aggregate  increase  in  the  sale  of  gas  at 
the  seven  stations  of  the  Company  was  4  per  cent.  The  report  was 
adopted  ;  and  a  dividend  at  the  rate  of  26s.  per  paid-up  share,  and  in  the 
same  proportion  on  those  not  fully  paid  up  (free  of  income-tax),  was 
declared. 
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HOUSE  OF  LOEDH. 

Tuesday,  July  10. 

The  Nelson  Local  Board  Bill  was  reported,  with  amendments. 

The  Gas  Provisional  Orders  Bills  (Nos.  1  and  2),  the  Gas  and  Water 
Provisional  Orders  Bills,  and  the  Water  Provisional  Orders  Bills  (Nos.  1 
and  2)  were  reported  without  amendment ;  amendments  made ;  and  Bills 
ordered  for  third  reading. 


Thursday,  July  12. 

The  Gas  Provisional  Orders  Bills  (Nos.  1  and  2),  the  Gas  and  Water 
Provisional  Orders  Bill,  and  the  Water  Provisional  Orders  Bills  (Nos.  1 
and  2)  were  read  the  third  time,  with  the  amendments,  passed,  and  sent  to 
the  Commons. 

PRIVATE  BILE  LEGISLATION. 

A  report  was  presented  from  the  Select  Committee  on  Private  Bill 
Legislation,  with  the  minutes  of  evidence  given  before  the  Committee, 
together  with  appendices. 

SOUTH  METROPOLITAN  ELECTRIC  LIGHTING  BILL. 

A  Bill  to  confirm  a  Provisional  Order  made  by  the  Board  of  Trade  under 
the  Electric  Lighting  Act,  1882,  relating  to  certain  parts  of  the  Metropolis, 
was  presented  by  the  Earl  of  Onslow,  read  the  first  time  (Standing  Orders 
being  suspended  for  the  purpose),  and  referred  to  the  Examiners. 


Friday,  July  13. 

The  Examiners  reported  that  the  Standing  Order  applicable  to  the 
Electric  Lighting  Order  Confirmation  Bill  had  been  complied  with. 

The  Local  Government  Provisional  Orders  (Gas)  Bill  was  read  the  third 
time,  with  the  amendments,  passed,  and  sent  to  the  Commons. 


HOUSE  OF  COMMONS. 

Monday,  July  9. 

ELECTRIC  LIGHTING  AT  THE  HOUSES  OP  PARLIAMENT. 

Sir  H.  Eoscoe  asked  the  First  Commissioner  of  Works  whether,  in  view 
of  the  serious  deterioration  of  the  stone  fretwork  of  the  interior  of  the 
Houses  of  Parliament  “  owing  to  the  corrosive  action  of  the  products  of 
combustion  of  gas,”  he  would  undertake  to  extend  the  system  of  electric 
lighting  throughout  the  building,  so  as  to  avoid  the  “  evil  consequences  ” 
which  attend  the  present  system. 

Mr.  Plunket  :  'To  extend  the  present  system  of  electric  lighting  through¬ 
out  the  whole  of  both  Houses  of  Parliament  would  involve  a  very  consider¬ 
able  expenditure— not  less  than  £40,000 — for  plant.  It  would,  however, 
probably  effect  a  considerable  saving  in  the  annual  cost  of  lighting  the 
Palace.  Before  making  any  proposals  upon  the  subject,  it  would  be  neces¬ 
sary  to  consider  whether  some  more  economical  way  of  obtaining  the 
necessary  current  of  electricity  than  that  which  we  now  use  may  be  made 
available. 


Tuesday,  July  10. 

The  Edinburgh  and  Leith  Corporations’  Gas  Bill  (Lords)  was  reported, 
with  amendments.  _ 


Thursday,  July  12. 

The  Edinburgh  and  Leith  Corporations’  Gas  Bill  (Lords)  was  read  the 
third  time,  and  passed,  with  amendments.  ■ 

The  Select  Committee  on  the  South  Staffordshire  Water  Bill  reported 
that  the  parties  do  not  intend  to  proceed  further  with  the  Bill. 

The  report  of  the  Select  Committee  on  Private  Bill  Legislation  {vide 
supra),  was  presented.  _ 


Friday,  July  13. 

The  Falkirk  and  District  Water  Bill  was  read  the  third  time,  and  passed, 
with  amendments. 

The  London  Sea  Water  Supply  Bill  (Lords)  was  reported,  without 
amendment. 


HOUSE  OF  LOEDS  COMMITTEE.— Mond.ay,  June  18. 

(Before  Earl  Jersey,  Chairman  ;  Viscount  Powerscourt,  Lord  Windsor, 
Lord  Manners,  and  Lord  Herries.) 

HEXHAM  LOCAL  BOARD  WATER  BILL. 

This  Bill,  which  is  to  enable  the  Hexham  Local  Board  to  construct  new 
water-works  for  the  supply  of  the  town,  was  under  consideration  to-day. 

Mr.  Pope,  Q.C.,  and  Mr.  M'Crae  appeared  for  the  promoters;  Mr. 
Bidder,  Q.C.,  and  Mr.  Worsley  Taylor  for  Mr.  W.  B.  Beaumont,  M.P., 
who  opposed  the  Bill. 

Mr.  Pope,  in  opening  the  case  for  the  promoters,  observed  that  the 
question  involved  would  not  occupy  the  Committee  for  auy  length  of  time, 
although  it  was  of  considerable  importance  to  the  town  and  district 
of  Hexham.  That  district  was  governed  by  a  Local  Board ;  and  the  Bill 
before  the  Committee  embodied  a  scheme  for  obtaining  a  better  and  more 
efficient  supply  of  water  to  the  district.  As  far  as  he  knew,  the  only 
point  of  dispute  likely  to  arise  was  on  the  opposition  of  Mr.  W.  B. 
Beaumont,  M.P.,  the  owner  of  the  land  wherein  rose  the  springs 
which  it  was  proposed  to  take  for  the  supply.  The  character  of  the  district 
had  changed  since  the  existing  source  had  been  fixed  upon  as  a  good  one. 
Instead  of  being  a  wild,  unmanured  country,  the  water  of  which  was  un¬ 
polluted,  it  had  become  cultivated  and  highly  manured,  with  the  result 
that  the  water  was  no  longer  suitable  for  domestic  purposes.  From  time 
to  time  of  late  years  the  question  of  an  improved  supply  had  come  before 
the  Board.  Various  schemes  had  been  suggested  ;  and  at  last  the  Board 
determined  that  they  would  place  the  whole  matter  in  the  hands  of  a 
competent  Engineer.  They  consulted  Mr.  Hubert  Laws,  and  instructed 
him  to  ascertain,  by  an  investigation  of  the  district  surrounding  Hexham, 
what  would  be  the  source  of  supply  which  he  would  recommend.  In 
October,  1887,  he  presented  a  detailed  report,  in  which  he  pointed  out  that 
he  had  examined  five  sources  of  supply,  among  them  being  the  springs 
known  as  the  Ladle  Wells.  They  were  springs  rising  in  a  formation  of  mill¬ 
stone  grit,  and  the  area  feeding  them  could,  therefore,  be  easily  and  accurately 
defined.  The  actual  drainage  area  of  the  springs  in  question  was  1350 
acres.  Mr.  Beaumont,  the  petitioner,  was  the  Lord  of  the  Manor,  and  to 
this  extent  was  interested  in  the  matter.  At  present  there  were  three 
springs  that  issued  close  together  upon  the  area  to  which  he  (Mr. 
Pope)  had  referred.  The  works  contemplated  were  of  the  simplest 
character.  It  was  proposed  merely  to  construct  a  reservoir  into  which 
these  springs  might  flow ;  and  thence  the  supply  for  Hexham  would  be 
drawn.  The  total  yield  of  the  three  springs  appeared  to  be  about  1,500,000 
gallons  per  day.  The  present  requirements  of  Hexham  were  about  250,000 
gallons  a  day,  or  only  one-sixth  of  the  entire  amount  of  the  average  yield 
of  the  springs.  Allowing  for  the  natural  growth  of  the  population  of  the 
district  for  20  years  to  come,  the  maximum  amount  that  would  be  required 
at  the  end  of  this  period  would  be  only  400,000  or  450,000  gallons  a  day 
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At  present  allthis  water  ran  absolutely  to  waste.  There 
on  the  burn  into  which  the  springs  flowed;  so  that  ‘■'if''®, 
objection  to  the  abstraction  of  the  water  on  this  score.  The  burn  ran  into 
other  burns,  which  fell  into  a  larger  river,  and  ul.V'‘iSin.LlveR 
the  Tyne.  The  promoters  were  seeking  simply  to  avail  ^ 

for  the  purposes  of  Hexham,  of  400,000  or  450,000  out  o  ,  > 

gallons  of  water,  leaving  the  residue— at  present  useless 
available  for  anything— untouched.  The  Lord  of  the  Manor  s  .  j  ,  ’ 
so  far  as  he  could  gather,  was  that  he  believed  there  might  nltiniately 

be  mining  operations  upon  the  moorland  where  *'h®  ^  _ 

All  he  (Mr.  Pope)  could  say  in  reply  was  that  there  never  had  hecp^ny 
of  the  water  for  mining  purposes ;  that  there  seemed  to  be  no 
prospect  of  its  being  wanted  for  such  purposes;  and,  in  any  case,  tdat  n 
should  be  so  required  there  would  be  plenty  available,  because 
Board  proposed  to  restrict  themselves  to  such  quantity  as  woula  pe  - 
cient  for  present  requirements,  and  for  such  a  time  forw’ard  as  t 
ships  might  deem  reasonable.  The  Local  Board  had  approac  le  . 
Beaumont  in  every  possible  way,  and  had  tried  to  deal  with  him 
most  conciliatory  manner.  During  the  negotiations,  Mr.  Beaum  • 
was  informed,  expressed  a  desire  that  the  opinion  of  some  inde^pen 
engineer  should  be  taken  ;  and  intimated  that  if  it  was  ‘O^iid  t 
scheme  was  really  one  for  the  benefit  of  Hexham,  he  would  be  willing 
assist  rather  than  impede  it.  Accordingly,  the  wholequestioii  was  re  erre 
to  Mr.  J.  R.  P'orster,  Engineer  of  the  Newcastle  and  Gateshead  w  ater- 
Works,  who,  almost  in  the  capacity  of  a  referee  between  the  parties, 
examined  into  the  scheme  which  had  been  presented  by  Mr.  Haws,  ii 
reported  that  the  springs  appeared  to  be  permanent,  and  likely  to  produc 
a  superabundance  of  water,  not  only  for  present  requirements,  but  or 
those  of  many  years  to  come.  Mr.  Forster  added  that  this  was  the  best 
available  source  of  supply  for  Hexham  ;  that  the  necessary  works  could  be 
carried  out  at  comparatively  little  cost;  and  that  the  water  itself  was  ot 

undoubted  purity.  If  the  Committee  sanctioned  the  scheme  itself,  tnere 

would  be  no  objection  on  the  part  of  the  promoters  to  ample  provisions 
being  inserted  for  Mr.  Beaumont’s  protection,  and  for  securing  him  com¬ 
pensation  for  the  abstraction  of  water  rising  within  his  property. 

Mr.  Sobb,  Chairman  of  the  Local  Board,  then  gave  evidence  in 
support  of  the  Bill. 

Tuesday,  June  19. 

On  the  resumption  of  the  proceedings  this  morning, 

Mr.  Fenwick,  M.  Inst.  C.E.,  of  Leeds,  and  Mr.  G.H.Hill,U.  Inst.  C.L., 
of  Stockport,  gave  evidence  on  behalf  of  the  promoters ;  the  former  witness 
stating  that  the  water  of  the  Ladle  Wells  was  the  best  that  could  be 
found  in  the  district,  and  the  latter  expressing  the  opinion  that  25  gallons 
per  head  per  day,  as  proposed,  was  an  ample  supply  of  water  for  a  town 
like  Hexham.  .  . 

Mr.  Biddeb,  in  addressing  the  Committee  in  opposition  to  the  Bill,  ad¬ 
mitted  that,  in  a  certain  sense,  the  water  proposed  to  be  taken  was  run¬ 
ning  to  waste ;  but  the  prospect  of  mineral  working  in  the  locality  was 
by  no  means  so  visionary  as  had  been  suggested.  There  was  a  perfectly 
reasonable  belief  that  sooner  or  later  the  lead  veins,  of  which  indica¬ 
tions  had  been  noticed  in  various  places  in  the  district,  would  be  worked ; 
and  to  take  away  the  water  that  would  be  required  for  dressing  the 
mineral  would  be  to  absolutely  prevent  the  development  of  these  works. 
The  history  of  the  water  supply  showed  that  the  Ladle  Wells  scheme 
was  a  mere  caprice  of  the  Local  Board,  taken  up  at  the  very  last  moment, 
and  decided  upon  within  a  mouth  or  five  weeks  of  the  first  suggestion 
with  regard  to  it  being  made.  He  contended  that,  if  a  new  source  of 
supply  was  necessary  at  all,  there  was  another — the  Stubly  Syke  source 
which  would  be  ample  and  satisfactory.  _  . 

The  room  was  then  ordered  to  be  cleared.  On  the  re-admission  of  the 
parties,  , ,  t 

The  Chairman  said  the  Committee  were  satisfied  that  the  preamble  of 
the  Bill  had  been  proved,  and  that  the  measure  should  be  proceeded  with , 
but  they  would  require  provisions  to  be  inserted  limiting  to  350,000  gallons 
per  diem  the  quantity  of  water  to  he  drawn  from  the  Ladle  Wells. 

Mr.  Wobsley  Taylor  observed  that  he  would  have  to  bring  up  certain 
clauses  for  the  protection  of  Mr.  Beaumont.  There  was,  for  instance,  a 
question  as  to  limiting  the  supply  in  times  of  drought  or  other  circurn- 
stances.  It  might  not  be  necessary  for  the  promoters  to  take  the  whole 
850,000  gallons  every  day  ;  and  there  was  something  to  be  said  as  to  the 
possible  effect  on  the  springs  in  dry  periods.  ... 

The  Chairman  said  it  must  be  understood  that  no  considerations  as  to 
drought,  Ac.,  would  affect  the  decision  of  the  Committee  to  allow  the 
promoters  to  take  350,000  gallons  per  diem.  ,  ,  .  . 

After  an  adjournment,  to  allow  of  the  terms  of  the  Committee  s  decision 
being  considered,  .  .  ,  , 

Mr.  WoBSLF.Y  Tavlob  broiight  up  a  clause  providing  that  on  no  one  day 
should  more  than  350,000  gallons,  as  measured  by  a  gauge,  be  taken  from 
the  springs.  , 

A  discussion  followed  as  to  the  clause  imposing  a  penalty  of  Alu  per 
day  upOD  the  Local  floard  for  taking  more  than  tlie  prescribed  quantity 
of  water.  The  Committee  decided  to  reduce  the  penalty  to  £5  ;  and,  with 
gOme  minor  alterations,  they  passed  the  Bill. 


Cbomeb  Water  Company,  Limited.— The  tenth  annual  general  meeting 
of  this  Company  was  held  on  Monday  last  week,  under  the  presidency  of 

Mr  B  Bond-Cabbell.  The  report  of  the  Directors  stated  that  the  water 
and  meter  rental  amounted  to  iG58  lie.  2d. ;  showing,  as  compared  with 
last  year,  an  increase  of  i:92  17s.  8d.  The  expenses  were  £302  Is.  Id  , 
being  an  increase  of  £76  Os.  6d.  The  profit  for  the  year  amounted  to 
£306  lls.  Id.,  which,  added  to  the  balance  brought  from  the  last  account 
and  the  bank  interest,  made  the  total  of  the  imofit  and  loss  Mcount  i.4.»5 
14s.  8d.  After  paying  interest  and  certain  other  charges,  there  was  left 
£293  12s.  4d.  available  for  division.  The  Directors  recommem^d  a  divi¬ 
dend  at  the  rate  of  3  per  cent,  per  annum,  free  of  income-tax,  which  would 
absorb  £254  148.,  and  allow  a  balance  of  £38  188.  4d.  to  be  carried  forward. 
The  report  was  adopted. 

New  Joist-Stock  Companies.— The  following  joint-stock  Companies 
have  just  been  registered  :-The  North  Walsham  Gaslight  and  Coke  Com¬ 
pany,  Limited,  with  a  capital  of  £6000,  in  shares  of  £10  each  to  acquire 
the  business  now  carried  on  by  the  North  W  alsham  Gaslight  and  Coke 
Company,  and  the  whole  of  the  real  and  persona  property  bcloiigiiig  to 
the  Company.  The  Westminster  Electric  Supply  Corporation,  with  a 
capital  of  £100,000,  in  shares  of  £5  each,  of  which  100  are  to  be  founders 
shares,  and  the  remaining  19,900  ordinary  shares,  with  the  object  of  carry¬ 
ing  on.  either  in  the  City  of  Westminster  or  elsewhere,  the  trade  or  busi¬ 
ness  of  electric  lighting.  The  Bariioldswick  Gas  and  Light  Company, 
Limited,  with  a  capital  of  £12,000,  in  £10  shares,  with  the  object  of  dx"'"- 
facturing  and  supplying  gas  or  other  illuminating  power  in  the  parish  o 
Bamoldswiok,  York,  and  generally  to  carry  on  business  as  gas  and  elec¬ 
trical  engineers,  and  every  other  business  connected  with  the  manufacture 
of  gas  and  electricity. 


“Ccgal  InttUigciue. 

HIGH  COURT  OF  JUSTICE— CHANCERY  DIVISION. 

Friday,  July  13. 

(Before  Mr.  Juslice  Kay.) 

IIRAY  V.  OANDON  AND  OTHERS.  •  bl  I' 

This  motion  came  before  the  Court  this  morning,  and  was  quickly  dis- 

^°Mr.  Marten,  Q.C.,  appeared  for  the  plaintiff;  Mr.  Rensiiaw,  Q  C.,  for 

*^''Mr^  M°  BTEN  said  the  defendants  were  Mr.  Gandoii  and  others,  who  were 
sued  on  behalf  of  themselves  and  others,  the  officers  and  members  of  the 
Council  of  The  Gas  Institute;  and  the  motion  asked  for  an  injunction 
to  restrain  the  defendants  from  excluding  tho  plaintiff  from  the  meetings 
of  Tho  Gas  Institute,  and  from  interfering  with  him  in  the 
his  privileges  of  membership  and  beiiefils  in  the  property  of  Ue  Jnstiluta 
until  trial  of  the  action  or  further  order,  and  that  the  defendants  might 

*^^Mn  ItE^^HAWs^g^C.,  said  he  appeared  for  the  ^ 

of  The  Gas  Institute.  The  question  was  one  as  to  there  being  the 

majority  of  votes  at  a  meeting ;  and,  in  fact,  it  turned  on  the  flu^tion 

whether  a  majority  could  be  constituted  by  two-thirdsof 

aniieared  to  him  to  be  governed  by  that  of  Labouchere  v.  Lord  nharn- 

clf/e;  and,  under  the  circumstances,  as  the  defendants 

under  that  decision,  in  the  wrong,  they  were  willing  to  submit 

tion  in  the  terms  asked  for  by  the  writ,  to  the  injunction,  and  to  pay  the 

Mr.  Mabten  said  he  understood  the  defendants  were  willing  to  treat 
this  as  the  trial  of  the  action. 

Mr.  Renrh.aw  assented.  ...  j  » *i,„  .,orar.i<a 

Mr.  Mabten  said  he  only  had  to  ask  further  for  an  ^'\® 

who  had  been  allowed  to  defend  on  behalf  of  the  Institute  should  be 
ordered  to  pay  the  costs  of  the  action. 

Mr.  Renshaw  said  he  did  not  object  to  that. 

His  Lordship  made  the  order  accordingly. 

SURREY  SESSIONS.— Wednesday,  July  4. 

(Before  Mr.  H.  Yool  and  a  Jury.) 

SOUTHWARK  AND  VAUXHALL  WATER  COMI’ANY  V.  LlNSEY. 

CUARGE  OF  UNLAWFULLY  TAKING  WATER. 

In  this  case  the  prisoner  was  charged  with  stealing  a  quantity  of  water, 
the  property  of  thl  Southwark  and  Vauxhall  Water  Company,  b  rom  the 
evidence  it  appeared  that  in  August,  1^6,  the  water  to  '^*>®  ® 

house  was  withdrawn  for  non-payment  of  rates ;  and  since  ‘'“L® 
Company  had  no  knowledge  whence  he  was  obtaining  'x® 
endeavoured  to  find  out;  and  eventually  it  was  ascertained  that  he  was 
surreptitiously  taking  water  from  the  cistern  of  a  hoii^se  adjoining  his 
own.  ^The  matter  came  in  the  first  instance  before  the  Magistrate  at  the 
Southwark  Folice  Court  (see  ante,  p.  30) ;  and  Mr.  Liiisey  declining  o 
submit  to  his  Worship’s  decision,  was  committed  for  trial.  defended 

Mr.  Lushington  appeared  for  the  complainants,  Mr.  A^EBY  delenUeU 

‘''EilweDc'.'i.wiDB  b«i.  gi.bo  ..  to  ti..  di.ooo„ootiou  ot  the  w.ler  .ervlce 

*  iS“hel  he  w..  a  private  deteo.ive  i  and  oo  the  7.h  ot 

June  last  he,  in  company  with  another  officer,  kept  watch  °''.^*® 
supplying  tlie  house  No.  441,  Old  Kent  Road.  At  about 
someonelpproached  this  from  prisoner’s  house,  and  ® at 

pipe  supplying  this  cistern.  On  the  appearance  of  a  light,  fioweAcr  at 
one  of  the  houses,  the  person  beat  a  retreat ;  ®  “■y’ 

a“l  was  clear  again,  someone  refixed  the  hose  shortly  afterwards  and 
water  then  ran  into  the  prisoner’s  butt  for  ten  minutes.  In  the  darkness 
he  saw  a  hand  attempting  to  withdraw  the  hose,  which  he  seized, 
wasaslicht  struggle,  and  the  other  officer  identified  the  prisoner  by  means 
of  a  liglR  He  tordLinsey  he  would  be  charged  with  stealing  the  water  ; 
and  he  renlied,  “  I  am  done  ;  make  it  as  light  as  you  can  ou  me. 

Lane  the  companion  of  the  previous  witness,  corroborated  his  evidence. 
Mr  Aveby  contended  that  it  was  no  offence  at  criminal  law  to  take 
water  There  was  no  distinction  between  water  and  air;  it  was  free  to 

Everybody  Besides,  it  would  have  to  be  proved  that  stealing  water  was 

a  larceny^  and  the  only  authority  they  had  for  this  was  the  decision  of 
twoTudges  of  a  DivisiLal  Court,  who  decided  that  obtaining  a  supply 
surreptitiously  was  a  misdemeanour,  but  that,  however,  was  id  a  case  wher 
the  parties  had  no  statutory  powers  like  those  of  the  P''®®®“‘ 
ants^  He  further  argued  that  the  water  belonged  to  the  owner  of  the 
house  No.  441,  Old  Kent  Road,  who,  if  anybody,  was  the  party  aggrieved, 
and  certainly  not  the  Water  Company.  Therefore,  if  the  case  wm  a 
suLct  of  larceny,  it  could  not  be  held  that  the  Compaiiv  were  parties 
wlff  had  suffered  any  loss.  The  offence  with  which  Ills  client  was 
charged  was  not  an  indfctable  one  ;  and  he  was  of  opinion  that  Pj;^®®^'* 
should  rather  have  been  taken  under  one  of  the  Company  »  Acta  of  I  a 
liament  for  which,  on  a  case  being  proved,  there  was  a  penalty  of  £10. 

Mr.  Lushington  held  that  the  Company  contracted  to  ““PP'y 
simply  to  No.  441,  Old  Kent  Road,  for  which  a  rate  was  charged,  and 
that^ the  prisoner  had  no  right  to  obtain  his  supply  from  that  house.  It 
was  proved  that  Linsey  had  stolen  the  water,  and  had  never  P*'*^  ^ 
8ince^l886.  If  his  learned  friend’s  argument  was  right,  any  householder 
could  supply  a  whole  row  of  houses,  without  their  occupiers  paying  a 
farthing  tar^ it.  Then  tho  jury  should  bear  in  mind 

obtaining  a  surreptitious  supply  for  nearly  two  years.  It  was  cliarly  not 

Mr.^YooL^^n  addressing  the  jury,  recapitulated  tho  facta  as  given  in  evi¬ 
dence,  and  said  there  was  really  no  dispute  about  them.  1  r"muer  wm 
cauBht  in  the  act  of  taking  the  water,  and  when  arrested  said  he  wm 
••  done,”  and  admitted  that  lor  two  years  he  had  been  getting  >ns  supply 
from  the  next  house.  Upon  the  evidence  given  and  the  admissions  Uiat 
had  been  made  in  Court,  the  prisoner  was  not 

of  water  from  No.  441,  Old  Kent  Road  ;  and  he  (Mr.  YtoI)  should  diwt 
theTury  ta  pay  no  attention  to  what  had  been  alleged-that  when  the 
water  pLseJ into  the  pipe  at  No.  411  it  became  ‘h®  ^ 

of  that  house,  because,  as  a  matter  of  law,  it  was  d^idedly  the  P^’P®®*'^ 
the  Water  Company  supply ing  it.  Having  Vi'l.l'f'.f.l."!']!.!.! 


the  water  company  iv.  --  -- 

bv  two  of  Her  Majesty’s  .fudges  in  a  similar  case,  he  held  that  water  paw 

ing  through  the  Company’s  mains  was  their  projicrty ;  and  anyone 

It, Vs  the  prisoner  had  done,  was  guilt^y  of  larceny.  The  Co^.^y  h.J 

their  obligations  to  meet ;  and  it  was  absurd  te  suppose  *  P®”°“ 

took  their  water  should  not  be  liable  to  punishment  ”«•  “of  . 

Mr.  Avery  here  contended  that  proceedings  should 
under  the  Company’s  regulations,  by  which  iH<nalties  ’ 

and  he  further  argued  that  stealing  water  was  not  an  Ml  . 

Mr  Lushington  :  That  is  a  mere  statutory  right  which  docs  not  take 
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the  jury  the  points  argued.  The  house  in  question  had  been  without 
W’ater  for  nearly  two  years ;  and  the  way  in  which  the  prisoner  obtained  his 
supply  was  undoubtedly  an  attempt  to  procure  water  without  paying  for 
it,  and  thus  to  deprive  the  Company  of  their  rights.  If  the  jury  found 
that  the  prisoner  stole  the  water  with  the  intention  of  defrauding  the 
Company,  then  he  was  guilty  of  misdemeanour. 

After  some  deliberation,  the  jury  gave  a  verdict  that  the  prisoner  was 
guilty  of  taking  the  water,  but  not  with  a  felonious  intention. 

Mr.  Yoon  (with  surprise)  :  That,  gentlemen,  practically  amounts  to  a 
verdict  of  “  Not  guilty.” 

Mr.  Avery  asked  that  the  verdict  of  the  jury  be  recorded. 

Mr.  Yool  said  he  should  have  to  discharge  the  prisoner ;  and  he  hoped 
it  would  be  a  lesson  to  him  and  others  not  to  take  water  which  did  not 
belong  to  them.  He  afterwards  addressed  the  jury,  stating  that  he  could 
not  account  for  their  decision,  as,  if  the  prisoner  had  no  intention  of  doing 
wrong,  he  would  not  have  gone  at  midnight  to  obtain  his  supply  of  water 
in  the  manner  he  had  done,  and  certainly  would  not  have  retreated  when 
a  light  appeared  at  a  neighbouring  house.  This  very  act  was  conclusive 
that  the  prisoner  had  guilty  intentions. 


CITY  OF  LONDON  COURT.-Friday,  July  13. 

(Before  Mr.  Commissioner  Kerr  and,  a  Jury.) 

SCRIMGEOUR  V.  THE  NEW  RIVER  COMPANY. 

A  QUESTION  UNDER  THE  CONSTANT  SUPPLY  REGULATIONS. 

This  was  an  action  which  raised  a  rather  important  question  to  water 
companies  and  consumers,  especially  in  regard  to  constant  supply.  The 
plaintiff,  Mr.  Walter  Sorimgeour,  stockbroker,  of  Old  Broad  Street,  E.C. 
sought  to  recover  the  sum  of  £5  10s.  from  the  defendant  Company  for 
damages  he  had  sustained  at  their  instance. 

Mr.  M‘Caul  appeared  for  the  plaintiff ;  Mr.  G.  Lyon  for  the  Company. 

Mr.  M‘Caul,  in  opening  the  case,  said  the  question  in  dispute  was  not 
one  of  amount ;  and  the  decision  would  affect  many  persons  residing  in  the 
same  neighbourhood  as  the  plaintiff  at  Highgate.  This  district  was  sup¬ 
plied  by  the  New  River  Company  with  water  under  the  Water-Works 
Clauses  Act,  1847.  The  powers  of  the  Company  anterior  to  1871  were 
these  :  Under  the  general  Water  Act  and  their  own  Private  Acts,  every  per¬ 
son  who  provided  fittings  and  put  in  a  communication-pipe  and  made 
application  to  the  Company  was  entitled,  as  a  matter  of  right,  to  have  a 
supply  of  water  to  his  premises.  This  was  an  intermittent  supply,  which 
would  last  about  half  an  hour  or  an  hour.  In  1871,  the  Legislature  con¬ 
sidered  that  in  certain  cases  water  companies  should  be  compelled  to  give 
a  constant  supply  ;  and,  accordingly,  by  the  Metropolis  Water  Act  of  that 
year,  it  was  provided  that,  where  the  local  authority  demanded  a  constant 
service  of  water,  or  where  the  Company  thought  it  necessary,  then  it  should 
be  given,  provided  that  the  Local  Government  Board  considered  it  was 
really  requisite.  Under  that  Act,  in  1887  the  New  River  Company  deter¬ 
mined  that  a  constant  supply  of  water  should  be  given  to  the 
plaintiff’s  district ;  and  on  the  12th  of  May  last  year,  they  served  notices 
upon  all  the  consumers  in  Highgate  (and  amongst  others  the  plaintiff)  to 
this  effect.  The  notice  recited  that  the  St.  Panoras  Vestry  had  required 
them  to  give  a  constant  supply,  and  it  directed  the  plaintiff  to  effect  altera¬ 
tions  in  the  fittings  of  his  house,  in  the  manner  prescribed  by  the  notice, 
from  the  top  to  the  bottom  of  the  house ;  the  fittings  to  be  such  as  would 
suit  the  constant  service.  Whether  he  liked  it  or  not,  he  was  bound  to 
comply  with  the  notice,  under  serious  penalties,  which  could  be  recovered 
in  the  Police  Court.  The  alterations  were  made,  and  the  Company’s 
Inspector  on  the  15th  of  September  went  over  the  house  to  see  the  whole 
of  the  fittings  ;  and  he  approved  of  them.  The  plaintiff  then  waited  for 
the  constant  supply.  Three  months  passed;  and  on  the  9th  of  March  the 
plaintiff’s  solicitors  wrote  to  the  Company,  asking  what  they  meant  by 
having  compelled  the  plaintiff  to  incur  expense,  and  then  not  put  on  the 
constant  service.  On  March  10  the  Secretary  of  the  Company  wrote 
to  say  the  subject  would  have  due  attention  ;  and  upon  being  pressed,  on 
the  19th  of  March,  by  the  plaintiff’s  solicitors  for  an  explanation,  they 
gave  a  constant  supply  to  the  lower  part  of  the  house,  and  afterwards 
wrote  declining  to  give  it  to  the  upper  part.  Thereupon  the  present 
action  was  brought  to  recover  £b  10s.,  the  money  paid  for  the  fittings, 
which  were  now  rendered  useless.  The  learned  Counsel  submitted  that 
the  plaintiff  was  either  entitled  to  a  constant  supply  in  the  upper  part 
of  the  house  or  to  the  payment  of  the  money  expended  in  carrying  out 
the  instructions  of  the  Company  contained  in  their  notice. 

Mr.  Lyon  submitted  that  the  question  in  dispute  was  one  of  law  and 
not  of  fact. 

Commissioner  Kerr  thought  the  jury  had  better  be  discharged. 

Just  as  this  course  was  about  to  be  decided  upon,  the  learned  Counsel 
could  not  agree  upon  it,  and  the  whole  case  was  proceeded  with. 

The  plaintiff  was  called  to  substantiate  his  case  ;  as  was  also  his 
plumber,  Mr.  Barber.  The  last  witness  was  cross-examined  at  some 
length  as  to  the  way  in  which  the  work  was  done. 

Mr.  Lyon,  in  addressing  the  jury,  said  The  Grove,  Highgate,  where  the 
plaintiff  lived,  was  the  highest  part  in  that  locality.  The  Company  were 
not  compelled  by  any  Act  of  Parliament  to  afford  a  constant  supply  to 
anything  like  the  height  of  the  plaintiff’s  house.  They  were  not  bound 
to  give  a  constant  supply  to  a  higher  level  than  370  feet  above  Trinity 
high-water  mark— that  was  to  say,  a  level  of  300  feet,  and  then  70  feet 
more  for  the  supposed  height  of  any  house.  The  house  in  question  was, 
in  fact,  66  feet,  as  he  would  show,  above  this  level ;  and  accordingly  the 
Company  were  not  compelled  to  afford  a  constant  service  of  water. 

Mr.  M’Caul  :  They  should  have  known  this  before  giving  notice. 

Mr.  Lyon  said  he  should  submit  that  the  Company  had  fulfilled  their 
contract.  They  had,  in  effect,  provided  a  constant  supply  of  water  for 
this  house;  but  it  was  practically  impossible  to  give  a  constant  service  to 
the  upper  cisterns  in  the  house.  They  had  done  everything  in  their  power, 
and  found  it  could  not  be  accomplished.  He  contended  that  they  were 
entitled  to  call  upon  the  plaintiff  to  make  every  alteration  which  he  had 
made  without  any  question  of  constant  supply  at  all.  They  had  given  the 
plaintiff,  with  pumping  day  and  night,  something  more  than  an  inter¬ 
mittent  service,  for  the  water  was  pumped  into  the  upper  cistern  from 
six  in  the  morning  until  noon.  This  was  simply  to  meet  the  require¬ 
ments  of  a  closet  and  a  tap  for  jugs,  &c. ;  there  being  no  bath  upstairs. 

Commissioner  Kerr  :  Plaintiff  says,  “  I  paid  my  money  for  a  constant 
supply.  I  altered  the  fittings  at  your  request,  and  you  approved  them. 
If  you  had  told  me  I  could  not  have  the  supply  to  the  upper  floor,  I  might 
have  abolished  the  water  supply  altogether.” 

Mr.  Lyon  :  He  has  not  paid  his  money  for  a  constant  supply.  He  has 
paid  his  money  in  order  that  he  might  have  his  fittings  put  into  the 
condition  we  required  them  to  be  in. 

Commissioner  Kerr  :  With  a  view  to  a  constant  supply. 

Mr.  Lyon  :  Oh,  no.  The  notice  commences  by  saying  we  “  propose  ”  on 
a  certain  day  to  give  him  a  constant  water  service  for  these  premises  ;  and 
we  go  on  to  give  him  notice  that  he  must  put  his  fittings  in  order  in 
accordance  with  the  regulations  made — not  by  us,  but  formerly  by  the 
Board  of  Trade  and  now  by  the  Local  Government  Board.  These  are 


fittings  which  every  house  is  compelled  to  have  if  the  Company  chooses 
to  require  them,  whether  the  supply  is  intermittent  or  constant. 

Evidence  was  then  called  on  behalf  of  the  Company  as  to  the  height  of 
the  house  above  Trinity  high-water  mark ;  and  two  waste  inspectors  spoke 
to  having  examined  the  house. 

Commissioner  ICerr  summed  up  by  telling  the  jury  the  case  was 
eminently  one  for  them. 

The  jury  gave  a  verdict  for  plaintiff  for  the  amount  claimed;  and 
judgment  was  entered  accordingly,  with  costs  on  the  higher  scale.  Leave 
to  appeal  was  refused. 


MARYLEBONE  POLICE  COURT— Monday,  July  2. 

(Before  Mr.  De  Rutzen.) 

THE  charge  for  WATER  FOR  PAROCHIAL  PURPOSES. 

To-day  the  matter  in  dispute  between  the  Paddington  Vestry  and  the 
West  Middlesex  Water  Company,  as  to  the  charges  made  by  the  Company 
for  water  supplied  for  parochial  purposes,  which  was  decided  by  the  Court 
a  short  time  since,*  again  came  before  his  Worship. 

Mr.  Mead  contended,  on  behalf  of  the  Vestry,  that  the  decision  of  the 
Magistrate  that  the  pariah  should  pay  the  Company  8Jd.  per  1000  gallons 
had  reference  to  the  water  used  for  the  flushing  of  sewers  as  well  as  for 
that  required  for  the  watering  of  roads. 

Mr.  Poland  argued,  for  the  Company,  that  the  decision  was  only  as  to 
the  watering  of  the  roads. 

Mr.  De  Rutzen  said  he  was  under  the  impression  from  the  first  that 
the  point  he  had  to  decide  was  as  to  the  watering  of  the  roads  only ;  and 
his  decision  was  exclusively  as  to  that  point.  If  there  had  been  any  mis¬ 
understanding,  and  the  parish  were  not  satisfied,  a  fresh  summons  would 
have  to  be  taken  out. 

Mr.  Mead  said  the  Company  had  threatened  to  cut  off  the  supply ;  and, 
if  the  threat  were  carried  out,  it  would  be  a  serious  matter. 

Mr.  Poland  said  the  Company  would  not  think  of  doing  that. 


Northern  Coal  Trade. — The  steam  coal  branch  of  the  northern  coal 
trade  is  active — the  demand  being  large,  and  the  production  good ;  but  the 
prices  have  not  yet  shown  the  advance  which  some  hoped  they  would  have 
done.  Steam  coal  is  quoted  7s.  9d.  for  best  quality,  and  thence  down  to 
6s.  9d.  for  second  kinds.  Small  coal  is  rather  slower  in  sale;  or,  rather, 
the  production  is  a  trifle  in  excess  of  the  demand.  P’or  gas  coal,  the 
demand  just  now  is  slightly  increasing;  but  it  is  much  below  the  normal 
amount.  Some  large  local  contracts  for  gas  coal  are  in  the  market. 
Household  coal  is  still  weak,  and  the  price  droops  ;  but  there  is  a  good 
inquiry  for  manufacturing  coal.  For  coke  the  demand  is  brisk;  and  the 
exports  to  Spain  are  increasing. 

Bradford  Water  Supply. — At  the  meeting  of  the  Bradford  Town 
Council  last  Tuesday,  a  long  discussion  took  place  on  the  subject  of  the 
water  supply  of  the  borough,  especially  with  reference  to  a  proposal  to 
supplement  the  present  sources  by  a  scheme  which  has  been  prepared  by 
the  Water  Engineer  (Mr.  A.  E.Binnie,  M.  Inst.  0.  E.)  for  utilizing  certain 
water  at  Grimwith.  On  analysis  this  water  has  been  pronounced  to  be 
dangerous  on  account  of  its  action  on  lead ;  and  a  sample  is  now  in  the 
hands  of  a  London  analyst,  who  is  testing  its  liability  to  contamination 
from  this  cause.  Apart  from  this,  there  are  legal  difficulties  which  will 
interfere  with  the  carrying  out  of  the  Grimwith  scheme,  some  of  the 
mill-owners  affected  by  it  having  made  enormous  demands  for  compensa¬ 
tion.  Elaborate  reports  by  the  Water  Engineer,  the  Borough  Analyst 
(Mr.  Rimmington),  and  other  gentlemen  who  have  analyzed  the  water, 
have  been  published  in  a  local  paper  ;  and  altogether  the  matter  is  ex¬ 
citing  considerable  interest.  Fortunately  there  is  no  dearth  of  water  in 
Bradford  just  now;  the  quantity  in  store  in  the  high-level  reservoirs 
being  sufficient  to  last  till  the  beginning  of  November,  and  that  in  the 
low-level  reservoirs  till  Dec.  1  next. 

The  Charges  in  Connection  with  the  Halifax  Coal  Contracts. — Mr. 
Ellis  Lever  has  written  to  the  Town  Clerk  of  Halifax  (Mr.  Keighley 
Walton)  the  following  letter  on  the  subject  of  the  charges  which  have 
lately  been  made  in  connection  with  the  coal  contracts  of  the  Corporation 
of  that  town  : — “  Dear  Sir, — I  have  not  yet  received  any  acknowledgment 
from  you  of  the  receipt  of  my  letter  of  the  5th  inst.  [see  ante,  p.  79].  I 
am  going  to  Germany  for  a  few  days ;  and  on  my  return  it  will  give  me 
pleasure  to  meet  you,  and  afford  you  all  the  information  in  my  possession, 
on  the  distinct  understanding  that  it  shall  be  considered  as  privileged,  and 
not  made  use  of  or  published  except  as  I  suggest.  The  attitude  of  some 
members  of  the  Corporation  will,  I  feel  sure,  be  changed  after  the  inquiries 
which,  in  my  opinion,  ought  to  be  instituted.”  Mr.  T.  Fox,  of  the  Silk- 
stone  Coal  Company,  has  also  written  to  the  Town  Clerk  declining  the 
offer  made  by  the  Council  at  their  last  meeting.  The  resolution  of  the 
Council,  it  may  be  remembered,  was  ”  that  Mr.  Fox  be  informed  forthwith 
that  if  the  person  referred  to  in  his  letter  of  the  2nd  of  June  be  a  member 
of  the  Council  or  a  servant  of  the  Corporation,  his  offer  to  prove  his 
charges,  on  being  indemnified  against  costs,  be  accepted ;  it  being  under¬ 
stood  that  such  charges  shall  be  proved  in  a  Court  of  Law.”  Mr.  Fox’s 
letter  has  not  been  published;  but  the  Halifax  Courier  says  he  still 
adheres  to  the  statements  and  offers  in  his  previous  letters  to  the  Town 
Clerk. 

The  Electric  Lighting  Scheme  for  Bradford. — The  Bradford  Cor¬ 
poration,  in  view  of  their  scheme  for  erecting  a  central  generating  station 
for  providing  a  regular  supply  of  electric  lighting  and  power,  have 
recently  issued  a  circular  to  occupiers  of  business  premises  in  the  central 
portion  of  the  borough,  inquiring  whether  such  occupiers  would  be  dis¬ 
posed  to  take  a  supply  of  the  current  regularly  for  a  stated  period — 
suggested  as  three  years.  So  far  there  has  been  a  fair  response  to  the 
inquiry,  though  it  is  somewhat  early  to  enable  the  Corporation  to  say  to 
what  extent  the  experiment  is  likely  to  succeed.  In  addition  to  places  of 
business,  the  Free  Library,  the  markets,  and  other  public  buildings  are  to 
be  provided  with  electric  light.  It  is  proposed  to  make  the  supply  con¬ 
tinuous  except  between  one  a.m.  and  five  a.m.,  unless  otherwise  arranged. 
With  respect  to  price,  the  Corporation  have  determined  to  adopt  an 
alternative  system  of  charge  for  incandescent  lamps — viz.,  (1)  6d.  per 
unit,  the  Corporation  to  supply  meters,  if  desired,  at  a  rental  of  10  per 
cent,  on  the  cost ;  (2)  by  an  annual  charge  of  20s.  per  lamp  of  16-candle 
power,  irrespective  of  the  actual  hours  of  lighting.  The  charge  for  the 
supply  to  arc  lamps  is  to  vary  with  the  illuminating  power  of  the  lamp  as 
required  by  the  consumer  at  the  rate  of  6d.  per  unit.  Ten  units  with 
incandescent  lamps  of  16-candle  power  produce  an  amount  of  illumina¬ 
tion  equal  to  about  1000  cubic  feet  of  15-candle  gas.  It  is  pointed  out  that 
the  price  is  unavoidably  higher  at  first  than  gas  at  its  present  low  rate  in 
Bradford.  But  against  this  are  to  beset  the  advantages  which  it  is  stated 
the  electric  light  has  over  gas.  The  Corporation  propose  to  carry  the 
supply  up  to  the  buildings ;  the  internal  fittings  being  provided  by  the 
consumer. 


*  See  Journal,  Vol.  LI.,  p.  828. 
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PAEA  GAS  COMPANY,  LIMITED.  TVinrailn,, 

An  Ordinary  General  Meeting  of  this  Company  was  held  last  Thursday, 
at  the  Lo^X/offices,  10,  St.  Hden’s  Place-Mr.  Kobebt  Morton  m  the 

‘^*’The  Secretary  (Mr.  T.  S.  Borradaile)  read  the  notice  convening  the 
meetinf,"afd  rwLs  agreed  to  take  as  read  the  Directors-  report  and 
accounts  for  the  half  year  ending  March  31  (see  ante^  p.  80). 

The  Chairman,  in  moving  the  adoption  of  the  report  and  Moonnts,  said 
that  but  for  their  being  in  a  position  to  declare  » 

have  been  no  meeting  called  that  day,  ul  thoneht  Gian 

under  consideration  had  been  much  more 

in  anv  similar  period  the  Company  had  had  for  a  number  oi  years 
past  ^The  report  said  that  the  revenue  for  the  six  naonths  was  slightly 
fn  excess  of Xat  during  the  previous  half  year,  but  somewhat  less 
tLn  X  corespondiiig  period  of  1S86-7.  This  was,  Jiowever,  more  than 
iccounXfoX  the  discount  of  10  per  cent,  which  had  been  allowed 
durine  the  half  year  under  consideration,  which  was  not  allowed  during 
fhe  co^rresponding  period  of  1886-7.  The  Private  lig^iting  increase 

as  the  Boa^rd  could  wish,  or  as  he  had  hoped  it  would.  The  Company 
were  as  had  been  said  before,  in  severe  competition  with  kerosene ,  and 
Uie  beauGful  lamps  they  now  had,  and  the  excellent  light  which  these 
lamps  gave  from™  eroseni,  induced  people  to  use  them  in  . preference  to 
cas.  The  consideration  of  means  to  alter  this  state  of  things  was  con¬ 
stantly  before  the  Directors ;  and  they  had  evidently  not  succeeded  by 
the  reduction  in  price,  or  rather  the  discount,  in  doing  very  much. 
Their  Manacers  had  written  to  the  Directors  on  the  subject;  and  they 
Ked  S  might  be  able  to  do  something  shortly  which  would  bring  back 
to  the  Company  some  of  the  old  consumers,  who 

while  they  had  all  the  gas-fittings  in  their  houses,  and  perhaps  add  ^  the 
number  of  consumers.  ^The  second  paragraph  in  the  report  showed  that 
the  expenditure  had  been  considerably  reduced  ®°“®  °',^®  Tf' 

tant  items ;  and  the  result  was  a  profit  of  more  than  £C4(W  on  the  half- 
year’s  working.  The  heavy  expenditure  on  repairs,  which  was  neces¬ 
sitated  by  th^  state  of  the  works  some  three  or  four  years  ago,  had 
practically  ceased ;  and  they  were  informed  that,  notwithstanding  the 
comparatively  small  amount  charged  for  repairs  in  ^'’®,  y®®*"  , 

i:216^  9s  8d.,  as  against  a  sum  of  JGOOO  in  the  preceding  halt  year,  and 
L  thought  nearly  i’1700  in  the  half  year  previous  to  that  which  corres¬ 
ponded  with  the  one  under  consideration— the  Manager  reported  t^® 

works  and  the  property  of  the  Company  were  in  good  condition.  Perhaps 
the  most  important  paragraph  in  the  ^as  that  which  referred  to 

the  change  in  the  management.  Mr.  Hall,  who,  as  *'\®  l®®^ 

meeting,  took  charge  of  the  works  on  the  2nd  of 

come  home  on  the  termination  of  his  agreement  with  the  Company.  He 
had  been  three  years  in  ParK ;  and  he  (the  Chairman)  ®®y ® 

great  disappointment  to  the  Directors  when  he  informed  them 
intended  returning  to  England  at  the  end  of  his  engagement.  He  had 
shown  such  energy  and  was  doing  so  well,  that  they  7®™.‘'°P®f"j ji®. 
continue.  Although  a  very  liberal  offer  was  made  *^®^f®?J*“®i  ** 

at  the  time.  He  afterwards,  however,  regretted  it,  and  wrote  saying  that 
he  would  accept  the  terms  offered,  and  remain  for  another  three  years,  or, 
at  all  events,  until  such  time  as  the  petition  to  the  Imperial  Gov^n- 
ment,  which  the  shareholders  had  before  them  at  the  last  meeting,  was 
settled  in  some  way  or  other.  The  Board  had,  however,  by  that 
time  engaged  a  successor  to  Mr.  Hall ;  and  he  had  now  come  home.  They 
had  obtained  some  valuable  information  from  him  with  regard  to  the 
position  and  working  of  the  Company.  In  his  place,  as  they  saw,  Mr.  J. 
Gibson  Newbigging  had  been  appointed.  He  was  the  son  of  Mr.  Thomas 
Newbigging,  of  Manchester-a  man  well  known  in  the  gas  world,  and  who 
was  himself  for  some  years,  a  Manager  m  Brazil,  and  a  succeMful 
Manager.  His  son  was  at  that  time  a  lad,  and  was  quite  conversant  with 
the  Portuguese  language,  which,  however  he  had  lost  before  he  went 
away.  The  Board  hoped  that,  having  had  a  knowledge  of  it  when  he 
was  younger,  it  would  help  him  in  re-acquinng  it  He  wrote  hopefully  of 
the  concern,  although  at  the  same  time  evidently  appreciating  the  diffi¬ 
culties  he  had  to  contend  with ;  and  the  Directors  were  hopeful  Giat 
what  he  was  doing  would  result  for  the  benefit  of  the  Company.  The 
next  paragraph  in  the  report  referred  to  the  petition  which  he  had 
already  mentioned  ;  and  the  amount  of  routine  and  red-tape  which  was 
atUched  to  all  these  things  was  very  harassing  and  disappointing  to  the 
Board.  It  seemed  that  it  could  not  be  pushed  forward  faster  than  had 
been  done  They  would  notice  that  the  repayment  of  duties  had  received 
the  attention  of  the  Provincial  Government;  and  a  speedy  setUement 
of  this  matter  was  anticipated.  The  Board  hoped  nothing  would  come 
in  the  way  to  prevent  it.  Then  they  referred  again  in  the  report  to  the  fines. 
He  (the  Chairman)  was  tired  of  speaking  about  this ;  but  the  Provincial 
Government  were  evidently  not  tired  of  inflicting  them ;  and  they  went  on 
from  month  to  month  in  a  way  which — well,  he  had  characterized  it  several 
times  before,  and  he  did  not  intend  to  refer  further  to  it  than  to  say,  that 
the  vigorous  action  which  Mr.  Hall  took  before  he  came  home  was  about 
to  be  repeated  by  their  new  Manager-Mr.  Newbigpng-and  whether  this 
would  result  in  anything  more  beneficial  to  the  Company  than  the  last 
remained  to  be  seen.  The  question  of  a  new  contract  continued  ve^ 
much  as  it  was  when  the  shareholders  last  met.  The  agent  in  Para,  who 
was  working  it  for  the  Company,  was  at  present  in  this  country,  or  on 
his  way  to  it;  and  the  Directors  hoped  to  see  him,  and  learn  something 
more  definite  as  to  the  prospects  of  its  passing  the  Assembly  either  sooner 
or  laU^r.  In  concInBion,  he  need  scarcely  say  he  wm  pleased  to  be  ' ^ 
position  to  propose  a  dividend,  though  it  was  a  small  one.  He  begged  to 

move _ "  That  tne  report  and  accounts  o(  the  Directors  to  the  ehareholderB, 

as  presented,  be  and  are  hereby  approved  and  adopted. 

Mr  A  H  Henry  seconded  the  motion.  He  observed  that  there  was  one 
question  to  which  the  Chairman  had  not  drawn  attention,  and  that  w;a^ 
Uie  exceptional  expenditure  the  Company  were  liable  to,  TOmpared  with 
English  Companies,  in  providing  houses  with  gas-flttings,  which  they  were 
obliged  to  do.  They  did  not  get  much  credit  for  this,  and  had  to  write  off 

a  large  amount  for  it.  .  ,  „  ,  l 

Mr  G.  Blundell  remarked  that  the  question  of  fines  seemed  to  come 
up  at  all  their  meetings  ;  and  he  thought  it  would  be  well  if  the  Chairman 
would  give  the  shareholders  some  information  as  to  this  matter,  so  that 
they  might  have  some  idea  as  to  what  steps  should  be  taken  to  protect 
themselves  from  them.  It  was  difficult  for  the  Board  to  deal  with  this 
question,  because  the  Provincial  Government  seemed  to  have  some  sort  of 
arbitrary  power  which  it  was  hard  to  fight.  If  the  matter  was  put  a  little 
more  prominently  forward,  to  show  the  basis  of  the  claims,  he  thought 
perhaps  it  would  go  some  W'ay  to  open  the  eyes  of  the  shareholders  on  this 
side  as  to  what,  as  the  Chairman  said,  was  something  permanent,  and 

something  which  the  proprietors  considered  as  most  unjust. 

The  Chairman  said  he  did  not  think  Mr.  Blundell  could  have  been  at 
the  last  meeting.  The  matter  he  referred  to  was  fully  put  before  the 
shareholders  then,  in  considering  the  petition  which  was  addressed  to  the 


Imperial  Government  at  Rio.  The  Secretary  had  just  handed  him  a 
report  of  that  meeting,  which  conteined  an  extract  evidently  from  the 
report  of  their  Manager,  and  he  might  first  “®“'’‘°“  ^’■® 

some  three  or  four  men  called  Uondas,  who  went  round,  in 
of  the  police,  every  night.  They  were  supposed  to  »?o  round,  but 
whether  they  went  or  not,  they  made  statemeiite  ‘^® 

infliction  of  Les.  In  the  report  to  which  ‘i®. 

said  — “  We  also  found  the  Police  Uondas  inspecting  the  illumi¬ 
nation  of  certain  streets  from  corners  thereof,  '^,‘1®“  *?,“® 

lamp  happens  to  be  a  little  farther  anart  than  its  J^®* 

between  these  there  must  be  a  lamp  out,  which  is  duly  St^t, 

three  lamps  out  ’—and  the  Company  is  fined.  On  these  occasions,  I  have 
insisted  on  seeing  the  lamp  witLut  the  light,  and  “ ^‘i^^ultv 

lamp-post  existed.  On  other  occasions  we  have  had  the  ff';®®^®‘ 
in  convincing  the  Police  Uondas  that  the  lamp  in  front  of  the  Cafe  Chic, 
Largo  de  Pofvora,  could  not  be  considered  a  public  lamp 
the  Company's  station  in  Estrada  Independenoia  as  public  lamps  small 
lights  “eetng  that  in  both  instances  they  belong  to  private  parties  and 
consuXkerosene.”  The  Company  had  had  no  complaint  for  three 
years  as  to  the  quality  of  the  gas.  It  was  simply  as  to  snaall  lighU  and 
fights  extinguished.  All  the  lamps  might  be  fully  alight  at  seven 
af  night  and  then  five  minutes  afterwards,  through  a  tropical  shower, 
XXiiem  might  be  out.  They  considered  that  this  was  a  circumsUnce 
Xr  whicrtlmy  had  no  control.  At  the  same  time  they  were  not  allowed 
the  benefit  of  it;  and  were  fined  accordingly.  It  was  not  only  for  the 
small  lights,  but  what  the  Uondas,  who  had  no  technical  knowledge,  chose 
to  fine  for.  , 

Si  s™«irt:roT‘rdivid..d ..  to  «.  7 

preference  shares  for  the  half  year  ending  March  31,  to  be  payable  on 

General  Tupper  seconded  the  motion,  which  was  agreed  to. 

The  Chairman  moved  that  a  dividend  at  the  rate  of  4  per  cent.  i«r 
anT^m  (free  orin“ome-tax)  on  the  ordinary  shares  of  the  Company  be 
declared.  .  ,  , _ 

Mr  Henry  seconded  the  motion  and  it  was  aaoptea.  i 

Mr  Ennis  in  moving  a  vote  of  thanks  to  the  Chairman  and  Directors, 
said  ihe  amounts  obvioLly  showed  a  great  improvement  They  obtained 
a  dividend  larger  than  they  had  received  for  a  number  of  half  years  past , 
and  a  more  gratifying  fact  was  that  the  dividend  might  have  been  at 
the  rate  of  8%r  cent,  per  annum,  but  the  Board  had  judiciously  kept  it 

““hi  c'^mlvTbriefly  replied  ;  and  said  he  was  sorry  the  Board  felt  so 
imnoten^Xinrso  far  from  the  seat  of  operations.  They  could  not  help 
this,  however ;  but  would  endeavour  to  do  the  best  they  could  under  the 
circumstances.  _ _ 

EDINBURGH  AND  LEITH  GAS  COMPANY.  _ 

The  Annual  Meeting  of  this  Company  was  held  on  Monday  last  week 

^  tL““treXrer  (Mr.*"  l' S.  Gibb)  read  the  Directors’  report,  which 
stated  that  after  deducting  ^15,000  for  dividend  declared,  the  year  began 
wfth  a  b^Xin  its  favou'r  of  £8253  5s.  4d.  it  was 
the  negotiations  for  transfer  were  in  progress,  to  keep  the  business  pronts 
Sr  tlte  y"ar  to  May  15  last  intact,  tie  Directors  took  from  this  baUnce 
towards  meeting  parliamentary  expenses  £1121  17s.  2d.  .leaving 

£7131  8s.  2d.  to  be  carried  forward.  The  net  profit  on  ‘®®‘  y®®” 
business  was  £26,313  16s.  Id.  These  two  sums  K®^®  ®  ^°®® 

£33  445  4s  3d.  From  this,  the  Directors  recommended  that  a  ®* 

the ’rate  of  10  per  cent,  per  annum,  free  of  J’^jS^trallteXce 

half  to  be  payable  on  Aug.  1  next  as  usual ;  and,  in  view  of  the  transierence 

of  the  Company  to  the  Corporations,  and  the  terms  of  that  transfereno  , 
the  balance  It  such  time  as  the  Directors  “®y  ®P&‘h^  b^n 

bringing  out  the  above  balance  on  the  y®®r  ®  transactions,  t^re  had  b^n 
deducted  the  whole  year’s  expenditure,  including  a  full  ®}[°^®“®®^°,.‘ 
maintenance,  repairs,  and  replacements  of  works  ®°^  Pj®“‘’ 
for  all  other  outlays  chargeable  against  revenue.  The  parliamentary 
expenses  could  not  be  ascertained  as  at  May  15,  l^yond  what  is  mention^ 
K  Ld  therefore  remain  to  be  met.  The  Directors  desued  Mso  to 
draw  special  attention  to  the  Manager’s  report  on  the  exceUent  state  ot 

the  woVks  and  plant,  as  indicating  the  principal  ®®"®®®'  ®Xlhe  Xar’l 
economy  in  management,  of  the  highly  gratifying  results  of  ‘h®  y®®^  ® 
business.  These  results  the  Board  acknowledged  V®^® The 
to  the  foresight,  skill,  and  professional  capacity  of  the  Manof^r.  The 
Directors  recommended  that,  in  view  of  the  winding  up  of  the  Coinpa^, 
tlie  acXntB  that  have  been  kept  under  the  heading  of  the  tear  and  wear 
fuld  the  mX  renovation  fund,  and  the  accident  jnsurance  fund 
together  with  the  net  balance  brought  forward  at  the  wo^s 

year  being  profits  of  former  years  that  have  been  expended  on  the  works 

Ld ’plant  oF  the  Company,  and  are  “o/ ^P'’®®®"^!,’’? 
and  not  by  cash,  should  be  closed  and  ^  will  n^ 

interfere  with  the  profit  of  the  year  now  closed ,  while  the  balance  w  iii 
then  be  about  met  by  cosh  at  the  bank,  or  by  debts  due  ^  the  ^°“P®“y- 
Referring  to  the  transfer  of  the  works,  the  Directors  ®®*^  ®'‘®y ,?/®,® 

of  much  anxiety  and  very  difficult  and  delicate  negotiations  with  the 
Corporations  of  Edinburgh  and  Leith  as  to  t^'®  ‘^®  f  '1? 

undertaking,  an  agreement  had  been  come  to  wthin  the 
which  they^ regarded  as  fair  and  reasonable  for  both  parties.  If  t^  ° 
The  Corpofatilus  was  passed  as  now  proposed,  the  "“^®" 

their  charge  as  from  Aug.  1  next ;  but  the  Company  would  continue  for  the 

(M,.  F.  T.  C.  Llpto)  «™t  tj.  to 

sioDS  end  additions  at  the  works,  authorized  in  ‘■I?®  ®P"“K 
These,  he  stated,  were  finished  in  the  autumn  ;  and  th®  re-constructi^  of 
the  works  which  the  Board  had  had  steadily  in  view 

was  thereby  completed.  The  works  were  now  equipped  thron^jhout  with 
rppanitus  and  plint  of  the  newest  and  most  t®!*f3vTncrIll5 

w*ere  capable,  at  the  present  moment,  of  dealuig  with  a  largely  iner<»sed 
maXacCre  of  gas;  Ind  'or  a  very  moderate  ex|^ndaure,  they 
made  adequate  for  double  the  present  business  of  ‘‘‘® 
result  of  the  reconstruction  had  been  to  reduce,  year  ‘^®^‘ 

the  manufacture  of  gas.  During  last  year  the  whole  of  the 
was  for  the  first  time* effected  wi5i  the  fmprovod  ®PI’‘™‘“^i®“^  l"lho 
the  economy  arising  therefrom  could  now  be  ®=‘®®‘‘>,  ^  ^XnatrucUon- 
vear  1883-4— the  year  prior  to  the  commencement  of  the  i^nrtrocuo 

Gie  cost  of  each  ton  of  coal  carbonized  was  1.5s.  2d.,  and  *'f’®  “ 

for  the  manufacturing  charges  was  6s.  lOd. ;  been 

facturing  charges  22s.  ,.er  ton.  During  the  P‘»t  J^®;  f^rXnufarturtog 
lls.  Id.  and  6s.  8d.  respectively;  making  for 

chafes  16s.  9d.  per  ton  ‘TliVquaUty  of  Se  gls  supplied  to 

carbonized,  as  compared  with  188J-4.  i  no  quamy  ring  the  past 

the  public  was  26  69  candles  on  an  average  in  lt^^4,  g  ^ 

year  2813  candles ;  so  that  the  reduction  in  cost  h^  »^n  <»inctoo^wun 
an  increase  in  quality  to  the  extent  of  1-H  candles.  This  saving  was  nov 
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due  to  any  reduction  in  the  price  of  coals,  as  the  prices  of  individual  coals 
were  generally  higher  in  1887-8  than  in  1883-4.  It  was  entirely  owing  to 
the  new  carbonizing  plant,  permitting  certain  cheap  cannel  coals  to  be 
largely  used  (which,  with  the  ordinary  retorts,  could  be  used  only  to  a 
very  limited  extent),  and  to  the  saving  of  labour  with  the  new  apparatus. 
On  the  quantity  of  coals  used  (39,744  tons),  the  saving  amounted  to 
±‘10,433,  and  showed,  in  a  very  striking  manner,  the  wisdom  of  the  policy 
adopted  by  the  Board  of  keeping  the  works  abreast  with  modern  improve¬ 
ments.  The  other  works  and  plant  were  in  a  thoroughly  efficient  con¬ 
dition,  as  regards  the  gasholders,  main-pipes,  and  service-pipes.  This  was 
amply  proved  by  the  continued  reduction  in  the  quantity  of  unaccounted- 
for  gas.  In  the  past  year  this  was  only  7'63  per  cent  of  the  gas  made. 

The  accounts  showed  a  total  charge  of  ±'234,720  14s.  lid.  The  gross 
revenue  was  ±79,068,  of  which  ±64,620  16s.  2d.  was  derived  from  the  sale 
of  gas  and  meter-rents,  and  ±6433 16s.  4d.  from  the  sale  of  residual  products. 
Coals  and  lime  cost  ±23,225 ;  and  the  maintenance  of  works  and  plant, 
with  replacements,  ±4047  14s.  2d.  The  heritable  property  and  works  and 
plant,  with  meters,  were  stated  at  the  value  of  ±204,905  4s.  Id. 

The  Chairman,  in  a  speech  of  some  length,  moved  the  adoption  of  the 
report  and  balance-sheet. 

The  Deputy-Chairman  (Mr.  C.  S.  Chalmers)  seconded  the  motion,  which 
was  unanimously  adopted. 

On  the  motion  of  the  Chairman,  the  provisional  agreement  between 
the  Company  and  the  Corporations  was  unanimously  approved. 

Mr.  W.  Whyte  moved,  and  Mr.  R.  A.  Lockhart  seconded,  that  a  special 
vote  of  thanks  be  awarded  to  the  Directors  for  the  manner  in  which 
they  had  conducted  the  negotiations  with  the  Corporations. 

The  proceedings  then  terminated. 


METROPOLIS  GAS  SUPPLY. 

The  Chief  Gas  Examiner  for  the  Metropolis  (Dr.  Williamson,  F.R.S.) 
has  presented  his  report  on  the  quality  of  the  gas  supplied  by  The  Gas¬ 
light  and  Coke,  the  Commercial,  and  the  South  Metropolitan  Companies, 
during  the  quarter  ending  June  30.  The  following  is  an  abstract : — 

I.  With  respect  to  Illuminating  Power. — The  average  illuminating 
power,  in  standard  sperm  candles,  at  each  of  the  testing  stations,  was  as 
follows  : — 


The  Gaslight  and  Coke  Company — 

Jewry  Street,  E.C . 16-5 

Kinghorn  Street,  E.C . 16 -7 

Dorset  Buildings,  E.C . 16-8 

Ladbroke  Grove,  W . 17-7 

Devon’s  Road,  E . 16-8 

Carlyle  Square,  Chelsea . 16 -5 

Camden  Street,  N.W . 16-3 

Graham  Road,  E . 16-5 

Kingsland  Road,  E . 16-9 

Spring  Gardens,  Charing  Cross,  S.W . 16  5 

Grove  Gardens,  Regent’s  Park,  N.W . 16-7 

Lambeth  Road,  S.E . 16-5 

Millbank  Street,  S.W.  (caanel  gas) . 20’8 

Commercial  Gas  Company— 

Wellclose  Square,  E . 16'5 

Parnell  Road,  E . 16-5 

South  Metropolitan  Gas  Company — 

Hill  Street,  S.E . I6-5 

Foster  Place,  S.W . 16-2 

Stoney  Lane . 16  -4 

Lewisham  Road,  S.E . 16-3 

Blackfriars  Road . 16-2 


It  will  be  seen  from  these  results  that  the  average  illuminating  power  has 
been  higher  than  the  parliamentary  standard  at  all  the  testing  stations, 
more  especially  at  the  Ladbroke  Grove  station  of  The  Gaslight  and  Coke 
Company. 

II.  As  regards  Puritg. — Sulphuretted  hydrogen  has  not  been  present  in 
the  gas  at  any  of  the  testing  stations.  The  average  amount  of  sulphur  in 
other  forms  than  this  was  considerably  less  than  that  allowed — viz., 
17  grains — at  all  the  testing  stations,  especially  at  the  Devon's  Road  station 
of  The  Gaslight  and  Coke  Company,  and  the  Parnell  Road  station  of  the 
Commercial  Gas  Company,  where  it  averaged  less  than  half  the  quantity 
permitted.  Two  or  three  slight  excesses  of  sulphur  were  reported  during 
the  past  quarter  at  the  Foster  Place  and  the  Blackfriars  Road  stations  of 
the  South  Metropolitan  Gas  Company.  Ammonia  was  generally  present 
at  all  the  testing  stations  (excepting  those  of  the  City  of  London)  more  or 
less  frequently  during  the  quarter,  but  only  in  slight  quantities.  On  no 
occasion  was  there  any  excess. 


Gas  V.  Electricity. — The  Electrical  Review  says  :  “  It  is  always  being 
said  that  big  gas  companies  are  not  afraid  of  the  electric  light;  but  a  letter 
which  The  Gaslight  and  Coke  Company  has  sent  to  the  Kensington  Vestry 
with  reference  to  the  Town  Hall,  which  is  proposed  to  be  lit  with  the 
electric  light,  points  rather  to  the  contrary.  They  have  written  to  the 
Vestry  suggesting  that  an  improved  system  of  lighting  and  ventilating  the 
Town  Hall  by  means  of  gas  should  be  tested,  and  offering  to  defray  the 
cost  of  all  the  necessary  fittings  for  trying  the  system  in  a  portion  of  the 
building.  Is  not  this  the  first  time  that  a  gas  company  has  been  driven  to 
offer  to  do  work  for  nothing  ?  ” 

Corruption  op  Corporation  Officials.— Lord  Randolph  Churchill  has 
given  notice  of  the  following  important  new  clauses  to  the  Local  Govern¬ 
ment  Bill “  (1)  Every  person  who,  being  a  member,  officer,  or  servant 
of  any  corporation,  council,  board,  commission,  or  other  public  body 
whose  expenses  are  wholly  or  in  part  defrayed  out  of  local  taxes,  rates,  or 
assessments,  shall,  by  himself,  or  by  or  in  conjunction  with  any  other 
person,  corruptly  promise,  solicit,  pay,  receive,  or  agree  to  pay  or  receive, 
by  or  for  himself,  or  by  or  for  any  other  person,  any  gift,  loan,  fee, 
reward,  advantage,  or  gratification  whatever  in  respect  of  any  contract 
work,  purchase  or  sale  of  land  or  property,  or  any  other  matter  or  tran¬ 
saction,  or  proposed  transaction  whatsoever  in  which  the  public  body  of 
which  he  is  a  member,  officer,  or  servant  is  concerned  shall  be  guilty  of  a 
misdemeanour.  (2)  Any  member,  officer,  or  servant  of  any  board  or 
other  public  body  as  aforesaid  shall  on  trial  and  conviction  for  a  misde¬ 
meanour  under  this  Act  be  liable,  at  the  discretion  of  the  Court  before 
which  he  is  convicted,  to  be  imprisoned  for  any  period  not  exceeding  two 
years,  with  or  without  hard  labour,  or  to  any  fine  not  exceeding  ±500; 
and  shall  be  incapable  of  being  elected  to  serve  upon  (and  if  elected  his 
election  shall  be  void)  any  board  or  other  public  body  for  seven  years 
from  the  date  of  his  conviction,  and  in  the  event  of  a  second  conviction 
for  a  like  offence  he  shall,  in  addition  to  the  foregoing  penalties,  be  for 
ever  incapable  of  serving  upon  any  such  board  or  other  public  body,  and 
bis  name  shall  be  struck  off  the  list  of  persons  entitled  to  vote  at  a  parlia¬ 
mentary  or  any  other  election ;  and  any  such  officer  or  servant  in  the 
employ  of  any  such  board  or  public  body  by  the  fact  of  such  conviction 
shall  forfeit  his  right  and  claim  to  any  compensation  or  pension  to  which 
be  would  otherwise  become  entitled,” 


GAS  LIQUOR  WORKS  AND  THE  ALKALI  ACT. 

In  tbe  Journal  of  tbe  3rd  inst.,  we  dealt  generally  with  tbe  recently-issued 
twenty-fourth  annual  report  of  the  Chief  Inspector  under  the  Alkali,  &c., 
Works  Regulation  Act  (Mr.  A.  E.  Fletcher),  and  gave  some  extracts  from 
the  reports  presented  by  the  District  Inspectors  associated  with  him. 
We  now  complete  our  notice  by  reproducing  those  portions  of  tbe  remain¬ 
ing  reports  in  which  our  readers  are  most  interested. 

In  the  South  Midland  District  (No,  5),  which  is  under  the  control  of 
Mr.  E.  Jackson,  F.C.S.,  there  were  4  gas  liquor  or  liquid  ammonia,  and  57 
sulphate  of  ammonia  processes  under  inspection  last  year.  Two  works  in 
which  sulphate  was  manufactured  ceased  to  register  ;  but,  on  the  other 
hand,  three  new  ones,  and  one  dealing  with  gas  liquor,  were  put  upon  the 
books.  The  method  of  dealing  with  the  noxious  gases  are  as  follows : — In 
43  works  they  are  arrested  in  oxide  of  iron ;  in  five,  they  are  burned  in  oil 
of  vitriol  chambers  ;  in  three,  they  are  passed  into  the  hydraulic  main  ; 
and  in  two  the  Claus  process,  with  final  scrubber  and  purifier,  is  adopted. 
No.  sulphuretted  hydrogen  was  evolved  in  two  works ;  and  the  remaining 
two  were  idle.  At  one  of  the  live  works  mentioned,  where  burning  and 
passing  into  the  vitriol  chambers  is  the  recognized  method  of  dealing  with 
the  sulphuretted  hydrogen,  considerable  trouble  was  experienced  in  main¬ 
taining  some  portions  of  the  apparatus  in  repair,  when  this  method  was 
resorted  to.  Difficulties  of  an  unusual  character  were  met  with ;  and  it 
has  resulted  in  resorting  temporarily  to  burning  the  sulphuretted  hydrogen, 
and  sending  the  sulphurous  acid  into  the  chimney,  pending  a  more 
effectual  method  of  treatment  which  is  now  under  consideration.  This  is 
the  only  work  in  the  district  where  one  of  the  methods  above  referred  to 
is  not  now  used.  At  eight  works  additional  oxide  of  iron  purifiers  were 
added  during  the  year,  to  ensure  greater  safety  in  working.  We  learn 
that  caking  of  the  oxide  of  iron  on  the  girds  has  become  less  frequent, 
owing  to  more  effectual  condensing  space  at  works  where  it  was  deficient. 
The  extension  of  the  use  of  coke  scrubbers  for  drying  the  gases  before 
entering  the  purifier  still  continues ;  they  are  employed  at  nine  works  in 
the  district  for  this  purpose.  The  yield  of  sulphate  of  ammonia  per 
ton  of  coal  carbonized  in  the  best  works,  and  where  coal  is  moderately 
rich  in  nitrogen,  is  30  lbs.,  and  even  31  lbs.  have  been  obtained.  The 
general  adoption  of  one  of  the  methods  above  described  for  arresting  the 
sulphuretted  hydrogen  given  off  in  the  manufacture  of  sulphate  of 
ammonia  has  resulted  in  a  considerable  reduction  of  sulphur  acids 
escaping  into  the  atmosphere  throughout  the  district.  When  this  class 
of  works  were  first  brought  under  protection,  it  was  found  that  there  were 
only  seven  cases  in  this  district  where  any  provision  was  made  for  deal¬ 
ing  with  the  foul  gases  other  than  the  combustion  method — i.e.,  burning 
the  sulphuretted  hydrogen,  and  sending  the  resulting  sulphurous  acid  into 
the  atmosphere  (or,  still  worse,  permitting  the  sulphuretted  hydrogen  to 
escape  unburnt).  It  may  prove  interesting  to  put  into  figures  the  saving 
thus  effected  by  arresting  the  sulphur  compounds  generated  over  burning 
and  sending  into  the  atmosphere,  as  showing  the  beneficial  operation  of 
the  Act.  The  gas  water  in  this  district  may  be  taken  as  containing  0'50 
per  cent,  available  sulphur.  In  some  instances  it  is  as  low  as  0  28  per  cent. ; 
while  0'80  per  cent,  has  also  been  found.  Through  the  kindness  of  the 
managers,  I  am  able  to  state  that,  taking  the  average  of  six  typical  works, 
2500  gallons  of  gas  water  have  been  required  to  produce  a  ton  of  sulphate 
of  ammonia.  The  total  sulphur  acids  now  arrested  are  equivalent  to  2070 
tons  of  sulphuric  anhydride,  or  828  tons  of  sulphur — a  figure  equal  to  the 
recoverable  sulphur  from  vat  waste  in  a  moderate- sized  alkali  works. 
This  to  the  sulphuric  acid  and  sulphate  of  ammonia  manufacture  is  equal 
to  2526  tons  of  oil  of  vitriol ;  and  from  the  sulphate  of  ammonia  produced  in 
the  district,  gives  a  saving  of  24  per  cent,  of  the  sulphur  required  to  pro¬ 
duce  the  oil  of  vitriol  used,  taking  15  cwt.  of  oil  of  vitriol  per  ton  of 
sulphate  of  ammonia.  I  may  remark  that  there  is  one  work  in  the  district 
where  it  is  claimed  that  from  20  to  25  per  cent,  of  the  sulphuric  acid 
required  for  the  sulphate  of  ammonia  works  is  obtained  from  this  source. 
In  other  works,  where  the  sulphuretted  hydrogen  is  burnt  and  sent  into 
the  oil  of  vitriol  chambers,  the  quantity  of  sulphur  from  other  sources — 
such  as  coal  pyrites,  spent  oxide,  &c. — is  not  accurately  known,  so  that 
the  distinct  saving  cannot  be  ascertained.  As  regards  the  total  oil  of 
vitriol  thus  recovered,  it  may  not  appear  to  be  a  large  figure,  considering 
the  area  over  which  the  works  representing  the  total  are  spread.  I  give, 
however,  three  works,  showing  the  amount  of  oil  of  vitriol  kept  out  of  the 
atmosphere  in  the  vicinity  of  the  works  in  each  particular  case  in  a  year 
(such  works  are  usually  only  in  operation  from  six  to  nine  mouths  of  the 
year,  so  that  the  quantities  given  below  would  be  spread  over  a  shorter 
time) : —  (1)  Large  work,  situated  in  an  important  residential  suburb  of  a 
large  town  ;  211  tons  of  oil  of  vitriol  kept  out  of  the  atmosphere  per  annum 
by  adopting  a  method  for  arresting  sulphuretted  hydrogen.  (2)  Large 
work,  situated  in  an  agricultural  and  manufacturing  district ;  259  tons  do. 
(3)  Large  work,  situated  in  a  populous  portion  of  the  town ;  616  tons  do. 
Feldmann  stills  are  now  in  operation  at  four  works  in  tbe  district,  and 
others  are  in  course  of  erection.  One  works  (No.  1542)  is  selected  by  Mr. 
Jackson  for  special  mention.  The  manager  has  erected  a  Simons  or 
Griineberg  still.  The  gas  liquor  is  pumped  up  into  a  tank  large  enough 
to  hold  a  24  hours’  supply,  from  which  it  gravitates  to  the  still,  passing  on 
its  way  through  a  superheater,  whereby  the  waste  heat  from  the 
saturator  is  utilized,  and  delivering  the  water  into  the  still  at  about 
180°  Fahr.  The  saturator  is  of  a  usual  pattern.  The  foul  gases  are 
made  to  pass  through  a  series  of  iron  pipes  air-cooled;  and  the 
sulphuretted  hydrogen  and  carbonic  acid  enter  a  Claus  kiln,  and  pass 
on  into  the  chamber,  where  the  sulphur  is  deposited.  The  residual 
gases,  on  leaving  the  chamber,  go  into  a  vertical  scrubber  packed 
with  limestone  kept  moist  with  water,  where  any  sulphuretted  acid  is 
taken  up,  and  thence  into  an  open  oxide  of  iron  purifier  to  arrest  any 
sulphuretted  hydrogen.  The  rate  of  make  is  equal  to  1  ton  of  sulphate 
of  ammonia  per  day.  The  air  is  carefully  measured.  The  sulphur- 
kiln  has  not  yet  been  emptied.  The  acidity  of  the  exit  gases,  when 
examined,  has  been  found  ITO  grains  of  total  acids  as  sulphur  trioxide  per 
cubic  foot ;  but  sulphuretted  hydrogen  is  always  present  in  distinct 
quantity.  At  another  works,  where  the  Claus  method  is  also  in 
operation  as  far  as  the  ultimate  result  is  concerned — preventing  the 
escape  of  noxious  gases — the  apparatus  has  been  quite  a  success ;  but  as 
regards  the  Claus  process  proper,  the  gases  entering  the  scrubber  and 
leaving  the  chamber  have  possessed  very  variable  and  high  acidities. 
The  experience  of  the  previous  year  was  confirmed — both  sulphuretted 
hydrogen  and  sulphurous  acid  escaping  together.  As  to  the  general 
condition  of  the  sulphate  of  ammonia  apparatus,  it  has  been  maintained 
in  very  fine  order.  At  another  works,  the  Claus  apparatus  has  only 
been  in  work  for  a  short  period,  and  the  plant  is  now  undergoing 
considerable  alteration.  So  far  it  appears  better  to  work  this  process 
with  a  trace  of  sulphurous  acid  at  the  exit,  since  with  the  admission 
of  a  slight  excess  of  air  sulphuretted  hydrogen  is  almost  always  found ; 
thus  keeping  the  sulphuretted  hydrogen  in  alight  excess  it  is  arrested 
in  oxide  of  iron,  whereas  if  sulphurous  acid  escapes  it  is  absorbed  in  the 
alkaline  scrubber,  and  so  sulphur  is  lost.  Mr.  Jackson  thinks  that  a 
little  more  experience  with  the  peculiarities  of  the  process  may  perhaps 
result  in  a  more  approved  form  of  kiln,  whereby  the  curious  point  of 
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sulphuretted  hydrogen  and  sulphurous  acid  escaping  together  in  con¬ 
siderable  quantities  may  be  prevented.  ,  i  /t  *  •  *  r\ 

Coming  to  the  soutli-west  of  England  and  South  Wales  (district  ^o.  C), 
we  find  from  Mr.  Fryer’s  report  that  many  improvements  were  earned  out 
last  year  in  the  plant  connected  with  the  manufacture  of  sulphate  oi 
ammonia.  Particulars  are  given  of  these  alterations.  There  are  01  works 
registered  where  the  manufacture  of  muriate  and  sulphate  of  ammonia  is 
carried  on ;  and  these  produced  about  0500  tons  of  sulphate  during  the  year. 
The  average  of  the  purifiers  in  this  district  shows  that  a2  cubic  feet  of 
oxide  of  iron,  occupying  64  square  feet  of  area,  are  employed  per  ton  ot 
sulphate  made  per  week.  A  continuous  system  of  distillation  is  m  use  at 
some  of  the  works,  while  an  intermittent  system  isemployed  in  others,  ihe 
manufacture  of  sulphate  was  commenced  at  two  works  which  were  pre¬ 
viously  under  inspection  for  other  processes  ;  and  two  new  works  applie 
for  certificates  during  the  year.  One  of  these  is  a  small  works  where  not 
more  than  400  tons  of  coal  are  carbonized  per  annum  ;  and  sulphate  plant 
was  erected  there  by  Mr.  John  J,  Jervis,  Manager  of  the  New  Swindon  uas- 
Works.  A  coke  scrubber  is  made  use  of  instead  of  the  enorm^s  length  ot 
cooling  and  condensing  pipes  usually  considered  necessary.  The  puriner 
merely  consists  of  a  heap  of  oxide  of  iron  ;  and  the  pip©  conveying  the  su  • 
phuretted  hydrogen  is  brought  through  the  centre  of  the  heap  downwards, 
terminating  in  four  radiating  channels  made  by  loose  bricks  covered  with 
an  ordinary  purifier  grid.  This  form  of  purifier,  Mr.  Pryer  says,  is  not 

only  simple  and  inexpensive,  but  performs  its  work  effectively. 

Owing  to  the  ill-health  of  Mr.  Brereton  Todd,  the  Inspector  for  district 
No.  7  (the  south-east  of  England),  he  was  temporarily  relieved  of  a  portion 
of  his  duties;  the  north-eastern  counties  being  given  to  Mr.  P.  N.  button, 
PM.C.,  F.C.S.,  an  Assistant  of  the  Chief  Inspector.  In  the  district  reported 
upon  by  Mr.  Todd,  there  were  last  year  31  sulphate  of  ammonia  works 
registered,  in  which  4219  tons  of  salt  w’ere  made,  ihe  sulphuretted 
hydrogen  which  had  to  be  dealt  with  in  these  works  had  previously  been 
80  mixed  with  vapour  that  there  was  some  difl&culty  in  getting  it  dry 
enough  for  decomposing.  The  coke  column  recommended  in  the  previous 
report  for  retaining  or  condensing  this  vapour  has  been  so  effectual,  that 
Mr.  Todd  thinks  it  will  soon  be  in  general  use.  In  many  of  the  works  it 
has  already  been  adopted.  He  considers  it  is  the  greatest  improvement 
made  since  the  process  came  under  inspection.  There  was  only  one  com¬ 
plaint  last  year,  which  was  investigated  in  August  by  the  Chief  Inspector. 
Although  the  owner  did  not  believe  that  his  works  were  the  cause  of  it, 
Mr.  Todd  felt  convinced  it  w^as  the  result  of  his  men  neglecting  to  keep 
sufficient  fire  during  the  night  for  burning  the  sulphuretted  hydrogen. 
The  owner  has,  therefore,  now  erected  two  large  oxide  purifiers.  During 
the  six  years  that  sulphate  of  ammonia  works  have  been  under  inspection, 
there  have  been  only  two  complaints,  both  being  about  works  in  which 
the  sulphuretted  hydrogen  was  burnt  instead  of  being  decomnosed  in  an 
oxide  purifier.  Particulars  are  given  of  the  methods  employed  for  testing 
the  vapour  and  sulphuretted  hydrogen  generated  during  the  manufacture 
of  sulphate  of  ammonia.  . 

In  the  portion  of  the  district  under  Mr.  Sutton  s  inspection,  there  are 
33  sulphate  of  ammonia  works,  in  which  29,906  tons  of  sulphate  were  pro¬ 
duced  last  year.  Many  important  improvements  were  effected  in  the  plant ; 
and  the  general  condition  of  the  works  is  reported  as  satisfactory ,  although 
alterations  are  required  in  several.  Mr.  Sutton  confesses  that  he  was  not 
able  to  bestow  very  much  attention  on  this  class  of  works  during  the  year, 
owing  to  want  of  time.  But  he  gives  the  following  particulars  as  to  the 
works  he  visited.  The  Claus  sulphur-recovery  process  was  erected,  and  is 
now  being  used  at  one  large  works ;  but  at  present  it  is  not  altogether 
satisfactory  as  regards  the  means  of  absorbing  the  final  gases  escaping 
from  the  depositing  chambers.  It  is  a  great  improvement  upon  the 
former  method  employed  in  dealing  with  the  foul  gases ;  the  output  of 
sulphate  being  large,  and  the  sulphuretted  hydrogen  having  been  formerly 
burnt  in  the  boiler  fire.  Another  large  works  has  since  J  une  been  experi¬ 
menting  in  burning  the  sulphuretted  hydrogen  direct  into  the  vitriol 
chambers,  instead  of  absorbing  it  in  oxide  of  iron,  and  then  burning. 
The  experiment  has  been  so  successful  that  lately  the  whole  amount  of 
sulphuretted  hydrogen  produced  has  been  burnt  into  sulphurous  acid, 
ana  converted  into  sulphuric  acid  direct;  thus  saving  a  considerable 
sum  in  the  cost  of  labour.  As  the  process  has  only  been  working  for 
a  few  mouths,  it  cannot  yet  be  definitely  pronounced  a  permanent  success. 
Another  Claus  plant  is  being  erected  at  a  gas-works  which  is  about  to 
commence  the  manufacture  of  sulphate  of  ammonia  At  one  works  a  new 
and  improved  kiln  has  been  built  for  burning  the  sulphur  gases  from  the 
saturator ;  the  resulting  sulphurous  acid  being  made  to  raise  steam  by 
passing  through  the  flues  of  an  old  Cornish  boiler  before  entering  the 
Glover  tower  on  its  way  to  the  oil  of  vitriol  chambers.  The  absorption 
of  sulphuretted  hydrogen  in  oxide  of  iron  at  some  of  the  works  is 
unsatisfactory,  chiefly  on  account  of  insufficient  cooling  plant;  the  gas 
entering  the  oxide  too  hot,  and  saturated  with  moisture.  Where  coke 
scrubbers  have  been  adopted,  all  such  difficulties  have  been  entirely 
removed.  To  give  an  example  of  the  effect  of  coke  in  reducing  the  tem¬ 
perature  and  moisture  of  gases,  at  one  works,  where  the  cooling  plant 
itself  is  somewhat  small,  an  iron  cylinder  30  feet  high  by  4  feet  in  diameter, 
filled  with'coke,  was  erected.  This  is  unnecessarily  high  ;  it  being  an  old 
disused  piece  of  plant  which  was  made  use  of  for  the  purpose.  The 
gases  are  hot  on  entering  this,  but  perfectly  cold  and  dry  when  leaving  it. 
Each  of  the  two  purifiers  is  9  feet  by  4  feet  by  6  feet  deep,  having  a 
single  bed  of  oxide  6  feet  thick,  which  only  r.  quires  changing  once  in  six 
months;  the  make  of  sulphate  for  that  time  being  20  tons.  No  trace  of 
caking  or  bock  pressure  is  noticeable;  and  the  oxide  is  very  rich  in 
sulphur  on  removal.  Many  of  the  works  still  burn  the  foul  gases 
from  the  saturators;  but  in  five  cases  only  can  they  be  said  to 
be  thoroughly  burnt.  At  two  of  these  works,  the  resulting  sulphurous 
acid  passes  to  the  vitriol  chambers;  at  the  other  three,  a  special 
kiln  is  employed,  having  three  flues  one  above  another.  The  gas 
enters  quite  cold  at  the  bottom  with  an  oxcens  of  air,  and  burns  con¬ 
tinuously;  a  gas-jet  being  so  placed  that  the  sulphuretted  hydrogen 
cannot  fail  to  burn.  The  gas-jet  is  only  a  precaution  which  is  rarely 
needed  ;  for  the  fire-brick  lining  of  the  flue  is  always  at  a  bright  red  heat, 
and  no  escaping  sulphuretted  hydrogen  has  ever  been  noticed.  The 
average  acidity  of  two  of  the  chimneys  connected  with  these  flues  is  1 
grain  and  1'15  grains  as  sulphur  trioxide  per  cubic  foot  of  the  gases.  In 
all  other  cases  the  system  of  burning  the  gases  cannot  be  commended  ; 
and  it  is  to  be  hoped  many  of  these  works  will  daring  next  year  adopt 
the  method  of  arresting  their  sulphuretted  hydrogen  in  oxide  of  iron. 

It  now  only  remaius  to  deal  briefly  with  the  report  on  Scotland,  where, 
as  already  slated,  05  processes  relating  to  the  manufacture  of  sulphate 
and  muriate  of  ammonia  were  under  inspection  last  year;  31, GOB  tons 
of  snlphate  being  made.  In  regard  to  the  gas-liquor  works,  Mr.  W.  S. 
Curphey  (the  co-inspector  with  Dr.  Blatherwick)  stated  that  the  use  of 
the  oxide  of  iron  purifier  is  being  extended ;  and  in  five  works  this 
method  of  dealing  with  the  noxious  gases  was  adopted  duriug  the  year. 
The  number  of  smaller  works  where  burning  of  the  gases  is  still  con- 


*  The  apparatus  here  referred  to  was  described  by  Mr.  Jervis  at  the  mooting  of 
the  South-West  Association  in  March  last  (see  Jochmal,  Vol.  LI.,  p.  653). 


tinued  is  considerable.  The  average  results  of  tests  taken  in  those  cast's 
bIiows  an  acidity  equivalent  to  0*36  grain  of  sulphur  trioxide  |K.*r  cubic 
foot.  This  is  a  low  figure  even  for  coal  smoke,  and  is  attribuUblo  in 
part  to  small  escapes  of  ammonia,  which  in  one  instance  was  observed 
to  entirely  neutralize  the  acidity  of  the  chimney  gases.  Conlinnons 
stills  in  the  larger  works  are  gradually  displacing  the  older  boiler-hke 
form,  in  which  each  charge  is  worked  off  separately.  In  the  (oniier,  the 
production  of  noxious  gases  is  uniform  throughout  the  operation— thus 
lacilitating  their  destruction  ;  in  the  latter,  the  production  of  noxious 
gases  is  very  irregular — the  chief  portion  being  driven  off  in  the  early  part 
of  tlie  distiilatiou.  _ _ 

THE  GAS  AND  CHEMICAL  WORKS  OE  THE  LEICESTER 
CORPORATION. 

Last  Thursday  wetk,  on  the  invitation  of  tlie  Cliairman  of  Uie  Gas  Com¬ 
mittee  of  the  Leicester  Corporation  (Alderman  E.  Wood),  the  memhers 
of  the  Town  Council  and  a  number  of  other  Kcntleinen  insperted  the 
extensions  now  in  progress  at  the  Aylestone  Road  gas-works,  and 
the  chemical-works,  of  the  Corporation.  The  party  were  accompanied  hy 
the  Gas  Engineer  (Mr.  A.  Colson,  Assoc.  M.  Inst.  C.E.).  In  connection 
with  a  notice  of  this  visit,  one  of  the  local  papers  gave  the  following  par¬ 
ticulars  as  to  the  works ; —  „  .  ,  .  j  . 

The  determination  to  enlarge  the  Aylestone  Road  works,  in  order  to 
place  the  Gas  Committee  in  a  position  to  meet  the  anticiiiated  demand 
tor  gas,  was  come  to  by  the  Town  Council,  on  the  Committee's  advice,  in 
the  early  part  of  last  year.  In  a  report  submitted  by  Mr.  Colson,  it 
was  shown  that  the  maximum  daily  consumption  of  gas  had  increased 
from  3,620,000  cubic  feet  in  1883  to  4,947,000  cubic  feet  in  1887,  and  that 
the  existing  works,  both  at  Belgrave  Gate  and  Aylestone  Road,  should  not 
be  relied  ui)on  to  maintain  the  supply  beyond  the  winter  of  1889  and  1890. 
The  Committee  were  authorized  to  erect  at  Aylestone  Road,  according  to 
plans  submitted  by  the  Engineer,  a  second  section  of  the  works,  which, 
when  completed,  will  be  capable  of  manufacturing  an  I  delivering  an 
additional  4J  million  cubic  feet  of  gas  per  day.  The  estimated  cost  of 
the  works  is  fl50,000.  But  it  is  neither  necessary,  nor  is  it  the  intention 
of  the  Committee,  to  spend  at  present  more  than  T  100,000,  as  with  this 
expenditure  the  works  can  be  made  capable  of  meeting  the  demand  mr 
gas  for  five  or  six  years,  after  which  the  remaining  A'oO.OOO  will  be 
expended  to  complete  the  works  as  the  consuiuplion  of  gas  increases. 
The  works  (with  which  good  progress  has  been  made)  have  been  designed 
with  the  view  to  the  utmost  economy  of  labour  in  working.  The  whole 
of  the  retorts  will  be  placed  in  one  house— a  stage  house— measuring 
internally  368  feet  long  and  80  feet  wide;  and  when  finished  it  will 
be  43  feet  from  floor-line  to  roof.  At  present  the  building  is  only  about  2.6 
feet  high  ;  but  Mr.  Colson  anticipates  having  it  roofed  in  before  ChristniM. 
The  house  will  contain  240  retorts,  each  22  feet  long,  all  of  which  will  be 
heated  hy  regenerator  furnaces,  and  will  be  capable  of  carbonizing  400 
tonsot  coal  per  day,  equal  to  a  make  of  about  4i  million  cubic  feet  of  gas. 
On  eitlier  side  of  the  retort-house  are  coal-stores,  .60  feet  wide,  running  the 
entire  length  of  the  house.  The  coal  will  be  delivered  direct  into  the 
stores  by  overhead  railways,  and  deposited  in  front  of  the  retorts  through 
suitable  openings  in  tlie  division  walls  between  the  retort-honse  and  coal- 
stores.  In  designing  the  retort-house,  care  has  been  taken  to  make  it  suit¬ 
able  for  any  kind  of  stoking  machinery  it  may  hereafter  be  advisable  to 
adopt.  In  the  spacious  coke-yards  on  either  side  of  the  house,  railway 
sidings  have  been  laid  down,  and  waggon-docks  constructed  for  the  oou- 
venience  of  loading  coke  opposite  ;  and  within  a  short  distance  of  the  retort- 
house  will  stand  a  fine  block  ot  buildings,  consisting  of  boiler  and  engine 
rooms,  fitting  and  carpenters’  shops,  smithy,  foreman’s  office,  workmen's 
wash-house,  baths,  and  mess-room ;  also  (with  a  separate  entrance)  a  good 
reading-room.  At  present  only  the  foundations  of  this  block  are  in. 
Nothing,  as  yet,  has  been  done  towards  the  erection  of  either  condensers, 
washers  and  scrubbers,  engines  and  boilers,  or  purifying  plant.  The 
erection  of  the  latter  the  Committee  will  defer  as  long  as  possible,  in 
order  to  see  the  results  of  various  exiieriments  now  being  made  in  different 
parts  of  the  country  with  the  object  of  the  more  complete  elimination 
of  the  sulphur  compounds.  Some  of  the  experiments  have  proved  so  far 
successful  that  the  Committee  are  sanguine  of  being  able  to  supply  gas 
from  their  new  works,  when  completed,  of  far  greater  purity  than  has 
liitherlo  been  done,  either  here  or  elsewhere,  and  this  by  processes  that 
will  not  create  any  nuisance  whatever.  Two  gasholder  tanks  are  prac¬ 
tically  finished.  They  are  200  feet  in  diameter  and  38  feet  deep,  and  are 
built  of  brick  and  stone,  concrete  and  puddle.  The  holders  will  each  contain 
2i  million  cubic  feet  of  gas.  The  Committee  expect  to  have  the  works 
ready  for  making  gas  in  the  early  part  of  the  year  1890;  but  one  holder 
will  be  completed  by  next  summer.  The  total  productive  capacity  of 
the  Aylestone  Hoad  works  when  the  present  extensions  are  completed 
will  be  a  little  over  7  million  cubic  feet  per  day. 

The  chemical-works,  the  erection  of  which  was  commenced  in  1885, 
were  completed  last  year.  They  are  placed  at  the  back  of  the  gas-works,  at 
the  extreme  end  of  the  laud  belonging  to  the  Gas  Committee,  and  abut 
upon  the  River  Soar.  The  object  of  so  (ilacing  them  was  not  only  hi 
secure  good  river  frontage,  but  also  to  locate  the  works  as  far  as  possible 
from  all  dwellings.  Here  the  ammouiacal  liquor  is  worked  up  into  sul¬ 
phate  of  ammonia  and  sulphur;  while  the  tar,  crude  naphtha,  heavy 
naphtha,  light  oil,  carbolic  acid,  creosote,  green  oil,  autliracene,  naphtha¬ 
lene,  and  pitch  are  produced.  Tlie  best  modern  appliances  have  been  pro¬ 
vided,  and  the  most  approved  methods  are  adopted  in  the  manufacture 
ot  these  products  ;  and  ao  carefully  are  the  various  operations  carried  on 
that  practically  no  iiuisanco  whaUwor  arises  therefrom.  In  the  centre  of 
the  works  is  a  small  plot  of  ground,  cultivated,  with  the  object  of  aacer. 
taiuiug  whether  anything  is  given  off  in  the  manufacturing  prooesaea  in 
any  way  detrimental  to  vegetation.  Hero  are  to  be  aeon  growing  in  aa 
healthy  and  llourishing  a  oondiliou  os  in  any  country  garden  a  variety  of 
flowers  and  vegetables.  The  total  cost  of  the  works  was  a  htllo  h-aa  than 
i;20.000,  which  sum  included  the  widening  of  the  River  Soar  and  the  con¬ 
struction  of  wharvea  and  a  railway  siding.  The  works  have  been  viiit4-d 
by  many  deputations  from  all  parla  of  the  ooutilry,  and  are  considered  to 
be  quite  model  works  and  aocoud  to  none.  The  cneraical  manufactory  at 
the  old  works  at  Belgrave  Gate  has,  siiioo  the  opi-niugof  the  now  one,  been 
entirely  abandoned  and  diamantled. 

After  the  inspection,  the  party  took  luncheon  in  a  marque  erected 
on  a  field  adjoining  the  chemical  works.  Alderman  Wood  presidi'd,  and, 
in  responding  to  the  toast  of  "  The  Health  of  the  Chairman  and  Moinbera 
of  the  Gas  Committee,"  said  the  oousumption  of  gas  in  Uie  borough  during 
last  year  was  a  little  more  than  900  million  cubic  fiH»l,  and  their  present 
rate  of  progress  would  bring  them  up  to  nearly  1000  millions  this  year;  ao 
that  the  Gaa  Committee  wore  not  behind  in  their  duly  when  they  rec.-ni- 
mendod  the  extension  of  the  works  they  had  soon  that  day.  The  progress 
of  the  gas-works  had  been  a  fortunate  thing  for  the  borough.  Siiioe 
the  Corporation  had  awjuired  the  works,  the  price  of  the  gas  had 
reduced  from  2a.  lOd.  in  the  Iwrough  and  3a.  4u.  in  the  outlying  distnota, 
to  2s.  4d.  in  the  borough  and  2s.  lid.  outside'  and  this  meant  an  annu^ 

I  reduction  of  t‘18,000  to  the  custoinemof  gas.  In  addition  to  this  although 
I  they  gave  i:'200,000  premium  for  the  works,  they  had  oontributed  £100,000 
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in  a  period  of  9J  years  to  the  reduction  of  the  rates,  had  accumulated  a 
reserve  and  renewal  fund  amounting  to  nearly  ^£20,000,  and  paid  off 
it‘35,000  of  the  capital.  He  asked  those  present  to  judge  whether  the 
character  and  stability  of  the  works  had  not  been  fully  maintained  while 
this  was  being  done.  Nor  had  it  been  efiected  at  the  expense  of  the  men 
employed  by  the  Gas  Department.  The  wages  of  the  men  in  1821  were 
IGs.  a  week ;  last  year  they  averaged  298.  a  week,  independent  of  the 
officials.  So  that  fair  attention  was  paid  to  the  remuneration  of  those 
who  “  bore  the  burden  and  heat  of  the  day.”  Alderman  Wood  then  re¬ 
ferred  to  the  change  in  the  management  which  took  place  a  few  years  ago. 
He  was  gratified  to  say  that  not  a  single  member  of  the  Committee,  so  far 
as  he  knew,  had  any  cause  to  regret  the  appointment  of  their  present 
Engineer.  Mr.  Colson  had  devoted  himself  as  far  as  possible  to  labour- 
saving  appliances ;  and  by  one  alteration  alone  saved  his  salary  twice  over 
every  year.  He  paid  special  attention  to  the  chemical  works,  and  pre¬ 
pared  plans  and  recommended  them  to  the  Committee.  They  were 
adopted  and  carried  out  without  a  single  penny  for  “  extras,”  or  a  single 
accident;  and  the  present  extension  of  the  works,  involving  an  outlay  of 
something  like  ^6150,000,  was  being  done  entirely  under  the  superinten¬ 
dence  of  their  Engineer.  He  thought  they  would  feel,  therefore,  that  the 
greatest  possible  credit  was  due  to  Mr.  Colson.  He  was  there  early  and 
late ;  and  the  credit  of  the  success  of  the  department  was  largely  due 
to  the  industry  and  ability  of  their  Engineer. 


ARBROATH  GAS  CORPORATION. 

The  Past  Year's  Working. — Proposed  Extension  op  the  Works. 

The  Annual  Meeting  of  the  Arbroath  Gas  Corporation  was  held  last 
Thursday — Provost  Anderson  in  the  ohair.  The  accounts  for  the  year 
ending  the  31st  of  May  last,  with  the  Auditor’s  report  thereon,  were  sub¬ 
mitted.  From  the  abstract  of  the  accounts  it  appeared  that  the  revenue 
from  gas  during  the  year  was  £8341  15s.  2d. ;  from  gas  meters,  £281  5s.  lOd. ; 
tar  sold,  £362  2s.  9d. ;  cinders  sold,  £49  9s.  3d.  Except  on  meters,  there 
was  an  increase  on  all  these  items.  On  the  year’s  working  there  was  a 
surplus  of  £180  28.  2d,  as  against  a  surplus  of  £41  18s.  6d.  last  year. 

Mr.  Cargill,  Convener  of  the  Finance  Committee,  said  the  accounts 
showed  a  saving  during  the  year  on  materials  of  £44  17s.  3d.,  on  the  retort 
account  of  £59  4s.  3d.,  and  on  the  meter  account  of  £24  19s.  2d.  In  the 
pipe  account  there  was  an  increase  of  £30  14s.  2d.,  explainable  by 
additional  mains  having  been  laid  down  in  new  streets  and  renewals. 
Salaries  and  wages  showed  an  increase  of  £71  12s.  8d.  The  explanation 
given  of  this  by  the  Manager  (Mr.  R.  S.  Carlow)  was  that  had  there  been 
more  work  done  in  connection  with  the  retorts,  and  the  wages  paid  for  this 
work  should  have  been  debited  to  the  retort  account,  instead  of  to  the 
general  wages  account.  On  rates  and  taxes  there  was  an  increase  of 
£23  9s.  Id.  The  interest  account  had  decreased  £12  lOs.  9d,  owing  to 
certain  annuities  having  been  paid  off.  A  sum  of  £200  had  been  charged 
for  repairs  during  the  year;  £85  2s.  lid.  had  been  credited 
to  the  account  for  consumers’  share  of  profits ;  and  there  was  in  addition 
£64  3s.  7d.  of  previous  balances  at  the  credit  of  that  account.  The  total 
revenue  for  the  year  was  £8623  Is. ;  being  an  increase  of  £406  15s.  5d.  on  the 

Erevious  year.  This  large  increase  was  accounted  for  by  there  having 
een  no  rebate  allowed ,  and  also  by  there  having  been  paid  close  on  £200  for 
the  increased  quantity  of  gas  consumed  in  the  street  lamps.  Mr.  Carlow’s 
estimate  for  the  latter  had  proved  to  be  correct.  The  result  of  the  whole 
transactions  was  a  credit  balance  of  £180  2s.  2d.,  one-half  of  which  went 
to  the  Town  Council  lor  public  improvements,  and  the  other  half  to  the 
credit  of  the  Gas  Commission  and  to  the  consumers  by  way  of  rebate. 
The  property  account  had  increased  by  £172  3s.  5d.,  and  now  stood  at 
£10,817  6s.  9d.  Upon  the  whole,  he  considered  the  year’s  account  very 
satisfactory.  Turning  to  the  estimates  for  next  year,  he  found  that  they 
showed  a  credit  balance  in  favour  of  the  Corporation  of  £225,  which 
would  have  been  increased  by  £200  had  they  not  deemed  it  advisable  to 
credit  the  sinking  fund  with  £400  instead  of  £200,  in  view  of  the  surplus 
anticipated  for  the  current  year,  and  the  largely  increased  expenditure 
on  the  proposed  extension  of  the  works.  The  estimates  were  less  upon 
the  whole,  especially  on  the  items  of  coal  and  lime ;  the  saving  on  which 
alone  would  be  about  £300.  In  conclusion,  he  formally  moved  the  approval 
of  the  report. 

Bailie  Keith  seconded  the  motion,  and  it  was  adopted. 

The  estimates  for  the  ensuing  year  were  approved  of ;  and,  on  the  re¬ 
commendation  of  the  Committee  of  Management,  it  was  agreed  to  fix  the 
price  of  gas  at  4s.  3d.  per  1000  cubic  feet  (being  the  same  as  last  year), 
and  to  allow  a  rebate  of  Id.  per  1000  cubic  feet  to  consumers,  which  would 
leave  a  balance  of  £11  12s.  8d.  at  the  credit  of  this  account. 

The  Clerk  (Mr.  D.  Chapel)  read  the  report  of  Mr.  R.  Mitchell,  Engineer 
of  the  Edinburgh  Gas  Company,  who  had  been  requested  by  the  Corpora¬ 
tion  to  inspect  the  works,  and  give  his  views  on  the  report  of  the  Sub- 
Committee  respecting  the  proposed  extension  of  the  works  at  a  cost  of 
about  £7000.  Mr.  Mitchell  stated  that  he  had  visited  Arbroath  on  three 
occasions,  and  had  very  carefully  examined  the  gas-works  and  adjoining 
property  of  the  Commission,  and  was  in  a  position  to  consider  fully  the 
recommendations  of  the  Sub-Committee  for  rendering  the  works  more 
efficient;  thereby  increasing  the  productive  power,  so  as  to  meet  the 
requirements  of  the  town  for  a  considerable  number  of  years.  In  taking 
up  the  remit,  he  would  for  convenience  sake  follow  the  whole  question  in 
the  order  dealt  with  by  the  Sub-Committee.  First  as  the  erection  of  new 
works.  Had  the  present  works  of  the  Commission  been  in  a  dilapidated 
condition,  whereby  a  large  outlay  for  renewal  would  have  been  required 
in  a  few  years  he  would  have  recommended,  without  hesitation,  that  such 
expenditure  should  be  laid  out  upon  a  new  site  ;  and  no  piece  of  ground 
was  better  adapted  than  the  town  land  or  that  adjoining,  where  a  connec¬ 
tion  with  the  railway  could  be  easily  formed,  thereby  saving  all  cartages, 
and  having  additional  advantages  in  disposing  of  the  refuse.  The  residual 
products,  too,  could  either  be  sent  off  by  rail,  or  manufactured  on  the 
spot.  A  better  supply  of  gas  to  the  low-lying  part  of  the  town  could 
also  be  satisfactorily  secured  with  a  smaller  initial  pressure  at  the 
works.  Notwithstanding  all  these  advantages,  however,  it  did  not 
appear  to  him  that  such  an  expenditure  at  the  present  time  would 
be  either  judicious  or  prudent,  owing  to  the  high  state  of  efficiency  of  the 
present  works.  Next  as  to  regenerative  furnaces.  He  considered  that  for 
works  like  those  of  the  Arbroath  Corporation,  the  setting  of  eight  retorts 
recommended  by  the  Sub-Committee  would  be  quite  unsuitable.  No  matter 
what  overlapping,  with  smaller  settings,  might  be  made,  they  could  not 
possibly  work  the  setting  in  the  same  continuous  manner  as  could  be  done 
with  a  setting  of  five  retorts.  As  to  additional  storeage,  he  agreed  with 
the  recommendation  of  the  Committee  that  a  new  gasholder  and  tank 
should  be  constructed  on  the  vacant  piece  of  ground  adjoining  the  present 
large  holder,  and  that  provision  should  be  made  in  its  construction  for  its 
being  telescoped  at  any  future  time  if  found  necessary.  He  also  agreed  with 
the  Committee  as  to  the  desirability  of  having  additional  purifying  space. 
Not  only  were  the  present  purifiers  in  a  dilapidated  condition,  but  they 
presented  too  small  an  area  for  the  quantity  of  gas  requiring  to  be  passed. 
He  considered  the  estimate  of  saving  given  by  the  Manager  in  the  event 
of  new  purifiers  being  erected  very  moderate  indeed,  and  should  be  inclined 


to  say  that  the  saving  would  not  be  less  than  £100  per  annum.  He  agreed 
with  the  Manager  and  the  Sub-Committoe  in  their  proposal  to  lay  an 
independent  main  direct  from  the  works  to  the  lowest  parts  of  the  town  ; 
and  recommended  that  it  should  be  proceeded  with  at  the  earliest  con¬ 
venience  of  the  Commission.  In  conclusion,  Mr.  Mitchell  stated  that  the 
arrangements  made  by  the  Commission  for  financing  the  cost  of  the  exten¬ 
sions  were  to  his  mind  thoroughly  satisfactory.  The  Committee  of 
Management  recommended  (with  one  dissentient)  that  the  Corporation 
should  adopt  the  Sub-Committee’s  report  as  qualified  by  Mr.  Mitchell’s  re¬ 
port,  with  the  exception  that  the  suggestion  of  the  latter  in  regard  to  the 
setting  of  the  retorts  be  not  adopted ;  and  that,  as  recommended  by  the 
Sub-Committee,  eight  retorts  should  be  put  in  one  oven,  and  that  the  final 
decision  as  to  the  proposed  extension  of  the  works  should  be  deferred  one 
month  to  allow  of  further  consideration  of  the  matter.  After  some  con¬ 
versation,  the  Committee’s  recommendation  was  adopted. 


THE  ROCHDALE  GAS  COMMITTEE  AND  THEIR  GAS 

MANAGER. 

Mr.  Bray’s  Charges  against  the  Council  of  The  Gas  Institute. 

At  the  last  Meeting  of  the  Rochdale  Town  Council— the  Mayor  (Mr. 
J.  E.  Petrie)  presiding — the  Gas  Committee  presented  the  following  reso¬ 
lution  “  The  Committee,  having  listened  to  Mr.  Ball’s  explanation  of  his 
connection  with  The  Gas  Institute,  and  of  his  share  in  the  doings  of  the 
Council  of  that  Institute  with  regard  to  the  matters  published  by  Mr. 
George  Bray  in  pamphlet  form,  and  distributed  to  members  of  this  Cor¬ 
poration,  resolved  that  the  Committee  are  perfectly  satisfied  with  the 
explanation  of  Mr.  Ball.” 

Alderman  Petrie,  in  answer  to  a  request  for  further  information, 
explained  the  origin  of  the  difierence  between  Mr.  Bray  and  the 
Council  of  The  Gas  Institute,  and  pointed  out  that  it  was  four!  years 
after  the  Crystal  Palace  Exhibition  when  Mr.  Ball  was  elected  a  member 
of  the  Council.  All  he  had  had  to  do  in  the  matter  was  voting 
against  Mr.  Bray’s  proposal  to  appoint  a  Committee  of  investigation.  It 
was  a  matter  of  opinion  on  Mr.  Ball’s  part;  and  the  Committee  could 
not  find  fault  with  him  in  voting  according  to  his  judgrnent.  At  any 
rate  they  saw  no  connection  between  anything  he  had  done  there 
and’his  work  as  the  Manager  of  the  Rochdale  Gas-Works;  and,  having 
this  view  of  it,  the  Committee  were  perfectly  unanimous  in  saying  that 
Mr.  Ball’s  explanation  was  satisfactory.  ..  .  i 

Mr.  Sharp  asked  if  the  Corporation  subscribed  anything  to  the  Crystal 

Palace  Exhibition.  ,  t>  n  j. 

Mr.  Handley  :  Do  the  Committee  intend  to  ask  Mr.  Ball  to  withdraw 

from  the  Institute  ?  ,  ^  -mt  tt 

Alderman  Petrie:  He  is  no  longer  on  the  C9unoil.  Mr  Handley 
wishes  to  know  if  we  asked,  or  did  we  think  of  asking,  Mr.  Ball  to  retire 
from  the  Institute  on  account  of  what  he  has  done.  [Mr. 'Topper.  Or 
what  other  people  have  done.]  Certainly  not.  As  to  Mr.  Sharp  s  question, 
I  am  not  aware  that  we  subscribed  a  shilling  to  the  exhibition.  _ 

Mr.  Handley  said  he  had  carefully  read  through  Mr.  Bray  s  pamphlet , 
and  as  that  had  now  become  public  property,  the  Council  ought  to  make 
some  inquiry  as  to  the  truth  of  the  allegations  made.  He  thought 

very  highly  of  Mr.  Ball  as  a  Gas  Manager  ;  and  he  believed  that  Mr.  Ball 
would  see  it  to  his  credit  and  advantage  in  every  way  to  withdraw  from 

the  management  of  the  Institute.  j  .v.-  „ 

Mr.  Watson  did  not  think  the  Council  had  anything  to  do  with  the 
personal  dispute  between  Mr.  Bray  and  any  members  of  The  Gas  Insti¬ 
tute.  He  objected  to  the  Council  entering  into  the  matter  considering 
that  Mr.  Ball  did  not  go  on  the  Council  till  four  years  after  the  exhi 
bition,  and  that  he  was  not  now  connected  with  the  management  of  the 

^“Mr'w.LoZ^s'Iidhe  was  not  completely  satisfied  with  the  rport  of 
fhft  Pnmmittfie'a  investigation.  He  did  not  consider  the  Council  should 
enter  into  the  matter  of®  he  dispute  between  Mr.  Bray  and  the  members 
of  The  Gas  Institute;  but  he  certainly  thought  therewas  room  for  farther 
expla^Uon  as  to  the  position  which  Mr.  Ball  occupied  in  re  ation  to  t  e 
Institute.  He  thought  the  Committee  might  perhaps  investigate  a  little 
further,  and  place  the  ratepayers  in  a  better  position  to  judge  of  the 

“Mr!  Kershaw  remarked  that  they  could  f  Vv^" 

by  hearing  both  sides ;  and  this  would  mean  great  expense  Even  if  they 
did  that,  he  thought  they  would  get  no  nearer  in  the  end.  He  did  not  think 
Mr.  Ball  was  to  blame  for  anything  he  had  done.  v,.. 

Alderman  Littlewood  said  that  at  the  last  meeting  of  the  Council  he 
voted  against  the  proposed  increase  in  Mr.  Ball’s  salary,  not  because  he 
objected  to  it  per  £,  but  on  the  broad  ground  that  it  was  inadvisable  to 
increase  the  salary  of  any  public  servant  who  was  under  the  shadow  of, 
uS!t  bt  a  ffistont  imputation.  He  was  sorry  the  explanation  now 
Eiven®could  not  be  furnished  at  the  last  meeting,  as  he  could  then  have 
supported  the  proposal  to  increase  Mr.  Ball’s  salary.  As  the  Chairman  of 
the  Gas  Committee  had  said,  the  Council  had  nothing  to  do  with  the 
dispute  between  Mr.  Bray  and  the  members  of  The  Gas  Institute,  against 
wh^m  he  rnTde  certain  ch^arges.  All  they  were 

of  the  Council,  was  Mr.  Ball.  It  appeared  that  his  transactions  naa 
simply  Len  that,  on  the  Council,  he 

whose  conduct  Mr.  Bray  wanted  an  inquiry.  He  th^ouglit  it  was  quite 
probable  any  of  them  would  have  done  The 

Lction  with  Mr.  Ball  in  the  pamphlet  was  that  Mr.  Bray  leveled  ge^ral 
chariiea  of  venality  and  corruption  against  certain  people.  He  did  not 
Charges  01  venaiiY  a  onv  shape  or  form  connected  with  those  charges 

-Vn  Bray  specified  no  one  as  K 

«ui?  li  to  in»oo.nt  oI  .ometb.og  wb.oh  w.  not 

'’‘‘SSS' “Mul’raioia  th.l,.It«,  lie.riiig  Mt.  Buir.  Btotemonl  he  Ml 

.Ml  h.  ..  ohoo  m.v.a  that  th. 

ruis  £re'Smih?s.r,rw  or£h...t.r  j  ho  h.d  b..„ « th,  co„- 

“'Mr'/r'cHS™  oaid  that,  haoiog  been  a  momb.to!  the  Ba.  0»«Mttee 
for  several  years,  he  had  come  much  in  contact  with  Mr.  Ball ,  and  when¬ 
ever  Mr.  Bray’s  name  had  been  mentioned,  he  never  remembered  Mr.Ball 
saying  a  word  derogatory  to  his  character  or  m  depreciation  of  his  bur¬ 
ners  ^EvenMr.  Bray  made  some  “  honourable  exceptions  in  levelling 
his  charges ;  and  he  (Mr.  Cheetham)  thought  Mr.  Ball  was  more  sinned 

against  than  sinning.  ^  .  u  o.  j 

Mr  Robinson  said  he  believed  Mr.  Ball  to  be  an  honest  man ;  and 
another  opinion  he  had  formed  was  that  Mr.  Bray  was  a  disappointed 

man,  and  was  making  indiscriminate  charges.  ^ 

The  Mayor  said  he  had  received  a  letter  from  Mr.  George  Bray  in 
reference  to  the  remarks  he  had  made  about  that  gentleman’s  pamphlet 
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Hr(tle‘Vi'yor)TnhesUatiiT/  exyessed  his  .regret  that  1;^  P"t  a 
construction  on  the  matter  which  Mr.  Bray  said  was  not  a  correct  one. 

The  Gas  Committee’s  minutes  were  then  passed. 

pprv.NT  SAIiES  OF  SHARES. 

On  Tneadny  Inst,  Me..™.  Edwin  Foi  end  Bou.field  .old  ** 

S‘r.b’'.i:tTpS.'n%K^n^ 

fs  tot®  oSKd  SV  p.rt  «•  ;  K'”?:*,? •o'l'tr  “  " 

IS'  ^d  C=“S«  dlS»d'oJ 

wb“i  Z.  he  r.™  ol  il2  2..  Cd.  P.' ■jS.’eLd  l"  « 
Three  at  £855;  three  at  i;354;  one  at  £J53;  three  at  ^2 ,  and  ten 
i-360.  The  total  amount  produced  by  the  portion  rr^ 

was  i'22,.530 ;  and  by  the  new  abares,  i7036— making  together  i29j6  ^ 

As  will  be  seen  by  the  above  flpires,  the  9bth  parts  of  a  Kmg  s  share 
fetched  fairly  uniform  prices,  although  the  bidding  for  tliem  was  very 
inert.  The  succeeding  lots-the  130th  parte  of  a  share— e.xpenenced  a 
serious  drop  from  £7C^  to  JEOiO ;  while  the  offers  for  the  new  shares  were 

'’’^Mesws.  *S^e,  Haddock,  and  Carpenter,  of  Croydon,  ^ 

Thursday,  of  15  fully  paid-up  shares  in  the  Mitcham  and 
Company,  on  which  10  per  cent,  dividends  had  been  paid,  at  i20  6b. 

per  snare,  and  of  7  similar  shares  at  i:21  each.  j  „  „  mimhar  of 

At  the  Eoyal  Hotel,  West  Hartlepool,  last  Wednesday,  »  number  of 
shares  in  the  Hartlepool  Gas  and  Water  Company  w-ere  sold  by  public 
auction  by  Mr.  Hunter.  There  was  a  numerous  attendance,  which 
included  the  Chairman  and  several  Directors  of  the  Company,  and  the 
bidding  was  spirited.  There  were  Cl  shares,  each  of  £5  ^ 

“  A,"  “  B  ’’  and  "  C  ”  classes,  and  these  sold  for  pri^s  ^  ..  ri^ 

£7  lOs.  to  i;7  13s.  apiece;  and  47  £10  shares  in  the  ‘'2^4  lOg 

new  classes.  In  these  classes,  the  paid-up  shares  sold  for  £14  lls.,  £14  izs., 
and  £14  13s.  6d.  each ;  whilst  those  on  which  £9  only  had  been  paid  went 
for  £13  14s. 

THE  ELECTRIC  LIGHTING  EXPERIMENT  AT  LEAMINGTON. 

At  the  Meeting  of  the  Leamington  Town  Co““oif 
the  Watch  Committee  reported  that  the  Midland  Electric  Light  and 
Power  Company  had  applied  for  permission  to  erect  four  arc  lamps  on  the 
Town  Hall;  and  recommended  that  the  same  be  granted,  on  condition 
that  the  lights  were  placed  at  a  distance  of  not  more  than  30  feet  ^orn  the 
ground.  In  moving  the  adoption  of  the  report,  Alderman  Wackrill 
explained  that  in  the  first  instance  the  wish  of  the  Company  was  to  place 
these  lights  in  the  clock  tower,  at  an  altitude  of  100  feet.  Dr.  Eardley 
Wilmot  inquired  if  the  application  of  the  Company  to  introduce  the  arc 
light  was  not  practically  an  admission  on  their  part  that  the  incandescent 
light  nowin  use  was  a  failure;  also,  if  it  was  not  a  fact  that  the  latter 
lamps  were  becoming  worse  every  day,  and  what  steps  were  being  taken  to 
bring  the  light  up  to  the  requisite  standard.  Alderman  Wackrill  denied 
that  the  application  of  the  Company  in  any  way  implied  that  the  present 
lighting  was  a  failure.  With  regard  to  the  experiments  in  connection  with 
the  electric  lighting  scheme,  he  said  they  would  be  continued  as  long  as 
they  were  found  to  serve  a  useful  purpose.  Mr.  Crowther  Davies  pro¬ 
nounced  the  incandescent  light  a  miserable  failure,  and  said  the  state  of 
things  which  led  him  two  months  ago  to  move  that  notice  be  given  to  the 
Company  to  terminate  the  contract  had  been  aggravated.  He  thought  the 
Company  had  failed  to  light  the  town  in  a  satisfactory  manner.  H  they 
cranted  the  Company  permission  to  place  on  the  Town  Hall  arc  lights 
each  of  2000-candle  power,  the  hrilliancy  of  these  lights  would  n^ke  the 
incandescent  lights  in  the  streets  look  like  farthing  rushlights.  He  held 
that  the  Council  ought  not  to  continue  paying  £400  a  year  for  the  present 
unsatisfactory  system  of  lighting  the  Parade.  Mr.  Bright  said  that,  though 
the  incandescent  light  had  not  been  sufficient  for  street  purposes,  it  was 
an  admirable  illuminant  indoors.  He  was  in  favour  of  the  introduction  of 
the  arc  light,  as  it  would  be  one  way  of  overcoming  the  failures  of  the  past. 
Mr.  Barter  White  feared  that  an  attempt  to  light  the  Parade  with  the  arc 
hght  would  neither  be  economical  nor  satisfactory.  After  further  dis 
cussion,  the  voting  was  taken,  and  the  report  adopted  by  a  majority  of  one. 

METROPOLIS  WATER  SUPPLY. 

According  to  the  returns  furnished  to  the  Registrar-General  by  the 
London  Water  Companies,  the  average  quantity  of  water  supplied  daily 
to  the  Metropolis  in  the  past  month  was  176,570,123  gallons,  as  a^^inst 
179,678.401  gallons  in  the  corresponding  month  of  1887.  The  number  of 
houses  served  last  month  was  739,262,  or  at  the  rate  of  237  gallons  per 
house,  and  80 -I  gallons  per  head  of  the  population.  In  June,  1^7,  the 
number  of  bouses  was  720,198;  and  the  quantity  of  water  allowed  lor  each 
person,  31'7  gallons.  Of  the  entire  bulk  of  water  supplied  l^t  month, 
87,971,114  gallons  were  drawn  from  the  Tuames,  and  87,699,009  gallons 
from  the  Lea  and  other  sources.  . 

Dr.  E.  Frankland,  in  the  course  of  his  report  to  the  Registrar -General 
on  the  quality  of  the  Metropolitan  Water  Supply  last  mouth,  makes  the 
following  remarks  "  The  Thames  water  sent  out  by  the  Chel^a,  West 
Middlesex,  Southwark,  Grand  Junction,  and  Lambeth  Companies  again 
exliibited  a  further  reduction  in  the  proportion  of  contained  organic 
matter,  which  was  unusually  small  in  all  the  samples  examined.  All  the 
samples  were  clear  and  bright.  Of  the  water  principally  drawn  from  the 
Lea,  that  distributed  by  the  New  River  Company  contained  less,  and  that 
by  the  East  London  Company  slightly  more,  organic  matter  than  the 
Thames  supplies.  Both  samples  were  clear  and  bright.  The  deep-well 
water  pumped  by  the  Kent  Company  and  by  the  Tottenham  Local  Board 
ol  Health  conUiued,  as  usual,  only  a  very  small  proportion  ol  organic 
matter;  while  in  the  sample  of  the  Colne  Valley  Company  s  supply^^  the 
organic  matter  was  distinctly  in  excess  of  the  average  lor  this  water. 

Increased  Storeaoe  for  Clitherob. — The  Clitheroe  Town  Council  have 
&cc6pted  a  tender  of  MesBrs.  Ashmore,  Benson,  Pease,  and  Co.,  Limited, 
for  the  erection  of  a  two-lilt  telescopic  gasholder,  at  a  cost  of  £1714. 

Reductions  in  Price. — The  Directors  ol  the  Jsle  of  Thatust  Gas  Com¬ 
pany  have  given  notice  that,  as  from  the  80th  ult.,  the  price  of  gas  to 
private  consumers  will  be  reduced  from  Bs.  3d.  to  3b.  Id.  per  1000  cubic 
feet,  also  the  charge  for  meters ;  and  every  facility  will  be  afforded  to 
those  who  are  desirous  ol  consuming  gas,  whether  for  lighting,  cooking, 

or  heating  purposes. - At  their  meeting  last  Thursday,  the  Ileywo^ 

Town  Council  decided  to  reduce  the  price  of  gas  from  Is.  2d.  to  48.  per  1000 
cubic  feet,  with  the  present  discounts. 


TARAPACA  WATER-WORKS  COMPANY,  LIMITED. 

The  Statutory  Meeting  of  this  Company  was  held  iMt  luesday,  at  the 
Cannon  Street  Hotel,  E.C.— Mr.  R.  H.mivev  in  the  chair. 

The  notice  convening  the  meeting  having  been  read. 

The  Chairman  said  that,  as  the  shareholders  knew,  the  meeting  was 
held  in  order  to  carry  out  the  requiremente  of  the  nm 

Companies  Act.  Of  course,  they  would  scarcely  expect  ^  P,™' 

gress  had  been  made  up  to  the  nrosent  time.  However,  ‘•/‘O?  f 
Feport  from  the  Engineer  (Mr.  W.  R.  Conland)  which  would  be  read, 
so^that  they  might  form  an  idea  as  to  how  far  the  works  had  progressiM. 

He  might  mention  that  they  had  received  a  cablegram  from  Iquiquo, 
which  told  them  how  the  Arica  and  Proveedora  water  business  was 
working  which  they  took  over  from  Colonel  North,  and  on  which  the 
shareholders  were  promised  in  the  prospectus  0  per  cent,  ‘pf^rest.  He 
(the  Chairman)  was  pleased  to  say  that  Uie  amount  « 

profits  on  that  business  was  more  than  sufficient  to  pay  the  0 
mterest,  and  that  at  the  end  of  the  six  months  they  would 
dividend  warrants  sent  out.  The  sliarebolders  would  also  be  ^ 

know  that  the  staff,  which  sailed  in  the  Gulf  of  Trinidad,  had  arrived 

**^1^116  EugineeV8*^report  on  the  progress  of  the  works,  to  which  the 
Chairman  referred,  was  then  read.  It  sUted  that  the  nrogress  up  te  tl  e 
present  consisted  principally  in  the 

materials  required  in  the  construction  of  the  works.  About  00,000  cast 
iron  pipes,  which  would  extend  to  more  than  100  miles,  were  requii^  te 
complete  the  main  conduit  to  Iquique  and  the  various  branches.  Of  thm 
quantity,  16,760  pipes,  or  28  per  cent,  of  the  total,  had  been  shipped  te 
Iquique^;  besides  which  some  3000  pipes  were  at  present  in 
shipment  or  rather  lying  ready  at  the  foundry.  In  addition  te  the  above, 
the?e  had  been  shipped  about  60  per  cent,  of  the  lead  and  rope  varu 
required  for  jointing  the  pipes ;  200  tens  of  Portland  cement  *®r  foun¬ 
dations  of  water-tanks ;  about  21  tons  of  galvanized  sheet  iron  .  and  the 
tools  and  appliances  required  in  carrying  out  the  works.  The  whole  of 
the  sluice-valves  had  been  made  and  tested,  and  now  await  shipme  . 
The  construction  of  the  15  large  malleable  iron  tanks  for  the  stereage  of 
water  at  Iquique  and  at  various  noints  on  the  line  of  P‘P‘nK  w®’®  fl°rp^v 
ing  rapidly;  and  three  50-feet  aiameter  tanks  would  shortly  be  re^y 
tofshinment  while  a  number  of  the  others  were  well  advanced  The 
report  concluded  by  stating  that  the  Resident 

sailed  from  Liverpool  on  May  12,  and  was  reported  at  Coronel  on  the 
25th  ult.  It  was  therefore  probable  that  by  this  time  he  would  be  in  a 
position  to  get  the  works  commenced. 

^  The  Ch-virman  observed  that  the  pipes  sent  out  were  sufficient  for  28i 
miles;  and  the  diameters  were  9,  7,  6,  6,  4,  and  3  inches.  There  were  13 
miles  of  9-inch  main.  At  the  rate  they  were  going  on  at  J^e 

Engineer  said  that  the  whole  of  the  pipes  would  be  shipped  within  the 
six^onths  from  the  commencement  of  the  work— that  was,  three  months 
from  now.  He  (the  Chairman)  thought  that  within  the  li  years  the 
Tarapaca  Water-Works  would  be  in  f  uU  working  order.  The  promise  in 

'^'^No  queTtio^being° put^ by  the  shareholders,  the  Chairman  declared  the 
meeting  closed. _ 

NOTES  FROM  SCOTLAND. 

(FROM  OUR  EDINBUBOH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  excellent  results  of  the  past  year’s  working  of  the  Edinburgh  and 
Leith  Gas  Company  have  been  partly  discounted  by  *''*® 
connection  with  the  transfer  negotiations,  that  the  profits  of  the  Company 
were  “  about  £27,000.”  As  the  report  of  the  Directors  in 
will  show,  this  amount  has  not  been  quite  reached ;  but 
out— £26,313  168.  Id.— is  a  magnificent  rise  from  the  sum  of  £18,491  which 
was  reported  a  year  ago.  Without  desiring  to  ““a 

parisons,  I  may  point  out  that  the  increase  in  one  year  of  i'»22  Ufwn  a 
make  of  400  million  cubic  feet  compares  very  favourably  with  the  increase 
of  nearly  £13,000  which  was  reported  the  other  day  as  lining  been  m^e 
bv  the  Edinburgh  Company,  whose  output  is  taken  at  8(W  millions,  lo 
be  in  the  same  ratio,  the  increase  of  profits  in  the  Edinburgh  Company 
ought  te  have  been  over  £15,000.  There  are,  of  course,  considerations 
that  do  not  appear  on  the  surface,  which  may  disturb  these  calculations  , 
but.  taken  as  announced  te  the  public,  the  above  reflections  he  on  tlie  sur¬ 
face  The  great  reduction  in  the  cost  of  production  which  is  referred  te  in 
Mr.  Linton's  report  to  the  Directors  is  the  most  convincing  testimony  to 
the  advantage  which  is  te  be  derived  from  the  employment  of  “odern 
appliances.  This  report  of  Mr.  Linton’s  should  not  he  lost  sight  of  by  the 
civic  authorities  in  the  meantime,  because  it  demonstrates  what  they  may 
bo  able  te  do  when  they  get  the  gas  supply  into  their  own  hands,  and 
shows  that,  if  they  profit  by  the  experience  of  the  Leith  Company,  and 
produce  the  whole  of  their  output  in  a  similar  manner,  there  will  bo,  at 
once,  an  augmentation  of  their  available  profits  to  the  amount  of  several 
thousand  pounds  yearly.  The  low  pcrcent^e  of  unaccounted-for  gas- 
7'63  per  cent. — is  also  a  noteworthy  feature  in  the  Company  s  business 
being  the  best  proof  that  the  whole  of  the  plant  is  in  good  order. 


jing  tne  best  prooi  tnat  lue  wuoie  ui  tuc  .o  m 

Judging  by  the  proceedings  before  the  House  of  Commons  Committee 
on  Tuesday,  the  Edinburgh  Corporations’  Bill  is  likely  to  hjvo  a  swift 
passage  through  the  Legislature.  The  Joint  Committee  of  the  Corpora¬ 
tions  will  thereby  come  in  in  a  canter;  and,  in  the  short-lived  memory  of 
the  public,  will  thus  be  likely  to  get  credit  beyond  what  they  are  entitled 
to  The  date  of  transfer  is  close  at  hand  ;  and  both  Gas  Complies  are 
already  setting  their  house  in  order  before  quitting  it  for  ever,  lo  them 
the  recollection  of  the  past,  with  its  rich  returns,  must  be  exceedingly 
sweet.  It  is  to  bo  hoped  that  the  shareholders  will  enjoy  no  less  pleasure 
in  the  return  which  they  will  have  from  the  Corporations ;  and  that,  on 
the  other  hand,  the  Corporations  may  bo  able  te  TOnduot  the  under¬ 
takings  with  as  much  success  as  the  Companies  have  done.  Ihe  arrang^ 
ments  for  the  transfer  have  not  proceeded  for  yet;  hut  up  to  the  present 
everything  has  gone  smoothly  since  the  agreement  with  the  Leith  Com¬ 
pany  was  come  to.  „  .  .  »»  j  . 

At  the  meeting  of  the  Bromley  Ferry  Gas  CommissioneM  on  Monda> ,  it 
was  reported  that  the  revenue  (for  the  past  year  was  £6116  178.  lid.,  and 
the  expenditure  £4939  7b.  Od.  in  the  previous  year  these  sums  were 
£5276  IBs.  7d.  and  £4%6  6s.  4d.  resi>ectively.  There  is  thus  a  dwrease  ol 
revenue  te  the  amount  of  about  £169.  With  reference  to  this,  it 
not  be  forgotten  that  a  year  ago  the  revenue  from  meter-rents  was  reported 
to  have  amounted  to  £”238  Ts.  6d.,  and  that  a  reduction  of  the  charge  was 
then  made,  as  the  result  of  which  the  return  from  meters  during  the  past 
vear  was  only  £58-s  difference  of  £180  7b.  6d.,  which  more  than  repre- 
ients  the  loss  of  revenue.  Taking  into  account  that  £17  ">®'’e  wM 
realized  for  secondary  jiroducts  than  was  esliniat.-d  for,  the 
revenue  shows  that  the  amount  of  gas  consumed  was  not  up  to  thato  tne 
previous  year.  Perhaps  the  least  satisfact-.rv-  portion  of  ‘''® "‘‘‘f.’ 
ment  is  that  which  refers  te  the  increase  of  leakage  from  «.  HI  te  «  17  ^r 
cent.  The  Commissioners  are  reducing  tliecoet  of  their  works  by  larg-  sums 
year  by  year.  They  seem  to  be  in  a  cheeseparing  mood  jusl  * 

exemplified  by  their  recent  reduction  of  the  Managers  salary.  It  might 
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be  worth  their  wh  ile  considering  whether  the  sound  financial  position  of 
the  Commissioners  may  not  be  impaired  by  this  policy  if  it  be  carried  too 
far,  and  to  remember  that  works  well  equipped  and  well  conducted  are 
essentials  to  obtaining  successful  financial  results. 

The  Tayport  Police  Commissioners  on  Monday  resolved  to  approach  the 
Dundee  Water  Commissioners  with  a  request  for  a  supply  of  water  at  a 
rate  equivalent  to  that  in  Dundee.  The  Commissioners  had  offered 
water  at  5d.  per  1000  gallons  ;  but,  following  the  advice  of  Chief  Magis¬ 
trate  Young,  the  Commissioners  thought  it  would  be  preferable  that  a  rate 
should  be  levied.  Mr.  Young  said  he  calculated  that  a  rate  of  Is.  4Jd.  per 
pound  on  a  rental  of  416235  would  be  sufficient.  In  Dundee  it  is  Is.  2d. 
per  pound. 

The  annual  meeting  of  the  Kirkcaldy  Gas  Company  was  held  yesterday. 
It  was  reported  that  during  the  past  year  686  yards  of  mains  were  laid; 
so  that  the  mains  now  extend  to  28  miles  1105  yards.  The  manufacture 
of  gas  for  the  past  year  was,  per  station  meter,  66,305,600  cubic  feet,  as 
compared  with  63,169,200  cubic  feet  in  the  previous  year;  the  increase 
being  3,136,400  cubic  feet.  The  profit  and  loss  account  for  the  year  showed 
a  net  profit  of  i£32.36  3s.  5d.  Out  of  this  it  was  resolved  to  pay  a  dividend 
of  7s.  6d.  per  share,  equal  to  about  £2755  5s.,  and  to  carry  the  balance  of 
;£479  188.  5d.  to  the  credit  of  the  depreciation  fund.  The  meeting  adopted 
the  Directors’  recommendation  that  the  price  of  gas  for  the  current  year 
should  be  continued  at  8s.  4d.  per  1000  cubic  feet. 

The  accounts  of  the  Elgin  Gas  Commissioners  for  the  past  year  show 
the  output  of  gas  to  have  been  13,022,050  cubic  feet,  and  the  revenue 
from  its  sale  413808.  Meter-rents  produced  41116  9s. ;  and  stove-rents 
£24  7s.  7d. 

The  Alloa  Burgh  Commissioners  last  Monday  received  the  annual 
statement  by  the  Gas  Committee  from  which  it  appeared  that  during  the 
past  year  £250  were  spent  on  renewals,  chiefly  of  the  retort-bench,  and 
that  of  a  debt  of  £26,200,  a  sum  of  £6550  had  been  repaid ;  reducing  the 
debt  to  £19,650,  as  against  £23,250  when  the  Commissioners  took  over  the 
undertaking  in  1877.  During  the  year  the  output  of  gas  was  2i  million 
cubic  feet  more  than  in  the  previous  year,  while  the  coal  account  was  £79 
less.  The  Commissioners  recommended  that  the  price  of  gas  should  be 
reduced  from  3s.  9d.  to  3s.  6d.  per  1000  cubic  feet,  and  that  discounts 
ranging  from  2\  per  cent,  for  accounts  from  £20  to  £35,  to  7J  per  cent,  upon 
those  above  £100,  should  be  allowed.  There  was  some  conversation  over 
this  proposal ;  several  of  the  Commissioners  thinking  that  the  small  as  well 
as  the  large  consumers  should  have  the  benefit  of  a  discount.  The  scheme, 
it  was  explained,  would  reduce  the  revenue  by  £130  a  year;  and,  if  applied 
to  all  customers,  would  be  equal  to  a  reduction  of  IJd.  per  1000  cubic  feet. 
The  Commissioners’  recommendation  was  adopted.  It  was  stated  that  the 
charge  for  public  lighting  was  to  be  reduced  from  16s.  to  14s.  lid,  per  lamp. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

In  his  capacity  of  Secretary  of  the  North  British  Association  of  Gas 
Managers,  Mr.  E.  S.  Carlow,  of  the  Arbroath  Gas-Works,  has  just  issued 
a  capital  “  bill  of  fare  ”  for  the  twenty-seventh  annual  meeting  of  that 
body,  which  is  to  be  held  in  Glasgow  on  Thursday  and  Friday,  the  26th 
and  27th  inst.,  under  the  presidency  of  Mr.  David  Terrace,  who  was  for 
so  many  years  the  zealous  and  efficient  Secretary  of  the  Association.  In 
addition  to  the  President’s  address,  which  is  expected  to  be  of  considerable 
interest,  there  are  no  fewer  than  seven  papers  set  down  to  be  read,  all 
dealing  with  subjects  of  practical  importance  to  those  engaged  in  the  gas  in¬ 
dustry.  On  the  evening  of  Thursday,  the  members  of  the  Association  and 
members  of  other  similar  bodies  (who  are  freely  invited  to  attend  this  year’s 
meeting),  and  lady  friends  will  dine  together  in  the  “  Eoyal  Bungalow,”  at 
the  exhibition.  The  lady  friends,  many  of  whom  are  expected  to  visit 
the  exhibition  during  the  day,  will  have  every  facility  offered  them  for 
inspecting  the  gas  heating  and  cooking  arrangements  in  the  Bishop’s 
Castle  Cafe  kitchen,  which  has  already  been  described  at  some  length  in 
the  Journal.  On  the  following  day  (Friday),  there  will  be  a  capital  excur¬ 
sion  to  Loch  Lomond  and  Loch  Long.  It  is  expected  that  Mr.  G.  E. 
Hislop  will  be  elected  to  the  presidentship  of  the  Association  in  succession 
to  Mr.  Terrace;  and  that  the  meeting  next  year  will  be  held  at  Dunferm¬ 
line — a  place  of  great  interest,  and  one  which  is  now  easily  reached  by 
railway  from  all  quarters.  The  fact  that  it  is  near  the  Forth  Bridge  will 
also,  doubtless,  aid  in  fixing  that  place  for  the  twenty-eighth  annual  meet¬ 
ing  of  the  Association, 

'I'he  annual  report  on  the  accounts  of  the  Johnstons  Gas  Commission 
has  been  issued.  It  shows  that  for  the  year  ending  the  15th  of  May,  the 
gross  profits  amounted  to  £2908  19s.  9d. ;  and  the  net  profits,  after  pay¬ 
ments  in  reduction  of  loans,  &c.,  to  £499  18s.  3d.  The  works  are  valued 
at  £20,813— not  including  £939  lOs.  of  outstanding  debts.  The  loans  on 
the  works  amount  to  £21,252  128.  8d.  During  the  year  there  was  paid  for 
coals  the  sum  of  £1274  15s.  6d. ;  and  for  lime,  £44  128.  For  salaries  and 
wages,  the  payments  were  £752  178.  lOd. ;  and  the  interest  paid  was 
£914  9s.  4d.  The  yfear’s  total  revenue  from  gas  was  £3908  4s.  7d.,  and  that 
from  secondary  products,  &c.,  £198  14s.  3d.  At  present  the  price  of  gas  is 
48.  4id-  per  1000  cubic  feet,  which  is  expected  to  be  continued  during  the 
current  year. 

The  report  recently  submitted  to  the  Kilmarnock  Town  Council  by  the 
Gas  Committee  shows  that  the  profits  on  the  past  year’s  working  of  the 
gas  undertaking  amount  to  upwards  of  £3000;  and  in  view  of  this  favour¬ 
able  state  of  affairs,  the  Committee  have  unanimously  recommended  a  re¬ 
duction  in  the  price  of  gas  from  3s.  lljd.  to  38.  6Jd.  per  1000  cubic  feet— 
that  is  to  say,  a  reduction  of  5d.  per  1000  feet. 

At  a  meeting  of  the  Greenock  Gas  Trust  Committee  last  Tuesday,  there 
was  submitted  the  annual  statement  of  the  income  and  expenditure  in 
connection  with  the  gas  supply  for  the  past  year.  The  profits  were  shown 
to  be  £4.300 ;  and  it  was  agreed  to  recommend  that  the  price  of  gas  be 
reduced  from  3s.  9d.  to  3b.  6d.  per  1000  cubic  feet.  There  is  a  proposal  to 
hand  over  to  the  Police  Board  £3000  to  help  in  reducing  the  general  taxa¬ 
tion,  and  to  devote  the  remaining  £1300  to  the  liquidation  of  capital 
charges  of  former  years  and  also  to  the  sinking  fund.  These  various  matters, 
however,  have  yet  to  come  before  a  full  meeting  of  the  Gas  Trust  for  final 
settlement. 

It  is  expected  that  the  surplus  profits  on  the  Paisley  Corporation  gas 
undertaking  for  the  past  year  will  admit  of  the  price  of  gas  being  reduced 
to  3s.  9Jd.  per  1000  cubic  feet,  if  not  even  lower. 

A  statutory  meeting  of  the  Kilsyth  Gas  Commissioners  was  held  last 
Monday,  at  which  the  Auditors’  annual  report  was  submitted.  The  past 
year’s  profits  amount  to  about  £300,  from  which  there  has  to  be  deducted 
the  sum  of  £140  to  pay  principal  and  interest  on  the  loan  ;  leaving  a  balance 
of  about  £160  of  clear  profit,  which  the  Commissioners  purpose  applying 
to  the  reduction  of  the  debt  incurred  on  the  new  works,  over  and  above 
the  amount  which  they  have  already  borrowed.  It  is  proposed  to  reduce 
the  price  of  gas  from  4s.  7d.  to  4s.  2d.  per  1000  cubic  feet. 

The  Directors  of  the  Carluke  Gas  Company  have  agreed  to  reduce  the 
price  of  gas  from  4s.  2d.  to  3s.  9d.  per  1000  cubic  feet. 

The  Bothwell  and  Uddingston  Gas  Company  held  their  annual  meeting 
on  Monday.  From  the  balance-sheet  and  Directors’  report  for  the  past 


year,  it  was  shown  that  the  profits  made  by  last  year’s  working,  after 
charging  revenue  with  all  repairs  and  depreciation,  amounted  to 
£1307  3s.  9d.,  which  sum  added  to  £655  19s.  6d.  brought  forward  from 
the  previous  year’s  accounts  gave  a  total  on  appropriated  profits  of 
£1742  7s.  5d.  On  the  recommendation  of  the  Directors,  it  was  agreed  to 
apply  £900  in  payment  of  a  dividend  at  the  rate  of  10  per  cent.,  leaving  a 
balance  of  £842  7s.  5d.  to  be  carried  forward  to  next  year.  The  quantity 
of  gas  sold  during  the  year  was  16,966,300  cubic  feet ;  being  an  increase 
over  that  of  the  previous  year  of  580,400  cubic  feet.  Including  the  quantities 
consumed  in  the  public  lamps  and  at  the  gas-works,  the  total  consumption 
was  17,726,300  feet,  as  against  17,115,900  feet  in  the  preceding  year.  To 
supply  this  amount,  there  was  manufactured  19,096,300  cubic  feet;  and  the 
leakage  and  unaccounted-for  gas  only  reached  the  very  low  total  of  7T  per 
cent.  It  has  been  found  necessary  to  proceed  with  the  erection  of  a  new 
gasholder  to  meet  the  increasing  consumption  of  gas.  The  price  of  gas 
has  been  reduced  to  4s.  per  1090  cubic  feet. 

'Ihe  annual  meeting  of  the  Irvine  Gas  Company  was  held  on  Tuesday, 
when  the  annual  statement  of  accounts  was  submitted.  A  dividend  at  the 
rate  of  10  per  cent,  on  the  original  shares  was  declared.  The  increase  in 
the  consumption  of  gas  was  reported  to  be  540,000  cubic  feet ;  and  the  gas 
had  an  average  illuminating  power  of  26'75  standard  candles. 

At  the  last  meeting  of  the  Port-Glasgow  Town  Council,  a  long  state¬ 
ment  was  made  by  one  of  the  members,  regarding  more  alleged  trickery 
in  conducting  the  gas  affairs  of  the  town  ;  and  he  submitted  a  proposal 
which  did  not  even  find  a  seconder.  His  statement  dealt  chiefly  with  the 
lighting  of  private  streets  by  the  municipal  authorities.  It  was  subse¬ 
quently  reported  that  contracts  had  been  made  for  the  supply  of  2600  tons 
of  gas  coal,  at  an  average  price  of  11s.  2d.  per  ton.  On  the  recommenda¬ 
tion  of  the  Gas  Committee,  it  was  agreed  to  reduce  the  deposits  on  meters 
used  by  consumers  and  the  annual  hire  for  the  same. 

As  is  usual  just  before  the  annual  Fair  holidays,  the  Glasgow  pig-iron 
market  has  been  very  lifeless  this  week.  Scotch  warrants  fluctuated  in 
price  between  38s.  to  38s.  Id.  one  month.  The  close  yesterday  was  38s. 
cash  buyers.  Very  little  business  has  been  done  in  Scotch  special  brands ; 
and  prices  have  not  changed  during  the  week.  Cleveland  warrants  have 
been  selling  at  318.  lOJd.  per  ton,  and  hematite  iron  at  428.  lOid.  to  42s. 

The  demand  for  coal  of  various  kinds  continues  to  be  rather  brisk  ;  but 
there  is  no  improvement  to  report  in  regard  to  prices.  Main  coal  is  being 
shipped  at  6s.  6d.  f.o.b.  at  Glasgow,  and  steam  coal  is  realizing  7s.  3d.  to 
78.  9d.  at  the  coaling  cranes. 


CUEEENT  SALES  OF  GAS  PEODHCTS. 

Liverpool,  July  14. 

Sulphate  of  Ammonia. — There  is  practically  very  little  change  in  the 
market,  though  quotations  have  hardened  all  round.  Somewhat  better 
prices  have  been  accorded  by  consumers ;  and  the  dealers  were  obliged  to 
follow  suit.  The  principal  transactions  this  week  are  at  £11  12s.  6d.  f.o.b. 
Hull ;  and  £11  10s.  f.o.b.  Leith  and  Liverpool.  The  inquiries  for  August 
and  September  are  very  large ;  but  the  orders  are  either  [limited  too  low 
to  admit  of  business,  or  they  are  taken  up  by  speculators,  of  whom  some 
cannot  resist  running  the  risk  of  the  market,  notwithstanding  the  passive¬ 
ness  of  producers,  who  seem  in  no  hurry  to  dispose  of  their  present  small 
make,  and  will  not  sell  “  forward  ”  in  the  conviction  of  realizing  better 
values  before  long.  A  continuance  of  the  present  unsettled  weather  would 
greatly  favour  the  consumption  of  sulphate;  and  in  anticipation  of  an 
active  demand,  higher  prices  do  not  look  so  far  off  as  they  were  generally 
reported  to  be.  The  parcels  on  the  market  continue  to  be  limited ;  and 
they  are  generally  readily  bought  up  at  sellers’  prices  when  purchasers 
find  that  they  will  not  succeed  in  making  bargains. 

London,  July  14. 

Tar  Products. — The  market  has  a  holiday  character  about  it.  Busi¬ 
ness  done  is  extremely  small ;  and  most  of  the  products  are  hanging  fire. 
Benzol  is  nominally  quoted  higher;  but  no  business  of  any  moment  is 
reported.  Prices  :  Tar,  15b.  to  208.  per  ton.  Benzol,  90  per  cent.,  2s.  7d.  per 
gallon;  60  percent.,  2s.  4d.  Toluol,  Is.  6d.  per  gallon.  Solvent  naphtha. 
Is.  IJd.  per  gallon.  Crude  naphtha,  30  per  cent..  Is.  per  gallon.  Light 
oil,  3id.  per  gallon.  Creosote,  IJd.  per  gallon.  Pitch,  138.  to  16s.  per 
ton.  Carbolic  acid  (crude),  3s.  5d.  per  gallon.  Cresylic  acid,  lOd.  per 
gallon.  Tar  salts,  15s.  per  ton.  Anthracene,  30  per  cent.,  “  A  ”  quality. 
Is.  4d.  per  unit ;  “  B  ”  quality.  Is. 

Ammonia  Products. — Sulphate  is  distinctly  dull,  and  buyers  all  round 
are  offering  lower  prices.  The  ever-increasing  make  of  this  article  is  a 
weak  feature ;  and  there  are  many  who  think  that  the  ensuing  season  will 
bring  much  lower  prices.  Prices  :  Sulphate  of  ammonia,  £11  2s.  6d.  to 
£11  6s.  6d.  per  ton,  less  discount.  Gas  liquor  (5°  Twaddel),  8s.  per  ton, 
with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  2d.  per  lb.  Car¬ 
bonate  of  ammonia,  3id.  per  lb.  Muriate  of  ammonia,  brown, £18  per  ton; 
white,  £28.  Sal  ammoniac,  £30  per  ton. 


[From  the  Chemical  Trade  Journal,  July  14.] 

Sulphate  of  Ammonia. — Lower  prices  continue  to  be  offered  at  all  the 
ports ;  and  the  manufacturers  do  not  see  their  way  to  refuse  business  at 
the  reduced  values.  Last  week  the  agent  of  The  Gaslight  and  Coke  Com¬ 
pany  reduced  his  price  by  half-a-crown  without  being  able  to  secure 
orders  ;  proving  beyond  a  doubt  that  the  stuff  is  not  yet  wanted.  Beyond 
a  few  West  Indian  orders,  there  is  no  inquiry,  and  may  not  be  for 
some  weeks  yet.  Fortunately  we  are  on  the  period  of  shortest  produc¬ 
tion  ;  so  that  there  is  not  much  fear  of  any  inordinate  quantity  being  put 
on  the  market  this  month.  Hull  value  is  stated  at  £11  6s.  3d.,  while  Leith 
and  London  is  put  down  at  £11  Ss.  9d. ;  but  these  prices  are  quite 
abnormal,  and  represent  a  value  reduced  by  speculation  rather  than  the 
intrinsic  value  of  the  article. 

Tar  Products. — Never  was  the  tar  products  market  in  a  more  unsatis¬ 
factory  state  than  it  stands  at  the  present  moment.  With  high  values  for 
tar  the  products  from  it  are  certainly  weaker  than  a  few  weeks  ago, 
although  every  effort  is  made  to  induce  a  contrary  opinion.  Meanwhile 
Continental  consumers  will  not  come  forward  to  purchase ;  and  there  is 
but  one  outlet.  The  fact  is  that  since  we  predicted  a  fall  in  the  value  of 
benzol,  the  trade  has  been  forced  into  another  channel.  The  Continental 
consumer  has  not  taken  so  much  benzol  as  formerly  ;  but  he  has  taken 
aniline  instead,  which  at  SJd.  has  suited  him  better  than  purchasing  benzol. 
This  was  the  only  way  in  which  the  price  could  be  kept  up.  All  other  tar 
products  remain  without  material  change.  The  pitch  market  is  a  little 
disturbed  by  the  late  report  of  higher  prices  than  usual  being  obtained  ; 
and  some  are  holding  to  their  stocks  for  a  rise,  but  we  have  already  ex¬ 
pressed  the  opinion  that  there  is  no  hope  in  the  immediate  future  for  this 
article. 


Serious  Gas  Explosion  in  Paris. — An  alarming  explosion  of  gas  occurred 
in  Paris,  on  Monday  evening  last  week,  at  a  restaurant  known  as  the 
Grand  Caf^.  The  building,  which  is  three  storeys  high,  was  shaken  from 
top  to  bottom.  Only  a  few  customers  were  in  the  house  at  the  time,  and 
no  one  was  killed;  but  about  16  persons  were  injured,  several  seriously. 
The  damage  done  to  property  is  estimated  at  upwards  of  100,000  frs. 
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Hawick  Gas  Company.— The  annual  general  meeting  of  this  C^pany 

sSIiSstlSs 

from  the  new  terms. 

adopted.  •  •  a 

Ji“n5  suTerto^supp^eleSn  ”^^1" 
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any  guarantee  for  the  financial  success  of  a  veritable  fad.  .  a 

Annual  Excursion  of  the  Dover  Gas-Works  E^PLOYES.-Last  Wed- 

Mannw^g^exp^essed  his  pleasure  at  seeing  the  men  enjoying  themselves 
and  saw  he  h%ed  that  W  many  years  to  ^h^'d  have_t^^^ 

Kr::i°oL“i^^irr!r^ 

“as  “irdtTay^h  wereW:^^^^^ 

Mr  Mannerin/and  Mr.  Herring.  ^The  latter  gentleman,  in  reply,  requested 
all  the  staff  to  continue  to  assist  him  as  they  had  h^herto  done ;  and  said  i 
thev  did  this  he  would  endeavour  to  make  the  Dover  Gas  Company  as 
prol^rous  W  ?heTuture  as  it  had  been  in  the  past.  The  party  lef  Hamp- 
Lu  ^urt  for  Dover  at  7.45,  all  heartily  pleased  with  the  excursion. 

The  Sheffield  Corporation  Water-Works  Loans.— At  the  meeting  of 
the  Sheffield  Corporation  last  Wednesday, 

munication  from  the  Local  Government  Board  with  reference  to  the  appli¬ 
cation  made  by  the  Corporation  to  borrow  certain  sums  of  “0“ey 
completion  of  the  water- works  and  for  other  purposes.  Authority  w  as 
g?^n  to  borrow  i£87,8-14,  instead  of  £127,641  applied  for.  In  the  first 
nllce  the  Local  Government  Board  had  not  included  £574  paid  to  some 
shareholders  in  the  late  Company  who  took  capital  instead  of  annuities, 
on  the  ground  that  the  Corporation  could  borrow  this  without  the  sanction 
of  the  Board.  With  regard  to  the  Damflask  reservoir,  the  sum  allowed 
wa^  £lS  instead  of  ^£16,440  asked  for.  With  regard  t®  the  Oaken 
Clough  extension,  the  Corporation  not  having  yet  arraug^ed  for  the  pur¬ 
chase  of  the  land,  the  Board  deferred  their  sanction  to  the  loan  Wr  tBis 
purpose  until  such  arrangements  had  been  mad^ 

asked  for  was  accordingly  not  sanctioned.  The  Corporation  applied  for 
power  to  borrow  £29,370  for  the  extension  of 

ttireo  years ;  but  the  Board  sanctioned  the  borrowing  of  £6000,  with  per¬ 
mission  to  apply  again  when  this  was  expended. 

The  M.anaoement  of  the  Warrington  Gas-Works— .The  TVarrint/(on 
Guardian  says:  “  There  is  no  doubt  now  about  the  determination  of  the 
Gas  Committee  to  tender  their  resignation  in  a  body  (with  one  or,  it  maj 
be,  two  exceptions)  at  the  next  meeting  of  the  Town  Council.  Tlie  res^na 
tion  does  not  necessarily  imply  that  the  services  of  all  the  members  must 
be  dispensed  with.  This  would  be  a  deplorable  mistake.  We  hope  to  see 
not  adew  of  them  return  to  the  Board,  and  give  the  ratepayers  the  benefit 
of  their  great  experience  and  disinterested  devotion  to  public  duty.  1  hmr 
hands  will  be  greatly  strengthened  by  an  infusion  of  fresh  blood.  \Ve 
doubt  not,  at  the  same  time,  but  that  Mr.  Haddock,  the  new  Manager,  will 
feel  relieved  from  the  incubus  of  a  rather  stereotyped  system  of  managerial 
control.  He  should  have  a  free  hand ;  and  if  he  is  all  that  his  best  friends 
represent  him,  he  will  be  able  to  make  many  alterations  and  improyenients. 
That  he  has  a  large  field  to  work  on  in  this  respect  no  one  will  deny. 
We  undersUnd,’’  adds  the  Guardian  (which  has  opposed  the  Committee  s 
proposal  to  retain  the  late  Manager’s  services),  “  that  Mr.  Paterson,  with 
that  high  sense  of  honour  for  which  we  have  always  given  him  credit,  has 
generally  recognised  the  necessity  forgiving  Mr.  Haddock  all  credit  for 
any  improvements  he  should  carry  out,  and  has  declined  to  accept  the 
office  of  Consulting  Engineer  for  one  year.  In  acting  as  he  has  done, 
Mr.  Paterson  has,  in  a  measure,  given  the  severest  blow  possible  to  the 
Gas  Committee.  Further  comment  on  this  question  in  the  meantime 
is  unnecessary.” 

The  Wolverhampton  Corporation  and  the  Bilkton  Water  Supply. 
—At  the  last  meeting  of  the  Wo'verhamptou  Town  Council,  Alderman 
Wright  moved  the  adoption  of  the  annual  report  of  the  Water  Comroittoe 
which  showed  that  the  profit  on  the  last  financial  year  smountM  to  £1776, 
and  that  the  sales  of  water  had  been  £.523  in  excess  of  those  of  the  previous 
year.  A  new  Uble  was  added  to  the  report,  from  which  it  appeared  that 
the  quantity  of  water  supplied  to  Bilston  had  risen  from  80,769,375  gallons 
in  1886  to  119,673,228  gallons  last  year  ;  and  as  a  consUnt  service  was  now 
being  given  to  the  people  in  the  town,  the  supply  would  nrobablv  increase 
to  200  million  gallons.  Referring  to  the  opposition  by  the  Bilston  Town¬ 
ship  Commissioners  to  the  iWolverhampton  Corporation  I  royisional 
Order,  he  said  ostensibly  it  was  against  the  application  for  power  to  increase 
the  reserve  fund  from  £5000  to  £10,000  and  to  apply  any  surplus  profits 
to  the  augmentation  of  the  Improvement  Fond.  He  could  not  undcrotand 
why  Buch  objections  should  be  rftisod,  fts  if  the  powers  were  conceded  they 
would  not  affect  Bilston.  It  seemed,  however,  that  the  real  ejection  to 
the  Order  was  to  be  found  in  the  fact  that  somebody  had  advised  the  Com¬ 
missioners  that  they  could  secure  a  water  supply  at  half  the  price  they  'Yere 
paying  to  Wolverhampton  ;  and  they  were  therefore  desirous  of  getting  nd 
of  their  contract.  An  agreement,  had,  however,  been  entered  into  in  per- 
petuity  as  to  the  water  supply  ;  and  the  payment  could  only  be  revised  every 
21  years.  The  Bilston  opposition  collapsed  in  the  House  of  Commons  ;  and 
whether  they  would  go  to  the  House  of  Lords  remained  to  be  seen.  Ho 
thought  it  was  scarcely  likely  that  the  Upper  House  would  cancel  au  agree¬ 
ment  so  deliberately  entered  into,  and  confirmed  only  a  few  months  ago. 


CoATBRinoE  Gas  CoMPANT.-The  report  of  theDirectors  of  this  Comjiaiiy 
and  the  statement  of  accounts  and  balance-sheet  for  the  hall  year  emling 
.June  30  last,  prepared  by  the  Manager  and  Secretary  (Mr_r.  Wilson),  show 
that  the  affairs  of  the  Company  continue  jirosperous.  The  tota  income 
for  the  six  months  was  £5489  12s.  9d.  ;  and  the  i.roflts  were  £2131  Ids.  2d. 
This,  with  the  balancejof  £247  17b.  6id.  brought  from  last  half  year  makes 
the  sum  of  £2379  lOs.  7Jd.  applicable  to  dividends.  The  uiiaooountod-Ior 
gas  was  at  the  rate  of  16  per  cent.  ;  and  the  average  illuiuinatiiig  power 
26  4  standard  candles.  The  half-yearly  meeting  of  shareholders  will  be  held 
next  Tuesday,  when  the  Directors  will  recommend  the  payment  of  maxi¬ 
mum  dividends  at  the  rates  of  10  and  7  per  cent,  per  annum  on  the  old  and 
new  stocks  respectively,  free  of  income-tax. 

The  Cost  of  the  Southampton  New  Water- Works  — At  the  last  meeting 
of  the  Southampton  Town  Council,  a  return  was  presented  from  the  \\  ator 
Engineer  (Mr.  Matthews),  showing  the  parliamentary  estimate  and  the 
actual  cost,  including  outstanding  liabilities,  on  the  Otterbourne  works. 
The  expenses  strictlv  connected  with  the  works  were  estimated  at  £66,690, 
and  cost  £50,090.  The  railway  siding  made  by  the  South- \N  estorii  Hall¬ 
way  Company,  the  purchase  of  lauds  and  easements,  Ac.,  '''®'’® 
at  £4310,  and  their  cost  was  £6471  ;  bringing  up  the  totals  to  £(>0,000 
estimated,  and  £61,562  cost.  Then  the  lining  of  the  well,  which  was  not 
contemplated  in  the  estimates,  came  to  £789 ;  making  the  total  cost  of 
the  works,  £62,351.  The  net  excess  of  the  cost  of  works  under  the  control 
of  the  Corporation,  below  the  estimate,  was  £599  3s.  2d.  The  net  excess 
of  the  cost  of  contemplated  works,  above  the  parliamentary  estimate,  was 
£1662  38.  4d. 

Proposed  Additional  Capital  for  the  Faveusham  Gas  Company.— 
An  extraordinary  general  meeting  of  the  Faversham  Gas  Company  was 
held  last  Wednesday  to  consider  a  proposition  submitted  by  the  JJirectors 
toaoDlvfor  a  Provisional  Order  to  authorize  the  increase  of  the  Coni- 
pany’s  capital  from  £20,000  to  £28,000.  Mr.  W.  E.  lligden  presided,  and 
explained  the  reasons  the  Directors  had  for  taking  this  step  ;  one  being 
that,  on  account  of  the  new  Local  Government  Bill,  in  view  of  which 
they,  and  every  other  gas  company,  felt  it  was  incumbent  upon  them  to 
place  themselves  in  the  strongest  possible  position.  In  the  event  of  a 
District  Council,  or  any  other  governing  body,  being  placed  in  ■power,  the 
Company  would  be  in  a  much  safer  position  with  a  Provisional  Order,  not 
only  in  regard  to  the  right  to  laydown  mains  within  and^beyond  the 
borough,  but  also  if  the  local  authority  should  open  negotiations  for  the 
purchase  of  the  undertaking.  He  moved  a  resolution  embodying  the 
Directors'  proposition  ;  and  it  was  carried  unanimously. 


GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 
(For  Stock  Market  Intelligence,  see  ante,  p.  114.) 


Iwae. 


Share 


690,000 

100,000 

800,000 

100,000 

200,000 

40,000 

880,000 

110,000 

220,000 

820.000 

50,000 

89.000 

828,750 

200,000 

150,000 

650,000 

180,000 

121,284 

657,320 

212,680 

200,000 

75,000 

234,060 

120,030 

8.54,060 

6,468,850 

100,000 

665,000 

80,000 

60,000 

1,800,000 

463,000 

1,0<)1,150 

294,860 

650,000 

8,600,000 

76,000 

560,000 

541,920 

150,000 

60,000 


10 

10 

100 

20 

6 

5 

Stek 


When 

ex- 

Dividend 


-sti 

Ct  o 


NAME. 


20 

20 

10 

10 

10 

100 

20 

Stek. 


20 

20 

20 

Stek 

10 

10 

10 

Stek 


12  Apr. 

2  July 
80  May 

11  May 

15  Feb. 

14  Mar. 

12  Apr. 
14  5lar. 

30  May 
2  July 
29  Feb. 
12  Apr. 

28  June 
14  Juno 


28  Mar 
27  Jan. 


16  Feb. 


14  June 


Paid  I 
per  ' 
share 


Cloalng 

PricM. 


Fall 

in 

Wk. 


Sick 

6 

100 

20 

5 

6 


420,000 

600,000 

100,000 

600,000 

lJ160,n(NI 

141,600 

660,000 

00,000 


11  May. 
11  June 
8  Apr. 
14  June 
80  May 
28  Mar. 


100 

100 

10 

Stek 


p.  0. 

lOJ 

7i 

5 
10 

?! 

lOA 

Hi 

11 

8 

8 

6 
7 

13A 

lot 

44 

12 

12 

9 
10 
12 
12 
12 
12i 

4 

10 
6 
74 
7 

10 

4 

44 

6 

10 

6 

6 

6 

10 

7 


GAS  COMPANIES.  j 

Alliance  &  Dublin  10  p.  o. 

Do.  7p.  0.  . 

Australian  (Sydney)  6°/o  Deb. 

Bahia,  Limited . I 

Bombay,  Limited  .  .  .  .1 

Do.  New . ' 

Brentford  Consolidated  . 

Do.  New . 

Brighton  &  Hove,  Original  . 

British . 

Bromley,  Ordinary  10  p.  c.  . 

Do.  7  p.  0.  . 

Buenos  Ayres  (New)  Limited 
Do.  6  p.  c.  Deb.  .1 
Cagliari,  Limited  .  .  .  .| 
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Do.  New  do. . 

Do.  44  p.  c.  Deb.  do. I 
Continental  Union,  Limited  | 
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Malta  &  Mediterranean,  Ltd 
Met.of  Melbourno,6  p.o.  Dob. 
Monte  Video,  Limited  .  . 

Oriental,  Limited  .... 
Ottoman,  Limited  .... 
People's  Gas  of  Chicago — 

1st  Mix.  Bds.  .  .  • 

‘2nd  1)0.  .  ,  • 

San  Paulo,  Limited  .  .  .1 

South  Metropolitan,  A  Stock 
Do.  B  do.  . 

Do.  C  do.  .{ 

Do.  6  p.  c.  Dub.  Stk.. 
Tottenham  4  Edm'ntn.OrIg. 


184—194 

134-11 
109—111 
22—24 

7-74 
5—54 
228—228 
100  168-168 
20  43—45 

20  1  45-47 
10  20—22 
10  1134—144 

10  !i84-144 
100  106-109 
20  i  25—27 
100  1 265-270 
100  ,205—210 
100  120—126 
•20  I114— 45. 
14  ‘294-304 
20  '  85-37 
100  '205—216 
10  25—26 

74  174-184 
6  114-12 
100  ,  •267—262 
100  97—102 

•260— '205 
P26— 180 
183—188 
168-178 
•258--2l!3 
118— 1‘21 
1^25— 130 
17-2—177 
‘202— -205 


100 
100 
100 
100 
100 
100 
100 
100 
100 

5 

100 
‘20 

6 
6 

I 

100  ,104—109 
100  92—97 

10  154-104 
100  816—820 
100  24.2-247 
100  ,260— -260 
100  185—140 
6  11-18 


4i-5i 
111-116 
194 -^O 
9i-9 


I 


717,467 

Stek 

28 

Jane 

9 

1,7-20,660 

Stek 

19 

Apr. 

7 

700,000 

60 

11 

Juno 

9 

708,000 

Stek 

■29 

Fob. 

104 

1,048,800 

100 

98 

June 

9 

406,200 

100 

„ 

74 

2002100 

Stek 

28 

Mar. 

4 

600,000 

100 

27 

Jan. 

124 

1,000,000 

Stek 

•4 

4 

902,800 

Stek 

14 

Juno 

6 

126,12)0 

100 

It 

6 

1,166,066 

Stek 

i 

14 

Juno 

10 

WATER  COMPANIES.  | 

Chelsea,  Ordinary  .... 
East  London,  Ordinary  .  . 

Grand  Junction . ; 

Kent . 

Lambeth,  10  p.  o.  max.  .  . 

Do.  74  p.  0.  max.  .  . 

Do.  4  p.  o.  Deb.  Stk.  . 
New  River,  New  Shares  .  . 

Do.  4  p.  0.  Deb.  Stk.  . 
S'thwk  A  V'xhall.  lOp.c.max. 

Do.  74  p.  0.  do. 

West  Middlesex  .  .  .  ., 


£  B.  d 


+  1 


+  6 


+  2 


-e4 


Yield 

upon 

invMt* 

ment. 


7 

7 

1 10 
6 
0 

9 
18 

1  18 

4  13 
I  15 

0 

5  10 

6  10 
5  10 

8 
0 
0 

8  12 
6 

10 

17 

18 

4  12 
1  17 

16 
13 

8  18 
3  16 
8  16  11 
3  19  9 
0 

8  16 
6 
9 
7 
17 

5  14 
6 

6  17 
2 
0 


11 

1 

1 
8 

10 

7 

8 

2 
1 
7 
0 


+  8 


6  10  1 
6  8  9 
6  I  2 
4  16  10 
4  17  2 
16  0  0 
,3  11  6 
4  4  0 


•H4 


'21»-1'«4 
192-197 
120—1-24 
267—972 
2r>l— 966 
200-906 
117-190, 
84H— 368|  +  1 
198-198  4  1 

160-  168  48 

161- 1661  .. 
264  -969  .. 


8  10  10 
8  U  1 
8  12 

17 
10 

18 
6 
8 
9 

19 


in  II 
14  4 
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GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 


PLEASE  ADDRESS  IN  FULL— 

HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA 

TELEPHONE  No.  2698. 


CO., 

EMBANKMENT, 


Address  for  TELEGRAMS: 

“  GWYNNEGRAM  LONDON.” 


LONDON,  W.C.,  ENGLAND. 


Thirty-three  Medals  at 
ajl  the  Great  International 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  Exhausters, &o. 

OnlyMedalatthe  Liver¬ 
pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  ^rice  the  chief 
consideration,  but  to  pro- 
duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 

passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  he  referred  to. 


Only  75  Revolutions  per  Minute. 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin¬ 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 

GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Pour  GWYNNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hcur 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEFFIELD. 


OXIDE  OP  IRON. 

The  Gas  Purification  and  Chemical 

Company,  Limited, advise  their  friends  that  their 
only  representatives  for  the  Sale  of  Oxide  are  Mr.  Andrew 
Stephenson  and  such  Sub-Agents  as  may  be  accredited 
from  the  Head  Office.  They  further  state  that  the  royal¬ 
ties  possessed  by  them  extend  over  an  area  of  more 
than  850,000  acres,  and  are  held  for  a  longterm  of  years. 
They  employ  their  own  overseers  and  labourers,  and 
there  are  no  intermediate  profits  between  them  and 
the  consumer. 

Address  161  to  163,  Palmerston  Buildings,  Old  Broad 
Street,  London,  E.O. 

John  Wm.  O’Neill, 

Managing  Director. 

NDREW  STEPHENSO^  Agent  f^r 

the  Gas  Purification  and  Chemical  Company, 
Limited,  158,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 

CANNEL  COAL,  &c. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOTTISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Edinburgh,  I 
No.  54,  Bernard  Street,  Leith, _ }  Scotland. 

CROWTHER  BROTHERS  solicit  a  trial 

of  their  IMPROVED  SYSTEM  OF  RETORT 
SETTING.  Can  guarantee  them  to  heat  well,  and  the 
bottom  Retorts  to  Carbonize  as  much  Coal  as  those  at 
the  top.  Constructed  to  bu  n  Tar  or  Coke.  Can  be 
altered  in  a  few  minutes. 

For  particulars,  write  to  384,  Mile  End  Road, 
London,  E. 

GAS-WORKS  of  any  magnitude  leased, 

at  premiums  ranging  from  6  to  10  per  cent., 
according  to  the  size  of  the  Works.  Gas-Works  erected 
nr  re-modelled  upon  the  most  modern  principles. 

Address  Qeoboe  Welleb,  Gas  Engineer,  St.  Ives 
Cornwall. 

A  YOUNG  Man  (aged  22),  the  Son  of  a 

Gas  Manager,  will  be  glad  to  meet  with  an 
appointment  as  CLERK,  COLLECTOR,  or  MANAGER 
for  Gas-Works  at  home  or  abroad. 

Good  references ;  and  security  given. 

Address  No.  1617,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 

GAS-FITTER. 

T^ANTED,  an  active  intelligent  Fitter. 

■■  Age  not  to  exceed  30  years. 

Apply  to  the  Gas  Manager,  Gas-Works,  Malton,  Yorks. 


TO  GAS  ENGINEERING  FIRMS  AND  COLLIERY 
PROPRIETORS. 

1X7  anted,  by  a  Consulting  Gas  En- 

gineer,  the  LONDON  AGENCY  for  any  good 
Firm.  The  Advertiser  has  a  good  Gas  Connection. 

Address,  in  first  instance.  No.  1624,  care  of  Mr.  King, 
11,  Bolt  Court,  Fleet  Street,  E.C. 

TO  GAS  MANAGERS. 

^HE  Gas  Committee  of  the  Wantage 

*  Improvement  Commissioners  invite  applications 
for  the  Office  of  GAS  MANAGER  and  COLLECTOR 
to  the  Wantage  Gas-Works.  The  average  product  is 
about  7  million  cubic  feet ;  and  the  Gas  Bills,  amount¬ 
ing  to  about  £1150  per  annum,  are  collected  quarterly. 
Salary,  £100  per  annum,  with  House,  Coal,  and  Gas. 
The  person  appointed  will  be  required  to  keep  the 
Gas  Accounts,  and  to  give  a  bond  in  the  penalty  of 
£200  for  the  due  performance  of  his  duties. 

Applications,  stating  age,  whether  married,  the  situa¬ 
tions  lately  held,  to  be  sent  on  or  before  the  1st  day  of 
August  to  the  Gas  Committee,  care  of  Mr.lE.  Ormond, 
Wantage,  Berks. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “Eirwal, London.” 


Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address :  “  PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
-Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

See  Advertisement  on  Page  III.  of  the  Wrapper  of 
this  week’s  issue. 


WC.  HOLMES  &  Co.,  Huddersfield, 

•  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete,  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers.  Condensers,  Retort  Fit¬ 
tings,  &c..  Improved  Valves,  Engines,  and  Exhausters. 
Also  for  Collingwood’s  Regenerative  Retort-Settings. 

See  Advertisement  p.  90  of  last  week’s  issue. 
Cablegrams  :  “  Ignitor  London.  ”  Telegrams :  “  Holmes 
Huddersfield.” 


”  EXCELSIOR  ”  TAR-BURNER. 

Tar  worth  30s.  per  ton  for  Burning. 

Come  and  see  and  believe,  or  send  for  Burners 
complete,  with  Instructive  and  Descriptive  Pamphlet, 
I6s.  6d 

Estimates  given  for  Fixing  and  Starting,  and  satis¬ 
factory  working  guaranteed  on  application  to  Thos. 
Burtonshaw,  Gas-Works,  Chippino  Norton. 

BRISTOL  UNITED  GASLIGHT  COMPANY. 

rfiHE  Directors  of  the  Bristol  United  Gas- 

*  light  Company  are  about  to  appoint  a  CHEMIST 
at  each  of  their  Avon  Street,  Canons’  Marsh,  and 
Stapleton  Road  Works,  and  invite  applications  for  the 
appointments. 

The  candidates  selected  will  be  required  to  devote 
the  whole  of  their  time  to  the  duties  of  their  respective 
offices,  and  must  be  capable  of  making  the  usual 
tests  and  analyses  required  in  Gas  Manufacture. 

The  commencing  salary  in  each  case  will  be  £80  per 
annum. 

Personal  canvassing  will  be  a  disqualification. 
Applications  with  copi'S  of  testimonials  must  be  sent 
in,  addressed  to  the  Chairman  of  the  Company,  not 
later  than  'Ten  a.m.  on  Monday,  the  30th  of  July  prox. 

Jas.  V.  Green,  Secretary. 
Gaslight  Cffices,  Canons’  Marsh,  Bristol, 

June  21, 1888. 


BRISTCL  UNITED  GASLIGHT  CCMPANY. 

The  Directors  of  the  Bristol  United 

Gaslight  Company  are  about  to  appoint  two 
RESIDENT  GAS  ENGINEERS,  to  take  charge  of 
their  Avon  Street  and  Stapleton  Road  Works  respec¬ 
tively,  and  invite  applications  for  the  appointments. 

The  candidates  selected  will  be  required  to  reside  on 
the  premises — where  free  House  with  Gas,  Coal,  and 
Water  will  be  provided— and  to  devote  the  whole  of 
their  time  to  the  duties  of  their  respective  offices. 
They  must  have  had  a  thoroughly  practical  training, 
and  be  conversant  with  Gas  Engineering  in  all  its 
branches. 

The  salary  in  each  case  will  be  £300  per  annum. 
Personal  canvassing  will  be  a  disqualification. 
Applications  with  copies  of  testimonials  must  be  sent 
in,  addressed  to  the  Chairman  of  the  Company,  not 
later  than  Ten  a.m.  on  Monday,  the  30th  of  July  prox. 

Jas.  V.  Grkkn,  Secretary. 
Gaslight  Offices,  Canons'  Marsh,  Bristol, 

June  21, 1888, 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newoate  Street,  London,  E.C. 


SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS,  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 


ACETATE  OP  LEAD  BOOKS. 

Test  Papers  and  Solutions  for  Gas- 

Works  prepared  by  R.  D.  Gibbs,  Summerfleld 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. 


Having  been  in  the  employment  of  the 

Hastings  and  St.  Leonards  Gas  Company  for  27 
years — 21  of  which  I  have  made  CHEMICAL  OXIDE, 
FOR  PURIFYING  GAS  (working  at  very  low  pressure), 
under  A.  H.  Wood,  Esq.,  late  Engineer  and  General 
Manager — am  prepared  to  attend  at  any  works  to  show 
how  it  is  made,  or  to  send  quantities  already  made. 

Terms,  samples,  and  conditions  of  Joseph  Riddle, 
Chemical  Oxide  Maker,  Clive  Vale,  Hastings,  Sussex. 


The  Directors  of  the  Goole  and  District 

Gas  and  Water  Company  have  for  Sale  a  set  of 
four  Cast-Iron  PURIFIERS,  each  13  ft.  by  7  ft.  6  in.  by 
3  ft.  deep,  with  10-inch  Connections,  Centre-Valve,  two 
Sets  of  Wood  Giids,  and  Screw  Lifting  Gear. 

For  further  particulars  and  to  view,  apply  to 

John  Whitaker,  Manager. 
Gas-Works,  Goole.  


For  sale.  Four  Purifiers  12  feet  square 

by  4  ft.  6  in.  deep,  with  twelve  12-inch  Valves 
Connections  and  Lifting  Gear  complete.  Can  be  seen 
at  work  at  the  Stourbridge  Gas-Works. 

Also  a  double-action  PUMP  EXHAUSTER,  for  10,000 
feet  per  hour;  made  by  Hanna,  Donald,  and  Wilson. 
Apply  to  W.  North,  Gas-Works,  Stourbridoe. 


For  SALE— a  good  Second-hand  Gas- 

HCLDER,  30  feet  diameter  by  12  feet  deep  ;  Five 
Columns,  Trellis  Girders,  and  Counterbalance  Weights, 
in  perfect  condition.  Also  small  CAST-IRCN  TANK 
and  GASHCLDER,  20  feet  diameter  by  12  feet  deep. 

Apply  to  Willey  and  Co.,  Gas  Engineering  Works, 
Commercial  Road,  Exeter. 


TC  TAR  AND  RCSIN  DISTILLERS. 

For  SALE— Two  Wrought-Iron  Tar 

STILLS,  1800  and  1600  gallons ;  three  Cast- 
Iron  ROSIN  STILLS,  with  Covers  and  Condensers 
complete,  and  all  in  good  condition;  also  several 
Wrought-Iron  OIL-TANKS,  from  300  to  7000  gallons. 
Must  be  immediately  sold  and  cleared  for  alterations  of 
Premises.  No  dealers. 

Apply  to  F.  Morris,  Tar  and  Rosin  Distiller,  Plough 
Bridge,  Rotherhithe,  Londoil 

TAR  AND  LIQUOR. 

The  Eccleshill  and  Bolton  Gas  Com¬ 
pany  invite  TENDERS  for  the  surplus  TAR  and 
AMMONIACAL  liquor  to  be  produced  at  their 
Works,  together  or  separately,  for  One  or  more  years, 
from  the  1st  of  September  next.  Can  be  delivered  in 
Contractor’s  tanks  at  the  Station  (G.N.R.)  Coal  car¬ 
bonized  per  annum,  about  1600  tons. 

Tenders,  sealed,  and  endorsed,  must  reach  me  not 
later  than  Saturday,  the  28th  iiist. 

J.  Mellor,  Secretary. 
EcclcshiU,  near  Bradford,  July  14,  1888. 
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THK  PRESENT  CONDITION  OE  THE  GAS  INSTITUTE. 

The  Gas  Institute  is  at  present  in  a  state  only  to  be  properly 
described  as  critical ;  and  some  time — probably  months — must 
necessarily  elapse  before  all  the  steps  required  to  terminate 
the  crisis  brought  about  by  recent  events  can  bo  taken. 
There  is  consequently  ample  opportunity  for  all  necessary 
explanation  and  discussion  of  the  position  ;  and  we  therefore 
propose  to  devote  this  article,  and  one  or  two  more  if  requisite, 
to  an  examination  of  the  situation  of  the  Institute  as  created 
by  the  proceedings  of  the  Council  and  the  legal  effect  of  Mr. 
Bray  s  aiition,  in  order  that  the  general  body  of  members 
may  realize  how  they  are  affected  by  these  matters,  and 
make  up  their  minds  as  to  their  own  conduct.  Our  motive 


in  undertaking  this  task  is  purely  a  desire  to  assist  in  com¬ 
posing  differences,  allaying  irritations,  and  clearing  up  inis- 
uiulerstandings  among  the  ordinary  members  of  tlio  Institute, 
which  may  have  arisen  out  of  the  agitation  so  long  kept 
alive  by  Mr.  Bray  for  his  own  ends.  We  do  not  deceive 
ourselves  for  a  moment  into  hoping  that  anytlhng  we  can 
do  will  satisfy  or  soothe  Mr.  Bray ;  but  we  believe  that  the 
general  body  of  members  of  the  Institute  must  be  heartily 
sick  of  the  “  Bray  incident,"  and  must  desire  nothing 
better  than  a  return  to  the  ways  of  peace  and  harmony 
in  which  they  lived  together  before  the  Bray  and  Sugg  feud 
disturbed  the  whole  atmosphere  breathed  by  gas  engineers 
and  managers. 

Unfortunately,  the  fiasco  terminating  the  lately  attempted 
expulsion  of  Mr.  Bray  from  membership  of  the  Institute 
seems  at  a  first  glance  to  place  yet  a  greater  obstacle  in  the 
path  leading  to  the  resumption  of  fratenial  relations  among 
members.  Whether  this  is  really  so,  or  whether  the 
existent  crisis  can  be  taken  advantage  of  for  putting  an  end 
to  all  the  cross-purposes  that  have  troubled  the  peace  of 
members  and  hindered  the  work  of  the  Institute  of  late 
years,  remains  to  be  seen.  The  time  for  mutual  reproaching 
between  members  holding  opposite  views  is  past,  if  it 
ever  was  present.  We  do  not  address  these  observations  to 
those  ill-conditioned  persons,  if  such  there  be,  who  prefer 
strife  to  amity,  enrious  disparagement  of  their  fellows  to 
mutual  respect,  and  who  rejoice  like  “  ill  birds  ”  in  “  defiling 
“  their  own  nest.”  We  address  ourselves  to  the  great  bulk 
of  gas  engineers  and  managers  of  the  United  Kingdom,  who, 
joining  The  Gas  Institute  for  their  own  and  the  general  good, 
have  grieved  to  see  it  transformed  into  a  bear-garden,  and 
its  meetings  degi’aded  into  occasions  for  the  venting  of 
bitterness,  hatred,  and  jealous  passion  directed  to  private 
ends.  It  must  be  admitted  that  peaceable  men  of  this 
stamp  have  much  to  complain  of.  As  at  present  appears, 
they  have  reason  to  accuse  the  Council  of  disastrously 
muddling  the  business  which  they  were  elected  to  manage 
in  a  proper  manner.  The  Council  must  have  been  fully 
aware  of  the  nature  of  the  responsibility  which  they 
incurred  when  they  proposed  to  the  last  general  meet¬ 
ing  to  compulsorily  remove  Mr.  Bray’s  name  from  the 
roll  of  membership.  They  knew  that  every  loophole  pre¬ 
sented  to  the  enemy  in  their  procedure  would  be  made  the 
most  of,  to  their  own  discredit  and  the  plaguing  of  the  Insti¬ 
tute  ;  and  yet  they  made  a  miserable  tactical  blunder, 
which  was  exposed  in  all  its  naked  hideousness  on  their  first 
recourse  to  competent  legal  advice.  Let  us  say  this  much, 
and  then  have  done  with  it.  If  the  Council  had  been  pro¬ 
perly  advised  in  a  legal  sense,  the  present  crisis  would  not 
have  arisen.  They  made  a  shocking  mistake,  however,  and 
they  must  bear  the  blame  for  it.  The  elaborate  vote  by 
which  12(5  members  out  of  188  recorded  their  agreement 
with  the  Council  respecting  the  treatment  to  be  accorded  to 
Mr.  Bray  has  been  annulled  by  the  effect  of  what  is  practi¬ 
cally  a  slip  in  a  matter  of  law  ;  but  it  is  impossible  to  over¬ 
look  or  minimize  the  consequence.  Mr.  Bray  remains  a 
member  of  the  Institute,  and  for  this  reason  the  members 
of  Council  and  others,  to  vilify  whom  he  has  abused  the 
opportunity  presented  by  his  membership,  must  act  up  to 
their  declarations,  and  retire. 

It  is  a  point  of  honour  with  those  gentlemen  whom  Mr. 
Bray  has  attacked  by  name  to  withdraw  from  any  society  which 
contains  him.  Mr.  George  Livesey  was  the  first  to  give 
expression  to  this  resolve  ;  and  although  the  method  and 
occasion  chosen  by  him  for  making  this  declaration  may  not 
commend  themselves  to  the  individual  judgments  of  all  who 
have  been  associated  with  him  in  this  matter,  they  agree 
with  its  spirit.  The  immediate  effect  of  the  legal  proceedings 
of  the  18th  inst.  will  therefore  be  to  diminish  at  a  blow  the 
Executive  of  the  Institute  to  the  President  (Mr.  Henry 
Woodall),  and  at  most  two  or  three  members  of  Council 
— possibly  not  one.  Certain  of  the  more  responsible  office¬ 
holders — such  as  the  Trustees,  the  members  of  the  Finance 
Committee,  and  the  Secretary — must  remain  at  their  posts 
to  carry  on  the  necessary  routine  business  until  they  can 
be  relieved  ;  but  hencefoi'ward  not  one  of  the  members 
implicated  in  any  way  in  the  recent  dealings  of  the  Institute 
with  Mr.  Bray  will  take  any  part  whatever  in  tlio  society. 
Wo  do  not  know  how  many  will  decide  to  resign,  or  how  or 
when  this  decision  will  be  carried  into  effect  and  made 
public.  The  fact,  however,  |is  certain  ;  and  we  are  able  to 
say  positively  that  some  of  the  resignations  are  even  now 
in  tlie  liEuids  of  the  Secretary,  and  more  will  be  ready  for 
presentation  at  the  next  Council  meeting,  which  is  to  be 
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held  in  a  few  days’  time.  No  other  course  than  severance 
from  the  Institute  at  the  earliest  moment  is  possible  for  any 
of  these  gentlemen  possessing  the  most  ordinary  self-respect. 
How  far  the  defection  will  spread,  it  is  at  present  impossible  to 
foresee.  Members  will,  of  course,  exercise  their  right  of  pri¬ 
vate  judgment  upon  this  point,  which  is  purely  onejof  honour 
in  which  no  man  can  desire  to  influence  his  fellow.  Seeing, 
however,  how  widely  Mr.  Bray’s  allegations  against  gas 
officials  identified  with  the  Institute  were  cast  in  his  latest 
pamphlet,  it  is  very  probable  that  a  large  number  of  engi¬ 
neers  and  managers  of  gas-works  may  decline  to  associate 
with  him  for  the  future.  In  any  case,  the  withdrawals  will 
be  sufficiently  numerous  and  important  to  create  a  crisis  of 
the  greatest  gravity  in  the  life  of  the  Institute ;  and  the 
emergency  will  be  so  pressing  as  to  render  it  imperative  for 
the  President  to  call  a  special  meeting  in  the  autumn. 

It  is  an  extraordinary  result  of  a  blunder  in  law  that  the 
members  who  have  received  the  support  of  large  majorities  of 
their  colleagues  in  the  Institute  should  be  compelled  to  quit 
the  organization,  while  the  member  of  whom  all  but  a  small 
mmority  desire  to  be  rid  remains.  So  it  is,  however,  and 
the  situation  must  be  faced.  What  may  be  the  ultimate  out¬ 
come  of  the  present  state  of  affairs  is  uncertain.  The  only 
positive  fact  to  be  dealt  with  now  is  that,  as  a  consequence 
of  Mr.  Bray’s  legal  victory,  all  the  chief  office-bearers  and 
most  of  the  leading  men  whose  names  have  been  identified  for 
years  with  The  Gas  Institute,  and  before  its  day  with  the  old 
British  Association  of  Gas  Managers,  will  throw  up  their 
connection  with  it.  Is  this  a  desirable  result  ?  It  will  be 
for  the  members  who  remain  to  answer  this  question  by 
their  conduct  at  the  extraordinary  general  meeting  to 
which  they  will  be  convoked  by  their  President.  Neither 
directly  nor  indirectly  will  the  retiring  members  seek 
to  control  in  the  slightest  degree  the  action  of  their 
former  colleagues.  If  these  should  decide  that  they  can 
carry  on  the  work  of  the  Institute  better  without  their  old 
leaders,  the  latter  will  not  protest  against  such  a  decision. 
There  will  be  no  passion  about  it ;  but  time,  which  tries  all 
things,  will  show  whether  these  men  can  better  exist  with¬ 
out  the  Institute,  or  the  Institute  without  them.  If  they  were 
superfluous,  tyrants,  a  “  clique,”  wire-pullers,  self-seekers,  and 
upholders  of  corrupt  practices,  as  Mr.  Bray  and  his  followers 
have  said  of  them  many  times,  then  the  Institute  is  well  rid 
of  them  and  their  works.  If,  on  the  other  hand,  they  were 
the  life  and  soul  of  the  Institute — if  they  and  theii’  friends 
provided  all  the  papers,  contributed  all  the  discussions,  trans¬ 
acted  all  the  tedious  and  formal  business,  and,  by  their 
character  and  willingness  to  impart  their  knowledge  to  the 
humblest  inquirers,  attracted  to  the  annual  meetings  most  of 
the  hard-working  members  to  whom  these  gatherings  ai'e 
something  more  than  outings  attended  by  unlimited  free  feast¬ 
ing  and  drinking — then  with  their  retirement  the  organization 
must  become  moribund.  Not  one  of  them  will  move  a  hand 
to  influence  the  verdict  upon  themselves  which  their  whilom 
associates,  will  return  at  the  forthcoming  special  meeting. 
The  votes  to  be  cast  then  will  not  be  their  votes  ;  the  at/enda 
will  not  be  compiled  by  them.  They  have  done  with  the 
Institute  for  good  and  all.  Being  fallible  men,  unused  for  the 
most  part  to  the  nice  formalities  of  the  conduct  of  a  meeting 
under  all  the  severities  of  the  law,  some  of  them  have 
blundered.  All  that,  however,  is  now  beside  the  question. 
If  they  are  no  lawyers,  they  are  at  least  competent  guardians 
of  their  own  honour ;  and  in  thus  promptly  renouncing 
fellowship  in  a  society  where  their  reputations  have  been 
attacked,  they  take  the  only  course  open  to  them  without 
incurring  the  sacrifice  of  self-respect  and  public  esteem. 
If  it  lasts,  Mr,  Bray  may  have  The  Gas  Institute  all  to  him¬ 
self  now,  so  far  as  they  are  concerned.  He  may  brmg  forward 
in  their  absence  yearly  motions  condemning  them  in  all  the 
relations  of  life,  and  may  make  speeches  thereon  likening 
them  to  every  notorious  criminal  of  the  day.  Nothing  of 
this  kind  will  affect  them  more,  for  they  will  have  gone  ;  and 
Mr.  Bray  will  be  at  liberty  to  enjoy  himself  in  his  favourite 
pastime  behind  their  backs. 

MANCHESTER  AND  ITS  NEIGHBOURS. 

An  attempt  is  being  made  by  some  of  the  customers  of  the 
Manchester  Gas  Committee  to  obtain  a  reduction  in  price. 
The  dissatisfied  are  the  Local  Boards  of  the  several  townships 
beyond  the  city  limits.  They  are  of  opinion  that  they  and 
their  constituents  are  unfairly  taxed  by  the  citizens,  and  have 
resolved  to  make  a  united  demand  for  more  equitable  treat¬ 
ment.  The  chief  cause  of  complaint  appears  to  be  the 
differential  rate ;  and  the  argument  for  its  abolition  is  that 


some  neighbouring  authorities — Salford  and  Stockport  to 
wit — do  not  put  such  a  tax  upon  the  extra-municipal  con¬ 
sumers  in  their  supply  districts.  Whatever  may  be  the 
result  of  the  appeal,  it  is  certain  that  the  outside  consumers 
are  not  too  liberally  dealt  with  by  the  Gas  Committee. 
They  take  something  like  one-third  of  the  gas  produced  at  the 
various  works  belonging  to  the  Corporation  ;  and  as,  in  addi¬ 
tion  to  the  differential  price,  they  are,  by  the  municipal  system 
of  financing,  made  contributors  to  the  cost  of  lighting  the 
city  streets,  besides  bearing  one-third  of  the  charges  annually 
reckoned  for  depreciation  of  works,  the  repayment  of  the 
mortgage  debt,  and  the  costly  improvements  paid  for  out  of 
gas  profits,  they  should  be  able  to  make  out  a  very  good  case 
indeed  for  a  substantial  reduction.  The  question  seems  to  be 
in  some  measure  bound  up  with  a  much-discussed  project  for 
the  extension  of  the  city  boundaries.  From  time  to  time, 
more  or  less  fanciful  schemes  are  put  forth  for  the  constitu¬ 
tion  of  a  “  greater  Manchester.”  Some  of  these  actually 
contemplate  a  city  whose  borders  shall  be  so  extended  as  to 
include  towns  as  far  distant  as  Oldham  and  Rochdale ; 
embracing  an  area  of  which  the  population  would  about  equal 
that  of  the  Metropolis  itself.  There  is  not  the  slightest 
prospect  of  any  such  proposal  as  this  being  carried  into 
effect ;  but  it  is  no  secret  that  the  City  Fathers  are  anxious 
to  bring  the  district  more  immediately  surrounding  the  city 
into  the  very  closest  alliance  with  it.  Places  like  Newton 
Heath,  Gorton,  and  Moss  Side,  though  not  in  the  city,  are 
really  of  it.  Probably  none  but  the  rate  collectors  and  the 
nuisance  inspectors  and  their  tribe  know,  to  any  degree  of 
certainty,  where  the  boundaries  of  the  city  end  and  those  of 
its  neighbours  begin.  Manchester  is  anxious  to  absorb  these 
places  ;  and  is  almost  sure  to  do  it  some  day  ;  and  the  sus¬ 
picion  is  entertained  that,  pending  amalgamation,  it  does  not 
disdain  to  make  as  much  out  of  them  as  circumstances  will 
allow.  It  is  therefore  not  improbable  that  when  the  deputa¬ 
tion  go  to  the  Gas  Committee,  they  will  receive  a  hint  that 
relief  from  the  burden  they  now  have  to  bear  may  be  obtained 
by  joining  hands  with  the  city. 

THE  COUNTY  GOVERNMENT  BILL  AND  GAS  AND  WATER 

SUPPLY. 

As  will  be  seen  from  our  “  Parliamentary  Intelligence  ”  to¬ 
day,  an  attempt  was  made  by  Mr.  Firth  to  add  to  the  County 
Government  Bill  a  clause  empowering  County  Councils  to 
promote  and  oppose  Bills  in  Parliament  without  obtaining 
the  consent  of  the  ratepayers  ;  and  also  to  enable  the  pro¬ 
spective  London  County  Council  to  promote  Bills  “  for  the 
“  purchase  or  regulation  of  the  undertakings  at  present  supply- 
“  ing  water  and  gas  to  any  part  of  London,  or  any  of  them, 
“  or  for  the  provision  of  a  new  supply  of  water,  gas,  or  light  to 
“  London  or  any  part  thereof.”  This,  as  Mr.  Ritchie  pointed 
out,  was  tantamount  to  the  repeal  of  the  Borough  Funds  Act ; 
and  it  was  opposed  by  the  Government  upon  this  ground,  and 
also  for  the  reason  that  the  whole  question  of  Private  Bill 
Legislation  is  unsettled.  Mr.  Firth’s  proposal  was  strongly 
supported  in  tbe  House,  especially  with  the  modification  of 
limiting  the  new  public  bodies  to  dealings  with  authorized 
undertakings,  and  restricting  them  from  setting  up  competing 
works.  Upon  a  division,  the  proposed  clause  was  rejected  by 
a  majority  of  8  only — a  significant  indication  of  the  desire 
of  Parliament  to  confer  large  powers  upon  the  new  County 
Councils.  A  second  clause,  casting  upon  the  London  County 
Council  the  duty  of  reforming  the  system  of  Local  Government 
for  the  Metropolitan  area,  and  including  powers  to  regulate, 
acquire,  or  compete  with  existmg  Gas  and  Water  Companies, 
was  likewise  rejected — the  latter  portion  of  it  by  a  majority 
of  40.  This  is  so  far  satisfactory.  With  regard  to  the 
general  proposition  that  the  provisions  of  the  Borough  Funds 
Act  should  not  apply  to  the  County  Councils,  we  are  dis¬ 
posed  to  agree  to  it,  or  the  reason  that  the  Act,  as  at  present 
enforced,  appears  either  farcical  or  unjust  in  the  majority  of 
cases.  For  once  when  it  operates  as  a  salutary  check  upon 
a  rash  Local  Authority,  there  are  ten  instances  of  its 
appearing  as  a  matter  of  form  or  as  an  obstacle  to  the  carry¬ 
ing  out  of  a  sound  piece  of  policy  by  such  a  body.  And  even 
when  it  comes  into  operation,  it  is  more  often  as  the  tool 
of  a  noisy  demagogue  than  as  the  weapon  of  a  wise  friend 
of  the  people.  The  more  power  there  is  entrusted  to  the 
new  Local  Authorities — within  certain  limits,  of  course — the 
more  likely  they  will  be  to  use  this  power  with  a  due 
sense  of  responsibility.  Provided  that  the  County  Councils 
are  prevented  from  misusing  public  money  to  compete  with 
private  enterprise,  we  can  see  no  good  reason  why  the  duty 
of  promoting  and  opposing  Bills  in  Parliament  should  not  be 
confided  to  them ;  and  thus  the,  in  most  cases,  futile 
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restraints  of  the  Jioroitgh  humls  Act  might  be  removeil. 
This  will  certainly  come  in  time  ;  and  it  is  as  well  to  recognize 
the  prospect  at  once.  , 

THE  KEPORT  01''  THE  JOINT  COMMITTEE  ON  PRIVATIu  BILL 

LEGISLATION. 

The  report  of  the  Joint  Select  Committee  of  the  House  of 
Lords  and  the  House  of  Commons  appointed  to  inquire  into 
the  present  system  of  Private  Pill  Legislation  has  been  issued, 
and  forms  an  interesting  compendium  of  facts  and  opinions 
relating  to  this  important  subject.  The  Committee  examined 
members  of  both  Houses,  as  well  as  many  oflicial,  professional, 
and  other  witnesses  having  experience  of  Irivate  Pill 
business  ;  several  of  them  being  representatives  of  associations 
or  of  local  bodies  interested  in  the  subject.  The  report 
recites  that  the  present  system  of  Private  Pill  Legislation 
had  its  beginning  in  1837,  so  far  as  the  House  of  Lords  was 
concerned  ;  but  the  House  of  Commons  did  not  fully  apply 
it  until  1855.  It  is  admitted  that  the  existing  system  is  an 
improvement  upon  that  which  preceded  it ;  but  that  improve¬ 
ment  is  still  possible.  It  is  a  noteworthy  fact  (as  remaiked  in  the 
report)  that  every  witness  whose  attention  was  directed  to  the 
point,  whatever  his  view  upon  Private  Pill  Legislation  in  other 
respects,  expressed  or  implied  a  preference  for  the  Committees 
of  the  House  of  Lords,  as  composed  of  less  fluctuating  elements, 
and  possessing  a  higher  degree  of  (/!/</.si-judicial  training  and 
experience  than  the  members  of  average  Commons  Committees. 
Other  points  in  connection  with  Private  Bill  procedure  such 
as  the  argument  for  local  inquiries,  the  expense  of  the  present 
system,  and  its  centralization — are  brought  out  in  the 
report,  wherein  also  the  alleged  causes  of  expense  are  dissected 
and  discussed.  It  appears  that  the  Private  Bill  business  is  a 
paying  one  for  the  nation,  seeing  that  the  fees  paid  by  suitors 
have  amounted,  on  an  average  of  the  past  ten  or  twelve  years, 
to  £58,000  per  annum  for  both  Houses,  while  the  expenses 
have  not  exceeded  £20,000  a  year  according  to  the  highest 
estimate.  After  going  into  all  these  matters,  the  Committee 
observe  that  it  remains  for  consideration  whether  the  time 
has  not  come  for  a  more  comprehensive  reform  of  Private 
Bill  business  than  any  that  has  been  adopted  since  1887. 
Broadly,  three  proposals  were  put  before  the  Committee. 
The  first  was  for  the  establishment  of  Commissions  entrusted 
with  the  powers  and  functions  of  Private  Bill  Committees  ; 
the  second,  for  Joint  Committees  of  both  Houses ;  the  third, 
for  an  extension  of  the  system  of  Provisional  Orders.  It  is 
remarked  that  the  demand  for  a  Commission,  with  the  possi¬ 
bility  of  local  inquiry,  was  preferred  by  a  majority  of 
witnesses  from  Scotland  and  Ireland,  but  condemned  by  a 
powerful  group  of  witnesses  representing  the  most  experienced 
authorities.  As  against  the  proposal  for  Joint  Committees, 
it  is  remarked  that  while  they  would  probably  save  the 
expense  of  a  second  contest  in  the  case  of  one-fifth  of  the 
total  number  of  opposed  Bills  in  the  year,  they  would  fail  to 
satisfy  the  demand  for  local  inquiry,  and  would  afford  a  less 
measure  of  relief  to  members  of  the  House  of  Commons  than 
is  commonly  supposed.  On  the  whole,  the  Committee  are 
brought  to  the  conclusion  that,  although  a  Commission  must 
necessarily  be  an  experiment,  it  presents  the  best  hope  of  an 
adequate  solution  of  the  difficulties  of  the  situation.  The 
cost  of  a  competent  tribunal  would  probably  be  considerable  ; 
but  it  might  be  provided  out  of  the  £40,000  annual  surplus 
of  suitors’  fees.  Here  the  recommendation  of  the  Committee 
ends.  They  leave  lo  the  Government  the  duty  of  carrying  it 
out ;  and,  under  these  circumstances,  it  will  be  some  time 
before  anything  further  is  done. 


closely  into  this  aspect  of  Lord  Bandolpli's  action,  however, 
the  result  would  not  be  of  mucli  practical  value.  At  a 
time  when  the  manufacture  of  political  capital  is  the  main 
occupation  of  statesmen  of  all  parties,  it  would  be  sheer 
pedantry  to  disparage  the  merits  of  any  iiroiioscd  piece  of 
legislation  on  the  ground  of  its  presumptive  bearings  uixin 
party  politics.  It  is  sufficient  for  the  occasion  to  note  that 
Lord  Randolpirs  reforming  zeal  has  sutlered  a  check  ;  but 
we  do  not  suppose  that  the  present  irritation  of  the  public 
mind  on  the  subject  of  official  peculations  will  bo  allayed 
until  some  legislative  measure  has  been  passed  to  remove 
the  existing  uncertainty  respecting  the  application  of  the 
forms  of  law  to  those  oflences  against  the  moral  code  which 
have  of  late  shocked  the  public  conscience.  In  the  eyes  of 
many  people,  the  pending  proceedings  with  reference  to  the 
Metropolitan  lloard  of  Works,  marked  as  they  are  from  week 
to  week  by  summary  dismissals  of  the  incriminated  officials  of 
that  remarkable  body,  will  be  deprived  of  their  point  if  they 
do  not  result  in  the  placing  of  some  legal  obstacle  in  the  way 
of  the  occurrence  of  a  similar  scandal  in  other  quarters. 

END  OF  THE  WARNER  LIBEL  CASE. 

The  unpleasant  case  of  libel  upon  Mr.  W.  J.  Warner,  of 
South  Shields,  has  been  satisfactorily  terminated  by  the 
unqualified  withdrawal  of  all  imputations,  as  will  be  seen 
from  the  report  of  the  proceedings  at  the  Durham  Assizes 
appearing  in  another  column.  The  facts  are  few  and  simple. 
Richard  Cunliffe,  at  one  time  employed  under  Mr.  Warner 
as  inspector  of  a  gasholder  tank  in  course  of  construction, 
was  discharged  from  the  Company’s  service  some  time  after 
the  termination  of  the  work  in  question,  and  a  claim  for 
overtime  preferred  by  him  was  disallowed.  For  this  and  for 
failure  to  obtain  further  employment  under  the  Company, 
Cunliffe  bore  a  grievance  against  Mr.  Warner,  whom  he 
accused,  in  a  letter  to  one  of  the  Directors,  of  mana^nng  the 
business  confided  to  him  in  a  “  deceitful  and  unscrupulous 
“  way,”  and  of  "  blundering”  in  such  a  manner  that  the  tank 
cost  £2000  more  than  it  should  have  done.  In  the  usual  fashion 
of  libellers,  CunliS'e  protested  that  he  was  in  possession  of 
proofs  of  his  allegations  ;  and  the  result  of  his  accusations 
was  an  action  by  Mr.  Warner  to  clear  his  character.  Cun- 
lift'e  was  committed  for  trial  by  the  South  Shields  Magis¬ 
trates,  as  reported  in  the  Journal  for  May  1  last  ;  and  when 
the  case  came  before  Mr.  Justice  Cave,  yesterday  week,  the 
prisoner  found  he  had  no  option  but  to  throw  himself  upon 
the  prosecutor’s  mercy.  It  was  made  abundantly  clear  that 
Mr.  Warner  entertained  no  vindictive  feeling  against  Cunliffe, 

'  whose  aspersions,  as  was  confessed,  were  exaggerated  under 
the  effect  of  a  partial  view  of  the  facts,  and  were  published 
under  a  sense  of  personal  grievance.  The  case  having  ter- 

*  minated  in  this  way,  the  only  thing  to  regret  about  it  is  that 

*  it  was  ever  necessitated  by  Cunliffe’s  ill-considered  attack 
’  upon  his  former  chief.  Mr.  Warner  deserves  the  sympathy  of 

*  his  friends  and  professional  colleagues  in  the  position  in  which 
‘  he  was  placed  by  the  rancour  of  a  discharged  subordinate  ; 
'  but  it  must  be  admitted  that  the  incident  has  ended  in  the 
^  best  possible  way.  It  would  not  have  been  any  gratification 
‘  to  Mr.  Warner,  if  the  case  had  gone  to  its  end,  to  reflect  that  the 
"  vindication  of  his  own  character  had  entailed  the  imprisonment, 
>  and  perhaps  the  ruin,  of  a  foolish  clerk  of  works  ;  and  Cun- 

*  liffe  has  had  to  pay  smartly  enough  for  learning  that  it  is  not 
'  always  safe  to  asperse  the  reputation  of  others  upon  partial 

“  evidence,”  which,  when  tested,  amounts  to  nothing  more 
®  than  an  uncharitable  opinion. 


LORD  R.  CHURCHILL’S  BILL  AGAINST  “COMMISSIONS.” 
The  Bill  of  Lord  Randolph  Churchill,  for  rendering  the 
acceptance  of  “  commissions  ”  by  officers  of  corporate  bodies 
a  penal  offence,  has  been  withdrawn  in  consequence  of  the 
somewhat  unintelligible  opposition  of  the  member  for  the 
Camborne  Division  of  Cornwall,  who  was  understood  to  hold 
views  of  his  own  respecting  the  manner  in  which  tliis  matter 
should  be  dealt  with.  As,  however,  since  this  triumph  of 
obstructiveness,  the  honourable  member  has  been  suspended 
for  a  month  for  misconduct  towards  the  Speaker,  tliere  is  no 
prospect  of  his  doing  anything  in  this  line  during  the  short 
remainder  of  the  present  session.  What  will  be  the  upshot 
of  the  business  remains  for  the  time  uncertain.  Lord 
Randolph’s  proposals  did  not  err  on  the  side  of  mildness ; 
and  were  perhaps  open  to  the  reproach  of  an  attempt  to 
make  political  capital  out  of  the  existing  condition  of  public 
feeling  aroused  by  the  disclosures  in  the  course  of  the  in¬ 
quiry  of  the  Royal  Commission  upon  the  proceedings  of  t!ie 
Metropolitan  Board  of  Works.  If  one  were  to  inquire  too 


The  balance  to  the  credit  of  the  net  revenue  account  of  The  Gas¬ 
light  and  Coke  Company  will  (subject  to  audit)  enable  the  Direc¬ 
tors  to  recommend  the  payment  of  a  dividend  for  the  past  half  year 
at  the  rate  of  13  per  cent,  per  annum  ;  carrying  forward  to  the  next 
account  a  balance  of  £'277,503. 

We  are  pleased  to  announce  that  M.  Albert  Ellisson,  the  imme¬ 
diate  I’ast-i’resident  of  the  Soci(-te  Technicpie  du  Gaz  en  France, 
has  been  nominated  an  officer  of  the  Legion  of  Honour — a  promo¬ 
tion  from  the  rank  of  chevalier,  which  was  conferred  upon  him  in 
1H71.  During  the  recent  visit  of  the  members  of  the  Society  to 
England,  many  of  our  readers  had  an  opportunity  of  becoming 
personally  acquainted  with  M.  Ellissen,  who,  from  the  position 
formerly  held  by  him  as  Engineer  of  the  I’aris  Gas  Company,  and 
his  connection  with  various  Continental  gas  undertakings,  has  for 
some  years  taken  a  lending  place  in  our  industry.  Apart  from 
this,  M.  Ellissen  is  a  member  of  the  Council  anil  Secretary  of  tho 
Society  for  the  Relief  of  Woundwl  Soldiers,  and  Vice  rresident  of 
the  Board  of  Directors  of  tho  Petit  Journal.  This  is  an  insUnco 
in  which  English  and  French  gas  engineers  will  cordially  unite  in 
offering  congratulations  to  a  professional  colleague  on  tho  distinc¬ 
tion  conferred  upon  him. 
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The  prosecution  by  tlie  Southwark  and  Vauxhall  Water-Works 
Company  of  a  person  named  Linsey,  reported  in  the  last 
issue  of  the  Jouknal,  raises  some  curious  and  very  interesting 
considerations.  The  accused  was  charged  with  stealing  a 
quantity  of  the  Company’s  water  ;  and  his  Counsel  boldly 
contended  that  this  act,  even  if  proved,  did  not  constitute  a 
criminal  offence.  According  to  the  learned  gentleman’s 
argument,  a  man  can  no  more  steal  water  than  he  can  steal 
air.  Each  of  these  elements,  he  urged,  is  free  to  everybody. 
Assuredly  this  is  a  startling  proposition  in  regard  to  water. 
We  are  not  surprised  that  the  Chairman  of  the  Surrey 
Sessions  (Mr.  H.  Yool)  should  have  been  sceptical  as  to  its 
soundness  ;  for,  apart  from  the  decision  which  was  cited  in 
support  of  the  prosecution,  common  sense  and  common  law 
should  be  strong  enough  to  govern  the  case  which  was  dis¬ 
closed  by  the  evidence.  It  may  be  conceded  that,  in  some 
circumstances,  water  would  not  be  the  subject  of  larceny  ; 
but,  imder  altered  conditions,  we  cannot  doubt  that  to  steal, 
take,  and  carry  away  any  quantity,  small  or  great,  will  bring 
a  man  within  the  purview  of  the  criminal  law,  in  the  same 
way  as  if  he  had  wrongly  appropriated  any  other  description 
of  property.  An  analogous  case  is  not  by  any  means  difficult 
to  find.  Larceny  cannot  be  committed  of  wild  animals — in 
which  there  is  no  property — as  hares  in  a  forest,  rooks  in  a 
rookery,  or  fish  in  an  open  pond  or  river.  But  where  animals 
fercB  natura  have  once  been  reclaimed,  tamed,  and  confined,  to 
take  them  from  their  lawful  owner  is  to  be  guilty  of  larceny 
at  common  law.  Thus,  deer  enclosed  in  a  park,  or  fish  in  a 
trench  or  ornamental  pond,  cannot  be  taken  with  impunity  ; 
and,  in  like  manner,  water  (which  probably  anyone  might  use 
or  remove  when  found  in  an  open  river  or  lake)  acquires  the 
character  of  private  property  when  reduced  into  possession 
by  a  company  or  an  individual.  It  may  then,  as  we  submit, 
become  the  subject  of  larceny.  It  is  beside  the  point  to  say 
that  there  are  various  statutory  penalties  to  which  a  water 
company  can  have  resort.  Why  should  they  be  restricted  to 
these  remedies,  which  in  some  instances,  might  be  wholly 
inadequate  ?  In  other  words,  why  should  not  water-works 
proprietors,  in  regard  to  their  common  property,  possess  the 
same  rights,  and  enjoy  the  same  protection,  which  the  law 
affords  to  other  companies  and  to  individuals  in  every  rank 
of  life  ? 

In  connection  with  the  case  tried  at  the  Surrey  Sessions 
we  do  not  desire  to  offer  any  opinion,  although  it  would  seem 
that  the  Chairman  was  not  a  little  surprised  at  the  verdict 
of  “  Not  guilty  ”  which  the  jury,  in  their  wisdom,  thought 
fit  to  return.  It  is  wdth  the  general  aspect  of  the  question 
that  we  concern  ourselves,  in  the  belief  that  when  water  is 
stored  by  a  water  company,  or  pumped  into  their  mains  or 
pipes,  it  must  be  acknowledged  to  be  the  property  of  that 
company  ;  so  that  a  man  can  have  no  greater  right  to  take 
the  water  without  paying  for  it  than  he  would  have  to 
appropriate  the  main  or  pipe  itself.  In  the  case  which 
was  cited  during  the  recent  prosecution,  two  of  Her  Majesty’s 
Judges  ruled  that  to  obtain  a  supply  of  water  surreptitiously 
constituted  a  misdemeanour.  Notwithstanding  this  decision. 
Counsel  for  the  defence  at  the  Surrey  Sessions  argued  that  the 
offence  alleged  against  his  client  was  not  indictable.  It  is  true 
that  in  the  prosecution  in  which  the  Judges  considered  the 
point,  the  prosecutors  did  not  possess  any  statutory  powers  ; 
whereas  a  company  such  as  the  Southwark  and  Vauxhall 
Company,  incorporated  by  Act  of  Parliament,  may  recover 
specified  penalties  in  a  summary  manner.  But  this,  we  con¬ 
ceive,  can  make  no  possible  difference.  Neither  the  Water- 
Works  Clauses’  Act,  1847,  nor  any  other  statute,  professes 
to  limit  the  general  rights  ot  property-owners  or  to  exclude 
those  common  remedies  which  are  prescribed  by  the  general 
law  of  the  land.  As  regards  the  technical  proof  of  the  taking 
and  carrying  away  ”  of  water,  we  apprehend  that  very 
slight  evidence  should  be  sufficient.  This,  at  any  rate,  is  the 
case  with  regard  to  a  theft  of  gas.  In  a  reported  case  of  a 
gas  consumer  charged  with  fraudulently  obtaining  a  supply  by 
fixing  a  communication  pipe  from  the  inlet  to  the  outlet  of  the 
meter,  so  that  a  portion  of  the  gas  passed  to  the  burners 
unregistered,  it  was  held  that  the  opening  of  the  stop-cock 
thus  letting  gas  pass  into  the  communication  pipe,  was 
sufficient  to  constitute  a  legal  asportavit,  and  that  an  act  of 
larceny  had  been  committed.  A  similar  mode  of  reasoning 
would,  it  seems  natural  to  suppose,  be  equally  applicable 
where  a  man  is  charged  with  stealing  a  supply  of  water  by 
means  of  a  like  device. 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  177.) 

During  the  past  week  there  has  been  a  slight  reaction  from  the 
improving  tendency  which  characterized  the  preceding  week. 
Some  of  the  chief  markets  have  fluctuated  from  day  to  day,  and 
close  fractionally  lower ;  foreigners  being  affected  by  a  less  easy 
feeling  as  to  the  meeting  of  the  two  Emperors.  Business  gene¬ 
rally  has  been  restricted  ;  and  some  departments  were  very  quiet. 
Money  is  harder,  owing  to  the  demand  for  gold.  In  the  Gas 
Market  there  has  been  more  activity  than  in  any  week  for  some 
time  past.  Gaslight  “  A  ”  has  naturally  been  well  to  the  front. 
The  announcement  on  Tuesday  of  a  13  per  cent,  dividend  had 
been  generally  anticipated,  and  discounted  in  advance ;  but  the 
stock  rose  a  little  more  upon  the  actual  certainty.  The  reduction 
of  3d.  per  1000  cubic  feet  represents  a  loss  of  rental  equal  to 
about  ^100,000.  The  increase  of  the  dividend  absorbs  about 
£20,000 ;  and,  in  addition  to  this,  the  profit  and  loss  balance  is 
augmented  by  ^47,000.  The  aggregate,  £67,000,  thus  shows  a 
recouping  of  at  least  2d.  per  1000  feet.  The  accounts  will  prob¬ 
ably  indicate  that  the  biilk  of  the  profit  proceeds  from  improved 
residuals  and  economic  expenditure,  rather  than  from  a  largely 
increased  sale  of  gas.  All  the  preferred  and  maximum  stocks, 
and  some  of  the  debentures  of  the  same  Company,  have  also 
advanced.  South  Metropolitan  have  all  been  dealt  in  at 
well-advanced  prices.  Commercial  old  has  recovered  2  more. 
Brentfords  are  up,  in  view  of  the  approaching  payment 
of  the  dividend.  Some  of  the  foreign  undertakings  have  been 
active — especially  Imperial  Continental  and  Continental  Union. 
The  former  is  in  better  demand,  and  closed  firm  at  a  rise  of  3. 
European  has  declared  a  13  per  cent,  dividend.  This  is  1  per  cent, 
higher  that  it  divided  a  year  ago ;  and  that  was  itself  1  higher 
than  the  previous  rate.  The  Company  have  thus  made  a  rapid 
advance.  Business  in  the  Water  Department  has  been  above  the 
average,  and  prices  continue  to  creep  up  by  small  degrees.  The 
daily  operations  were :  Monday’s  Gas  transactions  were  moderate. 
Gaslight  “  A  ”  was  firm,  without  advancing.  The  6  per  cent, 
debentures  and  Imperial  Continental  improved  1  each.  Water  was 
quiet  and  unchanged.  On  Tuesday  nothing  was  much  dealt  in  but 
Gaslight  “  A,”  which  was  very  brisk,  and  touched  262 — a  rise  of  2. 
All  the  10  per  cents,  rose  2 ;  and  the  “  H  ”  and  the  6  per  cent, 
debentures,  1  each.  South  Metropolitan  “A,”  Commercial  ordinary, 
and  both  Brentfords  also  advanced  2.  South  Metropolitan  “  C  ”  im¬ 
proved  5.  European  new  gained  Water  was  as  before.  Gas  was 
very  busy  again  on  Wednesday.  Gaslight  “  A  ”  was  done  once  at 
263 — the  highest  point  reached  ;  and  buyers  were  1  better.  Bahia 
rose  1.  In  Water,  Chelsea  and  Lambeth  were  frequently  dealt  in  at 
good  prices.  On  Thursday,  Gaslight  “  A  ”  was  quieter  and  steady. 
Imperial  Continental  rose  1.  Water  was  also  quieter  at  a  rise  of  1 
in  Chelsea  and  Lambeth  10  per  cents.  Business  in  Gas  was  further 
restricted  on  Friday ;  but  prices  continued  to  rise.  All  Gaslight 
preferences  and  maximums  gained  from  1  to  2  each ;  and  South 
Metropolitan  “  A  ”  and  “B,”  1  each.  Water  was  stronger  ;  Grand 
Junction  improving  1|^,  and  East  London  and  Southwark  ordinary, 
1  each.  Gas  was  very  quiet  on  Saturday,  except  South  Metropolitans. 
The  “  A  ”  rose  1 ;  and  “  B,”  1^.  Imperial  Continental  were  1 
higher.  Water  was  quiet  and  unchanged. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  JUDGMENT  IN  THE  EDISON  AND  BRUSH  LAWSUIT — THE  AFFAIRS  OF  THE 
MAXIM-WESTON  COMPANY — THE  ELECTRIC  LIGHT  AT  LEAMINGTON — 
RUMOURS  OF  FRESH  ELECTRIC  LIGHTING  SPECULATIONS. 

On  Monday  last  week  a  most  important  decision  was  delivered 
by  Mr.  Justice  Kay  upon  the  Edison  incandescent  lamp  patents, 
the  effect  of  which  is  apparently  to  destroy  the  Edison  monopoly. 
It  was  a  tremendous  action — the  Edison  and  Swan  Company  being 
plaintiffs,  and  the  Brush  Company  the  real  defendants — and  it 
occupied  the  attention  of  the  Court  for  21  days ;  every  available 
professor  of  physical  science  and  electrical  expert  being  called  on 
one  side  or  the  other.  The  costs  must  have  been  enormous  ;  and 
the  issue  was  of  the  gravest  moment.  The  two  patents  upon  which 
the  action  was  fought  are  those  of  Edison  of  1879,  for  an  incan¬ 
descent  lamp,  and  Chesebrough of  1878,  for  “  flashing”  the  carbon 
filaments  of  such  lamps.  They  were  the  same  patents  that  were 
maintained  in  the  prior  action  of  the  plaintiffs  against  the  firm  of 
Messrs.  Woodhouse  and  Rawson;  and  consequently  the  owpers 
may  have  been  pardoned  for  feeling  some  confidence  in  the  result. 
The  case  was  gone  into  very  much  more  fully,  however,  on  the  last 
occasion  ;  with  the  result  that  the  judge  pronounced  against  the 
Edison  patent,  with  costs,  and  for  the  Chesebrough  patent,  also  with 
costs.  There  was  a  good  deal  that  was  very  remarkable  about 
the  trial,  apart  from  the  amplitude  and  cost  of  the  hearing. 
The  Judge  had  occasion  to  complain  very  strongly  of  ■  the 
manner  in  which  some  of  the  highly-paid  experts  gave  their 
testimony ;  the  proverbial  tendency  of  these  gentry  to  swear 
according  to  their  instructions  being  unusually  conspicuous.  It  is 
not  without  a  gleam  of  inward  satisfaction  that  hard-working  and 
practical  men,  who  do  not  happen  to  have  any  practice  in  the 
Courts,  can  observe  such  an  instance  as  this,  when  reproof  and 
discomfiture  were  the  portion  of  several  most  portentous  personages 
—Fellows  of  the  Royal  Society,  professors,  and  other  great  men  of 
modern  science.  Mr.  Justice  Kay  accused  some  of  these  luminaries 
of  deliberately  attempting  to  mislead  the  Court;  and  he  had  so 
little  confidence  in  them  that  he  directed  several  crucial  experi- 


107 


July  24, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  A  SANITARY  IMPROVEMENT, 


ments  to  be  made  imder  independent  supervision  during  the  pro¬ 
gress  of  the  hearing,  with  a  view  to  settling  points  upon  which  the 
expert  evidence  was  contradictory.  The  judgment  against  Edison  s 
patent  went  on  the  usual  ground,  that  the  process  described  in  the 
specification  had  not  been  actually  carried  out,  but  that  the  lamp 
as  made  and  sought  to  be  protected  under  the  patent  was,  in 
reality,  something  quite  different.  As  for  the  Chesebrough  patent, 
this  now  appears  to  be  as  strong  as  Edison’s  patent  is  weak  ;  so 
that  the  “  Hashing  ”  of  incandescent  lamp  carbons  in  an  atmosphere 
of  hydrocarbon  vapour,  to  equalize  their  thickness,  remains  a 
monopoly  of  the  Edison  and  Swan  Company.  Of  course,  it  is 
possible  to  make  incandescent  lamps  without  flashing  ;  and  t  ms 
the  manufacture  of  these  articles  will  be  in  a  great  measure  tree 
from  the  obligation  to  pay  royalty  to  the  Edison  people,  unless  the 
judgment  now  in  question  is  reversed  on  appeal. 

The  Maxim-^VeBton  Company  continue  to  hold  extraordinary 
general  meetings  every  few  days,  with  a  view  to  the  settlement  ot 
the  dilBculties  into  which  the  concern  has  been  plunged  by  the 
disputes  between  the  Chairman,  Mr.  Hugh  Watt,  M.P.,  and  the 
shareholders.  The  most  recent  of  those  took  place  on  Thursday 
last,  for  the  purpose  of  appointing  additional  Directors ;  and 
although  the  proceedings  were  not  quite  so  riotous  as  on  proT  lous 
occasions  of  the  same  kind,  they  were  anything  but  tarne,  as 
the  business  to  be  done  was  distinctly  antagonistic  to  the  Chair¬ 
man.  Five  new  Directors  were  added  to  the  Board  ;  and  the 
Chairman  accepted  the  situation  with  a  tolerably  good  grace,  con¬ 
sidering  all  things.  He  amused  the  meeting  with  an  oration 
the  past,  present,  and  future  of  electric  lighting,  according  to  which 
the  prospects  of  the  industry  were  never  so  bright  as  they  are  to¬ 
day.  He  declared  that  the  Company  are  in  negotiation  with  in¬ 
numerable  railway  companies,  steamship-owners,  and  shippers  for 
installations  on  the  Maxim-Weston  system — all  of  which  must,  of 
course,  be  taken  for  what  it  is  worth.  It  is  usually  a  bad  sign  when 
the  Chairman  of  an  Electric  Lighting  Company  tells  the  share¬ 
holders  that  inquiries  are  coming  in  from  all  quarters,  and  that  the 
Company’s  works  are  in  a  position  to  meet  all  requirements.  _ 

There  is  a  tremendous  amount  of  assertion  and  contradiction 
in  Leamington  on  the  not  very  abstruse  point  as  to  whether  the 
street  lighting  by  the  local  Electric  Lighting  Company  ® 
success  or  a  failure.  The  Company,  of  course,  contend  that  the 
service  is  very  good  but  some  of  the  members  of  the  Town 
Council  entertain  a  contrary  opinion.  The  real  problem  is^  of 
more  than  local  interest,  since  it  is  nothing  less  than  the  question 
of  the  efficiency  of  incandescent  electric  lamps  for  the  lighting  of 
open  spaces.  These  lamps  have  been  tried  on  the  Holborn 
Viaduct,  and  are  at  the  present  moment  used  at  the  Victoria  and 
Waterloo  Stations,  and  one  or  two  other  similar  places  in  London. 
Experience  shows  that  somehow  these  lamps  do  not  give  as  much 
serviceable  light  under  such  conditions  as  gas ;  and  accordingly, 
where  anything  like  good  lighting  is  required,  two  of  them  are 
used  hi  place  of  one  gas-lantern.  In  small  interiors,  even  in 
Leamington,  the  incandescent  lamps  do  very  well ;  and  as  long 
as  they  are  kept  up  with  reasonable  regularity  of_  illurninating 
effect,  people  like  them.  They  are  comparatively  inefficient  out 
of  doors,  however,  and  for  lighting  large  areas,  not  merely  in 
Leamington  but  everywhere  else.  It  may  be  unscientific  to  say 
so,  but  the  fact  remtuns  that  the  lamps  lack  diffusive  power, 
and  their  hght  seems  to  be  smothered  in  a  large  dark  space. 

Rumours  continue  to  spread  of  a  considerable  expansion  of 
electric  lighting  speculation,  following  upon  the  recent  alteration 
of  the  law  governing  the  duration  of  Provisional  Orders.^  It^  is 
stated  in  one  quarter  that  a  scheme  is  afoot  for  the  extensive  in¬ 
troduction  of  Westinghouse  and  other  new  American  systems  of 
electrical  supply  into  this  country ;  it  being  felt  that  something 
altogether  fresh  is  desirable  to  arouse  interest  in  tbe  electric  light 
business.  The  public  mind  has  been  clogged  with  Brush,  Edison, 
and  other  promises,  that  have  never  been  fulfilled  in  actual 
working ;  and  it  is  imagined  that  greater  credence  may  be  ex¬ 
tended  to  an  altogether  new  comer.  The  idea  is  not  a  bad  one  ; 
but  it  remsiins  to  be  seen  whether  there  is  really  anything  in  it. 


Title  and  Inoex  to  Vol.  LI. — Owing  to  the  length  to  which  it 
has  of  late  been  found  necessary  to  extend  our  half-yearly  index, 
it  will  not,  for  the  future,  be  issued  as  part  of  the  Journal,  as 
hitherto.  A  Title-page  and  Index  to  Vol.  LI.  (January  to  June, 
1888),  have  been  prepared,  and  will  be  ready  next  Thursday  ;  and 
a  copy  will  be  forwarded  post  free  by  the  Publisher  on  receipt  of 
a  post  card. 

An  Attempt  at  Electric  Lighting  at  Matlock. — The  Direc¬ 
tors  of  the  8medley  Hydropathic  Company,  at  Matlock,  are 
introducing  the  electric  hght  into  the  public  rooms  of  their  estab¬ 
lishment.  On  tbe  28th  ult.  (but  some  considerable  time  after  it 
was  originally  expected  tbe  installation  would  have  been  com. 
pleted)  the  hght  was  turned  on  for  the  first  time.  By  way  of 
giving  suitable  eclat  to  the  event,  a  band  of  music  was  engaged  for 
the  occasion,  and  a  number  of  persons  were  invited  to  be  present. 
The  engine  was  started  in  the  afternoon,  and  was  worked  at  a  low 
pressure  until  about  eight  o’clock  in  the  evening,  when  an  order 
was  sent  to  tbe  driver  to  do  his  best.  He  obeyed ;  and  in  a  few 
minutes  afterwards  there  was  a  great  smash.  The  two  wheels  of 
the  countershaft  broke — various  fragments  flying  through  the 
windows  into  the  street,  to  the  alarm  of  the  passers  by.  The 
dynamo  also  broke ;  and,  of  course,  the  light  suddenly  went  out. 
The  despised  gas  had  to  be  lighted,  and  is  now  in  use  again  ;  and 
we  understand  is  likely  to  be  for  some  weeks  to  come. 


THE  QUESTION  OF  COKE. 

The  recent  inquiry  of  the  Journal  respecting  the  cause  or  causes 
of  the  increased  demand  for  coke  that  has  marked  the  past  5'oar, 
has  so  far  only  elicited  one  response,  which  will  bo  found  in  our 
“  Correspondence  ”  columns  to-day.  This  letter  is  interesting  ^ 
a  reminder  of  the  difference  between  the  markets  for  coke  in 
England  and  on  the  Continent ;  and  it  is  possible  also  that  it 
contains  a  partial  solution  of  the  mystery  of  improved  coke  sales 
in  the  United  Kingdom,  in  the  suggestion  that  consumers  of  fuel 
are  at  last  beginning  to  appreciate  the  value  of  coke  for  general 
manufacturing  purposes,  and  especially  in  connection  with  the 
production  of  fuel  gas.  It  is  impossible  to  say  how  much  reason 
there  may  be  in  this  observation  ;  but  it  is  at  least  possible  to  state 
that  it  is  very  apposite.  It  is  a  fact  that  fuel  users  in  Great 
Britain  have  never  yet  given  the  full  money  value  for  coke ;  and 
it  would  be  a  very  good  thing  if  the  complaint  could,  bo  regarded 
as  no  longer  called  for.  Unfortunately,  we  cannot  flatter  our¬ 
selves  that  such  a  sweeping  change  in  the  views  and  habits  of 
English  fuel  consumers  can  have  taken  place  within  so  brief  a 
time  as  a  single  year.  Movements  of  this  kind  are  generally 
slower  in  their  rate  of  progre.ss  through  a  whole  nation  ;  but,  of 
course,  we  cannot  say  that  nothing  of  the  kind  is  in  operation. 
That  there  is  plenty  of  room  for  it  is  easily  shown.  In  the 
number  of  the  Journal  for  December  13th  last  (p.  1058),  there 
is  a  report  of  a  trial  of  breeze  and  coke  for  steam  raising  at  the 
Shoreditch  station  of  The  Gaslight  and  Coke  Company,  con¬ 
ducted  under  the  auspices  of  Messrs.  Bryan  Donkin  and  Co.,  where 
it  is  recorded  that  1  lb.  of  coke  evaporated  11 '03  lbs.  of  water  from 
the  temperature  of  the  feed,  which  was  202'^  Fahr.  _  The  cost  of 
the  fuel  was  taken  at  14s.  2d.  per  ton ;  and  at  this  price  the  cost  of 
evaporating  1000  gallons  of  water,  lor  fuel  only,  was  5s.  8Jd.  A 
less  favourable  experiment  at  another  station  of  the  same  Com¬ 
pany  gave  an  evaporative  duty  for  coke  of  y'5  lbs.  per  ton,  and  the 
cost  of  evaporating  1000  gallons  of  water  then  worked  out  to 
7s.  O^d.,  with  coke  at  158.  per  ton.  This  standard  of  comparison — 
the  cost  of  evaporating  1000  gallons  of  water — is  recommended 
by  Messrs.  Donkin  as  convenient  for  comparison  ;  and  it  would 
be  beneficial  if  fuel  users  would  pay  more  attention  to  this  point 
than  they  do.  Without  going  any  further,  we  may  claim  from 
these  tests  a  very  respectable  evaporative  duty  for  coke  burnt  under 
ordinary  conditions,  and  do  not  hesitate  to  declare  that  it  shows  an 
economy  of  from  15  to  20  per  cent,  as  compared  with  the  steam 
coal  ordinarily  used  in  London. 

It  must  be  conceded  that  the  more  coke  is  sold  out  of  the  yard  in 
the  ordinary  way,  the  dimmer  becomes  the  prospect  of  gas  com¬ 
panies  taking  to  gasifying  it  and  distributing  the  product.  At  one¬ 
time,  when  the  future  of  the  coke  market  looked  very  black,  and 
there  did  not  appear  to  be  any  hope  of  the  demand  rising  lo  the 
absorption  of  the  increased  supply  resulting  from  the  extended  con¬ 
sumption  of  gas,  we  seriously  discussed  the  question  whether  it 
would  prove  desirable  for  gas  makers  to  convert  their  surplus  coke 
into  fuel  gas.  Circumstances  have  changed  since  that  time  ;  and 
the  question  of  fuel  gas  from  coke,  to  be  made  on  the  gas-works,  has 
receded  into  the  background.  We  do  not  think,  moreover,  that 
the  increased  demand  for  coke  is  due  to  any  remarkable  develop¬ 
ment  of  the  use  of  fuel  gas  by  manufacturers.  Indeed,  it  would 
not  be  surprising  if  one  should  hear  that  the  people  interested  in 
fuel  gas  processes  and  apparatus  have  reason  to  complain  of  poor 
business.  It  seems  tolerably  clear  that  the  extension  of  the  use  of 
the  weaker  kind  of  fuel  gas— generator  gas— for  manufacturing 
purposes  is  not  very  rapid  just  at  present ;  and  the  drawback  of 
the  more  powerful  varieties  of  fuel  gM  is  that  t’ne  difference  of  cost 
between  them  and  coal  gas  in  most  manufacturing  centres  of  the 
United  Kingdom  is  not  so  great  as  to  render  them  very  preferable 
to  the  latter  as  fuel.  Cheap  coal  gas  is  undoubtedly  forcing  fuel 
gas  into  the  background ;  and  the  retirement  of  fuel  gas  leaves  the 
disappearance  of  coke  heaps  to  be  accounted  for  in  other  ways. 

We  fear  there  is  nothing  else  for  it  but  to  fall  back  upon  the  old 
generality  of  improvement  of  trade.  There  has  been  more  work 
done  in  the  country  of  late  ;  the  coal  market  has  beeu  “  hardening,” 
and  coke  has  been  purchased  largely.  After  all  has  been  said, 
however,  one  feels  that  such  commonplaces  are  unsatisfying,  and 
that  much  would  be  given  by  any  man  of  business  for  the  key  to 
the  industrial  movement  of  which  the  demand  for  coke  has  been 
only  a  symptom.  The  immediate  cpiestion  for  coke  producers  to 
consider,  however,  is  whether  they  are  in  a  position  to  "  rest  and  bo 
thankful,”  in  the  knowledge  that  the  true  value  of  coke  is  at  lost 
appreciated  by  consumers,  and  that  they  will  never  have  a  glut  of 
the  product  any  more.  The  reply  to  this  inquiry  from  a  disinterested 
observer  of  the  facts,  notwithstanding  the  optimism  uf  our  Spanish 
correspondent,  must  bo  in  the  negative.  These  casual  clearances  of 
coke  heaps  must  not  cause  any  relaxation  ot  the  efforts  that  were 
undertaken  some  years  ago  to  improve  the  demand  for  coke  by 
breaking  it  for  domestic  and  manufacturing  purposes,  and  to  bring 
its  capabilities  under  the  notice  of  steam  users.  Esiiecially  there 
is  one  point  in  connection  with  the  burning  of  coke  in  steam-boilers 
that  may  profitably  receive  more  attention  than  has  Iiithorto  been 
given  to  it.  We  allude  to  the  application  of  forced  draught  to  coko- 
buming  furnaces.  This  is  rather  an  important  question,  since  the 
advantages  of  forced  drauglit  for  marine  and  mill  engine  boilem 
has  been  recognized  in  so  many  instances.  It  is  cpiito  p'ssiblo  that 
the  use  of  a  blast,  if  onlj*  under  a  pressure  of  alKuit  {  inch  of 
water,  may  render  coke  a  successful  and  economical  fuel,  where  it 
has  been  tried  and  found  wanting  without  such  an  aid  to  combus¬ 
tion.  The  precise  conditions  under  which  coke  is  capable  of  sup¬ 
planting  bituminous  coal  for  steam  raising  re<iniro  to  be  understood 
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before  success  can  be  depended  upon.  The  importance  of  a  good 
draught  for  burning  coke  economically  is  universally  granted ; 
but  what  we  should  like  to  be  sure  of  is  the  extent  to  which 
artificial  draught  can  be  made  to  modify  the  steaming  capacity 
of  a  boiler  burning  coke.  Of  all  the  experiments  that 
have  been  made  with  forced-draught  furnaces,  not  a  single  one, 
so  far  as  we  are  aware,  has  been  with  coke,  which  is  the  fuel  of 
all  others  that  seems  best  qualified  for  such  treatment.  This  is 
not  the  first  time  that  the  suggestion  has  been  offered  in  these 
columns,  of  the  desirability  of  experiments  being  instituted  to 
establish  the  influence  of  forced  draught  upon  coke  furnaces  ;  and 
we  shall  not  lose  sight  of  this  matter. 

The  greater  popularity  of  coke  as  fuel  for  household  use  on  the 
Continent,  at  least  in  certain  places,  as  compared  with  England, 
is  easily  accounted  for.  People  who  are  accustomed  to  burn  wood- 
charcoal  for  cooking  purposes  can  be  persuaded  to  consider  the 
merits  of  mineral  charcoal — that  is  to  say,  coke — when  it  is  offered 
to  them  in  a  suitable  condition  for  use.  The  general  dearness  of 
of  fuel,  especially  coal,  in  most  Continental  countries  is  also  a 
powerful  inducement  to  the  people  to  make  the  best  of  anything 
that  will  burn.  These  and  other  considerations,  however,  must 
not  conceal  from  one  the  fact  that  those  Continental  gas  com¬ 
panies  which  make  most  out  of  their  coke  are,  as  a  rule,  those 
who  deserve  it  best  by  their  efforts  to  create  a  market  for  this  resi¬ 
dual.  It  IS  true  that  they  found  a  public  accustomed  to  close 
charcoal  stoves,  who  could  consequently  be  more  easily  persuaded  of 
the  advantages  of  coke  than  the  people  of  England,  who  are  in  the 
habit  of  cooking  their  food,  and  warming  themselves,  by  the  aid  of 
ample,  roaring,  open  coal  fires.  It  is  also  true,  however,  that 
many  of  them  studied  the  question  thoroughly,  and  offered  their 
customers  not  merely  the  fuel,  but  also  the  best  stoves  and  grates 
m  which  to  burn  it,  that  had  ever  been  seen.  What  English  gas 
companies  have  done  for  gas-cooking  stoves,  foreign  gas  companies 
have  done  for  coke.  Debarred  from  much  hope  of  selling  gas  for 
cooking  and  heating  purposes,  on  account  of  the  prices  entailed  by 
the  concession  system  under  which  they  exist,  these  gas  companies 
have  taken  delight  (as  well  as  profit)  in  showing  what  they  could  do 
to  create  a  demand  for,  and  push  the  sale  of  coke.  The  Paris  Gas 
Company  are  honourably  distinguished  in  this  respect ;  but  there 
are  others  not  far  behind  them.  It  may  be  too  much  to  expect 
English  gas  companies  to  adopt  a  similar  course ;  but  at  least  let 
us  not  overlook  the  benefit  that  it  has  conferred  upon  both  the  pro¬ 
ducers  and  consumers  of  coke  when  it  has  been  tried. 


THE  MANAGEMENT  OF  THE  WARRINGTON  GAS-WORKS. 
As  the  result  of  the  recent  agitation  in  reference  to  the  manage¬ 
ment  of  the  gas-works  and  of  the  decision  of  the  Town  Council  at 
its  last  meeting  (see  ante,  p.  81),  the  Warrington  Gas  Committee 
will,  it  is  stated,  resign  in  a  body.  The  Council  did  not,  it  will  be 
remembered,  boldly  reject  the  Committee’s  proposals ;  but  it  so 
minimized  and  restricted  them  that  the  Committee  are  understood 
to  consider  the  resolution  as  equivalent  to  a  vote  of  censure. 
With  one  or  two  exceptions — who  represent,  it  may  be  presumed, 
the  dissentient  minority — they  are  therefore  determined  to  seek  a 
position  of  greater  freedom  and  less  responsibility.  Another 
rumour  (given  with  an  air  of  authority)  is  that  Mr.  James  Pater¬ 
son  will  also  decline  the  somewhat  doubtful  honour  which  the 
Council  sought  to  confer  upon  him  by  appointing  him  Consulting 
Engineer  of  the  gas-works  for  one  year  only.  If  these  statements 
are  well  founded,  it  is  obvious  that  an  important  crisis,  involving 
probably  great  changes  of  policy,  is  about  to  occur  in  the  history 
of  the  Warrington  Gas-Works.  As  to  what  will  be  its  result,  it  would 
be  idle  to  speculate.  Those  who  have  been  chiefly  instrumental  in 
defeating  the  policy  of  the  present  Committee  are  as  jubilant  as  if 
the  millennium  were  at  hand.  It  seems  to  be  imagined  that  it  is 
all  the  fault  of  what  is  called  “  a  rather  stereotyped  system  of 
managerial  control  ”  that  the  price  of  gas  is  not  so  low  as  in  some 
other  towns,  and  that  the  works  do  not  yield  immense  profits.  All 
this  is  now  to  be  changed ;  and  Warrington  will  have  cause  to 
rejoice  that  it  has  got  rid  of  its  old  servants  and  their  antiquated 
ways.  Those  who  write  and  speak  in  this  style  never  imagine 
that  they  are  scarcely  just,  to  say  nothing  of  being  generous,  to 
the  men  who  have  served  them  faithfully  and  well  in  the  past. 
Like  many  other  works,  those  at  Warrington  are  burdened  with 
a  heavy  capital ;  and  however  capable  the  management  may  be, 
there  will  still  be  this  incubus  to  be  borne.  The  new  Committee 
and  the  new  Manager  will  be  no  better  off  than  their  predecessors 
in  this  respect,  unless  there  should  be  an  extraordinary  increase  in 
the  consumption,  such  as  would  employ  the  works  to  their  fullest 
capacity,  and  bring  the  capital  charges  to  something  like  an  average 
percentage  on  the  quantity  of  gas  made.  A  development  of  this 
kind,  is  of  course,  to  be  looked  for  ;  but  it  is  much  more  likely  to 
be  of  slow  and  steady  growth  than  to  come  by  leaps  and  bounds. 
There  is,  however,  something  particularly  ungracious  in  these 
attempts  to  pit  the  old  against  the  new  Manager.  Mr.  Haddock, 
who  is  now  in  charge  of  the  undertaking,  has  been  a  pupil  of 
Mr.  Paterson’s,  and  has  been  for  some  years  associated  with  him 
in  the  management  of  the  works,  and  he  will,  no  doubt,  be 
amongst  the  first  to  acknowledge  the  very  great  ability  of  one 
whom  all  gas  engineers  are  proud  to  look  up  to  as  one  of  the 
fathers  of  the  profession. 

The  proposal  of  the  Gas  Committee  which  has  excited  so  much 
feeling,  and  is  to  lead  to  these  great  changes,  was,  after  all,  a  very 
modest  affair.  It  certainly  did  not  err  on  the  side  of  extravagance. 
Mr.  Paterson  was  desirous  of  retiring  from  the  active  management 
of  the  works — a  position  which  his  enfeebled  health  rendered  some¬ 


what  irksome  ;  and  his  resignation  necessitating  certain  changes,  the 
suggestion  was  made  that  the  duties  of  Manager  and  Secretary 
should  be  divided,  and  the  whole  of  the  appointments  rearranged. 
Direct  oversight  of  the  works  was  to  be  vested  in  Mr.  Haddock  ; 
and  the  Committee  wished  to  give  him  the  assistance  of  the  late 
Manager  as  Consulting  Engineer.  This  office  Mr.  Paterson  was 
willing  to  accept  at  the  very  modest  remuneration  of  illOO  per 
annum  ;  and  as,  apart  from  this,  the  changes  contemplated  meant 
a  saving  of  ^200  a  year,  the  Committee  doubtless  congratulated 
themselves  on  having  done  very  well  indeed.  Somebody  seems, 
however,  to  have  seen  in  the  scheme  a  means  of  raisinga  clamour ; 
and  the  result  was  one  of  those  tremendous  “  storms  in  a  teacup  ” 
such  as  are  wont  to  disturb  the  calm  of  provincial  life.  It  is  not 
the  first  time  that  an  agitation  of  this  kind  has  transcended  in  its 
effects  the  very  small  issue  involved ;  for,  indeed,  it  frequently 
happens  that  the  noise  made  is  in  inverse  ratio  to  the  importance  of 
the  question  to  be  decided.  Gas  became  all  at  once  a  subject  of 
absorbing  interest  to  a  large  number  of  the  inhabitants  of  Warring¬ 
ton  ;  and  the  local  papers  are  given  up  for  the  time  to  the  discus¬ 
sion  of  the  one  topic.  The  Committee  were  suspected  of  harbour¬ 
ing  a  desire  to  pension  off  an  old  servant  by  finding  him  a  sinecure 
post ;  and  great  numbers  of  people  suddenly  displayed  immense 
anxiety  to  denounce  the  wickedness  of  this  proceeding,  and  show 
how  the  gas-works  should  be  managed.  It  was  in  vain  that  the 
Committee  pointed  out  that  they  are  to  have  from  Mr.  Paterson 
valuable  services  in  return  for  their  money,  and  that  the  outcome 
of  their  propo.sals  would  be  a  real  saving.  The  commotion  had  its 
effect  on  the  Council,  and  though  the  attempt  to  carry  a  resolution 
against  the  appointment  of  Mr.  Paterson  failed,  the  opponents  of 
the  change  succeeded  in  binding  the  Committee  to  the  necessity 
of  reopening  the  whole  question  at  the  end  of  twelve  months. 
Rather  than  do  this,  the  Committee  are  to  go  out  of  office,  and 
Mr.  Paterson  declines  the  offer  so  grudgingly  made,  and  both,  we 
quite  think,  do  well.  Their  decision  will,  at  all  events,  give  the 
Corporation  an  opportunity  of  rescinding  the  resolution  already 
passed,  if  on  second  thoughts  it  should  discover  that  it  has  acted 
ungraciously  and  without  consideration  of  the  consequences  of 
adopting  a  merely  “  penny  wise  ”  economy.  Since  the  above  was 
in  type,  we  learn  that  it  is  the  intention  of  the  Committee  to  ask 
at  the  next  Council  meeting  for  a  vote  of  confidence ;  and  that, 
failing  this,  they  will  adhere  to  their  resolve  to  resign. 


Death  of  Mr.  J.  Matthew,  of  Dundee. — We  regret  to  record 
the  death  last  Tuesday,  in  his  7Gth  year,  of  Mr.  James  Matthew, 
the  Treasurer  of  the  Dundee  Gas  Commissioners.  Mr.  Matthew 
had  been  in  failing  health  for  about  two  years  before  his  death, 
which  appears  to  have  been  accelerated  by  the  loss  of  his  wife. 
The  deceased  gentleman  was  originally  in  business  in  Dundee  as  a 
spinner ;  but  he  left  this  to  take  the  appointment  of  Accountant  in 
the  office  of  the  Dundee  and  Perth  Railway  Company.  This  he  re¬ 
linquished  in  1860  to  enter  the  service,  as  Cashier,  of  the  Dundee 
Gaslight  Company ;  and  when,  in  1868,  the  gas-works  were  trans¬ 
ferred  to  the  Gas  Commissioners,  he  was  appointed  Treasurer — a 
position  which  he  held  till  the  time  of  his  death.  He  was  a  man 
of  marked  integrity  ;  discharged  his  onerous  and  responsible  duties 
with  care,  punctuality,  and  precision  ;  and  enjoyed  the  fullest  con¬ 
fidence  and  respect  of  the  Commissioners  and  the  general  public. 
At  a  special  meeting  of  the  Commissioners  held  on  Wednesday, 
general  regret  was  expressed  at  the  loss  they  had  sustained  ;  ample 
testimony  being  at  the  same  time  paid  to  Mr.  Matthew’s  excellent 
qualities.  The  meeting  was  called  to  appoint  an  interim  Trea¬ 
surer  ;  and  Mr.  Strachan,  who  was  for  many  years  in  the  service 
of  the  Gas  Company,  and  has  long  been  the  principal  clerk  in  the 
office  of  the  Commissioners,  was  selected. 

The  Halifax  Gas  Coal  Contracts. — The  Halifax  Town  Council 
were  engaged  hi  camera,  on  Monday  evening  last  week,  in  dealing 
with  ttie  serious  allegations  which  have  lately  been  made  in  con¬ 
nection  with  the  coal  contracts  of  the  Corporation.  It  will  be 
remembered  that  when  these  charges  were  brought  before  the 
Council  at  their  meeting  on  the  4th  inst.  (see  ante,  p.  79),  it  was 
decided  that  the  whole  of  the  correspondence,  which  was  given  in 
the  issue  of  the  Journal  for  the  3rd  inst.,  should  be  referred  to  a 
Sub-Committee,  consisting  of  the  Mayor,  Alderman  Ramsden,  and 
the  Town  Clerk,  with  instructions  to  take  Counsel’s  opinion 
thereon,  and  report.  A  case  was  accordingly  drawn  up,  and  sub¬ 
mitted  to  Mr.  R.  S.  Wright ;  and  his  opinion  was  read  to  the 
meeting.  We  learn  from  a  local  paper  that,  in  substance,  it  was 
as  follows : — (1)  The  letter  of  Mr.  Ellis  Lever  was  not  considered 
to  be  libellous.  (2)  The  letter  of  Mr.  Fox  was  distinctly  libellous, 
although  it  was  doubtful  whether  any  action  could  be  founded 
upon  it,  as  no  persons  were  named.  (3)  The  paragraph  in  the 
Pall  Mall  Gazette  was  also  libellous ;  but,  in  this  as  in  the 
previous  case,  there  was  the  difficulty  of  fixing  the  libel,  as  no 
persons  were  mentioned  by  name.  After  some  discussion,  it  was 
resolved  to  leave  the  matter  in  the  hands  of  the  Sub-Committee, 
with  power  to  take  such  steps  as  they  might  consider  expedient 
with  the  object  of  bringing  about  a  satisfactory  investigation  of 
the  charges.  In  the  course  of  the  discussion,  it  was  stated  that 
the  person  referred  to  in  Mr.  Fox’s  letter  as  receiving  commission 
on  the  coal  purchased  for  the  gas-works  was  Mr.  Emor  G.  Wrigley, 
the  well-known  agent.  Since  the  meeting  of  the  Council 
above  referred  to,  the  Sub-Committee  have  decided  on  accepting 
Mr.  Fox’s  terms ;  and  the  Town  Clerk  has  requested  him  to  for¬ 
ward  the  indemnity  he  wished  them  to  give  before  he  would 
impart  the  information  he  professes  to  have  in  his  possession. 
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GAS  APPLIANCES  AT  THE  BRUSSELS  EXHIBITION. 

OuK  readers  are  doubtless  aware  that  there  is  at  present  open  in 
Brussels  an  international  scientific  and  industrial  exhibition,  the 
outcome  of  a  movement  set  on  foot  by  M.  L(5on  Somzbe,  a  well- 
known  Civil  Engineer  of  that  city,  who,  if  we  remember  rightly, 
furnished  the  plans  in  accordance  with  which  the  municipal  gas¬ 
works  were  constructed.  The  scheme  had  the  support  of  the 
Government ;  and  M;  Somzee  was  appointed  President  of  the 
Executive  Committee.  The  initiation  of  the  project  was 
noticed  in  the  Journal  early  last  year;  it  being  at  the  same  tim 
stated  that  two  classes  of  the  exhibits  would  embrace  /^PPliances 

connected  with  the  gas  industry.  The  arrangements  for  the 

English  Section  were  entrusted  to  the  able  hands  of  Mr.  Lee 
Bapty ;  and  it  is  gratifying  to  record  that  this  was  the  first  portion 
of  the  exhibition  ready  for  inspection— the  Belgian  and  I  rench 
Sections,  curiously  enough,  being  most  in  arrear.  It  was  opened 
by  His  Majesty  the  King  of  the  Belgians  on  the  7th  iilt.,  with  a 
gold  key  presented  to  him  by  the  English  Commission,  and 
bearin"  an  appropriate  inscription.  After  considerable  delay,  the 
other  sections  have  been  completed  ;  and  the  exhibition  is  now  in 
perfect  working  order.  This  fact  was  testified  to  by  the  Inspector- 
General  (M.  Comely)  at  a  banquet  given  last  Tuesday  evening 
to  all  the  chiefs  of  departments.  Our  Brussels  Correspondent 
has  forwarded  to  us  a  few  general  notes  on  those  exhibits  with 
which  our  readers  are  especially  concerned  ;  and  their  substance 
is  given  below.  He  remarks  that,  although  the  collection  is  not 
very  large,  the  articles  shown  deserve  a  passing  notice. 

Beginning  with  the  English  Section,  the  first  thing  to  call  for 
remark  is  the  excellent  collection  of  lamps  shown  by  the  \\ennam 
Company.  They  are  of  all  sizes  and  kinds,  mitable  for  work¬ 
shops,  offices,  &c. ;  some  being  of  veryelegant  design.  A  particularly 
interesting  exhibit  by  this  Company  is  their  ventilating  lamp  (very 
artistically  fitted)  for  concert-rooms  and  similar  places  of  enter¬ 
tainment.  The  Wenham  lamp  has  made  great  headway  in 
Brussels— in  fact,  all  over  Belgium  ;  there  being  at  Present  about 
5000  of  these  appliances  in  use  in  the  kingdom.  The  hourness 
Company  also  have  a  good  display  of  lamps  constructed  on  fheir 
system.  There  is  no  specially  novel  feature  in  them  to  call  lor 
notice ;  but  all  the  samples  exhibited  are  well  made  and  in  a 
of  designs.  Mr.  J.  GreenaU,  of  Manchester,  shows  the  Marsh 
light ;  and,  as  being  intimately  connected  with  gas  lighting,  there 
is  a  stand  of  the  Stott  regulators,  now  so  familiar  at  all  exhibitions. 
Passing  on  to  the  use  of  gas  for  heating  and  cooking  purposes, 
Messrs.  C.  Wilson  and  Sons,  of  Leeds,  have  a  thoroughly  repre¬ 
sentative  display  of  appliances.  One  exhibit  is  specially  attractive. 

It  is  a  fireplace  which  at  first  sight  appears  to  be  constructed  ot 
beautiful  black  marble,  but  is,  in  reality,  only  cast  iron,  painted 
in  imitation,  and  the  colours  subsequently  burnt  in,  after  the 
manner  of  pottery.  The  illusion  is  perfect.  There  is  also  to  be 
seen  a  small  appliance  for  heating  the  air  of  a  room.  It  is  readily 
attachable  to  an  ordinary  gas-bracket,  and  will  warm  an  apartment 
without  giving  off  any  odour  or  smoke.  The  stoves  constructed  on 
the  principle  of  Mr.  Lewis  W.  Leeds,  by  which  the  heat  is  radiated 
downwards  so  as  to  warm  the  floor  and  lower  parts  of  a  room,  are 
particularly  interesting  features  of  the  collection.  The  radiation  is 
effected  by  means  of  a  slab  of  asbestos,  perforated  with  very  small 
holes,  suspended  above  the  row  of  gas-jets,  the  heat  from  which  it 
absorbs  and  throws  back,  through  the  opening  in  the  front  of  the 
stove,  into  the  room ;  the  downward  course  of  the  heat  being 
facilitated  by  means  of  an  inclined  sheet  of  glass  placed  in  front  of 
the  stove.*  The  mention  of  asbestos  leads  the  mind  to  refractory 
materials  generally,  several  samples  of  which  are  on  view.  Gas- 
retorts  and  fire-bricks  of  various  kinds  are  shown  by  the  Silica 
Fire-Brick  Company,  the  Glenboig  Union  Fire-Clay  Company,  and 
the  Lowood  Canister  Brick  Company. 

In  the  Belgian  Section,  the  house  of  Firmin  Mignot,  of  Brussels, 
exhibit  several  gas-stoves  on  M.  Wybauw's  system.  This  gentle¬ 
man  (who  until  lately  filled  the  position  of  Distributing  Engineer 
in  the  Brussels  Municipal  Gas  Department),  it  may  be  remembered, 
gained  with  this  stove  the  prize  of  (5000  frs.  in  the  competition  of 
gas-heating  appliances  which  took  place  in  that  city  last  year.  The 
stove  was  described  and  illustrated  in  the  Journal  for  May  17, 
1887  (p.  tKXl).  Like  that  of  Mr.  Leeds,  it  radiates  the  heat  down¬ 
wards  by  means  of  a  reflector  placed  above  the  gas-flame ;  and 
although,  at  the  time  of  lighting  up,  almost  the  whole  of  the  heat 
is  thrown  into  the  chimney,  the  subsequent  effect  is  the  closing  of 
an  automatic  valve  whereby  the  products  of  combustion  are  made 
to  traverse  a  number  of  pipes  placed  below  the  reflector,  so  that 
not  more  than  10  per  cent,  of  the  original  heat  goes  into  the 
chimney.  Another  stove  which  gained  a  prize  at  the  above- 
mentioned  competition  was  that  of  M.  Wobue.  This  appliance, 
which  has  lately  come  greatly  into  use  in  Brussels,  is  shown  in 
various  sizes  by  the  maker,  M.  Blind.  M.  Vanderborght  has  an 
excellent  display  of  gas  kitcheners,  roasters,  and  bath-heaters.  A  gas- 
oven  specially  suitable  for  pastr}'cook8  is  shown  by  M.  \  an  Leynsele, 
who  has  succeeded  in  constructing  an  appliance  which  works  very 
efficiently,  and  utihzes  a  considerable  portion  of  the  heat  produced. 
The  oven  consists  of  two  parts,  superposed.  The  lower  part  is 
heated  by  a  central  ring  and  two  side  rows  of  gas-jets.  The  pro¬ 
ducts  of  combustion  circulate  in  wrought-iron  pipes,  and  heat  the 
upper  chamber  of  the  oven  before  passing  away  into  the  chimney. 
M.  Van  Leynsele,  who  is  himself  a  pastrycook,  has  his  oven  in 
operation  at  the  exhibition. 

*  The  stove  was  described  by  Mr.  Leeds,  and  some  particulars  given  as 
to  its  working,  in  the  paper  read  by  him  at  the  recent  meeting  of  The  Oaa 
Institute,  and  published  in  the  Journal  last  week. 


The  use  of  gas  for  motive  power  is  illustrated  by  gas-engines 
exhibited  by  MM.  Bruss,  Sombart,  et  Cie.,  of 

as  by  the  Bentz,  Otto,  and  Kiirting  engines- all  well-know  n  motors. 
A  Li^ge  firm  exhibit  a  double-cylinder  Otto  gas-engnne  of  i->;.l'or«o 
power,  which  runs  with  remarkable  steadiness.  Mr.  II.  ^^  llror^l 
shows  a  Korting  engine  adapted  to  meet  the  case  of 
without  a  supply  of  gas.  A  small  appliance  attached  to  the  side 
of  the  cylinder  generates  petroleum  vapour  which  is  employed 

instead  of  gas  to  drive  the  engine.  .  .  ,  ,  -  i 

Among  the  other  exhibits  connected  with  the  gas  industry  may 

be  mentioned  a  few  dry  gas-meters  on  a  new 
M  Emile  Haas,  of  Mayenco ;  also  a  collection  of  meters 
them  being  samples  of  the  meters  in  cast-iron  cases  supplied  to 
the  Rio  de  Janeiro  Gas  Company)  by  MM.  Lienvenu  ^®"®t,  of 
Brussels.  The  General  Gas-Meter  Company  of  that  city  sfiow  an 
assortment  of  gas  and  water  meters ;  among  the  ^ 

several  constructed  on  the  double-index 

The  testing  of  the  illuminating  power  of  gas  is  illustrated  «  c 

of  Herr  Elster’s  photometers,  fitted  complete  with  standard  can  1  , 

inclined  mirror  for  measuring  the  intensity  of 

electric  lights,  and  all  the  necessary  adjuncts. 

was  described  aud  illustrated  in  the  Journal  for  Aug.  30  11^7. 

It  only  remains  to  say  that  the  lighting  of  the  building  and 
grounds  is  partly  by  gas  and  partly 

being  engaged  in  the  supply  of  the  latter;  and  that  the  > 

of  the  Executive  Committee  has  put  up  several  gas-lamps  on  his 
system  by  way  of  competing  with  the  electric  lignts. 


LONDON  WATER  SUPBLY.* 

Mr.  Scratchley  has  done  well  in  reviving  the  excellent  handbook 
in  which  the  late  Sir  Francis  Bolton  described  the  system  of  the 
Metropolitan  Water  Supply.  Published  at  an  gg/ 

in  conLction  with  the  International  Health  V 

the  book  was  immediately  bought  up,  and  Pfactically  disappeared 
from  general  circulation.  We  can  readily  believe  the 
of  the  publishers  that  there  has  been  a  considerable  demand  for  so 
useful  and  unique  a  treatise.  The  book  being  out  of  print,  the 
opportunity  has  presented  itself  for  remodelling  the  entire  work 
and  giving  it  a  more  perfect  development.  It  is  to  be  regrette 
that  Sir  Francis  Bolton  has  not  lived  to  carry  on  the  literary  enter- 
nrise  which  he  so  happily  commenced,  and  for  which  he  was  so 
™ci.Tly  ndapteJ.  Bui  il  cannot  be  sai.l  that  the  tvork  ha.  .nf. 
fered  by  the  transfer  which  death  has  rendered  necessary  Mr. 
Scratchley,  as  it  fortunately  happens,  was  closely 
Sir  Francis  in  the  preparation  of  the  first  edition  ;  a.nd  ho  has 
therefore  been  able  to  gather  up  the  broken  thread  with  pecu  lar 
facility.  A  comparison  with  the  former  volume  shows  many  im¬ 
provements,  both  in  the  matter  itself,  and  in  the  general  arrange¬ 
ment.  The  basis  remains  ;  but  the  superstracture  is  enlarged,  and 
rendered  more  symmetrical.  The  book  is  one-third  larger  than 
before— giving  space  for  fresh  materials ;  while  the  older  portions 
have  been  in  many  cases  so  carefully  re-written  as  to  ^nder  them 
almost  new.  The  excellent  maps  which  characterized  the  first  issue 
have  been  retained,  and  have  received  the  necessary  corrections,  so 
as  to  show  the  extension  of  the  supply  and  the  spread  of  the  con- 
slant  service.  Mr.  Alfred  Lass’s  elaborate  tables  re-apiiear,  brought 
down  to  the  latest  available  period,  giving  a  complete  view  of  the 
financial  position  with  respect  to  the  several  undertakings. 

The  most  distinctly  novel  feature  in  the  present  edition  is  to  be 
found  in  that  part  which  treats  of  the  law  relating  to  water  com¬ 
panies.  Mr.  Scratchley’s  legal  training  here  renders  him  signal 
service,  and  enables  him  to  produce  a  really  valuable  compendiiim 
of  the  leading  legal  decisions  affecting  the  relations  between  the 
Companies  and  the  consumers.  We  might,  perhaps,  venture  to 
differ  a  little  from  Mr.  Scratchley  when  he  states  as  a  matter  ot 
fact  that,  after  the  final  settlement  of  the  Dobbs  case,  “  wiUer-ratos 
were  in  numerous  cases  still  assessed  on  a  higher  scale  than  that 
fixed  by  the  House  of  Lords."  His  contention  appears  to  bo  that 
“  net  annual  value,”  as  decided  in  the  Dobbs  dispute,  was  equiva¬ 
lent  to  "  rateable  value.”  It  is  certain  that  the  Companies  did 
not  so  understand  it ;  and  took  enormous  pains  to  calculate 
the  annual  value  according  to  the  terms  laid  down  by  the  Law 
Lords.  Afterwards  came  the  Water-Rate  Definition  Act.  which, 
in  a  most  arbitrary  and  illogical  manner,  declared  that  one  thing 
should  henceforth  mean  another— viz.,  that  “  annual  value  should 
mean  "  rateable  value."  Mr.  Scratchley  is  perfectly  right  when 
ho  says  that,  “  although  the  effect  of  the  decision  in  the  Dobbs  case 
has  been  made  statutory  law  by  the  Water-Rate  Dehmtion  Act, 
1885,  the  operation  of  that  Act  is  limited  to  the  area  enclosed  by 
the  Valuation  of  Property  (Metropolis)  Act,  18<)‘J ;  and  conse¬ 
quently  Dobbs’s  cose,  ani\  not  the  statute  of  18Ho,  governs  all 
districts  to  which  the  Act  of  18(51)  does  not  apply.”  o  are  dis¬ 
posed  to  think  that  there  is  a  yet  further  distinction  to  'Irftwn 
between  the  decision  in  the  Dobbs  cose  and  the  law  established 
by  the  Definition  Act.  But  if  the  history  of  this  question  were 
traced  back  to  the  beginning,  wo  believe  it  would  bo  found  that 
the  London  Water  Companies  were  perfectly  justified  in  their 
original  mode  of  charge.  Wo  commend  this  research  to  Mr. 
Scratchley,  though  unfortunately  the  result  would  conie  too  late 
to  help  the  cause  of  the  Water  Companies,  who  suddenly  found 
themselves  damoged  by  the  very  authority  on  which  they  were 
supposed  to  rest. 

•  -  London  Water  Supply.”  Dy  the  Colonel  Sir  F«nc^ 
C.E.  New  Edition  :  rovised  and  enlarged,  by  rhilip 

o(  the  Inner  Tempie,  Barrister-at-Law,  Aasoo.  Iuat.,C.E.,  Ac.  London  . 
William  Clowes  and  Sons ;  1888. 
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Following  his  introductory  observations  on  the  state  of  the  law, 
Mr.  Scratchley  gives  a  digest  of  the  leading  decisions  of  the  Courts 
as  affecting  Water  Companies  generally.  This  is  exceedingly  well 
done  ;  and  the  perspicuous  manner  in  which  the  whole  is  arranged, 
renders  it  peculiarly  easy  for  reference.  We  have  here  a  number 
of  notable  cases,  and  others  not  so  famous.  Some  of  the  decisions 
are  curious ;  and  others  so  highly  technical  as  to  surpass  ordinary 
considerations.  Among  the  oddities,  though  strictly  just,  we  find 
that  “  a  company  is  not  responsible  for  an  assault  committed  by 
a  broker  or  his  assistant  when  executing  a  distress-warrant  to 
recover  arrears  of  water-rate.”  This  view  of  the  law  exonerated 
the  West  Middlesex  Company  when  a  broker’s-man  knocked  a 
defaulting  consumer  through  a  glass  door.  There  is  also  the 
luminous  decision  which  declared,  to  the  detriment  of  the  Lis- 
keard  Water  Company,  that  a  workhouse  was  a  “  dwelling- 
house,”  and  the  inmates  “  one  family.”  Whether  a  warehouse 
is  a  dwelling-house  was  not  settled  by  the  judgment  in  the  appeal 
case  of  Coolie,  Sons,  d  Co.  v.  The  New  River  Company.  Mr. 
Justice  Kekewich,  in  the  lower  Court,  held  that  the  warehouse 
premises  in  this  case  were  not  a  “  dwelling-house but  the  judgment 
pronounced  in  the  Court  of  Appeal  was  given  irrespective  of  that 
point.  The  law  which  regulates  the  supply  of  water  will  doubt¬ 
less  continue  to  furnish  fresh  questions  for  magistrates  as  well  as 
judges.  Perhaps  in  due  time,  if  the  deep  well  which  the  Com¬ 
missioners  of  Sewers  are  endeavouring  to  sink  in  Aldgate  becomes 
an  accomplished  fact,  litigation  will  arise  as  to  the  right  of  the 
Commissioners  to  supply  water  in  the  district  of  the  New  Eiver 
Company.  In  respect  to  the  Cooke  case,  should  the  County 
Council  which  is  to  rule  over  London  obtain  possession  of  the 
Metropolitan  Water  Supply,  it  will  be  interesting  to  observe  how 
the  successors  of  the  Water  Companies  will  deal  with  the  assess¬ 
ment  of  colossal  and  highly-rented  warehouses. 

It  would  be  a  pleasant  task  to  travel  through  some  of  the  lighter 
chapters  in  Mr.  Scratchley’s  book  ;  but  we  must  not  omit  to  mention 
that  towards  the  close  of  the  work,  the  general  statutes  relating  to 
water-works  [companies  are  recited  at  great  length,  mostly  in 
extenso.  The  historical  portions  of  the  book  are  very  readable, 
and  carry  us  back  to  times  when  the  water  supply  of  London 
existed  under  entirely  different  conditions  from  those  which  now 
prevail.  The  growth  of  the  Metropolitan  population,  and  the 
modern  system  of  drainage,  have  necessitated  changes  in  the 
system  of  supply  for  which  our  forefathers  were  utterly  un¬ 
prepared.  In  the  reign  of  Henry  II.,  Fitz-Stephen  wrote,  saying : 
”  Bound  the  City  again,  and  towards  the  north,  arise  certain 
excellent  springs  at  a  small  distance,  whose  waters  are  sweet, 
salubrious,  and  clear.”  Among  these  there  is  mention  made  of 
Holywell,  Clerkenwell,  and  St.  Clement’s  well,  as  held  in  special 
esteem,  “  being  much  the  best  frequented  both  by  scholars  from 
the  schools  and  youth  from  the  City,  when  on  a  summer’s  evening 
they  are  disposed  to  take  an  airing,”  But  in  the  reign  of  Henry 
III.  ”  the  citizens,”  it  is  said,  “  were  forced  to  seek  sweet  waters 
abroad,”  and  for  this  purpose  went  as  far  as  “  the  town  of  Tyburn,” 
whence  the  water  was  conveyed  by  pipes  of  lead  into  the  City.  In 
course  of  time  water  companies  were  established,  taking  their 
supply  from  the  tidal  portion  of  the  Thames,  and  sending  the 
water  to  the  consumer  with  scarcely  any  attempt  at  filtration.  At 
length  there  arose  a  vigorous  remonstrance  concerning  the  impurity 
of  the  supply.  This  became  particularly  marked  in  1827  ;  but  it 
was  not  until  twenty  years  later  that  the  Thames  Companies 
began  to  remove  their  intakes  up  the  stream,  so  as  to  reach  the 
non-tidal  portion.  In  1852  came  the  first  Metropolis  Water 
Act,  under  which  the  Companies  worked  so  loyally  that  the 
General  Board  of  Health,  in  a  report  laid  before  Parliament  in 
1856,  stated :  “  The  new  works  have  not  in  fact  been  limited  to  what 
a  bare  compliance  with  the  Act  of  1852  would  have  fulfilled ; 
measures  have  been  adopted  for  the  general  improvement  of 
the  supplies,  which  evince  a  proper  anxiety  on  the  part  of  the 
Companies  in  the  discharge  of  the  duties  of  their  position  towards 
the  public.”  By  that  Act  it  was  required  that  the  intakes  on 
the  Thames  should  be  above  Teddington,  and  that  every  Company 
should  ‘‘effectually  filter  all  water  supplied  by  them  within  the 
Metropolis  for  domestic  use,”  before  the  same  passed  into  the  pipes 
for  distribution.  In  1871  came  the  present  Metropolis  Water 
Act,  amending  the  Act  of  1852,  and  requiring  the  appointment  of  a 
Water  Examiner — a  post  occupied  in  the  first  instance  by  Sir 
Francis  Bolton,  at  whose  death  the  office  was  conferred  on  Major- 
General  A.  de  Courcy  Scott. 

A  complete  history  of  the  London  Water  Supply  would  fill  vol¬ 
umes  ;  but  Mr.  Scratchley  has  compressed  into  reasonable  space 
an  immense  amount  of  information,  both  in  reference  to  the  past 
and  the  present,  such  as  will  render  his  book  an  exceedingly  use¬ 
ful  and  acceptable  guide  to  all  who  wish  to  know  the  leading 
facts  connected  with  this  important  and  much  debated  subject. 
The  work  is  written  impartially  ;  and  it  is  to  be  hoped  it  will  be 
carefully  read  by  all  who  seek  to  form  an  opinion  on  the  important 
topic  to  which  it  relates.  To  shareholders  and  householders  the 
book  will  be  of  value  for  many  practical  purposes.  Should  the 
work  pass  into  another  edition — an  event  which  is  sufficiently 
probable — no  doubt  Mr.  Scratchley  will  still  further  improve  it ; 
but,  taking  it  as  it  is,  we  can  with  justice  commend  it  as  an  admir¬ 
able  and  useful  treatise. 


The  guarantee  fund  in  connection  with  the  proposed  display  of 
gas  appliances  at  the  Paris  Exhibition  next  year,  to  which  refer¬ 
ence  has  already  been  made  in  ourj  columns,  now  amounts  to 
249,195  frs.  (^9968). 


An  American  Photometrical  Standard. 

In  a  description  of  a  photometer  designed  by  the  United  Gas 
Improvement  Company  of  America,  and  recently  published  in  the 
Progressive  Age,  mention  is  made  of  the  Edgerton  or  Mobile 
standard  of  light.  This  consists  simply  of  a  standard  Sugg  ‘‘  D  ” 
Argand  burner,  with  its  chimney  surrounded  by  a  close-fitting 
opaque  cylinder,  usually  of  brass.  In  this  shield  is  a  horizontal 
slot,  the  position  and  dimensions  of  which  are  determined  by 
experiment  to  coincide  with  the  portion  of  the  gas-flame  which  is 
least  subject  to  variation.  It  is  claimed  that  extensive  experiment 
in  this  direction  has  failed  to  show  any  practical  variation  in  the 
amount  of  light  radiated  through  the  slot,  when  the  variation  in 
the  illuminating  power  of  the  gas  did  not  exceed  three  candles.  The 
ratio  between  the  Edgerton  standard  and  the  standard  candle  is 
not  stated  ;  but  it  is  apparently  of  considerably  greater  brilliancy, 
since  it  is  advanced  that  ‘‘  the  object  in  using  this  standard  is  to 
avoid  the  extreme  liability  to  err  when  the  candles  and  gas  are 
compared  direct,  on  account  of  their  large  difference  in  luminosity, 
which  forces  the  screen  to  the  far  end  of  the  bar,  where  a  small 
motion  considerably  affects  the  candle  power.”  It  is  admitted  that 
the  principle  of  the  Edgerton  standard  is  identical  with  the  Meth- 
ven  standard,  which  must  have  suggested  it ;  but  ‘‘  the  horizontal 
slot  is  believed  to  give  more  uniform  results  than  the  vertical  slot 
of  the  Methven.”  No  evidence  is  offered  in  support  of  this  state¬ 
ment  ;  so  that  the  supposed  superiority  of  the  Edgerton  or  Mobile 
standard  remains  questionable.  The  rest  of  the  photometer  is 
merely  a  slight  modification  of  the  ordinary  open-bar  instrument 
familiar  in  England. 

The  Oscillation  of  Chimneys. 

The  extent  to  which  chimneys  oscillate  in  gales  of  wind  is  always 
an  interesting  topic  with  constructors.  In  the  Memoirs  of  the 
French  Civil  Engineers’  Society  particulars  are  published  of  the 
recorded  oscillations  of  a  chimney-stack  35  metres  (115  feet)  high, 
and  1'22  metres  (4  feet)  exterior  diameter  at  the  top,  erected  near 
Marseilles.  During  a  great  storm,  it  was  ascertained,  by  observa¬ 
tions  of  the  shadow  of  the  chimney,  that  it  oscillated  at  times 
as  much  as  half  a  metre.  It  was  further  remarked  that, 
when  once  set  in  motion  by  a  violent  gust  of  wind,  the  chimney 
rocked  backwards  and  forwards  four  or  five  times  before  coming  to 
rest  again.  M.  Burg  observes  that  the  overthrow  of  the  chimney 
might  be  expected  if  the  impact  of  any  further  impulse  should  coin¬ 
cide  in  direction  and  period  with  one  of  these  oscillations.  This 
would  explain  the  destruction  of  many  a  chimney  apparently 
erected  in  accordance  with  sound  principles  of  stability.  The 
Oesterreichisehe  Zeitschrift  far  Berg  und  Hiittenwesen  adds  to 
this  statement  the  qualification  that,  in  the  case  of  a  chimney  near 
■Vienna,  50  metres  (164  feet)  high,  and  built  in  the  concentric  rings 
of  brickwork  with  an  inside  diameter  at  the  top  of  2  metres,  which 
stands  in  a  very  exposed  situation,  the  oscillations  during  severe 
storms  were  most  carefully  and  repeatedly  measured  with  a 
theodolite,  and  found  not  to  exceed]  16  centimetres  (6^  inches)  in 
the  whole  length. 

An  Aqua-Ammonia  Motor. 

Professor  George  Forbes  referred  in  a  recent  number  of  Indus¬ 
tries  to  the  Campbell  aqua-ammonia  engine,  which  he  saw  on  his  late 
visit  to  the  United  States.  This  invention  is  described  as  one  of 
the  latest  attempts  to  utilize,  in  the  production  of  motive  energy, 
the  vapour  of  a  liquid  more  volatile  than  water.  In  this  device  an 
ordinary  steam-boiler  and  engine  are  used  ;  but  ammonia  is  added 
to  the  water  in  the  boiler,  and  is  vaporized  when  heat  is  applied. 
The  ammonia  vapour  is  then  superheated,  and  passed  into  the 
cylinder,  where  it  works  expansively.  It  then  goes  into  the 
exhaust,  and  is  afterwards  condensed  and  reabsorbed  by  water 
and  finally  returned  to  the  boiler.  The  details  of  the  apparatus 
by  means  of  which  the  principle  is  carried  out,  vary  in  different 
examples  ;  but  in  the  general  way  the  process  is  conducted  as  fol¬ 
lows  :  — The  ammoniacal  vapour,  on  leaving  the  boiler  where  it  is 
generated,  passes  into  a  reservoir  half  filled  with  a  weak  solution 
of  ammonia  in  water.  The  partial  absorption  of  ammonia  pro¬ 
duces  heat,  which  superheats  the  ammonia  vapour  as  it  passes  into 
the  engine  cylinder.  A  pipe  leads  from  the  lower  level  of  the  boiler 
to  the  exhaust  pipe,  and  throws  a  spray  of  water  on  the  ammonia 
in  the  direction  of  the  exhaust.  The  heat  of  this  water  has  been 
partially  used  up  for  warming  the  feed  water,  and  the  spray  is 
considerably  cooled  when  it  reaches  the  exhaust  ammonia  vapour, 
which  it  partially  absorbs.  This  partial  absorption,  however, 
creates  heat ;  and  this  again  checks  the  process  of  absorption,  and 
would  create  back  pressure  if  means  were  not  used  to  prevent  it. 
Accordingly,  the  vapour  and  water  pass  together  from  the  exhaust- 
pipe  into  a  so-called  absorber,  which  consists  of  a  long  horizontal 
vessel  full  of  horizontal  tubes ;  the  rest  of  the  space  being  occupied 
by  circulating  condensing  water.  The  water  passes  through  one- 
half  of  the  tubes  (those  which  are  at  the  top  of  the  vessel),  and  falls 
through  the  vapour  partially  cooled,  absorbing  more  vapour  ;  it 
then  returns  through  the  lower  tubes,  and  again  falling  through  the 
vapour  absorbs  some  more.  The  vapour  and  water  next  pass  through 
a  pipe  to  the  bottom  of  a  condenser  half  full  of  liquid,  and  partially 
filled  with  tubes  through  which  the  circulating  water  passes.  By 
the  time  the  vapour  has  risen  through  this  water  it  is  completely 
absorbed.  The  solution  is  afterwards  pumped  into  the  boiler. 
Professor  Forbes  says  that  engines  upon  this  principle  work  well 
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in  practice.  The  leakage  of  ammonia  from  a  lOS-horse  power 
engine  is  not  appreciable.  No  lubrication  for  the  cylinder  is 
required.  Professor  Forbes  made  special  tests  for  fuel  economy 
with  a  GO-horse  power  engine,  with  and  without  ammonia  Ho 
found  that  the  engine,  which  required  a  consumption  of  lbs.  ot 
fuel  per  horse  power  when  working  with  steam  alone,  did  the  same 
work  with  ‘i'G  lbs.  of  fuel  when  worked  with  ammonia,  iue 
saving  was  thus  about  GO  per  cent. 


Communicatcb  ^rlitlc. 

OXYGEN  PURIFICATION. 

By  n.  Leicester  Greville,  F.I.C.,  F.C.S., 

Chemist  to  the  Commercial  Gas  Company. 

I  read  with  much  interest  Mr.  Valon’s  paper  on  “  The  Use  oi 
Oxygen  in  the  Purification  of  Coal  Gas,”  and  regretted  that  circum¬ 
stances  prevented  my  being  present  at  the  time  it  was  engaging  the 
attention  of  the  members  of  The  Gas  Institute  at  the  recent  meet- 
in".  There  is,  however,  some  consolation  to  be  derived  from  the 
fact  that  more  is  probably  to  be  learnt  from  the  calm  perusal  of 
a  paper,  and  its  attendant  discussion,  in  the  quietude  of  one’s  own 
study,  than  in  any  other  way.  It  is  more  or  less  difficult  during 
the  reading  of  a  paper  to  thoroughly  appreciate  all  its  good  points 
or  to  criticize  all  its  omissions.  The  time  for  discussion  is  gener- 
ally  limited,  and  those  who  are  the  most  fluent  in  speech  and  the 
readiest  in  debate  secure  the  lead  ;  and,  however  valuable  the  dis¬ 
cussion  may  be,  it  is  seldom  sufficiently  exhaustive.  Any  ques¬ 
tion  of  real  importance  and  novelty  merits  more  consideration 
than  it  usually  receives  on  the  mere  reading  of  a  paper ;  and  I 
therefore  send  a  few  remarks  to  the  Journal,  with  a  hope  of  con¬ 
tributing  something  useful  to  the  elucidation  of  the  special  subject 
of  the  purification  of  coal  gas  by  oxygen. 

There  is  no  doubt  that  the  germ  of  this  system  is  the  old 
practice  of  the  revivification  of  oxide  in  situ  by  the  limited  use  of 
air — a  practice  which,  abandoned  for  a  time,  has  again  been 
adopted  more  latterly  in  various  places,  but  with  varied  opinions 
as  to  its  success.  Concerning  the  broad  points  of  saving  in  labour 
and  increased  duty  of  material  by  the  use  of  this  method,  theie 
can  be  little  doubt ;  but  the  debatable  issue  is  the  effect  on  the 
lighting  power  of  the  gas.  Some  experimenters  who  have  used  air 
(among  whom  is  Mr.  Valon)  claim  a  decrease  in  light ;  others  (as 
Mr.  Septimus  Penny)  an  increase.  In  the  discussion  on  Mr.  Valon’s 
paper,  no  one  claimed  an  increase  of  light  consequent  on 
the  use  of  air.  Messrs.  Botley,  Denny  Lane,  and  Norton  H. 
Humphrys  stated  that  they  did  not  find  any  depreciation  of 
illuminating  power  consequent  on  its  use ;  while  Messrs.  Ne\v- 
bigging,  Anderson,  and  Frank  Livesey  inferred  that  the  use  of  air 
would  inevitably  lead  to  deterioration  in  the  lighting  value 
of  the  gas.  I  believe  I  am  correct  in  stating  that  Mr. 
Methven  is  still  using  air,  and  finds  no  depreciation  in  the 
illuminating  value  of  the  gas.  The  subject  is  therefore  still  a 
debatable  one.  My  own  impression  is  that  the  question  can  only 
be  settled  by  experience,  and  that  the  diluent  effect  upon  lighting 
power  known  to  be  exercised  by  the  admixture  of  nitrogen  with 
ordinary  gas  cannot  be  taken  as  a  quantitative  basis  for  estimating 
what  would  be  the  effect  of  introducing  nitrogen  in  the  ordinary 
process  of  gas  manufacture.  The  lighting  power  of  gas  is,  to  a 
large  extent,  due  to  many  substances — such  as  benzole  vapour, 
naphthalene,  &c. — which  are  partially  retained  by  the  gas,  and 
partially  separated  with  the  tar  during  the  process  of  condensation. 
Air  introduced  at  a  suitable  point  in  the  manufacture,  where  it 
would  become  more  or  less  impregnated  with  a  portion  of  the 
benzole  and  naphthalene,  which  would  otherwise  be  retained  by 
the  tar,  would  not  be  likely  theoretically  to  reduce  the  illuminating 
power  of  the  gas  to  such  an  extent  as  the  direct  admixture  of 
nitrogen  with  the  purified  gas.  There  is  an  additional  point 
tending  to  mitigate  the  reduction  in  illuminating  power  %vhich 
would  theoretically  attend  the  use  of  air,  and  concerning  which  I 
will  quote  from  an  article  of  mine,  published  in  the  Journal  for 
Nov.  1,  1887,  on  “The  Revivification  of  Oxide  in  Situ:"  “There 
is  the  question  of  heat  developed  in  the  purifier  preventing  the 
undue  deposition  of  condensable  h5’drocarbons,  and  thereby 
mitigating  the  loss  of  illuminating  value,  which  is  a  comuion 
experience  of  gas  managers  as  a  result  of  over-condensation. 
This  point  is  of  more  especial  importance  in  cases  such  as  occur 
in  local  gas-works  where  the  purifiers  are  generally  in  an  exposed 
position,  and  where  (especially  in  the  winter  months)  the  lowering 
of  the  temperature  of  the  gas  must  be  excessive." 

Referring  to  the  actual  details  of  Mr.  Valon's  paper,  I  notice  in 
the  first  place  that  the  area  of  the  purifiers,  in  proportion  to  the 
make  of  gas,  was  (as  pointed  out  by  Mr.  Frank  Livesey)  at  least 
five  times  as  great  as  is  generally  employed  ;  and  this,  it  is  almost 
needless  to  state,  would  place  the  purification  of  the  gas  at  a  groat 
advantage  over  the  usual  practical  conditions  in  use  at  the 
majority  of  works.  In  the  second  place,  although  in 
the  experiment  on  the  use  of  oxide,  details  are  given 
as  to  the  initial  light  (14'G7  candles),  and  the  light  with  O'l  per 
cent,  by  volume  of  oxygen  per  100  grains  of  sulphuretted 
hydrogen  per  100  cubic  feet  (15'4G  candles),  showing  an  increase 
of  0’70  candle,  yet  in  the  cose  of  the  use  of  lime  no  comparative 
results  are  given.  We  learn  that,  with  the  use  of  the  same  pro¬ 
portion  of  oxygen  as  before,  the  illuminating  power  of  the  gas 
was  IG'5  candles.  Now  this  apparent  increase  in  illuminating 
value  was  not  obtained  merely  by  the  use  of  oxygen  ;  and  as  no 


comparative  figures  are  given  as  to  the  normal  light  which  would 
bo  obtained  where  lime  was  used  as  a  purifying  agent  in  the 
absence  of  oxygen,  a  theoretical  estimate  must  be  made.  Iho 
carbonic  acid  present  at  the  inlet  of  the  lime  purifiers  was  1  20. 
Taking  as  a  minimiiin  basis  that  1  per  cent,  of  carbonic  acid 
reduces  the  light  by  G  per  cent,  on  an  Argand  burner,  the  11*“” 
would  bo  equal  to  7’G  per  cent. — say,  roughly,  8  per  cent.  Tins 
would  reduce  the  IG'5  to  15’2  candles.  The  initial  hght  of  the 
gas  purified  by  oxide  only  was  given  at  14'G7.  The  gain,  therefor^ 
due  to  the  oxygen  process  where  lime  was  employed,  was  lo  20 
-  14-G7  =0-53  candle— loss  than  that  claimed  for  the  use  of  oxide. 

I  cannot  understand  this  apparent  discrepancy,  and  cannot  offer 
even  any  theoretical  explanation  of  it.  •  i  , 

Turning  to  the  action  of  the  lime  quo  ad  purification,  the  effect 
of  the  addition  of  oxygen  is  very  remarkable ;  and  the  results 
obtained  by  Mr.  Valon  are  of  very  great  interest.  Even  allowing 
for  the  favourable  effect  of  a  large  area  of  material  in  comparison 
to  the  make  of  gas,  the  recorded  results  are  remarkable  in  two 
details — viz.,  (1)  That  the  carbonic  acid  and  sulphuretted  hydrogen 
should  have  kept  so  much  on  a  level  with  each  other.  (2)  That 
it  was  possible  to  effect  the  complete  purification  of  the  gas, 
removing  thoroughly  carbonated  lime,  and  yet  keeping  the  sulphur 
compounds  down  to  from  G  to  8  grains.  I  have  not  had  the 
opportunity  of  examining  any  of  the  spent  lime;  and  it  is  almost 
needless  to  say  that,  for  the  examination  to  be  of  real  value,  the 
sample  should  be  fresh  from  the  purifier,  and  shielded  from  the 
action  of  air  prior  to  testing.  It  may,  however,  be  of  some  value 
to  speculate  on  the  nature  of  the  chemical  actions  at  work  during 
the  use  of  lime  and  oxygen  in  purification,  more  especially  as 
very  little  light  was  thrown  on  this  branch  of  the  subject  when 
Mr.  Valon’s  paper  was  read.  The  actions  which  take  place  may  be, 
and  doubtless  are,  more  or  lees  complex;  but  some  clue  to  their 
nature  may  be  gained  by  considering  the  various  reactions  as  divided 
into  separate  stages.  It  is  a  well  known  fact  that  lime  exposed  to 
the  action  of  sulphuretted  hydrogen,  in  the  presence  of  moisture, 
forms  calcium  sulpliydrate  (CaSILS)  ;  and  wo  may  assume  that 
this  compound  is  actually  formed  in  the  purifiers  when  the  sul¬ 
phuretted  hydrogen  in  the  gas  is  absorbed  by  lime.  It  is  also 
known  that  the  ordinary  product  of  the  action  of  cold  gas  on  cold 
lime  does  not  form  a  product  active  in  absorbing  carbon  disulphide. 

I  have  repeatedly  made  the  following  experiment Gas  contain¬ 
ing  sulphuretted  hydrogen,  but  free  from  carbonic  acid,  was  passed 
into  slaked  lime  in  a  small  experimental  purifier,  until  the  sulphur¬ 
etted  hydrogen  showed  at  the  outlet.  The  product  was  abso¬ 
lutely  inactive  on  sulphur  compounds.  The  lime  was  now  turned  out 
of  the  vessel,  and  exposed  to  the  air  in  a  heap,  when  it  heateiL  turned 
yellowish  green  in  colour,  and  when  replaced  in  the  purifier  was 
found  to  have  developed  a  remarkable  energy  in  absorbing  carbou 
disulphide-  Chemically,  the  raw  sulphided  product  gave  evidence 
of  containing  calcium  sulpliydrate,  as  its  solution  in  water  gave  a 
black  precipitate  with  a  soluble  salt  of  lead.  The  partially 
oxidized  product  gave  a  totally  different  reaction — affording  a 
yellow  solution,  and  a  red  precipitate  with  a  lead  salt;  giving,  m 
fact,  evidence  that  calcium  sulpliydrate  had  disappeared,  and  had 
been  replaced  by  one  of  the  higher  calcium  sulphides — I  have  much 
reason  to  believe  by  calcium  pentasulpliide  (CaSj).  The  fact  of 
the  higher  calcium  sulphides  uniting  with  carbon  disulphide  has 
not,  to  my  knowledge,  been  brought  before  the  notice  of  the  gas 
community ;  but  I  had  some  time  back  observed  the  fact,  and  have 
recently  found  a  record  of  its  being  known  in  1875.  In  the  abstract 
of  the  session  of  the  French  Academy  for  that  year,  the  following 
occurs  (I  give  a  free  translation) “  M.  G^lis  has  observed  that 
sodium  bisulphide  (Na.S.j)  unites  directly,  and  with  great  evoUitiou 
of  heat,  with  carbon  disulphide.  The  salt  produced — NsaS-jCSj 
belongs  to  a  new  series  of  sulphocarbonates.  It  is  comparatively 
soluble  in  water  and  alcohol,  and  yields  no  sulphur  to  carbon  di¬ 
sulphide.  The  common  sulphocarbonate — NajS,  CSj — as  is  know’ii, 
is  with  difficulty  soluble  in  alcohol.  It  can  also  be  prepared  by 
dissolving  sulphur  in  the  sulphocarbonate,  No^S,  CS.j  which  takes  up 
exactly  one  atom  of  the  sulphur.  When  carbon  bisulphide  acts  on 
higher  sulphides — sodium  tria  and  ponta  sulphides— -the  above 
salt  is  produced,  and  the  excess  of  sulphur  is  liberated  in  the  free 
state." 

Na,S»  +  CSj  =  Na,S.,CS,  +  S. 

I  can  BO  far  corroborate  the  statements  of  M.  G^lis  that,  when 
experimenting  on  the  subject  some  years  back,  I  found,  on  agita¬ 
ting  a  solution  of  calcium  pentasulpliide  with  excess  of  carbon 
disulphide,  the  solution  at  first  became  turbid  from  separation  of 
sulphur,  and  finally  cleared  from  the  solution  of  the  sulphur  in  the 
liquid  disululiide.  Also,  on  evaporating  the  disulphide  solution, 
I  obtained  free  sulphur  equal  to  three-fifths  of  the  total  amount 
originally  present.  This  exactly  conforms  to  the  equation — 

CaS,  -f  CS,  =  CaS,CS,  -f  S,. 

This  is  an  analogous  reaction  to  that  shown  by  M.  Gilis  operating 
on  sodium  trisulphide.  These  facts  undoubtedly  bear  on  the 
question  of  the  action  of  oxygon  on  lime  in  the  presence  of  sulphu¬ 
retted  hydrogen,  in  reducing  the  sulphur  compounds  in  the  gas,  and 
in  explaining  the  presence  of  free  siilphur  in  the  8i>ont  lime. 

Let  us  assume  that  the  first  action  of  the  sulphuretted  hydrogen 
upon  the  lime  is  os  follows  : — 

Call.O,  +  ‘211, S  =  CaSII.S  +  ‘2II,0, 

in  which  calcium  sulpliydrate  is  formed.  The  action  of  oxygen  on 
this  might  bo  as  follows  ; — 

6  CaS,  II,S  +  40,  =  2CaS,  +  8CaILO,  4-  ‘211,0, 

in  which  five  molecules  of  calcium  sulpliydrate  become  converted 
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into  two  molecules  of  calcium  pentasulphide,  and  three  of  calcium 
hydrate. 

The  practical  effect  of  this  would  be :  (1)  That  the  product  would 
develop  a  power  of  absorbing  carbon  disulphide.  (2)  That,  owing 
to  the  fact  that  calcium  hydrate  would  be  formed,  there  would  be 
an  increased  purifying  capacity.  The  fact  of  the  spent  lime  con¬ 
taining  free  sulphur  might  be  accounted  for  in  three  ways.  First, 
as  a  reaction  between  carbon  disulphide  and  calcium  pentasulphide  : 

Ca  Ss  -f  C  Sa  =  Ca  CS^  +  Sj. 

Second,  as  a  product  of  the  continued  action  of  oxygen  on  calcium 
pentasulphide,  in  which,  by  equation,  1,  or  2,  or  3,  calcium  sul¬ 
phite,  sulphate,  or  thiosulphate  might  be  formed — 

1.  Ca  Sj  0|  =  Ca  SO3  -1-  S4 

2.  Ca  Sj  -f  O4  =  Ca  SO4  +  S4 

3.  Ca  Sj  4"  Os  =  Ca  S2  0$  -1-  Sj. 

Third,  as  a  product  of  the  reaction  between  calcium  pentasulphide 
and  carbonic  acid — 

Ca  Si  +  CO,  +  H2O  =  Ca  CO3  -f  H,  S  +  S4. 

If  the  reactions  I  have  shown  as  possible  represent,  in  the 
main,  what  occurs  when  oxygen  and  sulphuretted  hydrogen  react 
on  lime,  it  is  not  difficult  to  understand  how  the  purification  from 
sulphur  compounds  takes  place,  and  also  the  presence  of  free 
sulphur  in  the  spent  material.  The  spent  product  should  consist 
theoretically  of  calcium  carbonate,  sulphate,  thiosulphate,  and 
perhaps  a  little  sulphite  intermixed  with  more  or  less  free  sulphur. 
Such  a  mixture,  subjected  to  heat  in  a  closed  vessel,  would  no  doubt 
give  off  sulphur  in  a  form  in  which  it  could  be  collected  and 
utilized. 

One  point  in  connection  with  Mr.  Valon’s  results  on  sulphur 
compounds  has  yet  to  be  explained.  It  is  well  known  that  carbonic 
acid  decomposes  the  ordinary  combination  of  carbon  disulphide 
and  sulphided  lime,  driving  the  “  sulphur  ”  forward  ;  and  that  in 
a  rotation  of  lime  vessels  the  “  sulphur  ”  at  the  outlet  can  only 
be  kept  down  by  changing  at  a  period  when  the  first  or  “  A,” 
vessel  is  incompletely  carbonated.  This  is  explained  by  the  de¬ 
composition  of  the  calcium  sulphocarbonate  (formed  by  the  combi¬ 
nation  of  carbon  disulphide  and  calcium  sulphide)  as  follows  : — 
Cases,  +  CO,  +  HaO  =  CaCOa  +  CS,  +  HaS, 
in  which  the  products  are  calcium  carbonate,  carbon  disulphide, 
and  sulphuretted  hydrogen.  As  far  as  Mr.  Valon’s  experiments  on 
the  oxygen  system  of  lime  purification  extend,  it  appears  that  the 
lime  in  the  “  A  ”  vessel  was  thoroughly  carbonated,  while  the  gas 
at  the  outlet  of  “  B  ”  was  still  low  in  “  sulphur.”  If  this  really 
represents  a  normal  action  which  would  be  maintained  by  a  more 
extended  trial,  it  must  mean  that  the  compound  formed  between  the 
lime  and  the  carbon  disulphide  must  be  capable  of  such  active 
oxidation  that  even  the  combined  bisulphide  is  oxidized,  and 
retained  in  a  fixed  condition  by  the  lime. 

With  regard  to  the  cost  of  oxygen  purification  as  compared  with 
the  ordinary  system,  and  with  that  in  which  air  is  employed,  that 
is  a  practical  question  of  which  gas  engineers  will  no  doubt  be  able 
to  form  a  competent  opinion  ;  but  I  consider,  before  the  subject 
can  be  really  settled,  we  need  to  have  a  larger  experience  as  to  the 
effect  of  the  use  of  air  on  the  lighting  power  of  the  gas.  Possibly 
Mr.  Methven  and  others  who  have  had  experience  in  the  matter, 
will  give  us  the  benefit  of  their  conclusions. 


Gas  V.  Electric  Lighting  in  Belgium. — We  learn  from  our 
Brussels  Correspondent  that  one  of  the  most  extensive  cafes  in 
Belgium — the  Cafe  du  Phare  at  Liege — which  since  its  opening  has 
been  illuminated  by  incandescent  electric  lamps,  is  now  lighted  by 
gas.  The  original  installation  was  put  in  by  M.M.  Gerard  et  Cie, 
of  Brussels ;  but  the  proprietor  of  the  cafe  found  the  lighting 
insufficient,  and  brought  an  action  against  the  Societe  Electrique 
for  damages.  The  whole  of  the  original  lighting  plant  has  been 
removed,  and  is  now  for  sale  ;  a  number  of  the  Wenham  Company’s 
“  Electric  ”  gas-lamps  being  employed  instead.  This  Company 
appear  to  be  specially  successful  at  cafe  lighting ;  for  their  lamps 
have  just  been  adopted  in  the  Cafe  des  Trois  Suisses  in  Antwerp, 
vice  the  abandoned  electric  lights  supplied  to  this  establishment  by 
Messrs.  Siemens  and  Halske. 

Corporation  Trading — In  last  Wednesday’s  Money,  allusion 
was  made  to  the  subject  of  Corporation  trading,  in  continuation 
of  some  observations  made  about  a  year  ago  in  an  article  (repro¬ 
duced  in  our  columns)  dealing  with  the  manner  in  which  corpo¬ 
rations  spend  the  enormous  sums  they  borrow  upon  the  security 
of  the  local  rates.  Our  financial  contemporary  remarks :  “  So 
long  as  a  corporation  expends  borrowed  money  in  improving  a 
town  as  a  town,  and  in  directions  which  distinctly  tend  to  increase 
the  rateable  value,  we  can  only  discuss,  as  we  did  in  our  previous 
article  upon  this  subject,  the  too  often  careless  and  extravagant 
manner  in  which  the  funds  are  frittered  away.  But  when  large 
sums  are  borrowed  for  the  purpose  of  constructing  docks  or  canals, 
the  matter  assumes  a  different  aspect.  At  the  same  time  it  is  not 
difficult  to  understand  the  process  of  reasoning  by  which  worthy 
aldermen  and  town  councillors  justify  their  action  in  embarking  in 
such  enterprises.  They  evidently  consider  it  to  be  their  duty  to 
spend  money  in  any  works  which  may  ultimately  bring  trade  to 
the  town,  and  possibly  make  a  great  addition  to  its  rateable  value. 
But  they  entirely  overlook  an  old  proverb,  which  bids  the  shoe¬ 
maker  never  to  go  beyond  his  last ;  or,  in  other  words,  not  to 
interfere  in  a  business  which  he  does  not  understand.  Their  busi¬ 
ness  is  to  carry  out  sanitary  and  similar  undertakings,  leaving 
risky  commercial  enterprises  to  private  individuals  or  to  public 
companies.” 


SOCIETE  TECHNIQUE  DU  GAZ  EN  FEANCE, 

The  Papers  at  the  Boulogne  Congress. 

In  the  Journal  for  the  10th  inst.,  we  noticed  briefly,  from  the 
abstracts  in  the  Journal  des  TJsines  d  Oaz,  some  of  the  papers 
read  at  the  recent  meeting  of  the  Soci^te  Technique  at  Boulogne. 
We  now  deal  with  the  remainder. 

M.  Salanson  presented  a  communication  on  the  subject  of  the 
regulation  of  pressure  at  the  works,  and  on  the  flow  of  gas  in  pipes. 
He  first  of  all  laid  down  the  following  rule  : — Given  a  certain  con¬ 
dition  of  the  orifices  at  which  the  consumption  of  gas  takes  place, 
the  pressure  at  each  point  of  a  horizontal  network  of  mains  is  pro¬ 
portionate  to  the  pressure  at  which  the  gas  is  sent  from  the  works. 
The  author  applied  this  rule  in  various  ways  before  passing  on  to 
deal  with  the  subject  of  the  flow  of  gas  in  mains.  Calling  “  the 
ratio  of  charge  ”  at  a  given  point  in  the  canalization  the  ratio 
between  the  pressure  existing  at  a  particular  moment  at  this  spot, 
corrected  by  the  difference  in  level  as  compared  with  the  point  of 
emission,  and  also  with  the  initial  pressure,  the  author  established, 
under  certain  circumstances,  the  following  principles: — (1)  The 
“  ratio  of  charge  ”  at  each  point  of  the  mains  is  constant  for  a  like 
condition  of  the  orifices  at  which  consumption  takes  place.  (2) 
For  a  given  condition  of  these  orifices,  the  ratio  of  consump¬ 
tion  at  each  to  the  total  consumption  is  constant.  An  exami¬ 
nation  of  the  conditions  under  which  the  first  rule  was  applicable 
showed  that  for  mains  having  a  diameter  of  more  than  16 
inches,  it  could  be  applied  strictly  ;  but  that  for  pipes  of 
smaller  cahbre  it  could  not,  although  it  is  sufficiently  exact  so 
long  as  the  consumption  is  not  doubled.  In  the  case  of  lead  pipes 
less  than  2  inches  in  diameter,  the  loss  of  charge  may  be  regarded 
as  proportionate  to  the  average  rate  of  flow.  In  cast-iron  pipes  of 
from  2  to  20  inches  in  diameter,  it  is  in  proportion  to  M.  Arson’s 
two-term  formula;  while  in  those  of  larger  diameters  it  is  propor¬ 
tionate  to  the  square  of  the  speed.  For  the  same  pipe  two  definite 
speeds  may  be  considered — viz.,  a  higher  speed,  beyond  which  the 
loss  of  head  is  proportionate  to  its  square  ;  and  a  lower  speed, 
beyond  which  the  loss  is  in  proportion  to  the  simple  speed.  Between 
these  Hmits,  M.  Arson’s  formula  must  be  employed.  Except, 
however,  in  the  case  of  pipes  of  large  size  (say,  from  52  inches 
upwards  in  diameter),  the  limits  considered  are  not  generally  met 
with  in  connection  with  gas  supply. 

In  a  paper  on  the  subject  of  detecting  leakages  from  gas-rnains, 
M.  Schauffler  described  some  experiments  with  the  system  intro¬ 
duced  by  Dr.  Bunte  of  testing  with  chloride  of  palladium,  which 
was  noticed  in  the  Journal  for  Jan.  12,  1886  (p.  69).  Before 
putting  the  plan  in  operation  on  a  rather  extensive  scale,  M. 
Schauffler  was  led  to  make  a  few  experiments  in  the  laboratory, 
with  the  view  of  ascertaining  the  best  proportions  of  the  constituent 
elements  of  the  testing  liquid  to  employ,  so  as  to  attain  the  highest 
degree  of  sensitiveness.  He  decided  upon  the  following  formula  : — 
Chloride  of  palladium,  3‘75  grammes ;  chloride  of  gold,  1'25 
grammes ;  dissolved  in  a  litre  of  distilled  water.  Test-papers 
steeped  in  this  liquid  were  placed  in  tubes  about  3  feet  high  fixed 
over  a  length  of  three  miles  of  main — something  like  2500  tests 
being  made.  The  result  was  the  discovery  of  leakage  to  the  extent 
of  33’6  cubic  metres  (about  1200  cubic  feet)  per  24  hours  ;  or  for  a 
year,  12,264  cubic  metres  (433,000  cubic  feet).  Reckoning  this  at 
10c.  per  cubic  metre,  the  loss  was  put  at  1226  frs.  The  expense  of 
testing  being  about  250  frs.,  the  net  benefit  resulting  in  the  first 
year  was  976  frs.,  or  close  upon  £40.  It  may  be  added  that  a  pint 
of  the  liquid  prepared  according  to  the  formula  costs  about  9a., 
and  will  steep  enough  filter-paper  for  8000  to  11,000  tests. 

M.  Melon,  in  an  interesting  communication,  indicated  the  various 
purposes  for  which  gas-engines  may  be  employed  in  gas-works ; 
submitting  a  number  of  figures  showing  the  advantages  to  be  gained 
by  utilizing  gas  .as  the  motive  power  for  driving  the  exhausters, 
scrubbers,  pumps,  coke-breakers,  &c.  He  took  two  works  where 
the  production  of  gas  is  about  equal,  but  where  steam-engines  are 
used  in  one,  and  gas-engines  in  the  other.  In  the  former,  the  cost 
was  3  fr.  84  c.,  and  in  the  latter  3fr.  90  c.  per  1000  cubic  metres  of 
gas  made ;  being  equal  to  l'03d.  and  l'05d.  per  1000  cubic  feet. 
In  the  works  where  steam  was  employed,  breeze  was  the  only  fuel 
used,  and  its  cost  was  put  at  about  Id.  per  bushel ;  the  gas  con¬ 
sumed  in  the  gas-engines  ’’eing  reckoned  at  Is.  l^d.  per  1000  cubic 
feet.  The  difference  is  not  very  considerable  ;  and  therefore  the 
author  left  his  hearers  to  draw  from  his  figures  whatever  conclu¬ 
sions  they  considered  to  be  applicable  to  the  special  conditions  of 
their  own  works. 

In  a  short  paper  by  M.  Weil-Goetz,  the  important  subject  of  the 
treatment  of  spent  purifying  materials,  for  the  recovery  therefrom 
of  sulphate  of  ammonia,  was  dealt  with.  The  process  described 
by  the  author  is  based  on  the  two  following  principles  : — (1)  In 
systematic  lixiviation,  the  solvent  liquid  increases  in  weight  in 
proportion  as  it  becomes  charged  with  salt  in  solution  ;  (2)  in  two 
vessels  in  communicatio  1,  a  column  of  liquid  of  low  density  is 
capable  o"  balancing,  and  even  of  displacing,  a  shorter  column  of  a 
liquid  of  higher  density.  The  lixiviating  apparatus  is  composed  of 
a  series  of  four  vats,  each  furnished  with  a  false  bottom  of  wicker¬ 
work,  covered  with  canvas  such  as  is  used  for  packing,  on  which 
the  material  to  be  dealt  with  is  placed.  The  vats  are  connected 
by  pipes  provided  with  taps  and  plugs,  so  that  a  systematic  circu¬ 
lation  of  pure  water  can  be  kept  up  until  the  material  has  been 
thoroughly  exhausted.  Each  ton  of  spent  material  produces  from 
20  to  24  cwt.  of  lye  of  the  strength  of  12°  Beaum4  (17°  Twaddel), 
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containing  rather  more  than  2  per  cent,  of  ammonia.  The  process 
by  no  means  expensive.  Tlie  treatment  of  10  tons  of  spent 


18  Dy  no  raeaiiH  - -  oAo 

material  required  50  hours'  labour,  the  cost  of  which  was  16  fr. 
or  1  fr.  OSc!  (say  Is.  4d.)  per  ton.  In  the  past  year,  'v'th  a  make 
of  176^  million  cubic  feet  of  gas,  the  autlior  produced  00  t^s  o 
spent  Material,  the  treatment  of  which  yielded  about  -JO  °wt.  of 
ammonia,  worth  £40  a  ton,  at  a  cost  of  ^-leaving  a  n«t 
£30.  After  lixiviation,  the  stuff  is  sold  to  a 

extracts  therefrom  Prussian  blue;  paying  at  the  rate  of  £-0  per 
ton  of  blue  obtained.  This  yielded  a  return  of  ^100  j 
the  total  receipts  to  £150-being  at  the  rate  of  about  18s.  per 
million  feet  of  gas  made,  and  2id.  per  ton  of  coal  carbonized. 

M.  de  Lachomette  introduced  to  the  notice  of  the  members  a  new 
process  for  the  manufacture  of  sulphate  of  ammonia  Tins  papej 
was  regarded  as  one  of  the  most  important  submitted  to  the  raeetin 
The  author  has  devised  a  simple  and  economical  meth  od  for  the  direct 
production  of  sulphate  of  ammonia  by  means  of  the 
elements  of  the  coal  itself.  The  spent  purifying  matenal  is  roasted 
in  a  Michel-Perret  oven,  which  causes  it  to  yield  sulphurous  acid. 
This  is  led  into  a  vat  filled  with  water,  into  which  at  the  same  time  is 
introduced  a  current  of  ammonia.  The  result  is  the  formation  of  sul¬ 
phite  of  ammonia,  and.  if  there  is  an  excess  of  sulphurous  acid,  bisul¬ 
phite  of  ammonia,  which  is  much  more  soluble  than  the  preceding. 
With  an  excess  of  ammonia,  the  bisulphite  is  afterwards  reduced 
to  the  state  of  sulphite,  which,  being  deprived  of  one  of  its  equiva¬ 
lents  of  water,  is  readily  transformed  into  sulphate  by  simple  ex¬ 
posure  to  the  air.  In  the  discussion  upon  the  paper,  some  doubt 
was  thrown  on  the  statement  that  the  sulphur  from  the  spent 
material  would  yield  sufficient  sulphuric  acid  to  saturate  the  whole 
of  the  ammonia ;  in  other  words  it  was  questioned  whether  sulphur 
and  nitrogen  would  exist  in  the  coal  in  suitable  proportions  to 
famish,  of  themselves,  sulphate  of  ammonia.  Opinions  will  differ 
on  this  point,  according  to  the  nature  of  the  coal  employed.  iJut 
it  may  be  pointed  out  that  the  advantage  of  the  process  consists  in 
dispensing  with  the  purchase  of  sulphuric  acid,  and  m  the  facility 
afforded  of  producing  sulphate  directly  by  roastmg  crude  sulphur. 

In  this  way  all  the  annoyance  caused  by  the  employment  of  sul- 
phuric  acid,  which  is  not  always  perfectly  concentrated,  may  be 

avoided.  •  ,  ,  ,  r  lu  *• 

Several  interesting  questions  were  brought  before  the  meeting 
by  M.  Chevalet.  First  of  all,  he  referred  to  an  improved  form 
of  the  Leroy-Chevalet  coke-breaker,  by  means  of  which  it  is 
claimed  that  two  men  are  able  easily  to  break  from  27*  to  dd 
bushels  of  large  coke  per  hour.  He  next  alluded  to  an  apparatus 
for  the  production  of  volatile  alkali.  He  begins  by  saturating  the 
ammoniacal  liquor  with  lime,  in  order  to  decompose  the  whole 

of  the  ammonia;  and  afterwards  distils  the  decanted  hquor.  ihe 

alkali,  on  leaving  the  stills,  flows  into  a  cooler  ;  and  the  dry  ammo- 
niacd  gas  is  freed  of  its  empyreumatic  oils  by  being  passed  into 
linseed  oil  or  into  charcoal  filters,  before  being  dissolved  in  water 
placed  in  vats  of  sheet  iron,  lead,  or  stoneware.  Another  matter, 
bearing  upon  the  treatment  of  residuals,  was  the  utilization  oi 
ammoniacal  liquor  for  the  manufacture  of  manure.  M.  Chev^et 
concentrates  his  liquor  to  about  22°  Beaume  (say,  56-oz.  strength), 
and  then  brings  it  into  connection  with  ordinary  commercial 
superphosphate  of  lime.  The  proportions  of  the  two  ingredients 
are  regulated  by  the  smell.  The  manufactured  manure  should 
not  have  the  odour  of  ammonia.  The  stuff  is  exposed  to  the  air 
for  about  24  hours,  at  the  end  of  which  period  it  may  be  put  up 
in  bags  or  warehoused.  Referring  to  the^  subject  of  the  value  of 
spent  purifying  material,  M.  Chevalet  indicated  how  it  might  be 
increased  by  augmenting  the  content  of  nitrogen.  He  recom¬ 
mended  the  use  of  material  prepsired  with  sulphite  of  iron  and 
lime,  or  Laming  material,  with  white  wood  sawdust.  The  l^t 
matter  touched  upon  by  M.  Chevalet  was  gas  analysis. 
described  a  burette  which  appears  to  have  been  constructed  on 
the  principle,  if  it  is  not  actually  a  reproduction  of  that  of  M. 
Coquillion,  which  was  described  and  illustrated  in  the  Journal  for 
Jan.  31  last  (p.  195). 

A  communication  on  the  subject  of  the  presence  of  cyanogen 
and  its  compounds  in  the  products  of  the  distillation  of  coal  was 
presented  by  M.  Pendri^.  The  author  inquired  into  the  reason  of 
the  generation  of  cyanogen  and  its  various  combinations  in  the  car¬ 
bonization  of  coal ;  defined  the  exact  quantity  and  form  in  which 
they  are  met  with  in  the  various  periods  of  the  gas-  manufacturing 
process  ;  and  described,  from  a  practical  point  of  view,  the  means 
of  transforming  them,  at  trifling  cost,  into  articles  of  commerce. 
The  conclusions  he  arrived  at  may  be  thus  shortly  stated ;  (1)  In 
the  process  of  the  distillation  of  coal  there  is  always  formed,  at  the 
expense  of  the  ammonia,  a  certain  quantity  of  cyanogen,  which  is 
found  in  the  distillation  products  in  the  form  of  cyanide  and  sulpho- 
cyanide  of  ammonium.  (2)  It  is  in  the  liquor  contained  in  the 
hydraulic  main  that  the  larger  proportion  of  the  cyanide  of  ammo¬ 
nium  is  dissolved  ;  and  it  is  there  that  this  compound  is  found  in 
the  greatest  state  of  purity.  (8)  Only  a  comparatively  small  quan¬ 
tity  of  cyanogen  is  met  w'ith  in  the  purifying  material,  and  then 
principally  in  the  form  of  sulphocyanide ;  in  other  words,  in  a 
very  unsuitable  form  for  the  preparation  of  ferro-cyanides.  (4)  The 
transformation  of  the  cyanides  into  ferro-cyanides  is^  effected  at 
small  cost.  Analyses  show  that,  in  order  to  attain  this  object,  it 
is  advisable  to  draw  off  and  treat  separately  the  liquor  from  the 
hydraulic  main,  in  which  there  is  scarcely  any  sulphuretted  hydro¬ 
gen,  by  which  means  the  cost  of  transport  would  bo  diminished, 
and  a  purer  product  be  obtainable.  (5)  Theory  shows  that  it  is 
possible  to  transform  half  the  nitrogen  liberated  from  coal  in  the 
form  of  ammonia,  first  into  hydro-cyanide,  and  then  into  ferro- 


cyanide  of  ammonia— a  product  of  greater  value  than  ammonia  for 
an  equal  weight  of  nitrogen.  It  remains  to  be  ascertained  wUetiier 
or  not  the  practical  result  of  this  transformation  is  such  as  to  allow 
of  the  system  being  profitably  worked  on  a  comuiercial  scale. 

The  last  matters  to  be  noticed  in  connection  with  the  congress 
relate  to  the  consumption  of  gas.  M.  Bouvier  presented  a  short 
communication  on  the  subject  of  the  light-giving  capacity  of  gas- 
burners.  The  author  gave,  in  tabular  form,  the  results  of  Ins  own 
experiments,  and  indicated  the  beet  burners  and  globes  to  use  in 
order  to  utilize  gas  to  the  best  advantage.  M.  Giroud  exhibited 
the  latest  model  of  the  Guibout  burner,  which  has  already  been 
described  in  the  Journal  (ante,  p.  27).  Several  of  these  burners 
have  been  fitted  up  in  the  new  waiting-room  at  the  Western  of 
France  Railway  Terminus  in  Paris.  He  also  showed  an  arrange- 
nient  of  the  Deltnas  burner  with  flat  flame,  for  the  lighting  of  rail¬ 
way  carriages  by  moans  of  oil  gas.  M.  Pottier  sent  a  “  Note  on 
a  new  high-power  burner,  called  the  “  Industrial,"  which  it  was 
stated  would  give  the  light  of  9  5  candles  with  a  consumption  of 
1*2  or  1*5  cubic  feet  of  pas,  according  as  the  hourly  consumption 
is  15  or  26  cubic  feet.  There  is  a  certain  similarity  between  the 
Delmas  burner  and  the  Siemens  flat-flame  burner ;  also  beween 
the  “  Industrial  ”  and  the  Schulke.  This  resemblance  did  not 
escape  the  observation  of  the  members.  j  •  v 

In  the  foregoing  abstracts  we  have  merely  endeavoured  to  indi¬ 
cate  the  nature  of  the  principal  communications  presented  at  the 
congress  ;  reserving  for  subsequent  issues  any  fuller  notice  of  them 
that  may  be  considered  desirable. 


WESTERN  (U.S.A.)  GAS  ASSOCIATION. 

To-day  we  conclude  our  abstract  of  the  “  Official  Report,"  as 
given  in  the  Atnerican  Gaslight  Journal^  of  the  proceedings  at  the 
annual  meeting  of  the  above  Association. 

Mr.  W.  M'Donald,  of  Albany,  N.Y.,  contributed  a  paper  bear- 
in"  the  title  “  The  Maximum  Service  that  should  bo  Required 
from  the  Various  Standard  Sizes  of  Meters."  The  author  directed 
his  remarks  more  particularly  to  dry  meters.  He  observed 
that  the  real  question  was  not  how  many  ights  were  to  be 
supplied  from  the  meter,  but  the  speed  at  which  it  was  to  be 
worked  and  the  quality  and  temperature  of  the  gas  passing  through 
it  A  burner  may  use  any  quantity  from  2  up  to  10  cubic  feet  of  gas 
per  hour.  He  considered  the  maximuni  quantity  a  meter  would 
safely  pass  was  its  nominal  capacity  multiplied  by  10,  as  shown  in 
the  following  table  :  —  _ _ 


Size. 

Cubic  Feel 

Revolutions 

One  Year’s 

Total  Gas. 

Per  Hour. 

Per  Hour. 

Working. 

3  Light  .  . 

6  „  .  . 

10  „  .  . 
20  „  .  . 
30  „  .  . 

45  „  -  . 

CO  „  .  . 

80  „  .  - 

100  „  .  - 

30 

60 

100 

240 

300 

400 

2,102,400 

2,028,000 

3,504,000 

262,800 

438,000 

876,000 

200 

300 

450 

600 

800 

1000 

400 

3G0 

360 

360 

850 

350 

3,504,000 

3,163,000 

3,163,000 

3,163,000 

1  3,066,000 

1  3,066,000 

1,762,000 

2,628,000 

3,942,000 

6,266,000 

7,008,000 

8,760,000 

In  addition  to  the  quantity  of  gas  passed,  he  added  the  number 
of  revolutions  per  hour,  also  the  number  of  revolutions  and  the 
total  gas  measured  if  the  meter  worked  continuously  for  a  year, 
which  he  thought  gave  a  fair  idea  of  the  durability,  or  the  duty 
that  might  be  expected  to  be  done  before  the  machine  was  worn 
out.  He  was  assuming  that  the  meters  would  be  subjected  to  no 
other  deteriorating  influence  than  actual  wear.  This  table 
more  to  the  larger  sizes  than  to  3  and  5  light  meters.  It  would  be 
seen  that  these  were  figured  to  work  rather  slower  than  the  others , 
but  really,  on  account  of  the  lightness  of  the  work  and  the  shortness 
of  travel,  they  would  bear  a  considerable  increase.  If  a  dry  meter 
was  not  overworked,  he  thought  it  would  comforiably  bear  a 
pressure  as  high  as  a  pound  per  square  inch  (27  or  28  inches  of 
water).  He  unhesitatingly  asserted  that  meters  were  practical  y 
accurate,  if  allowed  a  fair  chance.  The  three  chief  things  meters 
had  to  contend  with  were  impurity  in  the  gas,  condensation,  and 
especially  temperature.  Given  a  gas  free  from  condensible 
vapours  and  sulphurous  or  acid  impurities,  kept  at  a  moderate 
uniform  temperature,  almost  absolute  accuracy  could  be  msured. 
It  was  not  always  possible  to  control  all  these  conditions,  but  i 
they  received  more  consideration,  meters  would  work  better  and 

^“rSS  to  questions,  Mr.  M'Donald  said  the  best  locality  in 
a  building  for  the  meter  was  the  cellar.  The  temporaturo  shou  d 
not  fall  below  50°  or  rise  above  70*.  The  eflect  of  cold  was  to 
stiffen  the  moving  parts,  and  ho  did  not  object  te  the  use  of 
alcohol  for  thawing  a  meter,  if  properly  applied.  If  the  rates  per 
hour  quoted  in  the  table  were  exceeded,  no  great  harm  wou  d 
follow  until  some  of  the  machinery  broke,  when  the  meter  would 
either  fail  to  pass  gas,  or  lot  it  through  without  being  registered 
While  well-made  water  gas  was  not  prejudical  to  a  meter,  ho  bad 
observed  that  if  a  meter  which  had  been  used  for  water  gas,  was 
taken  out  and  permitted  to  stand,  the  diaphagm  always  liardomKl. 
and  anything  that  tended  to  harden  the  diaphragm  would  load  to 

fast  registration.  ,  ,, , _ 

Mr.  II.  Pratt,  of  Chicago,  Ill.,  next  read  a  paper  on 
Retorts.”  After  noticing  some  early  endeavours  >n  this  dirwlion.  ho 
described  the  system  patented  by  M.  Coze,  of  Rhoims,  ra _ ^ 

•  See  JovKSAL,  Vol.,  XLVII,  p.  25. 
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and  then  proceeded  to  give  details  of  a  system  of  inclined  retorts 
designed  and  erected  by  himself — the  retorts  being  set  at  an  angle 
of  about  30°.  He  had  constructed  a  bed  of  six  retorts  over  a 
common  furnace,  each  retort  being  12  feet  long,  13  in.  by  24  in. 
at  the  upper,  and  13  in.  by  28  in.  at  the  lower  end.  Inside  the 
lower  end  was  a  stop  to  keep  the  coal  from  slipping  down  into  the 
cool  part  close  to  the  mouthpiece.  There  v/as  no  difficulty  in 
getting  the  charge  in  fairly  level,  and  if  well  worked  off,  it  would 
fall  out,  on  opening  the  lower  lid  and  removing  the  stop.  If  not 
completely  coked,  a  little  assistance  with  a  small  iron  rod  was  all 
that  was  necessary.  The  retorts  were  readily  cleaned  by  loosening 
both  lids,  the  current  of  air  being  adjusted  by  the  bottom  lid.  The 
charging  apparatus  consisted  of  a  travelling-hopper,  supported  on 
overhead  rails,  above  the  level  of  the  top  row  of  mouthpieces,  and 
having  shoots  for  delivering  the  coal  into  each  retort  as  desired. 
For  a  series  of  such  benches,  a  line  of  rails  to  carry  the  hopper 
could  be  supported  between  two  rows,  and  would  serve  for  both. 
It  could  be  driven  by  any  suitable  power,  and  an  elevator  used  to 
replenish  the  hopper. 

At  the  conclusion  of  the  paper,  Mr.  Walsh  remarked  that  he  had 
visited  Eheims,  and  had  seen  the  system  of  M.  Coze  applied  to  a 
setting  of  nine  retorts.  He  was  so  pleased  with  it  that  a 
similar  set  for  five  retorts  had  been  ordered  for  St.  Louis,  and  had 
just  been  completed  and  started.  Mr.  Taylor  said  that  the 
bench  mentioned  by  Mr.  Walsh  had  been  at  work  for  seven  days 
when  he  left.  In  twenty-four  hours  it  carbonized  9600  lbs.  of 
Youghiogheny  gas  coal,  yielding  48,864  cubic  feet  of  16  to  20 
candle  gas,  or  5'09  cubic  feet  per  pound.  The  coke  produced  was 
157  bushels  (35  lbs.  per  bushel),  of  which  quantity  74  bushels, 
about  47  per  cent,  were  burned  in  the  furnace.  This  was  with 
400-lb.  charges  ;  but  he  thought  that  when  in  proper  operation  the 
bench  would  take  500-lb.  charges.  They  remained  in  the  retort 
for  five  hours ;  but  he  expected  to  be  able  to  work  shorter  charges. 
This  bench  was  erected  in  a  separate  building,  away  from  the 
other  retorts ;  and  therefore  the  fuel  account  was  higher.  The 
retorts  were  11  ft.  by  15  in.  by  26  in.  He  had  tried  various  sizes 
of  coal,  and  found  that  egg  coal  spread  best  in  the  retorts.  There 
was  a  saving  in  labour,  and  also  in  leakage,  because  the  charge 
was  in  and  the  lid  closed  in  two  seconds. 

Mr.  E.  Lindsley,  of  Cleveland,  Ohio,  contributed  a  paper  on 
“  Incandescent  Gas-Burners.”  The  incandescent  gas-burner  had 
been  called  into  existence,  the  writer  remarked,  by  the  desire  to  use, 
if  possible,  cheap  heating  gas  as  an  illuminant  also.  A  descrip¬ 
tion  of  the  Welsbach  and  of  the  Fahnejelm  burner  was  given  ; 
and  the  author  quoted  some  experiments  made  by  Mr.  A.  C. 
Humphreys,  of  the  Welsbach  Incandescent  Gas  Light  Company. 
The  following  is  a  summary  of  the  results. 

Candle  Power  per  Cubic  Foot  of 

Gas  per  Hour.  Gas  Used. 

Cubic  Feet.  Burner  No.  1.  2.  8.  4.  6.  6. 


•9  .. 

After  20  Hours’  use 

..  10.0 

8-0 

4-5 

9'7 

11-7 

11-0 

•0  .. 

„  50 

..  8-7 

6'0 

3-3 

6'7 

8-0 

8-7 

■3  .. 

„  160 

ii 

..  7-6 

5-7 

1-8 

7-3 

7-3 

8'2 

■2  .. 

„  250 

a 

..  6-0 

4.7 

1-9 

6-7 

60 

6-7 

•0  .. 

„  400 

)) 

..  6'0 

3-3 

2-0 

6-7 

3-0 

6'0 

•0  .. 

„  600 

..  6-0 

5'1 

2-3 

5'7 

6-0 

7-0 

The  gas  consumed  for  the  last  test  was  20  candle  ;  but  the  value 
of  that  used  in  the  other  tests  is  not  given.  Burners  Nos.  1, 4,  and 
6  were  fitted  with  the  larger  mantles,  which  were  said  to  be  of  the 
American  type.  Nos.  2,  3,  and  5  were  the  smaller  mantles  of  the 
European  type.  The  former  were  used  with  straight  chimneys, 
and  the  latter  with  tall  ones  contracted  near  the  base.  No.  3, 
which  gave  by  far  the  worst  results,  is  of  the  variety  which  yield  a 
white  light,  and  it  was  selected  as  the  best  by  several  observers. 
The  “  European  ”  burners  appeared  to  depreciate  by  the  destruc¬ 
tion  of  the  horizontal  threads  in  the  mantle  at  the  point  of  con¬ 
traction.  No.  2  showed  a  disposition  to  disintegrate  by  the  force 
of  the  explosion  that  frequently  occurs  in  attempting  to  light  this 
kind  of  burner,  and  during  the  latter  half  of  the  time,  it  had  two 
or  three  large  holes  in  it.  The  American  burners  would  stand 
reasonable  usage  without  breaking.  The  practical  question  was 
whether  the  increased  duty  obtained  would  outset  the  additional 
care  required  and  the  increased  cost  of  the  burners. 

In  the  course  of  the  subsequent  discussion,  the  President 
remarked  that  the  experiments  quoted  had  been  continued  up  to 
1056  hours’  use,  at  which  period  the  results  were  as  follows : — 
No.  1,  4  candles;  No.  2,  3  candles;  No.  3,  broken;  No.  4,  4'9 can¬ 
dles ;  No.  5, 3'3  candles;  and  No.  6, 66  candles.  It  would  be  seen  that 
the  American  types  were  more  durable  than  the  foreign.  Of 
course,  it  would  not  pay  in  practice  to  run  the  burners  beyond  the 
600  hours.  The  form  of  chimney  used  with  the  European  burner 
was  unsuitable,  because  it  was  almost  impossible  to  light  it 
from  the  top.  With  the  ordinary  straight  chimney,  7  to  10  inches 
high,  as  used  with  the  American  burners,  there  was  no  difficulty  of 
this  kind.  There  was  as  much  difference  between  the  European 
and  American  types  of  Welsbach  burner  as  between  an  oil-lamp 
and  a  gas-burner.  Mr.  Egner  said  he  had  tested  a  Fahnejelm 
burner,  and  found  that  3  cubic  feet  of  coal  gas  used  in  an  Argand 
gave  as  much  light  as  5  feet  of  uncarburetted  water  gas  in  the 
Fahnejelm.  He  was  told  that  this  burner  would  not  do  for 
illuminating  gas ;  but  he  had  since  seen  a  much  better  result  with 
this  burner,  and  the  magnesia  comb  was  very  cheap — only  IJd. 
Mr.  Lindsley  said  that  the  difficulty  in  lighting  the  Welsbach  burner 
had  been  partly  and  perhaps  whoUy  removed. 

Mr.  J.  L).  Thompson,  of  St.  Louis,  Mo.,  read  a  paper  on  “  Gas 
Companies  Accounts.”  He  called  attention  to  the  importance  of 
knowing  exactly  what  the  gas  cost  in  the  holder,  and  also  the 


cost  of  each  item  of  expenditure  per  1000  cubic  feet  of  gas  made 
and  sold.  Especially  was  it  necessary,  in  these  days  when  the 
patent  gas  man  is  about,  to  know  exactly  what  the  manufacturing 
charges  were,  and  to  keep  them  distinct  from  the  management  and 
other  expenses.  It  was  also  desirable  to  observe  a  strict  distinction 
between  revenue  expenses  for  the  repair  of  existing  plant,  and  the 
cost  of  new  and  additional  machinery,  which  was  properly  charge¬ 
able  to  capital.  He  was  in  the  habit  of  working  out  statistics  as 
above  suggested  each  month ;  and  he  exhibited  a  leaf  from  hie 
account-book,  showing  the  manner  in  which  the  several  items  were 
separated.  The  reason  for  working  out  the  cost  of  gas  made,  and 
also  of  that  sold  was  that  he  considered  the  difference  between 
these  two  columns  showed  the  actual  lose  by  leakage  in  a  more 
comprehensive  manner  than  the  usual  plan  of  stating  the  percen¬ 
tage  of  unaccounted-for  gas.  He  had  now  kept  these  accounts  for 
ten  or  twelve  years ;  and  the  value  of  being  able  to  compare  his 
working  each  month  with  corresponding  periods  was  very  great,  and 
often  led  to  the  detection  of  weak  places  that  would  otherwise  pass 
unheeded.  In  regard  to  the  keeping  of  the  consumers’  ledgers,  the 
system  he  recommended  was  a  separate  ledger  account  for  each 
customer,  appearing  in  the  book  in  the  alphabetical  order  of  streets 
and  house  numbers  ;  and  each  ledger  contained  space  for  1000 
accounts — two  on  each  page.  With  monthly  accounts,  it  would 
last  for  a  period  of  three  years.  A  system  of  journals  and  cash 
books  is  used  in  connection  with  the  ledgers. 

The  discussion  was  opened  by  Mr.  King,  who  proposed  the 
appointment  of  a  Committee,  with  Mr.  Thompson  as  Chairman, 
to  report  upon  and  recommend  a  suitable  system  of  accounts,  for 
use  as  a  standard  of  comparisons,  at  the  next  meeting.  The 
system  should  be  applicable  to  large  and  small  undertakings  alike. 
This  proposition  was  subsequently  adopted  and  a  Committee 
appointed.  In  reply  to  questions,  Mr.  Thompson  said  his  plan 
was  to  compare  the  make  of  gas  with  the  actual  cash  received. 
Outstanding  accounts,  as  a  rule,  were  not  carried  forward  at  all, 
except  in  the  case  of  large  payments  from  the  city  or  large  con¬ 
sumers.  Even  the  smallest  undertaking  could  well  afford  the  cost 
of  keeping  accounts  on  his  system ;  and  where  one  man  had 
charge  of  the  whole,  it  was  proper  to  apportion  his  salary — part  to 
the  manufacturing,  part  to  the  distribution,  and  so  on.  In  the 
case  of  small  pipes  replaced  by  larger,  the  additional  cost  only  of  the 
latter  should  be  charged  to  capital  account.  He  did  not  trouble 
about  the  stock  of  gas  in  the  holders  at  the  end  of  each  month,  as 
it  varied  but  little.  The  stock  of  coal  was  carefully  estimated.  Mr. 
Barker  said  the  plan  proposed  by  Mr.  Thompson  was  similar  to 
that  adopted  by  the  Massachusetts  Gas  Commission. 

Mr.  F.  Bierce,  of  Memphis,  Tenn.,  read  a  paper  on  ‘‘  Half-Depth 
Generator  Furnaces,”  a  full  abstract  of  which  appeared  in  the 
Journal  for  July  17,  p.  122,  with  a  summary  of  the  subsequent 
discussion. 

Professor  Mendenhall,  President  of  the  Eose  Polytechnic  Insti¬ 
tute,  Terre  Haute,  Ind.,  delivered  a  lecture  on  “  Photometrical 
Standards.”  Having  noticed  the  present  confusion  existing  on 
this  subject,  he  proceeded  to  consider  the  nature  and  requisites  of 
a  standard — that  it  should  be  unrestricted  both  in  respect  to  time 
and  place,  convenient,  and  readily  accessible  to  all.  It  was  also 
desirable  that  the  standard  should  be  of  the  same  kind  as  the 
thing  to  be  measured.  In  measuring  light,  the  standard  should 
be  a  light ;  but  he  was  beginning  to  have  serious  doubts  as  to  the 
possibility  of  establishing  a  standard  light,  and  thought  it  would 
be  necessary  to  resort  to  indirect  measurement.  Directing  atten¬ 
tion  to  the  various  units  of  light  already  proposed,  he  said  that 
the  principal  objection  to  the  platinum  unit  was  the  great  diffi¬ 
culty  attending  its  production — a  difficulty  so  great  that  it  had 
probably  been  only  produced  by  one  or  two  men.  It  not 
only  needed  careful  manipulation,  but  was  very  expensive ;  and 
it  could  not  be  reduced  to  terms  of  other  standards  at  present  in 
use.  A  table  from  Wagner’s  ‘‘  Chemical  Technology  ” — showing 
the  comparative  value  of  the  Carcel,  the  platinum,  the  French 
stearine  caudle,  the  Munich  stearine  candle,  the  German  union 
candle,  and  the  English  sperm  candle — was  exhibited  ;  and  it  was 
pointed  out  that  the  various  figures  did  not  fit  in  together  within 
20  or  25  per  cent.  Several  particulars  of  these  proposed  standards, 
and  also  of  the  Hefner-Alteneck  lamp,  were  given.  Some  of  the 
difficulties  peculiar  to  photometrical  operations  were  next  reviewed. 
The  article  to  be  measured  is  uncertain  in  character  and  composi¬ 
tion,  not  constant  in  quantity,  and  not  of  any  known  or  definite 
character.  It  might  be  compared  to  an  attempt  to  measure  a  sheet 
of  elastic  rubber  subjected  to  varying  degrees  of  tension,  by 
means  of  a  yard  stick  of  similar  material.  One  of  the  first  steps 
towards  reliable  photometry  would  be  an  accurate  definition  of 
what  light  is,  and  the  kind  of  light  to  be  tested.  Eeferring  to  the 
energy  of  various  kinds  of  illuminants,  the  Professor  stated  that 
if  all  the  heat  produced  by  a  stearine  candle  in  the  act  of  burning 
could  be  converted  into  work,  8'77  of  such  candles  would  be 
equivalent  to  1 -horse  power.  The  spermaceti  candle  gave  a 
rather  lower  result — viz.,  8'97  of  this  kind  were  equal  to  1-horse 
power.  A  jet  of  gas  consuming  5  cubic  feet  per  hour  yielded  in 
that  time  t’ue  equivalent  of  1'2-horse  power.  So  while  a  sperm 
candle  gave  9-candle  light  per  horse  power,  the  gas  from  an  ordi¬ 
nary  burner  gave  13  candles  per  horse  power.  AVith  regard  to 
electricity,  it  was  known  that  150  candles  per  horse  power  could  be 
realized  with  the  incandescent,  and  ten  times  that  quantity  with 
the  arc  light.  The  object  in  each  case  was  to  obtain  as  much  of 
the  available  energy  as  possible  in  the  form  of  light.  Attention  was 
then  directed  to  a  chart  illustrating  the  energy  of  vision,  prepared 
by  Professor  Langley,  which  showed  that  a  very  small  proportion 
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indeed  was  required  for  that  purpose,  and  that  light  produced  at  a 
point  between  the  yellow  and  the  green  in  the  spectrum  produced 
more  than  one  million  times  the  effect  upon  the  eye  than  if  put  m 
the  red  or  the  violet.  The  lecturer  concluded  by  stating  that  the 
problem  to  be  considered  by  producers  of  artificial  light  was 
to  determine  what  species  of  radiant  enerp^  \va8  most  desirable  , 
and  then  to  find  out  how  to  produce  that  particular  species  to  the 
exclusion  of  all  others.  The  next  thing  would  be  to  determine 
how  to  measure  accurately  this  energy  when  put  into  the  form  of 

radiation.  .  ,  ■  ^  r  u 

Mr.  King  called  the  Professor’s  attention  to  the  subject  of  candle 
power  versus  illumination,  which  had  frequently  been  discussal  at 
previous  meetings  of  the  Association,  and  which  had  been 
exemplified  at  the  meeting  by  the  fact  that  a  Welsbach  burner 
which  gave  very  inferior  photometrical  results  had  been  selected 
by  several  persons  as  giving  the  best  light.  Professor  Mendenhall 
said  he  thought  the  resolution  of  this  problem  lay  along  the  lines 
he  had  indicated — viz.,  the  determination  of  just  what  spectrum 
compounds  or  wave  lengths  are  desirable  in  a  light.  lie  might 
mention  that  Professor  Langley  used  a  sheet  of  printed  paper 
having  rather  small  characters,  covered  with  a  piece  of  white  paper 
having  a  hole  one  inch  square  in  it,  as  a  photometer. 

The  meeting  concluded  with  the  usual  routine  business  and 
votes  of  thanks,  in  the  course  of  which  Mr.  G.  Shepard  Page  was 
authorized  to  present  the  hearty  wishes  of  the  Association  for  the 
success  of  The  Gas  Institute  meeting  in  London.  As  most  of  our 
readers  know,  this  gentleman  has  already  worthily  discharged  his 
mission. 


Artesia.s  Well-Boring  at  Aldershot. — The  Aldershot  Water 
Company  have  just  had  two  more  6-inch  artesian  tube-wells  added 
to  the  system  of  couple  tube-wells  by  Messrs.  Le  Grand  and  Sut- 
cliff,  of  London.  These  wells  have  been  put  down  to  meet  the 
additional  requirements  of  the  Government  for  the  Camp  ;  and 
though  the  work  has  been  done  by  hand  labour,  they  were  each  com¬ 
pleted  to  the  depth  of  280  feet  within  the  space  of  five  weeks. 

Presentation  to  Mr.  L.  Clayton,  of  Hunslet.— On  Thurs¬ 
day,  the  12th  inst.,  the  employes  in  the  firm  of  Messrs.  Clayton, 
Son,  and  Co.,  Limited,  of  Hunslet,  near  Leeds,  testified  their 
high  regard  for  the  Managing  Director  of  the  firm,  Mr.  Lawrence 
Clayton,  by  asking  his  acceptance,  on  behalf  of  himself  and  Mrs. 
Clayton,  of  a  silver  tea-urn,  suitably  inscribed,  on  the  occasion 
of  the  twenty-fifth  anniversary  of  their  wedding.  The  testimonial 
was  subscribed  for  by  whole  of  the  workpeople — nearly  200  in 
number — and  was  offered  as  an  evidence  of  their  appreciation  of 
the  services  rendered  by  Mr.  Clayton  in  having,  for  a  period  ex¬ 
tending  over  a  quarter  of  a  century,  developed  and  built  up  an 
industry — the  manufacture  of  gasholders,  gas  plant,  &c. — which 
has  benefited  the  township  of  Hunslet  to  a  very  material  extent. 
The  presentation  was  made  by  Mr.  C.  Barrett,  who  said  it  was 
the  spontaneous  offering  of  the  employes,  and  it  afforded  evidence 
of  the  kindly  feelings  entertained  by  the  donors  towards  the  re¬ 
cipients.  He  believed  that  this  feeling  was  reciprocated  on  their 
art ;  and  he  trusted  that  the  harmonious  relations  hitherto  existing 
etween  employer  and  employed  at  theworkswould  not  only  continue 
but  increase.  He  heartily  wished  that  Mr.  and  Mrs.  Clayton  might 
long  enjoy  the  gift  bestowed  upon  them  in  commemoration  of 
their  Silver  wedding,  and  that  the  future  career  of  the  firm  would 
be  signalized  by  increased  trade  and  prosperity.  Mr.  L.  Clayton, 
on  behalf  of  himself  and  Mrs.  Clayton,  acknowledged  the  gift 
in  appropriate  and  felicitous  terms. 

Presentation  to  Mr.  L.  T.  Wright. — On  Monday  last  week,  the 
seven  principal  ofliciats  of  the  Nottingham  Corporation  Gas  Depart¬ 
ment  waited  upon  Mr.  L.  T.  Wright,  Assoc.  M.  Inst.  C.E.,  F.C.S., 
at  his  office,  for  the  purpose  of  asking  his  acceptance  of  a  diamond 
ring,  as  a  small  memento  of  the  pleasant  relations  which  had 
subsisted  between  them  since  his  occupancy  of  the  position  of 
General  Manager  of  the  department — a  position  he  is  about  to 
relinguish  in  order  to  undertake  the  duties  of  Engineer  and  General 
Manager  of  the  Buenos  Ayres  (New)  Gas  Company,  as  already 
announced  in  our  columns.  The  presentation  was  made  by  Mr.  S. 
Tagg,  Superintendent  of  the  Radford  station,  who  expressed  his 
regret  (in  which  all  his  colleagues  joined)  at  the  approaching 
severance  of  their  connection.  Mr.  Wright  had,  he  said,  by  his 
straightforward  and  gentlemanly  bearing,  won  the  hearts  of  all  with 
whom  he  had  come  in  contact ;  and  this  would  often  be  borne  in 
mind  when  he  was  thousands  of  miles  away.  Ho  pointed  out  that 
the  ring  could  not  by  any  means  be  taken  as  adequately  represent¬ 
ing  the  good  wishes  of  the  staff  Mr.  W’right  would  leave  behind 
him.  Whilst  all  deeply  regretted  the  loss,  they  could  not  help  con¬ 
gratulating  Mr.  Wright  on  his  appointment  to  such  an  influential 
position  as  that  which  he  had  just  accepted  ;  and  said  he  was  sure 
all  those,  not  only  in  the  room,  but  in  the  various  departments  of 
the  undertaking,  would  join  in  wishing  Mr.  and  Mrs.  Wright  and 
their  family  a  pleasant  voyage,  a  prosperous  sojourn  in  Buenos 
Ayres,  and  a  safe  return  to  England.  Mr.  Wright,  in  responding, 
stated  how  regretfully,  for  many  reasons,  he  was  leaving  them  ;  for 
a  better  staff  of  chief  officials  no  man  need  wish  to  have.  lie  re¬ 
marked  that  the  gas  undertaking,  being  now  one  of  great  magnitude, 
with  extensive  ramifications,  needed  watching  with  a  very  keen 
eye  by  the  various  heads  of  departments ;  no  one  better  than  the 
principal  knowing  the  great  care  that  was  necessarily  daily  re¬ 
quired.  He  again  heartily  thanked  them  for  their  kind  words  and 
good  wishes. 


Register  of  patents. 


Gas  PnoDCCERS. — Bull  and  Co.,  II.  C.,  of  Poultry,  E.C.  No.  10,205  ; 
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This  invention  relates  to  the  generation  of  water  gas,  made  by  passing 
superheated  steam  through  a  body  of  coal  or  coke  previously  raised  to  a 
state  of  incandescence. 

The  apparatus  is  of  the  double  chambered  type— one  of  which 
chambers  constitutes  the  steam  superheater,  and  the  other  one  the 
chamber  in  which  coal  is  firstly  distilled  of  its  volatile  constituents,  and 
then  the  coke  thus  made  in  it  is  converted  into  gases.  The  process  of 
gas  making  is  an  alternating  one  ;  that  is,  the  coke  in  the  fuel  vessel  is 
first  raised  to  a  state  of  incandescence  by  forcing  air  through  it,  and  the 
gases  resulting  therefrom  are  burned  in  the  superheating  chamber,  by 
which  it  is  also  raised  to  incandescence.  The  flow  is  then  cut  off ;  and 
steam  is  passed  in  an  opposite  direction,  first  through  the  superheater 
and  then  through  the  fuel  vessel.  In  the  first  operation— the  blowing 
and  heating  up — coke  is  preferably  used  as  the  fuel ;  and  the  air  used  is 
preferably  previously  heated.  In  passing  through  the  coke,  oxygen  of 
the  air  uniting  with  the  carbon  of  the  fuel  becomes  converted  into  car¬ 
bonic  acid  first,  and  subsequently  into  carbonic  oxide  of  a  high  tempera¬ 
ture.  This,  together  with  the  nitrogen,  passes  up  and  around  the  retort, 
and  over  into  the  superheater,  where  it  is  supplied  with  air.  Combus¬ 
tion  of  a  high  temperature  takes  place  here,  and  the  products  of  combus¬ 
tion  are  passed  over  the  brickwork  surfaces,  by  which  a  great  portion 
of  the  heat  of  the  gases  is  taken  up  and  stored.  The  gases  are  then  led 
from  the  superheater  into  a  chimney  or  other  place  of  disposal.  After 
the  apparatus  has  been  subjected  to  this  operation  for  a  certain  time,  the 
air  is  cut  off,  and  steam  is  passed  through  the  apparatus  in  the  reverse 
direction — first  passing  up  and  over  the  heated  brickwork,  whereby  it 
becomes  very  much  superheated,  and  then  through  the  fuel  in  the  gas¬ 
making  vessel.  The  retort  of  the  gas-making  vessel,  previously  to  the 
turning  on  of  the  steam,  is  filled  with  briquettes  of  coal,  and  the  highly 
heated  steam  surrounding  the  retort,  before  it  enters  the  fuel  at  a 
lower  level,  causes  the  distillation  of  the  illuminating  and  other  vola¬ 
tile  gases  of  the  coal,  and  converts  it  into  coke.  In  passing  through 
the  incandescent  coke,  the  steam  is  converted  ultimately  into  car¬ 
bonic  oxide  and  hydrogen  ;  and  the  gases  thus  made  are  led  into  a  suit¬ 
able  main. 

The  illuminating  gas  may,  after  being  freed  from  tar  and  ammonia, 
be  re-admitted  to  the  apparatus]  with  the  steam,  and  sent  through  the 
incandescent  fuel  and  delivered  into  the  gas-main.  -  j  -  i 

Between  the  processes  of  reviving  and  gas  making,  steam  is  admitted 
to  drive  out  any  air  or  gas  that  may  have  accumulated  on  the  producer 
side  of  the  gas  and  air  valves  of  the  gas-making  chamber,  thereby  render¬ 
ing  the  apparatus  free  from  explosions.  . 

The  particular  form  of  apparatus  preferred  for  carrying  out  this  inven¬ 
tion  is  constructed  substantially  as  follows.  The  gas  producer  consists, 
as  already  stated,  of  two  chambers  preferably  round,  lined  vyith  fire 
brick  or  other  refractory  substance,  connected  together  by  a  pipe  near 
their  upper  parts,  which  is  also  lined.  One  of  the  cylinders  has,  on  the 
inside,  a  conical  retort,  made  of  fire-brick  or  other  suitable  material, 
occupying  a  certain  amount  of  its  length  from  the  top,  and  being  (say) 
about  half  the  diameter  of  the  inner  lining  wall  of  the  cylinder.  The 
other  has  inside  a  central  cylinder  of  brickwork,  communicating  with  an 
air-valve  at  its  bottom  ;  and  is  surrounded  by  diverging  or  radiating 
walls  forming  large  heating  and  regenerating  surfaces.  The  first  or  gas- 
producing  cylinder  is  provided  with  three  valves — one  for  the  admission 
of  hot  air  for  the  purpose  of  reviving  the  tire,  another  for  the  outflow  of 
gas  to  the  gas-main,  and  the  third  (a  steam-valve)  which  is  used  to  clear 
the  pipes  first  of  gas  and  afterwards  of  air.  The  second  or  regenerating 
chamber  is  also  provided  with  three  valves — one  for  the  admission  of 
air  through  the  central  brick  cylinder  into  the  combustion  chaniber  at 
the  top,  another  communicating  with  a  culvert  leading  to  a  chimney, 
and  the  third  (a  steam-valve)  connected  with  a  steam-main  leading  from 
the  steam  generators.  The  top  of  the  conical  retort  in  the  gas-making 
chamber  is  fitted  with  a  lid  which  can  be  readily  opened  or  closed,  and 
provided  with  a  pipe  to  convey  the  volatile  gases  to  an  ordinary  hydraulic 
main.  For  a  continuous  production  of  gas,  two  or  more  producers  are 
used  in  battery  ;  some  being  revived  by  the  admission  of  hot  air,  while 
one  is  producing  gas  by  the  admission  of  steam. 


Regenerative  Gas-L^mps. — Korber,  J.  W.,  and  Streuth,  J.  W.,  of  Diissel- 
dorf,  Germany.  No.  7386  ;  May  18,  1888.  [Gd., 

This  invention  relates  chiefly  to  the  supply  of  air  to  the  bottom  of  a 
gas-lamp,  by  an  arrangement  of  tubes  ;  to  the  peculiar  construction  of 
the  regeuerator ;  and  to  the  arrangement  for  enabling  the  ignition  of  the 
lamp  to  be  effected  from  the  outside  of  the  glass  shade. 
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supply)  and  a  horizontal  section  of  it.  Figs.  4  and  5  are  a  vertical  and 
a  horizontal  section  of  the  regenerator. 

The  lamp  consists  of  certain  parts  not  novel.  Gas  is  supplied  through 
the  tube  ti  to  an  angular  Argand  burner  o,  which  is  in  communication 
with  the  bottom  part  formed  by  tubes  D  arranged  in  the  form  of  a  ring 
for  the  supply  of  air  from  underneath.  They  are  in  communication  at 
the  bottom  with  the  casing  L,  and  at  top  with  an  air  chamber  N  ; 
the  latter  having  inside  a  projecting  edge,  and  also  a  strainer  placed 
within  it  for  the  purpose  of  distributing  and  balancing  the  supply  of 
air  flowing  out  against  the  lower  surface  of  the  flame.  The  casing  is 
provided  laterally  with  a  number  of  perforations  I,  serving  to  conduct  air 
to  the  inner  surface  of  the  glass  shade.  Over  the  casing  a  deflecting 
disc  ?n  is  slid  on  to  the  tubes  D,  and  serves  to  deflect  the  air  flown.g  in 
through  the  perforations  from  its  course  to  the  burner,  and  to 
direct  it  past  the  inner  surface  of  the  glass  shade  whereby  this 
latter  is  kept  cool,  and  any  unsteadiness  of  the  flame  prevented.  The 
greater  portion  of  the  air  necessary  for  the  thorough  combustion  of 
the  gas,  and  tor  producing  an  intense  white  flame,  is  supplied  through 
the  regenerator  C  to  the  upper  surface  of  the  flame.  This  regenerator 
has  both  inside  and  outside  the  form  of  an  inverted  truncated  cone,  with 
double  wall  or  periphery  forming  an  annular  air  passage  E  and  collect¬ 
ing  chamber  for  the  escaping  products  of  combustion.  Across  the 
air-passage  are  fixed  a  number  of  nozzles  r,  zigzag  underneath  each 
other,  through  which  the  products  of  combustion  must  pass  in  their 
course  towards  the  discharge-tube,  and  so  heat  the  surface  of  the  nozzles 
as  well  as  that  of  the  truncated  cone  to  a  red  heat.  The  conical  form 
of  the  regenerator  and  the  direction  of  the  nozzles  is  said  to  cause  the 
products  of  combustion  to  impinge  against  its  surface  in  a  more  or  less 
normal  direction,  thus  communicating  to  it  a  greater  heat  than  in  the 
case  of  cylindrical  regenerators.  The  requisite  air  supply  takes  its 
course  to  the  flame  in  the  direction  of  the  arrows  w  ;  but  it  cannot 
arrive  there  in  a  direct  line,  as  it  must  impinge  against  and  around  the 
surface  of  the  zigzag  nozzles  in  a  winding  direction,  and  over  a  relatively 
large  heating  surface,  thus  attaining  a  far  higher  temperature  than  if  it 
had  a  direct  course. 


Automatically  Lighting  Street  Lamps. — Kincaird,  S.  B.,  of  Guildford. 

No.  5126  ;  April  6,  1888.  [6d.] 

This  invention  relates  to  the  construction  of  a  self-lighting  gas-burner 
by  causing  a  small  increase  of  pressure  of  the  gas  supply,  by  acting  on  a 
moveable  diaphragm,  to  augment  disproportionately  the  supply  to  the 
burner,  and  at  the  same  time  to  operate  an  auxiliary  igniting  burner, 
thus  enabling  any  one  or  more  gas-lamps  on  a  main  or  service  to  be 
lighted  up  and  extinguished  simultaneously  from  a  distance. 


In  the  engraving  the  gas-burner  A  gets  its  supply  of  gas  from  the  pipe 
Z,  through  the  valve  S  ;  the  cock  D  regulating  the  supply,  while  always, 
by  the  extent  of  the  grooves  in  the  plug,  leaving  the  way  open  from  the 
pipe  Y  to  the  igniting  burner  C.  B  is  a  screen,  with  ventilating  holes 
(as  shown)  at  the  bottom,  to  protect  the  igniting  flame  from  draughts. 
L  is  the  body  of  the  apparatus,  attached  by  V  to  the  gas-pipe  in  place  of 
an  ordinary  burner.  The  plate  G  is  hinged  to  this  body,  and  connected 
by  the  diaphragm  K  (of  oiled  leather  or  other  suitable  material)  secured 
by  the  screwed-down  rings  M  and  N  to  L.  F  is  a  weight  or  adjustable 
spring,  according  with  the  pressures  for  which  the  contrivance  is 
required  to  act.  S  is  the  main  valve,  which  on  an  increase  of  pressure 
of  the  gas  in  L  raises  G,  and  the  block  W  is  thus  forced  open  by  the 
spiral  spring  shown  by  the  dots — thus  supplying  gas  to  A.  The  screw 
H  is  so  adjusted  that  the  piston  P  rises  at  the  same  time  by  the  action 
of  its  spiral  spring ;  thus  first  letting  gas  by  its  lower  valve  T  to  C, 
hitherto  supplied  only  through  the  bye-pass  regulated  by  the  screw  K, 
and  next,  when  this  has  kindled  A,  closing  the  opening  Q,  and  ex¬ 
tinguishing  the  flash-burner.  On  a  reduction  of  the  pressure,  the  weight 
F  causes  G  to  fall ;  Q  is  opened,  and  C  lights  up  ;  then  Sand  P  are  both 
forced  home  ;  A  is  extinguished  ;  and  C  (now  fed  only  through  its  bye- 
pass)  burns  at  its  minimum.  E  is  a  cover  with  perforations  to  admit  air. 


APPLICATIONS  FOE  LETTEES  PATENT. 

10,186.— Campbell,  A.,  and  Boyd,  W.,  “  Improvements  in  purifying  or 
treating  coal  gas  and  other  gaseous  or  liquid  products  of  destructive  dis¬ 
tillation,  and  in  part  applicable  in  the  alkali  manufacture.”  July  13. 

10,242.— Sugg,  W.  T.,  “  Improvements  in  gas  regulators  or  governors.” 
July  14. 

10,307. — Kent,  W.  G.,  and  Price,  H.  S.,  “  Improvements  in  liquid 
meters  and  motors.”  July  16. 

10.321.  — Lee,  G.,  “Improved  apparatus  for  heating  greenhouses  and 
other  buildings  with  gas.”  July  17. 

10.322.  — Hargreaves,  J.,  “  Improvements  in  the  treatment  of  sul¬ 
phuretted  hydrogen  to  obtain  sulphur,  and  in  apparatus  employed 
therein.”  July  17. 

10,336. — M'Douoall,  A.,  “  Improvements  in  the  manufacture  of  gas 
from  oils  and  other  liquid  hydrocarbons.”  July  17. 

10,350. — Nash,  L.  H.,  “  Improvements  in  gas-engines  and  method  of 
operating  the  same.”  July  17. 


[IFe  are  not  responsible  for  the  opinions  expressed  by  Correspondents. 1 


ME.  HUNT’S  CEITICISMS  ON  ME.  CAEPENTEE’S  PAPEE. 

Sir, — I  do  not  propose  to  encourage  the  “  circular-of-inquiry  ”  style  of 
“  Your  Occasional  Correspondent,  A.  B,”  whoever  he  may  be,  but  should 
just  like  to  point  out  to  him  how  little  he,  or  the  cause  he  champions, 
benefits  by  his  fuel  comparison. 

Of  the  yield  of  coke  at  Birmingham,  23  per  cent,  is  used  as  fuel, 
equalling  9-6  bushels  per  ton  of  coal  carbonized  ;  while  the  South  Metro¬ 
politan  Company  uses  20  per  cent,  of  the  yield,  or  nearly  10  bushels  per 
ton  of  coal  carbonized,  being  about  4-lOths  of  a  bushel  more  than  at 
Birmingham.  Moreover,  “A.  B.i”  has  omitted  all  mention  of  the  tar 
used  for  fuel  by  the  South  Metropolitan  Company,  over  and  above  this 
consumption  of  coke ;  and  it  is  strange  if  this  omission  be  accidental, 
since  the  fact  is  expressly  noted  in  “  Field.”  According  to  the  half- 
yearly  reports  of  the  Company,  the  total  quantity  of  tar  thus  consumed 
during  the  year  1887  amounted  to  2,282,961  gallons,  equal  (see  Mr.  G. 
Livesey’s  letter  to  the  Journal  for  Sept.  19, 1886)  to  32,614  chaldrons  of 
coke.  Multiplying  these  by  36,  and  dividing  by  the  total  coal  carbonized 
we  get  an  additional  fuel  consumption  equivalent  to  2'1  bushels  of  coke 
per  ton  of  coal  carbonized.  The  comparison  thus  becomes  about  2J 
bushels  per  ton  in  favour  of  Birmingham. 

Or,  taking  the  value  of  this  fuel-tar  as  stated  in  the  South  Metro¬ 
politan  Company’s  report  dated  Aug.  5,  1887,  at  l|d.  per  gallon,  its 
total  value  is  £11,890  8s.  5Jd.,  or  5'ld.,per  ton  of  coal  carbonized,  the 
whole,  and  more  than  the  whole,  of  which,  appears  to  be  saved  in 
Birmingham. 

According  to  “  A.  B.,”  I  am  entitled  to  appeal  to  this  as  testimony 
in  favour  of  my  proposition ;  and  it  may  appear  to  be  the  more  re¬ 
markable  because  I  am  free  to  admit,  in  response  to  his  questioning, 
that  it  was  the  South  Metropolitan  Company  which  first  essayed  to 
set  the  fashion  of  regenerative  firing  in  this  country.  But  he  is  quite 
wrong  in  supposing  that  I  saw  in  London  the  first  workable  regenera¬ 
tive  furnace  used  in  England ;  the  fact  being  that  I  have  never  seen 
any  such  in  London.  Some  attempts  have,  I  believe,  been  made  in 
this  direction ;  but  nothing  seems  to  have  come  of  them — absolutely 
nothing,  I  might  have  said,  but  for  fear  of  again  wounding  the  suscepti¬ 
bilities  of  “  A.  B.”  r  AO  TT  TMT 

Birmingham,  July  21,  1888. 


THE  PHOTOMETEE  QUESTION  AT  THE  GAS  INSTITUTE 

MEETING. 


Sir, — In  your  issue  of  the  17th  inst.,  Mr.  W.  Sugg,  in  his  own  kindly 
way,  criticizes  my  paper  on  “  Photometers,”  read  at  the  recent  Gas  In¬ 
stitute  meeting.  He  remarks  that  the  “  portable  ”  photometer  has  never 
received  the  sanction  of  the  Standards  Department  of  the  Board  of 
Trade,  and  appears  to  argue  therefrom  that  its  indications  are  unreli¬ 
able.  As  a  matter  of  fact,  not  one  of  the  photometers  at  the  17  Metro¬ 
politan  gas-testing  stations  has  received  such  sanction,  as  it  is  not  re¬ 
quired.  The  only  authority  concerned  is  that  of  the  Gas  Eeferees,  who 
had  the  “  portable”  photometer  in  their  possession  some  time  back,  and 
returned  it,  with  an  intimation  that  they  were  perfectly  satisfied  that  it 
was  a  good  and  correct  instrument. 

Mr.  Sugg  then  proceeds  to  criticize  the  tables,  and  says  that  on  the  third 
day  (Table  No.  3,  photometer  No.  1)  the  “  pairs  of  readings  agree  again, 
practically  ;  the  difference  being  that  the  Evans  photometer  read  O'l 
candle  lower  than  the  open  bar.”  If  Mr.  Sugg  had  said  that  the  first 
pair  of  tests  so  agreed,  he  would  have  been  correct ;  but  he  infers  that 
they  all  agreed.  The  following  are  the  figures  ;  and  I  do  not  think  that 
a  difference  of  two  candles  (see  third  pair)  can  be  called  an  agreement : — 


Evans, 

17 
16 

18 
17 
16 


Open  Bar. 


•2n 

17-3\ 

■8  Greatest 

16-0 

■Q}-  difference. 

16-0 

■6  2  candles. 

16-6 

•o' 

16-5.' 

Greatest 
difference, 
1'3  candles. 


Average  17  "I  Average  16 '5 

The  fourth  day  shows  an  average  agreement  in  the  first  pair  of  tests, 
as  is  not  uncommon  with  the  Evans  photometer — the  first  test  generally 
being  fairly  satisfactory  ;  but  in  the  second  pair  of  tests,  the  difference 
is  1'3  candles.  The  readings  on  the  fifth  day  give  an  average  of  16'6 
for  the  Evans,  and  15‘7  for  the  open  bar,  or  a  difference  of  0-9  candle. 
On  the  sixth  day  we  have  17’5  for  the  Evans,  and  17'2  for  the  open  bar 
— not  a  great  difference  truly  !  But  how  obtained  ?  I  submit,  by  sheer 
accident.  These  are  the  figures  : — 

Evans.  Open  Bar. 


17- 3 

18- 6 
16-6 


Greatest 
difference, 
1'9  candles. 


17-3 

17-1 

17'1 


Greatest 
difference, 
0’2  candle. 


And  yet  Mr.  Sugg  calmly  says :  “  And  so  on  every  day  I  find  pairs  of 
readings,  sometimes  agreeing  completely,  and  sometimes  with  very  slight 
divergencies  one  way  or  the  other,  until  the  ninth  day,  when  we  have 
the  ‘  corruption  of  good  manners’  by  an  ‘  old  converted  ’  Evans,”  as  Mr. 
Sugg  neatly  puts  it.  Now,  while  I  candidly  admit  that  the  “  old  con¬ 
verted  ”  photometer  is  a  bad  example  of  a  bad  class,  I  shall  be  pleased 
to  introduce  Mr.  Sugg  to  one  of  the  very  latest  pattern  Evans,  which  per¬ 
sistently  returns  16'5  candles  as  the  value  of  a  2i)-inch  flame — a  result 
impossible  of  attainment  by  fair  means  on  an  open-bar  photometer.  Mr, 
Sugg  asks  why  results  as  concordant  as  the  above  should  not  always  be 
obtained.  I  reply  that  they  are  always  obtained  ;  and  that  they  are  so 
contradictory  and  confusing  that  I  have  frequently  had  an  examiner, 
who  has  been  accustomed  to  accurate  work  in  other  branches  of  science, 
look  at  the  instrument  in  wonder,  and  seriously  ask,  “  What  is  the  good 
of  using  it  ?  ” 

My  contention  that  the  Evans  photometer  is  a  mistake  is  upheld 
by  such  experienced  authorities  as  Mr.  Heisch  and  the  late  Dr. 
Letheby  ;  and  I  can  see  no  reason  whatever  for  its  retention.  It  must 
be  distinctly  understood,  however,  that  in  this  I  do  not  attach  any  sort 
of  blame  to  the  makers.  They  have  had  a  difficult  task  to  make  a  faulty 
thing  workable  at  all ;  and  the  excellent  work  turned  out  by  them  is  a 
guarantee  of  their  care  and  skill.  Formerly  all  the  faults  of  the  Evans 
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photometer  were  ascribed  to  the  candles.  But  jt  is  now  demonstra  e 
that  it  is  the  instrument  that  is  the  greater  sinner  of  the  two ;  and  i 
submit  that  it  should  be  removed  from  all  testing-rooms  at  once. 

I  may  say,  in  reference  to  Mr.  Sugg’s  remark  anent  the  Gas  Referees, 
that  I  have  no  desire  to  interfere  with  their  discretion  or  their  duties  , 
but,  as  I  have  found  certain  facts,  I  deem  it  my  duty  to  put  them 
forward  for  the  information  of  all  concerned.  A  dispassionate  con¬ 
sideration  of  these  facts,  and  the  daily  experience  obtainable,  will  result 
in  the  establishment  of  the  arguments  contained  in  my  paper,  instead 
of  the  few  figures  given,  I  could  have  multiplied  them  a  hundredfoia. 

As  it  is,  they  are  merely  illustrative  of  a  state  of  things  existing  in  daily 
work,  which  should  not  be  allowed  to  continue  now  that  the  true  cause 

I  confess  that  I  am  not  now  prepared  to  resume  a  discussion  o"  ‘“6 
bending  of  the  wicks  of  candles,  <tc.,  as  re-started  by  r.  ^  g. 
Candles  have  been  heartily  abused  by  being  used  in  unsuitable  instru¬ 
ments,  and  as  often,  it  is  true,  in  unsuitable  rooms  ;  but  I  cannot  see 
any  advantage  in  rediscussing  a  threadbare  subject.  Our  efforts  will  be 
more  profitably  devoted  to  the  speedy  introduction  of  one  of  the  new 
and  reliable  standards,  and  thus  to  the  attainment  of  more  serious  and 
accurate  work.  The  comedy  of  “  The  Candles  in  an  Evans  Photometer 
has  been  played  long  enough,  and  should  be  brought  to  a  close  as 
speedily  as  possible.  J.  DmniN. 

Spring  Gardens,  S.Jf'.,  Jufg  18,  1888. 

Sir,— As  Mr.  Young,  in  his  letter  to  the  Jocun.vl  for  the  17th  inst., 
refers  to  tests  made  by  me  at  this  office,  I  think  it  right  to  inforin 
you  that  his  conclusion,  that  those  tests  (which  are  taken  daily,  not 
occasionally,  as  might  bo  inferred)  confirmed  the  testings  on  the  Evans 
photometer  in  Jewin  Street,  is  not  correct  as  regards  the  observations 
in  the  foggy  weather  to  which  he  refers;  but,  not  being  official,  they 
cannot  be  published.  Char.  Heiscu, 

Cilu  Gat  Examiner’s  Office,  Mark  Laiu,  L.C.,  p  c  S  F.I.C.,  Ac. 

July  23,  1888. 

THE  INCREASED  DEMAND  FOR  COKE. 

Sm,— I  do  not  know  whether  or  not  your  invitation  to  y^r  readers 
to  give  an  explanation  of  the  increased  demand  for  coke  in  England  is 
to  be  considered  to  have  been  extended  to  your  foreign  subscribers  ; 
especially  to  those  who,  like  myself,  write  English  imperfectly.  But,  at 
any  rate,  I  venture  to  submit  an  explanation,  rather  for  the  sake  of 
what  I  can  learn  than  for  the  information  I  am  able  to  give  to  others. 
Perhaps  one  fact  connected  with  my  country  of  residence  (Spam)  may 
facilitate  my  hitting  on  the  true  explanation.  It  has  always  been  a 
puzzle  to  my  mind  to  understand  the  low  price  that  gas  coke  fetches 
in  England,  as  compared  with  what  I  understand  is  its  intrinsic  value, 
rationally  estimated,  in  relation  toother  fuels.  Merely  considered  in 
its  absolute  value  as  a  heat-producing  material,  without  thinking  of  any 
special  application,  I  consider  that  gas  coke  is  equivalent  in  value  to 
large  steam  coals,  with  an  addition  to  such  price  of  12  per  cent.  But, 
besides  this,  gas  coke  has  merits  of  its  own  for  certain  purposes,  which 
enhance  its  value  (say)  to  about  25  per  cent,  on  the  price  ruling  for  large 
steam  coal.  Gas  coke  is  such  a  fuel  as  can  be  used  in  heating-stoves  of 
the  Chuversky  type,  and  the  like,  without  producing  smoke  and  avoiding 
the  great  waste  of  heat  experienced  with  open  fires.  Next  to  this, 
cooking-ranges  heated  by  coke  are  very  convenient  and  economical , 
even  when  paying  for  coke  double  the  price  usually  paid  for  coals  used 
for  cooking  in  ordinary  appliances  in  Efigland.  Not  to  cite  a  great 
number  of  cases,  let  me  say  that,  gas  coke  being  the  material  preferable, 
after  anthracite,  for  producing  Dowson  gas  and  water  gas,  its  value 
must  be  considered  far  superior  to  an_ equal  weight  of  such  coalas 
would  do  similar  service  to  that  obtaining  from  coke  applied  to  such 
purposes.  .  .  . 

Is  it  prejudice  and  habit  that  have  been  the  cause  in  England  of  gas 
coke,  instead  of  fetching  a  price  equal  to  25  or  30  per  cent,  above  the 
avcr&g6  of  large  coal,  being  sold  at  a  considerable  discount  on  this  price, 
and  even  then  not  easily  and  generally  ?  Although  I  am  acquainted 
with  English  habits  and  customs,  I  could  not  give  a  positive  answer  to 
this  question  ;  but  I  am  inclined  to  believe  that  there  is  no  sound  reason 
why  such  coke  in  England  should  be  so  depreciated  frorn  its  intrinsic 
value.  My  impression  is  that  in  my  own  country,  as  also  in  France,  the 
value  of  gas  coke  is  exaggerated.  It  is  generally  50  per  cent,  more 
than  the  cost  of  gas  coal  on  the  spot.  So  that  where  this  kind  of  coal 
costs  l-ls.  a  ton,  it  is  almost  certain  that  coke  will  find  a  market  at  218., 
or  even  more.  Of  course,  this  may  depend  on  the  small  quantity  of  coal 
carbonized  in  each  gas-works  ;  but  this  is  no  doubt  compensated  by  its 
restricted  employment  lor  industrial  purposes,  as  well  as  by  the  limited 
use  of  machinery  and  apparatus  in  which  coke  could  be  consumed  in 
Spain.  But  as  to  England,  where  there  is  no  limit  to  the  quantity  of 
coke  that  ought  to  be  saleable  for  use  in  existing  machinery  and  appa¬ 
ratus — if  for  no  other  purpose,  to  be  converted  into  producer  and  water 
gas — I  could  understand  coke  being  sold  at  its  intrinsic  value  as  fuel, 
after  any  transformation  that  may  be  required ;  but  in  no  case  can  I 
see  why  is  it  sold  below  that  value.  This  is  so  clear  to  my  mind  that  I 
really  believe  it  must  be  so  to  every  one  else’s  ;  and  most  likely  a  move¬ 
ment  is  going  on  in  England  to  use  gas  coke  for  domestic  heating  and 
cooking,  and  for  producing  industrial  gases,  though  such  movement  has 
not  yet  been  sufficient  to  bring  the  price  to  iU  proper  level,  as  will  be 
the  case  when  the  change  has  become  general.  But,_in  the  meantime, 
it  may  have  already  advanced  sufficiently  to  add  quietly  to  its  former 
applications  such  others  as  may  bo  causing  that  increased  demand  which 
will,  in  the  course  of  time,  cause  the  present  underrated  value  of  coke 
to  disappear,  and  perhaps  even  make  it  (as  is  the  case  in  Spain)  worth 
60  per  cent,  more  than  large  coal,  ton  for  ton,  not  on  accounnt  of  its 
intrinsic  value,  but  of  its  additional  convenience. 

I  have  often  thought  that,  after  the  practical  demonstrations  made  by 
Messrs.  Crossley  Bros.,  Limited,  and  the  Dowson  Gas-Producer  Com¬ 
pany  of  the  quantity  of  gas  coke  they  consume  to  obtain  1 -horse  power, 
the  electric  light  in  England  ought  to  bo  produced  in  the  cheapest  way, 
in  most  cases,  with  Dowson  gas  used  in  "  Otto  ”  gas-engines,  until  there 
is  a  change  in  the  prices.  In  Spain,  on  the  contrary,  I  know  of  a  case 
in  which  the  equivalent  heat  of  30,000  tons  of  coal  could  be  obtained 
without  any  cost,  by  selling  gas  coke  (at  the  current  price  of  the  market) 
at  more  than  double  the  cost  of  the  coals. 


In  conclusion.  I  may  say  that,  in  my  opinion,  the  present  denaand 
for  gas  coke  in  England  depends  on  the  fact  that  it  is  sold  at  less  than 
its  intrinsic  value.  I  have  before  me  the  “  Analysis  of  the  Accounts  of 
Gas  Companies  and  Corporations  for  l«8f) ; "  and  I  notice  that  ni<)»t  of 
them  only  realize  30  per  cent,  of  the  cost  of  their  coal  by  the  sale  of  their 
coke.  But  I  think  it  will  not  be  until  they  make  60  per  cent,  by  it  thst 
they  will  be  selling  it  at  its  real  value.  ^  Spanish  Gas  Manager. 
Madrid,  July  11,  1888. 

Mechanical  ti.  Hand  Stoking  at  the  Manciikster  Corporation  Gab- 
Works.— In  the  final  paragraph  (on  p.  12G)  of  Mr.  \\  est  s  letter  on  the 
above  subject  in  the  Journal  last  week,  the  saving  effected  at  the  Roch¬ 
dale  Road  works,  where  Mr.  West’s  machinery  is  in  operation,  was,  by  a 
typographical  error,  printed  as  I'GlGd.,  instead  of  8'G4Gd.  per  ton. 

The  Issue  of  Stamped  Shark  Certificates.— A  Country  Secretary 
writes :  "  I  shall  feel  obliged  if  you  will  kindly  inform  me  wheth^ 
statutory  gas  companies  are  required  to  issue  their  share  oerlificams 
under  a  penny  embossed  stamp ;  and  likewise  if  this  provision  of  the 
Stamp  Acts  is  obligatory  on  all  limited  liability  companies. 


Igarliamcntav!?  |utclligciuc. 

HOUSE  OF  LORDS. 

Monday,  July  16. 

The  Nelson  Local  Board  Bill  was  read  the  third  time,  with  the  amend¬ 
ments  ;  further  amendments  made  ;  Bill  passed,  and  semt  to 

The  Electric  Lighting  Order  Confirmation  Bill  (South  MetropoliUn 
Order)  was  read  a  second  time. 

Tuesday,  July  17. 

The  Lancaster  Corporation  Bill  was  reported,  with  amendments. 

Friday,  July  20.  ^  j 

The  Hexham  Local  Board  Bill  was  read  the  third  time,  with  the  amend¬ 
ments  ;  further  amendments  made  ;  Bill  passed,  and  sent  to  the  Commons. 

1  he  Bristol  Water  Bill  and  the  Lancaster  Corporation  Bill  were  read 
the  third  time,  with  the  amendments,  passed,  and  sent  to  the  Commons. 

HOUSE  OF  COMMONS. 

Monday,  July  16. 

BRIBERY  OP  OFFICIALS  OP  PUBLIC  BODIES. 

A  Bill  for  the  more  effectual  prevention  and  punishment  of  bribery  and 
corruption  of  and  by  members,  officers,  or  servants  of  corporations, 
councils,  boards,  commissions,  or  other  public  bodies,  was  wdered  to  be 
brought  in  by  Lord  Randolph  Churolnll,  Sir  R.  N.  Fowler,  Mr  Jennings, 
Mr.  Whitbread,  Sir  H.  James,  and  Mr.  R.  Power.  This  was  subsequently 
done,  and  the  Bill  read  the  first  time. 

Wednesday,  July  18.  •  j  . 

The  London  Sea  Water  Supply  Bill  (Lords)  was  read  the  third  time 
and  passed.  _ 

Thursday,  July  19. 

THE  LOCAL  GOVERNMENT  (ENGLAND  AND  WALES)  BILL  AND  THE 
THE  LOCAL  aiId  WATER  UNDERTAKINGS. 

In  the  course  of  the  consideration,  in  Committee,  of  the  Local  Govern¬ 
ment  (England  and  Wales)  Bill,  ^  U  11  I  „ 

Mr.  Firth  moved  the  following  clause : —  A  County  Council  shall  have 
the  same  powers  of  promoting  and  opposing  Bills  in  Parliament,  and 
otherwise  acting  for  the  promotion  and  protection  of  the  intereste  of  the 
inhabitants  of  the  county,  as  if  the  County  9ounoil  were  a  governing  body 
within  the  meaning  of  the  Act  of  the  session  of  the  35th  and  3bth  y^Ars 
of  the  reign  of  Her  present  Majesty,  cap.  91,  intituled.  An  Act  to  autho¬ 
rize  the  application  of  funds  of  municipal  corporations  and  other  govern¬ 
ing  bodies  in  certain  cases,’  and  as  if  Die  county  were  the  district  in 
which  such  governing  body  had  jurisdiction  :  Provided  that  so  much  of 
section  4  of  the  said  Act  as  requires  any  consent  of  owners  and  rate¬ 
payers  shall  not  apply  to  any  expense  incurred  by  a  County  Council ;  aud 
provided  further  that  nothing  in  section  2  of  the  said  Act  shall  prevent 
the  London  County  Council  from  promoting  any  Bill  for  the  purchase  or 
regulation  of  the  underUkings  at  present  supplying  water  and  gas  to  any 
part  of  London,  or  any  of  them,  or  for  the  provision  of  a  new  supply  o 
water,  gas,  or  light  to  Loudon  or  any  part  tnoreof.  He  said  he  thought 
it  was  most  desirable  that  this  power  should  bo  given ;  aud  he  hoped  the 

Government  would  accept  the  clause.  i-*  n  i  j 

Mr.  Ritchie  said  the  powers  jiosseBsed  by  the  Metropolitan  Board  and 
the  Courts  of  Quarter  Sessions  in  this  Irespect  were  handed  over  to  the 
County  Councils  ;  but,  not  satisfied  with  this,  the  houourab  e  member  had 
proposed  to  apply  the  Borough  Funds  Act.  He  thought  the  Committee 
ought  to  be  very  careful  as  to  removing  restrictions  without  putting  any¬ 
thing  in  their  place.  There  was  another  argument  he  wou  d  venture  to 
press  on  the  Committoe.  The  whole  question  of  Private  Bill  Legislation 
had  been  undergoing  e.xainination.  None  of  them,  ho  thought,  wore  satis¬ 
fied  with  the  present  condition  of  things;  aud,  under  the  ciroumstauoos, 

he  should  ask  the  Committoe  not  to  accept  the  clause.  ,  ,aan 

Sir  W  Harcourt  said  that  when  the  Select  Committee  of  looO  con¬ 
sidered  the  subject  of  the  water  supply  of  London,  they  specially  pointed  to 
the  necessity  and  the  advantage  of  some  body  rcprosoiitingtlie  Metropolis 
having  the  power  to  supply  water;  and,  there  being  no  general  body  repre¬ 
senting  London  which  could  undertake  this  duty,  they  rocommeiidi^  the 
constitution  of  a  special  body  for  the  juirjiose.  Under  the  Bill  now  before 
the  House,  they  were  creating  a  general  representative  body  for  J^ndon  ; 
and  they  ought  not  to  launch  this  body  under  a  prohibition  which  would 
i.orpetuato  a  mouoiioly  in  the  hands  of  the  Water  Companies.  It  there¬ 
fore  appeared  to  him  that  the  concluding  part  of  the  amendment  was 
deserving  of  the  consideration  of  the  Comiuitt4»c. 

Mr.  Lawson  regretted  the  refusal  of  the  President  of  the  Local  Ooverti- 
ment  Board  to  accept  the  araendment.  The  jjeople  of  London  wore,  he 
said,  placed  at  a  great  disadvantage  by  not  having  the  municipal  powers 
that  were  possessed  by  the  other  great  towns  of  the  country.  If  the  I’Uth'’ 
honourable  gentleman  would  hold  out  any  lio|>e  of  the  clause  being  aroepted, 
might  it  not  bo  possible  to  strike  out  the  part  of  it  which  roferreil  to  the 
now  supply  of  wator  or  gas  for  London,  bi-caiisc  there  were  argnraenU 
against  it  which  were  not  applicable  to  the  other  part  ?  "I’lio  ratepayers  of 
London  felt  strongly  the  necessity  of  possessing  the  municipal  iwwers  in 
eluded  in  the  clause.  .  n  j 

Mr.  Isaacs  believed  that  if  the  honourable  member  for  Dundee  (Mr. 
Firth)  would  consent  to  some  modification  of  the  clause,  he  would  find  liirn- 
self  supported  by  Metroiioliun  members  on  both  sides  of  the  House.  It 
was  felt  that  there  would  be  dang.-r  in  a  municipal  body  being  entrusted 
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with  powers  which  would  give  them  the  opportunity  of  setting  up  rival 
schemes  for  supplying  water  and  gas ;  and  therefore  he  would  suggest  that 
the  honourable  member  should  make  the  concluding  paragraph  read  to  the 
effect  that  nothing  in  section  2  of  the  Borough  Funds  Act  should  prevent  the 
London  County  Council  from  promoting  any  Bill  for  the  purchase  of  un¬ 
dertakings  which  were  at  present  supplying  water  or  gas  to  London  or  any 
part  thereof. 

Mr.  Woodall  trusted  the  President  of  the  Local  Government  Board 
would  respond  to  the  appeals  so  generally  made  to  give  to  the  county 
authorities  the  powers  proposed  in  the  clause,  limited  by  the  provision 
that  they  should  not  have  power  to  set  up  competing  works. 

Mr.  Ritchie  asked  the  honourable  member  for  Dundee  whether  he 
would  be  satisfied  if  the  Government,  recognizing  the  force  of  the  argu¬ 
ments  addressed  to  them,  consented  to  some  amendment  being  introduced 
at  another  time  and  place,  giving  to  the  County  Council  for  Loudon  power 
to  promote  Bills  for  the  purchase  of  the  water  undertakings. 

Mr.  Firth  regretted  that  he  was  unable  to  answer  in  the  affirmative, 
because  the  very  strong  Committee  which  sat  in  1880  were  unanimously 
of  opinion  that  there  ought  to  be  given  to  any  central  authority  power  to 
initiate  a  new  supply  or  to  purchase  or  regulate  existing  undertakings.  He 
could  not  consent  to  any  settlement  which  would  abate  one  jot  of  the 
powers  which  that  Committee  declared  a  London  central  authority  ought 
to  possess — viz.,  initiation,  regulation,  or  purchase. 

Sir  W.  Haucourt  remarked  that  the  Committee  in  1880  pointed  out  that 
the  power  to  purchase  was  utterly  worthless  without  the  power  of  compe¬ 
tition.  He  was  informed  that  a  new  supply  could  be  established  at  less 
than  half  the  sum  asked  for  the  London  water-works  in  1880.  Of  course 
the  power  to  purchase  at  a  reasonable  rate  entirely  depended  upon  the 
purchasers  being  able  in  the  alternative  to  furnish  a  supply  themselves. 
This  was  the  key  to  the  whole  matter.  He  could  not  understand  why  the 
great  public  bodies  to  be  created  by  the  Bill  should  be  refused  the  power 
to  compete  with  existing  companies. 

Mr.  Ritchie  said  the  right  honourable  gentleman  did  not  seem  to  be 
aware  that  this  was  a  power  which  was  not  possessed  by  any  municipal 
corporation  in  the  kingdom. 

Sir  W.  Harcourt  observed  that  he  was  perfectly  aware  of  it.  He  was 
speaking  of  London  only ;  and  he  said  that  the  Committee  of  1880,  in  a 
unanimous  report,  recommended  that  London  should  have  this  power. 
They  pointed  out  that  the  right  to  compete  was  the  basis  of  the  whole 
thing ;  and  if  they  refused  it  a  reasonable  purchase  could  not  be  made. 

Mr.  Childers  said  that,  having  very  carefully  watched  Private  Bill 
Legislation  for  some  time,  he  had  come  to  the  conclusion  that,  although 
with  respect  to  the  small  boroughs  and  district  councils  it  might  not  be 
prudent  to  grant  the  unrestricted  power  proposed,  it  was  the  essence  of 
such  local  government  as  they  were  trying  to  establish,  that  the  County 
Councils  and  great  boroughs  should  have  the  power  both  of  promoting 
and  of  opposing  Bills.  The  absence  of  such  power,  or  the  restraint  put 
upon  local  authorities  in  this  matter,  had  hampered  these  bodies.  They 
ought  to  have  confidence  in  the  authorities  they  were  about  to  create,  and 
pass  this  clause. 

Mr.  Ritchie  thought  the  fact  of  the  right  honourable  gentleman  (Mr. 
Childers)  only  having  arrived  at  a  conclusion  after  very  long  and  anxious 
consideration  was  an  argument  why  the  Government  should  not  ask  the 
Committee  and  the  House  to  come  to  any  settled  determination  to  insert 
in  the  General  Bill  before  them  a  proposal  such  as  had  now  been  made. 
The  Government  had  never  pretended,  in  setting  up  these  new  authori¬ 
ties,  that  they  were  arming  them  with  all  the  powers  which  at  some  other 
time  they  might  give  them,  or  even  with  those  which  they  now  thought 
the  Councils  ought  to  possess.  They  had  felt  that  if  they  were  to  embark 
on  so  large  a  field  of  discussion  it  would  be  doubtful,  to  say  the  least, 
whether  they  would  be  able  to  pass  the  Bill  in  the  course  of  one  session. 
At  present  all  gas  or  water  companies  were  specially  protected  against  any 
public  body  presenting  a  Bill  to  Parliament  for  the  purpose  of  setting  up 
a  competing  supply.  If  the  Government  had  proposed  to  do  away  with 
this  restriction,  he  thought  that  such  opposition  would  have  arisen  that 
it  would  have  been  perhaps  impossible  to  get  the  Bill  through  at  all. 
The  course  the  Government  had  adopted  was  one  which  would  have  com¬ 
mended  itself  to  right  honourable  gentlemen  opposite  if  they  had  had  to 
carry  through  Parliament  in  one  session  so  great  and  comprehensive  a 
measure  as  the  one  before  them. 

After  some  further  conversation,  the  Committee  divided  ;  the  numbers 
being :  For  the  clause,  107  ;  against  it,  115 — majority,  8. 

Mr.  Firth  subsequently  moved  to  insert  new  clauses  giving  power 
to  the  London  County  Council,  as  soon  as  possible,  to  submit  to  Parlia¬ 
ment  a  Bill  for  the  re-arrangement  of  municipal  government  and  adminis¬ 
tration  within  the  area  of  the  county  of  London ;  and  also  one  “  for  the 
purchase  or  regulation  of  the  undertakings  at  present  supplying  respec¬ 
tively  water  and  gas  to  any  part  of  London,  or  any  of  them,  or  for  the 
provision  of  a  new  supply  of  water,  gas,  or  light  to  London  or  any  part 
thereof.”  He  said  the  question  raised  by  his  amendment  was  this  :  Should 
the  new  London  Council  be  authorized  to  deal  by  way  of  a  Bill  (to  be 
afterwards  submitted,  of  course,  to  Parliament)  with  the  important  and 
difficult  question  of  internal  administration  ?  It  was  admitted  on  all 
hands  that  the  interior  administration  of  London  required  re-arrangement ; 
and  he  submitted  that  the  clause  he  proposed  afforded  a  solution  of  a 
most  difficult  question  which  must  arise  hereafter. 

Mr.  Ritchie  said  it  would  not  be  in  accordance  with  his  view  of  the 
duty  of  the  Executive  Government  to  shift  on  to  the  shoulders  of  the 
new  County  Council  the  duty  which  the  honourable  member  sought  to 
impose  on  them.  He  did  not  say  that  in  dealing  with  this  matter  they 
might  not  place  a  great  deal  in  the  hands  of  the  London  County  Council ; 
but  it  would  not  be  prudent  to  overload  it  with  matters  of  this  kind 
before  they  had  had  time  to  attend  to  their  simpler  duties.  He  quite 
recognized  the  importance  of  the  question  ;  and,  while  he  should  be  glad 
if  it  could  be  left  to  the  London  County  Council,  he  did  not  feel  that  this 
would  be  the  proper  course  to  take. 

Mr.  Firth  then  withdrew  the  clause  referring  to  the  Municipal  Govern¬ 
ment  of  London,  and  moved  the  one  dealing  with  the  purchase  or  regula¬ 
tion  of  the  gas  and  water  undertakings  of  the  Metropolis.  Combined 
with  it  was  a  provision  for  the  regulation  and  inspection  of  hackney 
carriages. 

After  some  conversation,  a  division  was  taken  on  the  portion  of  the 
clause  relating  to  gas  and  water  supply,  when  the  numbers  were  :  For, 
106 ;  against,  146 — majority,  40.  It  was  therefore  lost. 

BRIBERY  (PUBLIC  BODIES)  PREVENTION  BILL. 

On  the  order  for  the  second  reading  of  this  Bill,  an  objection  was  raised 
by  the  honourable  member  for  Camborne  (Mr.  Conybeare) ;  whereupon 
Lord  Randolph  Churchill,  who  had  charge  of  the  Bill,  withdrew  it. 


The  East  Strand  and  District  Electric  Light  and  Power  Company, 
Limited,  has  recently  been  registered  with  a  capital  of  £5000,  in  £5  shares  ; 
and  the  City  of  Westminster  Electrical  Syndicate,  Limited,  with  a  capital 
of  £10,000,  in  £1  shares. 


IttltUiigtna, 

DURHAM  SUMMER  ASSIZES.— Monday,  July  16. 

(Before  Mr.  Justice  Cave.) 

THE  CHARGE  OF  LIBELLING  MR.  WARNER. 

To-day  Bichard  Cunliffe  was  charged  with  unlawfully  and  maliciously 
publishing,  at  South  Shields,  on  April  14  last,  a  certain  defamatory  libel 
concerning  William  John  Warner,  Manager  of  the  South  Shields  Gas 
Company.  The  case  was  heard  by  the  Magistrates  at  the  South  Shields 
Police  Court  on  April  25,  as  reported  in  the  Journal  for  May  1  (p.  783) ; 
the  result  being  that  the  accused  was  committed  for  trial. 

Mr.  T.  Milvain,  Q.C.,  M.P.,  and  Mr.  Joel  appeared  for  the  prosecu¬ 
tion;  Mr.  Walton  for  the  defence. 

Mr.  Milvain,  in  opening  the  case,  said  the  prisoner  was  charged  with 
publishing  a  libel  on  Mr.  W.  J.  Warner,  who  for  many  years  had  been  the 
Manager  of  the  South  Shields  Gas  Company.  In  1886  there  was  certain 
work  to  be  done  on  behalf  of  the  Company;  and  advertisements  were 
issued.  The  work  consisted  of  the  construction  of  a  gasholder  tank ;  and  the 
defendant  was  appointed  to  the  inspectorship  of  the  work,  at  wages  of  50s. 
a  week,  He  continued  in  the  employment  of  the  Company  till  the  work 
was  completed,  and  for  some  short  time  longer.  In  February  of  the  present 
year  the  engagement  terminated.  He  then  made  a  claim  for  overtime, 
which  was  looked  into,  and  not  entertained.  The  defendant,  apparently 
by  reason  of  this,  felt  some  resentment  against  Mr.  Warner,  whom  he 
blamed  for  his  time  allowance  not  being  granted.  He  had  also  been 
endeavouring  to  obtain  further  employment  from  the  Company ;  but  this 
was  not  forthcoming.  On  the  16th  of  April  he  wrote  to  one  of  the  Direc¬ 
tors  (Mr.  Hall)  a  letter  which  contained  the  charges  complained  of.  [The 
learned  Counsel  read  the  letter,  the  full  text  of  which  was  given  in  the 
number  of  the  Journal  above  referred  to.  In  it  he  stated  that  the  Direc¬ 
tors  were  unaware  of  the  “  deceitful  and  unscrupulous  way  ”  in  which  the 
Company’s  affairs  were  managed  by  Mr.  Warner,  through  whose  “  blunder¬ 
ing  ”  the  tank  had  cost  “  over  £2000  more  than  it  ought,”  and  was  not  then 
finished.  He  added ;  “  The  proofs  of  what  I  say  are  in  my  possession ; 
and  I  have  determined  to  issue  them  to  the  shareholders,  so  as  to  let  them 
know  how  their  Manager  fulfils  the  trust  reposed  in  him.  These  are  only 
a  part  of  the  charges  which  can  be  brought  against  him  and  substantiated 
without  much  trouble.”]  Such  a  letter,  continued  the  learned  Counsel, 
was  calculated  to  injure  Mr.  Warner  very  seriously,  casting  imputations, 
as  it  did,  on  his  honesty;  and  he  at  once  took  steps  to  institute  criminal 
proceedings  against  the  defendant.  The  prosecutor  had  no  desire  to  seek 
pecuniary  damages  from  the  prisoner  or  to  obtain  costs  from  him  ;  nor 
had  he  any  vindictive  feeling  against  him  or  desire  to  imprison  him.  All 
he  wished  was  to  vindicate  his  own  character ;  and  if  the  prisoner  was  pre¬ 
pared  to  withdraw  the  allegations,  and  apologize,  the  prosecutor  had  no  wish 
that  he  should  suffer  any  penalty  whatever. 

Mr.  Walton  (after  consulting  for  some  time  with  the  accused)  said  :  I 
have  spoken  to  my  client,  and,  after  my  learned  friend’s  statement ;  I  have 
suggested  to  him  that  he  ought  in  this  case  to  withdraw  the  plea  which  he 
has  placed  upon  the  indictment,  and  make  his  statement  of  the  circum¬ 
stances  under  which  the  letter  was  written,  which,  I  think,  will  satisfy 
my  friend  after  the  way  in  which  he  has  opened  the  case.  The  letter  to 
which  reference  is  made  is  addressed  to  Mr.  Hall,  and  was  written  to  Mr. 
Hall  under  circumstances  which  Mr.  Cunliffe  regarded  as  of  a  confidential 
character.  Mr.  Hall  was  a  great  friend  of  his  own;  and  Mr.  Cunliffe, 
leaving  the  situation  with  a  grievance,  was  induced  to  communicate  to 
Mr.  Hall  what  that  grievance  was,  as  well  as  certain  matters  which  had 
been  discussed  between  them.  He  now  feels  that  he  used  language  which 
was  exaggerated,  and  which  in  calmer  moments  the  facts  would  not  entitle 
him  to  use.  The  matters  to  which  he  made  reference  have  been  examined; 
and  now,  taking  a  thorough  view  of  them,  they  did  not  justify  the  state¬ 
ment.  I  am  instructed  to  say  that  it  was  never  Mr.  Cunliffe’s  intention  to 
charge  dishonesty,  especially  as  to  what  he  says  as  to  certain  wages  having 
been  charged  to  capital  instead  of  revenue  account.  He  admits  now  that 
there  was  no  adequate  ground  for  making  the  charge,  and  begs  to  with¬ 
draw  it;  and  as  his  statement  was  not  justified,  it  is  his  duty  to  Mr. 
Warner  to  withdraw  it.  Through  me  he  says  it  was  from  a  sense  of 
grievance  he  was  led  to  use  the  language  he  employed  in  the  letter. 
Under  all  these  circumstances,  and  after  the  way  in  which  my  learned 
friend  has  introduced  this  case,  I  hope  that  your  Lordship  will  accept 
the  expression  of  regret,  and  that  the  prosecution  will  allow  the  case  to 
be  withdrawn. 

Justice  Cave  :  Very  well ;  that  will  be  done. 

The  Clerk  of  Assize  (to  prisoner) :  Do  you  withdraw  your  plea  ? 

Prisoner  assented. 

Justice  Cave  :  You  have  pleaded  guilty  to  publishing  this  libel.  It  is 
a  libel  which  concerns  the  prosecutor,  and  him  alone.  I  do  not  think 
the  public  are  concerned  in  it  in  any  way  ;  and  therefore  I  see  no  rea  son 
why  the  prosecutor  may  not  settle  it  in  this  way.  I  therefore  order  you 
to  be  discharged. 

The  prisoner  then  left  the  dock. 


Lancashire  Water  Supplies.— The  recent  rains  have  considerably 
increased  the  quantity  of  water  in  store  in  the  reservoirs  of  several  of 
the  Lancashire  Corporations.  Liverpool,  which  was  on  the  very  verge  of 
a  water  famine  of  the  most  acute  kind,  added  no  less  than  300  million 
gallons  to  its  store  in  the  Rivington  reservoirs ;  and  the  danger  of  the 
suspension  of  the  supply  is  now  averted.  The  Wigan  reservoirs  have  not 
benefited  to  the  same  or  a  corresponding  extent;  but  the  supply  is 
reported  to  be  equal  to  about  four  months’  requirements  at  the  present 
rate  of  consumption.  At  Bolton  there  has  been  a  very  substantial 
increase  in  the  quantity  of  water  in  store ;  but  it  said  that  the  danger  of 
a  curtailment  of  the  supply  is  not  yet  entirely  passed. 

The  Gas  Residuals  Products  Company.— In  the  Court  of  Session 
(First  Division)  last  Tuesday,  the  petition  presented  by  the  Gas  Residuals 
Products  Company,  asking  for  an  order  to  confirm  a  resolution  come  to  by 
them  to  reduce  their  capital,  was  before  the  Court.  The  Company  are 
chemical  manufacturers  and  distillers  of  tar  and  ammoniacal  liquor  in 
Glasgow.  When  they  commenced  business,  they  took  over  various  con¬ 
tracts  entered  into  by  their  predecessors.  By  the  fall  in  the  price  of 
chemicals,  losses  arose,  and  were  continued  until  the  contracts  expired. 
The  capital  of  the  Company  has,  in  consequence,  been  diminished ;  and 
in  June  a  resolution  was  adopted  reducing  the  capital  from  £60,000 
in  6000  shares  of  £10  each,  to  £42,000  in  6000  shares  of  £7  each— the 
reduction  to  be  effected  by  writing  off  a  sum  of  £3  per  share.  The 
Company  wished  to  have  this  resolution  confirmed.  The  petition  was 
remitted  to  Mr,  C.  B.  Logan,  who  recommended  that  the  minute  to  be 
recorded  should  be  as  follows  : — “The  nominal  capital  of  the  Company  is 
£42,000,  divided  into  6000  shares  of  £7  each.  At  the  time  of  the  registra¬ 
tion  of  this  minute,  3579  of  the  shares  have  been  issued,  upon  which  the 
sum  of  £5  10s.  per  share  has  been,  and  shall  be  deemed  to  have  been  paid 
up.  The  remaining  2421  shares  have  not  been  issued  ”  The  petition  was 
granted. 
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THE  MANUFACTUUE  OF  COAL  GAS. 

Lectures  at  the  City  .vnd  Guilds  of  London  Institute. 

At  the  City  and  Guilds  of  Loudon  Institute,  Exhibition  Road,  South 
Kensington,  last  Tuesday,  Mr.  Lewis  T.  Wiught,  Assoc.  M  Inst.  C.E., 
F.C.S.,  delivered  the  first  of  a  series  of  four  lectures  to  students,  on  Gas 
Manufacture,"  the  syllabus  of  which  was  given  in  the  Jouunal  for  the 
ICth  inst.  The  lectures  are  on  the  same  lines  as  those  delivered  by  Mr. 
Wright  last  year;  and  the  following  is  an  abstract  of  the  first. 

Mr.  Wright  commenced  by  saying  that  it  would  be  impossible  to  take 
those  present  through  the  practice  of  gas  manufacture  ;  and  the  utmost 
he  could  do  was  to  introduce  them  to  some  of  the  theory  that  bore  on  the 
subject— to  show  them  behind  things,  as  it  were.  The  manufacture  of  gas, 
conducted  merely  as  a  mechanical  operation,  was  very 
directly  they  began  to  look  behind  the  operations,  and  to  study  the  theory, 
they  found  it  became  an  exceedingly  complicated  business.  The  basis  of 
operetious  was,  of  course,  coal;  and  it  curiously  happened  that  in  this 
country  all  the  material  employed  in  gas  manufacture  was  coal,  and  that, 
too,  coming  from  the  same  geological  formation.  The  seams  which  yielded 
the  various  descriptions  of  coal  used  in  gas  manufacture  contained,  as  it 
were,  many  different  kinds;  or,  in  other  words,  the  same  seam  might  give 
not  only  a  canuel  coal,  but  a  caking  coal,  and  gas  coals,  and  even  coal  that 
was  only  suitable  for  steam  purposes.  The  coal  that  .a  gas  manager  re¬ 
quired  was,  first  of  all,  a  coal  that  gave  him  a  considerable  volume  of  gas 
of  tolerably  good,  or  very  good  illuminating  power.  The  range  of  carbon  in 
caking  coal  was  not  very  great,  but  still  this  range,  small  as  it  might  be, 
considerably  altered  the  character  of  the  coal.  If  they  took  a  great  run  of 
gas  coal,  li  per  cent,  of  nitrogen  was  the  usual  thing.  Ash  was  very  vari¬ 
able.  Oxygen  was  an  element  that  should  receive  some  attention ;  for 
those  coals  which  contained  a  large  quantity  were  not  the  best  for  the  use 
of  the  gas  maker.  The  lecturer  then  referred  in  detail  to  a  large  table  he  had 
prepared  giving  the  composition  of  various  coals;  drawing  special  at¬ 
tention  to  South  Yorkshire,  Derbyshire  Silkstone,  and  Nottinghamshire 
coals  They  would  see  how  greatly  the  coal  altered  the  further  they 
went  north  of  Sheffield.  The  candle  power,  it  would  be  noticed,  was 
progressive ;  and  the  coke  at  the  same  time  increased  in  quantity.  It 
generally  happened  that  the  worst  gas  coals  were  those  which  contained 
the  most  sulphur;  and  as  they  went  south  they  lost  almost  in  every¬ 
thing— they  lost  in  illuminating  power  and  volume,  and  increased  in 
impurity.  Regarding  the  composition  of  the  South  Yorkshire  Silk- 
stone  and  Derbyshire  Silkstone  coals,  there  was  a  vast  difference. 
Looking  at  the  analysis  at  certain  points,  they  would  at  once  see  that 
they  had  to  deal  with  a  better  coal  in  the  South  Yorkshire  than  in 
the  others.  Oxygen,  moisture,  ash,  and  sulphur  would  get  high  as  they 
went  south.  South  Yorkshire  yielded  the  finest  gas  coal  known;  but 
when  they  came  down  to  Nottinghamshire,  they  had  a  bad  gas  coal— one 
which,  in  fact,  was  not  used  for  gas  making.  In  the  case  of  Newcastle 
coal  the  carbon  was  high.  It  was  very  difficult  for  him  to  give  the 
yields  of  gas  per  ton  on  exactly  the  same  basis,  as  the  temperature  and 
the  manner  in  which  the  coal  was  distilled  affected  this  very  consider¬ 
ably.  Taking  them  as  nearly  as  his  judgment  would  tell  him  would  be 
similar  conditions,  in  practice  they  would  get  10,500  or  10,300  cubic  feet 
out  of  a  ton  of  Newcastle  coal ;  and  working  at  a  sinpilar  temperature, 
9800  cubic  feet  out  of  Nottinghamshire  coal.  The  distinction  between 
the  typical  Midland  coal  (South  Yorkshire)  and  the  typical  Newcastle 
coal  would  be  that  they  would  get  more  gas  perhaps  out  of  the  South 
Yorkshire,  and  that  of  a  slightly  higher  illuminating  power.  Against 
this,  however,  they  obtained  from  the  Newcastle  coal  a  higher  yield  of 
coke  (which  perhaps  was  indicated  by  the  larger  proportion  of  carbon 
they  found  in  the  coal) ;  but  the  tar  was  distinctly  lower  in  quantity. 
The  sulphur  from  South  Yorkshire  coal  was  lower  than  that  from  New¬ 
castle  coal.  In  the  case  of  the  latter,  the  crude  gas  very  often  contained 
not  less  than  45  grains  of  sulphur ;  whereas  from  South  Yorkshire  they 
perhaps  had  not  half  this,  when  distilled  at  the  same  temperature. 
Therefore  these  coals  were  very  much  prized,  because  of  their  richness 
as  regards  gas,  and  their  freedom  from  sulphur  impurities. 

Referring  to  cannel  coals,  the  lecturer  said  they  were  often  found  in  the 
same  seams  and  in  contact  with  caking  coals;  and  they  occurred,  as  it 
were,  accidentally — being  found  in  the  hollows  of  the  main  seam  of  coal. 
So  that  in  mining  these  seams,  they  often  came  across  these  basins,  so  to 
speak,  of  cannel  coal.  When  they  did  meet  with  them,  if  they  were  to 
strike  them  in  the  centre  they  would  run  thinner  and  thinner  until  they 
came  down  perhaps  to  only  )  inch  thick,  and  then  would  reappear  again. 
The  same  seam,  therefore,  that  conUined  the  caking  coals  also  contained 
coals  of  a  totally  different  character.  He  might  say  that,  having  care¬ 
fully  studied  the  formation  of  these  coals,  as  far  as  observation  and 
analyses  would  enable  him  to  carry  out  the  investigations,  he  had  come  to  the 
conclusion  that  all  the  materials  forming  the  different  sorts  of  coal  had 
been  deposited  by  aqueous  agency — the  materials  that  formed  the  coals 
had  been  carried  by  water  and  placed  in  situ  ;  and  if  they  examined  any 
caking  coal  the  thing  that  would  most  strike  them  would  be  the  laminated 
character  of  the  coal.  The  “  silk  ”  coal  was  fibrous  vegetable  matter — trees, 
and  things  of  that  kind,  that  had  been  submitted  to  the  action  of  fire,  and 
had  had  their  volatile  products  very  largely  distilled  away  from  them. 
It  would  be  obvious  to  them  that  the  best  of  timber  that  had  been  burned 
would  have  a  different  specific  gravity  to  that  of  timber  that  had  not 
been  burned;  and  water  in  running  would,  according  to  its  velocity, 
have  the  power  of  sorting  out  materials  of  different  gravities.  From  South 
Yorkshire  to  Nottinghamshire,  they  found,  as  they  went  South,  that  the 
“  soot"  coal  increased  rapidly  ;  and  as  it  increased,  the  coal  became  lees 
valuable  to  them  as  gas  makers.  In  practice  they  generally  called  any 
hard  coal,  that  did  not  show  any  prominent  signs  of  lamination,  Munel ; 
whereas  if  they  took  any  piece  of  caking  coal,  the  signs  of  lamination 
were  immediately  prominent,  so  that  it  could  bo  easily  split  up.  The 
cannel  coals,  as  a  matter  of  fact,  were  laminar,  although  they  could  not 
see  the  laminn.  The  laminations  were  not  observable  unless  the  coal  was 
burnt  away,  and  the  ash  examined  ;  and  when  this  was  done  they  could 
always  notice  the  laminar  structure  of  the  caiinels.  These  oanncis,  which 
were  found  in  the  same  scams  with  other  coal,  sprang  really  from  the 
same  material  as  that  coal ;  but  the  material  had  been  sorted,  as  it  were, 
by  the  carrying  action  of  the  water.  He  then  called  attention  to  the  richest 
cannel  coal  ho  knew  of — Australian  cannel,  from  which  could  be  obtained 
about  16,000  cubic  feet  of  50-candle  gas. 

Considering  the  distillation  of  coal  as  a  mechanical  operation,  the 
lecturer  again  remarked  that  it  was  a  very  simple  matter ;  but  directly 
they  began  to  regard  it  as  a  chemical  operation,  it  became  an  altogether 
different  thing.  The  results  of  the  distillation  of  ooal  would  de|>eud 
entirely  upon  the  temperature  employed.  The  question  that  would 
perhaps  be  most  interesting  to  them  would  be  at  what  temperature  the 
oitumiuous  portion  of  the  coal  became  converted  into  gas.  1  hey  might 
take  it  roughly  that  if  they  were  to  submit  their  coal  to  a  temperature  of 
1000*  Fahr.,  they  would  get  out  of  it  ail  the  volatile  matter.  However, 


in  practice  this  was  an  exceedingly  low  temperature,  and  distillation  would 
proceed  very  slowly  at  it,  and  they  would  procure  a  small  quantity  of 
illuminating  gas  and  a  largo  amount  of  tar.  Of  course,  if  they  maintained 
the  temperature  of  the  retort  higher  than  this,  fresh  conditions  would  set 
in.  Supposing  they  kept  it  at  1500’  Fahr.,  the  coal  would,  as  soon  as  it 
reached  a  temperr.ture  of  1000’,  lose  its  volatile  matters ;  and  in  coming 
into  contact  with  the  sides  of  the  retorts,  these  volatile  matters  altered 
chemically — altered  very  largely  in  their  character — new  bodies  being 
formed.  Supposing  they  had  a  temperature  of  1500’  Fahr.,  so  long  m 
volatile  matters  were  largely  coming  off  the  coal,  they  could  not  raise  the 
temperature  of  the  coal  to  more  than  1000’  ;  so  that  if  they  were  to  charge 
a  retort  that  was  heated  to  1500°  outside,  they  would  find  that  lor  an  hour 
or  two  the  coal  would  not  materially  rise  beyond  1000'  Fahr. 

The  lecturer  then  showed  how  differently  coal  behaves  at  various 
temperatures,  by  referring  to  the  results  of  experiments  given  in  the 
following  tables,  which  he  said  had  not  yet  been  published  : — 

Table  I. — Elementary  Composition  of  the  Distillation  Products  from 
100  Parts  by  Weiylit  of  Derbyshire  Silkstone  Gas  Coal  Distilled  at 


Products. 

Carbon. 

Hydrogen. 

Sulphur. 

Nitrogen. 

Oxygen. 

Ash. 

Totals. 

Coke  .  .  . 

Tar  .... 
Liquor .  .  . 

Gas .... 
Puriflers  .  . 

67-38 

6-11 

0-08 

7-56 

0"22 

1- 24 

0-46 

1-06 

2- 85 
0-02 

l-a5 

0-05 

0-12 

Trace 

0-39 

1-06 

0-06 

0-22 

0-36 

0-01 

1-28 

0-60 

8-30 

1-46 

0-56 

2*96 

_ 

64-97 

7--2H 

9.78 

12-23 

1-20 

Totals  .  .  . 

71-35 

5-63 

1-61 

1-71 

12-20 

2-96 

95-46 

Yield  per  ton :  Coke,  12  94  cwt.  Tar,  14-38  gallons,  of  14-35  sp.  gr.  Gas,  7582  cubic 
feet,  of  18-candle  illuminating  power. 

*  The  temperatures,  Mr.  Wright  incidentally  remarked,  at  which  these  experi¬ 
ments  were  carried  out  were  lower  than  they  would  work  at  in  practice. 

Table  ll.— Elementary  Composition  of  the  Distillation  Products  from 
100  Parts  by  Weight  of  Derbyshire  Silkstone  Gas  Coal  Distilled  at 


Products. 

Carbon. 

Hydrogen. 

Sulphur. 

Nitrogen. 

Oxygen. 

Ash. 

Total. 

Coke  .  .  . 

Tar  .... 
Liquor .  .  . 

Gas  .... 
Puriflers  .  . 

57-95 

4-78 

0-08 

8-53 

0-38 

0-70 

0-38 

1-06 

3-42 

0-04 

0-77 

0-06 

0-13 

Trace 

0-74 

0-47 

0-05 

0-21 

0-86 

0-U2 

1- 24 
1-18 
8-30 

2- 30 
0-93 

2-97 

64-10 

6-47 

9-78 

15-11 

2-11 

1  Totals  .  .  . 

71-73 

5*01 

1-70 

1-61 

13-95 

— 

97-57 

Coal  .  .  . 

75-71 

6-27 

1-72 

1-72 

11-59 

— 

100  00 

Error  and  loss 

-  3-98 

-  0-66 

-0-02 

-0-11 

4  2-36 

-  0-02 

-  2-48 

Yield  per  Ton:  Coke,  1-2-82  cwi.  lar,  12  ui  —  -  o— — . — 

1-207  sp.  gr.  Gas,  11,189  feet,  of  15-3-candle  power.  Candles  per  ton,  84,.J8. 

Alluding  to  Table  II.,  Mr.  Wright  said  that  he  had  no  record  of  the 
temperatures,  as  it  was  exceedingly  difficult  to  get  one  of  such  high  heats. 
In  this  table,  the  temperature  of  the  outside  walls  of  the  retorts  might 
have  been  approaching  2000°  Fahr. ;  and  in  Table  I.,  it  might  not  have 
been  more  than  1500°.  He  directed  special  attention  to  the  differences 
exhibited.  If  they  looked  at  the  production  of  gas,  they  would  see  that 
tiiev  obtained  more  carbon  and  hydrogen  in  the  gas  by  increasing  the 
temperature  ;  so  that  it  simply  amounted  to  this-— that  a,t  a  low  tempera¬ 
ture  the  products  they  made  were  products  which  would,  on  the  CTOling 
of  the  gas,  condense  into  oils ;  and  if  these  products  were  submitted  to 
a  high  temperature,  they  in  their  turn  became  destroyed  and  would  pro¬ 
duce  illuminating  gas.  In  the  case  of  the  low-temperature  expenmenU, 
they  obtained  gas  of  18-candle  power;  while  in  the  high-temperature 
experiments  they  had  15i  candles.  The  difference  of  illuminating  power 
was  uotiu  practice  so  great  as  wasshow’n  in  these  particular  experiments. 
In  regard  to  tar,  they  had  a  volume  of  14i  gallons  of  tar  of  very  low 
specif  gravity  in  Table  I.,  and  possibly  the  tar  contained  15  per  cent, 
of  free  carbon.  In  Table  II.,  they  had  12-01  gallons,  which  would  couUin 
from  25  to  perhaps  30  per  cent,  of  its  weight  of  free  carbon,  lie 
specially  wanted  his  hearers  to  remember  some  points  by  which  they 
could  detect  whether  the  coal  was  being  distilled  at  a  low  or  a  high  tem¬ 
perature.  Nothing  could  be  more  suggestive  than  the  character  of  the 
tar.  When  they  distilled  the  coal,  if  th^  found  that  they  hod  a  gravity, 
with  the  caking  coal,  as  low  as  in  Table  I.,  they  would  know  at  once  that 
the  coal  had  been  distilled  at  a  low  temperature  ;  and  if  they  found  a  low 
percentage  of  free  carbon,  this  would  be  an  indication  also  that  it  had 
been  distilled  at  a  low  temperature.  Reverse  remarks  would  apply  to 
high  temperatures.  There  was  a  generaj  idea  that  if  the  temperature  of 
distillation  was  increased,  the  ammonia  would  be  destroyed;  but  he 
thought  that  in  the  range  of  practice  they  need  not  fear  this-  -I  '•‘■y 
might  take  it  that  a  high  distillation  temperature,  especially  in  com¬ 
bination  with  a  thin  layer  of  coal  in  the  retort,  was  not  conducive  to  the 
best  gas  coke.  The  finest  gas  coke  seemed  to  be  produced  at  a  lower 

^The  Iwturer  next  dealt  with  the"  turns  ”  in  the  quality  of  the  gas  at  various 
periods  of  the  charge.  That  was  to  say,  they  charged  a  retort ;  and  at 
the  time  they  charged  it  the  retort  might  have  an  internal  as  well  as  an 
external  temperature  of  2000°  Fahr.  Silver,  perhaps,  would  melt  in  the 
retort.  The  ooal  was  put  in  ;  but  they  could  not  get  the  coal  beyond 
1000’  Fahr.  However,  when  the  retort  was  first  charged,  they  got  off  a 
large  volume  of  gas.  But  the  greatest  quantity  did  not  appear  to  come 
off  precisely  at  the  first  charging  of  the  retort,  but  generally  In  the 
second  quarter  of  an  hour.  After  this  the  quantity  of  the  gas  was  con¬ 
tinually  diminishing.  At  the  same  time  that  the  yield  of  gas  was  natu¬ 
rally  diminishing,  the  quality  of  that  which  was  coming  off  was  also 
falling  away.  What  ho  had  to  say  in  this  connection  was  quite  novel, 
and  hid  never  been  published.  11  they  took  these  quarter  of-an-hour  pon^s, 
they  would  find  the  quality  of  the  gas  approximately 
first  quarter-of-au-hour,  21  candles;  the  second,  ^i« 
fourth,  144;  then  13,  8i.  7,  0,  and  so  on.  He  might  tell  them  that  in 
practice  the  actual  illuminating  power  of  the  bulk  of  the  gas  was  higher, 
and  considerably  higher,  than  the  result  that  Uiey  would  ^ 

get  from  these  subsidiary  analyses.  This  led  him  to  something 
else  interesting.  While  the  yield  of  gas  was 
rate  down  to  nothing  at  all,  the  candle  power  was  at  the 
going  down  to  nothing,  so  that  there  would  be  ""“‘j 

bo  having  gas  entering  the  hydraulic  main  of  high,  and  at  other  times  of 


170 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [July  24, 1888. 


low  luminosity.  Now  supposin;;  two  retorts  placed  side  by  side  were 
being  charged  together  in  such  a  manner  that  they  would  be  worked 
off  at  one  time ;  then  the  gas  obtained  for  these  would  be  varying  from 
21  down  to  (say)  7  or  6  candles.  Supposing  now  one  retort  only  was 
charged,  and  then  the  other  one  when  the  bad  gas  had  come  off  the  first 
one.  Let  them  suppose  that  if  he  (the  lecturer)  charged  a  retort  on  this 
system  with  a  ton  of  coal,  he  might  get  10,500  cubic  feet  of  IGJ-candle 
gas.  But  supposing  when  this  was  half  burnt  off,  he  charged  another 
retort  so  as  to  let  the  gas  mix  with  that  which  was  coming  off  the  other, 
he  would  get  a  different  result ;  he  would  get  the  same  volume  of  17-candle 
gas  in  the  same  way  that  he  had  previously  explained.  In  other  words, 
if  they  were  to  collect  the  gas  coming  off  in  the  retorts  every  quarter  of 
an  hour,  certain  results  would  be  obtained  which  would  lead  them  to 
believe  they  would  get  a  certain  result  from  the  whole  quantity  of  gas; 
but  the  result  was  really  higher  as  a  matter  of  fact.  This  was  confirmed 
by  practice  and  by  experiment.  If  they  allowed  the  gas  from  partially 
burnt-off  charges  to  mix  with  gas  coming  from  coal  at  a  very  early  stage, 
they  would  get  a  better  result  than  if  all  the  retorts  were  charged  at  one 
time.  This  was  because  the  low-quality  gas  was  able  to  carry  a  much 
higher  complement  of  hydro  carbons ;  it  was  a  question  of  the  carrying 
power  of  the  gas.  This  matter  which  he  had  been  speaking  upon,  would 
be  interesting  in  the  testing  of  coal.  When  they  tested  coal,  especially 
when  they  tested  it  in  the  laboratory,  they  tested  a  single  charge.  They 
would  say  that  the  coal  yielded  a  certain  amount  of  gas  of  a  definite 
illuminating  power.  Now,  this  same  coal  might,  in  practice,  yield  even 
more  than  they  found  in  the  laboratory  test.  If  they  thought  this  out,  they 
would  see  why  it  was.  If  they  were  to  begin  mixing,  at  an  early  stage 
in  the  manufacture,  the  poor  gas  with  rich  gas  coming  from  fresh  charges, 
they  would  get  a  higher  illuminating  power  than  if  they  burnt  off  single 
charges  alone.  He  would  like  to  warn  them  of  the  common  practice  of 
considering  coal  as  being  a  certain  definite  invariable  sort  of  article. 

In  conclusion  the  lecturer  drew  attention  to  some  experiments  made 
with  a  piece  of  cannel  coal  6  inches  thick,  which  was  tested  for  volatile 
matter  down  through  every  inch.  The  first  inch  produced  78'8  per 
cent,  of  volatile  matter;  the  second,  76  6;  the  third,  79'4 ;  the  fourth, 
76'3  ;  the  fifth,  69'6  ;  and  the  sixth,  61’7  per  cent. 


The  second  lecture  was  given  on  Thursday,  when  Mr.  Wright  dealt 
mainly  with  the  apparatus  employed  in  gas  making.  He  first  described 
the  retort  setting;  dwelling  at  some  length  on  the  combustion  of  the  fuel 
in  the  furnace.  If  they  required  a  useful  rule  as  to  the  quantity  of  retort¬ 
heating  surface  that  would  be  necessary  to  carbonize  a  certain  quantity 
of  coal,  they  might  take  it  that  when  the  retorts  were  working  at  a 
temperature  of  2200°  Fahr.,  they  would  produce  164  cubic  feet  of  gas  per 
superficial  foot  of  internal  heating  surface.  Of  course,  if  the  tempera¬ 
ture  was  lower,  a  smaller  quantity  would  be  produced.  In  this  country 
the  average  was  140  or  150  cubic  feet  of  gas  per  ton  per  superficial  foot  of 
internal  heating  surface.  Speaking  of  cracked  retorts,  he  said  it  might 
seem  curious  at  first  that  gas  could  be  generated  in  such  retorts.  They 
always  had  some  free  carbon  in  the  breaking  down  of  the  hydrocarbons  ; 
and  this  free  carbon  gradually  built  up  a  kind  of  scale  which  made  a  sur¬ 
face  inside,  and  filled  up  the  cracks.  A  retort  so  covered  with  carbon 
would  probably  lose,  through  any  accidental  cracks  that  there  might  be,  or 
through  the  pores,  5  or  6  cubic  feet  of  gas  per  day  per  foot  of  internal 
heating  surface ;  so  that  a  retort  that  was  well  covered  with  this  carbon 
would,  under  a  pressure  of  i  or  i  inch,  lose  perhaps  5  per  cent,  of  the 
total  quantity  of  gas  produced.  When  this  carbon  became  objectionable, 
and  was  removed,  so  that  the  cracks  were  exposed,  the  retort  might  then 
lose  daily  40  or  60  cubic  feet  of  gas  per  foot  of  internal  surface ;  in 
fact,  they  might  lose  an  almost  unlimited  quantity  of  gas  according  to 
the  pressure.  In  the  normal  way  of  operation,  a  retort  that  would 
produce  10,500  cubic  feet  when  covered  with  carbon,  if  recently 
scaled,  might  not  produce  more  than  8000  cubic  feet  out  of 
the  same  coal  at  the  same  temperature.  It  was  usually  considered 
that  the  carbon  formed  inside  the  retort  was  a  great  loss  to  the 
gas  maker ;  but  it  really  was  hardly  so.  They  already  had  in  the  tar 
perhaps  55  per  cent,  of  free  solid  carbon;  and  this  might  just  as  well  be 
on  the  sides  of  the  retorts,  stopping  up  the  cracks,  as  anywhere  else.  In 
setting  retorts,  of  course,  care  had  to  be  taken  that  the  heated  products 
of  combustion  from  the  coke  or  other  fuel  used  should  come  as  nearly  as 
possible  into  contact  with  the  sides  of  the  retorts.  Having  directed  attention 
to  the  ascension-pipes,  and  the  great  source  of  trouble  they  always  were 
from  stoppages,  he  alluded  to  the  cooling  of  the  gas.  The  gas  passed  into  a 
collecting-box,  or  what  was  known  as  the  hydraulic  main  ;  and  in  a  box 
of  this  kind,  unless  the  temperature  were  less  than  the  boiling  point  of  any 
of  the  products  present  in  the  gas,  they  would  have  no  condensation,  be¬ 
cause  the  temperature  would  be  higher  than  that  at  which  they  would 
become  liquefied.  Generally  speaking,  the  temperature  of  the  hydraulic 
main  was  less  than  the  boiling  point  of  water;  and  consequently  they 
brought  the  products  there  into  a  liquid  form.  The  quantity  of  cooling 
surface  required  for  a  ton  of  coal  varied  entirely  with  the  nature  of  the 
coal.  They  could  quite  understand  that  a  coal  that  would  yield  20  gallons 
of  water  per  ton  would  require  more  cooling  than  a  coal  that  yielded  only 
10  gallons  per  ton.  In  the  case  of  Newcastle  coal,  which  yielded  a  com¬ 
paratively  small  quantity  of  water — perhaps  12  gallons  to  the  ton — it 
might  happen  that  an  atmospheric  cooling  surface  of  6  superficial  feet  per 
1000  feet  of  gas  made  per  day  would  be  sufficient.  Derbyshire  coal  would 
yield  26  gallons  of  water  per  ton  of  coal ;  so  that  gas  from  this  coal  would 
require  a  larger  amount  of  cooling.  In  fact,  it  would  need  10  superficial 
feet  of  cooling  surface  per  1000  cubic  feet  of  gas  made.  Before  one  could 
deal  with  any  chemical  purification  process,  the  gas  had  to  be  treated 
mechanically,  so  as  to  remove  as  much  as  possible  of  the  tarry  “  fog  ”  it 
contained.  Amongst  the  products  that  became  prominent  on  the  distilla¬ 
tion  of  coal  was  ammonia,  which  existed  to  a  considerable  extent — to 
perhaps  6i,  7i  or  8  lbs.  per  ton  of  coal.  This  ammonia,  though  valuable 
in  itself,  if  left  in  the  gas  would  be  a  source  of  considerable  nuisance,  as  it 
would  tend  to  destroy  any  brass  fittings  with  which  it  might  afterwards  be 
brought  in  contact.  The  ammonia  was  removed  by  absorbing  it  in  water. 
In  speaking  of  the  removal  of  ammonia  he  wished  his  hearers  to  con¬ 
sider  the  combination  between  ammonia  and  water  as  of  an  exceedingly 
feeble  character.  At  a  temperature  of  112°,  it  would  be  hardly  possible 
for  minute  quantities  of  ammonia  to  remain  in  solution.  The  question 
of  temperature  in  connection  with  the  scrubbing  of  gas  had  hardly,  he 
thought,  received  sufficient  attention.  The  lecturer  then  described  the 
scrubbers  and  the  mode  of  operation.  Supposing  they  were  washing  (with 
water)  coal  gas  containing  ammonia,  the  water  at  the  top  of  the  scrubber 
would  be  perfectly  free  from  ammonia ;  but  it  would  become  increasingly 
charged  downwards,  until  at  the  bottom  2i  per  cent,  of  ammonia  would 
bo  found.  At  this  strength  of  solution  of  ammonia  any  gas  that  stood  over 
it,  or  was  in  contact  with  it,  must  necessarily  contain  a  certain  amount  of 
ammonia ;  so  that  it  might  happen  that  at  a  temperature  of  60°  Fahr. 
at  the  bottom  of  the  scrubber,  the  theoretical  conditions  would  be  that 
they  must  have  not  less,  perhaps,  than  25  grains  of  ammonia  per  100  cubic 
feet  of  gas.  It  was,  therefore,  evident  that  if  they  wished  to  remove  all 
the  ammonia  from  the  gas  it  could  only  be  done  by  gradual  and  persistent 


washing,  by  bringing  the  gas  into  contact  with  clean  water — water  which 
did  not  contain  any  ammonia.  This  brought  him  to  the  rotary  washers, 
the  action  of  which  he  explained.  Beferring  to  ammoniacal  liquor,  he 
said  that  in  the  ordinary  strength  of  liquor  obtainable  on  gas-works  they 
had  from  20  to  25  per  cent,  of  acids  in  combination  with  the  ammonia 
as  sulphuretted  hydrogen,  and  tlie  balance  as  carbonic  acid.  It  would  be 
obvious  to  them  that  if  by  any  means  they  could  take  the  gas  liquor  and 
deprive  it  of  its  acids,  so  as  to  yield  a  solution  of  free  ammonia,  they  could 
again  present  this  liquor  to  the  gas,  and  take  out  a  further  quantity  of 
these  acids.  In  this  connection,  the  lecturer  called  attention  to  the  Claus 
process ;  but  remarked  that  he  could  not  say  whether  or  not  it  would  be  a 
success.  _ 


In  the  third  lecture,  which  was  given  last  night,  Mr.  Wright  dealt 
further  with  the  subject  of  purification,  as  effected  in  the  ordinary  way  by 
oxide  of  iron  and  lime.  Abstracts  of  this  and  the  fourth  lecture  (to  be 
delivered  this  evening)  will  appear  next  week. 


EUEOPEAN  GAS  COMPANY,  LIMITED. 

The  Annual  General  Meeting  of  this  Company  was  held  on  Monday 
last  week,  at  the  London  Offices,  No.  11,  Austin  Friars,  E.C. — Mr.  H. 
M'Lauchlan  Backleb  in  the  chair. 

The  Secketaby  (Mr.  W.  Williams)  read  the  notice  convening  the  meet¬ 
ing,  and  also  the  following  report  of  the  Directors : — 

The  Directors  have  to  report  with  deep  regret  the  death,  on  the  2l3t  of  April  last' 
of  Mr.  William  White,  the  late  Chairman  of  the  Company;  and  they  feel  that 
they  cannot  do  better  than  register,  as  part  of  the  proceedings  of  this  meeting, 
the  resolution  passed  by  the  Board,  on  being  informed  of  the  mournful  occurrence. 
It  is  as  follows  : — “  The  Board  desire  to  express  their  deep  sense  of  the  loss 
suffered  by  the  Company,  and  by  all  the  Directors  individually,  through  this 
lamentable  event ;  also  of  their  high  appreciation  of  his  services  for  nearly  40 
years,  as  a  Director,  during  20  of  which  he  held  the  chief  office  in  the  Company  as 
Chairman.  They  wish  further  to  place  on  record  the  great  regard  in  which  he  was 
held  personally,  and  to  convey  to  the  members  of  his  family  the  sympathy  they 
feel  with  them  under  this  sad  visitation." 

Being  certain  that  the  shareholders  generally  will  now  associate  themselves 
with  the  Directors  in  this  resolution,  they  pass  on  to  state  that  the  financial  year 
offers  little  of  importance  for  comment,  with  the  exception  of  the  success  of  nego¬ 
tiations  which  had  been  in  progress  for  some  time,  for  an  extension  of  the  con¬ 
cession  at  Bolbec.  This  has  now  been  secured  for  a  period  of  20  years ;  so  that 
the  treaty  will  not  expire  until  the  30th  of  April,  1926.  The  Directors  have  good 
reason  to  expect  that  the  new  contract  thus  entered  into  will  greatly  tend  to  the 
development  of  the  consumption  of  gas  in  this  industrial  locality. 

The  aggregate  increase  in  the  sale  of  gas  at  the  seven  stations  is  at  the  rate  of  a 
little  over  4  per  cent,  for  the  year,  although  there  has  been  but  a  slight  revival  from 
the  depression  of  trade  which  has  so  long  prevailed. 

The  cost  of  coals  shows  an  increase  of  about  £1650,  owing  principally  to  octroi 
duties  imposed  at  Nantes  ;  but  this  has  been  more  than  counterbalanced  by  the 
additional  price  realized  for  coke  at  that  and  other  stations  during  the  long  winter 
to  which  all  have  been  exposed. 

The  yield  from  tar  was  somewhat  less  than  last  year  ;  but,  on  the  other  hand,  the 
amount  realized  for  ammoniacal  products  more  than  compensated  for  the  loss. 

Outlay  has  been  kept  within  reasonable  limits ;  but  the  demand  for  additional 
mains  and  apparatus  required  on  the  works  is  continuous  and  must  be  met,  as  in 
all  other  prosperous  gas  undertakings.  Economy  in  expenditure  does,  however, 
prevail  at  all  the  stations  ;  and  the  amount  of  capital  employed  is,  therefore,  but 
small. 

Under  the  operation  of  these  circumstances,  the  Directors  are  pleased  to  report 
that  the  results  of  the  past  financial  year  have  proved  favourable,  and  that  they 
are  able  to  recommend  a  dividend  of  26s.  per  paid-up  share,  and  in  the  same  pro¬ 
portion  on  the  other  two  series,  payable  free  of  income-tax,  on  the  1st  August  next, 
less  the  interim  dividend  of  10s.  per  share,  paid  on  the  1st  of  February  last. 

Provision  having  been  made  lor  this  increased  dividend,  a  balance  of  £1773 19s.  4d. 
will  remain  to  be  added  to  the  reserve,  which,  the  shareholders  will  remark,  is  now 
in  great  part  invested  in  substantial  securities.  £10,600  of  debentures  were  paid 
off,  at  maturity,  during  the  year;  and  the  amount  still  outstanding  has  thereby 
been  reduced  to  £52,550  repayable  within  the  next  four  years. 

The  Board  have  appointed  as  their  Chairman  Mr.  Henry  McLauchlan  Backler, 
who  will  also  continue  to  manage  the  business  of  the  Company  generally ;  and  they 
have  filled  up  the  vacancy  in  the  direction  by  nominating  thereto  Mr.  Henry 
Chaloner  Smith,  the  largest  shareholder  in  the  Company,  and  otherwise  well 
qualified  for  the  position.  The  nomination  will  be  proposed  for  confirmation  at 
the  present  meeting. 

Notice  has  also  been  given  that  two  Directors  (Henry  M’Lauchlan  Backler,  Esq., 
and  Henry  John  Baddeley,  Esq.),  and  both  Auditors  '(P.  J.  Roan,  Esq.,  and  J. 
Reeson,  Esq.)  retire  from  office  at  this  meeting ;  all,  being  eligible,  will  be  proposed 
for  re-election. 

The  Chaibman  said  he  must  in  the  first  place  express  the  deep  regret  he 
felt  at  the  death  of  his  old  friend  Mr.  White,  who  was  his  predecessor  in 
the  chair.  He  had  been  associated  with  Mr.  White  for  about  38  years  in 
the  affairs  of  the  Company ;  and  he  appreciated  most  thoroughly  the 
qualities  which  enabled  him  to  be  of  such  vast  service  to  the  Company 
during  his  long  career  of  40  years  in  the  offices  he  held  connected  with  it ; 
and  so  deeply  was  his  interest  centred  in  the  affairs  of  the  Company,  that, 
until  the  very  last,  he  attended  in  that  room,  although  he  (the  Chair¬ 
man)  feared  his  state  of  health  was  not  equal  to  the  duties  which  he 
voluntarily  performed.  To  within  a  short  time  of  his  death,  he  was  there 
attending  the  Board  meetings,  and  that  seemed  to  render  his  loss 
more  poignant  to  his  colleagues  than  if  he  had  left  them — as  there 
was  no  doubt  he  should  have  done — some  time  previously.  He  would 
now  pass  on  to  the  affairs  of  the  Company  from  the  business  point  of 
view ;  and,  as  the  report  stated,  there  were  not  many  events  for  him 
to  mention — the  principal  being  the  extension  of  the  Bolbec  concession. 
They  had  at  Bolbec  a  concession  of  18  years  to  run  ;  and  they  had 
obtained  20  years’  extension  of  this — taking  it  up  to  1926.  Perhaps  it 
might  strike  many  minds  that  it  was  a  little  early  to  begin  to  think  about 
the  renewing  of  a  concession  which  had  so  long  a  time  before  it.  This, 
however,  had  never  been  his  opinion  since  he  had  had  any  voice  in  the 
management  of  the  Company.  He  had  endeavoured,  to  the  best  of  his 
ability,  to  extend  the  concessions  while  they  had  something  to  give 
up  to  the  consumers,  because  if  they  were  to  leave  it,  for  (say)  two 
or  three  years  before  they  commenced  negotiations,  these  two  or  three 
years  would  offer  them  only  a  small  amount  to  give  up  ;  and  consequently 
they  would  not  obtain  any  very  large  concession  in  return.  But  when 
they  could  give  up  advantages  secured  to  them  for  18  years,  then  they 
were  entitled  to  go  to  the  Municipalities  and  say  :  “  We  are  now  willing 
to  reduce  the  price  of  gas  for  the  18  years  which  are  secured  to 
us.  What  will  you  give  us  in  return  ?  ”  They,  of  course,  said : 
“  What  do  you  want  ?  ”  We  replied  :  “  We  want  an  extension  of  our 
concession."  These  negotiations,  like  all  others,  went  from  point  to 
point.  They  started  from  one  point,  and  then  proceeded  a  little  further, 
each  giving  up  something;  and  in  the  end  they  arrived  at  terms  satis¬ 
factory  to  all  parties — at  all  events  this  was  the  result  of  his  experience 
in  that  Company  ;  and  he  thought  the  policy  he  had  always  advocated 
at  the  Board  had  proved  to  be  successful  for  their  best  interests.  Well, 
they  had  had  a  very  fair  year.  As  the  report  stated,  the  gas-rental  had 
increased  by  the  amount  of  £9246,  which  was  a  little  more  than  4  per 
cent.  As  regarded  coals,  they  had  a  considerable  increase  in  the  cost, 
owing  to  the  municipal  dues  at  Nantes  being  imposed  upon  them — he 
thought  somewhat  unfairly ;  but  he  did  not  like  to  be  too  hard  upon  those 
who  were  hostile  to  the  Company,  because  they  acted  from  their  point  o 
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view  just  as  they  (the  Company)  acted  from  theirs.  But  he  did  say 
this — that  in  the  course  of  the  operations  of  the  Company,  no  unfair  deal¬ 
ing  of  any  kind  entered  into  their  conduct  with  others.  However,  they  had 
paid  these  duties  under  protest ;  and  they  might  consider  it  advisable  to 
take  further  proceedings.  That,  at  all  events,  was  in  embryo  at  present. 
Fortunately,  the  Municipality,  by  raising  the  duty — or  rattier  by  imposing 
it,  because  there  was  not  any  duty  on  coal  previous  to  that  enabled  the 
Company  to  sell  their  coke  very  much  better.  This  raised  the  price  of 
coal  not  only  to  the  Company,  but  to  all  the  inhabitants  of  Nantes,  llie 
moment  the  duty  was  imposed,  the  Board  raised  the  price  of  coke,  and 
BO  recovered  the  greater  portion  of  what  had  been  taken  for  Municipal 
dues  on  coal.  At  the  other  stations  they  had  done  very  well  ^*tli 
regard  to  cokei  and  the  stocks  were  almost  exhausted  at  the  date 
of  the  accounts,  March  31.  He  might  say  that,  witliin  his  long  experience 
of  the  Company,  it  had  several  times  occurred  that  stocks  had  been  ex- 
hausted  in  this  way ;  and  when  such  had  been  the  case,  and  the  time  of 
trial  had  passed  away,  ho  had  observed  in  several  instances  that  the  in¬ 
creased  price  had  been  maintained  sometimes  for  several  years.  The 
reason  was  this — that  circumstances  which  enabled  them  to  raise  the  price 
of  coke  operated  some  time  after  the  trying  season  had  passed  away— that 
was  to  say,  people  grew  accustomed  to  the  use  of  coke  as  fuel,  and  tiiey 
continued  to  use  it  when  the  price  was  no  longer  a  temptation  compared 
with  other  fuel.  So  they  had  done  very  well  with  coke,  and  this  had  en¬ 
abled  them  to  bear  the  extra  cost  of  the  coal.  With  regard  to  tar,  there 
was  a  slight  diminution.  They  had  not  realized  quite  so  muoh 
as  they  did  in  the  previous  year;  but  they  had  obtained  more  from 
their  ammoniacal  products.  The  result  was  that  on  these  four  items  of 
coal,  coke,  tar,  and  ammoniacal  liquor,  there  had  been  a  small  advantage 
to  the  Company  during  the  year.  With  regard  to  the  increase  of  profits 
on  which  tne  dividend  was  now  recommended,  they  arose  from  the  d^ 
velopment  of  business  primarily — that  was,  i£9‘246  of  increased  rental ;  and 
also  from  economy  in  expenses,  especially  on  the  wear  and  tear  account. 
Now,  he  might  say  truly  that,  although  they  had  economized  very  con¬ 
siderably  in  their  charges  for  wear  and  tear,  they  had  not  done  this  at  the 
expense  of  efficiency.  The  works  were  kept  up  as  well  as  they  ever  had 
been;  and  it  was  the  great  object  of  his  care  that  they  should  continue  to 
bo  so.  He  (the  Chairman)  and  Mr.  Edward  White  visited  all  the  stations 
of  the  Company  in  the  month  of  May ;  and  he  thought  be  could 
speak  for  Mr.  White  as  well  as  for  himself,  and  say  that  they  were 
perfectly  satisfied  with  everything  they  saw.  In  former  years,  he 
(the  Chairman)  went  round  the  stations  sometimes  three  or  four  times 
a  year.  They  had  now,  however,  got  a  system  of  such  efficient  inspection 
that  be  did  not  think  it  necessary  for  him  to  make  more  than  one  visit 
in  the  year;  and  this  he  intended  to  continue  as  long  as  his  strength 
enabled  him  to  do  so.  With  regard  to  the  dividends,  the  shareholders 
would  recollect  that  last  year  an  interim  dividend  was  paid  in  February 
of  Ss. ;  and  the  final  dividend  of  14s.  in  August,  with  a  bonus  of  2s.— 
making  altogether  248.  during  the  twelve  months.  This  year  they  paid  ic 
February  an  interim  dividend  of  10s. ;  and  the  Board  now  recommended  a 
dividend  of  16b. — that  was  26s.  per  fully-paid  share,  and,  of  course,  in 
proportion  on  shares  which  were  only  partially  paid.  This  was  an 
increase  of  2s.  per  share,  or  1  cent.  lu  addition  to  this  they  were 
able  to  place  a  sum — not  an  unimportant  one — to  the  reserve  fund, 
raising  it  to  a  considerable  amount.  In  regard  to  the  debentures,  as  stated 
in  the  report,  these  were  jC52,000  odd ;  and  they  had  been  reduced  to 
£47,600  by  the  repayment  at  maturity  of  £5050  on  the  Ist  of 
this  month.  Although  these  debentures  would  be  repayable  in  the 
course  of  the  next  four  years,  he  could  say  that  he  and  all  the  Directors 
would  be  very  happy  if  those  who  held  them  would  claim  the  money 
before  that.  In  fact,  if  they  chose  to  claim  it  to-morrow  for  the  whole 
£47,000,  the  Board  would  be  happy  to  pay  it  off ;  for  they  had  the  means 
to  do  so.  He  bad  very  little  more  to  say ;  but  he  would  mention  this — 
that  the  position  of  the  Company  appeared  to  be  excellent.  They  had  an 
average  of  31  years  of  their  concessions  yet  to  run.  There  were  some,  of 
course,  for  a  much  longer  period — lor  41  years,  and  the  shortest  was  18 
years ;  and  he  hoped  this  would  shortly  be  increased.  With  this  position 
and  an  average  tenure  of  31  years,  their  business  increasing  as  tliey  had 
seen  it  do  during  the  last  year,  and  with  he  might  say  the  good  will, 
generally  speaking,  of  the  Municipalities — although  their  nationality  was 
sometimes  rather  against  them — all  these  features  being  in  their  favour, 
be  thought  the  future  of  the  Company  was  most  promising ;  and  he 
believed  that  the  system  of  administration  in  which  their  late  Chairman 
evinced  such  deep  interest,  and  in  which  he  (Mr.  Backler)  took  such  a 
pleasure  in  seconding  him,  being  continued,  as  it  would  be,  under  the  pre¬ 
sent  management,  a£}rded  them  not  only  the  hope,  but  a  certainty  that 
this  prosperity  would  be  continued  and  increased  in  the  future,  notwith¬ 
standing  any  disadvantages  they  might  have  to  encounter.  He  concluded 
by  moving — “  That  the  report  of  the  Directors  and  the  statement  of 
accounts  now  read  be  received  and  adopted." 

Mr.  H.  SuLoxoN  seconded  the  motion. 

Mr.  Beard  said  that  one  of  the  Company’s  stations  produced  a  very 
small  amount — that  was  Boulogne.  It  yielded  only  £167.  It  seemed  to  him 
a  ridiculous  amount  compared  with  the  other  stations.  He  also  expressed 
the  deep  regret  he  felt,  in  common,  he  was  sure,  with  all  the  shareholders,  at 
the  loss  of  Mr.  White.  He  (Mr.  Beard)  had  been  a  shareholder  (or  30  years ; 
and  be  had  always  found  him  a  true,  sound,  and  solid  friend  to  the  Com¬ 
pany.  He  was  glad  to  see  Mr.  White’s  son  among  the  Dir*-ctors.  He  had 
been  brought  up  in  a  good  school ;  and  he  believed  he  would,  and  did  walk 
in  the  footsteps  of  his  father.  It  was  quite  unnecessary  (or  him  to  remark 
up<ju  the  pleasure  the  shareholders  experienced  iu  having  Mr.  Backler  to 
preside  over  them. 

The  CuAiBXAN,  in  reply,  said  Mr.  White  explained  last  year  that  the 
Board  bad  been  very  muoh  disappointed  with  Boulogne.  The  sum 
mentioned  was  the  amount  of  pront,  as  was  then  explained— in  excess 
of  6  per  cent.,  which  was  credited  in  the  interest  account.  The  Board 
were  disappointed  in  this  way  at  Boulogne — a  fund  was  voted  for  a 
new  port,  and  considerable  works  were  carried  on  there,  ’fhe  French 
(iovernment,  however,  felt  the  “  shoe  pinch  ’’  them  very  much  ;  and  they 
were  obliged  to  withdraw  the  support  they  had  given  to  the  Chamber  of 
Commerce  (or  the  erection  of  these  works.  At  the  present  time  they  were 
stopped  entirely.  Meanwhile,  the  Directors  were  advised  that  the  open¬ 
ing  of  the  new  port  would  lead  to  a  vast  amount  of  business  at  Boulogne ; 
and  they  prepared  for  it  accordingly,  as  they  always  did — in  (act,  they 
would  consider  it  highly  imprudent  to  be  left  with  the  possibility  of  a 
large  eonsumption  overtaking  them  without  the  iiower  of  supplying  it. 
Therefore  the  Board  constructed  works  on  a  larger  scale  than  they 
needed  to  have  done.  This  was  the  (act ;  and  it  was  not  the 
Board's  fault.  He  had  explained  the  circumstances  exactly  as 
they  were.  There  now  appeared  to  be  some  chance  of  these 
works  being  resumed,  as  he  saw  that  one  of  the  Ministers  had  gone 
to  Boulogne  a  few  days  ago  to  look  into  the  matter.  If  the  port 
was  proceeded  with,  the  Directors  would  hope  to  find  the  use  of 
the  expenditure  they  had  made  on  the  works ;  and  he  believed  they 
would  then  see  a  very  great  difference  in  their  results.  He  might  add 
that  they  bad  changed  their  Manager  at  this  station  ;  and  ho  thought 


they  might  place  more  confidence  in  the  present  Manager  than  in  his 
predecessor. 

The  resolution  was  then  agreed  to. 

On  the  motion  of  the  Chaiuuan,  seconded  by  Mr.  Soloxos,  the  dividend 
recommended  by  the  Directors  was  deolar  d. 

The  retiring  Directors  (Mr.  Backler  and  Mr.  H.  J.  Baddeley)  were  re¬ 
elected.  .  ...  , 

The  Chaiumax,  in  thanking  the  shareholders  (or  his  re-election,  men- 
kioned  that  during  the  51  years  the  Uoinpaiiy  had  been  in  existence,  there 
had  been  three  Chairmen  only ;  and  ho  found  this  a  very  encouraging 
feature;  because  it  gave  him  an  average  of  18  years.  (Laughter.) 

The  election  of  Mr.  II.  Clialoner  Smith  to  the  vacancy  iu  the  direction 

(as  notified  iu  the  report)  was  next  confirmed.  .. 

On  the  motion  of  Mr.  W.  O.  Dodohon,  seconded  by  Mr.  Beard,  the 
Auditors  (Messrs.  F.  J.  lloan  and  J.  Uoeson)  Avere  re-elected. 

The  Chaihmas  proposed  that  a  vote  of  thanks  be  given  to  the  officers. 

Mr.  Solomon,  in  seconding  the  motion,  observed  that  he  had  had  an 
opportunity  of  judging  of  their  officers’  capabilities  and  industry,  and  the 
Shareholders  were  justified  iu  thanking  them  (or  much  of  the  prosperity 

of  the  Company.  ,  _  .  -  i  i 

The  Chauiman  remarked  that  he  thought  the  officers  were  highly 
worthy  of  such  a  recognition  of  their  services.  The  Board  recognized 
their  ability,  and  valued  their  integrity.  It  might,  perhaps,  be  interesting 
to  the  shareholders  just  to  mention  the  fact  that  the  Congress  of  the 
French  Society  of  Gas  Engineers  took  place  at  one  of  their  stations 
(Boulogne)  last  month;  and  great  numbers  of  engineers  from  all 
parts  of  France  and  elsewhere  attended  it.  It  was  very  successful.  Of 
course,  the  European  Gas  Company  extended  the  usual  hospitality  to 
them  ;  but  at  his  (the  Chairman’s)  suggestion.  The  Gas  Institute  invited 
all  these  gentlemen  over  to  England  ;  and  a  very  pleasant  time,  Im  believed, 
they  spent,  judging  from  what  he  was  able  to  hear  from  them.  There  were 
great  manifestations  of  good  feeling  on  all  sides.  All  their  own  Managers 
from  the  European  stations  attended  ;  and  the  Board  manifested  to  them 
the  esteem  iu  which  they  held  them,  which  they  could  only  do  by 
correspondence  generally,  but  which  they  were  able  to  do  ^rsona.ly 
on  this  exceptional  occasion.  The  three  Anglo-Continental  Gas  Com¬ 
panies — the  European,  the  Imperial  Continental,  and  the  Continental 
Union— associated  with  the  Union  des  Gaz,  enterUined  all  these  gentle¬ 
men  at  the  Crystal  Palace ;  and  he  must  say  it  was  as  p.easant 
an  evening  as  they  could  possibly  have  desired.  He  believed  the 
outcome  of  this  would  be  to  promote  much  good  feeling  amongst  them, 
and  would  be  beneficial  to  them  as  foreigners  amongst  the  Prench, 
and  would  enable  them  to  maintain  amicable  relation^  which 
otherwise  it  might  have  been  rather  difficult  to  promote.  Therefore 
bethought  this  circumstance  was  a  highly  favourable  one  for  them  and  all 
concerned,  whether  French  or  English,  or  whatever  their  nationality  might 
be.  His  own  opinion  had  ever  been  that  the  naore  they  could  identify 
themselves  with  the  country  in  which  they  carried  on  their  business,  the 
better;  and  to  such  an  extent  had  it  taken  place,  that  he  thought  it  right 
to  state  that  there  was  at  present  only  one  Englishman  in  the  service  of 
the  Company  on  the  Continent.  He  thought  the  French  understood 
thoroughV  that  the  desire  of  the  Board  was  to  express  sympathy  towards 
them  in  every  way,  placing  themselves  in  an  equal  position  with  them  ; 
and  to  employ,  as  far  as  they  could,  people  of  their  own  nationality.  Tins 
had  been  a  very  successful  policy. 

The  motion  was  adopted.  .  -  .  .  • 

Mr.  E.  White  thanked  the  shareholders  for  the  kind  way  in  which  his 
father  bad  been  referred  to,  and  for  the  expressions  of  sympathy  which 
he  had  received  on  behalf  of  the  family. 

The  Secretary  briefly  acknowledged  the  vote  of  thanks  accorded  to 
the  officers  ;  and  a  vote  of  thanks  to  the  Board  terminated  the  proceedings. 

RIO  DE  JANEIRO  GAS  COMPANY,  LIMITED. 

An  Extraordinary  General  Meeting  of  this  Company  was  held  at  the 
Cannon  Street  Hotel,  last  Friday — Mr.  Lewis  Howard  in  tlie  chair. 

The  notice  convening  the  meeting  having  been  taken  as  read. 

The  Chairman  said  the  meeting  was  not  summoned,  as  the  shareholder 
were  aware,  by  invitation  of  the  Liquidators;  but  it  was  simply  held  in 
compliance  with  the  Act  of  Parliament.  The  stage  had  now  been  reached, 
according  to  their  Solicitor’s  opinion,  for  having  a  meeting  to  close  the 
liquidation.  The  Liquidators  had  no  balance-sheet  to  present  later  than 
the  final  one  of  Dec.  31,  1887,  which  was  sent  out  with  their  circular  of  the 
lOlh  of  January  last ;  for  their  operations  since  then  could  bo  summed  up 
in  a  few  words.  The  Liquidators  had  then  a  cash  balance  reserved  of 
£520  128.  2d.,  which  was  now  reduced  to  £345  Is.  5d.  by  the  necessary 
demands  for  rent,  firing,  Ac.,  of  a  small  oflice  which  they  still  occupied, 
and  for  the  salary  of  a  clerk  up  to  last  Midsummer,  when  he  left,  and  by 
the  demand  of  £75  in  settlement  of  a  claim  for  £236  He.  made  upon  them 
by  their  successors  in  Rio,  which  had  not  been,  and  indeed  could  not  have 
been  foreseen  by  the  Liquidators,  'fhe  claim  was  of  a  vexatious  character, 
but  had  some  plausibility;  and  in  view  of  the  delay  and  expenses  of  the 
law  proceedings,  the  Liquidators,  by  the  recommendation  of  their 
Solicitor,  compromised  the  demand  (or  about  one-third  of  the  sum 
claimed.  'I’he  whole  of  the  warrants  (or  the  return  of  the  share  capital 
£750,IXX) — were  now  paid.  Of  the  further  and  final  return  warrants,  there 
only  ’ remained  unpaid  £229  17b.  fid.  The  present  cash  balance  of 
£345  158.  would  be  required  (or  general  expenditure  to  be  still  incurred. 
By  the  direction  of  the  Comiiany’s  Solicitor,  the  Liquidators  had  trans¬ 
ferred  this  sum,  together  with  the  £229  178.  fid.  —  the  amount  of  the 
returned  warrants  still  unpaid — to  a  new  account  at  the  London  and 
Westminster  Bank,  in  the  joint  names  o(  the  Liquidators,  thereby  closing 
the  Liquidators'  accounts  at  that  Bank,  as  necessary  according  to  law. 
Ho  moved  that  the  report  and  balance-sheet  submitted  on  the  10th  of 
January  bo  received  ana  adopted. 

Mr.  J.  H.  James  seconded  the  motion,  which  was  at  once  agned  to. 

The  Chairman  then  moved- “  That  the  remaining  books,  accounU,  and 
documents  of  the  Company  and  of  the  Liquidators  bo  destroyed  at  the  end 
of  two  years  from  the  date  of  the  meeting.’’ 

Mr.  James  seconded  the  motion,  which,  after  a  brief  discussion,  was  also 

carried.  ,  j  >  u  - 

A  vote  of  thanks  to  the  Liquidators  concluded  the  business. 

Ill  the  course  of  their  report  to  which  the  Chairman  alluded  in  his 
remarks,  the  Liquidators  (.Messrs.  Howard,  J.  11  James,  G.  A.  North- 
over,  and  W.  Bally)  state  that  the  Company  was  placed  in  liquidation  by 
siiecial  resolutions  passed  and  confirmed  at  general  meetings  held  on 
Oct.  19  and  Nov.  10,  1866,  resiiectively.  Since  then  the  (ollowing  distribu¬ 
tions  of  the  Company  B  assets  have  been  made:— il)  On  Dec.  10,  Itted, 
per  share ;  (2)  March  22,  1887.  £4  6s. ;  i3,  and  final)  on  Doc.  I'i,  18^. 
£1  -is.  6d.— making  the  total  distnbiition  £25  9s.  6d.  |>or  £20  share.  In  the 
final  distribution,  the  gratification,  at  the  rate  of  6s.  4d.  per  share,  to  the 
late  officers  of  the  Company,  on  the  loss  of  their  appointmonU.  was 
deducted  from  the  amount  of  the  warranU  paid  to  tho^  shareholders  onljr 
(the  large  majority)  who  kindly  authorized  the  Liquidators  to  make  such 
deduction  ;  and  this  has  been  paid  to  the  ox-offioors. 
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THE  TRANSFER  OF  THE  EDINBURGH  AND  LEITH 
GAS-WORKS  TO  THE  CORPORATIONS. 

At  the  Meeting  of  the  Edinburgh  Town  Council  last  Tuesday — the  Lord 
Provost  (Sir  J.  Clark)  presiding — the  Town  Clerk  announced  that  the 
Edinburgh  and  Leith  Corporations’  Gas  Bill  had  passed  both  Houses  of 
Parliament,  and  was  now  only  waiting  the  Royal  Assent.  Mr.  Colston 
said  he  was  sure  it  would  be  gratifying  to  the  Council  generally  that  this 
matter  had  been  brought  to  so  satisfactory  a  conclusion,  and  that  in  a  few 
days  the  gas  supply  of  the  city  would  be  vested  in  a  body  of  public  Com¬ 
missioners,  appointed  by  the  Town  Councils  of  Edinburgh  and  Leith  re¬ 
spectively.  'This  result  had  not  been  attained  without  a  great  amount  of 
labour,  forethought,  anxiety,  deliberate  consideration,  and  consultation, 
and  in  some  instances  firm  resolve  on  the  part  of  those  with  whom  was 
entrusted  the  carrying  through  of  this  most  important  measure.  It  was  a 
great  satisfaction  to  those  who  were  engaged  in  it  that,  while  the  battle 
raged  loud  and  long,  not  only  in  Edinburgh,  but  at  Westminster,  the 
ultimate  stage  was  reached  on  all  hands  with  the  most  perfect  peace, 
equanimity,  and  every  other  good  virtue  of  which  human  nature  could 
boast.  The  Town  Council  was  already  well  acquainted  with  the  nature  of 
the  bargain  made  with  the  Edinburgh  Company,  the  terms  of  which  the 
Corporations  of  Edinburgh  and  Leith  approved.  The  agreement  with 
the  Leith  Company,  on  the  other  hand,  was  of  a  more  difficult  nature ; 
and  while  some  people,  who  were  imperfectly  informed,  might  hold  that 
as  good  terms  or  better  might  have  been  obtained  at  an  earlier  stage, 
those  who  had  charge  of  the  business  knew  better.  They  knew  the  diffi¬ 
culties  on  both  sides — on  the  part  of  the  Directors,  who  had  the  interest 
of  their  shareholders  at  heart,  on  the  one  hand ;  and  the  members  of  the 
Corporation,  whose  sole  motive  was  the  interest  of  the  public  at  large, 
on  the  other.  Two  courses  were  eventually  before  them — viz.,  agree¬ 
ment  or  arbitration.  At  the  eleventh  hour  measures  were  taken 
to  bring  the  two  parties  together,  to  see  if  an  agreement  could  be 
arrived  at ;  and  he  thought  it  but  fair  to  the  Directors  of  the  Leith  Com¬ 
pany  to  state  that  they  quite  recognized  and  appreciated  the  position 
and  responsibility  of  the  representatives  of  the  public  when  they 
permitted  that  it  should  be  a  condition  of  negotiation  for  settlement  that 
any  terms  mutually  agreed  upon  should  be  made  subject  to  the  opinion  of 
Mr.  Alfred  Lass,  F.C.A.,  and  Mr.  Geo.  Livesey,  C.E.,  who  were  to  advise 
the  Joint  Committee  of  the  Corporations  as  to  whether  or  not  the 
terms  of  purchase  were  fair  and  reasonable  as  between  the  parties. 
With  this  view,  it  was  agreed  that  when  a  basis  of  settlement  was  arrived 
at,  Mr.  Lass  should  be  allowed  access  to  the  books  and  Mr.  Livesey  to  the 
works  of  the  Company.  This  eventually  took  place  ;  and  the  result  was 
eminently  satisfactory.  The  terms  of  agreement  had  already  been  pub¬ 
lished.  The  Joint  Committee  had  the  satisfaction  of  receiving  from  Mr. 
Lass  and  Mr.  Livesey  a  most  favourable  report,  stating  that,  from  an  exam¬ 
ination  of  the  books,  extending  over  a|considerable  number  of  years,  and 
from  a  thorough  inspection  of  the  works,  the  terms  of  agreement  were 
fair  and  reasonable.  Both  of  these  gentlemen  had  sent  in  written 
reports — Mr.  Lass  giving  a  most  elaborate  view  of  the  financial  part; 
and  so  important  did  the  Joint  Committee  consider  these  reports,  that 
they  on  the  previous  day  ordered  them  to  be  printed  for  the  information 
of  the  Town  Councils.  Mr.  G.  W.  Stevenson,  C.E.,  in  a  letter  to  Mr. 
Beveridge,  the  Parliamentary  Agent,  congratulated  the  Corporations  on 
having  carried  through  in  this  session  such  a  Bill — the  Gas  Bill  of  the  ses¬ 
sion.  “  Although,”  the  letter  continued,  “  the  terms  of  purchase  of  the 
Leith  Company  are  not  so  good  as  those  of  the  Edinburgh  Company,  they 
are  yet  good  in  themselves;  and  but  for  the  exceptionally  favourable  terms 
on  which  the  Edinburgh  Company  was  bought,  not  a  word  could  have  been 
said  against  the  terms  of  the  Leith  purchase.  It  was  simply  not  possible 
to  get  two  such  extraordinary  bargains  as  the  Edinburgh  purchase.”  Mr. 
Colston  concluded  by  moving  that  the  Council  request  the  Lord  Provost  to 
summon  an  extraordinary  meeting  of  Council  so  soon  as  the  Bill  obtained 
Her  Majesty’s  approval,  with  the  view  of  appointing  the  Statutory  Com¬ 
missioners  under  the  Act.  The  Dean  of  Guild  seconded  the  motion.  Tlie 
Lord  Provost,  after  intimating  his  readiness  to  comply  with  the  request, 
proposed  a  vote  of  thanks  to  Mr.  Colston  and  the  Joint  Committee  for  their 
services  in  carrying  through  the  negotiations.  Mr.  Smith  Clark  disclaimed 
any  acquiescence  in  the  statements  made  by  Mr.  Colston  as  to  the  good¬ 
ness  of  the  bargain.  (Laughter.)  Mr.  Colston  thanked  his  Lordship  for 
the  motion,  and  at  the  same  time  acknowledged  the  support  which  he  had 
received  from  the  members  of  the  Committee. 


THE  BOLTON  CORPORATION  AND  THE  GAS  INSTITUTE 
MEETING. 

Expenses  op  the  Corporation  Gas  Officials. 

At  the  last  Meeting  of  the  Bolton  Town  Council,  exception  was  taken 
to  an  item  of  £18  18s.  6d.  which  appeared  in  the  Gas  Committee's  accounts 
as  “  deputation  expenses.”  Mr.  'Tootill,  who  was  the  mouthpiece  of  the 
opposition,  charged  the  Chairman  of  the  Gas  Committee  and  the  Gas 
Engineer  (Mr.  W  Smith)  with  “  displaying  a  great  and  grave  want  of 
good  taste,”  and  a  want  of  consideration  for  the  state  of  the  borough 
finances,  by  asking  the  Committee  to  send  them  to  the  meeting  of  The 
Gas  Institute,  “  where  many  assembled  for  the  express  purpose  of  passing 
friendly  greetings  and  exchanging  opinions  one  with  another.”  He  chal¬ 
lenged  members  of  the  Council  to  show  that  any  tangible  good  had 
resulted  to  the  borough  from  such  meetings  ;  and  asserted  that  the  infor¬ 
mation  acquired  at  them  was  simply  used  for  private  purposes.  Mr. 
Broughton  said  he  could  give  many  instances  in  which  benefit  had 
accrued  to  the  town  from  deputations ;  and  one  was  the  excellent  purify¬ 
ing  house  possessed  by  the  Corporation,  which  was  the  result  of  a  depu¬ 
tation  to  the  Sheffield  meeting.  Mr.  Haslam  said  the  deputation  in  ques¬ 
tion  was  appointed  in  accordance  with  the  ordinary  custom  ;  and  the 
accounts  were  brought  before  the  Committee  in  the  same  manner.  Mr. 
Greenhalgh  altogether  took  exception  to  the  word  “  deputation.”  They 
were  simply  representatives  of  the  Gas  Committee.  Mr.  Holt  said  the 
Institute  was  almost  exclusively  an  association  of  gas  engineers ;  and  it 
was  time  these  deputations,  which,  in  his  opinion  were  useless,  were 
stopped.  The  Mayor  (Alderman  Moscrop)  said,  as  Chairman  of  the  Gas 
Committee  for  a  number  of  years,  he  had  devoted  a  great  deal  of  time 
and  attention  to  the  interests  of  the  gas  undertaking ;  but  had  never  gone 
on  any  deputation  without  proper  sanction  and  authority,  and  then  it  was 
for  the  profit  of  the  Committee  and  not  himself.  After  the  remarks  which 
had  been  made  that  morning,  neither  love  nor  money  would  induce  him 
to  attend  another  Gas  Institute  meeting.  Alderman  Miles  said  he  was 
surprised  at  the  kind  of  encouragement  which  had  that  morning  been 
held  out  to  himself,  as  Chairman  of  the  Committee,  and  the  Gas  Engineer. 
It  was  a  gross  libel  to  make  use  of  the  remarks  to  which  Mr.  Tootill  had 
given  expression.  They  had  simply  acted  upon  a  principle  which  had 
been  adopted  for  the  past  twelve  years  without  a  single  word  of  exception 
having  been  taken.  The  question  had  been  asked  what  benefit  was  de¬ 
rived  frorn  the  deputations.  In  answer  to  that  he  pointed  to  the  splendid 
profit  which  had  been  made  by  the  gas-works  during  the  past  twelve 
months,  and  asked  if  this  showed  a  total  want  of  consideration  or  watch¬ 
fulness  on  the  part  of  the  Committee.  Instead  of  having  benefited  by  his 
visit  to  the  conference,  he  was  out  of  pocket.  The  benefits  to  the  town 


were  incalculable.  They  had  a  splendid  profit,  with  gas  at  a  low  price  and 
of  good  quality.  He  did  not  wonder  at  the  observations  which  had  been 
made  by  the  Mayor ,  and  if  the  Council  were  not  satisfied  with  what  he 
had  done,  any  one  of  them  was  quite  welcome  to  bis  (Alderman  Miles’s) 
position.  It  was  rather  singular  that,  in  his  first  year  of  chairmanship 
of  the  Gas  Committee  he  should  be  submitted  to  so  much  examination ; 
but  he  did  not  care  that  much  [snapping  his  fingers],  for  anyone  who 
would  take  a  sensible  view  of  the  question  would  see  that  he  had  acted 
in  the  interests  of  the  town.  The  proceedings  of  the  Committee  were 
confirmed.  In  reference  to  the  remark  of  Mr.  Broughton,  as  to  the 
direct  benefit  which  accrued  to  the  borough  from  a  visit  to  one  of  the 
meetings  of  The  Gas  Institute,  Alderman  Moscrop  has  since  published 
a  statement  in  which  he  says  that,  in  attending  the  meeting  at  Sheffield, 
he  saw  the  plan  adopted  in  the  erection  of  a  purifying-house  there;  and 
when,  in  the  following  year,  a  new  house  had  to  be  built  at  the  Bolton 
works,  the  same  design  was  adopted  there.  The  ground  space  was 
limited  ;  and,  in  accordance  with  the  Sheffield  plan,  an  additional  storey 
was  added  to  the  building.  They  were  thereby  put  in  possession  of  a 
spacious,  lofty,  well- ventilated  room,  containing  980  square  yards,  which, 
if  treated  on  a  ground-rent  at  4d.  per  yard,  20  years’  purchase  would  re¬ 
present  £326  13^8.  4d.  The  room  being  so  highly  elevated  above  the 
ground,  accomplished  its  purpose  very  successfully,  and  what  was  more, 
without  being  an  annoyance  to  the  neighbourhood.  Alderman  Moscrop, 
as  a  further  justification  for  the  policy  of  the  Committee,  also  calls  atten¬ 
tion  to  his  report  summarizing  the  business  done  at  the  meeting  at 
Sheffield  ;  the  final  paragraph  of  which  contains  these  remarks  d  propos  of 
the  question  in  dispute ; — “  Were  the  present  occasion  an  opportune  one, 
I  might  refer  to  other  questions  brought  forward  of  more  general  interest, 
all  tending  to  show  that  any  personal  inconvenience  or  discomfort  arising 
from  the  visit  is  compensated  by  being  present  at  a  gathering  where  to 
some  extent  are  concentrated  the  experience  and  intellectual  talent  of  the 
gas  industries  of  Great  Britain.  Incidentally,  I  may  perhaps  be  allowed 
to  observe  further  that,  besides  other  places  of  interest,  I  visited  the 
chemical  works  of  the  Sheffield  Gas  Company.  While  there  I  raised  the 
question  how  best  to  convey  sulphuric  acid  from  one  chamber  to  another 
one  on  a  higher  level.  As  the  result,  and  also  as  an  appropriation  of 
the  answer,  I  may  confidently,  and  without  egotism,  advance  the  state¬ 
ment  that,  by  a  few  minor  alterations  in  our  gas-works  at  the  Lum  Street 
and  Gas  Street  stations,  the  purchase  of  certain  appliances  may  be  entirely 
superseded,  and  thereby  a  saving  of  £100  or  thereabouts  eSected  in  this 
small  matter  alone.” 


THE  MANCHESTER  CORPORATION  AND  THEIR  SUBURBAN 
GAS  CONSUMERS. 

As  was  stated  in  the  Journal  a  few  weeks  ago,  an  agitation  has  been 
set  on  foot  by  some  of  the  Local  Boards  in  the  immediate  vicinity  of 
Manchester,  with  a  view  of  obtaining  a  reduction  in  the  price  of  gas 
supplied  to  their  districts  by  the  Corporation  of  the  City.  The  movement 
originated  with  the  Gorton  Local  Board,  who  invited  the  neighbouring 
authorities  to  a  conference.  Several  of  them  responded  to  the  invitation ; 
and  the  meeting  recently  took  place  at  the  offices  of  the  Gorton  Board. 
The  other  authorities  represented  were  those  of  Openshaw,  Moss  Side, 
Levenshulme,  Newton  Heath,  Withington,  and  Newton  Detached. 

Mr.  Buckley,  of  the  Gorton  Board,  who  presided,  said  that  for  a  long 
time  the  Board  of  which  he  was  a  member  had  felt  that  they  were  paying 
too  much  for  the  gas  supplied  for  the  public  lamps  and  to  the  ratepayers; 
and  it  was  thought  that  if  some  united  pressure  were  brought  to  bear  upon 
the  Corporation,  they  might  be  able  to  obtain  some  reduction.  All  the 
Boards  invited  to  the  conference  were  present,  with  the  exception  of 
Crumpsall,  and  they  had  sent  a  note  cordially  agreeing  with  the  object  of 
the  meeting. 

Mr.  Hioginbottoji  (Gorton)  said,  considering  the  profit  made  by  the 
Corporation,  they  ought  to  treat  the  out-townships  generously  ;  but  they 
were  charged  6d.  per  1000  cubic  feet  more  than  the  citizens.  It  was  ad¬ 
mitted  that  the  Corporation  were  making  a  handsome  profit  out  of  the 
gas  undertaking;  and  it  was  a  question  whether  they  had  any  right  to 
make  such  a  profit,  and  whether  they  ought  not  to  reduce  the  price  of  gas 
in  accordance  with  the  profit  made,  and  not  dispose  of  the  surplus  in  other 
directions.  He  did  not  see  why  any  extra  rate  should  be  charged  in  Gorton. 
The  township  was  contiguous  to  Manchester,  and  supplied  from  the 
same  mains,  so  that  the  plea  that  it  cost  more  to  supply  gas  to  Gorton  was 
a  fallacy. 

Mr.  Sharp  (Openshaw)  asked  whether  any  information  could  be  given 
as  to  what  the  powers  of  the  Corporation  were.  He  was  inclined  to  think 
the  Corporation  would  treat  the  matter  much  in  the  same  way  as  they 
had  done  the  sewage  question,  and  make  it  a  leverage  for  incorporation. 
Unless  the  Corporation  were  exceeding  the  limit  of  percentage  allowed,  he 
did  not  think  the  outside  districts  would  get  any  reduction. 

Mr.  Painter  (Openshaw)  considered  that  the  gas  question  was  a  byway  to 
the  incorporation  scheme ;  and,  speaking  for  his  firm  (Sir  J.  Whitworth  and 
Co.),  he  said  they  at  present  paid  about  £1500  a  year  for  gas,  and  if  incor¬ 
porated  with  Manchester  they  would  save  money  by  the  reduction  in  the 
prices,  notwithstanding  the  fact  that  the  rates  would  be  raised. 

Mr.  Crofton  (Moss  Side)  said  he  knew  a  firm  in  Crumpsall  who  were 
beginning  to  make  their  own  gas  in  consequence  of  the  high  price  charged 
by  the  Corporation. 

After  a  long  discussion,  it  was  resolved  that  a  Committee  be  formed, 
consisting  of  one  member  and  the  Clerk  of  each  Board  represented,  with  a 
view  of  obtaining  information  as  to  the  power  of  the  Corporation,  and  to 
ask  for  an  interview  to  discuss  the  matter. 

In  reference  to  the  position  of  the  Crumpsall  Local  Board  in  regard  to 
the  matter,  it  may  be  mentioned  that,  when  the  invitation  to  the  confer¬ 
ence  was  read  at  a  recent  meeting,  the  Chairman  (Mr.  Prescott)  remarked 
that  there  was  no  reason  why  Manchester  should  charge  the  out-townships 
a  differential  rate,  and  pointed  to  the  examples  of  Salford  and  Stockport, 
which  do  not  make  an  extra  charge  to  suburban  consumers.  It  was 
decided  not  to  send  a  representative  to  the  conference,  because  Gorton, 
where  it  was  held,  was  not  central  and  easily  accessible. 

At  a  meeting  of  the  Moss  Side  Local  Board  held  yesterday  week,  the 
Clerk  submitted  a  report  embodying  the  result  of  his  investigation  of  the 
legal  powers  of  the  Manchester  Corporation,  in  regard  to  the  manufacture 
and  supply  of  gas.  Shortly  put,  the  report  was  to  the  effect  that  the  Cor¬ 
poration  have  no  statutory  monopoly  of  gas  supply,  nor  have  they  any 
statutory  authority  for  making  an  extra  charge  for  the  gas  supplied  to  con¬ 
sumers  outside  the  city.  The  price  is  a  matter  of  agreement  between 
producer  and  consumer,  whether  in  the  city  or  outside  it.  The  Corpora¬ 
tion  are  not  limited  as  to  the  amount  of  profit  they  may  make. 


Nelson  Local  Board  Gas  Supply. — The  extension  of  the  main  from 
the  limits  of  the  Nelson  Local  Board  district  to  the  recently-acquired  gas¬ 
works  at  Brierfield  was  commenced  last  week.  It  is  understood  that  the 
plant  at  the  Bradley  Lane  works  will  be  sufficient  to  manufacture  gas  for 
the  consumption  of  the  whole  district ;  and  that  the  Brierfield  works  will 
simply  be  used  for  storeage  purposes. 
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PAISLEY  CORPOEATION  GAS  SUPPLY. 

The  Piuce  of  Gas  Reduced. 

The  statenaent  of  accounts  of  the  Paisley  Corporation  gas  undertaking 
for  the  year  ending  May  28,  1888,  has  just  been  brought  under  the  con¬ 
sideration  of  the  Gas  Commissioners.  In  the  capital  account  the  6®^' 
works  are  set  down  at  the  value  of  i,T02,001  lOs.  7d.,  as  at  May,  1887.  Lp 
to  the  date  of  tlie  last  balance,  there  had  been  borrowed  as  loans  on 
mortgage,  the  sum  of  £58,340 ;  and  out  of  the  sinking  fund  there  was  paid 
during  the  year,  £500.  The  annuities  stock  amounted  to  i'lO.OW— the 
amount  redeemed  being  £39,987  10s. ;  leaving  the  small  balance  of  £12  lOs. 
The  mortgages  redeemed  from  the  sinking  fund  amounted  to  £1200,  which 
added  to  tlie  annuities  redeemed,  gave  a  total  of  £41,187  lOs. ;  and  this 
with  the  loans  on  mortgage,  Ac.,  made  a  total  of  £99,040  thus  showing 
a  balance  for  the  year  of  £290  lOs.  7d.  Under  the  head  of  revenue  account, 
the  statement  showed  that  the  past  year's  outlay  for  gas  coal,  wages, 
purifying  materials.  Manager's  salary,  &c.,  amounted  to  £15,725  4e.  2d. 
For  distribution  of  gas,  including  repairs,  maintenance,  and  renewal  of 
pipes,  and  salaries,  there  was  expended  £2090  5s.  lOd.  The  rents,  rates, 
and  taxes,  amounted  to  £1987  29.  Od.  For  management  salaries  and 
general  charges  there  was  expended  £822  138.  3d.  These,  together  with 
various  other  items,  made  up  a  total  outlay  of  £20,731  178.  lOd.,  which  was 
increased  to  a  grand  total  of  £29,321  16s.  8d.  by  the  balance  to  profit 
and  loss  account  of  £8589  18s.  9id.  From  sales  of  gas  supplied  by  meter 
there  was  an  income  of  £24,940  IGs.  9d. ;  and  the  income  from  private 
and  public  lamps  (with  £210  158.  written  off  as  irrecoverable)  brought  up 
the  revenue  from  this  source  to  £26,100  148.  3d.  The  meter-rents  and 
hire  of  gas-stoves  amounted  to  £819  Is.  9d.;  residual  products  yielded 
£2400  28.;  and  the  fee  fund  £1  188.  8d. — making  in  all  £29,321  16s.  8d. 

At  a  Special  Meeting  of  the  Town  Council  held  on  Thursday,  the  Gas 
Committee's  minutes  were  submitted,  which  stated  that  it  had  been 
agreed  to  devote  the  net  surplus  of  £5413  178.  6d.,  after  laying  aside  sums 
for  the  contingent  and  sinking  funds,  to  certain  improvements  in  the 
burgh  ;  £200  being  voted  to  the  Free  Library  and  Museum,  and  £200  to 
the  Parks'  Committee.  The  adoption  of  the  accounts,  together  with 
these  minutes,  was  formally  agreed  to.  The  Commissioners  then  took  up 
the  consideration  of  the  price  of  gas  for  the  year  1888-9,  as  a  matter  which 
had  also  been  discussed  in  the  Gas  Committee. 

Mr.  Wilson  moved  that  the  price  be  fixed  at  28.  6d.  per  1000  cubic  feet 
— a  proposal  which  he  had  made  at  the  Committee  meeting.  He  said  he 
thought  it  was  reasonable  that  the  gas  consumers  should  know  what  could 
be  said  on  both  sides  as  to  the  policy  of  fixing  the  price  of  gas  so  as  to  give 
a  20  per  cent,  profit  when  all  expenses  had  been  paid,  after  the  sinking 
fond,  according  to  the  Act  of  Parliament,  and  the  contingent  account, 
as  agreed  to  by  the  Commissioners,  were  provided  for ;  leaving  a 
clear  surplus  of  upwards  of  £5000  per  annum  to  be  spent  on  public 
improvements.  Several  reasons  had  been  given  for  fixing  the  price  of 
gas  so  as  to  yield  large  surplus  profits ;  and  these  he  pointed  out. 
He  had  not  the  least  doubt  that  their  ability  to  supply  such  cheap  gas  was 
owing  to  the  careful  and  economical  management  of  the  last  18  years, 
not  only  by  their  permanent  officials,  but  by  the  various  gas  managers 
who  bad  taken  an  interest  in  it  during  that  time,  conducting  it  on  sound 
business  principles — year  by  year  laying  aside  a  sinking  fund,  year  by 
year  extending  their  operations,  and  paying  their  extensions  out  of 
revenue.  They  were  now  in  the  position  of  doing  double  the  business 
they  had  in  1870,  and  while  doing  so,  paying  less  interest  on  capital  than 
they  then  did.  They  were  now  doing  the  largest  business  with  the 
least  charge  on  capital  account  of  any  gas-works  in  Scotland, 
so  far  as  his  investigations  went.  The  question  then  came,  would  it  not 
be  wiser  to  show  that  they  were  not  behind  in  everything  as  a  town  ? 
They  paid  far  more  for  road  money  than  any  other  of  the  important 
towns;  they  paid  far  higher  improvement  rates,  and  far  more  for  drainage 
than  any  of  them,  principally,  he  believed,  because  they  were  much  longer 
in  going  in  for  such  improvements.  He  hoped  that  they  would  at  least 
beat  the  whole  of  those  towns  in  manufacturing  good  and  cheap  gas. 
The  price  he  was  asking  them  to  charge  would  give  them  a  margin  of  up¬ 
wards  of  £1000.  If  they  made  it  28.  9d.  per  1000  cubic  feet,  they  would 
have  a  profit  of  £3000;  and  if  they  charged  2a.  lid.  (which  had  been  agreed 
to  by  a  majority  of  the  Gas  Committee)  they  would  have  a  profit  of  £4800, 
or  probably  £5000.  He  was  firmly  convinced  that  as  they  were  a  com¬ 
mercial  community,  depending  upon  public  works  for  their  continued 
prospierity,  their  wisest  policy  was  to  supply  both  water  and  gas  at  the 
lowest  possible  price,  consistent  with  keeping  both  departments  in  the 
highest  state  of  efficiency  as  to  plant  and  everything  else  connected  with 
the  works. 

Ex-Bailie  Macfarlane  seconded  the  motion.  He  held  that  it  was  unjust 
to  the  gas  consumer  that  the  price  of  gas  should  be  fixed  so  high  that  a 
large  surplus  might  be  made,  to  be  voted  away  to  the  interest  of  persons 
who  did  not  contribute  a  penny  towards  making  it.  The  Corporation  of 
Paisley  kept  up  the  price  of  gas  at  such  a  figure  that  a  large  surplus  was 
bound  to  be  made  to  vote  away  for  town  improvements  which  had  no 
earthly  connection  with  the  Gas  Trust.  The  Provost  bad  said  that  the 
sesult  of  such  a  procedure  was  that  the  gas  consumer  whose  rental  was 
above  £10  suffered  most ;  but  be  (the  speaker)  did  not  admit  the  statement. 
If  the  Provost  had  given  the  rateable  value  of  the  property  held  by  those 
;as  consumers  above  £10  rental,  and  had  shown  what  portion  was  land- 
ord's  and  what  portion  was  tenant's,  they  might  have  been  able  to  form  an 
opinion ;  for  it  was  only  by  comparison  that  such  an  opinion  could  be 
formed.  He  then  proceeded  to  lay  before  the  Council  some  figures  which 
be  thought  would  convince  them  as  to  what  section  of  the  community 
suffered  most  by  comparison  ;  and  he  eventually  came  to  the  conclusion 
that  the  tenant  paid  100  per  cent,  more  by  taking  the  gas  surplus  to  im¬ 
prove  the  town,  than  be  would  require  to  pay  if  the  improvement  rate 
was  a  direct  tax.  This  showed,  he  said,  that  it  was  not  the  largest  con¬ 
sumer  who  suffered  most,  the  real  sufferer  was  the  tenant,  whether  his 
rental  was  above  or  under  £10.  He  further  remarked  that  it  seemed  to 
him  to  be  manifestly  unjust  to  make  the  gas  consumer  pay  more  for  im¬ 
proving  the  town  than  those  persons  who  did  not  burn  any  gas — taxing 
the  very  persons  on  whom  they  depended  for  the  success  of  the  gas-works. 
Such  an  idea  was  so  absurd  that  he  was  unable  to  undertand  bow  a  body 
of  intelligent  gentlemen,  such  as  the  members  of  the  Town  Council,  could 
for  a  moment  entertain  it. 

Treasurer  M'Gowan  moved,  as  an  amendment,  that  the  price  be  29.  lOd. 
per  1000  cubic  feet;  speaking  at  some  considerable  length  in  favour  of  his 
proposal. 

Ex-Bailie  'Weir  seconded  the  amendment,  remarking  that  gas  surpluses 
in  Manchester,  Glasgow,  and  Greenock,  were  regularly  taken  for  town 
improvements. 

Bailie  Baton  proposed  another  amendment,  to  the  effect  that  the  price  be 
2s.  9d. 

Bailie  M'Kenzie  supported  Mr.  Wilson's  motion  ;  remarking  that  by 
disposing  of  the  gas  surpluses  in  the  way  they  did  in  Paisley,  they  were 
putting  on  the  town  an  aaditional  tiX  of  4d.  to  6d.  per  £1  of  rental. 

The  ultimate  result  of  the  voting  was  that  the  price  was  fixed  at  t2s.  lOd. 
per  1000  cubic  feet,  by  ten  votes  against  five  members  who  voted  for  28.  6d. 
per  1000  cubic  feet. 
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THE  SO'WERBY  BRIDGE  LOCAL  BOARD  OF  HEALTH  AND 
THEIR  LUDDENDEN  FOOT  GAS-WORKS. 

An  extraordinary  dispute  has  arisen  between  the  Sowerby  Bridge  Local 
Board  and  Messrs.  Whitworth  and  Co.,  from  whom  the  Board  recently 
purchased  the  gas-works  situated  at  Luddenden  Foot.  Messrs.  Whit¬ 
worth,  it  appears,  decline  to  pay  the  price  demanded  by  the  Board  for  gas 
supplied  in  the  Luddenden  Foot  district,  on  the  ground  that  the  under¬ 
standing,  when  they  sold  the  works,  was  that  the  charge  should  bo  the 
same  as  at  Sowerby  Bridge.  They  threaten  to  resume  the  manufacture  of 
gas  for  their  own  mills  if  their  demand  is  not  complied  with  ;  and  itu 
stated  that  they  are  already  seeking  tenders  for  the  works.  The  msth-r 
was  referred  to  at  the  last  meeting  of  the  Board.  Mr.  Baxendale  said 
the  allegations  now  put  forth  by  Messrs.  Whitworth  were  completely  at 
variance  with  what  really  took  place.  It  was  distinctly  understood  that 
the  Luddenden  Foot  works  woum  be  carried  on  as  a  separate  concern. 
When  the  question  was  opened,  Messrs.  Whitworth  were  charging  the 
large  consumers  48.  6d.  per  1000  cubic  feet,  and  the  general  public  6b.  (the 
price  had  been  as  high  as  68.).  If  they  found  it  necessary  to  charge 
much,  what  reason  had  they  for  now  wanting  their  gas  at  ‘is.  4d.,  for  this 
was  what  their  demand  amounted  to  ?  They  would  be  sorry  to  lose  them 
as  customers  ;  and  if  Messrs.  Whitworth  carried  out  their  threat  of  with¬ 
drawal,  it  would  be  in  direct  opposition  to  the  arrangement  made  when 
their  works  were  purchased  by  the  Board.  The  latter  agreed  to  give  the 
high  price  put  upon  the  works,  on  the  understanding  that  they  would  thus 
retain  Messrs.  Whitworth  as  customers.  The  Board  had  lowered  the 
charge,  and  done  all  they  could,  consistently  with  their  reasonable  desire 
that  the  works  should  not  entail  loss,  to  encourage  large  consumers. 
Messrs.  Whitworth,  who  had  forfeited  all  claim  to  discount  on  the  account 
due,  said  they  were  to  be  charged  Sowerby  Bridge  price.  The  nearest 
approach  to  any  attempt  to  fix  a  price  by  reference  to  other  consumers 
was  when  the  Chairman  of  the  Board  said  they  should  be  put  on  an  equal 
footing  with  Ripponden.  The  Clerk  said  it  was  certainly  never  stipulated 
that  Messrs.  Whitworth  should  be  charged  the  same  as  Sowerby  Bridge. 
£8000  was  a  lot  of  money  for  the  works,  and  Messrs.  Whitworth  got  the 
best  of  the  bargain.  Mr.  Baxendale  said  if  Messrs.  Whitworth  were  going 
to  deprive  them  of  their  custom,  the  Board  would  have  to  increase  the 
price  of  gas  in  the  Luddenden  Foot  district  5d.  or  perhaps  lOd.  per  1000 
cubic  feet,  for  the  works  would  have  to  pay  their  way.  The  Chairman 
(Mr.  Greenwood)  recalled  the  circumstances  under  which  the  extension 
into  the  Luddenden  Foot  district  was  made,  and  said  certainly  the  Board 
were  influenced  in  the  purchase  of  the  gas-works  by  the  presumption  that 
Messrs.  Whitworth  would  be  good  customers.  The  Board  had  done  all 
they  possibly  could  to  meet  them  fairly,  and  must  have  the  money  that 
was  due  to  them.  The  Clerk  was  instructed  to  take  steps  to  recover  the 
amount  due. 


THE  PROCEEDINGS  OF  THE  BOARD  OF  TRADE  UNDER  THE 
ELECTRIC  LIGHTING  ACT,  1882,  IN  THE  PAST  YEAR. 

The  Board  of  Trade  have  lately  presented  to  Parliament  a  report  on 
their  proceedings  under  the  Electric  Lighting  Act,  1882,  during  tlie  past 
year.  It  states  that  the  only  application  received  by  the  Board  for  a 
Provisional  Order  was  from  the  South  Metropolitan  Electric  Supply 
Company,  Limited,  who  proposed  to  light  the  whole  or  portions  of  the 
following  districts  : — The  parishes  of  St.  James,  Westminster  ;  St.  Martin- 
in-the-Fields  ;  St.  George,  Hanover  Square  ;  and  Lambeth ;  the  City  of 
London  ;  the  districts  of  the  Strand  Board  of  Works,  the  St.  Giles  Board 
of  Works,  and  the  Westminster  Board  of  Works ;  with  certain  extra- 
parochial  places.  Several  of  the  local  authorities  of  districts  comprised 
within  the  proposed  area  of  supply  objected  to  the  grant  of  the  Order ; 
and,  after  considering  their  objections,  the  Board  of  Trade  eventually 
decided  to  restrict  the  Order  to  the  parishes  of  St  James,  Westminster, 
and  St.  Martin-in-the-Fields,  with  Waterloo  Bridge  and  a  small  portion  of 
the  Victoria  Embankment.  The  application  for  a  further  extension  of 
time  for  the  deposit  of  capital  in  respect  of  the  Fulham  District  Electric 
Lighting  Order,  1884,  referred  to  in  the  previous  report  (see  Journal  for 
July  12,  1887)  was  not  proceeded  with.  Applications  for  Licences 
were  received  from  the  Liverpool  Electric  Supply  Company,  Limited, 
for  lighting  portions  of  the  city  of  Liverpool ;  the  Kensington  Court 
Electric  Lighting  Company,  Limited,  for  lighting  a  portion  of 
the  parish  of  St.  Margaret,  Westminster;  the  Corporation  of  Dublin, 
for  the  public  lighting  of  the  city ;  the  Wimbledon  Local  Board,  for 
lighting  their  district ;  and  the  St.  James's  and  Pall  Mall  Electric 
Light  Company,  Limited,  for  lighting  the  parish  of  St.  James, 
Westminster.  Of  these  applications,  that  relating  to  Liverpool  was 
granted.  The  remainder  are  still  under  consideration.  The  Licence  to 
the  Kensington  Court  Electric  Lighting  Company,  Limited,  referred  to  in 
the  previous  report,  was  issued  by  the  Board  on  Oct.  11,  1887. 


THE  DUBLIN  CORPORATION  AND  ELECTRIC  LIGHTING. 

At  the  Meeting  of  the  Dublin  Corporation  on  Monday  last  week,  Mr. 
Henley  asked  the  Chairman  of  the  Committee  on  Electric  Lighting 
what  progress  had  been  made;  the  dates  when  orders  were  given  to  apply 
for  a  Licence  ;  if  that  Licence  had  been  obtained  ;  and,  if  not,  to  explain 
the  cause  of  the  delay.  He  suggested  that  as  the  Committee  had  Men 
sitting  from  time  to  time  since  May  2,  1887,  it  would  be  advisable  to  throw 
more  energy  into  the  matter.  Mr.  Robinson  said  that  on  the  date  named 
a  Committee  was  appointed  to  investigate  whether  the  water  power  at  Island 
Bridge  was  sufficient  to  provide  motive  force  for  the  electric  lighting  of 
thoroughfares  ;  and  they  were  authorized  to  employ  an  expert.  In  Oc¬ 
tober,  1887,  a  report  of  theCoiumittee  was  adopted,  that  application  should 
be  made  (or  a  Licence  ;  and  this  was  confirmed  by  a  resolution  of  the  Council 
on  Deo.  12.  1887.  On  Deo.  28  the  Committee  instructed  the  Borough  Sur¬ 
veyor  to  reconsider  the  specification ;  and  on  Feb.  18  last  the  applica¬ 
tion  was  forwarded  to  the  Board  of  Trade.  A  meeting  had  taken  place  in 
London  between  representatives  of  the  Alliance  Gas  Company  auu  of  the 
Corporation,  and  a  practical  agreement  had  been  come  to  on  the  matter. 
Subseguently,  a  letter  was  read  from  the  Board  of  Trade,  intimating  their 
intention  to  proceed  with  the  ooiisideration  of  the  Lioenoe  subject  to 
the  following  remarks  : — "  As,  in  deference  to  the  wishes  of  the  Gas  Coin- 
jiaiiy,  the  Corporation  have  agreed  to  a  limit  of  time  being  fixed 
within  which  the  contomplated  works  should  bo  compleU^,  the 
Board  of  Trade  will  not  ooject  to  the  proposed  limit  of  two  years 
and  six  months  being  inserted  in  the  Licence.  They  are  also 
prepared,  as  power  is  sought  to  supjdy  electricity  for  public  pur¬ 
poses  only,  to  omit  the  power  of  transfer  now  oontained  in  the 
draft  Licence  as  agreed  to  by  the  Corporation.  The  question  of  compen¬ 
sation  to  the  Gas  Company  for  public  Rghting  plant  thrown  out  of  use  by 
the  introduction  of  electricity  is  a  mattor  with  which  the  Board  of  Trade 
are  of  opinion  they  have  no  power  to  dt-al  in  a  Licenoo ;  and  they  are, 
therefore,  unable  to  insert  any  provisions  for  this  purpose.  ith  regard 
to  the  remaining  question  in  dispute — viz.,  the  area  of  supply  -Uio  Board 
of  Tratle  do  not  consider  that  the  reasons  advanced  by  the  Gas  Company 
arc  sufficient  to  justify  the  Department  in  restricting  the  powers  sought 
by  the  Corporation  (or  lighting  the  public  itrocls  with  oloctnciiy  to  st  recta 
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specially  named.”  It  was  added  that,  on  hearing  that  the  Corporation 
agreed  to  the  foregoing  proposals,  the  Board  of  Trade  would  at  once  refer 
the  draft  Licence  to  Counsel  to  settle.  Mr.  Bobinson  moved  that  the 
assent  of  the  Corporation  should  be  at  once  notified  to  the  Board  of  Trade. 
Mr.  Sheehy  seconded  the  motion.  Mr.  Dennehy  {who  threatened  an 
application  to  the  Queen’s  Bench)  moved  that  the  matter  should  be 
referred  to  the  Finance  and  Leases  Committee,  to  see  whether  any  expense 
was  incurred.  Mr.  Doran  seconded  ths  amendment.  A  rather  warm 
discussion  followed,  in  which  Mr.  Bobinson  several  times  moved  that  the 
question  be  put ;  and  it  was  contended  that  Mr.  Dennehy’s  motion  was 
not  a  proper  amendment.  Eventually  it  was  pointed  out  that  there  was 
not  a  quorum  of  members  present;  and  the  matter  was  adjourned. 


METBOPOLIS  WATEB  SUPPLY. 

In  the  course  of  their  report  to  the  Official  Water  Examiner  for  the 
Metropolis  (General  A.  De  Courcy  Scott,  B.A.)  on  the  composition  and 
quality  of  daily  samples  of  water  supplied  to  London  last  month,  Messrs. 
Crookes,  Odling,  and  Tidy  say :  “During  the  past  month  a  considerable 
proportion  of  the  daily  samples  drawn  from  the  East  London  Company’s 
mains  have  been  found,  when  examined  by  transmitted  light,  to  be  slightly 
turbid,  from  the  presence  of  finely  diffused,  suspended  mineral  matter, 
attributable  to  the  considerable  disturbance  of  the  Company’s  mains  by 
the  provision  now  being  made  of  a  number  of  new  hydrants.  With  this 
exception,  the  character  of  the  entire  supply  of  water  to  the  Metropolis 
by  the  seven  Companies  dependent  on  the  Thames  and  the  Lea  has  been 
thoroughly  satisfactory.  Attention  has  been  called  from  time  to  time  to 
the,  for  the  most  part,  minute  seasonable  differences  in  the  composition 
of  filtered  river  water  as  it  is  supplied  to  London.  Such  a  difference  is 
noticeable  when  comparison  is  made  of  the  mean  results  of  the  examina¬ 
tions  conducted  during  the  past  month  of  June,  with  the  closely  agreeing 
mean  results  of  the  examinations  made  in  the  previous  months  of  April 
and  May.  Thus  the  mean  numbers  expressing  the  organic  carbon,  the 
oxygen  absorbed,  and  the  degree  of  colour  tint  of  the  Thames-derived 
water  supplied  during  the  months  of  April  and  May  being  0T67,  0'046,  and 
16'2  respectively  ;  the  corresponding  numbers  for  the  month  of  June  were 
found  to  be  0T47,  0  038,  and  ll'fi  respectively.  Moreover,  the  maximum 
amount  of  organic  carbon  in  any  one  sample  examined  in  April  and  May 
being  0T83  part  in  100,000  ’parts  of  the  water,  the  maximum  amount 
found  in  any  one  sample  examined  during  last  month  was  only  0T57  part 
— a  proportion  but  little  removed  from  the  mean,  or  0T47  part  in  100,000 
parts  of  the  water.”  They  add:  “During  the  past  quarter  of  the  year 
we  have  examined  532  samples  of  the  water  furnished  by  the  seven 
London  Companies  drawing  their  supplies  from  the  Thames  and  the  Lea. 
Notice  has  been  taken  of  the  recent  deficiency  in  clearness  of  many 
samples  of  the  East  London  Company’s  water.  Throughout  the  quarter, 
however,  the  whole  of  the  samples  taken  from  the  other  six  Companies’ 
supplies  of  water  were  found  to  be  well-filtered,  clear,  and  bright.” 

THE  WATEB  OBDEBS  OF  THE  PBESENT  SESSION. 

The  Board  of  Trade  have  recently  issued  a  memorandum  stating  the 
nature  of  the  proposals  contained  in  the  Provisional  Orders  included 
in  the  Water  Provisional  Orders  Confirmation  Bill — viz.,  the  Herne 
Bay,  Kettering,  Mid-Kent,  and  Wotton  Estate  Water  Orders.  The  first- 
named  Order  is  to  empower  the  Herne  Bay  Water-Works  Company 
to  raise  ±'8000  additional  capital  by  shares  or  stock,  and  ±2000  by  loan. 
The  Kettering  Order  is  to  empower  the  Kettering  Water- Works  Com¬ 
pany,  Limited,  to  construct  new  and  additional  works  in  the  parish 
of  Kettering.  The  Mid-Kent  Water  Order  is  to  give  authority  to  the 
Mid-Kent  Water  Company,  Limited,  to  construct  and  maintain  works, 
and  to  supply  water  in  the  parishes  of  Snodland,  West  Mailing,  Hailing, 
Birling,  Ditton,  Addington,  Leybourne,  and  Byarsh,  all  in  Kent ;  to  fix 
the  capital  at  ±18,000  by  shares,  and  ±4500  by  loan ;  and  to  supply  water 
in  bulk  by  agreement  within  and  without  the  limits  of  supply.  The 
Wotton  Estate  Water  Order  is  to  empower  the  Duke  of  Buckingham  and 
Chandos  to  construct  and  maintain  water- works,  and  to  supply  water  in 
the  parishes  of  Ludgershall,  Kingswood,  and  Woodham,  and  part  of  the 
parish  of  Brill,  all  in  Buckinghamshire ;  to  fix  the  capital  at  ±7000,  and 
the  amount  to  be  borrowed  at  ±1750  ;  and  to  authorize  the  supply  of  water 
in  bulk  by  agreement  within  and  without  the  limits  of  supply.  In  the  Mid- 
Kent  and  Wotton  Estate  Orders,  the  rates  authorized  to  be  charged  for 
the  supply  of  water  for  domestic  purposes  are  to  be  based  upon  the  rate¬ 
able  value  of  the  houses  as  ascertained  by  the  valuation  list ;  and  the 
usual  clauses  as  to  regulations  for  preventing  waste,  misuse,  or  contami¬ 
nation  of  water,  supply  of  water  by  measure,  and  the  quantity  of  land  to 
be  taken  by  agreement,  &c.,  have  been  inserted  ;  and  the  Water-Works 
Clauses  Acts,  1847  and  1863,  have  been  incorporated.  In  the  Herne  Bay 
Order  the  additional  capital  authorized  is  required  to  be  offered  for  sale 
by  auction  or  tender. 

GLASGOW  COBPOBATION  WATEB  SUPPLY. 

The  Thirty-third  Annual  Beport  of  the  Glasgow  Corporation  Water 
Commissioners  has  lately  been  issued,  and  was  adopted  at  the  last  meet¬ 
ing  of  the  Council.  It  first  deals  with  the  financial  affairs  of  the  Water 
Trust  for  the  year  ended  the  31st  of  May  last,  and  states  that  the  following 
were  the  rates  assessed  and  levied  during  the  year  The  domestic  water- 
rates  within  the  city  and  Boyal  Burgh  of  Glasgow,  being  the  limits  of 
compulsory  supply,  7d.  per  ±1  of  rental,  and  the  public  water-rate,  within 
the  limits,  Id.  per  ±1  of  rental ;  while  the  domestic  water-rate  levied 
beyond  the  limits  of  compulsory  supply  was  the  same  as  that  of  the  previous 
year,  lid.  per  ±1  of  rental.  The  rates  and  charges  for  supplies  of  water 
for  other  than  domestic  purposes  were  according  to  the  terms  of  a  table 
approved  of  in  the  spring  of  last  year.  F'rom  the  abstract  statement  and 
accounts  appended  to  the  report,  it  is  shown  that  the  revenue  for  the 
year,  including  ±2416  9s.  3d.  from  the  river  supply  works,  amounted 
to  ±163,923  188.  7d.;  in  addition  to  which  there  was  a  balance  of 
±6091  68.  3d. — making  a  total  income  of  ±170,015  48.  lOd.  Including 
the  annuities  and  interest  and  ±4486  6s.  5d.  of  outlay  on  the  river 
supply  works,  the  year’s  expenditure  amounted  to  ±118,911  lls.  7d. ;  so 
that  there  was  a  gross  balance  of  ±51,103  13s.  3d.,  out  of  which  it  is 
intended  to  carry  to  the  sinking  fund  account  the  sum  of  ±37,625  3s.  7d. ; 
thus  leaving  a  balance  of  ±13,478  9s.  8d.  to  be  carried  to  the  credit  of 
the  revenue  account  for  the  year  1888-9.  When  the  revenue  for  the 
past  year  is  compared  with  that  for  the  year  1886-7,  several  points  of 
interest  crop  up.  The  domestic  rate  within  the  municipality  yielded 
during  the  year  ±31,379  148.  2d.,  which  is  less  than  that  of  1886-7  to  the 
extent  of  ±4413  58.  3id.  On  the  other  hand,  the  “  outside  ”  domestic 
water-rate  showed  an  increase  of  ±425  168.  lljd.,  on  a  total  revenue  of 
±32,513  Is.  6id.  From  the  meter  sup^-lies  within  the  municipality  the 
amount  realized  during  the  year  was  ±39,294  13s.  2d. ;  showing  an 
increase  of  ±2379  6s.  Id.  The  revenue  for  meter  supplies  outside  the 
municipal  area  was  ±14,926  9s.  7d. ;  being  an  increase  of  ±1457  9s.  5d.  The 
year’s  increases  amounted  to  ±4998  5s.  4d.,  as  compared  with  ±4547  12s.  lOd., 
which  was  the  amount  of  the  decreases  over  the  year  on  the  various  items 
of  revenue  ;  and  the  total  revenue  for  the  year  was  ±163,923  18s.  7d.,  as 
against  ±163,473  6s.  Id.— the  difference  (an  increase)  being  only  ±450 123.  6d. 


As  already  mentioned,  the  total  expenditure) over  the  past  financial  year  was 
±118,911  lls.  7d. ;  and  the  total  expenditure  during  the  year  1886-7  was 
±123,793  lOs.  There  was  thus  a  decrease  of  ±4881  IBs.  fid.  on  the  expendi¬ 
ture  side  of  the  accounts,  which  is  certainly  somewhat  remarkable  in  such 
a  gigantic  concern.  During  the  past  year  there  was  added  to  the  capital 
account  the  sum  of  ±54,615  128.  Id.,  of  which  upwards  of  ±42,000  was  on 
account  of  three  of  the  new  extensive  works.  Nearly  all  other  items  were 
also  on  account  of  new  works  and  extensions.  Under  the  Glasgow 
Corporation  Water-Works  Act  of  1885,  the  borrowing  power  was  increased 
to  ±3,000,000 ;  and  the  loans  on  mortgage,  the  funded  debt  issued.  Cor¬ 
poration  loans,  redeemed  mortgages,  and  sinking  fund  on  money  borrowed 
— year  1887-8 — represent  a  sum  of  ±1,813,913  Is.  8d. ;  so  that  there  is  still  a 
balance  of  unexhausted  borrowing  power  amounting  to  ±1,186,086  18s.  4d. 
The  sinking  fundsset  apart  for,  and  applied  in,  redemption  of  mortgages  and 
annuities,  in  terms  of  the  Water-Works  Acts,  now  amount  to  ±450,999  2a. 
In  view  of  the  unanimous  report  of  the  Boundaries  Extension  Commis¬ 
sioners  recommending  the  enlargement  of  the  Municipality  of  Glasgow 
(which  if  carried  into  effect,  will  considerably  reduce  the  domestic  revenue), 
the  Water  Committee — notwithstanding  the  large  surplus  at  the  credit  of 
the  revenue  account — have  resolved  to  continue,  for  the  year  commencing 
on  the  28th  of  May  last,  the  same  domestic  water-rates,  public  water-rate, 
and  rates  and  charges  for  supplies  of  water  for  other  than  domestic  pur¬ 
poses,  as  those  of  the  year  1887-8. 

The  second  portion  of  the  report  is  devoted  to  the  works.  It  states 
that  these  continue  to  be  maintained  in  a  state  of  good  repair,  and  that 
nothing  beyond  ordinary  maintenance  appears  at  present  to  be  required 
in  certain  comparatively  unimportant  exceptions. 

The  report  gives  a  few  facts  regarding  the  water  supply  of  the  past 
year.  The  quantity  of  water  sent  into  the  city  and  district  during  the 
year  ending  the  31st  of  May  last,  averaged  as  follows  : — 

Gallons  per  Day. 


From  the  Loch  Katrine  works .  35,206,641 

Prom  the  Gorbals  works .  4,367,650 

Together .  39,574,291 

Average  for  1886-7  .  41,376,479 

Decrease .  1,802,188 


The  steps  taken  by  the  Water  Committee  during  last  summer  to  check 
the  wilful  waste  and  the  extravagant  use  of  water  have  been  attended  with 
considerable  success ;  and  although  the  population  has  increased  during 
the  year,  as  well  as  the  quantity  of  water  sold  for  trade  purposes,  it  is 
gratifying  to  the  Committee  to  find  that  the  average  consumption  during 
the  past  year  was  notably  less  than  during  the  previous  year.  Lastly,  the 
river  supply  works  are  statistically  dealt  with  in  a  brief  way.  These  works 
continue  in  a  satisfactory  state  of  efficiency.  The  quantity  of  water 
supplied  by  them  during  the  year  averaged  2,419,385  gallons  per  day ; 
being  a  decrease  of  93,367  gallons  per  day  as  compared  with  the  previous 
year. 


THE  PBOGBESS  OF  THE  VYBNWY  WATEB-WOBKS. 

The  members  of  the  Water  Committee  of  the  Liverpool  Corporation 
have  lately  made  a  tour  of  inspection  of  the  new  water-works  at  Vyrnwy. 
The  party  first  visited  the  filter-beds.  These  are  among  the  largest  ever  con¬ 
structed,  and  are  so  extensive  that  three  out  of  four  of  the  beds  are  sufficient 
to  meet  a  maximum  supply,  while  the  fourth  is  being  cleaned.  The  filter- 
beds,  being  one  of  the  most  important  parts  of  the  Vyrnwy  scheme,  will 
be  amongst  the  earliest  portions  to  be  completed.  From  the  reservoir  at 
Vyrnwy,  water  will  be  conveyed  to  Oswestry  by  two  sets  of  pipes,  and 
thence  to  Liverpool  in  one  large  main  upwards  of  4  feet  in  diameter.  At 
Oswestry  carriages  were  hired  for  the  Committee,  and  a  drive  was  taken 
across  the  country  to  the  reservoir  ;  but  as  it  was  then  evening,  nothing 
further  was  done.  The  night  was  spent  in  the  Engineer’s  residence  on  the 
banks  of  the  intended  lake.  On  the  next  morning  the  Committee  were 
driven  along  the  road  which  marks  the  boundary  of  the  lake  for  a  distance 
of  about  four  miles.  They  subsequently  transferred  themselves  to  one  of 
the  steam  tramcars  in  use  at  the  works,  and  inspected  the  vast 
quarries  that  extend  along  the  hills  on  one  side  of  the  reservoir  for  a 
distance  of  more  than  two  miles.  They  also  went  a  distance  of 
about  200  yards  down  the  tunnel  in  which  the  mains  will  be  carried 
through  the  hills.  From  this  point  they  returned  to  the  “  straining  tower  ” 
— a  great  structure  erected  at  what  is  believed  will  be  the  stillest  portion 
of  the  lake,  for  the  purpose  of  relieving  the  filter-beds,  and  preventing  any 
choking  of  the  mains  by  removing  from  the  water,  as  it  leaves  the  reser¬ 
voir,  all  large  floating  particles.  Obviously  the  line  of  mains  to  Oswestry 
will  need  periodical  inspection  and  cleaning;  and  hence  it  has  been  made 
double.  Water  will  leave  the  lake  by  two  mains.  The  first,  placed  at  a 
certain  distance  above  the  bottom  of  the  reservoir,  will  remove  the  water 
after  it  has  reached  a  given  level.  It  is  4ft.  6in.  in  diameter.  The  second, 
placed  at  the  lowest  level,  will,  if  necessary,  drain  the  lake  dry.  It  is  3 
feet  in  diameter,  but  will  only  be  used  in  very  dry  seasons.  Lastly,  the 
Committee  inspected  the  embankment,  which  completes  the  lake,  making 
it  form  like  a  horseshoe.  This  wonderful  piece  of  constructive  engineering 
is  now  about  complete.  Only  one  or  two  of  the  range  of  archways  that 
have  been  built  above  it  for  the  passage  of  the  surplus  water  have  yet  to 
be  erected.  When  the  lake  reaches  its  maximum  level,  the  overflow  will 
form  one  of  the  most  magnificent  cascades  in  the  world.  Very  great  con¬ 
fidence  is  placed  by  the  Committee  in  the  stability  of  the  embankment. 
The  pressure  at  the  base  will  be  OOlbs.  per  square  inch,  or  86401b8.  per 
square  foot.  To  meet  this,  the  embankment  at  its  base  is  60  feet  thick, 
and  to  all  appearance  is  as  solid  as  the  surrounding  mountains.  It  may  al¬ 
most  be  said  to  be  of  one  piece ;  lor  the  blocks  of  stone  (many  weighing 
several  tons)  are  cemented  together  with  a  mortar  composed  of  special 
cement,  mixed,  instead  of  sand,  with  the  same  rook  as  that  of  which  the 
embankment  has  been  constructed,  but  powdered  and  carefully  washed. 
The  interstices  have  also  been  filled  with  gravel  of  the  same  material. 
When  the  church  and  village  now  on  the  site  are  removed,  the  reservoir 
will  be  ready  for  filling.  The  pipe-lines  from  Vyrnwy  to  Halton  Castle, 
Cheshire,  on  the  one  side,  and  from  Prescot  to  Widnes  on  the  other,  have  al¬ 
ready  been  completed ;  and  provided  the  connection  across  the  estuary  of 
the  Mersey  is  made  without  undue  delay,  the  water  supply  of  Liverpool 
will  in  April  next,  or  at  the  latest  in  May,  be  assured  as  long  as  the  city 
lasts.  The  Committee  will  commence  filling  the  reservoir  in  October 
next ;  and  in  a  few  months  there  will  be  an  ample  stock,  for  the  capacity 
of  Vyrnwy  is  11,000  million  gallons,  or  more  than  four  times  that  of 
Bivington.  With  the  average  rainfall  of  the  district  it  can  be  filled  in  two 
months  to  the  height  at  which  the  water  would  commence  to  flow  in  the 
direction  of  Liverpool. 

Beductions  in  Price.— The  Wandsworth  and  Putney  Gas  Company 
have  reduced  the  price  of  gas  to  28.  8d.  per  1000  cubic  feet,  as  from  Mid¬ 
summer  last. - At  the  annual  meeting  of  the  Berwick  and  Tweedmouth 

Gas  Company  last  Wednesday,  the  price  of  gas  was  reduced  from  4s.  lOd. 

to  4s.  8d.  per  1000  cubic  feet. - The  Directors  of  the  Yeovil, Gas  Company 

have  reduced  the  price  of  gas  2d.  per  1000  cubic  feet  as  from  the  1st  inst., 
bringing  it  down  to  3s.  7d.  net  per  1000  cubic  feet. 
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NOTES  FROM  SCOTLAND. 

(FROM  OUR  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

In  this  transition  period,  when  the  two  I®*:*'  9?®- 
virtually  ceased  to  have  an  interest  in  the  future  of  their 
the  Corporations  of  Edinburgh  and  Leith  are  considering  ^ow  they  are  to 
conduct  the  large  and  responsible  trust  which  will  in  a  few  dajs  comeinto 
their  hands,  it  is  natural  that  the  minds  of  all  who  take  an  interest  in  the 
gas  industry  should  turn  upon  the  question  of  whether  the 
ias  been  come  to  is  a  good  or  a  bad  one.  This  ^cils  ot 

the  columns  of  the  Journal.  On  Tuesday  last  the  Town  Councils  of 

Edinburgh  and  Leith  both  had  the  felicity  of  ®  LeUb 

two  men  who  have  piloted  them  into  their  present  position 
Council,  Bailie  Archibald  said  nothing  worthy  of  notice. 
in  the  Edinburgh  Council,  where  Mr.  Colston  dilated  upon  the  outcome  of 
his  labours.  cLsidering  that  he  has  not  got  everything  his  own  w  ay,  it 
is  not  surprising  that  he  did  not  say  much  about  the  terms 
but  rather  sheltered  himself  behind  the  views  of  Mr.  ^>“8  and  Mr.  Livesey 
on  the  question  of  the  Leith  purchase.  Of  course,  he  could  not  do 
otherwise  than  acknowledge  that  the  terms  were  good-even  favour¬ 
able  for  the  city.  Having  taken  upon  myself  long  ago  to  urge 
upon  Mr.  Colston  and  his  colleagues  the  propriety  of  advancing  their 
terms,  it  is  a  satisfaction  to  find  that  he  now  virtually  .®® 

in  the  view  that  at  that  time  they  did  not  offer  sufficient.  But  there  is  a 
remark  to  which  I  must  take  exception,  when  he  says ;  The  agreement 
with  the  Leith  Company,  on  the  other  hand,  was  of  a  more  difficult 
nature  :  and  while  some,  who  were  imperfectly  informed,  might  hold  that 
as  good  or  better  terms  might  have  been  obtained  at  an  earlier  sUge, 
those  who  had  charge  of  the  business  knew  better.  I  do  not  know  what 
he  means  by  this  statement.  If  the  Joint  Committee  knew  then  that 
they  could  not  get  these  “  good  or  better  ”  terms,  why  did  they  not  offer 
the  terms  which  have  been  now  accepted  ?  This  knowledge  of  the  Joint 
Committee  was  of  no  value,  for  they  did  not  act  upon  it.  But  I  am  not 
aware  that  anyone  ever  said  that  as  good  or  better  terms  might  have  been 
obuined  at  an  earlier  stage.  All  that  I  am  aware  of  naving  been  advanced 
against  the  Joint  Committee  is  that  at  an  earlier  stage  they  wanted 
too  good  terms— terms  which  it  was  impossible  they  could  get ;  and 
that  by  their  refusal  to  offer  worse  terms  (for  the  community,  better 
for  the  Company)  they  caused  needless  expenditure.  But  leaving  this 
side  question,  it  is  gratifying  to  be  able  to  give  the  opinion  of  Mr. 

G  W  Stevenson,  C.E.,  one  of  the  Corporations’  advisers,  on  the  Leith 
purchase.  In  his  letter,  read  hy  Mr.  Colston,  there  occurs  the  pass^e : 

“  Although  the  terms  of  purchase  of  the  Leith  Company  are  not  so 
good  as  those  of  the  Edinburgh  Company,  they  are  yet  good  in  tnem- 
selves,  and  but  for  the  exceptionally  favourable  terms  on  which  the 
Edinburgh  Company  was  bought,  not  a  word  could  have  been  said 
against  the  terms  of  the  Leith  purchase.  It  was  simply  not  possible 
to  get  two  such  extraordinary  bargains  as  the  Edinburgh  purchase. 
The  Corporations  are  to  meet  on  an  early  day  after  the  Royal  Assent 
has  been  given  to  their  Bill,  to  appoint  the  Gas  Commission.  Mr. 
Colston  and  his  Committee  were  thanked  for  their  services— a  motion 
with  which,  although  I  differed  considerably  from  the  Committee  on 
several  points,  I  heartily  concur,  because  the  result  they  have  arrived 
at  is  eminently  satisfactory,  bearing  out,  as  it  does, the  views  which  1 
all  along  urged  upon  them.  j  r 

The  Berwick  and  Tweedmouth  Gas  Company  show  a  good  record  for  the 
past  year.  The  shareholders  met  on  Wednesday,  when  it  was  reported 
that  the  total  income  for  the  year  was  A’.’iOCd  3s.  7d.,  in  which  was  included 
i'46G4  Os  lOd.  for  gas  sold.  The  expenditure  was  £3917  Os.  ll^d.,  leaving 
a  net  profit  of  £1150  13s.  7id.  Out  of  this  a  dividend  of  10  per  cent,  wm 
declared;  and  it  was  agreed  to  reduce  the  price  of  gas  from  48.  lOd. 
to  4s.  8d.  per  1000  cubic  feet.  It  may  be  noted  that  a  year  ago  the  Com¬ 
pany  ma^  a  reduction  in  the  charge  for  meter- renM.  It  was  stated  on 
Wednesday  that  the  Company’s  works  were  now  completed,  and  that  the 
new  purifying  plant  was  working  most  efficiently.  The  Chairman  ex¬ 
pressed  the  belief  that  next  year  they  would  be  able,  by  reason  of  their 
new  plant,  to  make  a  further  reduction  in  the  price  of  gas.  The  quality  of 
the  Company’s  gas  is  kept  at  an  average  of  30  candles.  . 

The  lowering  of  the  price  of  gas  at  Alloa  is  to  bear  fruit  in  an  increased 
consumption  in  the  public  lamps.  The  Police  Commissioners  were  con¬ 
templating  the  desirability  of  paying  by  meter  for  the  gas  they  required  ; 
but  at  ft  meetiug  ou  Monday,  Mr.  Moyos,  the  Convener  of  the  Lighting 
Committee,  intimated  that  he  would  not,  on  account  of  the  cheapening  of 
the  gas,  press  that  proposal.  The  Com-nissioners,  however,  agreed  to 
another  part  of  the  motion  of  which  Mr.  Moyes  had  given  notice,  to  re- 
rganize  the  lighting  arrangements  of  the  town  hy  the  introduction  of 
additional  lamps  and  the  equalizing  of  the  space  between  those  now  in  use. 

The  Lauder  Gas  Company,  in  the  energetic  hands  of  Mr.  Turnbull,  h^, 
it  is  reported,  lad  a  better  year  last  year  than  the  previous  one,  but  is  still 
unable  to  pay  a  dividend.  The  price  of  gas  is  very  high— Os.  7d.  per  1000 
cubic  feet.  ,  ,  ^ 

The  Cupar  Gas  Company  have  paid  a  dividend  at  the  rate  of  4  per  cent.; 
though  the  Company  have  of  late  years  been  understood  to  bo  in  a  better 
position  than  this  figure  indicates.  Is  this  the  making  of  a  “  poor  mouth, 
in  view  of  the  dispute  with  the  Town  Council  about  the  cost  of  gas  for  the 

public  lamps  ?  i  .. 

The  annual  meeting  of  Forres  Gas  Company  was  held  on  Monday.  It 
was  stated  that  the  Ilirectors  had  been  considering  the  question  of  the 
price  of  gas,  and  now  saw  their  way  to  recommend  a  reduction.  A 
dividend  at  the  rate  of  7i  per  cent,  was  declared ;  and  it  was  resolved  to 
reduce  the  price  from  7f.  Id.  to  (is.  8d.  per  1000  cubic  feet. 

The  affairs  of  the  Edinburgh  and  District  Water  Trust  are  at  present 
attracting  a  good  deal  of  attention.  More  than  one  change  has  already 
Uken  place  in  the  sUff  of  officials  ;  and  others  are  in  contemplation,  over 
which  there  may  be  some  controversy.  But  the  most  imporUnt  question 
liefore  the  Trustees  is  the  necessity  for  providing  an  addition  to  the  city 
water  supply.  It  is  already  foreseen  that,  if  the  great  incre^  of  the  city 
since  the  last  supply  was  Drought  in  from  the  Moorfoot  Hills  continues, 
the  present  supply  will  only  be  equal  to  the  demand  for  about  five  years. 
The  Trustees  have  had  their  attention  turned  to  two  or  three  sources- the 
further  utilization  of  the  Pentland  Hills  supply ;  the  bringing  in  of  the 
Manor  Water,  a  tribuUry  of  the  Tweed  ;  and  the  Uking  up  of  the  scheme, 
rejected  in  1874,  of  going  as  far  as  St.  Mary’s  Loch,  in  Selkirkshire.  To¬ 
day  the  ’Trustees  visited  the  Manor  district  to  inspect  it;  and  doubtless 
the  other  proposals  will  bo  similarly  dealt  with.  The  Manor  water  is  highly 
spoken  of.  _ 


(FBOX  OUB  GLASGOW  COBBESPONDENT.) 

Glasgow,  Saturday. 

At  a  meeting  of  the  Gourock  Burgh  Commissioners  ou  Tuesday  evening, 
the  gas  minutes  were  submitted,  including  the  annual  statement  of  accounts 
for  Uie  past  year.  This  showed  that  the  total  income  was  £2194,  and  the  ex¬ 
penditure,  £1(>87 ;  thus  leaving  a  surplus  of  £507.  From  this  there  fell  to 
be  deducted  for  interest  and  repayment  of  loan,  the  sum  of  £471  12s.  :W., 
leaving  a  net  surplus  of  £35  7b.  9d.  Bailie  Lang,  Convener  of  the  Gas 


Committee,  stated  that  tenders  had  been  received  for  the  supply  of  coals 
for  the  year  ending  May  15,  1889.  With  200  tons  on  hand,  it  was  found 
that  800  tons  would  euffice.  There  were  eleven  tenders ;  the  prices  ranging, 
for  the  various  qualities,  from  7h.  9d.  to  21s.  5d.  per  ton — the  average  price 
being  128.  44d.  per  ton.  Bailie  Lang  said  that  the  contracts  which  had 
just  been  closed  were  very  favourable ;  and  that  the  Gas  Comrnittee  ho|>cd 
ne.\t  year  to  be  able  to  recommend  a  small  reduction  in  the^  price  of  gas. 

During  the  last  financial  year  the  Selkirk  Gaslight  Company  made 
17,306,000  cubic  feet  of  gas;  the  sales  (at  38.  CJd.  per  1000  feet)  yielding  a 
profit  of  £380.  The  shareholders  are  receiving  a  dividend  of  10  per  cent 
on  the  past  year's  profits. 

During  the  year  ending  May  31,  1888,  the  amount  of  gas  made  at  the 
works  of  the  Glasgow  Corporation  Gas  Commissioners  was  2,705,444,000 
cubic  feet,  as  compared  with  2,590,470,(KX)  cubic  feet  in  the  preceding  year. 
The  quantities  of  gas  sold  and  accounted  for  during  these  two  years  were 
respectively  2,427,078,000  and  2,285,130,000  cubic  feet.  During  the  past 
year  the  le  akage  and  unaccounted-for  gas  was  less  than  that  of  any  former 
year;  the  amount  being  10’289  per  cent.,  as  compared  with  11'99  percent, 
in  the  year  1880-87;  11-32  per  cent.,  in  the  year  1885-80;  and  10  00  per 
cent,  in  the  year  1884-85. 

It  will  be  some  days  yet  before  the  Glasgow  Corporation  Gas  Committee 
will  be  able  to  deliberate  upon,  and  make  recommendations  in  connection 
with  the  accounts  of  the  past  year  of  the  great  undertaking  which  they 
have  to  administer.  It  may  be  mentioned,  however,  that  the  balancing 
of  the  accounts  has  just  been  completed  ;  and  they  seem  to  indicate  that 
if  the  allocation  of  the  surjilus  is  made  under  the  various  heads  in  the 
same  way  as  it  was  last  year,  there  will  still  be  somewhere  about  £2(^  to 
the  good.  It  is  very  likely,  therefore,  that  Bailie  Shearer  will  be  unable  te 
obtain  the  vote  of  £5000  Irom  the  gas  profits  for  the  Public  Good,  which 
he  has  been  for  some  time  aiming  at;  and  in  connection  with  which  he 
gave  notice  of  motion  awhile  ago  at  a  meeting  of  the  Town  Council. 

There  has  been  more  firmness  during  the  past  week  than  for  a  long 
time  previous  in  the  Scotch  pig  iron  warrant  market,  as  there  is  an 
improved  demand  for  home  consumption,  with  the  consequent  reduction 
of  the  quantity  going  into  store.  There  is  also  a  demand  for  several 
special  brands,  the  price  Of  which  has  risen.  Scotch  warrants  touched 
38s.  (id.  per  ton  cash  yesterday;  but  the  close  was  IJd.  less.  The  gains 
during  tiie  week  have  been  :  Scotch  warrants,  6d.  per  ton ;  Cleveland,  -Id. 
per  ton  ;  hematite,  5d.  per  ton. 

The  local  coal  trade  is  showing  more  favourable  signs  this  week  ;  and 
coal  masters  have  a  more  hopeful  opinion  of  the  future  than  they  have 
held  for  some  time. 


CURRENT  SALES  OF  GAS  PRODUCTS. 

Liverpool,  July  21. 

Sulphate  of  Ammonia.—The>  market  continues  to  recover;  and  buyers 
are  paying  (with  bad  grace,  of  course)  the  improved  values,  .-^s  much  as 
£11  los.,  Hull,  and  £11  Pis.  (id.,  Leith  and  Liverpool,  have  been  realized 
during  the  week  ;  and  there  is  at  the  moment  remarkably  little  offering. 
In  fact,  everything  points  to  a  great  strain  upon  the  production  in  the 
near  future  ;  and  there  are  certainly  no  stocks  now  accumulatin';.  Heavy 
shipments  are  being  made  to  Germany  and  Spain ;  and  it  almost  goes 
without  saying  that  F'rauce  and  Belgium  will  “follow  suit”  presently. 
There  are  very  few  of  the  requirements  filled  in  the  latter  countries; 
and  the  indications  are  that  sulphate  will  he  used  largely.  The  steady 
mainteuance  of  nitrate  rates,  both  for  present  and  autumn  shipmen‘a 
augurs  well  for  the  keeping  up  of  sulphate  values  ;  and  therefore  no  declin 
can  at  present  he  foreseen  (as  it  is,  nevertheless,  by  the  dealers)  when 
the  production  again  increases  after  the  summer  season.  With  buyers  of 
nitrate  cargoes  Sept.-Nov.  sailing  at  fully  9s.  per  cwt.,  sulphate  may  be 
valued  at  £11  lOs.  at  least  for  the  winter  months. 


London,  July  21. 

Tar  Products. — A  better  feeling  obtains  in  this  market.  Benzol  has 
risen  ;  and  anthracene  is  quoted  a  little  higher.  Pitch,  on  the  other  hand, 
continues  weak ;  and  buyers  offer  absurd  prices  for  the  ensuing 
season.  Prices  :  Tar,  15s.  to  208.  per  ton.  Benzol,  90  per  cent.,  28.  9d.  per 
gallon  ;  50  percent.,  28.  4Jd.  Toluol,  Is.  8d.  per  gallon.  Solvent  naphtlia. 
Is.  2d.  per  gallon.  Crude  naphtha,  30  per  cent..  Is.  per  gallon.  Light 
oil,  3Id-  per  gallon.  Creosote,  IJd.  per  gallon.  Pitch,  13a.  to  lOs.  per 
ton.  Carbolic  acid  (crude),  38.  5d.  per  gallon.  Cresylic  acid,  lOd.  per 
gallon.  Tar  salts,  158.  per  ton.  Anthracene,  30  per  cent.,  “A"  quality, 
Is.  4d.  per  unit ;  “  B  ’’  quality.  Is.  2d. 

Ammonia  Products.— A  speculative  rise  has  taken  place  in  sulphate; 
but,  so  far  as  can  be  seen, there  is  no  substantial  back  to  the  rise  which  has 
taken  place  during  the  week.  Prices:  Sulphate  of  ammonia,  £11  lOs.  to 
£11  15s.  per  ton,  less  discount.  Gas  liquor  (5°  Twaddel),  8s.  per  ton, 
with  a  rise  or  fall  of  Is.  Od.  per  degree.  Liquor  ammonia,  2d.  per  lb.  Car¬ 
bonate  of  ammonia,  3id.  per  lb.  Muriate  of  ammonia,  brown,  £18  per  ton  ; 
white,  £28.  Sal  ammoniac,  £30  per  ton. 


[From  the  Chemical  Trade  Journal,  July  21.] 

Sulphate  of  Ammonia. — The  hardeuingof  the  market  shown  in  embryo 
last  week  has  now  fairly  burst  out  into  bud,  though  makers  should  not 
put  too  much  confidence  in  the  sudden  rises  in  value  induced  by  the 
machinations  of  a  few  speculators.  Having  bought  pretty  well  at  low 
values,  there  are  some  who  are  extremely  anxious  for  a  rapid  rise  ;  but  it 
should  be  remembered  that  nothing  demoralizes  the  market  so  much  as 
these  extreme  fluctuations.  Sulphate  makers  will  have,  more  and  more, 
to  study  the  markets  during  the  various  Heasoiis  of  the  year,  and  not  trust 
too  much  to  some  of  those  misleading  circulars  which  are  occasionally 
issued  by  pecuniarily  interested  parties  iu  order  to  furnish  them  with  the 
means  of  feathering  their  nests.  There  is  a  fable  of  .Esop’s  which  seems 
to  us  to  specially  liear  upon  the  earnest  solicitations  which  some  s|>ecn- 
lators  profess  to  have  (or  the  sellers  of  sulphate  of  ainmoaia.  We  will 
give  it  next  week.  Hull  price  is  to-day  (Thursday)  £11  lOs. ;  while  Leith 
may  be  stated  at  £Il  12s.  (id.  London  prices  are :  Beoktou,  £1 1  15s. ;  and 
outside  makes  at  £11  16s. 

Tar  Products. — Benzol  has  risen  during  the  nast  week,  and  a  sub¬ 
stantial  change  tor  the  better  was  visible  on  Manchester  ’Change  last 
Tuesday.  On  that  day  the  values  of  90's  and  60  OO’s  might  safely  have 
been  set  at  28.  lid.  and  2s.  6d.  respt-ctively  ;  and  actual  business  hu  been 
reported  at  a  fraction  less  than  these  prices.  Solvent  naphtha  is  in  good 
demand  at  old  rates ;  while  crude  carbolic  (60’s)  is  not  value  for  more 
than  3s.  4d.  The  demand  for  creosote  for  lighting  purposes  ithe  Lncigen 
Luminator,  and  other  lights)  is  very  good  indeed  ;  and  it  is  stated  that 
the  Manchester  Ship  Canal  works  will  soon  absorb  a  very  large  quantity 
for  their  lamps.  Anthracene  stands  at  Is.  IJd.  for  “B’’  quality,  and 
Is.  4d.  for  “  A  ;  ■’  and  there  is  every  prospect  of  these  prices  being  main¬ 
tained.  Pitch  is  still  in  an  anomalous  position  ;  and  we  can  only  reiterate 
w'hat  has  been  said  before  on  this  subject.  Our  London  correspondent 
informs  us  that  27s.  per  ton  was  the  price  paid  for  the  SaKord  tar ;  and 
further  states  that  he  would  not  be  surpnsed  to  find  prices  foroetl  up 
still  further. 
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Sales  of  Shares. — At  the  Mart,  Tokenhouse  Yard,  last  Weduesday, 
Messrs.  E.  Fox  and  Bousfield  disposed  of  50  i’lO  fully-paid  shares  in  the 
Went  Kent  Gas  Company  (on  which  the  maximum  dividend  of  10  per 
cent,  is  being  paid)  at  the  following  prices  : — Five  at  A'20  each  ;  5  at  419  5s. ; 
and  40  at  ±'19.  They  also  sold  25  410  shares  (.44  paid)  in  the  same  Com¬ 
pany,  on  which  7  per  cent,  is  being  paid,  at  4G  per  share. - At  a  sale  by 

auction  last  Friday,  small  parcels  of  stock  in  the  Scarborough  Gas  Com¬ 
pany  were  sold  at  the  following  prices : — 4100  of  new  ordinary  7  per  cent, 
stock,  41GG  ;  480  of  5  per  cent,  preference  stock,  4110  15s. ;  an  allotment 
of  new  ordinary  7  per  cent,  stock  (418  paid),  438  5s.  The  stock  was  sold 
with  the  dividend  accrued  to  June  30  last. 

Gas  V.  Oil  at  Malvern  Link.— The  Malvern  Link  Local  Board  have 
decided  to  light  the  roads  in  their  district  by  oil-lamps  during  the  coming 
winter.  This  decision  has  been  arrived  at  in  consequence  of  a  dispute 
with  the  Malvern  Link  Gas  Company.  The  Board  will  not  pay  for  lighting 
the  public  lamps  what  the  Gas  Company  regard  as  a  fair  charge.  The 
Company  decline  to  accept  the  terms  proffered  by  the  Local  Board.  A 
reference  to  arbitration  was  suggested  by  the  Company  ;  but  it  is  said  to 
have  been  declined.  At  the  last  Local  Board  election,  reference  was  made 
to  the  price  of  gas ;  and  a  comparison  was  instituted  between  the  local 
charges  and  those  at  Worcester,  which,  as  the  circumstances  of  the  two 
places  very  widely  differ,  was  unfair  to  the  Gas  Company. 

Income-Tax  on  Gas-Works  Profits. — A  case  of  considerable  interest  to 
the  ratepayers  of  Newcastle-under-Lyme  and  other  corporate  towns  has 
just  been  decided  by  a  Judge  in  the  Queen’s  Bench  Division,  sitting  in 
Chambers.  Up  to  the  present  the  Gas  Committee  of  the  Town  Council 
have  successfully  maintained  that  the  sum  of  .4500,  annually  placed  to  the 
credit  of  the  depreciation  fund,  should  be  exempt  from  income-tax. 
This  has  been  disputed  by  Mr.  Clayton,  Surveyor  of  Taxes,  Stoke ;  and 
the  sum  he  sought  to  recover  was  ,415.  The  Gas  Committee  were  sup¬ 
ported  in  their  contention  by  several  large  Corporations ;  and  two  cases 
were  fought  out  on  the  precise  point,  with  success.  The  Newcastle-under- 
Lyme  Corporation  were  not  represented  by  Counsel  when  the  case  came 
before  the  Judge ;  it  having  been  intimated  that  such  representation  would 
really  not  be  necessary.  However,  the  Attorney- General  appeared  on  the 
other  side ;  and  judgment,  with  costs,  went  against  the  Newcastle  Corpora¬ 
tion,  by  default.  The  effect  is  that  the  Gas  Committee  will  have  to  pay 
income-tax  upon  the  4500,  although  no  decision  is  given  on  the  merits  of 
the  case  at  issue ;  and  as  the  five  years  during  which  the  depreciation  fund 
was  allowed  to  accumulate  have  passed,  it  is  understood  that  the  point 
will  not  arain  be  raised. 

Colne  Valley  Water  Company. — The  report  of  the  Directors  of  this 
Company  for  the  half  year  ending  June  30  last,  which  will  be  presented  at 
the  general  meeting  of  shareholders  to  be  held  at  the  Company’s  works,  at 
Bushey,on  the  3rd  prox.,  states  that  the  total  receipts  on  revenue  account 
amounted  to  45037,  and  the  expenditure  to  42217,  as  against  44610  and 
42129  respectively  during  the  corresponding  period  of  1887.  Thus  the 
profit  carried  to  dividend  and  interest  account  was  42829,  as  compared 
with  42481 ;  andthe  balance  ofjthis  account,after  payment  of  the  4  per  cent, 
interest  on  the  465,000  debenture  stock  and  412,500  preference  shares,  and 
transferring  another  4100  to  the  reserve  account,  is  .41826.  The  Directors 
again  propose  the  payment  of  a  dividend  at  the  rate  of  2J  per  cent,  per 
annum,  less  income-tax,  which  will  leave  4472  to  be  carried  forward.  Since 
the  30th  of  J une  the  Directors  have  sold  8  J  acres  of  the  surplus  reservoir  land 
at  Bushey  Heath,  leaving  about  9  acres  still  in  the  possession  of  the  Com¬ 
pany,  which  they  consider  amply  sufficient  for  future  requirements.  The 
land  was  sold  by  public  auction  at  the  Mart,  Tokenhouse  Yard,  and 
realized  41550,  which  sum  (less  the  expenses  of  the  sale,  &c.)  will  be 
credited  to  capital  account  ;  the  expenditure  on  which  account  last  half 
year  was  only  4491.  The  disused  Harrow  Water-Works  were  offered  at 
the  same  time,  but  were  not  sold. 

The  Sheffield  Corporation  Water-Works  Accounts. — The  annual 
abstract  of  the  accounts  of  the  Sheffield  Corporation  (prepared  by  the 
Boroffgh  Accountant,  Mr.  B.  Jones)  has  just  been  published ;  and  for  the 
first  time  contains  the  accounts  connected  with  the  water-works  under¬ 
taking.  These  show  that  the  liabilities  of  the  Water  Company  in  share 
capital  and  debentures,  and  taken  over  by  the  Corporation,  amounted  to 
41,826,000;  and  that  this  sum,  with  an  overdraft  from  the  bank  of  435,000 
(at  March  31  last),  had  been  expended  in  reservoirs,  conduits,  and  other 
works.  The  loan  transactions  of  the  Corporation  in  connection  with  this 
part  pf  the  accounts  show  that  in  lieu  of  the  share  capital  of  the  Company 
of  41)336,200,  the  Corporation  have  issued  annuities  amounting  in  redemp¬ 
tion  value  to  41,549,466.  Other  accounts  show  the  operations  of  the  water 
nndeftating’;  distinguishing  between  the  transactions  of  the  Company  up 
to  thfe  25th  of  March  last,  and  those  of|the  Water  Committee.  The  latter 
for  ttl^  quarter  ending  March  25  shows  a  trade  profit  of  4797 ;  but  this 
figure,"  as  appeared  from  a  recent  debate  in  the  Town  Council,  is  made  up 
undeV  circumstances  which  admit  of  a  good  deal  of  diversity  of  opinion. 
The. cost 'of  the  water  undertaking  to  the  ratepayers  is  put  down  at 
42,092,689 ;  and  the  Water  Committee  have  arranged  for  the  additional 
expenditure  of  480,000  or  490,000.  No  provision  appears  in  the  accounts 
for  a  sinking  fund,  which  will  amount  to  more  than  45000  a  year.  The 
total  capital  account  of  the  Corporation,  after  the  acquisition  of  the  water 
undertaking,  considerably  exceeds  three  millions. 

The  Conveyance  of  the  Vyrnwy  Water  to  Liverpool. — On  Satur¬ 
day,  the  14th  inst..  Sir  Douglas  Galton,  the  Arbitrator  appointed  by  the 
Board  of  Trade  to  determine  the  method  by  which  the  pipe-line  convey¬ 
ing  the  water  from  the  Vyrnwy  shall  pass  under  the  Biver  Weaver  on 
its  way  to  Liverpool,  resumed  the  inquiry  (which  was  opened  on  the 
23rd  ult.)  at  the  Surveyors’ Institution,  Westminster.  Mr.  Pember,  Q.C., 
appeared  on  behalf  of  the  Liverpool  Corporation;  Mr.  W.  H.  Higgin, 
Q.C.,  for  the  Weaver  Trustees.  The  latter  body  urge  that  a  tunnel  should 
be  constructed  at  a  considerable  depth  below  the  Weaver,  in  which  the 
pip^-line  should  be  laid ;  while  the  Corporation  contend  that  all  practical 
purposes,  will  be  served  by  digging  a  trench  across  the  river  bed  and 
sinkihg  the  pipes  therein.  Further  evidence  was  called  on  behalf  of  the 
Corporatibh,' — viz.,  Mr.  E.  B.  Ellington,  M.  Inst.  C.E.,  Engineer  to  the 
London,  Liverpool,  and  Hull  Hydraulic  Power  Company,  and  Mr.  J. 
Quick,  M.  Inst.  C.E.,  Engineer  to  the  Amsterdam  Water-Works — both  of 
whom  stated  that  the  propositions  of  the  Corporation  would  meet  all 
contingencies,  and  that  the  scheme  sought  to  be  imposed  on  them  by  the 
Weaver  Trustees  would  represent  a  vast  and  unnecessary  increase  of 
expense.  Mr.  Higgin  then  opened  the  case  for  the  Trustees,  arguing  that 
the  laying  of  the  pipes  across  the  river  bed  would  be  a  danger  to  the 
navigation,  and  prevent  the  Trustees  from  deepening  the  river,  as  they 
proposed  soon  to  do.  Mr.  Higgin  called  two  salt  manufacturers,  having 
works  upon  the  Weaver,  and  maintaining  large  fleets  of  steamers  and 
barges,  who  gave  evidence  in  favour  of  the  construction  of  a  tunnel. 
Mr.  Dale,  Accountant  to  the  Weaver  Trustees,  produced  statistics  show¬ 
ing  the  traffic  on  the  river  and  the  revenue  of  the  Trust  for  several  years, 
and  stated  that  during  the  last  six  years  the  surplus  income  devoted  to 
the  relief  of  the  county  rates  had  been  415,000  a  year.  Other  witnesses 
were  also  examined;  and  the  sitting  was  adjourned  till  the  26th  inst. 


The  Metropolitan  Board  of  Works  and  Gas-Meter  Testing. — At  the 
meeting  of  the  Metropolitan  Board  of  Works  last  Friday,  the  Works  Com¬ 
mittee  reported  that  the  Special  Purposes  and  Sanitary  Committee  had 
recommended  the  Board  to  take  action  in  Parliament  to  obtain  an  amend¬ 
ment  of  the  law  to  include  provision  for  the  testing  of  the  indices  attached 
to  gas-meters.  The  Works  Committee,  after  careful  consideration,  sug¬ 
gested  that  the  best  course  to  adopt  would  be  to  address  a  communication 
to  the  Board  of  Trade,  laying  before  them  all  the  facts;  and  they  recom¬ 
mended  that  this  should  be  done,  and  that  the  Wandsworth  and  Putney 
Gas  Company,  who  had  been  in  communication  with  them  on  the  matter, 
should  be  informed  of  the  present  position  of  the  question.  This  was 
agreed  to. 

Yeovil  Gas  Cojipany. — The  report  of  the  Directors  of  this  Company  to- 
be  presented  to  the  shareholders  at  the  annual  general  meeting  next 
Monday,  states  that  the  profit  on, the  year’s  working  wiil  allow  of  the  pay¬ 
ment  of  a  dividend  of  10  per  cent.,  which  the  Directors  recommend  to  be 
declared  (free  of  income-tax),  carrying  474  to  the  reserve  fund,  and  the 
balance  of  4914  to  next  year’s  account.  The  reserve  fund  will  then  stan  d 
at  41500,  at  which  sum  it  will  be  closed  for  the  present.  There  has  been 
a  satisfactory  increase  in  the  demand  for  gas  for  cooking,  heating,  and 
motive  power,  as  well  as  for  lighting  purposes.  Considerable  additions  to 
the  producing  power  of  the  works  are  now  in  progress;  and  important 
extensions  of  the  distributing  mains  have  been  made  in  various  districts. 
The  price  of  gas  has  been  reduced  2d.  per  1000  cubic  feet. 

Pontefract  Water  Supply. — A  special  meeting  of  the  Pontefract  Town 
Council  was  held  last  Tuesday,  to  consider  the  minutes  of  the  Gas  and 
Water  Committee.  It  was  recommended  that  application  should  be  made 
to  the  Local  Government  Board  to  borrow  428,632  for  carrying  out  the 
proposed  scheme  to  procure  a  fresh  supply  of  water  from  Boall,  near 
Whitfield  Bridge.  There  was  much  discussion  on  the  subject;  and  an 
amendment  was  proposed  and  seconded  to  postpone  the  question  until 
September,  in  order,  if  possible,  to  induce  Knottingley,  Featherstone, 
and  other  places,  to  unite  in  the  procuring  of  a  new  supply.  The  Mayor 
(Alderman  Mathers)  said  the  scheme  was  the  best  ever  proposed  for  the 
benefit  of  the  town.  At  present,  in  case  of  fire,  430,000  worth  of  property 
might  be  destroyed,  as  there  was  no  supply  of  water  in  the  storeage 
tanks.  On  being  put  to  the  meeting,  13  voted  for  the  original  scheme  ; 
and  8  for  the  amendment ;  so  that  the  Boall  scheme  is  the  one  that  will 
now  be  adopted. 

The  Extension  of  the  Brighouse  Gas-Works. — Mr.  Arnold  Taylor,  one 
of  the  Inspectors  of  the  Local  Government  Board,  held  an  inquiry  at  Brig- 
house  last  Tuesday,  as  to  the  application  of  the  Brighouse  Local  Board  to 
borrow  41500,  to  complete  the  extension  of  the  gas-works  and  to  purchase 
sulphate  plant.  It  was  explained  that  in  1884  the  Brighouse  Local  Board 
obtained  a  Provisional  Order,  by  which  they  were  empowered  to  borrow 
415,000  for  gas-works  extension.  Of  this  sum  413,500  had  been  raised 
and  spent.  ’The  Board  now  intended  to  manufacture  sulphate  of  ammonia, . 
the  building  and  plant  for  which  would  cost  4800;  4700  would  also  have 
to  be  expended  to  complete  the  extensions  at  the  gas-works ;  and  it  was 
for  these  purposes  that  the  Board  asked  for  sanction  to  borrow  41500. 
The  Gas  Manager  (Mr.  J.  Parkinson)  gave  particulars  of  how  it  was  pro¬ 
posed  to  lay  out  the  money,  and  said  it  was  estimated  that  the  Board 
would  be  able  to  realize  some  4200  or  4300  a  year  more  by  selling  sulphate 
than  by  disposing  of  the  ammoniacal  liquor  in  its  crude  state  as  at  present. 
There  was  no  opposition  to  the  application. 

CocKERMouTH  Local  Board  Gas  SUPPLY. — At  the  last  meeting  of  the 
Cockermouth  Local  Board,  Mr.  M’Quhae,  Chairman  of  the  Gas  Com¬ 
mittee,  reported  that  the  Gas  Manager  (Mr.  E.  W.  Smith)  had  during  the 
half  year  ending  the  30th  of  June  last  made  5,786,000  cubic  feet  of  gas, 
against  5,517,000  cubic  feet  made  by  the  Gas  Company  in  the  corresponding 
half  of  the  previous  year ;  showing  an  increase  by  the  Board’s  Manager, 
of  269,700  cubic  feet  on  the  half  year.  The  quantity  of  coal  used  was  589 
tons ;  being  at  the  rate  of  9823  cubic  feet  of  gas  per  ton  of  coal  carbonized. 
The  Company  used  about  the  same  quantity  of  coal.  This  showed  the 
receipts  for  the  sale  of  gas  at  4s.  per  lOOO  feet,  at  upwards  of  450  more  than, 
those  received  by  the  Company ;  whilst  the  difference  in  the  price  of  coal 
was  over  4100 — the  coal  used  by  the  Company  costing  about  15s.  per  ton, 
and  that  used  by  the  Board’s  Manager  about  lls.  per  ton.  The  quality 
of  the  gas  was  superior ;  whilst  the  average  candle  power  for  the  half  year 
had  been  17’27,  being  1'27  candle  power  more  than  was  required  by  the 
Act.  The  sale  of  residuals  had  also  had  a  corresponding  increase.  Since 
the  gas  exhibition  had  been  held,  the  Manager  had  placed  34  gas-cooking 
stoves  which  were  giving  great  satisfaction.  The  Company  during  the 
four  months  in  summer,  made  less  gas  than  the  average  of  one  month 
in  winter;  whilst  the  Board’s  Manager  had  made  in  the  two  months  in 
summer  the  average -of  one  month  in  winter.  As  the  difference  in  the 
cost  of  labour  between  the  winter  and  summer  mouths  was  not  great,  it 
was  clear  that  an  increase  in  the  sale  of  gas  during  the  summer  would, 
show  good  results  at  the  end  of  the  year. 

Stoke-upon-Trent  Gas  Supply. — At  the  meeting  of  the  Stoke-upon- 
Trent  Town  Council  last  Thursday,  the  annual  abstract  of  the  accounts  of 
the  borough,  recently  presented,  were  commented  upon  by  Alderman 
Leason,  with  special  reference  to  the  progress  of  the  gas  undertaking.  He 
stated  that  altogether  a  sum  of  462,700  had  been  borrowed  on  the  works, 
but  part  had  been  repaid.  At  the  present  time  they  were  making  yearly  at 
the  gas-works  83J  million  cubic  feet  of  gas,  and  selling  771  millions ;  so 
that  their  loss  from  leakage  was  less  than  7  per  cent.,  while  in  the  first 
record  after  their  purchase  of  the  undertaking  the  leakage  was  13|  per 
cent.  It  would  thus  be  seen  that  the  Committee  and  their  Manager  (Mr. 
Herman  Taplay,  Assoc.  M.  Iust.,C.E.)  had  reduced  this  very  considerably. 
The  residuals  last  year  realized  4272  more  than  in  the  previous  year. 
The  revenue  account  showed  the  receipts  to  be  413,871,  while  the  expen¬ 
diture  was  47723 ;  leaving  a  gross  profit  of  46148.  Interest  on  capital, 
bank  commission,  &c.,  absorbed  42938  of  this  sum  ;  leaving  a  net  profit 
of  43210.  Of  the  latter  sum,  42500  had  been  handed  over  to  the 
Council  towards  the  reduction  of  the  rates;  leaving  the  Gas  Com¬ 
mittee  with  4700  to  the  good.  Alderman  Leason  further  remarked 
that  he  considered  their  finances  were  in  a  satisfactory  condition, 
and  that  in  a  short  time  the  adverse  balance  at  the  bank  would  be 
removed.  With  regard  to  the  gas  undertaking,  he  thought  the 
inhabitants  had  no  right  to  more  than  a  fair  proportion  of  the  profits,  and 
that  the  people  who  made  the  profits — the  consumers — ought  to  be  taken 
into  account.  It  was,  therefore,  a  matter  for  consideration  whether  the 
time  had  not  arrived  for  a  further  reduction  in  the  price  of  gas.  Mr.  Sant 
thought  the  position  of  affairs  did  not  justify  any  reduction.  They  were 
now,  he  said,  selling  gas  as  cheaply  as  any  town' iff  the  Potteries.  It  must 
be  borne  in  mind  that  there  was  still  a  heavy  liability  on  the  gas-works ; 
and  now  that  electricity  was  running  gas  so  close,  if  the  undertaking 
failed  before  this  liability  was  cleared  off,  it  would  be  the  ratepayers  who 
would  suffer,  and  not  the  consumers.  A  reduction  in  the  price  of  gas 
would  mean  an  increase  of  the  district  rate ;  and  he  did  not  think  they 
were  prepared  for  that. 
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The  Korthebn  Coai.  TBAPE.-The  demand  for  steam  coals  in  the  north¬ 
east  of  England  indicates  a  large  volume  of  trade,  and  one  which  does  not 
trvet  show  any  sign  of  falling  off ;  but  it  is  at  prices  which  cannot  be  con¬ 
sidered  profitable.^  Best  steam  coal  sells  at  about  78.  M.per  ton  , 
one  or  two  instances  a  slight  discount  is  allowed  from  this  rate  bec^nd- 
clasBCoal  is  rather  more  abundant,  and  about  Vs.  .to  ^s.  3d.  is  tne  me. 
There  is  a  large  output  of  steam  coal ;  and  the  price  is,  if 
weaTer  Gas  wal  is^lightly  morein  demand,  and  ^ay  will  increa  e 

the  sale  now,  whilst  the  shipments  abroad  contmue  good  There  is  little 

ItaSdlu  co”l.ri...  ..kV  fr  ton 

for  best  household  coal  at  the  pit.  For  export  the  price  is  much  lower. 

Bolton  Corporation  Gas  SuppLY.-At  the  last 
Town  Council,  the  members  were  presented  with  a  copy  of  the  Borougn 
irmurer^  accounts  for  the  year  enSing  March  26  Accoging  to  ^ 

statement  of  the  Chairman  of  the  Gas  Committee  (Alderman  Miles),  as  to 
the  operation  of  this  branch  of  the  Corporation  w^rk,  ^om 

sum  of  i,T2,436  carried  to  the  reseiwe  fund  ‘neferrTd 

mittee  in  1874  thought  would  ever  be  necessary) ,  and  £11,600  is  transierrea 
to  aid  if  the  district  rates.  Amongst  other  items  of  income,  a  sum  of 
,£7179  68.  lOd.  is  noticeable  from  public  lampe.  This  item  appears  for  the 
first  time.  The  residual  products  returned  i:i4,%4  ; 
monia  manufactured  forming  the  larger  proportion.  In 
capiul  account,  which  is  more  clearly  and  fully  set  forth  than  hitherto, 
the  sum  of  £30,000  is  written  off  for  depreciation  of  works  not  covered  by 
expenditure  on  renewals. 

The  Wigan  Corporation  Debt.— At  the  last  meeting  of  the  Wigan 
Town  Council,  Mr.  Lamb,  the  Chairman  of  the  Finance 
mitted  proposals  for  the  conversion  of  the  Corporation  stock.  The  stock 
bears  interest  varying  from  4i  to  Si  per  cent  (a  very  small  .proportion 
being  at  the  latter  figure),  and  is  redeemable 

The  R&B  loan  is  represented  at  £177,086,  repayable  in  60  years  ,  and  the 
other  loans  at  £131,000,  repayable  in  80  years— making  a  total  of  deben- 
ture  bonds  of  upwards  of  £308,000.  The  Committee  s  proposal  is  to  con¬ 
vert  the  whole  of  the  stock  to  a  uniform  basis,  bearing  interest  at  3  per 
cent. :  and  with  a  view  to  bring  about  the  change,  they  recommend  that 
there  shall  be  offered  for  3i  per  cent,  stock  a  premium  of  £6  ;  4  per  cent., 
£8;  and  4i  per  cent.,  £10.  They  also  propose  to  remove  the  liability  to 
be  drawn  by  lot,  and  to  guarantee  that  the  stock  should  not  be  further 
interfered  with  for  ten  years  except  at  the  option  of  the  holders,  but  tliat 
it  should  afterwards  be  redeemable  upon  six  months’  notice  being  given. 
The  Council  sanctioned  the  scheme. 

Montrose  Gas  Company.— The  annual  general  meeting  of  this  Com¬ 
pany  was  held  on  Wednesday  last— Ex-Provost  Reid  in  the  chair.  The 
Solicitor  (Mr.  Dickson)  read  the  report  for  the  past  financial  year,  which 
showed  that  the  total  income  (including  £1279  from  the  previous  year) 
was  about  £6593  9s.  4d.,  and  the  expenditure  £4071  IVs.  23.— showing  a 
surplus  of  £2621  128. 2d.,  or,  deducting  the  balance  carried  forward,  a ^ofat 
of  £1242  Is.  2d.  It  was  agreed  to  pay  the  usual  dividend  of  £3  per  share, 
to  meet  which,  however,  about  £267  will  have  to  be  taken  from  tlie  reserve 
fund.  It  appeared  from  Mr.  Dickson’s  statement,  that  the  consumption  of 
gas  to  the  town  had  been  gradually  decreasing  for  three  years  past ;  and 
that  the  falling  off  in  the  income  was  chiefly  due  to  the  depreciation  in 
the  value  of  residual  products,  which  in  1886  realized  £474,  in  the  follow¬ 
ing  year  £464,  and  last  year  only  £186  lls.  6d.  Sad  they  fetched  their 
previous  price,  instead  of  a  deficiency,  there  would  have  been  a  small 
surplus.  The  Chairman  thought,  in  view  of  the  depressed  state  of  the 
town,  the  shareholders  might  congratulate  themselves  on  the  position  in 
which  the  Company  stood.  In  moving  the  reappointment  of  Mr.  Hall  as 
Manager  of  the  works,  the  Chairman  paid  a  high  compliment  to  him  for 
•the  able  manner  in  which  he  had  discharged  his  duties;  and  stated  that 
the  Directors  had  agreed  to  recommend  that  his  salary  be  increased  by 
£25  per  annum.  The  Chairman  moved  accordingly;  and  Mr.  J.  John¬ 
ston  seconded  the  motion.  Mr.  Deans  moved,  as  an  amendment,  that, 
in  view  of  the  fact  that  the  income  of  the  Company  was  falling  off,  and 
of  the  slight  prospect  of  the  trade  of  the  town  improving,  no  increase 
be  given.  On  a  division,  the  motion  was  carried  by  a  large  majority. 
Mr.  A.  Melville  Watt  was  re  elected  as  Secretory  and  Treasurer ;  and  a 
vote  of  thanks  to  the  Chairman  concluded  the  proceedings. 
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120,000 
854,060 
6,468,850 
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8,600,000 
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GAS  COMPANIES.  1 

li 

I.  d 

lOA  Alliance  &  Dublin  10  p.  c. 

10  1 

81-194 

..  s 

7  B 

74 

1 

Do.  7  p.  c. 

10 

84-14 

..  & 

7  2 

6 

lAustralian  (8ydncy)5“.oDob. 

100 

09-111 

•• 

fl  f 

10  1 

10 

'Babia,  Limited . 

20 

29-36 

0  0 

7i 

Bombay,  Limited  .... 

6  ' 

•/  * 

0  0 

7: 

Do.  New . 

4 

.. 

+  2- 

9  1 

11; 

1  Brentford  Consolidated  .  ■ 

100 

!25-2§0| 

2  a 

Hi 

Do.  New . 

100 

165—170 

+  2 

2  11 

.  loJ 

Briebton  &  Hove,  Original  . 

20 

43-45 

18  4 

11 

1  British . ' 

20 1 

46—47 

1  15  9 

11 

Bromley,  Ordinary  10  p.  c.  .1 

10 

20— ‘22 

5  0  0 

8 

Do.  ^  P*  • 

Buenos  Ayres  (New)  Limited 

10 ' 

184— 144 

184-144 

106—109 

.. 

5 10  4 

8 

10  : 

5 10  4 

6 

Do.  6  p.  c.  Deb.  . 

Cagliari,  Limited  .  .  , 

100 

>  10  1 

7 

20 

25—27 

+  2 

5  8  8 

13) 

Commercial,  Old  Stock  .  . 

100 

267—272 

4  to  8 

10 

Do.  New  do. .  «  • 

100 

205-210 

5  0  0 

e  4 

Do.  4<^  p.  c.  Deb.  do. 

100 

120—125 

.  . 

3  12  0 

e  12 
12 

Continental  Union,  Limited 
Do.  New '69  & '72 

■20 

14 

444 — 164 
294-8O4 

•  • 

5  6  6 

5  10  0 

9 

Do.  7p.  c.  Pref.. 

20 

85-87 

.  . 

4  17  8 

r.  10 

Crystal  Palace  District  .  . 

100 

205-215 

4  18  0 

18t 

European,  Limited  .  .  . 

10 

26—26 

•  « 

5  0  0 

18t 

Do.  New.  .  . 

■Ji 

18-19 

5  2  8 

131 

Do.  do.  •  .  • 

6 

12-13 

+  J 

5  0  0 

.  181 

Gaslight  &  Coke,  A,  Ordinary 
Do.  B,  4  p.  c.  max. 

100 

260—264 

+  24 

4  18  6 

4 

100 

98—108 

■f  1 

3  17  8 

10 

Do.C,D,&E,10p.c.Pf. 

100 

268—268 

+  8 

3  14  7 

fi 

Do  F,  6  p.  c.  Prf.  . 

100 

1-27— 18-2 

+  2 

8  16  9 

7A 

Do.  G,  74  p.  c.  do.  . 

100 

185—190 

+  2 

8  18  11 

7 

Do.  H,  7  p.  c.  max. 

100 

170-175 

+  2 

4  0  0 

10 

Do.  J,  10  p.  c.  Prf.  . 

100 

261-266 

+  3 

8  IS  2 

le  4 

Do.  4  p.  c.  Deb.  Stk. 

100 

118—121 

.  . 

8  6  1 

44 

Do.  44  p.  c.  do. 

100 

125—180 

3  9  8 

6 

Do.  6  p.  c.  do. 

100 

175-178 

•4-2 

3  7  5 

y.  10 

Imperial  Continental  .  .  . 

100 

205—208 

-4-3 

4  16  1 

le  6 

Malta  &  Mediterranean,  Ltd 

6 

i1!=?!6 

.  « 

5  14  3 

r.  6 

Met.ol  Melbourne,5  p.c.  Deb. 

100 

. 

4  6  2 

le  6 

Monte  Video,  Limited  .  . 

20 

194- 20i 

. 

6  17  1 

y  10 

Oriental,  Limited  .  .  .  . 

6 

9|-9l 

. 

6  2  7 

r.  7 

Ottoman,  Limited  .  .  .  . 

People’s  Gas  of  Chicago— 

6 

100 

6-7 

104—109 

5  0  0 

5  10  1 

y  ( 

1st  Mtg.  Bds.  .  .  . 

. 

le  t 

2nd  Do.  .  .  . 

100 

92-97 

. 

6  8  9 

.  10 

San  Paulo,  Limited  .  .  . 

1  10 

154 — 

. 

6  1  2 

J.  1.5J 

South  Metropolitan,  A  Stock 

100 

319—324 

-1-4 

4  15  8 

12 

Do.  H  do.  . 

100 

246— •25( 

1  -4-  zsj-i  in  u 

13 

Do.  C  do.  . 

100 

255— '265 

-4-5 

4  18  1 

le  6 

Do.  5  p.  c.  Deb.  Stk.. 

100 

18.5— 14U 

.. 

3  11  6 

3.  11 

.Tottenham  £  Edm'ntn,  Orig 

6 

11—13 

4  4  0 
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ae  9 

Chelsea,  Ordinary  .  .  .  . 

100 

250—25: 

-4-1 

3  10  7 

r.  7 

East  London,  Ordinary  . 

100 

193— tot 

-4-1 

3  10  8 

le  9 

Grand  Junction . 

50 

121— 12< 

1-4-1 

.. 

,  8  11  5 

a.  104 

Kent . 

100 

267—271 

8  17  2 

le  9 

Lambeth,  10  p.  c.  max.  . 

'  100 

252—25 

-4-1 

3  10  0 

Ik 

Do.  74  p.  c.  max.  . 

lUO 

200—20 

8  13  2 

r. 

{ 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

117-12 

1  .. 

8  6  8 

1.  124 

New  River,  New  Shares  . 

100 

348—35. 

i  .. 

3  8  8 

4 

Do.  4  p.  c.  Deb.  Stk. 

100 

l'23-12l 

H  .. 

8  2  6 

le  6 

S'thwk  &  V'xball.  lOp.c.max 

100 

161—16 

5  +1 

3  12  8 

6 

Do.  74  p.  c.  do. 

100 

151—151 

8  16  11 

ae  10 

West  Middlesex  .  .  . 

'  100 

264—26 

2I 

1 

3  14  4 

•)  Next  dividend  will  be  at  Ibis  rate. 


THE  QUALITY  OF  THE  LONDON  GAS  SUPPLY 
During  the  Four  Weeks  ended  July  17. 


[From  returns  to  the  Metropolitan  Board  of  Works  by  Mr.  W.  J.  Dibdin,  F.I.O.,  F.C.S.] 


Illcminatino  Power. 

(In  Standard  Sperm  Candles.) 

Sulphur. 

(Grains  in  100  Cubic  Feet  of  Gas.) 

Ammonia. 

(Grains  in  100  Cubic  Feet  of  Oos.) 

Co  MTANiEB— Districts. 

Maxi¬ 

mum. 

Mini- 

mum. 

Means. 

1 

Maxi¬ 

mum. 

Mini¬ 

mum. 

Means. 

Mini-  1 

Means. 

June 

26 

July  ' 

July 

10 

July 

17 

June 

‘26 

July 

8 

July 

10 

July 

17 

mum. 

mum.  ' 

i 

June 

26 

July 

8 

July 

10 

July 

17 

The  Gaslight  and  Coke  Company — 

Netting  Hill . 

201 

17-8 

18-7 

18-8 

18-6 

18-3 

11-6 

7-8 

8-7 

9-6 

10-0 

9-G 

0-6 

0-0 

0-0 

0-2 

0-3 

0-2 

Camden  Town . 

17-1 

10-9 

lG-2 

16-3 

lG-6 

10-6 

11-9 

M-9 

10-1 

9-9 

9-8 

10-2 

0-4 

0-1 

0-2 

0-2 

0-3 

0-3 

Dalston . 

16-9 

16-2 

16G 

IC-G 

16-G 

lo-c 

16G 

13-1 

14  0 

14G 

14-3 

13-6 

0-4 

0-2 

0-3 

0-3 

0-3 

0-3 

Bow . 

17-6 

10-3 

16-8 

17-1 

17-0 

16-8 

8-7 

6-2 

7-1 

7-2 

Ifl 

G-3  1 

2-8 

0-8 

1-6 

2  2 

1-1 

1-2 

Chelsea  (Fulham) . 

17-1 

16-3 

lC-9 

lG-9 

lG-9 

16-0 

140 

8-7 

9-1 

10-2 

12-3 

13-4 

0-4 

0-0 

0-0 

0-1 

0-0 

0-0 

Ho.  (Niue  Elms) . 

171 

10-4 

lC-7 

lG-9 

10-7 

16-7 

11-3 

b-6 

80 

9  0 

lb-3 

1 

0-G 

0-0 

0-2 

0-6 

0-6 

Kingsland  Road . 

180 

16-6 

17-0 

17-0 

16-7 

17-3 

14-0 

5-6 

9-0 

11-6 

11-3 

11-6 

0-2 

0-0 

0-1 

0-1 

0-1 

5.2 

Charing  Cross  (48-inch  main)  .  .  . 

17-2 

16-8 

16-8 

lG-7 

lG-8 

IG-C 

10-6 

7-7 

9-6 

8-2 

9-G 

8-7  1 

0-7 

0-2 

0-3 

0-6 

0-G 

0-5 

Do.  (district  main)  .  .  . 

17-2 

16-4 

IC'8 

lG-8 

lG-7 

170 

10-9 

7-8 

90 

7-9 

8*3 

9‘'G  1 

0-7 

0  4 

0-6 

0‘G 

0  6 

0-0 

St.  John's  Wood . 

171 

IU'4 

lC-8 

lG-8 

lG-7 

16-8 

11 -G 

7-4 

8-4 

9-4 

9-2 

10-2  , 

0-9 

0-1 

0-7 

0-7 

0-6 

0-6 

Lambeth  Road . 

170 

16-3 

• 

lG-8 

lG-6 

16-6 

12-3 

7-8 

• 

90 

9-2 

9-7  ; 

0-G 

0-0 

• 

0-6 

0  4 

0  4 

Westminster  (cannel  gas) . 

21-U 

20-4 

21-0 

21-1 

21-2 

•21-0 

14-7 

8-9 

12-1 

11-6 

10-0 

III  1 

0  6 

0-0 

0-2 

0-2 

0-2 

Q;1 

South  Metropolitan  Gas  Company — 

Beckham . 

17-3 

1C- 4 

16-C 

16-7 

IG-C 

16-7 

11-8 

G-7 

10-0 

10-4 

9-9 

9-7  1 

0-8 

0-0 

0-0 

0-0 

0-1 

•O-l 

Tooley  Street . 

17-0 

lG-2 

IG-C 

10-5 

IG-G 

lC-3 

lO-G 

7-0 

10- 1 

9-,7 

8:7. 

8-6 

0-0 

0-0 

0-0 

0-0 

0-0 

0-0 

Clapham . 

lC-7 

16-0 

IG'C 

lG-6 

IG-G 

16-4 

14-5 

10-4 

11-7 

U-7 

13-1 

12-2 

0-3 

0-0 

0-0 

0-0 

0-0 

0-0 

Lewisham . 

17-1 

16-0 

16-7 

IG'4 

lG-4 

lG-2 

lG-0 

8-7 

11-2 

U-G 

13-7 

10-7  ' 

0-4 

0-0 

0-2 

0-1 

0-0 

.0:0 

Blackfriars  Road . 

16-8 

ic-i 

lC-4 

IG'i 

16-4 

10-3 

14-4 

8-0 

11-8 

12-3 

11-6 

10-3 

0-4 

0-2 

0-3 

0-3 

0  3 

^93 

0-6 

Commercial  Gaa  Company — 

Old  Ford  . . 

17-7 

16-9 

. 

17-1 

lG-7 

IG-l 

IG-C 

11-0 

3-2 

9-0 

8-7 

C-3 

7-1 

0-7 

' 

0-4 

1 

0*5 

0-C 

0-6 

St.  George’s-in-the-Eaat . 

17-2 

16-0 

16*7 

lO-G 

lG-8 

111 -6 

1  13-6 

0-4 

8-9 

12-6 

9-7 

8-0 

0-7 

0  4 

0-6 

0-6 

0-6 

^6 

*  Station  closed  for  cleaning. 


-  Sulphuretted  Hydrogen. — None  on  any  occasion.  Pressure. — In  excess  ou  all  occasions. 

2i»te. — The  standard  illuminating  power  for  common  gaa  in  the  Metropolis  is  16  sperm  candles,  and  for  cannel  gas  20  sperm  candles.  Sulphur 
not  to  exceed T7  grains  in  1(X)  cubii  feet  of  gas;  ammonia  not  to  exceed  4  grains  in  100  cubic  feet  of  gas.  Pressure  between  sunset 
and  midnight  to  be  equal  to  a  column  of  1  inch  of  water;  between  midnight  and  sunset, 6- lOths  of  an  inch. 
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GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 

PLEASE  ADDRESS  IN  FULL-  C3r"W"75riXr  JW E  CO., 

HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WDRKS,  VICTDRIA  EMBANKMENT,  LDNDON,  W.C.,  ENGLAND. 

TELEPHOnSTE  No.  2698. 


Thirty-three  Medals  at 
ail  the  Great  International 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  Exhausters, &c. 

Only  Medal  at  the  Liver¬ 

pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 

duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction. 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 
passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  per  Minute. 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin¬ 

ciple  to  pass  Gas 
without  the  slight¬ 

est  oscillation  or 
variation  in  pres- 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 

m  VALVES, 
VACUUM  GOVERNORS. 
REGULATORS,  PUMPS 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hour- 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEFFIELD. 


OXIDE  OF  IRON. 

The  Gas  Purification  and  Chemical 

Company,  Limited, advise  theirfriends  that  their 
only  representatives  for  the  Saleof  Oxide  are  Mr.  Andrew 
Stephenson  and  such  Sub-Agents  as  may  be  accredited 
from  the  Head  Office.  They  furtberstatethatthe  royal¬ 
ties  possessed  by  them  extend  over  an  area  of  more 
than  350,000  acres,  and  are  held  for  a  long  term  of  years. 
They  employ  their  own  overseers  and  labourers,  and 
there  are  no  intermediate  profits  between  them  and 
the  consumer. 

Address  161  to  163,  Palmerston  Buildings,  Old  Broad 
Street.LoNDON.E.C. 

John  Wm. O’Neill, 

Managing  Director. 


Andrew  stephenson,  Agent  for 

the  Gas  Purification  and  Chemical  Company, 
Limited,  158,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 


CANNEL  COAL,  &o. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOTTISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No.  30,  St.  Andrew  Square,  Edinburgh, 

No.  64,  Bernard  Street,  Leith, 


•  Scotland. 


SULPHURIC  ACID,  B.O.V.,  for  Sulphate 

of  Ammonia  Making.  Guaranteed  clear,  of  full 
strength,  and  to  produce  a  fine  white-coloured  Salt- 
Delivered  in  carboys  or  railway  tank  waggons. 

For  prices  and  terms  address  Bale,  Bakeb.  and  Co., 
120  &  121,  Newgate  Street,  London. 


CROWTHER  BROTHERS  solicit  a  trial 

of  their  IMPROVED  SYSTEM  OP  RETORT 
SETTING.  Can  guarantee  them  to  heat  well,  and  the 
bottom  Hetorts  to  Carbonize  as  much  Coal  as  those  at 
the  top.  Constructed  to  bum  Tar  or  Coke.  Can  be 
altered  in  a  few  minutes. 

For  particulars,  write  to  384,  Mile  End  Road, 
London,  E. 


G 


AS- WORKS  of  any  magnitude  leased, 

at  premiums  ranging  from  5  to  10  per  cent.. 


according  to  the  size  of  the  Works.  Gas-Works  erected 
nr  re-modelled  upon  the  most  modern  principles. 

Address  George  Weller,  Gas  Engineer,  St.  Ives 
Cornwall. 


A 


YOUNG  Man  (aged  22),  the  Son  of  a 

Gas  Manager,  will  be  glad  to  meet  with  an 


appointment  as  CLERK,  COLLECTOR,  or  MANAGER 
for  Gas-Works  at  home  or  abroad. 

Good  references ;  and  security  given. 

Address  No.  1617,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 


A 


MARRIED  Man,  31  years  of  age,  seeks 

an  Engagement  as  WORKING  MANAGER,  or 


the  charge  of  Engines  and  Exhausters.  Now  Manager 
of  small  works.  Can  have  good  testimonials. 

Apply  to  C.  P.,  Mr.  Smith,  Rattington  Street, 
Chartham,  near  Canterbury,  Kent. 


Draughtsman  wanted,  experienced 

in  Gas  Apparatus,  Structural  Ironwork,  and 
Quanticies,  by  leading  firm  of  Gas-Works  Contractors. 

State  salary,  experience,  and  give  references  to  No. 
16-5,  care  of  Mr.  King,  11,  Bolt  Court,  Fleet  Street, 

E.C. 

RETORT-SETTER  Wanted,  at  once ; 

thoroughly  practical. 

Apply,  stating  wages  and  giving  relerence,  to  Crow- 
THEB  Brothers,  334,  Mile  End  Road,  London,  E. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock, 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  ’’ Eirwal, London.” 


Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address :  "  PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

*.♦  See  Advertisement  on  Page  III.  of  the  Wrapper  of 
last  week’s  issue. 


WC.  HOLMES  &  Co.,  Huddersfield, 

•  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete.  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c..  Improved  Valves,  Engines,  and  Exhausters. 
.A'so  for  Collingwood’s  Regenerative  Retort-Settings. 

See  Advertisement  p.  182  of  this  week’s  issue. 
Cablegrams  :  “  Ignitor  London.”  Telegrams:  “  Holmes 
Huddersfield.” 


“EXCELSIOR”  TAR-BURNER. 

Tar  worth  30s.  per  ton  for  Burning. 

Come  and  see  and  believe,  or  send  for  Burners 
complete,  with  Instructive  and  Descriptive  Pamphlet, 
I6s.  6d 

Estimates  given  for  Fixing  and  Starting,  and  satis¬ 
factory  working  guaranteed  on  application  to  Taos. 
Burtonshaw,  Gas-Works,  Chipping  Norton. 


w 


ANTED,  at  once,  a  Gas  Exhauster; 

capacity,  10,000  or  15,000  feet  per  hour.  Must 


be  in  good  condition. 

Apply  to  the  Secretary,  Gas-Works,  Nuneaton. 


WANTED,  a  Situation  by  a  Practical 

GAS-FITTER,  as  Leading  Hand  or  otherwise. 


Well  up  at  Index  Taking,  Stoves,  Services,  &c.  Good 
references. 

Address  J.  White,  52,  Henshaw  Street,  Walworth, 
London,  S.E. 


WANTED,  for  the  Rochford  Gas  Com¬ 
pany  (1500  Inhabitants),  a  Man  competent  to 
undertake  the  duties  of  WORKING  MANAGER. 
House  and  firing  provided. 

Apply,  stating  age,  qualifications,  and  wages  required, 
to  Geo.  Wood,  Secretary  to  the  Gas  Company,  Roch¬ 
ford,  Essex. 


WANTED,  5000  feet  perhour  Exhauster 

and  ENGINE,  with  6-inch  connecting-pipes. 
Also  Small  HORIZONTAL  BOILER.  Must  all  be  in 
good  working  order. 

Apply  by  letter  to  No.  1626,  care  of  Mr.  King,  11,  Bolt 
Court,  Fleet  Street,  E.C. 


WAGGON-TANKS. 

WANTED,  Secono-hand  Railway  Tank- 

WAGGONS,  in  good  condition. 

Full  particulars  and  prices  to  the  Sharon  Chemical 
Company,  Derby. 


TO  GAS  ENGINEERING  FIRMS  AND  COLLIERY 
PROPRIETORS. 

WANTED,  by  a  Consulting  Gas  En¬ 
gineer,  the  LONDON  AGENCY  for  any  good 
Firm.  'The  Advertiser  has  a  good  Gas  Connection. 

Address,  in  first  instance,  No.  1624,  care  of  Mr,  King, 
11,  Bolt  Court,  Fleet  Street,  E.C. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street,  London,  E.C. 

TUBES. 

For  Gas,  steam,  and  Water;  Galvanized, 

White  Enamelled,  and  Hydraulic  Tubes  and  Coils 
John  Spencer,  Globe  Tube  Works,  Wednesbuby,. 
and  14,  Great  St.  Thomas  Apostle,  London. 


SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS,  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 

OLPHERT’S  Natural  Oxide  of  Iron — 

SUPERIOR  IRISH  BOG  ORE  (obtained  from  the: 
finest  estates  in  Ireland) — is  now  VERY  LARGELY 
and  SUCCESSFULLY  USED  for  Gas  Purification. 

The  sole  representative  for  selling  this  Oxide  is  A.  C. 
Fraser  (late  Gas  Engineer  at  Bolton).  Bridgewater 
Chambers.  Brown  Street,  Manchester. 

SULPHURIC  ACID. 

Hugh  Wallace  &  co.,  chemical 

Manufacturers  (the  old-established  firm),  supply 
the  above,  which  is  specially  adapted  for  making  White- 
Sulphate  of  Ammonia.  The  latter  purchased  in  any 
quantities  at  highest  market  prices,  or  contracts  for 
the  year. 

For  price  and  terms  apply  Botolph  House,  Eastcheap,. 
London,  E.C. _ 

BRISTOL  UNITED  GASLIGHT  COMPANY. 

ffiHE  Directors  oi  the  Biistol  United  Gas- 

^  light  Company  arj  about  to  appoint  a  CHEMIST 
at  each  of  their  Avon  Street,  Canons’  Marsh,  and 
Stapleton  Road  Works,  and  invite  applications  for  the 
appointments. 

The  candidates  selected  will  be  required  to  devote 
the  whole  of  their  time  to  the  duties  of  their  respective 
offices,  and  must  be  capable  of  making  the  usual 
tests  and  analyses  required  in  Gas  Manufacture. 

The  commencing  salary  in  each  case  will  be  £80  per 
annum. 

Personal  canvassing  will  be  a  disqualification. 
Applications  with  copi'S  of  testimonials  must  be  sent 
in,  addressed  to  the  Chairman  of  the  Company,  not 
later  than  Ten  a.m.  on  Monday,  the  30th  of  July  prox. 

Jas.  V.  Green,  Secretary. 
Gaslight  Offices,  Canons’  Marsh,  Bristol, 

June  21, 1888. 


BRISTOL  UNITED  GASLIGHT  COMPANY. 


The  Directors  of  the  Bristol  United 

Gaslight  Company  are  about  to  appoint  two 
RESIDENT  GAS  ENGINEERS,  to  take  charge  of 
their  Avon  Street  and  Stapleton  Road  Works  respec¬ 
tively,  and  invite  applications  for  the  appointments. 

The  candidates  selected  will  be  required  to  reside  on 
the  premises — where  free  House  with  Gas,  Coal,  and 
Water  will  be  provided — and  to  devote  the  whole  of 
their  time  to  the  duties  of  their  respective  offices.. 
They  must  have  had  a  thoroughly  practical  trainings 
and  be  conversant  with  Gas  Engineering  in  all  its 
branches. 

The  salary  in  each  case  will  be  £300  per  annum. 
Personal  canvassing  will  be  a  disqualification. 
Applications  with  copies  of  testimonials  must  be  sent 
in,  addressed  to  the  Chairman  of  the  Company,  not 
later  than  Ten  a.m.  on  Monday,  the  30th  of  July  prox. 

Jas.  V.  Green,  Secretary. 
Gaslight  Offices,  Canons’  Marsh,  Bristol, 

June  21, 1888. 
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GASHOLDERS  WITHOUT  GUIDE-FRAMING. 

Trf.  account  which  will  bo  found  in  another  column,  of  tho 
raising  of  a  tliree-lift  gasholder  at  the  llotherliithe  station  of 
the  South  Metropolitan  Gas  Company,  without  extension  of 
the  guide-framing  beyond  the  height  of  the  second  lift,  is  a 
noteworthy  evidence  of  a  striking  advance  in  gasholder  con¬ 
struction.  The  question  of  the  possibility  of  dispensing  with 
the  upper  portion  of  the  guide-framing  of  gasholders  has 
been  discussed  in  the  columns  of  the  Joubsal  upon  numerous 


occasions,  aiul  formed  the  subject  of  a  paper  road  before  Tho 
Gas  Institute  at  Glasgow  last  year;  but  it  is  only  natural 
that  the  minds  of  the  practical  men  who  are  fond  of  declaring 
that  “  an  ounce  of  fact  is  worth  a  pound  of  theory  ”  should 
be  struck  w’itli  this  llotlierliithc  experiment,  as  they  never 
would  be  by  any  number  of  papers  and  articles  in  engineer¬ 
ing  publications.  Wo  shall  not  be  far  wrong,  therefore,  in 
assuming  that  the  new’s  of  the  successful  inflation  of  this — 
according  to  old  ideas  on  the  subject — imperfectly  framed 
holder,  w’ill  bring  the  matter  forw'ard  again  in  the  thoughts 
of  gas  engineers  with  a  freshness  and  force  that  could  not 
be  imparted  to  it  by  any  other  means.  Mr.  George  Livesey 
deserves  to  bo  congratulated  on  the  success  of  his  bold 
experiment,  which,  it  is  not  too  much  to  say,  no  other  man 
would  have  attempted  upon  such  a  large  scale.  It  is  one 
thing  to  profess  acceptance  of  a  theorem  in  applied  mathe¬ 
matics,  when  the  result  is  merely  stated  in  a  technical  com¬ 
munication  to  a  professional  society,  or  to  confess  that  there 
“  may  be  something  ”  in  a  well-written  article  stating  novel 
views  of  a  matter  of  engineering  practice  that  has  always 
been  treated  in  some  traditional  fashion.  It  is  an  altogether 
different  affair  to  carry  out  one’s  convictions  by  sending  up 
a  150-feet  gasholder  into  the  air  w’itliout  that  support  which 
tradition  would  declare  to  be  necessary  to  prevent  overturn¬ 
ing.  In  the  informal  conversational  discussion  that  followed 
the  reading  of  Mr.  Webber’s  paper  at  Glasgow,  and  in 
which,  as  is  usual,  men’s  real  opinions  were  more  candidly 
confessed  that  in  the  formal  debate,  a  remark  commonly  made 
w'as  :  “It  may  be  all  right  to  guide  a  gasholder  from  the 
“  bottom  instead  of  in  the  ordinary  way,  but  I  should  like 
“  to  see  it  tried  by  somebody  else  first.’’  This  is  a  cheap  kind 
of  criticism  which  is  worth  nothing  ;  and,  fortunately  for  gas 
engineering,  it  is  a  kind  of  criticism  that  has  never  been 
favoured  by  Mr,  Livesey.  lie  has  now  added  one  more  to 
the  proofs  of  daring  originality  which  he  has  shown  during  his 
career.  It  cannot  but  be  regarded  as  deplorable  that,  while 
the  most  authoritative  discussion  of  this  particular  point  in 
gasholder  construction  took  place  at  last  year’s  Gas  Institute 
meeting,  the  members  will  not  have  an  opportunity  for  con¬ 
sidering  the  practical  proof  of  the  principles  there  advanced, 
since  Mr.  Livesey  has  now  withdrawn  from  the  Institute, 
and  nobody  will  remain  to  explain  his  work. 

It  will  be  advisable  to  recapitulate  a  little,  in  order  that 
the  full  significance  of  this  Rotherhithe  experiment  may  be 
realized.  Up  to  last  year  it  was  generally  accepted  that  the 
overturning  force  of  the  wind,  exerted  against  a  gasholder 
from  one  direction,  tended  to  push  the  holder  along  a  hori¬ 
zontal  plane,  and  could  be  equally  divided  among  tlie  number 
of  guide-rollers  brought  into  play,  irrespective  of  whether 
these  happened  to  be  on  the  bottom,  middle,  or  top  of  the 
holder.  This  is,  briefly  stated,  the  old  theory  of  gasholder 
stability.  Such  was  the  view  taken  by  Mr.  Corbet  Woodall 
last  year,  when  discussing  Mr.  Webber's  paper.  He  said  that 
“  the  pressure  would  be  evenly  divided  between  the  top  and 
“  bottom  rollers  on  the  leeward  side.  .  .  .  He  maintained 

“  that  beyond  doubt  the  effect  of  a  strong  wind  upon  a  holder, 
“  .  ,  .  if  guided  in  tlie  ordinary  manner,  would  be  to 

“  push  it  upright  against  the  leeward  guides.”  Mr.  Hunt 
prudently  decided  to  await  tlie  issue  of  the  projected  Kother- 
liithe  experiment  before  declaring  himself ;  and  Mr,  Foulis 
thought  that  wind  does  push  a  holder  along  a  horizontal 
plane,  and  spoke  of  a  holder  as  “  fairly  resting  upon  both  top 
“  and  bottom  guides.”  If,  however,  a  holder  does  so  rest 
upon  top  guides,  what  would  happen  when  this  support  is 
taken  away  ?  Ry  the  old  theory,  destruction  through  over¬ 
turning  ;  by  the  new,  nothing  at  all.  The  Rotlierhithe 
example  answers  this  question  conclusively. 

Thus  it  will  bo  seen  that  tho  new  departure  is  a  radical 
one,  and  contradicts  the  fuiidamciilal  assumption  of  the  old 
theory.  Tho  theory  must  accordingly  bo  roconstructi’d  ;  and 
in  what  direction  if  not  in  that  already  indicated  ?  Tho 
extent  to  which  gasholder  guide-framing  can  be  cut  down 
becomes,  therefore,  a  question  of  degree  ;  and  tho  liest  way 
to  settle  the  problem  in  its  new  phase  is  by  direct  experiment. 
The  opportunity  may  perhaps  bo  presented  in  connection 
with  demolition  ;  if  not  with  construction.  It  would  not  bo 
much  trouble,  when  a  holder  is  to  bo  broken  up.  to  ascer¬ 
tain  tho  minimum  conditions  of  its  stability  by  progressively 
removing  the  guide-framing  first.  Tho  chief  objection  to  this 
proposal  is  that  when  holders  come  to  bo  demolished  they  are 
generally  so  old  and  rickety  that  no  useful  puriiose  coubl  bo 
served  by  experimenting  with  them.  \ot  there  may  be  occa¬ 
sions — as  when  a  small  holder  in  good  condition  is  removo<l 
to  make  room  for  a  larger  one — when  an  experiment  of  tlni 
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order  could  be  satisfactorily  instituted.  It  would  be  neces¬ 
sary,  of  course,  in  such  a  case,  to  start  with  a  proper  under¬ 
standing  of  what  is  desii’ed  to  be  learnt  by  the  experiment, 
and  then  to  carry  it  out  in  a  proper  manner. 

It  is  remarkable,  in  connection  with  the  Eotherhithe 
experiment,  that  the  behaviour  of  the  holder  was  not  affected 
in  any  way  by  the  wind.  It  has  been  assumed,  in  all  dis¬ 
cussions  of  this  subject,  that  the  wind  is  the  principal  over¬ 
turning  agent  that  must  be  reckoned  with.  This  example 
shows,  however,  that  the  wind  has  ordinarily  little  or  no  effect 
on  the  elements  of  stability  of  a  gasholder.  In  a  great  storm, 
of  course,  the  case  would  be  different ;  but  it  would  perhaps 
not  be  an  exaggeration  to  say  that  a  holder  that  is  stable  in 
fine  weather  would  be  stable  in  a  storm.  We  do  not  speak 
here  of  the  effect  of  weaknesses  of  materials  (which  might  be 
developed  with  disastrous  results  during  the  extra  strain  of  a 
gale),  but  of  the  ordinary  statical  conditions  of  a  holder, 
regarded  as  an  unstable  vessel  maintained  in  equilibrium  by 
external  supports.  If  it  will  stand  by  these  means  in  fine 
weather,  it  will  stand  in  any  weather,  because  the  influence 
of  its  own  weight  and  form  in  creating  instability  is  greater 
than  anything  the  wind  can  bring  to  bear.  Wind  is  a  casual 
and  irregular  overturning  force ;  but  a  gasholder  always 
contains  in  its  constitution  the  strongest  influences  working 
for  its  own  destruction.  Wind  or  no  wind,  a  gasholder  will 
fall  if  not  sufficiently  supported.  The  problem  now  is  to  show 
how  the  needful  support  may  be  most  economically  and  effi¬ 
ciently  supplied.  The  Eotherhithe  holder  works  without  top 
supports  :  How  much  else  could  be  safely  dispensed  with  ? 

THE  MEETING  OF  THE  NOETH  BBITISH  GAS  MANAGEES’ 

ASSOCIATION. 

The  North  British  Association  of  Gas  Managers  met  in 
Glasgow  last  week,  under  the  presidency  of  Mr.  David 
Terrace,  who  delivered  a  sensible,  unpretentious  address. 
Mr.  Terrace  is  greatly  in  favour  of  regenerator  firing  for 
gas-retorts,  to  which  he  rightly  ascribes  high  effectiveness 
in  the  matter  of  increasing  output  without  extending  retort- 
bench  area.  There  can  be  no  doubt  that  in  many  places 
the  adoption  of  this  system  has  increased  the  productiveness 
of  retort-houses  by  50  per  cent,  and  upwards — an  important 
consideration,  especially  in  crowded  neighbourhoods  and 
wherever  land  is  not  readily  obtainable.  Mr.  Terrace  made 
some  wise  remarks  on  the  subject  of  the  comparative 
values  of  gases  of  different  illuminating  power,  especially 
when  oil  gas  is  compared  with  coal  gas  ;  and  also  on  con¬ 
sumers’  burners,  to  which  he  has  apparently  devoted  a 
considerable  amount  of  study.  The  most  important  paper 
submitted  to  the  meeting  was  Mr.  Geo.  E.  Hislop’s  report 
upon  the  best  standard  burner  for  Scotch  gas.  Mr.  Hislop 
has  taken  great  pains  with  his  subject,  and  has  succeeded  in 
producing  a  statement  of  lasting  interest.  Starting  from 
the  datum  that  the  union-jet  burner  is  the  standard  for  photo¬ 
metrically  testing  Scotch  cannel  gas,  with  a  regulation  pres¬ 
sure  of  5-10th3  at  the  point  of  combustion,  Mr.  Hislop  hit 
upon  the  notion  that  a  great  deal  depends  upon  the  angle 
at  which  the  convergent  holes  of  these  burners  are  drilled. 
The  details  of  his  experiments,  as  given  in  his  paper,  are 
sufficient  testimony  that  he  was  on  the  right  track  in  this 
research.  He  claims  to  have  discovered  that,  while  a  burner 
of  this  description  may  fulfil  the  requirements  of  the  law, 
it  will  not  give  a  satisfactory  flame  with  the  holes  drilled 
at  the  usual  angle,  unless  the  gas  is  consumed  at  a  pressure 
far  below  that  specified  in  most  Acts  of  Parliament.  He 
establishes  the  important  generality  that  the  richer  the  gas 
the  greater  must  be  the  angle  between  the  convergent  jets. 
Beginning  at  the  very  bottom  of  the  scale  with  the  poorest 
imaginable  gas — say,  5  candles  per  5  cubic  feet  per  hour — 
a  round  jet  would  be  the  best  for  burning  it ;  and  this 
flame  would  be  produced  by  two  parallel  jets  placed  side  by 
side.  For  every  higher  quality  of  gas  recognized  by  gas 
makers,  the  two  holes  should  converge  more  and  more,  until 
with  gas  of  about  32J  candles  they  would  stand  at  an  angle 
of  45°,  which  would  at  the  legal  pressure  give  a  flame  3f  inches 
wide  and  3|  inches  high.  Mr.  Hislop  deserves  the  thanks  of 
all  who  are  interested  in  the  practical  problem  of  gas  consump¬ 
tion  for  his  masterly  statement  of  the  secret  of  the  construc¬ 
tion  of  union-jet  burners.  He  has  certainly  worthily  dis¬ 
charged  the  obligation  placed  upon  him  by  the  Association 
to  discover  the  best  standard  burner  for  Scotch  gas ;  and  it 
may  be  expected  that  union-jet  burners  drilled  to  different 
angles,  and  marked  for  the  quality  of  gas  for  which  they  are 
best  fitted,  will  henceforth  become  stock  articles  of  trade.  It 
is  seldom  one  sees  an  inquiry  sent  to  a  Committee  answered 
so  promptly  and  fairly  as  this  has  been  by  Mr.  Hislop.  It 


should  be  remarked  that  his  North  British  colleagues  have 
signified  their  appreciation  of  Mr.  Hislop  by  making  him  their 
President  for  the  third  time  ;  and  that  next  year’s  meeting  is 
to  be  held  at  Dunfermline. 

THE  AI’FAIES  OF  THE  MANCHBSTEE  COEPOEATION  GAS 
DEPAETMENT. 

The  accounts  of  the  Manchester  Corporation  Gas  Depart¬ 
ment  for  the  year  ending  March  31  last  are  to  be  presented 
to  the  Town  Council  to-morrow,  with  the  usual  report  of  the 
Committee  on  their  administration  of  the  undertaking  and 
its  returns  for  the  year  ending  March  31  last.  In  their  report, 
which  will  be  found  elsewhere,  the  Committee  claim  that  fi'om 
the  293,348  tons  of  coal  and  cannel  carbonized  they  have 
obtained  an  average  production  of  10,383  cubic  feet  of  19  "96 
candle  gas  per  ton.  If  this  is  a  reliable  statement — that  is  to 
say,  if  the  average  is  a  fair  one — this  is  very  good  working. 
The  Committee  draw  attention  to  the  improvement  in  car¬ 
bonizing  results  as  compared  with  previous  years,  which  they 
ascribe  to  the  introduction  of  better  appliances  in  the  works. 
The  consumption  of  gas  in  the  district  served  by  the  Corpc* 
ration  mains  is  almost  stationary,  however ;  the  increase  for 
the  year  having  been  only  O’ 85  percent.  With  regard  to 
profit,  it  is  stated  that  after  writing  off  £33,623  for  deprecia¬ 
tion,  there  remains  a  balance  of  £106,072.  Out  of  this  come 
the  charge  for  interest,  £29,832  ;  wages  and  repairs  for  street 
lighting,  £8528  ;  sinking  fund,  £26,454  ;  and  £23,331  paid 
into  the  city  treasury  during  the  year.  These  payments 
leave  a  balance  of  £17,925,  which  has  been  applied  to 
the  reduction  of  the  adverse  balance  of  the  profit  and 
loss  account  for  the  past  two  or  three  years.  There 
is  in  these  facts  plenty  of  matter  for  warm  debate  at 
the  Council  meeting.  A  strong  appeal  will  be  made  for  a 
substantial  reduction  in  the  price  of  gas  ;  and  another  will  in 
all  probability  be  preferred  for  an  increased  subsidy  in  aid  of 
the  city  funds.  It  is  unnecessary  to  say  to  which  cause  we 
incline.  The  consumers  of  Manchester  gas  have  suffered 
long,  and  surely  they  are  entitled  to  some  relief  at  last.  When 
we  commented  upon  the  preceding  I’eport  of  the  Manchester 
Corporation  Gas  Committee,  we  were  constrained  to 
animadvert  somewhat  strongly  upon  the  terms  of  the  report 
of  the  Official  Gas  Examiner,  Mr.  John  Leigh,  the  Medical 
Officer  of  Health  for  the  city.  This  year  Mr.  Leigh  has  been 
a  little  more  explicit,  and  has  wisely  dropped  his  former 
practice  of  apologizing  for  the  shortcomings  of  the  Committee. 
He  states  that  sulphuretted  hydrogen  was  present  in  the  city 
gas  on  18  days.  What  would  the  Corporation  have  said  if 
this  dirty  gas  had  been  sent  out  by  a  Company  ?  Carbonic 
acid  to  the  amount  of  rather  under  3  per  cent,  was  nominally 
present  in  the  gas — thus  robbing  the  consumers  of  some 
thousands  of  pounds’  worth  of  illuminating  power ;  and  the 
average  dose  of  sulphur  was  37’34  grains  per  100  cubic  feet. 
There  is  in  all  this  nothing  very  creditable  to  the 
Manchester  Corporation  Gas  Committee.  Selling  bad  gas  is 
not,  unfortunately,  the  only  questionable  custom  into  which 
this  representative  Gas-Works  Committee  have  fallen. 
Their  revenue  account  for  the  year  sets  out  in  detail  the 
salaries  paid  to  their  officers,  from  the  Superintendent  and 
the  principal  Station  Manager  down  to  the  clerks  in  the 
various  departments.  We  say  nothing  at  present  of  the 
totally  inadequate  remuneration  paid  to  the  men  who  are 
mainly  responsible  for  the  profitable  working  of  the  under¬ 
taking  ;  but  what  is  to  be  thought  of  the  administrators  of  a 
gas  undertaking  with  a  revenue  of  £442,362  a  year,  who  pay 
their  Chief  Bookkeeper  the  magnificent  sum  of  £200  a  year, 
and  their  Chief  Cashier  the  same  ?  The  Chief  Eental  Clerk 
gets  no  less  than  £170  year  ;  the  best-paid  receiver  of  rentals 
in  the  office  earns  £140  a  year.  Not  one  of  the  collectors 
succeeds  in  touching  £300  a  year.  What  a  striking  example 
is  this  of  Manchester  of  the  benefits  accruing  from  the  Cor- 
poration  management  of  gas  undertakings !  The  Manchester 
Corporation  have  had  their  own  gas-works  longer  than  any 
other  English  local  authority  ;  and  to-day  the  gas  is  dear  and 
bad,  niggardliness  rules  the  administration,  while  scores  of 
thousands  of  pounds  have  been  squeezed  out  of  the  profits  of 
the  undertaking  to  be  squandered  in  public  improvements 
that  nobody  wants.  To  study  the  Manchester  Corporation 
through  all  their  capacities,  from  gas  makers  to  hotel  builders, 
is  to  receive  a  startling  lesson  in  the  practices  of  Eeformed 
Bumbledom. 

ME.  L.  T.  WEIGHT’S  LECTUEES  ON  GAS  MANUFACTUEE. 
The  four  lectures  on  the  “  Manufacture  of  Coal  Gas,”  just 
delivered  by  Mr.  Lewis  T.  Wright,  at  the  City  and  Guilds  of 
London  Institute,  will  be  found  reported  in  the  last  and  pre¬ 
sent  issues  of  the  Journ.\l.  It  is  impossible,  when  taking 


197 


July  31, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY.  &  SANITARY  IMPROVEMENT. 


Malcr  ani)  Sanilarji  Affairs. 


note  of  these  aids  to  the  study  of  gas  manufacture,  for  which 
learners  of  the  art  ai'e  so  much  indebted  to  Mr.  \N  i'>8h^> 
refrain  from  an  expression  of  regret  that  the  accomplishecl 
author  is  going  to  voluntarily  put  himself  out  of  the  way  o 
such  work  for  some  time  to  come.  The  course  of  lectures  now 
under  notice  constitutes  a  complement  to  those  delivered  un  er 
the  same  auspices  by  Mr.  Wright  last  year  ;  and  both  courses 
follow  the  same  lines.  The  first  topic  to  which  Mr.  Wrig  i 
directed  the  attention  of  his  audience  was  coal ;  and  he  treated 
this  branch  of  the  subject  in  a  style  at  once  interesting  and 
instructive.  The  lecturer  took  occasion  to  express  Ins  convic¬ 
tion  that  the  physical  formation  of  coal  deposits  is  due  to  the 
agency  of  water  cun-ents.  In  dealing  with  carbonization, 
Mr.  Wright  stated  as  a  novel  observation  that  in  practical 
working,  when  retorts  are  charged  at  different  periods, 
so  as  to  mix  in  the  hydraulic  main  the  yields  of  gas  at  vaiious 
times  after  charging,  the  illuminating  power  of  the  whole  pro- 
duct  is  higher  than  it  would  be  if  the  retorts  were^  all  charged 
at  the  same  time.  In  his  second  lecture,  Mr.  right  said  a 
good  word  for  the  carbon  deposit  found  in  clay  retorts,  which 
he  does  not  believe  represents  so  much  loss  of  valuable  hjdio- 
carbons  to  the  gas  maker  as  is  commonly  supposed ;  and  he 
also  brought  out  prominently  the  importance  of  temperatuie 
in  connection  with  washing  ammonia  out  of  gas.  thiid 

lecture  was  principally  devoted  to  the  subject  of  purification, 
which  was  dealt  with  in  a  more  lucid  manner  than  is  to  be 
met  with  in  the  ordinary  text-books.  Throughout  his  course, 
Mr.  ^^■right  kept  in  view  the  desirability  of  expounding 
principles  and  giving  reasons ;  and  he  accordingly  succeeded 
in  making  his  teaching  truly  elementary  in  the  highest 
meaning  of  the  word.  If  his  hearers  were  not  carried  bejond 
the  contemplation  of  processes  into  an  understanding  of  the 
underlying  reasons,  it  was  not  the  lecturer  s  fault.  Mr. 
Wright  has  provided  an  admirable  pattern  for  other  lecturers 
who  may  come  after  him ;  and  those  students  who  ha\e 
attended  his  course  must  be  dull  indeed  if  they  do  not  show, 
in  their  examination-papers,  the  benefit  of  the  superior 
advantages  they  have  enjoyed  as  compared  with  others  not  so 
well  situated. 

COKE  SALES. 

Those  who  are  interested  in  the  question  of  coke  sales  will 
do  well  to  read  with  particular  attention  the  remarks  on  this 
subject  made  by  Mr.  II.  M‘L.  Backlor  at  the  recent  general 
meeting  of  the  European  Gas  Company,  reported  in  our  last 
issue.  Mr.  Backler  had  evidently  read  and  reflected  upon  the 
references  to  this  matter  which  have  lately  appeared  in  the 
•JovRNAL  ;  and  his  statement  may  be  Regarded  as  his  contri¬ 
bution  towards  the  elucidation  of  the  mystery  of  the  present 
scarcity  of  coke,  based  upon  a  lengthened  experience  of  coke¬ 
selling  in  many  countries.  It  is  worthy  of  notice  that  what 
is  true  with  respect  to  the  state  of  the  English  coke  market 
is  true  of  all  the  markets  supplied  by  the  European  Gas 
Company.  At  all  the  Company’s  stations,  there  has  been  a 
good  demand  for  this  residual,  so  that  the  stocks  were  almost 
exhausted  at  the  date  when  the  accounts  for  the  working 
year  were  made  up.  Mr.  Backler  stated  that  "  within  his 
“  long  experience  of  the  Company,  it  has  several  times 
“  occurred  that  stocks  had  been  exhausted  in  this  way  ;  and 
“  when  such  had  been  the  case,  and  the  time  of  trial  had 
“  passed  away,  he  had  observed  in  several  instances  that  the 
“  increased  price  had  been  maintained,  sometimes  for 
“  several  years,"  The  reason  given  was  that  the  “  circum- 
“  stances  which  enabled  them  to  raise  the  price  of  coke 
‘ ‘  operated  some  time  after  the* trying  season  has  passed  away 
“ — that  was  to  say,  people  grew  accustomed  to  the  use  of 
“coke  as  fuel,  and  they  continued  to  use  it  when  the  price 
“  was  no  longer  a  temptation  compared  with  other  fuel.  ’ 
Upon  further  inquiry  at  various  English  gas-works  where 
considerable  quantities  of  coke  are  produced,  we  learn  abso 
that  most  of  the  increased  demand  which  has  kept  down  the 
stocks  comes  from  consumers  who  send  for  it  by  their  own 
carts — that  is  to  say,  it  is  wanted  for  steam-raising  and  other 
industrial  purposes.  This  is  said  to  be  specially  true  in  Lon¬ 
don  ;  whence  the  satisfactory  inference  is  drawn  that  the 
movement  for  supplanting  coal  by  coke  is  gaining  ground. 
How  much  of  the  increased  demand  for  coke  for  factory  uses 
is  due  to  a  better  appreciation  of  its  fuel  value,  and  whether  it 
is  traceable  in  any  noteworthy  degree  to  the  progress  of  the 
smoke  abatement  movement,  cannot  bo  known.  It  is  quite 
possible  that  an  increased  activity  of  the  authorities  charged 
with  the  execution  of  the  Smoke  Prevention  Acts  may  have 
something  to  do  with  the  result ;  but  the  fact  remains,  and  it 
can  only  be  hoped  that  Mr.  Backler’s  views  as  to  pennanence 
of  an  expanded  demand  for  coke  may  prove  well  founded. 


The  action  brought  against  Mr.T.  Ilawksley,  a  report  of  which 
appears  elsewhere,  illustrates  once  again  the  difficulty  of  two 
persons  looking  at  the  same  matter  from  a  similar  point  of 
view.  Mr.  Burstal,  the  plaintiff  evidently  believed  that  it  was 
intended  he  should  share  Mr.  Hawksley’s  commission  for 
superintending  the  construction  of  the  new  water-filtration 
works  at  Oxford.  !Mr.  Ilawksley,  on  the  other  hand,  was 
even  more  strongly  persuaded  that  nothing  had  been  said  or 
done  to  justify  such  a  claim  against  him.  His  Counsel  hinted, 
and  with  good  ground,  that  Mr.  Ilawksley’s  position  was  such 
that  a  few  hundred  pounds  would  not  matter  to  him  one 
way  or  the  other.  lie  fought  the  case  on  principle  ;  and 
for  aught  we  know,  although  the  verdict  has  been  given 
against  him,  steps  may  even  yet  be  taken  to  obtain  the 
opinion  of  another  tribunal.  Certainly  there  was  a  good 
deal  to  be  said  on  both  sides.  The  minutes  of  the  Oxford 
Corporation  told  somewhat  in  the  plaintiff’s  favour;  and  the 
claim  was  further  supported  by  the  testimony  of  various 
gentlemen  connected  with  that  local  body.  But,  when  all 
was  said,  it  still  remained  necessary  to  deduce  the  fimts  from 
conflicting  evidence.  The  bargain  which  the  plaintiff  set  up 
was  based  upon  a  constructive  rather  than  a  direct  agree¬ 
ment.  The  arrangement  on  which  Mr.  Burstal  acted,  and 
which  his  friends  in  the  Corporation  seemed  to  have  sanc¬ 
tioned,  is  not  of  a  usual  character.  Mr.  Charles  Ilawksley, 
who  was  called  as  a  witness  for  the  defence,  and  who  has 
been  his  father’s  partner  for  the  last  twenty  years,  stated 
that  the  alleged  agreement  was  distinctly  contrary  to 
professional  usage  in  such  matters  ;  and,  apparently,  this 
statement  was  accepted  as  correct  by  the  plaintiff  s  advisers. 
At  all  events  it  was  not  challenged  in  cross-examination. 
Speaking  generally,  it  will  be  allowed  that  the  functions  of 
resident  engineers  and  consulting  engineers  are  by  no  means 
the  same.  Each  should  be  paid  for  his  services,  but  not 
necessarily  in  the  same  way.  If  the  resident  engineer  re¬ 
ceives  a  salary  for  the  work  he  performs  all  the  year  round, 
there  can,  in  our  judgment,  be  no  need  that  he  should  be 
paid,  and  no  propriety  in  his  receiHng,  a  commission,  which 
is  the  accepted  method  of  remunerating  a  specialist,  whose 
services  are  only  required  for  the  purposes  of  some  particular 
undertaking.  Originally  the  Oxford  Corporation  nominated 
jMr.  Ilawksley  and  Mr.  Burstal  to  act  as  Joint  Engineers 
for  the  works  in  question.  To  this  Mr.  Ilawksley  pointedly 
objected  ;  and  the  minutes  were  modified.  The  truth  seems 
to  be  that  there  was  a  prevailing  desire  on  the  part  of  the  Cor¬ 
poration  that  Mr.  Burstal  should,  in  one  way  or  another, 
obtain  a  share  of  the  commission.  Mr.  Burstal  believed 
that  he  should  get  it ;  but  Mr.  Ilawksley  denies  that  he 
assented  to  any  such  arrangement.  Yet,  strangely  enough, 
though  it  is  shown  that  he  objected  to  be  treated  as  a  Joint 
Engineer,  the  jury  have  found  that  the  defendant  must,  in 
reality,  have  contemplated  acting  on  this  footing  ;  for  how 
otherwise  could  it  be  held  that  he  had  agreed  to  divide  the 
commission  ?  The  whole  matter  is  unfortunate  and  disagree¬ 
able.  But  the  trial  may  serve  a  good  purpose  in  rendering 
people  more  cautious  and  precise  when  similar  questions 
arise  for  consideration  and  adjustment. 


Mr.  George  Livesey  and  The  Gas  I.sstitute.— M'o  have  re¬ 
ceived  the  following  from  Mr.  G.  Livesey,  and  are  ivsked  by  the 
writer  to  state  that,  ns  it  is  the  sequel  to  the  communication  which 
appeared  in  the  Journal  for  July  1*2  last  year,  ho  is  desirous  that 
it  should  receive  similar  publication  : — 

[copy.] 

.'),  Camden  Park,  Tunbridfle  HV/h,  July  21, 

W.  II.  Bennett.  Esq.,  Secretary,  The  (las  Institute. 

Dear  Sin, — My  letter  of  Friday  last,  the  2<llh  inst.,  informed  you  that 
the  time  for  carrying  out  my  determination  to  resign  if  ^Ir.  Bray 
remained  a  member,  had  arrived.  The  formal  notice  was  delayed  for  a 
reason  that  no  longer  exists.  I  therefore  now  resign  my  scat  on  the 
Council,  and  withdraw  from  membership  of  The  Gas  Institute  ;  and  have 
to  request  that  you  will  make  the  necessary  arrangemenU  for  relieving 
me  of  the  position  of  Trustee. 

It  is  with  great  regret  that  I  sever  myself  from  the  Institute  after  a 
very  pleasant  connection  of  nearly  a  (juarter  of  a  century,  during  which  I 
have  made  the  acijuaintance,  and  I  hope  1  may  say  the  frienilship,  of  so 
many  worthy  men  engaged  in  the  gas  industry.  But  Mr.  Bray  s  conduct 
has  been,  and  continues,  of  such  a  character  that  I  can  lake  no  other 
course  than  that  indicated  immediately  after  the  meeting  at  ttla>gow, 
from  which  I  have  never  wavered — that  with  Mr.  Bray  as  a  member  I 

cannot  remain  in  his  company  in  the  Institute.  ,  , 

I  can  never  forget  the  many  acts  of  kindness,  and  the  honours  done 
mo  by  the  members;  and  I  trust  that.  nolwilhsUnding  this  oflicial 
severance,  the  old  kindly  feeling  may  long  continue. 

Yours  faithfully,  Gaonoc  Livxsbt. 
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GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  218.) 

The  course  of  business  on  the  Stock  Exchange  during  the  past  week 
has  been  rather  unsteady.  The  tendency  at  first  was  all  upwards  ; 
the  general  outlook,  political  and  otherwise,  being  in  favour  of 
peace  and  prosperity.  A  slight  reaction  set  in  about  the  middle 
of  the  week  ;  some  of  the  markets  lacking  support.  The  tendency, 
however,  was  again  favourable  at  the  close.  With  the  advent  of 
August,  business  will  probably  become  much  more  restricted ;  and 
the  markets  will  show  less  animation.  Money  is  easier.  In  the  Gas 
Department,  business  has  been  quite  up  to  average.  The  feature 
of  the  week  has  been  the  relapse  of  Gaslight  “A,”  which,  after 
touching  263  the  week  before,  fell  away  till,  on  Friday,  it  marked 
256J.  ^  This  is  really  a  low  price ;  and  we  think  an  imme¬ 
diate  improvement  may  be  looked  for.  At  the  present  quota¬ 
tion,  the  stock  may  be  purchased  to  pay  a  clear  5  per  cent.,  with 
a  dividend  of  i‘G  10s.  payable  in  a  month.  All  other  varia¬ 
tions  in  price  are  upward.  Gaslight  4  per  cent,  debentures  are 
higher.  A  large  parcel  of  this  stock  was  sold  at  the  Mart  on  Wednes¬ 
day  at  about  110^  ;  but  on  Saturday  it  was  done  in  the  market  at 
121.  South  Metropolitans  have  been  quiet,  at  good  firm  prices. 
There  has  been  more  demand  for  Commercial ;  and  the  old  stock 
marks  another  slight  advance.  Of  the  Foreign  Companies, 
Imperial  Continental  has  been  fairly  active  and  very  steady.  Some 
of  the  minor  undertakings  have  improved.  The  second  mortgage 
of  Chicago  has  advanced  3  ;  and  Monte  Video  and  San  Paulo 
are  each  ^  better.  Among  the  Water  Companies,  Lambeth  has  been 
the  most  active  ;  but  in  none  has  business  been  more  than  moderate. 
Several,  however,  continue  to  make  the  small  movements  upward 
wdiich  we  noted  last  week.  New  River  pays  the  now  invariable 
dividend  of  £G  Is.  3d.  for  the  half  year.  The  daily  operations 
were  :  Good  business  in  Gas  on  Monday  ;  many  issues  being  dealt 
in  at  steady  prices  throughout.  Commercial  old  advanced  1  ;  and 
Monte  Video  and  San  Paulo,  i  each.  Water  was  quiet  and 
unchanged.  Gas  was  much  less  active  on  Tuesday ;  few  issues 
being  touched.  Gaslight  “  A  ”  was  not  done  at  all ;  and  the 
quotation  began  its  fall  by  dropping  1.  Prices  of  all  others  were 
steady.  Water  was  an  absolute  blank.  Wednesday  was  another 
quiet  day  for  gas.  South  Metropolitan  “  A  ’’  was  done  as  high  as 
323 ;  but  quotations  did  not  move.  One  or  two  Water  stocks 
changed  hands,  at  good  prices.  Thursday  would  have  made  little 
business  in  Gas,  but  for  the  set  against  Gaslight  “  A,”  which 
dropped  3.  Everything  else  was  quiet  and  unchanged.  Water 
was  strong;  Kent  advancing  2,  and  East  London,  Grand  Junction, 
New  River,  and  Lambeth  10  per  cents.,  1  each.  Friday  opened 
very  heavy  for  Gaslight  “  A  ;  ”  but  it  went  no  worse,  and  the 
closing  mark  was  the  best  of  the  day.  Very  little  else  was  dealt 
in,  and  business  altogether  was  moderate.  Several  Water  issues 
were  done  at  good  average  figures.  On  Saturday,  Gaslight  “  A  ” 
was  steady  at  the  previous  day’s  figures.  The  4  per  cent,  debentures 
rose  1.  AU  else  remained  quiet  and  unchanged.  A  single  trans¬ 
action  in  Lambeth  10  per  cents,  comprised  the  business  in  Water; 
and  all  quotations  were  without  variation. 


ELECTRIC  LIGHTING  MEMORANDA. 

PROSPECTIVE  BEVIVAl,  OP  ELECTRICAL  SPECULATION — EFFF.CTS  OF  THE 
RECENT  JUDGMENT  IN  THE  EDISON  PATENT  CASE — ELECTRIC  LIGHTING 

OF  THE  ADELPHI  THEATRE - THE  POWER  OF  ELECTRICITY  TO  PRODUCE 

A  VACUUM. 

The  revival  of  projects  for  electric  lighting  ventures,  in  conse¬ 
quence  of  the  recent  alterations  of  the  law,  to  which  we  have 
drawn  attention  in  this  column  for  several  weeks  past,  has 
attracted  the  notice  of  the  financial  press ;  and  it  is  to  be  gathered 
that  an  attempt  will  be  made  to  repeat  the  speculative  develop¬ 
ments  of  six  or  seven  years  ago.  Prophecies  are  being  freely 
uttered  that,  in  consequence  of  the  great  development  which 
electrical  science  has  made  during  the  past  few  years,  new  electric 
lighting  companies  may  now,  with  good  management,  do  a  very 
profitable  business  in  any  of  our  large  towns.  Great  stress  is  laid 
upon  the  assertion  that  many  of  the  electric  lighting  companies  of 
the  United  States  are  paying  large  dividends.  A  New  York  Com¬ 
pany,  “  operating  under  difficulties  at  least  as  great  as  would  have 
to  be  encountered  in  London,  earns  easily  12  per  cent,  on  its 
capital.  The  City  of  Cincinnati  shows  an  annual  profit  of  20  per 
cent. ;  while  some  second  or  third  rate  towns  in  the  State  of 
Pennsylvania  pay  from  12  to  22  per  cent.”  This  is  precisely  the 
kind  of  vague  flourish  with  which  the  speculator  waves  his  bait 
before  the  eyes  of  the  man  who,  with  a  little  money  lying  idle  at 
his  bankers,  is  constantly  on  the  look-out  for  a  profitable 
investment.  The  difference  between  the  cost  of  gas  in  the  United 
States  and  in  England  is  either  ignored  or  belittled  as  a 
consideration  of  no  real  moment.  The  Financial  News  recently 
published  an  article  of  this  kind,  with  the  object  of  advertising 
the  South  Metropolitan  Electric  Lighting  Company,  who,  as  we 
have  already  announced,  are  endeavouring  to  obtain  a  Provisional 
Order  to  enable  them  to  commence  business  in  a  West-end  district. 
It  is  reported  that  this  concern  has  two  schemes  in  hand  at 
present — one  for  a  lighting  station  at  Whitehall,  which  is  to  be 
ready  by  October,  and  the  other  for  an  installation  in  Lincoln’s 
Inn  Fields.  Some  good  names  are  associated  in  this  enterprise, 
and  much  interest  will  be  felt  in  its  fortunes.  Newspaper  writers 
may  prophecy  as  they  will ;  but  while  we  do  not  deny  that  a  fair 
amount  of  business  in  lighting  de  luxe  may  await  the  first  well- 


managed  West-end  Electric  Lighting  Company  that  can  reap  it,  it 
is  very  certain  that  gas  at  London  prices  wiUbe  a  hard  nut  for  the 
most  skilful  electricians  to  crack. 

The  electrical  journals  continue  to  occupy  themselves  with  dis¬ 
cussions  as  to  the  effects  of  the  recent  decision  of  Mr.  Justice  Kay 
with  reference  to  the  Edison  and  Chesebrough  patents.  It  is 
concluded  that  the  maintenance  of  the  latter  patent  for 
“flashing”  carbon  filaments  in  an  atmosphere  of  hydrocarbon 
vapour  will  practically  keep  the  monopoly  of  low-priced 
and  reliable  lamps  in  the  hands  of  the  Edison  and  Swan 
Company,  because,  although  good  lamps  can  be  made  with¬ 
out  flashing,  it  is  such  a  very  convenient  process,  that  it 
has  considerable  economical  recommendations.  Meanwhile,  now 
that  attention  has  been  concentrated  upon  the  Chesebrough  patent, 
rumours  are  circulated  to  the  effect  that  it  was  anticipated  by  some¬ 
body  else.  It  can  be  very  well  understood  that  one  result  of  such 
a  judgment  as  that  of  Mr.  Justice  Kay  in  the  case  under  notice 
would  be  the  careful  overhauling  of  all  records  bearing,  however 
remotely,  upon  the  question  at  issue ;  and  there  is  no  knowing 
what  may  turn  up  to  reward  careful  search.  It  used  to  be  said 
that  Truth  hid  herself  in  a  well ;  and  this  was  regarded  as  a  strong 
metaphor  illustrative  of  the  difficulty  of  getting  at  her.  The  old- 
fashioned  dug-out  well  was  meant  when  the  metaphor  was  origin¬ 
ally  hit  upon,  when  also  patent  litigation  was  unknown.  It  is 
fortunate,  for  the  sake  of  the  metaphor,  that,  thanks  to  the 
diamond  drill,  the  depth  of  wells  now-a-days  keeps  pace  with  the 
profundity  of  the  search  for  Truth  in  connection  with  a  patent  case 
in  the  Chancery  Division. 

The  Adelphi  theatre  in  London  is  one  of  the  latest  examples  of 
isolated  electric  lighting ;  the  work  having  been  just  finished  by 
the  Edison-Swan  Company.  It  is  a  rather  large  job — comprising 
about  1500  lights  in  all ;  and  there  is  some  novelty  in  lighting  the 
auditorium  by  means  of  eight  incandescent  lamps,  each  of  200 
candle  power,  suspended  from  the  middle  of  the  dome.  Shadows 
are  obviated  by  ornamental  bracket  lights  in  front  of  the  tiers  of 
boxes;  and  there  are  single  lamps  where  required.  Elaborate  pro¬ 
vision  has  been  made  for  the  production  of  scenic  effects.  The 
engine-room  is  in  the  basement  of  a  house  in  a  court  adjacent  to 
the  theatre  ;  the  plant  consisting  of  three  156-horse  power  Babcock 
and  Wilcox  water-tube  boilers,  working  at  a  pressure  of  140  lbs., 
and  four  Willans  compound  high-speed  engines — two  of  75,  and 
two  of  130  horse  power,  coupled  direct  to  four  Edison-Hopkinson 
dynamos.  It  will  be  observed  that  this  is  a  large  plant  for  the 
lighting  of  one  theatre  ;  but  it  appears  to  be  intended  to  extend  the 
lighting  to  an  adjoining  restaurant,  and  to  as  many  other  buildings 
in  the  neighbourhood  as  can  be  supplied.  Of  course,  the  installa¬ 
tion  has  been  worked  out  in  the  most  superior  manner ;  and  the 
proprietors  contemplate  being  able,  “in  the  course  of  a  few  weeks, 
to  entirely  dispense  with  the  gas  service  throughout  the  theatre, 
as  far  as  lighting  is  concerned.”  Wherefore  we  shall  not  be  sur¬ 
prised  at  any  time  to  hear  that  the  new  light  has  gone  out  at  an 
awkward  moment.  Like  the  other  electrically  lighted  theatres  of 
London,  the  Adelphi  will  probably  continue  on  the  books  of  the 
Gas  Company. 

For^a  long  time  past  the  announcement  has  been  made  that  an 
experiment  would  be  set  on  foot  with  the  object  of  practically 
solving  the  question  whether  the  trains  on  the  Metropolitan  Rail¬ 
way — called  by  London  cabmen  “  the  sewer  ” — can  be  drawn  by 
electric  motors  instead  of  steam  locomotives.  It  has  now  been 
explained  that  the  delay  in  fulfilling  this  promise  has  arisen  from 
the  necessity  of  providing  a  substitute  for  the  vacuum  brake  fitted 
to  all  trains  on  this  railway,  and  without  which,  or  something 
equally  reliable,  the  Board  of  Trade  will  not  permit  the  line  to  be 
worked.  Lord  Bury,  the  Chairman  of  the  Electrical  Company 
which  is  supposed  to  have  the  business  in  hand,  has  written  to  the 
Directors  of  the  Railway  Company,  with  a  view  to  publication,  a 
letter  in  which  he  says  his  people  have  been  in  treaty  with  the 
Vacuum  Brake  Company  to  devise  some  way  of  working  these 
brakes  without  steam.  Upon  this  announcement  the  Electrical 
Review  is  unkind  enough  to  remark  that  the  vacuum  which  the 
electrical  locomotive  in  question  will  make  will  be  in  the  coffers  of 
its  creators.  Unfortunately,  electrical  companies  have  displayed 
only  too  great  facility  in  the  production  of  this  kind  of  vacuum. 


The  Compulsory  Electric  Lighting  of  Theatres  in  Madrid. 
— Tiie  Madrid  Correspondent  of  Industries  states  that,  in  con¬ 
nection  with  the  compulsory  electric  lighting  of  theatres,  the 
Government  have  declined  to  gyant  any  extension  of  time.  No 
theatre  will  be  allowed  to  re-open  in  the  forthcoming  autumn  un¬ 
less  the  order  has  been  complied  with.  Most  of  the  theatres  have 
already  made  arrangements  for  their  installations. 

The  Salford  Corporation  and  The  Gas  Institute. — The  fol¬ 
lowing  resolution,  notice  of  which  has  been  given  by  Mr.  Mandley, 
is  set  down  for  consideration  at  the  meeting  of  the  Salford  Town 
Council  to-morrow : — “  That,  in  view  of  the  positive  and  apparently 
incontrovertible  assertion  made  by  Mr.  George  Bray,  C.E.,  in  his 
pamphlet  entitled  ‘  Corrupt  Practices  in  the  Gas  Industry,’  namely, 

‘  that  corruption  in  the  gas  industry  has  been  largely  fostered  by 
the  policy  pursued  by  the  Council  of  The  Gas  Institute,’  no  further 
subscription  be  paid,  nor  any  other  support  whatever  be  afforded  by 
or  on  behalf  of  this  Corporation,  to  The  Gas  Institute ;  and  that  it 
be  a  standing  instruction  to  the  Gas  Committee  that  they  shall, 
whenever  occasion  arises,  express  their  strong  disapproval  of  mem¬ 
bership  of  the  said  Institute  being  entered  into  or  maintained  by 
any  of  their  officials.” 
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A  GASHOLDER  WITH  PARTIAL  GUIDE  FRAMING. 

On  Wednesday  last  a  highly  interesting  and  important  experiment 
in  structural  gas  engineering  was  successfully  curried  out  at  the 
Rotherhithe  Station  of  the  South  Metropolitan  Gas  Company,  when 
in  the  presence  of  Mr.  George  Livesey,  Chairman  of  ompany, 
Mr.  Frank  Livesey,  Chief  Engineer,  and  Messrs.  John  Somerville 
and  A.  F.  Browne,  of  the  Company’s  engineering  staff,  a  three-lift 
gasholder,  of  which  the  guide  framing  only  extended  to  the  heiglit 
of  the  second  or  intermediate  lilt,  was  for  the  first  time  lunated  to 
its  full  height.  The  problem  discussed  on  various  occasions  by  Mr. 

G.  Livesey,  Mr.  V.  Wyatt,  Mr.  W.  H.  Y.  Webber,  and  in  the  valuable 
series  of  “  Communicated  Articles  ”  upon  the  stability  of  gasholders 
which  appeared  in  the  last  two  volumes  of  the  Journal,  has  there¬ 
fore  received  its  first  practical  solution ;  and  from  henceforward 
the  most  conservative  of  gasholder  builders  must  confess  that  the 
principles  of  this  particular  branch  of  gas  engineering  have  received 
a  fresh  development.  Members  of  The  Gas  Institute  and  others 
who  have  followed  the  technical  transactions  of  that  body  at  Glas¬ 
gow  last  year,  will  remember  that  mention  was  then  made,  in  con¬ 
nection  with  Mr.  Webber’s  paper  on  “  The  Guide-Framing  of  Gas¬ 
holders,”  of  this  proposed  experiment  at  Rotherhithe.  We  have 
kept  the  matter  m  view  ever  since ;  having  been  determined, 
with  Mr.  Livesey’s  permission,  to  report  the  result  of  the  test, 
whatever  it  might  be,  so  that  there  should  not  be  any  misapprehen¬ 
sion  concerning  the  effect  of  such  a  grave  departure  from  custom. 

It  is  with  particular  pleasure  that  we  are  now  able  to  signalize  the 
triumph  of  the  new  principle.  The  theoretical  discussions  of  this 
(juestion  have  had  the  most  satisfactory  of  all  possible  sequels , 
and  we  are  gratified  to-day  in  being  able  to  congratulate  together 
those  engineers  who  paved  the  way  for,  as  well  as  those  who  have 
carried  out  this  most  striking  of  modern  developments  of  gas  engi¬ 
neering  construction. 

The  conditions  of  the  Rotherhithe  experiment  require  to  be  ex¬ 
plained  in  detail.  The  holder  selected  lor  the  test  was  a  not  very 
modern  double-lift  one,  150  feet  in  diameter,  with  ‘25-feet  lifts,  in  a 
wrought-iron  tank  only  half  sunk  in  the  ground.  The  site  is  very 
close  to  the  River  Thames ;  and  the  subsoil  is  full  of  water.  The 
fact  of  the  tank  being  constructed  of  such  comparatively  yielding 
material  as  wrought-iron  plates  standing  to  a  height  of  TJfeet  clear 
above  the  ground,  was  not  favourable  to  the  execution  of  the  scheme, 
which  depends  for  success  upon  the  existence  of  a  high  degree  of 
rigidity  and  strength  in  the  bottom  guiding  arrangements.  In  this 
case  the  essential  rigidity  was  absent.  The  1‘2  feet  of  tank  plating 
above  ground  was  not  even  supported  against  the  guide-columns  ; 
and  the  top  edge  of  the  tank  was  finished  off  with  an  absurdly  light 
channel-iron  curb,  put  on  apparently  more  to  prevent  the  look  of 
a  “raw  edge  ”  to  the  plating  than  with  any  idea  that  strength  was 
desirable  to  keep  the  circle  true  at  this  point.  The  guide-framing 
for  the  holder  consists  of  massive  cast-iron  columns  of  the  old  regu¬ 
lation  Doric  pattern,  with  a  high  rectangular  base,  standing  on 
heavy  blocks  of  Brainley  Fall  stone.  The  guide-channels,  which 
start  from  the  top  of  the  tank,  are  of  H-iron,  connected  to  the 
columns  by  the  usual  cast-iron  chairs,  originally  about  5  feet  apart. 
There  were  no  diagonal  braces  ;  but  there  was  one  tier  of  lattice 
girders  half  way  up,  and  another  at  the  top  of  the  columns.  It 
wsis  all  very  massive-looking — quite  a  typical  old-fashioned  sub¬ 
stantial  piece  of  work  ;  very  heavy,  very  expensive,  and  supposed 
to  be  very  strong.  It  should  be  stated  that  the  crown  of  the  inner 
lift  was  yery  heavily  framed,  in  a  style  that  will  be  understood  when 
it  is  remarked  that  the  main  tie-rods  are  ‘23  inches  in  diameter. 
Altogether,  this  lift  has  to  carry  up  and  down  with  it  every  time  it 
rises  and  falls  about  80  tons  of  superfluous  metal  ;  and  is  accord¬ 
ingly  by  so  much  more  top-heavy  than  it  need  be.  This  is  perhaps 
all  the  better  for  the  purpose  of  the  experiment,  because  it  may  be 
said  that  if  an  old-fashioned  top-heavy  structure  such  as  this  can  be 
sent  up  and  down  without  guide-framing,  there  need  be  no  fear  of 
attaining  similar  success  with  more  favourable  specimens. 

As  might  have  been  supposed,  when  this  solid,  respectable  piece 
of  work  (which  cost  the  now  extinct  Surrey  Consumers'  Gas 
Company  a  pretty  penny  at  the  time  it  was  built,  now  some  one- 
and-twenty  years  ago),  came  to  be  examined  critically,  with  a 
view  to  the  proposed  addition  of  another  lift,  its  apparent 
strength  considerably  dwindled.  To  begin  with,  it  was  possible 
for  a  man  sitting  on  the  grip  of  the  outer  lift,  when  grounded,  to 
spring  with  his  feet  the  top  of  the  tank  at  any  point  of  the  circle. 
The  bottom  curb  of  the  outer  lift,  upon  which,  according  to  the 
new  theory  so  much  depends,  was  anything  but  so  strong  as  was 
desirable  ;  and  the  bottom  rollers,  carriages,  and  guides  were  like¬ 
wise  inferior  in  strength.  The  work  was  reinforced,  however,  as 
thoroughly  as  circumstances  permitted ;  no  great  expense  being 
incurred  for  the  purpose.  A  horizontal  plate,  forming  a  fiat 
girder,  was  fixed  upon  the  top  curb  of  the  tank,  which  was  thus 
prevented  from  springing  when  the  bottom  rollers  should  come 
into  play.  There  was  a  tank  guide  on  each  side  of  the  position  of 
every  column,  and  about  5  feet  from  it.  These  guides  originally 
stood  out  from  the  tank  jilates,  being  bolted  against  distance-pieces 
or  washers.  They  were  filled  in  solid  with  concrete  between  the 
guide  and  the  tank  plating;  and,  in  addition,  raking  struts  were 
bolted  outside  the  tank  between  the  line  of  the  guides  and  the 
columns.  The  space  between  the  tank  plating  and  the  coliiiiins 
was  also  filled  in  solid  with  concrete.  The  effect  of  these  measures 
w  as  to  bind  the  tank  and  its  guides  to  the  columns  in  a  very  much 
more  rigid  u-auner  than  was  previously  the  case.  Strong  fiat 
diagonal  bracings  were  also  j)rovided  between  the  columns  ;  and 
tangential  rollers  were  added  to  the  middle  and  lower  lilts.  The 
chairs  connecting  the  column  guides  to  the  columns  were  doubled 


in  number  by  the  insertion  of  intermediate  ones.  The  result  of 
these  reinforcements  was  to  improve  the  working  of  the  holder 
even  before  anv  attempt  was  made  to  employ  the  additional  third 
lift.  It  had  originally  listed  as  much  as  5  inches  in  one  direction  ; 
but  the  increased  rigidity  of  the  tank,  and  the  coDseijuent  greater 
resistance  of  the  tank  guides,  diminished  this  by  two-thirds. 
Even  thus,  however,  it  seemed  like  a  straining  of  the  new  theory 
to  apply  it  to  a  holder  that  was  known  to  have  a  permanent  list 
of  two  or  throe  inches.  If  it  was  so  much  out  of  the  perpendicular 
with  guide-framing,  what  would  the  inner  lift  be  without  this 

safeguard  ?  .  ,  -  r 

Notwithstanding  this  cause  for  disquietude,  the  preparations  for 
dispensing  with  the  guide-framing  lor  the  top  lift  of  the  enlarged 
holder  were  pushed  on.  The  radial  rollers  and  goose-necks  of  the 
top  lifts  were  retained  ;  but  the  last  length  of  the  column  guides, 
at  the  level  of  the  tops  of  the  columns,  was  bent  outward  with  a 
circular  curve,  so  as  to  permit  of  the  leasy  disengagement  and  re¬ 
engagement  of  the  rollers  upon  ascending  and  descending.  This 
is  all  that  a  curious  observer  can  see  when  the  holder  is  empty,  or 
only  partly  full,  to  distinguish  the  guide-framing  from  that  of  any 
other  gasholder  ;  and  it  is  nothing  very  extraordinary  to  look  at. 
The  guide-framing  is  simply  that  of  an  ordinary  doublo-hft  holder  ; 
and  nobody  who  should  see  it  from  a  distance  when  not  fully 
inflated  would  suspect  it  of  being  anything  different.  We  make  a 
point  of  this,  in  order  to  show  that  there  was  nothing  elaborate  or 
noticeable  in  the  preparations  for  the  experiment. 

Everything  was  ready  last  Wednesday  morning  for  the  crucial 
test  of  the  holder’s  ability  to  work  without  guide-framing  for  the 
last  third  of  its  height.  When  the  chief  officials  of  the  Company 
arrived  on  the  scene,  the  holder  was  tsvo-thirds  full,  and  the  top 
guide-carriages  were  even  then  clear  of  the  guides  by  a  space  quite 
sufficient  to  prove  the  stability  of  the  holder  under  the  novel  con¬ 
ditions,  for  it  was  not  supported  in  any  way  above  the  rollers  on  the 
grip  of  the  middle  lift.  To  this  extent  the  holder  has  been  regu¬ 
larly  worked  all  through  the  past  winter  ;  and  therefore  the  success 
of  the  principle  may  be  said  to  have  been  assured  long  ago.  But, 
for  a  variety  of  reasons,  the  final  test  of  raising  the  holder  to  its 
full  capacity  was  not  attempted  until  last  week.  A  few  minutes 
before  half-past  ten  everything  was  ready,  and  the  order  was  given 
to  proceed.  Rivet  after  rivet  slowly  rose  out  of  the  tank,  when  a 
discharge  of  water  from  the  cups  indicated  that  the  holder  was 
taking  fresh  bearings,  and  the  exhauster  was  temporarily  stopped 
while  the  various  water-levels  were  verified.  The  engine  was  then 
re-started  ;  and  the  holder  rose  uninterruptedly,  with  a  steady 
gauge,  until  12.30,  when  it  was  reported  full.  It  then  presented  a 
remarkable  spectacle — the  top  carriages  and  rollers  stretching  out 
in  the  air  far  above  the  guide-columns ;  but  the  height  above  the 
ground  took  off  the  awkward  look,  that  might  be  supposed  in  the 
circumstances,  of  the  holder  “  stretching  out  its  arms  helplessly  in 
the  air,  as  though  seeking  for  support  and  finding  none.”  Indeed, 
the  spectators  of  the  curious  sight  remarked  that  it  looked  less  odd 
than  might  naturally  have  been  expected.  When  full,  the  holder 
showed  itself  to  be  about  ‘2^  inches  out  of  the  level,  which  was  less 
than  was  usual  with  the  double-lift  before  it  was  improved  in  the 
manner  stated.  Latterly,  however,  the  two  lifts  have  worked  with 
a  list  of  only  1  to  inches;  so  that  the  abandonment  of  the 
guide-framing  for  the  top  lift  apparently  increased  the  list  by 
rather  more  than  an  inch.  It  was  found  on  examination,  however, 
that  the  rollers  on  the  intermediate  and  lower  lifts  required 
adjustment ;  and  this  is  to  be  attended  to  forthwith,  when  it  is 
expected  that  the  apparent  excess  of  list  will  be  corrected.  Owing 
to  the  weakness  of  the  bottom  curb  of  the  holder,  already  noticed, 
and  to  a  slight  defect  in  the  plumbing  of  the  columns  that  cannot 
now  be  conveniently  corrected,  the  holder  may  always  remain  a 
little  out  of  the  perpendicular.  We  learn  that  since  M  ednesday  the 
holder  has  been  filled  and  emptied  regularly  ;  all  three  lifts  working 
with  the  utmost  steadiness.  Inspection  of  the  bottom  rollers,  ren¬ 
dered  possible  by  the  full  raising  of  the  holder,  has  revealed  that 
they  do  not  fit  properly.  They  are  found  to  bear  tight  on  the 
higher,  and  not  to  touch  the  guides  on  the  lower  side.  When  this 
is  put  right,  it  is  expected  that  the  holder  will  work  level,  or  pretty 


nearly  so. 

We  have  now  described  the  nature  and  course  of  last  \N  ednes- 
day’s  experiment  in  every  particular.  It  only  remains  to  state 
that  the  day  was  stormy— the  wind  sweeping  over  the  works  in 
sliaqi,  but  irregular  gusts.  The  wind’s  direction  and  force  were, 
however,  immaterial,  as  they  had  no  effect  at  all  upon  the  holder, 
which  did  not  show  the  slightest  tremor  during  the  heaviest  sciualls. 
At  the  conclusion  of  the  test,  Mr.  G.  Livesey  expressed  himself  as 
perfectly  satisfied  with  the  result,  which  practically  marks  a  new 
era  in  gasholder  construction.  Ilenceforwanl  there  will  be  no 
reason  whatever  for  carrying  guide-framing  to  the  full  height  of  a 
a  three-lift  gasholder,  to  say  iiothiug  of  a  four-lift  one;  and  the 
extent  to  which  the  framing  may  be  safely  cut  down  must  be 
matter  for  further  experiment  on  the  first  convenient  occasion, 
since  it  would  be  wrong  to  assume  that  the  Rotlierhiilie  lest  ex¬ 
hausts  the  possibilities  of  advancement  in  this  direction.  It  should 
bo  remarked  that  this  experiment  has  been  made  at  very  little 
cost,  for  all  the  measures  we  have  described,  winch  had  for  their 
object  the  cure  of  weaknesses  of  the  old  structure,  would  have 
been  e<jually  necessary,  even  if  a  third  tier  of  guide-framing  had 
been  contemplated.  No  prudent  engineer  would  think  of  adding 
another  lift  to  a  telescopic  holder  considerably  otn  of  level  with¬ 
out  endeavouring  to  remedy  the  old  defect ;  and  that  is  what  has 
been  done  in  the  present  instance.  The  who'e  course  of  the 
treatment  of  this  Itolherhithe  holder  is  n  lesson  in  the  principU  s 
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of  gasholder  stability,  and  conveys  much  information  to  gasholder 
builders.  It  shows  that  monumental  structures  are  not  necessarily 
strong,  and  that  massive  Doric  columns  and  heavy  crown  trus¬ 
sing  are  not  enough  by  themselves  to  constitute  a  trustworthy 
holder.  Kegard  ibr  right  principles  is  the  only  fountain  of 
security  in  gasholder  construction ;  and  the  most  important 
principle  of  the  art  may  be  briefly,  if  somewhat  imperfectly, 
summarized  in  the  aphorism,  “  Take  care  of  the  bottom,  and  the 
top  will  take  care  of  itself.” 

It  should  be  stated  that  the  cost  of  the  double-lift  holder  and  the 
wrought-iron  annular  tank  was  i;‘25,000  in  1867,  or  (as  the  content 
is  825,000  cubic  feet)  about  £30  per  thousand  cubic  feet.  The 
expense  of  adding  the  third  lift  was  £2550  ;  and  the  strengthening 
of  the  tank  cost  less  than  £200. 


THE  GLASGOW  INTEENATIONAL  EXHIBITION. 

Seventh  Article. 

The  Glasgow  Exhibition  provides  us  with  two  instances  of  the 
practical  manufacture  of  illuminating  gas,  in  both  of  which  the  raw 
material  forming  the  source  of  the  gas  is  mineral  oil — semi-refined 
petroleum,  or  that  product  which  is  known  as  the  “  intermediate  ” 
oil  of  the  Scotch  shale-oil  works.  Both  systems  claim  to  be  speci¬ 
ally  suitable  for  adoption  at  country  mansions,  large  factories  of 
various  kinds  in  villages,  and  other  places  that  have  not  yet  been 
brought  within  the  civilizing  influence  of  an  ordinary  gas  supply, 
and  for  large  hotels,  halls,  railway  stations,  &c.  These  small  gas¬ 
works  are  both  “  outside  exhibits,”  and  closely  adjoin  each  other 
immediately  outside  the  North  front  of  the  Machinery  Court ;  and 
on  the  occasion  of  the  visit  of  the  North  British  Association  of  Gas 
Managers  to  the  Exhibition  last  Thursday,  they  received  the  atten¬ 
tion  of  skilled  experts  in  gas-making  operations. 

First  in  order,  may  be  mentioned  the  exhibit  of  the  Paraffin  Gas 
Lighting  Company,  Limited,  of  Glasgow,  whose  process  (the  patent 
of  Messrs.  Alexander  and  Paterson)  was  shown  at  the  Edinburgh 
Exhibition  two  years  ago,  and  which  has  since  been  adopted  in  the 
Fifeshire  village  of  Colinsburgh.  It  may  be  remembered  that,  in 
connection  with  this  Colinsburgh  installation,  there  have  been  two 
or  three  lively  and  interesting  passages  of  arms,  in  which  Mr. 
Macpherson,  the  weU-known  Gas  Manager  at  the  “  Lang  toon  o’ 
Kirkcaldy,”  has  taken  a  prominent  part.  It  seems  reasonable  to 
suppose  that  the  intermediate  oil  used  by  the  Company  as  the  source 
of  the  gas  should  give  a  product  which  is  quite  free  from  sul¬ 
phurous  and  ammoniacal  impurities ;  and  that  the  gas  shown  at 
the  Company’s  stand  has  a  very  high  illuminating  value  goes  with¬ 
out  saying.  Assuming  that  it  is  of  60  or  65  candle  power,  questions 
such  as  these  arise  :  Can  anything  like  this  illumination  be  got 
out  of  it  in  actual  practice  ?  Can  it  be  adopted,  as  an  economical 
alternative,  in  lieu  of  ordinary  coal  gas  ?  It  is  well  known  that 
the  suggestion  to  test  the  process  on  a  large  scale  has  been 
several  times  before  the  Glasgow  Corporation  Gas  Committee  ;  but 
up  to  the  present  the  negotiations  that  have  been  carried  on  have 
not  been  attended  with  any  practical  result,  partly,  we  believe,  in 
consequence  of  no  tangible  or  feasible  proposal  having  been  made 
to  them  by  the  Paraffin  Gas  Lighting  Company.  Tlie  Company 
seems  to  be  making  some  progress,  though  not  in  Glasgow  itself. 
Last  year  sixteen  works  were  erected  by  the  Company,  who  are  at 
present  in  negotiation  with  Stevenston,  in  Ayrshire,  and  Oban,  in 
the  Western  Highlands,  for  the  erection  of  works,  even  though 
ordinary  gas-works  exist  in  both  places.  Notwithstanding  the 
very  strong  statements  made  regarding  the  oil  gas  manufactured 
at  the  Colinsburgh  Gas-Works,  the  Secretary  of  the  Company,  so 
recently  as  the  end  of  January  of  this  year,  reported  favourably 
of  the  gas  which  they  have  been  supplying  to  their  customers. 
Their  new  Manager  keeps  accurate  statistics  daily  of  the  quantity 
of  oil  used,  the  time  occupied  in  maki  ng  the  gas,  the  total  make, 
and  the  yield  of  gas  per  gallon  of  oil.  He  can  therefore  speak  with 
perfect  confidence  as  to  the  working  of  the  system.  Taking  the  two 
months  ending  Dec.  31,  1887,  he  gives  the  following  figures  : — 


Cubic  Feet. 

Total  make  of  gas .  97,066 

Total  gas  consumed,  as  per  meter .  81,800 


15,806 

Deduct  street  lamps,  which  burn  free,  say  .  .  1,000 


Unaccounted-for  gas .  14,838 


Or  15J  per  cent,  of  the  total  make.  The  Secretary  of  the  Gas 
Company  goes  on  to  state  that  the  quantity  of  oil  used  was  1057 
gallons,  and  that  the  amount  of  gas  yielded  (97,666  cubic  feet)  was 
equal  to  92.)- feet  per  gallon  ;  while  the  maximum  quantity  regis¬ 
tered  to  the  gallon  was  97T8  cubic  feet,  and  the  minimum  76T 
cubic  feet.  In  order  that  customers  may  be  able  to  compare  the 
price  of  the  gas  with  that  of  coal  gas,  they  are  charged  by  the 
Company  every  1000  feet  as  2500  feet.  As  the  gas  is  of  05- 
candle  power,  this  equalizes  it  with  coal  gas  of  20  candles — 
at  least  so  says  the  Secretary.  When  the  paraffin  gas  was  intro¬ 
duced  into  the  village  of  Colinsburgh,  the  price  of  the  coal  gas 
was  7s.  lid.  per  1000  cubic  feet.  But  the  price  of  the  gas  now  used 
has  been  reduced  to  Os.  3d. ;  and  the  Secretary  says  that  after  feel¬ 
ing  their  way,  he  is  certain  they  will  be  able  to  reduce  the  price 
very  much  further.  He  reports  that  the  light  gives  the  greatest 
satisfaction,  as  it  is  very  brilliant  and  perfectly  free  from  smoke 
and  sulphur.  His  next  statement  must  be  taken  with  a  certain 
amount  of  reserve.  It  is  that  the  atmosphere  of  rooms  is  not  in 
the  shghtest  degree  vitiated  by  the  gas  ;  the  heat  which  it  generates 
being,  in  his  opinion,  a  healthy  one.  We  would  in  passing  ask 
him,  “  What  becomes  of  the  large  amount  of  carbonic  acid  which 


is  produced  by  burning  gaswhichisso  exceedingly  rich  in  carbon  ?  ” 
On  the  question  of  the  economy  of  the  gas,  where  it  is  made  for 
general  consumption,  he  comes  to  a  very  practical  conclusion — 
that  the  system  may  with  confidence  be  adopted  in  towns  where 
the  price  of  coal  gas  is  more  than  3s.  fid.  per  1000  cubic  feet. 

The  other  exhibit  of  oil-gas  plant  referred  to  is  that  of  Messrs. 
E.  Mansfield  and  Sons,  of  Manchester.  Their  apparatus  is  designed 
for  the  economic  manufacture  of  gas  from  cheap  oils  and  fats; 
the  gas  produced  being  suitable  for  illuminating  purposes  and  for 
motive  power.  The  process  of  manufacture  is  shown  at  the  stand 
(“intermediate”  shale  oil  being  lused)  ;  the  storing  of  the  gas  in 
a  somewhat  capacious  gasholder ;  and  subsequently  the  use 
thereof  as  the  motive  power  for  driving  a  Crossley  “  Otto  ”  gas- 
engine,  which  is  installed  within  a  little  glass  house,  attracting  the 
notice  of  many  visitors.  Within  the  same  house,  after  nightfall, 
the  gas  is  shown  in  use  as  an  illuminating  agent.  The  apparatus 
used  in  this  instance,  as  in  the  other,  is  exceedingly  simple  ;  indeed, 
the  simplicity  of  the  whole  arrangements  is  quite  remarkable,  and 
the  operations  can  all  be  conducted  by  an  unskilled  person.  The 
gas  produced  by  the  apparatus  bids  fair  to  aid  materially  in  extend¬ 
ing  the  use  of  gas  engines  both  at  home  and  abroad. 


The  Artesian  Boring  in  the  City. — The  contractor  for  the 
artesian  well  which  the  Commissioners  of  Sewers  are  sinking  at 
Aldgate  have  now  been  at  work  for  twelve  months,  and  have  only 
gone  down  about  130  feet  out  of  the  350  feet  which  they  have  to 
bore.  This  portion  of  the  well  has  been  an  expensive  piece  of 
work;  but  the  Engineer  (Mr.  W.  Haywood,  M.  Inst.  C.E.)  con¬ 
siders  that  it  is  not  the  most  difficult. 

Practical  Hints  on  Gas  Consumption. — In  a  little  brochure, 
bearing  this  title,  Mr.  Joseph  Shaw,  of  Lockwood,  Huddersfield, 
shows  the  advantages  to  be  derived  from  a  proper  application 
and  use  of  gas,  and  how  to  obtain  the  best  results  therefrom. 
The  author  being  the  inventor  of  a  gas-governor,  it  is  only 
natural  to  suppose  that  in  the  portions  of  tlie  little  book  which 
point  out  the  remedy  for  excessive  gas  bills,  the  merits  of  this 
appliance  should  be  enlarged  upon.  However,  any  information 
which  enables  gas  consumers  to  burn  their  gas  more  rationally 
than  they  now  do  in  too  many  cases,  should  be  welcome,  as  tend¬ 
ing  to  remove  dissatisfaction.  A  useful  accompaniment  to  the 
book  is  Mr.  Shaw’s  meter-card,  which,  by  means  of  printed  dials 
furnished  with  moveable  pointers,  instructs  consumers  how  to  read 
their  meter  indices. 

Death  of  Mr.  J.  O.  N.  Butter. — We  regret  to  have  to  announce 
the  death  last  Friday,  at  Black  Rock,  Brighton,  in  his  90th  year, 
of  Mr.  John  Obadiah  Newell  Butter,  F.E.A.S.  Mr.  Rutter’s  name 
has  been  for  many  years  associated  with  the  gas  supply  of  Brighton  ; 
he  having  filled  the  position  of  Engineer  of  the  Black  Rock  works. 
On  the  amalgamation  of  the  Brighton  Gas  Companies  about  six 
years  ago,  he  was  offered  a  retiring  pension.  But  he  preferred  to 
continue  to  discharge  his  accustomed  duties ;  and  this  he  did 
almost  to  the  last.  Mr.  Rutter  always  displayed  great  interest  in 
questions  connected  with  gas  engineering  ;  and  was  a  frequent 
contributor  to  the  earlier  volumes  of  the  Journal.  His  last  com¬ 
munication — on  the  subject  of  “  Gas  Lighting  and  Ventilation  ” — 
appeared  about  three  years  ago.  He  was  the  author  of  several 
pamphlets;  that  on  the  “Advantages  of  Gas,”  which  reached  its 
204th  thousand,  being  the  most  conspicuous.  Interested  as  he 
was  in  matters  appertaining  to  his  profession,  Mr.  Rutter  never 
attended  any  of  the  meetings  of  The  Gas  Institute,  of  which  he 
was  an  honorary  member.  He  nevertheless  testified  his  apprecia¬ 
tion  of  one  branch  of  the  Institute’s  work  by  presenting  the  Com¬ 
mittee  of  the  Benevolent  Fund  with  a  donation  of  100  guineas — 
a  munificent  gift  which  was  announced  in  the  report  presented  at 
the  meeting  of  the  Institute  held  at  Sheffield  in  1883.  Mr.  Rutter 
has  passed  away  after  a  long  life  of  useful  work  ;  and  his  departure 
severs  one  more  link  connecting  the  present  with  the  past  of  gas 
engineering. 

North  of  Ireland  Gas  Managers’  Association. — The  annual 
meeting  of  this  Association,  the  formation  of  which,  as  the  result 
of  a  movement  initiated  by  Mr.  J.  Whimster,  of  Armagh,  was 
announced  in  the  Journal  in  September  last  year,  is  fixed  to  take 
place  at  Lisburn  on  the  14th  prox.,  under  the  presidency  of  Mr.  E. 
Stears,  Engineer  and  Manager  of  the  gas-works  in  that  town. 
The  Honorary  Secretary  of  the  Association  (Mr.  J.  Whimster)  has 
issued  a  good  programme  of  business ;  as,  in  addition  to  the 
President’s  address,  three  papers  on  subjects  immediately  con¬ 
nected  with  gas-manufacturing  operations,  and  one  on  gas  com¬ 
panies’  policy,  are  set  down  for  consideration.  The  last-named 
matter  will  be  introduced  by  Mr.  T.  Travers,  of  Cork,  who  will  give 
the  members  his  views  in  regard  to  the  best  way  of  assisting  con¬ 
sumers.  Mr.  J.  Robb,  of  Limavady,  will  describe  a  retort-setting  for 
small  gas-works  ;  'Mr.  A.  Waddell,  of  Newtownards,  will  relate  his 
experience  with  Mr.  G.  R.  Hislop’s  regenerative  furnace ;  and  Mr. 
W.  B.  Featherstono,  of  Dundalk,  will  deal  with  the  utilization  of  tar. 
At  the  close  of  the  proceedings,  the  members  will  dine  together 
in  the  Railway  Hotel.  The  first  business  meeting  of  the  new 
Association  promises  to  be  very  instructive ;  and  it  is  to  be  hoped 
the  Committee  and  Secretary  will  receive  the  co-operation  of  all  Irish 
gas  managers  to  increase  the  usefulness  of  the  society.  It  is  fre¬ 
quently  inconvenient  for  Irish  gas  managers  to  cross  the  Channel 
to  attend  the  meetings  of  their  English  and  Scotch  colleagues  ;  and, 
in  view  of  this  fact,  there  is  the  greater  need  of  some  such  means 
of  intercommunication  as  that  afforded  by  this  Association. 
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Proof  of  thf,  Hollownf.ss  of  a  Bonsf.n  Flame. 

It  is  generally  known  that  the  flame  from  an  orihnary  Bunsen 
gas-burner  is  a  hollow  cone,  the  interior  of  which  is  filled  with 
air.  This  fact  is  proved  by  the  classical  experiment  with  a  match 
thrust  into  such  a  flame,  when  the  parts  in  contact  with  the  edges 
of  the  flame  ignite  while  the  interior  remains  intact.  La  iVafiire 
gives  another  very  simple  method  by  which  the  figure  of  t  le 


longitudinal  section  of  a  Bunsen  flame  may  be  obtained  through 
the  instrumentality  of  the  flame  itself.  All  that  is  necessary  is  to 
take  a  piece  of  metallic  tube  of  sufficient  size,  as  shown  m  the 
fi<»ure,  and  wrap  round  its  outer  surface  a  piece  of  filter-paper, 
which  is  kept  in  position  by  the  fingers.  This  paper  is  then  to  be 
presented  to  a  Bunsen  burner  in  the  manner  indicated,  and  in 
this  way,  after  a  trial  or  two,  the  form  of  the  section  of  the  flame 
as  shown  will  be  obtained.  As  the  portions  of  paper  which  touch 
the  flame  carbonize  more  quickly  than  the  rest,  it  is  advisable  to 
put  underneath  the  sheet  of  paper  (above  the  dotted  line  of  the 
drawing)  a  second  piece,  which  serves  to  diminish  the  conducti- 
bility  of  the  metal  at  this  point,  and  gives  more  uniform  results. 
This  demonstration  is  calculated  to  be  specially  useful  as  a  class 


experiment. 

Flooring  for  Engine-Houses. 

Much  difference  of  opinion  prevails  as  to  the  best  flooring  for 
engine-houses  and  machinery-rooms.  Tiles  are  greatly  favoured, 
but  have  the  drawback  of  rigidity,  and  do  not  lend  themselves  to 
occasional  necessary  disturbances  and  rearrangements  of  the  floor 
area.  The  Deutsche  Bangewerhes-Blatt  recommends  long  naiTow 
oak  panels  for  the  floors  of  engine-houses.  The  wood  should  be 
perfectly  dry,  being  stored  for  some  time,  if  necessary,  in  drying- 
stoves.  It  might  be  suggested  that  retort-houses  in  gas-w'orks 
would  form  admirable  drying-places  for  hard  woods.  The  oak 
panelling  should  be  laid  upon  oak  joists,  and  nailed  down  wdth 
4-inch  wire  nails  at  close  intervals.  It  does  not  much  matter 
whether  the  oak  flooring  is  laid  in  compartments  or  in  long  planks 
with  alternating  butt-joints.  In  the  latter  case,  however,  the 
planks  must  not  exceed  2^  inches  in  width.  A  floor  laid  in  this 
way  has  all  the  advantages  of  cleanliness  and  durability  attaching 
to  the  best  parquetry.  It  will  not  warp,  notwithstanding  the 
vibration  and  other  disturbing  influences  to  which  it  is  liable  to 
be  exposed  in  an  engine-house.  The  cost  will  vary  according  to 
circumstances ;  but  it  would  not,  in  most  oases,  be  so  great  as  that 
of  a  good  tiled  floor. 

A  Water-Level  Indicator. 

A  convenient  device  for  indicating  the  water-level  in  wells,  bore¬ 
holes,  &c.,  is  described  in  the  Journal  de  VEclajrage  du  Oaz. 
It  is  recommended  as  a  very  simple  process ;  and  is  employed  by 
the  Engineers  of  the  service  of  the  Fonts  et  Chaussbes  for  their  new 
tide  indicators.  It  consists  in  covering  a  small  copper  tube,  which  is 
the  sounding  instrument,  with  a  sheet  of  paper  impregnated  with 
a  solution  of  sulphate  of  iron,  rubbing  it  over  when  dry  with  a 
pad  dipped  in  powdered  gall-nut.  The  paper  thus  prepared  takes, 
when  plunged  into  water,  a  very  pronounced  black  tint,  in  conse¬ 
quence  of  the  reaction  of  the  iron  salt  upon  the  tannin,  forming 
ink.  It  is  remarked  that  this  process  is  susceptible  of  many  modi¬ 
fications,  and  may  find  several  applications  in  connection  with  gas 
apparatus.  It  is  suggested,  for  example,  that  it  could  be  used  to 
record  maximum  pressures  in  water  gauges,  and  in  other  hydraulic 
apphances  employed  in  gas-works.  In  the  case  of  pressure  gauges, 
to  convert  an  ordinary  gauge  into  a  recorder  of  maxima  it  would 
suffice  to  insert  a  strip  of  sensitized  paper  into  the  branch  commu¬ 
nicating  with  the  air.  If,  in  consequence  of  the  capillarity  of  the 
paper,  the  water-line  indications  became  a  little  confused  at  the  end 
of  a  prolonged  immersion,  strips  of  parchment  or  parchmentized 
paper  treated  the  same  way  could  be  used  instead  of  plain  paper. 


The  Composition  of  the  Atmosphere  of  Workshops. 

The  extent  to  which  the  atmosphere  is  altered  in  composition  in 
workshops  and  factories  of  different  kinds  is  a  matter  of  great  im¬ 
portance  in  connection  with  scientific  ventilation.  Dr.  Schuler,  a 
Swiss  inspector  of  factories,  has  recently  published  some  useful 
information  upon  this  point.  He  visited  1^  industrial^  establish¬ 
ments  of  various  kinds,  and  made  carbonic  acid  determinations  in 


the  workshops.  The  result  was  as  follows  : — In  a  finishing-shed 
the  proportion  of  carbonic  acid  was  as  low  as  0‘40  per  cent.^  In 
carding-sheds  there  was  0'G8  per  cent. ;  in  27  cotton-spinning  mills 
there  was  0-G9  per  cent. ;  in  five  twist-sheds  there  was  0  79  per 
cent. ;  in  six  foundries  and  machine-shops,  1'24  per  cent. ;  in  nine 
printing-works,  1'73  per  cent.;  and  in  sixteen  silk-mills,  2  21 
percent.  To  diminish  the  proportion  of  carbonic  acid  in  work¬ 
shops,  Dr.  Schuler  proposes,  in  default  of  special  means  of  ventila¬ 
tion,  to  put  a  perforated  plate  in  every  window.  The  difference 
between  the  exterior  and  internal  temperatures  would  produce  an 
energetic  draught.  Experiments  have  shown  that  the  rate  of 
passage  of  air  through  the  perforations  of  a  plate  will  range  froni 
0)33  mm.  per  second  with  a  difference  of  temperature  of  17®  C.,  to 
72S  mm.  with  a  difference  of  24°  C.  M.  Delahaye,  who  notices 
this  subject  in  the  Bevue  Industrielle,  remarks  that  Dr.  Schuler 
recommends  perforated  metallic  plates  for  this  makeshift  v  entila 
tion  ;  but  the  perforated  glass  of  M.  Appert,  in  which  the  holes  are 
conical,  would  be  preferable,  as  their  use  would  not  entail  any 
sacrifice  of  light. _ 


Society  of  Engineers. — Last  Tuesday,  the  members  of  the 
Society  of  Engineers  accompanied  by  a  number  of  gentlemen 
interested  in  sewage  disposal,  visited  the  new  precipitation  works 
at  the  Barking  outfall  sewer,  now  erecting,  under  the  authority  of 
the  Metropolitan  Board  of  Works,  for  the  deodorization  of  the 
sewage  falling  into  the  Thames  from  the  northern  parts  of  London. 
Among  those  present  were :  Mr.  A.  T.  Walmisley  (President) ; 
Messrs.  J.  R.  Baillie  and  H.  Adams  (Vice-Presidents) ;  Messrs.  Jabez 
Church  and  Charles  Gandon  (Past-Presidents) ;  Messrs.  C.  Anderson 
and  J.  H.  Cunningham  (Members  of  Council);  and  Mr.  G.  A. 
Pryce  Cuxson  (Secretary).  The  party  went  by  steamboat ;  and  on 
their  arrival  at  Barking  landed  at  a  temporary  pier,  near  to  where 
the  whole  of  the  North  London  sewage  is  conveyed  to  Barking  by 
three  great  sewers — the  high  one  from  Islington,  the  middle  one 
from  the  north  side  of  Hyde  Park,  and  the  low  one  from  Chelsea; 
the  contents  of  the  latter  being  pumped  to  high  chambers,  whence 
it  is  delivered  into  the  Thames  on  the  turn  of  the  tide  at  high 
water.  The  visitors  were  received  by  Mr.  G.  Marshall,  on  behalf  of 
Sir  J.  W.  Bazalgette,  C.B.,  the  Engineer  of  the  Board,  who  fully 
explained  the  works,  which  extend  over  an  area  of  50  acres. 

Artesian  Well  Boring  at  Gainsborough.— The  Gainsborough 
Local  Board  have  for  nearly  four  years  been  engaged  in  an  attempt 
to  improve  the  water  supply  of  the  town,  and,  if  possible,  to 
abandon  the  use  of  the  water  from  the  Trent,  which  is  often  very 
unsatisfactory.  In  1884  the  Board  determined  to  bore  for  a  supply 
of  water,  and  agreed  to  spend  £2000  in  the  experiment.  During 
last  year,  after  considerable  discussion,  it  was  decided  to  spend  a 
second  sum  of  equal  amount  to  the  first.  When  ^  this  had  been 
done,  a  test  of  the  quantity  and  quality  of  the  yield  was  made, 
with  the  result  that  only  about  one-fourth  the  quantity  required 
for  the  town’s  supply  was  obtained  ;  and  as  to  the  quality,  the  five 
analysts  to  whom  the  water  was  sent  varied  considerably  in  their 
opinions  as  to  its  purity,  but  they  were  all  of  opinion  that  it  was 
very  hard.  Another  attempt  has  been  made  recently  to  increase 
the  yield  by  piercing  the  Bun  ter  sandstone  100  feet  further ;  and 
this  was  concluded  on  the  20th  inst.  The  depth  of  the  bore  is  now 
1200  feet  below  the  surface ;  the  diameter  of  the  bore  hole  in  the  sand¬ 
stone  being  12  inches.  The  Local  Board  have  agreed  to  first  test 
the  yield  by  pumping  continuously  for  16  days  and  nights,  and 
then  ascertain,  by  means  of  a  1000-gallon  tank,  the  exact  number 
of  gallons  per  hour  obtained.  The  result  of  the  testing  is  looked 
forward  to  very  anxiously  by  the  inhabitants,  as  the  cost  has 
already  exceeded  L'SOOO. 

Smokeless  Fuel.— The  following  letter  appeared,  under  the 
initials  “T.  N.,"  in  the  Manchester  Examiner  last  Tuesday: — 
“  The  waste  of  smoky  chimneys  has  often  been  pointed  out ;  but 
no  practical  effort  has  been  made  to  avoid  it.  The  manufacturing 
world  and  private  individuals  seemed  to  be  awed  by  the  magnitude 
of  the  task.  Feeble  efforts  have  been  made  to  ‘cure  the  smoke 
nuisance  ’  by  using  some  contrivance  or  other  for  consuming  the 
smoke  after  it  has  been  made  ;  and  the  aspect  of  Manchester  and 
Sheffield  show  with  what  little  success.  The  best  way  to  render 
our  towns  free  from  smoke  is  to  make  no  smoke.  Some  persons 
may  think  this  an  impossibility ;  but  if  the  following  figures  are 
correct,  it  is  not  only  possible  but  highly  probable.  The  figures  are 
professed  to  bo  the  result  of  trials  made  in  the  lost  few  weeks  at  a 
bleach  works  near  Nottingham,  and  are  said  to  bo  verified  by  re¬ 
presentatives  of  the  owners  of  the  works,  as  well  as  by  those  of  the 
London  Mercantile  Gas  Companj',  Limited,  who  supplied  the  gas 
and  coke  producers.  Hero  they  are — 

Cost  Smokelou 

Firing.  Fuel. 

Coal  used  in  gas  and  coke  producers 
and  in  the  boiler  to  raise  steam  to 


81  lbs .  028  lbs.  . .  C04  lbs. 

Do.  the  next  hour .  786  „  . .  2'2I  „ 

Do.  average  per  hour  while  working  .  471  „  ..  224  „ 

Water  evaporated,  do .  3480  „  . .  8643  „ 

Do.  per  jionnd  of  coal .  7i  „  . .  161  „ 


The  smokeless  fuel  is  simply  small  cool  turned  into  gas  and  coke. 
The  gas  and  coke  are  then  burnt  in  Uie  boilers  instead  of  coal ; 
and,  according  to  these  figures,  give  more  than  double  the  heat. 
Wo  wish  every  success  to  those  who  can  produce  such  results. 
Absence  of  smoke,  and  dunlication  of  the  power  of  fuel,  will  prolong 
our  lives  and  our  coal-fielus  at  the  same  tuue." 


•^02 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [July  31, 1888. 


NORTH  BRITISH  ASSOCIATION  OF  GAS  MANAGERS. 

Annual  Meetincj  in  Glasgow. 

The  Twenty-seventh  Annual  Meeting  of  the  North  British 
Association  of  Gas  Managers  was  held  in  Glasgow  (in  the  rooms 
of  the  Philosophical  Society)  last  Thursday,  with  Mr.  David 
Terrace,  of  the  Glasgow  Corporation  Gas-Works,  Dawshohn,  as  the 
President.  There  was  an  unusually  large  attendance. 

After  the  meeting  was  constituted,  Mr.  Robert  S.  Carlow,  the  Secre¬ 
tary,  submitted  the  annual  report  of  the  Committee  of  Management. 
It  gave  a  comprehensive  resume  of  the  business  done  during  the  past 
year.  The  remit  on  “  The  Best  Standard  Burner  for  Scotch  Gas  ” 
had  been  under  the  consideration  of  the  Committee ;  and  it  had 
been  resolved  to  place  the  results  of  the  testing  of  the  burners  in 
the  hands  of  Mr.  Geo.  R.  Hislop,  the  Convener  of  the  Sub-Com¬ 
mittee  on  the  question  ;  and  he  had  undertaken  to  prepare  a  paper 
upon  the  subject  for  the  meeting.  The  report  stated  that  the 
Research  Fund  had  now  been  contributed  to  by  fifty  gas  com¬ 
panies.  It  also  referred  to  the  endeavours  resolved  upon  a  year 
ago  to  institute  an  investigation  into  the  purification  of  coal  gas 
in  closed  vessels.  Arrangements  could  not  be  completed  in  time 
to  admit  of  a  report  being  presented  to  the  meeting  ;  and  it  was 
recommended  that  the  Special  Sub-Committee  which  had  been 
appointed,  should  be  requested  to  continue  in  office  for  another  year. 
During  the  year  the  Benevolent  Fund  had  been  drawn  upon  to  the 
extent  of  about  After  dealing  with  some  other  matters,  the 

report  stated  that  it  had  again  been  considered  advisable  to  post¬ 
pone  taking  definite  action  in  reference  to  the  Murdoch  Memorial. 
There  had  been  subscribed  to  the  Memorial  Fund  the  sum  of 
i‘'287 ;  and  the  Committee  intended  to  make  further  efforts  to 
increase  this  amount.  Mr.  Robb,  of  Haddington,  had  made  an  offer 
to  the  Association  to  present  to  it  his  bound  volumes  of  the 
Journal,  &c.,  on  the  condition  that  a  “home”  be  provided  for 
them  in  Glasgow  or  Edinburgh.  The  Committee  of  the  Associa¬ 
tion,  owing  to  this  condition,  had  very  unwillingly  been  compelled 
to  decline  the  proposed  addition  to  the  property  of  the  Association. 
There  were  now  242  members,  as  compared  with  239  last  year. 

At  a  subsequent  stage  of  the  proceedings,  a  statement  of  the 
accounts  of  the  Treasurer  was  made  by  the  Auditor,  Mr.  D.  Bruce 
Peebles,  of  Edinburgh.  It  was  considered  highly  satisfactory  ;  and 
both  the  Treasurer  and  the  Auditor  were  cordially  thanked  for 
their  services. 

The  Secretary  also  submitted  the  names  of  the  members  who 
had  resigned  or  had  died  during  the  past  year ;  and  he  likewise 
submitted  applications  from  eight  candidates  for  election  as 
ordinary  members,  and  three  extraordinary  members,  together  with 
four  as  associates. 


President’s  Opening  Address. 

The  Inaugural  Address  of  the  President  was  not  of  any  great 
length,  or  comprehensive,  in  the  ordinary  sense  of  that  term  ;  but 
it  was  eminently  interesting,  pointed,  and  instructive.  As  the  pre¬ 
sent  issue  of  the  Journ.vl  contains  the  text  of  the  address,  it  is  not 
necessary  to  give  any  detailed  summary  of  it.  One  topic  of  marked  im¬ 
portance  was  the  information  which  Mr.  Terrace  was  able  to  give,  in 
summary  form,  from  the  “  Statistical  Reports  ”  (the  origin  of  which 
was  due  to  the  now  defunct  West  of  Scotland  Association  of  Gas 
Managers,  and  the  publication  of  which  was  continued  by  the 
North  British  Association)— namely,  that  the  annual  make  of  gas, 
which  was  about  6008  million  cubic  feet  in  1883,  had  risen  to  about 
7133  millions  in  1887  ;  thus  showing  an  increase  of  about  18'7  per 
cent,  in  five  years.  Considering  the  close  connection  which  Mr. 
Terrace  (under  Mr.  Foulis)  has  had  with  the  working  out  of -the 
regenerative  system  of  retort  firing  at  the  Dawsholm  Gas-Works,  it 
was  but  natural  to  expect  that  he  would  have  something  of  interest 
to  say  upon  the  subject.  In  the  course  of  his  remarks  on  it,  he 
stated  that  there  were  now  some  fifteen  gas-works  in  Scotland 
where  the  retorts  are  worked  on  the  regenerative  principle — 
making  3410  million  cubic  feet  of  gas  per  annum,  or  equal  to  47'8 
per  cent,  of  the  total  manufacture.  He  further  stated  that  if  those 
works  were  taken  into  account  where  regenerative  firing  was  con¬ 
templated,  there  would,  in  a  short  time,  be  manufactured 
in  retorts  heated  by  regenerative  furnaces  nearly  60  per  cent,  of 
the  gas  produced  in  Scotland.  As  regards  choked  ascension-pipes, 
Mr.  Terrace  mentioned  that  stopped  pipes  were  not  more  numerous 
with  regenerative  settings  than  with  ordinary  furnaces,  notwith¬ 
standing  the  fact  of  the  temperature  of  the  retorts  being  much 
higher.  The  question  as  to  the  requisite  temperature  to  which  gas 
should  be  brought  in  the  condensers  before  scrubbing  and  purifying 
take  place  received  some  consideration  at  the  hands  of  the  Presi¬ 
dent  ;  and  his  remarks  upon  it  were  very  instructive,  and  might 
with  advantage  be  studied  by  many  of  our  readers.  Owing  to  the 
very  suggestive  paper  which  Mr.  William  Young  submitted  to  the 
Association  at  the  meeting  held  in  Stirling  a  year  ago,  Mr.  Terrace 
was  in  duty  bound  to  refer  to  the  question  of  the  purification  of 
gas  in  closed  vessels;  and  from  the  tone  of  his  remarks  we  may 
confidently  expect  that  the  Sub-Committee  of  the  Association, 
in  co-operation  with  Mr.  Young,  may  be  able  at  next  year’s 
meeting  to  contribute  a  report  of  much  scientific  and  prac¬ 
tical  value.  A  question  of  growing  and  very  vital  importance 
in  connection  with  the  gas  industry  is  that  oi  using  mineral  oil 
instead  of  coal  as  the  raw  material  for  the  production  of 
illuminating  gas.  This  was  also  touched  upon  in  a  very  effective 
manner  by  Mr.  Terrace ;  and  our  readers  will  do  well  to  peruse  his 


remarks  upon  it.  How  to  get  gas  consumers  to  burn  the  gas 
supplied  to  them  in  such  a  way  as  to  obtain  something  like  its 
photogenic  value  is  a  question  of  great  importance,  and  of  perennial 
interest ;  and  on  this  matter  Mr.  Terrace  made  some  suggestive 
remarks.  He  also  gave  some  exceedingly  interesting  data  bearing 
upon  the  results  obtained  by  testing  various  types  of  regenerative 
lamps  with  gas  of  different  qualities.  In  the  course  of  hie  con¬ 
cluding  remarks,  he  referred  to  the  excellent  opportunity  which 
members  of  the  Association  had  in  the  Glasgow  International 
Exhibition  for  inspecting  and  making  acquaintance  with  some  of 
the  latest  novelties,  and  some  of  the  best  apparatus  in  use  for 
lighting,  cooking,  heating,  and  motive  power  ;  and  he  had  no 
hesitation  in  saying  that  gas  was  still  able  to  hold  more  than  its 
own  for  brilliancy  and  applicability  of  the  latest  forms  of  light, 
even  though  confronted  on  nearly  every  hand  by  its  would-be 
rivals,  mineral  oil  and  electricity. 

Mr.  A.  Macpherson  (Kirkcaldy),  in  proposing  a  vote  of  thanks 
to  the  President  for  his  address,  said  that  he  thought  Mr.  Terrace 
had  refuted  the  assertion  that  gas  engineering  had  made  little  or 
no  progress  during  the  last  twenty  or  thirty  years.  If  they  would 
only  consider  the  question  of  burners,  he  was  perfectly  certain 
they  would  confer  great  benefits  on  the  consumers  of  gas.  And  if 
the  consumers  themselves  would  give  some  little  consideration  to 
burners,  they  would  certainly  save  their  pockets  to  a  very  large 
extent. 

Gas-Burners  for  Photometrical  Purposes. 

This  was  the  first  subject  taken  up  in  the  programme  of  papers 
provided  by  the  Committee  of  the  Association.  It  was  dealt  with 
in  a  paper  by  Mr.  Geo.  R.  Hislop,  of  Paisley,  who  stated  that  its 
consideration  was  the  result  of  an  obligation  which  he  had  come 
under  to  the  Committee  to  dispose  of  a  remit  made  to  a  Special 
Committee  of  the  Association  appointed  three  years  ago  for  the 
purpose  of  determining  the  best  standard  burner  for  Scotch  gas. 
After  most  exhaustive  experiments  which  he  had  instituted,  he 
had  found  that  nearly  all  the  burners  manufactured  had  their 
orifices  drilled  at  angles  ranging  between  45°  and  60°,  and  this 
apparently  without  regard  to  quality  of  gas ;  whereas  the  inves¬ 
tigations  and  the  experiments  which  he  had  carried  out  unmis¬ 
takably  proved  that  the  angle  at  which  the  holes  of  burners  stood 
to  each  other  had  a  remarkable  influence  on  the  quality  of  the  gas. 
The  principle  which  he  had  endeavoured  to  lay  down  (as  will  be  seen 
from  the  text  of  the  paper,  appearing  on  p.  205  to-day)  was  that 
by  the  elongation  of  the  flame  as  the  scale  of  quality  of  the  gas 
was  descending,  they  secured  what  was  equivalent  to  a  reduction 
of  pressure  at  the  point  of  combustion  of  something  like  2-lOths 
of  an  inch  by  increasing  the  period  of  incandescence  of  the  carbon 
atoms,  and  this  while  fulfilling  the  requirements  of  the  law  in 
having  a  pressure  of  5-lOths  of  an  inch.  A  properly  elongated 
flame  could  not  be  obtained  from  a  jet  drilled  at  the  usual  angles 
unless  the  gas  was  consumed  at  a  pressure  far  below  the  require¬ 
ments  of  the  Acts  of  Parliament,  and  then  a  smoky  flame  would 
result.  Mr.  Hislop’s  paper  excited  peculiar  interest ;  the  general 
feeling  of  the  members  being  that  he  had  started  on  a  new  depar¬ 
ture  in  reference  to  the  construction  of  burners,  and  the  suitability 
of  different  types  of  the  same  for  different  qualities  of  gas. 

The  discussion  which  arose  on  the  paper  was  commenced  by  Mr. 
Foulis,  who  said  that  it  could  scarcely  have  been  anticipated  that 
burning  gas  under  the  same  pressure  and  in  the  same  quantity 
would  have  shown  such  very  different  results  as  the  angles  of  the 
holes  varied.  The  information  was  important,  he  said ;  and  it 
showed  that,  in  making  comparative  statements  of  different  qualities 
of  gas,  it  was  very  necessary  to  know  the  conditions  under  which 
the  gas  was  being  burned.  It  also  showed  how  important  it  was 
that  consumers  should  attend  to  getting  proper  burners  to  develop 
the  full  photogenic  value  of  the  gas ;  and  that  those  who  were  in 
charge  of  gas-works  should  endeavour  to  educate  consumers  as  far 
as  possible,  and  see  that  the  burners  that  were  supplied  to  them 
were  the  proper  ones  for  the  quality  of  the  gas  manufactured  in 
the  different  towns. 

Mr.  D.  Bruce  Peebles  followed  in  the  same  strain  of  remark,  and 
readily  admitted  that  Mr.  Hislop  had  brought  out  a  very  novel 
element  as  to  the  angles  at  which  the  gas  issued  from  the  burners. 
He  pointed  out  that  Mr.  Stewart,  of  Greenock,  had  some  time  ago 
shown  that  each  type  of  burner  seemed  to  have  its  own  idio- 
sjmcrasy,  as  each  human  being  had.  He  urged  that  different 
pressures  should  be  used  along  with  burners  having  different  angles 
in  the  orifices.  After  making  a  few  remarks  of  a  humorous 
character  regarding  the  “  gas-burner  man,”  he  spoke  of  the  great 
importance  of  the  subject  which  had  been  taken  up  in  the  paper, 
seeing  that  there  was  an  enormous  waste  of  gas  through  using  bad 
burners. 

Mr.  Key  directed  attention  to  the  fact  that  the  internal  diameter 
of  the  barrel  of  the  burners  ought  also  to  be  taken  into  considera¬ 
tion,  inasmuch  as  in  the  old  iron  burners  the  tubes  were  very 
narrow,  while  in  Bray’s  burners,  which  were  now  so  extensively 
used,  there  were  very  wide  tubes  ;  thus  giving  a  great  amount  of 
heating  surface. 

Mr.  D.  M.  Nelson  remarked  that  the  tests  carried  out  by  Mr. 
Hislop  had  all  been  made  with  iron  burners,  whereas  such  things 
were  now  scarcely  ever  used. 

Mr.  Macpherson  spoke  of  the  paper  as  being  altogether  novel ; 
and  as  it  needed  thinking  over  before  it  could  be  properly  dis¬ 
cussed,  the  author  must  excuse  the  members  for  not  dealing  with  it 
as  its  merits  warranted.  He  too  admitted  that  the  size  of  the 
burner  barrel  was  a  matter  of  great  importance. 

Mr.  John  M'Orae  regarded  the  treatment  of  the  subject  as 
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being  altogether  unique,  and  he  urged  that  gas  consumers  should 
be  educated  to  the  proper  use  of  their  gas-burners,  as  it  was  the 
desire  of  every  gas  manufacturer  that  the  gas  should  be  burnt  well, 
so  that  the  consumers  might  bo  pleased.  He  also  urged  that 
burners  suited  for  the  different  levels  of  a  town  should  be  kept 
and  given  to  the  consumers  for  ordinary  use.  That  was  a  thing, 
he  believed,  which  Mr.  Hislop  had  attended  to  in  his  town. 

Mr.  Hislop  made  a  suitable  reply  to  the  various  remarks  that 
had  been  offered,  being  glad  to  know  that  his  paper  had  excited  so 
much  interest. 

Manufacture  of  Sulphate  of  Ammonia. 

A  short  paper  next  followed,  the  author  of  which  was  Mr.  R. 
Cowie,  of  Tillicoultry,  who  gave  a  plain  and  interesting  account 
of  a  year’s  experience  of  the  manufacture  of  sulphate  of  ammonia. 
In  the  course  of  his  remarks,  he  explained  the  steps  taken  for  the 
erection  of  the  plant  at  the  works  where  he  was  employed,  so  that 
they  might  themselves  be  enabled  to  work  up  the  ammoniacal 
liquor  into  sulphate  of  ammonia.  He  stated  that  the  process  had 
not  interfered  very  much  with  the  ordinary  work,  even  during  the 
busy  season.  From  83G  tons  of  cannel  coal  used  in  the  past 
year,  he  had  obtained  8  tons  17  cwt.  of  sulphate  of  ammonia. 
The  sum  received  for  the  quantity  sold  amounted  to  i'lOl  Os.  7d. ; 
and  after  paying  all  expenses,  and  allowing  a  percentage  on  the 
capital  used,  there  was  a  surplus  of  ^£50  3s.  Id.  He  stated  that 
most  of  his  produce  had  been  sold  in  the  district,  and  had  not 
caused  them  any  trouble. 

The  discussion  which  followed  was  quite  as  interesting  as  the 
paper  itself  had  been ;  and  the  speakers  generally  acknowledged  their 
indebtedness  to  Mr.  Cowie  for  having  shown  that  the  manufacture 
in  question  could  be  carried  on  economically  in  small  works  such 
as  those  at  Tillicoultrj’.  Various  suggestions  were  made  to  Mr. 
Cowie  and  to  other  managers  who  might  think  of  following  his 
example.  The  paper  also  received  a  little  friendly  criticism  from 
one  or  two  of  the  speakers.  In  his  reply,  Mr.  Cowie  stated  that 
they  were  selling  their  tar ;  and  that  for  two  or  three  years  they 
were  getting  for  their  residuals  only  5  Jd.  per  ton  of  coal  carbonized, 
whereas  they  were  now  getting  2s.  lOd.  per  ton. 

Tar  as  Fuel  for  Steam  Boilers. 

Mr.  John  M‘Crao,of  Dundee,  read  a  paper  on  “  Coal  Tar  as  Fuel 
for  Steam-Boilers.”  He  explained  that  the  sudden  fall  which  took 
place  in  the  price  of  secondary  products  about  three  years  ago  forced 
gas  manufacturers  to  look  around  for  some  better  markets  for  their 
products.  While  boiled  tar  could  readily  be  disposed  of  at  several 
of  the  German  ports,  the  expense  and  difficulty  of  loading  ships 
took  so  much  from  the  saving  derived,  that  it  occurred  to  him  to 
look  nearer  home  for  a  remedy.  He  had,  therefore,  made  experi¬ 
ments  to  ascertain  the  relative  value  of  coal  and  tar.  The  coal 
which  he  employed  was  what  is  known  as  Strathavenhouse  small 
coal,  which  costs  in  Dundee  5s.  per  ton  delivered.  The  experiment 
in  each  case  lasted  for  48  hours.  The  tar  employed  was  “  boiled  ” 
tar  ;  the  naphtha  having  been  previously  removed,  but  the  pitch  oil 
left  in  the  tar.  In  Dundee  the  value  of  the  tar  was  about  4s.  per 
ton.  The  result  of  the  experiments  was  ns  follows : — Coal,  10  tons 
IG  cwt.,  at  5s.  per  ton,  £2  14s. ;  tar,  1400  gallons  (9  tons  3  cwt., 
IGO  gallons  =  1  ton),  at  4s.  per  ton,  il  IGs.  7d. ;  saving  per  day 
by  using  tar,  178.  5d.  This  was  on  the  longest  day,  when  they  were 
using  a  mere  fraction  of  steam  as  compared  with  their  winter  re¬ 
quirements.  Consequently  the  proht  was  proportionately  less  than 
it  would  be  when  they  were  in  full  work.  Mr.  M’Crae  explained, 
in  detail,  the  working  of  the  apparatus  used  in  producing  the  results 
mentioned ;  and  he  stated  that  in  the  tar  furnace  tar  only  was 
burned.  He  also  pointed  out  that  in  some  districts  even  better 
results  could  be  obtained,  as  in  many  country  towns  the  coal  could 
be  had  for  2s.  less  per  ton  than  in  Dundee,  and  that  for  the  tar  for 
which  Dundee  was  receiving  4s.  per  ton  they  would  get  double  this 
sum.  In  concluding,  he  said  that  there  was  a  future  for  liquid  fuels, 
such  concentrated  fuels  as  crude  naphthas,  paraffins,  and  pitch  oil ; 
and  he  referred  particularly  to  the  importance  of  such  an  applica¬ 
tion  as  the  employment  of  these  products  for  steam-hoilers — land, 
locomotive,  and  marine. 

This  paper  also  led  to  an  instructive  and  interesting  discussion  ; 
the  speakers  being  Mr.  Sutherland,  tar  distiller,  of  Falkirk,  Mr. 
Hislop,  Mr.  Maepherson,  and  Mr.  Key. 

At  this  stage  the  members  adjourned  for  luncheon.  After 
the  meeting  had  been  reconstituted,  the  President  announced  that 
the  result  of  the  scrutiny  of  the  balloting-papers  was  that  Mr. 
Hislop  had  been  elected  os  President  for  the  year  1888-9  ;  Mr.  S. 
Stewart  (Greenock)  and  Mr.  R.  Robertson  (Bathgate)  ns  Vice- 
Presidents ;  Mr.  R.  S.  Carlow  as  Secretary  and  Treasurer;  Mr. 
D.  Bruce  Peebles  as  Auditor;  and  Messrs.  J.  M'Gilchrist  (Dum- 
•  barton),  J.  Adam  (Pollokshaws),  and  T.  D.  Hall  (Montrose)  as 
Members  of  Committee.  Dunfermline  had  been  selected  as  the 
place  for  next  year’s  meeting. 

Automatic  Gas  Liohtino. 

A  short  but  verj'  valuable  paper  on  this  subject  was  submitted 
by  Mr.  G.  Keillor,  of  Nairn,  who  described  what  he  claimed  to  bo 
an  improved  system  of  lighting  gas  by  means  of  an  electric  spark, 
and  which  he  has  had  in  operation  for  some  time  for  lighting  the 
pier  at  Nairn.  By  the  aid  of  a  working  model,  he  explained  the 
system  of  lighting ;  showing  how  the  gas  pressure,  by  means  of  a 
governor  combined  with  an  electric  Ughtcr,  operated  in  auto¬ 
matically  lighting  the  lamps.  By  his  system  the  lighting  of  a  town 
could  be  regulated  from  the  gas-works,  and  the  whole  of  the  rows 
of  lights  manipulated  from  one  battery.  It  would  also  be  found 
convenient  at  railway  stations,  in  factories,  and  similar  places. 


In  the  discussion  which  followed,  Mr.  Keillor  w’as  warmly  com¬ 
plimented  on  the  ingenuity,  the  economy,  and  the  success  of  his 
arrangements;  Mr.  Maepherson  remarking  that  gas  managers  did 
well  in  turning  electricity — their  great  rival — to  account  in  those 
circumstances  where  it  was  specially  serviceable.  The  President 
and  Messrs.  Hall,  Stewart,  Smith  (.Aberdeen),  Cheyne  (Briton 
Ferry),  and  Key  also  took  part  in  the  discu.ssion. 

Selling  Gas. 

This  subject  was  dealt  with  in  a  very  lively  and  humorous 
manner  by  Mr.  James  M’Gilchrist,  who,  in  the  course  of  his  paper, 
described  an  ideal  gas  company  of  the  future,  which  would  canvass 
vigorously  for  business,  on  the  system  which  is  common  in  ordi¬ 
nary  commercial  pursuits.  The  company,  he  said,  wpuld  supply 
gas  of  high  illuminating  power,  and  free  from  all  impurities.  It 
was  a  mistake  to  lower  the  illuminating  power  for  the  purpose  of 
cheapening  the  gas.  The  public  did  not  grumble  at  the  price  of 
the  gas  so  much  as  at  the  bad  light.  His  ideal  company  would 
also  look  to  the  piping  and  lighting  arrangements  within  the  houses 
of  their  customers.  They  would  also  abolish  the  rent  for  meters ; 
and  would  introduce  a  system  of  payments  as  approximate  as  pos¬ 
sible  to  the  ready-money  system.  In  the  next  place,  they  would 
protest  against  the  iniquitous  system  of  valuing  gas-works  now 
pursued  by  assessors,  and  which  militated  against  the  selling  of  gas. 
They  would  adopt  the  co-operative  system  of  making  consumers 
shareholders.  This  could,  he  said,  be  accomplished  by  a  graduated 
system  of  deposits  according  to  the  number  of  apartments  in  each 
customer’s  house.  Finally,  gas  corporations  would  not  take  gas 
profits  in  payment  of  rates  which  ought  to  be  paid  by  the  rate¬ 
payers  at  large.  The  day  was  soon  coming  when  these  taxes 
would  be  abolished,  and  gas  sold  at  as  near  cost  price  os  pos¬ 
sible.  In  the  course  of  his  remarks,  Mr.  M’Gilchrist  showed  one 
of  Messrs.  W.  and  B.  Cowan’s  automatic  gas-meters,  by  means  of 
which  a  certain  quantity  of  gas  can  be  paid  for  beforehand. 

The  discussion  which  followed  turned  to  a  considerable  extent 
upon  the  question  of  deposits  by  consumers  and  the  use  of  meters 
free  of  charge.  One  speaker  was  in  favour  of  small  and  frequent 
payments ;  and  would  not  press  the  deposit  system  too  hard.  He 
would  also  have  the  meters  supplied  free.  Another  said  he  would 
not  supply  free  meters ;  and  that  in  his  town  the  Gas  Commis¬ 
sioners  are  very  easy  as  to  the  deposits — the  result  being  that  they 
did  not  lose  more  than  3  per  cent,  on  their  total  revenue.  Then  a 
Speaker  expressed  himself  in  favour  of  monthly  accounts,  and  said 
his  usual  practice  was  to  exact  a  deposit  of  58.  until  the  second 
account  was  paid.  About  half-a-dozen  members  spoke  in  the  dis- 
cussion ;  and  in  his  reply  Mr.  M’Gilchrist  threw  out  the  sugges¬ 
tion  that  the  Committee  of  the  Association  should  bring  up  a 
report  on  the  subject  at  the  next  meeting.  He  remarked  that  the 
practice  in  Dumbarton  for  the  last  dozen  years  or  so  had  been  that 
all  the  gas-pipes  introduced  into  new  houses  were  under  the  inspec¬ 
tion  of  an  officer  of  the  Gas  Trust.  He  was  specially  strong  on  the 
question  of  abolishing  meter-rents,  while  recommending  that  the 
deposit  system  should  ho  universally  applied,  and  that  the  con¬ 
sumers  should  be  allowed  interest  on  their  deposits. 

Regenerative  Furnaces  for  Small  Gas-Wor^. 

Mr.  J.  Smith,  of  Rosewell,  gave  a  short  paper  descriptive  of  a 
regenerative  furnace  which  he  had  devised  and  worked  out  to  a 
successful  issue  about  a  year  ago,  and  which  he  had  since  improved 
upon.  This  short  paper  excited  a  discussion  of  considerable  interest, 
inasmuch  as  the  author  had  done,  in  the  language  of  Mr.  Smith,  of 
Aberdeen,  ”  a  very  smart  thing.”  Mr.  Stewart  characterized  the 
arrangement  as  a  highly  ingenious  one ;  and  other  speakers  also 
made  complimentary  remarks  regarding  it. 

Scrubbing,  Condensing,  and  Washing  Coal  Gas. 

Mr.  W.  Key  read  the  concluding  paper,  in  which  he  described  a 
process  for  the  elimination  of  the  tarry  particles  in  the  gas  after 
leaving  the  hj'draulic  main.  In  this  apparatus  (which  he  described, 
and  which  was  fully  illustrated  by  large  diagrams),  there  is  “  ary 
scrubber  having  revolving  arms  fixed  on  an  upright  centre  shaft, 
and  by  the  velocity  of  these  arms  the  gas  is  thrown  against  corru¬ 
gated  sides  of  the  scrubber,  the  tarry  particles  being  eliminated. 

In  the  discussion  which  arose  after  the  paper  was  read,  some 
complimentary  remarks  were  made  by  two  or  three  Bpeakers,^  and 
by  others  the  system  described  by'  Mr.  Key  was  severely  criticized. 
The  author  was  not  able  to  say  that  the  system  had  been  put  into 
practice,  and  the  conclusions,  therefore,  were  regarded  as  purely 
hypothetical, 

i  This  closed  the  ordinary  business  on  the  programme ;  and,  in 
drawing  the  proceedings  to  a  close,  the  President,  on  behalf  of  the 
I  meeting,  thanked  the  authors  of  all  the  napers.  Then  Mr.  M’CrM, 
on  behalf  of  the  Association,  presented  the  gold  medal  of  the 
Association  to  Mr.  Terraco,  the  retiring  President,  who  replied  in 
feeling  torniR.  Tli©  RoviRal  Coniiuitto©  was  appoinloil ;  and,  finallyi 
on  the  motion  of  Mr,  Hislop,  a  very  cordial  vote  of  thanks  was 
awarded  to  the  Secretary,  Mr.  Carlow. 

The  members  then  adjourned  to  the  International  Exhibition  ; 
and  at  six  o’clock  sat  down  to  dinner,  with  their  lady  friends,  in  the 
Royal  Bungalow.  Mr.  Terraco  itresided,  and  the  vice-chairs  wore 
occupied  by  Messrs.  Hislop,  ^l’Gilch^ist,  and  Carlow.  Dinner 
over,  the  company  at  once  dispersed  over  the  exhibition,  whore 

I  they  spent  the  remainder  of  the  evening.  ,  . 

I  On  the  following  day  the  annual  excursion  of  the  Asiwiation 
1  took  place — by  railway  to  Balloch,  at  the  lower  end  of  I-'<^h 
'  Lomond,  then  "by  steamer  up  the  loch  to  Tarbet,  luncheon  being 
served  in  the  Tarbet  Hotel ;  a  drive  or  walk  of  about  two  miles  to 
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Arrochar,  and  then  by  boat  down  Loch  Long  to  Dunoon,  where  tea 
was  partaken  of ;  and  lastly  by  steamer  to  Craigendoran,  where 
train  back  to  Glasgow  was  obtained.  For  the  greater  part  of  the 
day  the  weather  was  almost  all  that  could  be  desired,  and  the 
members  and  their  friends  enjoyed  themselves  very  much ;  and 
thus  ended  what  will  be  regarded  as  the  most  successful  meeting 
yet  held  by  the  North  British  Association  of  Gas  Managers. 

PRESIDENT’S  INAUGURAL  ADDRESS. 

Gentlemen, — I  thank  you  for  the  honour  conferred  upon  me  in 
electing  me  to  preside  over  your  deliberations  at  this  our  Twenty- 
seventh  Annual  Meeting. 

There  are  now  no  fewer  than  nine  similar  Associations  to  this 
in  Great  Britain.  Three  of  these  are  what  may  be  termed 
“  National,”  and  six  “  District”  Associations.  These,  and  others 
on  the  Continent  and  in  America  have  all  sprung  into  existence 
since  the  year  1802,  when  the  North  British  Association  was 
instituted.  The  kindred  Associations  are  doing  good  work  in 
holding  meetings,  and  otherwise  disseminating  very  valuable 
information  ;  each  benefiting  the  other  by  publishing  their  reports, 
which  are  found  of  great  service  in  our  every-day  work  and 
transactions. 

Taking  our  “  Statistical  Reports  ”  as  the  basis  of  information, 
Scotland,  I  find  that  the  make  of  gas  in  the  year  1883  was  abmrt 
together  with  that  from  other  sources  regarding  the  gas  supply  of 
G008  million  cubic  feet,  and  in  last  year  (1887)  about  7133  millions ; 
showing  an  increase  in  five  years  of  18'7  per  cent. 

Although,  in  one  sense,  the  process  of  gas  manufacture  may  be 
said  to  be  similar  in  its  essential  features  to  that  so  freely  given  to 
the  world  by  Murdoch  80  years  ago,  it  mirst  be  acknowledged  that 
Science  has  greatly  developed  his  ideas.  Who,  even  ten  years  ago, 
could  have  foreseen  that  triple  the  carbonizing  work  would  be 
done  with  the  same  floor-space  in  the  retort-house,  and  that  three 
times  the  illuminating  value  would  be  obtained  from  the  same 
quantity  and  quality  of  gas  ?  These  vast  improvements  are  due  to 
the  regenerative,  or,  as  it  is  sometimes  called,  the  recuperative 
principle — i.e.,  regaining  and  utilizing  the  heat  that  otherwise 
would  have  been  lost  in  the  old  open  furnace,  and  in  the  combus¬ 
tion  of  the  open  gas-flames  respectively.  It  is  principally  due  to 
these  and  other  such  inventions,  that  coal  gas  will  hold  its  position 
in  the  supply  of  artificial  light  for  many  years  to  come. 

I  need  not  recapitulate  the  many  advantages  derived  from  the 
use  of  regenerative  retort  settings ;  but  I  may  say  that  the 
expectations  formed  when  the  system  was  introduced  have  been 
realized.  The  only  development  that  I  will  notice  here  is  the 
increase  in  the  size  of  the  retorts  with  the  same  oven  space.  The 
benefit  that  accrues  from  this  is  shown  in  that  each  retort  can 
now  carbonize  22  cwt.  of  coal  per  day,  in  the  21  in.  by  15  in. 
size,  as  against  18  cwt.  in  the  18  in.  by  13  in.  size.  Before  this 
system  was  applied,  it  was  only  possible  to  carbonize  14  cwt.  per 
retort  per  day  in  the  18  in.  by  13  in.  size.  If  you  reckoned  that 
eight  retorts  are  now  placed  in  one  oven  where  there  were  only 
four  to  six  in  the  old  furnace  arrangement,  and  that  half  the  fuel 
is  saved,  you  can  estimate  the  great  amount  of  carbonizing  power 
and  economy  attained.  Doubtless,  in  the  course  of  a  few  years, 
the  system  will  be  more  generally  adopted  than  it  is  at  present. 
There  are  about  fifteen  gas-works  in  Scotland,  where  the  retorts 
are  heated  by  this  method,  making  about  3410  million  cubic  feet 
per  annum,  equal  to  47'8  per  cent,  of  the  total  manufacture  ;  and 
if  we  take  into  account  those  works  which  contemplate  introducing 
the  new  furnaces,  nearly  60  per  cent,  of  the  gas  produced  will  in  a 
short  time  be  manufactured  in  retorts  heated  by  regenerative 
furnaces. 

Judging  by  the  frequency  with  which  the  subject  of  choked  ascen¬ 
sion-pipes  IS  discussed,  it  would  appear  that  these  are  always  to  be  a 
source  of  annoyance.  My  experience  is  that  stopped  pipes  are 
not  more  numerous  with  the  regenerative  settings  than  with  the 
ordinary  furnaces,  although  the  temperature  of  the  retorts  is  much 
higher.  Pipes  will  choke  in  any  setting,  if  the  retorts  are  not 
evenly  charged,  and  the  liquid  in  the  hydraulic  main  kept  thin,  to 
give  as  slight  resistance  as  possible  to  the  issuing  gases. 

The  question  as  to  the  requisite  temperature  to  which  the  gas 
should  be  brought  in  the  condensers,  in  order  to  secure  its  proper 
after-treatment  in  the  scrubbers  and  purifiers,  is  a  most  important 
one.  The  ever-changing  temperature  of  the  atmosphere,  and  the 
varying  quantities  of  gas  made,  necessitate  having  a  ready  means 
whereby  to  regulate  the  cooling  power.  This  requires  constant 
supervision.  I  find  that  a  continuous  temperature  of  about 
65°  Fahr.  is  the  best  for  the  gas  at  the  outlet  of  the  condensers  ; 
but,  although  we  may  be  able  to  control  the  temperature  up  to 
this  point,  it  is  next  to  impossible  to  guard  against  the  effects  of 
low  temperatures  on  the  scrubbers,  purifiers,  and  gasholders  ;  also 
of  very  severe  cold  on  the  street-mains,  necessitating  the  use  of 
increased  quantities  of  high-class  cannel,  in  order  to  maintain 
a  uniform  quality  of  gas.  To  show  how  the  different  qualities 
of  coal  vary  according  to  the  seasons  of  the  year,  I  may  men¬ 
tion  that  when  the  temperature  of  the  air  is  normal — say,  60°  Fahr. 
— we  can  use  coals,  with  good  heats  (say,  about  2000°  Fahr.  in 
the  retorts),  and  three-hour  charges,  giving  an  average  illumina¬ 
ting  power  of  23  candles  to  maintain  the  standard  quality  of 
23  candles ;  but  when  the  temperature  falls  to  45°  and  30°,  it  is 
necessary  to  use  coals  that  will  yield  gas  of  24  and  25  candles  re¬ 
spectively  at  the  normal  temperature,  in  order  to  keep  up  the 
standard.  These  figures  form  a  great  contrast  to  those  where  16 
to  18  candle  gas  is  supplied,  as,  in  these  circumstances,  the  aver¬ 
age  quantity  of  first-class  coal  used  in  midwinter  does  not  exceed 


5  per  cent.,  and  not  more  than  2^  per  cent,  on  the  yearly  quantity ; 
whereas,  when  23-candle  gas  is  supplied,  it  is  found  that  in  mid¬ 
winter  20  per  cent,  of  the  higher  class  cannels  are  required,  and 
about  114  per  cent,  in  proportion  to  the  yearly  quantity.  This 
proves  that  the  higher  the  quality  of  the  gas,  the  more  it  is  sub¬ 
ject  to  depreciation  from  atmospheric  influences.  It  is,  therefore, 
evident  that  great  portions  of  the  luminous  properties  of  the  gases 
are  deposited  in  the  apparatus  between  the  retort  and  the  con¬ 
sumer  ;  the  quantity  depending  on  the  quality  of  the  gas  supplied, 
and  on  the  degree  of  cold  to  which  the  gas  is  subjected  ;  and  un¬ 
less  the  extent  of  this  is  ascertained  by  frequent  photometric  test¬ 
ings  daily,  the  consumer  cannot  be  supplied  with  gas  of  uniform 
quality. 

I  need  scarcely  say  that  the  scrubbing  power  should  be  suffi¬ 
cient  to  free  the  gas  from  ammonia ;  but  it  should  not  be  taken 
for  granted  that,  because  there  are  no  indications  of  this  impurity 
at  the  outlet  of  the  scrubbers,  the  gas  must  necessarily  be  free  from 
ammonia  when  stored  in  gasholders.  It  is  quite  possible  to  have 
gas  free  from  ammonia  at  the  outlet  of  the  scrubbers,  yet  contain¬ 
ing  ammonia  in  considerable  quantity  at  the  outlet  of  the  purifiers, 
as  a  chemical  reaction  may  take  place,  probably  due  to  a  decom¬ 
position  of  cyanides  by  the  lime  used  in  purification.  When  this 
occurs,  means  should  be  taken  to  absorb  the  ammonia  before  the 
gas  enters  the  holders.  Very  wet  lime  is  conducive  to  more,  rather 
than  less,  ammonia  being  formed.  The  hydrate  should  not  con¬ 
tain  more  moisture  than  50  per  cent,  of  its  weight. 

The  purification,  of  gas  in  closed  vessels  by  means  of  the  foul 
gases  contained  in  itself,  so  far  as  its  application  to  practical  work 
is  concerned,  is  still  untried.  It  is  unfortunate  that  arrangements 
have  not  been  made  to  investigate  the  system  advocated  by  Mr. 
William  Young,  who  read  a  paper,  and  ably  demonstrated  his  pro¬ 
cess  at  our  last  meeting.  Apparatus  on  the  Claus  system  has  been 
erected  at  Belfast  sufficient  to  purify  gas  from  250  tons  of  coal  per 
day.  This  is  expected  to  be  in  operation  during  the  ensuing 
winter  ;  and  the  results  will  be  looked  forward  to  with  much  inte¬ 
rest.  These  two  systems  are  now  before  the  gas  world  ;  and  I  need 
only  refer  you  for  a  full  description  of  them  to  the  past  records  of 
the  various  Associations.  I  trust  that,  before  the  expiration  of 
another  year,  apparatus  will  be  at  work,  showing  the  operation  of 
Mr.  Young’s  process  on  a  practical  scale ;  so  that  we  may  be  in 
possession  of  actual  data  in  regard  to  the  cost  of  plant  and  work¬ 
ing,  and  other  necessary  information,  and  also  the  relative  advan¬ 
tages  likely  to  be  derived  from  employing  each  system. 

The  use  of  oil  as  a  substitute  for  coal  in  gas  making  has 
again  been  receiving  attention ;  the  very  high  luminosity  of 
the  gas  appearing  to  be  considered  as  one  of  its  principal 
advantages.  This,  however,  is  only  one  side  of  the  question  ;  and 
it  may  be  conceded  that  we,  as  producers  of  light,  are  alive  to  the 
merits,  or  otherwise,  of  employing  oil  in  our  manufacture.  The 
system  may  be  suitable  where  a  supply  of  coal  gas  at  a  moderate 
price  is  not  available  ;  but  it  will  not  be  generally  adopted  until 
the  “  steady  ”  price  of  the  raw  material  makes  it  more  profitable 
to  use  than  coal.  Even  then  the  introduction  of  oil  would  require 
to  be  very  gradual,  as  its  use  in  gas-works,  if  only  to  a  limited 
extent,  would  tend  to  greatly  raise  the  price.  The  gas  from  oil  is 
generally  credited  with  being  of  60-candle  power.  This  may  be 
the  case  when  made  and  tested  on  the  spot ;  but  when  it  has  to  be 
stored  and  distributed  in  the  usual  manner  to  towns,  the  results 
may  be  vastly  different.  From  practical  tests  made  on  oil  gas 
after  storeage  (the  temperature  of  the  gas  being  48°  Fahr.),  I  foupd 
the  quality  to  be  37  candles,  per  5  cubic  feet,  with  a  consump¬ 
tion  of  2|  cubic  feet  per  hour  with  one  of  Bray’s  No.  4  union-jet 
burners.  When  the  same  gas  was  tested  with  a  No.  3  burner, 
consuming  2  feet  per  hour,  the  quality  was  found  to  be  29  candles, 
calculated  to  5  feet  per  hour  ;  making  it  apparent  that  the  use  of 
small  burners  is  as  injurious  to  gas  of  this  comparatively  high 
quality  as  to  gas  of  lower  illuminating  power.  The  question 
arises  :  Is  60-candle  power  gas  worth  twice  30-candle  gas,  or  thrice 
20-candle  gas  ?  I  think  not.  The  greater  pressures  at  which  the 
higher  qualities  have  to  be  consumed,  in  order  to  get  the  beet 
photogenic  results — say,  from  lO-lOths  to  14-lOths — eject  the  hydro¬ 
carbon  particles  from  the  burner  into  the  atmosphere  at  such  a 
rapid  rate  that  a  quantity  of  them  pass  off  unconsumed  ;  whereas, 
with  the  lower  qualities  consumed  at  lower  pressures — say,  5-lOths 
or  4-lOths — a  greater  proportion  of  the  light-giving  properties  are 
utilized. 

It  is  one  of  the  most  difficult  problems  how  to  get  consumers  to 
use  the  gas  supplied  to  them  properly  ;  this  being  at  the  root  of 
most  of  the  complaints  they  make  about  the  light  obtained.  It 
should  be  more  generally  known  that  the  amount  of  light  emitted 
depends  as  much  (if  not  more)  on  the  means  of  consumption  as  on 
the  inherent  quality  of  the  gas.  I  trust  some  of  the  papers  to  be 
read  to-day  will  touch  on  this  subject.  So  much  has  already 
been  said  and  written  on  the  great  waste  of  gas,  and  still  so  much 
has  been  left  undone  that  the  field  for  improvement  in  this  respect 
is  nearly  as  wide  as  ever.  Until  it  is  in  the  power  of  the  com¬ 
panies  and  corporations  to  take  charge  of  the  gas  supply  from  the 
meter  to  the  point  of  consumption,  nothing  of  any  benefit  is  likely 
to  accrue  to  the  consumer. 

In  testing  several  of  the  devices  intended  to  improve  the 
ordinary  open  gas-flame,  I  found  no  increase  in  the  luminosity  per 
cubic  foot  of  gas  consumed  from  that  given  by  the  union-jet  con¬ 
suming  5  feet  per  hour  at  5-lOths  pressure.  The  inventors  of  most  of 
these  devices  start  on  a  wrong  basis  by  first  using  small  burners, 
thus  forcing  the  gas  through  minute  apertures  at  high  pressure, 
and  then  baffling  the  flame  at  the  point  of  ignition,  instead  of 


July  81, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING.  WATER  SUPPLY,  &  SANITARY  jN^PR^VEM ENT. 


•205 


regulating  the  pressure,  and  using  the  gas  through  a  large  biirner. 
Although  apparently  a  veiy  simple  matter,  it  seems  a  very  dimcult 
one  to  be  understood,  or  acted  upon,  by  the  average  consumer 
that  any  ordinary  burner  (union-jet  or  batswing)  provided  it  be  the 
size  suitable  for  the  space  to  be  lighted,  is  as  good  as  any  other 
(open  flame),  if  used  at  the  proper  pressure,  for  the  quality  ot  tne 
gas.  Wlien  consumers  cannot  adjust  the  burners  and  pressure, 
they  should,  in  order  to  obtain  a  good  and  economical  liglit,  use 
gas-governors  (where  the  fittings  are  suitable),  or  burners  contain¬ 
ing  within  them  the  means  for  regulating  the  supply. 

From  the  results  of  about  100  tests  made  on  ;23^candle  gas  to 
ascertain  the  relationship  between  the  durability  test  and  the 
candle  power,  I  found  (with  afi-inch  flame  from  a  single-jet  burner, 
consuming,  at  0-59  inch  pressure,  1-204  cubic  feet  of  gas  per  hour 
corrected  for  temperature  and  barometer),  that  the  durability  in 
minutes,  divided  by  2-117,  gave  the  quality  in  candles.  About 
half  the  number  of  tests  ranged  to  1-39  candles  above,  while  the 
remainder  varied  to  1-36  candles  below,  the  average  results  obtained 
by  the  Letheby  photometer.  Considering  that  candles  themselves 
may  vary  to  a  similar  extent,  these  results  would  show  that 
within  certain  limits  the  readings  from  the  durability  test  may  be 
relied  on  when  the  same  class  of  coals  and  other  conditions  of  manu¬ 
facture  are  constant.  Using  the  same  divisor  for  other  gases,  ho'v- 
ever,  I  found  variations  of  3  to  4  candles  above  the  actual  quality, 
which  can  onlybe  accounted  for  b}' altered  conditions  of  manulacture. 
From  these  data  we  may  infer  thSt  to  use  the  durability  test  as  a 
standard,  it  would  be  necessary  first  to  obtain  a  factor  from  a  series 
of  experiments  similar  to  the  above,  with  comparative  daily  read¬ 
ings  over  a  long  period.  We  may  also  conclude  that  the  same 
sources  of  error  present  themselves  in  the  use  of  such  appliances 
as  the  jet  photometer. 

Comparing  the  results  obtained  by  testing  seven  types  of  regene¬ 
rative  lamps  with  various  qualities  of  gas,  I  find  the  proportion  of 
increase  in  light  from  that  given  by  the  usual  test  burner  v  aries 
from  100  to  150  per  cent.  The  following  table  gives  the  results  of 
some  of  the  tests  made : — 

The  Illuminating  Potver  of  Various  Burners  (the  Eegeneralive 
Lamps  being  at  an  Angle  of  45°  to  the  Candles). 


No.  8  Union-Jet 
BumeUfor  Can¬ 
nel  Oas),  con- 
Ruming  5  It.  per 
Hour  atS-lOtbs 
Pressure. 

No.SUnion-Jet 
Burner  (for 
Common  Qas), 
consuming  5  ft. 
per  Hour  at 
S-lOths  Pres. 

London 

Standard 

Argand. 

Regenerative 

Lamps. 

"  A  ”  Series. 

Regenerative 

Lamps. 

“  B  ’’  Scries. 

25-18 

49-96 

— 

2.3-60 

— 

68-29 

— 

22-97 

_ 

_ 

— 

65-02 

14-02 

15-69 

17-39 

30-98 

— 

12-74 

14-86 

17-40 

27-78 

— 

11-52 

13-81 

16-35 

26-91 

31-81 

7-02 

— 

13-34 

29-45 

It  is  generally  conceded  that  the  different  qualities  of  gas  ought 

to  00  t08t6U  in  111©  UurUoro  UcBb  ouajitcu  tu  ui-aw  ***^»jv*ow 

genic  results.  Where  there  is  no  clause  in  the  Gas  Act  determin¬ 
ing  the  mode  of  testing,  we  may  soon  be  having  it  reported  that 
the  gas  supplied  to  certain  towns  is  of  abnormally  high  power 
say,  “  50-candle  gas,”  as  shown  by  the  photometer  with  the  best 
burner,  or,  as  some  Acts  put  it,  “  the  most  suitable  burner.”  When 
the'quality  of  gas  is  stated  as  of  such  a  candle  power,  it  should,  by 
way  of  comparison  to  that  supplied  by  other  towns  which  have  to 
use  the  prescribed,  or  recognized  standard  burner,  bo  mentioned 
ns  tested  by  a  certain  defined  burner.  This  is  now  rendered  all 
the  more  necessary  on  account  of  the  introduction  of  incande¬ 
scent  burners  and  regenerative  lamps. 

In  the  Gas  Annexe  of  the  Glasgow  International  Exhibition, 
the  opportunity  is  afforded  us  of  inspecting  some  of  the  latest 
novelties,  and  some  of  the  best  apparatus,  in  use  for  lighting, 
cooking,  heating,  and  motive  power.  It  will  be  observed 
that  gas  is  still  able  to  hold  more  than  its  own  for  the 
brilliancy  and  applicability  of  the  latest  forms  of  the  light, 
although  confronted  on  nearly  every  hand  by  its  would-be  rivals— 
oil  and  electricity.  Gas  lighting  is  applied  wherever  reliability  is 
a  sine  qua  non ;  and  it  is  therefore  ever  ready  to  take  the  place  of, 
and,  wlien  need  arises,  make  good  the  defects  of  its  luxuriously 
nurtured  brother.  The  Machinery  Department  will  also  be  of 
special  interest  to  the  members ;  and  there,  as^  well  as  in  a  great 
many  other  departments,  the  gas-engine — in  its  various  forms — 
plays  a  very  important  part.  Altogether  we  have  reason  to  con¬ 
gratulate  ourselves  on  the  great  success  of  the  exhibits  where  gas  is 
employed,  as  well  as  to  the  many  useful  purposes  to  which  it  so 
readily  adapts  itself.  Its  motto  is  always :  “  Ready,  aye  ready.” 


GAS-BURNERS  FOR  PHOTOMETRICAL  PURPOSES. 
(report  on  the  remit  on  the  best  standard  burner 

FOR  SCOTCH  OA.S.) 

By  Geo.  R.  Hislop,  of  Paisley. 

The  consideration  of  this  subject  is  the  result  of  an  obligation 
which  I  have  come  under  to  your  Committee,  to  dispose  of  a  remit 
•to  a  Special  Committee  of  this  Association  appointed  some  three 
}-ears  ago,  and  of  which  I  have  recently  been  made  a  inembor,  to 
determine  “  The  Best  Standard  Burner  for  Scotch  Gas,"  The 
title  of  this  paper  may  justly  excite  surprise,  and  exact  the  enquiry 
why  light  is  needed  on  such  a  subject,  after  an  experience  of  three- 
quarters  of  a  century  of  practical  lighting  by  coal  and  cannel  gas. 


It  cannot  be  denied  that  in  the  midst  of  abounding  light  on  all 
possible  questions  affecting  gas  manufacture  and  distribution,  we 
have  been  comparatively  slow  to  discover  the  laws  which  regulate 
the  elimination  of  the  highest  lighting  power  of  different  qualities 
of  coal  and  cannel  gas.  inasmuch  m  it  is  just  within  these  lost  few 
j-ears  that  we  have  been  able  to  hail  some  dawning  light,  and  now 
we  have  but  entered  upon  a  new  era  in  the  history  of  gas  illumina¬ 
tion,  by  the  discovery  of  means  whereby  we  are  now  enabled  to 
realize,  approximately  at  least,  the  highest  possible  lighting 
power  of  the  gas,  I  refer  to  low-pressure  combustion, 
and  the  utilization  of  the  radiant  and  conducted  heat  of 
such  combustion  in  the  so-called  regenerative  gas-lamps. 
These  are,  moreover,  entirely  a  new  departure  in  gas  lighting. 
But  with  respect  to  the  common  form  of  burners,  while  various 
improvements  or  devices  have  been  introduced  for  the  piiiqiose  of 
reducing  to  a  minimum  the  pressure  at  the  point  of  combustion, 
and  with  a  corresponding  increase  in  light— chief  amongst  which 
uiav  be  mentioned  the  ingenious  automatic  “Needle  governor 
burner— no  attempt  has  been  made  to  show  that  intensity  is 
affected  in  any  way  under  any  other  condition.  The  fact  is  well 
established  that  a  low  velocity  versus  slow  combustion  of  the 
issuing  gas  from  a  burner,  has  an  important  effect  upon  the  value 
of  the  light  afforded  by  any  quality  of  gas ;  but  no  definite  rule 
has  ever  been  laid  down  to. enable  anyone  to  order  or  procure  a 
burner  or  burners  exactly  adapted  for  any  particular  q«shty  of 
gas.  Not  one  word  of  reference  is  ever  made  to  the  angle  of  the 
impinging  jets  or  to  relative  dimensions  of  flame  in  relation  to 
quality  of  gas,  which  I  maintain  are  indispensable  conditions.  A 
flame  even  at  S-lOths  of  an  inch  pressure  may  be  unduly  spread , 
and  this,  in  the  case  of  gas  of  poor  quality,  is  to  expose  it  to  over¬ 
oxidation,  and  the  cooling  effect  of  the  nitrogen  of  the  atmosphere, 

with  its  consequent  reduction  of  hght.  ■  •  ,  •  .u  „„„ 

I  purpose  in  this  paper  to  define  certain  principles  in  the  con¬ 
struction  of  burners,  which  have  hitherto  been  disregarded  gene¬ 
rally.  but  which  I  hope  to  show  are  all-important  in  their  beanng 
upon  the  quality  of  the  gas.  It  is  not  my  intention  to  do  “^e 
than  touch  upon  the  subject  of  burners  for  domestic  and  public 
lighting ;  but  simply  to  deal  with  the  class  of  burners  which  we 
may  or  are  compelled  to  employ  under  existing  Acts  of  Parliament 
for  the  purpose  of  determining  the  highest  illuminating  value  of 
the  gas  we  deliver  to  the  consumers,  consistently  with  the  condi¬ 
tions  laid  down  in  said  Acts  of  Parliament.  It  will  be  borne  in 
mind  that  one  invariable  condition  is  that  “  the  pressure  at  the 
point  of  combustion  shall  be  equal  to  fi-lOths  of  an  inch  ;  hence 
all  my  results  must  necessarily  be  based  on  this  hypotliesis. 

That  our  information  is  defective  on  the  subiect  of  suitable 
burners  for  testing  various  qualities  of  cannel  gas  will,  1  feel 
certain,  be  testified  to  by  all  careful  experimentalists  and  gas  mana¬ 
gers  who  have  to  deal  with  gas  of  20.candle  power  and  upwards. 
Ld  which  is  invariably  tested  by  means  of  union-jets.  Moreover 
the  fact  that  this  Association  and  your  Committee  have  realized 
the  difficulty,  will  itself  justify  the  enquiry.  Indeed  I  confess  that 
for  many  years  it  has  been  a  matter  of  considerable  concern  to  me 
how  or  where  to  find  burners  of  proper  construction  for  different 
qualities  of  gas.  When  found  it  was  purely  accidental,  and  they 
were  consequently  prized  as  if  worth  ten  times  their  weight  in 
<»old.  Since  having  no  definite  theory  regarding  the  construction 
of  such  burners,  to  order  their  manufactur  was,  of  course,  out  of 
the  question.  I  have  in  my  experience,  theiefore,  tried  to  bring  to 
proper  condition  by  stuffing,  in  various  ways,  all  sizes  and  forms 
of  burners  I  have  been  able  to  lay  my  hands  upon ;  but  general 
failure  has  been  the  result.  But  why  should  I  succeed  when  the 
construction  of  the  burners  tried  were  entirely  at  variance  with 
the  conditions  requisite  to  develop  the  lighting  power  of  the  gas  . 
In  short,  the  orifices  of  all  the  burners  were  drilled  at  angles  much  too 
high  for  the  quality  of  gas  I  wished  to  test.  Nearly  all  burners  manu¬ 
factured  have  their  orifices  drilled  at  angles  ranging  betw-een  4o  and 
00°  (and  that  without  regard,  apparently,  to  the  quality  of  gas  at  all) , 
whereas  the  investigations  and  experiments  1  have  carried  out 
unmistakably  prove  that  the  angle  at  which  the  holes  of  a  burner 
stand  to  each  other  have  a  remarkable  influence  upon  the  quality 
of  the  gas.  Suppose  we  take  22.] -caudle  gas,  the  angle  giving  the 
highest  intensity  of  light  is  22° ;  but  if  the  same  volume  (5  feet  bo 
consumed  at  45^  the  illuminating  power  will  be  reduced  I /I 
candles,  or  0-110  of  a  candle  for  each  degree  advanced  :  while  the 
dimensions  of  the  flame  will  have  been  altered  frorn  3^,  inches  high 
by  2A  inches  broad  to  2*  inches  high  by  3*  inches  broad.  The 
table  (on  next  page)  will  show  similar  results  for  all  qualities  of  gM 
from  17-9  to  32-0  candles,  advancing  approximately  2  candles  in 

quality  for  each  series  of  tests.  ^  ,  ■  „  i.. 

In  order  to  arrive  at  the  results  thus  shown,  I  ha<l  speciMly  made 
for  the  purpose  of  my  experiments  an  extensive  series  of  burners— 
consisting  of  sizes  Nos.  5,  0.  7.  and  8.  drilled  at  the  various  angles 
up  to  iK)';  but  my  experiments  clearly  proved  that  the  No.  7  size 
afforded  the  best  results  for  all  qualities  of  gas.  Ilenco  I  have 
given  the  results  from  that  size  of  burners  only.  Those  burners 
were  of  iron,  but  carefully  made,  and  without  any  stuffing  or  pres¬ 
sure-reducing  medium  save  the  smallest  ciiiantity  of  cotton-wool 
to  prevent  flaring,  balance  the  flame,  and  give  5  feet  per  hour 
exactly  at  S-lOths  inch  pressure.  The  illuminating  power  was 
carefully  tested  at  the  various  angles,  noting  at  the  same  time  m 
each  case  the  exact  length  and  breailtli  of  tlie  flanao.  The 
however,  I  have  not  given  on  the  Uble,  as  not  being  absolutely 
necessary;  but  the  connection  between  the  angles  of  the  jet 
orifices,  the  dimensions  of  the  flame,  and  the  illuminating  power, 
is  very  marked. 
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Table  of  the  Illuminating  Power  of  Different  Qualities  of  Gas 
Burned  at  5-lOtks  Inch  Pressure  through  No.  7  JJnion-Jets, 


Drilled  at  Various  Angles. 

Illuminating 

Illuminating 

Angle  of 

Power 

Angle  of 

Power 

Holes. 

in  Standard 

Holes. 

in  Standard 

Degrees. 

Candles. 

Degrees. 

Candles. 

(1)— 17- 90-Candle  Gas. 

(5) — 26'29-Candle  Gas. 

18  .  . 

.  17'90 

20  .  .  . 

.  24-20 

20  .  . 

.  17'56 

25  .  .  . 

.  25-45 

25  .  . 

.  17'14 

28  .  .  . 

.  26-29 

30  .  . 

.  16'55 

30  .  .  . 

.  26-08 

35  .  . 

.  15'88 

35  .  .  . 

.  25-55 

40  .  .  . 

.  24-51 

45  •  .  . 

.  23-78 

DiSerence  for  17  deg.  2 '02  cand. 

Difference  for  17  deg.  2 '51  cand. 

Loss  per  degree 

.  0'118  „ 

Loss  per  degree . 

.  0-15  „ 

(2)— 19'77-Candle  Gas. 

(6)— 28-4-Candle  Gas. 

Degrees. 

Candles. 

Degrees. 

Candles. 

20  .  .  . 

.  19'77 

20  .  .  . 

.  25-36 

25  .  .  . 

.  19' 17 

25  .  .  . 

.  26-33 

30  .  .  . 

.  18'45 

30  .  .  . 

.  27-51 

35  .  .  . 

.  :7'73 

33  .  .  . 

.  28-40 

35  .  .  . 

.  28-05 

40  .  .  . 

.  27-19 

45  .  .  . 

.  26-54 

50  .  .  . 

.  26-00 

Difference  for  15 

deg.  2 '04  cand. 

Difference  for  17  deg.  2 '40  cand. 

Loss  per  degree . 

.  0'136  „ 

Loss  per  degree. 

.  0-141  „ 

(3) — 22'25-Candle  Gas. 

(7) — 30'28-Candle  Gas. 

Degrees. 

Candles. 

Degrees. 

Candles. 

20  .  .  . 

.  21'94 

20  .  .  . 

.  27-42 

22  .  .  . 

.  22'25 

25  .  .  . 

.  28-22 

25  .  .  . 

.  21'86 

30  .  .  . 

.  29-25 

30  .  .  . 

.  21-49 

35  .  .  . 

.  29-60 

35  .  .  . 

.  20'98 

37  .  .  . 

.  30-28 

40  .  .  . 

.  20'40 

40  .  .  . 

.  29-70 

45  .  .  . 

.  19-71 

45  .  .  . 

.  28-93 

50  .  .  . 

.  28-12 

Difference  for  23  deg.  2 '54  cand. 

Difierence  for  13  deg.  2 '16  cand. 

Loss  per  degree. 

.  O'llO  „ 

Loss  per  degree . 

.  0-166  „ 

(4)— 23'8-Candle  Gas. 

(8) — 32'60-Candle  Gas. 

Degrees. 

Candles. 

Degrees. 

Candles. 

20  .  .  . 

.  23'29 

30  .  .  . 

.  30-27 

24  .  .  . 

.  23-80 

35  .  .  . 

.  31-20 

25  .  .  . 

.  23.69 

40  .  .  . 

.  31-87 

30  .  .  . 

.  23-09 

45  .  .  . 

.  32-60 

35  .  .  . 

.  22-48 

50  .  .  . 

.  31-66 

40  .  .  . 

.  22-18 

55  .  .  . 

.  30-80 

45  .  .  . 

.  21-27 

Difference  for  21 

deg.  2-53  cand. 

Difference  for  10  deg.  1'8  cand. 

Loss  per  degree. 

.  0-12  „ 

Loss  for  degree  . 

.  0-18  „ 

Table  of  Angles  affording  the  Highest  Results. 

18  degrees  for  . 

.  17'90-candle 

gas 

20 

»  >1  • 

19-77  „ 

J) 

22 

)}  JJ  • 

22-25  „ 

J  > 

24 

J)  J>  • 

23-80  „ 

)) 

28 

>J  • 

26-29  „ 

J) 

33 

M  ))  * 

28-40  „ 

)) 

37 

>>  )>  • 

30-28  „ 

45 

>>  • 

.  32-60  „ 

>» 

The  principle  which  I  have  endeavoured  to  lay  down  is  that,  by 
the  elongation  of  the  flame  as  the  scale  of  quality  of  the  gas  is 
descending,  we  secure  what  is  equivalent  to  a  reduction  of  pressure 
at  the  point  of  combustion,  of  something  like  2-lOths  of  an  inch, 
by  increasing  the  period  of  incandescence  of  the  carbon  atoms,  as 
anyone  may  readily  suppose  would  be  the  result  in  an  elongated 
flame  ;  and  this  while  fulfilling  the  requirements  of  the  law  in 
having  the  pressure  at  5-lOths  inch  (no  reference  being  made  in 
the  Acts  to  the  dimensions  of  the  flame).  A  properly  elongated 
flame  cannot  be  obtained  from  a  jet  drilled  at  the  usual  angles, 
unless  consumed  at  a  pressure  far  below  the  requirements  of  the 
Acts  of  Parhament,  and  then  a  smoky  flame  would  result. 

It  will  be  observed  from  the  table  that  the  necessary  angle  for 
the  lower  qualities  of  gas  increases  rather  slowly  as  compared  with 
that  required  for  the  higher  qualities  of  gas  ;  and  it  will  be  obvious 
to  all  that,  by  ascending  the  scale  of  quality,  a  corresponding 
increase  of  angle  and  more  direct  impingement  of  the  issuing  gas, 
will  be  necessary  to  burn  5  feet  and  secure  the  highest  results, 
which,  as  a  matter  of  course,  is  just  under  the  smoking  point. 
Conversely,  by  descending  the  scale  of  quality,  the  angles  must  be 
reduced,  and  with  this  a  gradually  narrowing  flame,  till  we  should 
reach  for  the  5  feet  consumption  a  round  flame  like  that  of  a  rat- 
tail  burner — the  diameter  of  the  burner  tip  cup  being,  of  course, 
narrowed  with  the  narrowing  flame.  Thus  the  principles  I  have 
laid  down  may  be  represented  by  two  lines  drawn  from  a  point, 
the  point  representing  gas  of  the  value  of  say  5  candles  with  a 
solid  flame,  and  gradually  diverging  till  respresenting  the  diameter 
of  the  flame  of  gas  of  the  highest  intensity,  or  say  32’6  candles  at 
an  angle  of  45°  (as  per  table),  and  which  gives  3|  inches  as  the 
breadth  of  the  flame  (by  3J  inches  high).  Thus,  in  gradually  rising 
or  descending  the  scale  of  quality,  I  contend  that  the  diameter  of 
flame  giving  highest  intensity  for  different  qualities  of  gas  will  fall 
within  these  converging  lines. 

With  regard  to  burners  made  on  this  principle  for  ordinary 
lighting,  it  will  be  necessary  only  to  obtain  them  at  angles  of  say 
from  5°  to  7i°  higher  than  those  giving  the  highest  intensity  for 
photometrical  purposes — depending  upon  whether  for  domestic  or 
factory  use. 

I  might  have  said  much  more  upon  this  important  subject,  but 
I  trust  I  have  made  sufficiently  dear  to  you  the  principle  upon 


which  burners  for  all  qualities  of  gas  ought  to  be  constructed  ;  and 
if  so  I  shall  have  discharged  my  obligation  to  your  Committee  to 
dispose  of  the  remit  ‘ ‘  On  the  Best  Standard  Burner  for  Scotch  Gas.” 


§legxstjer  of 

Gas-Lamps. — Gordon,  T.,  of  Philadelphia,  U.S. A.  No.  11,698;  Aug.  29, 
1887.  L8d.] 

The  object  of  this  invention  is  to  construct  a  gas-lamp  that  may  be 
exposed  to  the  varying  conditions  of  the  atmosphere  without  serious 
disturbance  of  the  flame. 


In  the  accompanying  illustration,  A  is  the  burner;  and  B,  an  approxi¬ 
mately  air-tight  chamber  surrounding  it.  C  is  the  escape  flue  of  the 
burner  ;  D,  an  air-tight  chamber  surrounding  the  escape  flue ;  E,  air 
tubes  connecting  the  chamber  B  with  D ;  and  F,  air  tubes  extending 
upwards  from  D.  G  are  partition  plates  which  may  extend  downward 
within  the  air  tubes  F  ;  H  are  caps  or  plates  which  rest  upon,  or  may  be 
attached  to  the  upper  ends  of  the  partition  plates  G  ;  and  I  is  a  wind  cap 
attached  to  the  escape  flue  of  the  burner.  Surrounding  the  flue  C,  is 
arranged  a  flue  K,  open  top  and  bottom  ;  air  being  allowed  to  circulate 
between  the  flues  to  prevent  radiation  of  heat  to  the  tubes  E,  also  to 
prevent  the  cooling  of  the  flue  by  sudden  blasts  of  cold  air. 

When  the  burner  is  in  operation,  the  waste  products  pass  up  through  the 
flue  C,  producing  a  draught  and  causing  the  cold  air  to  circulate  down¬ 
ward  .through  the  passages  E,  and  thence  (as  shown  by  the  arrows) 
through  the  regenerative  chambers  of  the  burner.  The  object  of  this 
form  of  construction  is  to  overcome  the  principal  difficulty  experienced 
with  lamps  in  which  the  inlet  and  outlet  are  at  opposite  ends  of  the 
fixture — viz.,  the  reversal  of  the  draught  in  the  escape  flue,  caused  by 
gusts  of  wind  sweeping  past  the  inlet.  The  suction  on  the  inlet  is 
balanced  by  the  arrangement  of  the  partition  plates  within  tubes  F.  From 
whatever  direction  the  wind  may  blow,  air  is  taken  in  on  one  side  of  the 
plates,  to  compensate  for  that  drawn  out  on  the  other  side. 

To  facilitate  the  lighting  of  the  burner,  and  to  prevent  the  circulation 
from  being  started  in  the  wrong  direction,  a  cone  L  is  employed,  which 
makes  a  tight  joint  with  the  chamber  B  above  the  air  inlet.  The  top  of 
the  cone  approaches  the  edge  of  the  discharge  cone  M,  so  as  to  form  a 
species  of  reducing  nozzle  or  injector,  which  discharges  through  suitable 
openings  round  the  base  of  the  pipe  C,  and  thus  tends  to  create  an  up¬ 
draught  througlj  the  discharge  cone  M  and  escape  tube  C.  To  prevent 
down  gusts  of  wind  in  the  escape  tube,  and  to  maintain  an  even  discharge 
therefrom  (and  consequently  an  even  flame  within  the  lamp),  the  wind  cap 
is  made  small  enough  in  diameter  to  allow  of  only  about  half  the  waste 
products  escaping  at  the  top,  while  the  rest  should  pass  out  at  the 
bottom,  as  indicated  by  arrows.  This  throttles  the  suction  without  im¬ 
peding  the  draught,  and  prevents  any  violent  fluctuation  of  the  flame. 

Valves  for  Liquid  Meters. — Barton,  C.  C.,  of  Edinburgh.  No.  11,699 ; 

Aug.  29,  1887.  [8d.] 

In  patents  No.  1561  of  1883  and  No.  2876  of  1885  are  described  certain 
water  meters  designed  by  the  present  inventor ;  and  in  patent  No.  4029 
of  1887  improvements  in  the  construction  of  liquid  meters  are  detailed — 
part  of  such  improvements  relating  to  the  construction  of  valves  used 
therein.  The  present  invention  relates  to  further  improvements  in  such 
valves ;  but  the  description  is  not  intelligible  apart  from  the  specifica¬ 
tions  of  the  three  earlier  inventions. 


Gas-Motor  Engines. — Abel,  C.  D. ;  communicated  from  the  Gas 
Motoren  Fabrik  Deutz,  of  Deutz,  Germany.  No.  12,187 ;  Sept.  8, 
1887.  [8d.] 

This  invention  relates  to  the  construction  of  engines  worked  with 
combustible  gas  and  air  compressed  previous  to  entering  the  engine 
cylinder.  The  principal  feature  of  novelty  is  the  method  employed  for 
forcing  the  combustible  gas  and  the  air  separately  into  a  reservoir,  in 
such  manner  that  they  are  only  in  contact  over  a  very  limited  surface, 
so  as  not  to  mix  to  any  practical  extent.  The  inlet  for  the  gas  is  situated 
near  the  inlet  port  of  the  cylinder,  so  that  when  this  port  is  opened  the 
gas  enters  first  into  the  cylinder,  and  then  the  compressed  air  ;  the  two 
mixing  in  the  cylinder  to  form  a  combustible  charge. 

Wood  Grids  for  Gas-Works  Purifiers. — Lowe,  E.,  of  Kowley  Eegis. 
No.  3159  ;  March  1,  1888.  [8d.] 

Purifiers  constructed  according  to  this  invention  are  made  entirely 
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of  wood,  so  as  to  minimize  their  liability  to  deteriorate  tbfO“8^/he  “ction 
of  the  cas  passing  through  the  purifiers.  The  wooden  bars  of  the  grids 
are  arranged  parallel  to  each  other,  and  maintained  at  equal  distances 
apart  by  means  of  distance  pieces  ;  the  bars  and 

CMnected  together  by  passing  transversely  through  them  tie  rods  com¬ 
posed  of  ash  or  other  hLd  wood.  Screw  threads  are  out  in  the  opposite 
Lds  of  the  rods  ;  the  threads  at  one  end  of  the  rods  ^emg  designed  to 
enter  threaded  holes  in  a  side  bar  of  the  grid,  and  the  threads  at  the 
other  end,  to  receive  wooden  nuts,  which,  when  screwed  home,  w*”  bear 
aSst  the  other  side  bar,  and  hold  all  the  parts  of  the  grid  firmly 
together.  _ 

APPLICATIONS  FOR  LETTERS  PATENT. 

10  130  —Sweet,  A.,  “  Improved  arrangements  for  automatically  con¬ 
trolling  or  regulating  the  flow  of,  or  combustion  of  gas  used  in  heating 

^  *^10,462. — Williams,  H.,  “  Improvements  in  mechanism  for  regulating 
the  supply  of  gas  or  other  fluid  to  motor  engines.”  July  19. 

10,490.— Jarm-vn,  a.  J.,  and  Stediiino,  W.  C.  S.,  “  Improvements  in 
the  construction  of  gas  economizers,  and  means  employed  for  utilizing 

same.”  July  19.  ,  ,,  t>  •  _  n 

10,508.— Mitchell,  J.,  Laidlow,  R.,  and  Maclaben,  R.,  ]un.,  im¬ 
provements  in  liquid-meters.”  July  20. 

^  10,5G1.— Hoyle,  W.,  “Lighting  fires  for  domestic  purposes  by  means 
of  ordinary  coal  gas  as  is  in  use  in  any  dwelling-house  for  lighting  or 

cooking  purposes.”  July  21.  _ ,, 

10,678.— Casson,  R.  S.,  and  Talbot,  B.,  jun.,  “  Improved  gas-furnace. 

10,742. _ Stcdbs,  G.,  “  Improvements  in  the  construction  of  gas-cocks. 

10,Vl8.— Campbell,  H.,  “  Improvements  in  gas  motor  engines. 
July  25.  _ 

PATENTS  WHICH  HAVE  BECOME  VOID. 

[after  the  fourth  year.] 

6093.— Beilby,  Ci.  T.,  “  Thermometry.” 

6174.— Fletcher,  T.,  “  Gas-ovens.” 

6210.— Redmayne,  T.,  “  Gas-burners  for  cooking.  ’ 

6273.— Wilson-,  A.,  and  another,  “  Dip-pipes.”  ^  „ 

f,480. — Caink,  T.,  "  Indicating  passage  of  water  through  meters. 
6618.— Bon-na,  a.,  “  Fluid-meters." 

6631.- Schwab,  M.  (Overhoff).  “  Making  of  illuminating  gas. 


Extension  of  the  Woolwtch  Arsenal  Gas-Works.  — Considerable 
extensions  of  the  scrubbing  and  purifying  plant  at  ‘be  Woolwich  Arsenal 
Gas-Works  are  abont  to  be  made ;  and  the  War  Office  has  selected  Messrs. 
Willey  and  Co.,  Gas  Engineers,  of  Exeter,  to  execute  the  work. 

Taunton  Gas  Company.— At  the  forty-third  annual  general  meeting  of 
this  Company  to  be  held  to-day,  the  Directors  will  recommend  dividends 
of  8  and  7  per  cent,  on  the  two  classes  of  shares.  This  will  leave  a 
balance  of  about  J;2n2  to  the  good.  The  quantity  of  gas  sent  out  in  the 
twelve  months  ending  June  30  last  was  57,214,000  cubic  feet. 

Maitlind  Gas  Company,  Limited.— The  thirty-first  half-yearly  report 
of  the  Directors  of  this  Company,  a  copy  of  which  has  been  forwarded 
to  us  by  the  Secretary  (Mr.  C.  E.  Crutch),  states  that  the  profit  on  the 
working  in  the  six  months  ending  April  30  last  amounted  to  £939  which 
was  increased  to  £1018  by  £79  brought  forward.  Out  of  this,  a  dividend 
at  the  rate  of  8  per  cent,  per  annum  was  recommended,  absorbing  £620; 
£'800  was  to  be  written  off  works ;  and  the  balance  carried  forward.  The 
continued  prosperity  of  the  Company  was  reported ;  an  impetus  having 
been  given  to  the  consumption  of  gas  by  a  reduction  in  price. 

The  Wolverhampton  Corporation  and  the  Water  Supply  of  Bil- 
—At  the  last  meeting  of  the  Bilston  Improvement  Commissioners,  a 
report  by  the  Sub  committee  appointed  to  deal  with  the  water  question, 
as'between  the  Commissioners  and  the  Wolverhampton  Corporation,  was 
presented.  It  set  forth  the  result  of  the  recent  proceedings  in  regard  to 
the  Provisional  Order  applied  for  by  the  Corporation,  in  which  the  oppo¬ 
sition  of  the  Commissioners  failed,  and  stated  that  the  Sub-Committee 
had  decided  not  to  proceed  further  in  opposing  the  Order,  because  if  the 
opposition  were  successful  in  the  Lords— and  there  were  good  strong 
reasons  for  believing  it  would  be — no  benefit  would  accrue  to  the  Com¬ 
missioners  if  the  Corporation  withdrew,  as  they  said  they  would,  that 
part  of  the  Order  to  which  the  Commissioners  objected,  beyond  the  barren 
result  of  compelling  such  withdrawal.  The  money  which  it  would  take 
to  oppose  in  the  Lords  would  go  towards  promoting  a  Bill  to  dissolve  the 
contract.  The  Sub-Committee  considered,  therefore,  that  Parliament,  on 
it  being  proved  to  them  that  the  Commissioners  could  obtain  a  good 
supply  of  water  for  2Jd.  per  1000  gallons,  and  that  tlie  Corporation  proved 
in  the  arbitration  that  tney  could  not  supply  it  for  less  than  5d.  per  1000 
gallons,  would,  without  hesiUtion,  on  the  ground  of  public  policy,  deter¬ 
mine  the  contract.  The  Commissioners  were  recommended  to  empower 
the  Water  Committee  to  seek  an  interview  with  the  Local  Government 
ment  Board  on  the  subject,  and  report  thereon.  This  was  agreed  to. 

The  Electric  Light  Question  at  Bath.— At  the  meeting  of  the  Bath 
Town  Council  last  Tnesday,  the  debate  on  the  report  recommending  the 
adoption  of  the  electric  light  for  the  central  part  of  the  city,  which  was 
commenced  at  the  previons  meeting,  was  resumed.  Alderman  Clark 
pointed  out  that  the  poosperity  of  the  city  depended  upon  its  attractive¬ 
ness,  and  ask^  why  they  should  not  adopt  the  beautiful  electric  light, 
which  was  the  “  light  of  the  fnture."  Mr.  Hey  wood  expressed  the  opinion 
that  the  question  should  be  deferred  for  at  least  twelve  months ;  as  the 
rates  were  already  increasing,  without  a  further  addition  being  made  to 
them  by  the  adoption  of  the  new  light.  Mr.  Rnbie  considered  they  were 
a  little  premature,  and  thought  they  could  afford  to  wait  another  year; 
but  he  should  certainly  like  to  see  the  light  introduced  at  the  baths. 
Mr.  Cox  argued  that  the  electric  light  would  cost  the  citizens  £927  a  year 
more  than  gas.  A  good  deal  had,  he  said,  been  made  of  the  lighting  at 
Taunton  ;  but  he  was  not  quite  sure  that  they  might  not  hear  of  a  catas¬ 
trophe  there.  The  Gas  Company  should  improve  their  gas,  and  nothing 
more  would  be  needed.  Mr.  Walker  contenaed  that  the  introduction  of 
the  electric  light  would  commit  the  city  to  an  unknown  expense.  Mr. 
Stiirges,  replying  on  the  discussion,  said  “  procrastination  "  was  the  “  thief 
of  time."  Many  a  good  purjxjse  had  been  ruined  by  people  being  con¬ 
tented  to  think  that  something  better  wonld  turn  np,  insh-ad  of  striking 
the  iron  while  it  was  hot — when  they  were  able  to  make  an  impression. 
On  a  division,  22  voted  for  the  admition  of  the  light,  and  12  against— 
8  members  (shareholders  in  the  Gas  Company)  not  voting. 


(Jorrespont)cnce. 

[ffe  are  iwt  retponsible  for  the  opinion*  expretted  by  CorretpondenU.] 

“AMBITIOUS”  SECRETARIES. 

Sir,- In  a  recent  issue  of  the  Journal  you  very  significantly  applied 
the  term  “  ambitious  ”  to  certain  secretaries  of  gas  companies  ;  and 
much  might  bo  written  on  the  subject  which  will  apply  equally  well  to 
ambitious  engineers.  It  is  much  to  be  regretted,  however,  that  any¬ 
thing  should  be  said  to  stir  up  envy  and  jealousy  amongst  gentlemen 
occupying  these  respective  positions.  A  secretary  or  engineer  would  bo 
worth  very  little  if  he  were  not  ambitious  to  promote  the  best  interests 
of  his  employers ;  and  there  is  not  the  slightest  necessity  for  either  posi¬ 
tion  to  be  subordinate  to  the  other.  Neither  gas  engineers  nor  secre¬ 
taries  can  exist  without  adequate  support ;  and  you  may  be  very  certain 
that  the  “  self-sufficient  committeemen  and  directors  would  belittle 
and  ignore  either  one  or  both."  There  have  been  engineers  who  have 
simply  been  “ambitious”  to  serve  their  own  interests,  promote  the  use 
of  their  own  patented  machinery,  buy  materials  in  markets  approved  by 
themselves,  fill  the  works  with  men  of  their  own  choosing,  and  the  better 
positions  with  their  own  favourites  or  members  of  their  own  families. 
Can  you  wonder,  therefore,  that  a  secretary  should  endeavour  to  alter 
this  state  of  things,  and  when  such  matters  are  brought  to  the  know¬ 
ledge  of  committeemen  and  directors,  that  they  should  support  his 
efforts  ?  On  the  other  hand,  there  have  been  secretaries  who  have 
meddled  to  mar  everything  in  connection  with  the  gas-works,  iney 
have  succeeded  in  setting  committeemen  or  directors  by  the  ears,  and 
introducing  amongst  them  personal  bickering  and  strife.  They  have 
behaved  harshly  to  their  subordinates,  and  for  themselves  have  laid  up 
stores  of  “  wrath  against  the  day  of  wrath.”  They  have  thus  brought 
about  a  state  of  things  of  extreme  difficulty,  and  of  constant  irritation 
and  vexation.  There  are,  however,  engineers  and  secretaries  who  do 
work  well  and  happily  together,  without  thought  as  to  “  who  shall  be 
greatest.”  Be  it  yours  and  mine  to  endeavour  to  extend  and  promote 

this  desirable  state  of  things.  _  .  •  lu  •  j-  » 

The  real  difficulty  to  be  contended  against  is  that  directors  and  com¬ 
mitteemen  too  often  overrule  and  ignore  both  the  engineer  and  the 
secretary.  They  are  apt  to  think  that  anybody  can  make  gas  and  keep 
the  accounts,  and  that  £200  or  £300  a  year  is  a  big  salary.  They  are 
“  practical  ”  men  themselves  and  see  in  a  good  bricklayer  or  a  stalwart 
navvy  all  that  is  needed  in  a  manager  of  works,  and  that  there  are 
plenty  of  clerks  who  have  had  a  School-Board  training  who  will  fill  the 
post  of  secretary  at  very  low  wages.  There  may  be  exceptional  cases 
in  which  all  this  is  true  ;  but  it  ought  to  be  remembered  that  the  posi¬ 
tion  of  a  gas  manager,  especially  in  the  larger  and  progressive  works, 
requires  a  man  of  engineering  skill,  chemical  knowledge,  general  intelli¬ 
gence,  and  ability  seldom  (if  ever)  found  in  the  merely  so-called  practical 
man.  Nor  will  any  clerk  do  for  a  secretary ;  and  few  there  are  who  have 
the  qualities  you  enumerate  as  fitting  a  man  for  this  position.  lie 
must  be  “anelucated  accountant,  with  a  knowledge  of  finance  and 
some  acquaintance  with  company  law  and  practice.  In  addition, 
there  are  many  qualities  which  he  ought  to  possess,  without  which  he 
will  be  utterly  unfit  for  the  position,  or  in  it  prove  himself  a  fraud. 

l\ETORT. 

July  25.  1888. 

THE  PHOTOMETER  QUESTION  AT  THE  GAS  INSTITUTE 

MEETING. 

fjm  — The  testings  I  mentioned  in  my  letter  in  the  Journal  for  the 
17th  inst.  are  not  those  referred  to  by  Mr.  lleisch  letter  in  your 

last  issue,  but  a  series  taken  at  the  Three  Nuns  Hotel,  Aldgate,  about  a 
stone’s  throw  from  my  office  in  Jewry  Street.  They  were  I  believe, 
made  at  the  suggestion  of  the  then  proprietor,  the  late  Mr.  East,  who 
complained  that  the  gas  supplied  to  his  premises  was  not  of  the  quality 

reported  by  the  Examiner.  , 

Mr.  Dibdin  says  he  is  supported  in  his  views  regarding  the  Evans 
photometer  by  Mr.  Heisch  ;  but  that  gentleman  states  distinctly  that  he 
objects  to  it,  because  it  gives  low  rMH/f*— which  is  quite  the  reverse  of 
what  Mr.  Dibdin  advances  as  his  reason  for  condemning  it.  Mr.  lleisch 
attributes  the  low  results  to  which  he  refers  to  the  presence  of  an  exces¬ 
sive  amount  of  carbonic  acid  in  the  air  supplying  the  burner.  Now.  a 
simple  estimation  of  the  quantity  of  carbonic  acid  in  the  air  inside  the 
photometer  would  settle  this  aspect  of  the  question  ;  and  I  am  surprised 
that  this  has  not  yet  been  done.  I  have,  however,  commenced  some  ex¬ 
periments  in  this  direction,  the  results  of  which  I  will  forward  to  you  in 

a  gubject  cannot  be  satisfactorily  discussed  without 

introducing  candles,  which  seems  to  bo  objectionable  to  ^lr.  Dibdin. 
Indeed,  on  reading  his  paper,  the  question  immediately  arises  :  How 
much  of  the  blame  hitherto  attached  to  candles  is  fairly  attributable  to 
them,  and  how  much  to  the  photometer  ?  For  my  part,  I  incline  to  the 
belief  that  the  candles  must  bear  most  of  the  blame  ;  but.  in  the  absence 
of  details  showing  the  condition  of  the  wicks,  the  position  of  t^ho  bond  of 
the  wicks  in  relation  to  the  photometer-bar  (in  other  words,  the  position 
of  the  candle-flames),  the  number  of  times  the  candles  have  ^cn 
lighted  and  blown  out  before  commencing  the  test,  and  the  length  of 
time  they  have  been  burning,  it  is  impossible  to  criticize  publish^ 
results.  My  experience  leaches  me  that  fairly  uniform  results  can  only  ^ 
obtained  with  candles  under  the  following  conditions  :— (1)  They  should 
have  been  burnt  until  the  tips  of  the  wicks  glow,  blown  out,  and 
allowed  to  cool  at  least  three  times  b.-foro  use.  (2)  Hie  tips  of 
the  wicks  should  be  not  more  than  9  inch  from  the  top  of  the  candle ; 
and  they  should  bend  at  right  angles  to  the  iihotometcr-bar.  so  as  to 
bring  the  flames  in  a  line  to  the  pointer.  (3)  They  should  never  be 
allowed  to  burn  more  than  l.'l.  or  less  than  10  minutes  before  use.  If 
ihcBe  precautions  are  not  observed,  there  is  a  risk  of  oblaininR  n^ulls 
higher  than  the  truth,  no  matter  whether  an  open  or  a  closed  photo¬ 
meter  is  used.  1  have  a  strong  suspicion  that  the  discordant  resulU 
obtain  d  by  the  several  experienced  Metropolitan 
July,  1H79,  before  the  Cominiltco  apixjinted  by  the  Board  of  ir^io 
to  inquire  into  the  question  of  standards  of  light,  were  ®*“**‘* 
neglect  of  the  first  of  the  above  conditions,  as  they  were  each  »upph^ 
with  fresh  candles,  and  requested  to  use  them  as  they  wore  accustomoa 
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to  do.  I  was  one  of  the  Examiners,  and  my  result  was  16-3  candles  ; 
but  I  think  others  made  the  same  gas  18  candles. 

Having  officially  to  test  the  gas  at  seven  different  provincial  gas¬ 
works,  I  have,  for  many  years,  had  to  use  a  variety  of  photomoters, 
including  one  of  the  “  old  converted  ”  Evans  (which  is  at  the  present 
moment  in  disgrace  for  giving  low  results).  Whenever  low  results  have 
been  obtained,  they  have  always  been  confirmed  by  the  appearance  of 
the  flame ;  and  when  the  results  have  been  higher  than  the  size  of  the 
flame  would  seem  to  justify,  the  candles  have  been  found  to  be  de¬ 
fective.  Therefore  I  cannot  support  Mr.  Dibdin  in  his  condemnation 
of  the  Evans  photometer. 

If  the  Gas  Keferees,  in  their  half-yearly  “  Notification,”  were  to  give 
as  much  attention  to  the  mode  of  using  the  candles  as  they  do  to  the 
extremely  simple  operation  of  estimating  the  sulphur  in  the  liquor  of 
the  sulphur  apparatus,  and  provide  a  stringent  code  of  rules  to  be 
observed,  I  feel  convinced  that  it  would  be  found  to  be  quite  immaterial 
whether  an  open  or  a  closed  photometer  was  in  use. 

T,  7  ET  T  7  0-7  1QQQ  W.  C.  YouNG,  F.I.C.,  F.C.S.,  &c. 

Poplar,  E„  July  27,  1888.  ’ 


Since  the  above  letter  was  in  type,  we  have  received  the  following 
communication  ; — 

Sir, — I  have  completed  my  estimations  of  the  amount  of  carbonic 
acid  in  the  air  inside  and  outside  an  improved  Evans  photometer  ;  the 
results,  stated  in  percentage  by  volume,  being  as  follows  : — 

Inside  Air,  taken  from  immediately  under  the  burner,  gas  and  candles 
burning,  and  photometer  closed — 

(1)  0'0676  (2)  00601 

Outside  Air,  taken  from  front  of  photometer,  5  feet  above  the  floori 
or  same  hight  as  burner  in  photometer — 

(3)  0-0601  (4)  0-0563 

Inside  Air,  taken  from  immediately  under  candles,  18  inches  from  the 
disc,  photometer  closed,  gas  and  candles  burning — 

(5)  0-0563  (6)  0-0563 

These  experiments  show  very  clearly  indeed  how  efficient  the  ventila¬ 
tion  is  in  this  photometer,  especially  as  each  extended  over  two  hours, 
during  the  whole  of  which  period  the  photometer  remained  closed, 
whereas  in  ordinary  use  it  is  closed  for  ten  minutes  only.  The  higher 
results  of  Nos.  1  and  3  are  sufficiently  explained  by  the  fact  that  they 
were  taken  at  night,  whilst  the  others  were  taken  in  the  early  part  of 
the  day. 

In  order  that  your  readers  may  judge  of  the  degree  of  purity  the 
above  figures  indicate,  I  may  quote  as  follows  from  the  late  Dr.  K. 
Angus  Smith’s  well-known  work  on  “  Air  and  Kain  :  ” — “  When  people 
speak  of  good  ventilation  in  dwelling-houses,  they  mean,  without  know¬ 
ing  it,  air  with  less  than  0  07  per  cent,  of  carbonic  acid.” 

Poplar,  E.,  July  28,  1888.  F.I.C.,  F.C.S.,  &c. 


MECHANICAL  V.  HAND  STOKING  AT  THE  MANCHESTER 
CORPORATION  GAS-WORKS. 

Sir, — In  reply  to  Mr.  West’s  letter  in  your  issue  of  the  17th  inst.,  I 
should  like  to  add  a  few  words,  beyond  which  I  do  not  desire  to  con¬ 
tinue  the  correspondence. 

I  do  not  incline  to  enter  on  the  further  question  raised  by  Mr.  West 
as  to  the  relative  cost  of  hand  and  machine  labour.  My  object  was 
simply  to  correct  Mr.  West’s  error  as  to  the  cost  of  Nos.  1  and  2  retort- 
houses  in  carbonization.  On  referring  to  the  wages  book,  I  find  that 
the  total  wages  and  the  amount  charged  under  each  head  as 
“  Carbonization,”  &c.,  all  bear  the  signature  of  “  John  West,  ” 
as  certifying  to  their  accuracy.  If  there  is  any  error,  it  is  hardly 
for  Mr.  West  to  say  so  ;  but  I  believe  them  to  be  correct.  The 
wages  include  sub-foremen,  firemen,  machine-men,  buttyers  (i.e., 
men  who  open  retort-lids,  and  assist  at  pipe-opening  and  wheeling  coke 
from  the  house),  scurfers  (who  also  assist  at  pipe-opening),  coal  wheelers 
and  quenchers,  engine  men,  valve  boys  to  work  the  “  automatic  ”  anti¬ 
dip  valves,  and  extra  men  employed  by  Mr.  West  in  winter  for  pipe 
opening  and  valve  cleaning  ;  all  of  which  are  classified  by  Mr.  West  under 
“  Carbonization.”  There  is  an  item  of  cost  which  is  not  included,  which 
would  have  arisen  under  the  head  of  “wheeling  coal”  had  all  the 
houses  at  the  station  been  constructed  like  Nos.  1  and  2.  In  such  case 
they  would  have  had  to  share  their  proportion  of  the  cost  of  wheeling  coal 
to  the  breakers  from  the  store  accumulated  during  summer.  As  it  was, 
the  other  two  houses  having,  from  their  arrangement,  to  wheel  all  their 
coal,  enabled  Nos.  1  and  2  to  take  nearly  the  whole  of  their  requirements 
from  the  daily  supply,  and  the  coal  was  consequently  delivered  direct  to 
the  breakers  without  the  cost  of  wheeling. 

That  the  figures  which  I  gave  as  the  carbonization  wages  were  certified 
by  Mr.  West,  is,  I  think,  sufficient  to  justify  my  statements. 

Manchester,  July  26,  1888. 


MR.  HUNT’S  CRITICISMS  ON  MR.  CARPENTER’S  PAPER. 

Sir, — I  am  rather  disappointed  with  Mr.  Hunt’s  response  to  my 
“  questioning,”  as  he  puts  it.  I  was  afraid  he  would  make  a  quibble 
about  the  adjective  “  workable,”  as  very  likely  he  considers  there  is  no 
workable  regenerative  furnace  except  his  own  at  Birmingham.  So  I 
will  repeat  the  question,  but  leaving  out  the  word  “  workable,”  and  hope 
for  an  answer.  I  am  glad  to  see  that  Mr.  Hunt  admits,  although  in  a 
half-hearted  kind  of  way,  that  it  was  London  that  set  the  fashion  of 
regenerative  firing  in  this  country.  This  may  be  taken  as  “  absolutely 
something  ”  towards  “  the  great  advancement.” 

It  is  quite  true  I  omitted  all  mention  of  the  tar  employed  as  fuel, 
because  I  had  no  means  of  knowing  how  much  tar  had  been  used  in 
Birmingham.  But  I  will  take  Mr.  Hunt’s  figures,  and  grant  the  addi¬ 
tional  equivalent  of  2-1  bushels  of  coke  to  the  9-9  bushels  as  per  “  Field’s 
Analysis,”  giving  the  South  Metropolitan  Company,  which  he  quotes,  a 
full  consumption  of  12  bushels  per  ton  on  their  make  of  49-8,  or  about 
25  per  cent.  At  the  same  time  there  appears  to  be  no  reason  why  the 
make  of  coke  per  ton  of  coal  should  be  less  in  Birmingham  than  at  the 
South  Metropolitan  works.  In  fact,  it  ought  to  be  larger,  as  in  Birming¬ 
ham  much  less  cannel  is  used— only  0  62  per  cent.  And,  on  looking 
down  the  list,  I  notice  some  of  the  neighbouring  towns,  using  a  very 
large  quantity  of  cannel  (ranging  from  12-30  to  50-30  per  cent.),  credit 


themselves  with  a  much  higher  yield  of  coke  per  ton  ;  in  one  instance 
51-2  bushels,  or  about  10  bushels  more  than  Birmingham.  But  taking  the 
make  to  be  only  the  same  as  the  South  Metropolitan,  49'8  or  8-1  bushels 
to  be  added  to  the  9-6  bushels  as  per  “  Field,”  then  the  coke  used  for 
fuel  in  the  furnaces  at  Birmingham  is  17-7  bushels,  or  35-5  per  cent,  of 
the  make.  This  cannot  be  considered  a  very  good  record  for  such 
elaborately  constructed  furnaces ;  and  I  believe  all,  or  nearly  all,  the 
furnaces  in  use  in  Birmingham  are  on  the  new  system,  while  I  think  I  am 
correct  in  stating  that  at  the  South  Metropolitan  works  they  have  not 
more  than  one-fifth  or  one-sixth  of  their  retorts  heated  with  any  descrip¬ 
tion  of  regenerator  furnaces.  For  some  reason  or  other,  I  understand 
there  is  difficulty  in  applying  them  to  the  old  retort-houses  ;  but  they  are 
using  them  and  erecting  them  in  all  their  new  houses. 

But  it  is  not  so  much  with  reference  to  the  fuel  comparison  of  the 
furnaces  that  I  now  write,  although  that  is  very  interesting,  and  it  is,  of 
course,  possible  that  there  may  be  some  cause  for  showing  a  low  make  of 
coke,  which  is  not  explained  in  “  Field’s  Analysis.”  What  I  am  dis¬ 
appointed  in,  and  I  think  your  readers  will  be  also,  is  that  Mr,  Hunt 
declines  to  mention  the  places  in  the  provinces  where,  as  he  states,  “it  is 
no  uncommon  thing  to  hear  of  a  make  of  10,000  feet  and  upwards  per 
mouthpieces  by  regenerating  furnaces.”  I  should  like  to  know  where 
in  England  it  is  done  ;  so,  to  take  away  any  and  all  appearances  of  the 
“  circular-of -inquiry  ”  style  from  the  question,  and  thus  remove  Mr. 
Hunt’s  objections,  I  will  not  ask  him  for  the  particulars  I  wished  him  to 
mention,  but  only  for  the  names  of  a  few  towns  where  this  make  is 
obtained,  and  if  it  is  done  in  Birmingham.  .  „ 

July  27,  1888.  _ 


Sir, — In  connection  with  the  point  raised  by  your  correspondent 
“  A.  B.,”  will  you  allow  me  to  state  that,  after  deducting  the  fuel-value 
of  the  tar  burnt,  I  sell  10-3  cwt.  of  coke  for  every  ton  of  coal  carbon¬ 
ized  ?  Taking  the  figures  given  in  “  Field’s  Analysis  ”  for  1887, 
Birmingham  works  out  to  8-5  cwt.  on  the  same  basis  that  is,  it  sells 
nearly  2  cwt.  of  coke  less  per  ton  of  coal  carbonized. 

July  28,  1888.  Carpenter. 


THE  INCREASED  USE  OF  COKE. 

Sir, — My  experience  in  the  above  matter,  to  which  reference  has 
lately  been  made  in  the  Journal,  is  a  pretty  wide  one,  having  been  for 
many  years  closely  connected  with  new  processes  and  new  applications 
of  fuel  for  manufacturing  purposes ;  and  there  can  be  no  doubt  what¬ 
ever  that  a  very  large  proportion  of  the  increase  in  the  demand  for  coke 
is  owing  to  the  development  of  new  processes  and  the  improvement  of 
old  ones.  I  am  daily  brought  into  contact  with  manufacturers  who  are 
endeavouring  to  improve  existing  processes.  In  many  cases  gas  is 
selected,  but  when  the  work  to  be  done  is  on  anything  like  a  large  scale, 
coke  is  practically  the  only  fuel  which  is  admissible  for  exact  work  ;  and 
a  very  few  manufacturers  in  each  town  who  commence  using  it  will  soon 
make  a  serious  difference  in  the  demand.  Owing  to  its  freedom  of 
motion  in  a  furnace,  coke  is  the  only  fuel  which  can  be  employed  in  self¬ 
feeding  furnaces ;  and  these  are  the  only  furnaces  of  the  slightest  use 
for  steady  temperatures.  Our  system  of  using  coke  exclusively  has 
been  examined  by  visitors  from  all  parts  of  the  world,  although  there  is 
nothing  whatever  in  it  except  a  little  management. 

As  regards  forced  draught,  this  is  quite  unnecessary  in  any  ordinary 
case.  The  mistake  usually  made  is  that  the  fire-bars  are  set  much  too 
low.  Coke  always  requires  to  be  used  as  a  thick  fire  ;  and  the  top  of  it 
should  be  as  near  as  possible  to  the  boiler — a  good  average  distance  being 
about  12  inches  from  the  top  of  the  fire-bars  to  the  lowest  part  of  the  boiler. 
Further  than  this,  we  fill  up  our  boiler-flues  with  loose  fire-brick,  until 
the  space  does  not  exceed  5  inches.  So  that  not  only  are  the  burnt 
gases  kept  close  to  their  work,  but  we  also  get  valuable  radiant  heat  from 
the  mass  of  bricks.  The  brickwork  is  loose,  to  admit  of  easy  removal 
for  inspecting  the  boiler.  One  point  of  importance  for  forge  work  is 
that  the  coke  shall  be  broken  to  a  uniform  and  small  size. 

Personally,  I  have  no  faith  whatever  in  the  domestic  use  of  coke  in 
open  fireplaces.  The  constant  liability  to  “  sparking,”  and  the  conse¬ 
quent  risk  cf  fire,  will  always  be  a  severe  check  on  its  use.  On  the 
Continent,  where  close  stoves  are  universal,  this  objection  does  not  exist ; 
and  therefore  coke,  being  the  best  fuel  for  this  class  of  stove,  will  always 
fetch  its  full  fuel  value.  In  England,  where  close  stoves  are  compara¬ 
tively  few  in  number,  this  demand  is,  and  will  remain,  very  small ;  and 
it  is  to  the  use  of  coke  for  manufacturing  purposes  and  steam  raising, 
that  we  must  look  for  a  demand  of  any  importance.  If  all  were  like  our¬ 
selves,  the  coke  question  would  never  have  been  raised  ;  as  by  a  curious 
combination  of  circumstances,  we  not  only  employ  gas  and  coke  in  fairly 
equal  quantities,  but  we  also  use  both  tar  and  ammonia  products  ;  and 
our  necessities  therefore  make  us  consumers  of  practically  the  whole  of 
the  residuals  of  coal  carbonization.  So  far  as  the  use  of  coke  is  con¬ 
cerned,  I  think  I  may  fairly  claim  to  have  been  directly  the  cause  of  a 
demand  for  many  thousands  of  tons  per  annum  for  purposes  to  which  this 
fuel  has  not  been  previously  applied  ;  and  a  large  proportion  of  this 
demand  has  arisen  within  the  last  two  or  three  years. 

Warrington,  July  26,  1888.  Thos.  Fletcher. 


GAS-PIPES  DAMAGED  BY  LIGHTNING. 

Sir, — A  singular  occurrence  took  place  at  St.  Ives  (Hunts)  on  Wednes¬ 
day  last.  A  thunderstorm  passed  over  the  town,  and  the  lightning 
struck  the  premises  of  Messrs.  Coote  and  Sons,  coal  merchants.  Their 
spacious  office  is  lighted  by  copper  ventilating  Argand  gas-pendants  -, 
the  products  of  combustion  being  conveyed  through  the  ceiling  into  the 
roof.  The  electric  current  descended  the  ventilating  shaft  of  the  gas- 
burner  over  the  desk  of  the  cashier  (who  was  fortunately  absent  at  the 
time),  and  made  its  exit  by  the  office  door,  which  was  open.  No  damage 
was  done  here.  The  adjoining  house  is  occupied  by  one  of  the  clerks ; 
and  there  a  gas-pipe  was  melted  and  the  gas  ignited.  From  an  inspec¬ 
tion  made  here,  the  electric  current  was  conveyed  into  the  roof  of  the 
dwelling-house  by  the  spouting,  which  is  coupled  up  by  a  zinc  pipe  to 
convey  the  rain  water  to  a  tank  under  the  roof.  A  |-inch  lead  pipe  is 
brought  from  the  tank  down  through  a  bed-room  and  into  the  scullery, 
and  carried  partly  round  the  scullery  near  the  ceiling  ;  crossing  at  right 
angles,  and  so  as  to  touch  a  j-inch  composition  pipe  which  conveys  gas 
to  a  bracket.  Here  the  gas-pipe  was  fused,  and  the  gas  ignited.  There 
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is  no  chimney  in  the  scullery  or  in  the  bed-room  above.  No  other 
damages  to  the  premises  could  bo  traced.  I  shall  be  glad  to  learn 
whether  any  of  your  readers  have  had  similar  experiences.  ^ 

Gat-Works,  St.  Ives,  Hunts,  July  28,  1888. 


DnrliamcntariT  Intelligence. 

HOUSE  OF  LORDS. 

Monday,  .Tuly  23. 

The  Llanelly  Local  Board  Bill  was  •Niported.  with  amendments. 

Petitions  were  presented  against  the  Llectrio  Lighting  Order  t-onnr 

motion  BhlT^m’^J^e  London  Electric  Supply  Company,  Limited  and 

from  the  United  Vestry  of  the  parishes  of  St.  Margaret  and  St.  John, 
Westminster. 

Tuesday,  July  21.  .  . 

The  following  Bills  received  the  Royal  Assent  by  Commission: 

Gas  Provisional  Orders  Bills  (Nos.  1  and  2),  Gas  and  W^er 

Orders  Bill,  Local  GovernmentBoard  Provisional  Orders  Bill,  Ldinburg^^ 

and  Leith  Corporations*  Gas  Bill,  Falkirk  and  District  Wat^  Bill,  t  rod 
sham  Gas  ana  Water  Bill,  Limpsfield  and  Oxted  AVater  Bill,  Lincoln 
Corporation  Bill,  London  Sea  Water  Supply  Bill,  and  West  Surrey  Water 
BUI.  _ 

HOUSE  OF  COMMONS. 

Thubsd.ay,  July  2G.  j  »• 

The  Staffordshire  Potteries  Water  Bill  (Lords)  was  read  the  third  time, 
and  passed,  with  amendments. 

Friday,  July  27. 

PRIVATE  BILL  LEGISLATION.  _  ,, 

Mr  Craio-Sellar  gave  notice  that  early  next  session  he  would  call 
attention  to  the  report  of  the  Joint  Committee  of  the  ‘wo  Houses  of 
Parliament  on  Private  Bill  Legislation  [given  in  another  column],  and 
move  a  resolution  urging  the  Government  to  legislate  on  the  subject. 

IRISH  MUNICIPAL  FUNDS  AND  LOCAL  BILLS. 

A  Bill  to  enable  Corporations  in  Ireland  to  apply  municipal  funds  m 
the  promotion  of  Local  Bills  in  Parliament  was  presented  and  read  the 
first  time. _ 

IntcUigma. 

SUPREME  COURT  OF  JUDICATURE-COURT  OF  APPEAL. 

Monday,  July  23. 

(Before  the  Master  of  the  Rolls  and  Lords  Justices  Lindley 
and  Bowen.) 

LEWIS  AND  OTHERS  V.  CORPORATION  OF  SWANSEA. — LEWIS  V.  THE  SAME. 

PENALTIES  FOB  FAILING  TO  SUPPLY  COMPENSATION  WATER. 

These  were  apoeals  from  the  decisions  of  Mr.  Justice  Denman,  at  Swan¬ 
sea  and  Mr.  Justice  Wills  at  Cardiff,  in  actions  brought  by  the  plaintiffs 
to  recover  penalties  and  damages  for  not  sending  compensation  water 
down  a  certain  stream.  The  facts  have  already  been  reported  in  the 
Journal.*  The  action  in  the  first  case  was  tried  before  Mr.  Justice 
Mathew,  who  gave  judgement  for  the  plaintiffs  ;  but  the  Corporation  of 
Swansea  obtained  an  order  from  the  Court  of  Appeal  for  a  new  trial,  which 
took  place  before  Mr.  Justice  Denman,  who  did  not  accept  the  defendante 
plea  of  ineviuble  accident,  and  allowed  the  plaintiffs  penalties  for  four 
days— directing  the  damages  sustained  to  be  assessed.  The  plaintiffs 
entered  a  cross  appeal,  on  the  ground  that  the  penalties  ought  to  have 
been  given  for  five  days  instead  of  four.  In  the  second  action  Mr.  Justice 
Wills  gave  penalties  for  135  days,  with  damages,  on  account  of  the  defen¬ 
dants  having  failed  to  supply  water  to  the  plaintiffs,  who  are  mill-owners 
and  riparian  proprietors  on  a  certain  stream.  The  case  for  the  Corpora¬ 
tion  was  that  there  had  been  no  failure,  neglect,  or  default  on  their  part, 
and  that  the  omission  to  send  down  the  water  was  owing  to  inevitable 
accident.  The  penalty  provided  in  the  Act  of  Parliament  which  autho¬ 
rized  the  Corporation  to  use  the  water  in  three  streams  for  their  water¬ 
works  was  £5  lor  every  day  they  failed  to  send  down  the  stream  a  certain 
quantity  of  water  for  the  use  of  the  riparian  owners.  Another  question 
tne  Court  had  to  decide  was  whether  the  penalty  had  to  be  paid  to  the 
owners  as  a  class  or  to  the  owners  separately  ;  and  the  Corporation  s  case 
was  that  only  one  penalty  of  £5  was  payable.  Their  main  contention,  how¬ 
ever,  was  that  they  were  not  liable  because  the  water  had  not  failed  through 
any  act  of  theirs.  j 

Mr.  Finlay,  Q.C.,  M.P.,  Mr.  R.  T.  Reid,  Q.C.,  and  Mr.  D.  Lewis  appeared 
for  the  appellants;  Mr.  M'Intyre,  Q.C.,  Mr.  Henn  Collins,  Q.C.,  and  Mr. 
T.  Bullen  for  the  respondents. 

At  the  conclusion  of  the  arguments, 

The  Master  of  the  Rolls  proceeded  to  give  judgment.  He  said  that 
in  order  to  entitle  the  plaintiffs  to  recover,  it  must  be  shown  that  the  Cor¬ 
poration  had  neglected  to  do  certain  things,  the  failure  to  jierform  which 
prevented  the  flow  of  water  down  the  streams.  The  reservoir  had  cracked  ; 
but  this  could  not  be  regarded  as  an  inevitable  accident,  seeing  what  was 
the  extent  of  engineering  skill  in  this  country  at  the  present  day.  The 
Corporation  could  have  repaired  the  reservoir,  and  therefore  it  was  an  act 
of  theirs  which  prevented  the  flow  of  water  down  two  streams.  Consc- 

anently  they  were  liable.  The  question  next  arose,  'NV'ho  was  to  receive 
JO  penalties?  The  person  only  who  brought  the  first  action  to  recover  a 
penalty  could  not  recover  it:  a  number  of  persons  could  not  also  recover 
for  the  same  failure  and  neglect.  It  would  be  monstrous  if  more  than  one 
penalty  could  be  recovered  against  the  Corporation  for  one  day's  failure  to 
supply  water.  The  judgment  of  the  Court  would  bo  that  the  plaintiffs  who 
first  brought  the  action  for  penalties  should  recover  them.  The  penalties 
for  the  136  days  would  be  recoverable,  and  both  the  respondenU  would  be 
entitled  to  such  damages  as  they  could  show  they  bad  sustained.  As  the 
parties  had  partly  succeeded  and  partly  failed,  there  would  bo  no  order  as 
to  the  costs  of  the  appeal. 

Lords  Justices  Lindlet  and  Bowen  concurred. 

Mr.  Finlay  asked  what  order  would  be  made  as  to  costs  of  the  trial  before 
Mr.  Justice  Mathew.  The  plaintiffs,  he  said,  had  bad  their  claim  of  AlOOO 
cut  down  to  i;40. 

Mr.  MTntyre  said  the  costs  of  that  hearing  were  to  abide  the  rtsult. 
The  Court  declined  to  make  any  order  as  to  the  costs  of  the  trial  before 
Mr.  Justice  Mathew. 


See  Vol.  LI.,  pp.  786, 1086. 


HIGH  COURT  OF  JUSTICE-QUEEN'S  BENCH  DIVISION. 

Tuesday,  July  24. 

(Before  the  Lord  Chief  Justice  and  a  Special  Jury.) 

nURSTAI.  V.  UAWKSLEY.— A  gUEHTION  OF  COMMISSION. 

This  was  an  action  brought  by  Mr.  E.  K.  Burstal,  the  Water  Engineer 
of  the  Oxford  Corporation,  against  Mr.  T. 

soeciallv  employed  by  the  Corporation  in  connection  with  the  wnstruc- 
tmn  of  Uie  fiLr-beds  for  their  water- works,  to  r^ver  a  share  ^ 
mission  he  had  received  on  the  work  under  an  alleged  *8reemcut  come  to 
between  them  to  share  it  in  cerUin  proportion.  It  f 

Mr  Hawksley,  who  had  been  Consulting  Engineer  to  the  Corporation  of 
Oxford  for  upwards  of  30  years,  recominended  Mr.  T 

Engineer,  and  he  was  employed  as  such  at  a  salary.  In  IBM  the  Co  p 
tiou  resolved  to  establish  filtration  water-works  for  the  city ,  and  Mr. 
Burstal,  who  had  been  associated  with  Mr.  Hawksley  at  Itochdale  and 
other  places,  drew  some  plans  for  the  purpose  (without, 
auv  borings  to  ascertain  the  nature  and  capacity  of  the  Mil).  The  Cor¬ 
poration  then  consulted  Mr.  Hawksley,  and  in  October,  p““®  ^ 

resolution  that  the  works  should  be  carried  out  by  him  as  the  Consulting 
Engineer  and  by  Mr.  Burstal  as  the  Resident  Engineer.  In  consequence, 
it  wM  sa^d  of  some  mistake,  the  word  “  jointly  "  was  introduced  into  the 
minute  of  the  resolution.  But  Mr.  Hawksley  pointed  out  that  it 
“rong  IdeaVInd  thrresolution  really  agrL‘d  to  was  that  he  shou  d  be 
employed  as  Engineer-iu-Chief  and  Mr.  Burstol  as  Resident  LnginMr 
Mr^ Hawksley,  finding  that  Mr.  Burstal  had  drawn  some  plans,  desired  to 
see  them  but  said  he^must  be  solely  responsible  for  them,  and  that  they 
?^s\  be  drawn  in  his  office.  Ho  made  borings  for  the 
Sg  the  nature  of  the  soil;  and  his  plans  were  drawn  with  an  im- 
nortant  difference.  The  works  occupied  some  years,  and  were  not 
Dieted  until  1886.  In  1887,  Mr.  Hawksley  received  his  commission- about 
4:700  ■  and  Mr.  BursUl  claimed  two-fifths  of  this  sum,  under  the  alleg^ 
agreement  to  share  the  commission  in  the  proportion  of  “ 

toree-fifths.  This  Mr.  Hawksley  entirely  denied ;  and  hence  the  present 

'‘“£“f‘?slaTq  afS.P.,  and  Mr.  Courtenay  Fooks  were  for  the  plaintiff ; 
th?  ATTOBN^ENEmAL’fSir  R.  E.  Webster,  Q.C.,  M.P.)  and  Mr.  Danck- 

WERTS  for  the  defendant.  ,  „  ,  .  i  Water 

Mr  Galpin,  who  was  Mayor  of  Oxford  and  Chairman  of  the  Wato 
Committee  at  the  time  the  agreement  was  said  to  have  been  entered  into, 
was  called  to  Drove  a  conversation  respecting  it. 

Plaintiff  exto  gave  evidence  as  to  the  agreement.  In 
tion  he  admitted  that,  though  he  had  been 

as  local  engineer  in  other  water  and  sewage  works,  he  had  never  before 
made  such  a  claim  upon  him  as  the  present.  This  *^®  ®*P^"P®^ 
that  there  had  never  been  ground  for  such  a  claim.  h^made 

Hawksley  said  he  must  make  his  otyn  plans,  and  did  so  .  Ho  also 

borings  for  the  purpose  of  ascertaining  the  fitness  of  the  soih  Ho  also 
admitted  that  the  plan  he  had  drawn  would  require  an 

tion  of  a  certain  nature  with  reference  to  something  in  the  character  of 
the  soil  which  he  afterwards  discovered. 

This  closed  the  plaintiff  s  case.  ,  u 

The  Attobney-Gener.al  then  addressed  the  jury  on  behalf  of  the  defen¬ 
dant,  whose  position  in  his  profession,  he  said^adeit  a  matter  of  indiffer¬ 
ence  to  him  whether  he  should  pay  JEJOOpr  i3W,  if  it  was  ‘®ef*‘y 

due ;  but  he  felt  it  his  duty  to  resist  this  claim,  for  which  he  ®°“®“^®f  ®^‘;|‘®r® 
was  no  foundation  whatever,  and  his  yielding  to  which  'T/y 

bad  precedent  as  to  the  relations  between  resident  engineers  and  engineers 
engaged,  as  he  had^been,  upon  special  works.  Mr.  Hawksley  had,  he  said, 
beeu^employed  to  construct  water-works  in  130  places,  in  some  of  which 
Mr.  Burstal  had  been  Resident  Engineer,  and  he  had  never  ®uch  a 
demand  made  upon  him  before  ;  so  that  he  felt  bound  to  resist  it  on  this 

occasioii  ^ 

Mr.  Hawksley  was  called,  and  entirely  denied  having  had  f  "y 
tiou  or  made  any  agreement  as  to  dividing  with  Mr.  Burstal  the  commis¬ 
sion  ho  was  to  receive,  which  was  the  usual  5  per  cent. ;  such  »  oourse 
being  quite  contrary  to  hisjpriuciples  and  practice.  .  ‘“7,  f  ® 

received  plans  of  the  site,  as  well  as  the  levels,  from  Mr  Burstal ,  but  this, 
he  said,  was  always  the  work  of  the  local  engineer.  In  no  other  way  did 

he  have  any  assistance  from  Mr.  Burstal. 

In  cross-examination  by  Mr.  Finlay  witness  said  he 
member  having  any  conversation  with  Mr.  Galpin  on  Oct.  5,  1882,  as  to  a 
commission  of  6  per  cent,  promised  in  a  letter  received  by  him  from  the 
Town  Clerk  on  Sept.  11 ;  his  mind  being  quite  blank  as 
that  interview.  Being  referred  to  the  resolution  of  Oct.  12,  1882,  appoint 
ing  himself  and  Mr.  Burstal  “jointly”  at  6  per  cent,  commission,  and 
that  he  was  to  have  4:50  a  year,  witness  said  that  the  latter  arrangem^t 
was  merely  a  general  reUiner,  jusfas  it  might  be  in  resect  of  a  Counsel. 
He  expected  to  be  engaged  when  he  first  went  down  to  Oxford  in  October, 
1882 ;  and  then  the  whole  matter  went  off,  and  the  Coloration  * 

fresh  eugagement,  reopeniug  the  matter  on  April  21,  18W.  The  commi 
sion  of  6  per  cent,  was  the  usual  commission  paid  to  »  chief  engineer. 

The  Lord  Chief  Justice:  It  was  to  be  paid  jointly 
Burstal,  as  you  very  properly  point  out.  Is  that  usual  ?  Did  you  expect 

WitMss  :  Certainly  not,  my  Lord,  as  the  resolution  at  that  date  stood. 

But  I  say  the  position  has  since  beeu  altered.  .  »  ..o 

The  Lord  Chief  Justice:  Then  what  is  he  to  have  out  of  it?  lou 
sec,  that  is  the  question  we  are  now  trying.  .i  ,  .i  » 

Witness:  I  cannot  say,  my  Lord,  how  much.  I  say  that  the  original 
resolution  went  off.  1  said  nothing  to  the  original  proposal— I, was  silent  on 

*^^*The  Z^RD  Chief  Justice  remarked  that  there  was  an  old  saying  that 

silence  gave  consent.  .  :  .  j 

Re  examined  by  Mr.  Danckwebts:  V  hen  engineers  aro  not  appointed 
joint  engineers,  they  do  not  share  tlio  commission.  In  the  eugim^nng 
profession  “jointly means  that  any  responsibility  entailed  is  to  be  shared 
lointlv  by  both  omcora,  in  order  to  eutilie  them  to  share  the  commiMiou  ; 
and  in  this  case,  on  April  21,  1883,  the  Corporation  passed  a  resoluUon 
siiecially  refusing  to  allow  Mr.  Burstal  to  share  any  of  the  roaponsibility, 
and  placing  it  all  upon  me.  It  is  this  that  distinguishes  the  case.  It  is 
the  universal  custom  that  where  Uiero  is  au’engiuecr-in-chi^.  ho 
resiKjnsible,  and  the  resident  engineer  has  no  responsibility.  At  tne 
meeting  of  the  Water  Committee  on  April  21,  1W3,  the  matter 
struction,  Ac.,  having  been  discussed  it  was  r«»lved  that  I  ^  “ 
Chief  Engineer  and  .Mr.  BursUl  Itesldent  Engineer.  At  that  meeUng  I 
was,  for  the  first  time,  instructed  to  prepare  plans  and 
done  nothing  in  that  way  before.  On  that  occasion  Mr.  BursUl  “P 

and  said,  “  Vt  hat  is  to  be  my  position  ?  No  answer  was  ^ 

meeting  every  former  arrangement  was  superseded,  and  an  enUrely  Iresn 

1.  p.n.™hip  with  hi.  I.th.r  tor 
20  years,  and  was  aooualnted  with  the  resolution  in  quesUon.  He  s«re^ 
with  what  the  last  witness  had  said  as  to  the  ^ 

experience  he  had  never  heard  of  any  such  arraugoment  as  that  suggested 
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by  the  plaintiff.  He  first  heard  of  it  when  the  plaintiS’s  letter,  demand¬ 
ing  to  be  paid  a  share  of  the  commission,  was  received. 

Mr.  W.  J.  Davey,  secretary  to  the  defendant,  said  he  had  frequently 
discussed  and  conversed  with  the  plaintiS  about  the  works,  but  before  the 
receipt  of  the  letter  he  had  not  heard  a  word  about  the  alleged  arrange¬ 
ment.  In  cross-examination,  however,  he  admitted  that  after  a  conversa¬ 
tion  he  had  with  Mr.  Burstal  at  Oxford  in  October,  1886,  the  impression  on 
his  mind  was  that  the  plaintiff  expected  some  present  from  Mr.  Hawksley 
— not  a  share  of  the  commission. 

Mr.  Bickerton,  Town  Clerk  of  Oxford,  said  at  the  meeting  on  Oct.  2, 
1882,  there  was  a  discussion,  and  slips  of  paper  conveying  different  ideas 
were  handed  round,  and  he  gathered  from  these  what  the  intention  of  the 
meeting  was.  Accordingly,  before  the  resolution  was  put,  he  scratched 
out  the  words  “as  Consulting  Engineer”  after  Mr.  Hawsley’s  name,  and 
“as  Resident  Engineer”  after  Mr.  Burstal’s,  and  substituted  the  word 
“  jointly.”  At  the  next  meeting  it  was  resolved  that  the  word  “jointly” 
was  not  to  constitute  a  partnership  between  Mr.  Hawksley  and  Mr. 
Burstal,  and  that  the  former  was  to  bear  the  sole  responsibility.  At  a 
subsequent  meeting,  on  April  21,  1883,  there  was  this  entry  in  the  minute- 
book  ; — “  The  resolutions  and  correspondence  as  to  the  construction  of  the 
filter-beds  were  read,  and,  after  talking  the  matter  over  with  Mr.  Hawks- 
ley  and  Mr.  Burstal,  it  was  resolved  that  Mr.  Hawksley  be  Engineer-in- 
Chief  and  Mr.  Burstal,  Resident  Engineer,”  &c. 

»  In  cross-examination  by  Mr.  Finlay,  witness  said  by  the  resolution  of 
Oct.  12,  he  should  understand  that  the  word  “jointly”  meant  that  Mr. 
Burstal  would  have  a  share  in  commission  for  extra  work.  Beyond  this 
resolution  nothing  was  ever  afterwards  arranged  by  the  Corporation  to 
pay  Mr.  Burstal  anything  for  extra  work.  He  did  not  understand  that 
Mr.  Burstal  was  to  be  paid  by  Mr.  Hawksley.  Asked  who  was  to  pay  him, 
witness  replied  nobody,  because  the  arrangement  originally  made  that  Mr. 
Burstal  was  to  carry  out  the  works  had  been  abandoned  ;  and  though,  no 
doubt,  he  had,  in  anticipation  of  being  so  employed,  incurred  some  expenses, 
this  did  not  entitle  him  to  any  extra  remuneration.  He  had  heard  that 
Mr.  Burstal  expected  to  be  paid  something  from  Mr.  Hawksley. 

Mr.  Doivning,  formerly  Water  Engineer  to  the  city  of  Oxford  and  Mr. 
Burstal’s  predecessor  in  that  office,  said  he  had  been  Resident  Engineer 
under  Mr.  Hawksley,  and  had  never  received  or  expected  any  commission. 
He  always  supplied  the  levels  to  Mr.  Hawksley.  He  was  now  a  member 
of  the  Water  Committee ;  and  knew  nothing  of  any  arrangement  between 
Mr.  Burstal  and  Mr.  Hawksley  as  to  commission.  He  knew  of  the  reso¬ 
lutions  of  Sept.  7  and  Oct.  12,  and,  in  his  opinion,  by  them  Mr.  Burstal 
was  entitled  to  some  remuneration  ;  but  he  should  say  the  proper  persons 
to  remunerate  him  were  the  Corporation  of  Oxford. 

This  concluded  the  defendant's  case. 

Mr.  Danckwerts  having  addressed  the  jury, 

Mr.  Finlay  replied. 

The  Lord  Chief  Justice  then  summed  up.  Having  explained  the 
nature  of  the  claim  and  given  the  history  of  the  case,  he  commented  upon 
the  various  points  in  the  evidence  to  which  he  considered  the  attention  of 
the  jury  should  be  specially  directed  ;  remarking,  in  conclusion,  that  it 
would  be  for  them  to  say  whether  Mr.  Burstal  had  or  had  not  satisfied 
them  that  the  arrangement  he  alleged  had  been  made. 

The  jury  at  once  returned  a  verdict  for  the  plaintiff  for  ;£284 — the  full 
amount  claimed. 

Judgment  was  given  accordingly. 


CITY  OF  LONDON  COURT.— Frid.^y,  July  27. 

(Before  Mr.  Commissioner  Kerr.) 

EAST  LONDON  WATER  COMPANY  V.  FOREMAN. 

To-day  the  above  case,  which  was  before  the  learned  Commissioner  on 
the  2ist  and  22nd  ult.,  and  raised  the  question  of  the  liability  of  the  actual 
consumer  of  water  to  pay  the  water-rates,  again  occupied  his  attention. 

Mr.  G.  Kebbell,  the  Company’s  Solicitor,  stated  that  the  action  was 
brought  to  recover  the  water-rate  due  in  respect  of  a  supply  given  to  a 
house  in  Mare  Street,  Hackney.  When  the  case  was  before  the  Court  on 
a  previous  occasion,  the  defendant  contested  his  liability,  and  positively 
swore  that  he  was  not  the  occupier,  but  was  only  manager  of  the  business 
carried  on  on  the  premises  supplied.  An  adjournment  was  granted,  to 
allowthe  owner,  a  Mr.  Fortescue,  to  be  made  a  co-defendant ;  but  since 
then  Mr.  Fortescue  had  called  upon  him  (Mr.  Kebbell),  and  had  shown 
him  a  lease  by  which  the  defendant  not  only  became  Mr.  Fortescue’s  tenant, 
but  covenanted  to  pay  all  rates  and  taxes. 

His  Honour  asked  if  Foreman  was  in  attendance. 

Mr.  Kebbell  said  he  believed  not. 

His  Honour  :  He  ought  to  be  indicted  for  perjury.  Meanwhile  there  will 
be  judgment  against  him  for  the  water-rate. 

Mr.  Kebbell  :  I  ask  for  costs  on  the  higher  scale,  on  the  ground  that 
the  case  involves  a  novel  point,  and  is  of  public  interest. 

His  Honour  :  No  doubt  it  was  a  novel  point,  whether,  under  the  circum¬ 
stances  previously  stated.  Foreman  could  be  made  liable;  but  the  novelty 
arose  from  his  lying. 

Mr.  Kebbell  :  The  section  of  the  Act  says  that  the  person  “  requiring, 
receiving,  or  using  ”  the  water  is  liable  to  pay. 

His  Honour  :  Are  you  likely  to  get  your  money  in  this  case  ? 

Mr.  Kebbell  :  Not  a  farthing. 

His  Honour:  Well,  you  ought  to  advise  the  Water  Company  to  prose¬ 
cute  this  man  in  the  public  interest.  As  to  the  costs,  they  will  be  allowed 
on  the  ordinary  scale. 


The  Cost  of  the  Vyrnwy  Water  Scheme. — The  Water  Committee  of 
the  Liverpool  City  Council  have  just  issued  their  usual  quarterly  return 
of  the  expenditure  upon  the  Vyrnwy  water  scheme.  It  appears  therefrom 
that,  for  the  three  months  ending  June  30,  the  sum  spent  amounted  to 
J;37,'742  19s. ;  increasing  the  grand  total  to  ^1,769,843  19s.  2d.  The  details 
of  expenditure  are  as  follows  ; — Embankment  and  works  in  connection 
with  the  reservoir,  ^12,838  2s.  lid. ;  Llanwddyn  quarries,  £3556  4s. ;  aque¬ 
duct,  £20,708 ;  land  and  easements,  £639  15s.  lid.  The  embankment  and 
reservoir  (now  all  but  finished)  have  cost  so  far  £496,204  43. ;  the  working 
of  the  quarries,  £181,038  28. ;  the  aqueduct,  including  both  pipe-line  and 
filter-beds,  £821,385  11s.  lOd. ;  and  land  and  easements,  £271,216  Is.  4d.  Of 
the  outlay  on  the  pipe-line,  £437,585  98.  represents  the  cost  of  the  iron  pipes 
themselves.  Of  the  cost  of  the  embankment  and  reservoir,  the  amount  set 
down  to  date  for  trials,  preliminary  works.  Council  and  Committee  expenses, 
and  sundries,  is  £5417  7s.  9d. ;  the  new  church  and  vicarage  at  Llan¬ 
wddyn  and  the  removal  of  the  graveyard  have  cost  £7535  5s.  6d. ; 
workmen’s  houses,  hall,  provision  stores,  stables,  &c.,  £19,624;  machinery, 
£21,7.53  12s.  3d.;  miscellaneous  plant,  including  waggons  and  carts, 
£16,331  Is.  3d. ;  horses,  £9500  18s. ;  expenses  of  engineers,  superintendents, 
clerks,  draughtsmen,  travelling  and  office  expenses,  £38,011  4s.  lid.  ;  and 
general  expenses  (embracing  maintenance  of  hospital,  postages,  jobbers, 
rain  gauging,  sundries,  and  petty  cash),  £9848  lOs.  M.  In  connection  with 
the  pipe-line,  the  expenses  of  engineers,  superintendents,  and  clerks,  and 
of  11  offices  at  different  points  of  the  line,  come  to  £49,791  17s.  3d. 
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THE  MANUFACTURE  OF  COAL  GAS. 

Lectures  at  the  City  and  Guilds  of  London  Institute. 

The  third  of  the  series  of  four  lectures  to  students  on  “  Gas  Manu¬ 
facture,”  was  delivered  at  the  City  and  Guilds  of  London  Institute  by 
Mr.  Lewis  T.  Wright,  Assoc. M.Inst.C.E.,  F.C.S.,  on  Monday  evening  last 
week,  and  the  final  one  on  the  following  evening.  Abstracts  of  the  first 
two  lectures  appeared  in  the  last  number  of  the  Journal  ;  and  we  now 
give  summaries  of  the  others. 

In  the  third  lecture  Mr.  Wright  dealt  further  with  the  impurities  con¬ 
tained  in  coal  gas,  and  with  the  methods  adopted  for  their  removal ; 
ammonia  and  its  compounds  being  first  referred  to.  He  explained  that 
theoretically  there  are  two  classes  of  compounds  formed  between  the 
commoner  acids  which  occur  in  gas  and  ammonia — one  in  which  two 
volumes  of  ammonia  combine  with  two  of  sulphuric  acid  or  two  of  sul¬ 
phuretted  hydrogen ;  and  the  other  in  which  complete  saturation  of  the 
acids  takes  place,  four  volumes  of  ammonia  combining  with  two  of  car¬ 
bonic  acid  or  sulphuretted  hydrogen  respectively.  In  employing  ammonia 
as  an  agent  for  the  removal  of  these  objectionable  acids,  they  would 
naturally  prefer  to  use  the  combination  which  required  least  ammonia ; 
but  they  could  not  always  get  what  they  liked,  and,  in  practice,  the  engi¬ 
neer  could  not  rely  on  100  volumes  of  ammonia  removing  more  than  50 
volumes  of  carbonic  acid  and  12i  of  sulphuretted  hydrogen.  Knowing 
the  volume  of  ammonia  in  the  crude  gas,  it  was  easy  to  calculate  the 
amount  of  carbonic  acid  and  sulphuretted  hydrogen  which  could  be 
removed  by  the  ammonia  in  washing  or  scrubbing.  To  illustrate  this 
point,  the  lecturer  had  drawn  a  diagram  showing  in  an  upright  column 
varying  quantities  of  ammonia  per  100  cubic  feet  of  gas,  and  on  the  base¬ 
line  varying  strengths  of  ammoniacal  liquor ;  curves  lying  between  the 
upright  column  and  the  base  representing  temperatures.  From  this  it 
appeared,  for  example,  that  a  gas  standing  over  or  in  contact  with  a  5  per 
cent,  ammoniacal  liquor,  at  a  temperature  of  30°  Fahr.,  would  contain  30 
grains  of  ammonia  per  100  cubic  feet;  while  if  the  temperature  rose  to 
70°  Fahr.  the  amount  of  ammonia  would  also  rise  to  70  grains.  This 
showed  the  difference  occurring  in  scrubbing  during  the  summer  months; 
but  fortunately  at  that  time  there  was  less  strain  thrown  on  the  scrubbing 
apparatus,  owing  to  the  smaller  make  of  gas  per  diem.  No  apparatus, 
however,  could  yield  results  beyond  those  indicated  on  the  diagram,  which 
depended  upon  the  tension  of  ammonia  vapour  over  water  at  certain 
temperatures. 

A  large  diagram  was  exhibited,  showing  the  plant  necessary  for  scrub¬ 
bing  ;  the  capacity  being  6|  cubic  feet  per  1000  cubic  feet  for  use  with  gas 
liquor,  and  8  cubic  feet  for  use  with  clean  water — assuming  the  liquor  to 
be  3  per  cent.  In  winter  time  the  gas  liquor  would  remove  all  the 
ammonia  from  the  gas  except  about  25  grains  per  100  cubic  feet;  and  this 
could  be  dealt  with  by  washing  with  clean  water.  The  resultant  strength 
of  liquor  would  depend  on  two  factors — the  total  quantity  of  ammonia  in 
the  gas,  and  the  total  quantity  of  water  produced  by  the  distillation  of  the 
coal ;  but  to  this  must  be  added  the  clean  water  used  in  the  final  washing 
process.  In  cases  where  it  was  desirable  to  produce  very  strong  liquor — 
for  instance,  where  it  had  to  be  carried  to  a  distance  before  being  utilized 
— the  quantity  of  washing  water  had  to  be  reduced  to  a  minimum.  If  a 
ton  of  coal  produced  on  distillation  7  lbs.  of  ammonia  and  18  gallons  of 
water,  and  2  gallons  were  used  in  the  final  washing,  the  strength  of  the  liquor 
would  be  about  3J  per  cent. — 16-oz.  liquor,  or  8°  Twaddel.  Under  such 
circumstances  it  would  be  impossible  to  turn  out  5  per  cent,  liquor.  In 
speaking  of  ammonia,  he  only  meant  that  which  existed  in  easily  disso¬ 
ciated  compounds,  or  “free”  ammonia;  not  that  which  was  commonly 
called  “fixed,”  being  combined  with  small  quantities  of  sulphuric  acid 
or  hydrochloric  acid,  which  would  require  some  stronger  alkali  (such  as 
soda,  lime,  or  potash)  for  its  separation. 

Mr.  Wright  went  on  to  remark  that  there  were  certain  other  compounds 
— cyanogen,  Ac. — in  gas  liquor,  which  had  no  practical  interest  to  the  gas 
maker ;  but  the  ammonia  being  removed,  there  were  several  technical  im¬ 
purities  left,  some  of  which  were  also  legal  impurities.  There  were  still 
sulphuretted  hydrogen  and  carbonic  acid,  and  certain  other  sulphur  com¬ 
pounds,  mainly  carbon  disulphide,  the  amount  of  them  varying  with  the 
description  of  the  coal,  and  partly  with  the  temperature  of  distillation. 
There  were,  however,  certain  limits.  A  normal  amount  of  sulphuretted 
hydrogen  per  100  cubic  feet  was  10  grains;  and  12  grains  of  carbonic  acid 
was  also  common  in  Newcastle  coal.  The  other  sulphur  compounds  varied 
largely  with  the  coal  used;  some  of  the  Silkstone  seams  not  yielding  22  grains 
of  these  compounds,  while  in  other  cases  the  quantity  might  reach  as  much 
as  80  grains.  All  these  impurities  could  be  removed  almost  entirely  by 
treating  the  gas  with  moist  lime,  which  would  remove  the  whole  of  the 
sulphuretted  hydrogen  and  carbonic  acid,  and  reduce  the  other  sulphur 
compounds  from  40  to  12  or  15  grains  ;  and  in  a  number  of  small  works 
this  process  alone  was  employed.  But  a  more  economical  method  had 
been  found  desirable  in  many  cases.  Lime  had  the  property  of  forming 
sulphides  with  sulphuretted  hydrogen  ;  for  instance — 

Ca  K,  Oj  -f  2H,S  =  Ca  K,  S,  +  2H,0. 

This  particular  sulphide  was  very  soluble.  But  this,  together  with  another 
sulphide  which  was  possibly  formed,  was  easily  destroyed  by  the  action  of 
carbonic  acid,  with  the  formation  of  the  ordinary  carbonate,  and  the  re¬ 
expulsion  of  sulphuretted  hydrogen  ;  so  that  in  the  case  of  the  purification 
of  gas  containing  both  sulphuretted  hydrogen  and  carbonic  acid,  this 
action  took  place  almost  as  soon  as  the  sulphide  was  formed.  Also,  if  it 
was  necessary  that  no  sulphuretted  hydrogen  should  appear  at  the  outlet 
of  the  purifiers,  the  quantity  of  lime  used  must  be  largely  in  excess  of  that 
which  would  be  necessary  for  the  removal  of  the  carbonic  acid  only ;  and 
it  was  found  more  economical  to  remove  the  sulphuretted  hydrogen  by 
another  agent — generally  some  hydrated  form  of  ferric  oxide.  The  lecturer 
then  described  in  detail,  with  the  aid  of  diagrams,  the  method  of  purification 
as  carried  on  in  a  series  of  vessels,  some  containing  lime,  and  others  ferric 
oxide ;  and  pointed  out  the  desirability,  in  such  a  case,  of  thoroughly 
saturating  the  lime  with  carbonic  acid,  though  practically,  he  said,  the 
theoretical  quantity  of  calcium  carbonate  could  never  be  produced  from 
moist  slaked  lime — there  being  a  reverse  action  taking  place  which  limited 
the  principal  reaction.  He  also  pointed  out  that,  in  the  removal  of  the 
other  sulphur  compounds,  there  was  again  liberated  a  certain  amount  of 
sulphuretted  hydrogen,  which  had  to  be  afterwards  removed  in  another 
oxide  purifier.  This,  therefore,  was  a  comparatively  complex  system  for 
effecting  what  could  be  done  by  the  use  of  lime  alone  ;  but  it  was  intro¬ 
duced  for  the  sake  of  greater  economy,  and  to  avoid  the  inconvenience 
arising  from  having  large  quantities  of  foul  lime  to  deal  with.  To  com¬ 
pletely  saturate  lime  with  carbonic  acid,  it  was  necessary  to  submit  it  to 
the  action  of  50  per  cent,  more  gas  than  it  could  really  purify ;  but  the 
quantity  of  material  to  be  used  was  largely  determined  by  the  mechanical 
assistance  it  offered  to  the  passage  of  the  gas.  As  a  general  rule,  tor  every 
100  tons  of  Newcastle  coal  carbonized  per  diem,  each  purifier  should  have 
an  area  of  360  square  feet ;  and  if  it  was  fitted  with  four  tiers  of  sieves, 
each  having  7  or  8  inches  of  material,  or  (which  was  preferable)  six  tiers 
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with  5  inches,  there  would  be  in  each  purifier 

equal  to  8i  tons  of  oxide  of  calcium,  or  lOi  y»''<^t •  V  1  mfistoTie  woiu 
doubled  its  volume  when  slaked.  thouRh  some  kinds  of  limestone  wouUi 

“iree  times  their  volume  when  slaked.  This  ‘‘y 

Absorb  nearly  Gi  tons  of  carbonic  acid  ;  but,  owing  to  ‘''®  j  ^e 

mentioned,  its  ?eal  efficiency  was  only  ™  per  cent,  of  what  «o“ld  be 

theoreticallv  With  these  daU,  and  knowing  the  quantity  oi  carnonic 

an  actual  efficiency  of  1  54  tons  of  carbonic  acid,  would  go  on  puriiyiuj, 
for  6  7  davT  and  in  so  doing  would  also  remove  some  portion  oi  ti  e 
troublesome ’carbon  disulphide— probably  about  10  S''»'“®.  ,ip{Jide 

Let.  In  the  scrubbing  process  also  a  small  amount  ^  ,^‘bL°'feet 
was  removed— probably  not  more  than  2  grains  per  100  cubic  feet. 

DeflTne  next  with  the  question  of  the  use  of  ferric  oxide  the  lecturer 
•  ♦  .1  cut  that  the  difference  between  those  forms  which  would,  and 
tC  Wh^  W^uld  not  reac^rth  sulphuretted  hydrogen  was  so  subtle  as 
Selude  chercal  analysis;  so  that  the  value  of  any  , .articular  samp  e 
could  only  be  determined  by  experiment.  The  most  useful  form  was  that 
knol  as  bolorror  natural  oxide,  which  on  its  arriva  at  the  gas-wo^ 
gerraUy  contain^  50  per  cent,  of  water.  32  per  cent. 

18  per  cent,  of  vegetable  fibre  and  other  matters.  Even  of  the  ferric  oxide, 
some  portion  would  be  inert,  and  probably  not  more  than  22  per  cent,  was 
re^ly^active.  It  was  therefore  a  rather  dilute  agent  to  deal  with  ,  in 
practise,  it  was  necessary  to  use  about  6  cubic  yards  of  *'l".®/"®‘®"e 
100  tons  of  coal— the  exact  quantity  varying  with  the  quality  of  ?  co^ 
and  other  circumstances.  When  quite  new,  it  was  not  very  sensitive  to 
the  action  of  sulphuretted  hydrogen,  owing  to  the  high  percentage  of 
moisture  It  was  in  its  best  condition  when  the  moisture  was  reduced  to 
Tbout  M  per  cent.;  but  if  much  drier  than  this,  it  was  dusty,  and  ran 
fhrouLhthL  sieves  To  prevent  this  it  was  often  wetted ;  and  this  was 
sSSmes  carried  too  far  The  stuff  should  be  just  damp  enough  not  to 
pass  through  the  sieves.  After  being  saturated  with  gas  in  the  purifying 
process  it  would  be  found  on  removal  to  be  black— m  fact,  to  be  no  longer 
?eLio  oxide,  but  ferric  sulphide;  but,  as  the  sulphur  replaced  the  oxygen 
when  in  contact  with  sulphuretted  hydrogen,  so,  if  exposed  to  the 
oxygen  of  the  atmosphere  replaced  the  sulphur,  which  was  thrown  out  in 
the  free  state  and  the  material  again  became  ferric  oxide.  Iheoretioally, 
Su  altornaUp?^  beLarried  on  indefinitely;  but  practically 

Se  limit  was  aLut  16  times.  After  this  the  free  sulphur  accumulated  m 
the  material,  perhaps  to  the  extent  of  65  per  cent. ;  and  »t  then  might 
become  of  value  for  the  manufacture  of  sulphuric  acid.  The  practical 
Umit  of  efficiency  was  often  reached  long  before  16  times-sometimes  in 
four  or  five  times.  This  might  occur  when  the  gas  was  led  into  the  oxide 
purifiers  direct  from  the  scrubbers,  or  from  the  condensers,  without 
having  gone  through  a  lime  purifier. 

iTcoLlnsion,  Mr.  Wright  pointed  out  that  there  were  many  circum¬ 
stances  which  might  affect  the  choice  of  any  particular  method  of  purifi¬ 
cation.  Where  only  lime  was  used,  there  would  be  a  large  quantity  of 
llent  lime  produced;  and  where  this  proved  to  be  a  nuisance  to  the 
neighbourhood,  the  system  might  have  to  be  abandoned.  But  the  spent 
lime  arising  from  the  combined  lime  and  oxide  system  was  not  inoffensive  , 
it“ontained  sulphur  compounds,  which,  on  oxidation  by  exposure  to  the 
Lir  liberated  8ul%uretted  hydrogen  and  carbon  disulphide.  It  was  possible 
to  Ventilate  these  purifiers,  or  blow  air  through  them,  so  that  the  lime 
when  discharged  should  be  free  from  offence;  the  oxidation  being  effected 
by  the  air  sent  through,  which  was  afterwards  purified  in  some  ®“Jtable 
nfanner  Where  this  plan  was  adopted,  however,  precautions  must  be 
taLn  with  regard  to  the  temperature,  which  otherwise  would  rise  so  high 
as  to  destroy  the  apparatus.  This  was  a  matter  that  deserved  careful 
attention,  so  as  to  avoid  any  possible  complaint  arising  from  the  escape 
of  sulphuretted  hydrogen  into  the  air. 

In  the  concluding  lecture,  the  composition  of  coal  gas  after  the  tochnical 
impurities  had  been  removed  was  first  dealt  with.  It  was  then,  Mn 
Wright  remarked,  a  mixture  of  hydrogen,  carbonic  oxide,  and  certain 
hydrocarbons  which  were  gaseous  at  ordinary  temperatures— prominent 
amongst  them  being  marsh  gas,  a  small  quantity  of  nitrogen,  and  certain 
hydrocarbons,  which,  if  isolated,  would  not  be  gaseous  at  or^nary  tempe¬ 
ratures,  but  which  existed  in  the  gas  in  a  state  of  vapour.  The  presence 
of  oxygen  in  any  quantity  was  evidence  of  atmospl^ric  contamination ,  it 
not  ^ing  produced  by  the  distillation  of  coal.  There  were  also  some 
traces  of  sulphur,  and  minute  traces  of  carbon,  hydrogen,  and  oxygen  com¬ 
pounds.  Ilj-drocarbons  were  generally  divided  by  chemists  into  two 
^asses-those  capable  of  absorption  by  fuming  sulphuric  acid  or  bromme, 
and  those  not  capable  of  such  absorption.  Hydrocarbons  of  the  latter 
class  belonged  to  the  paraffin  series;  and  in  ordinary  gas  analysis  they 
were  all  put  together  under  the  head  of  “  marsh  gas,  the  first  member  of 
the  series.  Ordinary  16  or  17  candle  gas,  made  from  caking  coal,  would 
have  something  like  the  following  composition  :— 

Hydrocarbons  capable  of  absorption  (the  exact  Cent, 
formula  not  known — Cn  Hm) .  2 

Parafn.iB  (treated  08  marsh  gas,  CII4).  ...  80 

Carbonic  oxide . . 

The  greatest  interest,  the  lecturer  remarked,  centred  round  the  first  class ; 
though  the  paraffins  were  also  of  some  importance.  A  just  conclusion  as 
to  the  nuality  of  a  gas  could  not  bo  obtained  from  its  analysis,  conducted 
in  the  usual  way  ;  for  it  might  happen  that  a  10-candle  gas  would  have  a 
less  proportion  of  absorbable  hydrocarbons  than  that  above  shown,  and, 
on  the  other  hand,  a  gas  having  6  or  7  per  cent,  of  such  hydrocarbons 
might  not  lie  of  mneh  higher  luminosity.  Until  lately,  it  was  usually  sup¬ 
posed  that  the  entire  luminosity  of  the  gas  was  due  to  these  constituents  ; 
but  this  was  not  the  case,  for  if  they  were  all  removed  the  remaining  gas 
would  have  a  luminosity  of  7  or  8  candles.  Assuming  this  to  be  the  ewe,  as 
it  could  not  be  derived  from  the  hydrogen,  nitrogen,  or  carbonic  oxide,  it 
must  be  due  to  the  other  hydrocarbons  included  under  the  name  of  '  marsh 
gas.  ”  This  gas  iUelf,  however,  would  not  iwcouiit  for  more  than  2  caudles  ; 
but  it  was  practically  impossible  to  distinguish  in  such  an  analysis 
between  the  paraffins  themselves  and  mixtures  of  paraffins  and 
hydrogens.  This  classification,  therefore,  was  somewhat  conventional  ; 
and  the  percentage  of  hydrogen  was  to  some  extent  hyjiothetical. 
The  exact  quantitative  analysis  of  coal  gas  was  a  matter  rcquirmg 
such  great  care  and  skill,  that  it  was  rarely  atterapteil  in  gas- works; 
but  it  was  interesting  to  know  that  there  were  other  paraffins  present 
besides  marsh  gas,  because  they  might  vary  in  amount  in  different  coals, 
and  this  would  help  to  explain  why  some  gases  containing  a  relatively 
small  proportion  of  absorbable  hydrocarbon  had  a  very  respectable  illu¬ 
minating  power.  The  proiiortions  of  carbon  and  hydrogen  in  the  nret 
class  of  constituenU-the  CnHm— might  be  considered  roughly  as  tsH». 
though  the  figures  varied  somewhat  with  different  aamples.  Amongst 
theac  hydrocarbons,  the  benzene  series  was  inolndcd,  and  was  01  great 


importance;  and  advantage  was  ^gprivi>d  of  the  greater 

benzol  from  coal  gas,  which  was,  of  con  ,  case 

portion  of  its  luminosity.  ,jn.,ion  alMhe  valuable  con- 

5f  a  colliery  owner  seeking  to  obtain  bv  distd^  ^ 

stituentsoJ  the  coal ;  and  a  and 

produce  gas  for  lighting,  but  for  'ts  °t  1  P,  -  as  fuel, 

the  valuable  hydrocarbons-the  ••®«‘^“®  R®?,‘f®  «“ery  small  q.Lntity- 
One  of  the  hydrocarbons  present,  K®""®' Lhen  the  gas  was 
iiaphthalene-was  sometimes  Ld  to  its  depo- 

saturated  with  it,  because  any  lowering  o  1  service-piiies, 

sUion  in  a  solid  form,  and  thus  to  the  ^  be 

and  sometimes  even  of  the  smaller  main  .  P  decomposition 

born  at  a  high  temperature,  and  appeared  amongst  the  OMomp 

products  of  many  O'"*?®'’*®  .®“'’®*^"®®®,'® '®!*u  ^.”,(,86  of  Newcastle  ani 
and  it  was  very  prominent  in  some  ®°®'*:  ®"®p  ,i,ick  tars  and  a  oonsider- 
South  Yorkshire,  which  yielded  on  distillation  thick  la 

aWe  quantity  of  water.  It  seensed  as  >*,';;®‘®V„?coal  could  b®^  d 
some  protective  action  on  this  hjdrocar  ■  „ould  appear;  but  when 
at  such  a  1°^  temP®'’®^®''® ‘!*®*' "®P and  after 
the  heat  was  increased,  ‘j“®  ippreased  more  and  more.  The 

certain  temperatures  were  *^®®®bed  naphthalene  was  sometimes 

question  of  dealing  with  gas  ®®*'“'’®  that^the  gas  should  be  made 

verv  difficult.  If  one  could  always  ensure  that  t»e 

Sreatedin  the  works  at  a  lower 

subjected  to  in  its  after-historj  ,  there  \  hotter  part  of  the  day,  and 

often  happen  that  gas  was  made  during  1  tfian  it  was  submitted 

purified  and  dealt  with  at  temperatures  '^ber  tlm  t  .  j 

to  in  the  mains  and  services  during  the  ■>  «>’ t  As  a  ”®P^  ^p^,^p 

only  showed  itself  in  mains  and  ®®^''  .  .  undergoing  no  appreciable 

of  the  ground;  those  ‘^“‘■'®^‘|®®P®®  ‘  ,  tjjig  evil  wLld^consist  in  some 

variation  in  temperature.  The  cure  for  this  e  It  did  not 

method  of  artificially  cooling  the  P®®  .  s  ..-ith  the  vapour  of  naphtha- 

necessarilv  follow  that  the  gas  was  ®d  with  the  vapo  l 

lene  or  any  other  hydrocarbon  burto  Tn  exLn  depe^nding  in  some 
found  in  coal  tar  Probably  lasteii,  but  ®“  ®%“^  ®ture8,  and  to  a 
iiieasure  on  their  vapciur-teiisions,  ®^  „.ppurg  There  was  a 

certain  extent  on  the  solvent  powej'  of  various  hydrocarbons, 

wide  field  of  research  open  111  the  study  ot  tnese  vanouo  j. 

and  their  behaviour  under  different  .  t  ipakage  or  un- 

The  next  subject  referred  to  ^®®„ ‘^®  P™iL"‘^tmpelS^^^  of  the 
accounted-for  gas,  due  in  great  measure  with^tbe  pressure.  It 

numerous  joints  ®"J  LnLL‘“Ltween  ^  quantify  made,  as 

was  pointed  out  that  the  oinereuce  ,  .  uv  totalling  the  con- 

measured  at  the  works,  and  that  sold,  a  necessarily  entirelv  due  to 

sumption^at  the  consumers’  meto^  ^ 

leakage;  the  conditions  temperature  and  pressor^  occasioned  by 

It  had  been  calculated  that  a  difference  of  ^  P  muoh  larger  than  it 
such  variations,  which  made  the  »®®!‘®S®.®PP®®”°grgfexpiatLd 

really  was.  The  cause  the  J  raised  to  a  high  temperature 

the  incandescence  of  solid  particles  of  ca  b  sed  ^  ^g 

by  the  combustion  of  the  hydrogen.  T  capable  of  being  raised  to 

twofold— first,  to  ensure  the  P^?®?"®®,  >  temperature.  Modes  of  attain- 

incandescence ;  secondly,  a  sufficiently  high  t®  P .  . .  explained  ; 

'rrs 

walls  to  gas  lighting  was  mistaken,  ,  ,,  .  garried  and  deposited 

‘'TflerreferS"er7b3y%o^^^^  ^'^^aotore  uSetorS 

c^oi:Li“ith^‘ few^^^^^^^^  r  thrLilitf  olThe  jet  pho’tometer  as  a 

practical  test  of  the  illuminating  power  of  gas. 

Tni-  Post  OP  THE  OiL  STREET  L.vMPS  AT  WINCHESTER.- From  a  letter 

extinguishing,  as  well  as  repairs  and  renewals.  The  lamps  are  kept  ai  g 
rom  au  hour  after  sunset  to  an  hour  before  sunrise.  ,  „  „ 

The  Lincolnshuie  Fen  Water  ScHEME.-The  Engin^  " 

Company  which  proposes  to  supply  water  in  the  Spald  ng  Ueepmg^it^^ 
beach  and  Sutton  districts,  has  lately  been  making  inquiri  .  .  p.r 
of  the  county  L  to  the  re’ception  of  the  Bill  which  has  been  be  oro  Par- 
liament  this  session ;  and  last  Friday  week  the  «®‘'®"i®  au 

cLion  at  the  monthly  meeting  of  the  Long  Sutton  ^al  1  oart  Al 
the  members,  except  one,  expressed  ‘hemse  ves  tarourable  to  the  M^e  . 
and  considered  it  desirable  to  encourage  J*’®  ‘“g  no 

since  there  is  no  water  supply  m  the  district,  ®"^  ,  .  ,  gjg. 

facilities  exist  for  extingulsliing  one.  It  was  decided  “n^.tioi 
cussion,  to  hold  a  special  meeting  to  further  consider  the  question. 

Discovery  op  a  Surreptitious  Consumption  op  Gas  ^  it'“ued"  bv  the 
A  few  weeks  since  the  inhabitant  s  of  Birmingham  wero  .t.r^ 

announcement  of  the  discovery  of  a  f“;-^l’““°“®  f jrV' ‘"e‘ "tonoe 
arrh  •  and  hints  were  thrown  out  that  others  might  be  in  exisicuoo. 

Further  investigation  has  led  to  the  unearthing  of  »  larger 
Lrtaiit  nrivau.  still  in  the  vaulta  underneath 

bale  Eni;  and,  curiously  enough,  it  has  been  '®"' ‘‘‘®‘ * 
worked  at  exceptionally  low  cost,  with  ‘u®*  ®'“1 

Corporation  gas-mains  by  an  elaborate  set  of  chiilli  at  a 

owners  would  be  able  to  put  the  apint  m  Bi®  •"®''  •.  ..gri  of  the 

price  that  no  honest  distiller  could  comjHito  with.  1  he  up,H  r  i^rl  m  t  m 
premises  is  occupied  by  Messrs.  Stophenson  and  I’®"- ‘['..feTrnX^ 
Liirit  merchants  and  general  de.le^  ;  ^ul  ^Ih  ni®m^^  of  the  flrn^^h^^^^ 
denied  all  knowledge  of  the  stills.  The  cellars,  they  ,  ,  j 

a  man  named  Thompson,  of  whom  they  knew 

himself  as  a  cider  merchant,  and  had  paid  six  ii'^t  cellars  since 

The  Stephensons  declared  that  they  had  “  _^"\'\,,ich 

thev  were  let  to  Thompson,  and  .‘'>®y ‘‘"®'®  ^  driwn 

had  been  adoj.ted  for  lighting  it  and  .h®«tiiig  J*'® 
from  th©  Corpomtion  |>ii>o*»  ©oin©  it  uiih  pipiPl? 

kTiother  part's?  the  r.h  slipplv,  u«.d  to  light  the  upj^r  an^  7^.  "  to  in 
appears  to  have  b.-eii  drawn  from  the  pi|N>  that  *  ‘P 
Nie'ssrs.  Stopheiiaon-s  own  office,  though  the  du 

time  the  examination  was  made.  I  ho  oflouders  have  not  jet  been  ais 

covered  by  the  police. 


m 
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MANCHESTER  CORPORATION  GAS  SUPPLY. 

iRepoet  of  the  Gas  Committee  foe  the  Yeae  ending  Maech  31, 1888. 

We  have  been  favoured  by  Mr.  Charles  Nickson,  the  Superintendent  of 
the  Gas  Department  of  the  Manchester  Corporation,  with  a  copy  of  the 
report  and  statement  of  accounts  of  the  Gas  Committee  for  the  year  end¬ 
ing  the  31st  of  March  last.  The  Committee  report  as  follows : — 

The  manufacture  of  gas,  the  condition  of  the  works,  and  the  efficiency 
of  the  department  have  been  maintained ;  and  the  Committee  have 
pleasure  in  giving  the  following  particulars  as  to  the  year's  working  and 
revenue. 

The  quantity  of  coal  and  cannel  carbonized  was  293,348  tons,  with  an 
average  production  of  10,383  cubic  feet  of  19'96-candle  gas.  The  use  of 
improved  carbonizing  appliances  has,  during  several  years  past,  resulted 
in  a  steady  increase  in  the  yield  of  gas  per  ton,  while  the  illuminating 
power  of  the  gas  has  been  well  maintained.  A  considerable  saving  has 
been  effected  in  the  cost  of  coal  and  cannel. 

The  quantity  of  gas  transmitted  from  the  works  was  3,^45,727,000  cubic 
feet ;  being  an  increase  of  0'85  per  cent,  over  the  previous  year.  The 
quantity  of  gas  measured  and  accounted  for  was  2,897,933,000  cubic  feet ; 

1  eaving  147,794,000  cubic  feet,  or  4'85  per  cent.,  of  gas  unaccounted  for, 
owing  to  leakage  and  condensation,  as  compared  with  6'34  per  cent,  last 
year.  This  result  has  been  brought  about  by  careful  attention  to  the 
pressures,  and  the  renewal  of  many  old  service-pipes. 

The  amount  received  for  gas-rents,  meter-rents,  and  stove-hire  within 
the  city  was  41277,464  8s.  3d. ;  and  beyond  the  city,  including  public  lamps, 
£103,775  5s.  6d. — a  total  of  41381,239  i3s.  lid.,  being  an  increase  of  £10,041 
19s.  lid.  over  last  year.  The  sales  of  coke,  tar,  and  ammonia  water 
amounted  to  £60,659  168.  9d.,  or  £2  83,  4d.  over  the  amount  for  last  year. 
It  is  satisfactory  to  report  that  the  prices  at  which  recent  contracts  for  tar 
have  been  let  show  a  considerable  increase  on  the  prices  which  have  been 
obtained  during  the  past  few  years.  The  total  cost  of  street  lighting 
within  the  city  was  £29,471  183.  2d.,  as  compared  with  £28,955  8s.  9d.  last 
year. 

The  result  of  the  year’s  working,  after  -writing  off  £33,623  Os.  9d.  for 
depreciation,  is  a  gross  profit  of  £106,072  9s.  3d.  After  deducting  there¬ 
from  the  fixed  charges  for  interest,  £29,832  16s.  lid.,  street  lighting,  wages 
and  repairs,  £8528  19s.  4d.,  sinking  fund,  £26,454,  and  £23,331  paid  to  the 
city  fund  account  during  the  year,  there  remains  an  amount  of  £17,925  13s., 
which  has  been  transferred  towards  the  liquidation  of  the  adverse  balance 
on  profit  and  loss  account  in  past  years  ;  thus  reducing  such  balance  from 
£45,857  7s.  3d.  to  £27,931  143.  3d. 

The  question  of  depreciation  has  had  the  attention  of  the  Committee  for 
many  years,  and  is  still  receiving  their  careful  consideration. 


Accompanying  the  Committee’s  report  is  the  usual  one  by  the  Medical 
Officer  of  Health  and  Analyst  (Mr.  J.  Leigh).  He  states  that  the  average 
illuminating  power  of  the  gas  during  the  year  ended  March  31  last  was 
equal  to  19'96  standard  candles.  With  regard  to  its  quality,  the  ammonia 
contained  in  it  was  less  than  O'l  grain  per  100  cubic  feet ;  the  carbonic 
acid,  2'9  feet  per  100  cubic  feet  (being  a  little  less  than  3  per  cent.) ;  the 
sulphur,  37'34  grains  per  100  cubic  feet.  Sulphuretted  hydrogen  was  pre¬ 
sent  to  a  slight  extent  on  18  days. 


The  accounts,  audited  by  Messrs.  Lees  and  Graham,  follow  the  reports. 
Our  usual  extracts  therefrom  will  be  given  next  week. 


THE  TRANSFER  OF  THE  EDINBURGH  AND  LEITH  GAS¬ 
WORKS  TO  THE  CORPORATIONS. 

Appointment  of  the  New  Gas  Commission. 

The  Edinburgh  and  Leith  Corporations’  Gas  Bill  having  received  the 
Royal  Assent  last  Tuesday  [see  our  “  Parliamentary  Intelligence”],  meet¬ 
ings  of  the  Town  Councils  of  both  places  were  held  on  Thursday  afternoon, 
to  elect  representatives  on  the  Gas  Commission  to  be  constituted  under  the 
terms  of  the  measure. 

The  Lobd  Peovost  (Sir  T.  Clark),  presiding  over  the  Edinburgh  Council, 
said  it  was  not  necessary  that  all  the  members  of  the  Gas  Commission 
should  be  elected  from  the  Council,  but  he  presumed  it  would  be  their 
desire  that  on  this,  the  first  occasion,  they  should  be  all  members  of  the 
municipal  body.  He  had  prepared  a  list  which  had  only  one  defect — it 
nominated  one  name  too  many.  He  had  put  down  all  the  members  of  the 
Gas  Sub-Committee,  and  then  he  endeavoured  to  nominate  members  from 
the  wards  that  were  not  represented  upon  that  Committee.  He  would 
read  the  list,  and  if  anyone  would  decline  to  act,  the  whole  matter  might 
be  settled  in  that  way  ;  but,  of  course,  this  was  merely  a  suggestion.  He 
was  a  member  ex  officio',  and  the  list  he  proposed  was:  Bailie  Turnbull, 
Bailie  Cranston,  Bailie  Roberts,  Bailie  Walcot,  the  Dean  of  Guild,  Treasurer 
Boyd,  and  Messrs.  J.  C.  Dunlop,  MTntosh,  Colston,  Younger,  Robertson, 
and  Pollard,  all  members  of  the  Gas  Sub-Committee,  to  whom  he  proposed 
to  add  Bailie  M’Donald  and  Messrs.  Drybrough,  Kinloch  Anderson,  and 
Macdougald. 

Mr.  M‘L.achlan  said  it  occurred  to  him  that  this  was  giving  too  much 
work,  and  it  might  be  too  much  honour,  to  members  of  the  Council  who 
were  Water  'Irustees.  He  thought  those  who  were  on  the  Water  Trust 
should  not  be  members  of  the  Gas  Commission.  It  was  putting  too  much 
upon  one  set  of  men,  and  leaving  the  others  outside.  He  moved  that  they 
take  one  member  from  each  of  the  13  wards  of  the  city ;  and  that,  as  far 
as  possible,  they  should  leave  out  members  of  the  Water  Trust. 

Mr.  Beyden  seconded  the  motion. 

Bailie  Russell  considered  it  would  be  an  advantage  to  have  the  same 
gentlemen  on  both  Trusts,  because  they  would  then  have  only  one  set  of 
people  dealing  with  their  streets. 

Mr.  SiUTH  Claek  said  he  should  have  been  extremely  glad  if  he  could 
have  given  even  a  general  support  to  Mr.  M’Lachlan ;  but  he  confessed  he 
could  barely  demur  to  his  Lordship’s  proposal,  because  in  the  first  set  of 
Commissioners  to  be  appointed  there  ought  to  be  a  preponderating  repre¬ 
sentation  of  the  Committee  who  promoted  the  purchase.  He  said  so  for  the 
reason  that  upon  that  Committee  and  its  leading  members,  would  mainly 
lie,  during  the  next  few  years,  the  responsibility  of  the  purchase  they  had 
entered  into — the  blame  if  the  purchase  should  turn  out  to  have  been  an 
unfortunate  one ;  the  credit  if  it  should  be  the  other  way.  He  would  just 
make  one  other  observation — that  while  the  general  majority  of  the 
Council  should  have  a  preponderating  voice  on  the  Commission,  it  would  be 
of  considerable  benefit  to  the  new  body  if  the  minority  in  the  Council  who 
disapproved  of  the  purchase  should  also,  to  some  extent  be  represented. 

Mr.  Macpheeson  was  surprised  that  the  Committee  should  desire  to 
have  the  matter  left  entirely  in  their  own  hands.  They  were  past  the 
stage  of  promoters;  and  he  thought  that  the  gentlemen  who  had  suc¬ 
ceeded  so  far,  should  now  be  glad  to  be  assisted  by  the  critics  of  their 
former  conduct.  (“  Hear,  hear,”  from  Mr.  Smith  Clark.) 

The  Loed  Dean  of  Guild  (Sir  .1.  Gowans)  was  sorry  to  see  the  question 
of  minority  and  majority  brought  forward.  He  thought  they  had  buried 
that  dagger  in  London;  and  he  was  surprised  that  Mr.  Smith  Clark 
should  bring  forward  the  idea  of  separation. 

The  Loed  Peovost  thought  the  Dean  of  Guild  had  mistaken  Mr.  Smith 


Clark’s  idea,  which  was  to  elect  members  of  the  minority  in  order  to  heal 
old  sores. 

Treasurer  Boyd  and  Bailie  Tuenbull  both  expressed  their  readiness  to 
retire  in  favour  of  Mr.  Smith  Clark. 

Mr.  Smith  Claek  deprecated  anyone  retiring  to  let  him  in  ;  and  sug¬ 
gested  that  the  matter  should  be  put  to  the  vote. 

After  a  great  deal  of  conversation,  it  was  decided  that  those  members 
who  were  present  should  hand  in  marked  lists  from  which  the  votes  could 
be  counted.  This  was  done ;  and  the  following  was  declared  to  be  the 
result: — Mr.  Colston,  28 ;  Dean  of  Guild  Gowans,  26;  Mr.  MTntosh,  26  ; 
Mr.  Pollard,  24;  Mr.  J.  C.  Dunlop,  24;  Bailie  Walcot,  23;  Mr.  C.  Robert¬ 
son,  23;  Bailie  Turnbull,  22;  Mr.  Macdonald,  21;  'Treasurer  Boyd,  20; 
Mr.  Smith  Clark,  20;  Bailie  Roberts,  19;  Mr.  Kinloch  Anderson,  19;  Mr. 
Younger,  18;  and  Bailie  Cranston,  16. 

The  Town  Cleek  intimated  the  meeting  to  be  held  next  day  in  virtue 
of  the  Act,  for  the  constitution  of  the  Commissioners,  the  election  of  a 
Clerk,  and  the  appointment  of  a  Committee  to  meet  with  the  Directors  of 
each  of  the  Gas  Companies  for  the  purpose  of  carrying  out  the  details  of 
the  agreement.  _ 

At  the  meeting  of  the  Leith  Town  Council,  Bailie  Gaeland,  who  pre¬ 
sided,  said  they  were  to  have  seven  representatives  on  the  Commission,  of 
whom  one  (the  Provost)  was  an  ex  officio  member.  He  thought  that  he 
himself,  as  Convener  of  the  Lighting  Committee,  should  also  be  a  member ; 
and  he  moved  that  the  following  be  the  Commissioners : — Bailie  Archi¬ 
bald,  Bailie  Garland,  Bailie  Gosman,  Treasurer  Waldie,  Mr.  Fisher,  and 
Mr.  Robertson.  Bailie  Gosman  declined  to  take  office ;  and  Bailie  Scott 
was  nominated  instead.  The  gentlemen  nominated  were  then  elected. 
It  was  resolved  to  place  on  record  the  Council’s  high  appreciation  of  the 
services  of  Mr.  T.  B.  Laing,  the  Town  Clerk,  in  connection  with  the  pur¬ 
chase  negotiations.  _ 

Fiest  Meeting  of  the  Commission. 

The  first  Meeting  of  the  Edinburgh  and  Leith  Gas  Commissioners  was 
held  in  the  Council  Chamber,  Edinburgh,  last  Friday.  On  the  motion  of 
Treasurer  Boyd,  Bailie  Turnbull  took  the  chair,  in  the  absence  of  the 
Lord  Provost.  Of  the  23  Commissioners,  18  were  present.  The  Town 
Clerk  (Mr.  W.  Skinner)  laid  on  the  table  a  copy  of  the  Corporations  Gas 
Act,  and  read  a  minute  of  the  Town  Council  meeting  of  the  previous  day, 
electing  the  Commissioners  for  Edinburgh,  and  an  extract  from  the 
minute  of  the  Leith  Council  intimating  the  election  of  their  representa¬ 
tives  to  the  Commission.  He  also  read  a  telegram  from  Mr.  Smith  Clark 
regretting  his  inability  to  attend  the  meeting,  but  expressing  his  inten¬ 
tion  to  take  office.  'The  Town  Clerk  then  administered  the  statutory 
declarations  to  the  Commissioners,  after  which  each  Commissioner  signed 
a  form  of  the  declaration,  which  was  to  the  effect  that  they  would  faith¬ 
fully  and  impartially  discharge  the  duties  of  the  Commission  to  the  best 
of  their  skill  and  judgment.  On  the  motion  of  Bailie  Turnbull,  the  Town 
Clerk  was  appointed  Clerk  to  record  the  proceedings  of  the  Commis¬ 
sioners  until  another  Clerk  should  be  appointed.  The  Town  Clerk  then 
asked  the  Commissioners  to  resolve  whether  their  business  was  to  be  con¬ 
ducted  in  public  or  in  private.  Mr.  Colston  said  there  could  be  no  doubt 
on  this  point.  They  were  statutory  Commissioners  appointed  for  the 
public  good ;  and  he  moved  that  all  their  business,  with  the  exception  of 
legal  matters,  be  conducted  in  public.  Bailie  Turnbull  seconded,  and  the 
motioniwas  adopted.  Bailie  Turnbull  called  for  nominations  for  the  clerk¬ 
ship  ;  intimating  that  the  appointment  would,  in  the  meantime 
be  an  interim  one.  Bailie  Archibald  nominated  Mr.  James  M.  Jack, 
S.S.C.,  who  was  proposed  for  the  clerkship  of  the  Water  Trust. 
Bailie  Turnbull  seconded.  Mr.  Kinloch  Anderson  suggested  that 
the  appointment  should  be  delayed  till  the  next  meeting,  when  they 
would  .probably  have  a  number  of  applications  before  them.  After 
some  conversation,  it  was  decided  to  delay  making  an  appointment  till 
Monday  ;  Mr.  Skinner  to  act  in  the  meantime.  Mr.  Colston  then  said 
that  one  of  the  first  duties  of  the  Commissioners  would  be  to  find  money 
to  pay  away ;  and  as  the  Commercial  Bank  had  been  the  bank  of  the 
Edinburgh  Gas  Company,  he  proposed  that  it  should  be  the  bank  of  the 
Commission.  This  was  agreed  to.  Replying  to  Bailie  Archibald,  Mr. 
Colston  said  that  their  first  operation  was  to  be  an  overdraft  for 
£60,000.  The  Town  Clerk  next  read  a  letter  from  Mr.  Blair,  W.S.,  in 
which  the  writer  said  the  Commissioners  would  probably  visit  the  Com¬ 
pany’s  works  on  the  1st  of  August  to  formally  take  possession.  Mr. 
Colston  said  it  would  be  necessary  to  appoint  three  Committees.  He  pro¬ 
posed  the  following : — Works  Committee  :  The  Lord  Provost,  Bailie 
Roberts,  Bailie  Archibald,  Bailie  Walcot,  the  Dean  of  Guild,  and  Messrs. 
Colston,  Robertson,  Leith,  Fisher,  and  Dunlop.  Finance  Committee : 
Bailie  Turnbull,  Treasurer  Boyd,  Provost  Aitken,  Treasurer  Waldie,  and 
Messrs.  Pollard,  Kinloch  Anderson,  and  Macdougald.  Law  Committee  : 
Bailie  Cranston,  Bailie  Garland,  Bailie  Scott,  and  Messrs.  MTntosh, 
Smith  Clark,  and  C.  Robertson.  This  list  was  adopted,  but  it  having  been 
suggested  that  Mr.  Waldie  was  acquainted  with  the  coal  trade,  it  was  agreed 
to  transfer  him  to  the  Works  Committee,  and  to  transfer  Mr.  Robertson  to 
the  Finance  Committee.  Mr.  Pollard  was  added  to  the  Law  Committee 
to  make  the  number  an  odd  one ;  and,  on  Mr.  Colston’s  suggestion,  it 
was  agreed  that  the  Conveners  should  be  members  of  all  Committees. 
Provost  Aitken  was  appointed  Convener  of  the  Finance  Committee,  and 
Mr.  MTntosh  of  the  Law  Committee.  Bailie  Walcot  proposed  that  Mr. 
Colston  be  appointed  Convener  of  the  Works  Committee,  and  this  was 
agreed  to.  Mr.  Colston,  in  acknowledging  the  compliment,  said  he  might 
not  go  on  for  long,  because  he  thought  there  ought  to  be  a  much  more 
practical  man  in  the  position ;  but  that  during  the  progress  of  the 
negotiations  he  would  be  very  pleased  to  act.  Messrs.  Colston,  MTntosh, 
Bailie  Turnbull,  Bailie  Archibald,  and  Mr.  Pollard  were  appointed  a 
Committee  to  meet  the  Directors  of  the  Companies  on  the  1st  of  August. 
The  Town  Clerk  remarked  that,  at  their  next  meeting,  one  of  the  duties 
of  the  Commissioners  would  be  to  fix  the  price  of  gas — whether  they 
would  adopt  the  Companies’  price  or  alter  it.  Mr  Colston  observed  that  it 
would  be  very  foolish  to  alter  the  price.  On  the  motion  of  Mr.  Colston,  it 
was  remitted  to  the  Law  Committee  to  prepare  a  code  of  Standing  Orders 
for  the  Commission,  and  to  the  Finance  Committee  to  make  financial 
arrangements  for  the  transfer. 


The  Watee  Supply  of  Lfveesedge. — On  Monday  evening  last  week, 
at  a  meeting  of  the  Liversedge  Local  Board,  it  was  decided  to  ask  the 
Bradford  Corporation  to  receive  a  deputation  for  a  friendly  discussion  on 
the  question  of  water  supply,  with  special  reference  to  a  proposal  made 
by  the  Corporation  to  take  over  the  Liversedge  water  undertaking,  and 
distribute  water  to  consumers  in  Liversedge  on  the  same  terms  as  the 
consumers  in  the  borough.  Strong  opposition  was  raised  by  the  pro¬ 
posal,  it  being  the  opinion  of  some  members  that  the  Corporation  did  not 
intend  to  serve  the  manufacturers  of  Liversedge  on  the  same  scale  of 
charges  as  those  within  the  borough,  but  would  only  do  so  by  special 
contract ;  and  it  was  upon  this  point  chiefly  that  the  interview  was 
solicited. 
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LINCOLN  CORPORATION  GAS  AND  WATER  SUPPLY. 

The  WoKKiNo  in  the  Past  Einan’cial  Year. 

The  accounts  of  the  Lincoln  Corporation,  in  their  capacity  as  the  Urban 
Sanitary  Authority,  (or  the  year  endinf;  March  25  last,  have  lately  been 
issued  by  the  Solicitor  (Mr.  E.  P.  Dalton),  acting  for  the  late  Treasurer 
(Mr.  T.  G.  Dale). 

With  regard  to  the  gas  undertaking,  the  capital  account  shows  a  total 
indebtedness  of  £191,340  28.  3d. — viz.,  capital  value  of  gas  annuities, 
£171,450;  loan  on  mortgage,  £15,900 ;  and  balance  advanced  bj’  bankers, 
£3990  2g.  3d.  On  the  credit  side,  the  cost  of  the  undertaking  is  put  down 
at  £191,19(1  15s.  4d.;  and  the  expenditure  on  new  mains,  services,  and 
meters,  £143  Os.  lid.  The  revenue  account  (or  the  year  gives  a  total  of 
£30,813  18s.  The  cost  of  the  manufacture  of  gas  was  £13,070  3s.  Od. — 
viz.,  coals,  £8012 18s.  Id.;  purifying,  £042  Os.  7d.;  salaries  of  officers  at  the 
works,  £459  lOs.  8d. ;  carbonizing  wages,  £2000  Is.  4d. ;  and  repairs  and 
maintenance  of  works  and  plant  (including  renewal  of  retorts,  itc.), 
£1889  Os.  lOd.  A  sum  of  £977  98.  Id.  was  paid  (or  the  distribution  of  gas. 
lients,  rates,  and  taxes  swallowed  up  £1013  11s.  3d.  A  sum  of  £830  178. 8d. 
was  expended  in  the  purchase  of  gas  cookers.  For  law  costs  £29  lOs.  8d. 
was  paid ;  and  £35  6s.  9d.  was  awarded  as  compensations.  The  manage¬ 
ment  expenses  were  £871  178.  2d.  Interest  on  loans  required  £305  10s.  4d. ; 
and^  bank  interest,  £477  lOs.  Id.  The  annuities  paid  amounted  to 
£5071  98.  5d.;  and  £1039  lOs.  3d.  was  required  to  meet  current  liabilities — 
viz.,  for  the  proportion  of  interest  on  loans  and  annuities.  There  was 
transferred  to  the  sinking  fund  a  sum  of  £1047  3s.  5d.;  and  the  balance 
was  £10,837  78.  5d.  The  credit  side  showed  a  balance  from  last  year's 
account  of  £9.502  Os.  7d.  The  sale  of  gas  brought  in  £20,738  10s.  2d. — viz., 
£18,910  78.  lid.  (or  141,828,0(X)  cubic  feet  of  gas  supplied  to  consumers  at 
28.  8d.  per  10(X)  feet,  and  £1828  2a.  3d.  for  public  lighting.  The  rental  of 
meters  yielded  £1041  123.  Od.  ;  and  of  gas  cookers  £125  19s.  4d.  For 
residual  products  a  total  of  £4739  lOs.  9d.,  was  obtained — viz.,  £2740  Is. 
(or  coke  and  breeze,  £800  Is.  Id.  for  tar,  £1007  83. 7d.  (or  ammoniacal  liquor, 
and  £120  Ss.  lOd.  (or  refuse  lime.  The  sum  of  £570  lls.  7d.  represents  the 
value  of  gas  cookers  on  hire  and  in  stock,  after  allowing  for  depreciation  at 
the  rate  of  20  per  cent.  The  sinking  fund  account  for  the  redemption  of 
£185,795  178.  lOd.  in  50  years,  at  3  per  cent.,  shows  that  since  1880  a  total 
sum  of_£4900  38.  9d.  has  been  transferred  from  the  revenue  account,  and 
that  £77  128.  2d.  has  been  received  as  interest  on  the  amount  invested  ; 
making  a  total  of  £5043  15s.  lid.  The  general  balance-sheet  gives  a  total 
on  the  debit  side  of  £206,420  38.  3d.,  made  upas  follows  : — Capital  value  of 
annuities,  £171,450;  loan  on  mortgage,  £15,900;  amount  due  to  bankers, 
£351  2s.  5d. ;  sinking  fund,  £5043  168.  lid.  ;  balance  at  the  credit  of  the 
revenue  account,  £10,837  Is.  6d. ;  proportion  of  interest  on  loan  and 
annuities,  £1639  lOs.  3d.;  and  amounts  owing  for  coal,  £198  78.  7d.  The 
credit  shows :  Cost  of  works,  £191,196  15s.  4d. ;  additions  to  works, 
£143  68.  lid. ;  value  of  coals,  tar,  coke,  and  stores  in  hand,  £495  I83.  (id. ; 
value  of  cookers  (after  allowing  20  percent,  (or depreciation),  £576  lls.  7d  ; 
book  debts,  £8934  43.  3d. ;  Consols,  £3368  6s.  8d. ;  and  annuities  redeemed, 
£705.  There  were  15,635  tons  of  common  coal,  and  97  tons  of  cannel  coal 
carbonized  during  the  j’ear.  On  March  25  there  were  72,800  gallons  of  tar 

®toclti  as  against  86,720  gallons  at  the  beginning  of  the  year. 

The  revenue  account  of  the  water  undertaking  shows  a  satisfactory  state 
of  alTairs.  After  providing  (or  the  expenses  of  working  and  interest  on 
loans,  there  is  an  actual  gain  on  the  year  of  £502  10s.  2d.  The  water-rents 
yielded  altogether  £8530  3s.  lid. ;  £31  158.  4d.  was  allowed  by  the  bankers 
as  interest ;  and  £10  was  received  from  the  Corporation  for  rent  of  land — 
total,  £8571  lOs.  3d.  The  maintenance  and  working  expenses  amounted 
to  £2177  128.  3d. ;  the  rents  of  reservoir,  ballast-pits,  &c.,  were  £159  93. 8d. ; 
taxes  and  rates  absorbed  £558  128.  5d.;  and  £24  Os.  lid.  was  needed  for 
law  coats.  Interest  on  loans  required  a  sum  of  £3326  Is.  lid. ;  and  £1024 
188.  Id.  represented  the  amount  repaid  on  account  of  loans.  These  and 
two  or  three  small  items  brought  up  the  total  expenditure  to  £8036  138.  9d.  • 
and  at  the  end  of  the  year  a  balance  of  £1633  lOs.  6d.  remained  in  the 
bands  of  the  Treasurer,  increased  from  £1098  14s.  during  the  year.  The 
capital  account  of  the  same  undertaking  shows  that  the  purchase  of  the 
water- works  originally  cost  £63,827,  and  that  £42,608  88.  2d.  has  since  been 
ex^nded  in  the  purchase  of  land,  the  erection  of  new  buildin-s,  additions, 
and  extensions.  The  gross  amount  of  loans  raised  on  the  undertaking  is 
£105,000,  of  which  £10,378  6s.  has  been  repaid  by  instalments;  leaving  a 
total  of  £94,621  158.  still  owing.  The  general  district  rate  account  has  also 
had  a  sum  of  £3200  repaid  out  of  revenue. 


THE  DUBLIN  CORPORATION  AND  ELECTRIC  LIGHTING. 

A  Special  Meeting  of  the  Dublin  Town  Council  was  held  on  Friday,  the 
20th  mat.,  to  consider  and  take  action  on  the  letter  of  the  Board  of  Trade 
notifying  that  it  is  proposed  to  proceed  to  issue  to  the  Corporation  a’ 
Licence  (or  electric  lighting,  subject  to  conditions  as  assentecf  to  by  the 
representatives  of  the  Corporation  at  the  meeting  at  the  office  of  the 
Board  on  the  3rd  inst.  These  conditions  were  alluded  to  in  the  Journal 
last  week  (p.  173).  Mr.  Robinson  opened  the  proceedings  by  remarking 
Uiat  the  business  they  had  to  discharge  was  of  a  purely  formal  nature 
On  the  previous  occasion,  owing  to  the  house  being  counted  out,  the  letter 
of  the  Board  of  Trade  could  not  be  dealt  with.  He  begged  to  move— 
"  That  the  conditions  contained  in  the  letter  of  the  Board  of  Trade,  dated 
the  10th  of  July,  be  accepted,  and  that  they  be  requested  to  issue  the 
Licence  in  accordance  with  the  conditions.”  Alderman  Mulligan  seconded 
me  motion.  Mr.  Mayne  said,  in  reference  to  the  terms  of  the  letter  from  the 
Board  of  Trade,  an  expression  was  used  which  might  cause  trouble  in  the 
future.  They  put  in  the  condition  that  the  works  should  be  completed 
within  2J  years.  These  were  not  exactly  the  terms  in  which  the  repre¬ 
sentatives  of  the  Corporation  consented  to  this  restriction  ;  because,  though 
the  works  might  bo  completed  so  far  as  the  lighting  was  concerned,  if 
they  wanted  to  extend,  or  do  any  more  lighting  that  would  involve 
the  erection  of  additional  plant,  they  would  have  to  go  to  the 
Board  of  Trade  again.  He  was  sure  this  was  not  the  intention  of  the 
Board  of  Trade  in  giving  their  decision.  Mr.  Dennehy  said,  although  the 
Clorporation  had  power  to  undertake  electric  lighting,  there  were  difficul¬ 
ties  in  the  way  which  it  would  be  well  (or  the  Council  to  consider  If  it 
turned  out  that  they  were  losing  £2000  a  year  by  the  electric  lighting 
each  member  would  be  personally  liable  (or  it;  and  they  should  also  re¬ 
member  that  what  cost  £16,000  to  Mr.  Mayne  and  his  fellow-Directora  of  the 
late  Electric  Light  Company  was  sold  for  £3000.  Mr.  Healy  observed 
that  Mr.  Dennehy  might  make  bis  mind  perfectly  at  ease  as  regarded 
financial  loss.  Nearly  every  town  in  America  was  using  the  electric  light, 
and  It  was  employed  in  a  great  many  towns  in  England  ;  and  ever>  whero 
It  was  a  success,  both  as  an  illurninant  and  financially.  There  would  bo 
no  rivalry  between  the  electric  light  and  gas,  because  gas  would  eventually  bo 
valuable  (or  cooking  and  other  purposes.  Alderman  Dillon  suggested  that 
?•  u*'  ^  taken  to  have  the  JLicence extended  bo  as  to  include  private 

lighting.  After  some  further  remarks,  Mr.  Robinson  moved  the  adoption  of 
the  following  addiUon  to  the  resolution  And  so  far  as  the  completing  of 
the  installation  at  present  contemplated,  within  2*  years,  the  Council 
desires  that  the  clause  ot  the  Licence  should  be  bo  framed  as  to  leave  it 
open  to  the  Council  to  make  subsequently  such  further  extension  of  this 
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system  in  the  streets  as  from  time  to  time  they  may  consider  advan¬ 
tageous."  He  said  they  had  thought  that  by  limiting  their  application  to 
using  the  light  (or  public  purposes,  it  would  meet  wiUi  no  opposition  from 
I  the  Gas  Company.  They  considered  that  at  least  the  Company  would 
recognize  the  right  of  the  Corporation  to  light  their  own  streets ;  yet  they 
had  lodged  a  petition  with  the  Board  of  Trade.  Under  these  circum¬ 
stances,  they  were  not  under  any  obligation  to  the  Company  ;  and  Mr. 
Courtenay  Boyle  had  stated  that  the  taking  of  this  Licence  would  not  pre¬ 
vent  the  Corporation  from  applying  next  November  for  a  Provisional 
Order  for  private  lighting.  The  motion  was  agreed  to. 


THE  M.\LVERN  LINK  GAS  COMPANY  AND  THE  LOCAL 

BOARD. 

Adoption  of  Oil  for  Porlic  Liohtino. 

In  the  Journal  last  week  (p.  176)  we  announced  that  the  Malvern  Link 
Local  Board  had  decided  to  light  the  roads  in  their  district  by  oil-lamps 
during  the  coming  winter ;  and  that  this  decision  had  been  come  to  as 
the  result  of  a  dispute  with  the  local  Gas  Company.  The  dispute  was 
not  of  the  Company’s  seeking;  and  during  its  continuance  they 
endeavoured  to  meet  the  views  of  the  Local  Authority,  but  in  vain.  It 
appears  that  early  in  April  last,  the  Secretary  of  the  Company  (Mr.  F.  G. 
Underwood)  wrote  to  the  Clerk  to  the  Local  Board  (.Mr.  G.  II.  Foster) 
Rubiiiitting  the  following  alternative  terms  for  the  public  lighting:  — 
“  (1)  The  Company  to  supply  the  public  lamps  at  48.  fid.  per  h  00  cubic  feet ; 
the  quantity  of  gas  consumed  to  be  measured  by  meters  fixed  by  the  Local 
Board,  say,  at  every  fifth  lamp  ;  or  (2)  they  will  light  the  public  lamps  at 
such  times  as  the  Local  Board  may  require,  at  a  price  to  be  fixed  by 
arbitration  in  the  usual  way;  or  (3)  if  the  Local  Board  is  desirous  of 
having  the  gas  supply  in  its  own  control,  the  Directors  will  use 
their  best  endeavours  to  induce  the  shareholders  to  sell  their  under¬ 
taking  to  the  Board  on  the  like  arbitration  terms.”  To  this  the 
Clerk  replied  on  June  8,  to  the  effect  that  the  Board  were  prepared 
to  accept  the  offer  of  the  Company  to  light  the  piiblio  lamps 
from  Sept.  1,  1888,  to  April  30,  1889,  at  the  price  of  48.  fid.  per  1000  cubic 
feet,  provided  the  Company  agreed  to  allow  the  Board  the  discount,  and 
adopt  the  terms  and  conditions  set  forth  below,  and  provided  also  that 
the  Company  ^reed  to  allow  to  private  consumers  in  their  district  the 
discount  mentioned.  The  terms  and  conditions  above  referred  to  were  as 
follows : — “  (1)  That  a  discount  of  fid.  per  ICKX)  cubic  feet  be  allowed  in 
respect  of  each  account  rendered  by  the  Gas  Company  to  the  Board, 
provided  such  account  be  paid  within  a  month  after  its  delivery  to  the 
Clerk  of  the  Board.  (2)  That  the  quantity  of  the  gas  consumed  shall  be 
measured  by  meters  to  be  provided  by  and  at  the  expense  of  the  Local 
Board,  and  to  be  affixed  to  every  tenth  lamp;  and  the  average  amount  of 
the  indications  of  all  such  meters  shall  be  deemed  to  be  the  amount  con¬ 
sumed  by  each  .lamp.  (3)  That  the  indications  of  the  meters  shall  be 
taken  monthly  jointly  by  a  representative  of  the  Board  and  a  representa¬ 
tive  of  the  Company ;  and  that  in  the  intervals  between  such  takings  Uie 
meter  shall  bo  kept  locked.  (4)  That  each  lamp  shall  be  furnished  at  the 
expense  of  the  Gas  Company  with  a  governor  burner  to  be  approved  by 
the  Board,  and  so  constructed  as  to  limit  the  consumption  of  the  gas  in 
each  lamp  to  a  quantity  not  exceeding  5  cubic  feet  per  hour.  (5)  That 
the  illuminating  power  and  quality  of  the  gas  and  the  mode  of  testing 
the  same  shall  be  in  accordance  with  the  provisions  of  the  Gas-Works 
Clauses  Act,  1871.  (fi)  That  the  lamps  shall  be  lighted,  extinguished, 
cleaned,  and  repaired  at  the  expense  of  the  Local  Board.  (7)  That  a  dis¬ 
count  of  fid.  per  KKX)  cubic  feet  be  allowed  by  the  Gas  Company  to  all  the 
private  consumers  in  their  district  who  shall  pay  their  account  within  a 
month  after  delivery  thereof.”  The  letter  was  laid  before  the  Directors 
of  the  Company  on  the  10th  inst. ;  and  the  reply  sent  thereto  was  that 
they  did  not  see  any  reason  to  alter  the  terms  of  their  previous  letter. 
To  this  the  Clerk  of  the  Board  rejoined  that  the  Board  were  not  pre¬ 
pared  to  alter  or  amend  the  terms  of  their  letter,  which  they  considered 
to  be  “  fair  and  reasonable.”  There  the  matter  ended  ;  and  the  Board 
are  now  taking  steps  to  light  the  district  with  oil. 


DEVONPORT  GAS  COMPANY. 

The  Forty-fourth  Annual  Meeting  of  this  Company  was  held  last 
Tuesday — Mr.  R.  C.  Smith  in  the  chair. 

The  report  presented  by  the  Directors  showed  that  the  gross  revenue 
for  the  year  ending  the  3l8t  of  May  was  £23,022,  as  compared  with 
£22,338  in  the  previous  year;  being  au  increase  of  £084,  due  exclusively  to 
the  increased  sale  of  gas.  Residuals,  although  slightly  improved  in 
price,  had  not,  it  was  stated,  recovered  from  the  late  serious  depression. 
Sales  of  coke  and  breeze  had  realized  £2803,  and  other  residuals — tar  and 
sulphate  of  ammonia— had  produced  £1420,  as  compared  with  £2492 
derived  from  these  products  three  years  since.  The  total  ex|)enditure 
for  coals,  wages,  materials,  wear  and  tear,  rent,  rates,  taxes,  and  other 
incidental  expenses,  amounted  to  £18,472,  as  compared  with  £17,976  in 
the  preceding  year ;  leaving  a  balance  of  £4549  to  be  carried  to  the  net 
revenue  account.  After  payment  of  the  interim  dividend  authorized  at 
the  last  meeting,  there  remained  a  balance  of  £.7450,  from  which  the 
Directors  recommended  dividends  at  the  rate  of  10  per  cent,  on  the  original 
and  6  per  cent,  on  the  guaranteed  shares. 

The  Chairman,  in  moving  the  adontion  of  the  report,  congratulated  the 
shareholdera  upon  the  revival  of  trade,  not  only  in  that  part  of  the  country, 
but  throughout  the  kingdom.  The  Company  had,  he  said,  been  in  existence 
40  years ;  and  during  the  first  half  of  that  period,  with  the  exception  of 
thcj  first  five  years,  DevonjKirt  suffered  from  the  paralysis  consequent 
upon  the  diversion  of  its  trade.  It  took  26  years  to  recover  from  the 
effects  of  that  change  ;  but  that  they  had  recovered  from  it  in  many 
respects  was  shown  by  the  rejiort  presented  that  day.  During  the  past 
year  they  had  fixed  1(13  new  services  in  the  borough,  which  was  about  the 
average  of  the  last  ton  years.  During  that  |>erio<l  upwards  of  10i»i  new 
houses  had  been  built,  and  the  builocrs  found  it  to  their  advantage  to 
have  the  gas  laid  on  in  the  houses  they  built;  (or  if  they  took  the  ga 
into  the  houses,  they  not  only  found  purchasers  more  readily,  but  had  s 
better  class  of  tenants.  As  a  rule,  gas  was  laid  on  in  all  the  new  hoiisesa 
and  this  would  account  (or  the  continually  progressive  increase  in  thei  ; 
siipnly,  more  particularly  during  the  last  ten  veara.  No  large  stnicturar 
works  had  been  carried  out  last  year,  as  had  been  the  case  in  former 
years,  when  they  were  erecting  new  buildings  and  new  holders,  with  the 
object  of  increasing  their  productive  power  and  their  storeage.  The  past 
year  was  the  first  in  which  they  had  had  the  advantage  of  these  increased 
applianoes ;  and,  though  not  quite  up  to  their  ex|>octationt,  they  were 
satisfactory  in  so  far  that  they  showed  the  Company  was  progressing, 
and  he  had  no  doubt  would  continue  to  progress  in  the  future. 

•Mr.  Honey  Fooonded  the  motion. 

The  Chairman  having  replied  to  several  motions  on  the  various  items 
in  the  accounts. 

The  re(>ort  was  adopted,  and  the  dividends  reoommonded  by  Uie 
Directors  were  dcclareil. 

A  vote  of  thanks  was  then  passed  to  the  Diroctors  and  officers,  and  Uie 
proceedings  closed. 
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THE  PEOPOSED  EEFOEM  OF  PRIVATE  BILL  LEGISLATION. 

The  Proceedings  of  the  Select  Committee. 

In  the  Journal  last  week  (p.  155)  we  gave  a  summary  of  the  report 
recently  presented  to  Parliament  by  the  Joint  Committee  of  the  two 
Houses  appointed  to  examine  into  the  present  system  of  Private  Bill 
Legislation.  In  view  of  the  importance  of  this  matter  to  a  large 
number  of  our  readers,  it  will  be  of  interest  to  give  the  principal 
portions  of  the  document.  It  may  be  stated,  by  way  of  introduction, 
that  on  the  12th  of  March  last  the  House  of  Commons  ordered  the 
appointment  of  a  Committee  of  six  members  to  join  a  Committee  of  the 
Lords  on  the  question  ;  and  a  message  was  conveyed  to  the  Upper  House 
to  this  effect.  On  the  16th,  a  reply  was  returned  that  a  Committee  of 
Lords  had  been  nominated.  As  finally  constituted,  the  Committee  con¬ 
sisted  of  the  following  members  — Earl  Bathurst,  Lord  Monk  Bretton, 
Lord  Colville  of  Culross,  Lord  Balfour  of  Burley,  Lord  Kensington, 
Lord  Stalbridge,  Sir  John  Mowbray,  Sir  Joseph  Pease,  Mr.  Raikes, 
Mr.  J.  Morley,  Mr.  Craig-Sellar,  and  Mr.  T.  M.  Healy.  The  first  meeting 
took  place  on  Friday,  April  20,  when  Lord  Monk  Bretton  was  appointed 
Chairman  ;  and  the  Committee  adjourned  for  a  week.  On  the  27th  it  was 
decided  that  the  proceedings  should  be  open ;  and  evidence  was  then 
taken.  The  sittings  were  generally  held  twice  a  week  ;  and  extended 
(with  an  interval  at  Whitsuntide)  till  July  12.  The  first  witness  was  Mr. 

J.  H.  Warner,  the  Counsel  to  the  Chairman  of  Committees  of  the  House  of 
Lords.  Following  him  came  the  Counsel  to  the  Speaker  of  the  House  of 
Commons,  the  Hon.  Chandos  Leigh,  Q.C.,  and  Sir  Theodore  Martin,  K.C.B., 
President  of  the  Society  of  Parliamentary  Agents.  The  other  witnesses 
(taken  in  the  order  in  which  they  appeared  before  the  Committee)  were: 
Mr.  J.  Colquhoun,  solicitor;  Mr.  R.  Vary  Campbell,  Edinburgh  ;  Mr.  S. 
Pope,  Q.C. ;  Mr.  J.  S.  Beale;  Mr.  E.  H.  Pember,  Q.C. ;  Sir  G.  Rickards, 

K. C.B.  ;  Lord  Grimthorpe;  Mr.  Pembroke  Stephens,  Q.C. ;  Mr.  A.  Bon- 
ham-Carter  ;  Mr.  J.  D.  Marwick,  LL.D.,  Town  Clerk  of  Glasgow;  Mr.  J. 
Colston,  Edinburgh;  Et.  Hon.  J.  H.  A.  Macdonald,  the  Lord  Advocate 
for  Scotland  ;  Mr.  J.  Beveridge,  Town  Clerk  of  Dublin ;  Dr.  A.  Bennett 
M'Grigor;  Sir  W.  Kaye,  C.B.,  Q.C.,  Clerk  of  the  Privy  Council  in 
Ireland  ;  Mr.  J.  Gray;  Mr.  W.  Hay,  Town  Clerk  of  Dundee;  Mr.  F.  W. 
Pim,  Dublin;  Mr.  J.  M'Evoy,  Dublin;  Mr.  J.  Berry,  Aberdeen;  Mr.  J. 
Wilson,  Greenock  ;  Et.  Hon.  E.  Stanhope,  M.P. ;  Mr.  J.  C.  Bolton,  M.P. ; 
Mr.  W.  A.  Ferguson  Davie;  Mr.  J.  F.  Symons-Jeune ;  Mr.  L.  H. 
Courtney,  M  P.,  Chairman  of  Committees  of  the  House  of  Commons; 
Et.  Hon.  Sir  J.  R.  Mowbray,  M.P.,  Chairman  of  the  Committee  of 
Selection  of  the  House  of  Commons ;  the  Duke  of  Buckingham  and 
Chandos,  Chairman  of  Committees  of  the  House  of  Lords ;  Mr.  W. 
Campion  ;  and  Mr.  J.  F.  Eotton.  On  Thursday,  .July  12,  two  reports  (one 
prepared  by  the  Chairman  and  the  other  by  Lord  Balfour  (were  submitted 
to  the  Committee ;  the  former  being  adopted  with  a  few  slight  amend¬ 
ments,  and  ordered  for  presentation  to  both  Houses  of  Parliament.  This 
was  done  the  same  day.  The  following  is  the  text  of  the  principal 
portion  of  the  report : — 

The  present  system  of  Private  Bill  Legislation  had  its  beginning  in 
1837,  when  the  House  of  Lords  determined  to  constitute  the  Committees 
on  Private  Bills  of  a  small  number  of  members  having  no  interest  in  the 
measures  submitted  to  them,  and  entrusted  the  nomination  of  such  mem¬ 
bers  to  a  Committee  of  Selection.  The  House  of  Commons  adopted  a 
similar  procedure  in  regard  to  Railway  Bills  in  1844,  but  did  not  fully 
apply  it  to  other  opposed  Bills  till  1855.  The  establishment  of  these  g?(a.sj- 
judicial  Committees  is  admitted  to  have  been  a  great  improvement  upon 
the  former  “  open  ”  or  other  large  Committees,  however  composed,  in 
which  members  having  a  local  or  personal  interest,  took  part  and  voted. 
The  system  was  further  improved  in  the  House  of  Commons  by  the  crea¬ 
tion  in  1854  of  a  “  Chairmen’s  Panel,”  a  Standing  Committee  which  sup¬ 
plies  the  Chairmen  of  all  Committees  on  Railway  and  Canal  Bills.  Again, 
in  1882,  the  House  of  Commons,  with  the  view  of  securing  greater  consis¬ 
tency  between  Bills  dealing  with  police  or  sanitary  matters,  promoted  by 
municipal  and  other  local  authorities,  instituted  a  Standing  Committee — 
the  Police  and  Sanitary  Committee — to  which  all  such  Bills  have  since 
been  referred. 

The  establishment  of  the  Locus  Standi  Court  in  1865  tended  to  give 
greater  harmony  of  action  to  the  tribunals  of  the  House  of  Commons,  in 
some  measure  to  abridge  the  labours  of  Committees,  and  perhaps  to 
diminish  the  expenditure  of  suitors.  Conflicting  opinions  have  from  the 
first  been  expressed  as  to  the  policy  of  maintaining  this  tribunal,  but  it  is 
generally  recognized  that,  to  a  considerable  extent,  it  effects  the  first,  and 
though  in  a  less  degree  the  second  of  the  above  objects. 

The  general  supervision  of  Private  Bills  exercised  by  the  Chairman  of 
Committees  in  one  House,  and  by  the  Chairman  of  Ways  and  Means  in 
the  other,  and  the  Reports  of  Government  Departments  directing  the  at¬ 
tention  of  Committees  to  particular  points  in  the  Bills  brought  before 
them,  contribute  to  maintain  some  community  of  action  between  these 
separate  tribunals. 

In  further  proof  of  the  importance  now  attached  to  a  tribunal  of  a  stable 
character,  it  is  to  be  noted  that,  with  hardly  an  exception,  every  witness 
whose  attention  was  directed  to  the  point,  whatever  his  view  upon  Pri¬ 
vate  Bill  Legislation  in  other  respects,  expressed  or  implied  a  preference 
for  the  Committees  of  the  House  of  Lords,  as  composed  of  less  fluctuating 
elements,  and  possessing  a  higher  degree  of  gwasi-judicial  training  a  nd 
experience. 

'I'he  resolutions  of  various  public  bodies  in  Scotland  and  of  the  Dublin 
Chamber  of  Commerce  which  have  been  brought  before  the  Committee, 
condemn  in  strong  terms  the  present  system  of  Private  Bill  Legislation. 
The  Committees  of  both  Houses  are,  however,  generally  stated  by  wit¬ 
nesses  to  command  confidence  ;  and  this  view  is  expressed  by  several  of 
those  who  wish  to  see  them  in  whole  or  part  superseded  or  supplemented 
by  some  other  tribunal.  On  the  other  hand,  it  seems  to  be  more  or  less 
reluctantly  admitted,  even  by  some  of  the  supporters  of  the  present  system, 
that,  whether  owing  to  the  greater  demands  of  public  and  local  business 
upon  the  time  of  members  or  to  other  causes,  the  Committees  of  the  Lower 
House  have  of  late  years  been  less  strongly  manned  than  formerly. 
Several  witnesses  have  referred  to  the  circumstance  that  the  character  of 
Parliamentary  Committees  differs  ;  and  that  their  action  and  decision  is 
uncertain,  some  viewing  this  as  an  objection,  others  as  an  advantage. 

Irrespectively  of  the  merits  or  demerits  of  Committees,  the  centraliza¬ 
tion  of  all  Private  Bill  inquiries  in  London  is  objected  to,  as  attended 
with  expense  and  inconvenience  to  suitors  from  a  distance,  by  witnesses 
from  Scotland  and  from  Ireland.  A  central  inquiry  is  also,  in  some  cases, 
complained  of  on  the  ground  of  liability  to  error  on  the  part  of  a  tribunal 
which  has  not  the  opportunity  of  inspection  on  the  spot.  The  feeling  in 
favour  of  local  inquiries  for  what  are  deemed  to  be  essentially  local  ques¬ 
tions,  is  intensified  by  national  sentiment,  and  by  a  natural  desire  that 
the  necessary  expenditure  should,  as  far  as  possible,  be  incurred  in  the 
locality  interested. 

The  arguments  for  local  inquiry  are  most  strongly  urged  in  regard  to 
schemes  concerning  a  particular  community  or  district,  such  as  various 
kinds  of  Municipal  Bills,  Bills  for  the  alteration  of  boundaries,  or  for  con¬ 
structing  or  otherwise  dealing  with  works  affecting  a  strictly  limited  area. 
In  regard  to  schemes  of  a  more  comprehensive  scope  and  bearing,  directly 


or  indirectly  affecting  an  extensive  area  and  widely-spread  interests,  such 
as  many  Railway  Bills,  and  some  large  water  supply  and  other  schemes, 
it  is  not  denied,  or  hardly  denied,  that  a  centralized  inquiry  is  preferable, 
if  not  unavoidable.  Even  in  such  cases  it  is  represented  that  Westminster 
should  not  necessarily  and  always  be  the  centre  selected;  but  that  Edin¬ 
burgh,  Dublin,  or  some  other  centre  might,  according  to  circumstances,  be 
more  eligible.  It  is  also  contended  that,  in  the  case  of  an  extensive  under¬ 
taking,  particular  portions  of  it  might,  not  unfrequently  with  advantage, 
be  made  the  subject  of  a  local  investigation  on  behalf  of,  or  a  local  inspec¬ 
tion  by  the  tribunal  charged  with  the  examination  of  the  whole. 

The  expense  incurred  by  promoters  and  opponents  of  schemes  in  Parlia¬ 
ment  is  undoubtedly  great.  Many  statements  from  Scotland  and  from 
Ireland  have  been  laid  before  the  Committee  illustrating  the  actual  cost  of 
Private  Bill  Legislatiofi,  particularly  of  Municipal  Legislation,  and  the 
items  into  which  it  may  be  resolved.  It  is  asserted  that  it  has  the  effect 
not  only  of  preventing  poor  opponents  from  coming  forward,  but  also  of 
suppressing  proposals  for  small  undertakings. 

Complaint  has  been  made  that  the  Borough  Funds  Act,  1872,  does  not 
apply  to  Ireland ;  and  that  Irish  corporations  are  thus  denied  the  facili¬ 
ties  for  promoting  improvements  possessed  by  other  municipalities. 

The  principal  causes  of  expense  involved  in  the  system  of  Private  Legis¬ 
lation  as  at  present  conducted  are  alleged  to  be  : — (a)  The  compression  of 
the  work  of  Committees  of  the  two  Houses  not  merely  within  the  limits 
of  a  session,  but  in  reality,  owing  to  the  intervals  of  time  necessarily 
allowed  between  the  stages  of  Bills,  or  other  causes,  within  a  part  of  a 
session.  This  congestion  of  business  compels  the  engagement  of  several 
counsel,  in  the  hope  of  securing  the  attendance  of  one.  (5)  The  short 
daily  sittings  of  Committees — especially  of  House  of  Commons  Com¬ 
mittees — added  to  the  fact  that  Committees  only  sit  five  days  in  the  week ; 
and  the  uncertainty  as  to  the  day  on  which  the  hearing  of  a  case  will  be 
commenced.  These  circumstances  involve  the  detention  of  witnesses, 
deputations,  and  solicitors  for  a  much  greater  number  of  days  than  would 
otherwise  be  required,  (c)  The  liability  of  promoters  to  a  repetition  before 
a  Committee  of  the  second  House  of  the  contest  they  have  encountered 
in  the  first,  at  the  will  of  an  opponent,  {d)  The  cost  of  bringing  up  local 
witnesses,  deputations,  and  agents,  and  keeping  them  in  London.  In 
regard  to  this  item  it  is  keenly  disputed  whether,  if  inquiries  were  held 
elsewhere,  the  expense  would  not  be  equalled  or  exceeded  by  the  cost  of 
conveying  skilled  witnesses  and  counsel  to  the  locality,  and  many  accounts 
and  estimates,  especially  concerning  Scotch  municipal  schemes,  have  been 
offered  to  your  Committee  by  witnesses  in  support  of  their  different  con¬ 
tentions.  Whether  a  local  inquiry  would  or  would  not  increase  the  ex¬ 
penditure  upon  the  item  in  question  in  any  particular  case,  seems  to  be  a 
matter  depending  upon  the  nature  of  the  scheme,  and  also  in  great 
measure  on  the  discretion  of  promoters  and  opponents  and  their  agents. 

Suggestions  for  mitigating  the  evils  complained  of  will  be  found  in  the 
evidence  taken  by  the  Committee,  and  more  particularly  in  a  paper  pre¬ 
sented  by  Mr.  Warner,  Counsel  to  the  Chairman  of  Committees  of  the 
House  of  Lords ;  and  in  a  memorandum  submitted  by  the  Society  of 
Parliamentary  Agents  through  their  President,  Sir  Theodore  Martin.  The 
principal  suggestions  are  :  (a)  The  appointment  of  a  Joint  Standing  Order 
Committee  for  both  Houses,  whereby  one  inquiry  would  in  certain  matters 
answer  the  purpose  now  served  by  two.  {b)  A  reduction  of  the  House  fees 
imposed  upon  suitors.  The  annual  sum  of  the  fees  of  the  two  houses  has, 
on  an  average  of  the  last  ten  or  twelve  years,  amounted  in  round  numbers 
to  ;£58,000 — viz.,  4;28,000  for  the  Lords,  and  ±'30,000  for  the  Commons.  At 
the  same  time,  the  expense  of  both  Houses  in  relation  to  private  business 
is  variously  estimated  at  from  £16,000  to  £20,000  a  year,  (c)  A  diminution 
of  the  number  of  Committees  sitting  simultaneously,  by  spreading  their 
work  over  the  session.  No  great  room  for  improvement  seems  to  be  here 
afforded  ;  and  no  effectual  proposal  has  been  made  on  the  subject,  except 
to  put  pressure  on  promoters  and  their  agents.  To  do  this  to  any  purpose, 
certain  amendments  of  the  Standing  Orders  are  pointed  out  as  requisite. 
{(I)  Putting  a  check  upon  the  repetition  of  a  contest  in  the  Second  House, 
by  requiring  the  opponent  to  show  and  to  confine  himself  to  special 
grounds  on  which  he  claims  a  re-hearing ;  at  the  same  time  enlarging  the 
power  of  Committees  to  award  costs,  and  perhaps  requiring  the  opponent 
to  give  security  for  costs,  (e)  It  has  also  been  pointed  out  that  the  form 
of  the  notice  to  be  given  to  parties  affected  by  proposed  schemes,  and  the 
number  of  advertisements  thereof,  required  by  the  Standing  Orders, 
might  be  curtailed,  and  a  saving  to  promoters  thus  effected.  It  will  be 
seen  that  these  suggestions  in  no  way  tend  to  satisfy  or  allay  the  desire  for 
local  inquiries,  and  that  they  afford  no  scope,  or  hardly  any,  for  econo¬ 
mizing  the  time  and  labour  of  Members  of  the  Legislature,  especially  of 
the  House  of  Commons. 

The  number  of  Private  Bills  varies  greatly  from  year  to  year,  or  in  short 
cycles  of  years.  The  work  of  a  year  is  not,  however,  to  be  altogether 
measured  by  the  number  of  Bills,  because  it  may  happen  that  in  any  year 
a  few  important  measures  may  give  rise  to  protracted  contests,  and  render 
its  duties  heavy.  The  last  three  years  have  been  light  years  in  contrast  to 
the  years  1882,  1883,  1884  immediately  preceding  them.  The  year  1887 
was  almost  exceptionally  light.  In  that  year,  102  members  of  the  House 
of  Commons  were  employed  upon  Committees  upon  opposed  Bills  and 
Provisional  Orders,  which  held  in  all  190  sittings;  the  average  service  of 
each  member  so  employed  amounting  to  less  than  eight  days.  On  the 
other  hand,  it  appears  from  Sir  C.  Forster’s  Annual  Returns  as  to  Private 
Bills,  that  in  1882  176  members  were  employed  on  such  Committees,  and 
the  average  service  of  each  member  amounted  to  10  days.  Without 
anticipating  a  recurrence  (though  that  is  by  no  means  impossible)  to  the 
state  of  things  which  existed  in  1865  and  1866 — in  each  of  which  years 
more  than  600  Bills  were  presented,  of  which  377  became  law  in  one  year, 
while  in  the  other  392  Private  Acts  were  passed,  and  200  members  of  the 
House  of  Commons  sat  on  Committees  on  opposed  Private  Bills — it  is 
obvious  that  the  mass  or  the  weight  of  such  business  which  Parliament  on 
assembling  at  the  commencement  of  any  session  may  find  awaiting  it  is  a 
most  uncertain  element.  Even  the  lightest  years,  and  with  the  increasing 
disposition  of  the  House  of  Lords  to  take  a  full  share  of  the  burden,  it 
has  now  become  most  difficult  to  provide  in  the  House  of  Commons  for 
the  discharge  of  the  duties  of  Private  Business  Committees.  If  the  House 
of  Commons  at  its  meeting  in  any  year  found  itself  confronted  with  an 
amount  of  private  business  approaching  to  that  of  some  former  years,  or 
if  the  pressure  of  public  business,  or  policy,  induced  it  to  add  to  the 
number  of  or  to  enlarge  its  Standing  or  other  Public  Committees,  the 
private  business  of  the  Session  might  be  brought  to  an  absolute  stand¬ 
still.  In  such  a  case  a  large  part  of  the  Bills  would  have  to  be  abandoned 
at  a  heavy  sacrifice  to  the  promoters  and  probable  inconvenience  to  the 
public,  or  practically  the  entire  burden  must  be  thrown  upon  the  House  of 
Lords. 

It  remains,  then,  for  consideration  whether  the  time  has  not  come  when 
some  more  comprehensive  reform  of  private  business  than  any  that  has 
been  adopted  since  the  introduction  of  the  present  system  of  Committees 
in  1837  should  be  undertaken  without  delay.  Broadly,  three  proposals 
have  been  put  before  the  Committee.  Each  may  be  said  to  have  been 
proposed  and  discussed  on  former  occasions,  but,  submitted  as  they  now 
are  in  altered  circumstances  and  accompanied  in  many  instances  by 
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material  modifications,  they  claim  consideration.  These  proposals  are 
fts  follows 

(A)  The’  establishment  of  Commissioners  other 

and  functions  of  Private  Bill  Committees  (and 

duties  in  relation  to  private  business)  who  shoul  interests  of 

inquiries  according  to  the  character  of  the  sche  reserved  to 

suitors;  the  ultimate  decision  being  ,  “"“’/Xarlv  set 

ParliaEnent.  Various  proposals  for  a  CoiumiHSion,  fully  a 
forth  will  be  found  iu  the  evidence  of  the  Lord  i^.’ 

M?  Courtney  Mr  Pember,  Q.C.,  and  others.  The  plan  described  by  the  last- 
name^^tn^s  was  in  the  main’embodied  in  a  Bill  •■‘‘/"^“ced  a^^^ 

Parliament  by  Mr.  Craig-Sellar.  General  approval  ,f®*’^Var 

inquiries  notLufined  to  Westminster,  by  some  oUier  .n*. 

liammitary  Committees,  has  been  strongly  expressed 

witnesses  from  Scotland,  among  others  by  Mr.  ,  Tommercial  04  iu 

A  rommitteeof  Public  Bodies,  Municipal,  Legal,  and  Commercial,  04  in 
numberTx^dri  g  over  Scotian  by  Mr.E,  Wilson,  deputed  to  repre^ 

senT  the  Convention  of  the  79  Royal  and  Parliamentary  l^urghs  of  ScoG 
land  ;  by  witnesses  deputed  to  represent  the  Town  Councils  of  Ldini  g  , 
Glasjows  and  of  other  Scotch  cities;  by  Mr.  Piiii,  delegated  by  the  Dublin 
Chamber  of  Commerce,  and  iu  other  evidence  from  Ireland.  Objections 

te  a  Commission,  more  particularly  to  “jL® 

^ted  in  the  evidence  of  the  Duke  of  Buckingham  and  Chai  dos,  Ghair- 
marof  Committees  of  the  House  of  Lords;  ^ord  Grim  liorpe ;  Mr 
Warner  •  Mr  Chandos  Leigh  ;  Sir  T.  Martin,  representing  the  Society  of 
Parliamentary  Agents  ;  Mr.  Beale,  Solicitor  to  the  Midland  Company,  and 
one  of  the  Solicitors  to  the  Railway  Companies’  -^ssociation,  ^r^l  op^, 
the  senior  practising Counse  at  the  Parliamentary  Bar  ,  Mr.  J.  G. 

M  P  !cbli?man  of  the  Caledonian  and  of  the  Callander  and  Oban  Rail- 
WAV  ComDsnics  i  ftud  some  other  w’ituesses.  , 

(B)  Joint  Committees  would,  no  doubt,  effect  a  considerable  saving 
time  and  expense  in  the  case  of  those  Bills  (»PP'‘*-®"t*y 
average  to  one-fifth  of  the  total  number  of  opposed  ^^dls  in  the  year) 
that  Ire  made  the  subject  of  a  second  contest  in  the  second  House,  but, 
like  the  minor  suggestions  for  improvement  of  the  present  system  they 
faif  in  any  degree  to  meet  the  desire  for  local  inquiry.  Moreover  they  wouM 
afford  a  less  measure  of  relief  to  members  of  the  House  o  C^ommoi  s 
thaniis  commonly  supposed.  That  House  would,  no  doubt,  be  galled  upmi  to 
BUDolv  only  tliree,  or  perhaps  only  two,  of  its  members  to  each  Commit  tee, 
ins^tLd  of  four  as  at  present;  but  this  gain  would  be  in  a  degree  neutralized 
by  its  being  required  to  furnish  members  to  more  Committees  viz.,  to 
Committeefon  opposed  Bills  originating  in  the  House  of  Lords,  ag  well 
as  on  those  introduced  in  the  Commons.  On  the  other  hand,  the  House 
of  Commons  would  have  some  compensation  in  not  having,  as  at  Present, 
to  man  Committees  on  Bills  sent  down  from  the  Lords  and  then  opposed 

***(Q^Some  witnesses  have  expressed  themselves  in  favourof  an  extension 
of  the  system  of  Provisional  Orders  to  all  subjects  of  Private  Bill  Legis¬ 
lation  leaving  it  to  the  option  of  Promoters  to  proceed  in  any  case  by 
Provisional  Order  or  by  Private  Bill,  as  they  judge  expedient.  H  seems 
to  your  Committee  that  this  extension  would,  on  the  whole,  be  attended 
with  advantage,  especially  if  the  opposition  to  Provisional  Ordep  in 
Parliament  were  limited  to  one  before  a  Joint  Committee.  Irovisional 
Orders,  having  undergone  one  inquiry  before  coming  to  1  arliameut, 
might  reasonably  claim  to  be  exempt  from  the  ordeal  of  a  threefold  trial. 
The  adoption  of  this  plan  would,  however,  afford  only  partial  relief  to 
Members  of  the  House  of  Commons. 

The  Committee  are  then  brought  to  the  conclusion  although  a 

CommisHiou  must  necessarily  be  an  experiment,  it  presents  the  best  hope 
of  an  adequate  solution  of  the  diflicultves  of  the  situation.  The  cost  of  a 
tribunal  of  a  calibre  to  command  confidence  may,  no  doubt,  be  consider¬ 
able  ;  it  being  recognized  as  an  essential  condition  of  success  that  men  °f 
a  high  order  of  ability  should  be  placed  at  its  head.  O*'  the  other  hand, 
it  must  be  remembered  that  the  annual  surplus  (flO.OOO)  of  the  fees  im¬ 
posed  by  Parliament  on  suitors  over  the  expenses  of  the  two  Houses  in 
connection  with  Private  Bill  Legislation,  is  such  as  to  afford  an  ample 
margin  for  the  cost  of  a  Commission  ;  and  that  suuors  may  fairly  expect 
that?  in  return  for  the  payments  they  are  called  upon  to  make,  they 
should  be  supplied  with  the  most  efficient  and  convenient  tribunal  that 
the  country  can  provide.  The  precise  method  of  giving  effect  to  such  a 
chance,  and  the  amendments  in  law  and  in  parliamentary  procedure  in- 
volved  in  the  establishment  of  a  Commission  with  the  powers  and 
functions  contemplated,  are  matters  which  can  best  be  determined  and 
carried  through  by  a  Government  with  the  machinery  at  its  disposal  and 

on  its  responsibility.  ^  _ 

The  Committee  would,  nevertheless,  in  closing  their  report,  express  the 
opinion  that,  of  the  different  schemes  laid  before  them,  that  submitted  by 
Mr  Stanhope  affords  a  ready  basis  on  which  to  proceed,  as  combining  a 
Bubsuntial  accomplishment  of  the  chief  objects  immediately  aimed  at 
with  the  least  disturbance  of  existing  interests  and  arrangements.  In  tlie 
event  of  such  a  scheme  being  adopted  and  of  its  operation  proving  satis¬ 
factory.  it  would  admit  at  some  future  time,  if  it  were  thought  fit,  of  being 
simplified  and  extended  on  the  lines  of  the  proposals  that  have  been  made 
by  Mr.  Courtney  and  others. 

RISE  OF  WATER  IN  WELLS  DURING  RAINLESS  SEASONS.! 

A  few  weeks  since  our  contemporary.  Nature,  published  a  letter  Gom 
a  oorrespoudeut  who  called  attention  to  the  (to  him)  mysterious  fact  that 
the  water  in  two  wells  at  Fareham  rose  several  feet  in  the  mouth  of 
March  as  he  states,  “  after  a  continuance  of  north-easterly  wind,  uiif/iout 
ram,  but  with  half  a  gale  blowing.”  Writing  on  the  subjMt  in  a  later 
issue  of  our  contemporary.  Mr.  Baldwin  Latham  pointe  out  that  the  rise 
of  water  iu  the  wells  in  question  was  nothing  more  than  the  ordinary 
rise  due  to  percolation.  For  twelve  years  past,  says  Mr.  Latham,  I  have 
been  carrying  on  oonsUnt  observations  of  the  underground  water-supplies 
in  different  parts  of  the  country  ;  and  it  is  quite  true  that  ordinarily  the 
water  in  wells  rises  in  the  winter  and  falls  in  the  summer.  But  this  is  by 
no  means  an  exceptional  rule ;  for  in  the  present  season  there  liave  been 
two  low  waters,  the  last  of  which  occurred  in  the  southern  counties  on  the 
Hth  of  March  in  the  present  year.  After  that  date  commenced  a  vej-y  wet 
I-eriod  ;  and  Ix-f.ire  the  end  of  the  mouth  over  21  inches  of  rain  had  abso¬ 
lutely  passed  through  the  ground,  as  measured  by  my  percolation  gauges. 
The  water  in  a  well  on  the  Surrey  hills,  which  had  been  falling  up  to 
March  8,  rose  before  the  end  of  the  month  over  30  feet,  which  rise  was 
entirely  due  to  the  replenishment  from  rainfall.  1  may  point  out  that 
there  are  many  wells  at  the  present  time  iu  which  the  water  is  "Gil  riMing, 
while  in  others  in  the  same  districts  the  water  is  falling.  Ihe  simple 
reason  for  this  is  that,  as  a  rule,  underground  water  follows  the  same  law 
as  water  flowing  iu  a  river — the  lloods  or  high  waters  descend  from  the 
highest  to  the  lowest  districts ;  so  that  at  present  in  wells  situated  in 
high  positions  the  water  is  falling,  while  the  crest  of  the  wave  of  high 
water  iu  the  same  watershed  has  not  yet  been  reached  in  the  lower  levels 
of  the  district.  That  the  water  in  wells  doet  fluctuate  under  certain  tou- 

ditions  of  the  wind  there  is  no  doubt,  as  I  have  already  drawn  attenUon 


both  to  the  fluctuations  which  take  place  in  the  water-levels  of  wells 
under  barometric  pressure,  and  also  in  the  volume  'J'***'' ^ 
from  the  ground  with  a  fall  of  the  barometer.  It  should  be  noted  that  the 
rise  of  water  in  wells  when  duo  to  barometric  changes  coincides  wiUi  the 
fall  of  the  barometer.  Now  a  north-easterly  wind  as  a  rule  is  »ocom- 
pauied  by  a  high  barometer;  and  therefore  is  not  likely  te  influent  the 
rise  of  water  i.i  a  well.  During  the  month  of  .March  the  rainfall  was 
above  the  average,  while  there  were  comparatively  ew  days  with  ‘-“^r  y 
winds— the  only  time  when  it  could  be  termed  a  half-gale  from  the  >mrt*i- 
east  occurring  on  the  19th  of  March,  by  which  time  the  water 
wells  had  made  a  considerable  rise,  simply  due  to  ordinary  percolation. 
Thus  there  is  no  mvstery  attaching  to  the  rising  of  the  water  in  these 
wells  at  Fareham.  Tlie  rise  simply  took  place  roui  the  replenishment  of 
the  springs,  which  this  year  occurred  at  a  period  somewhat  different  from 
ordinary  years.  _  _  _ 


EDINBURGH  CORPORATION  WATER  SLPPL\. 

Pkospective  Extensions  ok  the  Woiiks.  ,  . 

It  has  become  apparent  that  steps  will  require  to  be  teken  shortly  to 
augment  the  water  supply  of  Edinburgh.  Leith  Portobello, 
ing  districts.  The  existing  works  comprise  the  North  and  South  1  euL 
lauds  which  are  estimated  as  giving  between  7  and  8  million  gallons  of 
water  per  day.  The  supply  from  the  North  Pentlands  is  wholly  spring 
water  of  the  ^purest  quality,  and  averages  about  5  million  gallons  a  day. 
Fr^om  the  Sout?i  Pentlands-the  Gleucorse  district-the  Craw  ey  niain  die- 
charges  300  oil  bio  feet  per  minute  ;  being  equal  to  about  2J  million 
per  ^ay.  With  the  exception  of  the  Crawley  spring,  which  averages 
about  75  cubic  feet  of  water  per  minute,  the  remainder 
frnm  thiR  district  is  inipouucfed  water.  Ihen  tliere  is  the  Moorioot 
Supply  widen  estimated  as  capable  of  giving  9  million  gallons  ,^r 
dav^  ^These  works  were  authorized  in  the  session  of  1874  ;  and  the  finit 
supply  from  Gladhouse  was  turned  on  iu  June,  1879.  Since  that  time  the 
Lmand  for  water  iu  Edinburgh,  Leith,  and  Portobello  has  enormously  in¬ 
creased,  and  iu  addition,  Musselburgh,  Dalkeith,  Bonnyrigg,  Rosliu,  Cor- 
storphiue.  Juniper  Green,  and  other  places  have  l^een  sullied  ^  agr^- 
meut;  so  that  at  present  the  quantity  of  water  drawn  from  the  M^rfwt 
sources  is  about  8  million  gallons  per  day— showing  a  margin  of  only 
1  mUlion  gallons  per  day.  Should  the  demand  for  water  continue  at  the 
same  rate^as  for  the  last  nine  years,  this  supply  would  be  used  “P 
coarse  of  rather  more  than  a  year  ;  and  as  it  requires  at  least  five  years 
to  construct  new  works,  it  will  be  seen  that  the  "  "'th 

have  to  maintain,  under  penalties,  a  constant  service  in  Edinburgh,  Leith, 
and  Portobello,  have  no  time  to  lose  iu  looking  out  for  additional  sources. 

In  the  former  water  controversy  St.  Mary's  Loch  was  put  for  ward  os  a 
source  of  inexhaustible  supply.  The  Bill  to  sanction  the  works,  after  a 
severe  contest,  passed  the  Select  Committee  of  the  House  of  Commons  in 
1871  but  was  rejected  by  a  Committee  of  the  House  of  Lords,  presided 
over  by  Lord  Wharncliffe,  on  the.  ground  that,  with  additional  »G)re^e 
for  utifizing  the  water  drawn  from  the  then  existing  (I  entlands)  8°“^® 
of  supply,  and  with  greater  care  and  regulation  as  '■®g8';|}? 
burglfLuld  obtain  all  that  was  necessary  for  its  wants.  Ihe  rejection  of 
the^Bill  was  attributed  at  the  time  to  the  evidence  of  certain  engineers, 
p^rtteularTM^  T  Hawksley,  who  held  that  for  £100,000  he  couM  con¬ 
struct  resMvoirs  in  the  Glencorse  Valley,  and  that  there  was  sufficient 
w-ater  to  supply  Edinburgh  with  60  gallons  per  head  per  day.  UP  te  this 
time  however,  not  a  single  extra  gallon  has  been  obtained  Gom  the 
Pentlands  sources;  and  although  the  Trustees  took  powers,  under  their 
Act  of  1874  to  construct  an  additional  reservoir  at  Gleucorse  for  storing  up 
the  water  that  was  alleged  to  run  te  waste,  Uiis  reservoir  hM  n®;®r 
constructed.  Looking  to  the  future,  the  Trust  has  before  it  the  Heriot, 
the  Manor,  and  the  Fala  waters,  as  well  as  St.  Mary  s 
BUDPlv  The  Heriot  water  was  analyzed  in  18b9  by  Dr.  E.  1  ra  iklaua, 
and  pronounced  to  be  good.  It  lies  near  the  Moorfoots,  and  was  estimated 
as  capable  of  supplying  9  million  gallons  per  day ;  but  it  has  alvvays  been 
felt  that  te  touch  the  Heriot  would  raise  sueh  a  storm  of  opposition  from 
Galashiels  and  the  landed  proprietors,  that  the  Trustees  never  ventured  to 
^e  it.  As  to  the  iManor  water,  it  is  perhaps  the  finest  water  aupp  y 
within  the  United  Kingdom.  Mr.  Leslie,  C.E.,  reported  to  *^^® 

1870  that  it  was  capable  of  yielding  about  13  million  Ballons  P®'^  . . 

town  supply,  and  that  the  water  seemed  to  be  pure  and  good.  A  auiUble 

site  for  tlfe ^reservoir  was  Posso.  four  miles  from  After  The 

Mr  Leslie's  estimate  for  the  works  at  that  time  was  £390,000.  Alter  Uie 
rejection  of  the  St.  Mary’s  Loch  Bill  in  1871,  and  the  interdict  upon  the 
Trustees  a  private  Company,  called  the  Midlothian  M  ater  Company, 
Lpliedte  pLliament  in^l873,  and  obtained  powers  Xh“ 

capable  of  yielding  for  the  supply  of  the  county— and  for  Edinburgh, 
should  the  'Trustees  choose  to  avail  themselves  of  it— five  million  galloiis 
of  water  per  day.  This  scheme  was  somewhat  different  from  Mr.  Leslie  s, 
as  it  only  proposed  te  intercept  the  spring  in  the  valley  at  the  hi(?her 
levels  80^  Js  to  draw  the  water  over  the  Tweed  and  Leadburn  without 
tunnelling.  In  his  evidence  before  Parliament  regarding  the  water  at  that 
time  Dr.^ Fraukland  stated  that  the  analyses  showed  both  samples  te 
be  of  excellent  quality.  They  could  not  be  surpassed  in  any 
domestic  purposes,  and  were  palatable,  clear,  and  soft,  and  probably  there 
was  no  better  water  in  the  Kingdom.  The  Corporation  of  Edinburgh,  in 
prosecution  of  the  Moorfoot  scheme  in  1874,  came  into  conflict  with  ^e 
Slidlothian  Water  Company  in  regard  to  the  “"PP'y  TllO^ 
districts ;  and  eventually  the  Company  was  bought  u^p  for  a  sum  of 
which  was  given  te  them  te  pay  their  expenses.  So  that,  as  a  matter  of 
fact  the  water  supply  of  the  .Manor  \  alley  and  the  prmierty  thereto, 
b^ougs  te  the  Edinburgh  Water  Trust.  A  recent  visit  of  the  Y“**"®*. ‘P 
vallev  will  no  doubt  bring  out  the  fine  quality  of  the  water  which  the 
valley  produces.  There  is  scarcely  any  peat  in  the  district,  and  the  hills 
are  bare,  and  really  act  as  stores  and  filters  lor  the  water  ;  moreover,  it  is 
essentially  a  valley  of  M'rings.  As  is  well  known 
from  the  Moorfoots  is  decidedly  peaty;  and  the  fact  that  i.  10^ 
to  be  exiiended  at  Alnwick  Hill  in  the  construction  of  flltcr  bods  te  make 
it  fit  for  use,  is  the  ^st  proof  that  it  is  not  of  the  finest  description. 

Leeds  M'ateb  Supply. -The  M’ater  Committee  of  the  Leeds  Cor^re^ 
lion  have  lately  inspected  tlie  work  iu  process  for  the  conveyance  of  water 
Gom  tlT  EccuVresTrvoir  te  the  fllter-beds.  They  found  t-i.t  operations 
were  progressiiig  iu  a  satisfactory  way-iio  untewanl 

culties  have  been  exiierieuoed.  For  the  new  Ulaokmtmr  Tunnel  a  distance 
of  more  than  100  yards  has  now  b.-eii  excavated,  »t  tl>«  1 

of  the  tunnel.  ITie  42  inch  mains.  b.-tween  the  filter  beds  and  the  old 
tunnel  at  the  Seven  Arches,  will  be  laid  in  the  course  of  a  few 
after  which  the  maximum  carrying  capacity  of  the  old  ‘■“""'’J;  "f  “I"™ 
than  15  million  gallons  |M-r  day,  may  be  utilised.  The  average  daily  con¬ 
sumption  of  water  in  Leeds  throughout  the  year  is  about  1 1  million  gallons  , 
buT?rexTeptteoally  hot  and  iry  weather  the  quantity  us^  nacbo. 
13  million  gallons.  Thus  in  a  short  time  there  will  be  available  a  daily 
supply  of  •i'or  3  million  gallons  more  water  than  is  require!  by  the  largest 
coQBUUiptiuu  BO  I»r  recorded. 
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NOTES  FEOM  SCOTLAND. 

(from  OUB  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

This  has  been  an  eventful  week  in  my  neighbourhood.  The  great 
event  which  has  so  frequently  cast  its  shadow  over  this  page  of  the 
Journal  during  the  past  two  years  has  been  at  last  accomplished;  and 
before  I  see  these  “  Notes  ”  in  type,  the  gas  undertakings  of  Edinburgh  and 
Leith  will  have  passed  into  the  hands  of  the  Corporations.  As  your 
readers  are  aware,  I  have  not  hesitated  to  speak  whenever  I  thought  the 
Commissioners  in  charge  of  the  negotiations  were  wrong ;  but  now  it  is  a 
pleasure  to  me  to  be  able  to  place  myself  alongside  them,  and  to  record  my 
satisfaction  with  the  present  position  of  affairs.  The  negotiations  are 
past ;  and  I  homologate  the  terms  agreed  to — as  why  should  not  I,  when 
the  terms  were  what  I  had  all  along  pressed  the  Commissioners  to  offer  ? 
Now  I  look  to  the  Commissioners,  when  once  they  settle  down  to  work, 
to  conduct  the  gas  supply  in  as  enlightened  a  way  as  their  predecessors 
have  done.  The  Commissioners  selected  are  able  men  ;  and  every  one 
must  be  pleased  to  see  that  the  good  sense  of  the  Edinburgh  Council  pre¬ 
vailed  over  the  rather  narrow-minded  policy  of  the  Lord  Provost.  Mr. 
Smith  Clark  has  obtained  a  place.  His  Lordship’s  list  did  not  include 
Mr.  Smith  Clark ;  and,  in  fact,  would  have  made  the  minority 
be  represented  on  the  Commission  by  their  very  weakest  member. 
This  is  not  the  first  occasion  on  which  the  Lord  Provost  has  stood  in 
the  way  of  Mr.  Smith  Clark ;  for  it  is  an  open  secret  that  but  for  him 
Mr.  Smith  Clark  would  have  been  on  the  Joint  Committee  from  almost 
the  very  beginning.  It  was  a  mistake  that  he  was  not,  because  if  he  had 
been,  a  great  deal  of  the  speaking  with  which  he  occupied  the  time  of  the 
Council  would  have  been  expended  in  Committee.  It  is  just  possible, 
too,  and  even  likely,  that  many  of  his  objections  would  have  been  removed 
by  reasoning  in  Committee ;  and  in  that  way  the  negotiations  might 
have  proceeded  much  more  harmoniously  than  they  did.  He  has,  how¬ 
ever — thanks  to  the  wisdom  of  the  Councillors— gained  a  seat  “  among 
the  prophets  ”  at  last ;  and  it  remains  with  himself  to  show  whether  he 
has  any  knowledge  of  gas  manufacture  and  supply,  or  whether  he  has 
been  trading  upon  an  empty  reputation.  The  Commissioners  set  to  work 
in  a  thoroughly  businesslike  way,  without  bombastic  utterance  or  self- 
glorification  of  any  sort,  for  which  they  are  much  to  be  commended. 
They  well  know  that  they  have  much  and  exceedingly  delicate  work 
before  them  ;  and  evidently  until  they  are  out  of  the  wood,  they  are 
resolved  to  restrain  their  halloo.  One  of  their  first  duties  will  be  to 
appoint  officers ;  and,  in  this,  much  tact  will  be  required.  They  have 
already  discussed  one — the  clerkship;  and  the  appointment  will  be 
made  on  Monday  of  a  gentleman  who  it  may  be  expected  will 
hold  the  office  permanently.  On  that  head  I  cannot  help  feeling 
that  the  Commissioners  might  have  considered  whether  a  better  way 
than  the  appointment  of  a  legally  qualified  Clerk  would  not  have 
been  to  have  appointed  a  Law  Agent  separately,  and  to  have  given 
the  post  to  one  of  the  existing  officers  of  the  Gas  Companies.  Both 
Companies  were  able  to  carry  on  under  these  conditions;  and  why  should 
not  the  Commission  ?  After  the  transfer  is  completed,  the  legal  business 
cannot  be  much ;  and  indeed  point  is  added  to  my  suggestion  by  the  cir¬ 
cumstance  that  whatever  of  directly  legal  business  there  may  be  to  per¬ 
form,  will,  even  with  a  lawyer  for  Clerk,  be  performed  by  a  separate  Law 
Agent.  Another  reason  why  I  think  the  Commissioners  should  not  have 
gone  outside  their  own  office  for  a  Clerk,  is  that  there  will  undoubtedly  be 
a  plethora  of  employes,  all  of  them  trained  to  the  work,  for  whom  posts 
will  have  to  be  found,  and  some  of  whom,  I  fear,  will,  if  not  set  to  lower- 
class  work,  at  least  find  their  expectations  of  promotion  barred  by  the 
appointment  of  outsiders  over  their  heads.  I  would  not  have  written  thus 
but  for  a  rumour  that,  in  addition  to  the  clerkship,  the  treasurership  is  also 
to  be  given  away  to  an  outsider.  There  is  but  rumour  on  the  subject, 
however;  and  I  shall  be  heartily  glad,  for  the  sake  of  the  Commissioners 
themselves,  if  it  should  turn  out  to  be  no  more.  Besides  the  Clerk  and 
Treasurer,  the  Commissioners  must  have  an  Engineer,  and  likewise  a 
Manager  for  both  works.  In  these  appointments  they  have  material 
before  them  for  much  anxious  deliberation  ;  and  it  is  to  be  sincerely  hoped 
they  will  see  their  way  to  making  the  appointments  on  perfectly  fair  and 
just  lines.  In  addition  to  these  appointments,  the  Commissioners  have 
before  them  the  ticklish  work  of  carrying  through  the  transfer  of  the 
stocks — certainly  a  matter  of  detail,  but  one  which  will  require  their  atten¬ 
tion  and  close  consideration. 

The  Commissioners  had  their  first  taste  of  work  yesterday  afternoon, 
and  began  to  feel  some  of  the  difficulties  which  are  likely  to  beset  their  path 
for  some  time,  and  make  them  realize  that  their  position  is  not  altogether 
a  bed  of  roses.  The  Works  Commissioners  held  their  first  meeting  as 
soon  as  the  public  meeting  was  concluded,  and  indeed  within  half  an  hour 
of  their  appointment.  There  were  submitted  to  them  about  100  tenders 
for  the  supply  of  coal  to  the  Edinburgh  works  of  the  Commission  during 
the  current  year.  The  Committee  felt  themselves  unable,  without  pro¬ 
fessional  advice,  to  proceed  with  the  consideration  of  the  tenders ;  and 
the  subject  was  deferred  till  Monday,  when  it  is  expected  that  the  Engi¬ 
neer  to  one  of  the  Gas  Companies  will  be  present  to  advise  them. 

Consequent  on  the  transfer  of  the  gas  undertakings  of  Edinburgh  and 
Leith  to  the  Corporations,  the  Stock  Exchange  has  made  a  change  in  the 
method  of  stating  their  quotation  of  the  gas  stocks.  The  Gas  Act  only 
received  the  Eoyal  Assent  on  Tuesday;  and  on  Wednesday  the  quotation 
appeared  under  the  heading  of  “  Gas  ”  for  the  last  time.  Since  then  it 
has  appeared  under  the  heading  of  “  Corporation  and  Municipal  Stocks 
and  Annuities.”  Formerly  the  price  was  quoted  at  so  much  per  share  of 
j£25 ;  it  is  now  quoted  at  so  much  per  i'lOO — the  Corporation  annuities 
being  calculated  on  this  basis.  To-day  the  quotation  is  ^305  for  £100  of 
the  10  per  cent,  stock,  and  £287  for  £100  of  the  9J  per  cent,  stock. 

The  Oban  Police  Commissioners,  who  are  the  lighting  authority  for 
the  burgh,  have  had  submitted  to  them  by  the  Defries  Safety  Lamp 
and  Oil  Company  a  proposal  to  light  and  maintain  the  public  lamps  at 
much  less  cost  than  is  paid  at  present.  The  Lighting  Committee,  like 
cautious  Scotchmen,  did  not  jump  at  the  oiler,  but  wisely  sent  a  request 
that  one  or  two  of  the  Company’s  lamps  should  be  lent  for  their 
inspection.  On  a  subject  such  as  this,  the  thought  naturally  arises 
that,  if  the  Defries  Company  can  confer  such  benefits  on  communities 
as  they  hold  out  here,  they  do  not  act  with  much  public  spirit  in  pro¬ 
posing  to  confer  the  benefit  on  such  a  small  place  as  Oban.  The  cost 
of  public  lighting  in  Oban  cannot  be  great.  It  is  one  of  the  worst- 
lighted  of  the  small  towns  of  Scotland  I  have  ever  been  in ;  and  as  the 
charge  for  public  lighting  in  such  places  as  Edinburgh  is  very  large,  it 
is  a  pity  that  the  Company  cannot  see  their  way  to  make  an  ofier  to 
light  its  streets  “  at  much  less  cost  ”  than  is  incurred  for  gas.  Can  there 
be  any  notion  on  the  part  of  the  Company  of  making  the  Oban  scheme 
an  advertisement,  which,  on  account  of  the  smallness  of  the  town,  would 
not  be  a  costly  one  ? 

The  works  and  plant  of  the  Stromness  Gas  Company  have  been  sold 
by  auction  for  £800,  to  the  Manager  of  the  Company,  on  behalf,  it  is 
stated,  of  a  new  Company  which  is  about  to  be  formed. 

The  Edinburgh  and  District  Water  Trustees  held  a  meeting  to-day,  at 
which  the  accounts  of  the  Trust  for  the  year  to  May  15  (a  summary  of 


which  was  published  in  my  “  Notes”  on  the  3rd  of  July)  were  presented. 
Mr.  Colston,  in  moving  approval  of  the  accounts,  said  it  was  satisfactory 
to  know  that  there  was  a  balance  in  the  hands  of  the  Treasurer  of  £7641 ; 
and,  as  to  what  they  proposed  to  do  with  the  money,  he  would  let  them 
know  at  a  future  meeting.  They  had  spent  £3000  more  during  the  past 
year  than  in  any  former  year  on  the  renewal  and  distribution  of  pipes — the 
total  spent  being  £4217,  as  against  little  over  £1000  formerly.  It  was  right 
also  to  state  that,  through  the  energy  and  zeal  of  Mr.  Oliver,  their  interim 
Treasurer,  they  had  £300  less  poor-rates  to  pay  than  the  previous  year; 
and  he  also  succeeded  in  getting  the  money  in  quicker  and  much  more 
thoroughly  than  in  any  former  year.  Mr.  Oliver  was  appointed  Collector 
for  the  Trust. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

Dr.  Wallace,  Gas  Examiner  for  the  city  of  Glasgow,  has  contributed  a 
letter  to  one  of  to-day’s  papers  on  the  question  discussed  on  Thursday  in 
Mr.  Hislop’s  excellent  paper  read  to  the  North  British  Association  of  Gas 
Managers.  After  admitting  that  Mr.  Hislop  had  clearly  established  his 
position.  Dr.  Wallace  goes  on  to  say  that,  in  regard  to  Glasgow  gas,  he  is 
not  permitted  to  use  either  the  description  of  burner  or  the  pressure  of 
gas  best  suited  to  the  quality  offgas  produced  in  the  Glasgow  Gas-Works. 
By  the  Act  of  1860,  it  is  clearly  defined,  he  says,  that  the  gas  shall  be 
tested  by  a  union-jet,  burning  5  cubic  feet  per  hour  at  a  pressure  equal  to 
a  column  of  water  5-lOths  of  an  inch  in  height.  This  was  for  gas  of  a 
minimum  quality  of  25  candles,  and  expected  to  average  about  27  candles  ; 
and  it  was  a  suitable  burner  for  gas  of  that  quality.  The  Act  of  1882 
lowered  the  minimum  illuminating  power  to  20  candles,  but  retained  the 
burner  formerly  in  use.  In  his  evidence  before  the  Parliamentary  Com¬ 
mittee?  he  clearly  pointed  out  that  the  burner  would  not  develop  the  full 
amount  of  light  which  the  gas  was  capable  of  yielding;  and  that  it  would 
be  necessary  to  manufacture  gas  which,  tested  by  a  burner  adapted  for  that 
quality,  would  give  about  two  candles  more.  He  concludes  by  saying  that, 
while  his  weekly  returns  show  an  illuminating  power  averaging  23  candles, 
the  gas  would,  in  any  town  not  restricted  in  the  choice  of  a  burner  and  in 
regard  to  pressure,  be  stated  to  be  of  25-candle  power. 

'I'he  most  important  event  in  connection  with  gas  matters  during  the 
past  week  in  this  part  of  Scotland  has  been  the  annual  meeting  of  the 
North  British  Association  of  Gas  Managers ;  but  next  in  importance  to 
it  is  the  announcement  of  a  probable  reduction  in  the  price  of  gas  in  this 
city.  A  meeting  of  certain  prominent  members  of  the  Corporation  Gas 
Committee  was  held  on  Wednesday ;  and  after  the  financial  statement 
had  been  considered — which  I  referred  to  in  last  week’s  “  Notes  ” — there 
was  a  sort  of  informal  agreement  resolved  upon  to  recommend  that  a 
reduction  in  price  of  2d.  per  1000  cubic  feet  should  take  place ;  and  that 
the  recommendation  should  be  submitted  to  the  Gas  Committee.  This 
means  that  the  price  is  to  be  reduced  from  2s.  lOd.  to  2s.  8d.  per 
1000  feet.  A  meeting  of  the  Committee  was  held  on  Thursday;  but 
it  was  agreed  to  hold  over,  in  the  meantime,  any  formal  resolution  on  the 
subject — partly,  it  is  said,  because  of  the  announcement  of  the  prospective 
reduction  of  price  having  got  into  one  of  the  local  papers  without  the 
matter  having  been  brought  up  in  an  orderly  way.  There  is  every  prob¬ 
ability,  however,  that  the  proposed  reduction  in  price  will  eventually  be 
agreed  to.  In  connection  with  this  matter,  I  may  mention  that  it  has 
been  agreed  to  recommend  that  depreciation  on  works  should  be  written 
ofi  at  the  rate  of  5  rather  than  7§  per  cent.,  which  was  the  rate  fixed 
upon  at  the  last  balance;  and  that  in  addition  the  sum  of  £12,000  shall 
be  written  ofi  the  value  of  the  Tradeston  works ,  where  important  altera¬ 
tions  and  extensions  are  about  to  be  undertaken.  The  net  balance, 
together  with  the  balance  carried  over  a  year  ago,  will  make  a  sum  of 
about  £5000  to  the  good  to  enter  the  new  financial  year  with.  It  is  stated 
that  the  reduction  in  price  is  due  in  a  great  measure  to  the  favourable 
terms  on  which  the  coal  purchases  have  been  made  for  the  year  1838-9. 
There  is  also  a  very  large  expansion  reported  in  the  consumption  of  gas 
during  the  past  year  ;  no  mean  proportion  of  the  consumption  being  due 
to  the  increased  and  increasing  use  of  gas  cooking  and  heating  appliances, 
more  especially  during  the  summer  and  autumn  months.  The  net  balance 
in  the  accounts  of  the  Gas-Stove,  &c..  Department  is  reported  to  be  very 
favourable.  This,  it  should  be  mentioned,  is  after  making  liberal  allowances 
in  various  directions.  This  subject  of  the  expected  reduction  in  the  price 
of  gas  has  already  excited  considerable  attention  in  many  parts  of  Scotland 
— indeed,  one  of  the  Ayrshire  newspapers  of  yesterday  refers  to  the  circum¬ 
stance  as  an  example  whichjis  commended  to  the  Ayr  Gas  Company. 

A  Hawick  newspaper  of  to-day  is  devoting  attention  to  the  subject  of  gas 
supply  undertakings  being  in  the  hands  of  the  corporations  or  special  trusts ; 
and  quotes  the  instances  of  Edinburgh  and  Leith,  where  the  works  are  just 
being  transferred  to  a  Gas  Commission,  and  refers  to  the  examples  of  Glas¬ 
gow,  Paisley,  and  Greenock.  In  these  three  oases  the  results,  according  to  the 
writer,  have  been  advantageous  to  the  respective  communities,  by  giving 
good  and  cheap  gas  to  the  inhabitants,  while  making  handsome  yearly 
profits,  which  have  been  applied  for  town  improvements.  The  writer  refers 
to  the  fact  that  a  movement  was  made  in  the  Hawick  Town  Council  some 
years  ago  for  the  purpose  of  taking  over  the  Hawick  Gas  Company’s  stock 
and  works ;  the  proposal,  however,  was  not  proceeded  with,  the  Council  not 
being  generally  in  favour  of  it.  Another  arrangement  was  made  between 
certain  persons  and  the  Gas  Company,  whereby  the  Company  became 
bound  not  to  divide  more  than  10  per  cent,  per  annum,  and  to  give  the 
public  the  benefit  of  the  surplus  profit  by  reducing  the  price  of  the  gas 
when  it  could  be  sold  cheaper.  This  arrangement  has  worked  very 
satisfactorily  for  the  past  15  years ;  and  the  inclusion'  of  representatives 
of  the  Town  Council  at  the  Gas  Company’s  Board  has  done  much  to  make 
the  Hawick  Gas-Works  what  they  are — for,  everything  considered,  this 
concern  is  as  well  managed  as  anything  else  of  the  kind  in  Scotland.  The 
low  price  charged  for  gas  in  Hawick  is  sufficient  proof  of  the  works  being 
well  managed.  It  is  affirmed  by  the  writer,  however,  that  the  same 
advantages  could  all  have  been  obtained,  and  a  considerable  annual  surplus 
made  and  applied  to  the  improvement  of  the  town,  if  the  whole  gas 
concern  had  been  bought  up  at  the  time  the  thing  was  first  proposed  in 
the  Town  Council.  He  goes  on  to  show  what  might  have  been  done  in 
that  direction,  and  illustrates  his  position  by  stating  what  Greenock  and 
Paisley  have  done  in  the  way  of  supplying  cheap  gas,  and  at  the  same  time 
providing  votes  from  the  gas  surpluses  for  various  public  improvements. 
But  what  is  now  reduced  to  a  regular  system  in  those  two  towns  is  not 
likely  to  become  the  rule  in  Glasgow— at  least  so  long  as  the  Corporation 
Gas  Committee  remains  of  the  same  description  as  that  now  in  office. 

The  Scotch  pig  iron  market  has  been  animated  this  week,  with  a  rapid 
advance  in  price  during  the  last  few  days — up  to  39s.  7d.  per  ton  cash 
being  reached  by  Scotch  warrants.  The  outside  public  seem  to  be  now 
more  disposed  to  buy  ;  and  there  is  a  better  demand  for  iron  all  round. 

There  is  an  improving  tone  in  the  local  coal  trade ;  the  business  doing 
in  the  shipping  department  causing  an  air  of  briskness  where  formerly 
a  dull  state  prevailed.  Most  of  the  collieries  are  busy  with  orders  on 
hand;  and  these  keep  the  workers  in  steady  employment.  Quotations 
are  much  harder  than  a  few  weeks  ago ;  and  in  some  instances  small 
advances  are  being  claimed  outside  the  usual  run  of  orders. 
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who,  disappointed  by  the  firm  nrices,  have  been  holding  back,  cam  ot  ae  y 

HTllandC'erpoolfreesVecW^^^^ 

SoSn  Pom^nTthrcS^^^  the  quoUtions  are:  Til  los., 

Unll  and  Liverpool ;  Til  12s.  6d.,  Leith. 

’  London’,  July  28. 

Tar  Products.-The  chief  feature  of  the  week  has  been  the  c°utiuned 
and  improving  demand  for  anthracene  Ninety  per 

in  fair  reouest,  and  the  price  advanced  Is.  per  gallon.  On  the  other  hand, 
fifty  per  cent,  is  neglected  at  the  old  rates.  Creosote  oil  stocks  are  low  , 
Sthis  article  looks  better  than  it  has  done  for  some  “Yme^ 

to  new  uses  for  it.  This  is  satisfactory  to  distillers,  as  the  old  time 
honoured  outlet  for  pickling  timber  is  gradually  surely  Jy*“P 
before  the  steel  sleeper,  which  the  railway  companies  seem  to 
Prices :  Tar  15a.  to  20a.  per  ton.  Benzol,  90  per  cent.,  2s.  lOd.  per 
callon'  50  percent.,  28.  lid.  per  gallon.  Toluol,  Is.  8d.  per  gallon.  So  • 
vent  naphtha.  Is.  2d.  per  gallon.  Crude  naphtha  30  jier  cent.,  la  per 
callou.  Light  oil,  3id.  per  gallon.  Creosote.  14d.  per  gallon.  1 
12s  to  13b  Gd.  per  ton.  Carbolic  acid  (crude),  38.  5d.  per  Rallon.  Cresyhc 
acid,  lOd.  per  gallon.  Tar  salts,  158.  per  ton.  Anthracene,  30  per  cent., 
“A”  Quality,  Is.  4d.  per  unit ;  “  B  "  quality.  Is.  2d.  _  „  .„j 

Amnwnia  Products.— Sulphate  is  decidedly  firmer.  The  improved 
prices  quoted  last  week  have  been  fully  maintained  ;  and  the  make  now 
Ling  small,  it  is  not  unlikely  that  higher  prices  may  be  seen  Business 
during  the  week  has  averaged:  Sulphate 

Tll  IGs.  3d.  per  ton,  less  discount.  Gas  liquor  (5®  Iwaddel),  8s.  per  ton, 
with  a  rise  or  fall  of  Is.  Gd.  per  degree.  Liquor  ammonia,  2d.  lb. 
Carbonate  of  ammonia,  3id.  per  lb.  Muriate  of  am  monia,  brown,  T18  per 
ton;  white,  T28.  Sal  ammoniac,  T30  per  ton. 

FFrom  the  C/iemicaf  Trade  Journaf,  .Toly  28.] 

Sulphate  oj  Ammonia.— The  sulphate  market  still  keeps  up  its  firm 
tone,  though  business  is  somewhat  quieter  than  it  was  a  \^ek  ago.  Bus - 
ness  has  been  done  during  the  week  at  Til  158.,  f.o.b.  Hull ;  and  s 
makers  have  refused  this  price,  hoping  to  see  values  go  still  higher.  Ihe 
fact  that  so  little  is  offering  would,  at  first  sight,  seem  ample  argument  fo 
a  further  rise  in  prices ;  but  when  it  is  known  that  a  bull  movement  is 
contemplsted  in  certain  quarters,  makers  should  be  certain  that  they  are 
not  aiding  others  to  get  rid  of  their  purchases  while  they  are  left  with 
considerable  stocks.  Beckton  price  is  Til  15s.;  while  outside,  Boiidon 
makes  are  fetching  Tll  IGs.  3d.  Leith  and  Liverpool  values  stand  at 

Tll  10s.  to  Tll  12b.  Gd.,  with  a  fairly  active  demand. 

Tar  Products.— Benzol  prices  retain  their  firmness  noticed  last  week , 
and  28.  Gd.  for  50  90’s  may  be  quoted  as  to-day’s  value,  90  s  remaing  as  last 
week  The  demand  for  solvent  naphtha  is  very  good ;  and  Is.  2d.  is 
about  the  price  for  90  per  cent.,  distilling  at  ICO®  C.  Stdl  the  demand  for 
creosote  keeps  increasing,  mainly  for  use  in  the  Lucigen  ;  and  tar  dis¬ 
tillers  will  do  well  to  make  themselves  acquainted  with  the  exact  qualities 
required  lor  the  different  lamps.  Crude  carbolic  remains  tn  statu  quo  ; 
while  business  has  been  done  in  anthracene  at  slightly  improved  prices 
over  those  of  last  week.  Pitch  sales  have  been  made  at  123.  Gd.  to  ids.- 
probably  the  latter  price  is  the  more  correct  for  normal  business. 

Dakwzn  Corporation  Gas  and  Water  Statistics.— The  Darwen 
Borough  Treasurer  (Mr.  J.  H.  Elleston)  has  just  issued  his  abstracts  of  the 
Corporation  accounts  for  the  past  financial  year.  Those  relating  to  the 
gas  underuking  show  that  the  sale  of  gas  realized  TlG,5.)o  3s.,  the  rent 
of  meters  was  T13C  13s.,  and  residual  products  returned  £1844  IBs.; 
making  a  toUl  of  T18,829  83.  The  manufacture  of  gas  has  cost  Tb^4  48.  , 
and  iu  distribution— viz.,  inspectors,  repairs  and  maintenance  of  pipes, 
public  lamps,  Ac.,  T779  lls.  There  is  an  item  of  T371  98.  for  manage¬ 
ment;  and  rents,  rates,  and  taxes  reached  T1189  Gs.— making  a  total  of 
T1059  lls.  There  is  a  balance  of  T8188  138.  carried  forward.  There  were 
752,000  cubic  feet  of  gas  purchased  from  the  Blackburn  Corporation 
during  the  year.  The  net  profit  was  T17C8  98.  The  capital  account 
shows  that  during  the  year  T12,087  lOs.  was  expended  in  the  erection  of 
new  works.  The  Blackburn  gas  purchase  mortgages  sinking  fund  account 
shows  a  balance  of  T338  Gs.  The  water-works  revenue  accounts  show  :— 
Receipts,  TG850  28. ;  expenditure,  TG850  29.  There  was  a  balance  against 
the  water  works  last  year  of  T2907  14s. ;  but  this  has  now  been  ex- 
tingnislied  by  the  amount  being  appropriated  from  the  gas  profits.  Ihe 
balance  on  the  water-works  sinking  fund  account  is  T3-102  4s. ;  and  on 
the  water  annuities  sinking  fund  account,  T4077  148. 

The  Conveyance  or  the  Vyrnwy  W  ater  to  Liverpool.— At  the  Sur¬ 
veyors’  Institution,  Westiuiiister,  last  Thursday,  the  inquiry  instituted  by 
the  Board  of  Trade  to  determine  whether  the  pipes  iu  connection  w-itli 
the  \  yrnwy  scheme  of  the  Liverpool  t  or|)oratioii  should  be  carried  under¬ 
neath  the  River  Weaver  in  a  tunnel,  walled  passage,  or  culvert,  or  bo 
placed  in  tbe  bed  of  the  river  («ee  nrife,  p.  17b),  was  reHumed  before  Sir 
Ilouclafl  Gsitoii.  The  Corporation  were  sKsin  represented  by  Mr.  Bember, 
Q  C. ;  and  the  Weaver  Trastees  by  Mr.  Hiirgin,  g.C.  Among  the  witnesses 
called  were  Mr.  Lionel  B.  Wells,  ConBultiiig  Engineer  to  iho  Weaver 
Trust,  and  Mr.  Leader  Williams,  Engineer  of  the  Manchester  Ship  Canal. 
The  former  gentleman  considered  that  to  lay  steel  jiipes  in  a  trench  in 
the  bed  of  the  river,  as  proposed  by  the  Corporation  Engineer  {Mr  (J.l*. 
Beacon)  would  be  a  constant  source  of  danger  to  navigation,  would  be 
less  economical  than  a  tunnel  such  as  he  suggested,  and  wa^  not  the  best 
mode  that  could  be  adopted.  Mr.  Williams  would  not  go  iw  far  as  to  say 
it  would  be  impossible  for  Mr,  Beacon  to  float  largo  flexible  steel  pipes 
across  an  important  navigation,  but  it  was  an  experiment  ho  had  never 
known  to  be  tried.  He  thought  it  would  result  in  delay  to  the  trade 
during  construction,  and  when  it  was  completed  would  lie  a  work  not 
satisfactory  either  to  the  Corporation  or  to  the  Weaver  Trustees.  Ihe 
only  way  to  his  mind  would  be  to  adopt  a  cut-and-cover  arrangement,  so 
that  an  examination  internally  and  externally  might  take  place  periodi¬ 
cally.  By  this  arrangement  he  was  satisfied  that  the  work  might  bn  effi¬ 
ciently  done  for  X’-IOOO.  without  any  undue  risk  to  the  navigation,  and  with 
absolute  safety  to  the  water-pipes  after  they  had  been  put  in.  Speeches 
by  Counsel  closed  the  proceeuiugs;  and  Sir  Bouglas  Galton  will  present 
his  report  in  due  course. 


The  Banoeks  ok  1- i.ectric  Light  Isstallationh  is  THi  snEiiKToiiMs 
—The  residence  of  Sir  Albert  Sassoon,  in  Eastern  E-rrace,  H-ve, 
narrowly  escaped  destruction  by  fire  on  the  night  of  Sunday,  the  2_nd  ii  st. 
During  the  heavy  thunderstorm  which  occurred  that  night,  one  of  the 
maids,  who  had  been  roused  by  the  storm,  was  sUrtled  bv  a  smell  ^  fire 
coming  from  the  entrance  hall,  which  is  lighted  hy  incandescent  electric 
lamps  The  girl  called  the  butler,  who  found  that  (lames  were  flickeriug 

near  one  of  the  lamps.  He  poured  some  waU*r  uiiou  the  spot ;  and  in  tins 
way  the  outbreak  was  c  hecked.  One  of  the  lampH  was  broken,  and  the 
woodwork  near  it  scorched.  It  is  suiiposed  that  the  wire  was  struck 
by  lightning,  which  was  thus  conducted  into  the  liouse. 

Lancashire  ■VV.iteu  Scitlies.  —  The  heavy  rain  which  has  fallen 
recently  has  largely  increased  the  stock  of  water  in  the  reservoirs  of  the 
Lancashire  towns,  which  suffered  most  severely  from  the  effecU  of  tlio 
drought.  In  Liverpool,  the  latest  report  is  that  the  stwk  of  water  in  R>v»>K- 
ton  Reservoir  has  increased  by  2’23  million  gallons  during  the  past  fortnight. 
'Tlie  restriction  of  the  supply  to  six  hours  a  day  is,  however,  maintained , 
the  stock  being  still  940  million  gallons  below  that  of  the  saiiie  period  m 
year.  At  Bolton  the  full  supply  of  water  was  resumed  lost  \\  ednesday. 
The  restriction  dated  from  the  20th  of  June,  when  there  were  304  million 
gallons  iu  store,  against  G’20  millions  at  present.  Ihe  Darweu  Corpora¬ 
tion  have  also  found  their  reservoirs  replenished  ;  and  it  is  estimated 
that  the  supply  will  last  throughout  the  summer,  ludependeutly  of  tno 
purchases  from  the  Blackburn  Corporation. 

Camuridoe  Gas  Company.— The  half-yearly  general  meeting  of  this 
Company  was  held  last  Friday-the  Re  v.  Dr.  I'lielps  in  the  c  *a>r.  In  their 
report,  the  Directors  recommended  a  dividend  at  the  rate_of  10  per  cent, 
ner  annum  on  the  original  consolidated  stock,  and  ot  i  per  cent,  per 
minum  on  the  consolidated  stocks  ot  It^,  1882,  and  1^,  and  on  the  new 
£10  shares.  This  was  agreed  to.  The  report  of  the  Manager  (Mr.  J. 
Weeks)  showed  that  the  whole  of  the  works  are  iii  good  repair,  and 
that  the  increase  in  the  consumption  of  gas  during  the  half  year  ending 
June  30,  had  been  equal  to  the  average  increase  of  former  periods  ,  while 
the  illuminating  power,  pressure,  and  purity  of  the  gas  had  been  main- 
taiiied.  The  report  was  adopted.  The  retiring  Directors  (Dr.  1  lielps  and 
Mr  C  Balls)  and  the  Auditor  (Mr.  G.  W.  Filch)  were  unanimously  re¬ 
elected,  aud  a  vote  of  thanks  to  the  Chairman  closed  the  proceedings. 

The  Northern  Coal  Tb.ade.— There  has  been  a  slight  fall  in  the 
demand  for  steam  coal  in  the  North;  but  ills  believed  to  be  tempora^ 
only,  and  it  still  leaves  most  of  the  chief  collieries  well  employed.  The 
price  varies  a  little  more— from  78.Gd.  to  78.  9d.,  ^ 

times,  and  with  a  proportionate  price  for  second  qualities.  coa*  Bells 

much  more  freely  just  now,  not  only  on  old  coutracUs,  but  there  is  a 
larger  shipment;  aud  the  inland  gas  companies  are  beginning  to  feel 
the  increased  consumption  of  gas  through  the  lengthening  of  the  nighte. 
In  the  course  of  a  few  weeks  much  larger  quantities  will  bo  sent  to  the 
greater  companies;  but  it  is  already  evident  that  the  range  of  the  freights 
for  carriage  by  sea  will  be  higher  than  last  year.  Household  coal  is 
only  slow  of  sale.  But  manufacturing  coal  is  more  in  demand ,  and,  w  itli 
the  greater  trading  activity,  there  is  the  expectation  of  higher  prices  fo 
this  class  of  coal.  Gas  coke  is  iu  demand,  aud  is  now  very  scarce. 

The  Leakage  of  the  Heywood  RESEUVoin.-During  last  week  a  large 
staff  of  workmen  was  employed,  under  the  immediate  direction  of  Mr.  J. 
Higgle,  the  Engineer,  opening  down  to  the  coal  workings  under  the  east 
embankment  of  the  new  reservoir  at  Clay  Lane.  Portions  of  the  workings 
have  been  bored;  and,  as  was  expected,  the  recent  leakage  is  entirely 
attributable  to  the  end  of  the  workings  not  having  been  sufficiently  packed 
with  rubble  stone  as  ordered  by  the  Engineer  when  tlie  embankment 
was  in  course  of  construction.  It  is  expected  that  the  expense  ot 
making  good  the  defect  will  not  be  great;  but,  to  prevent  any 
mishap,  the  Engineer  has  directed  investigations  to  be  mode  in  other 
portions  of  the  workings  beyond  those  points  where  the  leakage  actually 
occurred,  with  a  view  of  ascertaining  beyond  doubt  whether  there  are  any 
other  defects  in  the  stone  packing.  This  will  necessarily  ^upy  some 
time,  as  the  operations  can  only  be  proceeded  with  slowly.  There  >8  no 
settlement  whatever  in  any  portion  of  the  embankment,  and,  so  far,  the 
Engineer  has  not  any  reason  to  fear  that  serious  damage  has  been  done  to 
auy  portion  of  the  embankment  by  reason  of  the  recent  leakage. 

Skipton  Water  Supply.— .\bout  a  month  ago,  the  Skiiiton  Local  Board 
received  the  report  of  the  Engineer  (Mr.  Hill)  who  bad  been  engaged  to 
investigate  the  subject  of  an  increased  supply  of  water  to  the  town,  and 
since  then  several  discussions  on  the  schemes  recommended  have  taken 
place  at  the  Board  meetings.  The  report  contained  three  suggestions  for 
the  augmentation  of  the  supply— the  first,  to  take  additional  drainage- 
ground  to  the  east  of  the  existing  works,  which  would  provide  a  suppler 
10  or  14  years,  the  cost,  exclusive  of  the  land,  beiug  estimated  at  £o000; 
the  second,  to  extend  the  present  works  into  the  Cowder  distiict,  the 
from  which  should  be  conveyed  to  the  Wiiioy  Gill  reservoir,  which  "’oum 
last  12  or  13  years,  and  would  cost  £57(X)  exclusive  of  land  ;  and  the  ihim 
and  most  imporUnt,  to  construct  a  reservoir  at  High  Skibeden,  to  contain 
80  million  gallons,  with  a  drainage-area  of  295  acres,  callable  of  supplymg 
380, ()00  gallons  per  day,  the  cost  being  set  down  at  £14,50J.  -At  a  meeting 
last  Friday  week,  the  Chairman  (Mr.  J.  B.  Dewbursti  moved  that  the 
Board  adopt  the  last-mentioned  scheme,  which  had  been  recommended  by 
the  Water  Committee.  .\n  amendment  in  favour  of  carrying  out  the 
Cowder  scheme,  but  at  a  cost  of  £2000  only,  was  moved  by  -Mr.  J.  Hogg  ; 
and  this  was  carried. 

The  New  Water- Works  of  the  Southampton  Corporition.- The 
Southampton  Town  Council,  at  their  imeting  last  Wednesday,  had  a 
loug  discussion  on  a  communication  received  from  the  ater  Engineer 
(Mr.  W.  Matthews,  Assoc.  M.  Inst.  C.E  )  relative  to  the  work  of  dnving 
the  headings  at  Olterbnurne,  in  connection  with  the  new  water-worki. 
It  apiieared  that  Mr.  Matthews  had,  at  his  own  exi>en»e,  cans.  d  an  addi¬ 
tional  length  of  heading  to  lie  driven  for  his  special  inforiiiation  and 
guid&iico,  and  tliia  fact  li<*  admittod  lit*  had  kept  from  tho  (.ouucil.  Ho 
submitted,  as  an  cxiilanation  of  his  conduct,  that  a  heavy  physical  and 
mental  strain  had  been  imposed  ujion  him  in  carrying  out  the  new 
works  ;  and  this  had  been  terribly  aiigmenU-d  hy  the  unchariUhle  com- 
ments  of  a  section  of  the  oulnide  public.  The  new  works  had,  he  imid, 
been  jiointed  out  as  a  complete  failure;  and  he  had  been  held  up  to  con¬ 
tempt  and  ridicule  by  those  whom  he  hod  no  chance  of  answering.  Fhe 
effect  had  been  to  greallv  upset  his  mind  ;  and  in  over-anxiety  to  Blrengtheli 
himself  with  addiliousf  inforiiiation,  and  thus  protect,  as  ho  thought,  his 
reputation  and  judgment,  ho  iirivaudy  carried  on  the  heading,  with  Uie 
view  of  ascertaining  beyond  doubt  thii  best  coursi*  to  advise  the  <  ouncil 
to  pursue  in  seeking  an  augmentation  of  the  available  water  Mipjily.  Df 
the  ultimate  succeas,  neither  fie  nor  the  many  eiigiiii-eni  <>f  repute  who 
had  visited  the  works  had  ever  felt  a  doubt,  though  he  admitted  that  In 
a  similar  case  fie  sfiould  not  again  adopt  the  same  tyiM.  of  weffa.  He 
asked  the  Council  to  accept  liis  apologiea  an  1  regreU  ;  and  exprr«*ivl  the 
hope  that  he  might  by  his  future  conduct  and  energies  iii  their  service 
regain  tliat  measure  of  confidence  wliicfi  lie  could  not  but  feel  lie  bod 
temporarily  and  deservedly  lost.  Mr.  Matlhows  s  apology  was  accepted. 


21S 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [July  31, 1888. 


The  Chelsea  Electricity  Supply  Company,  Limited. — This  Company 
has  been  formed  with  a  capital  of  il00,£00,  in  20,000  shares  of  iS  each  and 
500  founders’  shares  of  £l  each,  to  establish  a  central  station  for  the  supply 
of  electricity  for  lighting  and  other  purposes  in  Chelsea. 

The  Lighting  of  Charters  Towers  (Queensland)  with  Gas. — By 
advices  just  received  from  Australia,  we  learn  that  the  gas-works  at 
Charters  Towers,  a  town  of  about  10,000  inhabitants  in  Queensland,  were 
started  with  great  success  on  the  2nd  ult.  They  were  put  up  by  Messrs. 
J.  Coates  and  Co.,  of  London  and  Melbourne. 

The  Thirlmere  Water  Scheme. — The  Manchester  Corporation  have 
just  let  the  fifth  contract  for  the  Thirlmere  water  scheme,  which  will 
bring  the  watercourse  to  within  a  mile  of  Lancaster ;  Messrs,  M‘Crea  and 
M'Farland,  of  Belfast  and  Londonderry,  being  the  successful  tenderers. 
This  length  of  the  aqueduct  will  be  16i  miles  altogether ;  and  the  amount 
of  the  contract  is  £141,424  11s.  3d. 

The  Yeadon  Local  Board  and  the  Water  Company. — At  a  recent 
meeting  of  the  Yeadon  Local  Board,  it  was  reported  that  Messrs.  Watson, 
Dickens,  and  Watson,  the  Solicitors  of  the  Yeadon  Water  Company,  were 
about  to  make  an  application  to  the  High  Court  of  Justice  for  the  setting 
aside  of  the  award  of  the  Umpire  in  the  arbitration  proceedings  between 
the  Company  and  the  Board.  After  some  discussion,  the  Clerk  (Mr.  C.  J. 
Newstead)  was  instructed  to  take  such  steps  as  he  thought  necessary  for 
proving  the  validity  of  the  award. 

London  Water-Meter  Company,  Limited. — A  Company  has  been 
registered  under  this  title,  with  a  capital  of  £18,00J  in  £10  shares.  They 
intend  “  to  carry  on  the  trade  of  engineers,  smiths,  machinists,  and  manu¬ 
facturers,  patentees,  vendors,  and  lessors  of  water-meters,  water-motors, 
blow-ers,  and  fans,  and  all  descriptions  of  engines,  plant,  and  machinery  ; 
to  purchase  or  otherwise  acquire  English,  colonial,  and  foreign  patent 
rights  and  privileges,  improved  or  secret  process,  for  or  in  respect,  or  in 
any  way  relating  to  all  or  any  of  the  objects  aforesaid,  or  any  objects,  and 
to  use.  exercise,  develop,  or  grant  licenses  in  respect  thereof,  sell,  or  other¬ 
wise  deal  with  any  property  and  rights  so  acquired. 

The  Lighting  of  the  Tees  by  Gas. — Last  Wednesday,  Mr.  Vivian,  a 
representative  of  the  Elder  Brethren  of  Trinity  House,  London,  visited 
the  Tees,  in  accordance  with  the  request  of  the  Tees  Conservancy  Commis¬ 
sioners,  to  inspect  the  lighting  arrangements  of  the  river,  in  view  of  the 
change  in  the  system  of  lighting  proposed  by  the  Commissioners — from 
oil  to  compressed  gas.  Mr.  J.  H.  Amos  (Secretary),  Mr.  J.  Fowler  (Engi¬ 
neer),  and  Mr.  Joplin  (Resident  Engineer),  with  several  members  of  the 
Tees  Conservancy  Commission,  met  Mr.  Vivian,  and  explained  the  pro¬ 
posed  scheme,  which  is  similar  to  that  now  in  use  on  the  Clyde  and  other 
rivers.  Its  adoption,  it  is  expected,  will  render  the  lighting  more  effi¬ 
cient  ;  and  will  eventually  be  much  more  economical,  although  the  change 
will  involve  an  outlay  at  first  of,  it  is  estimated,  about  £3000  or  £4000. 

Cbediton  Water  Supply. — Mr.  S.  J.  Smith,  C.E.,  one  of  the  Local 
Government  Board  Inspectors,  held  an  adjourned  inquiry  at  Crediton  last 
Wednesday  with  reference  to  the  application  of  the  Improvement  Com¬ 
missioners  for  power  to  borrow  £10,000.  The  Inspector  stated  that  the 
adjournment  was  caused  through  his  requiring  further  and  more  exhaus¬ 
tive  tests  to  be  made  of  the  source  at  Walson  ;  also  to  consider  a  competi¬ 
tive  scheme  by  Mr.  J.  Carthew,  and  that  analyses  from  the  two  supplies 
might  be  made  by  the  authorities  in  London.  Mr.  Moon  submitted  a 
long  report,  showing  that  the  minimum  at  shaft  No.  1  was  66,000  gallons, 
and  51,414  gallons  at  No.  2.  Mr.  Appleton  stated  that  he  had  reckoned  the 
population  at  4200 ;  and,  allowing  15  gallons  per  head,  there  was  ample 
margin  for  all  contingencies.  The  Four  Mills  scheme  was  then  gone 
into.  Mr.  Marten,  C.E.,  presented  a  long  report,  contending  that  there 
was  sufficient  power  to  convey  the  water  to  all  parts  of  the  town,  with 
the  exception  of  a  few  months  during  the  year.  Further  evidence  was 
taken  ;  and  it  was  stated  that  the  cost  of  this  scheme  would  be  something 
like  £4000  less  than  that  of  Walson,  and  with  a  most  ample  supply.  The 
Inspector  stated  he  had  been  to  Crediton  three  times  to  investigate  this 
matter,  had  carefully  taken  notes  of  the  evidence,  and  would  report  to 
the  Local  Government  Board.  The  authorities  would  be  informed  of  the 
result  in  due  course. 

Croydon  Water  Supply. — At  the  last  meeting  of  the  Croydon  Town 
Council,  it  was  reported  that  the  new  water  reservoir  and  other  works  at 
Addington  were  nearly  finished;  only  a  little  rendering  inside  and 
asphalting  over  the  arches  on  the  outside  being  required  for  the  completion 
of  the  former.  Alderman  Coldwells,  in  moving  the  adoption  of  the 
report,  said  that  the  new  pumping  station  at  Addington  was  a  great 
success.  There  was  no  doubt  they  would  have  from  there  a  splendid  water 
supply  ;  and  from  its  elevated  position  all  the  higher  parts  of  the  town, 
including  Norwood,  would  derive  very  great  benefit.  When,  therefore, 
they  had  a  fair  chance  of  severing  their  connection  with  the  Lambeth 
Water  Company,  they  had  the  means  at  their  disposal.  Hitherto  it  had 
not  been  practicable ;  but  the  Addington  Hills  reservoir  would  render 
it  possible  to  supply  the  whole  of  the  borough  on  a  future  occasion. 
Arrangements  have  been  made  for  opening  the  new  works  on  Thursday 
next,  when  the  Archbishop  of  Canterbury  will  attend  at  the  Addington 
Wells  with  the  Mayor  and  members  of  the  Water  Committee,  and  set  in 
motion  the  engine  which  will  pump  water  from  the  well  into  the  new 
rest  r  voir.  The  Mayor  will  afterwards  entertain  the  Archbishop,  members 
of  the  Town  Council,  the  County  and  Borough  Justices,  and  others  to 
luncheon  in  a  large  marquee  erected  on  the  top  of  the  reservoir,  after 
which  His  Grace  will  be  asked  to  open  the  valves  of  the  reservoir  which 
will  admit  the  water  into  the  main  to  supply  the  town. 

The  Kirkcaldy  Water  Commissioners  and  their  Reservoir  Con¬ 
tractors. — In  the  Court  of  Session  (Outer  House)  last  Wednesday  week, 
Lord  M'Laren  gave  judgment  in  the  action  brought  by  Mr.  John 
Ross  and  Mr.  John  Ross,  jun.,  partners  in  the  firm  of  Messrs.  Ross 
and  Son,  against  the  Kirkcaldy  Water  Commissioners  and  Mr.  A.  Leslie, 
C.E.,  of  Edinburgh,  the  Arbiter  between  this  firm  (who  were  the  con¬ 
tractors  for  the  Commissioners’  new  reservoir  at  Harperlees)  and  the 
Commissioners,  asking  the  Court  to  reduce  and  set  aside  a  decree 
arbitral,  pronounced  by  Mr.  Leslie  in  certain  questions  that  arose 
between  the  parties.  By  contract  dated  F’eb.  27  and  March  5,  1886, 
pursuers  undertook  to  construct  a  storeage  reservoir,  with  its  appliances, 
filters,  &c.,  for  the  sum  of  £31,739  18s.  lOd.  Under  the  contract,  the 
late  Mr.  J.  Sang,  C.E.,  of  Kirkcaldy,  and  Mr.  Leslie  were  appointed 
Arbiters.  Pursuers  stated  that  when  the  contract  was  entered  into, 
they  were  not  aware  that  Mr.  Leslie  was  also  to  act,  in  the  execution 
of  the  work,  as  one  of  the  Commissioners’  Engineers.  Pursuers  began 
operations  in  March,  1886,  and  the  decreet  arbitral  which  they  wished 
to  have  set  aside,  applied  to  the  ninth  monthly  account  of  work  done 
up  to  Dec.  1,  1886.  Mr.  Leslie  found  that  pursuers  had  been  overpaid 
by  defenders  on  that  date  by  the  sum  of  £148  10s.  The  ground  of  re¬ 
daction  was  “  corrupt  behaviour  ”  on  the  part  of  Mr.  Leslie  in  bis  duty 
as  Arbiter.  This  his  Lordship  found  had  not  been  shown ;  and  he  de¬ 
cided  in  favour  of  the  Commissioners,  with  costs. 


Darwen  Water  Supply.— For  a  long  time  the  Darwen  Corp-'ration  have 
been  on  the  look-out  for  a  good  source  of  increased  water  supply,  and  a  short 
time  ago  they  forwarded  to  Dr.  Frankland  a  number  of  samples  of  water 
for  him  to  analyze  and  report  upon.  The  report  was  read  at  the  meeting 
of  the  Gas  and  Water  Committee,  on  Monday  last  week — Alderman  T. 
Lightbown  presiding.  Dr.  Frankland  proposed  a  number  of  schemes  for 
the  supply.  He  stated  that  in  his  opinion  the  water  in  the  Dean  reservoir 
was  absolutely  pure,  as  it  contained  both  peaty  or  surface  water,  and  drift 
or  mineral  water.  According  to  Dr.  Frankland’s  report,  a  mixture  of  these 
two  ingredients  is  the  best  and  purest  water,  as  the  one  quality  neutralizes 
the  other,  and  renders  the  water  free  from  all  impurity.  What  is  termed 
the  Sunnyhurst  Hey,  or  “  top  ”  reservoir,  is  almost  entirely  composed  of  the 
peaty  or  surface  water,  and  requires  mixing  with  mineral  or  drift  water. 
A  number  of  other  schemes  were  suggested ;  but  this  met  with  the  most 
acceptance.  It  was,  however,  impossible  to  get  through  all  the  schemes 
proposed,  and  the  matter  was  finally  deferred  to  a  future  meeting;  the 
Gas  and  Water  Sub-Committee  being  instructed  to  consider  and  report 
upon  Dr.  Frankland’s  statement  in  the  meantime.  It  may  be  remembered 
that  a  short  time  ago  a  number  of  cases  of  lead  poisoning  were  reported  in 
the  town,  and  this  seems  to  have  been  the  cause  of  the  present  action  of 
the  Gas  and  Water  Committee. 

Sales  of  Shares. — At  the  Mart,  Tokenhouse  Yard,  last  Wednesday, 
Messrs.  Fox  and  Bousfield  sold  £14,500  of  4  per  cent,  debenture  stock  of 
The  Gaslight  and  Coke  Company  and  £10,000  of  4i  per  cent,  debenture 
stock  of  the  East  Eondon  Water-Works  Company,  together  with  an 
annuity  of  £2000  payable  by  the  New  River  Company.  The  prices 
realized  were  as  follows  : — The  Gaslight  and  Coke  Company’s  stock,  £7100 
at  £119  lOs.  per  cent. ;  and  £7400  at  £119  5s.  per  cent.  Of  the  EastLondon 
Water  Company’s  stock  (which  was  sold  in  lots  of  £200  each),  five  lota 
were  sold  at  £287  ;  five  at  £286;  five  at  £284  10s. ;  five  at  £281  10s.;  five 
at  £281 ;  five  at  £280 ;  ten  at  £279  lOs. ;  five  at  £279 ;  and  five  at  £278  lOs. 
The  annuity  payable  by  the  New  River  Company,  terminable  in  1911,  and 

which  was  put  up  in  four  lots,  was  sold  for  £31,800. - Some  £10  shares 

in  the  Croydon  Commercial  Gas  Company  were  recently  sold  at  £22  and 
£22  2s.  6d.  per  share.  A  parcel  of  10  per  cent.  £5  shares  was  disposed  of  at 
£11  7s.  fid.  per  share  ;  and  a  number  of  £5  13  per  cent,  shares  were  sold  at 

£14  10s.  and  £14  6s.  per  share. - Mr.  A.  Smith  lately  sold  at  the  Sussex 

Hotel,  Bognor,  200  fully  paid-up  £5  shares  in  the  Bognor  Water  Company. 
A  spirited  contest  took  place,  and  resulted  in  all  the  shares  being  sold  at 
an  average  price  of  £3  178.  6d.  each.  This,  we  learn,  is  a  considerable 
advance  in  value  since  any  of  the  Company’s  shares  were  last  submitted 
to  publio  auction. 
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In  consequence  of  several  inquiries  as  to  the  above,  we  call 
our  readers’  attention  to  the  paragraph  which  appeared  in  our 
issue  for  the  24th  ult.,  (p.  157),  and  remind  them  that  a  Title- 
page  and  Index  to  Vol.  LI.  of  the  JOURNAL— January  to  June, 
1888— have  been  prepared,  and  will  be  forvarded  by  the  Pub¬ 
lisher  post  free  on  receipt  of  a  post-card. 
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THE  REPORT  AND  ACCOUNTS  OP’  THE  GASLIGHT  AND  COKE 

COMPANY. 

Toe  report  of  the  Directors  and  the  accounts  relating  to  the 
past  half-year's  working  of  The  Gaslight  and  Coke  Company 
have  been  issued ;  and  it  is  therefore  possible  to  see  whence 
conies  that  startling  amount  of  £277,503  which  remains  to 
be  carried  fonvard,  according  to  the  preliminary  notification 
of  the  Board,  after  providing  for  the  increased  dividend  of 


13  per  cent.  The  term  wliich  we  employ  to  characterize  this 
result  will  not  be  regarded  as  exaggerated  when  it  is  remem¬ 
bered  tliat  the  price  of  gas  to  private  consumers  was  reduced 
at  the  beginning  of  the  year  by  3d.  per  1000  cubic  feet,  which 
is  an  apparent  loss  of  revenue  of  about  £100,0^)0 ,  besides 
which  there  is  the  additional  £20,000  re<iuired  to  pay  the 
extra  4  per  cent,  dividend,  and  that  eighteen  months  ago, 
with  gas  3d.  per  1000  cubic  feet  dearer,  the  Company  were 
apparently  not  earning  their  smaller  dividend  of  12  per  cent. 
The  question  that  naturally  arises  in  the  mind  of  an  observer 
of  the  Company’s  career  is  how  these  kaleidoscopic  changes 
in  the  accounts  can  be  explained  ;  but  this  is  precisely  the 
query  which  wo  cannot  pretend  to  answer.  It  may  bo 
perfectly  right  and  reasonable  for  a  Gas  Company’s 
unappropriated  balance  to  dance  up  and  down,  half 
year  after  half  year,  in  this  bewildering  fashion.  We 
do  not  pretend  to  lay  down  a  rule  upon  such  a  subject ; 
but  if  for  a  year  or  two  a  Gas  Company  go  on  eating 
into  their  cash  reserve  in  order  to  pay  dividends  until 
it  is  within  an  ace  of  disappearing  altogether,  and  at  the 
same  time  demands  for  a  reduction  of  price  are  met 
with  a  non  possumux  from  the  Chair,  and  then,  by  a  strokii 
of  the  pen,  a  sweeping  reduction  of  price  and  an  increased 
dividend  appear  in  conjunction  with  great  additions  to  the 
undivided  balance,  we  simply  confess  that  the  case  is  beyoncl 
our  comprehension.  IIow  is  a  critic  to  ascertain  the  real 
position  of  such  an  undertaking  ?  No  sooner  does  he  .shake 
his  head  over  a  disappearing  reserve  and  the  pessimistic 
observations  of  a  Chairman  who  professes  disbelief  in  the 
efficacy  of  reductions  of  price  to  increase  business,  than 
the  situation  changes  with  the  rapidity  of  a  dissolving  view, 
and  the  “  winter  of  his  discontent  ’  is  ma,de  “  glorious 
“summer”  by  some  occult  means.  When  this  matter  was 
discussed  in  February  last,  Colonel  Makins,  M.l^  tbe 
Governor  of  the  Company,  admitted  that  the  Board  had 
been  applying  the  undivided  balance  to  purposes  that  might 
have  been  secured  by  calling  up  fresh  capital.  It  now 
appears,  however,  that  the  need  for  this  proceeding  has 
ceased,  for  the  reserve  is  going  up  again  “by  leaps  and 
“  bounds,”  and  yet  the  capital  account  has  not  been  swollen 
by  fresh  subscriptions.  It  must  therefore  be  understood  that 
in  setting  out  the  various  items  of  the  accounts  of  The  Gas¬ 
light  and  Coke  Company  according  to  custom,  we  do  not 
draw  any  particular  lessons  therefrom  with  respect  to  the 
financial  position  of  the  concern.  The  figures  must  speak 

for  themselves.  . 

The  report  is,  as  usual,  brief,  not  to  say  curt.  It  recites  the 
principal  figures  relating  to  the  results  of  the  half-year’s  work- 
ing  J  showing  that  the  undivided  balance  has  been  increased 
from  £230,294  to  £277,503.  The  shortest  possible  reference 
is  made  to  the  prospective  lapse  of  the  coal  dues  next  year, 
the  effect  of  which  upon  the  business  of  the  Company  is  not 
discussed  in  any  way.  The  withdrawal  of  the  Bill  by  which 
the  Metropolitan  Board  of  Works  sought  to  regulate  the 
position  of  gas-mains  in  London  thoroughfares  is  noticed  ; 
and  there  is  a  paragraph  explaining,  and  at  the  same  time 
defending,  the  action  of  the  Board  in  carrying  to  the  House 
of  Lords  their  litigation  against  the  South  Metropolitan 
Gas  Company.  They  say  that  this  extreme  step  was  forced 
upon  them  by  the  legal  advice  which  they  took  in  the  interest 
of  the  Company.  Upon  this  it  might  be  remarked  that  it  is 
no  trouble  to  lawyers  who  happen  to  have  rich  clients  to 
recommend  the  pushing  of  litigation  to  the  uttermost,  h  or 
the  shareholders  and  the  public,  on  the  other  hand,  one  may 
repeat  the  well-known  expression  of  gratitude  for  the  existence 
of  a  House  of  Lords,  because  hero  the  matter  must  stop. 
The  customary  oflicial  reports  relating  to  the  condition  of  the 
works  and  plant  are  given.  Mr.  G.  C.  Trewby,  the  Lngineer- 
in-Chief,  reports  that  the  last  of  the  Beckton  retort-houses  is 
being  fitted  up,  to  come  into  use  next  winter,  when  it  is 
expected  to  be  wanted  to  cope  with  the  increased  demand.  It 
is  a  curious  question,  although  it  may  be  an  idle  one,  but 
w’herc  does  the  money  for  this  extension  of  manufacturing 
plant  come  from  ?  Is  it  all  included  in  the  large  sum  of  £539 
which  is  the  whole  allow’ance  for  “buildings  and  machinery 
“  in  extension  of  works  ”  appearing  in  the  capital  account  ? 
It  is  miraculous  ;  but,  on  the  face  of  it,  we  must  credit  Mr. 
Trewby,  of  whose  merits  as  an  engineer  and  gas  maker  wo 
have  a  sufficiently  liigh  appreciation,  with  the  ability  to  pro¬ 
vide  carbonizing  plant  for  an  additional  output  of  uj  million 
feet  per  day  at  a  cost  of  not  exceeding  £1  l)er  million  ! 

According  to  the  revenue  account,  it  appi  ars  that  the  Com¬ 
pany  received  for  common  gas,  sold  at  28.  9d.  and  2h,  ud.  per 
lOUO  cubic  feet,  the  sum  of  £1,090,735,  as  compared  wiUi 
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£1,161,025  for  the  corresponding  half  of  1887,  when  the  price 
was  mainly  3s.  per  1000  cubic  feet.  Thus  the  loss  of  rental 
by  the  reduction  was  £70,890.  Taking  the  total  gas  revenue 
of  £1,205,433,  and  comparing  it  with  the  £1,289,751  for  the 
corresponding  period  of  last  year,  the  diminution  is  £84,318, 
which  is  £20,000  less  than  is  shown  by  a  calculation  dis¬ 
regarding  increase.  Stove  and  meter  rental  shows  an  expan¬ 
sion  ;  and  residuals  have  improved  by  £27,452,  notwith¬ 
standing  a  disappointing  falling  off  in  ammoniacal  liquor  and 
sulphate.  Altogether,  the  revenue  stands  at  £1,576,301,  as 
compared  with  £1,632,335  for  the  corresponding  date  last 
year.  On  the  other  side  of  the  account,  it  will  be  seen  that 
there  is  a  further  saving  in  coals,  which  cost  £538,353,  as 
compared  with  £546,650.  The  coal  bill  has  remained  about 
the  same,  or  rather  has  fluctuated  within  the  same  range, 
during  several  years  past.  Wages  and  salaries  have  slightly 
increased,  in  consequence  of  there  having  been  a  greater- 
weight  of  material  to  deal  with.  Purification  is  also  a  little 
more  ;  but  repair  and  maintenance  is  again  less.  Under  the 
head  of  distribution,  there  is  evidence  of  strict  economy — 
salaries  and  wages  and  repairs  and  maintenance  alike  showing 
reduction  of  expenditure.  The  other  entries  on  this  side  do 
not  call  for  particular  comment.  The  total  expenditure  on 
revenue  account,  notwithstanding  the  increase  of  neai-ly  2  per¬ 
cent.  hr  the  quantity  of  gas  sold,  has  been  diminished  from 
£1,030,406  to  £1,010,389,  or  by  nearly  £20,000.  The  iret 
result  of  these  decreased  expenses  and  revenue  is  a  balarrce  of 
profit  of  £565,911,  as  compared  with  £601,929  for  the  corre- 
sporrding  half  of  last  year.  The  other  accounts  may  be 
quickly  dismissed.  The  coal  account  shows  that  896,802 
tons  in  all  were  carbonized,  includiirg  9804  tons  of  cannel. 
For-  the  June  half  of  1887  tire  weight  was  884,650,  inchrding 
18,422  tons  of  cannel.  This  is  a  great  improvement,  upon 
which  we  heartily  congratulate  the  Company’s  Engineers. 
The  total  quantity  of  gas  sold  was  8,707,896,000  cubic  feet ; 
showing  arr  increase  for  the  year  of  1-95  per  cent.  This  rate 
of  growth,  although  not  large,  is  in  a  manner  satisfactory 
under-  the  circumstances.  It  only  remains  to  be  stated,  in 
evidence  of  the  demand  for  coke  for  general  consumption, 
that  the  value  of  the  stock  of  this  residual  in  the  general 
balance-sheet  is  only  taken  at  £4530.  When  the  Governor- 
meets  the  proprietors  on  Friday  he  will  not  have  much  to  tell 
them,  unless  he  goes  considerably  outside  the  figures  of  the 
accourrts  ;  for-  these  are  of  the  quietest,  not  to  say  most  hum¬ 
drum,  aspect  as  they  stand.  There  will,  of  course,  remain 
for-  him  the  central  mystery  of  the  Company’s  fluctuating 
reserve  ;  and  he  may  be  expected  to  say  something  about  the 
success  of  the  attempt  now  being  made  by  the  Company  to 
win  patronage  from  cottage  occupiers.  This  latter  is  a 
subject  upon  which  curiosity  widely  prevails. 

THE  EEPORT  AND  ACCOUNTS  OF  THE  SOUTH 
METROPOLITAN  COMPANY. 

The  report  of  the  Directors  and  the  accounts  of  the  South 
Metropolitan  Gas  Company  for  the  past  half  year  are  in  the 
hands  of  the  proprietors  to-day;  the  ordinary  general  meeting 
being  called  for-  to-morrow  week.  The  report  is  not  very 
long  ;  but  the  matter-  of  it  is  a  sufficient  indication  of  what 
the  Chairmarr,  Mr.  George  Livesey,  will  talk  about  when  be 
meets  his  constituents.  The  Company’s  rate  of  increase  is 
4-7  per-  cent.,  compared  with  the  consumption  for  the  cor¬ 
responding  period  of  last  year.  Either  building  is  progress¬ 
ing  more  rapidly  on  the  south  than  on  the  north  side  of  the 
Thames,  or  the  South  Metropolitan  gas  is  more  popular  than 
that  of  the  Chartered,  to  account  for  the  more  rapid  growth 
of  the  smaller  Company.  We  incline  to  the  former  opinion, 
as  being  a  better  explanation  of  the  facts.  The  South 
Metropolitan  Company’s  revenue  from  residuals  has  improved 
by  £22,061 ;  but  they  still  burn  39  per  cent,  of  the  total 
make  of  tar  for  fuel.  Reference  is  made  in  the  report  to  the 
district  gas  exhibitions  which  have  been  held  under  the 
auspices  of  the  Company  during  the  past  winter  and  spring, 
leading  to  an  increased  demand  for  gas-stoves.  The  oppor¬ 
tunity  is  taken  for  saying  a  good  word  for  regenerative  and 
other  improved  kinds  of  gas-burners  for  lighting  purposes. 
The  prospective  lapse  of  the  coal  dues  is  commented  upon 
in  a  congratulatory  spirit.  The  Directors  lay  claim  to  a  share 
in  the  successful  opposition  to  the  renewal  of  the  dues  ;  and 
declare  that  when  the  unjust  tax  is  removed  they  “  intend  to 
“  give  the  entire  benefit  of  the  saving  thereby  effected  to  the 
“  consumers.”  The  dividend  of  13  per  cent,  has  been  earned 
upon  the  revenue  account  ;  leaving  a  balance  of  £11,085  to 
be  carried  forward.  From  the  revenue  account,  it  appears 
that  the  gas-rental  for  the  half  year  amounted  to  £337,979, 
as  compared  with  £329,868  ;  showing  an  increase  of  £811, 


as  stated  in  the  report,  notwithstanding  the  effect  of 
the  reduction  in  price  since  March,  1887.  The  question 
therefore  arises  ;  Will  the  Directors  take  off  another  Id.  per 
1000  cubic  feet  now,  or  wait  for  the  expiry  of  the  coal  dues 
to  take  oft’  2d.  ?  Coals  stand  the  Company  in  £158,527, 
which  is  £5000  more  for  the  half  year ;  and  repairs  and 
renewals  are  considerably  higher.  So  that,  altogether,  gas 
manufacture  costs  the  Company  £245,801,  as  against 
£228,932.  Distribution  also  rose  from  £18,146  to  £21,294. 
Most  of  the  other  items  on  the  debit  side  are  heavier ;  and 
consequently  the  total  expenditure  is  £310,694,  as  com¬ 
pared  with  £288,457.  Yet  the  balance  carried  to  the  net 
revenue  account  is  £144,763,  as  compared  with  £136,956  a 
year  ago.  The  other  accounts  are  nowise  remarkable.  The 
Company  have  only  £291  worth  of  coke  and  breeze  in  store. 
They  carbonized  during  the  half  year  291,967  tons  of  coals, 
including  1982  tons,  or  0-67  per  cent.,  of  cannel.  This  is  a 
falling  off  from  a  year  ago,  when  only  594  tons  of  cannel 
appeared  in  the  accounts.  Possibly  Mr.  Livesey  will  lay  the 
blame  for  this  upon  his  aversion,  the  “  Tower”  photometer. 
The  general  meeting  will  not  find  much  to  complain  about 
in  these  accounts,  which,  as  the  report  justly  remarks,  present 
the  working  of  a  period  that  may  be  truly  described  as 
“  uneventful  but  satisfactory.” 

RESIGNATIONS  FROM  THE  GAS  INSTITUTE. 

A  SPECIAL  meeting  of  the  Council  of  The  Gas  Institute  was 
held  on  Tuesday  last,  when,  as  we  anticipated  a  fortnight  ago, 
the  resignations  of  twelve  gentlemen  were  received,  including 
all  the  Trustees,  all  the  Vice-Presidents,  all  the  Finance 
Committee,  and  the  ex-President.  The  notification  of  this 
portentous  secession  was  conveyed  to  the  members  on 
Saturday  last  by  circular  from  the  President,  Mr.  Henry 
Woodall,  who  now  finds  himself  in  a  position  more  extra¬ 
ordinary  than  that  occupied  by  any  of  his  predecessors  in 
ofiSce.  To  all  intents  and  purposes  he  is  now  the  Institute. 
It  is  a  position  of  peculiar  difficulty  and  responsibility,  but 
also  of  unrivalled  opportunity.  It  was  a  wise  man  who  said 
that  difficulties  are  opportunities  ;  and  Mr.  Woodall  has  now 
an  exceptional  chance  for  showing  the  stuff  of  which  he  is 
made.  Fortunately,  the  members  of  the  Institute  have  the 
satisfaction  of  knowing  that  Mr.  Woodall  is  a  man  in  whom 
they  can  implicitly  trust.  He  is  not  one  to  leave  difficulties 
to  settle  themselves  ;  and  his  interest  in  the  Institute  is 
such  that  he  will  study  to  preserve  it,  while  committed  to  his 
charge,  from  the  wreck  that  seems  to  threaten  it.  He  does 
not  lack  courage,  moreover,  to  persevere  in  any  course 
that  may  appear  to  him  to  be  right,  in  defiance  of  -what  envy 
and  malice  may  do  to  hinder  him.  He  has  already  taken  the 
first  step  towards  grappling  with  the  evil  that  has  overtaken 
the  Institute,  in  asking  for  the  confidence  of  the  members. 
In  the  same  circular  in  which  he  announces  the  resignation 
of  so  many  of  his  former  colleagues,  he  requests  the  members 
generally  to  refrain  from  taking  similar  action  until  he  has 
had  an  opportunity  of  laying  before  them,  in  an  extraordinary 
general  meeting,  the  proposals  which  he  has  to  submit  for 
dealing  with  the  situation.  This  is  a  very  reasonable  demand, 
and  it  is  to  be  hoped  that  it  will  be  granted.  The  first 
impulse  of  a  great  many  members,  upon  hearing  of  the 
withdrawal  of  the  gentlemen  named  in  the  circular,  would 
natm-ally  be  to  follow  their  example.  But  in  an  emergency 
of  this  kind,  personal  inclination  should  give  way  to  con¬ 
sideration  for  the  general  good ;  and,  in  holding  their  hands  for 
atime, until  they  learn  the  President’s  solution  of  the  difficulty, 
members  will  not  forfeit  their  right  of  action,  while  at  the  same 
time  they  may  save  the  Institute.  The  undertaking  has  now 
been  definitely  given  that  an  extraordinary  general  meeting 
of  the  Institute  will  be  convened  in  the  autumn,  at  which  it 
may  be  presumed  that  the  President  will  take  serious  counsel 
with  the  members  respecting  the  position  of  the  organization. 
Upon  the  transactions  of  that  meeting  will  depend  not 
merely  the  success  of  the  ordinary  meeting  which  should  be 
held  next  June,  but  also  the  future  existence  of  the  Institute. 
The  President  is  deeply  committed  to  remove  the  crisis  by 
his  request  to  members  to  suspend  their  own  action  until  he 
can  explain  his  views.  If  the  extraordinary  general  meeting 
should  reject  his  recommendations,  he  will  have  no  other 
course  open  to  him  than  to  leave  the  chair  and  the  Institute. 
The  gravity  of  the  issue  will  therefore  ensure  well-considered 
action  upon  Mr.  Woodall’s  part,  as  it  should  inspire  members 
in  general  with  an  earnest  resolve  to  help  him  in  the  per¬ 
formance  of  his  difficult  and  delicate  task.  If  he  is  only 
properly  supported,  there  is  little  reason  to  fear  for  the  Presi¬ 
dent  ;  and  we  trust  that  evil  influences  have  not  prevailed 
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so  far  as  to  render  doubtful  his  obtaining  from  a  body  of 
professional  colleagues  and  fellow-countrymen  that  help  and 
countenance  which  any  man  in  his  position  has  a  right  to 
expect. 

MR.  BRAY  AND  THE  ROCHDALE  GAS  ENGINEER. 

It  is  to  be  hoped  that  anybody  who  may  have  allowed  him¬ 
self  to  fancy  that  Mr.  George  Bray  is  an  injured  innocent,  a 
pattern  of  magnanimity  oppressed  by  a  vile  combination, 
a  man  with  an  honest  grievance  which  he  only  wants  to  ven¬ 
tilate  in  a  legitimate  way  and  to  see  disposed  of,  for  or  against 
himself,  in  a  fair  manner  by  competent  authority,  will  atten¬ 
tively  peruse  the  letters  reprinted  in  another  column,  which 
Mr.  Bray  has  addressed  to  the  Editor  of  a  Rochdale  paper  with 
reference  to  Mr.  T.  Banbury  Ball,  the  Engineer  of  the  Rochdale 
Corporation  gas  undertaking,  and  for  the  past  three  years  a 
member  of  the  Council  of  The  Gas  Institute.  Mr.  Bray’s  last 
pamphlet,  in  which  he  accuses  the  Council  of  the  Insti¬ 
tute  of  aiding  and  abetting  corruption,  and  participating  in 
malpractices  of  a  kind  which  need  not  be  further  particu¬ 
larized,  so  familiar  are  Mr.  Bray’s  “charges”  to  readers  of 
the  Journal,  was,  as  is  well  known,  carefully  sent  to  all 
directors  of  gas  companies  and  members  of  local  authorities 
owning  gas-works  throughout  the  United  Kingdom  on  the  eve 
of  the  last  Gas  Institute  meeting.  At  Rochdale,  unfortu¬ 
nately  for  Mr.  Ball,  it  also  chanced  that  a  question  of  raising 
his  salary  by  £100  a  year,  in  acknowledgment  of  the  good 
service  he  has  done  to  the  town  by  his  successful  manage¬ 
ment  of  the  gas  undertaking,  was  then  before  the  Council ;  and, 
as  usual,  there  was  a  lack  of  unanimity  upon  the  point.  Mr. 
Bray's  pamphlet  came  as  a  welcome  aid  to  the  opponents  of 
Mr.  Ball’s  rise  ;  and,  after  a  sharp  struggle,  he  only  obtained 
£50  instead  of  £100  a  year  additional  pay.  The  Mayor  of 
Rochdale  may  be  an  amiable  and  right-thinking,  but  he 
appears  to  be  a  decidedly  weak  gentleman ;  for,  after 
declaring  in  public  clearly  enough  what  he  thought  of  Mr. 
Bray’s  conduct  in  this  matter,  he  seems  to  have  been  rather 
frightened  when  turned  upon  by  this  redoubtable  pamphleteer. 
Finding  the  Rochdale  people  softer  than  were  the  Widnes 
Local  Board  when  he  attempted  to  make  Mr.  Isaac  Carr 
suffer  in  his  official  position  for  daring  to  express  his  opinion 
in  a  Gas  Institute  meeting,  Mr.  Bray  proceeded  to  worry 
Mr.  Ball  shamefully,  as  appears  in  the  letters  in  question.  He 
could  not  allege  that  Mr.  Ball  had  anything  whatever  to  do 
with  the  matters  that  constitute  his  old  grievance ;  but 
he  “charges”  him,  as  with  a  deadly  crime,  that  he  has  not 
taken  his  part !  That  is  the  sum  and  substance  of  Mr. 
Bray’s  complaint  against  Mr.  Ball,  for  which  he,  a  wealthy 
manufacturer  w’ith  nothing  material  at  stake,  assails  his 
victim  through  the  means  whereby  he  earns  his  bread. 
These  may  be  practices  which  honour  a  person  who  is  said 
to  be  an  ornament  to  the  best  Leeds  society  ;  but  it  remains 
for  members  of  The  Gas  Institute  to  reflect  whether  they 
will  be  content  to  sit  in  company  with  the  individual  who 
thus  persecutes  one  of  their  own  order  and  number.  It 
must  be  remarked  that  this  onslaught  of  Mr.  Bray  on  Mr. 
Ball,  and  his  attempt  to  bully  the  Rochdale  Gas  Committee 
into  making  an  inquiry,  not  merely  into  the  conduct  of  their 
own  paid  official — they  have  done  this,  and  are  content,  to 
Mr.  Bray’s  disgust — but  also  into  everything  he  has  to  say 
about  the  Electric  and  Gas  Exhibition  with  which  Mr.  Ball 
was  nut  connected,  is  not  to  be  excused  as  an  irrepressible 
ebullition  of  temper  on  the  part  of  a  down-troddon  man. 
It  is  after  the  Council  of  the  Institute  had  consented  to 
the  perpetual  injunction  restoring  Mr.  Bray’s  name  to  the 
list  of  members  that  he  thus  assails  Mr.  Ball,  because  he 
happened  once  to  be  a  member  of  the  Council.  In  view  of 
these  proceedings,  the  question  has  now  become  a  personal 
one  for  every  gas  manager  in  the  kingdom  who  does  not 
happen  to  be  in  Mr.  Bray’s  list  of  supporters.  He  now  finds 
that  ho  cannot  touch  Mr.  G.  Livesey.  After  so  many  years  of 
vilification,  it  must  be  gall  and  wormwoo<l  to  Mr.  Bray  to 
learn  of  Mr.  Livesey’s  appointment  to  the  honourable  office  of 
sole  arbitrator  and  valuer  in  connection  with  the  Edinburgh 
gas-works  transfer.  He  has  trie!  his  little  utmost  to  persuade 
the  world  that  Mr.  Livesey  is  something  undistinguishable 
from  a  thief  and  a  liar,  by  formulating  and  reiterating  for 
years,  at  great  expense,  a  farrago  of  “  charges,”  in  which 
this  imputation  is  conveyed  as  explicitly  as  is  consistent  with 
the  observance  of  a  particular  degree  of  caution  in  keeping  on 
“  the  windy  side  of  the  law ;  ”  and  now,  after  all,  the  object  of 
his  abuse  is  selected  as  the  administrator  of  the  most  important 
affair  of  recent  years,  as  far  as  the  gas  supply  of  the  United 
Kingdom  is  concerned.  We  have  maintained  all  along  that 
Mr.  Bray’s  venom  was  too  stale  and  his  shafts  too  weak  to 


really  hurt  Mr.  Livesey ;  and  this  news  is  proof  in  point. 
After  this,  it  would  bo  impossible  for  Mr.  Livesey  to  go  into 
Court  and  swear  that  Mr.  Bray  has  done  him  any  particular 
injury  up  to  the  present  time.  Failing  in  his  old  line  of 
attack,  therefore,  Sir.  Bray  has  turned  to  objects  of  resent¬ 
ment  which  he  has  reason  to  believe  are  more  within  his 
reach.  It  is  a  bad  look-out  for  the  poor  gas  m.anager,  if, 
whenever  ho  asks  for  an  increase  of  salary,  he  is  to  have 
Mr.  Bray’s  pamphlets  and  letters  thrown  at  his  head,  in  addi¬ 
tion  to  the  stock  objections  of  cheeseparing  Bumbledom. 


SSIattr  m'i)  ^^anitarg  Affairs. 


The  opening  of  the  new  storeage  reservoir  of  the  Grand 
Junction  Company  at  Ealing,  of  which  a  full  account  will  be 
found  elsewhere,  is  one  instance  among  many  others,  show¬ 
ing  the  spirit  of  progress  which  animates  the  Metropolitan 
Water  Companies.  At  the  same  time  that  the  Company 
were  seeking  authority  from  Parliament  to  carry  their  intake 
higher  up  the  Thames,  they  were  expending  a  large  sum  of 
money  in  the  construction  of  the  splendid  reservoir  inau¬ 
gurated  last  Friday.  It  may,  indeed,  be  questioned  whether 
any  public  authority,  in  the  absence  of  a  general  complaint 
alleging  deficiency  in  (juantity  or  quality,  would  have  been 
found  equally  willing  thus  to  expend  capital  for  the  improve¬ 
ment  of  their  supply.  No  doubt  there  are  cases  in  which 
Municipalties  have  devoted  large  sums  to  the  construction  of 
water- works  ;  but  it  has  frequently  happened  that  they  have 
waited  until  pressed  to  this  performance  by  dire  necessity. 
The  London  Water  Companies  are  not  in  the  habit  of  wait¬ 
ing,  but  have  anticipated  the  time  of  need,  although  checked 
rather  than  encouraged  by  Parliament  in  their  efforts  for 
this  purpose.  The  miserable  suspicion  has  been  fostered 
that  the  Companies  were  less  anxious  to  fulfil  their  duty  to  the 
public  than  to  increase  their  capital  account,  in  view  of  a  coming 
day  when  they  would  have  to  be  bought  up.  The  idea  is 
absurd,  and  altogether  unworthy.  The  Companies  are  by 
no  means  sure  they  are  going  to  be  bought  up ;  and 
if  they  were,  a  sordid  policy  would  induce  them  to  starve 
their  plant  and  pay  high  dividends,  instead  of  improving  and 
extending  their  means  and  appliances,  so  as  best  to  serve 
their  customers.  It  is  to  be  hoped,  if  occasion  should  require, 
that  Lord  Knutsford  will  bo  able  to  enlighten  the  Cabinet  as 
to  the  real  position  and  policy  of  the  London  Water  Com¬ 
panies.  It  will  be  seen  that  Sir  Roper  Lethbridge,  who  repre¬ 
sents  North  Kensington,  predicted  in  his  speech  at  Ealing  that 
the  transfer  of  the  London  Water  Supply  to  a  public  authority 
was  probably  not  far  off ;  and  his  chief  hope  of  fair  treatment 
for  tlie  Companies  was  founded  on  a  right  understanding  of 
the  subject  being  arrived  at — both  in  and  out  of  Parliament. 
All  that  the  Companies  ask  for  is  fair  play.  Baron  Dims- 
dale  spoke  somewhat  in  the  same  vein  as  Sir  R.  Lethbridge, 
and  anticipated  a  struggle.  Dr.  Tidy’s  opinion  was  that  if  ever 
the  London  Water  Companies  were  superseded  by  a  public 
authority,  there  would  be  an  end  to  the  construction  of 
extensive  works  for  the  purpose  of  improving  and  enlarging 
the  supply.  It  may  be  thought  that  these  remarks  are  some¬ 
what  controverted  by  that  which  appears  in  connection  with 
the  opening  of  the  new  water-works  at  Croydon — an  event 
which  took  place  the  day  before  the  inauguration  at  Ealing. 
But  it  should  be  noted  that,  while  the  Croydon  Coi-poration 
(or  the  Local  Board  which  preceded  the  incorporation  of  the 
borough)  were  supplying  the  lower  levels,  the  Lambeth  Com¬ 
pany  were  giving  a  supply  to  the  higher  and  outlying  portions 
of  the  district.  After  the  lapse  of  many  years,  the  local 
authorities  are  smitten  with  a  zeal  to  give  a  supply  where 
one  is  already  bestowed.  The  Lambeth  Company  were  first 
in  the  field  ;  and,  having  statutory  rights,  will  have  to  bo 
bought  out,  or  else  be  allowed  to  remain.  But  for  the  Com¬ 
pany,  a  considerable  area  where  the  land  is  high  would  have 
been  left  for  a  long  time  without  any  water  supply  except 
what  could  be  obtained  from  private  wells.  As  for  the 
higher  charges  levied  by  the  Lambeth  Company,  it  is  quite 
possible  that  some  explanation  may  bo  forthcoming.  Tho 
case  is  probably  exaggerated  ;  and  it  is  tolerably  certain  that 
tho  facts  are  not  fully  told.  One  thing  is  clear,  that  the  high- 
level  service  was  given  by  tho  Lambeth  Company  when  the 
local  authorities  were  wholly  unable  to  offer  it.  So  far,  tho 
inhabitants  are  debtors  to  tho  Company,  rather  than  to  tho 
Local  Board  or  tho  Corporation. 

A  report  by  Dr.  Percy  Frankland  on  tho  bacteriological 
character  of  the  London  Water  Supply  during  the  year  I8b7 
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has  just  been  published  in  the  monthly  report  of  the  Metro¬ 
politan  Water  Examiner,  General  A.  de  Courcy  Scott.  The 
elimination  of  micro-organisms,  as  effected  by  the  filtration 
processes  of  the  Water  Companies,  is  found  to  vary  from 
93-9  per  cent,  in  the  East  London  supply,  to  99-6  per  cent, 
in  the  West  Middlesex.  The  New  River  samples  are  not 
included  in  this  statement,  as  there  ai’e  complications  affect¬ 
ing  the  supply  which  render  it  unsuitable  for  comparison. 
The  differences  shown  may  be  taken  to  indicate  different 
degrees  of  excellence  in  the  mode  of  treating  the  water  after 
its  reception  at  the  intake.  Dr.  P.  Frankland  intimates  that 
the  comparison  is  important,  and  so  it  undoubtedly  is,  as 
pointing  to  the  best  modes  of  storeage  and  filtration. 
Necessarily,  the  Kent  supply,  as  taken  from  chalk  wells,  is 
excluded  from  the  comparison.  In  that  case  it  generally 
appears  that  there  are  more  micro-organisms  in  the 
supply  than  in  the  source.  The  annual  average  is  to  this 
effect,  the  three  wells  liaving  respectively  16,  18,  and  27 
organisms  per  cubic  centimetre,  while  the  supply  averages 
106.  But  the  average  number  of  organisms  in  the  Kent 
supply  is  less  than  that  in  any  other,  except  the  New  River 
and  the  West  Middlesex.  These  last  two  have  an  average 
of  only  81  and  87  organisms.  The  highest  average  occurs  in 
the  East  London  supply  ;  the  number  being  806.  Accom¬ 
panying  the  annual  report,  we  have  Dr.  P.  Frankland’s 
statement  for  the  month  of  June  last.  This  shows 
219  micro-organisms  per  cubic  centimetre  in  the  Kent  supply, 
which  exceeds  the  number  in  all  the  other  supplies  except 
the  East  London.  Even  the  Kent  wells  are  rather  abundant 
in  microbes,  the  Garden  well  having  71,  which  exceeds  the 
number  in  all  the  river  supplies  except  two.  But  we  have 
only  to  consider  the  thousands  of  micro-organisms  contained 
in  a  cubic  centimetre  of  unfiltered  river  water,  in  order  to  be 
persuaded  of  the  admirable  effect  of  filtration  as  practised  by 
the  London  Water  Companies.  Dr.  P.  Frankland’s  researches 
are  thus  of  very  special  value. 


The  Transfer  of  the  Edinburgh  Gas-Works. — The  Works 
Committee  of  the  Gas  Commission  of  the  Edinburgh  and  Leith 
Corporations,  which  has  just  been  constituted  to  manage  the  two 
gas  undertakings  recently  acquired  by  the  Corporations,  have 
arranged  with  the  Directors  of  the  two  Gas  Companies  concerned 
that  Mr.  George  Livesey  is  to  be  sole  arbitrator  and  valuer, 
under  the  20th  section  of  the  Corporations’  Gas  Act,  as  far  as 
regards  the  valuation  of  the  stocks,  stores,  &c.,  in  hand  at  the 
date  of  the  transfer. 


The  Gas  Institute  and  the  Resignations  from  the  Council. 
— Under  date  of  Aug.  2,  the  following  letter  (signed  by  Mr.  Henry 
Woodall,  President,  and  Mr.  W.  H.  Bennett,  Secretary)  has  been 
issued  to  the  members : — “  At  a  special  meeting  of  the  Council 
held  on  the  31st  ult.,  resignations  were  received  from  the  following 
gentlemen  : — 


G.  C.  Trewby 
W.  Foulis 
G.  Livesey 
F.  Livesey 
And  it  was  resolved — 


R.  Morton 
C.  Gandon 
T.  Moore 
T.  Newbigging. 
be  made  to  the  members 


H.  Hack 
C.  Hunt 
J.  L.  Chapman 
C.  Woodall 
That  notification 
generally  of  the  resignations  which  have  taken  place  in  the  Council, 
and  that  they  be  requested  to  refrain  from  acting  similarly  until 
they  be  called  together  in  General  Meeting.’  An  extraordinary 
general  meeting  will  therefore  be  convened  in  the  course  of  the 
autumn.” 


TliE  Proposed  Constant  Supply  of  Water  in  the  City. — 
The  Gas  and  Water  Committee  of  the  Corporation  of  London, 
having  had  interviews  with  the  Superintendent  of  the  New  River 
Company  (Mr.  Collins)  and  Mr.  Archibald  Dobbs,  have  come  to 
the  conclusion  that  it  is  not  expedient  to  take  any  steps  for  obtain¬ 
ing  a  constant  supply  of  water  to  the  City.  In  a  report  lately 
presented  to  the  Common  Council,  embodying  this  recommenda¬ 
tion,  they  say  that  the  constant  supply  to  the  parish  of  St.  Pancras 
was  estimated  to  cost  the  owners  or  occupiers  at  least  £5  each  for 
the  requisite  fittings  ;  and  that  in  the  City,  owing  to  its  exceptional 
circumstances,  the  expense  would  probably  be  considerably  more. 
There  was  also  danger  of  pipes  bursting  under  the  high  pressure, 
and  causing  much  damage  to  property.  In  connection  with  the 
foregoing,  Mr.M.  Hamer,  the  Honorary  Secretary  of  the  Mansion 
House  Council  on  the  Dwellings  of  the  People,  has  written  to  The 
Times  to  point  out  that  the  expense  alluded  to  was  incurred  only 
by  the  owners  or  occupiers  of  houses  situated  in  that  part  of 
the  parish  of  St.  Pancras  which  is  supplied  by  the  New 
River  Company,  and  that  the  owners  or  occupiers  of  houses 
situated  in  the  area  of  the  West  Middlesex  Company,  and  to  which 
constant  supply  has  been  given,  have  only  exceptionally  been  com¬ 
pelled  to  incur  the  outlay.  He  says  the  difference  appears  to  be 
that  the  former  Company  have  proceeded  on  the  assumption  that 
the  water-fittings  in  every  house  were  defective,  while  the  latter 
only  required  alterations  of  fittings  when  they  were  found  to  be 
faulty.  Hence  the  expense  of  constant  supply  to  which  a  house¬ 
holder  may  be  put  is  dependent  rather  upon  the  locality  of  his 
house  than  upon  the  condition  of  its  water-fittings. 


®ssaas,  Coramtntarits,  anit  BtoiEtos. 

GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  259.) 

The  course  of  business  in  the  Stock  Markets  during  the  past  week 
has  not  presented  any  very  noticeable  feature  beyond  slight  fluctua¬ 
tions.  These  have  been  mostly  in  the  Home  Railway  Department, 
and  produced  by  the  variations  in  the  weather  as  affecting  traffics. 
There  has  been  nothing  stirring  abroad  to  agitate  foreigners. 
Business  throughout  is  beginning  to  get  quiet ;  and  in  view  of  the 
Bank  Holiday  there  was  scarcely  anything  doing  at  the  close  of  the 
week.  The  Gas  Department  has  not,  however,  been  without 
interest.  On  Thursday,  advantage  was  taken  of  the  issue  of  the 
prospectus  of  a  new  Electric  Light  Supply  Company,  to  knock  down 
the  stocks  of  the  Metropolitan  Gas  Companies  in  a  fashion  which 
calm  reflection  will  show  to  be  wholly  unreasonable.  We  have 
nothing  to  say  against  the  new  project,  which  appears  to  be 
associated  with  names  of  respectability  and  of  scientific  eminence  ; 
and  that  is  something  in  its  favour.  But  the  future  is  all  in 
nuhibus  ;  and  it  remains  to  be  seen  what  they  can  do,  and  whether 
they  will  be  more  successful  than  their  predecessors  and  contem¬ 
poraries  in  supplying  a  constant  light  at  commercially  remunera¬ 
tive  rates.  Anyhow,  the  “  bearing  ”  of  gas  stocks  upon  the  mere 
announcement  of  the  Company  is  a  rig  and  a  trick  of  the  most 
transparently  artificial  character,  and  we  trust  too  apparent  to 
frighten  even  timid  shareholders  to  throw  their  property  on  the 
market.  Indeed,  quiet  as  Saturday  was,  there  was  some  recovery 
made  from  the  fall.  Gaslight  “  A  ”  was  done  once  for  an  exceptional 
amount  at  a  special  price  as  low  as  250 — a  very  enviable  figure  to 
purchase  at,  too.  The  closing  transaction  on  Saturday,  however, 
was  256.  Altogether  the  stock  has  fallen  85  in  the  week.  The 
“  B,”  which  is  a  limited  maximum  stock,  has  risen  2 ;  and  com¬ 
paring  it  with  the  “  G,”  we  are  again  confronted  with  the  anomaly 
of  a  deferred  stock  commanding  a  higher  value  than  a  preferred 
one.  All  three  South  Metropolitans  are  lower,  but  not  much  ;  and 
Commercial  old  marks  a  slight  fall.  The  other  changes,  though 
slight  and  unimportant,  are  in  the  upward  direction.  The  Water 
Market  has  been  quiet ;  and  the  stocks  (especially  Lambeth  10  per 
cents.)  still  move  up. 

The  daily  operations  were  :  A  quiet  market  on  Monday  ;  more 
being  done  in  South  Metropolitan  “  B  ”  than  anything  else.  Water 
was  wholly  neglected — all  quotations  were  unchanged.  Rather 
more  activity  on  Tuesday.  Imperial  Continental  rose  1,  and 
European  5;  but  Gaslight  “A”  was  1  lower.  Water  was  very 
stagnant;  but  Chelsea,  East  London,  Grand  Junction,  and  Kent 
advanced  1  each,  and  Lambeth  2.  Gas  was  much  busier  on 
Wednesday,  and  prices  were  very  fair.  The  only  move  was  a  rise 
of  1  in  Australian.  Water  was  as  before.  Thursday  was  the  crisis 
in  Gas,  when  Gaslight  “  A  ”  fell  ;  Commercial  Old,  2;  and  South 
Metropolitan  “  A,”  4,  “  B,”  1,  and  “  C,”  5.  But  Gaslight  “B” 
improved  2.  Friday  was  quieter ;  and  Metropolitan  Gas  issues 
were  steady  ;  but  Imperial  Continental  lost  the  1  it  had  gained  on 
Tuesday.  There  was  more  activity  in  Water,  at  existing  figures. 
On  Saturday  there  was  a  rally,  and  Gaslight  “A”  recovered  2. 
Water  was  very  quiet ;  but  Lambeth  10  per  cents.' rose  1  more,  and 
New  River  debenture  1^. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  PROSPECTUS  OF  THE  METROPOLITAN  ELECTRIC  SUPPLY  COMPANY — TWO 
MORE  OF  “grandfather  BRUSH’s  ”  PROGENY  GONE — CHELSEA  ELECTRIC 
LIGHTING  SCHEME — ELECTRIC  LIGHTING  ENGINEERS  IN  COMPANY. 

The  prospectus  of  the  Metropolitan  Electric  Supply  Company — 
which  is  the  concern  that  has  been  repeatedly  mentioned  in  this 
column  of  late,  with  the’now  meaningless  prefix  “  South  ”  omitted 
from  the  name — was  issued  last  week,  and  the  subscription  list  was 
open  for  Friday  only.  It  is  reported  that  the  public  “  jumped  ” 
at  the  shares ;  the  prospects  of  the  Company  being  regarded  as 
remarkably  good.  Much  of  this  favour  was,  of  course,  due  to  the 
names  on  the  Board.  Any  electrical  speculation  fathered  by  Sir 
John  Pender,  Admiral  Sir  George  H.  Richards,  and  men  of 
similar  standing,  would  be  certain  to  go  off  well.  The  capital  of 
the  Company  is  to  be  £500,000,  more  than  half  of  which  was  to  be 
applied  for  by  some  of  the  Directors  and  their  friends.  The  chief 
thing  we  can  see  against  the  Company  is  the  presence  of  two 
electrical  engineers  upon  the  Board,  and  three  others  as  con¬ 
sultants.  If  two  of  a  trade  ever  did  agree,  in  despite  of  the  old 
saw,  they  were  not  electric  lighting  engineers  identified  with 
irreconcileable  systems.  The  public  are  likely  to  be  taken  with 
the  declaration  with  which  the  prospectus  begins,  to  the  effect  that 
the  Directors  (who,  as  pioneers  of  submarine  telegraphy,  ought  to 
know  what  they  are  talking  about)  have  come  to  the  conclusion  that 
the  time  has  at  length  arrived  when  “  the  great  work  of  electric 
lighting  may  be  undertaken  on  a  scale  which  will  largely  meet  the 
requirements  now  supplied  by  gas.”  The  rest  of  the  prospectus  is 
couched  in  a  similar  strain  ;  and  the  financial  aspects  of  the  proposed 
investment  are  compared  with  the  condition  of  London  gas  stocks. 
The  Directors  kindly  forbear  from  expressing  an  opinion  as  to  the 
extent  to  which  gas  will  be  used  in  the  future ;  but  take  the  opportu¬ 
nity  for  declaring  their  conviction  that  electric  lights  will  largely 
supersede  all  others.  They  state  that  Electric  Lighting  Companies 
in  the  United  States  are  now  actually  paying  8  to  20  per  cent, 
dividends ;  and  we  trust  that  this  is  correct.  The  first  work  of 
the  new  Company  will  be  to  acquire  the  undertaking  of  the  White¬ 
hall  Electric  Supply  Company,  who  secured  a  promising  “  pitch 
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for  lighting  sundry  hotels  and  other  blocks  of  buildings  lyng 
between  Whitehall  and  the  Thames  Embankment,  as  well  as 
a  convenient  wharf  and  site  for  a  generating 
Waterloo  Bridge.  After  they  have  made  a  start,  the  Company 
promise  to  do^vonders,  of  course ;  but  it  will  be  time  enough  to 
congiatulate  them  when  they  can  show  something.  Best  our 
reserve  upon  this  point  should  appear  to  spring  from  ® 

will  quotl  the  opinion  of  the  Electrical  Ileview,  which  is  to  the  effect 
that  “the  financial  and  speculative,  rather  t^en/he  truly  com¬ 
mercial  element  is  too  strongly  represented  on  ‘he  Board  .  ana 
we  therefore  have  misgivings  as  to  the  future  of  this  Co“P  y 
which  even  the  respected  names  of  the  distinguished  ™en  a®®®' 
ciated  with  the  scheme  as  Consulting  Engineers  entirely  tail  to 

An  extraordinary  general  meeting  of  the  South-Eastern  (^rush) 
Electric  Light  and  Power  Company  was  held  last  week,  under  the 
presidency  of  the  Liquidator,  to  adopt  the  report  and  accounts 
relating  to  the  winding  up  of  the  Company’s  affairs.  It  appearea 
from  the  statement  submitted  to  the  meeting  that  the  total  loss  ot 
the  Company  has  been  £45,953,  after  everything  has  been  realized. 
The  meeting  was  followed  by  another  called  in  the  name  ot  the 
Provincial  (Brush)  Electric  Light  and  Power  Company,  with  the 
same  Liquidator  in  the  chair.  The  loss  in  this  case  has  been 
£51,096.  During  the  proceedings,  a  shareholder  declared  that 
“  the  inception  and  management  of  the  two  Complies  had  been  a 
stain  on  the  commercial  morality  of  the  City.”  Thus  ended  the 
life  of  two  of  the  Brush  spawn,  of  which  such  great  things  were 
prophesied.  The  shareholders  would  dearly  like  to  prosecute  the 
promoters,  or  directors,  or  somebody  connected  with  these  specula¬ 
tions  ;  but  the  Liquidator  has  looked  into  the  matter,  and  does  not 
think  that  any  good  would  come  of  such  a  step.  Thus  another 
example  of  robbery  under  the  protection  of  the  law  of  joint-stock 
companies  has  been  placed  upon  record. 

The  Chelsea  Electricity  Supply  Company  has  been  launched , 
and  we  believe  the  Directors  have  received  sufficient  support  to 
warrant  them  in  proceeding  to  allotment.  This  is  nothing  more 
than  an  offshoot  of  the  Brush  Company,  the  Electrical  Power 
Storeage  Company,  and  Callender  s  Bitumen  Telegrap  i  an 
Waterproof  Company,  who  have  all  kindly  agreed  to  take  pay¬ 
ment  for  their  goods'in  shares.  It  is,  of  course,  intended  that  the 
Brush  Company  should  provide  the  machinery  and  lamps;  the 
Electrical  Power  Storeage  Company,  the  secondary  batteries  ;  and 
the  other  concern,  the  cables.  If  independency  of  any  particular 
company  or  system  is  the  recommendation  that  it  is  made  to 
appear  in  the  prospectus  of  the  Metropolitan  Electric  Supply 
Company  already  noticed,  the  reverse  must  be  no  advantage  to  this 
venture.  It  remains  to  be  seen  which  principle  the  more  com¬ 
mends  itself  to  public  favour ;  but,  remembering  what  has  hap¬ 
pened  before  now  to  scions  ot  the  Brush  stock,  we  should  rather 
■  be  disposed  to  doubt  the  advantage  of  ascribing  the  parentage  ot  a 
new  concern  to  this  source. 

Some  time  ago  an  attempt,  in  which  our  friend  thelElectrical 
Review  was  implicated,  was  made  to  form  a  kind  of  electrical 
trades  union,  or  rather  it  should  be  described  as  a  proposed 
“  ring  ”  of  electric  lighting  apparatus  manufacturers,  with  the 
object  of  regulating  prices  and  stamping  out  unfair  competition  in 
trade.  The  attempt  failed  from  the  impossibility  of  formulating 
an  acceptable  scheme.  But  the  other  day  the  idea  was  in  part 
revived  ;  and  this  time  the  proposal  was  to  form  an  Electrical  and 
Allied  Trades  Section  of  the  London  Chamber  of  Commerce.  A 
preliminary  meeting  has  been  held,  under  the  presidency  of  Mr. 
Crompton  ;  and  a  Provisional  Committee  of  fourteen  appointed  to 
organize  the  proposed  section.  The  project  appears  to  be  popular, 
at  least  among  London  members  of  the  trade  ;  but  what  the  good 
of  it  is  to  be  we  cannot  at  present  understand.  The  electric  lighting 
engineers  appear  to  be  a  very  jolly  and  social  set  of  fellows,  at  any 
rate  ;  for  although  they  are  necessarily  hving  in  the  sharpest  com¬ 
petition  with  each  other,  and  are  always  treading  on  one  another’s 
toes  in  the  matter  of  patents,  they  are  ever  ready  to  meet  formally 
or  informally,  at  a  dinner  or  in  a  lecture-room,  and  combine  for 
pleasure  or  business  purposes  with  a  cheerful  alacrity  that  might 
be  emulated  with  advantage  in  other  callings.  The  reason  for  tins 
probably  is  that  they  are  all  educated  gentlemen.  It  requires  an 
underbred  man  to  be  spiteful  and  jealous  in  business  relations. 


The  issue  of  a  small  pamphlet  on  “  Electric  Lighting  .  Its 
Present  Position  and  Future  Prospects,”  by  Messrs.  Hammond 
and  Co.,  has,  according  to  the  authors’  preface,  been  called 
for  by  a  desire  expressed  on  the  part  of  a  number  of  friends 
of  the  firm  to  have  a  detailed  explanation  of  the  “advantages 
of  the  present  methods  of  electric  light  supply,  as  compared 
with  those  which  failed  five  years  ago.”  In  a  book  with  such 
an  object,  it  is  only  natural  to  expect  that  stress  would  be  laid 
on  what  are  called  the  “  disadvantages  of  the  older  form  of 
illuminants ;  and  this  wo  find  has  been  done.  The  superior 
qualities  of  the  new  form  of  illnminant  are  extolled,  and  the  various 
appliances  used  for  its  production  and  use  are  explained  by  the  aid 
of  diagrams.  Then  the  important  question  of  the  possibility  of  a 
remunerative  return  to  capitalists  starting  central  electric  lighting 
stations  is  discussed ;  and  the  book  closes  with  a  number  of  esti¬ 
mates  of  the  cost  of  different  sized  plants,  from  a  1000  to  a  ‘20,000 
light  installation.  The  authors  refer  to  the  difficulties  which  have 
hitherto  stood  in  the  way  of  house-to-house  electric  lighting  ;  and 
these  having,  as  they  consider,  been  overcome,  they  are  led  to 
anticipate  a  successful  future  for  the  system  they  advocate. 


NEW  STOREAGE  RESERVOIR  AT  EALING. 

On  Friday  last,  at  the  invitation  of  the  Directors  of  the  Grand 
Junction  Water-Works  Company,  a  niiinerous  assembly  of  persons 
interested  in  the  water  supply  of  the  Metropolis  came  together  at 
Mount  Park  Ilili,  Ealing,  to  witness  the  opening  of  a  new  storeage 
reservoir  of  great  capacity.  Among  those  present  were  Mr.  E. 
Goodhugh  Fox,  the  Chairman  of  the  Company,  and  several  of  the 
Directoit.  including  Mr.  C.  J.  B.  Hertslet  and  Mr.  1.  f^art. 
Among  the  visitors  were  Baron  Diiiisdale,  M.l  -i  'I'  ’ 

Bart.,  Sir  Roper  Lethbridge,  K.C.B..  M.P.,  Sir  Robert  Rawlinsou, 
K.C.B.,  Major  F.  S.  Rasch,  M.P.,  Mr.  John  Aird,  M.l Major- 
General  A.de  Courcy  Scott,  Professor  Edward  b  rankland,  1  rofessor 
Corfield.  Dr.  C.  M.  Tidy,  Dr.  Percy  Frankland,  and  Mr.  I  hilip  A. 
Scratchley,  with  most  of  the  Secretaries  and  Engineers  of  the  London 
Water  Companies,  and  several  Medical  Officers  of  Health  of  Metro¬ 
politan  districts,  together  with  others  from  the  neighbourhood. 

The  reservoir  occupies  a  commanding  situation  on  the  rising 
ground  to  the  north  ot  Ealing.  Being  of  a  great  depth,  it  was  seen 
to  advantage  on  Friday  when  empty,  and  was  much  admired  as  a 
specimen  of  engineering  work.  The  Contractors  (Messrs. 

Aird  and  Sons,  of  Lambeth),  have  had  a  difficult  task,  owing  to  the 
generally  unfavourable  state  of  the  weather,  and  the  circumstance 
that  the  site  is  on  a  hillside.  The  net  time  consumed  in  the  entire 
construction  has  been  scarcely  thirteen  months— an  astonishingly 
short  period  for  so  extensive  and  arduous  an  undertaking.  NN  hen 
filled,  the  reservoir  will  have  a  surface  area  of  six  acres,  with  a 
denth  of  45  feet,  and  will  contain  51  million  gallons  of  water, 
havin"  a  top  level  more  than  100  feet  above  the  surface  of  the 
ground  at  the  Marble  Arch.  The  floor  of  the  reservoir  is  com¬ 
posed  of  one  foot  of  Portland  cement  concrete,  underneath  ulncli  is 
the  natural  jclay,  puddled  in  places  where  requisite.  The  slopes  on 
the  sides  are  paved  with  vitrified  bricks,  backed  by  concrete  1  foot 
thick,  and  1  ft.  6  in.  of  puddle.  The  Company’s  intake  is  at  Hampton, 
whence  water  is  conveyed  to  the  Kew  Bridge  works.  I  rom  Kew 
a  supply  will  be  pumped  up  for  a  height  of  about  160  feeet,  through 
a  30-inch  cast-iron  main,  into  the  Mount  Park  reservoir.  The 
purpose  of  this  reservoir  is  to  fulfil  a  supplemental  part  in  relation 
L  the  others  already  existing.  It  is  intended  as  a  reseiwe  m  case 
of  emergency,  such  as  might  arise  in  connection  with  a  larp  hre, 
or  in  consequence  of  a  season  of  unusual  drought.  The  leading 
idea  is  to  fill  it  by  pumping  up  from  Kew  at  odd  tunes  during  the 
winter ;  the  supply  being  taken  out  more  especially  during  tie 
summer.  As  the  work  will  thus  be  intermittent,  the  water  will  be 
made  to  enter  and  leave  the  reservoir  by  the  same  mam.  llie 
entrance  from  Kew  is  into  a  main  valve-shaft,  oO  feet  deep, 
situated  just  outside  the  reservoir  at  the  south-west  angle.  Thence 
the  water  will  pass  into  a  small  pit  under  the  floor  of  the  resen-oir, 
and  rise  through  a  grating  into  the  reservoir  itself.  Outside  the 
opposite  extremity  of  the  reservoir  is  an  open  faltering-shaft,  circular 
in  form,  having  a  diameter  of  65  feet,  and  a  depth  of  44  feet  to  the 
level  of  the  sand.  A  portion  of  the  area  is  occupied  with  gravel. 
Here  the  water  will  undergo  a  filtering  or  straining  process  on  its  way 
from  the  reservoir  into  the  main  on  its  outer  course.  The  actual 
filtration  of  the  water  takes  place  before  it  leaves  Kew ;  but  this 
subsidiary  process  at  Mount  Park  is  intended  to  compensate  for 
the  circumstance  that  the  reservoir  there  is  uncovered. 

The  main  which  receives  the  water  from  the  filtering-shaft  is  leil 
back  under  the  bed  of  the  reservoir  into  the  main  valve-shaft ;  the 
water  passing  into  the  pipe  by  which  it  originally  ascended.  An 
alternating  process  will  thus  be  set  up,  regulated  by  the  valves  m 
the  shaft ;  but  the  intervals  between  will  doubtless  consist  of  hours, 
and  probably  days.  The  situation  of  the  filtering-shaft  outside  the 
northern  extremity  of  the  reservoir  adds  to  the  strength  of  the 
external  embankment,  which  slopes  down  at  this  point  to  a  depth 
exceedin'^  60  feet.  The  brickwork  of  the  shaft  goes  down  through 
the  embankment  12  feet  into  solid  ground.  We  may  further  men¬ 
tion  the  fact  that  a  short  distance  from  the  foot  of  the  embank¬ 
ment  the  Company  are  having  a  boring  made  in  order  to  reach  the 
chalk,  which  is  there  estimated  as  being  320  feet  below  the  surface 

of  the  ground.  ,  .  ,  ,  ■  ■  e  j 

The  nature  of  the  ground  m  which  the  reservoir  is  formed  is 
what  is  termed  a  very  short  clay.  Only  one  stone  was  found 
daring  the  whole  of  the  excavation;  and  this  was  evidently  an 
erratic  boulder  or  block,  brought  down  from  the  nortliern  regions 
during  the  glacial  period.  It  was  found  embedded  m  the  clay, 
about  9  feet  below  the  surface.  It  was  set  up  to  view  on  the  bank 
at  the  summit  of  the  reservoir,  and  attracted  niiicli  notice  last 
Friday.  Its  composition  is  a  very  fine  sand,  consolidated  under 
pressure,  and  extremely  hard— forming  a  species  of  (jiiartzite. 

Having  explored  the  works,  the  party  began  to  gather  for  the 
ceremony  of  inauguration.  The  Chairman,  Mr.  E.  G.  box,  took  up 
his  station  at  the  southern  end  of  the  reservoir ;  and,  after  giving 
a  brief  address,  proceeded  to  open  the  sluice.  The  apparatus  pro¬ 
vided  for  this  purpose  was  composed  partly  of  brass  and  partly  of 
polished  wood;  the  latter  material  being  obtained  from  a  wowlen 
water-main  supposed  to  be  a  hundred  years  old.  A  plated  bull  at 
the  summit  of  ine  machine  contained  an  inscription  setting  forth 
the  occasion  on  which  the  contrivance  was  used.  A  moderate 
amount  of  movement  in  the  apparatus— in  effecting  which  the 
Chairman  invited  the  assistance  of  Sir  R.  Rawlinson,  Mr.  J. 
Francis,  and  Mr.  C.  Horsley— was  speedily  followed  by  a  rush  of 
water  into  the  great  basin  destined  for  lU  reception.  The  effect 
was  striking,  and  elicited  the  cheers  of  those  who  witnes8e<l  it  ; 
but,  as  a  matter  of  fact,  the  water  will  come  another  way  when 
there  is  nothing  ceremonial  in  the  transaction. 

The  next  step  in  the  programme  involved  an  adjournment  to  a 
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spacious  tent,  erected  on  the  lawn  appertaining  to  the  residence  of 
Mr.  A.  Fraser,  M.  Inst.  C.E.,  the  Company’s  Engineer.  An  excel¬ 
lent  dejeuner  was  here  provided;  the  chair  being  taken  on  the 
occasion  bj’  Mr.  E.  G.  Fox,  while  the  two  vice-chairs  were  occupied 
respectively  by  Mr.  E.  O.  Coe,  the  Company’s  Secretary,  and  Mr. 
Fraser.  At  the  close  of  the  repast,  the  Chairman  gave  the 
customary  toasts ;  and  several  addresses  were  delivered,  in  the 
course  of  which  the  Chairman  explained  that  the  absence  of  Lord 
Knutsford  (one  of  the  Company’s  Directors)  was  due  to  the  pressure 
of  official  engagements  in  connection  with  the  Government.  He 
was  also  in  the  receipt  of  a  letter  from  Lord  George  Hamilton,  who 
regretted  that  parliamentary  duties  so  completely  absorbed  his  time 
W'hen  the  session  might  have  been  expected  to  close.  In  the  absence 
of  any  repre.sentatives  of  the  House  of  Lords,  they  were  happily 
favoured  with  the  presence  of  four  members  of  the  House  of 
Commons.  On  the  authority  of  Parliament,  the  London  Water 
Companies  had  expended  i'13,000,000,  for  which  the  average 
return  at  the  present  time  was  not  more  than  7  per  cent.  Some  of 
the  Companies  received  no  dividend  during  the  first  few  years  of 
their  existence — the  New  River  Company  having  to  wait  as  long 
as  fifteen  years.  He  believed  that  no  city  in  the  world  was  so  well 
supplied  with  water  as  London ;  and  it  could  not  be  said  that  the 
Companies  had  received  an  extravagant  return  for  their  outlay, 
and  for  the  risk  they  had  encountered. 

In  the  course  of  the  subsequent  proceedings.  Sir  Roper  Leth¬ 
bridge,  M.P.,  referred  to  the  extraordinary  attempt  made  during 
the  progress  of  the  Local  Government  Bill  to  place  the  Gas  and 
Water  Companies  of  London  at  the  mercy  of  the  County  Council, 
who  it  was  proposed  should  have  power  to  take  over  the  property 
of  the  Companies,  or  to  establish  a  competing  supply.  The 
proposal  was  not  that  the  County  Council  should  obtain  possession 
of  the  property  of  the  London  W'ater  Companies  by  a  fair  payment, 
recognizing  due  compensation,  but  that  the  new  authority  should 
obtain  these  undertakings  at  mere  prairie  value.  For  this  he 
could  not  vote ;  and  he  believed  the  House  of  Commons  would 
never  consent  to  it,  though  he  thought  it  probable  that  at  some 
future  date  the  property  of  the  Companies  would  be  taken  over  by 
some  public  body.  The  tendency  of  public  opinion,  he  felt,  made 
such  a  transfer  probable  at  a  measurable  distance  of  time.  But  he 
believed  the  question  had  only  to  be  laid  properly  before  the  public, 
in  order  to  ensure  that  the  transaction  should  be  carried  out  on  terms 
that  would  reflect  no  di.sgrace  on  the  honour  and  honesty  of  English¬ 
men.  If  rightly  informed  on  the  subject,  he  was  confident  that 
public  opinion  would  never  sanction  anything  like  confiscation,  but 
would  consent  to  a  due  equivalent. 

Baron  Dimsdale  expected  there  would  be  some  more  fighting  over 
the  question  of  the  London  W’ater  Companies.  The  House  of 
Commons  seemed  to  think  it  was  wrong  for  anybody  to  hold  any 
description  of  property.  But  “  threatened  men  lived  long;  ”  and 
the  Companies  would  find  their  best  guarantee  for  safety  in  faith¬ 
fully  performing  their  duty  to  the  public. 

Dr.  Tidy  remarked  how  little  the  water  consumer  understood 
as  to  the  amount  of  skill  and  trouble  necessary  to  give  him  his 
daily  supply.  As  a  chemist,  he  would  say  that,  while  he  could 
admire  a  magnificent  engineering  work,  he  yet  contended  that 
no  engineer  was  justified  in  seeking  to  purify  a  bad  water.  But 
they  were  perfectly  warranted  in  seeking  to  improve  water  that 
was  already  good.  They  were  not  trying  to  “  doctor  ”  the 
supply,  but  to  improve  a  water  previously  excellent. 

Major-General  A.  de  Courcy  Scott  spoke  of  the  satisfaction  it 
had  given  him  to  witness  the  expansion  and  improvement  of  works 
connected  with  the  London  Water  Supply.  Referring  to  the  Bill 
of  the  Grand  Junction  Company  which  had  been  rejected  in  the 
present  session  of  Parliament,  the  speaker  said  that  the  proposal 
to  go  higher  up  the  Thames  for  an  intake  was  one  of  which  he 
approved  in  the  highest  degree,  and  which  he  would  support. 

Mr.  John  Aird,  M.P.,  expressed  his  acknowledgments  to  Mr. 
Fraser,  the  Company’s  Engineer,  for  the  generous  manner  in 
which  he  had  always  come  to  the  front  to  assist  the  firm  in  the 
various  difficulties  they  encountered  in  carrying  out  their  contract. 
He  also  testified  to  the  good  conduct  of  the  workmen ;  and 
expressed  the  obligations  of  the  firm  to  those  ladies  who  had 
interested  themselves  in  the  well-being  of  the  large  staff  of  men 
employed  on  the  works. 

The  Chairman,  in  responding  to  the  toast  of  his  health,  spoke  in 
high  terms  of  their  Engineer,  Mr.  Fraser,  and  alluded  to  the  long 
period  of  time — 57  years — during  which  their  excellent  Secretary, 
Mr.  Coe,  had  ably  filled  his  important  post.  Mention  was  also 
made  of  Mr.  Basil  P.  Ellis,  who,  as  connected  with  Mr.  Aird,  had 
taken  an  active  part  in  the  supervision  of  the  works  of  wliich  they 
had  seen  the  consummation  that  day. 

The  proceedings  then  terminated. 


The  funeral  of  the  late  Mr.  J.  0.  N.  Rutter,  whose  death,  at  a 
very  advanced  age,  was  notified  in  the  Journal  last  week,  took 
place  on  Wednesday  last,  at  the  Extra-Mural  Cemetery,  Brighton. 
The  cortege,  consisting  of  an  open  car  and  five  carriages,  left 
the  residence  of  the  deceased,  at  Black  Rock,  at  noon,  arriving  at 
the  cemetery  gates  at  one  o’clock.  There  it  was  met  by  the 
Engineer  and  Manager  of  the  Brighton  and  Hove  Gas  Company 
(Mr.  J.  Cash,  Assoc.  M.  Inst.  C.E.)  and  several  of  the  Directors, 
officers,  and  employes  of  the  Company.  The  coffin  was  carried 
from  the  chapel  to  the  grave  by  six  of  the  men  from  the  Black 
Rock  works.  It  bore  this  inscription: — “John  Obadiah  Newell 
Rutter;  born  19th  April,  1799  ;  died  27th  July,  1888.’’ 


MR.  BRAY’S  ATTACKS  UPON  MEMBERS  OF  THE  GAS 

INSTITUTE. 

In  another  column  will  be  found  an  abstract  report  of  the  discus¬ 
sion  in  the  Salford  Town  Council  last  Wednesday  on  the  motion 
of  Mr.  Mandley  with  reference  to  Mr.  Bray’s  attack  upon  The 
Gas  Institute  in  his  last  pamphlet.  As  a  further  indication  of  the 
spirit  in  which  Mr.  Bray  is  acting — no  longer  with  regard  to  those 
members  of  the  executive  of  the  Institute  who  were  identified  with 
the  management  of  the  Gas  Section  of  the  Crystal  Palace  Electric 
and  Gas  Exhibition,  but  with  reference  to  gentlemen  who  had 
nothing  to  do  with  that  undertaking,  the  following  reprint  of  two 
letters  addressed  by  him  to  the  Editor  of  the,  Rochdale  Observer  m&y 
be  read  with  advantage.  It  will  be  remembered  that  a  comment 
appeared  in  the  Journal  for  June  12  upon  the  attack  made  by  Mr. 
Bray  upon  Mr.  T.  Banbury  Ball,  the  Engineer  of  the  Rochdale 
Corporation  Gas-Works,  merely  because  he  happened  to  be  a 
member  of  the  Council  of  The  Gas  Institute,  and  which  might 
have  had  some  connection  with  the  refusal  of  the  Town  Council 
to  advance  Mr.  Ball’s  salary  by  more  than  ^50  per  annum, 
instead  of  ^100  as  recommended  by  the  Gas  Committee.  It  is  to 
these  and  subsequent  transactions  of  the  Town  Council  that  Mr. 
Bray’s  letters  refer.  It  will  be  noticed  that  the  second  is  dated 
subsequently  to  the  legal  proceedings  which  resulted  in  Mr.  Bray’s 
retention  as  a  member  of  the  Institute  : — 

THE  PAMPHLET  ON  “  CORRUPT  PRACTICES  IN  THE  GAS 

INDUSTRY.” 

To  the  Editor  of  the  “  Rochdale  Observer.” 

Sir, — Referring  to  your  issue  of  the  9th  inst.,  containing  report  of  Town 
Council  meeting  in  which  the  above  pamphlet,  issued  by  me,  was  referred 
to,  I  beg  to  say  that  I  have  addressed  a  letter  on  the  subject  to  His  W orship 
the  Mayor  of  Rochdale,  of  which  I  enclose  you  copy,  and  which  I  shall  be 
glad  if  you  will  insert  in  your  next  issue. — I  am,  yours  truly, 

Blackman  Lane,  Leeds.  Geo.  Bbay. 

To  His  Worship  the  Mayor  of  Rochdale,  Mr.  Councillor  Petrie. 

Dear  Sir, — On  my  return  from  London  I  find  a  copy  of  the  Rochdale 
Observer  containing  a  report  of  the  meeting  of  the  Rochdale  'Pown  Council 
in  which  my  pamphlet  on  “  Corrupt  Practices  in  tlie  Gas  Industry  ”  was 
freely  mentioned.  I  am  glad  to  find  from  that  report  that  several  coun¬ 
cillors  took  the  view  that  inquiry  should  be  made  in  Rochdale,  and  that, 
pending  such  inquiry,  judgment  should  be  reserved.  But  I  regret  to  find 
that  your  Worship,  instead  of  awaiting  the  result  of  any  inquiry,  is 
reported  to  have  said  that  my  “  pamphlet  had  been  supplied  to  the  Council 
at  a  critical  time,  and  it  had  a  suspicious  appearance.  The  person  who 
had  printed  it  had  not  had  the  courage  to  put  his  name  to  it.”  The  insinua¬ 
tions  in  the  above  quotation  are  not  fair,  as  I  will  show ;  consequently,  I 
submit,  ought  not  to  have  been  made  by  your  Worship. 

First  as  to  the  pamphlet  being  “  supplied  to  the  Council  at  a  critical 
time.”  I  was  absolutely  ignorant  of  the  fact  that  there  was  going  to  be  a 
Council  meeting  at  Rochdale,  or  that  Mr.  Ball’s  salary  was  about  to  be 
discussed,  otherwise  the  pamphlet  would  have  been  kept  back  for  a  day, 
so  far  as  Rochdale  was  concerned.  The  pamphlet  was  sent  to  Rochdale 
at  the  same  time  that  it  was  sant  to  the  other  corporations  and  gas  direc¬ 
torates  of  the  country  whose  officials  were  members  of  the  Council  of  The 
Gas  Institute. 

Then  as  to  your  statements  “  that  the  pamphlet  had  a  suspicious 
appearance,  and  that  the  person  who  had  printed  it  had  not  had  the 
courage  to  put  his  name  to  it,”  I  will  only  say  that  I  could  not  have  pub¬ 
lished  the  pamphlet  more  openly  than  I  did.  It  bears  my  name  and 
address  in  prominent  characters ;  and,  that  being  so,  it  was  not  necessary, 
either  according  to  law  or  practice,  to  allow  a  printer  the  advantage  of 
advertising  his  name.  I  therefore  respectfully  submit.  Sir,  that  by  the 
reflection  just  quoted  you  supply  another  severe  example  to  those  con¬ 
tained  in  the  13th,  14th,  and  15th  pages  of  my  pamphlet  of  the  difficulties 
and  dangers  those  have  to  encounter  who  attempt  to  expose  malpractices 
in  the  gas  industry. 

Hitherto  I  have  appealed  in  vain  to  the  Council  of  The  Gas  Institute 
for  an  inquiry  into  alleged  malpractices,  and  for  having  made  charges 
against  some  of  The  Gas  Institute  officials  I  have  been  expelled,  without 
inquiry,  from  the  Institute,  at  the  instance  of  the  Council  of  which  your 
Corporation  Gas  Engineer,  Mr.  T.  Banbury  Ball,  is  a  member.  As  the 
gas  engineers  and  managers  derive  the  power  mainly  from  the  official 
positions  they  occupy,  I  have  now  determined  to  appeal  to  the  public 
bodies  by  whom  those  gentlemen  are  employed  ;  and  if  these  bodies  decline 
to  assist  in  purifying  the  gas  industry,  they  need  not  be  surprised  if  honest 
trading  has  to  retire  into  oblivion. 

As  your  observations  appeared  in  the  Rochdale  Observer,  I  am  sending 
a  copy  of  this  letter  to  that  paper. — I  am,  dear  Sir,  yours  faithfully, 

June  22, 1888.  Geo.  Bbay. 


ME.  BALL,  MR.  BRAY,  AND  THE  GAS  INSTITUTE. 

To  the  Editor  of  the  “  Rochdale  Observer.” 

Sir, — I  read  in  your  issue  of  the  7th  inst.  the  report  of  the  second  dis¬ 
cussion  in  the  Rochdale  Town  Council  upon  the  Corporation  Gas  Engineer, 
Mr.  Ball,  The  Gas  Institute,  and  myself ;  and  I  shall  be  obliged  if  you  will 
allow  me  to  make  some  observations  thereon.  I  should  have  asked  this 
favour  last  week,  but  I  deemed  it  desirable  not  to  enter  into  any  further 
public  controversy  on  this  business  pending  the  decision  of  the  Court  of 
Chancery  in  the  action  which  I  brought  against  the  Council  of  the 
Institute,  and  which  was  heard  before  Mr.  Justice  Kay  on  Friday  last. 
As  you  may  be  aware,  the  Council  put  in  no  defence.  They  admitted  that 
my  pretended  expulsion  from  The  Gas  Institute  was  illegal,  volunteered 
to  reinstate  me,  agreed  that  the  hearing  should  be  taken  as  the  trial  of  the 
action,  and  submitted  to  a  perpetual  injunction  with  costs. 

It  appears  that  since  the  Town  Council  meeting  in  June,  the  Gas 
Committee  had  called  upon  Mr.  Ball  to  explain,  and  that  the  Committee 
had  passed  a  resolution  that  they  “  are  perfectly  satisfied  with  the  expla¬ 
nation  of  Mr.  Ball.”  A  peculiar  feature  of  this  investigation  is  that  I  was 
not  asked  to  be  present,  and  that  only  Mr.  Ball  was  called  upon.  What 
Mr.  Ball  said,  I  therefore  cannot  say ;  but  if  the  speech  made  by  Alderman 
Petrie,  the  Chairman  of  the  Gas  Committee,  and  reprinted  in  your 
columns,  contains  substantially  Mr.  Ball’s  explanation,  then  Mr.  Ball  has 
deceived  the  Committee. 

According  to  Mr.  Alderman  Petrie,  my  complaints  against  the  officials 
of  The  Gas  Institute  are  entirely  based  upon  the  way  in  which  the  jurors 
at  the  Crystal  Palace  Exhibition  performed  their  functions;  whereas  that 
feature  is  but  a  small  fraction  of  the  case.  Some  of  my  charges,  upon 
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which  Mr.  Ball  has  apparently  ventured  to  give  no  explanation,  are 

That  the  Gas  Section  of  the  Crystal  Palace  Exhibition  was  not  a  horni 
fide  project;  and  that  it  was  launched  under  false  pretences  by 
ofiicials  of  the  Institute. 

That  a  sum  of  over  A'tJOOO  was  obtained  by  false  pretences  from  corpora¬ 
tions  and  gas  companies  for  the  support  of  the  Gas  Section. 

That  grave  malpractices  took  place  in  the  management  of  the  Gas 

That  a  fraudulent  ofiBcial  report  of  the  Gas  Section  has  been  published. 

That  the  Council  of  The  Gas  Institute  are,  as  an  organized  body, 
defending  certain  of  its  officials  who  have  perpetrated  these  grave 


These  charges  affect  the  whole  morals  of  the  Council  and  of  the  Insti¬ 
tute;  and  I  submit  that  the  conduct  of  any  official  who  seeks  to  prevent 
these  charges  being  investigated,  or  to  expel  the  member  who  makes  the 
charges  (and  who  declines  to  withdraw  them  without  investigation),  is  open 
to  the  gravest  suspicion.  •, 

My  charge  against  Mr.  Ball  is  that  he  has  been  a  member  of  the  Council 
of  the  Institute  during  the  past  three  years,  and  that  as  such,  so  far  as  I 
am  aware,  he  neither  spoke,  wrote,  nor  voted  in  favour  of  inquiry  into 
my  charges  of  corruption,  nor  against  my  expulsion  from  the  Institute  for 
adhering  to  them.  That  being  so,  the  Corporation  and  the  ratepayers  of 
Kochdale,  as  well  as  myself,  have  a  right  to  know  whether  Mr.  Ball’s 
motive  was  to  discourage  corruption  or  to  discourage  the  exposure  of  cor¬ 
ruption.  He  must  be  judged  by  his  action. 

The  Gas  Committee’s  resolution  of  “  perfect  satisfaction  with  the 
explanation  of  Mr.  Ball  ”  carries  with  it,  in  my  opinion,  no  weight,  removes 
from  him  no  onus,  and  is  a  direct  blow  to  honest  trading. 

The  necessity  for  caution  in  passing  resolutions  of  “  perfect  satisfac¬ 
tion,”  and  the  possible  smallness  of  their  value,  are  strikingly  illustrated 
by  the  fact  that  on  the  day  following  the  passing  of  the  resolution  of  per¬ 
fect  satisfaction  with  Mr.  Ball’s  ex  parte  statements,  a  former  Kochdale 
Gas  Manager— Samuel  Hunter— was  sentenced  to  five  years’  penal  servi¬ 
tude.  When  that  gentleman  was  at  Rochdale,  charges  of  malpractices 
were  brought  against  him;  and  the  Gas  Committee  whitewashed  him, 
after  an  examination  with  closed  doors,  by  a  vote  of  entire  confidence. 
This  motion  has  been  recently  referred  to  by  Mr.  J.  C.  Maiidley  in  the 
Manchester  Guardian. 

Then  in  the  case  of  the  Metropolitan  Board  of  Works,  the  Chairman — 
Lord  Magheramorne — said  on  Tuesday  last,  regarding  one  of  the  tribe  of 
officials  convicted  of  corruption  :  “  As  to  Mr.  Goddard,  I  was  never  more 
surprised  in  my  life  than  when  I  was  informed  as  to  what  had  transpired 
in  respect  to  him.  I  could  scarcely  believe  my  ears.”  Justso,^  and  all 
the  guilty  officials  were  whitewashed  by  the  Board  a  short  time  since,  and 
their  accusers  condemned.  .  ■  ,  , 

The  impropriety  of  whitewashing  without  proper  enquiry  might  be 
illustrated  ad  infinitum. 

For  years  persistent  efforts  have  been  made  to  prevent  inquiry  into  my 
charges  of  malpractices  against  certain  officials  of  The  Gas  Institute,  and 
during  the  past  twelve  months  the  Council  of  The  Gas  Institute,  of  which 
Mr.  Ball  was  then  a  member,  has  sought,  by  practices  that  may  properly 
be  termed  infamous,  to  obtain  my  expulsion  for  persisting  in  making  those 
charges.  How  much  the  accused  feared  exposure  may  be  gathered  from 
the  recital  of  the  proceedings  in  the  first  paragraph  of  this  letter. 

If  the  Kochdale  Gas  Committee  wish  to  aid  in  purging  the  Council  of 
The  Gas  Institute  of  its  corruption,  let  them  make  a  proper  inquiry  into 
my  allegations  affecting  Mr.  Ball’s  conduct.  If  they  are  true,  let  them 
censure  him ;  if  they  are  not  true,  let  them  censure  me. 

In  conclusion,  permit  me  to  say  that,  whatever  the  Rochdale  Gas  Com¬ 
mittee  may  or  may  not  do,  it  is  my  intention  to  make  every  member  of 
the  Council  of  The  Gas  Institute  concerned  in  the  recent  infamous 
attempts  to  secure  my  expulsion  from  the  Institute  personally  responsible 
for  his  share  in  the  transaction. — Yours  truly.  Geo.  Bray. 

Leeds,  July  19,  1888. 


Batts, 


loNiTiN'o  Gaseous  Mixtures  by  Incandescent  Lamps. 

A  series  of  experiments  to  determine  the  degree  of  danger  to  be 
apprehended  from  the  breakage  of  incandescent  electric  lamp  globes 
in  explosive  atmospheres,  has  been  conducted  by  Lieutenant  H. 
Hutchins,  of  the  United  States  Navy.  A  mixture  of  oxygen  and 
hydrogen  was  fired  by  a  purposely  broken  Swan  lamp ;  but  a  mix¬ 
ture  of  one  volume  of  marsh  gas  to  seven-and-a-half  volumes  of 
air  was  not  exploded  by  similar  means.  When  a  lamp  was  broken 
in  an  atmosphere  of  coal  gas,  the  filament  continued  to  burn ;  the 
gas  being  probably  decomposed  and  carbon  deposited  on  the  fila¬ 
ment  in  a  manner  similar  to  that  in  the  “  flashing  test "  in  the 
manufacture  of  incandescent  lamps.  In  another  experiment  a 
mixture  of  one  volume  of  coal  gas  to  six  volumes  of  air  was  used, 
and  a  lamp  glass  was  broken  in  it ;  the  result  being  a  fairly  violent 
explosion.  As  a  result  of  these  experiments  it  is  concluded  that  the 
filament  of  an  incandescent  electric  lamp,  if  it  comes  into  contact 
with  either  a  highly  explosive  gas,  such  as  a  mixture  of  oxygen  and 
hydrogen,  or  a  comparatively  weak  explosive  mixture,  such  as  coal 
gas  and  air,  will  ignite  them.  If  the  lamp  filaments  were  so  frail 
as  to  be  always  broken  by  the  first  inrush  of  gas  these  lamps  might 
be  safer;  but  unless  this  fact  can  be  more  clearly  established,  it 
appears  that  ordinary  incandescent  lamps  must  be  classed  as  a 
dangerous  means  of  lighting  in  an  explosive  atmosphere,  because 
ignition  of  the  surrounding  gas  would  follow  upon  an  accidental 
breakage  of  the  glass. 

The  Orioin  and  Utility  of  Electric  Weldino. 

It  is  stated  in  a  lecture  by  Mr.  0.  K.  Stewart,  recently  delivered 
before  the  Boston  Electric  Club,  that  the  phenomenon  of  electric 
welding,  which  is  now  shown  at  the  Glasgow  Exhibition,  was 
accidentally  discovered  about  11  years  ago  by  Professor  Elihn 
Thomson,  who  then  held  the  Chair  of  Chemistry  and  Applied 
Mechanics  at  the  Philadelphia  Central  High  School.  Professor 
Thomson  was  delivering  a  course  of  lectures  before  the  Franklin 
Institute  ;  and,  among  other  experiments,  he  reversed  an  ordinary 
nduction  coil,  and  while  so  doing  he  brought  the  terminals  of  the 
coarse  secondary  winding  of  the  coil  into  mutual  contact,  and  was 


surprised  to  observe  that  a  high  temperature  was  developed  instan¬ 
taneously  at  the  point  of  contact — so  high,  in  fact,  that  the  ends  of 
the  wire  melted  and  stuck  together.  Professor  Thomson  was,  how¬ 
ever,  fully  occupied  for  the  next  five  or  six  years  in  teaching  and 
lecturing,  and  perfecting  the  Thomson- Houston  system  of  electric 
lighting ;  and  it  was  not  until  ho  perceived  the  necessity,  in  the 
regular  way  of  manufacturing  electrical  apparatus,  for  some  means 
of  jointing  copper  wire  more  perfectly  than  was  possible  by  known 
methods,  that  his  mind  reverted  to  his  old  lecture  experiment  and 
the  possibilities  which  it  indicated.  Copper  wires  were  electrically 
welded  long  before  the  process  was  applied  to  any  other  purpose. 
It  is  now  used  for  all  kinds  of  welding,  large  and  small,  on  account 
of  its  quickness,  efficiency,  and  the  avoidance  of  all  risk  of  burning 
the  metal  or  introducing  impurities  into  it,  as  in  the  old  method 
of  welding  iron.  It  is  expected  that  boiler  tubes  and  all  kinds  of 
metal  tubes  can  be  treated  in  the  same  way,  including  lead  and 
composition  pipes.  The  old-established  “wiped"  or  plumher’s 
joint  will  thus  bo  superseded,  as  well  as  blow  pipe  joints  and  burnt 
joints  in  lead  work.  The  advantages  of  electric  welding  have  been 
summed  up  as  follows  by  Mr.  Stewart Absolutely  pure  heat, 
with  absolutely  perfect  means  of  regulation,  with  the  heating  con¬ 
stantly  before  the  eyes  of  the  operator,  with  a  neatness  to  which 
ordinary  methods  cannot  at  all  be  compared,  with  an  increased 
economy  of  (in  all  ordinary  cases)  at  least  IlOO  per  cent.,  and  with 
absolute  safety  of  apparatus. 

A  Valveless  Pump. 

A  new  form  of  valveless  pump  construction,  calculated  to  do 
good  service  in  pumping  thick  and  dirty  fluids,  is  described  in  the 
Genie  Civil  as  having  been  invented  by  M.  Montrichard,  an  in¬ 
spector  of  forests  at  Montmedy,  The  pump  consists  of  a  horizontal 
cylinder,  which  is  traversed  longitudinally  by  a  piston-rod  capable 
of  a  reciprocating  motion  through  stuffing-boxes  at  each  end  of  the 
cylinder.  Upon  this  rod  is  fixed  a  helicoidal  piston,  which  forms 
as  it  were  one  complete  turn  of  a  screw-thread  upon  the  rod.  Two 
rollers  project  inside  the  cylinder,  and  engage  with  the  screw- 
piston.  The  action  of  the  pump  is  now  obvious.  The  piston-rod 
is  long  enough,  after  passing  through  the  cylinder,  to  carry  a  fly¬ 
wheel  at  one  end  and  a  crank-handle  or  pulley  at  the  other. 
Rotary  motion  being  given  to  the  piston-rod  (by  hand  or  power),  a 
reciprocating  motion  must  also  follow,  which  causes  a  suction  and 
expulsion  on  the  two  sides  of  the  piston,  and  consequently  draws 
and  expels  fluid  through  suitable  inlet  and  outlet  pipes.  The 
resultant  of  the  two  combined  rotary  and  reciprocating  motions  is 
a  curve  bordering  upon  an  ellipse.  The  pump  acts  in  either  direc¬ 
tion,  according  as  the  wheel  which  drives  the  piston-rod  is  turned. 
Consequently,  when  mounted  on  a  travelling  tank,  it  can  be  made 
to  fill  or  empty  the  vessel  at  will.  The  larger  sizes  of  these  pumps 
are  provided  with  air  chambers.  Fluids  charged  with  solid 
substances  are  easily  pumped  by  these  machines.  The  peculiar 
form  of  the  piston  has  the  effect  of  bringing  all  solid  bodies  into 
the  current  of  the  fluid,  and  these  generally  pass  through  the  pump 
intact,  although,  in  case  of  a  jam,  the  working  parts  are  strong 
enough  to  crush  any  ordinary  floating  bodies. 

An  Improved  Water  Filter. 

A  committee  of  the  Franklin  Institute  have  reported  favourably 
on  the  Hyatt  system  of  water  filtration.  The  designer  of  this  system 
proceeds  upon  the  fact  that  simple  filtration  is  not  competent  to 
arrest  the  extremely  fine  muddy  silt  held  in  suspension  by  some 
waters  ;  and  that  some  means  of  aggregating  the  impurity  is  called 
for  before  it  can  be  removed.  The  Hyatt  filter  is  simply  a  body  of 
ordinary  sand  supported  on  a  perforated  false  bottom,  the  whole 
being  enclosed  in  a  wrought-iron  cylindrical  vessel.  A  small  por¬ 
tion  of  the  muddy  water  to  bo  treated — not  more  than  a  fraction 
of  one  per  cent,  of  the  total  volume — goes  through  a  compart¬ 
ment  of  the  filter  in  which  are  contained  lumps  of  alum.  A 
minute  proportion  of  alum  is  thus  dissolved,  and  passes  into  the 
filter,  where  it  is  mixed  with  the  main  body  of  water  ;  the  ejuan- 
tity  of  alum  used  being  less  than  one  grain  per  gallon  of  water.  The 
suspended  clay  and  other  earthy  matter,  which  is  of  a  basic  nature, 
has  the  property  of  precipitating  the  alumina  of  the  alum,  causing 
it  to  separate  all  through  the  water  in  the  form  of  gelatinous 
flocks.  These  minute  particles  bring  together  or  coagulate  the 
finely  suspended  matter,  converting  it  into  such  a  form  that  the 
filter  will  easily  and  completely  remove  it.  The  supply  of  water 
to  this  coagulation  is  governed  by  a  valve  regulated  by  a  scale, 
every  degree  of  which  corresponds  to  the  solution  of  a  certain 
quantity  of  alum.  In  consequence  of  this  arrangement,  whereby 
the  solution  of  alum  is  restricted  to  the  ipiantity  necessary  to  deal 
with  the  water  to  be  treated,  the  minute  amount  of  alum  employe<l 
is  entirely  absorbed  in  doing  the  required  work,  and  is  afterwards 
removed  from  the  solution.  In  this  way  the  fine  silt  which  could 
not  otherwise  be  removed  by  filtration  is  converted  into  such  a  form 
as  to  be  easily  removable,  and  the  resulting  filtered  water  is  perfectly 
bright  and  clear,  no  matter  how  dirty  or  muddy  it  may  have  been 
previously.  The  filter  is  easily  cleaned  by  a  reversal  of  the 
current  of  water  ;  and  it  works  with  great  freedom  and  rapidity 
when  compared  with  filters  in  which  the  operation  depends  upon 
the  closeness  of  the  particles  of  the  filter  bod. 


Mr.  Norman  T.  Gray,  nephew  and  pupil  of  Mr.  .1.  W.  Gray, 
Engineer  of  the  Birmingham  Corporation  SVater-Works^,  has  been 
appointed  by  Messra.  Clianiborlftin  and  Ilookham  w*  Kn^noor  of 
the  central  electric  lighting  station  which  they  are  ostablishing  in 
Birmingham. 
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MANAGEMENT  OF  GAS-WORKS  EMPLOYES. 

First  Article. 

Except  in  the  very  smallest  gas-works,  the  manager  is  not  able 
to  carry  on  the  various  operations  without  assistance ;  and  in  large 
works  he  becomes  an  employer  of  labour  to  a  very  respectable 
extent.  But  in  approaching  the  labour  question,  it  is  well  to 
remember,  that  for  all  practical  purposes,  we  may  regard  the  gas¬ 
works  manager  as  really  carrying  on  all  the  operations  himself. 
He  has  not  time,  nor  it  is  not  worth  while  for  him,  to  expend  his 
energy  in  charging  the  retorts,  keeping  furnaces  in  order,  and 
other  manual  labour  ;  and  therefore  he  employs  qualified  men  to 
do  the  work  in  his  place.  The  same  in  the  purifying-house,  in 
regard  to  the  mains  and  services,  and  all  the  other  departments 
incidental  to  the  manufacture,  purification,  and  supply  of  gas.  On 
the  large  scale,  each  of  these  branches  assumes  sufficient  import¬ 
ance  to  be  placed  in  charge  of  a  responsible  and  well-qualified 
superintendent ;  and  so  there  is  a  further  sub-division  of  labour. 
And  some  gas  undertakings  comprise  several  distinct  stations  or 
works,  each  placed  in  charge,  perhaps,  of  a  resident  engineer. 
Still,  whatever  the  circumstances,  there  is  one  person  who  is  respon¬ 
sible  for  the  whole ;  and  although  his  assistants  at  the  head  of 
various  departments  may  take  a  great  deal  of  the  detail  off  his 
hands,  to  a  great  extent  it  is  necessary  that  every  detail  should  be 
as  clearly  before  his  mind  as  if  he  was  actually  engaged  in  the 
performance  of  the  same. 

An  important  part  of  the  duties  of  the  manager  of  any  gas 
undertaking  of  respectable  size,  then,  is  the  engaging  of  thoroughly 
trustworthy  and  competent  subordinates.  Two  things  are  neces¬ 
sary  to  this  end.  Suitable  candidates  must  be  within  reach,  and 
the  manager  must  have  sufficient  discernment  to  recognize  them 
when  they  offer  themselves.  Considerable  experience  and  judg¬ 
ment  are  necessary  in  order  to  put  the  right  man  in  the  right  place 
in  each  case ;  and  the  frequently-used  phrase  “  management  of 
men  ”  carries  a  great  deal  more  meaning  than  appears  at  first 
sight,  and  has  more  to  do  with  the  comfortable  and  satisfactory 
progress  of  operations  than  many  would  be  inclined  to  believe. 
Experienced  gas  engineers  are  sometimes  heard  to  complain 
because  a  board  of  directors  or  a  corporation  committee  seem  to 
suppose  that  any  intelligent  artizan  can  manage  a  gas-works  ;  yet 
they  not  unfrequently  exhibit  a  failing  of  a  similar  character,  in 
putting  any  respectable  person  on  who  offers  himself,  as  retort- 
house  foreman  or  in  other  responsible  position.  Fortunately,  in 
this  country  there  is  usually  no  difficulty  in  meeting  with  men 
well  fitted  to  fill  each  and  every  vacancy  ;  but  this  state  of  things 
does  not  extend  to  foreign  parts.  Sometimes  considerable  diffi¬ 
culty  arises  in  these  circumstances  in  making  the  best  of  the  un¬ 
satisfactory  material  at  disposal,  and  it  may  be  necessary  to  send 
to  the  home  country  for  suitable  men. 

It  is  well  to  bear  in  mind  that,  when  once  a  man  is  appointed  to 
a  post  with  a  prospect  of  permanent  employment,  he  establishes  a 
sort  of  vested  interest  in  that  post,  rendering  it  difficult  to  take 
him  from  it,  although  it  may  be  advisable  to  do  so ;  and  this  in¬ 
creases  with  the  period  of  time  during  which  he  has  held  the 
office.  If  he  is  a  drunkard,  or  given  to  other  bad  habits  which 
interfere  with  the  proper  fulfilment  of  his  duties  to  the  best  of  his 
ability,  there  is  at  once  a  tangible  reason  for  discharging  him. 
But  he  may  be  highly  respectable  in  private  character — for  the 
student  of  human  nature  will  find  as  much  to  respect  and  to  admire 
in  characters  exhibited  amongst  the  working  classes,  as  amongst 
those  moving  in  higher  grades  of  society — and  yet  be  utterly  un¬ 
suited,  in  respect  to  natural  ability,  for  the  position  to  which  he  is 
appointed.  Under  these  circumstances,  the  manager  cannot  remove 
him  without  incurring  certain  opprobrium.  The  reason  for  the 
change  is  not  obvious  to  his  fellows  ;  and  therefore  the  dismissal 
is  said  to  be  due  to  prejudice  or  other  unworthy  motive.  A  man 
of  clumsy,  slow,  and  awkward  movements  will  never  make  a  good 
retort-house  hand ;  yet  if  he  has  been  engaged  as  such  for  some 
years,  and  his  mates  have  become  used  to  him,  his  removal  in 
favour  of  a  candidate  physically  more  suited  for  the  work  would  be 
regarded  as  nothing  else  than  an  injustice.  Some  men  will  work 
with  the  shovel  for  years  and  yet  never  learn  to  use  it  properly. 
Even  in  such  a  simple  operation  as  throwing  up  a  load  of  coke,  it 
will  be  observed  that  one  man  can  do  it  in  half  the  time,  and 
apparently  with  the  expenditure  of  less  than  one -half  the  labour, 
that  is  required  by  another  to  do  the  same  work.  One  of  the 
greatest  difficulties  in  connection  with  taking  over  works  that  have 
been  neglected  or  badly  managed,  is  that  of  dealing  with  the  men, 
who  may  not  only  have  got  into  slovenly  or  idle  habits,  but  in 
many  cases  are  utterly  unsuited  for  the  positions  they  hold.  The 
only  real  way  of  finding  out  whether  a  man  is  really  qualified  and 
fitted  for  any  responsible  post — such  as  retort-house  foreman, 
captain  of  a  gang,  purifier-house  foreman,  &c. — is  to  let  him  try 
it  for  a  time.  In  appointing  a  man  to  such  a  position,  it  is  well, 
therefore,  to  let  him  begin  ])ro  tern..,  on  the  understanding  that  he 
will  not  be  permanently  appointed  unless  he  proves  to  be  in  every 
way  equal  to  the  post.  The  same  principle  may  be  advantageously 
applied  in  almost  any  case.  One  benefit  gained  by  it  is  that  the 
new-comer  exerts  himself  to  acquire  the  details  of  his  duties  ;  and 
becomes  more  competent  than  he  would  otherwise  be  after  holding 
his  post  for  half  a  lifetime. 

But  few  of  those  who  read  these  remarks  are  likely  to  be  called 
upon  to  commence  a  gas-works  de  novo  ;  the  probability  is  that 
they  will  find  the  works  already  in  operation,  and  that  their  pre¬ 


decessors  have  carried  them  on  with  some  degree  of  success.  It  is 
a  great  mistake  to  find  fault  with  everything  that  has  previously 
been  done,  or  to  set  to  work  making  sweeping  changes  before  all 
the  special  circumstances  of  the  undertaking  have  been  thoroughly 
mastered ;  for  to  have  to  fall  back  again  on  the  old  plan,  as  being 
the  best  after  all,  is  rather  humiliating,  and  indeed  a  confession  of 
failure.  The  first  thing  is  to  get  thoroughly  acquainted  with  the 
way  in  which  operations  have  been  carried  on.  If  any  abuses 
exist,  such  as  the  employment  of  incompetent  men,  or  if  any  im¬ 
provement  or  economy  in  working  can  be  introduced,  the  matter 
can  be  plainly  set  before  the  workmen,  who  are  usually  amenable 
to  reason,  and  their  co-operation  in  the  matter  may  be  sought. 
They  will  apparently  be  quite  willing  to  fall  in  with  any  new  plans 
that  offer  prospect  of  improvement ;  yet  the  British  workman 
possesses  some  degree  of  stubbornness  and  prejudice  in  favour  of 
old  customs  and  ways  of  working,  which  can  only  be  overcome  by 
watchfulness  and  determination. 

It  is  only  after  everything  else  fails  that  the  alternative  of  dis¬ 
charging  a  man  should  be  resorted  to — except,  of  course,  in  cases 
of  offences  against  duty  or  discipline  so  grave  as  to  call  for  sum¬ 
mary  punishment.  There  are  times  when  it  is  necessary  to  be 
severe  ;  but  if  this  course  is  taken  on  the  heat  of  the  moment  and 
in  the  absence  of  a  really  justifiable  cause,  public  sympathy  goes 
with  the  man,  and  a  certain  loss  of  intiuence  is  the  result.  The 
manager  must  make  it  clear  that  he  is  the  master  ;  but  as  a  rule 
the  men  at  once  accept  him  as  such — provided  he  shows  himself 
competent  to  fill  the  position,  and  discharges  all  his  duties  in  con¬ 
nection  with  them  in  a  manner  worthy  of  their  respect.  As  such 
his  course  of  action  will  be  plain  and  clear.  It  should  admit  of 
those  who  carry  out  their  duties  faithfully,  feeling  secure  and  sure 
of  receiving  just  treatment ;  but  at  the  same  time  everyone  who 
neglects  his  work  should  have  a  notion  of  what  he  has  to  expect 
as  the  result  of  such  neglect.  There  is  also  much  difference 
between  ignorance  or  error  of  judgment,  and  intentional  laziness 
or  negligence,  and  this  the  employer  of  labour  must  be  quick  to 
appreciate. 

These  suggestions  are  not  laid  down  as  a  guide  that  should  be 
rigidly  followed  in  dealing  with  workmen.  As  a  matter  of  fact 
everybody  has  his  own  way  of  arranging  these  matters,  which 
indeed  are  scarcely  of  a  nature  to  admit  of  formulation  in  writing, 
and  can  only  be  acquired  by  experience.  Still,  a  few  remarks  on 
the  subject  may  not  be  altogether  useless!  or  devoid  of  interest. 
There  should  be  a  high  standard  for  each  employe.  None,  even 
the  ordinary  labourers,  should  be  jeered  at  as  “  drunken  rascals  ” 
if  they  take  a  drop  too  much  at  holiday  time ;  nor  should  they  be 
contemptuously  termed  “  stupid  ”  or  “  blockheads  ”  if  they  fail  to 
carry  out  their  duties  properljL  Such  a  course  only  has  the  effect 
of  driving  them  into  a  sullen,  “  don’t  care  ”  sort  of  way  of  scamping 
through  their  duties,  in  a  manner  that  seems  to  offer  least  trouble 
to  themselves.  They  should  rather  be  encouraged  to  set  a  high 
value  on  their  work.  Even  the  lowest  of  all  should  be  made  to 
feel  that  he  is  of  some  consequence  in  relation  to  the  carrying  on 
of  the  whole  concern,  that  he  is  looked  upon  as  being  quite  able  to 
fulfil  the  allotted  task  comprised  in  his  narrow  and  apparently  in¬ 
significant  field  of  labour,  and  moreover  is  expected  to  execute  it 
heartily.  continued.) 


We  understand  that  Mr.  B.  A.  Lewis,  who  was  formerly  assistant 
to  Mr.  T.  H.  Martin,  Assoc.  M.  Inst.  C.E.,  at  Barnet,  and  subse¬ 
quently  went  to  Wantage,  has  been  appointed  Assistant- Manager 
of  the  Cape  Town  Gas-Works,  under  Mr.  A.  Wilson,  and  will 
shortly  leave  England  for  the  Cape. 

An  American  physician — Dr.  Donald  C.  Hood — has  collected 
many  facts  relating  to  the  use  of  salicylic  acid  for  rheumatism. 
Of  7‘28  patients  treated  with  salicylates,  523  were  relieved  of  their 
pains  within  seven  days ;  whereas  of  612  patients  treated  by 
other  methods,  only  140  were  relieved  within  the  same  time. 

We  learn  that  Mr.  F.  G.  Dexter,  who  has  occupied  a  position  on 
the  gas  engineering  staff  of  the  Great  Western  Railway  Company, 
has  been  appointed  Manager  of  the  Wantage  Improvement  Com¬ 
missioners’  Gas-Works  (for  which  post  applications  were  invited 
by  advertisement  in  the  Journal  a  fortnight  since);  and  he  will 
enter  upon  his  duties  to-day.  It  may  be  mentioned  that  Mr. 
Dexter  took  the  first  prize  medal  in  both  the  Ordinary  and 
Honours  Grades  of  the  City  and  Guilds  of  London  Institute  Ex¬ 
aminations  in  “  Gas  Manufacture  ”  in  two  consecutive  years  ;  and 
has  obtained  first-class  honours,  with  second  prize  {£5  and  a 
bronze  medal)  from  the  same  Institute  in  the  “  Fuel  ”  sub¬ 
ject.  Besides  these,  he  is  the  holder  of  first-class  certificates 
in  some  half-dozen  cognate  sciences.  This  book-learning 
undoubtedly  told  well  in  his  favour ;  but  without  his  eight 
years’  practical  experience  and  his  testimonials,  it,  of  course, 
would  not  have  secured  him  the  appointment.  At  the  same 
time,  his  success  is  a  testimony  to  the  value  of  the  City 
and  Guilds  Institute’s  Technological  Examinations,  and  especi¬ 
ally  of  those  on  “  Gas  Manufacture,”  to  which  reference  was  made 
in  our  editorial  columns  only  last  week.  If  this  notification  of 
what  many  may  regard  as  a  comparatively  insignificant  appoint¬ 
ment  has  received  rather  more  than  the  customary  attention  at 
our  hands,  it  is  with  the  view  of  stimulating  and  encouraging  those 
who  are  entering  the  gas  engineering  profession  to  avail  them¬ 
selves  of  the  opportunities  placed  in  their  way  to  make  them¬ 
selves  thoroughly  proficient  members  of  it.  It  may  be  mentioned 
that  there  were  about  70  applications  for  the  Wantage  appointment. 
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Ccfl^ntcal  ^ccartr. 

NORTH  BRITISH  ASSOCIATION  OF  G.AS  MAN  AGERS. 

The  Annual  Meeting  in  Glasgow. 

In  the  Journal  last  week  wo  gave  tlie  general  report  of  the 
proceedings  at  the  above  meeting,  together  with  the  Inaugural 
Address  of  the  President  (Mr.  David  Terrace,  of  Dawshohu)  and 
the  paper  read  by  Mr.  G.  R.  Hislop,  of  Paisley,  on  “  Gas-Burners 
for  Photometrical  Purposes."  To-day  we  continue  the  publication 
of  the  papers  ;  reserving  the  discussions  thereon  until  the  Oflicial 
Report  has  been  passed  by  the  Revision  Coimiiittee  of  the  Asso¬ 
ciation. 

A  YEAR’S  EXPERIENCE  IN  THE  MANUFACTURE  OF 
SULPHATE  OF  AMMONIA. 

By  Robert  Cowie,  of  Tillicoultry. 

About  two  years  ago,  the  Company  with  which  I  am  connected 
decided  to  work  up  their  ammoniacal  liquor  into  sulphate  of 
ammonia.  They  had  from  time  to  time  received  offers  to  take  the 
tar  and  liquor  for  a  year  or  term  of  years ;  but  the  amount 
offered  was  so  small  that  they  concluded  it  would  be  preferable  to 
manufacture  sulphate  instead  of  selling  the  liquor.  After  having 
made  a  few  experiments,  it  was  decided  to  erect  plant  for  the 
manufacture  of  sulphate ;  but  before  beginning  its  erection,  I  paid 
a  visit  to  three  gas-works  where  sulphate  is  made,  to  inspect  the 
plant  in  use.  I  was  well  received  by  the  managers  ;  and  all  my 
questions  were  readily  answered.  The  difference  between  their 
works  and  mine  was  very  great  indeed.  Still,  the  information  I 
obtained  w’as  very  useful ;  and  to  these  gentlemen  I  tender  my 
warmest  thanks.  Here  let  me  say  that  a  remark  which  was 
made  at  the  meeting  of  the  Association  held  in  Edinburgh  in  188G, 
in  the  discussion  on  Mr.  Dempster’s  paper,*  made  me  think  there 
was  an  immense  amount  of  worry  and  anxiety  connected  with 
the  manufacture  of  these  residuals,  I  thought  I  had  quite  enough 
of  this  without  any  more.  However,  the  decree  bad  gone  forth, 
and  I  was  determined  to  face  it- 

By  this  time  the  season  was  getting  advanced ;  so,  with  as 
little  delay  as  possible,  buildings  and  plant  were  erected.  I  must 
say  that  for  nearly  six  months  I  had  plenty  of  worry  and  anxiety ; 
many  little  things  occurring  which  I  did  not  foresee,  and  which 
were  troublesome.  The  chief  cause  of  trouble  was  not  having  a 
proper  saturator,  and  working  with  acid  made  from  pyrites  instead 
of  sulphur  acid.  By  using  acid  made  from  pyrites  I  could  not 
get  a  white  salt ;  and  a  great  deal  of  skimming  was  necessary. 
Besides  this,  the  condenser  and  purifier  were  too  small. 

The  first  thing  to  give  way  was  the  saturator,  which  was  cast 
all  in  one  piece,  but  was  not  of  pure  chemical  lead,  and  conse¬ 
quently  did  hot  stand  the  acid  for  more  than  a  month’s  work¬ 
ing,  when  it  was  perfectly  riddled  with  small  holes.  After  this 
I  had  to  work  away  as  best  I  could  with  the  box  with  which 
I  had  been  experimenting,  till  a  new  one  was  made. 

Let  me  here  describe  the  plant  I  have  been  working  with  during 
the  past  twelve  months.  We  procured  a  good  second-hand  steam- 
boiler  (egg-ended),  20  feet  long  by  3  ft.  6  in.  diameter,  set  in  the 
usual  manner.  Placed  near  the  boiler  is  the  saturator — a  wooden 
box  lined  with  pure  chemical  lead,  15  lbs.  to  the  foot,  and  all  joints 
well  burnt.  Its  dimensions  are  4  feet  long  by  3  feet  wide,  with 
partitions  running  from  side  to  side  ;  the  bottom  of  the  saturator 
having  an  inclination,  to  allow  the  salt  to  be  fished  out  during  the 
operation.  The  saturator  is  connected  to  the  boiler  with  a  12-inch 
wrought-iron  tube,  with  stopcock  and  flange  2  feet  from  the  top  of 
the  saturator,  where  it  is  bolted  to  the  flange  of  the  lead  pii)e  which 
goes  to  the  bottom  of  the  saturator,  along  its  whole  length,  and  is 
perforated  with  a  number  of  holes  to  allow  the  ammonia  free  exit 
into  the  acid  contained  in  the  saturator.  Alongside  the  saturator 
is  a  wooden  box,  3  feet  long  by  2  feet  wide  by  1  ft.  8  in.  deep,  lined 
with  lead  4  lbs.  to  the  foot.  On  the  top  of  this  box  is  placed  the 
drainer,  also  lined  with  lead  of  the  same  weight,  having  an  inclina¬ 
tion  to  allow  all  the  moisture  to  run  into  the  box  below.  A  few 
feet  from  the  saturator  is  the  storehouse,  the  floor  of  which  is  laid 
with  load  4  lbs.  to  the  foot ;  the  walls  being  of  lead  to  a  height  of 
4  feet.  Above  this  are  boards  overlapping  each  otlier  to  near  the 
roof.  The  floor  has  a  fall  towards  one  end,  at  which  is  placed  a 
lead  box  to  catch  all  drippings  from  the  wet  sulphate ;  also  a  false 
bottom  of  wood  to  preserve  the  lead  from  injury  by  shovels. 

The  operation  of  making  the  sulphate  is  as  follows: — Theliipior 
is  pumped  into  a  tank,  12  feet  long  by  4  feet  square,  above  the 
boiler  at  one  end,  and  allowed  to  settle.  About  flOCI  gallons  are  run 
into  the  boiler,  and  a  fire  is  started  under  it.  In  about  two  hours 
ammonia  begins  to  come  over  into  the  saturator,  which  is  half 
filled  with  acid.  The  ammonia  is  arrested  by  the  acid  and 
formed  into  sulphate,  which  is  fished  out,  and  acid  added  as 
required ;  while  the  carbonic  acid  and  sulphuretted  hydrogen 
pass  up  a  pipe  at  the  other  end  of  the  saturator  into  the 
condenser,  which  is  composed  of  a  series  of  4 -inch  pijies  outside, 
on  the  wall  of  building.  The  last  pipe  is  placed  inside  one  much 
larger,  through  which  runs  a  constant  stream  of  cold  water,  which 
cools  the  waste  gases  before  they  pass  to  the  purifier,  which  is 
much  smaller  than  it  would  have  been  if  I  had  had  more  space.  It 
is  only  3ft.  Gin.  long  by  3  feet  wide  and  3  feet  deep,  and  has  two 
trays,  which  are  covered  with  oxide  of  iron.  The  gas  enters  at  the 
bottom,  and  passes  up  through  the  oxide.  At  theto[i  of  one  of  the 

*  See  Journal,  Vol.  XLVIll.,  p.  331. 


sides  is  a  5-inch  pipe  connected  with  the  flues  of  the  boiler.  Wlien 
the  lid  of  the  juirifier  is  on,  the  gas  passes  through  this  pipe,  round 
the  flues,  and  up  the  chimney.  There  is  no  disagreeable  odour 
whatever  during  the  operation.  I  may  here  mention  that  if  the  fire 
under  the  boiler  becomes  too  strong,  causing  the  saturator  to  throw 
off  the  gases  very  rapidly,  we  have  a  good  deal  of  steam.  This  I 
intend  to  remedy  by  increasing  the  condensing  power.  It  takes 
about  12  hours  to  distil  a  charge.  I  have  not  as  yet  used  lime  or 
soda  to  liberate  any  fixed  ammonia,  but  intend  doing  so  this 
M'hen  the  charge  is  finished,  the  waste  liquor  is  ruu  off,  and  the 
boiler  refilled  on  cooling.  Should  there  be  excess  of  mother  liquor 
in  the  saturator,  I  have  a  coil  of  lead  pipe  round  the  bottom,  in 
front  of  the  jiartition,  through  which  steam  is  blown,  and  the 
liquor  evaporated.  After  cooling,  the  excess  of  salt  crystallizes, 
and  is  fished  out  before  beginning  again. 

■With  the  plant  I  have  just  described,  I  may  say  I  have  had  no 
trouble  or  worry.  The  men  know  now  all  that  is  required  to  bo 
done.  I  have  not  employed  any  additional  hands  to  look  after  it , 
so  that  no  extra  wages  have  been  incurred.  During  our  heaviest 
make,  the  apparatus  is  at  work  once,  and  sometimes  twice  e\ery 
week,  as  we  are  fairly  well  off  for  storeage  room  for  tar  and  lupior, 
including  the  boiler,  which  is  no  sooner  emptied  than  it  is  filled 
again.  Thus  our  sulphate  making  does  not  interfere  very  much 
with  our  ordinary  work  during  the  busy  season.  t  i  *  ■  i 

From  the  83G  tons  of  cannel  coal  carbonized  last  year,  I  obtained 
8  tons  17  cwt.  of  sulphate,  or  upwards  of  23  lbs.  per  ton  of  coal. 
The  following  statement  shows  the  result  of  our  working . 

Sulphate  sold,  8  tons  14  cwt . ^  ^ 

Do.  in  stock,  3  cwt.,  at  . .  ^  ^ 


9  tons  of  acid.  .  .  . 

6  owt.  of  coke,  at  Gs.  6d. 

10  p.o.  on  capital  (ilOO) 


Jtl03  5  7 

£32  10  0 
1  12  0 
10  0  0 

_ _  44  2  G 


Leaving  a  surplus  balance  of . ^  ^ 

The  sulphate  was  all  disposed  of  in  the  district— I  had  no  trouble 
with  it.  The  farmers  who  bought  it  brought  their  carts  and  bags 
with  them  to  take  it  away.  I  sold  as  much  as  3  tons  G  cwt.  to  one 
farmer ;  to  another,  1  ton  8  cwt.  ;  to  another,  1  ton ,  and  to 
others,  quantities  as  small  as  1  lb.,  3  lbs.,  and  7  lbs.,  to  be  used  for 
flowers  and  vegetables.  Some  of  the  farmers  to  whom  I  sold  sul¬ 
phate  last  year  told  me  they  were  pleased  with  the  results ;  and 
they  have  taken  more  than  double  this  year.  _ 

The  plant  I  have  described  is  equal  to  the  requirements  of  a 
much  larger  works  than  the  one  of  which  I  have  charge.  _  It  is  not 
very  costly;  and  it  works  well.  I  am  aware  that  there  is  the  con¬ 
tinuous  process  by  various  makers ;  which  no  doubt  would  be 
preferred  in  large  works,  as  perhaps  better  results  are  obtained. 
My  Directors  are  pleased  with  the  past  year’s  working.  I  hope, 
if  possible,  to  make  it  more  profitable  ;  and  I  shall  be  pleased  to 
receive  any  information  that  will  help  me  to  make  it  so. 


COAL  TAR  AS  FUEL  FOR  STEAM-BOILERS. 

By  John  M‘Crae,  of  Dundee. 

About  three  years  ago,  when  the  sudden  and  serious  fall  took 
place  in  the  value  of  the  secondary  products  produced  in  Re¬ 
works,  many  gas  managers — ever  desirous  of  doing  their  very  best 
for  their  employers — were  forced  to  look  around  for  some  better 
market  in  which  to  dispose  of  the  products  which  had  so  seriously 
fallen  in  value.  This  was  no  easy  task;  and  even  now  it  forms 
very  uphill  work  indeed.  A  comparatively  new  market  has  been 
created  for  the  disposal  of  boiled  tar  at  several  of  the  German 
ports;  but  the  expense  and  difficulty  of  loading  ships  with  tar  in 
casks  take  very  much  from  the  saving  derived  from  the  new  manner 
of  disposal.  It  occurred  to  me,  therefore,  that  we  must  look 

nearer  home  for  a  remedy.  _  . 

In  all  gas-works  of  any  magnitude,  a  considerable  quantity  ot 
fuel  must  be  employed  for  the  purpose  of  supplying  the  works  with 
steam  for  the  exhauster-engines,  chemical  apparatus,  thawing  pur¬ 
poses,  &c.  Whether  this  fuel  consists  of  coke  or  of  coal  will  not  in 
the  least  affect  or  alter  my  figures.  I  have  no  doubt  if  any 
manager  discovers  that  he  is  working  more  economically  bj’  sell¬ 
ing  the  coke  and  using  a  cheap  small  or  other  coal,  he  will  adopt 
the  cheapest  process.  In  Dundee,  where  we  get  a  good  price  for 
coke,  I  found,  for  the  purpose  of  steam  fuel,  it  would  be  far  cheaper 
to  buy  small  coal  cosliiiK  from  58,  to  5rt.  fid.  ]>er  ton  tlcliNtTiHl  in 
the  works,  and  dispose  of  the  coke.  The  question  of  fuel  then  lay 
between  coal  and  tar  ;  and  I  have  experimented  somewhat  exten¬ 
sively  to  ascertain  the  true  relative  values  of  the  two  classes  of 
fuel.  For  the  purpose  of  this  paper,  and  within  the  last  few  days, 
I  made  a  further  examination  into  the  question  ;  and  the  results 
arrived  at  will  be  those  here  quoted.  The  coal  we  employed  was 
what  is  known  as  Stravenhouse  small  coal,  which  costs  5s.  per  ton 
delivered.  The  experiment  in  each  case  lasted  48  hours.  The  tar 
employed  was  what  is  known  as  boiled  tar ;  the  naplitha  having 
been  previously  removed,  but  the  pitch  oil  left  in  the  tar.  The 
value  of  this  tar  in  Dundee  is  about  4s.  per  ton.  The  following 
are  the  figures  ; — 

Coal,  10  tons  10  cwt.,  st  Gs . £2  14  0 

Tsr.  I  KiO  gallout  (or  9  tons.  3  cw  t ,  160  gallons  =1 
ton),  at  Is . . 

Saving  i>or  day  by  using  tar  .  .  .£0  17  6 

And  this  at  the  longest  day.  when  we  are  using  a  mere  fraction  of 
I  steam,  os  compared  with  our  winter  requirements,  and  consequently 
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the  profit  is  proportionally  less  than  it  will  be  when  we  are  in 
full  work. 

And  now  allow  me  to  direct  your  attention  for  a  short  time  to 
the  ai)pliance  made  use  of  in  accomplishing  this  tar-burning.  On 
the  wall  is  shown  a  diagram  giving  in  detail  the  injector  known 
as  C.  and  W.  Walker  s  patent  tar-sprayer  burner  ;  and  it  is  supplied 
only  by  that  firm.  The  tar,  which  has  been  brought  forward  to 
the  boilers  in  a  thoroughly  liquid  state,  is  discharged  from  the 


TAR.  ST  E  A  M  . 


centre  of  the  injector  into  the  furnace  of  the  boiler.  Surrounding 
the  centre  nozzle  of  the  injector  is  an  annular  space  through 
which  high-pressure  steam  passes,  also  into  the  furnace.  The 
meaning  of  this  steam  moving  along  with  the  tar  is  to  force  a 
draught,  as  well  as  to  raise  the  temperature  of  the  tar,  and  so 
partially  convert  the  tar  into  vapour ;  thereby  making  the  com¬ 
bustion  more  complete.  The  flow  of  the  tar  is  regulated  by  the 
very  delicate  sluices  attached  to  the  injectors.  These  valves 
consist  of  elongated  cones  and  plugs,  and  are  constructed  not  only 
for  the  purpose  of  regulating  the  flow  of  tar,  but  also  for  removing 
any  obstruction  or  incrustation  which  may  accumulate  in  the 
nozzle.  In  order  to  keep  the  tar  in  a  liquid  state  (which  in  the 
winter  time  is  not  an  easy  matter),  a  small  steam-pipe  is  passed 
through  the  centre  of  the  tar-pipe ;  but,  of  course,  no  steam  is 
discharged  among  the  tar,  as  the  presence  of  water  in  the  injector 
prevents  its  correct  working.  The  steam -pipe  is  simply  passed 
through  the  tar-pipe,  and  a  steam-trap  attached  to  its  end.  In 
changing  from  the  coal  or  coke  fuel  to  the  tar,  little  or  no  difficulty 
is  experienced,  and  very  rarely  is  a  shovelful  of  any  kind  of  solid 
material  required.  The  furnace-bars  have  only  to  be  kept  covered 
to  prevent  the  waste  of  tar  and  the  too-rapid  ingress  of  air  ;  and 
when  the  furnaces  are  in  full  work,  and  being  well  and  carefully 
attended  to,  the  tar  will  be  found  to  have  been  nearly  all  consumed 
before  reaching  the  solid  material  covering  the  bars.  The  action 
is  very  much  the  same  as  in  the  paraffin-oil  lamp.  The  wick  is  the 
medium  by  which  the  oil  is  brought  to  the  point  of  combustion, 
where  it  is  developed  into  light ;  but  the  wick  remains  little  in¬ 
jured,  although  in  close  proximity  to  such  intense  heat.  The  oil 
burns,  not  the  wick.  In  the  tar-furnace,  the  tar  itself  burns,  and 
the  tar  only. 

It  will  be  easily  understood  that  a  little  experience  is  necessary 
to  enable  the  attendant  to  fully  understand  the  quantity  of  tar  by 
which  complete  combustion  is  to  be  obtained,  and  which  in  no  case 
must  be  exceeded.  The  moment  one  atom  of  tar  is  sent  into  the 
furnace  beyond  that  which  can  be  thoroughly  consumed,  you  have 
then  the  most  hideous  discharge  of  black  smoke  (carbon)  which  it 
is  difficult  to  describe,  but  which  can  be  easily  understood,  and,  I 
believe,  can  be  seen  within  a  few  miles  of  where  we  now  sit.  I 
should  mention  that  the  injectors  are  fitted  on  the  furnace  doors ; 
but  the  connections  are  of  such  a  nature  that  the  doors  can  be 
opened  without  disturbing  any  of  the  permanent  fittings. 

And  now  I  have  told  you  that  the  results  detailed  in  this  short 
paper  were  those  obtained  in  the  Dundee  Gas-Works.  This  is  so  ; 
but  were  I  to  leave  the  matter  here  it  might  be  inferred  that  I 
considered  similar  results  might  be  obtained  in  any  and  every 
gas-works.  I  would  not  mislead  you ;  and  therefore  must  detain 
you  for  a  few  moments  longer  in  order  to  show  you  how  my 
town  is  different  from  many  others.  Dundee  is  very  peculiarly 
situated  in  this  respect.  It  is  a  long  distance  from  any 


tar  distiller’s  works  capable  of  dealing  with  the  large  quantity 
of  tar  we  have  for  sale  during  the  winter.  A  large  portion  of  the 
value  of  our  tar  must,  therefore,  go  to  the  railway  company,  to 
cover  the  cost  of  transit  between  the  two  points,  and  so  the  tar 
distiller  can  allow  us  but  a  small  figure  for  it  at  the  starting-point. 
Then  again,  Dundee  being  far  distant  from  the  coal-fields,  the  coal 
is  exceptionally  high  in  price.  I  quite  believe  that  in  many  of  the 
west-country  towns  the  coal  for  which  we  are  paying  5s.  per  ton 
could  be  had  for  3s. ;  and  the  tar  for  which  we  are  receiving  4s.  per 
ton,  they  would  get  not  much  under  the  double  of  this.  Therefore, 
you  see,  in  a  place  so  circumstanced,  the  figures  I  have  given  would 
be  most  misleading.  Still,  I  doubt  not  there  are  places  as  badly 
situated  as  Dundee  ;  and  it  is  to  such  places  that  my  remarks  are 
directed.  I  believe  also  that,  in  many  towns  distant  from  collieries, 
the  tar  might  be  sold  to  manufacturers  for  use  in  their  steam- 
boilers  ;  and  such  an  arrangement  would,  I  think,  prove  advan¬ 
tageous  both  to  the  seller  and  the  user  of  this  liquid  fuel. 

I  think  that  as  much  has  been  said  in  regard  to  my  subject  as  is 
necessary  ;  but  permit  me  to  add  that  I  believe  there  is  a  future 
for  liquid  fuels.  I  do  not  say  tar,  but  more  concentrated  fuels, 
such  as  crude  naphthas,  paraffins,  and  pitch  oil.  When  you  see 
one  of  our  large  steamers  taking  coal  into  her  bunker,  it  must  have 
appeared  to  you  that  there  was  great  waste  of  power  here.  Every 
ton  of  coal  laid  in  must  require  a  certain  amount  of  power  to  carry 
it ;  and  every  ton  of  coal  so  laid  in  reduces  the  cargo -carrying 
power  to  this  extent.  A  few  gallons  of  oil  will  give  you  the  steam- 
producing  power  of  a  ton  of  coal ;  and  this  is  a  fact  which  the 
owners  of  non-paying  steamships  should  note.  Take  our  locomotives 
also.  Everything  I  have  said  in  regard  to  steamships  applies  to 
them ;  and  the  comfort  to  the  stokers,  and  the  general  reduction 
in  labour  would  be  very  marked  indeed.  Of  course,  it  may  be 
argued  that  if  there  were  such  a  large  demand  created  for  oils  for 
furnaces,  the  old-fashioned  law  of  supply  and  demand  might  come 
into  play,  and  so  force  up  the  price  of  the  article  for  which  the 
increased  demand  had  taken  place.  But  I  think  this  state  of 
matters  is  rather  remote,  when  we  bear  in  mind  the  great  oil-wells 
only  now  becoming  developed,  and  the  oils  from  which  can  be  run 
in  bulk  direct  from  the  wells  into  ships,  and  brought  to  this  country 
at  very  low  rates. 


AUTOMATIC  GAS  LIGHTING. 

By  Geo.  Keillor,  of  Nairn. 

From  the  fact  that  the  automatic  system  of  gas  lighting  by 
means  of  an  electric  spark  has  been  in  practice  for  a  few  years  and 
applied  in  many  different  ways,  all  with  considerable  success,  and 
also  from  the  fact  that  a  considerable  number  of  able  papers  have 
been  read  on  the  system  at  previous  meetings  of  the  Association, 
the  subject  is  one  which  is  well  known,  and  one  upon  which  it  is 
difficult  for  me  to  add  anything  likely  to  be  of  more  than  passing 
interest. 

At  the  outset,  I  wish  to  explain  that  it  is  not  a  lighter  I  have 
made,  but  an  arrangement  whereby  these  lighters  can  be  used  to 
much  greater  advantage  than  formerly.  Before  proceeding  further 
I  wish  to  emphasize  the  fact,  in  case  of  misunderstanding,  that  I 
have  not  come  forward  to  read  this  short  paper  with  the  intention 
of  making  it  appear  that  I  can  in  the  slightest  degree  improve 
these  lighters  so  far  as  they  are  in  themselves  concerned.  The 
Woodhouse  and  Eawson  Company’s  Electric  Lighter  is  a  most 
complete  instrument ;  and  having  had  one  in  use  during  the  whole 
of  last  winter,  I  can  certify  as  to  its  unfailing  accuracy  in  the  light¬ 
ing  of  public  lamps,  when  fitted  up  in  such  a  way  as  I  am  about 
to  describe. 

With  your  forbearance  for  a  short  time,  I  propose  to  describe  a 
system  of  lamp  lighting  which  I  have  had  in  practice  during  the 
past  winter,  whereby  the  pressure  of  gas  by  means  of  a  governor 
combined  with  one  of  these  electric  lighters,  operates  as  a  complete 
automatic  lighter  ;  but  before  putting  the  model  which  you  see 
before  you  in  action,  it  may  be  interesting  to  the  meeting  if  I  were 
to  give  a  short  account  of  the  circumstances  under  which  I  was  led 
to  make  an  experiment  of  the  system  under  description,  and  the 
difficulties  that  I  experienced  in  connection  with  the  lighting  of  a 
pier-head  lamp. 

The  pier  at  Nairn  is  about  200  yards  long,  and  runs  straight  out 
into  the  Moray  Firth.  In  1884  the  seafaring  population  of  the 
town  made  application  to  the  Police  Commissioners  for  the  erec¬ 
tion  of  a  lamp  at  the  outer  end  of  the  pier,  to  serve  the  double 
purpose  of  helping  the  navigation  of  the  Firth  and  lighting  the 
entrance  to  the  Harbour.  In  the  following  year  the  Commis¬ 
sioners,  conscious  of  the  necessity  for  the  request,  agreed  to  erect 
a  lamp,  and  asked  me  for  a  probable  estimate  of  the  cost  of 
extending  the  gas-main  and  furnishing  and  fitting-up  a  lamp.  As 
requested,  I  submitted  an  estimate,  at  the  same  time  informing 
them  of  the  difficulties  connected  with  carrying  the  gas-main 
along  a  pier,  and  the  trouble  likely  to  arise  in  lighting  a  lamp 
situated  at  a  pier-head,  owing  to  the  sea  being  at  times  very 
stormy.  However,  I  was  entrusted  to  get  the  work  carried  out ; 
and  the  lamp  having  been  erected  in  October,  1885,  was  regis¬ 
tered  as  a  coast  light.  The  light  was  all  that  could  be  desired  ; 
giving  satisfaction  to  both  the  Commissioners  and  the  seamen. 
All  went  well  until  the  first  storm,  when,  as  I  fully  anticipated, 
my  troubles  in  connection  with  the  lighting  of  the  lamp  com¬ 
menced.  With  the  waves  washing  right  over  the  structure,  the 
lamp-lighter — I  mean  the  animate  lamp-lighter — dared  not  ven¬ 
ture  to  the  point  of  the  pier  to  light  the  lamp ;  and  yet  it  was 
just  upon  such  a  night  as  this  that  the  lamp  was  most  needed. 
To  dispense  with  the  necessity  of  going  to  the  point  of  the  pier 
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at  all,  I  fitted  up  a  burner  with  bye-pass,  so  as  to  burn  at  a  low 
point  all  day ;  but,  unfortunately,  the  jet  of  gas  when  lowered 
often  got  blown  out  during  gusty  weather.  Another  ofiiection 
was  raised  to  this  systeui  in  respect  of  the  waste  entailed  by 
the  burning  of  gas  during  the  daytime;  and  hence  it  was  that 
I  was  induced  to  adopt  the  automatic  system  which  I  am  now  about 
to  describe. 


I  purchased  one  of  Woodhouse  and  Rawson’s  electric  lighters 
with  the  necessary  battery,  &c. ;  and  after  experimenting  with  it 
at  the  gas-works,  I  contrived  to  combine  the  lighter  with  a 
governor  constructed  in  the  way  shown  in  the  model  before  you, 
which  entirely  obviated  the  necessity  for  laying  a  wire  to  the  pier¬ 
head — a  distance  of  about  500  yards.  I  need  not  comment  on  the 
difiiculty  which  would  be  entailed  by  carrying  a  wire  alongside 
a  pier,  further  than  to  say  that  I  was  exceedingly  pleased  to  get 
over  the  difficulty  so  easily.  After  affixing  the  wires  to  the 
governor  in  the  permanent  way  shown  in  the  model,  I  did  not 
experience  the  slightest  trouble ;  and  as  sure  as  the  pressure  at 
the  gas-works  is  put  on,  so  sure  will  all  lamps  fitted  with  this 
apparatus  light  up.  The  model,  or  rather  the  box  and  pillar  shown 
is  simply  a  rough-and-ready  means  of  showing  the  apparatus  com¬ 
bined  ;  the  battery  and  governor  inside  the  box  and  the  lighter  on 
the  top  being  actually  the  apparatus  I  had  in  use  during  the 
past  winter.  Now  assume  that  I  am  at  the  present  moment  in 
the  governor-house  at  the  gas-works  j  the  minimum  or  day  pres¬ 
sure  being  (ray)  lO-lOths.  The  governor  fitted  inside  the  lamp¬ 
post  is  set  at  Ti-^ths.  Consequently  it  is  down  and  the  lamp  out. 
Evening,  however,  comes  on  ;  and  it  is  time  to  commence  to  load 
the  station  governor,  so  as  to  increase  the  pressure  in  the  street 
mains  for  alt  purposes.  We  will  accordingly  now  put  on  the  first 
of  the  weights ;  and  the  moment  the  pressure  reaches  (say) 
13-lOthe  in  the  street  mains,  all  the  lamps  (unless  the  governor 
be  loaded  down  to  suit  the  time)  fitted  up  on  this  system  will  im¬ 
mediately  light  up,  as  I  will  show  by  operating  on  the  apparatus 
before  you.  Having  now  increased  the  pressure  so  as  to  raise 
the  governor  and  connect  the  current — the  lamps  burning — we 
will  suppose  the  pressure  to  be  all  on.  Everything  goes  on  as 
usual  till  the  time  for  reducing  the  pressure  ;  and  if  it  is  wished 
to  extinguish  any  lamp  (say)  at  11  o’clock,  or  at  any  given  hour, 
it  is  accomplished  simply  by  loading  the  governor  at  the 
laiii])  so  as  to  suit  time  and  elevation.  But  this  one  being, 
we  will  suppose,  a  night-lamp,  goes  on  burning  till  day¬ 
break  ;  and  seeing  that  the  pressure  has  been  reduced 
during  the  night  and  morning  from  the  maximum  to  the 
minimum,  the  last  of  the  weights  will  now  be  taken  off ;  and  you 
w  ill  observe  that  the  moment  the  pressure  is  reduced  to  its  mini¬ 
mum,  the  lamp  will  instantly  go  out  and  remain  so  till  evening. 
Although  the  model  before  you  only  shows  one  lamp  lighted  up,  I 
wish  to  explain  that  rows  of  lamps  can  be  lit  by  means  of  onegovernor 
and  battery,  and  that  it  matters  not  from  what  main  the  different 
lamps  may  get  their  supply  ;  but  there  must  be  a  lighter  on  each 
lamp,  so  as  to  convey  the  current,  and  turn  the  gas  on  and  off. 
For  a  row  of  ten  or  more  lamps,  it  is  simply  a  matter  of  battery 
strength ;  and  it  makes  no  difference  what  the  number  of  lamps 
may  be,  so  far  as  the  governor  is  concerned — it  being  there  solely 
for  the  purpose  of  connecting  the  current. 


I  am  confident  that  this  is  a  system  of  gas  lighting  which  will 
commend  itself  to  all  in  charge  of  public  lights.  It  is  specially 
suitable  for  pier-head  signal  and  night  lamps  as  well  as  for  town, 
steeple,  and  public  building  clocks — in  fact,  wherever  gas  is  used. 
For  town  and  steeple  clocks,  the  system  is  exceedingly  useful,  and 
will  entirely  supersede  the  rather  antiquated  practice  prevalent  at 
the  present  time  of  setting  the  clock  from  time  to  time  to  turn  up 
and  down  the  gas  according  to  the  season  of  the  .year,  and  it  also 
effects  a  saving  of  the  gas  burnt  in  these  clocks  during  the  daytime. 
In  short,  I  am  of  opinion  that  there  can  scarcely  be  a  more  accurate 
system  of  automatic  lighting  than  the  cne  which  I  have  shown. 
When  night  approaches,  the  pressure  at  the  gas-works  will  bo  put 
on  to  suit  the  season  of  the  year  according  as  the  day  shortens  or 
lengthens.  Hence,  by  means  of  an  apparatus  fitted  in  connection 
with  the  gas  supply  of  any  public  clock,  building,  or  lamp,  sot  to  a 
certain  pressure,  the  time  of  lighting  and  extinguishing  would  be 
wholly  regulated  by  the  man  in  charge  of  the  station  governor  at 
the  gas-works— thereby  making  the  system  completely  automatic 
and  thoroughly  satisfactory. 

Of  course  the  electric  lighter  with  battery  can  do  all  I  have 
mentioned  without  the  aid  of  a  governor,  if  a  push-button  can  bo 
conveniently  placed,  and  a  wire  carried  to  the  required  place,  so 
as  to  perform  by  hand  the  duty  which  the  governor  does  automati¬ 
cally  ;  but  in  all  cases  such  as  I  have  described,  and  also  in  all 
outlying  lamps,  the  governor  which  I  have  had  the  honour  of 
bringing  under  your  notice  is,  in  my  humble  opinion,  by  far  the 
preferable  appliance.  Of  course,  there  are  a  great  many  other 
places  where  these  electric  lighters  could  be'used,  and  where  they 
would  be  exceedingly  useful  and  economical ;  and  it  is  surprising 
that  they  have  not  ere  now  come  into  more  general  use,  especially 
where  occasional  lamps  are  required.  I  will  briefly  mention  a  few 
of  the  more  likely  places  where  they  would  be  of  very  great  service. 
They  would  be  particularly  so  at  railway  stations,  especially  in 
smaller  towns  where  there  is  generally  a  considerable  lapse  of 
time  between  the  trains ;  and  where  a  light  is  only  required  for  a 
passing  train.  All  outside  lights  could  be  lighted  instantly,  by  the 
use  of  these  lighters,  a  few  minutes  before  the  arrival  of  the  train, 
and  put  out  again  the  moment  after  its  departure.  Facilities  for 
fixing  up  the  lighters  at  railway  stations  are  exceptional,  as  the 
batteries  are  at  hand,  and  nothing  further  is  required  but  the 
additional  lighters  and  wires.  In  hotels  and  large  dwelling-houses 
also,  the  system  would  be  one  of  the  greatest  public  convenience. 
In  these  establishments  one  sleeping  in  the  top  of  the  house  may 
have  occasion  to  go  to  the  ground  floor  during  the  night,  when  on 
coming  from  hie  room,  and  by  pushing  a  button  placed  at  a  con¬ 
venient  point,  the  staircase  would  be  immediately  lighted  up,  and 
when  returning  to  his  quarters,  by  pushing  an  adjoining  button, 
darkness  would  again  prevail.  This  system  of  the  push-button 
will  be  found  to  be  equally  serviceable  in  flats  of  spinning  mills, 
factories,  and  in  show  and  sale  rooms,  doctors’  surgeries,  &c. 

The  cost  of  the  combined  automatic  lighting  appliance  as  you 
now  see  it  is  about  i.'4  lOs.,  including  the  cost  of  the  governor. 
This  governor,  of  course,  I  made  to  suit  myself;  but  to  light  up  a 
row  of  ten  or  more  lamps  which  would  necessitate  a  few  extra  cells 
to  be  added  to  the  battery,  and  an  additional  lighter  for  each  lamp, 
the  total  expense  would  be  about  45s.  per  lamp.  Extra  cells  cost 
2s.  Gd.  each ;  and  the  best  special  wire  about  6s.  per  100  yards. 
The  lighter  and  battery  will  last  for  a  number  of  years  ;  and  all  that 
the  battery  requires  at  any  time  is  simply  to  be  replenished  with  a 
little  plain  water  added  after  the  salammoniac,  zinc,  and  carbon 
blocks. 

I  may  here  further  state,  for  the  benefit  of  anyone  who  may 
think  of  using  a  similar  apparatus  in  the  close  vicinity  of  the  sea, 
that  damp  from  the  salt  water  or  even  the  sea  air  has  a  very 
injurious  effect  upon  all  metals  and  especially  copper,  which  in  a 
very  short  time  gets  quite  green  in  colour,  followed  rapidly  by 
verdigris ;  and,  if  not  protected,  corrodes  the  wire  connections 
in  a  very  short  time.  All  wire  connections  should,  therefore,  bo 
carefully  covered  up  by  whatever  means  may  suggest  itself.  The 
means  of  protection  which  I  adopted  was  to  completely  bury  the 
battery  in  a  sheet  of  common  wadding,  with  a  close  case  to  cover 
the  governor,  above  which  I  also  placed  a  sheet  of  wadding. 

The  Management  of  the  Bkistol  Gas-Works. — ^^^Vo  are 
pleased  to  learn  that  the  Directors  of  the  Bristol  United  Gas 
Company  have  appointed  Mr.  William  Fiddes  as  their  Engineer, 
in  which  capacity  ho  will  have  control  of  all  the  Company’s 
works,  and  will  carry  out  such  new  works  and  extensions  os  tlie 
Directors  may  decide  upon.  We  congratulate  the  Directors  ujion 
having  taken  the  wise  step  of  securing  the  services  of  Mr.  Fiddes 
as  their  Engineer-in-Chief.  Ho  has  had  considerable  practical 
experience  in  every  detail  of  his  profession,  during  the  many  years 
he  lias  been  assistant  to  his  father  (Mr.  Walter  Fiddes,  M.  Inst. 
C.E.),  ns  well  ns  an  intimate  acquaintance  with  the  reqiuremeuts 
of  the  city  and  districts.  Besides  his  (junlifications  ns  an  Engineer, 
Mr.  William  Fiddes  is  an  able  Chemist,  proof  of  which  is  afforded 
by  the  valuable  tables  published  in  "  King’s  Treatise  on  Coal 
Gns,"  showing  the  ultimate  analyses  of  coals — analyses  which  were 
made  by  him  while  still  serving  his  articles  with  the  Coinpany 
under  his  father.  About  the  same  time  ho  was  olecUsl  a  bellow 
of  the  Chemical  Society,  having  previously  dislinguisheil  liimself  as 
a  National  Medallist  in  the  chemical  examinations  liobl  under  the 
Science  and  Art  Department.  The  many  friends  and  well-wishers 
of  Mr.  Waller  Fiddes  will  bo  pleased  to  learn  that  his  eldest  sou 
has  received  this  important  apjiointmont  in  the  Company  with 
which  his  name  has  been  so  long  associate<]. 
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THE  LIGHT-GIVING  POWER  OF  DIFFERENT  GAS- 
BURNERS. 

The  occasion  of  the  exhibition  of  illuminating  appliances  held 
in  St.  Petersburg  under  the  auspices  of  the  Russian  Technical 
Society  afforded  an  opportunity  for  conducting  a  series  of  tests  on 
a  large  scale  with  different  gas-burners.  These  tests  were  under¬ 
taken  by  Professor  S.  Lamansky,  assisted  by  MM.  E.  Komaronski 
and  J.  Schelkownikofif ;  and  full  details,  with  the  results  of  the 
experiments,  are  published  in  the  report  of  the  exhibition.  Pro¬ 
fessor  Lamansky  has,  however,  republished  the  most  important 
results  in  the  Journal  f Hr  Gasbeleuchtung ;  and,  inasmuch  as  the 
different  gas-burners  were  all  examined  by  the  same  method,  with 
the  same  gas,  and  by  the  same  observers,  it  is  possible  to  compare 
satisfactorily  not  only  individual  types,  but  also  burners  of 
different  manufacture.  We  therefore  lay  these  results  before  our 
readers. 

Slit,  Argand,  incandescent,  and  inverted  regenerative  burners 
were  included  in  the  tests,  which  were  conducted  in  such  a  manner 
as  to  determine  the  light-giving  power  of  the  burners  with 
variable  consumption  of  gas,  in  order  to  ascertain  the  favourable 
conditions  of  combustion  for  each  of  them.  Measurements  of  the 
quantities  of  gas  employed  were  made  by  means  of  an  experimental 
gas-meter,  which  indicated  the  actual  consumption  of  gas  in 
litres.  With  the  smaller  burners,  the  consumption  was  obser¬ 
ved  during  5  minutes ;  with  the  larger  ones  during  1.5 
minutes.  Photometric  measurements  were  carried  out  with  a 
Bunsen  photometer  made  by  Herr  Elster,  of  Berlin ;  an 
angle  photometer  being  employed  for  the  inverted  regenera¬ 
tive  burners.  A  normal  burner  from  the  same  factory 
served  in  most  eases  as  the  standard ;  but  for  the  regenerative 
burners  an  Elster  Argand  with  adjustable  air  supply  was  used.* 
The  ordinary  Argand  was  compared  every  evening  with  an  English 
standard  candle ;  the  height  of  the  flame  being  45  mm.  With  a 
consumption  of  150  litres  (5'30  cubic  feet)  per  hour,  the  intensity  of 
the  Argand  burner  fluctuated  between  14’5  and  14'75  standard 
candles.  The  gas  was  also  thoroughly  tested  with  Sugg’s 
“  London  ”  Argand  burner,  and  with  the  Paris  standard  burner  of 
Bengel ;  using  in  each  case  the  prescribed  quantity  of  gas — viz., 
with  the  Sugg  burner,  141'0  litres  (5  cubic  feet)  =  IG  candles  in 
London  ;  with  the  Bengel  burner,  105'0  litres  (3’71  cubic  feet) 
=  1  Carcel,  or  9  C  candles  in  Paris ;  and  with  the  Elster  burner, 
150  litres  (5'3  cubic  feet)  =  17  candles  in  Berlin.  The  present 
results  may  therefore  be  compared  with  others  obtained  with  these 
burners  with  different  gas.  The  specific  gravity  of  the  St.  Peters¬ 
burg  gas  varies  from  0'37  to  0  45  at  15°  C.  In  the  original  com- 
municaiion,  the  quantities  of  gas  consumed  are  given  both  in  litres 
and  cubic  feet,  and  consequently  the  results  are  of  universal  utility. 
To  facilitate  comparisons  of  the  efficiency  of  individual  burners 
from  an  economical  point  of  view,  the  gas  consumed  per  hour  and 
candle,  and  the  number  of  candles  corresponding  to  the  consump¬ 
tion  of  a  definite  volume  of  gas,  are  given  in  each  case. 


Slit  Burners. 


Gas  Con- 

Gas  Con- 

Ilium. 

sumption 

Candle 
Power  per 
Cub.  Foot. 

No. 

Name  of  Burner. 

sumption 
per  Hour  in 

Power  in 
Standard 

per  Candle 
Power  per 

Cub.  Ft. 

Caudles. 

Hour  in 
Cub.  Ft. 

7-84 

16-0 

0-49 

2-04 

1 

Bray’s  standard.  Patent 
(80-caudle  power) 

9- 22 
12-29 

5  07 

21-0 
27-0 
■  11-0 

0-44 

0-46 

0-46 

2  25 
2-20 
2-17 

6-89 

14-5 

0-48 

2-10 

8-03 

lC-5 

0-49 

2-05 

2 

Bray’s  standard.  Patent 
(60-candle  power) 

8- 4,5 

9- 17 
10-68 

17-5 

19- 0 

20- 5 

0-48 

0-48 

0-52 

2-07 

2-07 

1-92 

6-99 

14-25 

0-49 

2-04 

9-32 

19-0 

0-49 

2-04 

3 

English  Fishtail  .  . 

10-81 

20-0 

0-54 

1-85 

7-42 

15-5 

0-48 

2-09 

4 

Double  Fishtail.  .  .  | 

8-90 

11-53 

18-25 

21-5 

0-49 

0-52 

2-05 

1-81 

5 

Ordinary  Holiow-top, ) 

11-75 

0-55 

1-81 

No.  7  Cub.  Ft.  Burner  ' 

All  the  slit  burners  were  hollow  topped.  In  these  experiments 
the  plane  of  the  flame  was  parallel  with  that  of  the  photometer 
screen.  In  some  experiments  with  the  plane  of  the  flame  at  right 
angles  to  that  of  the  screen,  a  lower  illuminating  power  was 
obtained.  For  example,  burner  No.  1,  with  the  gas  consumption 
shown  in  the  table,  gave,  when  parallel,  16,  21,  and  27  standard 
candles,  while  at  right  angles  it  indicated  only  14'5,  IG'5,  and  23 
candles.  The  table  shows  that  the  consumption  of  gas  for  different 
slit-burners  averages  0-44  to  0‘55  cubic  foot  per  candle  per  hour,  or 
that  1  cubic  foot  of  gas  gives  the  light  of  from  1-81  to  2'25  normal 
candles. 


*  The  efficiency  of  a  new  burner  or  high-power  lamp  is  now  generally 
tested  by  comparing  it  with  a  standard  light  on  a  specially  constructed 
photometer,  whilst  the  illuminating  power  of  the  gas  itself  is  either  de¬ 
termined  by  means  of  a  separate  ordinary  photometer  or  not  determined 
at  all.  In  the  new  gas-works  at  Rotterdam,  the  unavoidable  errors 
attached  to  these  modes  of  procedure  are  eliminated  by  the  use  of  an 
ordinary  flame  of  16  candles  as  the  standard  of  light  in  the  special  photo¬ 
meter,  with  which  the  gas  itself  may  then  at  any  time  be  tested. 


The  results  with  Argand  burners  were  as  follows  ; — 
Argand  Burners. 


Gas  Con- 

Gas  Con- 

Ilium. 

sumption 

No. 

Name  of  Burner. 

sumption 
per  Hour  in 

Power  in 
Standard 

per  Candle 
Power  per 

Power  per 
Cub.  Foot. 

Cub.  Ft. 

Candles. 

Hour  in 
Cub.  Ft. 

Without  Discs. 

6 

Paris  standard  Argand  f 

(Bengel)  .  .  .  .\ 

3-71 

8-4 

0-44 

2-26 

7 

Berlin  standard  Ar-  j 

8 

gand  (Elster)  .  .  .  | 

London  standard  Ar-  / 
gand  (Sugg),  with  24  J 
holes  and  cone  .  .  1 

5-30 

14-6 

0-36 

2-75 

6-00 

11-5 

0-43 

2-31 

9 

FlUrschheim’s  Argand  | 

6- 70 

7- 13 

16-2 

21-1 

0-41 

0-34 

2-42 

2-96 

10 

Hirzel  Argand 

7-26 

19-1 

0-38 

2-63 

With  Discs. 

11 

Bengel  Argand,  china] 

disc . ( 

8-66 

22-5 

0-38 

2-60 

12 

Do.,  metal  plate  .  .  | 

8-05 

8-77 

17-8 

21-9 

0-45 

0-40 

2-21 

2-50 

7-60 

9-4 

0-81 

1-24 

13 

Bec-Golz,  metal  plate 

9-47 

23-8 

0-40 

2-51 

disc . 1 

10-06 

24-1 

0-42 

2-40 

[ 

10-64 

33-3 

0-32 

3-13 

14 

Expansion  burner,  do.  | 

9-00 

10-58 

17-3 

27-6 

0-52 

0-38 

1- 92 

2- 61 

16 

Royal  Argand,  from  / 

10-04 

18-9 

0-53 

1-88 

New  York  .  .  .  .  ] 

10.61 

20-3 

0-52 

1-91 

16 

Argand  by  Vervin,  of  , 

7-37 

8-5 

0-86 

1-16 

Paris . I 

9-32 

19-2 

0-49 

2-06 

17 

“  Precision  ”  Burner,  . 

10-31 

28-0 

0-37 

2-72 

by  Siemens  .  .  .  ] 

12-26 

38-4 

0-32 

3-13 

18 

Argand  recuperative! 

6’78 

7*191 

14*9 

9a -1 

0*39 

0*31 

2*58 

8*94 

burner  by  Rotsiper  1 

8-34 

31-4 

0-26 

3-76 

Burners  Nos.  11  to  18  had  discs — No.  11  a  porcelain  one,  the 
others  of  metal.  The  Siemens  ‘‘  Precision  ”  burner,  and  Rotsiper’s 
burner  with  arrangement  for  heating  the  air  supply  (Nos.  17  and 
18)  in  the  above  table,  were  the  most  complicated  ;  but  they  show 
a  greater  saving  of  gas  than  the  ordinary  Argand  burners.  From 
these  results  it  may  be  assumed  that,  on  the  average,  Argand 
burners  consume  from  0'32  to  0-53  cubic  foot  of  gas  per  candle 
per  hour ;  and  for  each  cubic  foot  consumed  give  from  1'88  to 
3T3  candles’  light. 

Only  two  kinds  of  incandescent  burners  were  tested — the  Lewis- 
Sellon,  with  platinum  cone,  and  the  Welsbach.  The  latter  gave  a 
whiter  and  more  agreeable  light  than  the  former.  The  results  show 
that  altogether  these  incandescent  burners  do  not  effect  any  greater 
saving  of  gas  than  the  Argand  burner.  They,  however,  do  not 
burn  as  steadily. 

Incandescent  Burners. 


No. 

Name  of  Burner. 

Gas  Con¬ 
sumption 
per  Hour  in 
Cub.  Ft. 

Ilium. 
Power  in 
Standard 
Candles. 

Gas  Con¬ 
sumption 
per  Candle 
Power  per 
Hour  in 
Cub.  Ft. 

Candle 
Power  per 
Cub.  Foot. 

3-68 

6-75 

0-64 

1-83 

19 

Lewis-Sellon  .  . 

4-24 

10-60 

0-40 

2-50 

6-31 

14-40 

0-37 

2-71 

2-75 

7-80 

0-85 

2-84 

20 

'Welsbach  .... 

3  28 

9-60 

0-34 

2-93 

- 

3-90 

8-10 

2-08 

Inverted  Regenerative  Burners. 


No. 

Name  of  Burner. 

Gas  Con¬ 
sumption 
per  Hour  in 
Cub.  Ft. 

Illumini 
Power  in 
Standard 
Candles. 

Gas  Con¬ 
sumption 
per  Candle 
Power  per 
Hour  in 
Cub.  Ft. 

Cnndle 
Power  per 
Cub.  Foot. 

21 

22 

23 

24 

27 

28 

29 

Siemens’s  horizontal 
flat-flame,  with  No. . 
10  slit  burner  .  . 

Siemens’s  horizontal  ( 
flat-flame,  with  No. 

8  slit  burner  .  .  .  ( 

Siemens’s  inverted  re¬ 
generative,  No.  3. 

Siemens’s  inverted  re¬ 
generative,  No.  11  . 

Cromartie  (small).  . 
Do.  (large)  .  .  | 

Wenham,  No.  1  .  .  | 

• 

Do.,  No.  3  .  .  ■ 

Butzke,  of  Berlin  .  | 

6-51 

6-47 

4- 05 

5- 45 

5- 91 

6- 63 

10- 41 

11- 67 
11-89 
32-87 
37-12 
42-95 

3- 06 
11-89 

14- 90 

4- 20 
6-15' 
8-62 

11-78 

15- 62 
15-17 
17-29 

29-6 

40- 1 

10-8 

26-2 

27-4 

36-1 

21-8 

41- 7 
67-2 

161-1 

187-9 

288-4 

10-06 

64-9 

88-7 

12-1 

17-7 

39-4 

55-1 

99-2 

48-3 

86-3 

0-19 

0-16 

0-37 

0-21 

0-22 

0-18 

0-48 

0-28 

0-21 

0-20 

0-20 

0-16 

0-30 

0-22 

0-17 

0-35 

0-29 

0-22 

0-22 

0-16 

0-31 

0-20 

6-37 

6-20 

2-67 

4-81 

4-64 

6-44 

2- 09 

3- 60 

4- 81 
4-90 
6-06 
6-72 

3- 26 

4- 62 
6-96 
2-88 

3- 44 

4- 57 
4-68 
6-35 
3-18 
6-02 
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PasBinp  on  to  inverted  regenerative  burners,  they  \yere  all,  with 

the  exception  of  the  small  ‘‘ Cromartie  "  burner,  winch  was 

tested  at  an  angle  of  45\  tried  at  angles  of  80 , 4o  ,  GO  ,  and  lo 
The  following  results  with  Butzke’s  burners,  with  a  consumption 
of  gas  of  15-85  cubic  feet  per  hour,  are  given  as  an  example  ol  the 
variation  in  intensity  with  the  angle  : — 


AnKles  .  .  . 

Standard  candles 


30'’ 

80-5 


45® 

84-2 


60® 

95-2 


76° 

104-3 


For  the  sake  of  brevity,  only  the  mean  of  the  four  measurements 

is  given  in  the  preceding  table.  .  , 

A  comparison  of  these  burners  as  regards  their  consumption  ol 
gas  indicates  a  great  economy  with  the  more  powerful  ones,  except 
in  the  case  of  the  horizontal  flat- flame  burner  which,  with  the 
small  consumption  of  G-47  cubic  feet  of  gas,  yields  the  high  illumi¬ 
nating  power  of  40-1  candles,  which  is  equal  to  1  candle  for  a  con¬ 
sumption  of  0-16  cubic  foot  per  hour— a  performance  only  attaineil 
by  the  other  burners  with  a  much  la.rger  consumption  of  gas. 

Comparing  the  smallest  consumption  per  candle  per  hour  for  the 
different  types  of  burners,  it  will  be  seen  that,  under  the  most 
favourable  conditions  of  burning,  slit  burners  consume  0-44,Argand 
burners  0-32,  and  regenerative  burners  0-15  cubic  foot;  therefore 
in  this  particular  they  stand  in  the  relation  of  3:2-1:  1.  So  that, 
as  regards  the  consumption  of  gas,  regenerative  burners  are  three 
times  as  economical  as  slit  burners,  and  nearly  twice  as  economical 
as  Argand  burners.  But,  of  course,  the  initial  cost  and  the  work¬ 
ing  expenses  must  also  be  taken  into  consideration. 


THE  DETECTION  OF  LEAKS  IN  WATER-MAINS. 

In  Vol.  XC.  of  the  “  Proceedings  of  the  Institution  of  Civil  Engi¬ 
neers,"  the  Engineers  of  four  of  the  London  Water  Companies 
(Mr  J.  Francis,  of  the  New  River ;  Mr.  W.  B.  Bryan,  of  the  East 
London;  Mr.  A.  Fraser,  of  the  Grand  Junction;  and  Mr.  J.  W. 
Restler,  of  the  Southwark  and  Vauxhall)  contnbute  some  interest¬ 
ing  notes  on  the  detection  of  leaks  in  water-mains. 

Dealing  first  with  the  New  River  Company  we  find  that  the  pipes 
generally  lie  in  clay,  and  the  water  escaping  from  any  defective 
place  is  at  once  directed  towards  the  surface.  Even  where  the 
stratum  is  gravel,  it  is  usually  of  so  compact  and  loamy  a  nature 
that  the  effect  is  practically  the  same.  A  leak,  therefore,  most 
frequently  shows  itself  immediately  over  the  weak  place,  even 
though  there  may  be  concrete  and  asphalte  above,  the  water  having 
a  tendency  to  filter  through  the  concrete,  and  to  force  up  the 
asphalte  covering  in  the  form  of  a  blister.  Occasionally,  however, 
it  is  first  seen  at  some  distance,  having  crept  along  the  side  of  the 
pipe  to  a  place  where  the  filling-in  above  may  happen  to  be  loose, 
or  of  a  nature  more  easily  penetrated.  Or  it  may  travel  along  the 
under  side  of  the  paving  until  some  point  is  reached  where  the  con¬ 
tinuity  of  the  outer  skin  is  broken — as  at  a  kerb,  a  gully,  or  in  front 
of  a  house.  In  ^pch  cases  the  leak  is  found  by  digging  down  at 
the  various  pipe-joints  until  the  right  one  is  discovered.  Where  there 
happens  to  be  a  sewer  in  close  proximity,  the  water  may  find  its 
way  in,  and  thus  attract  attention.  Undoubtedly,  an  impermeable 
surface  to  a  road  greatly  increases  both  the  difficulty  of  localizing 
a  leak  in  an  underground  pipe,  and  also  the  extent  of  damage  that 
is  likely  to  occur  before  the  evil  can  be  remedied.  A  successful 
metliod  of  following  a  leak  having  an  underground  exit  has  been  to 
remove  a  small  portion  of  the  surface  covering  in  several  places 
near  the  suspected  spot,  and  to  bore  down  to  the  required  depth 
with  an  auger  of  2  or  3  inches  diameter.  The  escaping  \vater  has 
necessarily  a  certain  amount  of  fall  from  its  point  of  origin,  and 
consequently  stands  highest  in  the  hole  nearest  to  that  point.  By 
boring  further  holes  in  the  direction  indicated,  the  site  of  the  leak 
is  at  length  reached.  With  regard  to  the  arrangement  of  the  pipes 
in  streets  covered  with  concrete,  the  New  River  Company  do  not 
spare  any  pains  to  ensure  that  the  iron  may  lie  on  a  solid  bed,  and 
the  joints  be  soundly  made ;  but  further  than  this  no  special  arrange¬ 
ments  are  provided  for  detecting  any  leakage  that  may  occur. 

With  regard  to  the  East  London  Water- Works  Company,  we 
are  told  that  where  asphalte  or  wood  pavement  is  laid,  leaks  in 
water-mains  are  exceedingly  difficult  to  localize.  In  some  cases, 
the  water,  being  tmable  to  rise  to  the  surface,  makes  its  way  into 
a  basement  which  may  be  at  a  considerable  distance  from  the 
actual  leak ;  in  other  cases,  the  water  will  force  up  the  pavement 
in  the  weakest  place  in  the  neighbourhood.  The  ground  is  then 
opened,  and  the  leakage  has  to  be  traced  to  the  fractured  pipe,  to 
tlie  great  cost  of  the  Company  and  inconvenience  of  the  public. 
In  the  Company's  district  there  are  comparatively  few  roadways 
of  wood  or  asphalte,  and  these  are  principally  situate  in  the  City. 
Where  ordinary  pavements  are  upon  a  clay  foundation,  leaks  show 
almost  exactly  over  the  fractured  or  faulty  pipes.  In  the  neighbour, 
hoods  of  Bow  and  Old  Ford,  and  many  other  places  in  the  East- 
end,  the  subsoil  is  gravel,  and  leaks  do  not  always  show  on  the 
surface,  as  the  water  passes  away  without  detection  into  deep 
sewers  and  elsewhere.  In  these  cases  leaks  are  difficult  to  localize. 
If  the  supply  to  the  houses  near  is  insufficient,  the  cause  is 
sought,  and  sometimes  a  length  of  pipe  has  to  be  uncovered  to 
detect  the  fault.  The  East  London  Company  use  Deacon’s  waste- 
water  meters ;  and  they  also  stethoscope  ”  the  pipes  at  various 

f laces.  These  methods  frequently  enable  the  leaks  to  be  localized, 
n  tliis  Company's  district  the  pipes  were  mostly  laid  anterior  to 
the  introduction  of  concrete  pavement — no  special  arrangements 
having  been  made.  But  great  care  is  exercised  in  jointing  the 
pipes,  which  are  run  with  lead.  A  novel  system  has  been  intro¬ 
duced  for  detecting  leaks  on  a  particular  service,  which  so  far  has 
proved  more  successful  than  anything  else.  It  is  simply  the 


employment  of  a  small  bye-pass  of  i  or  J  inch  diameter,  spanning 
an  ordinary  sluice-cock.  The  sluice-cock  on  the  boiwico  pipe 
(supplying  50  houses,  more  or  less,  and  in  some  cases  100  liouses) 
is  shut,  and  the  bye-pass  opened.  It  is  known  how  much  water 
will  go  through  the  bye-pass,  and  that  it  is  sufficient  for  all  tlie 
needs  of  the  consumers.  If  complaints  of  insufficient  supply  are 
made,  it  is  evident  there  must  be  either  waste  or  leakage ;  and  a 
visitation  is  made  to  all  the  houses.  If  the  fittings  are  good,  there 
must  be  a  leak  somewhere ;  and  the  site  can  generally  be  ascer¬ 
tained  bv  listening  at  various  points,  or  boring  with  an  auger. 

In  the  district  of  the  Grand  Junction  Water  Company  there  are 
but  few  streets  laid  with  asphalte;  and  there  a.re  no  subways. 
Until  recently  the  streets  were  paved  with  granite  setts  laid  on 
concrete  or  gravel,  or  with  broken  granite  (macadam),  or  simply 
with  gravel.  In  either  case,  when  a  leak  occurs  it  soon  asserts 
itself  on  the  surface  ;  and  the  exact  site  is  readily  found.  More¬ 
over,  the  escaping  water  runs  down  the  gutters  and  gratings  into 
the  sewers.  Now,  however,  the  practice  is  to  take  up  all  tlie 
macadam,  and  mix  it  with  Portland  cement  into  a  concrete,  which 
is  spread  evenly  over  the  whole  surface  of  the  road  about  6  inches 
thick.  On  this  wood  blocks  are  laid.  The  substratum  of  the 
gi-eater  part  of  this  Company’s  district  is  clay  ;  but  it  is  traversed 
by  sewers  and  drains.  Most  of  the  houses  have  basements,  and 
also  cellars  under  the  pavements.  Consequently  when  a  pipe 
bursts,  or  a  leak  occurs,  the  water  finds  an  impermeable  ceiling 
above,  and  the  pressure  drives  it  either  into  the  sewer  or  into  some 
basement  or  cellar,  whichever  may  be  nearest.  Great  trouble  and 
expense  result,  as  the  Company  usually  compensate  those  who 
receive  injury.  Moreover,  should  the  street  be  on  an  incline,  the 
water  runs  downhill  from  the  actual  point  of  leakage.  Tliis  is  a 
great  annoyance.  The  leakages  into  the  sewers  are  usually  dis¬ 
covered  by  sewermen.  Some  few  years  ago  a  case  in  point 
occurred  in  Oxford  Street,  on  the  incline  near  Bond  Street.  A 
cone  about  3  feet  in  height  suddenly  appeared  in  the  wood  pave¬ 
ment  at  the  bottom  of  the  incline  ;  and  from  it  a  small  quantity  ol 
water  issued.  This  was  found  to  proceed  from  a  i-mch  pipe 
supplying  a  drinking  fountain  at  the  top  of  the  incline.  The  water 
had  accumulated  under  the  concrete  till  it  drove  up  the  surface 
On  another  occasion  a  30-inch  main  burst  at  dotting  Hill ,  and 
the  water  not  finding  a  ready  outlet  at  the  surface,  on  account  ot 
the  concrete  substratum,  forced  its  way  laterally  into  cellars,  base¬ 
ments,  and  kitchens,  and  finally  forced  up  the  pavement,  it  cost 
i-500  to  reinstate  everything  and  to  pay  proper  compensation.  A 
serious  objection  to  wood  pavement  is  that  so  much  of  it  requires 
to  be  opened  up  and  relaid  beyond  the  actual  size  of  the  opening 
necessary  to  effect  the  repair  of  the  pipe.  This  is  a  source  of  great 
expense.  The  officials  of  the  Company  are  of  opinion  that  there  is 
more  danger  where  the  road  is  covered  with  concrete,  cairying 
either  asphalte  or  wooden  setts,  than  in  ordinary  cases.  In  the 
interests  of  water  companies  wood  pavement  should  be  laid  on 
gravel  and  sand  well  consolidated,  and  not  on  concrete.  >>  herever 
asphalte  is  employed,  there  should  be  subways  for  the  pipes. 

There  are  in  the  district  of  the  Southwark  and  Vauxhall  \N  ater 
Company  many  miles  of  streets  paved  with  asphalte,  "OO"'  9^ 
granite  setts  laid  on  a  concrete  foundation  ;  also  wood  blocks  laid 
on  cross  timbers.  In  all  these  cases  the  greatest  difficulty  is 
experienced  in  tracing  leakages,  owing  to  the  distance  often 
travelled  by  the  leak  before  it  shows  on  the  surface,  or  in  the  base¬ 
ments  of  the  houses.  This  difficulty  is  frequently  increased  by  the 
water  getting  into  disused  surface  drains,  numbers  of  which  exist  in 
the  older  portions  of  the  district.  The  pipes  are  laid  without  special 
reference  to  the  distance  from  the  houses.  The  usual  practice  is  to 
place  them  in  the  roadway  at  about  3  feet  from  the  curb ;  but  this 
cannot  always  be  done  in  the  main  roads,  owing  to  the  number  of 
other  pipes— for  gas,  water  and  telegraph  purposes.  The  pipes 
used  by  this  Company  are  of  iron,  cast  vertically,  and  jointed  with 
lead.  The  nature  of  the  ground  varies  considerably  in  different 
portions  of  the  district.  In  nearly  all  cases  any  considerable 
leakage  forms  a  great  cavity  under  the  concrete,  which  rarely  gives 
any  intimation  of  its  existence.  In  some  cases  leakages  from 
iiipes  4  inches  diameter  have  occasioned  cavities  which  required 
IS  cubic  yards  of  material  to  fill  them  up.  An  important  aid  to 
the  detection  of  underground  leakages  in  pipes  up  to  ^  inches 
diameter,  is  afforded  by  Deacon’s  waste- water  meter.  These  are 
used  by  the  Company  in  all  districts  that  are  under  constant 
Bupply  ;  and  wlienever  a  leak  occurs,  the  meter  indicates  its  exis- 
fence,  and  the  approximate  amount  on  the  diagram.  The  leakage 
is  then  localized  in  the  manner  usuallj'  adopted  with  this  system. 


Tuk  Gas  and  Water  Companies’  Dirkctorv,  Etc.— We  have 
received  a  copy  of  the  twelfth  issue  of  the  *’  Gas  and  Water  Com¬ 
panies’  Directory,”  edited  by  Mr.  C.  W.  Hastings,  and  published 
by  Messrs.  Ilazell,  Watson,  and  \  inej\  Limited.  The  ilirectory  is 
accompanied  by  the  “  Gas  and  Water  Works  Stati>tics,  comput’d 
by  the  same  gentleman;  and  the  whole  forms  a  very  useful  work 
of  reference  for  all  wlio  are  engaged  in  the  supply  of  gas  or  water. 
The  particulars  given  are  supplied  mainly  by  the  officials  of  iho 
companies  or  local  authorities  to  whoso  undertakings  they  relate  , 
and  therefore  they  may  presumably  be  regarded  a.s  reliable.  We 
are  assured  in  the  jirelace  that  in  no  previous  year  has  the  nuin. 
ber  of  returns  been  so  large ;  and  thus  the  present  cniilion  of  the 
book  iiiiist  bo  considered  as  an  iiniirovement  ui>on  its  pr.-dec.  sr-.-rs. 
The  Editor  has  noted  most  of  the  recent  chang.-r.  in  the  iiianace- 
iiieiit  of  gas-works;  though,  unfortunately,  the  work  had  logo  to 
press  with  a  few  unrecorded.  The  book  is  bound,  os  before. 
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Distillation  of  Ammoniacal  Liquors. — Wyllie,  E.,  of  Warrington. 
No.11,799  ;  Aug.  3,  1887.  [8d.] 

This  invention  relates  to  the  distillation  of  ammoniacal  liquors — more 
particularly  such  as  chloride  of  ammonia — for  the  extraction  of  am¬ 
monia  therefrom  ;  and  it  has  particular  reference  to  the  ammoniacal 
liquors  produced  or  used  in  the  ammonia-soda  process. 


Fig.  1  is  a  sectional  elevation  of  a  distiller  embodying  these  improve¬ 
ments  ;  and  fig.  2  is  an  outside  view  of  the  apparatus.  Figs.  3  and  4 
show  cross  sections  of  the  apparatus. 

A  is  the  casing  of  the  apparatus  having  a  number  of  manholes  therein ; 
B  and  C  are  alternate  trays,  over  which  the  liquor  is  passed  a  number 
of  times  in  the  upper  portion  of  the  apparatus  ;  and  D  trays  over  and 
round  which  the  liquor  is  passed  in  the  lower  portion.  E  is  the  chloride 
of  ammonia  inlet ;  F,  the  steam  inlet ;  G,  the  milk-of-lime  supply  pipe  ; 
H,  the  chloride  of  calcium  outlet ;  and  J,  the  steam  and  ammonia  outlet 
— all  of  which  are  provided  in  the  ordinary  way  with  controlling  valves. 
L  is  a  central  hollow  column,  to  which  the  inner  edge  of  the  trays  D  are 
secured,  and  around  which  the  liquor  circulates  in  the  trays ;  and  I  are 
syphon  pipes  through  which  the  steam  passes  from  one  tray  to  another. 
A  number  of  these  pipes  are  used  in  each  tray  ;  and  their  exit  orifices 
are  all  arranged  at  an  angle  to  the  diameter  of  the  plane  of  the  circle  in 
which  they  lie.  K  are  conduits  through  which  the  liquor  flows  from  one 
tray  to  another.  The  trays  B  are  circular,  and  placed  concentrically 
within  the  casing  A,  leaving  thereby  an  annular  space  between  their 
peripheries  and  the  case.  The  trays  C  are  provided  with  a  central  aper¬ 
ture  of  less  diameter  than  B.  Both  trays  are  shallow,  and  are  provided 
at  the  part  from  which  the  liquor  overflows,  with  serrated  edges. 

The  circulation  and  agitation  carried  on  in  each  of  the  trays  D, 
together  with  the  heat  of  the  steam  will,  in  the  presence  of  the  milk-of- 
lime,  free  the  ammonia  from  the  liquor,  which  passes  with  the  steam  to 
the  outlet  J.  The  steam,  however,  before  leaving  the  outlet  has  (after 
leaving  the  uppermost  tray  D)  to  pass  through  the  ammonia  chloride  as 
it  falls  from  the  trays  B  and  C,  and  C  and  B  ;  and  in  so  doing  heats  it 
thoroughly  and  also  drives  off  any  free  ammonia  in  the  liquor.  It  is  pre¬ 
ferred  that  the  apparatus  shall  be  so  operated  that  when  the  liquor  arrives 
at  the  point  where  the  milk-of-lime  is  added,  it  shall  be  thoroughly 
heated— say  to  about  200°  Fahr. — and  that  by  the  time  the  steam  and 
ammonia  leave  the  apparatus  they  are  comparatively  cool. 


Syphons  foe  Gas  Sceubbebs. — Cutler,  S.,  of  Millwall,  E.  No  11  867 : 

Sept.  1, 1887.  [6d.]  •  .  < 

This  invention  relates  to  the  construction  of  an  automatic  syphon  in 
such  a  manner  as  to  discharge  any  desired  quantity  of  liquid  less  than 
the  maximum  capacity  of  the  vessel  in  which  it  is  inserted.  It  is  espe¬ 
cially  designed  for  supplying  liquid  to  gas  scrubbers  ;  but  it  is  equally 
applicable  for  use  in  connection  with  the  flushing  of  sewers,  or  for  any 
purpose  where  variable  quantities  of  discharge  are  required. 


*1, a  vertical  section  of  the  tank  or  chamber  A 
through  the  bottom  of  which  the  long  leg  B  of  the  syphon  is  inserted 
the  bottom  of  the  syphon  being  sealed  or  not  with  liquid  in  a  vessel  below. 


Over  and  encircling  the  long  leg  is  placed  a  bell  or  short  leg  C  of  the 
syphon,  supported  in  any  other  suitable  manner.  In  this  short  leg  of 
the  syphon,  holes  are  made  at  appropriate  distances;  each  hole  being 
provided  with  a  plug  D,  or  cock  for  opening  and  closing  the  passage. 
When  it  is  desired  to  discharge  the  maximum  quantity,  all  the  holes  are 
closed  by  plugs  D  or  cocks  ;  and  the  syphon  acts  in  the  usual  manner. 
But  if  a  less  quantity  be  required,  then,  by  removing  the  plug  or  opening 
the  cock  of  any  hole  or  passage,  the  discharge  ceases.  The  liquid  in  the 
tank  then  reaches  the  level  of  that  particular  hole,  in  consequence  of  the 
admission  of  air  or  gas  to  the  bell  or  short  leg  of  the  syphon. 

It  should  be  noted  (says  the  patentee)  that,  although  the  tank  may  be 
only  partially  emptied  at  each  action  of  the  syphon,  the  liquid  is  always 
drawn  from  the  bottom,  and  therefore  no  stagnation  occurs. 


Gas-Engines.— Atkinson,  J.,  of  Hampstead.  No.  11,911;  Sept.  2, 1887. 
[8d.] 

This  invention  relates  to  a  modification  in  the  construction  of  the 
now  well-known  “  Atkinson  ”  engine. 

In  the  specification  of  patent  No.  3522  of  1886,  there  was  described  a 
gas-engine  in  which  the  single-acting  piston  was  caused  to  make  four 
strokes  for  each  revolution  of  the  crank-shaft — one  for  drawing  in  the 
explosive  mixture,  one  for  compressing  it,  one  for  performing  work  due 
to  its  ignition  and  expansion,  and  one  for  the  exhaust.  Means  were  also 
described  to  allow  of  the  expansion  stroke  being  made  longer  than  the 
drawing-in  stroke,  so  as  to  obtain  the  benefit  of  carrying  this  expansion  to 
any  desired  extent.  The  present  invention  is  designed  merely  for  the 
purpose  of  making  the  amount  of  expansion  variable  whilst  the  engine 
is  running. 

Eegulating  the  Quality  op  Caebueetted  Vapoub  or  Gas. — Frost, 
E.  J.,  of  Philadelphia,  U.S.A.  No.  6496  ;  May  1,  1888.  [6d.] 

The  object  of  this  invention  is  to  overcome  the  difSculty  attending  the 
use  of  carburetters,  due  to  the  fact  that  the  saturation  of  the  air-current 
varies  greatly,  so  that  the  flame  is  at  times  smoky  from  excess  of  hydro¬ 
carbon. 


In  the  illustration,  A  and  B  are  two  cylindrical  closed  vessels,  com 
municating  with  each  other  at  the  top  by  a  horizontal  passage  E.  An 
annular  perforated  pipe  C  extends  around  the  lower  portion  of  the  vessel 
A,  and  is  provided  with  an  external  coupling,  to  which  the  exit  pipe  of 
the  carburetter  (not  shown)  is  attached.  Within  the  annular  pipe  C  is  a 
smaller  perforated  pipe  communicating  with  an  exterior  air-blast  pipe 
D.  This  pipe  (in  communication  with  the  main  air-blast  supply 
of  the  carburetter)  is  provided  with  a  normally  closed  puppet  valve 
0,  whose  stem  N  rests  upon  the  surface  of  a  flexible  diaphragm  or 
aneroid  M,  mounted  upon  the  top  of  the  passage  E,  but  isolated  from 
the  interior  of  it.  A  pipe  L  leads  from  the  pipe  D  (at  a  point  not  under 
the  control  of  the  valve  O)  to  a  valve  chamber  T,  mounted  upon  the  top 
of  the  vessel  B.  From  this  valve  chamber  a  pipe  P  leads  to  the  interior 
of  the  space  beneath  the  diaphragm.  Upon  suitable  supports  G,  within 
the  space  E,  is  mounted  a  balance  beam  F  F^,  carrying  upon  the  arm  F 
a  float  E  (preferably  an  air-tight  globe  of  thin  copper),  and  upon  the 
other  arm  a  counterweight  H,  and  a  vertical  valve  stem  I,  which  extends 
through  the  top  of  the  vessel  B,  and  into  the  chamber  T.  The  stem  is 
provided  with  two  puppet  valves  facing  in  opposite  directions  within  the 
chamber,  and  so  arranged  that  when  one  is  open,  communication  is 
established  between  the  pipes  L  and  P,  and  consequently  the  full  pres¬ 
sure  of  the  air-blast  in  the  pipe  D  is  transmitted  to  the  underside  of  the 
diaphragm  M.  When,  however,  this  valve  is  closed,  the  other  valve  is 
open,  and  the  pipe  then  communicates  with  the  enlarged  upper  portion 
K  of  the  chamber  T,  which  is  open  to  the  outside  air.  The  stem  I  ter¬ 
minates  in  a  cup  J,  in  which  shot  may  be  placed  to  obtain  a  counter¬ 
balance  of  the  utmost  nicety.  At  the  bottom  of  the  vessel  B  is  a  coupling 
pipe  S,  which  leads  to  the  burners. 

The  operation  of  the  device  is  as  follows  : — The  normal  quality  of 
vapour  having  been  determined,  the  counter- weight  upon  the  arm  F*  is 
so  adjusted  that  when  the  vapour  is  passing  through  the  vessels  A  and  B, 
the  weight  of  the  globe  E  just  suffices  to  hold  the  valve  up  against  its 
seat.  If,  however,  the  current  becomes  too  highly  saturated,  the  increase 
of  density  floats  the  globe  E  upwards,  and  by  depressing  the  arm  F‘  opens 
the  valve.  This  admits  the  air  current  from  the  pipe  D  beneath  the 
diaphragm  M,  and  distends  it ;  raising  the  stem  N,  and  opening  the  valve 
0.  The  air  current  then  passes  down  through  the  continuation  of  the 
pipe  D,  and  enters  the  annular  pipe  issuing  through  the  perforations  and 
mingling  with  the  arriving  vapour  current  in  the  annular  pipe  C  so  as  to 
dilute  it.  The  consequent  reduction  of  density  causes  the  globe  E  to 
sink,  and  when  the  normal  point  has  been  reached,  its  descent  closes  one 
valve,  opening  at  the  same  time  the  other  one,  permitting  the  escape  of 
the  air  under  pressure  from  beneath  the  diaphragm  M.  This  diaphragm 
then  falls  and  permits  the  valve  0  to  close,  cutting  off  the  diluting  air- 
current. 


Gas  Motoe  Engines. — Southall,  J.,of  Worcester.  No,  7934;  May  30, 
1888.  [lid.] 

This  invention  relates  to  gas-engines  of  the  kind  described  in  patents 
No.  12,424  of  1885  and  No.  15,472  of  1886 

The  proposal  is  to  employ  two  equal  cylinders,  each  closed  at  both 
ends,  placed  horizontally  side  by  side,  and  having  their  piston  rods 
passing  through  stuffing-boxes  and  linked  to  the  same  crank  on  a  crank- 
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shaft.  The  cylinders  have  ports  and  passages  governed  by  valves  for  the 
admission  of  gaseous  mixture  and  the  discharge  of  products  of  combus¬ 
tion,  to  and  from  each  of  their  four  spaces— i.e.,  the  spaces  on  both  sides 
of  the  two  pistons.  The  valves  are  so  operated  that  the  four  strokes 
constituting  a  complete  cycle  (one  for  drawing  in  the  charge,  one  for 
compressing  the  charge,  one  for  propelling  by  the  firing  of  the  charge, 
and  one  for  expelling  products  of  combustion)  are  performed  successively 
in  each  of  the  four  spaces  ;  the  four  operations  being  so  timed  that  at 
each  stroke,  a  different  operation  goes  on  in  each  of  the  four  spaces 
simultaneously — the  action  of  the  engine  being  thus  to  a  large  extent 
equalized.  The  two  front  spaces  communicate  with  a  reservoir  by 
passages  governed  by  valves  worked  by  the  engine,  and  the  two  hinder 
spaces  communicate  in  like  manner  with  another  reservoir.  The  valves 
are  so  timed  that  during  the  first  part  of  a  stroke,  while  one  piston  is 
compressing  the  charge  of  gaseous  mixture  behind  it,  and  the  other  is 
expelling  the  products  of  combustion,  a  portion  of  the  charge  under¬ 
going  compression  is  forced  into  one  of  the  reservoirs,  and  is  there 
retained  till  the  pistons  have  reached  the  ends  of  their  strokes.  A  valve 
is  then  opened,  allowing  compressed  fluid  from  the  reservoir  to  rush  into 
the  space  whence  the  products  of  combustion  have  just  been  expelled, 
driving  out  the  residue  of  them,  and  taking  their  place  ^as  part  of  the 
next  charge.  By  these  arrangements,  each  of  the  four  spaces  is  in  its 
turn  cleared  of  the  products  of  combustion,  and  is  charged  with  com¬ 
bustible  mixture  which  is  not  vitiated  to  an  appreciable  extent  by  ad¬ 
mixture  of  any  residue  from  previous  combustion. 


APPLICATIONS  FOR  LETTERS  PATENT. 

10,967. — Lea,  J.  W.,  “  Improvements  in  gas-brackets,  gaseliers,  and 
pendants.’’  July  30. 

10,979. — Thorp,  T.,  “  A  new  and  improved  water-meter  and  waste- 
preventer.”  July  30. 

10,996.— Mills,  B.  J.  B.,  “  Improvements  in  gas-burners.”  A  com¬ 
munication  from  C.  S.  Upton.  July  30.  _  , 

11,043. — Wilson,  J.  R.,  "  The  improvement  of  gas  motor  engine’.’ 

_  J.  .. 

11,064. — Lavender,  H.  P.,  “  Improvements  in  gas  stoves  and  burners. 
July  31. 

11,157. — Meidinoer,  H.,  “  Improvements  in  gas  and  similar  stoves. 
Aug.  1. 

11,159.— Porter,  G.,  “Improvements  in  regenerative  gas-lamps. 
Aug.  1. 


PATENTS  WHICH  HAVE  BECOME  VOID. 
[after  the  fourth  tear.] 

6662.— WiEOAND,  S.  L.  “  Gas-engines.” 

6678. — Mconier,  P.  “  Gas  motors.” 

6727. — Clctterbuck,  G.  "  Water-waste  preventers.” 
6764. — Wilson,  J.  G.  (Bott.),  “  Gas  producers.” 

[after  the  seventh  year.] 

1818. — Clark,  F,  W.  “  Regulating  the  flow  of  gases,  &c.” 


The  Public  Lighting  of  M.^lvern  Link. — This  matter  has  recently 
been  referred  to  in  our  pages.  It  may  be  remembered  that  the  Malveru 
Liuk  Local  Board,  after  failing  to  come  to  an  arrangement  with  the  Gas 
Company  to  light  the  district  with  gas,  advertised  for  tenders  for  lighting 
it  with  oil,  and  when  in  possession  of  them  it  was  found  there  had  been 
a  misanderstanding  with  the  Gas  Company — the  Board  not  knowing  that 
the  Company  intended  to  include  in  their  tender  the  cleaning,  lighting, 
and  extinguishing  of  the  lamps.  It  has  now  been  decided  to  accept  their 
terms  to  do  this  and  supply  gas  at  4s.  6d.  per  1000  cubic  feet. 

The  Price  of  Gas  at  Birkenhead. — At  the  meeting  of  the  Birkenhead 
Town  Council  last  Wednesday,  a  recommendation  of  the  Gas  Committee 
that  the  rebate  for  the  reduction  of  price  account  be  increased  from  Id.  to 
3d.  per  1000  cubic  feet  of  gas  to  consumers  by  meter  from  and  after  the 
25th  of  September  next,  came  up  for  consideration.  Alderman  Walker 
moved  that  the  recommendation  be  referred  back.  He  said  his  experience 
of  reductions  was  that  the  more  the  price  of  gas  was  lowered,  the  more  the 
consumers  had  to  pay  when  they  received  their  gas  bills.  He  had  to  pay 
more  now  for  the  gas  at  2s.  9d.  per  1000  cubic  feet  than  he  had  when  it 
was  4s.  9d. ;  but  he  supposed  this  was  caused  by  greater  pressure  being 

Eut  on  at  the  works.  He  wished  they  could  either  give  the  consumers 
etter  gas  or  meters  that  were  honest.  He  did  not  believe  people  burned 
the  quantity  of  gas  for  which  they  were  charged.  Mr.  Little  said  five  or 
six  years  ago  the  same  complaint  was  made  by  Alderman  VV’alker  at  the 
time  a  redaction  was  made  in  the  price  of  gas.  Their  Engineer  (Mr.  T. 
O.  Paterson,  Assoc.  M.  Inst.  C.E.)  tlien  took  the  accounts  of  every  member 
of  the  Council  and  compared  them  with  the  accounts  of  the  corresponding 
quarter  of  the  previous  year  before  the  reduction  took  place.  He  found 
that  there  was  a  reduction  of  more  than  9  per  cent,  in  the  price  paid  for 
gas  consnmed.  No  doubt  Alderman  Walker's  bill  had  been  amongst  the 
others ;  and  what  he  said  now  was  simply  untrue.  The  amendment  not 
being  seconded,  the  recommendation  was  agreed  to. 

The  Fenton  Local  Board  Gas  UNDERT.utiNo. — At  the  meeting  of  the 
Fenton  Local  Board  last  Tuesday,  the  annual  report  of  the  Gas  Manager 
(Mr.  F.  H.  Darwin),  an  abstract  of  which  appeared  in  the  Journal  for  June 
6  last,  was  referred  to.  Mr.  J.  Oimson  remarked  that  the  Gas  Committee 
considered  it  very  satisfactory.  The  works  were  in  an  improving  condi¬ 
tion,  and  there  was  every  reason  to  believe  they  would  continue  to  improve ; 
and  that  this  year  would  be  a  much  more  satisfactory  one  than  some  of 
the  preceding  years.  Mr.  Hawker  alluded  to  some  correspondence  which 
hi^  appeared  in  the  newspapers  relative  to  the  report.  Mr.  Gimson 
said  a  satisfactory  answer  could  be  given  to  the  letters  ;  but  for  cer¬ 
tain  reasons  it  had  not  at  present  been  made.  Mr.  Hawker  thought  that 
the  way  in  which  the  report  was  worded  was  calculated  somewhat  to  mis¬ 
lead  tho  ratepayers,  though  he  did  not  think  the  Gas  Committee  ha<l  any 
such  intention.  Mr.  Gimson  said  a  mistake  had  occurred  in  attributing 
ii2500  as  net  profit,  and  omitting  to  state  that  out  of  this  sum  princip^ 
and  interest  on  loans  had  to  be  paid.  This  expenditure  reduced  the  net 
profit  to  something  like  £146.  'Tho  £500  which  was  paid  over  to  the  rates 
was  really  a  portion  of  the  profits  of  the  first  two  years' working.  Then 
the  gas  was  reduced  in  price  to  38.  per  1000  cubic  feet ;  and  consequently, 
instead  of  there  being  a  profit,  there  was  a  loss  of  about  £186.  As  he  had 
already  stated,  the  Committee  (although  the  price  of  gas  had  been  reduced) 
hoped  this  year  to  show  a  much  larger  profit,  though  they  did  not  expect 
any  very  great  things.  The  gas-works  hod  to  pay  the  interest  on  the 
money  spent  in  the  construction  of  a  road,  which  was  about  £133.  If  this 
sum  had  been  reckoned  last  year,  it  would  have  made  the  profits  for  the 
year  about  £280. 


darresponticnfe.  ^ 

[IVe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 

PI’BLIC  LIGHTING  BY  OIL  AT  EHITH. 

Sir,— Secretaries  are  writing  to  me  for  information  of  the  doings  of 
the  wonderful  Defries  Oil  Company  at  Erith  ;  and,  with  your  usual 
courtesy,  I  feel  assured  that  you  will  insert  a  few  remarks  on  a  personal 
visit  I  made  to  see  these  public  oil-lamps  last  Saturday  evening,  and 
thus  save  me  from  a  long  correspondence  on  this  subject  with  individual 
secretaries  and  managers. 

Let  me  say,  in  sort,  that  the  exhibition  I  witnessed  on  the  above- 
named  evening  was  a  partial  failure.  Many  of  the  lamps  were  smoking  ; 
there  was  no  uniformity  in  the  light  that  was  afforded  ;  and  I  looked  in 
vain  for  a  lamp  above  lO-candle  gas  power.  The  most  influential 
newspaper  in  the  district  was  perfectly  silent  upon  the  subject  of  this 
“  great  light,”  although  the  several  members  of  the  Local  Board  had 
during  the  week,  driven  about  the  district  in  a  cab  to  try  and  find  their 
3()-candle  power  lamps.  There  was  something  very  ominous,  to  my 
mind,  in  this  omission  on  the  part  of  the  local  “  Thunderer ;  ”  and  long 
before  I  arrived  at  Erith  I  was  fully  convinced  there  was  “  something 
rotten  in  the  state  of  Denmark.” 

I  arrived  about  six  o’clock,  walking  from  Crayford  ;  and  between  that 
village  and  the  Public  Hall,  Erith— a  distance  of  over  two  miles— not 
one  lamp  was  alight,  neither  could  I  see  any  public  lamps  alight  any¬ 
where.  This  was  long  after  sunset ;  and  it  is  mentioned  as  an  illustra¬ 
tion  of  the  difficulty  of  getting  some  250  lamps  lighted  up  quickly  upon 
this  system.  (It  takes  2i  minutes,  on  the  average,  to  light  each  lamp.) 
On  the  previous  Saturday,  I  waited  at  the  Local  Board’s  office  until 
10  p.m.  to  see  their  lamp  lighted ;  but  the  lamplighter  had  not  arrived 
when  my  train  started.  On  the  last  occasion,  however,  as  all  Erith  was 
abroad  to  see  this  “  great  light,”  my  determination  was  to  wait  in  Erith 
until  the  poor  lamplighter  could  get  round  to  light  up  the  main  street 
before  all  the  shops  were  closed.  My  friend  and  I  waited  an  hour ;  and 
at  nine  o’clock  the  lamplighter,  with  his  ladder  and  matches  and  stock 
of  extra  chimney-glasses,  was  just  arriving  at  the  Public  Hall.  We 
followed  up,  before  him  and  behind  him,  and  saw  him  light  up  a  number 
of  lamps  ;  and  then  inspected  those  that  he  had  previously  lighted.  I 
was  particularly  struck  with  the  great  want  of  uniformity  in  the  light ; 
and  was  informed  that  after  the  lamps  are  lighted,  the  lamplighter  has 
to  go  over  his  ground  again  and  adjust  all  the  lamps  (turn  them  up  or 
down  as  the  case  may  be),  and  renew  the  chimneys  that  are  "  apt  to  fly  ” 
too  often. 

The  lamp  has  a  tank  at  the  top,  with  tubes  on  either  side— one  for 
oil  and  the  other  for  air ;  and  white  opal  under  the  tank  throws  the 
light  down  upon  the  pavement.  A  man  with  a  ladder  and  a  can  fills 
the  tank  through  a  funnel  during  the  early  part  of  the  day  ;  and  this 
operation  of  filling  and  cleaning  the  chimney  and  the  lantern  takes 
about  a  quarter  of  an  hour  for  each  lamp.  The  contractor  hM  painted 
many  of  the  columns  a  pretty  Post  Office  red  or  scarlet,  which  shows 
up  in  good  contrast  with  the  green  of  the  hedges  in  the  rural  parts  of  the 
district,  and  was  the  only  improvement  I  could  give  the  Local  Board 
credit  for  in  this  nTatter.  The  new  lamps  necessitated  new  lanterns 
and  new  spiders  and  ladder-stays,  which  are  charged  some  388.  9d.  each 
extra. 

Oil-lamps  are  a  good  substitute  for  gas  where  the  latter  cannot  be 
obtained  or  paid  for ;  but  general  regret  and  disappointment  were 
expressed  by  the  ratepayers  at  the  contrast  between  the  5-feet  gas-flames 
and  these  puny  10-candle  power  oil-lamps.  The  announcement  was 
made  with  a  big  flourish  of  trumpets  that  the  ratepayers  were  to  have 
30-candle  power  oil-lamps  instead  of  the  14-candle  gas-lamps,  and  they 
cannot  see  it,  and  feel  that  they  have  been  hoaxed  up  to  this  date. 
Should  any  of  my  brother  secretaries  pay  a  visit  to  Erith,  to  inspect 
for  themselves,  let  me  warn  them  not  to  make  the  lamp-columns  a  rest¬ 
ing-post  for  their  weary  shoulders,  as,  in  filling  the  lamp-tanks  from 
the  top,  a  quantity  of  oil  appears  to  be  spilt  at  every  lamp,  and  the 
asphalte  pavement  was  pretty  freely  saturated  with  oil. 

But  I  would  add  that  we  must  not  overlook  the  broad  fact  that  oil  has 
become  a  powerful  rival,  and  that  a  partial  failure  will  not  daunt  the 
Oil  Company  from  endeavouring  to  get  5  per  cent,  profit  if  they  cannot 
get  40  per  cent. ;  though  doubtless  they  will  try  in  every  possible  way  to 
give  satisfaction  to  the  Local  Board,  and  keep  us  out  of  the  field  us 
long  as  they  can.  The  “  moving  spirits  ”  in  the  Company  belong  to  the 
most  persevering  and  indomitable  race  on  the  face  of  the  earth  ;  and  are 
no  mean  adversaries  in  business  transactions,  and  must  not  be  despised. 
They  have  got  a  three-years’  contract ;  and  if  they  do  not  succeed  at 
first  they  will  "  try,  try  again.”  The  Local  Board  having  expected  30- 
candle  power  lamps,  will  endeavour  to  get  their  “  pound  of  flesh  ;  ”  and 
the  Oil  Company  will  try  and  get  a  dividend  out  of  their  contract ; 
and  it  does  not  require  a  very  far-sighted  man  to  see  that  we  have  not 
yet  heard  the  last  of  the  action  of  tho  Erith  Local  Board  and  their  oil 
public  lamps.  p 

2.47,  Sot uhtcark  Bridge  Boad,  West  Kent  Gas  Company. 

Aug*  1,  looo. 

As  confirming  one  statement  made  in  tho  above  letter — that  the  light¬ 
ing  of  Erith  is  “  a  partial  failure  ” — it  may  bo  mentioned  that  one  of  tho 
local  papers  last  week  published  the  following  paragraph  : — “  On  Wednes¬ 
day  evening  (the  night  of  tlie  severe  storm),  we  have  been  informed  that 
a  number  of  the  lamps  were  out.  This  has  been  accounted  for  by  the 
fact  that  the  rain  got  into  the  oil  reservoir  during  the  process  of  filling. 
In  tho  Queen's  Road,  Avenue  Road,  Crayford  Itood,  High  Street,  and 
other  leading  thoroughfares,  several  were  out  during  the  storm  ;  and 
complaints  have  reached  us  of  numerous  lamps  being  also  out  at  Belve¬ 
dere  the  same  evening.” — Ed.  J.  G.  L. 

The  Public  Lighting  of  York  Town. — At  a  spocisl  meeting  of  the 
Lighting  Iiispoctors  of  York  Town  (Surrey),  held  on  Friday,  the  27th  ult., 
a  letter  from  tho  Gas  Company  was  read,  in  which  the  Directors  reminded 
the  Inspectors  of  their  claim  upon  them  for  £6  lls.  lid.  in  respect  of  the 
last  contract,  and  staL-d  that  when  this  was  settled,  and  not  before,  they 
would  reply  to  the  Inspectors'  question  as  to  future  supply.  After  the 
reading  of  this  letter,  the  Inspectors  decided  to  light  the  town  with  oil. 
A  letter  was  ordered  to  be  sent  to  the  Gas  Company,  asking  Uiem  to  dis¬ 
connect  all  the  lamps  from  the  mains. 
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arlmmcntiirjT  IntTlIigcna. 


HOUSE  OP  LORDS. 

Monday,  .Tuly  30. 

The  Llanelly  Local  Board  Bill  was  read  the  third  time,  with  the 
amendments,  passed,  and  sent  to  the  Commons. 


HOUSE  OF  COMMONS. 

Wednesday,  August  1. 

The  Municipal  Corporations  (Local  Bills),  Ireland,  Bill  was  read  a  second 
time,  and  committed.  _ 


Thursday,  Aug.  2. 

A  petition  was  presented  by  John  Williams  for  an  inquiry  in  connection 
with  the  Pontypool  Gas  and  Water  Company. 


Saturday,  Aug.  4. 

The  Municipal  Corporations  (Local  Bills),  Ireland,  Bill,  as  amended,  was 
considered,  read  the  third  time,  and  passed. 


3®i:!sallancotis  Betas. 


THE  GASLIGHT  AND  COKE  COMPANY. 

The  following  reports,  with  the  accounts  showing  the  working  of  this 
Company  during  the  six  mouths  ending  June  30  last,  will  be  submitted  to 
the  proprietors  at  the  half-yearly  general  meeting  to  be  held  on  Friday 
next : — 

Itepnrt  of  the  Directors. 

The  Directors  herewith  submit  the  accounts  for  the  half  year  which 
ended  on  the  30th  of  June  last. 

The  business  of  the  Company  has  continued  to  make  sound  progress ; 
and  an  improvement  has  taken  place  in  the  value  of  residual  products. 

The  receipts  on  revenue  account  have  amounted  to  411,576,301  Os.  lOd.  ; 
and  the  expenditure  has  been  411,010,389  Os.  lid. 

After  the  requisite  deductions  for  fixed  charges,  there  remains,  with  the 
addition  of  the  unappropriated  profit  brought  forward  from  the  last  account, 
a  divisible  balance  of  £633,021  16s.  lOd. 

The  Directors  recommend  a  dividend  on  the  ordinary  stock  at  the  rate 
of  13  per  cent,  per  annum,  which  will  absorb  £365,459  and  leave  the  sum  of 
£277,562  168.  lOd.  to  be  carried  to  the  credit  of  the  current  half  year. 

A  Bill  for  the  continuance  of  the  Coal  and  Wine  Dues  was  introduced 
into  the  House  of  Commons  at  the  commencement  of  the  present 
session  ;  but  has  since  been  withdrawn.  The  existing  power  to  levy 
these  dues  will  expire  in  the  middle  of  next  year. 

The  Bill  of  the  Metropolitan  Board  of  Works,  to  which  allusion  was 
made  in  the  last  report,  has  been  dropped,  and  the  legal  position  of  the 
Company  in  relation  to  damage  caused  by  steam-rollers,  which  the  Bill 
sought  to  alter,  remains  unaffected. 

The  adverse  decision  of  Mr.  Justice  Kekewich  in  the  case  of  the  Com¬ 
pany  versus  the  South  Metropolitan  Gas  Company  was  confirmed  by  the 
Court  of  Appeal,  whose  judgment,  however,  was  delivered  in  such  terms 
as  suggested  to  the  Directors  the  expediency  of  further  prosecuting  their 
appeal ;  and  they  were  advised  by  Counsel  that,  with  such  a  judgment, 
they  were  bound,  in  the  interests  of  the  Company,  to  obtain  the  decision 
of  the  highest  tribunal.  An  appeal  to  the  House  of  Lords  has  therefore 
been  lodged,  and  is  now  awaiting  a  hearing. 

William  Thomas  Makins,  Governor. 

Horseferry  Boad,  Westminster,  S.W.,  July  11,  1888. 


Construction  and  Carbonizing  Department. 

I  beg  to  certify  that  the  whole  of  the  Company’s  gas  manufacturing 
and  storeage  stations  have  been  kept  in  good  order  and  efficiency  during 
the  past  six  months.  I  have  further  to  report  that,  in  order  to  meet  the 
anticipated  maximum  day’s  increase  during  the  next  winter,  the  last  of 
the  twelve  retort-houses  at  Beckton  is  being  fitted  up,  together  with  all  the 
apparatus  in  connection  therewith.  'I’his  will  add  5i  million  cubic  feet  to 
the  total  daily  manufacturing  power  of  the  Company.  A  large  gasholder 
tank  is  also  beingconstructed  at  the  Bethnal  Green  station  of  the  Company, 
to  accommodate  a  gasholder  to  contain  4  million  cubic  feet. 

G.  C.  Trewby, 

Constructing  and  Carbonizing  Engineer-in-Chief. 


Distribution  Department. 

I  hereby  certify  that  the  whole  of  the  distributing  plant  under  my 
charge  has  been  maintained  in  a  thorough  state  of  repair  and  efficiency 
during  the  past  half  year. 

Robert  Harris,  Distributing  Engineer. 

Products  Department. 

I  hereby  certify  that  the  whole  of  the  plant,  engines,  boilers,  stills, 
trucks,  machinery,  and  tools,  in  connection  with  the  Company’s  products 
works  under  my  charge,  have,  during  the  past  half  year,  been  maintained 
in  good  working  order  and  repair. 

Thos.  Wilton,  Superintendent  of  Products  Works. 


Appended  to  the  report  is  the  statement  of  accounts  therein  referred 
to.  'These  will  be  given  next  week. 


Public  Lighting  at  Consett. — The  new  agreement  just  entered  into 
between  the  Consett  Local  Board  and  the  Shotley  Bridge  Gas  Company 
is  to  the  effect  that  the  latter  are  to  light  the  lamps  for  1600  hours 
between  August  and  April  at  the  cost  of  £2  28.  each  lamp. 

Stroud  Water  Company. — The  half-yearly  general  meeting  of  this 
Company  was  held  at  the  London  Offices  last  Tuesday — Rear-Admiral 
Bythesea,  V.C.,  C.B.,  in  the  chair.  The  Secretary  (Mr.  P.  H.  Stephens) 
having  read  the  notice  convening  the  meeting,  the  Chairman  moved  the 
adoption  of  the  Engineer’s  report  and  the  balance  sheet  to  June  30  last, 
copies  of  which  had  been  sent  to  the  shareholders.  He  said  the  works 
had  not  progressed  as  well  as  they  should  have  done ;  but  the  contractors 
had  had  a  good  many  difficulties  to  contend  against,  owing  to  the  un¬ 
favourable  reception  of  the  project  in  Stroud.  The  applications  for  the 
supply  of  water  were  coming  in  very  fairly;  but  they  could  hardly  expect 
the  demand  to  reach  its  full  force  until  the  works  were  completed.  What 
seemed  most  necessary  was  to  endeavour  to  create  an  interest  in  the 
works  in  Stroud  itself ;  and  to  add  to  the  Board  one  or  two  local  Directors, 
so  that  a  quorum  could  always  be  obtained  by  one  Director  going  down 
from  London.  The  report  was  adopted.  The  great  need  of  the  district 
being  a  good  supply  of  soft  water,  the  Chief  Engineer  of  the  Company  was 
instructed  to  inquire  into  the  various  softening  processes  now  in  use. 
Steps  are  being  taken  to  place  a  local  Director  upon  the  Board. 


SOUTH  METROPOLITAN  GAS  COMPANY. 

Directors’  Half-Yearly  Report. 

The  following  is  the  report  of  the  Directors  of  this  Company,  which, 
with  the  accounts  for  the  six  months  ending  June  30  last  (to  appear 
next  week),  will  be  presented  to  the  proprietors  at  the  half-yearly  general 
meeting  on  the  15th  inst.  : — 

“  The  past  half  year  has  been  uneventful  but  satisfactory,  as  is  shown  by 
the  accompanying  accounts.  There  has  been  an  increase  the  corres¬ 
ponding  period  of  last  year  of  4'7  per  cent,  in  the  gas  sold  ;  but,  owing  to 
the  price  being  lower  than  in  the  March  quarter  of  1887,  the  addition  to 
the  gas-rental  is  proportionately  smaller — amounting  to  £8111.  Products 
have  been  in  somewhat  better  demand,  and  have  yielded  £22,061  more 
than  last  year.  As  the  supply  of  tar  still  evidently  exceeds  the  demand, 
39  per  cent,  of  the  total  make  has  been  used  as  fuel.  Exhibitions  of 
various  kinds  of  apparatus  for  the  use  of  gas,  coupled  with  cookery 
lectures,  have  been  held  in  all  parts  of  the  Company’s  extensive  district, 
and  have  resulted  in  a  great  demand  for  gas-stoves,  and  in  the  dissemina¬ 
tion  of  much  practical  information  amongst  consumers  of  the  best  and 
most  economical  methods  of  using  gas  for  lighting  and  for  many  other 
purposes.  Some  large  regenerative  burners  shown  at  these  exhibitions 
gave  a  magnificent  light ;  proving  that  gas  can  hold  the  field  against  all 
competitors.  Your  Directors  have  taken  an  active  part  in  opposing  the 
renewal  of  the  Coal  Dues,  on  the  ground  that  they  are  an  unjust  tax  on 
the  consumers  of  gas  and  coke,  who  thereby  pay  more  than  their  share  of 
rates  for  local  purposes.  The  Bill  promoted  by  the  City  Corporation  and 
the  Metropolitan  Board  of  Works  failed  to  secure  Government  support, 
and  has  again  been  withdrawn.  Should  it  be  revived  next  session,  it  will 
meet  the  same  uncompromising  opposition.  This  oppressive  tax,  unless 
renewed,  will  expire  next  July;  in  which  case  your  Directors  intend  to 
give  the  entire  benefit  of  the  saving  thereby  effected  to  the  consumers.  The 
profit  on  the  revenue  account  amounts  to  £144,763  12s.  lOd.  This  with 
£5263  17s.  3d.  brought  forward  from  last  half  year,  and  the  interest  on  the 
reserve  fund  £4606  Os.  Id.  (less  £933  7s.  8d.,  the  difference  of  interest  paid 
and  received  on  loans  and  deposits),  gives  a  sum  of  £153,700  2s.  6d.  In¬ 
terest  on  debenture  stock  and  bonds  amounts  to  £13,667  5s.  Id.,  which 
leaves  £140,032  17s.  6d.  A  dividend  of  13  per  cent.,  less  a  fraction  un¬ 
divided  as  usual,  will  require  £128,947  10s.  Your  Directors  therefore 
recommend  the  said  dividend  ;  leaving  a  balance  of  £11,085  78.  5d.  to  be 
carried  forward  tothe  current  half  year.” 


BRENTFORD  GAS  COMPANY. 

The  Directors’  Half-Yearly  Report  and  Accounts. 

The  report  of  the  Directors  of  this  Company  for  the  half  year  ending 
June  30  last,  with  the  accounts  for  this  period,  has  been  issued,  and  will 
be  presented  at  the  general  meeting  of  shareholders  next  Friday.  The 
accounts  show  a  sum  of  £64,414  10s.  6d.  available  for  division.  The  Direc¬ 
tors  recommend  the  declaration  of  the  following  dividends,  subject  to 
income-tax  : — At  the  rate  of  5  per  cent,  per  annum  on  the  5  per  cent,  pre¬ 
ference  stock,  llj  per  cent,  per  annum  on  the  consolidated  stock,  and  8i 
per  cent,  per  annum  on  the  new  stock  (1881).  The  Directors  report  with 
pleasure  that  the  sale  by  tender  of  £15,000  of  new  stock  (1881)  in  March 
last  realized  £24,497  ;  the  whole  amount  having  been  tendered  for  above 
the  minimum  price  named  in  the  conditions.  The  sulphate  of  ammonia 
plant  at  Southall,  mentioned  in  the  last  half-year’s  report,  is  now  in 
satisfactory  operation  ;  and  the  works  and  machinery  (under  the  supervision 
of  the  Company’s  Engineer,  Mr.  F.  Morris,  M.  Inst.  C.E.)  are  in  efficient 
order.  The  amount  received  from  the  sale  of  gas  to  private  consumers 
in  the  first  six  months  of  the  present  year  was  £67,188  i2s.  5d. ;  for  public 
lighting,  £7499  Os.  5d. — together,  £74,687  12s.  lOd.  Stove  and  meter 
rentals  produced  £2843  13s.  3d.  Residuals  yielded  £16,292  3s.  lid.  The 
total  receipts  were  £93,876  16s.,  against  £88,378  in  the  corresponding  six 
months  of  last  year.  The  increased  receipts  for  gas  come  to  about  £3000  ; 
coke  returned  about  £1500  more,  tar  about  £750  more,  and  ammoniacal 
liquor  about  £600  more.  The  manufacturing  expenses  were  £46,953  93. 
(coals  costing  £32,290  123.  8d.) ;  those  relating  to  distribution  came  to 
£5424  178.  6d. ;  rents,  rates,  and  taxes  to  £4215  Ids.  lid.;  the  lighting 
and  repair  of  the  public  lamps  to  £1244  17a.  lid.;  management  expenses 
to  £3564  118.23.;  miscellaneous  items  making  up  a  total  of  £62,102  8s.  lid., 
against  £61,322  in  the  corresponding  six  months  of  1887.  'The  balance 
carried  to  the  profit  and  loss  account  is  £31,774,  against  £27,056.  The 
quantity  of  coal  and  cannel  carbonized  was  46,883  tons,  against  46,111 
tons.  The  following  are  the  working  results; — Gas,  602,631,000  cubic 
feet;  coke,  31,338  tons;  breeze,  3925  tons;  tar,  469,392  gallons;  ammo¬ 
niacal  liquor,  12,691  butts  of  108  gallons.  The  Company’s  paid-up  capital 
on  June  30  last  amounted  to  £700,211  178.  4d.,  of  which  £686,006  6s.  8d. 
had  been  expended. 

SCARBOROUGH  GAS  COMPANY. 

The  Half-Yearly  General  Meeting  of  this  Company  is  to  be  held  next 
Saturday,  when  the  Directors  will  present  their  report,  with  the  accounts 
of  the  undertaking  for  the  six  months  ending  June  30  last.  The  revenue 
account  shows  a  net  profit  of  £6021.  The  balance  of  net  revenue,  in¬ 
cluding  £465  48.  Id.  remaining  from  last  half-year’s  account,  after  the 
transfer  of  £779  8a.  2d.  to  the  reserve  fund,  and  after  delucting  all  interest 
charges  for  the  half  year,  is  £5871  98.  7d.  Out  of  this  sum,  after  providing 
for  the  dividend  on  the  5  per  cent,  preference  stock,  the  Directors  recom¬ 
mend  the  payment  of  the  maximum  dividends  upon  all  other  stocks  of  the 
Company.  The  payment  of  these  dividends  will  absorb  £5036  lls.  5d. ; 
leaving  a  balance  of  £834  18s.  2d.  to  be  carried  forward  to  next  half-year’s 
account.  The  operations  of  the  last  twelve  months  having  resulted  in  a 
considerable  increase  of  revenue,  the  Directors  have  announced  a  reduc¬ 
tion  in  the  price  of  gas  of  3d.  per  1000  cubic  feet  to  all  classes  of  consumers 
as  from  the  let  ult. ;  making  the  present  net  price  23.  9d.  per  1000  cubic 
feet — a  rate  which  the  Directors  trust  will  encourage  still  further  the  use 
of  gas  for  the  many  purposes  for  which  it  is  available.  Taking  the 
accounts  now  before  us  with  those  for  the  preceding  half  year,  we  find  that 
the  cost  of  coal,  including  labour,  for  the  twelve  months  was  £10,219  ; 
being  at  the  rate  of  138.  7'72d.  per  ton,  and  Is.  3'43d.  per  1000  cubic  feet  of  gas 
sold.  Deducting  the  amount  yielded  by  the  residuals  (£4927),  the  net  cost 
was  £5292;  being  at  the  rate  of  7s.  0'78d.  per  ton,  and7'99d.  per  1000  feet  of 
gas  sold.  The  other  items  of  expenditure  make  up  a  total  (less  residuals) 
of  £13,100 ;  being  178.  5'87d.  per  ton  of  coal,  and  Is.  7'79d.  per  1090  cubic  feet. 
The  revenue  from  gas  (including  public  lamps)  was  £24,971,  the  meter  and 
stove  rents  were  £991,  and  miscellaneous  receipts  bring  up  the  total  to 
£26,046 ;  being  at  the  rate  of  £1  148.  9'26d.  per  ton  of  coal,  and  3s.  3  343. 
per  1000  cubic  feet  of  gas  sold.  Deducting  the  expenditure,  as  above, 
there  is  shown  a  profit  of  £12,946,  of  which  £11,359  is  required  for  the 
payment  of  dividend  and  interest;  leaving  a  surplus  of  £1586— equal  to 
28.  l'41d.  per  ton  of  coal  carbonized,  and  2’39d.  per  1000  cubic  feet  of  gas 
sold.  The  quantity  of  coal  and  cannel  dealt  with  in  the  works  (which  are 
under  the  supervision  of  Mr.  W.  J.  Moon,  the  Secretary  and  Manager)  was 
14,981  tons,  which  produced  170,263,900  cubic  feet  of  gas,  of  which 
158,870,117  cubic  feet  were  sold.  On  this  sale  the  concession  announced 
to  the  consumers  by  the  Directors  in  their  report  will  come  to  close 
upon  £2000 
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THE  SALFORD  CORPORATION  AND  THE  GAS  ^^NSTITLTE. 

At  the  Meeting  of  the  Salford  Town  Council  last  W  ® 

(Alderman  A.  L.  Dickins)  presiding— there  was  a  remarkable  scene  w  hen  Mr. 
Mandley  brought  forward  the  resolution  of  which 
in  the  Journal  last  week,  given  notice,  in  these  terms  .  PI  , 
of  the  positive  and  apparently  incontroverti^ble  assertion  “.y 

George  Bray,  C.E.,  in  his  pamphlet,  entitled  Corrupt  1  ractices  m  the 
Gas  Industry,— namely,  ‘  that  corruption  in  the  gas  industry  has  been 
largely  fostered  by  the  policy  pursued  by  the  Council  of  Ihe  Gas 
Institute ’—no  further  subscription  be  paid,  any  other  support  wh^ 
ever  be  afforded  by  or  on  behalf  of  this  Corporation,  to  Plie  Gas  I'^tute 
and  that  it  be  a  standing  instruction  to  the  Gas  Committee  t  'at  t  oy  ^ha  > 
whenever  occasion  arise,  express  their  strong  disapprove  thpir 

of  the  said  Institute  being  entered  into  or  maintained  by  any  ot  tlieir 
officials.” 

On  the  motion  being  reached,  „„i.i  Uo 

Mr.  Phillips  submitted,  as  a  point  of  order,  that  it  could  not  be 
entertained,  because  the  Corporation  did  not  pay  any  subscription  to  iiie 

Gas  Institute.  .  ,,,  .  „.:ii  .i.-o 

Mr.  Mandley  :  The  very  frivolous  objection  of  Mr.  Phillips  you  will  dis¬ 
pose  of  ;  and  I  am  surprised  that  he  should  display  atumus  at  the  outset. 

Mr.  Phillips  :  Are  we  to  have  our  time  taken  up  by  a  discussion  on  Ihe 
Gas  Institute,  with  which  we  have  nothing  to  do  ? 

The  Mayor  :  We  have  subscribed  to  the  Institute? 

Mr.  Phillips  :  Years  ago.  We  are  not  subscribing  now.  „  tm 

Mr.  Snape  ;  Is  this  the  proper  place  to  “  wash  the  dirty  linen  of  Ihe 

Gas  Institute  ?  .  .  ,  i  -m  o 

Mr.  Jackson  :  Has  Mr.  Mandley  received  a  retaining  fee  from  Mr.  Bray  i” 
Mr.  Mandley  :  We  all  know  the  puiity  of  Mr.  Jackson  s  motives.  1  wish 
him  to  be  quiet,  and  if  he  has  any  brains  to  show  tliem.  (Laughter.)  1  shall 
take  my  time.  Alderman  Bowes  and  other  aldermen  are  trying  to  waste  as 
much  time  as  possible. 

Alderman  Bowes  protested  against  this  statement. 

Mr.  Mandley  (after  appealing  to  the  Mayor  to  preserve  order)  proceeded 
to  say  that  every  member  of  the  Council  had  been  furnished  with  a  copy 
of  a  pamphlet  he  held  in  his  hand — a  pamphlet  by  Mr.  George  Bray,  of 
Leeds,  on  ”  Corrupt  Practices  in  the  Gas  Industry  ”  [Mr.  Snaps  :  I  have 
not  received  one.]  He  hoped  every  member  had  read  the  pamphlet ,  and 
if  not  they  had  not  done  their  duty.  He  would  not  commit  ^himself  to 
everything  that  the  pamphlet  stated ;  but  he  might  give  the  Council  the 
gist  of  it.  It  stated  that  the  honest  trader  had  no  chance  against  bribing 
firms  and  venal  gas  managers.  As  an  illustration  of  this,  it  was  asserted 
that  a  certain  lirm  of  meter  makers  in  the  year  1686  paid  to  gas  managers 
alone  commission  on  not  less  than  three-fourths  of  the  whole  of  their 
trade.  In  this  connection  he  might  say  that  he  saw,  in  the  Journal  of 
Gas  Ligutino,  that  some  of  the  meter  makers  were  advertis^ing  that  they 
would  not  any  longer  pay  those  illegal  commissions-  Phe  pamphlet 
fui  ther  said  that  considerations  of  quality  or  price  were  ignored  by  the 
venal  managers,  who  thought  only  of  those  secret  commissions  ;  and  that 
this  vile  system  did  not  merely  prevail  in  coal  contracts,  but  in  relation 
to  everything  bought  or  sold  in  the  manufacture  of  gas,  and,  unless  com¬ 
mission  was  paid,  no  trade  could  be  done.  The  pamphlet  further  set  forth 
that  certain  consulting  engineers  and  many  gas  managers  were  either 
directors  or  shareholders  in  companies  whose  aiticles^  they  strongly 
recommended  to  their  employers.  A  corporation  called  in  a  consulting 

engineer  and -  -  j  ■, 

The  Mayor  (interposing)  said  he  had  been  from  home,  and  did  not  see 
this  resi'lution  until  Tuesday.  Had  he  seen  it  earlier,  he  should  never 
have  alloiAed  it  to  go  on  the  agenda  paper.  The  Council  did  not  sub¬ 
scribe  to  The  Gas  Institute ;  and  why  did  they  “  wash  the  dirty  linen 
of  an  institution  with  which  they  had  no  cognizance?  It  would  be 
quite  time  to  engage  in  a  discussion  on  this  question  when  there  was 
any  intention  on  their  part  to  subscribe. 

Mr.  Mandley  said  he  had  made  notes,  and  would  confine  himself  to 
them. 

The  Mayor  :  Why  should  we  rake  up  these  matters  here,  when  we  have 
nothing  to  do  with  The  Gas  Institute  ? 

Mr.  Mandley:  Having  the  highest  regard  for  yourself,  Mr.  Mayor,  I  am 
sorry  that  you  should  have  interposed  with  these  remarks.  I  do  not  take 
this  course  witiiout  first  obtaining  competent  advice.  Our  Standing 
Orders  and  Municipal  Law  are  framed  on  the  hypothesis  that  nothing 
whatever  shall  be  excluded  from  the  agenda  paper  merely  as  a  matter  ol 
taste.  1  am  positive  that  if  1  were  to  apply  for  a  mandamus  you  would 
be  compelled  to  place  the  motion  on  the  paper ;  but  I  do  not  wish  to  take 
this  course.  I  have  consulted  a  Town  Clerk  whose  opinion  is  held  in 

high  esteem  ;  and  I  say  that  this  motion  could  not - 

The  Mayor  :  Are  we  to  understand  that  any  member  can  pat  a  notice 
on  the  agenda  paper  to  enable  him  to  viiily  an  institution  to  which  W’e  do 
not  Hub'cribe  ?  .,,, 

Mr.  Mandley  :  We  have  subscribed.  (“No.”)  Somebody  said  No, 
which  is  the  result  of  ignorance  ;  for  we  have  not  only  paid  subset  iptions 
to  the  institution,  but  also  the  expenses  of  the  former  Gas  Engineer 

to  go  away -  ,  .  . 

Mr.  Bhillifs  :  What  is  the  use  of  discussing  those  matters,  which  do  not 
concern  the  Corporation  ? 

Mr.  Mandlvy  :  The  expenses  of  the  late  Gas  Manager  were  paid  by— 
Alderman  Walmbley  ;  Have  you  not  ruled,  Mr.  Mayor,  that  the  point 
raised  by  Mr.  Phillips  is  fatal  to  the  motion? 

The  Mayor:  It  places  me  in  a  very  difficult  position,  seeing  that  the 
motion  has  been  allowed  to  appear  on  the  agenda  paper;  but  as  the  point 
has  been  raised  by  Mr.  Phillips,  I  must  say  that  I  consider  the  motion  out 
of  order.  The  Council  subscribed  in  1882,  TO  ;  in  1883,  il6;  and  in  1884, 
iil6,  when  an  exhibition  was  held  at  the  Crystal  Palace,  London,  to 
illustrate  the  comparative  merits  of  gas  and  electricity.  Wo  have  not 
subscribed  since  1885.  The  expenses  ol  the  late  Gas  Manager  were  paid  by 
himself. 

Mr.  Rycboft  contended  that  the  latter  portion  of  the  motion  was 
regular.  It  could  not  be  out  of  order  to  give  an  instruction  to  the 
Committee. 

Mr.  Snape  wished  to  know  if  it  would  be  in  order  to  move  a  resolution 
instructing  the  Committee  not  to  go  to  St.  Petersburg.  If  Mr.  Uyeroft 
was  right,  this  might  be  done.  , 

'I'he  Mayor:  I  think  it  would  be  quite  time  for  Mr.  Mandley  s  motion 
when  it  was  proposed  to  subscribe  to  The  Gas  Institute. 

Mr.  Mandley:  This  matter  must  go  further.  Year  by  year  since  I 
entered  the  Council  I  have  been  must  abominably  ill-treated  ;  and  if  you 
rule  the  motion  out  ol  order,  I  cannot  allow  it  to  rest.  I  ask  the  lown 
Clerk,  whose  credit  is  at  stake,  for  his  opinion  ;  and  if  I  am  not  allowed 
to  move  my  resolution,  I  say  it  is  against  all  logic  and  all  justice. 

Alderman  Waljisi.ey:  We  cannot  discuss  tiie  rule  of  the  chair.  If 
Mr.  Mandley  feels  aggrieved,  he  has  his  remedy.  -  ,  o  i 

Mr.  Mandley:  Must  gentlemen  go  to  law  to  got  what  is  right?  Is 
this  the  position  members  ol  the  Council  are  to  be  put  in  7  It  would  be 
with  very  great  reluctance  indeed  that  I  should  appeal  from  the  injustice 
ol  the  Mayor  to  the  justice  ol  the  law. 


Mr.  Groves  :  Would  not  the  final  clause  justify  Mr.  Mandley  proceeding  1 
The  Mayor  :  I  do  not  see  any  objection  to  it. 

Mr.  I’liiLLiPS :  I  offer  no  objection  to  that.  ^ 

Mr.  M.indlky:  But  I  object  to  being  “  badgered." 

Mr.  Jackson  thought  their  time  ought  not  to  be  wasted  in  this  way. 

Mr.  Mandley:  The  whole  gist  ol  the  thing  is  that  we  should  not  sub¬ 
scribe  to  The  Gas  Institute ;  it  is  an  instruction  to  the  Committee  that 
what  has  been  done  in  the  past  must  not  be  done  in  the  future.  1  lelt 
off  by  stating  that  even  the  consulting  engineers  that  were  called  in, 
and  who  were  paid  a  considerable  sum  for  their  advice,  were  getting 
direct  profit  on  the  very  articles  they  were  recommending  should  be 

bought;  that  The  Gas  Institute - 

The  Mayor  :  I  must  decide  that  you  cannot  go  into  these  matters. 

Mr.  Cottrell  :  Limit  yourself  to  the  latter  part  ol  the  resolution. 

Mr.  Mandley  :  I  demur  to  that.  If  I  am  not  allowed  ^  show  why  we 
should  not  subscribe  to  the  Institute,  I  am  most  unfairly  handicapjied 
What  has  Mr.  Bray  done  that  the  Council  of  the  Institute  should  seek 
to  expel  him  ? 

Mr.  Cottrell  :  We  all  know  that.  u  »  *i  * 

Mr.  Mandley  :  All  may  not.  Some  members  make  a  boast  that  they 
have  not  read  the  pamphlet. 

Alderman  Makinson  :  If  Mr.  Mandley  gets  from  the  Chairman  of  the 
Gas  Committee  an  assurance  that  the  Committee  will  not  subscribe  to  the 

Institute,  will  he  not  be  satisfied?  ,  t  i  ,,  u  i  a 

Mr.  Lord  (Chairman  of  the  Gas  Committee) :  I  shall  be  pleased  to  give 
that  assurance.  We  do  not  intend  to  subscribe. 

Mr.  Mandley  :  I  have  no  doubt  I  shall  be  told  these  statements  are 
purely  ex  parte;  that  Mr.  Bray  must  produce  his  legal  proofs, or  they  will 
not  be  listened  to.  If  Mr.  Bray’s  charges  against  the  Institute  were  false, 

^°Mr^ Snape  :  I  understood.  Sir,  you  had  ruled  that  The  Gas  Institute  and 
Mr.  Bray  are  not  before  the  meeting. 

Mr.  Mandley  [to  Mr.  Snape] :  You  take  your  seat. 

The  M.vyor  :  I  must  request  you,  Mr.  Mandley,  to  bring  your  remarks 

*°Mr.*  Mandley  :  I  will  bring  them  to  a  close  if  you  will  keep  these 

“  terrier  dog.s  ”  off  me.  (Laughter.)  I  cannot  proceed  for  them. 
charges  that  Mr.  Bray  has  made  against  the  Institute  are  false,  why  have 
they  not  brought  Mr.  Bray  into  Court?  Mr.  Brays  charges  have  not 

been  controverted;  yet  a  mean  and  cowardly  attempt - 

The  M.aYor  :  I  must  rule  these  references  out  of  order. 

Mr.  Mandley  :  An  attempt  was  made  to  expel  Mr.  Bray - (Cries  oi 

it  Order/*) 

The  Mayor  :  Considering  that  you  have  had  an  assurance  that  the  Com¬ 
mittee  do  not  intend  to  subscribe  to  the  Institute,  why  in  the  world  should 
we  be  listening  to  extracts  from  the  pamphlet  of  Mr.  Bray,  which  I  do  not 
think  we  have  anything  to  do  with.  I  leave  it  to  your  own  good  sense  to 
bring  your  remarks  to  a  close. 

Mr.  Mandley:  Then  I  will  leave  Mr.  Bray  out,  and  will  take  you  to 
something  else.  On  the  late  Gas  Committee,  I  opposed  the  payments  to 
Mr.  Hunter  for  going  away  in  connection  with  the  meetings  of  ihe  Gas 
Institute.  When  your  late  Gas  Engineer  attended  these  meetings  it  was 
then  that  he  made  contracts  with  tliese  bribing  firms. 

Alderman  Hall  :  If  Mr.  Mandley  will  confine  himself  to  the  resolution, 
it  would  be  better ;  but  he  surrounds  it  with  a  lot  of  stuff  that  has  no 
connection  with  it.  We  are  not  dealing  with  Mr.  Bray’s  i»amphlet  at  all. 

Mr.  Mandley  said  he  had  met  with  similar  treatment  to  this  in  the  Cas 
Committee  for  years.  'The  men  who  were  now  opposing  his  motion 
formerly  spoke  of  Hunter  as  a  man  of  genius,  and  a  most  competent  Engi¬ 
neer  ;  but  so  long  ago  as  1875  the  Rochdale  Corporation—  - 
The  Mayor  said  this  was  altogether  out  of  order.  He  should  be  sorry  to 
take  an  extreme  course  ;  but  Mr.  Mandley  paid  not  the  least  attention  to 

Mr  Kycroft  suggested  that  the  difficulty  might  be  overcome  by  the 
adoption  of  the  latter  half  of  the  resolution— the  iustruclioii  to  the  Com- 
mittee— with  the  addition  of  the  words  “  as  at  present  constituted  imme¬ 
diately  after  the  word  “  Institute.” 

Mr.  Mandley  :  I  will  accept  that. 

Alderman  Rouinson  said  that  the  present  Gas  Manager  was  a  member 
of  the  Institute;  and  therefore  the  Council  had  better  uudei^tand  clearly 
the  position  in  which  the  resolution  would  jilace  them.  He  thought  it 
would  be  far  better  to  refer  the  matter  to  the  Gas  Committee  for  considera¬ 
tion,  a'  d  let  them  report. 

Mr.  Mandley:  I  will  accejit  that.  » 

A  resolution  referring  the  matter  to  the  Gas  Committee  was  then  for 
mally  adopted;  and  the  Council  jiroceeded  to  other  business. 


A  Mishap  to  a  Holder  at  Rochd.ale.  —  Some  inconvenience  was 
caused  at  Rochdale  last  Wednesday  afternoon  by  the  failure  of  the  gas 
supply  during  a  period  of  temporary  darkness.  A  question  on  the  subject 
was  put  to  the  Chairman  of  the  Gas  Committee  at  the  Council  Meeting 
on  Thursday  ;  and  it  was  elicited  that  the  pressure  failed  because  one  of 
the  holders  stuck.  Mr.  T.  B.  Ball,  the  Engineer,  was  on  the  premises, 
and  the  mishap  was  rectified  immediately,  but  complaint  was  made  that 
the  sudden  fall  of  the  holder  had  the  effect  of  forcing  the  water  out  of  the 
meters  in  some  cases.  As  a  result  of  the  extraordinary  weather  which 
is  being  exjierienced,  it  is  stated  that  the  day  consumption  of  gas  at 
Rochdale  on  Wednesday  was  double  what  is  usual  at  this  lime  of  year. 

Newport  (Mon.)  Water  Supply.— The  Crunilin  section  of  the  water¬ 
works  now  being  constructed  by  the  Rural  Sanitary  Authority  of  the  New¬ 
port  Union  has  lately  been  inaugurated  by  turning  the  water  into  the  new 
mains.  The  source  of  sujiply  is  a  powerful  spring  situated  in  the  Tongwyn 
Wood,  about  a  quarter  of  a  mile  out  of  Crumlin,  the  property  of  Lady 
Llauover.  This  spring  is  of  remarkably  uniform  volume  and  purity.  Itwa» 
gauged  by  Mr.  T.  Dyne  Steel,  M.  Inst.  C.E.,  the  Engineer  of  the  Authority, 
thruutf^out  the  Bunamer  aud  aulutnu  of  last  year,  and  the  lowest  vieldwM 
28,350  gallons  per  day.  As  regards  purity,  the  water  wm  analyzed  by 
Dr.  C.  Meymott  Tidy  in  May,  1887,  aud  |.roiiounced  by  him  to  be  *  very 
good  water,  pure  and  wholesome.  The  water  is  taken  from  the  eye  of  the 
spring  direct  into  the  mains  by  an  ingenious  arrangement,  so  that  it  never 
sees  daylight  till  it  is  drawn  from  the  consumers'  Ups.  Close  to  the 
spring  a  brick  service-Unk  has  been  constmetod,  holding  about  two  days 
requiromeuU  of  the  district  in  case  of  any  accidenul  derangement  at  the 
spring.  In  order  to  sujiply  the  high  district  of  Cwmdows.  the  Engineer 
has  continued  the  Crumlin  mains  to  the  neighbourhood  ;  and  several  r.-il- 
deiices  situated  at  an  elevation  of  more  than  500  feet  above  the  sea  level, 
are  now  successfully  supplied  with  water  from  the  Crumlin  •yrxna.  The 
whole  of  the  works  were  designed  and  sujiermU  nded  by  Mr.  *  -1'?"® 
Steel.  Mr.  Steel  is  also  constructing  lor  the  Authority  larger  works  for 
the  supply  of  Newbridge,  Abcrr*rn,  and  Cwmearn  ;  but  m  these  involve  a 
reBervoir,  now  in  courae  of  ooiiBlruction,  in  Iho  Oawnev  \  alley,  it 
will  Uko  about  throe  mouths  to  comploU  the  water  supply  of  the  whole 
distriot. 
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THE  TEANSFEK  OF  THE  EDINBUEGH  AND  LEITH  GAS 
WOEKS  TO  THE  COEPOEATIONS. 

The  Gas  Commission  at  Work. 

The  Edinburgh  and  Leitli  Gas  Commission  held  their  second  meeting  on 
Monday  last  week — Bailie  Turnbull  presiding.  Mr.  Smith  Clark  was 
oresent,  and  made  the  statutory  declaration. 

The  Finance  Committee  met  an  hour  before  the  assembly  of  the  Com¬ 
missioners  ;  and  the  minute  of  their  meeting  stated  that  they  had 
authorized  the  payment  of  i;27,000  to  the  Edinburgh  Gaslight  Company, 
and  of  ATI, 000  to  the  Edinburgh  and  Leith  Gaslight  Company ;  these  being 
the  capital  sums  on  the  payment  of  which,  as  the  Act  provided,  the  gas 
undertakings  should  become  vested  in  the  two  Corporations.  The  Com¬ 
mittee’s  minutes  also  contained  the  following  letter  from  Mr.  Adam,  the 
City  Chamberlain  : — “  As  authorized  by  the  City  Treasurer’s  Committee, 
I  beg  to  send  you  detailed  statements  of  the  outlay  by  the  Lord  Provost, 
Magistrates,  and  Council  of  Edinburgh  in  connection  with — (1)  the  oppo¬ 
sition  to  the  Edinburgh  Gaslight  Company’s  Bill,  1887,  and  negotiations 
in  that  year  for  the  proposed  acquisition  of  the  undertakings  of  the  Edin¬ 
burgh  Gaslight  Company  and  the  Edinburgh  and  Leith  Gaslight  Company 
by  the  Town  Councils  of  Edinburgh  and  Leith  ;  and  (2)  the  promotion  of 
the  Edinburgh  and  Leith  Corporations  Gas  Bill,  1888,  which  received  the 
Eoyal  Assent  on  the  24th  inst.  As  instructed  by  the  Treasurer’s  Com¬ 
mittee,  I  have  added  interest  on  the  advances  by  the  city  at  the  rate  of  4 
per  cent,  per  annum.  These  advances  have  so  reduced  the  cash  balances 
on  the  city’s  proper  municipal  accounts  as  to  make  it  desirable  that  the 
amounts  be  repaid  by  the  Gas  Commissioners  before  the  close  of  the  city’s 
financial  year  on  the  1st  prox.”  Annexed  to  the  letter  were  abridgments 
of  the  statements  of  outlay  and  interest ;  the  totals  being  as  follows : — 
Opposition  to  the  Edinburgh  Gas  Company’s  Bill,  1887,  £2952  17s.  Id. 
Promotion  of  the  Edinburgh  and  Leith  Corporations’  Gas  Bill,  1888, 
£3049  Is.  7d. — total  advances  for  outlay,  £0001  18s.  8d.  Add  interest  on 
total  outlay,  £133  Is.  2d. — together,  £6134  19s.  lOd.  'Phe  Finance  Com¬ 
mittee’s  minute  went  on  to  state  that  they  had  authorized  the  repayment 
of  the  above  sum  to  be  made  to  the  City  Chamberlain  without  delay. 
They  had  also,  at  the  request  of  Mr.  Beveridge,  the  Parliamentary 
Solicitor,  authorized  a  further  remittance  to  him  of  £1500  on  account.  In 
order  to  meet  these  various  amounts,  the  Committee  had  asked  from 
their  bankers  a  loan  of  £50,000  on  the  short  loan  system,  for  a  period  of 
either  two  or  three  months,  as  might  be  arranged.  The  minute  con¬ 
cluded  by  stating  that  a  remit  had  been  made  to  a  Sub-Committee  in 
regard  to  the  increased  accommodation  and  rearrangement  and  alteration 
of  the  oflSce  premises  necessary  for  efficiently  carrying  on  the  work  of  the 
Commission. 

The  report  was  adopted. 

The  meeting  then  proceeded  to  elect  an  interim  Clerk.  The  names  of 
two  gentlemen  were  submitted — Mr.  W.  P.  Lindsay,  W.S.,  and  Mr.  J.  M. 
Jack  ,S.S.C.  On  a  division,  Mr.  Jack  was  elected  by  11  votes  to  7 ;  the 
appointment  being  for  three  months. 

Mr.  Colston  moved,  and  it  was  agreed,  to  empower  the  Works  Com¬ 
mittee  to  make  arrangements  for  taking  stock  of  the  stores  of  both 
Companies  at  a  valuation,  as  provided  by  the  Act  of  Parliament. 

A  vote  of  thanks  was  then  accorded  to  the  Town  Clerk  (Mr.  Skinner)  for 
his  services;  it  being  agreed  that  he  should  have  something  more 
substantial. 

It  was  also  agreed  to  keep  the  price  of  gas  the  same  as  at  present  for 
another  year  ;  and  that  the  quality  should  be  28  candles. 


The  Transfer  of  the  Works. 

In  accordance  with  the  Act  of  Parliament,  the  newly-constituted  Gas 
Commis.siouers  became  the  owners  of  the  undertakings  of  the  Edinburgh 
and  Edinburgh  and  Leith  Gas  Companies  at  midnight  on  the  31st  ult. 
The  transference  was  a  merely  formal  matter ;  the  Managers  of  the  two 
Companies,  at  their  respective  works,  taking  a  measurement  of  the  coals 
and  other  stores  on  hand.  At  the  same  hour  a  note  was  taken  of  the  quan¬ 
tity  of  gas  which  had  passed  through  the  station  meters  at  the  respective 
works  since  the  beginning  of  the  financial  year  till  that  day,  and  for 
which  each  Company  is  entitled  to  payment.  At  noon  on  the  1st  inst., 
the  Clerk  to  the  Commission  (Mr.  J.  M.  Jack)  paid  over  £11,000  to  the 
Edinburgh  and  Leith  Company,  and  £27,000  to  the  Edinburgh  Company, 
as  the  amount  of  goodwill  arranged  to  be  paid ;  to  meet  which  the  Com¬ 
missioners  borrowed  the  sum  of  £50,000  from  the  Commercial  Bank  of 
Scotland. 

On  the  invitation  of  the  Directors  of  the  Edinburgh  Company,  a  large 
number  of  the  Commissioners  met  in  the  afternoon,  at  the  works  in  New 
Street,  for  the  purpose  of  taking  part  in  the  formal  handing  over  of  the 
establishment  to  the  new  body.  The  members  assembled  in  the  open 
space  in  front  of  the  offices,  and  there  they  awaited  the  presence  of  the 
Directors,  who  had  a  meeting  arranging  the  details  of  the  transfer.  Sir 
T.  Boyd  and  other  Directors  shortly  after  one  o’clock  emerged  from  the 
building,  and  the  ceremony  immediately  proceeded. 

Sir  Thomas  Boyd  said  he  regretted  exceedingly  that  Mr.  Syme,  the 
Deputy-Governor  of  the  Company,  was  not  present,  and  that  in  his  ab¬ 
sence  the  duty  devolved  upon  him  (Sir  Thomas)  of  formally  handing  over 
the  undertaking  and  the  works  to  the  newly-formed  Gas  Commission. 
In  doing  so,  he  had  very  great  pleasure,  on  behalf  of  the  Directors,  in 
wishing  the  new  body  every  success  in  the  management  of  the  works. 
The  negotiations,  as  they  knew,  which  led  up  to  the  transference,  involved 
very  serious  and  difficult  problems.  The  matters  under  consideration 
had  to  be  investigated  to  the  very  bottom,  and  this  led  to  very  protracted 
negotiations;  both  parties  contending — and  justly  contending — in  the 
interests  of  their  constituents,  for  what  they  thought  was  their  due.  It 
was,  however,  gratifying  now  to  look  back  upon  what  had  taken  place, 
and  say  that  amid  all  the  difficulties  that  arose,  not  a  single  word 
was  used  which  they  had  any  reason  to  regret.  It  was  most 
gratifying  to  them  all,  seeing  that  matters  had  come  to  this 
stage,  that  such  should  have  been  the  case.  With  regard  to 
the  prospects  of  the  newly-formed  Commission,  there  was  every  reason 
to  congratulate  them  on  the  favourable  position  in  which  they  were 
placed.  The  price  of  coal  was  very  low.  The  Company  had  brought 
the  manufacture  of  gas  to  a  very  high  state  of  efficiency;  and  he  believed 
that  the  other  Company  had  done  the  same.  Had  they  continued  as  a 
Company,  they  intended  to  make  some  improvements  in  their  works — 
improvements  which  would  have  enabled  them  to  very  materially  reduce 
the  price  of  gas;  and  there  was  no  doubt  that  had  they  continued  long 
in  office,  the  price  of  gas  would  certainly  have  been  greatly  lowered.  He 
had  no  doubt,  further,  that  when  the  Commissioners  came  to  consider  the 
matter  of  reducing  the  price,  they  would  find  themselves  in  a  position  to 
do  it.  They  would,  he  said,  find  the  working  of  the  concern  of  a  very 
interesting  character;  and  he  thought  it  was  due  to  the  Engineer  (Mr.  E. 
Mitchell)  to  say  that  he  had  managed  his  department  in  a  very  efficient 
way.  Indeed,  had  they  continued  as  a  Company,  he  believed  they  would 
have  been  mainly  indebted  to  him  for  his  advice  in  effecting  such  improve¬ 
ments  in  the  works  as  would  have  enabled  the  Directors  to  reduce  the 
price  of  gas  in  the  way  he  had  referred  to.  It  was  also  right  to  mention 


the  name  of  Mr.  Cockburn,  who  had  taken  charge  of  the  office  depart¬ 
ment,  and  had  always  given  the  highest  satisfaction. 

Mr.  Colston,  who  replied  on  behalf  of  the  Commissioners,  thanked  the 
Directors  for  affording  them  an  opportunity  of  meeting  them  on  so  inter¬ 
esting  an  occasion.  He  had  no  doubt  they  would  find  the  works  as  efficient 
as  Sir  Thomas  and  the  Directors  stated  them  to  be.  It  was  gratifying  to 
know  that  the  Commission  took  over  this  great  concern  at  a  time  when 
circumstances  were  so  favourable.  He  understood  that,  according  to  the 
contract  just  entered  into  by  the  Commission,  a  saving  on  the  price  of 
coal  would  be  effected  to  the  amount  of  £15,000.  It  gave  those  who  had 
been  fighting  the  battle  of  the  public  the  utmost  satisfaction  to  know  that 
this  was  the  case.  He  fully  reciprocated  every  word  that  had  been  said 
by  Sir  Thomas  Boyd  with  regard  to  the  negotiations. 

The  whole  party,  led  by  Mr.  Mitchell,  then  proceeded  through  the 
works,  where  they  examined  with  evident  interest  the  various  stages  in 
the  process  of  gas  manufacture.  In  the  afternoon,  the  Directors  and  the 
Commissioners  lunched,  on  the  invitation  of  the  former,  in  the  Waterloo 
Hotel.  The  chair  was  occupied  by  Sir  Thomas  Boyd,  and  several  com¬ 
plimentary  toasts  were  proposed  and  duly  responded  to ;  “  Success  to  the 
Gas  Commission”  being  received  by  the  Directors  with  enthusiasm. 

The  formal  transfer  of  the  works  and  undertaking  of  the  Edinburgh  and 
Leith  Gas  Company  took  place  on  the  afternoon  of  Thursday  last.  The 
Edinburgh  members  of  the  Commission  assembled  at  the  City  Chambers, 
and  drove  to  the  Company’s  works  at  Baltic  Street,  Leith,  where  the  Direc¬ 
tors  had  previously  met.  On  arrival  there,  the  whole  company  proceeded 
to  the  vacant  ground  immediately  behind  the  offices,  where  the  ceremony 
of  formally  handing  over  the  works  took  place. 

Mr.  J.  'Tawse,  Chairman  of  the  Company,  said  that,  on  behalf  of  the 
Directors,  they  had  very  great  pleasure  in  handing  over  the  undertaking; 
and  he  was  sure  that  the  Commissioners  would  find  in  going  through  the 
works  that  they  were  in  good  condition,  and  capable  of  providing  their 
constituents  with  an  efficient  gas  supply.  The  Directors  had  for  years 
striven  to  keep  up  their  works  to  a  high  degree  of  efficiency,  and  to  intro¬ 
duce  into  them  all  modern  improvements.  For  some  years  they  had  been 
renewing  the  works — supplanting  old  material  by  new.  He  might  take 
the  opportunity  of  saying  that  some  animadversions  had  been  made  in  re¬ 
gard  to  past  matters  that  the  Directors  had  to  deal  with.  It  was  thought 
the  Company  should  not  have  done  certain  things  last  year.  Now,  these 
were  not  done  last  year  in  consequence  of  any  negotiations  that  were  in 
progress  or  anticipated.  They  were  part  of  the  plan  which  the  Directors 
had  been  carrying  out  for  a  number  of  successive  years — renewing  their 
works  by  degrees.  They  only  did  last  year  what  they  had  done  in  former 
years.  All  the  improvements  had  been  carried  out  under  the  charge  of 
Mr.  F.  T.  C.  Linton,  their  Engineer  ;  and  the  Commissioners  would  find 
him  a  gentleman  capable  of  adequately  carrying  on  the  management  of 
their  affairs.  He  further  said  that,  on  behalf  of  himself  and  the  former 
Directors  of  the  Company,  he  hoped  the  transfer  of  the  gas  undertakings 
to  the  Commission  would  be  productive  of  much  good,  and  that  the  Corn- 
mission  would  realize  their  highest  expectations.  He  trusted  also  that  it 
would  be  found  to  be  a  great  boon  to  the  people  of  Edinburgh  and  Leith. 

Mr.  Colston,  who  replied,  said  that  when  they  first  became  aware  of  the 
necessity  for  taking  over  the  lighting  of  Edinburgh  and  Leith,  they  saw 
that  it  would  be  absolutely  requisite  for  them  to  have  both  gas  under¬ 
takings  in  their  possession.  Of  course,  it  was  right  for  the  Directors  to 
make  the  best  bargain  they  could ;  and  it  was  also  right  that,  in  defence 
of  the  public,  the  Commission  should  get  the  best  terms.  They  had  had 
a  long  and  hard  fight ;  and  it  was  gratifying  that  all  parties  were  pleased, 
and  that  now,  after  all  the  controversy,  they  could  meet  in  the  most 
friendly  and  cordial  relation.  As  to  the  condition  of  the  works,  in  the 
matter  of  retorts  he  had  the  best  reason  for  saying  that  they  were  up  to 
modern  ideas.  The  report  of  Mr.  George  Livesey,  which  would  shortly  be 
issued,  would,  he  thought,  amply  testify  to  this  view.  He  could  only 
trust,  in  conclusion,  that  the  public  interest  would  benefit  by  the  transfer 
of  the  undertaking. 

The  members  of  the  Commission,  accompanied  by  the  Directors  and  Mr. 
Linton,  then  proceeded  through  the  works;  all  expressing  the  utmost 
satisfaction  with  their  condition.  They  afterwards  visited  the  gasholder 
stations.  The  Commissioners  and  Directors  afterwards  lunched  at  the 
Windsor  Hotel,  on  the  invitation  of  the  directorate. 


SALTCOATS  GAS  COMPANY. 

The  Directors  of  the  Saltcoats  Gas  Company  have  lately  issued  some 
interesting  notes  and  statistics  regarding  the  concern  under  their  manage¬ 
ment.  The  pamphlet  embodies  a  short  statement  in  reference  to  the  early 
history  of  gas  lighting,  which  concludes  by  stating  that  gas  was  supplied 
for  the  first  time  in  Glasgow  in  September,  1818;  in  Paisley  and  Kilmar¬ 
nock  in  1824  ;  in  Irvine  in  1829;  in  Beith  in  1831  ;  in  Dairy  in  1834;  in 
Saltcoats  in  1836;  in  Kilwinning  and  Largs  in  1837;  in  Girvan  and 
Ardrossan  in  1841;  in  Stevenston  in  1856;  and  in  West  Kilbride  in 
November,  1856.  It  will  be  seen  that,  with  the  exception  of  Glasgow  and 
Paisley,  all  these  towns  are  in  Ayrshire.  The  construction  of  the  Saltcoats 
Gas-Works  commenced  in  the  summer  of  1836 ;  the  leading  contract  being 
taken  by  Messrs.  Eeid  and  Hanna,  Engineers,  of  Paisley,  whose  business 
is  now  continued  by  the  firm  of  Hanna,  Donald,  and  Wilson.  Gas  was 
supplied  to  the  town  for  the  first  time  about  the  end  of  the  year,  or  early 
in  1837.  The  price  to  consumers  by  meter  was  at  the  commencement 
10s.  6d.  per  1000  cubic  feet ;  and  in  1844  it  had  been  reduced  to  8a.  A  con¬ 
siderable  number  of  the  consumers  paid  for  the  gas  used  according  to  the 
number  and  size  of  jets  or  lights,  and  the  number  of  hours  they  were  kept 
burning.  Numerous  grievances  arose  out  of  this  mode  of  charging,  and  the 
surveillance  which  it  necessarily  required.  Eventually,  in  the  course  of 
the  year  1849,  after  the  subject  had  been  much  canvassed,  it  was  agreed 
to  let  out  meters  on  hire — a  system  which  ultimately  became  general.  It 
put  a  stop  to  “  watching,”  it  was  more  profitable  to  the  Company,  and 
more  satisfactory  to  the  consumers  on  the  whole.  At  the  same  time  it 
was  decided  to  pay  the  cost  of  gas-fittings  for  weavers’  shops,  and  charge 
a  percentage  on  the  outlay.  This  proved  a  considerable  boon  to  the 
weaving  industry,  which  was  of  greater  importance  in  Saltcoats  in  those 
days  than  it  is  now.  Up  till  July,  1883,  a  charge  was  made  for  the  hire  of 
meters ;  but  it  was  then  abolished,  the  Company  supplying  all  meters  free. 
The  first  gasholder  erected  at  the  works  served  its  purpose  well  for  the 
first  13  years.  It  continued  to  be  of  use  for  many  years  longer ;  but  it 
ultimately  became  unserviceable,  and  was  sold  as  old  metal  in  1882. 
The  second  holder  was  erected  in  1849;  and  in  1874  the  third  had  be¬ 
come  necessary.  A  report  to  this  effect  was  obtained  from  Mr.  G.  E. 
Hislop,  of  Paisley,  who  also  recommended  other  improvements;  the 
whole  estimated  cost  being  upwards  of  £1500.  A  fourth  holder  is 
now  in  contemplation.  The  two  holders  at  present  in  use  have  a  total 
capacity  of  33,044  cubic  feet.  The  average  daily  make  of  gas  in 
December,  1887,  was  40,863  cubic  feet,  and  in  January  of  this  year,  37,650 
feet.  As  to  the  residual  products,  only  £21 19s.  was  obtained  for  them 
in  the  year  1858-9  ;  but  in  1883-4  the  revenue  from  this  source  was  almost 
£200.  Last  year,  however,  the  sum  realized  was  only  £66.  The  light¬ 
ing  of  the  town  was  for  a  long  time  a  matter  involving  much  annoyance, 
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owing  to  the  difficulty  of  obtaining  payment  for  the  gas  consumed; 
but  in  1859  it  was  agreed  to  put  2d.  per  1000  cubic  feet  on  the  pri^  of 
gas,  so  as  to  ensure  that  the  Company  should  be  paid  for  the  K*®-  ih'® 
extra  charge  was  discontinued  after  the  annual  meeting  in  1804 ;  the 
Company  supplying  the  gas  for  the  street  lamps  free.  Last  y®®^  there 
were  about  1120  gas  consumers  in  the  town,  and  the  number  will  be  con¬ 
siderably  increased  this  year.  The  first  Manager  was  Mr.  W.  Shearer  , 
and  for  three  years  his  successor  was  his  widow.  _beveral  others  imlowea 
till  1876,  when  Mr.  T.  Wilson,  now  of  Coatbridge,  was  appointed.  He  was 
succeeded  in  December,  1880,  by  Mr.  J.  Henderson,  the  present  Manager. 

MANCHESTER  CORPORATION  GAS  SUPPLY. 

Abstract  of  the  Accounts  of  the  Gas  Undebtakino  fob  the  ieab 
ENDINO  Mabch  31,  1888. 

In  the  JouBNAL  last  week  (p.  212),  we  gave  the  report  of  the  Gas  Com¬ 
mittee  of  the  Manchester  Corporation  for  the  year  ending  March  31,  1888. 
We  now  give  a  few  particulars  taken  from  the  accounts  for  this  period,  as 
certified  by  the  Auditors  (Messrs.  Lees  and  Graham) : — 

'  PROFIT  AND  LOSS  ACCOUNT. 

EXPENDITURE. 

Coal  and  cannel . 13  3 

Retort-men's  wages  .  .  “  . if  nAP  o 

Retorts,  materials,  and  setting . ‘  *  j  11,000  17  J 

Labourers’  wages  and  repairs  of  works,  street  mains,  and 

repair  of  hired  meters .  37,944  6  9 

Purifying  charges .  2,422  13  7 

Salaries  and  wages . 

Collectors’  salaries .  7,492  12  J 

Chief  and  other  rents,  rates,  and  taxes . 18,()12  3  10 

Amount  of  depreciation  written  oft  for  the  year .  33,023  0  9 

Stationery,  advertising,  and  stamps .  1,428  0  4 

Law  expenses .  10  0 

Miscellaneous  expenses .  598  1  8 

Official  clothing . 35’  3  11 

Painting  offices,  repair  of  furniture,  and  alterations  .  .  .  19J  3  11 

Subscriptions  and  donations .  72  10  0 

Bad  debts .  353  19  11 

Bankers'  commission  and  charges .  258  2  8 

4;336,289  19  2 

Balance,  being  the  gross  profit  on  the  year’s  working  .  .  .  106,072  9  3 

£442,362  8  5 


Interest  on  loans,  consolidated  stock,  deposits,  &c.  .  . 

Coat  of  street  lighting . £29,471  18  2 

Less  value  of  gas  (not  charged)  .  20,942  18  10 


£29,832  16  11 


Transferred  to  sinking  fund . 

Amount  paid  to  the  City  Fund  ac¬ 
count  during  the  year . £23,331  0  0 

Balance,  transferred  towards  the 
liquidation  of  adverse  balances  on 
the  profit  and  loss  account  in  past 
years .  ■  17,925  13  0 


8,528  19 
26,454  0 


41,256  13  0 
£106,072  9  3 


INCOHE. 

Gas-rental  within  the  city — 

Private  consumers  .  .  .  .£269,761  11 

Meter-rents .  7,258  9 

Stove-hire .  444  7 

Gas  consumed  in 
public  lamps, 

not  included  £^,942  188.  lOd.  — 


Gas-rental  beyond  the  city — 

Private  consumers  ....  £93,646  14  1 

Meter-rents .  3,147  1  4 

Stove-hire .  203  4  11 

Public  lamps .  6,778  6  4 


-£277,464  8  3 


103,775  5  8 


£381,239  13  11 

Coke .  24,845  17  7 

Tar .  18,845  4  9 

Ammonia  water .  16,968  14  5 

Rents .  323  10  10 

Balance  of  bankers’  interest .  106  18  8 

Spent  oxide,  Droylsden  station .  32  8  3 


£442,362  8  5 


GENERAL  SUMMARY  OP  THE  CAPITAL  AND  REVENUE  ACCOUNTS. 

RECEIPTS. 

Balance  brought  forward* . £127,452  10 

Loans  received  during  tlie  year .  28,770  0 

Transferred  from  profit  and  loss  account  for  liquidation  of 

mortgage  debt .  26,454  0 

Amount  of  depreciation  written  off  capital  account  .  .  .  33,623  0 

Balance  of  profit  and  loss  account  (as  per  statement)  .  .  .  41,256  13 

£267,660  4 

EXPENDITURE.  - 

Loans  repaid . £55,305  16 

Amount  paid  over  to  the  City  Fund  account  ont  of  profits  for 

the  year  ended  March  31,  1888  .  23,331  0 

Expenditure  on  capital  account .  30,624  0 

Stocks  on  hand . £76,462  3  3 

Gas-rents,  Ac.,  due . 143,067  15  0 

Cash  in  Treasurer's  hands .  3,787  9  8 

£223,317  7  11 

Less  accounts,  Ac.,  owin^  by  the  Committee, 
deposits  in  band,  with  interest  due  thereon, 

and  balance  owing  to  bankers .  75,022  0  6 

-  148,295  7 

£267,666  4 

*  Improvement  Committee  (balance  of  oontribution  (or 

the  year  ended  March  81, 1887) . £8,988  0  0 

Balance . la7.4S2  10  8 

Total  (see  Summary  at  March  81, 1887)  .  .  .  .£130,411  10  0 


STATEMENT  OF  ASSETS  AND  LIABILITIES. 

PERMANENT  ASSETS. 

Gaythorn  station — land,  buildings,  and  apparatus,  less  de¬ 
preciation  . £195,467  9  9 

Rochdale  Road  station — do . 251, 7fU  16  0 

Drovlsden  station — do .  8,960  8 

Bradford  Road  station— do.,  and  amount  received  for  brick¬ 
making  .  408,796  12  11 

Street-mains  stores  (Poland  Street) — land,  buildings,  and 

apparatus,  less  depreciation .  2,989  18  4 

Street-mains — less  depreciation .  347,‘266  H  2 

Service-pipes  laid . .  •  •  •  ^3,(X>9  16  4 

Hired  meters — less  depreciation  and  amount  received  (or 

damaged  meters . .  . . 74,216  13  8 

Meter-proving  apparatus — less  depreciation .  26  17  11 

Lamp  department — do .  8,260  13  6 

Hired  stoves — do.,  and  amount  received  for  stoves  sold  .  .  4,601  6  1 

Cottage  property  purchase-money .  1,662  13  6 

FLOATING  ASSETS. 

Cannel,  coal,  retorts,  and  other  material  in  stock  ....  76,462  3  3 

Gas-rents  and  sundry  accounts  due  to  the  Committee — 

revenue  account .  143,067  16  0 

Cash  in  Treasurer’s  hands .  3,787  9  8 


Total  property  and  assets . £1,575,338  9  6 

Profit  and  loss  account — 

Deficiency  on  revenue  account,  March  31, 

1887  . . £45,857  7  3 

Less  profit  this  year .  17,925  13  0 

-  27,931  14  3 

£1,603,270  3  9 


LIABILITIES. 

Mortgage  debt . £759,356  13  4 

Sums  advanced  (not  secured  by  mortgage) .  2,430  0  0 

Sundry  accounts  owing  by  the  Committee .  26,196  8  2 

Deposits  in  hand .  30,055  16  10 

Interest  due  on  same .  3,380  1  2 

Cash  deposits  for  due  performance  of  contracts .  6,050  0  0 

Amount  payable  on  account  of  cottage  property .  l,6t)0  0  0 

Balance  owing  to  banks  on  revenue  and  extension  accounts  9,740  14  3 

Total  liabilities . £836,808  13  9 

Sinking  fund,  as  per  last  report . £740,007  10  0 

Transferred  from  profit  and  loss  account 
for  the  year  eudea  March  31,  1888  .  .  .  26,454  0  0 

-  766,461  10  0 


(Signed)  Charles  Nickson,  £1,603,270  3  9 

Superintendent.  ' 

Appendix  A. 

Statement  of  tlie  Lamp  and  Private  Rental  (including  Meter  and  Stove 
Rents)  for  the  Year  ended  March  31,  1888. 

Within  the  city — 

Private  rental . £277,464  8  3 

Public  lamps .  20,942  18  10 

- £298,407  7  1 

Beyond  the  city — 

Private  rental . £96,997  0  4 

Public  lamps .  6,778  5  4 

-  108,775  6  8 

£402,182  1  2  9 

Deduct  gas  supplied  to  city  lamps  and  not  charged  ,  .  20,942  18  10 

Total  gross  rental . £381,239  13  11 

Appendix  B. 

Comparative  Statement  of  the  Gas  transmitted  from  the  Works  in  the 
Daytime  and  during  the  Twenty-four  Hours. 


6 


— 

Daytime. 

Twentt-focb  Houbs. 

Year  ended 
March  81, 1888. 

Increase 
or  Decrease 
per  Cent. 

Year  ended 
March  81,  1888. 

Increase 
or  Decrease 
per  Cent. 

Cubic  Feet. 

Cubic  Feet, 

April . 

49,152,000 

inc.  14 '93 

202.288.000 

inc.  7'00 

May . 

45,.')02,000 

,.  11  69 

loe.s.'M.ooo 

..  6-16 

June . 

8S,.S01,000 

dec.  9  28 

117,572,000 

dec.  6-70 

July . 

82,495,000 

„  9-65 

116.918.000 

,.  6-00 

August . 

83,984,0(10 

..  4 '73 

142,294,000 

,.  6-98 

September  .  ,  .  . 

48J152,000 

Ino.  20'73 

197,017,000 

inc.  1-84 

October . 

5H.D02.000 

„  4  69 

28-2,514,000 

dec.  0-02 

November  ,  .  .  . 

78,677,000 

„  106 

865,682.000 

ino.  3-62 

December  .  .  .  . 

92,889,000 

dec.  10-71 

481.981,000 

dec.  1-90 

January . 

99,983,000 

inc. 11-52 

416.789.000 

ino.  8  "26 

February  .  ,  .  . 

70,670.0(.'0 

„  23  22 

82H.&29.000 

7-88 

March . 

65,185,000 

dec.  7 '60 

277,856,000 

dec.  4  92 

ToUl  .  .  . 

704,082,000 

inc.  8-18 

8,045,7-27,000 

ino.  0-86 

Year  ended  March  81, 1887 
Do.  do.  1888 


Daytime. 
Cubic  Feet. 
082,69.'>,000 
704,082,000 


Twenty-four  Houra. 

Cubio  Feet. 

.  .  8.020,171.000 

.  .  8,045.727,000 


Incroaso 


.  31,887,000  Increase  86,550,000 

Cubic  Feet. 

Total  quantity  of  gas  transmitted  from  works  .  8,045,727,000 

Do.  measured  and  accounted  (or  2£W7,933,0U0 

Loss  (_by  condensation  and  leakage)  ....  147,794,0(X),  or  4'86  per  cent. 

[For  Appendix  C,  see  next  page.] 

Appendix  D. 

This  appendix  consists  of  a  table  showing  the  number  of  each  sise  of 
meter,  and  also  the  number  of  stoves,  in  use  on  Marrh  81,  1887  and  1888, 
respectively.  Of  the  first-named  appliances  there  were  fixed  at  the  former 
date  77,666  ;  at  the  latter,  78,084— an  increase  of  429.  Of  stoves,  there  were 
1760  in  use  at  the  end  of  last  March,  as  oomnared  with  1609  at  the  oorre- 
sponding  date  in  1887;  being  an  increase  of  141.  Accompanying  the  table 
is  a  statement  showing  the  number  of  meters  on  hire  at  the  two  dates 
above  named.  Ou  March  31, 1887,  it  was  63.261 ;  on  March  31,  1888.  it  was 
64,707— an  increase  of  1446.  Of  oourse,  these  flgon*s  are  included  in  Uie 
totals  already  given. 
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Appendix  C. 


Statement  showing  the  Results  of  Worhing,  d'C,,  at  the  Gas-Worhs  from  June  24,  1880,  to  March  31,  1888.* 


Year 
ended 
June  24. 

Coal  and 
Cannel 
Carbon¬ 
ized. 

Gas. 

Coke  Made. 

Tar  Made. 

Ammonia  Water. 

Make. 

Make  at  10-oz. 
Strength. 

Make. 

Yield 
per  Ton 
Carbon¬ 
ized. 

Illumin¬ 

ating 

Power. 

Make 
reduced  to 
20-candle 
Power. 

‘20-candle 
Gas  made 
per  Ton. 

Tons. 

Cwt. 
per  Ton 
Carbon¬ 
ized. 

Tons. 

Gallons 
per  Ton 
Carbon¬ 
ized. 

Gallons. 

Gallons 
per  Ton 
Carbon¬ 
ized. 

Gallons. 

Gallons 
per  Ton 
Carbon¬ 
ized. 

Tons. 

Cubic  Feet. 

Cub.  Ft. 

Candles. 

Cubic  Feet. 

Cub.  Ft. 

1881 

251,737 

2,425,713,000 

9,636 

19-46 

2,360,218,000 

9,376 

159,815 

12-70 

17,193 

13-32 

6,577,535 

26-13 

6,485,104 

25  76 

1882 

254,894 

2,471,177,000 

9,695 

19-77 

2,442,758,000 

9,.583 

162,759 

12-77 

16,,376 

12 -.53 

6,391.005 

25-07 

6,728,987 

26-40 

1883 

258,896 

2,574,325,000 

9,943 

19-81 

2,549,868,000 

9,849 

164,830 

12-73 

17.612 

13-26 

6,657,539 

25-71 

7,009,034 

27-07 

11884 

228,582 

2,271,841,000 

9,940 

19-53 

2,218,452,000 

9,705 

145,750 

12 -75 

14,896 

12-71 

5,640,796 

•24-68 

5,811,111 

25-55 

J1885 

280,594 

2,743,675,000 

9,778 

20-25 

2,777,970,000 

9,900 

173,388 

12-36 

18,206 

12-70 

6,769,.570 

24-10 

6,937,110 

24-72 

1886 

285,141 

2,8y9,30(),000 

10,133 

19-41 

2,804,071,000 

9,834 

179,833 

12-61 

18,373 

12-60 

7,293,766 

25-60 

7,868,376 

27-60 

1887 

292,335 

3,021,682,000 

10,3:16 

19-44 

2,937,074,000 

10,047 

183,615 

12-56 

18,446 

12-30 

7,364.150 

25-20 

7,603,208 

26-00 

1888 

293,348 

3,045,907,000 

10,383 

19-96 

3,039,815,000 

10.363 

184,970 

12-61 

19,573 

13-00 

7,072,169 

24-10 

7,379,181 

25-20 

♦  These  particulars  appear  in  the  accounts  for  the  first  time.— Ed.  J.  G.  L. 

1  This  is  a  period  of  nine  months  ended  March  31, 1884.  J  From  this  year  the  figures  are  made  up  to  March  31. 


Appendix  E. 

Gas-Mains  Laid  and  Taken  Up  during  the  Year. 


Laid  within  the  city . 34,012  yards 

„  beyond  the  city .  14,036  „ 


Taken  up  within  the  city .  30,838  yards 

„  beyond  the  city .  5,805  „ 


48,048  yards 


36,643  „ 


Net  increase . 

(or  6J  miles  405  yards). 
Pipes  laid  prior  to  March  31, 1887— 

Within  the  city . 

Beyond  the  city . 


11,405  yards 


711,657  yards 
444,946  „ 

- 1,166,603  „ 


Total  length  of  mains  laid . 

(or  663J  miles  248  yards). 


1,168,008  yards 


Appendix  F. 

This  consists  of  a  statement  showing  the  amount  of  gross  profit  made 
from  the  gas  undertaking,  and  the  mode  of  its  appropriation,  from  1862  to 
March  last.  It  is,  however,  sufficient  here  to  give  the  figures  for  the  past 
financial  year,  and  the  totals  for  the  26  years  during  which  the  gas  supply 
has  been  in  the  hands  of  the  Corporation  : — 

Year  ended  Total  from  1862 
March  31,  1888.  to  March  31,  1888. 
Profit . £106,072  9  3..  £2,170,410  3  8 


Appropriation  of  profit — 

Interest . 

Liquidation  of  mortgage  debt  .  . 

Surplus . 

Street  lighting  (gas  not  included)  . 


£29,832  16  11  . 
26,454  0  0  . 
41,256  13  0  . 
8,528  19  4  . 


£534,811  10  5 
660,041  10  10 
908,711  5  1 
66,845  17  4 


Transferred  from  reserve  fund .  — 

Carried  to  reserve  fund  for  contingencies  .  .  — 

Paid  over  to  Improvement  Committee  .  .  .  £23,331  0  0 

Borrowed  money  owing .  761,786  13  4 

Amount  charged  to  revenue  for  depreciation  .  33,623  0  9 

Excess  of  assets .  738,529  15  9 


£29,913  17  9 
29.943  17  9 
936,642  19  4 

622,641  6  6 


The  Public  Lighting  of  Exmouth.— The  Exmouth  Local  Board,  at 
their  meeting  last  Wednesday,  considered  a  long  report  from  a  Com¬ 
mittee  appointed  to  deal  with  the  subject  of  the  defective  gas  supply.  The 
Committee  reported  that  the  consumption  of  the  gas-burners  at  which 
there  were  meters  fluctuated  greatly — from  5  to  7  feet  per  hour;  and  they 
recommended  that  a  uniform  rate  of  6J  cubic  feet  per  hour  should  be 
adopted  forthwith,  as  fair  to  both  the  Company  and  the  town.  A  long 
discussion  followed  between  the  Chairman  and  a  Director  of  the  Com¬ 
pany  ;  and  the  latter  elicited  that  the  irregular  burning  arose  from  lack  of 
attention  by  the  officers  of  the  Board,  and  that  it  was  now  remedied. 
On  the  part  of  the  Company  he  agreed  to  the  recommendation. 

Liverpool  Water  Supply. — Our  readers  are  aware  that  for  a  consider¬ 
able  period  great  inconvenience  has  been  experienced  in  Liverpool, 
particularly  in  factories  and  other  large  establishments,  owing  to  the 
short  supply  of  water.  The  Corporation  officials  were  compelled  to 
resort  to  the  expedient  of  restricting  the  hours  of  supply  so  as  to  prevent 
a  water  famine  in  the  city.  Their  anxiety  has  been  relieved  to  a  great 
extent  by  the  heavy  rainfall  of  the  past  few  weeks,  which  has  caused  a 
large  increase  in  the  quantity  of  water  in  stock ;  but  the  stock  is  now 
much  less  than  it  was  at  this  time  last  year.  At  the  meeting  of  the  Water 
Committee  of  the  Corporation  on  Monday  last  week,  it  was  reported  that 
the  stock  of  water  at  Eivington  had  been  increased  to  1280  million 
gallons.  This  was  considered  very  satisfactory;  and  the  Committee 
decided  to  increase  the  hours  of  supply  in  the  city  and  Bootle  to  12  hours 
per  day,  and  in  the  suburban  districts  other  than  Bootle  to  18  hours  per 
day;  the  alteration  to  take  effect  on  the  following  Wednesday. 

The  Huddersfield  Corporation  Water-Works  Arbitration. — In  the 
arbitration  which  took  place  some  months  ago  between  Sir  J.  P.  P.  Rad- 
cliffe,  Bart.,  and  the  Huddersfield  Corporation,  to  settle  the  amount  pay¬ 
able  by  the  Corporation  for  lands  at  Marsden,  belonging  to  him,  and  taken 
permanently,  or  temporarily  used,  for  the  purpose  of  the  Corporation 
water-works,  the  Arbitrator  (Mr.  J.  Smith,  C.E.,  of  Bradford)  has  awarded 
to  the  claimant  ^4602.  The  agreement  for  arbitration,  made  before  the 
lauds  were  entered  upon,  provided  that  the  Corporation  should  also  jiay 
5  per  cent,  interest  upon  the  amounts  found  to  be  due  from  the  dates  at 
which  the  various  portions  of  land  were  taken  and  occupied.  As  most  of 
the  lands  have  been  in  the  hands  of  the  Corporation  from  10  to  15  years, 
the  interest  will  amount  to  upwards  of  ^3000  more.  The  agreement  for 
arbitration  also  provided  that  the  Corporation  should  pay  the  whole  of 
the  costs  of  both  parties.  The  valuers  for  the  claimant  estimated  the 
sum  which  ought  to  be  paid  to  him,  exclusive  of  interest,  as  follows  : — 
Mr.  T.  Fenwick,  C.E.,  £13,805  lOs.  6d. ;  Mr.  J.  Farrar,  C.E.,  £14,980  Is.  Od.  ; 
Mr.  B.  S.  Brundell,  C.E.,  £14,988;  and  Mr.  J.  D.  Butler,  £35,750.  On  the 
other  hand,  the  Corporation  valuers  made  the  following  estimates  of 
the  amount  which  should  be  paid: — Mr.  G.  H.  Crowther,  C.E.,  £1649; 
Mr.  T.  Hawksley,  C.E.,  £2873;  and  Mr.  F.  Fowler,  C.E.,  and  Mr.  C.  H. 
Marriott,  C.E.,  agreed  with  the  estimate  of  Mr.  Crowther.  The  Counsei 
for  the  claimant  in  the  arbitration  (which  occupied  eight  days)  were  Mr. 
E.  Tiudal  Atkinson,  Q.C.,  and  Mr.  E.  W.  Harper  ;  and  Mr.  L.  A.  Kershaw 
and  Mr.  F.  Mellor  were  Counsel  for  the  Corporation. 


YORK  UNITED  GAS  COMPANY. 

The  Half-Yearly  General  Meeting  of  the  Company  was  held  last 
Thursday — Mr.  J.  F.  Taylor  in  the  chair. 

The  Secretary  and  Manager  (Mr.  C.  Sellers)  read  the  Directors’ report, 
in  which  they  stated  that  there  was  a  balance  of  £9128  to  the  credit  of 
the  profit  and  loss  account.  This  amount,  after  being  charged  with  £365, 
the  half-year’s  interest  on  the  borrowed  money,  leaves  £8762,  out  of  which 
the  Directors  recommend  the  payment  of  the  usual  half-year’s  dividend, 
amounting  to  £6600;  being  at  the  rate  of  5s.  per  share  upon  the  old 
shares,  and  4s.  per  share,  or  5  per  cent,  per  annum,  upon  the  new  shares. 
The  Directors  observe  that  the  balance  of  revenue  account  for  the  half 
year  is  somewhat  exceptional,  and  higher  than  they  anticipated.  This 
arises,  they  say,  largely  from  the  better  prices  obtained  for  the  principal 
residuals,  and  from  the  fact  that  the  Company’s  stocks  of  residuals  were 
practically  all  sold,  and  credited  in  the  half-year’s  accounts ;  also  from  the 
fact  that  the  legal  form  of  the  accounts  excludes  the  monetary  values  of 
the  stocks  on  hand  from  appearing  as  items  of  debit  and  credit  in  the 
revenue  account.  They  point  out  that  the  profits  during  the  years  1886 
and  1887  were  below  the  amounts  necessary  to  meet  the  dividends;  and, 
in  consequence  they  had  to  be  supplemented  by  withdrawing  nearly  £300() 
from  the  reserve  fund.  They  have  therefore  transferred  £1000  out  of  the 
surplus  profits  of  the  past  half  year  back  to  this  fund,  towards  meeting 
the  withdrawals  referred  to.  The  general  business  of  the  Company  main¬ 
tains  a  steady  growth ;  but  the  Directors  remind  the  shareholders  that 
the  current  half  year  will  have  to  bear  the  reduction  in  the  price  of  gas 
to  the  large  consumers  announced  in  February  last.  As  anticipated  in 
their  last  report,  the  Company  are  now  carrying  out  some  improvements 
to  their  carbonizing,  condensing,  and  purifying  plant,  which  will  further 
add  to  the  eflficienoy  of  the  works. 

The  Chairman,  in  moving  the  adoption  of  the  report,  said  he  did  so 
with  very  sincere  pleasure  and  gratification.  As  this  was  the  end  of  the 
financial  year,  the  meeting  was  the  annual  as  well  as  the  half-yearly  one; 
and  they  consequently  had  a  review  of  the  year’s  proceedings  before 
them.  Although  the  increase  had  only  been  somewhat  moderate  during 
the  year — viz.,  4  per  cent. — yet  this  was  so  far  satisfactory.  He  thought 
they  would  find  from  the  balance  sheet,  as  a  whole,  that  the  prospects 
and  position  of  the  Company  were  as  good  as  ever,  or  he  might  say  better. 
Mention  was  made  in  the  report  that  the  price  obtained  for  the  principal 
residuals  had  increased  ;  but,  although  they  had  met  with  an  advancing 
market, they  had  not  had  any  great  advance  at  one  time,  but  the  articles  had 
steadily  grown  in  value.  Unfortunately,  this  value  had  previously  sunk  very 
low ;  but,  as  anticipated,  a  revival  had  taken  place.  Another  reason  he 
might  name  was  the  fact  that  the  legal  form  of  the  accounts  excluded  the 
monetary  values  of  the  stocks  on  hand  from  appearing  as  items  of  debit 
and  credit  in  the  revenue  account ;  and  as  the  stocks  of  coke  and  tar,  &c., 
were  nearly  all  sold,  and  credited  during  the  past  half  year,  they  tended 
naturally  to  increase  the  amount  of  ordinary  profit  during  this  period, 
leaving,  of  course,  scarcely  any  stock  of  residuals  with  which  to  commence 
the  current  half  year.  He  was  glad  to  say  the  use  of  coke  was  gradu¬ 
ally  increasing — people  were  finding  out  that  it  was  more  economical 
to  burn  it  in  their  stoves  as  the  Company  supplied  it,  than  to 
use  coal ;  and  he  was  glad  to  find  that  what  he  predicted  of 
coke  some  time  ago  was  now  being  realized,  and  its  use  was 
becoming  almost  universal.  It  would  be  seen  from  the  balance  sheet  that 
£1000  had  been  paid  back  to  the  reserve  fund.  The  Company  had  now 
commenced  to  grant  the  large  consumers  that  reduction  which  was 
announced  at  the  last  meeting  ;  and  they  were  supplying  large  consumers 
with  gas  at  2s.  per  1000  feet,  and  the  next  largest  at  2s.  Id.  per  1000  feet. 
He  was  quite  satisfied  that  this  concession  would  prove  of  great  advantage 
to  the  Company,  and  that  it  was  one  of  the  wisest  steps  the  Directors 
had  ever  taken.  He  expressed  a  hope  that  the  next  reduction  made  would 
be  to  the  general  consumer,  and  that  this  would  not  be  long  delayed.  The 
aim  of  the  Directors  was  to  make  as  good  an  article  as  they  could,  and 
supply  it  as  cheai)ly  as  possible.  The  Directors  were  always  on  the  look¬ 
out  to  adopt  anything  that  would  improve  the  quality  of  tlie  gas,  as  well 
as  improve  the  facilities  for  its  manufacture;  their  anxiety  being  to  main¬ 
tain  the  present  excellent  position  of  the  Company. 

Mr.  W.  W.  WiLBERFoRCE  Seconded  the  motion,  which  was  carried  unani¬ 
mously. 

The  Chairman  then  proposed  the  payment  of  the  dividends  mentioned 
in  the  report. 

Mr.  WiLBERFORCE  Seconded  the  motion,  and  it  was  also  carried 
unanimously. 

The  whole  of  the  Directors  were  re-elected,  and  a  vote  of  thanks  accorded 
to  them  for  their  services. 

The  Chairman  acknowledged  the  vote,  and  the  proceedings  closed. 


Opening  of  a  Storeage  Reservoir  at  Portishead. — Some  months  since 
the  Directors  of  the  Portishead  Water  Company  thought  it  necessary,  in 
consequence  of  the  unprecedented  drought,  to  supplement  their  supply 
by  constructing  a  reservoir  capable  of  holding  IJ  million  gallons  of  water, 
according  to  plans  jirepared  hv  Mr.  W.  Minns,  of  Portishead.  The  con¬ 
tract  of  Messrs.  G.  Biss  and  Son,  of  Portishead,  was  accepted  ;  and  this 
firm  has  carried  out  the  whole  of  the  works— having  excavated  5000  cubic 
yards,  and  built  a  new  retaining  wall  across  the  valley — in  34  working 
days.  The  Engineer  and  Directors  being  thoroughly  satisfied  with  the 
work,  Mr.  W.  Hall,  the  Senior  Director,  opened  the  inlet- valve  on  Satur¬ 
day,  the  28th  ult. ;  and  the  reservoir  is  now  rapidly  filling  with  water. 


Aug.  7. 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


THE  PUBLIC  LIGHTING  OF  REIGATE. 

Proposed  Adoption  op  Oil.  no  j  u 

At  the  Meeting  of  the  Reigate  Town  Council  on  Monday,  the  2drd  ul^ 
—the  Mayor  (Alderman  Summers)  in  the  chair— a  long  diBcussion  took 
place  on  the  subject  of  adopting  oil  for  the  public  lighting  of  the  district. 
The  matter  came  up  on  a  report  presented  by  the  Highways 
Committee,  in  which  it  was  stated  that  the  Town 

to  write  to  the  Gas  Companies  requesting  them  to  modify  the  terms  con¬ 
tained  in  their  previous  offers  of  contracting  for  the  public  lighting  ,  and 
that  the  Surveyor  should  apply  to  the  Street  Lighting  Company  ““<1  ‘O 
the  Defries  Safety  Lamp  and  Oil  Company  for  their  respective  terms  for 
adapting  the  public  lamps  for  lighting  by  oil,  and  lay  the  information 

before  the  Committee.  .  ,  1 

Alderman  Pvm,  in  moving  the  adoption  of  the 
steps  that  had  been  taken  at  the  request  of  the  p°““*“®® 
further  information  on  the  subject.  He  stated  tliat  Messrs.  P®("®® 

Co.  (whose  written  offers  were  read  by  the  Town  Clerk)  were  P^®P^®^  , 

enter  into  a  contract  for  lighting  the  public  lamps 

three  years,  from  sunset  to  sunrise,  for  i2  8s.  per  '®“P  >  *“® 

expiration  of  that  time  they  would  be  willing  to  contract  for  the  work  for 
a  further  period  of  three  years  at  the  same  figure,  provided  oil  was  not 
higher  in  price;  but  even  if  it  increased  their  maximum  charge  would  not 
exceed  £2  10s.  per  lamp.  It  was  their  opinion,  hmvever,  tlmt  the  price 
would  be  lower  and  not  higher.  Each  lamp  would  hold  sufficient  oil  to 
burn  the  full  power,  if  necessary,  for  30  hours.  He  pointed  out  that  at 
Erith,  where  they  had  adopted  oil  lighting,  it  had  resulted  in  a  saving  of 
fid  on  the  rates.’  The  communication  addressed  to  the  two  Gas  Companies 
had  resulted  in  their  sending  in  an  amended  proposal.  But  he  must 
remind  the  Council  that  the  previous  offer  of  the  Companies  was  to  light 
the  public  lamps  for  the  same  number  of  hours  from  sunset  or  one  hour 
afterwards  until  midnight  for  A'3  7s.  per  lamp  for  one  year  and  id  bs. 
for  three  years,  and  the  alternative  proposal  the  Companies  now 
made  was  that  they  should  consume  gas  by  meter,  and  would  require  one 
meter  to  be  affixed  to  every  ten  lamps.  Assuming  that  the  lamps  con¬ 
sumed  the  stipulated  5  cubic  feet  of  gas  per  hour  each  lamp  would  burn 
in  the  course  of  the  year  11,000  feet  of  gas;  and  the  result  would  be  that 
for  gas  alone  the  cost  would  be  il  18s.  6d.  Then  the  cost  of  lighting, 
extinguishing,  repairing,  and  painting  each  lamp,  which  had  hitherto 
been  estimated  at  Ifis.  per  lamp,  would  bring  the  cost  to  i2  138  bd.  per 
lamp.  The  Companies  always  contended  that,  as  a  matter  of  fact,  the  lamps 
consumed  on  an  average  more  than  fi  feet  of  gas  per  hour-— he  was  told 
that  they  consumed  6  cubic  feet ;  and  if  that  was  so,  Jt  would  still  further 
increase  the  charge  for  gas  from  il  ISs.  6d.  to  something  like  45s,  to  468. 
per  lamp.  Then  as  the  Companies  required  them  to  provide  meters,  they 
would  either  have  to  pay  the  rent  of  them  or  provide  them  at  their  own 
cost ;  and  with  regard  to  this  question  he  directed  the  Surveyor  to  obtam 
what  information  he  could.  It  would  be  necessary  for  thena  to  obtain 
something  like  fiO  columns  with  meters  attached.  It  appeared  from  the 
correspondence  with  various  firms  who  supplied  meters,  &c.  (which  was 
read  by  the  Town  Clerk  at  the  request  of  the  Chairman),  that  the  cost  of 
supplying  lamps  with  meters  attached  would  be  altogether  i4 128.  per  lamp, 
supposing  the  Corporation  accepted  the  amended  offer  of  the  Companies. 
Messrs.  Defries  offered  to  light  the  lamps  for  the  same  number  of  hours 
that  they  had  hitherto  been  lighted  for  i2  83.  per  lamp.  This  added  to 
the  cost  of  il  Ifis.  for  providing  and  adapting  the  lamps  would  make  a 
very  serious  item  ;  but  if  they  accepted  the  contract  for  the  three  years, 
the  cost  would  be  about  i3  per  lamp.  Then  if  they  accepted  their  offer 
for  another  three  years  at  the  expiration  of  that  time,  the  cost  would  only 
be  i2  88.  per  lamp,  while  the  lamps  would  be  lit  from  sunset  to  sunrise, 
which  would  be  double  the  number  of  hours  they  were  lit  now.  His  own 
private  experience  convinced  him  that  oil  lighting  was  cheaper  than  gas 
in  the  ratio  of  2  to  1  ;  in  other  words,  it  was  not  more  than  half  the  cost 
of  gas.  He  had  no  motion  to  propose  on  this  matter,  but  would  leave  the 
Council  to  arrive  at  any  decision  they  tliough  proper  after  they  had  heard 

^M*i\  Onoley  seconded  the  motion,  and  requested  that  the  joint  letter  of 
the  two  Gas  Companies  should  be  read.  ,  _  .  ^  /-.t 

The  letter,  signed  by  the  Secretary  of  the  Reigate  Gas  Company  (Mr. 
E.  S.  Pike)  and  the  Secretary  of  the  Redhill  Gas  Company  (Mr.  C.  lieid) 
contained  a  copy  of  a  resolution  agreed  to  by  both  Companies,  offering  to 
supply  the  public  lamps  by  meter  at  3s.  6d.  per  1000  cubic  feet ;  the  Cor¬ 
poration  to  find  their  own  labour,  and  to  be  at  any  expense  necessary  lor 

lighting,  extinguishing,  cleaning,  and  repairing  the  lamps. 

Mr.  Brows  said  that  on  the  previous  occasion  he  proposed  that  the 
Companies  should  be  offered  i;2  178.  per  lamp,  which  he  considered  a  very 
fair  offer.  He  did  not  think  it  was  necessary  to  go  into  the  figures  again 
to  show  how  he  arrived  at  this  sum  ;  but  if  they  took  the  offer  of  the  Com¬ 
panies  to  supply  by  meter  at  38.  fid.  per  lOUO  feet,  they  would  find  that 
11,000  cubic  feet  of  gas  per  lamp  would  amount  to  Ml  18s.  fid.,  and  repairs, 
&o.,  were  estimated  at  Ifis.  per  lamp — making  a  total  of  ±2  13s.  fid.  He 
contended  that  the  Companies’  offer  to  supply  by  ™eter_  had  really 
strengthened  his  case.  He  maintained  that  the  offer  of  i;2  lis.  per  lamp 
was  ample,  and  would  cover  any  cost  incurred  in  lighting,  extinguishing, 
&c  He  would  propose- “  That  the  Council  are  unable  to  accept  the  offer 
of  the  Reigate  and  Redhill  Gas  Companies  to  supply  the  street  lamps  by 
meter,  ortheir  tenders  for  lighting  at  MJ  fis.  per  lamp ;  and  unless  they  amend 
the  same,  reducing  the  price  to  4:2  17s.  per  lamp,  on  the  same  conditions 
as  under  the  present  contracts,  the  Surveyor  arrange  'vith  Messrs.  Defries 
and  Co.  to  light  six  lamps,  three  in  the  principal  streets  of  Reigate  and  Red- 
hill,  with  their  30  candle  power  lamps  for  14  nights,  from  sunset  to  sunrise, 
to  commence  on  Monday,  the  30th  of  July,  to  the  end  that  the  Highways 
and  Works  Committee  may  be  in  a  position  to  make  a  recommendation  to 
the  next  Council  concerning  the  offer  of  Meesra.  Defriea  and  Co.^  to  liKht 
the  public  lamps  at  4‘2  8a.  the  lamp  by  the  year  ;  that  the  Town  Clerk  write 
to  the  Gas  Companies,  stating  that  unless  a  reply  in  the  affimative  is  re¬ 
ceived  from  the  Gas  Companies  by  noon  on  Friday,  July  27,  the  Council 
will  consider  that  the  offer  fias  been  declined. 

Mr.  Steer  seconded  the  motion.  ,  „  u  ■ 

Mr.  Fuller  said  that  by  adopting  oil-lamps  the  Corporation  wo^  in 
the  first  instance  have  to  incur  an  expenditure  not  far  short  of  41000  in 
providing  new  lamps;  and  he  hardly  thought  Mr.  Brown  could  be  in 
earnest  in  urging  that  they  should  go  to  this  expense.  The  trimming  and 
lighting  of  oil-lamps  in  the  streets  would  become  an  intolerable  nuisance 
to  pedestrians,  by  causing  an  unpleasant  smell.  He  therefore  thought  it 
was  advisable  to  dispose  of  that  part  of  the  resolution  at  once.  He  moved, 
as  an  amendment-”  That  the  question  of  oil  lighting  lor  the  public  streets 
be  not  entertained." 

Mr.  Durtenshaw  soonded  the  amendment.  ,  -i  « 

Mr.  Sbex  proposed  as  a  further  ameiidinent — “  That  the  Council  offer 
the  Gas  Companies  i‘3  3s.  per  lamp  for  three  years  ;^^the  conditions  of 
lighting  to  be  the  same  as  under  the  present  contracts.  ’ 

Mr.  Brooks:  Make  it  MS,  and  I  will  second  it. 

•  In  connection  with  this  statement.  It  will  bo  well  to  call  our  readers*  at^ntion 
to  the  letter  of  Mr.  R,  P.  Keys  which  appears  elsewhere  to-day. — Ed.  J.  O.  C. 


Mr  Fuller’s  amendment  was  then  put  and  negatived  ;  only  the  projwser 
and  seconder  voting  for  it.  Mr.  Seei’s  amendment  was  also  put  and  lost. 
Subsequently,  Mr.  Brown’s  amendment  was  carried  by  6  votes  to  3. 

It  having  been  suggested  that  the  Council  might  refuse  to  adopt  the 

Alderman  Budoen  said  if  anyone  would  move  a  resolution  doing  this, 
and  negativing  the  last  part  of  Mr.  Brown's  motion,  he  would  second  it. 

It  was  a  most  unfair  thing  to  introduce  the  matter  of  oil  lighting  into  the 
motion  ;  and  a  considerable  want  of  consideration  had  been  shown  to 
those  members  of  the  Council  who  were  disqualified  from  voting. 

Eventually,  the  motion  for  the  adoption  of  the  report  was  put  and 
carried.  _ 

THE  WATER  SUPPLY  OF  CROYTJON. 

New  Works  at  Addington. 

In  the  last  number  of  the  Journal,  we  intimated  that  the  new  works  which 
have  been  constructed  by  the  Croydon  Town  Council  for  the  purimse  of 
augmenting  the  supply,  and  also  for  furnishing  a  supply  (when  oppor¬ 
tunity  affords)  to  the  higher  portions  of  the  borough  which  are  at  I^esent 
served  by  the  Lambeth  Water  Company,  would  be  inaugurated  on  -riiura- 
day  last.  This  was  done  with  much  Mat.  It  may  be  of  interest,  before 
noticing  Thursday’s  proceedings,  to  give  a  few  particulars  regarding  the 
various  steps  which  led  up  to  the  erection  of  these  additional  works,  llie 
idea  originated  with  the  late  Local  Board  of  Health,  whose  powers  were 
transferred  to  the  Town  Council  by  the  incorporation  of  Croydon  as  a 
municipal  borough  in  1883.  Croydon  stands  prominent  among  the  pro¬ 
vincial  towns  which  first  availed  themselves  of  the  sanitary  powers  of 
local  government  created  by  the  Local  Boards  of  Health  Acts ;  and  one  of 
its  primary  undertakings  was  the  remodelling  of  the  water  supnly.  The 
preUut  engine-house,  and  other  necessary  buildings  were  erected,  and  the 
reservoir  and  water-tower  constructed  ;  but  the  area  of  supply  had  to  be 
restricted-the  whole  of  Upper  Norwood  and  the  greater  part  of  South 
Norwood  having  to  be  supplied  by  the  Lambeth  Water- Works  Company, 
at  the  rates  charged  in  the  other  districts  served  by  that  Company. 
Discontent  followed ;  and  this  has  never  passed  away.  From  that 
time  the  local  authorities  have  given  earnest  attention  to  the  ques¬ 
tion  of  developing  the  supply ;  and  the  outcome  is  the  great  eularg- 
ment  which  was  dedicated  to  the  public  on  Thursday.  Of  coarse,  a 
mutual  agreement  of  transfer  will  have  to  be  made  between  the  Corpora¬ 
tion  and  the  Lambeth  Company  before  the  residents  in  the  high  districts 
(who  at  present  pay  double  the  rate  charged  in  Croydon  for  their  water) 
will  derive  any  tangible  benefit  from  the  new  works.  Soon  after  the 
regime  of  the  Corporation  commenced,  a  Water  Sub-Committee  was  ap¬ 
pointed  to  consider  the  subject  of  the  water  supply.  They  advised  that 
additional  provision  should  be  made  ;  and,  upon  the  recommendation  of 
the  experts  engaged,  they  were  requested  to  investigate  the  probabilities  of 
procuring  a  permanent  accession  to  the  existing  supply  on  the  Addington 
Hills.  Negotiations  were  commenced  for  acquiring  about  4  acres  of  laud 
from  the  Ecclesiastical  Commissioners  ;  and  these  were  confirmed  by  the 
Town  Council  in  February,  1884.  It  was  found  that  not  only  was  there 
water,  but  that  there  would  be  no  difficulty  in  forming  a  reservoir  capable 
of  containing  fi  million  gallons  at  an  elevation  91  feet  higher  than  Upper 
Norwood.  Professor  Boyd  Dawkins’s  reports  on  the  scheme  were  very 
satisfactory;  showing  that  there  was  here  an  available  supply  of  more 
than  a  million  gallons  a  day,  without  any  fear  of  diminution.  The  works 
have  been  proceeding  with  much  vigour  and  success  since  188b ,  and  there 
can  be  no  doubt  that  the  future  will  show  the  wisdom  of  this  undertaking. 

'The  following  particulars  of  the  new  works,  which  were  distributed  to 
the  visitors  on  Thursday,  will  be  of  interest  :-The  well  is  situated  three- 
quarters  of  a  mile  south  of  Addington  village,  near  Hares  Bank.  Ihe 
kvel  of  the  surface  of  it  is  311  feet  above  sea-level.  It  is  sunk  to  a  depth 
of  200  feet,  and  is  10  feet  in  diameter,  all  in  chalk.  The  lowest  bed  of 
flints  or  bottom  of  the  upper  chalk  was  passed  at  152  feet  from  the  surface. 
Water  was  first  found  at  87  feet  from  the  surface ;  the  largest  yield  during 
the  sinking  being  about  180,000  gallons  a  day.  Headings  have  been 
driven  in  several  directions  from  the  well,  chiefly  at  a  depth  of  142  f^t 
from  the  surface  ;  but  those  on  the  east  side  have  yielded  the  most  water  by 
crossing  several  important  water-bearing  fissures.  The  first  of  those  cut 
through  increased  the  pumping  600,000  gallons  a  day.  In  continuing  the 
headings  on  this  aide,  several  more  important  fissures  were  cut  through, 
vielding  large  supplies  of  water;  and  when  the  yield  of  the  well  waa 
2  491  000  gallons  in  the.24  hours,  the  work  in  the  well  had  to  cease  through 
tiie  inability  of  the  pumps  to  keep  the  water  down.  This  was  in  1*  ebruary, 
1887.  The  total  length  of  the  headings  is  813  yards,  which  are  generally 
fi  feet  high  and  4i  feet  wide.  The  storeage  capacity  of  these  and  the 
lower  part  of  the  well  is  about  502,090  gallons.  The  pumping  machinery 
has  been  erected  by  Messrs.  Easton  and  Anderson,  and  comprises  a  com¬ 
pound  beam-engine  of  the  Woolf  type,  three  steel  boilers,  and  doub  e- 
acting  well  and  lift  pumps  of  the  bucket-and-plunger  pattern.  The 
engine  has  a  high-pressure  cylinder,  20  inches  diameter,  and  4  feet  stroke  , 
low-pressure  cylinder  34  inches  diameter  and  fi  feet  stroke.  The  well 
pump  is  worked  from  the  end  of  the  beam  ;  and  the  reservoir  or  lift  pump 
by  a  continuation  of  the  low-pressure  piston  rod  under  its  cylinder.  Both 
pumps  are  19  inches  diameter  and  fi  feet  stroke,  and  deliver  72  gallons  each 
s^troke.  The  engine  will  make  18  strokes  per  minute;  and  will  therefore 
deliver  77,760  gallons  per  hour.  The  boilers  are  ‘26  feet  long  and  fi  feet  in 
diameter.  The  working  pressure  of  the  steam  is  100  Ihs.  jier  square  inch. 
'I'lie  pumps  are  so  arranged  that  a  duplicate  set  can  be  put  in  the  w®**- 
.Suitable  buildings,  consisting  of  engine  and  boiler  houses,  have  bwn 
erected  large  enough  to  contain  duplicate  engine  and  boilers  ;  and  also 
two  cottages  for  the  engine  driver  and  stoker.  The  ivservoir  is  built  upon 
the  Addington  Hills,  which  are  comiiosed  of  the  pebbles  of  the  \\  oolwicli 
and  Reading  Beds.  It  is  built  entirely  of  concrete,  without  puddle  back¬ 
ing-  but  it  IS  rendered  inside  with  neat  Portland  cement.  Ihe  roii tour 
of  the  ground  caused  the  reservoir  to  be  narrow,  the  size  being  4*^  feet  by 
124  feet  by  Ifii  feet  deep  ;  and  the  capacity  fi  inillioii  gallons.  Ihe  seven 
covering  arches,  run  lengthways,  have  a  span  of  16  feet  with  a  rue  of 
4  feet,  and  rest  upon  walls  consisting  of  pn-rs  and  arches  I  feel  thick. 
The  outside  walls  are  6  feet  thick  at  the  base,  and  batter  to  41  fe»-l  thick 
at  the  top.  The  floor  is  11  feet  thick.  The  covering  arches  are  U  feel 
thick  at  the  crown,  and  3  feet  at  the  springing.  lliere  is  11  feet  of 
earth  covering  over  the  crown  of  the  arches.  The  overflow-level  l»  the 
same  level  as  the  springing  of  the  covering  arches,  and  is  465  feet  above 
sea  level.  The  n-w-rvoir  has  a  division  wall  12  feet  high,  wit  i  arrange¬ 
ments  for  using  one  half  when  the  other  one  u  emptied  for  cleaning  or 
repairs.  The  overflow  level  is  100  feet  above  that  of  the  high  level  Uuk 
on  Park  Hill,  and  86  feet  above  the  highest  road  in  the  b-. rough— viz.. 
Church  R.  ad,  Upper  Norwood.  Instruments  will  bo  used  which  will 
transmit  autoinatically  and  register  ui>ou  a  diagram  pa}>er,  and  alao  upon 
a  dial  plau- in  the  engine-house,  the  varying  levels  of  the  water  in  the 
new  and  old  reserAoirs.  Thu  is  for  the  puriKiao  of  regulating  Uie  pumping 
according  to  the  demands  of  the  day,  and  will,  it  u  said,  of  great 
service  in  the  inansgeinenl  of  the  water  works.  In  n*gard  to  the 
the  pumping-main  from  the  well  to  the  res.-rvoir  u  21  luchea  in 
diameter  and  the  delivery-main  from  the  roeervoir  is  an  18-uicd 
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one  to  Coombe  Lane,  down  which  there  is  a  12-inch  main  to  the  old 
reservoir,  and  along  Oaks  Boad  a  15-inch  one  to  Upper  Addiscombe  Boad ; 
a  12-inch  one  forward  to  High  Street,  South  Norwood;  and  a  9-inch 
one  to  All  Saints’  Church,  Upper  Norwood,  with  smaller  mains  forward  to 
Norwood  new  town,  in  Central  Hill,  and  other  branch  mains,  the  smallest 
of  which  are  3-inch  ones.  The  total  length  laid  is  about  13J  miles,  and 
2454  tons  in  weight.  The  greatest  pressure  is  345  feet  in  Portland  Boad. 
The  district  for  domestic  supply  is  the  area  of  the  borough  within  a 
2-mile  radius  from  the  Town  Hall,  with  about  75,000  people;  but  the 
Council  have  power  to  supply  the  whole  of  the  borough  with  water  for 
road  watering  and  flushing  sewers.  The  consumption  last  year  averaged 
2,255,327  gallons  per  day.  The  supply  is  constant.  All  the  works  were 
carried  out  by  Messrs.  Kirk,  Knight,  and  Co.,  of  Sleaford,  from  the  plans 
and  under  the  superintendence  of  Mr.  Thomas  Walker,  C.E.,  Borough 
Engineer. 

The  inauguration  proceedings  commenced  on  Thursday  shortly  after 
noon,  when  the  Archbishop  of  Canterbury  was  met  at  the  well  by  the 
Mayor  (Mr.  J.  W.  Hobbs,  J.P.),  the  members  of  the  Water  Committee,  the 
Town  Clerk  (Mr.  C.  M.  Elborough),  and  the  Borough  Engineer.  His  Grace 
at  once  set  in  motion  the  engine  which  pumps  the  water  from  the  well 
into  the  reservoir  ;  and  an  enthusiastic  cheer  was  promptly  given  by  the 
visitors.  The  company  then  proceeded  to  the  reservoir,  where  a  large 
marquee  had  been  erected.  Here,  by  invitation  of  the  Mayor,  some  250 
guests  sat  down  to  luncheon.  A  number  of  toasts  were  proposed  and 
duly  honoured.  The  Primate  afterwards  offered  up  a  special  supplication, 
alluding  to  the  work  which  had  been  so  successfully  accomplished. 
Prayers  over.  His  Grace  opened  the  valves  of  the  reservoir  ;  and  almost  in¬ 
stantly  a  fountain,  some  500  yards  off,  leaped  into  the  air.  A  trumpeter 
signalled  with  a  flourish  the  event,  and  the  band  of  the  P'irst  Volunteer 
Battalion,  “The  Queen’s”  Boyal  West  Surrey  Begiment,  struck  up  the 
“  National  Anthem  ;  ”  and  shortly  afterwards  the  large  concourse  of  people 
which  had  assembled  dispersed. 


CUBBENT  SALES  OF  GAS  PBODUCTS. 

Livekpool,  Aug.  3. 

Sulphate  of  Ammonia. — The  market  partakes  somewhat  of  a  holiday 
appearance ;  and  there  is  very  little  inclination  all  round  to  do  business. 
The  quantity  offering  remains  small;  and,  with  a  probability  of  an  in¬ 
creasing  demand  during  August,  there  is  no  occasion  for  manufacturers 
to  lose  heart— the  weaker  tendency  of  the  Leith  and  London  markets 
notwithstanding.  Speculators,  encouraged  by  the  continued  slackness  of 
the  market,  are  freely  offering  for  near  and  future  delivery  at  lower  prices, 
though  the  undiminished  firmness  of  the  nitrate  market  seems  hardly  to 
invite  ventures  of  this  kind.  The  position  differs  strangely  from  that  of 
the  same  time  last  year,  when  sulphate  was  about  ;£!  per  ton  dearer,  and 
nitrate  was  lower ;  and  what  is  more  peculiar  still  is  that  no  sufficient 
reason  can  be  furnished  for  these  altered  conditions.  The  increase  in  the 
production  this  year  appears  to  be  less  than  usual;  and  it  can  hardly  be 
said  that  the  consumjjtion  is  declining.  Hull  quotations  are  A'll  12s.  6d.  to 
ill  13s.  9d. ;  Leith,  ill  8s.  9d.  to  ill  10s. 


London,  Aug.  4. 

Tar  Products.  —  Benzole  and  anthracene  find  ready  buyers,  and, 
indeed,  most  of  the  products  are  in  fairly  good  request ;  but  there  is  very 
little  business  transpiring  owing  to  the  small  quantities  being  produced. 
Prices  have  ruled  generally  about  the  same  as  the  previous  week :  Tar, 
15s.  to  20s.  per  ton.  Benzol,  90  per  cent.,  2s.  lOd.  per  gallon  ;  50  per 
cent.,  2s.  4Jd.  per  gallon.  Toluol,  Is.  8d.  per  gallon.  Solvent  naphtha. 
Is.  ‘2.A.  per  gallon.  Crude  naphtha,  30  per  cent..  Is.  per  gallon.  Light 
oil,  3Jd.  per  gallon.  Creosote,  IJd.  per  gallon.  Pitch,  12s.  to  13s.  6d.  per 
ton.  Carbolic  acid  (crude),  3s.  5d.  per  gallon.  Cresylic  acid,  lOd.  per  gallon. 
Tar  salts,  15s.  per  ton.  Anthracene,  30  percent.,  “A”  quality.  Is.  4d.  per 
unit;  “B  ”  quality.  Is.  2d. 

Ammonia  Products. — Considerable  shipments  have  been  made  during 
the  week  ;  and  the  effort  to  depress  the  advancedprices  h  as  not  so  far  been 
successful.  The  market  is  firm,  and  stocks  are  low.  The  following  prices 
have  been  obtained  during  the  week  : — Sulphate  of  ammonia,  Jll  12s.  to 
ill  16s.  3d.  per  ton,  less  discount.  Gas  liquor  (5°  Twaddel),  8s.  per  ton, 
with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  2d.  per  lb. 
Carbonate  of  ammonia,  3id.  per  lb.  Muriate  of  ammonia,  brown,  ild  per 
ton ;  white,  i28.  Sal  ammoniac,  idO  per  ton. 


[From  the  Chemical  Trade  Journal,  Aug.  4.] 

Sulphate  of  Ammonia. — Advices  from  all  parts  of  the  country  say  that 
business  in  this  article  is  not  so  brisk  as  it  was  a  week  ago,  in  spite  of  the 
reports  of  those  speculators  who  have  bought  for  a  rise,  and  who  seem  a 
little  bit  disappointed.  Prices  nevertheless  have  not  given  way  much, 
though  buyers  offer  about  2s.  6d.  per  ton  below  what  sellers  are  anxious  to 
realize.  The  market  closes  with  Hull  at  £11  13s.  9d.  and  £11  lOs.  at  Leith  ; 
while  Beckton  is  quoted  at  i'll  15s.,  and  London  (outside  makes)  at 
ill  13s.  9d. 

Tar  Products. — Tar  products  remain  in  much  the  same  condition  as 
last  week.  In  benzols,  90  per  cent,  is  quoted  at  2s.  lOd.,  and  50,'90’s  at 
from  2s.  4d.  to  23.  5d.  ;  while  solvent  naphtha  is  in  great  request  at  about 
Is.  2d.  Creosote  is  very  firm,  though  the  fancy  prices  at  one  time  realized 
by  a  few  dealers  have  been  cut  down  by  the  action  of  one  or  two  large 
makers,  who  are  now  willing  to  sell  one  or  two  barrels  at  a  distance'at 
wholesale  rates.  Carbolic  acid  (crude)  is  dull  for  the  present ;  but  better 
prices  are  looked  forward  to  in  the  future.  Anthracene  is  firm  at  Is.  1  Jd. 
for“B”  quality,  and  Is.  4id.  for  “A.  ”  Our  Loudon  correspondent  in¬ 
forms  us  that  sales  have  been  made  of  “A  ”  quality  at  this  price  extend¬ 
ing  over  the  whole  of  next  year.  Pitch  remains  at  ISs.  f.o.b. ;  and  in  some 
instances  13s.  6d.  has  been  realized. 


Malton  Gas  Company. — The  report  of  the  Directors  of  this  Company  to 
be  presented  to  the  shareholders  at  their  half-yearly  meeting  to-day  shows 
that,  in  all  branches,  the  operations  of  the  concern  in  the  six  months 
ending  June  30  last  have  been  successful.  The  amount  available  for 
division  among  the  shareholders,  after  providing  for  the  interest  on  loan 
capital  and  on  the  reserve  fund,  is  £1183  Os.  lOd.,  out  of  which  the 
Directors  recommend  the  payment  of  a  dividend  at  the  rate  of  10  per 
cent,  per  annum,  free  of  income-tax.  After  payment  thereof,  there  will 
remain  £141  4s.  lOd.  to  go  to  the  next  half-year’s  account,  being  £109 
Is.  7d.  in  excess  of  the  balance  brought  from  the  previous  half  year.  The 
long-continued  cold  weather  of  the  past  winter  and  spring  induced  a  more 
than  usual  increase  in  the  sale  of  gas  ;  the  quantity  sent  out  from  the 
works  being  1,445,000  cubic  feet  in  excess  of  the  corresponding  six  months, 
or  an  increase  of  over  9  per  cent.  The  Directors  have  concluded  an  agree¬ 
ment  with  the  Malton  Local  Board  for  the  public  lighting  for  a  term  of 
three  years,  upon  a  basis  fair  and  equitable  to  both  parties.  The  Manager 
(Mr.  H.  Tobey)  reports  the  works  and  mains  to  be  in  thoroughly  good 
condition. 


NOTES  FBOM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  Corporations  of  Edinburgh  and  Leith  are  now  in  possession  of  the 
gas-supply  undertakings.  As  stated  in  another  column,  the  Commissioners 
became  proprietors  of  both  the  local  gas-works  at  midnight  on  the  31st 
ult. ;  their  ownership  beginning  on  the  following  day,  in  terms  of  the  Act 
recently  passed.  The  stocks  and  stores  then  on  hand  were  measured  by 
Mr.  B.  Mitchell  in  the  Edinburgh  Gas-Works,  and  by  Mr.  F.  T.  C.  Linton 
in  the  Leith  Works;  and  the  gas  sold  since  the  Opening  of  the  financial 
year  being  also  the  property  of  the  Companies,  by  arrangement,  the 
station  meters  were  read.  It  is  intended  that  the  Commissioners  will 
draw  the  revenue  for  the  period  since  the  last  collection  of  accounts;  and, 
subject  to  the  usual  deduction  for  leakage,  pay  over  to  the  Companies  an 
amount  proportionate  to  the  quantity  of  gas  passed  out  of  the  works 
within  the  period,  calculated  at  the  current  price,  which  is  38.  6d.  per 
1000  cubic  feet.  It  was  a  condition  of  the  transfer  that  the  cash  pay¬ 
ments  for  goodwill  should  be  made  on  the  1st  inst. ;  and,  after  arrange¬ 
ment  with  the  bank  (the  Commissioners  not  having  then  drawn  any 
revenue),  these  liabilities  were  promptly  met.  Following  this  there  was 
a  more  formal  ceremony  of  handing  over  the  works  in  both  cases — a  pro¬ 
ceeding  which  was  not  statutory,  but  which  was  got  up,  no  doubt,  out  of 
respect  for  the  well-known  propensity  of  public  bodies  to  indulge  in  dis¬ 
play.  The  ceremonies  at  the  works  were  brief ;  but  after  them  there 
followed  a  luncheon  which  occupied  more  time.  It  was  quite  apparent 
that  there  was  a  much  stronger  rapprochement  between  the  Com¬ 
missioners  and  the  Edinburgh  Company  than  between  them  and  the 
Leith  Company.  Sir  Thomas  Boyd,  on  behalf  of  the  Edinburgh  Com¬ 
pany,  was  all  compliment;  and  Mr.  Colston,  on  behalf  of  the  Com¬ 
missioners,  echoed  every  sentiment.  On  behalf  of  the  Leith  Company, 
Mr.  Tawse  took  advantage  of  his  last  opportunity  to  refer,  in  tones  of 
evident  disappointment,  to  the  animadversions  which  were  cast  upon 
his  Company  during  the  negotiations ;  and,  as  if  it  were  neces¬ 
sary  to  point  it  out,  he  called  the  attention  of  the  Commissioners  to 
the  effficient  condition  of  the  works.  Mr.  Colston,  in  his  acceptance 
of  the  works,  spoke  stiffly,  and  proceeded  to  utter  a  few  sentences  which, 
in  the  recollection  of  what  actually  took  place,  might  have  been  better 
left  unsaid.  They  saw  from  the  first,  he  said,  that  it  would  be  absolutely 
requisite  to  have  both  undertakings  in  their  hands.  I  cannot  pin  the 
Committee  to  any  official  utterance  to  this  effect ;  but  in  the  course  of 
last  winter  it  was  portentously  given  out  by  the  organ  of  the  Com¬ 
mittee — evidently  to  frighten  the  Leith  Company — that  the  Corporations 
were  to  go  on  with  their  Bill,  and  to  enter  into  opposition  with  the  Leith 
Company.  Of  course,  such  a  thing  was  out  of  the  question ;  Mr.  Colston 
himself  now  says  it.  What  is  important  in  the  statement  of  Thursday,  is 
that  the  Committee  are  admitted  to  have  acted  with  more  knowledge 
than  judgment;  having  been  quite  aware  during  the  winter  that  they 
were  occupying  an  untenable  position. 

The  Commissioners  have  got  through  a  great  deal  of  work — much  of 
it  of  a  routine  nature.  They  have  been  fortunate  in  securing  contracts 
for  coal  at  an  average  rate  of  11s.  04d.  per  ton,  as  compared  with  14s.  7d. 
which  was  paid  by  the  Companies  last  year.  With  this  saving  there  ought 
to  be  a  very  large  surplus  at  the  end  of  the  first  twelvemonth  of  the  Com¬ 
missioners’  ownership.  In  the  meantime,  they  have  resolved  to  keep  the 
price  of  gas  at  38.  6d.  per  1000  cubic  feet,  and  to  maintain  a  quality  of  28 
candles.  But  for  the  negotiations,  I  have  reason  to  believe  the  price  of  gas 
would  have  been  reduced  before  now.  As  it  is,  the  Commissioners  may  be 
expected  to  be  popular  at  the  end  of  the  year,  when  they  announce  the 
concessions  they  will  be  able  to  make.  It  will  be  some  time  before  the 
work  of  transfer  will  be  so  far  advanced  as  to  allow  of  the  dissolution  of 
the  two  Gas  Companies.  There  is,  of  course,  no  need  to  hurry  this 
matter,  except  in  the  interests  of  the  shareholders,  some  of  whom  may 
be  anxious  to  have  their  share  in  the  distribution  of  what  is  realized. 
Until  the  Companies  are  dissolved,  their  interests  will  require  to  be 
attended  to ;  and  I  understand  that  it  has  been  arranged  that  they  will 
not  be  under  the  necessity  of  incurring  charges  for  maintaining  a  staff 
of  officials  to  look  after  their  work — the  Commissioners  having  agreed 
that  this  shall  be  done  by  the  present  staff. 

There  was  a  discussion  in  the  Edinburgh  Town  Council  last  Tuesday — 
probably  the  last  on  the  subject  of  the  gas  transfer.  The  subject  was  a 
small  one,  relating  merely  to  the  mode  of  electing  the  Commissioners — 
a  question  with  which  the  Council  had  nothing  to  do  after  the  election 
was  over.  The  time  for  regulating  the  election  was  when  it  took  place ; 
and  having  once  been  accomplished,  it  could  not  be  set  aside  except  by 
judicial  intercession  upon  proof  of  irregularity.  The  Lord  Provost  was 
slow  in  arriving  at  the  above  conclusion,  and  allowed  a  discussion  which, 
had  he  been  better  advised,  need  not  have  occurred.  The  irregularity 
was  started  by  Bailie  M'Donald,  who  only  received  two  votes  in  the  elec¬ 
tion.  It  is  just  probable  that  his  complaint  was  more  founded  upon  that 
score  than  upon  the  exclusion  of  the  Convener  of  the  Lighting  Committee 
from  the  Gas  Commission,  which  he  put  forward  as  the  ostensible  reason 
for  his  raising  the  question. 

The  Aberdeen  Gas  Committee  have  obtained  a  very  exhaustive  report 
from  Dr.  Wallace,  upon  the  quality  and  capacity  of  the  coals  they  have 
been  employing  in  the  Corporation  Gas-Works  ;  but  whether  they  will  be 
able  to  do  anything  with  it  remains  to  be  seen.  I  fancy  it  is  rather 
technical  for  most  of  the  Commissioners.  What  they  will  be  able  better 
to  explain  to  their  constituents  will  be  the  report  by  the  Gas  Treasurer, 
giving  the  resuit  of  the  investigation  into  the  amounts  realized  for  gas  in 
certain  thoroughfares  since  1886.  Taking  everything  into  account,  the 
explanation  of  the  recent  agitation  over  increased  charges  seems  to  be  that 
the  distributing  plant  is  not  in  the  best  order,  taken,  probably,  in  connec¬ 
tion  with  this — that  the  consumption  is  not  conducted  on  the  soundest 
principles.  There  may  also  be  some  necessity  for  altering  the  pressure  at 
the  works ;  though  there  is  no  suggestion  of  such  being  required  in  the 
report  which  has  been  submitted. 

There  is  a  probability  that  the  domestic  water-rate  in  Edinburgh  will 
this  year  be  reduced  by  Id.  in  the  £1,  out  of  the  surplus  of  £7000  which 
the  Trustees  have  in  hand  from  the  past  year.  Some  of  the  Trustees 
are  understood  to  be  opposed  to  the  proposal,  at  a  time  when  they  are 
looking  out  for  an  additional  supply  ;  but  it  is  believed  by  others  that 
there  are  considerations  which  render  a  reduction  advisable,  as  the  wisest 
course  to  follow  in  the  circumstances. 

Beports  have  been  received  by  the  Perth  Water  Commission  regarding 
the  analysis  of  the  water  which  it  is  proposed  to  utilize  as  an  auxiliary 
supply.  Samples  were  taken  on  the  17th  of  July  from  a  pit  which  has  been 
sunk  in  a  gravel-bank  to  the  north  of  Perth  Bridge.  Dr.  Stevenson  Mac¬ 
adam,  of  Edinburgh,  says  that  the  water  contains  a  very  small  amount  of 
saline  matter  in  solution,  and  is  decidedly  soft  in  nature.  It  is  free  from 
noxious  organic  matters  or  other  deleterious  ingredients.  In  these  respects, 
the  water  is  of  excellent  quality  for  domestic  supply.  The  traces  of 
flocculent  suspended  matter  are  of  vegetable  origin,  and  would  be  readily 
removed  by  mechanical  filtration.  He  had,  he  said,  concluded  that  the 
water  could  be  conveyed  through  iron  mains,  coated  hard  with  pitch,  and 
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through  lead  aervice-pipea,  as  well  as  be  stored  i" 

without  being  deleteriously  aflected.  He  was  therefore  of  opinion  Uiat 

the  water  was  suitable  in  all  its  characters  and  properties  for  every  human 

purpose-including  drinking,  cooking,  and 
}or  raising  steam  and  for  other  manufacturing 

of  Glasgow,  reports  that  the  filtration  does  not  ^  f t  "a 

that  the  Water  is  quite  satisfactory,  and  cp 

desired  The  Commission  last  Thursday  instructed  Mr.  1  eattie.  tneir 
Engineer  to  prepare  a  report  and  plane  showing  how  the  proposed 
additional  supply  could  be  obUiued  from  the  place  where  the  samp  es 
were  taken,  _ _ 

(FROM  OUB  GLASGOW  COBBESPONDENT.) 

Glasgow,  Saturday. 

Many  of  the  members  of  The  Gas  Institute  who,  on  the  occasion  of  the 
meeting  in  this  city  last  summer,  joined  the  excursion  to  Loch  Tjne  and 
Inverafy  in  the  famous  steamer  the  Lord  of  the  Isles,  v/M  doubtless 
have  very  ag'  eeable  recollections  of  that  pleasant  outing.  They  may  there¬ 
fore  feel  somewhat  interested  in  learning  that  the  Local  Committee  who 
organized  the  escursion,  have  just  presented  an  illuminated  address  to 
Mr  D  Newlands,  the  Chief  Steward  of  the  steamer,  who,  on  that  occasion 
most  successfully  catered  for  the  physical  wants  of  about  GOO  persons 
while  the  vessel  was  on  her  way  to  and  from  Inverary,  their  desire  being 
to  recognize  in  a  marked  manner  their  extreme  satisfaction  with  the 
handsome  way  in  which  he  discharged  his  onerous  duties.  The  presenta¬ 
tion  was  made  to  Mr.  Newlands  on  the  ordinary  trip  of  the  steamer  this 
day  week;  there  being  present  a  number  of  gentlemen  wdio  had  been 
attending  the  annual  meeting  of  the  North  British  Association  of  Gas 
Managers,  and  especially  including  Messrs.  David  Terrace,  James 
M'Gilchrist,  and  R.  S.  Carlow. 

The  prospective  reduction  in  the  price  of  gas  in  Glasgow  to  the  extent 
of  2d.  per  1000  cubic  feet,  as  indicated  in  last  week’s  “  Notes,”  does  not 
seem  to  affect  the  value  of  the  shares  of  the  Partick,  Hillbead,  and  M^y- 
hill  Gas  Company,  which  is  a  strong  rival  of  the  Glasgow  Corporation  Gas 
Commissioners,  over  a  large  area  throughout  the  w’est  and  north-west 
suburbs  of  the  city.  The  ordinary  shares  of  the  Company  have  lately  been 
quoted  at  as  high  as  DCs. ;  but  they  subsequently  declined  a  little,  and  have 
been  sold  at  858.  It  is  stated  that  preference  stock  cannot  be  obtained, 
even  at  ^6  10s.  per  share.  The  Company  seem  to  have  had  a  good  year  ; 
but  it  will  be  a  little  time  yet  before  the  complete  details  are  available.  An 
immense  advantage  has  been  gained  by  having  a  branch  line  from  the 
North  British  Railway  system  through  the  works  ;  and  not  only  will  the 
Company  be  able  to  pay  up  the  two  years’  arrears  of  dividend  to  the  pre¬ 
ference  shareholders  of  5J  per  cent,  per  annum,  making  16i  per  cent,  for 
three  years,  at  their  next  meeting,  but  they  can  also  pay  24  per  cent,  to 
the  ordinary  shareholders,  or  write  off  this  amount  for  depreciation,  as 
may  be  deemed  most  advisable.  Within  the  past  two  years  the  works 
have  been  much  improved,  with  a  view  to  economy  of  manufacture. 
One  of  Young’s  patent  washer-scrubbers  has  been  put  up,  capable  of  deal¬ 
ing  with  3  or  4  million  cubic  feet  of  gas  per  day;  and  quite  lately  the  top 
framing  and  columns  of  a  gasholder  100  feet  in  diameter  by  50  feet  in 
height  have  been  completed  by  the  Airdrie  Iron  Company.  On  the 
occasion  of  the  recent  excursion  of  the  members  of  the  North  British 
Association  of  Gas  Managers  they  had  the  opportunity  of  seeing  the  gas¬ 
works  under  Mr.  Levi  Monk’s  charge  displaying  a  lot  of  hunting  to  cele¬ 
brate  the  two  events.  I  understand  that  the  debenture  stock  of  the  Com¬ 
pany  has  been  reduced  by  about  i’10,000  during  the  past  two  years  ;  and 
as  the  works  have  now  been  improved  in  value  to  the  extent  of  about 
Jtl2,000,  the  shareholders  ought  to  be  satisfied.  If  they  do  not  get  divi¬ 
dends,  they  have  the  gratification,  at  all  events,  of  knowing  that  their  stock 
has  been  improved  in  its  market  value  from  37s.  6d.  to  858.  per  share  ;  and 
as  the  arrears  of  preference  dividend  and  balance  of  the  old  debt  will  now 
be  paid  off,  while  the  works  are  in  better  order,  Mr.  Monk  considers  that 
he  begins  the  new  financial  year  about  A‘4000  better  than  the  past  year 
was  commenced. 

There  is  still  a  hitch  in  connection  with  the  payment  for  the  gas  burnt 
at  many  of  the  stalls  in  the  International  Exhibition.  Some  time  ago 
there  was  a  conference  between  certain  members  of  the  Corporation  Gas 
Committee  and  representatives  of  the  Lighting  Committee  of  the  Exhi¬ 
bition  with  reference  to  the  accounts  that  were  then  said  to  be  due  for  gas 
consumed  at  the  exhibition  ;  and  an  understanding  was  come  to  that  all 
gas  that  had  been  used  for  motive  power  and  for  lighting  should  be  charged 
to  the  Exhibition  Committee,  and  that  accounts  for  gas  employed  for  all 
other  purposes  should  be  charged  to  the  exhibitors  thenaselves.  Still,  as  I 
have  said,  a  hitch  continues,  as  a  number  of  the  exhibitors  consider  that 
they  have  a  grievance.  They  allege  that  in  the  original  exhibition  pro¬ 
spectus  it  was  stated  that  steam,  gas,  and  water  would  be  supplied  free  to 
tbe  exhibitors  ;  and  they  complain  at  the  Gas  Trust  officials  serving  them 
with  notifications  that  their  supply  of  gas  will  be  cut  off  if  that  which  has 
already  been  consumed  be  not  paid  for  within  two  days.  One  of  them,  who 
has  a  stall  in  the  Machinery  Court,  has  closed  it;  and  the  reason  he  gives 
for  doing  so  is  that  his  supply  of  gas  has  been  stopped.  Of  course,  what 
are  regarded  as  being  strictly  within  the  class  of  “gas  exhibits’’  are 
supplied  with  free  gas  by  the  Exhibition  Committee,  who  will  pay  for  it 
on  the  footing  that  in  similar  cases  they  provide  water  or  steam,  or  both. 

On  Thursday  night  the  annual  general  meeting  of  the  Carluke  Gas 
Company  was  held— Dr.  Selkirk,  Chairman  of  the  Company,  presiding. 
The  report  and  balance-sheet  for  the  past  year  were  read  and  approved, 
and  the  dividend  was  fixed  (as  usual)  at  74  per  cent.,  or  Os.  per  share.  It 
was  agreed  to  reduce  tbe  price  of  gas  from  48.  2d.  to  38.  9d.  per  1000  cubic 
feet.  The  Company  supply  (without  any  additional  charge  to  the  in¬ 
habitants)  the  gas  for  the  street  lamps,  and  bear  the  cost  of  lighting  them 
and  all  other  incidental  expenses  connected  therewith,  as  well  as  the  gas 
for  the  town  clock. 

At  the  Hamilton  Town  Council  meeting  (on  Thursday  evening,  on  the 
recommendation  of  the  Gas  Committee,  it  was  agreed  to  accept  of  the 
offer  of  Messrs.  W.  G.  Walker  and  Son,  of  Ayr,  for  the  secondary  products. 
In  moving  the  adoption  of  the  report,  the  Convener  (Bailie  Archibald) 
mentioned  that  the  offer  for  the  tar  and  liquor  exceeded  that  of  last  year  • 
and  that  the  revenue  from  this  source  in  the  ooming  year  was  expected 
to  be  in  excess  of  that  of  the  past  year  to  the  extent  of  TlUO. 

The  Glasgow  pig  iron  warrant  market  has  been  very  active  this  week ; 
a  rather  large  business  having  been  done.  For  the  time  being  storing  has 
stopped — indeed,  76  tons  have  actually  been  taken  out  of  the  public  war¬ 
rant  stores.  A  fairly  large  legitimate  business  is  passing.  Un  Monday 
the  price  of  Scotch  pig  iron  went  up  to  39s.  lOd.  per  ton,  cash  ;  but  on  the 
execution  of  a  large  selling  order,  the  price  receded  to  39b.  4d.,  and  the 
close  was  39s.  6d.  per  ton.  Tbe  market  on  the  following  day  was  rather 
weak;  the  closing  price  being  39s.  44d.  per  ton.  Some  ffuctuation  took 
place  both  on  Wednesday  and  Thursday  ;  and  the  price  declined  on  Fri¬ 
day  to  38s.  lid.  cash.  During  the  week  the  price  of  Cleveland  and  hema¬ 
tite  iron  has  in  each  case  declined  Gd.  per  ton. 

No  very  material  change  has  taken  place  in  the  condition  of  the  coal 
trade;  but  prices  are  certainly  hardening  in  almost  all  departments. 


A  Bankrupt  Mining  Engineer  and  Mb.  S.  Hunter’s  Commission.— 
At  the  Nottingham  Bankruptcy  Court  last  Friday,  the  case  of  Mr.  «  illi*p 
Smethurst,  mining  engineer,  formerly  of  Wigan,  but  reran tly  residing  m 
Nottingham,  came  before  his  Honour  Judge  Bnstowe,  Q.C.  Mr.  Hincks, 
who  appeared  for  the  debtor,  made  a  Btatemeot  aa  to  Smethurat  b  neKotia- 
tions  with  Mr.  S.  Hunter  for  tbe  supply  of  coal  to  the  Salford  Corporation. 
The  debtor  explained  that,  as  Manager  of  the  Garsw^  Colliery,  he  Mid 
coal  to  Hunter  at  88.  a  ton  ;  but  the  coal  was  invoiced  to  the  Corporation 
at  98.  Gd.,  and  the  difference  of  Is.  Gd.  per  ton  was  received  by  Hunter,  lie 
denied  that  any  part  of  the  Is.  Gd.  went  to  pay  off  any  of  his  liabilities. 
The  contract  which  he  had  made  with  Hunter  was  oontinu^  by  the  now 
Company,  which  took  over  the  colliery.  The  debtor  was  allowed  to  pass 
his  examination.  ,  „ 

The  New  Water-Works  of  the  St.  Helen  b  Corporation.— The  new 
water- works  which  the  St.  Helen’s  Corporation  have  been  carrying  out  for 
the  past  few  years,  under  the  powers  of  an  Act  obtained  by  them  in  1882, 
entered  upon  their  final  stage  last  Tuesday,  when  the  Mayor  (Alderman 
M'Kechnie)  laid  the  foundation-stone  of  the  new  pumping  station  at 
Kirkby,  in  the  presence  of  a  large  number  of  the  members  of  the 
Council  and  the  (borough  oflficials.  The  St.  Helen  s  water  distnct 
extends  over  12,0(X)  acres.  The  population  within  this  area  is  estimated 
at  about  G8,000;  and  the  daily  consumption  of  water  averaged  in  1877 
24  million  gallons.  When  this  is  compared  with  the  quantity  of  water 
that  it  is  estimated  will  be  yielded  when  the  scheme  is  completed— 
G  million  gallons  per  day  of  2f  hours— it  will  be  at  once  evident  that  the 
supply  will  be  one  of  the  best  and  most  satisfactory  that  any  borough 

‘'°rHE^ Northern  Coal  TaiiiE.- The  demand  for  coal  shows  a  sligh 
increase,  though  deliveries  of  gas  coal  have  been  lessened  by  the  deia 
which  the  storms  in  the  South  brought  about.  Steam  coal  is  in  fa 
request  at  from  78.  Gd.  to  78.  9d.  per  ton  ;  and  there  is  every  probability  ir 
a  continuance  of  a  large  demand  for  this  and  the  next  month,  there  a  e 
increased  applications  for  gas  coal  both  for  local  and  more  distant  require¬ 
ments  ;  and  now  that  August  is  well  entered  into,  we  must  expect  a  growtli 
of  the  demand  regularly.  Generally,  the  gas  companies  are  using  more 
coal  year  by  year;  and  they  are  inclining  to  take  more  coal  in  the  eariy 
autumn,  as  all  the  signs  of  the  freight  market  are  in  favour  of  U'gner 
rates  for  sea  carriage  of  coal  in  a  short  time.  Household  coal  is  dull. 
There  is  a  good  inquiry  for  manufacturing  fuel;  and  when  contracts 
expire  the  tendency  is  to  ask  higher  prices  for  renewal.  The  briskness  in 
the  iron  trade  takes  up  more  coal  of  this  class,  and  may  drive  up  prices  in 
the  winter. _ 

GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 

(For  Stock  Market  Intelligence,  see  ante,  p-  240.) _ 
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2.34,060 

10 

27  July 

13 

120,000 

10 

13 

854,060 

10 

13 

6,468,350 

Stck. 

15  Feb. 
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GAS  COMPANIES. 

Alliance  &  Dublin  10  p.  c. 

Do.  7  p.  c.  . 

Australian  (Sydney)  S°/o Deb. 

Bahia,  Limited . 

Bombay,  Limited  .... 

Do.  New . 

Brentford  Consolidated  .  . 

Do.  New . 

Brighton  «t  Hove,  Original  .  ■ 

British . ' 

Bromley,  Ordinary  10  p.  c.  . 

Do.  7  p.  c.  . 

Buenos  Ayres  (New)  Limited 
Do.  6  p.  c.  Deb.  . 
Cagliari,  Limited  .... 
Commercial,  Old  Stock  .  . 

Do.  New  do. .  .  . 

Do.  44  p.  c.  Deb.  do. 
Continental  Union,  Limited 
Do.  New '69  & '72 

Do.  7p.  c.  Pref.. 

Crystal  Palace  District  .  . 
European,  Limited  .  , 

Do.  New.  .  . 

Do.  do.  .  .  . 

Gaslight  &  Coke,  A,  Ordinary 
Do.  B,  4  p.  c.  max. 
Do.  C,D,  A  E,  10  p.c.Pf. 
Do  P,  5  p.  c.  Prf.  . 

Do.  G,  74  p.  c.  do.  . 

Do.  H,  7  p.  0.  max. 
Do.  J,  10  p.  c.  Prf.  . 
Do.  4  p.  c.  Deb.  Stk. 
Do.  44  p.  c.  do. 

Do.  6  p.  c.  do. 

Imperial  Continental  .  .  . 

Malta  A  Mediterranean,  Ltd 
Met.of  Melbourne,5  p.o.  Deb. 
Monte  Video,  Limited  .  . 

Oriental,  Limited  ,  .  .  . 

Ottoman,  Limited  ,  ,  .  , 

People’s  Gas  of  Chicago — 

Ut  Mtg.  Bds.  .  .  . 

2nd  Do.  .  . 

San  Paulo,  Limited  .  . 

South  Metropolitan,  A  Stock 
Do.  B  do.  . 

Do.  C  do.  . 

Do.  6  p.  c.  Deb.  Stk.. 
Tottenham  A  Edm'nln,  Orig. 


9 

7 

9 

104 

9 

74 

4 

124 

4 

6 

6 

10 


WATER  COMPANIES. 

Chelsea,  Ordinary  .  ,  .  . 

East  London,  Ordinary  .  , 

Grand  Junction . 

Kent . 

Lambeth,  10  p.  c.  max.  .  . 

Do.  74  p.  o.  max.  .  . 

I  Do.  4  p.  o.  Deb.  Stk.  . 
Now  River,  New  Sharei  .  . 

I  Do.  4  p.  0.  Deb.  Stk.  . 
S'thwk  A  V'xhall.  10p.o.max. 
I  Do.  74  p.  o.  do. 

Welt  Middlesex  .  .  .  . 


10  184—194 
10  1S4-14 
100  110—112 
20  23— ‘20 

6  I  7—74 

4  ,  6 — 54 
100  225—230 
100  165—170 
43-45 
45—47 
20—22 
134—144 

134- 14. 

106—109 
2.5— ‘27 
•266—271 
•205—210 
120— P25 
414 — 15. 
294-80 
35-37 
•205—215 
10  25— •2(i* 

74  174-184* 

6  12-13' 

100  •252-‘257 
100-105 
•263-263 
127— 132 

135— 190 
170-175 
201— •266 
119—122 
125— 130 
175—178 
205—906 

lJ-5* 
114—111 
20—21 
9i-9i 
6—7 


20 

20 

10 

10 

10 

100 

■20 

100 

100 

100 

20 

14 

20 

100 


100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

6 

100 

20 

5 

6 


I 

100  104—109 
100  95—100 

10  16—17 

100  815—820 
100  244  -249 
100  250—260 
100  135-140 
5  11—13 


+  1 


-2 


-34 


-34 

-4  2 


Yield 

upon 

ln»e«t- 

meut. 


£  B.  d. 


2  11 


17  S 

18  0 
0  0 
5  8 


15  9 
13  11 
0  0 


14  8 
2  7 
0  0 


100 

100 

50 

100 

100 

100 

100 

100 

100 

100 

100 

100 


..  5  10  1 
..600 
..  16  17  3 
-4  4  16  lU 
-1  ,4  16  4 


-6 


251-356  4-1 
195—900  4  1 
193—123  +  1 
270— '275i  +  I 
9.'.7— 982  4  4 
900—905 
117-130 
848  .843*  .. 
193  127‘i  4  14 
161-166  .. 
151-l.tel  .. 
964-209  .. 

♦Kxdlv  i 


5  0  0 

a  11  6 

4  4  0 


16  11 
14  4 


f  Next  dividend  will  be  at  tliU  rate. 
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The  Extension  of  the  Wilton  Gas-Works. — The  Town  Council  of 
Wilton  have  accepted  the  tender  of  Messrs.  Edward  Cockey  and  Sons 
Limited,  of  Frome,  for  the  alterations  and  extensions  at  their  gas-works, 
on  which,  it  may  be  remembered,  they  have  beenjadvised  by  Mr.  N.  H. 
Humphrys,  Assoc.  M.  Inst.  C.E.,  of  Salisbury. 

The  Public  Lighting  of  Uxbridge. — At  the  meeting  of  the  Uxbridge 
Local  Board  last  Tuesday,  some  discussion  took  place  on  the  subject  of 
adopting  oil  for  the  public  lamps.  Reference  was  made  to  the  proceed¬ 
ings  of  the  Erith  Local  Board  in  regard  to  the  lighting  of  their  district ; 
and  it  was  decided  to  make  a  trial  of  an  oil-lamp  to  be  supplied  by  the 
firm  who  have  taken  up  the  Erith  lighting. 

Sales  of  Shares. — On  Friday,  the  27th  ult.,  Mr.  W.  F.  Fox  submitted 
to  a  numerous  company,  at  Ossett,  several  lots  of  gas  stock,  which  all  com¬ 
manded  high  prices.  Sixty  its  “A”  shares  in  the  Ossett  Gas  Company, 
offered  in  lots  of  20,  were  knocked  down  at  £13  7s.  6d.  each ;  and  fifty  £5 
“  B  ”  shares  in  the  same  Company,  in  one  lot,  at  £10  12s.  6d.  per  share. — 
Fifty-five  fully-paid  £20  shares  in  the  Gravesend  and  Milton  Gas  Company 
have  just  changed  hands  at  £44  per  share.  For  some  years  past  those 
shares  have  realized  a  dividend  of  10  per  cent,  per  annum. — Last  Thurs¬ 
day,  Messrs.  Blake,  Haddock,  and  Carpenter  sold  at  Croydon  171  fully-paid 
up  shares  in  the  Croydon  Commercial  Gas  Company,  in  25  lots.  The  first 
three  lots  each  consisted  of  five  £5  shares  of  first  capital,  on  which  divi¬ 
dends  have  been  paid  at  the  rate  of  13  per  cent. ;  and  these  were  sold  at 
£13  17s.  Cd.,  £13  15s.,  and  £13  12s.  6d.  per  share  respectively.  Lots  4  to  7 
each  comprised  five  shares  of  £5  each  second  capital,  bearing  the  same 
dividend  as  the  former,  and  were  sold  at  £13  10s.  per  share.  Lots  8  to  13 
were  each  comprised  of  five  shares,  “  A  ”  1871  capital,  £5  each,  earning 
the  same  dividend,  and  were  sold  at  £13  10s.  per  share.  Lots  14  to  21, 
each  consisting  of  10  shares,  third  capital,  £5  each,  on  which  dividends 
have  been  paid  at  10  per  cent.,  were  all  sold  at  £10  10s.  per  share.  Lot 
22,  comprised  five  shares,  “  B  ”  1876  capital,  £5  each,  and  lot  23,  eight 
shares,  all  bearing  10  per  cent,  dividend  ;  and  these  were  sold  at  £10  10s. 
Lots  24  and  25,  each  consisting  of  six  shares  of  £10  each,  fourth  capital, 
realized  £20  10s. 


Skipton  Water  Supply. — At  a  meeting  of  the  Skipton  Local  Board 
held  last  Friday,  a  letter  was  read  from  Mr.  Hill,  the  Board’s  Engineer, 
stating  that  he  would  propose  a  scheme  for  bringing  the  water  in  pipes 
fromlCawder  Gill  into  the  present  reservoir,  in  accordance|with  the  resolu¬ 
tion  of  the  Board ;  but  the  proposal  must  not  be  assumed  as  having  his 
approval,  or  as  being  based  upon  any  of  his  recommendations.  The 
Board  decided  to  wait  until  Mr.  Hill  had  sent  in  the  scheme  required 
before  discussing  the  matter. 

Reductions  in  Price.— The  Northfleet  and  Greenhithe  Gas  Company  have 
reduced  the  price  of  gas  in  their  district  from  4s.  to  3s.  9d.  per  1000 

cubic  feet. - The  Directors  of  the  Kingston  Gas  Company  have  resolved 

to  reduce  the  price  of  gas  to  3s.  per  1000  cubic  feet,  to  take  efiect  on  the 

Michaelmas  accounts. - The  Leyland  and  Farington  Gas  Company  have 

reduced  the  price  of  gas  from  4s.  6d.  to  4s.  per  1000  cubic  feet,  less  2d.  per 
1000  feet  for  prompt  payment.  They  have  also  reduced  the  meter-rent 
from  2s.  lOd.  to  2s.  4d.  per  annum. 

The  Management  of  the  Warrington  Gas-Works. — The  minutes 
which  the  Gas  Committee  will  present  at  the  meeting  of  the  Warrington 
Town  Council  this  week  include  the  following  resolution: — “The  Gas 
Committee,  having  received  the  amendment  passed  by  the  Town  Council 
relative  to  the  report  presented  by  them,  and  considering  that  it  is  a 
direct  vote  of  want  of  confidence  in  them,  the  following  members  of  the 
Committee  hereby  tender  their  resignations ; — Aldermen  Holmes,  Webster, 
Pickmere,  and  Chandley ;  Councillors  Barker,  Greening,  Roberts,  and 
Wright.”  Two  members — Aldermen  Harrison  and  Davies — do  not  re¬ 
sign.  Mr.  J.  Paterson,  F.G.S.,  retired  from  the  management  of  the  works 
on  the  6th  ult.,  and  was  succeeded  on  that  date  by  Mr.  Spence  Haddock. 
The  following  letter  from  the  late  Engineer,  dated  the  6th  of  July,  and 
addressed  to  the  members  of  the  Gas  Committee,  appears  on  the  minutes  : 
— “  Gentlemen, — I  feel  that  I  cannot  leave  without  conveying  to  you  my 
very  cordial  thanks  for  many  past  favours,  and  my  best  wishes  for  your 
future  prosperity.  I  regret  I  cannot  accede  to  the  conditions  imposed  by 
the  Town  Council,  and  venture  to  hope  my  refusal  will  not  inconvenience 
you. — Faithfully  yours,  James  Paterson.” 


GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 


PLEASE  ADDRESS  IN  FULL— 


Address  for  TELEGRAMS: 
“GWYNNEGRAM  LONDON." 


HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C.,  ENGLAND. 

TELEPHONE  No.  2698. 


Thirty-three  Medals  at 
ailtheGreat  International 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  Exhausters,&c. 

Only  Medal  at  the  Liver- 
poolinternational  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro¬ 
duce  Machinery  of  the 
very  highest  gnality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 
passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  per  Minute. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEFFIELD. 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin¬ 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 


GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 

200,000  cubic  feet  per  hour 


OXIDE  OP  IRON. 

The  Gas  Purification  and  Chemical 

Company^  Limited, advise  their  friends  that  their 
onlyrepresentativesfor  the  Saleof  Oxide  are  Mr.  Andrew 
Stephenson  and  such  Sub-Agents  as  may  be  accredited 
from  the  Head  Office.  They furtherstatethatthe  royal¬ 
ties  possessed  by  them  extend  over  an  area  of  more 
than  850,000  acres,  andare  held  for  a  longterm  of  years. 
They  employ  their  own  overseers  and  labourers,  and 
there  are  no  intermediate  profits  between  them  and 
the  consumer. 

Address  161  to  163,  Palmerston  Buildings,  Old  Broad 
Street,  London,  E.C. 

John  Wm.  O’Neill, 

Managing  Director. 

Andrew  stephenson,  Agent  for 

the  Gas  Purification  and  Chemical  Company, 
Limited,  158,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 

CANNEL  COAL,  &0. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOTTISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Edinburgh,  I  akt. 

No.  64,  Bernard  Street,  Leith,  J  ^  ' 

SULPHURIC  ACID,  B.O.V.,  for  Sulphate 

of  Ammonia  Making.  Guaranteed  clear,  of  full 
strength,  and  to  produce  a  fine  white-coloured  salt. 
Delivered  in  carboys  or  railway  tank  waggons. 

For  prices  and  terms  address  Bale,  Baker,  and  Co., 
120  &  121,  Newgate  Street,  London. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “  Eirwal,  London.” 


Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address :  “  PRECISION  LONDON."] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

See  Advertisement  on  Page  III.  of  the  Wrapper  of 
last  week’s  issue. 


w 


C.  HOLMES  &  Co.,  Huddersfield, 

AND  80,  Cannon  Street,  London, 
Contractors  for  Gas-Works  complete,  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c..  Improved  Valves,  Engines,  and  Exhausters. 
Also  for  Collingwood’s  Regenerative  Retort-Settings. 

**’•'  See  Advertisement  p.  265  of  this  week’s  issue. 
Cablegrams :  “  Ignitor  London.  ’’  Telegrams ;  “  Holmes 
Huddersfield.” 


ACETATE  OF  LEAD  BOOKS. 

Test  Papers  and  Solutions  for  Gas¬ 
works  prepared  by  R.  D.  Gibbs,  Summerfield 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. 


AS-WORKS  of  any  magnitude  leased, 

at  premiums  ranging  from  6  to  10  per  cent., 
according  to  the  size  of  the  Works.  Gas-Works  erected 
or  re-modelled  upon  the  most  modern  principles. 

Address  George  Weller,  Gas  Engineer,  St.  Ives 
Cornwall. 


B 


IRISH  BOG  ORE  OXIDE  OF  IRON. 

GAS  PURIFICATION. 

ALE,  BAKER,  &  CO.,  direct  Importers 


from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street,  London,  E.C. 


^TUBES. 

For  Gas,  steam,  and  Water;  Galvanized 

White  Enamelled,  and  Hydraulic  Tubes  and  Coils 
John  Spencer,  Globe  Tube  Works,  Wednesbury 
and  14,  Great  St.  Thomas  Apostle,  London. 


SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS.  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 

OLraERT’S  Natural  Oxide  of  Iron— 

SUPERIOR  IRISH  BOG  ORE  (obtained  from  the 
finest  estates  in  Ireland) — is  now  VERY  LARGELY 
and  SUCCESSFULLY  USED  for  Gas  Purification. 

The  sole  representative  for  selling  this  Oxide  is  A.  C, 
Phaser  (late  Gas  Engineer  at  Bolton).  Bridgewater 

Chambers,  Brown  Street,  Manchester.  _ 

SULPHURIC  ACID. 

Hugh  Wallace  &  co.,  chemical 

Manufacturers  (the  old-established  firm),  supply 
the  above,  which  is  specially  adapted  for  making  White 
Sulphate  of  Ammonia.  The  latter  purchased  in  any 
quantities  at  highest  market  prices,  or  contracts  for 
the  year.  „  . 

For  price  and  terms  apply  Botolph  House,  Eastcheap 
London,  E.C. 
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THE  IDEAL  OF  GAS  SUPPLY. 

The  members  of  the  North  British  Association  of  Gas 
Managers  were  edified  and  amused  at  their  last  meeting 
by  an  interesting  paper  contributed  by  Mr.  J.  M'Oilcbrist, 
wbicb  will  be  found  in  another  column.  The  paper  is  not 
at  all  technical ;  and  the  author’s  enemies,  if  be  has  any, 
might  say  that  it  is  not  very  profound,  and  contains  nothing 
new.  On  the  other  hand,  it  expresses  a  number  of  homely 
truths  concerning  the  business  of  gas  supply,  which,  although 
they  may  be  a.s  familiar  as  the  Ten  Commandments,  will, 
like  them,  need  to  be  repeated  a  good  many  times  yet 
before  they  are  generally  carried  into  practice.  Mr. 
M'Oilcbrist  began  his  obser\ation8  with  an  acknowledgment 
of  the  fact  that  gas  has  competitors  in  electric  lights  at 
one  end  of  the  scale,  and  cheap  mineral  oils  at  the  other ; 


and  the  motive  of  his  discourse  was  to  describe  the  means 
whereby  the  sellers  of  gas  may  most  effectually  maintain 
their  position  in  face  of  their  rivals.  It  is  here  that  the 
reproach  of  want  of  novelty  first  applies  to  the  paper. 
The  subject  of  the  rivalry  of  electric  lighting  and  oil  with 
gas  is  a  very  much  hackneyed  one.  It  lends  itself 
to  the  not  very  incisive  style  of  oratory  commonly 
affected  by  Chairmen  of  Gas  Companies  when  addressing 
shareholders  assembled  in  general  meeting  ;  and  hence  the 
mere  announcement  that  this  is  the  matter  of  Mr. 
M'Gilchrist’s  composition  will  be  almost  suflicicnt  to  cause 
many  of  our  readers  to  turn  away  from  it.  For  all  that,  and 
notwithstanding  the  lack  of  novelty  not  only  in  the  subject, 
but  also  in  the  author’s  treatment  of  it,  we  make  bold  to  say 
that  Mr.  M'Gilchrist’s  paper  is  worth  reading— why  and  how,  it 
shall  be  our  business  to  point  out  in  the  course  of  this  article. 
It  was  undoubtedly  wise  in  the  author  to  refrain  from 
attempting  to  make  his  paper  a  kind  of  prose  epic  of  coal 
gas,  extolling  its  peculiar  advantages,  and  decrying  its  rivals. 
He  could  not  help  doing  a  little  in  this  line  ;  and  his  remarks 
upon  this  head  are  sensible  enough  on  the  whole.  There  is, 
however,  a  smack  of  Scotch  "wut”  about  some  of  these 
observations,  which  it  is  rather  difficult  for  all  readers  to 
properly  relish.  What,  for  example,  is  meant  by  the  assertion 
that  some  people  cannot  properly  enjoy  themselves  "  in 
"  company  ”  until  the  gas  is  lighted?  The  author  "  in  all 
"  seriousness,”  as  he  says,  appears  to  imply  the  existence 
in  gas — especially,  it  may  be  presumed,  Scotch  gas — of  a 
peculiar  exhilarating  quality,  which  makes  it,  in  this  respect, 
something  like  Scotch  whiskey.  Now,  we  never  should  have 
suspected  that  any  Scotsman,  especially  among  Mr. 
M'Gilchrist’s  acquaintances,  would  betray  this  sensitiveness 
regarding  the  means  whereby  their  evening  amusements 
might  be  illuminated.  Given  the  right  ingredients  and 
accompaniments,  we  should  have  thought  that  all  means  of 
lighting,  from  Luna’s  lamp  to  the  humble  tallow  dip,  were 
indifferent  to  the  countrymen  of  Burns.  Surely,  when 
"  Wullie  brew’d  a  peck  o’  maiit,”  no  consideration  of  this 
kind  was  permitted  to  interfere  with  the  joviality  that  ensued  ; 
and  it  would  be  a  melancholy  effect  of  increasing  culture  if 
the  conditions  of  conviviality  beyond  the  Tweed  had  so 
gravely  altered  as  Mr.  M'Gilchrist  would  have  us  believe. 

Mr.  M'Gilchrist’s  principal  task,  however,  was  to  set  forth 
the  conditions  under  which  an  ideal  Gas  Company  might 
best  cope  with  the  requirements  of  tlie  age.  He  began  this 
portion  of  his  work  with  a  little  special  pleading  which  must 
not  be  allowed  to  pass  unquestioned.  He  laid  down  the  pro¬ 
position  that  the  satisfaction  of  consumers  is  always  assured 
by  the  supply  of  gas  of  the  highest  possible  illuminating 
power.  Now,  this  is  a  transparent  fallacy.  The  author’s 
reputation  for  consistency  was  served  by  his  upholding  it 
on  the  present  occasion,  seeing  that  he  has  maintained  the 
same  view  at  other  times  ;  but  the  argument,  as  such,  will 
not  hold  water.  We  do  not  intend  to  take  up  the  gauntlet 
thus  thrown  down  by  Mr.  M'Gilchrist,  and  to  fight  once 
more  the  cause  of  those  who  maintain  that  the  extra¬ 
ordinarily  high  nominal  illuminating  power  claimed  to  bo 
supplied  by  gas  makers  in  some  Scotch  towns  i.s  a  delusion. 
Let  it  suffice  to  say  that  the  argument  is  bad  in  connection 
with  the  present  question.  It  is  bad  because,  in  the  first 
place,  it  would  limit  the  possibility  of  retaining  gas  in  public 
favour  to  a  very  small  area  of  the  earth's  surface — to  wit, 
that  portion  of  North  Britain  where  the  richest  varieties  of 
canuel  coal  can  be  used  commercially  by  gas  makers,  to  the 
exclusion  of  other  material,  and  where  the  loss  of  hydrocarbons 
by  condensation  in  street  syphons  may  he  regarded  with 
equanimity  by  the  Gas  Companies.  Secondly,  the  argument 
is  bad  in  fact,  because  the  history  of  gas  agitations  shows 
that  people  are  not  to  be  deterred  from  complaining  of  bad 
gas  by  any  consideration  of  the  nominal  illuminating  power 
ascribed  to  it  by  the  makers.  It  would  not  be  difficult  to 
cite  many  examples  of  bitter  complaining  on  the  part  of 
consumers  and  ratepayers  in  places  where,  according  to 
Mr.  M'Gilchrist,  everybody  ought  to  be  perfectly  liappy  on 
this  score.  We  make  those  remarks,  the  truth  of  which 
cannot  be  gainsaid,  in  order  to  show  that  canuel  gas  is  not 
the  sumtnum  bonuin,  as  Mr.  M'Gilchrist  would  have  the  world 
to  believe.  The  doctrine  is  all  very  well  for  tlie  noighliour- 
hood  of  Dumbarton,  but  it  will  not  bear  exportation  ;  and 
in  all  probability  its  expounder  in  the  present  instance  would 
drop  it,  should  circumstances  remove  him  into  a  different 
locality. 

Fortlic  rest  Mr.  M'Gilclirist  a<lvocatos,  and  very  sensibly, 
a  general  rdfiprochfinnU  of  the  methods  of  selling  gas  to  tiiose 
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followed  in  connection  with  other  commodies  not  protected 
by  complete  or  quasi  monopoly.  In  this  view  he  will  find 
more  to  agree  with  than  to  find  fault  with  him.  His  remarks 
upon  canvassing  for  custom,  and  similar  matters,  are  to  the 
point ;  and  it  is  to  be  hoped  that,  when  next  he  speaks  upon 
this  subject,  he  may  be  able  to  cite  more  examples  than  that 
of  Nairn,  which  he  selects  for  honourable  mention.  Dum¬ 
barton,  for  instance,  cannot  be  so  dissimilar  from  other 
towns  as  to  prevent  the  gas  manager  from  practising  in  it 
what  he  preaches.  Meter-rents,  unquestionably,  are  a  relic 
of  another  and  a  different  age,  and  should  be  dropped.  We 
do  not  clearly  understand  the  application  of  Mr.  M'Gilchrist’s 
theory  respecting  deposits,  in  connection  with  any  practicable 
“  co-operative  ”  system,  and  think  he  will  do  well  to  write 
another  paper  elaborating  his  suggestion.  There  have  been 
many  proposals  for  placing  the  liusiness  of  gas  supply  upon 
i  co-operative  footing  ;  but,  apart  from  the  sliding  scale,  we 
Jo  not  recall  any  that  are  really  worth  talking  about.  The 
sliding  scale  is  truly  a  co-operative  system,  because  it  gives 
the  consumers,  as  a  rule,  two-thirds  of  all  extra  profits,  and 
only  then  enables  the  suppliers  to  take  the  remaining  third 
if  they  choose.  This  is  co-operation  of  a  very  high  order ; 
and  if  Mr.  M‘ Gilchrist  has  anything  better  to  suggest,  we 
shall  be  glad  to  hear  from  him. 

The  question  of  internal  fittings  is  the  key  of  the  problem 
of  rendering  gas  lighting  popular  among  the  poor,  and  it 
is  one  to  which  Mr.  M‘Gilchrist  and  other  gas  managers 
who  may  be  desirous  of  extending  the  consumption  of  gas 
among  the  people  who  now  burn  oil  may  devote  their  best 
attention.  It  is  easy  to  propound  generalities  upon  this  vital 
subject ;  but  hard  to  get  a  firm  grip  of  the  matter,  and  harder 
to  carry  good  measures  into  practice.  One  is  tired  of  listen¬ 
ing  to  protestations  of  good-will  from  gas  officials  with 
relation  to  this  vexed  question,  while  so  little  is  being  done  to 
deal  with  it  even  tentatively.  When  a  congress  of  gas  managers 
who  have  had  experience  of  retailing  gas  in  small  quantities 
in  different  parts  of  the  kingdom  meets  for  the  comparison 
of  notes  and  the  interchange  of  counsel,  it  may  be  possible 
to  say  something  fresh  upon  the  subject  by  way  of  comment; 
but  until  that  day,  which  seems  to  be  far  distant,  there  is 
nothing  to  be  remarked  upon  it  except  to  lament  that  what 
everybody  admits  to  be  desirable  in  the  abstract  is  realized 
even  in  part  by  so  few. 

In  conclusion,  we  may  be  permitted  to  observe  that,  again 
like  the  Decalogue,  Mr.  M'Gilchrist’s  ideal  is  already  fairly 
realized  in  different  examples.  With  but  little  exception,  all 
his  programme  may  be  found  in  force  in  various  localities. 
There  are  some  towns  wherein  the  highest  quality  of  gas  that 
can  be  made  from  cannel  coal  is  to  be  had  ;  some  where  the 
gas  is  cheap ;  some  where  it  is  as  pure  as  chemical  science 
can  make  it ;  others  where  canvassers  are  employed  ;  others, 
again,  where  fittings  are  supplied  on  hire,  rentals  collected 
at  short  intervals,  meter-rents  not  charged,  and  the  other 
points  of  Mr.  M‘Gilchrist’s  charter  in  full  force.  There  are, 
as  he  admits,-  towns  where  the  Corporation  do  not  take 
money  out  of  the  pockets  of  gas  consumers  to  pay  rates  ;  but 
these  are  not  so  many  as  might  be  desired.  As  to  rating 
gas  undertakings  fairly,  that  is  one  of  the  great  exceptions 
which  prove  the  i-est  of  the  statement.  The  problem  appears 
to  be  to  combine  all  these  good  points  in  one  example,  and 
afterwards  in  all.  It  is  like  the  problem  of  humanity.  There 
is  enough  good  scattered  among  men  to  make  an  ideal  man, 
if  we  could  get  it  all  together.  To  this  end  evolution  tends, 
with  slow  advance  and  many  backslidings  ;  but  until  it  is 
reached,  the  efforts  of  those  who  desire  it  must  be  regular, 
persistent,  and  practical. 

THE  MEETING  OF  THE  GASLIGHT  AND  COKE  COMPANY. 
The  half-yearly  general  meeting  of  The  Gaslight  and  Coke 
Company  was  held  last  Friday  ;  and  the  proceedings  will  be 
found  reported  in  full,  as  usual,  in  another  column.  They 
are  not  of  a  very  interesting  character.  The  Governor 
(Colonel  Makins,  M.P.)  made  the  conventional  speech — 
going  through  all  the  entries  in  the  accounts  one  by  one, 
and  comparing  them  with  the  amounts  for  the  corresponding 
period  of  last  year.  This  is  always  a  tedious  process,  and 
strikes  us  as  particularly  superfluous  in  the  case  of  the  Char¬ 
tered  accounts,  since  all  the  entries  are  comparable  at  a 
glance  with  the  previous  year’s  returns  printed  in  the  margin. 
It  is  customary,  however,  for  Chairmen  of  Gas  Companies 
to  treat  meetings  of  propi’ietors  as  though  none  of  the  com¬ 
pany  could  be  trusted  to  do  a  mental  subtraction  sum  ;  and 
Colonel  Makins  is  far  too  good  a  Conservative  to  break  in 
upon  such  time-honoured  usage.  For  all  his  show  of  careful 


explanation  of  the  accounts,  however.  Colonel  Makins  left 
his  hearers  wholly  in  the  dark  with  regard  to  that  important 
question  which  everybody  who  is  at  all  interested  in  the 
Company  has  been  asking  ever  since  the  Directors’  prelimi¬ 
nary  notification  of  the  rate  of  dividend  and  amount  of  the 
balance  to  be  carried  forward  was  sent  to  the  newspapers. 
He  said  something  in  the  course  of  his  address  about  the 
Board  not  being  in  the  habit  of  reducing  the  price  of  gas  by 
“leaps  and  bounds.”  But  that  is  precisely  what  they  have 
done  ;  and  it  is  the  very  reason  why  criticism  has  grown 
helpless  in  face  of  the  Company’s  accounts.  Nobody  out¬ 
side  Horseferry  Road — and  not  very  many  inside  that  estab¬ 
lishment — can  feel  much  confidence  in  predicting  anything 
respecting  the  immediate  future  of  the  Company,  as  a 
matter  of  accounts.  There  is,  of  course,  a  general  idea 
that  the  Company  is  “  all  right ;  ”  but  nobody  can  go  beyond 
this  and  declare,  with  any  approach  to  certainty,  whether  by 
this  time  next  year  the  undivided  balance  will  be  increased 
to  a  million,  or  be  eaten  into  to  make  up  dividend,  or  at 
what  price  the  Board  may  think  fit  to  sell  gas.  It  is 
significant  that  not  one  proprietor  echoed  the  Governor’s 
expressions  of  congratulation  upon  the  excellence  of  the 
statement  submitted  by  the  Board  ;  probably  for  the  reason 
that  nobody  pretends  to  have  any  understanding  in  the  matter. 
The  proprietors  take  what  the  Board  are  pleased  to  give 
them,  and  none  of  them  care  about  the  accounts.  The  pro¬ 
ceedings  were  enlivened  by  the  inevitable  bit  of  word-fencing 
between  the  Governor  and  Mr.  George  Livesey.  As  Mr. 
Livesey  says.  Colonel  Makins  cannot  leave  him  alone.  The 
Governor  peers  over  the  table  to  see  if  Mr.  Livesey  is  present 
among  the  shareholders ;  and  then  he  deliberately  stirs  him 
up  by  some  ex  parte  statement  relating  to  “  our  neighbours 
“  across  the  river,”  which  he  knows  will  bring  the  Chairman 
of  the  South  Metropolitan  Company  on  his  legs.  This  time 
Colonel  Makins  touched  up  his  brother  Chairman  upon  the 
subject  of  the  dealings  of  the  Metropolitan  Board  of  Works 
with  the  two  Companies,  and  also  with  reference  to  the 
litigation  mentioned  in  the  report.  As  usual,  Mr.  Livesey 
proved  well  able  to  take  care  of  himself  and  his  Company. 
We  have  had  on  previous  occasions  to  remark  the  unfortunate 
propensity  sometimes  displayed  by  Colonel  Makins  for  saying 
ungracious  and  irritating  things.  He  has  managed  to  avoid 
this  failing  for  the  last  meeting  or  two ;  his  last  error  in 
this  line  being  the  declaration,  when  the  movement  for  the 
abolition  of  the  London  Coal  Dues  was  only  beginning,  that 
the  question  was  insignificant  to  the  Company.  We  do  not 
believe  that  Colonel  Makins  wishes  to  stand  in  a  bad  light  in 
the  public  eye  ;  but  why  will  he  say  such  things  as  he  did  on 
Friday,  when  sneering  at  the  project  to  give  the  public  the 
benefit  of  the  remission  of  the  dues  as  being  “  philanthropy, 
“  which  is  not  business?”  It  is  so  easy  not  to  pose  as  a 
grasping  monopolist,  that  any  Chairman  of  a  Gas  Company 
who  goes  out  of  his  way  to  incur  this  reproach  displays 
lamentable  want  of  tact,  to  say  the  least.  Again,  to  respond 
to  Mr.  Livesey’s  observations  upon  the  lawsuit  between  the 
two  Companies  by  saying  in  effect  that  the  South  Metropo¬ 
litan  Company  must  own  to  being  in  the  wrong,  apologize,  and 
pay  all  costs  before  the  Chartered  Board  will  meet  them  in  a 
friendly  spirit,  is  not  the  best  way  of  dealing  with  such  a 
question.  Colonel  Makins  claims  that  his  side  have  gone 
to  law  because  they  think  they  are  right ;  but  he  never  seems 
to  realize  that  the  other  party  may  be  defending  themselves 
for  precisely  the  same  reason,  and  with  quite  as  much  justi¬ 
fication.  This,  however,  is  a  comparatively  small  matter ; 
for,  as  between  two  Gas  Companies  in  litigation,  an  un¬ 
gracious  remark  or  two  from  either  side  is  not  likely  to  offend 
the  public  very  seriously.  It  is  to  be  feared  that  such  cynical 
observations  as  those  which  Colonel  Makins  unfortunately 
permitted  himself  to  make  with  regard  to  the  effect  of  the 
abolition  of  the  coal  dues  will  rankle  in  the  minds  of  those 
with  whom  the  Company  which  he  represents  have  every 
interest  in  keeping  on  the  most  amicable  terms ;  and  we 
therefore  think  that  his  conduct  in  this  respect  on  Friday 
deserves,  as  the  candid  statesman  confessed,  to  be  charac¬ 
terized  as  “  worse  than  a  crime — it  was  a  blunder.” 

HOLIDAYS  FOR  THE  BIRMINGHAM  GAS  STOKERS. 

The  Birmingham  Town  Council  had  a  field-day  last  week, 
when  sundry  matters  connected  with  the  administration  of 
the  Gas  Department  occupied  the  attention  of  the  local 
Parliament  for  five  hours ;  and  an  amount  of  talking  was 
done  in  the  Council  Chamber  which  drew  down  upon  the 
perpetrators  the  censure  of  the  overtaxed  local  press.  We 
have  already  had  occasion  to  point  out  that  the  situation  of 
the  Birmingham  Gas  Department  cannot  be  rightly  under- 
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stood  without  an  acquaintance  with  local  politics,  to  which 
an  outsider  cannot  pretend,  or,  if  he  did,  could  not  profiti^ly 
meddle  with.  Hence  we  cannot  say  for  certain  why  the  Gas 
Committee  wished  to  refer  to  the  General  Purposes  Committee 
the  question  of  granting  holidays  to  the  w'orkmen  employed  in 
carbonizing,  instead  of  dealing  with  it  themselves. 
matter  of  fact,  it  seems  to  have  been  the  general  idea  of 
the  members  of  the  Tow'ii  Council  that  the  Gas  Com¬ 
mittee  should  attend  to  this  among  their  other  business  ;  and 
so,  after  a  great  deal  of  discussion,  the  matter  was  refeired 
back  to  them,  with  the  consent  of  the  leading  members  of 
the  Committee.  It  was  stated  that  the  Committee  desired  that 
something  like  a  general  principle  with  regard  to  the  holidays 
of  Corporation  workmen  should  be  stated  by  the  General 
Purposes  Committee — a  principle  to  which  all  the  depart¬ 
ments  could  conform.  There  is,  of  course,  much  to  be  said 
in  favour  of  this  view  of  the  subject,  for  it  can  be  easily 
understood  that  harmony  among  the  various  departments  of 
the  same  Corporation  must  be  a  desideratum,  and  also  that 
nothing  is  more  likely  to  destroy  this  general  agreement  than 
conflicting  practices  in  the  treatment  of  workmen  by  the 
different  Committees.  At  the  same  time,  it  appears  to  us, 
rightly  or  wrongly,  that  this  idea  of  the  unity  of  Corpora¬ 
tion  administration  may  be  pushed  to  such  an  extreme  that 
practical  injustice  may  follow.  Thus,  while  there  is  truth  in 
the  proposition  that  the  workmen  of  the  Birmingham  Gas 
Department  are  paid  by  the  ratepayers,  like  those  of  the 
Water  or  the  Health  Department,  yet  every  department  is  not 
less  truly  to  be  regarded  as  a  concern  by  itself,  to  be  adminis¬ 
tered  according  to  its  own  laws  and  necessities.  It  can 
scarcely  be  disputed  that  the  custom  of  giving  a  week  s 
holiday  in  the  year  to  stokers  and  other  gas  workmen  is  a 
good  and  desirable  one ;  and  we  cannot  see  that  its  quality 
suffers  from  the  non-existence  of  any  similar  custom  in  other 
undertakings,  even  though  belonging  to  the  same  ownership. 
Bather,  we  should  say,  let  the  Gas  Department  show  the 
example,  if  a  precedent  is  needed ;  and  the  others  would 
“follow  suit”  as  rapidly  as  their  circumstances  permitted. 
"S^'e  make  these  observations  in  the  interest  of  the  gas  work¬ 
men  and  of  those  of  their  superiors  who  desire  to  take  the  proper 
course  in  this  matter,  and  are  more  particularly  concerned 
to  state  the  question  fairly,  upon  the  highest  grounds,  beca,use, 
in  the  course  of  the  debate  in  the  Council  upon  the  subject, 
Mr.  Bishop,  the  Chairman  of  the  Gas  Committee,  seems, 
according  to  the  newspaper  reports,  to  have  fallen  back,  by 
way  of  opposition,  upon  the  plea  that  to  give  the  stokers  their 
holiday  w’ould  cost  £1000  a  year,  which  he  appeared  to  adduce 
as  a  very  serious  consideration.  We  should  be  sorry  to  think 
that  the  Birmingham  ratepayers  are  so  grasping  as  to  adopt 
this  idea.  We  do  not  desire  to  attribute  to  Mr.  Bishop  any 
sympathy  with  the  objection  w’hich  he  stated.  He  may  have 
mentioned  it  simply  in  order  that  the  Council  and  the  rate¬ 
payers  should  know  what  are  the  circumstances  of  the  case, 
and  to  prevent  anybody  from  saying  afterwards  that  he  did 
not  understand  the  conditions.  The  question  having  been 
left  to  be  settled  by  the  Gas  Committee,  they  dealt  with  it  in 
a  perfectly  satisfactory  manner.  The  debate  concluded  with 
one  of  the  attacks  upon  the  Gas  Committee  and  their  chief 
officials  to  which  the  local  public  are  growing  accustomed, 
and  which,  knowing  the  quarter  whence  they  proceed,  they 
are  probably  able  to  appreciate  at  their  true  value. 


At  the  ordinary  general  noeeting  of  the  Wandsworth  and  Putney 
Gas  Company  held  last  Tuesday,  Mr.  A.  G.  Ilounshain  was  unani¬ 
mously  elected  Auditor  in  the  place  of  Mr.  Johnstone,  deceased, 
who  had  filled  the  office  for  the  long  period  of  43  years. 

The  summer  moetingof  the  Institution  of  Mechanical  Engineers 
was  opened  in  Trinity  College,  Dublin,  last  Tuesday  week,  under 
the  presidency  of  Mr.  E.  II.  Carbutt.  After  the  preliminary  pro¬ 
ceedings,  the  President  delivered  an  address,  dealing  mainly  with 
the  growth  of  Ireland.  At  its  close,  several  papers  were  read,  and 
discussions  followed  ;  after  which  the  visitors  were  entertained  at 
luncheon.  In  the  afternoon  there  was  an  excursion  down  Dublin 
Bay  ;  and  the  day  concluded  with  a  dinner  at  the  Royal  University 
Buildings.  On  the  following  day  the  reading  of  papers  was  resumed  ; 
and  this  occupied  tlie  morning.  After  luncheon  various  excursions 
were  made;  one  being  to  the  Valle}'  of  Olenesmoel,  whore  the 
supply  of  water  for  the  city  is  derived  from  the  Rathmines  and 
Ratligar  Water- Works.  In  the  evening  a  conversazione  was  held 
by  the  Local  Committee  in  the  Royal  Irish  Academy.  By  the 
courtesy  of  the  Lord  Mayor,  the  Mansion  House  was  also  opened 
to  the  visitors ;  and  dancing  was  kept  up  till  a  late  hour.  On 
the  following  Tliursday  the  members  paid  a  visit  to  Belfast,  where 
they  8])ent  the  rest  of  the  week  ;  an  inspection  on  Friday  of  the 
Kew  Island  lighthouse,  where  Mr.  Wigham’s  system  of  gas  light¬ 
ing  is  in  use,  being  an  interesting  feature  of  the  proceedings. 


®ssans,  Commentaries,  anb  ilebietos. 

G-\S  AND  W.\TER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  80G.) 

Business  on  the  Stock  Exchange  during  the  past  week  has 
naturally  been  restricted,  owinj'  to  the  interference  of  the  Bank 
Holiday  on  Monday.  But  there  was  no  tendency  in  prices  to 
droop ;  the  balance  of  influences  being,  on  the  whole,  decidedly 
favourable,  aided  by  fine  weather  and  political  calms.  The  Gas 
Department  has  been  decidedly  quiet ;  and  very  little  business  has 
been  done  in  any  but  the  two  large  issues.  Gaslight  ‘‘  A  ’  and  Im¬ 
perial  Continental.  The  recovery  in  the  former  from  its  sudden 
depression,  signs  of  which  we  noted  last  week,  made  further  pro¬ 
gress  ;  and  the  quotation  shows  a  rise  of  li-  The  stock  closed 
firm ;  the  last  transaction  being  at  the  best  price  marked  m  the 
week — 256^.  The  Company’s  meeting  on  Friday  was  quiet  and 
satisfactory,  and  what  then  transpired  should  be  reassuring.  The 
accounts  of  the  South  Metropolitan  Company  are  out,  and  are  a 
gratifying  financial  history  of  the  past  half  year.  The  Company  s 
stocks,  however,  have  not  moved,  nor  has  a  single  transaction  in 
them  been  marked  throughout  the  week.  The  interest  evoked  by 
the  fortunes  of  gas  undertakings  in  the  Metropolis  will  be  complete 
when  the  Commercial  Company’s  accounts  are  published.  Me 
shall  be  prepared  to  find  that,  owing  to  the  nascent  revival  of  trade 
in  the  east  of  London,  and  to  other  causes,  the  Company  will 
be  able  to  issue  a  statement  of  figures  thoroughly  satisfactory 
to  the  proprietors,  and  to  all  who  take  an  interest  in  the  well- 
being  of  the  Metropolitan  Gas  business,  in  respect  of  a 
fair  increase  in  the  consumption  of  gas  as  well  as  m  sales 
of  residuals.  There  is  no  move  in  the  position  of  the  Com¬ 
pany’s  stocks.  Imperial  Continental  is  very  steady  pretty  well 
the  same  prices  being  marked  every  day.  Some  of  the  other 
Foreign  undertakings  have  made  slight  advances ;  Continental 
Union  old  and  European  new  being  i  better,  and  Cagliari  is  quoted 
ex  div.  at  the  previous  price.  The  Water  Department  continues 
very  inactive ;  but  the  upward  move  is  still  in  action,  and  has 
made  larger  strides — Southwark  7J  per  cents,  having  risen  6,  and 
Now  River  4.  The  Bank  rate,  after  standing  at  2i  per  cent,  for 

nine  weeks,  was  raised  on  Thursday  to  3  per  cent.  ^ 

The  daily  market  movements  were;  On  Tuesday,  Gaslight  A 
and  Imperial  Continental  were  active ;  but  hardly  anything  else 
was  noticed.  Water  was  quite  stagnant.  Gas  was  quieter  but 
firm  on  Wednesday ;  Gaslight  “  A  ”  advancing  IJ.  Water  was  as 
before.  On  Thursday,  business  in  Gas  was  very  restricted  ;  but 
Water  was  a  shade  better.  Chelsea  rose  1  ;  New  River,  4;  and 
Southwark  7i  per  cents.,  6.  There  was  a  shade  more  animation 
in  Gas  on  Friday;  and  Continental  Union  advanced  J.  In  M'ater, 
Kent  was  2  higher ;  and  East  London,  1.  Saturday’s  business 
was  extremely  restricted  in  all  departments.  Gas  was  quiet,  but 
very  firm.  European  new  rose  Water  was  quite  featureless ; 
and  quotations  were  unchanged. 


ELECTRIC  LIGHTING  MEMOR.^.NDA. 

THE  MAXIM-WE8TON  COMPANY  UNDER  NEW  MANAGEMENT  AN  IDLE  COMPLAINT 
— THE  EFFECT  OF  ARTIFICIAL  LIOHTINO  UPON  WATER  COLOURS  THE 
NEW  OULCHER  COMPANY.  f  l  Ar  ' 

The  changes  in  connection  with  the  management  of  the  Maxim- 
M’eston  Electric  Company,  which  have  on  several  occasions 
recently  furnished  matter  for  comment  in  this  column,  have  at 
last  culminated  in  the  retirement  of  Mr.  Hugh  M  att,  M.I .,  the 
late  Chairman  and  Managing  Director,  and  the  termination  by  the 
new  Board  of  the  engagement  of  the  Secretary.  A  new  Secretary, 
a  member  of  a  firm  of  chartered  accountants,  has  been  appointed  ; 
and  the  true  financial  position  of  the  Company  will  therefore  in  all 
probability  be  discovered  and  announced  on  an  early  date.  All 
this  is  important  matter  in  respect  of  the  position  of  electric  light¬ 
ing  in  this  country,  for  the  Maxim-M^eston  Company  have  been 
one  of  the  few  surviving  rivals  of  the  great  Brush  Company ;  and 
either  their  removal  or  rehabilitation  in  a  business  way  Avould  affect 
the  prospect}  of  this  concern.  At  present  it  is  impossible  to  say 
what  the  condition  of  the  Maxim-Weston  Company  really  is.  The 
two  inventors  Avhose  names  supply  the  Company  s  title  are 
deservedly  respected  as  being  those  of  two  of  the  cleverest  elec¬ 
tricians  of  the  age ;  and  it  is  generally  understood  that  the  Com¬ 
pany  have  at  their  command  as  good  a  system,  or  systems,  of 
lighting,  both  with  arc  and  incandescent  lamps,  as  there  are  at 
present  in  the  market.  Their  troubles,  however,  illustrate  the 
truth  that  something  more  than  technical  excellence  is  wanted  to 
make  electric  lighting  commercially  profitable  ;  and  while  nqboily 
likes  to  see  good  work  go  without  proper  remuneration,  the  history 
of  the  Maxim-M’eston  speculation  is  full  of  teaching  to  those  who 
hold  that  the  day  of  commercial  success  has  not  yet  dawned  for 
electric  lighting  in  England.  It  remains  to  bo  seen  whether  the 
removal  of  the  old  administration  will  save  the  Company ;  but  our 
own  idea  upon  the  suldect  is  that  the  reform  of  the  management 
will  not  have  all  the  effect  in  this  direction  that  some  of  tlie  more 
sanguine  among  the  shareholders  seem  to  iHdieve. 

Matters  must  be  very  stagnant  in  the  electric  lighting  business, 
for  our  contemporary  the  Klecirical  Uevirw  is  driven  to  give  the 
place  of  honour  in  its  last  issue  to  an  elaborate  criticisin  of  a 
specification  for  wiring  an  electric  light  installation  in  London,  the 
greati  r  part  of  which  is  very  **  small  beer"  indeed.  The  various 
safeguards  insisted  upon  by  the  electrical  engineer  who  drew  up 
the  specification  iu  question  are  ridiculed  in  language  which  i“  no 
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always  dignified,  and  the  whole  tirade  runs  into  nearly  five  columns 
of  letterpress.  One  would  think  that  a  better  punishment  of  any 
engineer  who  should  make  himself  so  utterly  absurd  as  the 
victim  of  this  long  complaint  appears  to  have  done  would  be  for 
every  respectable  firm  of  contractors  to  refuse  to  tender  for  the 
work.  Our  contemporary  thinks  differently,  however,  and  drives 
home  its  reproaches  with  a  reference  to  the  happier  circumstances 
of  the  gas-fitting  trade.  One  of  the  obligations  complained  of  in 
the  offending  specification  is  that  it  shall  conform  to  the  require¬ 
ments  of  the  electrician  of  the  Phoenix  and  other  fire  offices,  who, 
as  is  well  known,  has  drawn  up  rules  for  this  class  of  work  We 
are  gravely  told,  on  the  authority  of  “  one  of  the  largest  gas-fitters 
in  the  Metropolis,”  that  gas-fitting  is  never  subjected  to  fire  insur¬ 
ance  inspection;  and  the  same  authority  is  ‘‘firmly  of  the  opinion 
that  had  gas  been  vigorously  confined  to  the  petty  restriction  that 
now  seems  likely  to  be  bound  round  the  electric  lighting  industry 
more  tightly  than  ever,  it  would  not  at  the  present  moment  be  hold¬ 
ing  such  a  prominent  place  amongst  the  essential  necessities  of  the 
world.”  This  is  the  veriest  trifling.  If  electric  light  wires  had 
never  set  anything  on  fire,  there  would  not  have  been  any  occasion 
for  the  fire  offices  to  take  cognizance  of  the  way  in  which  they  are 
fitted.  As  they  have  done  this  again  and  again,  and  will  probably 
do  so  a  good  many  times  in  the  future,  it  is  idle  to  complain  of  the 
fire  offices  for  declining  to  take  risks  unless  their  regulations  are 
complied  with,  or  of  consulting  engineers  for  insisting  on  their 
clients’  interest  being  properly  safeguarded  in  this  respect.  The 
reference  to  the  case  of  gas-fittings  is  childish.  When  gas  was 
first  introduced,  it  was  popularly  thought  that  the  pipes  which 
conveyed  it  into  houses  must  be  hot ;  and  the  gas-fitting  of  the 
Old  Houses  of  Parliament  was  originally  arranged  in  accordance 
with  this  view.  The  fathers  of  the  gas-fitting  art  did  not  waste 
their  breath  in  objections  to  what  they  knew  were  stupid  regula¬ 
tions,  but  obeyed  them,  charged  accordingly,  and  left  the  truth  to 
be  revealed  by  experience.  So  the  electricians  should  do ;  and  if 
they  are  maligned  by  over-nervous  engineers,  time  will  show  who 
is  in  the  right. 

A  report  by  Dr.  Eussell,  F.R.S.,  and  Captain  Abney,  R.E., 
F.E.S.,  on  the  effect  of  artificial  and  natural  light  upon  the  tints 
of  the  water-colour  paintings  in  the  National  Collection  at  South 
Kensington  has  been  issued  as  a  blue-book,  and  contains  much 
interesting  matter  for  artists,  owners  of  pictures,  and  lighting 
engineers.  The  South  Kensington  picture  galleries  are  well 
lighted  at  night,  by  both  kinds  of  electric  lamps,  and  also  by 
gas;  and  the  report  of  the  experts,  based  upon  experiments,  is 
very  reassuring  with  respect  to  all  the  systems  of  artificial  lighting 
in  use.  Taking  the  amount  of  fading  of  test  colours  exposed  to 
direct  sunshine  from  May  to  August  as  the  standard,  it  is  shown 
that,  under  the  usual  conditions  of  lighting  by  day  in  these  gal¬ 
leries,  at  least  100  years  would  be  required  to  produce  a  similar 
effect.  With  gas  or  incandescent  lamps  at  least  2000  years  of 
continuous  illumination  would  be  necessary  for  the  same  result ; 
and  with  arc  lamps  it  might  be  produced  in  200  years.  It  should 
be  concluded  from  this  statement,  which  is  made  on  the  highest 
obtainable  authority,  that  the  public  art  treasirres  in  water  colour 
are  perfectly  safe  as  exhibited  under  the  ordinary  conditions  of 
illumination. 

By  dint  of  great  exertions,  the  sum  of  ^612,000  in  preference 
shares  has  been  raised  for  enabling  the  reconstituted  Gulcher 
Electric  Light  and  Power  Company  to  commence  business  afresh. 
As  A'‘20,000  was  needed  by  the  Board,  the  remaining  T8000  is  to 
be  obtained  by  the  issue  of  debenture  stock.  The  first  ordinary 
meeting  of  the  new  Company  was  held  last  week,  when  the 
Articles  of  Association  were  altered  to  meet  the  circumstances. 
The  Gulcher  lamp  is  a  very  good  one,  as  arc  lamps  go  ;  being  one 
of  the  steadiest  and  most  reliable.  As  with  the  Maxim-Weston 
systems,  however,  the  Company  owning  this  clever  invention 
failed  to  make  both  ends  meet ;  and  technical  excellence,  without 
other  indispensable  elements  of  commercial  success,  was  found  to 
be  of  little  avail.  If  managers  and  proprietors  of  electric  lighting 
systems  are  able  to  learn  by  experience,  and  are  not  in  this  respect 
like  the  deservedly  unfortunate  Bourbons,  a  Company  that  has 
been  blessed  with  a  second  chance  of  active  existence  ought  to  do 
fairly  well  by  eschewing  the  bad  old  ways  of  its  early  prime,  and 
going  on  in  the  road  of  unsensational,  plodding  endeavour.  It  is  a 
common  remark,  with  reference  to  mankind,  that  no  man  can 
expect  to  enjoy  two  forenoons  in  the  same  day.  So  with  trading 
companies,  one  failure  generally  destroys  their  prospects  of  utility 
hy  sapping  the  confidence  of  their  supporters,  which  is  their 
life.  The  Gulcher  Company  are  more  fortunate  than  the  generality 
of  their  companions  born  at  the  same  period,  and  for  the  most 
part  interred  beyond  the  possibility  of  resuscitation.  It  is  to  be 
hoped  they  will  do  better  in  their  second  life  than  in  their  first 
stage  of  existence. 

Dr.  Neudorfer,  of  Vienna,  has  found  in  a  substance  called 
“  creoline  ”  a  valuable  antiseptic.  It  is  a  sort  of  tar  obtained  from 
bituminous  coal  by  dry  distillation.  It  is  closely  related  to  creosote, 
carbolic  acid,  resorcine,  and  hydrochinon.  This  substance  has 
been  found  highly  advantageous  in  preventing  the  spread  of 
erysipelas,  the  pains  of  which  it  also  reduces,  and  effects  an  early 
cure.  By  its  use,  the  subcutaneous  injections  of  carbolic  acid  are 
not  required.  He  has  also  used  creoline  for  the  treatment  of 
ordinary  flesh  wounds,  and  for  the  removal  of  tumours.  A  gauze 
is  prepared  which  is  dipped  in  a  solution  of  creoline.  The  Doctor 
considers  it  to  be  the  most  trustworthy,  convenient,  and  harmless, 
as  well  as  the  cheapest  of  the  antiseptic  preparations. 


THE  NEW  READING  GAS-WORKS. 

Reference  has  already  been  made  in  the  Journal  to  the  opening 
of  the  new  manufacturing  station  which  Mr.  Edward  Baker,  Assoc. 
M.  Inst.  C.E.,  has  just  constructed  for  the  Reading  Gas  Company. 
We  hope,  by  Mr.  Baker’s  kindness,  to  be  able  soon  to  give  our 
readers  full  particulars,  with  drawings,  of  these  interesting  works. 
Therefore  the  present  notice  of  their  completion — to  the  extent,  at 
least,  ofbeing  brought  into  use  in  preparation  for  the  coming  winter 
— must  be  taken  as  only  an  introductory  description  of  the  general 
arrangement.  The  fame  of  Mr.  Baker’s  work  has  already 
ti'a veiled  far  ;  and  many  are  the  visitors  he  has  had  on  this  account, 
since  the  day  last  year  when  the  members  of  the  Southern 
District  Association  of  Gas  Managers  went  to  Reading  and  saw 
the  new  buildings  in  course  of  erection.  One  could  tell  then 
what  was  going  to  be  the  general  character  of  the  work ;  and  the 
Engineer  received  many  well-deserved  compliments  upon  it. 
Now,  however,  promise  has  been  realized  in  achievement;  and 
we  are  not  exaggerating  the  merits  of  the  new  station  in  declar¬ 
ing  it  to  be  one  of  the  most  interesting  gas-works  in  the  United 
Kingdom,  on  account  of  the  evidences  of  thoughtful  design 
with  which  it  abounds  in  every  part,  and  of  the  patent 
thoroughness  with  which  these  designs  have  been  carried  out. 
Mr.  Baker  is  a  very  retiring  man  among  his  fellows,  and  is 
not  often  hoard  of  when  controversy  rages  round  disputed  points 
of  engineering  or  carbonizing  practice.  Those  of  his  colleagues 
who  do  not  know  him,  however,  or  know  him  but  slightly  in  con¬ 
nection  with  the  gas  supply  of  the  quiet  town  on  the  Thames 
which  is  mostly  celebrated  for  biscuits  and  seeds,  will  be  astonished 
to  learn  that  the  high-water  mark  of  gas  engineering  may  be  seen 
in  his  works  as  plainly  as  in  others  of  much  greater  pretensions 
in  point  of  size.  After  a  visit  to  Beading  and  one  or  two  other 
places  that  might  be  named,  one  begins  to  perceive,  if  it  has  not 
been  understood  before,  that  the  popular  notion  that  interest  and 
instruction  culminate  in  huge  works  is  a  mistake.  A  great  gas¬ 
works  in  particular  may  be,  and  often  is,  only  a  multiplication  of 
features  anything  but  admirable  in  themselves.  Enormous  size, 
of  course,  has  its  own  imposing  attributes  ;  and  the  special  interest 
of  great  works  is  that  in  them  the  insignificant  details  of  small 
establishments  are  strikingly  magnified — entailing  developments 
which  cannot  be  found  elsewhere.  In  all  essentials,  however,  size 
is  often  only  a  ‘‘blind  ;  ”  and  a  gas-works  which  can  only  be  pro¬ 
perly  traversed  on  a  steam  tramway  may  contain  less  that  is 
worthy  of  study  than  a  little  place  which  can  be  walked  through 
in  a  few  minutes.  So  it  is  that  there  is  scarcely  a  gas-works  in  the 
kingdom  better  worthy  of  a  visit  at  this  time  than  that  of  Reading ; 
and  we  hope  to  be  forgiven  by  Mr.  Baker  for  saying  so,  and  thus 
bringing  on  him  more  of  the  plague  of  deputations  and  inquiry- 
circulars  than  he  already  suffers  from.  Truth  must  be  told,  how¬ 
ever  ;  and  having  discovered  what  Reading  has  to  show  to  interest 
a  gas  engineer,  we  must  tell  it  at  all  hazards. 

The  new  Reading  works  make  a  fine  show  from  any  of  the 
railway  lines  approaching  the  town  from  the  eastward,  as  they 
are  contiguous  to  the  South-Eastern  Company’s  line,  and  are 
bounded  by  the  River  Kennet  just  before  it  debouches  into  the 
Thames.  To  find  the  site  from  the  town  is  not,  however,  so  easy; 
for  it  disappears  as  soon  as  one  quits  the  vantage-ground  of  the 
railway,  and  is  finally  re-discovered  at  the  bottom  of  a  narrow 
entry  round  the  corner  of  the  great  biscuit  factory.  The  entrance 
to  the  works  is,  however,  the  last  object  of  Mr.  Baker’s  solicitude. 
He  has  nearly  finished  what  he  has  to  do  for  the  present  in  the 
yard ;  and  then  at  a  blow  a  block  of  old  buildings  will  be  cleared 
away,  a  small  linking-piece  of  roadway  made  good,  and  the  way 
to  the  new  station  will  be  worthy  of  the  rest  of  the  extensions. 
The  new  works  occupy  a  site  almost  adjacent  to  that  of  the  old 
ones,  but  separated  from  it  by  a  branch  of  the  Kennet,  over  which 
Mr.  Baker  has  thrown  a  peculiarly  light  and  neat  iron  bridge  for 
road  traffic,  and  for  carrying  the  new  trunk  mains.  It  is  a  low- 
lying  quarter  of  rivers  and  navigation  cuts  ;  and  when  the  Gas 
Company  bought  their  new  site,  it  lay  in  winter  under  3  feet  of 
water.  The  gasholder  was  the  first  structure  put  up  here  ;  and 
the  story  goes  that  when  the  Engineer  took  the  Contractor  for 
the  tank  to  show  him  the  scene  of  his  prospective  operations, 
they  went  over  the  whole  site  in  a  boat.  It  was  known,  how¬ 
ever,  that  there  was  a  good  bottom  of  gravel  to  the  half-drowned 
soil ;  and  persevering  dredging  in  the  neighbouring  river,  and 
tipping  the  spoil  on  the  site,  have  now  raised  it  well  above  all 
risk  of  flooding.  Heavy  work  with  the  pumps  was  required  in 
order  to  get  in  the  tank ;  and  for  all  the  other  buildings  the  work 
that  shows  above  ground  is  comparatively  nothing  to  what  has 
gone  down  out  of  sight  in  foundations.  With  a  view  to  the 
future,  thousands  of  tons  of  concrete  have  been  buried  by  Mr. 
Baker  on  this  remarkable  spot ;  and  although  the  present  extent 
of  the  buildings  does  not  show  much  for  the  money  spent  and 
the  trouble  taken,  yet  the  foundations  have  been  made  good  so 
far  in  advance  of  present  requirements  that  the  productive  power 
of  the  station  can  be  doubled  for  a  comparatively  trifling  addi¬ 
tional  outlay.  Fortunately,  there  is  an  unlimited  supply  of  gravel 
in  the  locality,  or  the  cost  of  these  foundations  would  have  been 
almost  prohibitory. 

Interest  at  present  centres  in  the  carbonizing  portion  of  the 
works  and  plaiff  ;  the  rest  being  incomplete.  The  new  retort- 
house,  however,  is  in  full  work,  supplying  all  the  gas  required  for 
the  town.  It  is  in  respect  of  tliis  house  and  its  arrangement  and 
fittings,  that  the  Engineer’s  care  and  thoughtfulness  are  most  con¬ 
spicuous.  He  had  several  problems  to  solve,  as  must  every  de¬ 
signer  of  new  works ;  and  while  it  is  far  from  our  desire  to  claim 
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for  Mr.  Baker  a  perfection  of  skill  and  foresight  which  he  would  be 
the  last  to  appropriate  for  himself,  it  is  at  least  possible  to  declare 
that  he  has  brought  to  bear  upon  the  problems  presented  to  him  a 
wealth  of  experience  and  study,  and  a  power  of  orij^inalit}^,  which 
command  respect.  Half-a-dozen  engineers  equally  careful  and 
skilled  might  have  presented  to  the  world  as  many  different  solu¬ 
tions  of  the  same  problems.  We  admit  that  we  have  not  made 
an}’  independent  study  of  the  case  with  a  view  to  discovering 
wherein  Mr.  Baker  might  with  advantage  have  done  differently. 
All  that  we  are  concerned  for  is  to  tell  as  clearly  as  possible  what 
Mr.  Baker  has  actually  done— leaving  the  credit  or  discredit  a 
matter  for  himself  and  any  who  choose  to  criticize  him  from  the 
standpoint  of  a  better  knowledge  of  the  conditions  and  ciicum- 
stances  than  we  can  pretend  to ;  and  we  have  been  led  to  this  from 
the  conviction  that,  whether  always  right  or  wrong  in  the  solution 
he  has  preferred,  Mr.  Baker  has  done  nothing  heedlessly.  He  has 
not  used  capital  lavishly  to  compensate  for  lack  of  intelligence  in 
design  ;  but  while  spending  money  freely  in  order  to  carry  out  his 
plans  in  the  best  possible  style,  he  has  in  all  respects  sought  first 
that  the  plans  should  be  worthy  of  their  setting.  He  is  fully  en¬ 
titled  to  the  credit  of  doing  his  very  best,  like  a  good  workman, 
according  to  his  lights;  and  that  is  praise  enough  for  any  man. 

The  retort-house  is  a  stage-house,  to  begin  with.  It  is  worthy  of 
remark  how  this  type  of  construction,  which  not  many  years  ago 
was  regarded  as  only  permissible  for  the  largest  retort-houses  in 
densely  populated  districts,  where  land  is  very  precious,  has  of 
late  been  adopted  in  comparatively  small  works.  The  reason  for 
this  change  is  partly  to  be  found  in  the  success  of  Mr.  West’s 
stoking  machinery,  which  has  brought  home  to  gas  engineers  the 
utility  of  mechanical  hoisting,  and  the  desirability  of  taking  advan¬ 
tage  of  gravity.  The  wheelbarrow  has  been  dispensed  with  to  a 
very  noteworthy  extent  since  this  idea  has  come  into  prominence. 
Mr.  West’s  elevator  has  been  the  parent  of  many  devices  to  the 
same  end.  Four  settings  of  eights  supply  all  the  gas  required  in 
Reading — or  did  so  at  the  time  of  our  visit.  These  settings  are 
heated  by  what  we  suppose  we  must  call  Klonne  furnaces,  but 
which  are,  in  point  of  fact,  the  fruit  of  the  experience  of  many 
men,  and  are  as  unlike  the  original  Klonne  system  introduced  into 
this  country  five  or  six  years  ago  as  can  well  be  conceived.  What¬ 
ever  they  may  be,  however,  they  work  well  and  have  never  given 
any  trouble.  The  retorts  are  in  good  heat,  and  ordinarily  work 
off  about  8500  cubic  feet  per  mouthpiece  per  day,  or  perhaps  a  little 
more.  A  higher  duty  might  be  obtained,  so  far  as  the  generators 
are  concerned  ;  but  a  glance  upwards  at  a  row  of  syphoned  water- 
pipes,  intended  to  cool  the  ascension-pipes  by  the  well-known 
expedient,  shows  why  Mr.  Baker  is  not  anxious  to  force  his  retorts 
too  far.  The  generators  stand  on  the  coke-floor,  partly  projecting 
from  the  line  of  settings,  and  are  quite  cool,  so  that  it  is  possible 
to  touch  the  brickwork  with  the  hand.  They  generate  their  own 
steam.  There  is  no  clinker  worth  mentioning,  although  there  is 
good  deal  ofbreeae  burnt  every  day.  The  secondary  air  is  heated 
bv  simple  regenerative  channels.  Altogether  the  firing  arrange- 
ruents  look  very  satisfactory.  The  coke  as  drawn  falls  directly 
down  to  the  coke-floor  ;  a  travelling  shoot  being  arranged  to  conduct 
it  into  the  trunc  waiting  for  it,  in  which  it  is  removed  to  the  yard. 
The  buckstaves  of  the  retort  settings  are  exceptionally  massive, 
since  their  duty  is  not  merely  to  keep  the  bench  together,  but  also 
to  support  the  hydraulic  mains  (which  are  independent  and 
separate  for  every  setting)  and  the  pipe  connections.  It  is  a 
principle  with  Mr.  Baker  that  no  weight  whatever  shall  come 
upon  the  briekwork  of  the  settings.  To  such  a  point  is  this  idea 
carried,  that  the  arches  of  the  benches  are  built  of  specially 
moulded  blocks,  and  there  is  a  clearance  left,  so  that  even  if  the 
arches  should  settle,  the  settings  would  not  necessarily  be  affected. 
The  strong  buckstaves  already  mentioned  are  connected  at  the  top, 
across  the  top  of  the  settings,  by  girders  which  carry  the  hydraulic 
mains  and  pipes.  The  tar  and  liquor  are  taken  off  separately ; 
and  every  section  of  hydraulic  main  is  washed  out  with  clean 
water  every  morning.  'The  foul  main  is  of  light  steel  riveted  pipe, 
which  effectually  gets  rid  of  all  condensable  matters  before  the  gas 
arrives  at  the  condenser  proper,  which  will  scarcely  be  needed 
before  a  great  deal  more  gas  than  is  now  made  is  passed  through 
the  pipes. 

The  coal  is  brought  to  the  retort-house  over  a  viaduct  from  the 
South-Eastern  Railway  main  line ;  and  the  trucks  are  run  in  on 
metals  which  stand  over  the  coal-stores,  on  each  side  of  the  house, 
at  a  level  of  a  few  feet  above  that  of  the  charging-floor.  In  the 
middle  of  the  store  is  the  tip,  where  a  steam-hoist  lifts  one  end  of 
the  truck  bodily,  and  shoots  its  load  down  upon  West’s  elevator 
working  below.  In  this  way  two  men — the  hoisting-engine  driver 
and  his  mate — can  unload  a  lO-ton  truck  of  coal  in  two  minutes. 
In  case  anything  should  happen  to  the  hoisting  machinery,  the 
trucks  can  be  discharged  by  hand  sideways  upon  the  charging- 
floor,  with  very  little  more  trouble.  The  coal  storeage,  which  runs 
parallel  with  the  charging-floor,  is  always  ke|)t  full ;  and  the  fresh 
supply  constantly  tipped  over  the  elevator.  Fresh  coal  is  therefore 
always  used,  except  once  a  year,  when  the  stock  is  cleared  out  and 
replenished.  The  drawing  and  charging  are  effected  by  West’s 
hand  machine ;  but  power  will  probably  be  used  when  the  house 
is  in  full  work.  It  will  be  seen  from  this  description  that  every¬ 
thing  has  been  done  to  spare  band  labour.  The  coal  is  never 
touched  by  a  shovel  in  the  ordinary  way,  from  the  time  it  enters 
the  works  until  it  is  loaded  up  into  carts  as  coke.  The  arrange¬ 
ments  to  this  end  will  repay  careful  study.  It  is  impossible  to 
describe  in  general  terms  how  it  is  done  ;  we  can  only  chronicle 
the  fact. 


The  engine-house  is  in  communication  with  the  retort-house  bv 
means  of  a  system  of  gongs,  whereby  signals  are  transmitted. 
All  the  steam  retpiired  for  the  various  engines  is  supplied  by  a 
pair  of  Galloway  steel  boilers,  situated  in  a  cool,  lofty,  and  airy 
boiler-house.  The  engine  and  exhauster  house  is  of  plain  and 
handsome  design,  and  when  complete  will  contain  three  of 
G Wynne’s  combined  engines  and  exhausters  of  different  sizes, 
for  summer,  autumn  or  spring,  and  winter  use  respectively.  At 
present  the  two  smaller  sizes  of  machines  only  are  fixed.  There 
is  a  water  tower  in  the  same  block  of  buildings.  The  purifying 
shed  is  situated  directly  across  the  yard.  The  condensing, 
washing,  and  scrubbing  apparatus  is  the  best  of  its  kind,  and  con¬ 
veniently  ])laced.  It  is  Mr.  Baker’s  boast  that  there  is  not  a 
T-piece  in  his  works;  all  changes  of  direction  of  the  ga.s  being 
by  easy  bends.  The  same  principle  is  carried  throughout  the  dis¬ 
tributing  plant  in  the  district.  The  pressures  are  remarkably 
uniform  and  steady.  The  other  buildings  completed,  and  wholly 
or  partly  occupied,  comprise  meter-house,  laboratory,  photometer- 
room,  workshops,  and  stores.  A  handsome  block  of  offices  near 
the  gate,  not  yet  finished,  completes  the  list  of  works  in  hand. 
All  the  buildings  are  faced  with  fine  red  brick,  with  blue  brick 
string-courses,  and  are  of  handsome  proportions  and  the  highest 
style  of  finish.  They  are  decidedly  a  credit  to  the  Gas  Company 
and  to  the  town. 


Efltcs. 


The  Aeration  of  Water  Supplies. 

Mr.  Stephen  E.  Babcock  recently  read  a  paper  before  the  New 
England  Water- Works  Association  upon  the  aeration  of  drinking 
water.  After  quoting  authorities  and  referring  to  common  experi¬ 
ence  to  establish  the  desirability  of  aerating  drinking  water  to  its 
utmost  capacity,  Mr.  Babcock  described  the  measures  taken  by 
himself  to  aerate  a  water  supply  after  it  had  been  carried  for  8J 
miles  through  a  closed  conduit.  This  conduit  terminates  at  a 
point  about  ‘2500  feet  from  the  distribution  reservoir.  The  whole 
of  this  distance  is  constructed  as  an  open  paved  channel,  inter¬ 
rupted  by  a  series  of  sixteen  low  weirs,  10  ft.  long  and  2  ft  high, 
placed  along  the  open  channel  at  intervals  of  50  ft.  and  100  ft., 
according  to  the  contour  of  the  ground.  The  channel  is  half-sunk 
in  the  ground  ;  but  measures  are  taken  to  keep  out  surface  water. 
After  running  down  this  channel  the  water  is  conveyed  into  the 
distributing  reservoir  through  a  pipe,  the  end  of  which  is  turned 
up  and  serves  as  a  low  fountain,  to  give  the  supply  a  final  aeration 
before  it  mingles  with  the  waters  of  the  reservoir.  The  open 
channel  and  its  shallow  dams  can  be  cleaned  out  by  draining  off 
the  whole  of  the  water  into  a  by-wash  canal.  The  great  point  in 
Mr.  Babcock’s  plan  is  that  the  water  is  kept  in  a  state  of  constant 
agitation  with  air,  from  the  time  it  strikes  the  first  dam  to  the  end 
of  the  aerating  canal.  It  being  as  yet  doubtful  to  what  extent  simple 
aeration  may  be  relied  upon  as  a  means  of  purifying  drinking 
water,  Mr.  Babcock  supplemented  his  weirs  and  open  channel  with 
a  coke  filter,  and  expresses  the  opinion  that  coke  makes  the  best 
filtering  material  generally  available. 

The  Effect  of  Adding  Sugar  to  Cement. 

Experiments  upon  the  effect  of  the  addition  of  sugar  to 
cement  mortar  have  been  recently  conducted  by  Captain  A. 
von  Griinzweig,  of  Vienna,  the  results  of  which  have  just  been 
published.  Mixtures  were  prepared  of  1  cement  to  3  sand  with  10 
per  cent,  of  water,  and  also  of  pure  cement  with  as  much  water  as 
was  required  to  give  the  mass  the  necessary  plasticity.  From  1  to 
5  per  cent,  of  dry  powdered  sugar  was  well  mixed  with  the  dry 
cement  before  gauging.  The  cement  used  was  of  inferior  quality 
and  only  common,  not  selected,  or  “  normal  ”  sand  was  employed. 
The  briquettes  were  otherwise  prepared  in  accordance  with  the 
rules  for  testing  Portland  cement  laid  down  by  the  Austrian  Society 
of  Engineers  and  Architects ;  but  were  laid  aside  to  harden  in  a 
dry  place,  and  not  under  water.  For  these  reasons  the  strength 
procured  was  far  below  that  prescribed  and  generally  obtained. 
All  the  samples  were  prepared  by  the  same  person,  under  the  same 
conditions,  and  with  the  same  care.  For  every  series  of  samples 
of  mortar  to  which  sugar  was  added,  a  comparative  series  without 
sugar  was  made.  The  tensile  strength  of  the  briquettes  was  per¬ 
tained  by  Kraft’s  cement-testing  machine.  It  should  be  mentioned 
that  the  samples  containing  sugar  (especially  those  without  sand) 
showed  a  strong  tendency  to  adhere  to  the  surface  of  the  smooth 
china  plate  on  which  they  were  placed,  and  also  to  swell.  The 
experimenter  gives  full  particulars  of  the  tests,  which  are  sum¬ 
marized  in  the  Builder.  As  a  general  result,  it  is  stated  that  with 
mixtures  of  cement  and  sand,  hardened  in  a  dry  place,  the  binding 
effect  ma^  be  increased  by  the  addition  of  sugar,  the  addition 
reaching  its  maximum  with  from  8  to  4  per  cent,  of  added  sugar. 
With  pure  cement  the  addition  of  sugar  had  no  additional  binding 
effect. 

Dry  Rot  in  Timbf.r. 

A  report  on  dry  rot  in  timber  has  been  presented  to  the  Standing 
Committee  on  Science  of  the  Royal  Institution  of  British  Architects, 
by  Mr.  W.  H.  Bidlake.  In  this  report  it  is  stated  that  no  woo<l 
which  is  liable  to  damp,  or  has  at  any  time  absor^d  moisture, 
and  is  in  contact  with  Bt.ignant  air,  so  that  the  moisture  Cannot 
evaporate,  is  to  bo  considoretl  safe  from  the  attacks  of  dry  rot. 
Woodwork  painted  or  tarred  before  being  thoroughly  dried  and 
seasoned,  is  liable  to  decay  through  imprisonmeut  of  the  moisture. 
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Large  beams  should  always  be  sawn  through  and  reversed,  so  as 
to  permit  of  completely  drying.  The  ends  of  all  timbers  used  in 
construction  should  be  left  free  whenever  possible,  as  it  is  mostly 
through  the  ends  that  moisture  escapes.  Stagnation  of  air  under 
floors  is  a  fruitful  source  of  dry  rot  in  the  joists,  especially  if  dark¬ 
ness  and  warmth  are  also  present.  The  fungus  of  dry  rot  has  the 
power  of  creeping  over  brickwork,  plaster,  and  even  glass  and  iron 
to  reach  woodwork  at  a  distance.  Larch  appears  to  be  better  able 
to  withstand  the  effects  of  damp  than  fir  and  pine.  Wood  bedded 
in  mortar  is  specially  liable  to  decay,  for  the  water  of  the  mortar 
is  absorbed  by  the  wood,  and,  in  the  process  of  setting,  the  mortar 
may  decompose  some  of  the  organic  substances  of  the  woody  fibre, 
especially  if  the  lime  has  not  been  thoroughly  slaked.  Under 
favourable  conditions  of  temperature  and  dryness,  ill-seasoned 
wood  may  stand  as  well  as  wood  that  has  been  well  seasoned ;  but 
it  is  far  more  liable  to  decay  in  a  warm  damp  atmosphere,  as  it 
contains  more  fermentable  substance,  and  affords  nourishment  for 
a  far  more  luxuriant  growth  of  fungus.  If  wood  is  to  be  creosoted, 
however,  the  sap-wood  is  better  than  the  heart-wood,  as  it  is  more 
porous  and  absorbs  the  oil  better.  The  report  from  which  these 
observations  are  taken  was  made  with  special  reference  to  17  cases 
of  rot  in  timber  which  were  submitted  to  Mr.  Bidlake,  as  a  myco¬ 
logist,  for  his  opinion  as  to  the  causes  and  possible  means  of 
preventing  this  kind  of  decay  in  building  timber. 


®0mnntmcatctr 


MANAGEMENT  OF  GAS-WOEKS  EMPLOYES. 

Second  Article. 

In  reviewing  the  different  classes  of  labour  that  the  gas-works 
manager  is  called  upon  to  superintend,  it  will  simplify  matters  to 
speak  of  each  department  as  separate  and  distinct,  notwithstanding 
the  fact  that  in  small  works  they  are  somewhat  intermixed,  two  or 
more  classes  devolving  upon  one  man.  In  works  not  making  more 
than  5  million  cubic  feet  per  annum,  one  man  alone  will  be  able  to 
carry  on  the  whole  during  the  summer  months.  He  will  do  all 
the  retort-house  work,  attend  to  the  emptying  and  filling  of  the 
purifiers,  adjust  the  supply  pressure  when  necessary,  and  yet  have 
time  to  do  a  little  gasfitting  and  service  laying.  Passing  on  to 
works  of  double  that  capacity,  we  still  find  one  man  able  to  assist 
in  more  than  one  department ;  but  as  the  works  increase  in  magni¬ 
tude,  so  does  the  division  of  labour.  In  very  large  works  one 
man  may  be  engaged  as  valvesman  to  see  to  the  valves  entirely,  a 
matter  that  does  not  occupy  more  than  a  few  minutes  per  day  in 
small  works. 

In  the  retort-house  there  will  be  two  gangs  of  men,  each  con¬ 
sisting  of  any  number  from  one  upwards,  according  to  the 
number  of  retorts  in  operation.  Some  are  regular  hands,  kept 
on  from  one  year’s  end  to  another,  whilst  others  are  only  had  in 
for  a  longer  or  shorter  period  during  the  winter  season.  Every 
possible  assistance  should  be  offered  in  the  way  of  inducing  men 
belonging  to  the  latter  class  to  find  summer  employment  in  the 
neighbourhood — as  bricklayers’  labourers,  harvest  workers,  &c. ; 
and  any  of  the  winter  hands  that  may  happen  to  be  out  of  work 
should,  of  course,  have  the  preference  in  any  odd  jobs  connected 
with  extensions  or  repairs  carried  on  during  the  summer.  The 
object  is  to  keep  the  odd  hands  together  as  much  as  possible  ;  for 
several  jobs  may  be  found  for  them,  such  as  painting  holders  and 
other  apparatus,  cleaning  out  scrubbers,  boilers,  &c.  Very  often 
there  are  plenty  of  men  in  the  neighbourhood  having  summer 
occupations,  who  are  only  too  glad  to  hear  of  regular  indoor  work 
for  the  winter  ;  and  it  rarely  happens  that  any  difficulty  arises  in 
meeting  with  winter  hands,  but  it  is  better  to  have  the  same  ones 
back  year  after  year,  if  possible,  rather  than  to  have  a  fresh  lot 
in  every  autumn.  In  the  case  of  the  regular  hands  who  work, 
“  week  in  week  out,”  all  through  the  year,  a  week’s  holiday  to 
each  man  in  the  course  of  the  summer  will  usually  be  appreciated, 
and  will  not  fail  to  yield  good  results.  Some  reference  to  Sunday 
labour  may  be  expected  here  ;  but  this  subject  can  be  dismissed 
in  a  very  few  words.  It  has  over  and  over  again  been  proved 
that  the  discontinuance  of  gas  making  on  Sunday  is  possible,  with¬ 
out  any  increase  in  working  expenses  ;  but  that,  if  anything,  the 
difference,  taken  all  round,  is  rather  the  other  way.  Therefore 
there  can  be  no  excuse  for  not  discontinuing  the  retort-house 
operations  for  at  least  twelve  hours  each  Sabbath  day — say  from 
6  a.m.  to  G  p.m.  Of  course,  in  case  of  an  emergency,  an  exception 
can  be  made. 

The  condensers,  scrubbers,  washers,  boilers,  exhausters,  engines, 
pumps,  and  other  machinery,  will  call  for  the  services  of  a  com¬ 
petent  engine-fitter  and  assistants,  who  will  attend  to  the  proper 
working  of  these  appliances  and  maintain  the  whole  in  working 
order.  Workshops,  with  necessary  tools,  &c.,  must  be  provided  ; 
and  if  the  works  are  above  80  million  cubic  feet  per  annum  capacity 
or  so,  there  will  be  a  separate  blacksmith’s  forge,  carpenter’s  shop, 
paint  shop,  &c.  Then  we  come  to  the  purifying-house,  where  a 
considerable  amount  of  manual  labour,  also  subject  to  variation 
according  to  the  season  of  the  year,  is  carried  on.  The  remarks 
about  “  winter  hands  ”  apply  to  this  department  also,  as  well  as 
to  the  general  yard  work,  such  as  loading  coke  and  breeze,  pump¬ 
ing  tar,  &c.  There  are  also  the  subsidiary  processes,  such  as  the 
manufacture  of  sulphate  or  distillation  of  tar.  If  ample  storeage- 
room  is  available  these  can  be  discontinued  during  the  busiest 
season,  and  thus  made  to  assist  in  “levelling  up  ”  the  labour  sheet 
irom  week  to  week,  A  gang  of  men  must  also  be  kept  on  for  the 


lighting,  extinguishing,  and  cleaning  of  the  public  lamps ;  also  gas- 
fitters  for  fixing  or  removing  meters,  stoves,  services,  &c.  These 
various  matters  represent  the  operations  that  are  carried  on  as 
entirely  separate  departments  in  large  works,  but  lumped  together 
to  a  greater  or  less  extent  in  small  works. 

Some  of  the  operations  above  indicated  offer  a  prospect  of  being 
replaced,  partially  or  entirely,  by  mechanical  power.  A  great  deal 
of  ingenuity  has  been  expended  upon  such  matters  as  drawing  and 
charging  retorts  by  machinery,  automatic  lamp-lighting  devices, 
&c.  The  former  has  been  developed  in  practice  to  some  extent ; 
but  the  latter  must  be  regarded  as  still  in  the  inventor’s  hands.  In 
our  present  state  of  engineering  knowledge,  it  may  be  pointed  out 
that  pumping  liquids  from  one  vessel  to  another,  or  elevating  large 
quantities  of  coal,  oxide,  or  lime,  by  manual  labour,  is  a  needless 
extravagance,  at  any  rate  where  a  supply  of  steam  is  available. 
Several  simple  and  cheap  little  machines  for  raising  liquids  are  now 
in  the  market ;  and  as  to  the  solid  materials,  either  a  hoist,  or  an 
elevator  of  the  Jacob’s  ladder  kind,  actuated  by  steam  or  by  gas 
power,  can  be  used.  Hydraulic  power  may  also  be  successfully 
applied  for  such  purposes. 

In  addition  to  the  regular  hands  in  the  various  departments,  it 
occasionally  happens  that  extra  help  must  be  called  in,  on  account 
of  emergency  arising  from  one  cause  or  another.  The  quality  of 
the  coal  may  be  below  par,  necessitating  the  maintenance  of  an 
unusually  large  number  of  retorts  in  work.  The  purifiers  may  re¬ 
quire  changing  more  frequently  than  usual,  by  reason  of  the 
material  used  being  defective  or  getting  old,  or  because  there  is  an 
uncommonly  large  quantity  of  impurity  to  be  removed  from  the 
gas.  A  very  large  order  for  broken  or  screened  coke  may  come  in. 
A  prolonged  and  severe  frost  will  call  for  continual  care  in  thawing 
the  lutes  on  the  gasholders  and  purifiers.  Fortunately  these  con¬ 
tingencies  usually  arise  in  the  winter  when  there  are  plenty  of 
labourers  to  be  had.  Some  regulations  based  upon  local  circum¬ 
stances  must  be  made  with  regard  to  the  employment  of  these 
short-term  labourers  ;  they  require  strict  supervision,  and  their 
time  must  be  carefully  checked. 

The  rates  of  wages  payable  are  to  some  extent  already  defined 
by  local  circumstances.  The  price  current  for  day  labourers  in 
any  particular  place  will  depend  on  the  cost  of  provisions,  house 
rent,  &c. ;  and,  as  a  rule,  they  are  higher  in  populous  than  in  com¬ 
paratively  thinly-peopled  places.  In  large  villages  or  small  towns, 
a  labourer  can  usually  be  obtained  for  14s.  or  15s.  per  week  ;  and 
in  towns  of  a  population  of  20,000  or  so  the  figure  of  20s.  per  week 
will  not  be  exceeded.  But  in  large  towns  258.  or  more  must  be  paid. 
The  greater  part  of  the  work  on  a  gas-works  can  be  done  by 
ordinary  labourers,  who  soon  acquire  a  knowledge  of  the  duties  re¬ 
quired  ;  and  therefore  the  wages  offered  need  not  greatly  exceed  the 
ordinary  day  rate  of  the  district.  In  large  works  it  is  usual  to 
employ  men  rather  stronger  than  the  average  in  the  retort-house, 
in  which  case  correspondingly  higher  wages  must  be  paid. 

The  almost  univeral  custom  in  the  retort-house  is  to  work  12- 
hour  shifts,  though  in  some  few  cases  8-hour  shifts  have  been 
tried  ;  and  the  men  are  paid  so  much  per  shift,  or  so  much  per  week. 
The  former  plan  is  general  on  the  large  scale  and  the  latter  on  the 
small.  The  purifier  and  yard  men  are  usually  paid  at  per  week  of 
six  days  ;  the  hours  of  labour  per  day  being  those  usual  in  the 
locality.  In  large  works  a  great  deal  is  done  on  the  contract  sys¬ 
tem.  A  captain  or  ganger  will  undertake  to  empty  or  fill  the 
purifiers  at  an  agreed  price  per  purifier,  or  to  load  coke  at  so  much 
per  truck,  finding  and  superintending  his  own  labourers.  The 
lamp  lighters,  having  irregular  hours,  are  sometimes  men  having 
other  employment,  who  take  their  work  at  an  agreed  price.  In 
other  cases  they  agree  to  devote  their  whole  time  to  the  service  of 
the  gas-works,  undertaking  certain  duties  in  the  purifier-house  or 
yard,  or  perhaps  to  attend  at  the  works  from  four  to  six  hours  per 
dayi  and  do  whatever  may  be  required,  for  fixed  weekly  wages. 

Some  gas  engineers  keep  rigidly  to  the  current  rates  of  labour 
in  the  district  and  will  not  pay  more.  Others  hold  that  it  is  not 
wise  to  beat  down  the  rate  of  wages  paid,  and  offer  something 
higher,  in  the  hope  of  inducing  a  superior  class  of  men  to  offer 
themselves  ;  but  sometimes  the  same  end  is  attained  by  means  of 
bonuses  dependent  on  results,  or  other  additions  to  the  wages. 
While  it  is  possible,  on  the  one  hand,  by  paying  low  wages,  to 
have  the  work  done  in  a  slovenly  or  careless  manner  that  ensures 
a  considerable  loss  to  the  company  ;  on  the  other,  it  is  very  easy 
to  dispose  of  money  through  the  medium  of  the  wages  sheet, 
without  getting  a  proper  return  for  it.  The  “bonus  ”  system,  or 
“  payment  by  results  ”  has  the  advantage  of  encouraging  the  men 
to  exert  themselves  to  the  utmost  in  order  to  secure  the  desired 
result ;  but  it  also  carries  several  disadvantages,  inasmuch  as  it 
opens  a  door  for  deceitful  and  underhanded  practices.  For 
example,  suppose  a  bonus  is  offered  to  the  retort-house  men,  on 
each  100  cubic  feet  per  ton  of  coal  carbonized  beyond  10,000  feet. 
By  careful  attention  to  the  heats,  by  getting  the  charges  in 
promptly  and  evenly,  &c.,  it  is  quite  possible  to  secure  that  increased 
economy  of  coal  and  working  which  is  the  object  desired  in 
offering  the  bonus ;  but  an  apparent  right  to  the  bonus  can  also  be 
made  out  by  less  honourable  means,  such  as  using  heavier  charges 
of  coal  than  those  booked,  increasing  the  draught  of  the  exhauster, 
or  tampering  with  the  water-line  of  the  station  meter.  The  bonus 
principle  is  not  applicable  to  every  employee  on  the  works ;  and 
therefore,  whilst  it  may  serve  as  an  incentive  to  those  eligible 
to  receive  it,  those  who  are  not  eligible  will  certainly  not  be 
stimulated,  but  rather  the  reverse.  It  also  has  the  objection 
of  cutting  only  one  way.  The  men  look  eagerly  for  every  penny 
to  which  they  can  establish  a  claim  under  the  agreement ;  but  if 
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on  account  of  any  neglect  a  result  lower  than  the  initial  rate  is 
obtained,  they  expect  to  receive  the  full  regular  rate  of  wages  just 
the  same.  The  bonus  system  has  not  answered  well  in  the 
writer’s  experience  ;  but  this  does  not  affect  the  fact  that  it  has 
given  satisfaction  in  some  places,  and  therefore  it  may  be  intro¬ 
duced  with  advantage  under  some  circumstances. 

There  can  be  no  doubt  that,  especially  in  the  retort-house,  it  is 
in  the  power  of  every  man  to  make  himself  worth  more  to  his 
employers  than  the  current  wages  rate.  Take  the  working  of  a 
furnace  for  example.  The  immense  economy  that  can  be  obtained, 
in  the  quantity  of  coal  necessary  to  secure  a  certain  duty  in  the 
steam-engine,  merely  by  the  exercise  of  skill  on  the  part  of  the 
fireman,  is  well  known  ;  and  the  same  is  applicable  to  every  purpose 
for  which  fuel  is  used.  If  competition  trials  were  instituted  with 
retort-house  furnaces,  on  lines  resembling  those  which  have  been 
conducted  in  tlie  case  of  steam-engines,  some  remarkable  fuel 
results  would  be  fortlicoming.  Inventors  of  new  processes  have 
frequently  been  misled  by  this  very  thing.  They  have  put  up,  let 
us  say,  a  new  furnace  ;  and  this,  worked  with  every  possible  care 
and  attention  in  the  way  of  nursing  under  their  own  personal  super¬ 
vision,  gives  much  better  results  than  those  obtained  in  the 
ordinary  rough-and-ready  way  of  working.  The  proper  way  of 
arriving  at  a  fair  comparison,  however,  would  be  to  select  one  of 
the  ordinary  furnaces,  and  repeat  the  experiments  upon  it,  with 
all  the  care  that  has  been  bestowed  upon  the  new  pattern.  If  a 
gas  engineer  finds  that  he  can  rely  upon  care  and  skill  in  the 
retort-house,  he  will  do  well  to  offer  increased  pay  for  the  same  ; 
but  the  mere  raising  of  the  wages  will  not  necessarily  secure  that 
end.  The  men  if  left  to  themselves  will  do  better  so  long  as  the 
novelty  lasts,  but  will  sooner  or  later  return  to  their  old  ways. 

Where  men  are  employed  in  gangs  or  sets,  it  is  necessary  that  all 
should  receive  the  same  rate  of  wages,  and  therefore  impossible  to 
treat  every  individual  according  to  his  deserts.  The  best  way  of 
working  with  the  utmost  economy  under  such  circumstances  is  to 
rigidly  define  the  work  to  be  done  by  each  man,  and  to  take  care, 
by  means  of  strict  supervision  that  he  does  it.  The  difficulty  is 
increased  when  the  work  is  done  by  two  separate  shifts  or  gangs, 
one  taking  on  duty  when  the  other  leaves  off.  Suppose  a  furnace 
does  not  act  properly,  and  there  is  reason  to  suspect  neglect.  In 
the  absence  of  proper  supervision,  inquiry  of  the  day  man  will 
probably  elicit  the  remark  that  he  does  his  best,  but  it  is  no  use  for 
him  to  try  if  others  will  not  do  the  same  ;  while  the  night  man  is 
positive  that  he  leaves  the  furnace  better  than  he  finds  it.  Each 
man  should  be  directly  responsible  to  the  manager  or  foreman  for  the 
due  fulfilment  of  his  duties  ;  and  when  the  responsibility  is  divided 
as  in  the  above  illustration  it  is  better  that  each  gang  should  have 
a  foreman  or  head,  who  is  intrusted  with  the  duty  of  seeing  that 
the  particular  work  done  by  his  gang  is  executed  in  the  best 
possible  manner. 

Leaving  the  ordinary  labourer,  there  will  also  be  a  need  for  men 
of  a  higher  class,  having  a  special  technical  training,  such  as  engine 
men,  main  and  service  layers,  &c. ;  or  else  men  elected  from  the 
labourers  by  reason  of  more  than  average  intelligence  or  diligence, 
to  occupy  the  post  of  foreman  stoker,  foreman  in  the  purifier-liouse, 
valve  and  governor  house  man,  &c.  Men  of  this  class,  having  an 
increased  share  of  responsibility,  or  being  possessed  of  a  special 
kind  of  skill,  will  require  higher  wages.  When  once  suitable  men 
in  these  capacities  have  been  secured,  it  will  be  worth  while  to  offer 
them  ever}’  possible  encouragement. 


Death  of  Mr.  J.  F.  Bontems. — Wo  regret  to  record  the  death 
last  Tuesday,  at  his  residence  in  Canonbury,  of  Mr.  J.  F.  Bontems, 
for  many  years  a  member  of  tlie  Corporation  of  London,  and  until 
quite  recently.  Chairman  of  the  Barnet  District  Gas  and  Water 
Company.  .Mr.  Bontems  had,  in  consequence  of  continued  ill- 
health,  been  compelled  to  resign  tlie  chairmanship  of  the  Company 
to  Mr.  .1.  Glaisher,  F.R.S. ;  he  taking  the  less  exacting  duties  of 
Deputy-Chairman.  This  fact  is  announced  in  the  report  which  the 
Directors  will  present  to  the  shareholders  at  their  half-yearly 
meeting  next  Thursday.  In  this  position  he  might  have  been 
spared  to  the  Company  for  some  few  years,  had  not  an  unfortunate 
accident  caused  his  sudden  removal.  On  Saturday,  the  4th  inst., 
the  deceased  gentleman  attempted  to  enter  a  tram-car  in  tlie  Essex 
lioad  ;  but  before  he  could  do  so  it  moved  on.  In  returning  to  the 
pavement,  he  was  knocked  down  by  a  passing  milk-van,  and  was 
rendered  quite  unconscious— death  resulting  from  his  injuries.  At 
the  Coroner’s  investigation  last  Thursday,  a  verdict  of  “  Accidental 
death  "  was  returned.  Mr.  Bontems  was  in  his  75th  year. 

Presentation  to  Mr.  J.  H.  Wood,  ok  Shields.— On  Thurs¬ 
day,  the  2nd  inst.,  the  officials  and  workmen  of  the  South  Shields 
Gas  Company  met  at  the  works  to  offer  Mr.  J.  II.  Wood,  Superin¬ 
tendent,  their  united  congratulations  on  the  occasion  of  his 
marriage,  and  accompanied  the  expression  of  goodwill  with  a  sub¬ 
stantial  present  in  the  shape  of  a  beautiful  marble  clock  with 
bronze  ornaments  to  correspond.  Mr.  J.  II.  Penney,  the  Secretary 
of  the  Company,  presided.  Mr.  W.  J.  Warner,  the  Engineer,  in 
making  the  presentation,  said  it  was  a  confirmation  of  the  opinion 
wliicli  they  had  all  held,  that  Mr.  Wood  had  not  only  won  their 
confidence,  but  the  goodwill  of  all  engaged  in  the  undertaking. 
Apart  from  his  connection  with  the  Company,  he  had  been  zealous 
and  energetic  as  a  member  of  the  ambulance  corps — teaching  their 
own  men  while  training  himself.  lie  ventured  to  forecast  for 
Wood  a  career  of  usefulness,  honour,  and  distinction.  Mr. 
Mood,  in  acknowledging  the  gift,  thanked  Mr.  M’arner  for  his 
encouraging  remarks,  and  the  officials  and  workmen  for  their 
kindness  in  remembering  him  at  such  a  period. 


Cecbmciil  £cfort). 
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NORTH  BRITISH  ASSOCI.\TION  OF  G.-VS  MAN.AGERS. 

The  Annual  Meeting  in  Glasgow. 

We  conclude  to-day  the  publication  of  the  papers  read  at  the 
above  meeting.  Next  week  we  shall  commence  the  general  report 
of  the  proceedings,  with  the  discussions  on  the  papers,  as  passed  by 
the  Revision  Committee  of  the  Association. 


SELLING  GAS. 

By  Jas.  M’Gilcurist,  of  Dumbarton. 

Time  was,  and  many  present  (neither  grey-haired  or  bald-headed) 
remember  it,  when  coal  gas,  practically  speaking,  had  a  monopojy 
of  artificial  lighting.  ’Tis  not  so  now.  Oil  and  electricity,  within 
a  dozen  short  years,  have  made  wonderful  advances  in  public 
favour.  The  former  has,  in  some  districts  taken  up  a  considerable 
percentage  of  the  business  that  “  King  Gas  ”  so  long,  and  if  I  may 
be  permitted  to  add,  so  honourably  discharged.  Although  I  atlmit 
the  fact  of  the  steady,  if  slow,  progress  of  our  rivals,  I  do  not  in 
any  way  wish  to  a-^sume  the  position  of  alarmist.  I  merely  wish 
to  point  out,  with5ut  prejudice  (as  our  legal  friends  would  say), 
how  we  have  lost  business,  through  giving  too  little  attention 
to  the  question  of  selling  gas.  Now,  had  we  given  this  question  a 
tithe  of  the  attention  that  we  have  bestowed  on  its  manufacture,  I 
am  convinced  that  our  rivals  would  not  have  enjoyed  one-half  of 
their  present  popularity.  In  the  past,  gas  companies  have  not  con¬ 
sidered  it  part  of  their  duty  to  push  the  sale  of  gas — at  least,  in 
any  organized  or  determined  manner.  They  were  monopolists,  in 
the  strictest  sense  of  the  term  ;  and  many  of  them,  secured  by  Act 
of  Parliament,  assumed  that  nothing  could  interfere  with  the  suc¬ 
cessful  business  they  conducted,  of  supplying  artificial  light.  They, 
therefore,  did  not  show  that  vigour  in  pushing  business  usually 
engendered  by  active  competition. 

No  doubt  they  were,  and  still  are,  protected  against  competition 
on  the  part  of  rival  gas  companies ;  but  there  are  now  other 
“  Richmonds  in  the  field.”  The  extensive  development  of  oil-wells 
in  America  and  Russia,  and  the  improved  means  of  transporting 
oil  in  bulk,  have  led  to  the  markets  of  the  world  being  flooded  with 
a  cheap  light-giving  material.  The  effect  of  bringing  these  cheap 
oils  into  the  European  market  has  been  to  reduce  the  value  of  the 
shale  oils  produced  in  such  large  quantities  in  Scotland.  In  these 
oils  we  have  a  formidable  rival,  especially  among  the  poorer  classes 
of  the  community  ;  and  whilst  they  are  gnawing  our  business  at 
the  one  end,  the  electric  light  is  canvassing  for  customers  at  the 
other.  The  latter  appeals  to  the  owners  of  large  business  establish¬ 
ments  as  well  as  to  the  wealthier  classes.  At  the  top  and  bottom 
of  the  ladder,  therefore,  influences  are  at  work  which,  if  not  met 
and  checked,  may  seriously  affect  the  business  and  revenue  of  gas 
undertakings. 

But  there  is  yet  another  factor  that  we  must  take  into  account. 
Within  recent  years  coal  gas  has  been  applied  with  great  success 
to  drive  engines  for  manufacturing  purposes.  The  manufacturer 
is  now  beginning  to  use  water  gas  as  fuel,  finding  it  cheaper  than 
coal  gas;  and  several  firms  have  erected  apparatus  to  make  water 
gas.  In  the  town  of  Leeds,  where  coal  gas  is  sold  at  a  very  low 
price,  I  see  from  the  newspapers  that  one  firm,  formerly  paying 
nearly  £3000  a  year  to  the  Corporation  for  gas,  has  laid  down 
plant  to  produce  water  gas  ;  so  that  another  class  of  consumers  is 
being  lost.  Again,  the  gas  cooker  is  challenged  by  the  paraffin 
stove.  Well,  if  the  ordinary  housewife  is  slow  to  adapt  gas  lor 
cooking  purposes — owing  to  the  smell — she  will  not,  I  think, 
reconcile  herself  in  the  near  future  to  paraffin.  M’ith  all  these 
influences  at  work,  the  life  of  the  gas  mana:,er,  like  that  of  the 
policemen  of  the  lyric  stage,  “  is  not  a  happy  one."  Although  it 
may  be  sad  to  have  to  admit  that  we  caunot  look  upon  our  rivals 
— oil  and  electricity — with  a  distant  stare  of  contempt,  I  am  not 
going  to  admit  that  our  occupation,  like  Othello's,  is  gone.  It 
is  comforting  to  know  that  the  great  masses  of  the  people  prefer 
coal  gas  (amid  all  their  growling  and  grumbling  about  it)  to  any 
other  form  of  artificial  lighting.  With  all  its  faults,  the  people 
love  it  still ;  and  why  not '?  Has  it  not  proved  itself  a  blessing  to 
mankind?  I  say  it  in  all  seriousness,  as  indicating  a  peculiar 
power  of  coal  gas,  that  I  have  known  of  people  in  company  who 
could  neither  speak,  sing,  nor  enjoy  themselves  until  the  gas  was 
lighted.  Mhih  these  extraordinary  qualities,  I  say  (and  1  say  it 
advisedly)  we  are  unworthy  of  the  positions  we  occupy  if  wo 
cannot  at  least  hold  our  own  against — shall  I  say  ? — nasty  cheap 
oil  or  fitful  expensive  electricity.  I  could  tell  a  long  tale  about 
the  dangers  of  oil  and  the  uncertainties  of  electricity  ;  but  I  prefer 
at  all  times  to  [lush  business  on  the  merits  of  our  own  manufac¬ 
ture,  rather  than  dwell  on  the  demerits  of  its  rivals.  We  all  know 
that  coal  gas,  when  properly  applieil,  can  “  give  points  ”  to  all 
other  forms  of  urtiticial  lighting,  and  is  safer  aud  cheai>er  ;  hence 
my  reason  for  not  detailing  its  many  virtues. 

In  the  hope  of  exciting  an  interesting  discussion,  I  now  proceed 
to  describe  iny  ideal  gas  company,  hereafter  known,  in  parlia¬ 
mentary  phraseology,  as  "the  company.”  It  will,  in  many 
respects,  resemble  tlie  commercial  house  of  the  present  da}'.  It  will 
canvass  for  business.  I  may  say  it  takes  more  money  to  soli  than 
to  manufacture  a  sewing-machine,  that  sewing-machine  companies 
generally  make  largo  profits,  and  that  they  do  nine-tenths  of  their 
business  through  canvassers.  I  think,  therefore,  the  company 
i  will  find  that  canvassing  is  worth  many  times  the  small  amount 
that  it  would  cost.  To  make  the  canvass  successful,  the  company 
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first  of  all — and  I  would  like  to  emphasize  this  point  with  all  the 
strength  of  language  I  possess — must  supply  a  gas  of  high  illu¬ 
minating  power,  and  free  from  all  impurities,  so  that  a  pleasant, 
cheerful  light  may  be  obtained.  The  company  will  find  the  con¬ 
sumers  contented  and  happy  (if  that  state  can  be  acquired  here) 
supplying  a  high  quality  of  gas.  Even  although  the  charge  per 
thousand  cubic  feet  should  be  a  few  pence  higher  than  is  charged 
at  present,  it  does  not,  of  course,  follow  that  the  light  is  more 
expensive.  In  towns  where  the  illuminating  power  of  the  gas  is 
reduced,  I  believe  our  rivals  do  exceedingly  well.  The  public  want 
light  in  as  concentrated  a  form  as  possible  ;  and  when  a  few  pence 
per  thousand  cubic  feet  can  make  the  illuminating  power  all  that 
the  consumers  desire,  I  think  it  is  an  unwise  policy  to  cheapen  the 
price  per  thousand  cubic  feet  at  the  expense  of  the  illuminating 
power.  The  public  grumble  more  about  the  quality  of  the  light 
than  they  do  about  the  price  per  thousand  cubic  feet.  It  is 
light,  not  gas,  the  people  want ;  and  a  company  should  be 
pleased  to  supply  the  quality  of  light  that  the  consumers  find 
most  beneficial.  The  company  will  also  look  after  the  internal 
pipes  and  fittings  of  consumers,  and  have  them  arranged 
according  to  a  standard  of  sizes  for  the  number  of  lights,  &c.  The 
company  will  find  this  a  great  improvement  on  the  usual  system 
of  allowing  Tom,  Dick,  and  Harry  to  fix  the  pipes  and  fittings 
according  to  individual  fancy.  Indeed,  they  will  find  this  to  be 
absolutely  necessary  in  the  interests  of  consumers  and  shareholders 
alike.  The  company  will  not  vex  its  consumers  by  charging  that 
irritating  and  obnoxious  tax,  meter  rents.  It  will,  like  many 
companies  of  the  present  day,  find  it  much  better  to  charge  the 
meter  rent  in  the  selling  price  of  gas.  It  is  an  objectionable 
charge  in  the  eyes  of  all  consumers,  and  ought  to  be  abolished. 
This  tax  hinders  the  selling  of  gas.  The  company  will  possess  a 
show-room  in  a  convenient  thoroughfare,  where  consumers  may 
inspect  appliances  for  developing  the  largest  amount  of  light  from 
the  quality  of  gas  supplied,  see  the  latest  contrivances  for  cooking, 
heating,  &c.,  by  gas,  and  receive  instruction  concerning  their  use. 
It  will  also  hire  out,  on  reasonable  terms,  every  form  of  gas  appa¬ 
ratus  that  consumers  may  require.  This  will  greatly  assist  in 
selling  gas.  The  company  will  also  develop  a  field,  which,  as  at 
present  worked,  does  not  add  materially  to  the  gas  revenue — I 
refer  to  the  sale  of  gas  to  the  lower  or  labouring  classes.  It  will 
supply  gas  to  these  classes  either  through  the  medium  of  the  airto- 
matic  meter,  which  is,  I  think,  a  step  in  the  right  direction,  or  by 
a  system  of  weekly  or  bi-weekly  collections. 

With  the  former,  when  light  is  wanted,  the  lowly  candle,  or  the 
bottle  of  paraffin,  is  purchased  from  the  neighbouring  shop,  and 
often  burned  in  a  dangerously  constructed  lamp.  The  newspapers 
every  other  morning  tell  pitiful  tales  of  lives  sacrificed  to  the 
“  Moloch  of  paraffin.”  With  this  meter  such  danger  and  trouble 
will  be  avoided.  A  penny  dropped  into  the  box  will  purchase  a 
certain  quantity  of  gas,  and  the  best  system  of  doing  business — 
namely,  “ready  cash  ” — is  introduced.  When  the  great  advant¬ 
ages  of  using  gas  become  known  to  these  classes,  automatic  meters 
will  provide  an  easy  way  of  selling  gas  in  small  quantities,  and 
a  means  whereby  a  large  amount  of  new  business  may  be  secured. 
Of  the  other  system — “  weekly  payments  ” — I  am  glad  to  be  able  to 
state  that  it  has  been  tried,  and  been  found  successful.  Mr. 
Keillor,  of  Nairn,  adopted  it  about  a  year  ago  ;  and  he  informs  me 
that  out  of  530  consumers,  113  are  paying  weekly,  at  rates  from 
3d.  to  Is.,  according  to  the  number  of  lights,  &c.  The  system 
resembles,  and  was  suggested  by,  the  Prudential  Assurance 
Company’s  method  of  doing  business — viz.,  by  weekly  payments. 
Mr.  Keillor  argued  that,  if  weekly  payments  wrought  well 
with  insurance  companies,  they  should  be  equally  successful 
with  gas  companies ;  and  I  am  glad  that  Mr.  Keillor,  after 
a  fair  trial,  can  recommend  the  system.  Not  only  has 
it  procured  a  considerable  percentage  of  new  consumers,  but 
many  who  paid  quarterly  avail  themselves  of  the  system,  which  is 
simply  on  the  lines  of  the  old  Scotch  saying,  “  Short  accounts 
mak’  lang  freens.”  This  system  may  be  compared  to  the  “  quality 
of  mercy,”  because  it  “  blesseth  him  that  gives  and  him  that  takes.” 
It  is  very  easily  wrought.  The  collector  gets  5  per  cent,  of  the 
money  he  collects  ;  and  for  this  remuneration  he  acts  as  canvasser, 
which  he  does  alike  in  his  own  and  the  company’s  interest.  I  have 
ascertained  from  the  manager  of  one  of  the  largest  insurance  com¬ 
panies  in  the  kingdom  that  it  takes  16  per  cent,  to  collect  its  money 
in  small  sums ;  but  in  his  opinion  5  per  cent,  would  pay  very  well 
for  the  collections  under  this  system.  In  this  and  other  cities  I 
am  confident  that  there  are  hundreds,  if  not  thousands,  of  decent 
working  people  who  cannot  afford  to  pay  quarterly  accounts  for 
gas,  but  who  could  easily  manage  to  pay  the  amount  of  the  quar¬ 
ter’s  gas  if  divided  into  weeks,  and  who  would  willingly  avail  them¬ 
selves  of  this  system,  and  be  grateful  to  those  who  introduced  it. 
Many  families  use  oil,  not  because  they  consider  it  either  cheaper 
or  better  than  gas,  but  simply  because  they  have  so  many  uses  for 
their  limited  incomes,  that  they  cannot  lay  sufficient  past  to  pay  a 
three  months’  bill.  Mr.  Keillor  may  tell  us  to-day  more  of  his  sys¬ 
tem,  which  is  calculated  to  assist  materially  in  selling  gas. 

Messrs.  W.  and  B.  Cowan,  of  Edinburgh,  have  produced  a  gas- 
meter  (a  sample  of  which  is  on  exhibition  here  to-day)  to  still 
further  carry  out  the  ready-cash,  or  rather  “  pay-before-delivery  ” 
ystem.  It  is  a  most  ingenious  arrangement.  By  it  consumers 
can  purchase  from  100  to  5000  cubic  feet  of  gas,  just  as  they  could 
buy  as  many  pounds  of  cheese  in  a  ready-money  grocer’s  shop. 
Time  will  test  whether  the  public  will  think  fit  to  pay  for  gas 
before  they  get  it ;  but  the  meter,  I  have  no  doubt,  will  do  its 
duty  faithfully  and  well.  The  intention  is  that  a  gas  company 


may  be  able  to  sell  a  quantity  of  gas  to  a  consumer,  and  when  such 
quantity  has  been  used,  the  meter  will  stop  and  shut  off  the 
supply.  The  long  moveable  and  stationary  pointers  are  set  by  a 
key  at  the  quantity  sold — say,  2000  cubic  feet.  The  moveable 
pointer  then  begins  to  travel  back  to  zero,  at  which  point  it  stops. 
By  means  of  the  stationary  pointer,  any  dispute  regarding  the 
starting  point  is  prevented ;  and,  further,  consumers  may  see  at 
any  time  how  much  gas  has  been  used,  and  the  quantity  still  to 
be  consumed.  The  meter  moves  the  ordinary  index,  into  which 
is  geared  the  wheel  of  the  moveable  pointer  ;  and  while  the  latter 
is  being  actuated  by  a  key,  it  ungears  with  the  index  train.  The 
result  is  that  the  ordinary  index  always  keeps  a  record,  and  thus 
checks  the  quantities  indicated  from  time  to  time  by  the  moveable 
pointer.’'’ 

The  gas  companies  of  the  near  future  will  also  protest  against 
the  iniquitous  system  of  valuation  adopted  by  assessors  when 
valuing  gas-works.  They  will  fight  until  the  coal-gas  industry  is 
valued  upon  the  same  basis  as  other  industries,  and  get  rid  of  the 
greater  part  of  this  unjust  tax  that  militates  against  selling  gas. 
The  company  will  also  adopt  the  co-operative  system,  that  has 
been  so  successful  throughout  the  country — viz.,  that  of  making 
all  the  consumers  shareholders  (who  are  not  included  in  the 
automatic  or  weekly-payment  system),  by  charging  deposits 
at,  say,  the  following  rates : — 5s.  for  a  house  of  one  apart¬ 
ment,  7s.  6d.  for  a  house  of  two  apartments,  10s.  for  a  house 
of  three  apartments,  15s.  for  a  house  of  four  apartments ;  larger 
houses  at  corresponding  rates.  The  amount  for  shops  and 
other  places  of  business  to  cover  four  months’  consumption  in 
winter.  From  experience,  I  can  assure  you  that  you  save  much 
time  and  trouble  in  collecting  accounts.  No  bad  debts  are  made. 
Indeed,  it  is  rather  odd,  a  profit  is  sometimes  made  out  of  bad 
debts,  through  consumers  running  off  and  leaving  deposits  amount¬ 
ing  to  more  than  their  accounts.  This  enables  the  manufacturer 
to  sell  gas  at  the  lowest  price,  and  when  consumers  get  5  per  cent, 
on  the  amount  of  their  deposits,  they  have  “  nothing  in  the  world 
to  grumble  at.”  Gas  companies  who  charge  deposits  as  they  think 
necessary,  generally  create  a  bad  feeling  among  the  consumers. 
Ratepayers,  as  regards  deposits,  should  all  be  put  on  the  same 
level.  The  man  in  good  position  at  least  should  not  object  to  pay 
a  deposit,  because  by  this  system  he  does  not  require  to  pay  his 
portion  of  the  debts  of  runaway  consumers  in  towns  where  deposits 
are  not  demanded. 

In  conclusion,  the  gas  corporation  of  the  future  will  not  take  gas 
profits  to  pay  rates  that,  in  justice,  ought  to  be  paid  by  the  rate¬ 
payers  generally.  Public  opinion  is  ripening  on  this  vexed  ques¬ 
tion  ;  and  the  day  is  not  far  distant  when  this  iniquitous  tax  will 
also  be  abolished,  and  gas  sold  at  as  near  cost-price  as  possible. 
Mr.  Chairman  and  gentlemen,  I  have  done.  My  ideal  gas  com¬ 
pany — or  gas  corporation  if  you  will — is  not  to  be  found  in  this 
enterprising  country.  Can  you  give  me  any  reason  why  gas  under¬ 
takings  should  not  push  for  business  like  other  commercial  firms  ? 


REGENERATIVE  FURNACES  FOR  SMALL  GAS-WORKS. 

By  John  Smith,  of  Rosewell. 

As  most  of  the  gentlemen  here  are  now  pretty  well  acquainted 
with  the  principles  of  the  regenerative  furnace,  I  do  not  intend 
in  the  following  paper  to  say  anything  of  a  general  nature  with 
regard  to  it,  but  to  confine  myself  principally  to  what  I  have  done, 
how  I  have  done  it,  and  the  results  thereof. 

In  the  month  of  July  last,  I  constructed  a  regenerative  furnace 
at  the  Rosewell  Gas-Works,  which  is  still  at  work,  and  is  giving 
full  satisfaction.  The  furnace  in  question  is  adapted  to  a  setting  of 
three  retorts  ;  and  as  is  generally  the  case,  the  first  operation  was 
to  excavate  under  the  oven  and  in  the  floor  to  the  depth  of  3^  feet, 
and  to  underbuild  the  side  walls  of  the  oven.  The  bottom  of  this 
excavation  having  been  laid  with  3-inch  pavement  brick  bedded  in 
lime,  the  foundation  of  the  flues  and  producer  was  commenced. 
The  latter  is  placed  inside  the  oven  under  the  front  of  the  retorts, 
and  is  2  feet  square  inside,  and  3i  feet  deep.  The  flues — four  in 
number,  and  9  in.  by  9  in.  square — occupy  the  rest  of  the  space, 
and  extend  3  feet  outside  the  back  of  the  oven,  where  they  are  car¬ 
ried  to  the  chimney  by  a  cross  flue.  These  flues  were  covered  with 
3-inch  checked  covers  ;  and  another  set  of  flues  commenced  on  the 
top  of  them,  and  covered  up  in  the  same  manner.  A  third  set  of 
flues  was  built,  and  covered  up  the  same  way  ;  this  last  covering 
forming  the  bed  of  the  oven.  'The  top  and  bottom  sets  of  flues  are 
for  the  waste  heat  passing  from  the  oven  to  the  chimney  ;  and  the 
middle  set  is  for  the  heated  air.  The  producer  being  built  with 
these  is  now  3^  feet  deep  ;  a  hole  15  in.  by  15  in.  being  left  at  the 
bottom  for  cleaning  it  out.  The  air  for  the  hot-air  flues  is 
admitted  at  the  back  of  the  regenerator,  and  is  carried  forward  by 
two  4-inch  flre-clay  pipes  to  nearly  the  front  end  of  the  two  centre 
air-flues.  It  goes  back  outside  these  pipes,  but  still  in  the  two 
centre  flues,  and  returns  to  the  front  in  the  two  outside  air-flues, 
entering  the  top  of  the  producer  by  three  ports  at  each  side.  The 
two  fire-clay  pipes  are  used  for  the  purpose  of  carrying  the  air  to 
the  starting  point ;  there  being  no  other  means  of  admitting  the 
air  to  the  front  end  of  the  two  centre  flues.  The  gases  rising  from 
the  producer  go  into  combustion  with  the  heated  air,  and  pass  up 
the  front  portion  of  the  retorts,  over  a  middle  wall,  down  the  back 
portion,  then  enter  the  upper  set  of  flues,  travel  forward,  descend  to 
the  lower  set  of^flues,  and  flow  outward  (as  before  stated)  to  the  cross 
flue  that  leads  to  the  chimney.  The  upper  door  of  the  producer 

*  Several  references  to  the  meter  here  alluded  to  appeared  in  the  last 
volume  of  the  Journal. 
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consists  of  an  iron  frame  11  inches  square  inside,  and  bolted  to 
two  brick  cheeks  ;  the  whole  fillin''  into  the  angle  formed  where 
tlie  front  wall  and  floor  meet.  A  brick  to  fit  this  door,  bolted  to  a 
piece  of  sheet  iron,  serves  as  a  cover,  and  can  be  lifted  off  and  on 
when  required. 


purpose,  which  is  covered  over  with  a  piece  of  sheet  iron  G  feet  long 

8  feet  wide,  J  inch  thick,  and  on  the  inside  of  which  three  pieces  of 
angle  iron  are  rivetted  across  to  give  it  strength.  The  primary  air 
is  admitted  at  the  door  at  which  the  producer  is  cleaned  out.  There 
being  no  fire-bars  and  no  side  holes  for  the  admission  of  air,  a 
piece  of  4-inch  cast-iron  pipe,  about  2  feet  long,  is  laid  down  with 
one  end  sticking  out  at  the  door,  the  other  reaching  nearly  to  the 
back  of  the  producer,  and  carrj-ing  a  portion  of  the  air  to  that 
point.  This  pipe  also  serves  another  useful  purpose.  Having  no  steam 
to  keep  the  bottom  of  the  producer  cool,  I  use  water  for  that  pur¬ 
pose  ;  and  bj’  allowing  it  to  enter  the  pipe  at  something  between  a 
drop  and  a  run,  it  is  by  the  heat  immediately  converted  into  steam, 
and  answers  the  purpose  admirably.  The  distance  the  heated  air 
has  to  travel  is  about  21  feet ;  but,  the  flues  being  large  for  the 
small  quantity  of  air  required,  it  travels  very  slowly,  and  before 
reaching  the  producer  is  nearly  as  hot  as  the  inside  of  the  oven. 
The  size  of  the  flues  for  the  waste  heat — four  in  number  and  each 

9  in.  by  9  in.  square — may  seem  to  be  large  for  the  size  of  the  oven  ; 
and  I  have  no  doubt  they  would  do  if  they  were  smaller.  This, 
however,  was  the  size  which  was  most  convenient  for  me,  and  I 
thouglit  it  best  to  err  on  the  safe  side ;  for  if  at  any  point  the 
flues  are  contracted,  intense  heat,  choking  up,  and  destruction  to 
the  brickwork  is  generally  the  result.  In  tlie  construction  of  this 
furaace,  I  have  taken  a  slight  departure  from  any  I  have  seen  or 
heard  of — that  is,  in  making  the  horizontal  part  of  the  building 
the  conducting  partition,  or  the  partition  between  the  waste  heat 
and  tlie  heated  air.  My  reasons  for  doing  so  are  these:  The 
vertical  portion  of  the  building  has  to  be  of  some  strength,  because 
it  is  upon  this  that  the  whole  structure  rests ;  and,  there  being  no 
stress  upon  the  horizontal  part,  it  can  be  mode  an  inch  or  two 
thinner,  and  therefore  there  is  much  less  of  that  good  non¬ 
conductor — brick— between  the  two.  The  horizontal  port,  which 
consists  of  covers,  also  makes  the  isolation  between  the  flues  more 


complete.  Another  departure  from  the  usual  method  is  in  filling 
the  whole  space  under  the  oven  with  flues,  and  not  leaving  a 
vacant  space  as  is  usually  done.  When  the  iiroducer  is  placed 
inside  a  small  oven,  it  and  the  side  walls  occupy  nearly  4  leet. 
The  space,  therefore,  left  for  the  flues  is  very  limited.  In  this 
furnace  I  have  dispensed  with  flues  at  the  side  of  the  producer,  but 
have  used  up  all  the  rest  of  the  space  for  tliat  [nirpose. 

This  furnace  was  lighted  up  in  August  last ;  and  is  still  in  opera¬ 
tion,  giving  general  satisfaction.  Some  things  about  it  seem  to  mo 
rather  strange.  For  instance,  I  have  read  about  it  being  possible 
to  regulate  the  secondary  air  supply  by  looking  into  the  oven  and 
judging  by  the  appearance  of  the  flame.  I  had  pictured  to  myself 
the  gas  rising  black  from  tlie  fuel,  and  going  into  flame — Bunsen 
burner  like — when  it  met  the  hot  air.  In  this  I  was  disappointed. 
It  is  true  that  when  the  charge  is  newly  drawn,  there  is  some  flame, 
and  you  can  see  the  combustion  taking  place  at  the  air  ports  ;  but, 
generally  speaking,  there  is  no  flame  at  all  to  be  seen.  Still  the 
heat  kept  increasing,  until  it  had  to  be  checked  by  the  damper. 
What  then  could  be  keeping  up  the  heat  ?  It  could  not  be  the  hot 
air  passing  through  the  fuel,  as  in  the  old  fireplace  ;  for  the  air  is 
admitted  on  the  top  of  the  fuel.  I  have  no  doubt  most  of  the 
gentlemen  here  know  what  was  puzzling  me  ;  and  what  I  after¬ 
wards  found  out  for  myself — viz.,  that  the  blue  flame  of  a  Bunsen 
burner,  when  placed  inside  a  fire  or  red-hot  oven,  entirel}’  disappears  ; 
and  although  still  there,  does  its  work  invisibly.  As  far,  then,  as 
my  experience  goes,  you  cannot  well  regulate  the  quantity  of  air 
by  sight,  but  must  judge  by  results ;  and  in  my  case  the  best 
results  were  obtained  by  an  opening  of  2  sijuare  inches  in  each  of 
the  pipes  at  the  back  of  the  regenerator. 

At  first  I  cleaned  out  all  the  ashes  in  the  producer  every  morn¬ 
ing.  By  doing  this,  a  good  deal  of  heat  was  lost,  as  it  took  the 
fire  about  two  hours  before  it  was  at  its  full  strength  again. 
Latterly,  I  found  it  better  to  clean  out  only  what  was  lying  black 
at  the  bottom ;  there  being  generally  a  quantity  of  red  clinkers 
sticking  upon  the  sides,  and  often  bridges  right  across  near  the  top. 
A  few  strokes  from  the  steel  bar  from  above  sent  the  whole  to  the 
bottom,  and  formed  a  much  better  foundation  for  the  fresh  fuel 
than  the  clean  bottom  of  the  producer.  If  fire-bars  are  used,  this 
might  be  different.  The  clinkers  are  sometimes  rather  hard  to 
remove  if  the  water  is  neglected,  when  the  heat  is  very  high.  A 
small  quantity  of  spent  shale,  however,  drawn  from  the  retorts 
along  with  the  coke,  was  found  to  be  an  excellent  thing  for  prevent¬ 
ing  clinkers  being  fonued.  The  fire  is  damped  down  at  night  for 
about  seven  hours,  during  which  time  there  is  some  loss  of  heat, 
but  nothing  like  what  would  be  with  the  old  fires.  At  the  point 
where  the  waste  heat  first  enters  the  flues,  there  is  an  accumula¬ 
tion  of  dust  3  inches  deep ;  otherwise  the  flues  are  as  clean  as  at 
the  commencement.  I  attribute  this  deposit  to  the  fact  that  I  use 
dross  to  some  extent  for  firing.  The  brickwork  does  not  appear 
to  be  affected  in  the  slightest ;  although  the  heat  was  sometimes 
so  intense  that  I  was  afraid  to  look  into  it,  and  as  far  as  I  can 
judge  from  it  at  present  would  last  for  a  number  of  years. 

And  now,  as  to  the  important  question  of  economy.  Would  the 
saving  effected  compensate  for  the  first  outlay  ?  In  my  case  the 
saving  is  very  great ;  but  there  are  special  circumstances  to  take 
into  account.  In  the  first  place,  the  gas-works  under  my  charge 
are  close  to  the  Whitehall  Fire-Clay  Works,  where  the  best  of 
material  can  be  had  at  a  moderate  rate — the  cost  of  carriage  being 
almost  nil.  The  whole  cost  of  this  furnace  amounted  to  only  Iti. 
In  the  next  place,  I  use  shale  to  a  large  extent  for  making  gas, 
from  which  there  is  no  coke  ;  and  I  have  therefore  to  use  a  large 
quantity  of  dross.  Formerly  I  required  to  have  two  ovens  going 
for  five  months  of  the  year ;  whereas,  with  the  improved  heat 
working  off  the  charge  in  three  hours  when  it  used  to  take  four 
hours,  I  can  now  do  with  one  oven  going.  The  result  of  the  whole 
is  that,  whereas  formerly  I  used  18  tons  of  dross  per  month,  I  now 
only  use  8  tons  ;  the  coke  from  one  of  the  retorts,  which  is  charged 
with  splint,  being  nearly  sufficient  to  keep  up  the  heat.  But,  as  I 
said  before,  this  is  partly  due  to  special  circumstances ;  and  the 
saving  is  not  so  much  in  the  summer  time.  There  is  also  some 
saving  of  labour,  as  the  fire  requires  less  attention. 

In  this  furnace,  although  I  had  what  appeared  to  mo  to  be  feasible 
reasons  for  departing  from  the  usual  mode  of  construction,  I  do  not 
claim  to  have  constructed  a  belter  furnace  than  anyone  else.  It 
does  its  work  well,  and  gives  no  trouble  whatever ;  but  that  may 
only  go  to  show  how  the  same  end  may  bo  accomplished  in  many 
different  ways.  Had  I  been  less  favourably  situated,  1  might  not 
have  been  justified  in  going  the  length  I  have  done.  More  especially 
was  I  convinced  of  tliis  when  seeing  Mr.  TuriibiiH's  furnace  at 
Lauder  in  April  last.  It  does  its  work  beautifully;  is  simplicity  in 
itself ;  and  would  not  cost  half  of  what  mine  would. 

The  ipiestion  therefore  seems  to  be.  What  length  should  we  go  ? 
whether  should  we  attempt  to  recover  the  whole  of  the  waste  heat, 
or  be  contented  with  taking  the  best  of  it  ?  I  think  I  have  gone 
quite  far  enough  ;  and  in  another  furnace  which  I  am  at  jiresent 
constructing  I  have  not  gone  so  far ;  but  having  a  large  choice  of 
materials  ready  at  hand,  and  full  liberty  from  my  employer  to  use 
my  own  discretion  in  the  matter,  I  was  placed  in  a  more  favour¬ 
able  position  for  trying  the  experiment  than  most  of  those  in  charge 
of  small  gas-works. 

In  the  furnace  which  I  am  at  present  building,  the  producer  is 
exactly  the  same  as  in  the  first  one,  but  the  flues  are  different.  The 
waste-heat  flues  are  three  in  number.  The  two  outside  ones  are  IH 
inches  deep  and  9  inches  wide,  and  the  middle  one  is  IS  inches  deep 
and  12  inches  wide.  The  heat  after  passing  over  the  retorts  descends 
at  the  back  of  the  oven  into  the  two  outside  flues,  comes  forward  to 


290 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY.  &  SANITARY  IMPROVEMENT.  [Aug.  14, 1888. 


the  back  of  the  producer,  and  returns  to  the  chimney  in  the  centre 
flue.  Each  of  the  two  partitions  between  tlie  centre  and  out 
side  flues  consists  of  two  3-incli  brick  walls  G  inches  apart,  and  tied 
together  with  baffle  bricks  forming  something  like  a  hollow 
brick  wall.  These  hollows  are  used  as  hot-air  flues.  The  air  is 
admitted  at  the  front,  and  passes  along  the  side  of  the  producer 
and  along  the  bottom  of  the  two  outside  flues  in  a  5-inch  fire-clay 
pipe.  When  at  the  back  end  of  these  flues,  it  is  turned  into  the 
hollow  walls,  travels  forward,  and  ascends  into  the  bed  of  the  oven, 
where  it  is  conducted  into  each  side  of  the  producer  by  a  channel 
6  inches  broad  and  3  inches  deep.  The  result  of  my  year’s  experience 
has  led  me  to  modify  the  system  thus  far.  I  do  not  expect  any  better 
results  from  this  than  from  my  first  one,  but  it  is  much  less  com¬ 
plicated,  and  will  cost  only  about  one-half.  Such  a  furnace  as  this 
would  be  of  considerable  advantage  in  any  small  gas-works,  more 
even  than  in  a  medium-sized  works  where  a  regular  night  shift  is 
kept  on. 


THE  SCRUBBING,  CONDENSING,  AND  WASHING  OF 

COAL  GAS. 

By  William  Key,  of  Tradeston,  Glasgow. 

In  considering  these  subjects,  I  shall  do  so  in  the  order 
given  in  the  title  to  this  paper,  though  not  for  any  fanciful 
or  accidental  reason  ;  for  as  I  proceed  it  will  become  apparent 
to  you  why  they  are  so  placed.  I  shall  also  deal  with  the 
arrangement  from  a  consideration  of  the  mechanical  effects  pro¬ 
duced  on  the  gas,  and  will  not  enter  into  any  question  in  the  mean¬ 
time  of  any  improved  results  or  otherwise  in  the  secondary  pro¬ 
ducts  either  by  tar  or  ammoniacal  liquor,  from  the  fact  that  there 
has  been  no  opportunity  of  forming  an  opinion  thereon. 

Scrubbing.- — The  scrubbing  and  washing  of  coal  gas  have  of  late 
years  become  almost  synonymous  terms  ;  for  in  both  vessels  water 
is  the  chief  agent  employed,  and  motive  power  is  also  brought  into 
requisition  for  both  sets  of  apparattis,  not  only  to  rotate  the  appa¬ 
ratus,  but  also  to  supply  means  to  distribute  the  water,  and  work 
up  the  resultant  ammoniacal  liquor,  by  repumping,  &c.,  to  the 
desired  strength  of  the  contained  ammonia.  I  shall,  however,  make 
a  thorough  distinction  between  these  apparatus  by  designating 
the  scrubber  an  apparatus  for  the  extraction  of  the  heavy  con¬ 
densable  vapours  ;  and  no  water  will  be  used  in  connection  with 
the  arrangement  I  am  about  to  describe  for  the  purpose.  Fig.  1 
is  designed  for  the  extraction  of  the  tarry  and  watery  vapours  from 
the  gas,  while  it  is  still  hot.  The  gas  flows  direct  to  the  scrubber 
on  its  leaving  the  hydraulic  main.  The  passing  of  crude  gas  in 
pipes,  along  with  the  tar  that  may  be  condensed  from  it  in  its 
travel,  for  considerable  distances  is  most  objectionable,  and  should 
be  carefully  avoided.  The  temperature  of  the  gas  must  not  be 
allowed  to  fall  under  1‘20°  Fahr.,  and  is  preferably  conducted  to  the 
scrubber  as  hot  as  possible. 

Tills  scrubber  is  designed  of  a  capacity  to  thoroughly  deal  with 
60,000  cubic  feet  of  gas  per  hour;  and  is  5  ft.  3  in.  insidediameter, 
by  about  ‘21  feet  in  height  over  all.  The  gas  travels  upwards  for 
15  feet  of  this  height,  which  is  the  distance  between  the  inlet  and 
the  outlet  pipes.  Similar  vessels  may  be  placed  in  a  horizontal 
position,  and  the  one  over  the  other,  to  effect  the  same  purpose. 
The  outer  case  of  the  scrubber  is  of  wrought  iron,  and  is  lined  the 
entire  length  with  corrugated  sheet  iron.  A  shaft  passes  through 
stuffing-boxes  in  the  bottom  and  crown,  to  which  is  attached  a 
a  grooved  (lulley,  to  be  driven  by  a  rope  from  another  of  a  larger 
diameter  fixed  on  a  main  shaft,  and  driven  by  an  engine  ;  so  that 
by  frictional,  or  other  gearing,  one  or  more  of  the  scrubbers  may 
be  set  in  motion  as  the  increased  manufacture  of  gas  may  demand. 
Keyed  on  to  the  scrubber  shaft  are  several  cast-iron  arms,  to  which 
are  attached  fans,  butterfly-wings,  or  “wipers,”  made  of  corru¬ 
gated  or  ribbed  sheet  iron  as  shown  ;  or  several  layers  of  wire 
cloth  of  various  meshes  maybe  used.  These  are  caused  to  rotate  at 
a  speed  of  about  300  revolutions  per  minute ;  whereby  the  gas  is 
repeatedly  forced  to  pass  through  the  narrowed  and  irregular  pas¬ 
sage  between  the  corrugated  iron  lining  of  the  outer  case  and  the 
ribbed  wipers.  Thereby  the  gas  is  impinged  upon  by  the  revolving 
surfaces;  and  otherwise  is  made  to  impinge  upon  the  corrugations 
of  the  scrubber  case.  Thus  the  whole  of  the  tarry  and  watery 
vapours  are  extracted.  In  a  vessel  of  this  size,  the  flow  of  gas, 
at  the  rate  of  60,000  cubic  feet  per  hour,  is  sufficient  to  refill  it 
three  times  in  a  minute ;  so  that  the  wipers,  revolving  at  300 
revolutions  per  minute,  enables  the  gas  in  its  passage  through  the 
vessel  to  receive  100  wipers  or  switches  from  the  wipers  before  it 
passes  off  at  the  outlet  completely  scrubbed  and  clarified.  I  have 
here  a  model  of  this  scrubber,  made  somewhat  after  the  design 
shown  by  fig.  4.  The  internal  diameter  between  the  corruga¬ 
tions  of  the  case  is  5  inches ;  and  the  height  of  the  travel  of  the 
gas  is  14  inches  between  the  inlet  and  outlet. 

I  passed  about  50  cubic  feet  per  hour  of  crude  gas  through  the 
scrubber,  at  a  temperature  of  120°  Fahr.,  while  it  was  stationary. 
These  papers  I  now  show  you  were  exposed  at  a  distance  of  (say) 
0‘1  inch  from  the  outlet  for  15  seconds  by  a  stop  watch  ;  and  they 
received  the  impression  shown,  from  the  tar  in  the  crude  gas  im¬ 
pinging  on  the  surfaces.  Thereafter  the  model  was  set  in  motion  ; 
and  the  other  side  of  the  papers  were  exposed  for  a  similar  time, 
with  a  result  as  shown.  The  whole  of  the  tarry  and  watery 
vapours  had  been  eliminated  ;  and  the  surface  of  the  paper  im¬ 
pinged  upon  remained  quite  clean.  Having  attached  a  meter  to 
the  outlet,  both  while  the  scrubber  was  stationary  and  in  motion, 
it  was  found  that  there  was  no  retarding  effect  to  the  flow  of  the 
gas  during  the  latter  as  compared  with  the  former  experiments. 
The  same  volume  of  gas  was  registered  each  time ;  thus  indicating 


that  the  apparatus  caused  no  back  pressure — in  fact,  the  water¬ 
line  of  the  pressure-gauge  remained  steady  under  both  condi¬ 
tions.  The  crude  gas  by  this  new  process,  having  been  thoroughly 
scrubbed  and  clarified,  is  now  in  a  proper  condition  to  be  passed 
on  to  the  coolers,  generally  termed  the  condensers. 

Condensing. — Of  all  the  apparatus  used  in  the  purification  of 
coal  gas,  the  designs  for  condensers  are  of  the  most  heterogeneous 
description  ;  and  in  some  gas-works,  as  more  surface  was  required 
for  this  purpose,  a  different  form  has  been  brought  into  use  each 
time,  so  that  sometimes  the  gas  is  partly  condensed  by  passing 
through  the  various  sections  in  a  combination  with  several  of  the 
following  types  of  condensers : — An  enlarged  hydraulic  main  ;  a 
pipe  fixed  round  the  inside  of  the  retort-house;  a  pipe  carried 
round  the  outside  of  the  retort-house  ;  an  old  boiler  ;  a  rectangular 
cast-iron  box ;  a  disused  gasholder  ;  a  gasholder  tank  ;  pipe  con¬ 
densers  by  far  too  small ;  pipe  condensers  by  far  too  large  ;  hori¬ 
zontal  pipe  condensers  ;  vertical  pipe  condensers  ;  spiral  pipe  con¬ 
densers  ;  portions  of  annular  condensers  ;  portions  of  battery  con¬ 
densers,  &c.  It  is  impossible  to  discover  the  particular  recom¬ 
mendation  that  accompanied  each  section,  and  decided  the  position 
of  each  design  along  the  line  of  cooling  operations. 

For  many  years  past  I  have  experienced  much  difficulty  in 
speaking  in  the  presence  of  gas  manufacturers  of  the  temperature 
to  be  maintained  in  the  cooling  process  ;  in  fact,  I  have  been 
frequently  assured  that  the  temperature  has  not  in  any  way  to  be 
considered  in  the  purification  of  coal  gas,  and  if  the  condensers  pos¬ 
sessed  the  quality  of  being  able  to  lower  the  temperature  of  the  gas  to 
that  of  the  atmosphere,  then  they  were  considered  to  be  efficient  in 
every  respect.  Bearing  on  this  subject,  I  will  read  to  you  the 
letter  which  appeared  in  the  “Correspondence”  columns  in  the 
issue  of  the  Journal  or  Gas  Lighting,  dated  Oct.  4,  1881. 

Of  all  condensers,  I  consider  that  the  form  most  destructive  to 
the  gas  in  its  application  is  the  pipe  condenser  carried  in  long 
straight  lines,  of  a  spiral  form,  with  the  pipes  laid  to  a  slight 
continuous  fall,  so  that  the  gas  might  travel  in  contact  with  the 
tar.  Then  perhaps  the  vertical  pipe  condenser  is  the  next  most 
destructive  ;  and  along  with  this  form,  I  would  class  the  annular 
condenser — condensers  so  formed  that  when  the  temperature  has 
fallen  under  100°  Fahr.,  the  gas  is  passed  slowly  through  a  vessel 
of  considerable  area,  and  then  through  a  small  pipe,  with 
consequently  a  very  much  increased  velocit}',  to  again  enter  a 
large  vessel  or  chamber.  This  process,  when  repeated  several  times, 
must  be  very  destructive  to  the  illuminating  power  of  the  gas, 
and  especially  so  as  the  temperature  lowers,  owing  to  the  scrubbing 
process  in  these  small  pi[)es  by  the  contact  of  the  gas  and  the 
velocity  of  the  impact  with  the  cold  and  tarry  surfaces — similar  to 
what  is  frequently  observable  in  towns  where  a  rich  gas  is  manu¬ 
factured.  The  main-pipe,  which  is  too  small  to  permit  of  the 
district  being  supplied  under  a  low  pressure,  and  a  slow  delivery, 
has  to  be  put  under  a  higher  pressure.  The  gas  passing  through 
it  at  a  great  velocity,  hydrocarbon  vapours  are  deposited  ;  and  the 
rich  gas,  by  frictional  contact  with  such  a  surface  at  a  low  tem¬ 
perature,  is  deprived  of  its  light-giving  hydrocarbon  vapours,  and 
is  found  to  be  of  a  much  lower  illuminating  power  further  on  than 
when  it  was  sent  from  the  gasholders. 

The  gas  as  it  passes  from  the  hydraulic  main  does  so  in  the 
familiar  condition  of  being  accompanied,  while  it  is  still  hot,  by 
a  dense  brown  vapour,  resembling  smoke ;  the  visible  matter  being 
hydrocarbon — tarry  and  aqueous  vapours  held  in  suspense.  Any 
form  of  condenser  to  which  the  gas  in  this  state  is  led  which  necessi¬ 
tates  it  flowing  through  long  straight  lengths  of  pipe  at  consider¬ 
able  velocity,  only  serves  as  a  means  of  carrying  forward  as  far 
through  the  apparatus  as  possible  these  tarry  vapours,  because  of 
the  quick  travel  along  unbroken  lengths  of  pipe,  and  owing  to  the 
affinity  tarry  matter  has  at  low  temperature  for  the  hydrocarbon 
vapours  in  the  gas,  the  gas  is  lowered  in  illuminating  value  by 
several  candles  in  passing  through  the  last  portion  of  such  con¬ 
densers  where  the  temperature  is  low. 

Some  of  the  reasons  why  the  annular  form  of  condenser  is  one 
of  the  worst  to  employ  as  a  cooler  of  coal  gas  are  :  (1)  Because, 
the  gas  passing  up  or  down  the  narrow  annular  space  with  a  con¬ 
siderable  velocity  in  a  straight  line,  the  tarry  vapours  are  carried 
forward  uninterruptedly.  (‘2)  The  air  space,  being  surrounded  by 
the  annular  chamber  containing  hot  gas,  the  air  in  its  passage  up¬ 
wards  becomes  heated,  so  that  the  upper  portions  of  the  condenser 
tubes  thereby  lose  much  of  their  cooling  power.  (3)  Owing  to 
each  individual  annular  tube  being  entirely  separated  from  its 
neighbour,  the  changes  of  temperature  brought  about  by  hot  rays 
of  the  sun,  sudden  showers  of  rain,  by  heat  by  day,  and  by  cold 
by  night.  (4)  Their  singular  form  preventing  thorough  control 
over  the  temperature  of  tlie  gas  in  severe  frosty  weather. 

I  have  not  prepared  a  diagram  to  show  you  what,  in  my  opinion, 
is  the  only  true  principle  on  which  to  construct  what  would  be  an  effec¬ 
tive  condenser  ;  but  I  may  be  privileged  on  another  occasion  to  deal 
with  the  design  of  condensers.  Meanwhile,  it  is  enough  if  I  say  that 
apparatus  for  the  cooling  of  coal  gas,  to  be  effective,  must,  in  the 
hands  of  the  manager  of  the  works,  be  under  perfect  control ;  and 
not  like  the  annular  condensers,  allow  the  temperature  of  the  gas 
to  be  so  influenced  by  a  sudden  outburst  of  sunshine  as  to  cause 
the  thermometer  to  register  an  increase  of  30°  Fahr.,  or  during  a 
day  of  rain  a  lowered  temperature  by  20°  or  30°  Fahr.  The  appa¬ 
ratus  should  be  so  constructed,  that  one-fourth,  one-half,  or  three- 
fourths  of  it  may  be  thrown  out  of  action  at  will.  Some  to  whom 
I  have  spoken  have  objected  to  this  because  of  the  first  cost,  and 
no  amount  of  argument  could  persuade  them  that  a  careful  study 
and  watchfulness  over  the  temperatures  would  enable  them  to  save 
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their  first-class  coals,  and  to  work  with  a  cheaper  variety,  and 
thereby  the  whole  first  cost  of  a  proper  condenser  would  bo  saved 
in  one  winter.  Each  section  of  condenser  should  have  a  series  of 
thermometers  and  moveable  discs  encased  in  glass,  to  show  at  a 
glance  the  temperatures  and  position  of  the  controlling  appliances, 
which,  in  the  hands  of  the  manager,  would  bo  adjustable  week  by 
week,  day  by  day,  or  even  from  hour  to  hour  if  necessary  !  and  by 
the  application  of  a  system  of  levers  to  control  the  whole  without 
in  any  way  altering  valves  or  gas  passages,  unless  when  a  change 
of  surface,  by  putting  in  or  out  of  action  a  section  of  the  condenser, 
is  required.  An  apparatus  of  this  kind  must  not  have  the  error  of 
all  vertical  apparatus  now  in  use — that  of  the  air  which  comes  in 
contact  with  the  lower  portions  becoming  heated  and  ascending, 
and  getting  more  heated  as  it  rises  in  contact  with  the  pipes  or  sur¬ 
faces — extracting  less  and  less  heat  from  the  apparatus  as  it  reaches 
the  top  ;  so  that  in  our  very  variable  climate,  in  all  weathers, 
sunny,  showery,  frosty,  or  mild,  and  in  all  conditions  of  the  manu¬ 
facture,  be  it  large  or  small,  the  condensing  apparatus  should  be 
adjustable  to  all  variations,  and  in  the  hands  of  the  engineer  be 
controllable  to  a  steady  outlet  temperature  of  60°  Fahr. 

In  works  where  the  gas  is  still  maintained  at  an  illuminating 
power  of  anything  above  “20  candles,  the  adoption  of  the 
scrubbing  process  just  described,  and  so  clarifying  the  gas 
before  it  enters  the  condensers,  will  enable  the  gas  to  be 
manufactured  much  more  cheaply  ;  and  the  greatest  benefit  will 
be  obtained  by  those  who  fix  upon  a  standard  of  higher  illumi¬ 
nating  power.  In  such  works,  by  the  employment  of  the  old 
method  of  condensation,  the  most  serious  depreciation  in  the 
quality  of  the  gas  would  be  experienced.  The  hydrocarbon  and 
other  vapours  that  it  is  desirable  should  be  taken  from  the  gas  as 
soon  as  possible  after  leaving  the  retort  having  been  extracted  by 
these  scrubbers,  the  condensers  will  now  properly  perform  their 
functions,  in  simply  cooling  the  gas  from  160°  or  1“20“  down  to  60°  ; 
and  they  will  remain  one  of  the  cleanest  portions  of  the  apparatus 
in  a  gas-works.  The  exhausters  will  also  be  freed  of  gritty  and 
tarry  matter.  By  passing  the  gas  too  hot  into  the  washers,  the 
ammonia  to  be  extracted  is  apt  to  remain  in  the  gaseous  state ; 
and  when  the  liquor  gets  heated  above  70°,  it  loses  much  of  the 
power  of  absorption  from  the  loss  of  affinity  which  water  has  for 
the  ammonia  ai  lower  temperatures.  The  temperature  of  the  gas 
is  reduced  in  the  condensers  to  60°  in  order  to  better  prepare  it  for 
being  passed  on  to  the  washers. 


Washitig. — Thewashor  isan  apparatus  wherein  water  is  employed 
to  wash  the  gas.  The  water  may  be  quiescent,  and  the  gas  caused 
to  bubble  up  through  it ;  or  the  water  may  bo  pumped  up,  or  by 
other  motive  power  made  to  drip  through  the  gas  as  it  passes 
through  the  vessel ;  or  wetted  surfaces  may  be  rotated  and  exposed 
to  the  passage  of  the  gas — all  with  the  object  of  eliminating  the 
ammonia  and  other  impurities.  Many  managers  have  experienced 
in  both  mild  and  severe  winter  weather,  a  state  of  things  whereby  the 
washers  act  as  condensers ;  and  the  liijuor  in  the  tanks  rapitlly 
becomes  coated  to  a  considerable  depth  with  naphtha.  The  appa¬ 
ratus  I  am  about  to  describe — in  conjunction  with  the  scrubber  and 
condenser  arrangements  just  mentioned — is  designed  so  that  the 
temperature  of  tlie  gas  would  bo  prevented  from  being  unduly 
cooled,  and  also  the  passage  of  any  tarry  naphtha  to  the  washers 
would  be  an  impossibility.  The  liquor  would  be  made  to  do  a 
maximum  amount  of  duty  ;  and  the  (juality  of  the  gas  will  not  be 
impaired  in  passing  through  the  water. 


Fio.  3. 


Fio.  4. 


I  have  here  an  apparatus  to  illustrate  the  effect  produced  on  illu¬ 
minating  gas  by  its  coming  into  contact  with  oil,  and  before  pro¬ 
ceeding  further  will  show  it  in  action.  The  vessel  is  about 
2i  inches  in  diameter  and  about  1  foot  high,  filled  with  small 
pebbles.  I  will  now  light  two  jets  of  equal  size  and  brilliancy. 
The  gas  to  supply  one  of  them  passes  up  through  this  small 
api)aratus  ;  and  the  gas  to  supply  the  other  is  branched  off  from  the 
supply-pipe  to  it.  Having  now  poured  in  the  U-pipo  by  the  filler 
a  small  portion  of  this  crude  heavy  dead  oil,  obtained  from  the 
Clippens  Oil  Coinnany’s  works,  you  will  be  enabled  to  at  once 
observe  how  the  name  of  gas  at  the  jet  on  the  small  scrubber 
has  almost  entirely  lost  its  luminosity,  although  the  shape  and  size 
of  the  flame  remains  as  large  as  before.  The  gas  having  transferred 
its  richest  light-giving  hydrocarbon  vapours  to  the  oil,  of  course 
the  oil  is  increased  in  volume  to  the  extent  of  the  vapour  cx- 
!  tracted  from  the  gas.  This  same  thing  takes  place  in  the  washers, 
'  and  with  the  present  form  of  condensers,  especially  in  frosty 
weather ;  and  the  loss  of  the  light-giving  proiK^rlies  of  the  gai 
requires  to  bo  made  up  by  an  increase  in  thequantity  of  high-class 
coalsused,  which  will  often,  in  a  single  month  in  midwinter,  represent 
a  sum  equal  to  the  value  of  the  whole  plant  employed  in  washing  the 
'  gas.  The  gas,  in  passing  through  the  washers  and  scnibbera  as  at 
present  constructed,  is  exposed  to  an  enormous  condensing  sur¬ 
face,  and  the  temperature  of  the  gas,  which  had  left  the  condensers 
at  60°,  will  now  be  found  at  40°  or  even  lower  than  80°  Fahr.  In 
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frosty  weather,  the  contact  of  gas  ricli  in  hydrocarbon  vapours 
with  the  oily  and  tarry  surfaces  of  the  scrubbing  liquor  as  it  passes 
through  the  vessels  at  this  low  temperature  tends  to,  and  does 
cause  the  quantity  of  tarry  naphtha  in  the  vessels  to  increase, 
with  the  result  that  the  illuminating  power  of  the  gas  is  reduced 
in  the  same  ratio. 

Everyone  is  familiar  with  the  beautiful  display  of  prismatic 
colours  resulting  from  the  letting  one  drop  of  tar  fall  on  to  the 
surface  of  water  ;  and  you  have  doubtless  frequently  wondered  at 
the  enormous  surface  one  drop  will  cover.  This  film  of  oily  tar  on 
the  surface  of  the  water  is  very  thin ;  yet  the  water  under  it  has 
received  a  coating  which  prevents  contact  by  air  or  gas.  If  the 
liquid  so  coated  be  ammoniacal  liquor,  such  a  film  would  prevent 
the  escape  of  ammonia.  If  coal  gas  therefore  be  admitted  to  the 
washers  in  an  imperfectly  cooled,  or  in  an  unclarified  condition, 
the  drops  of  water  dripping  through  the  vessel,  or  the  wetted  sur¬ 
faces  which  the  gas  meets  with  in  its  course,  are  instantly  coated 
with  a  film  similarl}^  to  the  water  just  mentioned;  and  the 
efficacy  of  the  ammoniacal  liquor  for  further  extracting  ammonia 
and  sulphur  compounds  from  the  gas  is  impaired.  Hence  perhaps 
the  most  valuable  result  from  the  adoption  of  my  suggested  system 
of  scrubbing  and  condensing  will  be  found  in  the  increased  effici¬ 
ency  of  the  washers. 

Everyone  knows  that  if  a  drop  of  water  is  broken  up  into  num¬ 
berless  fine  particles,  such  as  mist  or  spray,  thousands  of  times 
more  surface  is  exposed  on  such  a  condition  as  compared  with  the 
surface  of  the  drop.  From  this  it  is  plain  that,  to  get  the  greatest 
amount  of  work  from  water,  instead  of  allowing  it  to  pass  through 
the  gas  in  drops  or  small  streams,  each  drop  in  falling  only  mak¬ 
ing  an  imaginary  line  through  the  gas  (just  as  you  would  draw  a 
vertical  line  on  paper  with  a  ruler),  these  should  be  dashed  into 
spray,  so  that  the  largest  possible  surface  be  exposed  to  the  gas. 

I  have  designed  a  washer  which  will  not  only  prevent  the 
excessive  cooling  of  the  gas,  but  will  by  its  powerful  application  in 
a  comparatively  small  space,  permit  of  the  rapid  passage  of  the  gas 
and  the  maintenance  of  the  temperature  at  the  outlet  as  near 
G0°  as  possible ;  and  the  gas  will  flow  through  the  liquor  that  is 
lashed  into  foam  or  flne  spray.  The  apparatus  is  shown  in  vertical 
section  and  cross  section  in  fig.  3.  This  washer  itself  is  very 
similar  in  design  to  the  scrubber,  but  has  fixed  to  the  crown,  on 
its  underside,  an  annular  water-tank  and  air  vessel,  to  which  are 
attached  ten  tubes,  radiating  from  the  tank  and  passed  through 
the  sides  of  the  cover  to  afford  access  for  cleaning  the  numerous 
small  holes  in  them  and  in  the  bottom  of  the  tank.  Through 
these  holes  the  water  falls  on  to  the  revolving  corrugated  iron  fans 
or  wipers.  By  these  the  water  is  at  once  lashed  into  fine  foam  or 
spray,  and  with  the  gas  is  whirled  round  the  corrugations  of  the 
lining  of  the  case  ;  and  the  gas  will  be  struck  by  the  wetted  surfaces 
of  the  corrugations  of  the  fans  or  wipers  about  200  times  ere  it 
reaches  the  outlet — the  centrifugal  action  causing  the  gas  and 
spray  to  rapidly  whirl  through  the  wiper  corrugated  passages  out¬ 
wards.  I  have  arranged  a  series  of  bevelled  trays,  whereby  the 
gas  from  a  lower  chamber  in  passing  upwards  into  the  next  higher 
one  has  to  pass  through  a  20-inch  opening  in  the  centre  ;  and  the 
water  in  falling  from  a  higher  chamber  to  a  lower  is  directed  by 
the  bevelled  plates  to  the  same  opening.  These  plates  have  a 
large  number  of  small  holes,  through  which  a  portion  of  the 
water  will  drip  on  to  the  revolving  wipers. 

From  the  foregoing,  the  following  claims  have  been  brought 
before  you  as  the  object  of  my  paper : — (1)  That  the  crude  gas  should 
be  led  while  as  hot  as  possible,  direct  from  the  retorts  to  the 
scrubbers.  (2)  That  a  scrubber,  somewhat  after  the  design  I  have 
submitted  to  you,  should  be  employed  to  scrub  the  gas  perfectly 
clean  from  the  tarry  hydrocarbon  and  other  vapours  which  it  is 
desirable  should  be  eliminated  from  the  gas  before  it  enters  the 
condenser.  (3)  That  the  condensers  should  be  employed  solely  as 
coolers,  and  not  used  as  tar  extractors.  (4)  The  gas  having  first 
been  clarified  by  the  scrubbers,  the  condensers  will  remain  clean 
if  so  used.  (5)  That  the  condensers,  to  be  efficient  in  the  hands  of 
the  engineer  at  the  works,  must  be  adjustable  to  alterations  in  the 
manufacture  and  variations  of  temperature  ;  so  that  a  steady  out¬ 
let  temperature  of  60°  Fahr.  be  maintained.  (6)  That,  by  these 
arrangements,  the  gas  will  be  of  higher  illuminating  power  by  its 
passage  through  the  condensers  in  a  clean  state,  in  place  of  the 
tarry  condition  as  at  present ;  especially  so  will  this  be  the  case 
where  the  gas  in  the  condensers  has  been  allowed  to  fall  to  a  tempera¬ 
ture  approaching  that  of  the  atmosphere  in  severe  winter  weather. 
(7)  That  by  the  scrubbing  process  and  clean  cooling  of  the  gas, 
the  washers  will  receive  the  gas  in  a  condition  to  enable  them  to 
do  a  maximum  duty.  (8)  The  ammoniacal  liquor  will  remain 
clean  ;  and  the  liijuor  will  be  the  more  easily  worked  up  to  the 
desired  strength.  (9)  The  quality  of  the  gas  will  not  be  destroyed 
as  at  present  by  contact  with  the  oily  and  tarry  surfaces  of  the 
liquor  in  the  washers  in  winter. 


A  NEW  and  ingenious  scheme  for  sinking  a  shaft  through  sand, 
silt,  and  wet  sloshy  grounds,  and  excavating  it  like  rock,  has  just 
been  successfully  tried  in  Belgium.  Large  iron  tubes  are  sunk  in 
the  sand  or  mud  about  3  feet  apart,  and  in  these  tubes  smaller  ones 
are  inserted,  through  which  circulates  a  cool  solution  of  magnesium 
chloride.  The  sand  is  frozen  for  a  distance  of  3  feet  around  the 
tubes.  It  resembles  rock,  is  hard  and  compact,  and  can  be 
excavated  in  the  same  manner  as  rock.  It  is  possible  that  the 
process  can  also  be  used  to  advantage  in  the  digging  of  foundations 
where  water  and  sand  are  sources  of  trouble. 


IMPROVED  APPARATUS  FOR  TESTING  AND 
ANALYZING  GASEOUS  MIXTURES. 

In  the  third  number  of  the  Zeitschrift  fur  Analytische  Cliemie 
for  the  current  year  various  improvements  in  apparatus  for  the 
analysis  of  gases  are  noticed.  A  brief  description  of  some  of  them 
may  be  of  interest  to  our  readers. 

An  apparatus  designed  by  Herr  F.  Fischer  consists  mainly  of 
three  upright  tubes — (1)  a  longlaboratory-tube,in  which  absorptions 
and  explosions  are  conducted  ;  (2)  a  measuring-tube  or  eudiometer, 
surrounded  by  a  water-jacket  to  ensure  uniformity  of  temperature  ; 
(3)  a  pressure-tube  connected  in  the  usual  manner  with  the  eudio¬ 
meter.  The  absorbent  liquids  and  water  for  cleansing  purposes 
are  admitted  to  the  laboratory-tube  from  a  receptable  at  the  top, 
by  means  of  a  stopcock  ;  whilst  the  transference  of  gas  from  the 
laboratory-tube  to  the  measuring-tube  and  vice  versa  is  effected  by 
raising  or  lowering  mercury  reservoirs  connected  to  the  bottom  of 
each  tube  respectively,  and  shut  off  when  necessary  by  clips. 
There  are  two  stopcocks  between  the  laboratory  and  measuring 
tubes.  The  one  nearest  the  latter  tube  is  a  simple  stopcock,  and 
serves  to  shut  off  the  measuring-tube  ;  whilst  the  other  is  a  three- 
way  cock,  and  permits  of  connection  being  made  with  the  external  air 
It  serves  for  the  introduction  of  the  gas  for  analysis  in  the  first  instance, 
and  subsequently  to  admit  gaseous  reagents,  as  well  as  for  the  egress 
of  wash-water,  &c.  In  apparatus  of  a  somewhat  similar  character, 
Mr.  Alfred  H.  Allen  uses  a  Lunge’s  nitrometer  for  the  measuring- 
tube  ;  whilst  Mr.  Sinibaldi  places  the  measuring-tube  in  the 
pressure-tube,  and  Mr.  J.  B.  Mackintosh,  in  a  modification  of 
Elliot’s  apparatus,  has  amongst  other  conveniences  an  arrangement 
by  which  the  gas  under  examination  can  be  shut  up  in  the 
measuring-tube  during  the  introduction  of  oxygen  or  air  for 
explosion,  and  hencC  avoids  any  possibility  of  loss.* 

Many  modifications  of  Bunte’s  and  of  Orsat’s  apparatus  are 
proposed ;  but  the  simple  arrangements,  devised  by 
Herr  Franke,  shown  in  the  annexed  diagram,  is 
suggested  to  replace  them  for  technical  purposes,  and 
more  especially  for  the  analysis  of  chimney  gases. 
It  consists  of  a  glass  tube  of  a  capacity  of  exactly  100 
cubic  centimeters  (including  the  wide  bore  of  the 
^  middle  stop-cock),  enlarged  at  the  upper  end  A,  and 
graduated  on  the  narrower  part.  The  upper  end  ter- 
/  minates  in  quite  a  small  tube  and  stop-cock,  while 
the  lower  end  is  connected  by  means  of  a  wide-bore 
stop-cock  with  a  glass  chamber  B,  which  is  intended 
for  the  introduction  of  reagents,  &c.,  and  can  be 
closed  air-tight  at  will  by  means  of  a  hollow  glass 
stopper,  fitted  with  a  tube  and  stop-cock.  When  in 
use,  the  apparatus  is  best  filled  by  allowing  the  gas 
for  examination  to  stream  through  it.  If,  however, 
only  a  limited  quantity  of  gas  is  available,  the  appa¬ 
ratus  is  filled  with  water,  the  stopper  fixed  in,  and 
the  upper  narrow  tube  connected  with  the  source  of 
gas.  All  the  stopcocks  are  then  opened  ;  and  when 
the  water  has  run  out  to  about  half  way  down  the 
reagent  chamber,  the  upper  stopcock  is  closed,  and 
the  whole  apparatus  transferred  to  a  stand,  and  sup¬ 
ported  in  a  vessel  of  water,  where  it  is  adjusted  so 
that  the  levels  of  the  water  both  inside  and  out  are  at 
the  same  height.  The  wide-bore  stopcock  is  then 
closed.  The  apparatus  now  contains  a  definite  volume 
of  gas  under  the  prevailing  atmospheric  temperature 
and  pressure ;  and  it  can  be  treated  and  agitated 
with  various  reagents  in  the  following  manner : — 
Remove  the  stopper,  and  fill  the  chamber  with  the  reagent ; 
replace  the  stopper,  open  the  wide  bore  stopcock,  allow  the  reagent 
to  flow  into  the  tube,  and  close  the  stopcock  before  all  the  liquid 
has  flowed  in ;  then  agitate  well,  and  finally  let  the  reagent  flow 
into  the  chamber  again;  wash  out  the  reagent  chamber,  and 
measure  by  adjusting  the  levels  of  the  internal  and  external  water 
and  reading  the  graduations. 

Herr  E.  H.  Reiser  has  introduced  an  apparatus  in  which  the 
weight  of  mercury  displaced  by  the  gas  is  ascertained,  instead  of 
measuring  the  volume  of  the  gas  in  the  ordinary  way.  Herr  A. 
Ehrenberg  has  constructed  an  apparatus  for  rendering  the  analysis 
of  gases  by  combustion  more  accurate. 

The  following  simple  appliance  is  recommended  by  Herr  W. 
Thorner  for  the  collection  and  direct  analysis  of  the  gases  dissolved 
in  water.  A  flask  full  of  the  water  to  be  examined  is  connected 
with  a  measuring  cylinder  filled  with  water  which  has  just  been 
boiled  and  is  still  warm.  The  pressure  in  the  cylinder  can  be 
increased  or  reduced  by  raising  or  lowering  a  reservoir  connected 
with  it,  containing  some  of  the  same  warm  water.  The  reservoir 
is  lowered,  and  the  flask  of  water  raised  to  boiling  point.  The  gas 
collects  in  the  upper  part  of  the  measuring  cylinder  ;  and,  to  prevent 
its  being  absorbed  by  the  water,  oil  is  run  in  through  a  funnel  at 
the  top  so  as  to  form  a  protective  layer.  The  gas  is  readily  measured, 
and,  by  means  of  a  three-way  cock  at  the  top,  beneath  the  funnel, 
may  be  easily  transferred  to  any  other  apparatus  for  further 
examination. 

When  estimating  carbonic  oxide,  it  is  well  to  remember  that 
ethylene  is  also  absorbed  by  cuprous  chloride ;  ethylene  must 
therefore  be  removed — e.g.,  by  means  of  fuming  sulphuric  acid — 
before  proceeding  to  dissolve  out  the  carbonic  oxide.  It  is  also 
desirable  to  use  fresh  cuprous  chloride  for  each  determination. 


An  illustrated  description  of  this  apparatus  appeared  in  the  Journal 
for  Dec.  20,  1887  (p.  1096). 
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[We  are  not  reiponsible  for  the  opinions  expressed  by  Correspondents. 

GAS  COKE  FOR  STEAM-BOILERS. 

Sir, — I  have  read  with  pleasure  the  article  on  this  question  in  your 
issue  of  the  24th  ult.,  and  agree  with  you  that  coke  is  not  sufliciently 
appreciated  by  the  gas  world  or  the  general  public  for  use  as  house  fuel 
or  for  steam-boilers. 

I  have  lately  visited  some  gas-works  where,  having  no  market  for  their 
good  dust  coke,  they  have  to  pay  a  small  sum  per  load  to  get  rid  of  it, 
to  be  thrown  away  as  dirt.  At  other  works,  however,  they  are  so  alive 
to  its  value  (or  there  is  a  better  market),  that  their  coke  is  broken  into 
four  or  five  sizes,  varying  from  dust  up  to  pieces  say  about  li  inches 
in  diameter.  Generally  this  careful  division  is  not  made,  although  it 
deserves  more  attention.  The  dust  or  unsaleable  portion  should,  if 
possible,  be  burnt  at  the  works,  either  for  the  retorts  or  the  steam-boilers. 
The  smallest  breeze  can  be  burnt  for  producing  steam,  and  nearly  always 
alone.  In  some  few  oases  it  pays  to  mix  it  with  from  10  to  15  per  cent, 
of  coal  dust,  depending  upon  the  local  prices.  The  smallest  breeze  can¬ 
not,  of  course,  be  used  for  domestic  purposes,  nor  burnt  in  the  usual 
way ;  but  it  can  be  easily  utilized  by  a  forced  draught,  and  it  then 
becomes  all  profit  to  a  gas  company  instead  of  a  loss. 

For  economy  in  the  evaporation  of  water  into  steam,  it  is  important 
that  the  feed  water  should  be  measured  into  the  boilers  ;  and  this  can 
be  done  as  easily  as  gas.  Weekly  accounts  should  be  kept  of  the  weight 
of  fuel  burnt,  ashes,  and  amounts  of  incombustibles,  itc.,  and  such 
returns  reasoned  upon.  1  am  glad  to  see  that  this  standard  of  com¬ 
parison  is  coming  more  and  more  into  general  use  for  determining  the 
cost  cf  fuel  for  evaporating  1000  gallons  of  water  from  a  certain  tempe¬ 
rature.  Dust  coke  also  is  being  more  and  more  burnt.  When  tar  is 
used  for  fuel,  a  comparison  can  be  easily  made  between  the  cost  per  1000 
gallons  of  water  evaporated  and  that  of  coke.  In  gas-works,  owing  to 
the  fact  that  cash  is  not  paid  for  the  ordinary  coke  made  and  burnt  by 
themselves,  the  amount  used  is  frequently  disrega.ded,  and  no  accounts 
kept.  The  companies  should,  of  course,  burn  the  least  saleable  portion 
of  their  coke  heaps.  g 

Bermond  ey,  S.K.,  Aug.  11,  1888. 

P.S. — The  results  of  some  interesting  experiments  made  by  the  great 
French  authority  M.  Scheurer-Kestner  with  an  elephant  boiler  and 
Welsh  coal  have  lately  been  published  in  a  recent  number  of  the 
Bulletin  ue  la  Socidi  Mulhouse. 


LAYING  MAINS  OVER  RAILWAY  BRIDGES. 

Sir, — A  water  company  for  whom  I  am  acting,  are  at  present  laying  a 
9-inch  main  through  a  public  road  which  is  intersected  by  two  single¬ 
span  masonry  railway  arches  belonging  to  different  companies.  One  of 
the  companies  has  given  notice  that  before  laying  the  main  over  their 
bridge,  they  require  the  water  company  to  make  application  to  them  for 
their  consent,  and  to  enter  into  an  agreement  with  them. 

The  water  company  is  a  statutory  undertaking,  incorporated  before 
the  railway  was  made  ;  and  they  have  the  Water- Works  Clauses  Acts  of 
1847  and  1863  incorporated  with  their  Acts.  The  road  is  a  public  one, 
and  within  the  area  of  the  water  company’s  limit  of  supply  ;  and  the 
company  had  a  main  laid  in  the  road  prior  to  the  construction  of  the 
railway. 

I  consider  that,  the  road  being  public,  the  water  company  have  the 
power  to  lay  the  main  without  the  consent  of  the  railway  company,  and 
that  the  latter  have  no  ownership  in  the  soil  between  the  crown  of  the 
arch  and  the  surface  of  the  road  (See  10  and  11  Viet.,  cap.  17,  sec.  28). 
I  have  previously  laid  mains  over  railway  arches  without  such  a  point 
being  raised.  Section  19  of  the  Railway  Clauses  Consolidation  Act  1845 
(8  Viet.,  cap.  20)  would  appear  to  bear  somewhat  on  the  point ;  but  it  is 
not  as  definite  as  could  be  desired. 

If  railway  companies  have  the  power  which  is  claimed  in  this 
instance,  it  would  be  at  the  option  of  a  railway  company  to  prevent  gas 
and  water  companies  from  fulfilling  the  obligations  imposed  on  them  by 
Parliament. 

I  am  desirous  of  knowing  if  any  of  your  correspondents  have  had  such 
a  question  raised  before  ;  and,  if  so,  how  it  has  been  dealt  with. 

Aug.  8,  1888.  Water-Works  Manager. 

*,*  It  may  be  of  interest  to  give  the  section  referred  to  by  our  corres¬ 
pondent,  as  well  as  the  preceding  one — both  bearing,  to  a  certain  extent, 
upon  the  point  raised  by  him : — "  XVIII.  It  shall  be  lawful  for  the 
company,  for  the  purpose  of  constructing  the  railway,  to  raise,  sink,  or 
otherwise  alter  the  position  of  any  of  the  water-courses,  water-pipes,  or 
gas-pipes  belonging  to  any  of  the  houses  adjoining  or  near  to  the  railway, 
and  also  the  mains  and  other  pipes  laid  down  by  any  company  or  society 
who  may  furnish  the  inhabitants  of  such  houses  or  places  with  water  or 
gas,  and  also  to  remove  all  other  obstructions  to  such  construction,  so 
as  the  same  respectively  be  done  with  as  little  detriment  and  incon¬ 
venience  to  such  company,  society,  or  inhabitants  as  the  circumstances 
will  admit,  and  be  done  under  the  superintendence  of  the  company  to 
which  such  water-pipes  or  gas-pipes  belong,  and  of  the  several  comtnis- 
sioners  or  trustees,  or  persona  having  control  of  the  pavements,  sewers, 
roads,  streets,  highways,  lanes,  and  other  public  passages  and  places 
within  the  parish  or  district  where  such  mains,  pipes,  or  obstructions 
shall  be  situate,  or  of  their  surveyor,  if  they  or  he  think  fit  to  attend, 
after  receiving  not  less  than  48  hours'  notice  for  that  purpose. — XIX. 
Provided  always,  that  it  shall  not  be  lawful  for  the  company  to  remove 
or  displace  any  of  the  mains  or  pipes  (other  than  private  service-pipes), 
syphons,  plugs,  or  other  works  belonging  to  any  such  company  or  society, 
or  to  do  anything  to  impede  the  passage  of  water  or  gas  into  or  through 
such  mains  or  pipes,  until  good  and  sufficient  mains  and  pipes,  syphons, 
plugs,  and  all  other  works  necessary  or  proper  for  continuing  the  supply 
of  water  or  gas  as  sufficiently  as  the  same  was  supplied  by  the  mains  or 
pipes  proposed  to  be  removed  or  displaced,  shall,  at  the  expense  of  the 
company,  have  been  first  made  and  laid  down  in  lieu  thereof,  and  be 
ready  for  use  in  a  position  as  little  varying  from  that  of  the  pipes  or 
mains  proposed  to  be  removed  or  displaced  as  may  be  consistent  with 
the  construction  of  the  railway,  and  to  the  satisfaction  of  the  surveyor 
or  engineer  of  such  water  or  gas  company  or  society,  or,  in  case  of  dis- 
^reement  between  such  surveyor  or  engineer  and  the  company,  as  a 
justice  shall  direct." 


‘^1  a  r  I  i  a  in£nta  vn  |  nt  £  1 1  ig£n  r£. 

HOUSE  OF  LORDS. 

Monday,  Auo.  6. 

The  Municipal  Corporations  (Local  Bills),  Ireland,  Bill  was  brought  up 
from  the  Commons,  and  read  the  first  time. 


Tuesday,  Auo.  7. 

The  following  Bills  received  the  Royal  Assent  by  Commission  ;  — Bristol 
Water  Bill,  Hexham  Local  Board  Bill,  Lancaster  Corporation  Bill, 
Llanelly  Local  Board  Bill,  Nelson  Local  Board  Bill,  Slaflordshire  Potteries 
Water  Bill.  _ 


Friday,  Auo.  10. 

The  Municipal  Corporations  (Local  Bills),  Ireland,  Bill  was  read  a  second 
time.  _ 

HOUSE  OP  COMMONS. 

Tuesday,  Auo.  7. 

METROPOLIS  WATER  ACTS  CONSOLIDATION. 

Mr.  F.  Seaoer  Hunt  (Marylebone)  gave  notice  that  on  an  early  day  he 
will  move  for  leave  to  bring  in  a  Bill  to  consolidate  the  Acts  relating  to  the 
Water  Supply  of  London.  _ 


Thursday,  Auo.  9. 

RETURNS  AS  TO  GAS  UNDERTAKINGS. 

The  usual  returns  relating  to  all  authorized  gas  undertakings  in  the 
United  Kingdom  (made  up  in  the  case  of  companies  to  Dec.  31,  1887,  and 
in  that  of  local  authorities  to  March  25,  1888)  were  presented. 


Saturday,  Auo.  11. 

WATER  SUPPLY  STATISTICS. 

A  return  was  presented,  giving  the  particulars  in  regard  to  water  supply 
tor  which  Mr.  .T.  F.  B.  Firth  moved  on  the  7tli  of  June  last  (see  Journal 
for  June  5,  p.  1007).  _  _ _ 


C£gal  |nt£llig£nc£. 

HOUSE  OF  LORDS.— Friday,  Auo.  10. 

(Before  the  Lord  Chancellor,  Lord  Watson,  Lord  FitzGerald,  Lord 
Herschell,  and  Lord  Macnaohten.) 

LORD  PROVOST,  ETC.,  OF  GLASGOW  V.  F.IRIE. — THE  CLAY  UNDER  THE  COR¬ 
PORATION’S  RESERVOIRS. 

This  was  an  appeal  from  the  decision  of  the  Court  of  Session  (First 
Division),  reversing  a  judgment  of  the  Lord  Ordinary.  It  appeared  that 
in  1871  the  appellants,  under  the  provisions  of  the  Glasgow  Water-Works 
Act,  compulsorily  purchased  from  the  respondent  a  quantity  of  land,  upon 
which  they  subsequently  constructed  two  large  reservoirs  for  the  purposes 
of  their  water-works.  'The  price  paid  for  Gie  land  was  4111,000;  and  the 
purchase  was  made  under  the  general  provisions  of  the  Act,  whereby  the 
property  in  the  coal,  slate,  ironstone,  and  ‘‘other  minerals,’’  which  might 
be  beneath  the  land  purchased  should  remain  in  the  seller,  and  that 
they  should  not  be  paid  for  by  the  purchasers  of  the  surface  soil  until  the 
seller  should  give  notice  of  his  intention  to  work  such  minerals.  Beneath 
the  land  acquired  by  the  appellants  there  was  a  large  quantity  of  clay 
and  in  1885  the  respondent  gave  the  appellants  notice  of  his  intention  to 
work  the  clay  as  one  of  the  minerals  reserved  to  him  under  the  Act. 
The  appellants  thereupon  denied  that  clay  was  a  mineral  so  reserved  ;  and 
asserted  that  the  property  in  it  had  passed  to  them  when  they  purchased 
the  surface  of  the  land.  Litigation  having  arisen  between  the  parties  in 
consequence  of  this  dispute,  the  Lord  Ordinary  decided  in  favour  of  the 
appellants ;  but  his  decision  was  reversed  by  the  First  Division  of  the 
Court.  The  case  was  argued  some  time  ago,  when  judgment  was  reserved. 

This  was  given  to-day.  _ 

The  Attorney-General  (Sir  R.  E.  Webster,  Q.C.,  M.P.)  and  Mr. 
Balfour  Browne,  Q.C.,  appeared  for  the  appellants;  Sir  Hor-ace  Davey, 
y.C.,  and  Mr.  E.  W.  Bryne,  Q.C.,  for  the  respondent. 

The  Lord  Chancellor,  Lord  Watson,  and  Lord  Macnaohten  were  of 
opinion  that  the  clay  in  question  formed  part  of  the  surface  of  the  land, 
and  that  the  right  of  working  it  had  not  been  reserved  to  the  seller 
Avhen  the  property  was  acquired  by  the  appellants.  They  thought  the 
judgment  of  the  Court  below  must  therefore  be  reversed,  and  that  of  the 
Lord  Ordinary  restored.  .  .  ,  ,  -*1  • 

Lord  Herschell  dissented ;  being  of  opinion  that  clay  came  within  tlie 
term  "  minerals,"  the  right  to  work  which  was  reserved  to  the  seller 
under  the  general  provisions  of  the  Act.  The  reservation  must,  he 
thought,  be  taken  to  extend  to  all  such  bodies  of  mineral  subsUnoes  lying 
together  in  seams,  beds,  or  strata  as  were  commonly  worked  for  profit, 
and  had  a  value  independent  of  the  surface  of  the  land. 

Accordingly,  by  a  majority,  the  judgment  was  reversed,  witli  costs. 


HIGH  COURT  OF  JUSTICE.— CHANCERY  DIVISION. 

Wednesday,  Auo.  8. 

(Before  Mr.  Justice  Kekewicii.) 

ARNISON  AND  OTHERS  V.  SMITH  AND  OTIIF.RS. 

THE  CITY  OF  OENOA  WATER  WORKS  COMPANY,  LIMITED. 

This  was  an  action  brought  by  Mr.  .Joseph  Arnisoii  and  63  other 
plaintiffs,  debenture  stockholders  in  the  City  of  Genoa  Water-Works  Com¬ 
pany,  Limited,  against  Mr.  Gordon  Smith,  the  promoter  of  the  Company, 
and  the  Prince  of  Mantua  and  Montferrat.  Admiral  Sir  E.  A.  Ingleflold, 
Colonel  Hughes-Hallett,  Sir  Kingsmill  Grove  Key.  and  Messrs.  H.  C. 
Maudslay,  H.  F.  Giles,  and  J.  Kinlooh  Maloolmson,  the  original  Directors 
of  the  Company.  Of  the  64  plaintiffs,  12  failed  to  appear  at  the  trial,  and 
two  died  before  the  trial.  The  remaining  40  apnearod  as  witnesses  in 
support  of  the  case  alleged  in  the  one  statement  of  claim  delivered  on  be¬ 
half  of  the  64  plaiutilfs.  The  Company  was  incorjKira^d  in  1(^  as  a 
limited  liability  Company,  with  a  nominal  share  capital  of  4.‘300,000, 
divided  into  60,000  shares  of  4.’5  each.  On  Nov.  30,  1886,  defendanU.  on 
behalf  of  the  Company,  sent  out  a  prospectus  inviting  the  public  to  sub¬ 
scribe  for  the  issue  of  41150,000  of  6  per  cent,  debenture  stock  in  the  Com¬ 
pany.  The  prospectus  contained  the  following  statement : — “  Share  ci^ital, 
A’300,000,  in  60,000  shares  of  4'6  each,  of  which  40,000,  repn-senting  T-JOO.OOO, 
has  bi-eii  already  subscribed.”  The  plaintiffs'  case  was  that  this  was  in- 
aocurste,  not  more  than  seven  shares  in  the  Company  having  been  taken 
up  or  subscribed  for  at  the  date  of  the  prospectus;  and  even  in  March, 
1877,  not  more  than  67  shares  had  been  Ukeu  up,  upon  which  onlv  4‘‘i66 
had  been  paid.  The  plaintiffs,  relying  on  the  representations,  and  believing 
them  to  bo  true,  apidied  for  and  became  the  holders  of  certain  portions  of 
the  debenture  stock,  amounting  in  the  aggregate  to  4'30.!I00 ;  and  they 
claimed  damages  for  the  deceit  alleged  to  have  been  practised  upon  them. 
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The  defence  was  that  the  defendants  made  the  statements  in  the  prospectus 
bond  fide,  believing  them  to  be  true. 

Mr.  R.vlph  Neville,  Q.C.,  Mr.  J.  F.  Oswald,  and  Mr.  W.  Baker 
appeared  for  the  plaintiSs ;  Mr.  Steward  Brice,  Q.C.,  and  Mr.  B.  Bray 
for  the  defendant  Gordon  Smith  ;  and  Mr.  Warminoton,  Q.G.,  Mr.  F. 
Thompson,  and  Mr.  Alexander  for  the  other  defendants. 

Evidence  having  been  given  at  considerable  length  on  both  sides. 

Justice  Kekewich,  in  giving  judgment,  described  the  case  as  a  painful 
and  a  novel  one.  Here,  he  said,  53  plaintiSs  combined  together  to  bring 
an  action  against  the  Directors  of  a  Company  for  misrepresentations  in  a 
prospectus;  and  the  point  he  had  to  decide  was  whether  there  had  been 
deceit  in  asking  people  to  subscribe  for  debentures,  and  whether  the  state¬ 
ment  that  A’200,000  of  shares  had  been  already  subscribed  for  at  the  time 
of  the  issue  of  the  prospectus  was  true.  He  must  confess  he  thought  the 
Avord  “subscribed”  had  been  improperly  used;  and  he  was  further  of 
opinion  that  there  had  been  concealment  as  to  the  real  facts  of  the  case. 
Under  all  the  circumstances,  he  came  to  the  conclusion  that  the  plaintiffs 
liad  made  out  their  case,  and  were  entitled  to  judgment,  with  costs  as 
against  the  defendants.  He  must,  however,  make  an  exception  with  refer¬ 
ence  to  the  order,  and  that  was  with  regard  to  the  twelve  plaintiffs  who 
did  not  appear.  Their  actions  would  be  dismissed,  and  they  would  pay 
defendants’  costs. 

An  order  was  made  accordingly.  The  successful  plaintiffs  were  entitled 
to  the  difference  between  the  actual  value  of  the  stock  which  they  were 
deceived  into  purchasing,  and  the  price  which  they  paid  for  it.  There 
were  no  means  of  assessing  this  then  ;  and  it  was  referred  to  Chambers. 


HlisTTllaneoiis  Eeros. 

THE  EXAMINATIONS  IN  “GAS  MANUFACTURE.” 

We  have  been  favoured  by  the  Organizing  Director  of  the  City  and 
Guilds  of  London  Institute  for  the  Advancement  of  Technical  Education 
(Sir  Philip  Magnus)  with  a  list  of  the  successful  candidates  in  the  exami¬ 
nations  in  “  Gas  Manufacture,”  which,  as  our  readers  are  aware,  form  part 
of  the  scheme  of  Technological  Examinations  conducted  by  the  Institute 
every  year.  It  is  as  follows ; — 

Honours  Grade — 

First  Class. — Herring,  W.  R. — First  Prize:  AS,  and  Silver  Medal. 

Bromley,  J.  F. — Second  Prize  :  £5,  and  Bronze  Medal. 

Second  Class. — Clark,  Geo.  H. ;  Cleland,  Alex.  M‘I. ;  Simmonds,  H. 

Ordinary  Grade — 

First  Class. — Bancroft,  F.  J. 

Botley,  C.  F. — First  Prize  ;  £3,  and  Silver  Medal. 

Helps,  D.  H. — Second  Prize ;  i'3,  and  Bronze  Medal. 

Sayner,  G.  S. — Fifth  Prize  :  Bronze  Medal. 

Smith,  A.,  jun. — Third  Prize :  £2,  and  Bronze  Medal. 

Sutcliffe,  E.  J. — Fourth  Prize  :  A’l,  and  Bronze  Medal. 

Second  Class. — Graham,  M. ;  Hall,  L.  G. ;  Hearson,  W. ;  Hiller,  H.  K. ; 

Holliday,  J. ;  Murray,  J.  W. ;  Budge,  H. ;  Stone,  G. ; 

Surman,  W. ;  Wliyte,  W. 

THE  GASLIGHT  AND  COKE  COMPANY. 

Half-Yearly  Meeting. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  last  P'riday, 
at  the  Chief  Office,  Horseferry  Road,  Westminster — Colonel  W.  T.  Makins, 
M.P.,  in  the  chair. 

The  Secretary  and  General  Manager  (Mr.  J.  Orwell  Phillips)  read  the 
notice  convening  the  meeting,  and  it  was  agreed  to  take  as  read  the  report 
of  the  Directors,  with  those  of  the  chief  officials  of  the  Company  (which 
were  given  in  the  Journal  last  week),  and  the  accounts  for  the  half  year 
ending  June  30  last,  the  principal  portions  of  which  appear  elsewhere  to¬ 
day  (see  pp.  236-7). 

The  Governor:  I  have  now  to  move  the  formal  resolution — “  That  the 
report  and  accounts  be  received  and  adopted  ;  ”  and  I  hope  in  this  warm 
atmosphere  that  it  will  not  be  necessary  to  detain  you  very  long.  The 
report,  which  you  have  all  received,  expresses  in  short  phrases  the  history 
of  the  Company  during  the  past  half  year  ;  and  though  that  history  has 
been  uneventful,  1  think  you  will  agree  with  me  in  regarding  it  as 
eminently  satisfactory.  Last  half  year,  in  addressing  you,  when  moving 
the  same  resolution,  I  said  that  I  thought  then,  speaking  of  the  report 
for  the  half  year  ending  December,  1887,  that  was  the  best  report 
we  had  ever  had  the  pleasure  and  privilege  of  laying  before  the  share¬ 
holders.  On  this  present  occasion  I  can  repeat  that,  because  this 
report  and  these  accounts  are,  if  anything,  still  better  than 
those  Ave  submitted  last  half  year;  and  in  one  respect  they  are 
certainly  very  mucli  better,  as  we  recommend  an  additional  J  per 
cent,  dividend.  My  usual  practice  has  been  to  give  you  the  compara¬ 
tive  figures,  in  order  that  you  may  see  at  a  glance  the  differences  in  work¬ 
ing  compared  with  the  corresponding  half  of  the  previous  year.  We  have 
in  favour  of  the  accounts  for  this  half  year,  as  against  the  corresponding 
period  of  1887,  an  increase  in  meter  and  stove  rental  of  £768;  in  the 
amount  received  from  coke,  of  fl4,122 ;  from  breeze,  of  A4934  ;  and,  in  the 
item  of  tar  and  tar  products,  the  large  increase  of  AT5,430.  This,  with  a  small 
increase  of  rent  of  £64,  makes  an  increase  in  the  income  of  A35,378.  Well, 
then,  on  the  other  side,  against  the  income  for  this  half  year,  there  is  a 
loss  on  gas  of  A84,318;  and  on  ammoniacal  liquor  and  sulphate  of  i'7094  — 
the  total  loss  in  income  for  the  half  year  being  thus  A91,412.  Of  course, 
this  seems  a  very  large  amount ;  but  you  will  at  once  perceive  that  it  is 
accounted  for  almost  entirely  by  the  reduction  of  3d.  per  1000  cubic  feet 
which  took  effect  from  Jan.  1  last.  We  have  been  urged  very  often  to  take 
more  rapid  strides  in  the  way  of  reducing  the  price  of  gas.  We  have  been 
told  frequently— especially  by  my  friend  Mr.  Livesey— that  reduction  of 
price  means  increase  of  consumption.  I  have  had  occasion  to  point 
out  to  him  and  to  the  meeting  several  times  that  this  is  not  so 
in  our  case.  It  is  not  an  invariable  rule;  and  in  the  past  half 
year,  the  general  experience  of  the  Company  has  been  borne  out. 
Our  increase  for  the  half  year,  in  spite  of  the  reduction  of  3d.  per 
lOUO  cubic  feet,  has  been  only  at  the  rate  of  just  below  2  per  cent. — 1-94 
per  cent.;  so  that  the  reduction,  large  as  it  is,  in  the  cost  to  the  consumer 
has  not  as  yet  made  an  appreciable  difference  in  our  receipts.  To  us  the 
cost  of  the  3d.  reduction  ought  to  liave  been,  if  there  had  been  no  increase 
in  the  consumption,  A107,2ti0 — that  is  to  say,  if  we  had  only  sold  the  same 
amount  of  gas  as  in  the  corresponding  period  of  the  nrevions  year.  As  a 
matter  of  fact,  the  increased  consumption  gave  us  £22,662  more.  There¬ 
fore  the  amount  of  i'107,0  .0  which  we  stood  to  lose  was  reduced  to  i;84,000. 
This,  I  think,  is  fairly  satisfactory,  because  these  changes  of  price  do  not 
take  effect  at  the  moment.  People  do  not  find  out,  until  their  bills  go  in, 
tliat  there  has  been  a  reduction  of  price ;  and  they  do  not  correspondingly 


increase  their  consumption.  But,  looking  at  the  fact  that  so  much  of  our 
gas  is  now  used  as  fuel — for  manufacturing  purposes,  engines,  and  also  for 
warming  and  cooking  purposes — a  reduction  of  10  per  cent,  must  tell 
eventually;  because  a  manufacturer  who  can  get  his  motive  power  at 
10  per  cent,  less  cost,  is  always  inclined  to  increase  his  business.  That  is  so 
far  as  regards  the  income.  Then,  with  respect  to  our  expenditure,  our  coals 
have  cost  us  £8297  less  for  the  half  year.  This  I  believe  you  will  agree  is 
highly  satisfactory,  especially  as  we  have  used  a  greater  quantity  of  coal 
in  producing  a  larger  amount  of  gas.  The  cost  of  coal  this  half  year  is 
peculiarly  pleasing ;  because  the  gross  price  per  ton  is  12s.  0'7d.  against 
12s.  4'30d.  The  residuals  have  produced  78.  6’69d.  against  7s.  0  48d.  The 
total  net  cost  of  the  coal,  therefore,  this  half  year  has  been  4s.  5'38d.  per 
ton,  against  5s.  3'82d. — the  largest  reduction  I  ever  remember  in  a  half 
year.  This  accounts  for  the  decrease  of  £8297  in  the  amount  we  have  paid 
for  our  coals.  Wear  and  tear  on  manufacture  is  about  £1000  down  ; 
salaries  and  wages  are  £1832  less ;  wear  and  tear  on  distribution  is  £5860 
down  ;  meter  and  stove  repairs  have  cost  less  by  £5320 ;  the  item  of  public 
lamps  shows  a  decrease  of  £700;  rents  are  £200  less  ;  and  law  charges  are 
£4599  down.  Of  course,  this  is  because  there  has  been  a  little  lull  in  the 
litigation.  The  expenses  connected  with  the  public  testing  stations  are 
£149  less.  We  have  therefore  in  favour  of  this  half  year,  by  the  reduction 
in  expenditure,  £28,591,  and  also  a  sum  of  £2700  for  preference  dividend 
and  interest  on  loans — making  the  total  amount  in  favour  of  this  half  year, 
against  the  corresponding  period  of  last  year,  £66,680.  Then,  I  have 
given  you,  on  the  other  side,  £91,000  loss  on  gas  and  liquor ;  and  in  addi¬ 
tion  our  salaries  for  manufacturing  are  £200  up.  Manufacturing  wages 
are  £3900  up ;  purification  is  £2600  up ;  and  various  small  items  bring  the 
total  debit  to  the  account  to  £8574.  Then  we  have  to  add  to  this  the 
excess  of  |  per  cent,  on  the  ordinary  dividend,  which  amounts  to  £20,535, 
which  gives  altogether  against  the  half  year  £120,521.  The  figures  I  gave 
you  in  favour  being  £66,680,  the  net  debit  for  the  half  year  is  £53,841.  There¬ 
fore,  though  Ave  stood  to  lose,  as  I  told  you,  £104,000,  the  half  year  is  only 
£53,000  worse  than  the  corresponding  period  of  1887.  The  charge  for  wear 
and  tear,  distribution,  rates  and  taxes,  and  management  are  practically 
the  same  as  they  were  ;  and  therefore  I  need  not  go  through  the  figures, 
as  they  vary  so  little  that  I  should  be  only  wearying  you.  The  item  of  law 
has  given  us  £2000  to  the  good,  or  something  over  Jd.  per  ton  ;  and  annuities 
are  £1000  higher.  TAvoor  threeof  our  older  men  have  been  pensioned  off,  and 
we  have  saved  their  salaries,  though  while  we  get  the  saving  in  salaries,  it 
has  raised  the  annuity  fund  to  this  extent.  That  is  a  measure  not  only  of 
humanity,  but  of  economy,  because  we  get  the  work  done  by  younger  men 
at  less  remuneration ;  and  we  enable  the  men  who  are  past  work  to  retire 
into  private  life  without  being  utterly  deprived  of  their  subsistence.  With 
respect  to  the  question  of  increased  consumption,  I  have  told  you  that  it  has 
been  in  the  past  half  year  1'94  per  cent.  This  at  first  sight  might  ap¬ 
pear  discouraging  ;  but  I  am  happy  to  say,  Avith  reference  to  the  present 
half  year,  as  far  as  it  has  gone,  the  increase  has  been  very  satisfactory. 
We  are  among  those  who  might  be  looked  upon  as  misanthropic  indivi¬ 
duals,  who  always  benefit  by  the  misfortunes  of  their  fellow-creatures  ; 
and  the  wet,  cold,  and  dull  weather  which  has  been  so  oppressive  to  the 
public  at  large  has  brought  a  large  amount  of  grist  to  our  mill.  The 
accession  of  the  late  summer  that  has  come  upon  us  will  probably  tell 
upon  our  increase;  but  it  has  already  arrived  at  such  a  figure  that  Ave 
may  look  with  complacency  on  the  prospects  for  this  half  year.  You  will 
have  noticed  that  coke  is  a  very  satisfactory  item.  The  addition  of 
£14,000  in  the  half  year  from  coke  is  a  fact  full  of  comfort ;  and  I  do  not 
think  we  have  seen  the  best  of  it  yet.  I  believe  that  the  present  half  year 
will  show  results  quite  as  satisfactory,  if  not  more  so  than  in  the  past  half 
year.  The  same  remark,  in  a  modified  way,  applies  to  breeze.  I  do  not 
know  that  I  need  trouble  you  with  any  more  figures  with  reference  to  the 
working  of  the  half  year.  If  I  have  omitted  to  give  anything  in  the  way 
of  statistics,  I  shall  be  happy  to  supplement  what  I  have  already  said  by 
way  of  answers  to  questions  at  the  end  of  the  proceedings.  The  proprietors 
will  remember  that  I  mentioned  an  experiment  which  we  had 
tried  with  regard  to  supplying  gas  to  small  dwellings— j-cottages, 
tenements,  and  so  on — on  the  principle  of  finding  the  fittings  and 
charging  a  rental  for  them,  so  as  to  bring  the  use  of  gas  into 
the  cottages  and  smaller  dwellings  in  the  East-end  of  London. 
Of  course,  the  experiment  has  not  yet  progressed  very  far  ;  but  I  can  give 
you  the  results  up  to  the  present.  We  have  laid  on  services  to  96  houses 
and  given  them  a  supply  of  gas ;  and  85  out  of  the  96  have  been  lighted  for 
the  full  period  of  three  months  from  March  to  June.  Of  course,  the  meet¬ 
ing  will  remember  that  this  is  one  of  the  lightest  quarters  of  the  year ;  and 
therefore  the  figures  are  not  very  large.  The  rental  we  have  received  has 
been  £29  13s.  lOd.  This  gives  an  average  of,  as  near  as  possible,  7s.  per 
house,  or  at  the  rate  of  6d.  per  week,  including  the  rental  of  fittings.  I 
think  that  when  the  British  workman  can  get  his  rooms  lighted  and 
warmed,  and  his  fittings  put  in,  for  a  payment  of  fid.  a  week,  without  any 
trouble  to  him,  we  have  a  right  to  look  for  a  very  large  development  in 
this  form  of  business ;  and,  of  course,  it  is  a  business  which  has  great 
capabilities.  When  I  add  that  there  has  been  no  trouble  whatever  in 
collecting  the  money  from  the  working  men,  and  that  there  has  been 
no  loss  and  not  a  penny  of  bad  debt,  we  can  look  on  the  experiment  as 
satisfactory,  and  as  encouraging  us  to  proceed  in  the  same  way.  These 
96  houses  I  mentioned  are  all  in  Silvertown.  We  now  propose  to  adopt  the 
same  system  in  other  parts  of  our  district ;  and  I  hope  I  shall  be  able,  at 
our  next  meeting,  or  the  meeting  after,  if  I  am  in  the  chair, to  give  the  re¬ 
sults  of  this  further  experiment.  With  regard  to  stoves,  we  are  going  on 
steadily.  We  have  now  7322  stoves  out  that  we  know  of — that  is,  our  own 
stoves,  those  issued  by  the  Company.  The  rental  of  the  stoves  for  the 
half  year  has  been  £2288,  as  against  £1974.  This  is  very  satisfactory,  be¬ 
cause  what  we  want  is  day  consumption,  so  that  we  may  utilize  our  plant 
during  the  24  hours  round.  Of  course,  lighting  is  our  mainstay  ;  but  the 
fuel  business  is  progressing,  as  you  see  by  these  figures,  in  a  very  satis¬ 
factory  way.  It  is  the  more  satisfactory  because,  with  regard  to  fuel,  we 
have  no  competitor.  The  electric  light  we  must  regard  as  a  competitor, 
as  far  as  it  goes,  for  illuminating  purposes  ;  but  for  fuel  we  have  no  com¬ 
petitor,  except,  of  course,  the  ordinary  coal  and  coke.  I  am  reminded  by 
the  Deputy-Governor  that  you  must  not  assume  from  what  I  have  said 
that  our  lighting  business  is  bad,  because  our  meter-rental,  as  well  as  the 
stoves,  shows  an  increase.  I  only  meant  to  say  this — that  the  fuel  busi¬ 
ness  is  peculiarly  satisfactory,  and  the  lighting  is  equally  satisfactory ; 
but  it  has  not  that  element  of  freedom  from  competition  which  fuel  has. 

I  think  I  have  now  dealt  with  all  the  figures  which  I  need  trouble 
you  with.  Perhaps  some  of  the  proprietors  naturally  look  at  the 
price  of  our  stock  from  time  to  time ;  and  they  may  have  seen 
a  sudden  drop  the  other  day.  As  far  as  we  can  understand,  this 
fall  occurred  through  the  introduction  of  a  new  Electric  Lighting 
Company — introduced  to  the  public  by  some  well-known  scientific 
and  other  names.  As  far  as  my  experience  goes,  the  only  people  who  have 
so  far  derived  any  good  from  electric  lighting  have  been  the  people  who 
have  sold  the  machinery.  I  know  of  no  company  which  is  paying  a  divi¬ 
dend  or  interest  on  its  lighting  business;  and,  as  1  told  some  of  my  friends 
in  this  new  Company,  they  have  a  long  uphill  game  before  they  can  make 
£25,000  a  year  to  pay  even  6  per  cent,  on  the  capital  they  are  asking  for, 
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However,  the  electric  light  will  progress,  and  ought  to  j  V'* 

ought  to  feel  no  jealousy  for  it.  There  is  plenty  of  room  for  lithting  y 
the  electric  light,  by  oil,  and  by  our  gas  ;  but  I  hope  P'’°Pr“’^^  T'hv^a 
so  unwise,  under  the  influence  of  panic,  or  a 

new  company,  as  to  throw  away  his  stock  at  a  reduced  value.  Ion  must 
Took  at  the  position  of  this  Company .  Yon  have  a  10  per  cent,  dividend 
with  a  maximum  price  of  3s.  9d  ;  but  your  price  is  o'dy  28_  9d  You 
thus  have  Is.  margin  in  price  before  your  10  per  ‘ 

addition  to  this,  you  have  JE837,000  of  undivided  balance 
and  insurance  fund ;  so  that  you  have  two  years  divdeu.l  ,u 
hand  at  the  full  rate,  besides  the  Is.  extra  you  might 
if  it  were  necessary  for  you  to  do  so.  I  do  not,  how  .  ,  PI  . 
there  will  be  any  question  of  increasing  the  price  of  our  b'ay-  ^u  t  le 
contrary,  looking  at  the  prospects  of  the  present  half  year  and  the  satis- 
factory  ^financial  position  we  now  hold,  it  will  be  our  duty- I  e*P®'^ 
announce  to  the  proprietors  next  year,  when  the  coal  and  wine  dues  fall 
in,  a  further  reduction  in  price,  with  a  corresponding  increase  in  the 
dividend.  I  have  always  been  very  careful  not  to  prophesy,  and  I  do  not 
state  this  as  a  fact.  But  I  say  that  the  inferences,  from  the  cond  t.on  of 
oar  accounts  and  of  our  working,  lead  me  to  believe  that  this  will  be  ^e 
result.  Festiiia  lente—^o  gently— has  always  been  our  motto  here.  We 
do  not  want  to  rush  the  price  down  by  leaps  and  bounds.  We  want  to 
make  our  position  as  sure  as  we  can.  We  have  found  this  policy  right 
in  the  past.  It  is  a  policy  which  has  been  endorsed  by  our  pro¬ 
prietors  in  the  past ;  and  I  feel  sure  it  will  be  endorsed  by  them  in  the 
future.  Our  neighbours  in  the  South  propose,  I  see  by  their  report,  to 
gives  the  whole  benefit  of  the  abolition  of  the  coal  aud  wine  dues— vvhich 
in  our  case  would  be  i:91,000-to  the  consumers.  I  want  to  know 
before  I  deal  with  this  £91,000  how  it  will  come  out.  In  the 
first  place,  we  shall  have,  as  I  said  last  half  year,  if  we  get 
this  duty  off  the  coal,  to  make  some  reduction,  no  doubt,  in 
the  price  of  the  coke  which  we  sell.  Then  there  may  be 
taxes  reimposed  in  the  place  of  the  dues  taken  away :  and  whatever  the 
margin  may  be,  I  cannot  tell.  When  we  do  get  at  the  margin, 
however,  it  appears  to  me  that  our  duty  is  to  deal  with  it  on  the  prin¬ 
ciple  laid  down  by  the  Act  of  Parliament.  If  the  sliding  scale  is  good 
for  anything,  it  ought  to  be  worked  both  ways.  The  £91,000  would  be 
equivalent  to  lid.  per  1000  cubic  feet  in  the  price  of  gas,  if  we  gave  the 
whole  of  it ;  but  as  I  was  saying  I  do  not  think  we  are  called  upon,  in  a 
spirit  of  philanthropy,  which  is  not  business,  to  inveigh  the  principle  of 
the  sliding  scale,  which  has  been  adopted  by  Parliament  as  a  just  and  fair 
means  of  dealing  with  gas  companies  and  their  consuiners.  ”  ®  are  not 
called  upon  to  invalidate  this,  or  to  go  against  the  principle  of  that  settle¬ 
ment,  by  devoting  this  money  altogether  to  the  consumer.  In  addition  to 
the  coal  dues  coming  off,  I  am  happy  to  say  that  we  have  made  our  con¬ 
tracts  for  1889,  as  far  as  sea-borne  coal  is  concerned,  at  a  reduction  of 
about  4d.  per  ton  all  round.  This  will  give  us  a  very  handsome  addition 
to  our  revenue— to  the  tune  of  about  £^,000.  Taking  this  into  considera¬ 
tion,  taking  the  coal  dues  into  consideration,  and  remembering  the  increased 
and  improving  trade  of  the  country,  which  reacts  on  our  residual  products, 
and  will  no  doubt  also  add  to  our  gas  consumption,  I  think  I  ana  not  in 
want  of  justification  for  my  modified  form  of  prophecy  as  to  a  reduction 
in  the  price  next  year,  and  a  further  increase  of  dividend.  There  is  one 
other  question  which  has  been  raised  in  the  report — that  is  our  litigation 
with  the  South  Metropolitan  Gas  Company.  No  one  can  regret  this  more 
than  the  Court  of  this  Company  does ;  but  we  were  not  the  attacking 
party.  The  litigation  was  forced  on  us,  unless  we  were  to  sit  down  with 
a  loss  of  £4000  a  year,  and  meekly  bear  it.  We  have  prosecuted  the  litiga¬ 
tion  up  to  the  present  point  without  success;  but  the  judgment  of  the 
Court  of  Appeal  decided  us  to  go  to  the  House  of  Lords.  [The  Governor 
here  quoted  from  the  judgments  delivered  in  the  Court  of  Appea.1  by  Lords 
■Tustices  Lindley  and  Bowen,  which  were  given  in  the  Journal  for  Feb.  28 
last,  p.  377.]  In  the  face  of  these  judgments,  was  it,  I  ask,  possible  for  us 
to  refrain  from  carrying  the  litigation  to  the  House  of  Lords?  We  were 
supported  by  the  opinion  of  Counsel ;  and  we  were  told  that  it  was  our 
duty  to  take  the  opinion  of  the  highest  Court.  This  is  a  question 
which  affects  the  districting  of  the  Companies,  and  is  vital  to  the  lighting 
of  the  whole  of  London  ;  and,  however  deeply  we  may  deplore  being 
at  loggerheads  with  our  neighbour,  and  the  money  spent  on  law, 
yet  it  is  a  matter  of  such  great  importance,  that  I  think  we 
are  bound  to  get  a  final  judgment  on  it,  and  abide  by  it,  whatever 
it  may  be.  You  will  notice  a  small  footnote  at  the  end  of  the  accounts 
signed  by  Mr.  Parkes,  our  Uificial  Auditor,  in  which  he  says ;  “  A  for¬ 
feiture  incurred  during  the  half  year,  amounting  to  5s.,  must  be  borne 
and  paid  exclusively  by  and  out  of  the  divisible  profits  of  the  Company, 
and  by  way  of  reduction  of  dividend.’*  Well  now  this  fine  of  5s.  arose  in 
this  way  :  W’e  were  charged  by  the  Chief  Gas  Examiner  w'ith  being  on  one 
occasion  below  our  parliamentary  standard  of  illuminating  power.  We 
demurred  to  the  charge,  and  appealed  against  it ;  and  though  we  brought 
plenty  of  evidence,  the  judgment  of  the  Chief  Gas  Examiner,  which  is 
final,  was  against  us;  and  he  declared  default  to  have  been  made.  I  hen 
the  Metropolitan  Board  of  SV'orks  summoned  us  before  the  Magistrate,  and 
asked  him  to  inflict  a  penalty.’  The  Magistrate  was  apparently  very 
much  surprised  by  this  action  of  the  Board  of  Works,  and  asked  what  was 
the  evidence.  There  was  no  evidence  to  be  brought  forward.  They  told 
him:  "  You  have  simply  to  discharge  an  official  duty.  The  Chief  Gas 
Examiner  has  given  his  certificate  that  default  has  been  made  ;  and  all 
that  you  have  to  do  is  to  inflict  the  fine.”  So  little  evidence  was  there, 
that  even  the  very  candles  by  which  the  test  hod  been  made  hail  been 
either  carelessly  or  carefully  thrown  away;  they  were  not  forthcoming 
to  prove  the  case  against  us.  The  Magistrate  expressed  his  sense 
of  the  injustice  of  the  Board  of  Works  by  inflicting  a  fine  of  6s., 
instead  of  the  statutory  penalty  of  408.,  and  a  sum  ol  ‘Js.  for  costa.  I 
think  we  have  great  reason  to  c  mplaiu  of  the  action  of  the  Board 
of  Works  in  this  matter.  The  Magistrate  also  seemed  to  have  the 
same  opinion,  that  we  had  a  right  to  complain,  because  he  refused  them 
their  costs.  But  at  the  very  time  that  they  were  bringing  this  charge 
against  us,  which  they  did  not  support  with  any  evidence,  and  in  which 
they  merely  demanded  their  legal  pound  of  flesh,  and  told  the  Magistrate 
that  he  had  no  business  to  go  into  the  question  at  all,  but  that  ho  was 
simply  to  inflict  the  fine — at  that  very  time  our  neighbours  on  the  south 
were  admittedly,  on  five  occasions,  below  their  parliamentary  standard, 
either  in  the  case  of  illuminating  power  or  in  puritv.  One  would  have 
thought  that  a  consistent  body  like  the  Metropolitan  l!"Srd  of  W  rks 
(laughter)  would  not  have  made  fish  of  one  and  flesh  of  another  ;  but  they 
abstained  entirely  from  taking  any  action  against  the  South  Meiropolilan 
Compant ,  although  they  say  that  that  Company's  gas,  when  tesU-d  in  the 
Blackiriars  Road,  showed  “a  lighting  power  of  only  15'U  and  15'4  candles 
respectively,  instead  of  16  caudles ;  and  on  three  days  in  October 
the  same  Company’s  gas  was  found  to  contain  ammonia  to  the  amount  of 
6  6,  4'8,  aud  6  grains  in  100  cubic  feet.”  They  go  on  to  say  :  “  It  would,  in 
ordinary  circumstances,  therefore,  have  been  the  duty  of  the  Board  to 
bring  the  matter  before  a  magistrate,  and  to  ask  that  the  forfeitures  pro- 

*  See  JoCRNAL,  Vol.  LI.,  p.  476. 


vided  for  in  the  statute  might  be  imposed  on  the  Company.  It  so  happened, 
however,  that  the  South  Metropolitan  Gas  Company  was  about  that  time 
giving  facilities  to  the  Board's  officers,  who  were,  under  the  instructions 
of  a  Committee  of  the  Board,  making  experiments  for  the  purpose  of 
determining  what  was  the  most  trustworthy  sUndard  of  light  to  be  usM 
in  photometry  ;  and,  as  these  facilities  could  not  be  claimed  by  the  Board, 
and  were  given  by  the  Company  as  an  act  of  courtesy,^  it  would  have 
seemed  to  seek  at  that  time  to  Buhj*'Ct  the  Company  to  fur- 

feitures  in  respect  of  defects  which,  although  the  Chief  Gas  Examiner  was 
unable  to  certify  that  they  were  unavoidable,  were  vet,  there  was  reason 
to  believe,  not  due  to  culpable  negligence.  The  Board  confined  itself, 
therefore,  to  cautioning  the  Companv,  and  requesting  it  to  use  greater  care 
in  future.”  In  the  first  place,  they  did  not  report  their  action  with  regard 
to  our  Company  at  all.  They  passed  it  over  in  discreet  silence.  In  the 
second  place,  they  leave  it  to  be  inferred  by  the  public  that  the  South  Metro¬ 
politan  Company  were  giving  facilities  which  we  refused.  I  can  appeal  to 
our  Distributing  Engineer,  and  other  Engineers,  to  say  that  this  charge 
— it  was  not  exactly  a  charge,  but  an  inference — was  without  foundation. 
Every  facility  has  been  given  by  this  Company,  every  expense  incurrim, 
and  everything  done  that  could  be  done  to  facilitate  the  work  of  the 
Referees,  and  I  think  this  was  a  most  unjust  iiroceeding.  It  was  unfair 
on  its  merits;  and  it  was  doubly  unfair  when  we  take  it  in  conjunction 
with  the  action  as  regards  the  other  Company.  However,  the  Board  of 
Works,  as  you  are  aware,  is  a  moribund  body ;  and  no  doubt  it  wanted  to 
show  a  little  action  before  it  came  to  an  end.  It  is  a  moribund  body,  and, 
to  parap  hrase  Sir  Walter  Scott — 

Doubly  dying,  will  go  down 

To  the  same  vestries  whence  it  sprung. 

Unwept,  unhonoured,  and  unsung. 

(Laughter.)  I  think  that  this  concludes  all  I  have  to  say  with  regard  to 
the  report.  I  am  reminded  by  the  Secretary  that  a  little  difficulty  arose 
about  the  fine  of  58.  It  is  payable  out  of  the  dividend,  bo  that,  strictly 
speaking,  it  ought  to  have  been  divided  into  8000  parts,  and  each  share- 
liolder  should  have  paid  his  proportion  ;  but  as  this  would  have  entailed 
a  considerable  amount  of  work  on  our  staff — who,  however,  are  always 
very  willing  to  work— I  cut  the  Gordian  knot  by  asking  the  Secretary  to 
take  the  whole  amount  from  my  dividend.  The  steam-roller 
remains  the  law  of  the  laud  ;  and  I  think  we  are  not  likely  to  be  troubled 
much  more.  I  have  reason  to  know  that  the  Vestry  of  St.  George  s, 
Hanover  Square,  are  anxious  to  get  a  setttlement  with  us  something  on 
the  lines  of  the  Chelsea  agreement;  and  I  have  expressed  willingness,  on 
the  part  of  the  Company,  to  meet  them  in  that  way,  so  I  hope  we  may 
come  to  some  arrangement  with  them.  I  have  now  dealt  witli  the  whole 
of  the  past  half  year.  I  have  told  you  what  I  think  about  the  coming 
lialf  year;  and  all  that  I  have  to  remark  in  conclusion  is  this— 
that  the  works  and  the  plant  of  the  Company  were  never  in  better  con¬ 
dition  than  they  are  at  this  present  moment.  In  spite  of  the  reduction 
in  expenditure  in  the  wear  and  tear  and  so  on,  the  plant  and  the  worKs 
have  been  kept  in  perfect  condition.  I  am  bound,  as  a  m^atter  of  I“®tice, 
to  say  that  the  officers  of  the  Company,  from  the  hiRhest  to  the 
lowest,  have  discharged  their  duties  both  faithfully  and  efficiently  to  the 
Company — not  only  in  the  past  half  year,  but  ever  since  I  have  had  the  plea¬ 
sure  of  being  Governor  of  the  Company.  It  is  a  peculiar  pleasure  to  me 
to  cive  this  testimony  in  the  face  of  the  proprietors,  after  I  have  given 
them  such  evidence  as  they  have  had  in  the  report  and  in  the  accounts 
of  the  well-being  of  the  Company.  I  was  down  at  Beckton  the  other  day ; 
and  I  am  very  glad  to  be  able  to  report  that  things  there  are  going  on  not 
only  very  well  as  regards  the  near  future  of  gas  and  the  dealing  with  the 
products,  but  that  the  welfare  of  our  workpeople  there,  both  spiritually  and 
from  a  sanitary  point  of  view,  is  being  well  looked  after.  W  e  have  a  very 
active  Chaplain  there,  and  there  are  ministers  of  every  denomination,  who 
do  all  they  can  for  the  spiritual  wants  of  our  people.  They  have  a  cricket- 
pround  a  cinder-path,  and  a  hall  where  they  have  their  meetings,  concerU, 
&c.  It  has  been  pointed  out  to  me,  that,  though  there  is  recreation,  and  the 
means  of  recreation  in  the  summer,  there  is  a  want  which  we  ni'Rht  supply. 
They  require  a  tolerably  large  shed  for  the  winter,  for  drilling  and 
gymnastics,  and  a  swimming  bath,  which  is  almost  a  necessity  down  there. 
I  have  spoken  to  the  Government  Auditor,  and  he  is  pleased  to  regard 
favourably  the  proposal  1  mentioned  ;  aud  I  think  if  the  proprietors  as  a 
whole  see  no  objection  to  the  expense,  we  might  very  well  spend  a  few 
hundred  pounds,  probably  £1000  in  all,  in  providing  these  necessaries  for 
the  recreation  and  welfare  of  our  workpeople.  Assuming  that  the  meeting 
agree  to  this,  and  that  the  Board  of  Trade  raise  no  obstacle,  plans  will  be 
got  out,  and  the  work  be  done  in  the  course  of  the  next  few  months.  I  do 
not  know  that  I  have  anything  further  to  add  to  what  I  have  said  ;  but  1 
must  thank  you  for  the  kindness  with  which  you  have  heard  my  somewhat 

extended  stUement.  ,  , 

Tlie  Deputy-Govehnok  (Mr.  H.  C.  Ward)  seconded  the  motion. 

Mr.  Jackson  referred  to  the  abolition  of  the  coal  dues  ;  and  said  he 
thought  that  the  Company  ought  not  to  be  outdone  in  justice  to  the 
public.  The  abolition  of  the  coal  dues  was  a  measure  intended  not  to 
benefit  the  Gas  Companies  of  the  Metropolis,  but  the  ratepayers.  With 
the  splendid  dividend  being  paid  by  the  Company  the  first  six  mouths 
after  the  last  reduction  in  price,  he  thought  it  would  be  very  bad  policy, 
and  unlike  The  Gasliuht  and  Coke  Company,  if  they  did  not"  do  the  hand¬ 
some”— in  fact,  the  just  thing— in  connection  w  ith  the  abolition  ol  the 
dues.  He  regarded  the  report  as  eminently  satisfactory. 

Mr.  Simpson  dissented  from  the  view  taken  by  Mr.  Jackson,  as  to  what 
the  Company  should  do  with  regard  to  the  benefit  obtained  from  the 
abolition  of  the  coal  dues  ;  and  he  expressed  a  hope  that  that  gentleman  a 
suggestion  would  not  he  acted  on. 

Mr.  Gkohoe  Livesey:  Mr.  Chairman,  you  will  never  leave  me  alone. 
You  have  done  me  many  good  turns  ;  but  I  am  afraid  that  the  remarks 
you  have  made  this  morning  will  tend  possiblv  to  bring  im-  before  Lord 
Herschell  for  having  “  aquared ''  the  Metropolitan  Board  of  Works;  still 
I  am  not  very  much  afraid  of  that.  However,  there  is  something  to  be 
said  on  behalf  of  the  Metropolitan  Board.  The  Gas  Refere<-s  put  up  a 
new  testing-Btation,  which  gave  very  extraordinary  results;  and  when  we 
were  making  19-candle  gas,  we  could  hardly  show  16  candles  there.  That 
accounts  for  the  low  tests  recorded.  I  am  bound  to  say  that  in  d.  fencc  of 

my  own  Company.  ....  ^  u  .  » 

Tile  OovKiiNOK ;  I  lisve  not  coraplainod  of  your  Company,  but  of  tno 
Bonnl  oi  Works.  ,  ,  ♦ 

Mr.  Livkkkv  :  Yi»h;  I  know.  With  respect  to  the  oo»l  duos.  I  ai^roo  with 
Mr.  JackhOii  iiiOHt  ihor*ni(<tily  ;  and  I  put  it  thi*<  w*y  :  I’lnlanthropy  is  not 
buBiiiesH,  as  you  nay  ;  but  justioo  is  biisiiifss.  If  ym  woro  Knin»C  to  I’arna* 
nioiit  tohavo  your  initial  prir»*  fixtMl.and  the  coal  durs  wrro  to  l>o  roinov^d 
at  the  tiiuo,  you  could  not  ask  for  iho  protmit  initial  prico  to  bo  ri*n**wi'd  ; 
becHUHo  tho  abolition  of  tbo  coal  duos  is  equal  to  a  nnliiriinn  of  Id.  por 
KXK)  cubic  feel,  and  thon*f"ro  iho  public  would  bo  outitb-d  l4»  that  i»riinv. 
I  Ihitik  this  an  art  of  jnsiico,  and  an  act  of  wisdom.  I  Uv'k  rslhor  an 
active  part  on  the  Committor  who  wrro  op|*osti>f;  tho  r*  nowal  of  iho  roaJ 
duos.  There  wore  sonir  eminont  nion  on  tho  CoiiiidiII^h*  ,  amoiiK'st  thoni 
Sir  Houry  Doultou,  who  told  mo  repeatedly  that  Iho  groat  obslaclo  to 
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the  coal  dues  being  abolished  was  the  Gas  Companies.  Everyone  was 
saying  that  the  abolition  of  the  coal  dues  would  only  put  more  money  in 
the  pockets  of  the  gas  shareholders,  who  had  now  enough  ;  and  these 
members  of  the  Committee  said  that  if  it  could  be  shown  that  the 
public  would  get  the  benefit,  this  argument  for  the  renewal  of  the  dues 
would  be  got  rid  of.  I  took  upon  myself — and  in  this  I  was  supported  by 
my  Board  of  Directors — to  write  a  letter  to  the  First  Lord  of  the 
Treasury  just  at  the  critical  moment,  when  a  deputation  was  going  to  see 
him  ;  and  in  the  course  of  that  letter  I  stated  most  distinctly  that,  as  far 
as  the  South  Metropolitan  Gas  Company  were  concerned,  the  Board 
would  recommend  the  shareholders  not  to  take  the  additional  dividend  to 
which  they  would  be  entitled  by  the  reduction  of  Id.  per  1000  cubic  feet 
which  would  result  from  the  abolition  of  the  coal  dues.  I  think  that 
that  is  a  wise  thing,  and  a  just  thing.  I  should  be  the  last  to  go  for 
an  abrogation  of  the  sliding  scale.  But  I  say  that  the  sliding  scale 
has  done  for  us  more  than  was  expected;  and  it  is  right  that  we 
should  at  any  rate  do  an  act  of  justice  towards  the  public  in  this  case, 
and  I  am  quite  sure  it  will  redound  to  our  advantage.  There  is  one 
other  matter  which  I  should  not  have  referred  to,  but  for  the  allusions 
already  made  to  the  unfortunate  litigation  between  us.  You  have  quoted 
the  judgments  of  two  of  the  Judges;  but  you  have  not  quoted  the 
judgment  of  Lord  Justice  Cotton,  who  took  the  most  decided  view  in 
the  judgment.  I  am  not  going  to  discuss  that  question,  as  it  is  still 
sub  judice.  But  it  is  commonly  said  in  gas  circles  that  everyone 
knows  it  is  a  personal  quarrel  between  Mr.  Phillips  and  Mr.  Livesey; 
and  this  libel  is  being  rrttered  against  your  respected  Secretary 
and  myself — that  we  are  urging  our  respective  Companies  to  go  on 
with  this  fight  simply  for  personal  reasons.  I  repudiate  that,  as  much 
in  his  interest  as  in  my  own.  I  feel  after  the  transcendent  ser¬ 
vices  which  Mr.  Phillips  has  rendered  to  the  Chartered  Gas  Company 
that  he  would  not  sacrifice  the  interests  of  that  Company 
from  any  personal  feeling  whatever ;  and  I  say  the  same  for  my¬ 
self.  I  feel,  however,  that  you  take  a  wrong  view  of  the 
matter.  You  say  it  entirely  upsets  the  districting  arrangements.  Now 
these  districting  arrangements  have  gone  on  under  this  system  for 
35  years ;  and  whether  the  decision  is  given  in  your  favour  or  is  not 
given  in  your  favour,  I  do  not  fear  that  it  will  upset  or  interfere  with  the 
districting  arrangements  to  seriously  or  appreciably  aSect  either  Company. 
I  feel  that  we  are  travelling  the  same  road,  though  our  horses  are  not  in 
the  same  team.  It  is  not  a  time  when  Gas  Companies  should  be  quarrel¬ 
ling  amongst  themselves ;  and  I  am  anxious,  and  have  all  along  been 
anxious,  to  see  whether  some  means  cannot  be  devised  whereby  we  can 
put  an  end  to  this  dispute.  I  am  told  that  you  feel  sure  you  will  win. 
Well,  there  have  been  two  decisions  against  your  view  in  the  Court  of 
Appeal— and  I  suppose  there  have  been  two  other  decisions — and  in 
addition  there  is  the  practice  of  gas  companies  for  the  last  35  years. 
But  suppose  you  do  win,  I  ask  “What  will  you  win?”  and  if  you  lose, 
“  What  good  will  it  do  to  us  ?  ”  My  Company  do  not  want  to  pursue 
this  trial  for  the  sake  of  gaining  the  victory  over  you;  and  I  cannot  sup¬ 
pose  that  you  want  to  pursue  the  trial  for  the  sake  of  gaining  the  victory 
over  us.  I  believe  you  are  animated  by  a  desire  to  have  the  law  settled 
and  defined  ;  and  my  opinion  is  that,  by  the  two  Boards  coming  together, 
we  could  settle  the  matter  without  playing  further  into  the  hands  of  the 
lawyers.  You  have  been  guided  by  counsel ;  and  I  am  not  going  to  say 
anything  against  counsel.  I  see  you  have  them  on  your  right  and  left. 
But  counsel  live  by  litigation  ;  and  although  I  would  not  suggest  that  the 
very  eminent  men  engaged  in  the  conduct  of  your  case  are  actuated  by 
this  motive,  still  they  are  like  doctors.  If  a  doctor  has  a  very  serious 
case — such  as  a  compound  fracture  or  some  complication  of  diseases — his 
professional  pride  is  aroused,  and  he  regards  it  as  a  most  interesting  case 
to  him,  however  much  the  reverse  it  may  be  to  the  poor  patient.  So  in 
this  case,  I  fancy  that  counsel  are  urging  you  on  because  they  think  this 
a  very  interesting  case,  and  that  it  should  be  carried  to  the  highest 
tribunal.  I  am  not  very  anxious  about  it — my  Company  has  been  passive 
from  the  first ;  we  are  simply  waiting  for  any  decision  that  may  be  come 
to.  But  I  think  it  will  be  better  for  the  two  Companies  to  put  their  heads 
together,  and  avoid  any  further  litigation. 

The  Governor  :  Mr.  Jackson  has  referred  to  the  coal  dues.  All  that  I 
have  to  say  with  reference  to  the  matter  is  that  we  shall,  in  justice  to 
the  public,  and  in  our  own  interest,  reduce  the  price  of  gas  as  soon  as  we 
possibly  can.  But  I  see  no  reason  why  we  should  “  earmark  ”  the  special 
amount  which  we  may  get  for  that  purpose — the  balance  when  the  thing 
is  worked  out.  Mr.  Livesey  has  argued  that  the  abolition  of  the  coal  dues 
was  not  foreseen  when  our  initial  price  was  fixed.  I  traverse  that  view 
altogether.  The  coal  dues  were  not  levied  in  perpetuity,  but  for  a 
given  purpose,  and  for  a  given  time;  and  those  who  fixed  the  initial  price 
of  gas  knew  that  these  dues  had  a  certain  time  to  run,  and  they  were 
probably  able  to  estimate  what  the  value  of  the  coal  dues  was.  As  a 
matter  of  fact  when  the  dues  expired,  they  were  extended  for  a  short 
time,  so  as  to  free  the  London  bridges.  As  a  matter  of  principle,  I  do 
not  see  the  justice  of  “  earmarking’’  the  amount,  and  handing  it  to  the 
public  simply  because  it  comes  out  of  the  abolition  of  the  coal  dues.  How¬ 
ever,  we  must  take  our  own  course  with  respect  to  that.  It  is  a  mere 
matter  of  policy ;  and  in  the  end  it  makes  no  difference,  because  whether 
the  money  comes  from  that  source  or  any  other  source,  we  shall,  when  we 
have  the  money  in  hand,  reduce  the  price  of  our  gas.  The  only  bit  of 
grit  in  the  wheel  is  the  litigation  between  ourselves  and  the  South  Metro¬ 
politan  Company ;  and  it  could  all  be  put  an  end  to  in  a  moment.  We 
say  that  Mr.  Livesey  has  done  a  little  bit  of  “  poaching,”  and  got  into 
our  district  to  the  tune  of  £4000  a  year.  If  he  will  pay  us  back 
the  amount  he  has  received,  we  will  not  go  on  with  the  case.  Either 
the  revenue  belongs  to  him  or  to  us.  He  says  it  belongs  to  him,  and 
he  has  got  possession,  and  that  is  nine  points  of  the  law.  What  we 
have  to  do  is  to  see  if  the  law  will  not  give  us  back  what  we  think  is  our 
own.  If  he  thinks  that  the  case  should  not  go  on,  he  has  only  to  say, 
“  I  made  a  mistake.  I  took  some  of  your  revenue.  Here  it  is  back 
again.”  I  may  say  that  there  will  be  no  ill-feeling  on  the  part 
of  this  Company  if  the  High  Court  of  Parliament  and  the  Peers 
should  give  him  the  verdict,  and  leave  us  to  bear  the  loss,  which 
has  not  seriously  incommoded  our  dividend  during  the  past  two 
years.  We  are  always  very  happy  to  meet  Mr.  Livesey,  and  discuss 
this  or  any  other  matter  with  him  ;  but  those  are  the  lines  on  which  we 
should  have,  I  think,  to  discuss  it,  in  the  interest  of  our  consumers  and 
our  proprietors.  I  give  Mr.  Livesey  now  a  direct  invitation  if  he  will 
come  and  discuss  it.  I  would,  however,  ask  him  to  postpone  the  matter 
for  a  fortnight  or  three  weeks,  as  some  of  us  want  to  go  away  for  a  little 
change. 

The  resolution  was  then  put  to  the  meeting,  and  at  once  carried  unani¬ 
mously. 

On  the  motion  of  the  Governor,  seconded  by  the  Deputy-Governor,  the 
various  dividends  were  next  approved. 

The  Governor  :  That  concludes  the  business  of  the  meeting.  I  might 
perhaps  correct  what  was  apparently  an  error  in  one  remark  I  made.  In 
dealing  with  the  “  for  and  against  ”  for  the  past  half  year,  as  compared 
with  the  corresponding  period  of  1887, 1  said  that  £53,841  was  the  net 


debit.  But  that  is  only  on  that  one  account;  the  real  deficiency  is  only 
£38,018. 

A  cordial  vote  of  thanks  to  the  Court  of  Directors  and  to  the  officers,  for 
their  able  conduct  of  the  Company’s  affairs  in  the  past  half  year,  was  then 
carried  unanimously. 

The  Governor  :  I  am  sure,  ladies  and  gentlemen,  that  we  are  very  much 
obliged  to  you  for  passing  this  resolution.  We  accept  it  with  gratitude, 
both  for  ourselves  and  officers.  We  are  one  and  all,  as  I  have  said  before, 
actuated  with  but  one  desire — that  is  to  make  the  Company  in  the 
future  as  great  a  success  as  it  has  been  in  the  past. 

The  meeting  then  separated. 


The  Accounts  for  the  Half  Year  ending  June  30,  1888. 

In  the  Journal  last  week  we  gave  the  reports  of  the  Directors  and  Chief 
Officials  of  the  above  Company  lor  the  half  year  ending  June  30  last.  We 
now  reproduce  the  accounts  for  this  period ;  but,  following  the  plan 
adopted  with  the  accounts  for  recent  half  years,  we  shall  only  indicate  the 
alterations,  if  any,  in  those  portions  which  are  not  subject  to  much  varia¬ 
tion-giving  the  rest  of  the  statements  in  full. 

Nos.  1  and  2  are  statements  of  stock,  share,  and  loan  capital,  the  totals 
of  which  stand  as  in  the  previous  account — viz.,  stock  and  share  capital, 
£8,103,000;  loan  capital,  £2,186,000. 

No.  3  is  the  capital  account,  which,  as  far  as  the  receipts  are  concerned, 
has  not  undergone  any  change  ;  the  total  being  £10,690,900  (comprising 
the  amounts  of  share  and  loan  capital  above  named,  and  £401,900  of 
premium  capital).  The  expenditure  is  shown  in  the  following  items  ; — 


Expenditure  to  Dec.  31, 1887  . £10,236,324  15 

Expenditure  during  the  half  year  to  June  30, 1888,  viz. : — 

Lands  acquired,  including  law  charges  ....  £955  1  6 

Buildings  and  machinery  in  extension  of  works  .  539  15  2 

New  and  additional  mains  and  service-pipes  .  .  4,038  11  6 

Do.  do.  meters .  215  16  7 

Do.  do.  stoves  . .  2,852  9  5 


7 


Less — Depreciation  of  meters. 

Do.  stoves . 


£8,601  14  2 

.  £3,618  0  0 
.  1,839  0  0 

-  5,457  0  0 

- 3,144  14  2 


£10,239,469  9  9 

Balance  of  capital  account .  451,430  10  3 

£10,690,900  0  0 

Nos.  4  and  5  are  the  revenue  and  net  revenue  accounts.  These  are  given 
on  the  opposite  page. 

No.  6  is  a  statement  showing  how  the  Directors  propose  to  appropriate 
the  balance  applicable  for  dividend.  It  is  as  follows 
June,  1887. 

£55,851  ..  Net  balance  brought  from  last  account  £230,293  16  8 
436,034  ..  Net  revenue  for  the  half  year  .  .  .  402,728  0  2 

-  - £633,021  16  10 

£491,885  . . 

(12i  per  cent.)  A  dividend  on  the  ordinary  stock — 

334,924  . .  13  per  cent,  on  £5,468,600  .  .  —  355,459  0  0 

£156,961  . .  Balance  carried  to  next  account  .  .  £277,256  16  10 

Nos.  7  and  8  are  the  reserve  and  insurance  funds  accounts.  The 
former  shows  that  the  balance  of  the  reserve  fund  on  Dec.  31  last  was 
£486,788  Ids.,  which  was  increased  at  the  close  of  the  past  half  year  to 
£495,252  5s.  Id.  by  the  addition  of  £8463  11s.  Id.,  interest  on  the  amount 
invested.  The  insurance  fund  stood  at  £78,092  7s.  2d.  at  the  end  of  1887  ; 
at  June  30  last  it  amounted  to  £80,115  8s.  6d. 

No.  9  is  the  depreciation  fund  account.  It  stood  at  £31,203  12s.  7d.  at 
the  date  of  the  preceding  report.  At  the  end  of  June  last  it  had  been 
raised  to  £32,417  6s.  Id.,  by  the  addition  of  £750  transferred  from  the 
revenue  account,  and  £463  13s.  6d.  received  as  interest. 

Nos.  10  and  11  are  as  follows;  and  Nos.  12  and  13  are  given  on  the  oppo¬ 
site  page. 

No.  10.— STATEMENT  OP  COALS  USED,  &o. 


Description  of 
Coal. 

In  Store, 
Dec.  31, 
1887. 

Received 
during 
Half  Year. 

Carbonized 
during 
Half  Year. 

Used 
during 
Half  Year. 

In  Store, 
June  30, 
1888. 

Common  .  . 

Cannel  . 

Tons. 

951,515 

44,418 

Tons. 

779,207 

2,860 

Tons. 

886,998 

9,804 

Tons. 

827 

Tons. 

82,897 

37,474 

Total  .  . 

235,933 

782,067 

896,802 

827 

120,371 

No.  11.— STATEMENT  OP  RESIDUAL  PRODUCTS. 


Description. 

In 

Store, 
Dec.  31, 
1887. 

Made 

during 

Half 

Year. 

Used 
during 
Half  Year, 

Sold 

during 

Half 

Year. 

In 

Store, 
June  30, 
1888. 

Coke — chaldrons  .  . 

Breeze — chaldrons  .  .  . 

Tar — gallons . 

Ammoniacal  liquor — butts 

35,333 

12,741 

603,123 

15,157 

1,087,005 

120,683 

10,003,787 

265,802 

208,432 

52,404 

9,173,948 

261,120 

890,458 

75,004 

927,518 

10,862 

23,448 

6,016 

505,444 

8,977 

SOUTH  METROPOLITAN  GAS  COMPANY. 

The  Accounts  for  the  Half  Year  ending  June  30,  1888. 

In  the  last  number  of  the  Journal  (p.  252),  we  published  the  report  of 
the  Directors  of  the  above  Company,  which  will  be  presented  at  the  half- 
yearly  meeting  of  shareholders  to-morrow.  We  now  give  the  accounts, 
showing  the  working  of  the  undertaking  in  the  six  months  ending  June  30 
last,  the  most  important  portions  being  reproduced  in  full  on  p.  298,  and 
the  following  being  an  epitome  of  the  remainder  : — 

Statements  Nos.  1  and  2  show  the  amount  of  share  and  loan  capital  at 
the  end  of  June.  The  former  stood  at  £1,991,500,  and  the  latter  at 
£561,840;  as  against  £1,977,062  and  £518,540  at  the  close  of  last  year. 

Statements  Nos.  3,  4,  and  5 — the  capital,  revenue,  and  profit  and  loss 
accounts — are  given  in  full. 

Statements  Nos.  6,  7,  and  8  show  the  positions  of  the  reserve,  renewal 
and  insurance  funds.  The  reserve  fund  stands  at  £220,544 ;  having  beer 
increased  by  £185  received  on  the  conversion  of  Consols,  which  sum 
remains  to  be  invested.  The  renewal  fund  has  been  raised  from  £6737  to 
£6850,  by  an  amount  of  £112  received  for  interest.  The  insurance  fund 
has  been  increased  in  a  similar  way  from  £39,320  to  £40,235. 

Statements  Nos.  9  to  11 — furnishing  particulars  as  to  the  manufacturing 
operations  of  the  Company — are  given  in  full ;  as  is  also  No.  12,  the 
general  balance-sheet. 
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ACCOUNTS  OF  THE  GASLIGHT  AND  COKE  COMP.4NY  FOR  THE  H.\LF  YEAR  ENDING  JUNE  30,  1888. 

No.  4.-REVENUE  ACCOUNT. 


Cb. 


June 

Half  Year, 
1887. 

£51G,Gno 

9,861 

117,136 

24,809 


106,404 


24,99G 

28,881 

18,743 

3,995 

15,316 

8,676 

72,303 

2,750 

300 

7,040 
14, .WJ 
8,017 
2,029 

43 

6,793 

8,287 

750 

12,119 


846 

841 


£1,030,406 

601,939 


£1,682,335 


Db. 


June 

Hall  Year, 
1887. 
£54,930 

59,831 

47,500 

8,654 

491,885 


To  Manufacture  of  gas — 

Coals,  including  dues,  carnage, 
unloading  and  triiunung  (see 
Account  No.  10)  .  .  .  .  • 

Salaries  of  Engineers  and  other 

Ofllcers  at  works . 

Wages  (carbonizing) . 

PuriHcation,  including  £14,362  lOs. 

2d.  lor  labour . 

Repair  and  maintenance  of  works 
and  plant,  materials  and  labour, 
less  received  for  old  materials, 
£1437  19s.  lid . 

Distribution  of  gas— 

Salaries  and  wages  of  Officers 
(including  Rental  Clerks)  .  . 

Repair  and  maintenance  of  mains 

and  service-pipes . 

Repair  and  renewals  of  meters 
Repair  and  renewals  of  stoves  .  . 

Public  lamps— 

Lighting  and  repairing  .... 

Rents,  rates,  and  taxes — 

Rents  payable . 

Rates  and  taxes . 

Management — 

Directors’  allowance . 

Company’s  .\uditors . 

Salaries  of  Secretary,  Accountant, 

and  Clerks . 

Collectors’  commission  .... 
Stationery  and  printing  .... 
General  charges . 

Parliamentary  charges . 

Law  charges . 

Bad  debts . 

Depreciation  fund,  for  works  on  lease¬ 
hold  land . 

Retiring  allowances  under  amalgama¬ 
tion  schemes  and  annuities  .  .  . 

Public  Officers — 

Gas  Referees  and  Official  Auditor. 
Public  testing-stations  .... 


>.  (f. 


538,353  9  7 

10,6(55  10  8 
121,113  13  1 

37,154  3  4 


105,379  1  9 


23,164  0  1 

22,470  18  8 
13,617  17  1 
3,799  18  1 


(.  d. 


8,470  7  10 
73,3’33  13  3 


2,750  0  0 
300  0  0 

7,355  4  11 
14,540  19  4 
8,072  8  2 
3,051  7  7 


1,011  a  10 

691  17  2 


Balance  carried  to  net  revenue  account.  No.  5 


80’3,261  17  5 


62,052  13  11 
14,613  11 


75,794  1  1 


29,970  0 
79  4  9 
2,193  19 
7,735  10  11 

760  0 

18,231  16  10 


1,703  6 


1,010,389  0  11 
565,911  19  11 


1,576,801  0  10 


June 

Half  Year, 
1887. 
£1,161,635 

66,929 


68,550 

2,647 


£1,’389,751 
35,123 
1,974 


181,561 

4,804 

43,783 

81,287 

8,563 

199 

800 


By  Saic  of  gas —  I  £  *• 

Common  gas,  per  meter,  at  2s.  9d.  I 
and  28. 6d.  per  1000  cubic  feet.  .  1,090,785  16 
CanncI  gas,  per  meter,  at  8s.  5d.  | 

per  1000  ouuie  feet . |  49,510  16 

Public  lighting  and  under  contracts — 

Common  gas .  63,747  16 

Cannel  gas . I  2,439  1 

(Sec  Statement  No.  12.) 

Rental  of  meters . 

Rental  of  stoves . 

Residual  products- 

Coke,  loss  £30,’231  IGs.  Id.  for 

labour,  &c . 

Breeze,  less  £  18.58 ’is.  7d.  for  ditto 
Tar  and  tar  products  .... 

Ammoniacal  liquor  and  sulphate 
of  ammonia . 


£1,632,385 


- — -  1,206,438  9  6 


Bents  receivable 
Transfer  fees 
Canteen  account 


25,577 

2,388 


888,877  0  10 
8,636  12  9 
198  12  6 
800  0  0 


1,576,301  0  10 


No.  6.— NET  REVENUE  ACCOUNT. 


Cb. 


£657,780 


To  interest  on  debenture  stocks  and 
bonds,  accrued  to  June  80, 1888  .  . 

Dividend  on  the  preference  stocks  .  . 

Dividend  on  the  maximum  stocks  .  . 

Interest  on  temporary  loans  and  sundry  funds  .  .  . 

Balance  applicable  to  dividend  on  the  ordinary  stock  . 


£  <.  d. 

59,810  0  0 
47,500  0  0 


£  «.  d. 

64,919  12  6 


107,810  0  0 
954  7  3 
633,03116  10 


796,205  16  7 


June 

Half  Year, 
1887. 
£883,9’37 


828,076 


£55,851 

601,929 


£657,780 


By  Balance  from  last  account  .... 

Less  dividend  on  the  ordinary  capital 
for  the  half  year  to  Deo.  81, 1887  . 


Revenue  account  (No.  4) 


•.  if. 


‘330,293  16  8 
565.911  19  11 


796,205  16  7 


No.  12.— STATEMENT  OF  GAS  MADE,  SOLD,  Etc. 


— 

Quantity  Sold. 

Quantity 

used 

on  Works, 

&c. 

Total 

Quantity 

accounted 

for. 

Quantity 

not 

accounted 

for. 

Number 

of 

Public 

Lamps. 

Description  of  Gas. 

Quantity 

Made. 

Public  Lights  and 
under  Contracts 
(estimated). 

Private  Lights 
(per  Meter). 

Total  Quantity 
Sold. 

Common . 

Thousands. 

9,110,131 

830,991 

Thousands. 

439.431 

14,6-29 

Thousands. 

7,964,0-27 

-289,819 

Thousands. 

8,403.418 

804,448 

Thousands. 

105,406 

2,088 

Thousands. 

8,508,854 

806,486 

Thousands. 

601,-277 

21,505 

45,985 

2,186 

Total . 

9,441.1-23 

4.54,a50 

8,‘2.53,810 

8,707,896 

107,444 

8,815,840 

635,782 

48.171 

June  half  year,  1887  .  .  . 

9,‘304,830 

448,119 

8,093,888 

8,542,007 

105,331 

8,647,838 

656,982 

1  47,r«o 

Db. 


No,  18.— GENERAL  BALANCE-SHEET, 


Cb. 


June 
Half  YMtr 
1887. 

£ 

457,782 

491,885 

479,667 

76.916 

80,007 

54,920 

107,821 

10,915 


167,812 

1,667 


To  Capital- 

Balance  at  credit  thereof  .... 
Net  Revenue — 

Balance  at  credit  thereof  .... 
Reserve  Fund — 

Balance  at  credit  thereof  .... 
Insuranre  Pond — 

Balance  at  credit  thereof  .... 
Depreciation  Fund — 
glance  at  credit  thereof  .... 

Interest  on  debenture  stocksand  bonds, 

due  on  June 80,  1888  . 

Preference  and  maximum  dividends 

doe  on  June  80,  1888  . 

Unclaimed  dividends  due  on  June  80, 

1888  . 

Sundry  tradesmen  and  others,  for 
amount  duo  for  coals,  stores,  and 

sundries . 

Benevolent  Fund . 


1,868,892 


495,253  5 
80,115  8 
8’3,417  6 


Juno 

d. 

£  >.  d. 

Half  Year 

1887. 

£ 

451,480  10  8 

169,521 

By  Cash  at  Bankers . 

638,031  16  10 

250.000 

Amount  on  deposit  at  interest  .  .  . 

1 

Amount  invested-  Stock. 

3?  nor  Ct.  Consoll- 

6 

679,597 

dated  Stock  .  .  ±’G*i£i,7iW  19  1 

1 

Stores  on  hand,  vis. —  ^ 

8,54H 

54,919  12  6 

Tar  and  ammoniacal  liquor  and 

60,069 

107,810  0  0 

184,847 

Sundry  stores . 

10,915  8  2 

Accounts  due  U)  the  Company,  vU. — 
Gas  and  meter  rental — 

497.891 

Quartcrending  Juno  80, 1888  ,  . 

148,749  2  7 

23,885 

Arrears  outstanding . 

1,867  6  8 

28.504 

Coke  and  other  resides  producU  . 

19,478 

Sundry  account  .... 

2,010,798  11  8 

l,e683>2 

— 

s.  d. 


£  I.  d. 

158,495  0  11 
400,000  0  0 

(107,784  10  8 


92,958  16  1 

42)30  4  0  , 

1 

80,784  17  10 

180.918  12  9 

- - — 

809,187  10  8 

470.660  18  9 

i 

2I2»8  14  8 

493.044  19  0 

1 

272e8  10  4 

16,452  17  1 

1 

1 

4sjee  7  6 

1 

1 

22110.790  11  8 

2f)8 
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ACCOUNTS  OP  THE  SOUTH 


Dn. 


METROPOLITAN  GAS  COMPANY  FOR  THE 

No.  3.— CAPITAL  ACCOUNT. 


HALF  YEAR  ENDED  JUNE  30,  1888. 


Cr. 


£  s. 

d. 

15,968  16 

1 

510  7 

6 

6,789  8 

11 

984  17 

1 

6,631  17 

3 

To  Expenditure  to  Dec.  31, 1887 

Expenditure  during  half  year  to  June  30, 
1888,  viz. — 

New  buildings  and  machinery  in  exten¬ 
sion  of  works . 

Redemption  of  mortgage  on  land  at 

East  Greenwich . 

New  and  additional  mains  and  services 
Do.  meters  .  . 

Do.  stoves  .  . 


Cr. — By  Sale  of  properties  .  £11,759  8  6 
Less  cost  of  dismantling  954  16  11 


Less  by  Conversion  under  Scheme. 


Total  expenditure 
Balance  ,  . 


30,883  6  10 
10,804  11  7 


£  s.  ri.  I 
2,611,851  3  7 


Description  of  Capital. 


Certified  to 
Deo.  31,  1887. 


By  A  stock . 

B  stock  . 

C  stock . 

Woolwich  Equitable,  5  p.ot. 
j  Do.  do.  Prepayments 
i  Debenture  stock,  5  per  cent.  . 
Bonds  . 


£  8.  d. 

500,000  0  0 
1,350,000  0  0 
125,750  0  0 
*  1,312  10  0 
+  18,000  0  0 
500,000  0  0 
18,540  0  0 


Received 

since 

that  Date. 


Amount  paid 
off  during 
Half  Year. 


£  8.  d.l 


■  *  1,687  10  0 
50,000  0  0, 


£  8.  d. 

5,250  0  0 
6,700  ’  0  0 


Total  to 
June  30, 1888. 


£  8.  d. 

500,000  0  0 
1,350,000  0  0 
125,750  0  0 

15,750  0  0 

550,000  0  0 
11,840  0  0 


20,080 

15 

3 

2,631,931 

18 

10 

6,250 

0 

0 

2,626.681 

18 

10 

102,091 

1 

2 

2,513,602  10  0 
157,636  0  0 


♦  Converted  into  an  equivalent 
amount  (£15,750)  of  C  Stock. 


2,728,773  0  0 


2,671,238  10  0 


51,087  10  0  11,950  0  0  ^  2,553,340  0  0 
17,797  0  0  ..  175,433  0  0 


69,484  10  0 


11,950  0  0 


2,728,773  0  0 


No.  4.— REVENUE  ACCOUNT. 


To  Manufacture  of  gas — 

Coals,  including  dues,  carriage,  unloading,  and 


trimming.  (See  Account  No.  9)  .  .  .  .£158,527  1  10 
Purification,  including  £3837  for  labour.  .  .  6,917  12  4 
Salaries  of  Engineer,  Superintendent,  and 

Officers  at  works .  5,267  5  4 

Wages  (carbonizing) .  39,397  19  3 


Repairs  and  maintenance  of  works  and  plant ; 
materials  and  labour,  less  £621  19s.  8d. 
received  for  old  materials .  35,692  0  11 


Distribution  of  gas — 

Repair,  maintenance,  and  renewal  of  mains 
and  service-pipes,  including  labour  .  .  .  £10,925  2  6 

Salaries  and  wages  of  Officers  (including 

Rental  Clerks) .  5,840  4  4 

Repairing  and  renewals  of  meters  and  stoves  4,529  13  2 


Public  lamps — lighting  and  repairing 
Rents,  rates,  and  taxes  .  ,  .  . 

Management — 


Directors’  allowance . £1,7.50  0  0 

Salaries  of  Secretary,  Accountant,  and  Clerks  2,634  5  7 

Collectors . 5,412  0  0 

Stationery  and  printing .  930  16  11 

General  charges .  3,276  13  0 

Company’s  Auditors .  112  10  0 


Law  charges . 

Bad  debts . 

Pensions  and  workmen’s  superannuation  and  sick  fund  . 
Gas  Referees  and  Official  Auditor . 


£245,801  19  8 


21,294  19  11 
6,171  10  10 
19,266  4  11 


14,116  6  6 
421  2  8 
1,160  7  6 
2,213  12  3 
218  13  7 


By  Sale  of  gas — 

Common  gas  (per  meter)— 

At  2s.  5d.  per  1000  cubic  feet . £309,397  16  0 

Public  lighting  and  under  contracts  (see 
Statement  No.  11) .  28,581  12  6 


Rental  of  meters  and  stoves . 

Residual  products — 

Coke,  less  £11,938  7s.  8d.  for  labour,  &c.  .  .  £77,672  19  4 
Breeze,  less  £1643  7s.  8d.  for  labour,  &o.  .  1,337  1  8 

Tar,  less  £391  Os.  4d.  for  labour,  &c.  .  .  .  7,566  18  10 

Ammoniaoal  liquor,  less  £640  5s.  5d.  for 
labour,  &c .  20,962  7  1 


Rents  receivable 
Transfer  fees  . 


£337,979  8  6 
7,750  12  10 


107,539  6  11 
2,143  8  11 
45  12  6 


Total  expenditure . £310,694  16  10 

Balance  carried  to  net  revenue  account  (No.  5) .  144,763  12  10 


£455,458  9  8 


Total  receipts 


£455,458  9  8 


No.  5.— PROFIT  AND  LOSS  (Net  Revenue)  ACCOUNT. 


Interest  on  temporary  loan  and  deposits . £1,157  18  9 

„  bonds .  289  13  0 

,,  debenture  stock .  13,377  12  1 

Balance  applicable  to  dividend  on  the  ordinary  stock .  140,032  17  5 


£154,858  1  3 


Balance  from  last  account . £133,635  12  10 

Less  dividend  for  the  half  year  ended  Deo.  81,  1887  .  128,371  15  7 


£5,263  17  3 

Half-year’s  interest  on  reserve  fund .  4,606  0  1 

Amount  from  revenue  account  (No.  4) .  144,763  12  10 

Interest  on  Bankers’ balances .  224  11  1 


£154,858  1  3 


No.  9.— STATEMENT  OF  COALS. 


Description  of  Coal. 

In  Store, 
Dec.  31, 
1887. 

Received 
during 
the  Half 
Year. 

Carbonized 
during 
the  Half 
Year. 

Used 
during 
the  Half 
Year. 

In  Store, 
June  30, 
1888. 

Newcastle  coal . 

Cannel  coal . 

Tons. 

50,829 

1,449 

Tons. 

259,765 

1,349 

Tons. 

289,985 

1,982 

Tons. 

203 

Tons. 

20,406 

816 

52,278 

261,114 

291,967 

203 

21,222 

*  1  cwt.  of  coke  about  equals  1  sack  of  4 


No.  10.— STATEMENT  OP  RESIDUAL  PRODUCTS. 


— 

In  Store, 
Dec.  31, 
1887. 

Made  dur¬ 
ing  Half 
Year. 

Used  in 
the  Half 
Year. 

Sold  in 
the  Half 
Year. 

In  Store, 
June  30, 
1888. 

Coke — cwt.* . 

Breeze — yards  . 

Tar — gallons . 

Ammoniacal  liquor — buttsof  1 
108  gallons,  8-oz.  strength.  1 

134,050 

4,670 

311,956 

4,325 

3,615,979 

51,637 

2,955,535 

92,874 

684,937 

1,445 

1,157,702 

3,055,687 

54,447 

1,875,777 

94,243 

10,005 

415 

234,012 

2,956 

I,  under  Weights  and  Measures  Act,  1878. 


No.  11.— STATEMENT  OF  GAS  MADE,  SOLD,  Etc. 


Quantity  Sold. 

Quantity  used  on 
Works,  &c. 

Total  Quantity 
accounted  for. 

Quantity  not 
accounted  for. 

Number  of 
Public  Lamps. 

Description  of  Gas. 

Quantity  made. 

Public  Lights 
(estimated). 

Private  Lights 
(per  Meter). 

Total  Quantity 
Sold. 

Common . 

Thousands. 

2,899,893 

Thousands. 

191,839 

Thousands. 

2,570,905 

Thousands. 

2,762,744 

Thousands. 

32,458 

Thousands. 

2,795,202 

Thousands. 

104,691 

17,522 

No.  12.— BALANCE-SHEET. 


To  Capital — 

Balance,  per  account  No.  3 . £102,091  1  2 

Reserve  fund — per  account  No.  6  .  220,544  1  2 

Renewal  fund — per  account  No.  7  .  6,850  4  11 

Insurance  fund — per  account  No.  8  40,235  15  2 

Net  revenue  account — lor  balance,  per  account  No.  5  .  .  .  .  140,032  17  6 

Debenture  and  bond  interest,  for  amount  due  to  June  30,  1888  .  13,667  5  1 

Sundry  tradesmen,  for  amount  due  for  coals,  stores,  and  sundries  23,160  8  1 

Deposits  by  consumers .  36,534  17  8 

Dividend  account  (outstanding) . £1,461  1  11 

Debenture  account  „  .  0  9  8 


1,461  11  7 


By  Cash  at  Bankers . 

Amount  invested — 

Reserve  fund . £220,359  0  9 

Renewal  fund .  6,530  1  1 

Insurance  fund .  39,320  6  6 


Cash  in  hand  for  sundry  payments 


Stores  in  hand — 

Coals . £12,298  19  5 

Coke  and  breeze .  291  14  5 

Tar  and  aminoniacal  liquor .  1,485  19  4 

Sundry  stores .  55,418  5  9 


Accounts  due  to  the  Company — 

Gas  meter  and  stove  rental,  quarter  ending 

June  30,  1888 . £125,818  1  5 

Arrears  outstanding .  1,363  16  0 


Coke  and  other  residual  products 
Sundries . 


£100,347  13  8 


266,209  8 
500  0  0 


69,494  18  11 


127,181  17  5 
19,834  13  1 
1,009  10  10 


£584,578  2  3 


£584,578  2  3 
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BRENTFORD  GAS  COMPANY,  LIMITED. 

The  Half-Yearly  General  Meeting  of  this  Conapany  was  held  last  Friday, 
at  the  Charing  Cross  Hotel — Mr.  Howaru  C.  \\  ard  in  the  chair. 

The  Skcretary  (Mr.  \V.  Croxford)  read  the  notice  convening  the  meet¬ 
ing  ;  and  it  was  agreed  to  take  as  read  the  Directors’  report  and  accounts, 
a  reference  to  which  appeared  in  the  Journal  last  week  (p. 

The  Chairman  said  it  was  his  duty  to  move,  as  usual,  the  adoption  o 
the  report  and  accounts.  In  brinping  them  to  the  shareholders  notice, 
he  should  have  very  few  words  to  say,  as  they  spoke  well  for  themselves. 

He  had  great  pleasure  in  laying  them  before  the  proprietors,  as  it  was  one 
of  their  red-letter  days  when  the  Board  were  enabled  to  announce  the 
declaration  of  a  larger  dividend  by  J  per  cent,  than  they  had  done  in  either 
the  last  or  the  corresponding  half  year  of  1867.  1'  rom  the  time  they  re 

duced  the  price  of  gas  to  its  present  price  in  the  district— that  was  the 
last  2d.  reduction  — they  had  not  had  any  dividend  under  the  sliding  scale 
until  that  day.  They  had  given  the  whole  of  the  benefit  to  the  consumers 
as  soon  as  they  could.  Now  it  was  the  shareholders’  turn,  and  they  had 
the  4  per  cent,  to  which  they  were  entitled  under  the  provisions  of 
the  Act  of  Parliament;  and  he  (the  Chairman)  would  put  before  the 
meeting  a  resolution  to  authorize  the  payment  of  a  dividend  at 
the  rate  of  llj  per  cent,  per  annum  upon  the  ordinary  stock.  Ihe 
shareholders  would  see  that  in  almost  every  particular— he  thought 
he  might  say  in  every  particular— the  accounts  presented  very  favourable 
resulU.  There  were  very  few  items  indeed  which  were  in  any  way 
against  the  Company.  They  had  certainly  spent  je282  more  in  coals,  but 
they  received  iu  respect  of  that  sum,  iu  the  way  of  gas-rental,  i269o  ,  so 
that  he  thought  they  would  agree  that  this  sum  of  i'282  was  very  well  and 
profitably  laid  out.  Iu  every  particular  he  believed  they  « ere  better. 

In  the  wear  and  tear  on  their  manufacturing  plant,  although  they  had  ex¬ 
pended  upon  it  every  penny  that  he  thought  Mr.  Morris  (their  Engiueer) 
in  his  ingenuity  could  fairly  lay  out,  they  had  still  spent  i'700  less  than  in 
the  corresponding  half  year.  In  the  wear  and  tear  in  distribution,  they  spent 
JM'jy  more ;  but  iu  this  sum  was  included  an  amount  of  T2.50  which  had 
arisen  from  an  accident  that  occurred,  not  by  any  neglect  of  the  Com))iiiiy 
or  of  any  person  connected  with  it,  but  by  that  great  bugbear  of  all  gas 
companies- the  steam-roller.  The  steam-roller  of  the  parish  of  Hammer- 
smith  went  up  a  street  where  there  is  one  of  the  Company  s  mains,  and 
the  pipe  was  broken,  and  an  explosion  took  place,  by  which  damage  was 
done  to  certain  houses.  Of  course,  the  Board  all  believed  they  had  a  very 
excellent  case  for  legal  proceedings  against  the  Hammersmith  Vestry  ;  but, 
although  he  (the  Chairman)  was  a  lawyer,  he  was  not  particularly  fond  of 
the  law,  and  if  they  could  manage  to  keep  good  friends  with  their  neigh¬ 
bours  upon  reasonable  terms,  he  thought  it  better  to  settle  the  thing  with¬ 
out  going  into  Court,  and  not  spend  their  money.  This  extra  amount  of 
jtayO  on  wear  and  tear  iu  distribution  comprised  the  amount  they  expended 
in  restoring  the  houses  and  shops  that  were  damaged.  The  general  result 
of  the  half  year  was  this— that  they  had  a  gross  profit  of  £31,774  7s.  Id.,  as 
against  £27,056  for  the  corresponding  six  months  of  1837  ;  and  after  they 
had  declared  the  llj  per  cent,  dividend,  the  8J  per  cent,  upon  the  new 
stock  1831,  and  met  the  preference  charges,  they  had  on  the  half-year's 
working  a  surplus  of  £647  10s.  bd.,  which  he  considered  an  extremely  good 
thing,  and  for  which,  of  course,  they  were  mostly  indebted  to  the  intelligence 
and  energy  of  the  officers  of  the  Company.  'The  net  result  of  the  whole 
thing  was  this— that  the  Board  would  pay  the  dividends  and  carry¬ 
forward  £35,698  188.  to  the  undivided  profit  account.  The  value  of 
the  residual  products  had  been  going  up.  Some  people  might 
think  that  they  had  now  come  to  the  lime  when  the  public  would 
be  looking  for  a  reduction  in  the  price  of  gas,  because  of  the  approach  of 
the  abolition  of  the  Loudon  Coal  and  Wine  Dues ;  but  be  (the  Chairman) 
was  not  at  all  sure  of  the  effect  this  might  have  upon  the  Gas  Companies. 
It  was  not  at  all  clear  to  him  that  it  would  be  all  profit  to  the  Company, 
because  it  was  perfectly  plain  that  if  these  dues  were  taken  away  from 
the  people  who  had  to  find  the  money,  and  expended  it  for  the  public 
benefit,  the  money  would  have  to  come  from  some  other  source,  ana  they 
would  be  taxed  in  some  other  way ;  and  this  amount  of  money  would  have 
to  be  raised,  of  which  they  would  have  to  pay  a  considerable  part.  Besides 
this  they  would  lose  a  good  deal  of  money  on  the  coke,  because  their  coke 
contractors  and  the  people  who  took  the  coke  had,  in  connection  with 
this,  a  drawback  of  Is.  a  ton  from  the  Corporation  ;  and  when  this  was  gone 
they  could  not  pay  the  Company  the  same  price  for  the  coke  which  they  paid 
now.  And  therefore,  adding  this  and  this  together,  they  hardly  knew  liow 
the  abolition  of  the  dues  would  affect  gas  companies. 'They  would  not  affect 
them  so  as  to  benefit  them  as'muoh  as  was  supposed.  'I’he  Board’s  decision, 
and  their  duty  and  wish,  was  to  reduce  the  price  of  gas  as  soon  as  they 
could  ;  and  it  would  be  their  duty  to  the  consumers  and  to  the  interest  of 
the  shareholders.  The  Company  had  been  going  on  in  a  marvellous  way. 
He  saw  the  capital  ha  J  increased  58  per  cent,  in  the  last  ten  years.  The 
gas  sold  had  increased  just  cent,  per  cent.  This  was  very  good  indeed. 
The  price  of  gas  had  been  reduced  20  per  cent.  '1  he  coals  carbonized  had 
increased  78  per  cent.  The  gas  sold  per  ton  of  coal  carbonized  showed 
that  Mr.  Morris,  who  was  their  Engiueer  ten  years  ago — and  he  (tlie 
Chairman)  hoped  would  be  so  in  ten  years’  time — had  managed  to  work 
such  improvements  that  he  was  now  able  to  manufacture  much  more  gas 
from  the  coal  than  he  was  able  to  do  ten  years  ago.  He  concluded  by 
moving—"  That  the  report  and  accounts  be  adopted  and  entered  on  the 
minutes.’’ 

Mr.  J.  Orwell  Phillifs  seconded  the  motion,  which  was  at  once 
carried  unanimously. 

On  the  motion  of  the  Chairman,  seconded  by  Mr.  Phillips,  dividends 
were  declared  at  the  rate  of  5  per  cent,  per  annum  on  the  5  per  cent, 
preference  stock,  at  the  rate  of  Hi  percent,  per  annum  on  the  consoli¬ 
dated  stock,  and  at  8i  per  cent,  on  ilie  new  stock,  1881,  payable  on  the 
1st  prox. 

Mr.  Matthews  proposed  a  vote  of  thanks  to  the  Chairman  and 
Directors. 

Mr.  Laxton  seconded  the  motion  ;  remarking  that  he  thought  the  Board 
bad  done  right  in  recommending  the  additional  dividend  to  the  shaie- 
holders.  He  was  a  lawyer,  and  entirely  concurred  with  what  the  Chair¬ 
man  had  said  in  regard  to  litigation.  It  was  very  wise  indeed  on  the  part 
of  the  Board,  in  the  present  state  of  litigation,  to  settle  the  matters  to 
which  the  Chairman  had  referred. 

The  motion  having  been  unanimously  carried, 

Mr.  Laxton  proposed,  and  Mr.  Givens  seconded,  a  vote  of  thanks  to  the 
Auditors  (Messrs.  W.  Bradfleld  and  J.  W.  Field)  ;  and  it  was  agreed  to. 

A  vote  of  thanks  was  accorded  to  the  officers  of  the  Company ;  and  the 
proceedings  then  terminated. 


Proposed  Public  Liohtino  op  Formhy  with  Gas.— Last  Friday,  a 
three  days’  poll  with  regard  to  the  lighting  with  gas  of  the  roads  in  the 
Formby  district  was  brought  to  a  close.  Up  to  the  opening  of  the  poll 
on  that  day  the  figures  were  89  against  gas,  and  12  iu  favour  of  the 
scheme.  At  the  close,  the  presiding  officer  announced  the  result  of  the 
polling  as  follows  : — For  gas,  31 ;  against,  176. 


BIRMINGHAM  CORPORATION  GAS  SUPPLY. 

'Workmen’s  Holidays. — Sales  of  Coke. — Salaries  or  OrriciALS. 

At  the  Meeting  of  the  Birmingham  'I’owu  Council  last  1  uesday-— the 
Mayor  I  Alderman  Pollack)  in  the  chair— the  report  of  the  Gas  Committee, 
an  abstract  of  wi'ich  was  given  iu  the  Journal  for  the  3rd  ult.  (p.  33),  was 
brought  up  for  approval.  In  the  course  of  the  discussion,  questions  were 
iutroduceu  reflecting  upon  the  administration  of  the  department. 

Mr.  Bishop  proposed  the  adoption  of  the  report.  Alluding  to  the  sub¬ 
ject  of  workmen’s  holidays,  and  to  the  recommendation  of  the  Committee 
that  the  memorial  received  from  the  workmen  at  the  \V  indsor  otrwt 
station  should  be  “  referred  to  the  General  Purposes  Committee  for  the 
liuriiose  of  obtaining  information  as  to  the  practice  followed  in  the  other 
departments,’’  he  said  that  this  manner  of  dealing  with  the  memorial  was 
recommended  because  its  promoters  were  in  error  as  to  the  custom  of 
other  departments,  on  which,  in  a  measure,  they  founded  their  case.  The 
Committee  were  asked  to  depart  from  a  principle  which  had  Inlherto 
been  carried  out  in  respect  of  the  holidays  in  the  Gas  Deparluient.  Ihey 
were  of  opinion  that  the  best  course  to  adopt  would  be  to  refer  the 
matter  to  the  General  Purposes  Committee,  so  that  they  might  bring 
forward  some  general  scheme  acceptable  to  all  dejiartments. 

Mr.  Bloor  moved,  as  an  amendment— “  That  the  prayer  of  the 
memorialists  be  and  is  hereby  conceded  ;  and  the  Gas  Committee  be 
authorized  to  make  the  necessary  arrangements  for  such  holiday.  tie 
said  he  was  surprised  that  a  question  between  employers  and  employed 
should  be  referred  to  a  Committee  not  concerned  with  the 
It  seemed  to  him  that  the  proposal  was  simply  an  attempt  to  shuffle  out 
of  the  application.  In  the  same  department  the  chief  officers  had  three 
weeks’  holiday ;  and  even  the  gatekeeper  had  three  days  holiday  each 
year.  The  men  alluded  to  in  the  memorial  worked,  on  an  average,  fa 
bours  &  wcckt 

Mr.  Whateley,  in  seconding  the  amendment,  said  it  was  evident  that 
the  nature  of  the  men's  work  alone  entitled  them  to  a  week  s  holiday. 

Mr  Stringer  protested  against  the  suggestion  that  the  Gas  Committee 
were  trying  to  "  shuffle  ’’  out  of  their  responsibilities.  In  many  respects 
he  thought  the  question  could  best  be  dealt  with  by  the  1  ubiic  Works 
Committee.  There  was  also  the  ratepayers’  view  of  the  matter  to  be 
considered.  He  estimated  that  if  the  request  of  the  memorialists  were 
carried  out,  there  would  be  an  additional  cost  of  £1650  a  year  to  the  town, 
or  a  total  of  £3000  in  respect  of  the  holidays  of  Corporation  employe. 

Mr.  Lowe  said  that  in  his  opinion  the  Public  Works  Committlee  could 

best  deal  with  the  subject.  .  u 

Mr.  Green  remarked  that  the  cost  of  granting  the  memorials  would  be 
about  £300  a  year,  and  not  £1650,  as  Mr.  Stringer  had  stated. 

Mr  Loughton  suggested  that  the  following  rider  should  be  added  to  the 
proposal  of  the  Committee:— “And  that  in  the  meantime  the  Gas  Com¬ 
mittee  gives  to  the  carbouizers  the  week’s  holiday  asked  for,  proportionate 
to  their  term  of  employment ;  but  that  this  should  not  be  taken  as  a 

^''Mr.'^MA^RTiNEAU  said  he  could  not  approve  of  one  Committee  regulating 
the  holidays  to  be  given  to  the  workmen  under  another  Committee ;  and 
therefore,  he  should  vote  for  the  ameudment. 

Mr.  Bloor  observed  that  he  would  accept  Mr.  Loughton  s  suggestion. 
Alderman  Baruatt  moved,  as  an  amendment,  that  the  matter  be 
referred  hack  to  th.^  Gas  Commiitee. 

Mr.  Brinsley  seconded  the  amendment. 

Mr.  Lawley  Parker  asked  Alderman  Barrett  to  accept  the  following 
aiueudmeut  in  lieu  of  his  : — “  That  the  question  of  the  two  memorials  in 
reference  to  the  holidays  be  referred  back  to  the  Gas  Committee  to  be 
dealt  with  by  them,  and  that  the  Gas  Committee  be  asked  to  deal  with 
the  subject  at  once.’’  He  thought  that  the  matter  would  become  more 
conuilicated  it  it  were  referred  to  the  General  Purposes  Committee. 

Mr.  Beale  said  he  hoped  that  Mr.  Parker’s  amendment  would  be 

^^AMernian  Manton  considered  that  the  discussion  which  had  taken 
place  was  a  desperate  effort  to  gain  a  victory  over  the  Gas  Committee. 
The  Gas  Committee,  he  said,  were  preuared  to  deal  as  generously  with 
their  workiueu  as  any  individual  member  of  the  Council  dealt  with 
his  own  men  ;  and  he  was  sure  that  the  matter  might  be  left  entirely  in 
their  lianas. 

Mr.  Bishop  here  intimated  that  he  would  accept  an  amendment  re¬ 
ferring  the  matter  back  with  instructions  to  further  consider  ihe  subject, 
and  to  deal  with  the  same  iu  such  manner  as  the  Committee  might  think 
advisable.  In  accepting  this,  he  said  that  the  Committee  should  be 
called  together  immediately ;  and  the  question  of  the  men  having  a  week’s 
holiday  should  be  at  once  considered  _ 

Mr.  Bowkett  inquired  if  Mr.  Bishop  would  accept  the  following  addition 
to  the  amendment “  And  that  in  the  ineaiitiiiie  the  prayer  of  the  memo¬ 
rial  from  those  employed  iu  the  carbonizing  department  be  granted.’’  If 
the  addition  were  adopted,  he  would  second  the  amendment. 

Mr.  Bishop  said  he  could  not  accept  the  addition,  for  this  reason— The 
word  “ carbnnizers  *'  referred  to  660  men.  The  total  cost  of  granting  the 
prayer  of  the  memorials  would  have  been  about  £1000.  He  could  not 
promise  that  the  holidays  would  be  granted  ;  but  he  had  every  expectation 

that  they  would  be.  -  ■  i 

A  division  was  then  taken;  and  Alderman  Barratt  s  amendment  as 
altered  was  carried,  and  afterwards  adopted  as  a  substantive  motion. 

Mr.  Bishop,  referring  to  the  discussion  which  had  taken  pla  e  in  the 
newspapers  with  reference  to  the  sale  of  coke  by  the  Corporation,  said  that 
the  Committee  had  160,000  tons  of  coke  to  dispose  of  every  year.  It  was 
impossible  to  get  rid  of  the  whole  of  this  iu  Birmingham,  although  the 
Committee  had  directed  their  constantatteiilioii  to  developing  the  demand 
lor  coke  in  the  town.  NolwithsUiiding  their  utmost  exertions,  however, 
they  had  not  been  able  to  sell  iu  the  town  more  than  half  of  tlie  quantity 
mentioned.  In  1877  the  town  sales  amounted  to  38,500  tons;  and  last 
year  72,000  tons.  They  had  always  had  to  depend  on  the  ironinaaters  of 
the  Black  Country  to  take  the  remainder;  but  unfortunately,  through  the 
long  depression,  the  sales  to  the  ironmasters  had  been  a  diuiinishing 
quantity  from  1877.  In  that  year  they  sold  to  them  68,426  tons ;  but  iu 
1886  only  33,000  tons.  But  whilst  the  sales  to  the  iron  trade  had  decreaaed, 
the  sales  iu  the  town  had  gone  up.  He  was  glad  that  trade  iu  the  iron- 
making  diatrictfl  had  been  incri*astiiK  ;  aud  iu  1S87  the  nalea  amount^  to 
61,141  tons.  The  complaint  was  made  that  tlie  Birmingham  coiisumera 
had  to  pay  higher  prices  than  ouUide  customers  ;  but  the  Committee  were 
ruled  by  the  consideration  that  the  larger  the  qiiaiilily  Ukeii,  Uie  lower 
the  price.  The  critics  of  the  Commiitee  said  that  the  uuderUkiiig  should 
be  carried  on  for  the  benefit  of  the  ratepayers;  but  he  wished  to  remind 
such  people  that  the  works  were  conducted  on  economical  principles,  and 
for  the  purpose  of  securing  the  largest  profit  for  the  benefit  of  the  rate¬ 
payers.  The  Committee  had  oome  to  the  conclusion  that  it  was  very  un¬ 
wise  to  stack  coke,  in  consequence  of  the  deterioration  which  ensued.  It 
was  found  that  if  they  put  lOO  tout  down,  they  only  took  up  about  20  tons 
of  good  onke.  They  therefore  resolved  to  clear  the  yards  ever?  summer ; 
and  to  do  this  they  had  had  to  sell  at  such  prices  as  they  could  obuin. 
They  had  done  all  they  could  to  promote  the  sale  of  coke  in  Birmiiigham  ; 
and  the  Birmingham  people  had  bad  the  coke  at  the  market  price,  lie 
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thought  the  feeling  of  the  Committee  was  that  they  should  have  winter 
and  summer  prices.  This  year  they  would  make  i'4000  to  i'SOOO  more  out 
of  tlie  coke  than  in  previous  years. 

Alderman  B.UiUATT,  in  seconding  the  motion  for  the  adoption  of  the 
report,  asked  if  it  was  true  that  extraordinary  advances  of  salary  had 
recently  been  made  by  the  Gas  Committee— in  one  case  as  much  as  it'250, 
in  another  ±'300 — and  as  the  result  another  application  for  ±200  advance 
had  been  received ;  and  if  so  how  it  was  tlie  Committee  had  not  recorded 
this  in  the  report  submitted  that  day. 

Mr.  Bishop,  in  reply,  said  it  was  true  that  such  increases  of  salary 
had  been  granted.  The  reason  why  the  matter  was  not  brought  before  the 
Council  was  that  from  the  time  the  Committee  took  over  the  undertaking 
no  increases  had  been  reported.  When  the  Committee  was  appointed,  an 
elaborate  scheme  was  drawn  up,  upon  which  they  acted,  except  in  the 
case  of  their  chief  officers. 

Alderman  B.abr.att  thought  it  was  time  the  Gas  Committee  mended  its 
ways.  He  had  been  a  member  of  the  Corporation  for  many  years,  and 
must  confess  that  he  never  heard  of  any  Committee  not  reporting  such 
matters.  He  would  move  — “  That  it  be  an  instruction  to  the  Gas  Com¬ 
mittee  to  report  in  future  every  increase  of  salary,  in  accordance  with  the 
custom  of  other  Committees.” 

The  Mayor  pointed  out  that  Dr.  Barratt  rose  to  second  the  adoption  of 
the  report. 

Alderman  B.arratt  :  I  will  make  the  proposal  at  a  future  time. 

Mr.  Clarke  called  attention  to  the  quality  of  the  gas.  He  said  that  he 
had  made  a  number  of  tests,  and  found  that  the  illuminating  power  of  the 
gas  averaged  13J  candles — the  extremes  being  12  and  17  candles.  With 
regard  to  the  point  raised  by  Dr.  Barratt,  it  did  not  follow  that  because  a 
certain  system  had  existed  for  several  years,  it  was  a  good  one. 

The  Town  Clerk,  in  reply  to  a  question,  said  there  was  no  standing 
order  that  any  Committee  should  report  rises  of  salaries  ;  but  it  had  been 
the  practice  of  all  Committees  to  do  so,  with  the  exception  of  those  con¬ 
trolling  the  Gas  and  Water  Departments.  These  exceptions  arose  from 
the  action  of  the  Council  itself.  When  the  Corporation  took  over  these 
undertakings,  it  was  thought  necessary  to  delegate  to  the  Committees  in 
charge  of  them  “  all  the  powers  ”  of  the  Council,  and  that  carried  with 
tthe  power  to  appoint  such  officers  and  servants  as  were  necessary. 

Mr.  Lowe  moved  as  an  amendment — “  That  the  report  of  the  Committee 
be  adopted  ;  and  that  it  be  an  instruction  to  the  Committee  to  furnish  to 
the  next  meeting  of  the  Council  full  particulars  of  the  recent  increases  of 
salaries  of  the  officials  of  the  Department  ;  and  further,  that  the  Com¬ 
mittee  in  future  shall  report  to  the  Council  all  suggested  increases  of 
salaries  in  accordance  with  the  custom  and  practices  of  other  Committees.” 

The  Mayor  :  The  latter  part  of  the  amendment  is  against  the  previous 
order  of  the  Council ;  so  that  you  must  give  notice  of  it. 

Mr.  Lowe  said  he  would  move  the  former  part  of  the  amendment  only, 
and  would  give  notice  of  the  latter  part. 

Mr.  Brinsley  seconded  the  amendment,  remarking  that  no  doubt  the 
resolution  mentioned  by  the  Town  Clerk  was  carried;  but  in  those  days 
certain  members  had  great  power.  The  ±250  increase  was  not  the  worst 
part  of  it ;  the  Committee  might  have  reported  it  to  the  Council  afterwards. 
He  quite  agreed  that  large  salaries  must  be  paid  for  head  officials  ;  and  no 
Corporation  was  better  officered  than  that  of  Birmingham. 

Mr.  Jarvis  said  this  was  an  exposure  of  a  system  which  was  grossly 
irregular— (“  No,  no.”)— and  he  held  to  that  opinion  in  spite  of  what 
might  be  said  to  the  contrary.  Salaries  had  been  added  to  a  surprising 
extent;  and  he  thought  the  ratepayers  would  feel  that  those  who  had  not 
consulted  the  Council  would  deserve  the  strictest  condemnatiorf. 

Mr.  Thomason  hoped  that  the  discussion  would  bring  out  a  great  many 
irregularities  which  he  had  complained  of  from  time  to  time.  The 
Council  would  do  well  to  go  a  step  further,  aud  inquire  into  the  appoint¬ 
ment  of  officials,  expenditure  on  deputations,  and  other  matters.  He  con¬ 
sidered  that  it  would  be  well  if  these  questions  were  referred  to  the 
General  Purposes  Committee. 

Mr.  L.ancaster  inquired  whether,  in  addition  to  the  salaries  paid  to 
the  engineers,  any  commission  was  paid  upon  any  of  their  patents ;  also 
whether  any  of  their  patents  were  used  in  the  Gas  Department,  and  if 
so,  what  amount,  if  any,  was  paid  for  them.  In  regard  to  the  subject  of 
salaries,  he  thought  that  a  man  who  was  worth  his  money  ought  to  be 
paid.  Eeferring  to  the  coke  question,  he  asked  how  many  tons  of  coke 
dust  were  taken  away  in  canal  boats  last  year?  How  was  it  they  did  not 
get  more  than  one-half  they  ought  to  obtain  from  coke,  which  was  the 
largest  residual,  and  one  which  should  pay  the  most  ? 

Mr.  Clayton  pointed  out  that  the  Gas  Committee  had  the  control  of 
two  millions  of  capital  ;  and  whether  they  gave  to  two  or  three  officials 
a  hundred  or  two  more  for  extra  efficiency,  it  was  of  very  little  import¬ 
ance.  It  did  not  afiect  the  rates  ;  and  considering  the  enormous  amount 
of  risk  there  was  involved,  they  ought  to  get  the  very  best  officers.  He 
hoped  the  Committee  would  not  be  “  heckled”  in  its  work  by  too  great  a 
reference  of  details  to  the  Council  itself.  Until  they  had  done  something 
egregiously  wrong,  let  them  give  the  Committee  their  full  confidence, 
and  not  trouble  them  by  worrying  them  to  come  up  for  the  approval  of 
every  small  detail. 

Mr.  Grainger  remarked  that  he  had  not  heard  of  anything  the  Commit¬ 
tee  had  done  which  had  excited  so  much  indignation  as  this  advance  of 
salaries.  They  might  be  certain  that  the  matter  would  be  brought  for¬ 
ward  again,  and  that  a  motion  would  be  made  in  October  for  the  reduction 
of  the  salaries  to  their  former  amounts.  Many  members,  moreover,  were 
of  opinion  that  Mr.  Hunt  alone  would  manage  the  two  concerns  much 
more  efficiently.  The  Engineers  would  both  run  away  together  to  The 
Gas  Institute — neglecting  their  work,  and  dragging  the  name  of  Birming¬ 
ham  through  the  mire  at  the  same  time. 

Mr.  Bloor  asked  whether  it  was  in  accordance  with  the  common  prac¬ 
tice  of  the  Corporation  to  allow  officials  to  trade  outside  the  Corporation, 
or  to  pay  commission  or  royalties  to  them. 

The  Mayor  said  that  no  Engineer  or  einploije  of  the  Corporation  had 
a  right  to  exact  a  commission  from  the  Corporation.  No  such  com¬ 
mission  or  royalty  had  ever  been  or  could  be  paid. 

Alderman  Cook  did  not  wish  to  dispute  the  great  powers  given  to  the 
Committee;  but  it  seemed  to  him  the  very  reason  why  they  should  make 
the  Council  their  confidants.  In  his  opinion,  they  ought  to  have  reported 
immediately  after  making  these  large  advances.  Alderman  Barratt  had 
done  a  public  service  in  raising  the  question  ;  for  it  was  a  matter  of 
common  talk  outside.  He  did  not  think  that  the  justness  of  the  advances 
would  have  been  disputed,  for  he  believed  that  they  had  been  well 
deserved ;  but  that  was  the  very  reason  why  the  Council  should  have  been 
told  of  them. 

Mr.  Bishop  said  that  he  would  accept  the  amendment.  The  Committee 
had  had  no  indisposition  to  report  these  things.  The  Council  had  not 
asked  for  a  report  before ;  but  the  Committee  would  be  very  happy  to  give 
such  reports  in  future. 

Mr.  Whateley  asked  Mr.  Bishop  to  give  them  some  reason  for  increasing 
the  salaries,  so  that  they  could  in  turn  aflord  the  information  to  their 
constituents. 

Mr.  Bishop  observed  that  the  salaries  had  been  increased  because  of  the 


good  work  which  those  who  received  the  increases  had  done.  Some 
gentlemen  said  that  they  had  never  heard  of  a  secretary  of  a  gas  under¬ 
taking  receiving  so  much  as  Mr.  Smith ;  but  some  of  the  London  secre¬ 
taries  received  a  very  much  larger  sum.  In  “Field’s  Analysis"  they 
would  find  that  Birmingham  stood  almost  at  the  Iqwest  point  in  the  mat¬ 
ter  of  salaries  when  the  amount  of  gas  was  taken  into  consideration.  If 
they  added  to  salaries  other  matters,  they  would  find  that  Birmingham 
was  at  the  lowest  point  when  compared  with  other  towns  in  the  kingdom. 
With  reference  to  the  tests  of  the  gas  spoken  of  by  Mr.  Clarke,  the  Com¬ 
mittee’s  results  were  diametrically  opposed  to  those  given  by  that  gentle¬ 
man.  At  the  same  time  that  he  found  an  illuminating  power  of  13  candles, 
the  Committee’s  test  gave  17  candles. 

The  report  was  then  approved,  and  the  resolution  carried. 


A  meeting  of  the  Gas  Committee  was  held  last  Thursday  morning  to  con¬ 
sider  the  question  of  the  workmen’s  holidays,  in  accordance  with  the  reso¬ 
lution  passed  by  the  Town  Council.  Subsequently  the  Mayor  and  the 
Chairman  of  the  Committee  (Mr.  Bishop)  communicated  the  result  of  the 
meeting  to  the  representatives  of  the  various  newspapers.  The  Mayor 
explained  the  action  of  the  Committee  hitherto  upon  the  question  ;  com¬ 
mencing  with  the  decision  last  year  not  to  employ  the  men  on  Sundays 
except  on  urgent  occasions.  The  promise  of  extra  remuneration  for  Sun¬ 
day  labour  was  of  little  avail  to  the  men,  and  therefore  the  Committee 
announced  that  they  intended  to  give  the  stokers  and  carbonizers  a  holiday 
during  the  summer  months.  The  matter  was  debated  in  the  Council ;  and 
it  being  resolved  that  the  men  should  be  paid  IJ  days’  pay  for  Sunday 
work,  the  Committee’s  proposal  fell  through.  After  reading  extracts  from 
the  newspapers  in  reference  to  the  vote,  the  Mayor  went  on  to  say  that 
immediately  afterwards  the  stokers  at  Adderley  Street  and  Swan 
Village  memorialized  the  Council  in  favour  of  holidays  instead  of 
extra  Sunday  pay,  but  as  the  Council  had  in  the  previous  year 
negatived  indirectly  the  Committee’s  proposal,  they  thought  it  advis¬ 
able  to  refer  the  matter  to  the  General  Purposes  Committee  to  lay  down  a 
general  principle  japplicable  to  all  departments  of  the  Corporation.  At 
the  last  meeting  of  the  Council  the  matter  was  referred  back  to  the 
Committee,  aud  they  therefore  passed  the  following  resolutions  at  the 
meeting  that  morning  : — “  Eesolved,  that  a  holiday  of  one  week  (equal  to 
OJ  days)  in  each  year  be  given  during  the  summer  months  to  the  firemen, 
stokers,  machine  men,  coke  wheelers,  and  odd  men — such  men  being 
described  as  carbonizers,  or  men  working  in  the  retort-houses — who  have 
been  employed  not  less  that  ten  ^months  in  the  year  ending  June  30  ;  it 
being  understood  that  such  holiday  is  to  be  an  actual  holiday,  or  rest 
from  work,  and  that  no  money  compensation  is  to  be  paid  in  lieu  thereof.” 
— “  Resolved,  that  a  holiday  on  Christmas  Day,  Whit  Monday,  and  the 
first  Monday  in  August,  or  other  days  in  lieu  thereof,  be  granted  to  all 
workmen  who  have  been  for  not  lesslthan  ten  months  in  the  year  ending 
June  .30  in  the  direct  employment  of  the  department,  other  than  the  car¬ 
bonizers,  who  have  been  dealt  with  in  the  previous  resolution.;  it  being 
understood  that  such  holiday  is  to  be  an  actual  holiday  or  rest  from  work, 
and  that  no  money  compensation  is  to  be  paid  in  lieu  thereof.” 


EDINBURGH  AND  LEITH  GAS  COMMISSION. 

A  Meeting  of  the  Edinburgh  aud  Leith  Gas  Commissioners  was  held 
last  Tuesday — Bailie  Turnbull  presiding. 

A  conversation  arose  regarding  the  appointment  of  Mr.  J.  M.  Jack  as 
interim  Clerk;  the  qualifying  word  being  objected  to  by  the  Parlia¬ 
mentary  Agent.  To  avoid  complication,  it  was  agreed  to  state  in  the 
minutes  that  Mr.  Jack  was  appointed  Clerk  during  the  pleasure  of  the  Com¬ 
missioners  ;  the  appointment  being  in  the  meantime  for  three  months. 

The  minutes  of  several  Committees  were  read.  One  of  them  stated  that 
the  Committee  appointed  on  the  27th  ult.  to  confer  with  the  Committee  of 
the  Directors  of  the  Edinburgh  Gaslight  Company  as  to  the  arrangements 
for  the  transfer  of  the  Company’s  undertaking,  met  in  the  premises  in 
Waterloo  Place  on  the  afternoon  of  the  30th.  'The  Company’s  Committee 
made  the  following  suggestions  for  the  consideration  of  the  Commis¬ 
sioners:— (1)  That  Mr.  Watson,  on  behalf  of  the  Company,  should  be 
allowed,  by  himself  and  an  assistant,  to  occupy  his  present  room  until  the 
Company’s  afiairs  were  wound  up;  (2)  that  a  statement  should  be  made 
by  the  Company  and  submitted  to  the  Commissioners  of  the  accounting 
between  the  Company  and  the  Commissioners,  and  that  this  statement 
aud  all  questions  connected  with  the  accounting  should  be  submitted  to 
Mr.  J.  A.  Molleson,  C.A.,  as  sole  arbiter;  (3)  that  Mr.  George  Livesey, 
C.E.,  should  be  appointed  sole  valuator  and  arbitrator  under  section  20  of 
the  Act;  (4)  that  the  Company’s  present  collectors  should,  at  the  Com¬ 
pany’s  expense,  collect  the  accounts  for  the  spring  quarter  due  to  the 
Company;  (5)  that  the  proportion  of  the  current  quarter’s  accounts  for 
gas  due  to  the  Company  should  be  calculated  from  an  average  date,  so  as 
to  determine  in  a  fair  and  equitable  manner  the  amount  due  to  the  Com¬ 
pany  up  to  the  1st  of  August,  and  which  should  be  collected  by  the  Com¬ 
missioners  at  the  same  time  as  they  might  make  their  first  collection — the 
Commissioners  paying  to  the  Company  its  proportion,  less  a  commission 
of  10  per  cent. 

A  meeting  of  the  Works  Committee  was  also  held  on  the  31st  of  July 
with  the  Edinburgh  and  Leith  Gaslight  Company.  After  discussion  the 
parties  agreed  to  recommend  as  follows  : — (1)  That  Mr.  George  Livesey, 
C.  E.,  should  be  appointed  sole  valuator  and  arbiter  under  section  20  of  the 
Act ;  (2)  that  Mr.  Livesey  shall  determine  the  proportion  of  gas-rental  due 
to  the  Company  as  at  the  Ist  of  August  1888,  and  the  terms  upon  which  the 
rental  shall  be  calculated  and  paid  by  the  Commissioners  to  the  Company  ; 
(3)  that  Mr.  Linton  shall  at  twelve  o’clock  to-night  note  the  quantities  and 
kinds  of  coal,  coke,  lime,  waste  lime,  and  stock  of  gas  within  the  gasholders 
and  pipes ;  (4)  that  Mr.  Linton  and  Mr.  Gibb  shall,  until  other  arrange¬ 
ments  be  made,  continue  in  the  service  of  the  Commissioners  at  the  salaries 
they  are  presently  receiving  from  the  Company — Mr.  Linton  as  Engmeer 
and  Manager  of  the  Leith  works,  and  Mr.  Gibb  as  Treasurer  at  the  Edin¬ 
burgh  office. 

Bailie  Archibald  explained  that  the  two  Companies  took  different 
methods  of  determining  the  quantity  of  gas  due  to  them  at  the  1st  of 
August.  The  Edinburgh  Company  began  a  survey  of  all  their  meters  on 
the  19th  of  July;  and  they  would  calculate  on  the  quantities  eleven  days 
before  and  eleven  days  after  the  Ist  of  the  month.  The  Edinburgh  Company 
wanted  the  Commissioners  to  take  over  their  bad  debts;  but  the  Com¬ 
missioners  did  not  wish  to  prosecute  people  for  money  which  the  Com¬ 
pany  had  not  been  able  themselves  to  collect.  The  Leith  people,  on  the 
other  hand,  did  not  take  the  accounts  of  any  meters  at  all.  The  register 
at  midnight  on  the  1st  of  August  was  taken  ;  and  the  Commissioners  had 
agreed  to  allow  Mr.  Livesey  to  determine  what  was  the  amount  due  to  the 
Leith  Company,  as  at  the  1st  of  August,  and  the  terms  upon  which  this  was 
to  be  paid  for. 

The  Clerk  stated  that,  as  the  Leith  Company’s  inventory  appeared  to 
contain  a  number  of  articles,  in  the  shape  of  tools  and  material  which 
did  not,  in  the  opinion  of  the  Committee,  come  into  the  category  of 
“  stores  ”  under  the  20th  section  of  the  Act,  he  was  instructed  to  make  a 
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preliminary  objection  on  this  point  to  the  arbiter  and  to  j'im  to 
exclude  from  the  valuation  every  article  which  had  been  used,  and  was 
being  used.  The  same  would  apply  to  the  inventory  of  the  Kdinburgli 
Company.  He  was  also  instructed  to  ask  Mr.  Beveridge,  the  Parliamen¬ 
tary  Agent,  to  make  objection  on  this  point. 

Mr.  Colston  having  quoted  from  the  Act,  ,  i 

Bailie  Archibald  said  the  real  question  was  whether  implements  such 
as  barrows,  shovels,  &c.,  which  had  been  used  as  thev 

the  category.  Tlie  Committee  said  they  were  not;  and  therefore  thej 
had  advised  that  an  objection  should  be  taken  before  the  arbitor  on 

the  point  at  issue.  If  it  was  argued  that  barrows,  shovels,  picks,  and 

tools  required  by  the  men  were  included,  they  might  take  in  the  meters 
and  pipes  also. 

The  minutes  were  adopted.  _  i  i,. 

The  Finance  Committee  reported  that  i:  10,000  of  the  mortgage  debt  o 
the  Leith  Company  fell  due  at  Msrtiuma.s.  By  the  11th  inst.  they  would 
require  to  give  notice  whether  they  would  renew  these  loans,  or  whether 
they  would  pay  them  ofl.  The  loans  were  at  4  per  cent.  Ihe  Committee 
recommended  the  Commissioners  to  renew  the  loans,  for  five  or  seve^i 
years,  at  3i  per  cent.  The  Finance  Committee  further  recommended  that 
at  the  next  meeting  they  should  appoint  a  Treasurer  and  collector. 

The  recommendation  was  adopted. 

GLASGOW  CORPORATION  GAS  SUPPLY. 

Annual  Report. 

The  Glasgow  Corporation  Gas  Committee  have  within  the  past  few 
days  completed  and  passed  their  nineteenth  annual 

statement,  which  applies  to  the  year  from  June  1st,  1887,  to  May  Jlst,  1^. 
It  will  this  week  be  issued  to  the  members  of  the  Town  Council  generally  , 
but  as  August  is  a  “holiday”  month  with  them,  it  will  not  forni^ally  be 
brought  forward  for  final  approval  till  the  meeting  of  the  Gas  Irust  in 
September.  There  is  every  probability,  however,  that  all  the  recommenda¬ 
tions  maSe  by  the  Committee  will  be  accepted  without  any  material  modi¬ 
fication.  A  number  of  the  facts  dealt  with  in  the  report  have  from  time 
to  time  been  incidentally  mentioned  in  the  Journal  ;  but  it  tnay  be  <mn- 
venient  here  to  give  a  full  summary  of  the  report  as  prepared  by  the  Gas 

Committee.  ,  ,  ,  .  ,  - 

In  that  portion  of  the  report  which  deals  with  finance,  it  is  stated 

The  gross  revenue  amounts  to . _  -  -  •  •  i.'383,5CG  3  7 

The  gross  expenditure  to  ...  .  .f‘285,125  10  8 
To  this  is  added  depreciation  written 

off  capital .  49,379  8  9 

Interest  on  borrowed  money  (includ¬ 
ing  Jk7414  198.  Id.  of  interest  on 
redeemed  mortgages  paid  into 
sinking  fund) .  2,000  0  0 

.  —  381,19114  9 


Leaving  a  surplus  on  the  year’s  operations  of  T2,374  8  10 
To  this  falls  to  be  added  the  balance  at  the  credit 
of  profit  and  loss  account  carried  from  the 
previous  year’s  account .  2,826  13  4 

Makes  a  sum  to  be  carried  forward  to  next  year's 
accounts  of .  ^5,201  2  2 

This  summary  of  the  financial  arrangements  which  have  commended 
themselves  to  the  Gas  Committee  does  not  seem  to  indicate  much  pros¬ 
pect  of  the  proposal  which  Bailie  Shearer  has  before  the  Gas  Trust, 
which  is  to  take  a  sum  of  i'oOOO  from  the  year’s  profits  to  be  devoted  to 
the  purposes  of  the  “  common  good  ”  of  the  city,  or  for  carrying  out 
public  improvements.  It  would  almost  appear  as  if  the  members  of  the 
Gas  Committee  had  determined  that  the  balance  to  be  carried  forward 
should  be  reduced  to  such  an  amount  (by  writing  off  for  depreciation,  itc.) 
as  to  leave  little  or  no  encouragement  for  that  gentleman  to  proceed  with 
his  motion  when  the  accounts  come  up  for  consideration. 

The  Committee  state  that  they  advertised  for  tenders  for  coals  to  be 
supplied  during  the  current  year,  and  that  they  have  bought  the  greater 
portion  of  the  quantity  required  on  terms  equally  favourable  with  those  of 
last  year.  On  this  account  chiefly,  they  have  agreed  to  recommend  that 
a  reduction  be  made  in  the  price  of  gas  from  28.  lOd.  to  28.  8d.  per  1000 
cubic  feet;  this  reduction  to  take  effect  retrospectively  as  from  the  date  of 
the  last  meter-survey.  The  probability  of  a  reduction  being  made  in  the 
price  of  gas  to  the  extent  of  2d.  per  1000  feet  was  mentioned  in  the  Journal 
a  fortnight  ago. 

During  the  past  year  the  amount  of  gas  sold  or  accounted  for  was 
2,427,078,000  cubic  feet;  being  an  increase  of  6'21  per  cent,  over  that  of 
the  year  1886-7,  when  it  was  2,28."),  136,000  cubic  feet.  The  quantity  of  gas 
made  during  the  year  was  2,705,440,000  cubic  feet,  as  against  a  make  of 
2,696,470,000  cubic  feet  in  the  preceding  year.  The  report  states  that  the 
sinking  fund  now  amounts  to  i.'204,618  Os.  3d. 

Under  the  head  of  “  Works  ”  the  report  informs  us  that  the  exhauster 
machinery  mentioned  in  the  preceding  report  in  connection  with  the 
Dalmarnock  works  was  completed  and  put  in  operation  during  last 
winter.  All  the  apparatus  at  these  works  has  been  kept  in  thorough 
repair.  Additional  ground  has  been  purchased,  and  will  be  utilized  in  the 
future  development  of  these  works.  As  regards  the  Dawsholm  works  the 
Gas  Committee  state  that  the  new  scrubbers  and  station  meters  mentioned 
in  the  report  for  1886-7  were  completed  in  time  to  be  put  in  operation 
last  winter.  No  further  extensions  have  been  made  at  these  worka  ;  but 
the  apparatus  has  all  been  kept  in  thorough  repair.  As  anticipated  in  the 
preceding  report,  a  scheme  for  the  reconstruction  of  Tradeston  works  was 
submitted  to,  and  approved  of  by  the  Town  Council ;  and  an  Act  was 
obtained  in  the  present  session  of  Parliament  authorizing  the  extension  of 
the  works  proposed  in  the  scheme.  Plans  are  now  being  prepared  ;  and 
estimates  will  shortly  be  submitted  for  tb»bridgea  and  other  preliminary 
works,  and  the  reconstruction  contemplated  will  be  commenced  as  soon  as 
possible  after  next  mid-winter. 

During  the  past  year  the  loss  by  unaccounted-for  gas  amounted  to 
10'29  per  cent.,  which  is  less  than  that  of  any  previous  year.  As  com¬ 
pared  with  that  of  the  year  1886-7  it  shows  a  decrease  of  1’7  per  cent. 
In  the  year  1886-86,  it  was  11 '32  per  cent. ;  and  in  the  preceding  year  it 
was  10'66  per  cent.  If  we  mistake  not,  the  last-mentioned  result  was 
obtained  in  the  year  after  the  service-pipes  and  street  mains  had  under¬ 
gone  a  thorough  overhaul. 

The  greatest  quantity  of  gas  consumed  in  a  period  of  24  hours  during 
the  year  1887-8  was  16,287,000  cubic  feet,  as  compared  with  16,266,000 
feet  in  the  preceding  year.  At  the  end  of  the  past  financial  year,  the  number 
of  meters  in  use  was  130,237 ;  being  a  decrease  of  362  as  compared  with 
the  total  in  use  at  the  same  time  in  1887.  During  the  year  18,603  meters 
were  repaired  at  the  Walls  Street  workshops ;  and  in  the  course  of  the 
year  14,768  were  examined  while  in  use,  and  found  to  be  in  a  satisfactory 
condition,  and  ‘2202  were  found  defective  and  removed.  New  mains  of  a 


total  length  of  13,901  yards  (or  well-nigh  eight  miles)  were  laid  during 
the  year.  As  regards  the  hiring  and  sales  of  stoves  and  other  gas  appli¬ 
ances,  satisfactorv  jirogress  continued  to  bo  made  during  the  past  year. 
The  hires  included  1465  stoves,  Ac. ;  and  the  gas  heating  and  cooking  ap¬ 
pliances  sold  during  the  year  amounted  to  1  l‘J3. 

Some  more  detailed  reference  may  now  be  made  to  the  various 
accounts  embraced  in  the  flnancial  statement.  The  stock  capital  created 
in  the  shape  of  “  Glasgow  Corporation  Gas  Annuities,’'  when  the  works 
and  interests  of  the  Glasgow  Gaslight  Company  and  the  Glasgow  and 
Suburban  Gas  Company  were  taken  over  by  the  Corporation  in  the  year 
1866  was  £300,000,  bearing  perpetual  annuities  at  the  rate  of  9  per  cent, 
per  annum,  and  £115,000  rated  at  6i  per  cent,  per  annum.  Coll^lively, 
the  yearly  annuities  or  dividends  amount  to  £34,762  lOs.  llie  loan 
capital  authorized  is  £1,000,' 00;  but  only  £‘287,345  has  actually  been 
borrowed — leavinc  the  sum  of  i-712,6G6a8  still  available.  The  major  por- 
tion  of  what  has  been  borrowed — £188,435  —  consists  of  mortgages 
redeemed  out  of  the  sinking  fund,  which  is  composed  of  revenue  set  apart 
to  be  used  in  the  redemption  of  mortgages  and  annuities.  It  is  pro¬ 
vided  in  the  Corporation  Gas  -\ct  that  to  what  extent  mortgages  are 
redeemed  out  of  it,  to  the  same  extent  the  borrowing  powers  of  the  Gas 
Trust  shall  be  cancelled.  The  Act  further  provides  that  interest  shall 
accrue  to  the  sinking  fund  on  the  mortgages  so  redeemed,  which  is  also 
to  be  applied  in  the  same  way.  , 

In  the  statement  dealing  with  the  capital  account,  it  is  shown  that  the 
Dalmarnock  station  and  works  and  the  Dawsholm  station  and  works  are 
now  valued,  respectively,  at  £96,501  Ms.  and  £141,536  78.  Od. ;  the  amount 
written  off  for  depreciation  during  the  year  being  in  each  caw  o  per  cent. 
The  same  percentage  has  also  been  written  off  the  value  of  the  Tradeston 
station  and  works,  wliiclCare  now  rated  at  £51,910  158. 2d. ;  but  in  addition 
the  sura  of  £12,000  has  been  written  off  as  an  ‘‘  extra  1°^  f*'®. 
meeting  renewals,  so  that  they  will  now  actually  stand  in  the  books  at  the 
value  of  £39,910  158.  2d.  In  the  statement  of  accounts  issued  at  this  time 
last  year,  the  amount  written  off  for  depreciation  was  in  each  case  7J  per 
cent  ,  which  is  the  rate  for  depreciation  written  off  at  this  time  in 
making  valuations  of  several  other  large  items  of  P''°P®'^^y-  . 
shops  in  Walls  and  Stirling  Streets,  with  depreciation  and  additions  during 
the  past  year,  are  now  rated  at  £10,931  Ms.  3d. ;  and  the  Chemical  works 
at  Dawsholm  are  valued  at  £7911  38.  7d.  With  extensions  made  durmg 
the  year  and  the  high  rate  of  depreciation,  the  pipes  and  cost  of  laying 
are  put  down  as  being  valued  at  £178,732  Os.  dd.  As  regards  the  gas- 
meters  belonging  to  the  Gas  Trust,  depreciation  has  been  made  at  the  rate 
of  6  ner  cent. ;  and  with  additions  during  the 

£8097 ‘158.  lOd.,  the  total  value  is  now  set  down  at  V*, 

net  value  of  the  gas-stoves,  &c.,  on  hire  and  in  stock  is  given  at  £11,833  '78.  bd. 
When  these  various  items  and  those  referring  to  property  in  1  articK, 
offices  in  Virginia  Street,  workmen’s  dwelling-houses  at  Dawsholm,  count- 
ing-house  furniture,  &c.,  are  taken  into  account,  together  with  a  balance 
of  £91,165  Os.  7d.,  there  is  a  grand  total  of  £702,-135. 

Coming  to  the  statement  under  the  head  of  Revenue  account,  we  hud 
that  276,447  tons  6  ewts.  of  coal  were  used  last  year,  the  cost  of  winch 
(with  carriage)  was  £143,273  I'Js.  7d.  Including  the  cost  of  purifying  mato- 
rials,  Ac.,  the  salaries  of  engineers,  superintendents,  and  officers  at  works, 
workmen’s  wages,  repairs  and  maintenance  of  works  and  plant,  machines, 
apparatus,  tools,  materials  and  labour,  and  carting  and  stobling  account, 
there  was  a  total  expenditure  for  manufacture  of  gas  amounting  to 
£‘227  082  11s.  6d.  In  like  manner,  the  distribution  of  gas  involved  an  out¬ 
lay  of  £3“’  2‘27  l‘2a.  8d.  The  rents  and  feu  duties,  rates,  assessments,  and 
taxes  are  set  down  at  £16,147  68.  6d.  For  salaries  and  other  expenses  con¬ 
nected  with  the  management  in  the  Treasurer's  department  in  Virginia 
Street,  there  is  a  total  of  £7975  ISs.  6d.  Law  and  ParhamenUry  charges 
are  set  down  at  £1‘275  ;  and  the  retiring  allowances  to  old  servants  of  the 
Gas  Companies  at  £417  4s.  6d.  With  the  sum  of  88.  Jd.  writton  off 

for  depreciation  of  works,  pipes,  meters,  etc.,  the  Krahd  total  is  £334,^4 
19s.  5d.  For  sales  of  gas,  and  including  a  sum  of  £4442  lbs.  of  arrears  ot 
nrevious  years  recovered  over  the  estimate,  there  was  obtained  the  sum  ol 
£338,4*3878  6d.  The  coke  sold  realized  £16,105  16s.  7d.  ;  and  the  income 
from  ammoiiiacal  liquor  and  tar  was  £‘26,637  7s.  lOd. — or  together  the 
residual  products  yielded  £-12,743  48.  5d.  For  waste  lime  a  sum  of 
£'372  9s.  lOd.  was  obtained.  These  and  several  other  , 

revenue  of  £383,566  38.  7d. ;  so  that  there  was  a  balance  of  £43,Obl  48.  2d. 
to  carry  to  profit  and  loss  account.  a  j  _ 

Under  the  head  of  profit  and  loss  account  (net  revenue),  we  hnd  the 
annuities  on  stocks  for  the  year  ending  Whitsunday,  1888,  set  down  at 
£33,748  lls.  lOd.,  after  deducting  £1013  18s.  ‘2d.  in  the  shape  of  income- 
tax.  Then  we  have  interest  on  mortgages,  and  redeemed  mortgages,  Ac., 
for  the  same  year,  amounting  to  £10,938  Bs.  6d.  The  sum  carrietl  to  sink¬ 
ing  fund,  as  already  mentioned,  was  £‘2000.  These  items,  together  with 
the  balance  of  £5‘201  28. ‘2d.  carried  to  next  year’s  account,  make  up  a  total 
of  £51,887  178.  6d.,  which  is  exactly  the  amount  of  last  year  s  balance 
brought  forward  and  that  of  £19,061  -Is.  2d.  just  referred  to  as  having  been 
brought  from  revenue  account,  and  which  is  profits. 

The  general  balance-sheet  shows  on  the  one  side  a  balance  ol  L'Lto-’ 
Os.  7d.  at  the  credit  of  capital  account ;  a  balance  of  £5201  28.  Jd.  at  credit 
of  profit  and  loss  account ;  a  sum  of  Os.  6d.  in 

in  security  of  gas-rents,  Ac. ;  a  benevolent  fund  Riiiountiiig  to  £32i2  IBs.  lla., 
accounts  due  to  sundry  tradesmen  and  others  for  coal,  Ac.,  amounting  to 
£12,193  Is.  6d.;  sinking  fund,  £‘204,518  Os.  3d. ;  and  a  small  •» 

shape  of  unpaid  annuities.  All  these  give  a  total  of  £331,143  us.  oa., 
which  sum  also  appears  on  the  other  side  of  the  balance  shi^t,  and  in¬ 
cludes  various  outstanding  revenue  asseU,  £60,233  Is.  ‘2d.;  ' 

horses  at  stables,  Ac.,  £“20,586  158.  lid.;  sinking  fund,  £“2^2,518  Os.  3d  , 
temporarv  loan  of  £30,000  to  Corporation  of  Glasgow  ;  balance  in  bank, 
£'‘21,‘294  lYs.  9d.;  ouUtanding  accounU  for  stair  fittings,  gas-stoves  and 
fittings,  and  hires,  Ac. 

Cork  Gas  Consumers’  Company.— The  Dinxitors  of  this  Company,  in 
the  riqiorl  to  be  presented  to  the  shareholders  at  their  meeting  to-day 
(which  bears  the  signature  of  the  Secretary,  Mr.  Denny  Lane),  state  that 
the  acconiits  to  the  30th  of  June  last  show  a  satisUctory  and  steady  busi¬ 
ness,  w‘ithout  any  remarkable  features.  There  was  a  small  increase  o 
£142  in  the  renUl  from  private  oonsiimeni ;  while  the  revenue  from  pub  m 
lighting  decreased  by  £  1 1— leaving  a  net  increase  of  income  of  about  lliw 
for  the  six  months.  The  Directors  have  added  £'3,")0  to  the  depreciation 
fund,  and  alter  this  allocation  the  balance  of  pmflt  and  l^es  amounU  to 
£6720  13s.  8d.  Out  of  this  it  is  proposed  to  pay  the  usual  dividend  at  trie 
rato  of  8  per  cent.,  which  will  require  aliout  £5688,  and  leave  ataut  i-W 
to  bo  added  to  the  reserve,  which  will  then  stand  at  £11,911.  V’e 
Directors’  report  is  accompanied  by  that  of  the  Company  s  Coiisulting 
KngineeriMr.  G.  Andersoii),  who  staU-s  that,  with  the  exception  ol  tlio 
painting  of  the  external  ironwork,  which  has  bis-n  delayed  in 
queiice  of  the  very  bad  weather,  the  works  are  in  good  condition,  ite 
considers  that  the  manufacturing  oiierations  have  been  economically  con¬ 
ducted  ;  a  larger  return  having  Wen  received  for  residuals  than  is  usual 
on  other  works. 
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ABERDEEN  CORPORATION  GAS  SUPPLY. 

The  Alleged  Inckease  of  Gas  Accounts. 

In  his  recent  communications,  our  Edinburgli  Correspondent  has 
referred  to  the  aKitation  by  gas  consumers  in  Aberdeen  over  the  alleged 
increase  of  their  accounts,  notwithstanding  the  reduced  price  charged  for 
gas.  The  result  of  a  deputation  of  consumers  to  the  Town  Council  on 
the  subject,  it  may  be  remembered,  was  a  promise  on  the  part  of  the  latter 
body  to  inquire  into  the  matter ;  and  they  accordingly  appointed  Dr. 
Wallace,  of  Glasgow,  to  report  upon  the  coal  used  for  the  manufacture  of 
gas  during  the  year  ending  May  last,  and  also  on  the  coal  purchased  for 
next  season,  and  the  City  Chamberlain  (Mr.  Cran)  and  the  Gas  Manager 
(Mr.  A.  Smith)  were  instructed  to  examine  the  books,  and  to  prepare  a 
statement  setting  forth  the  amount  of  the  gas  accounts  of  householders 
in  different  streets  for  the  last  and  the  preceding  two  half  years. 

A  meeting  of  the  Gas  Committee  was  held  on  the  2nd  inst.,  when  the 
report  by  Dr.  Wallace,  to  which  reference  was  made  by  our  Edinburgh 
Correspondent  last  week,  was  brought  forward.  A  report  on  the  subject 
was  also  tabled  by  the  Gas  Treasurer. 

Dr.  Wallace,  in  his  report,  stated  that  he  had  found  that  the  average 
of  32,0i)0  tons  of  coal,  including  fourteen  varieties,  tor  the  year  ending 
May  15,  1888,  taking  the  respective  quantities  of  the  coal  into  account, 
should  give,  according  to  the  published  analyses  of  the  coals,  10,775  cubic 
feet  i>er  ton,  and  an  illuminating  power  of  27'60  candles  ;  and  the  average 
of  33  000  tons  of  coal,  including  fifteen  varieties,  for  the  year  ending 
May  15,  1888-9,  11,078  cubic  feet,  and  27‘31  candles — the  durability  being 
57  min.  40  sec.  and  57  min.  44  sec.  respectively.  These  figures  showed  that 
the  coal  for  the  two  years,  though  not  identical,  were  very  much  alike ; 
and  the  quantity  of  gas  to  be  slightly  greater  for  the  latter  year,  but  the 
illuminating  power  rather  less.  The  durability  of  the  gas  was  practi¬ 
cally  identical.  The  quantity  of  gas  actually  obtained  per  ton  of  coal 
during  the  year  ended  May,  1888,  was  stated  to  be  10,253  cubic  feet;  and 
as  there  was  an  almost  exact  relation  between  the  quantity  and  quality 
of  gas,  at  least  within  reasonable  limits,  the  quality  of  gas  during  the  past 
year  should  have  been  exactly  29  candles.  If  the  same  heats  and  modes 
of  working  were  adopted  during  the  present  year,  the  quantity  of  gas  per 
ton  of  coal  would  probably  be  about  10,524  cubic  feet,  and  the  illuminating 
power  28'75  candles.  The  coals  selected  for  the  present  year  gave  a  large 
yield  of  gas  of  excellent  quality.  In  Glasgow  the  illuminating  power  had 
been  reduced  from  26i  to  23  candles ;  and  it  was  an  absolute  fact  that, 
since  the  reduction  took  place,  there  had  been  a  marked  diminution  of 
complaints  as  to  the  quality  of  the  gas  supplied  by  the  Corporation. 
What  was  wanted,  therefore,  for  the  satisfactory  supply  of  a  city  or  town 
was  not  so  much  a  high  quality  of  gas  as  a  sufficient  supply  at  all  times 
from  the  works,  and  a  constant  supervision  of  the  different  districts, 
to  see  that  the  mains  were  of  a  size  requisite  to  give  the  necessary 
pressure  at  the  point  of  ignition.  A  high  illuminating  power 
was  not  good  for  either  heating,  cooking,  or  motive  power;  and 
a  fair  compromise  in  the  case  of  the  city  of  Aberdeen  would  be 
an  illuminating  power  of  25  candles,  and  this  Dr.  Wallace  was  of  opinion 
would  give  satisfaction  to  all  parties.  Referring  to  the  pressure  at  the 
burners,  the  report  states  that  it  should  be  about  9-lOths.  If  the  pressure 
at  the  point  of  ignition  exceeded  11-lOths  or  thereabouts,  there  was  a 
decided  loss  of  illuminating  power  in  proportion  to  the  quantity  of  gas 
consumed.  With  regard  to  the  quantity  and  quality  of  gas  obtainable  from 
the  various  coals,  it  was  scarcely  to  be  expected  that  in  regular  working 
results  equal  to  those  obtained  in  special  trials  should  be  obtained  ;  and  a 
discount  of  5  per  cent,  from  the  number  of  pounds  of  sperm  per  ton  of 
coal  would  be  a  reasonable  allowance.  That  was  to  sa3’,  if,  during  the  year 
just  ended,  the  gas  produced  was  10,253  cubic  feet  per  ton,  the  illuminat¬ 
ing  power  should  have  been  not  less  than  27'5  candles. 

The  report  by  the  Gas  Treasurer  showed  the  amounts  of  the  accounts  of 
consumers  for  the  three  years  ending  May  last  in  Cause.wayend,  Market 
Street,  Ferryhill  Place,  Watson  Street,  and  Frederick  Street.  It  stated 
that  in  Causewayend,  59  accounts  had  increased  and  56  decreased;  in 
Market  Street,  34  had  inceased  and  19  decreased;  in  Ferryhill  Place,  17 
ha  I  increased  and  7  decreased  ;  in  Watson  Street,  62  had  increased  and  38 
decreased;  and  in  Frederick  Street,  40  had  increased  and  22  decreased. 
The  increase  in  1887-8  of  gas  consumed  over  1886-7  was  2'33  percent. ;  the 
decrease  in  1887-8  on  the  amount  paid  in  1886-7  was  2'01  per  cent. 

The  Committee  deferred  consideration  of  Dr.  Wallace’s  report  until  the 
specific  statement  as  to  increases  in  the  gas  accounts  had  been  received. 


GAS  PROFITS  OF  THE  BURY  CORPORATION. 

The  much-disputed  question  as  to  the  form  which  the  accounts  of  the 
Bury  Corporation  Gas  Department  should  assume  seems  to  be  now  in  a 
fair  way  for  settlement.  The  point,  which  was  debated  at  length  at 
several  Council  meetings  held  in  the  summer  and  autumn  of  last  year, 
was  whether  the  Gas  Committee  were  not  making  out  their  balance-sheet 
in  such  form  as  to  result  in  a  double  payment  of  income-tax  on  a  moiety 
of  the  actual  profit  realized  each  year.  To  some  extent  the  difference  of 
opinion  arose  out  of  the  interpretation  put  upon  a  section  of  the  Local 
Gas  Act,  which  directs  that  the  profit  is  to  be  equally  divided  between 
the  consumer  and  the  ratepayer — the  former  to  receive  his  share  in  a 
“  reduction  of  the  price  of  gas  for  the  then  next  ensuing  y'ear.”  The 
contention  of  the  Finance  Committee  was  that,  in  carrying  out  this 
arrangement,  the  accounts  were  so  manipulated  that  the  same  profit  was 
taken  credit  for  in  two  successive  years,  and  was  thus  subjected  to  double 
taxation.  Although  the  Gas  Committee  opposed  this  view  very  strongly, 
the  local  Income-Tax  Commissioners  upheld  it;  and  the  result  was  that  a 
deduction  was  made  from  the  last  year’s  accounts  for  the  sums  brought 
forward  from  the  profit  of  the  previous  year.  An  appeal  was  threatened 
to  the  Commissioners  of  Inland  Revenue,  against  the  decision  of  the  local 
Commissioners  ;  and  the  Finance  Committee  seem  at  the  same  time  to 
have  given  notice  of  a  claim  for  the  return  of  the  excess  of  taxation 
))aid  as  they  alleged  in  previous  years.  The  following  letter  from  the 
Inland  Revenue  Office,  dated  the  25th  of  July,  appears,  however,  to  promise 
a  settlement  of  the  whole  matter  : — “  With  reference  to  the  letter  of  the 
9th  of  May  last,  on  the  subject  of  the  additional  income-tax  assessment  on 
the  Corporation  of  Bury,  for  the  year  1886-7,  in  respect  of  gas  profits,  I 
am  directed  by  the  Board  of  Inland  Revenue  to  acquaint  you  that  the 
case  demanded  by  their  Surveyor  on  the  appeal  of  the  Corporation  will 
not  be  proceeded  with  on  the  understanding  that,  as  stated  in  your  letter, 
the  Corporation  withdraw  their  claim  to  return  of  duty  for  former  years.” 
The  letter  was  entered  on  the  minutes  of  the  Finance  Committee  which 
were  adopted  at  the  last  Council  meeting;  and  as  there  was  no  comment 
upon  it,  it  may  be  assumed  that  the  accounts  will  be  so  presented  in 
future  as  not  to  admit  of  the  possibility  of  the  question  being  re-opened. 

The  Newcastle  and  Gateshead  Gas  Company  have  declared  an  interim 
div  iileijfl  ol  4J  per  cent,  for  the  past  half  year.  Some  further  works  exten¬ 
sions  are  contemplated. 

The  Wardle  Local  Board  decided  last  Thursday  not  to  entertain  the 
terms  submitted  by  the  Public  Lighting  Company  for  the  lighting  of  the 
district  with  oil  instead  of  gas. 


WARRINGTON  CORPORATION  GAS  SUPPLY. 

Bobouoh  Tbeasuber’s  Annual  Repobt. 

The  Annual  Report  of  the  Borough  Treasurer  of  Warrington,  lately 
issued,  furnishes  some  information  as  to  the  result  of  the  working  of  the  gas 
undertaking  during  the  year  ended  the  25th  of  March  last.  The  receipts 
on  cash  account  amounted  to  a  total  of  ^65,640  148.  3id.;  the  items  being 
as  follows  Sales  of  gas  and  meter-rents,  ^£26,500  lOs.  l^d. ;  fittings, 
P936  198. 3d. ;  coke,  112260  17s.  7d. ;  tar,  T750  48.  lOd. ;  sulphate  of  ammonia, 
i;2487  11s.  6d. ;  purifying  materials,  £21  6b.  5d. ;  sundries,  £251  18s.  6Jd. ; 
cottage-rents,  £288  Os.  lOd. ;  rent  of  stoves,  £49  14s.  lid. ;  deposit  on  tar 
contract,  £300;  consumers’  deposits,  less  amounts  repaid,  £158  6s.  4id. ; 
bankers’  cash  and  sundries,  £31,635  3s.  lid.  On  the  expenditure  side  the 
items  are  as  follows  : — Wages  for  gas  manufacture,  £2550  14s.  2d. ;  repairs, 
£1490  9s.  2d. ;  coal  and  cannel,  £10,385  lOs.  9d.,  purifying,  £.302  Bs.  4d. ; 
water,  £260  3s.  7d. ;  retorts  and  fire-lrricks,  £553  4s.  Id. ;  meter  inspection 
and  repairs,  £632  17s.  8d. ;  lamp  repairs,  £143  5s.  7d. ;  lamp  lighting, 
£525  18s.  Id.;  salaries,  £1246  138.;  rates  and  taxes,  £1598  83.  2d.;  office 
expenses,  £99  19s.  6d. ;  fittings,  £782  lls.  lOd. ;  cottage  repairs,  £3  5s.  lOd. ; 
1  ates  on  cottages,  £41  16s.  9d. ;  law  expenses,  £2  8s.  2d. ;  interest  on  deposit 
account,  £2  16s.  6d. ;  interest  on  deposit  on  tar  contract,  £6;  sulphate  of 
ammonia,  £500  12s.;  capital  expenditure,  £82  14s.  9d. ;  general  expenses, 
£445  4s.  2d. ;  sundry  payments  to  bankers,  £33,964  lls.  7d. ;  payments  to 
Borough  Treasurer,  £10,008  Is.;  cash  in  hand,  £11  Is.  7Jd. 

Mr.  James  Paterson,  F.G.S.,  the  former  Gas  Engineer  of  the  Corpora¬ 
tion,  has  furnished  the  following  statement  respecting  the  work  of  the 
department  during  the  year  and  its  predecessor  ; — 


Coal  and  cannel  carbonized 

Year  ended  March  25. 

1888.  1887. 

22,224  tons.  ..  20,858  tons. 

Gas  made . 

214,000,100  c.ft. 

. .  200,933,700  c.  ft. 

Do.  per  ton  of  coal  car¬ 
bonized  . 

9,621  „ 

9,632  „ 

Do.  sold  per  meters  and 
accounted  for. 

180,147,150  „ 

. .  172,845,430  „ 

Gas  distributed  per  mile 
of  main . 

5,132,500  „ 

5,021,460  „ 

Do.  rental  per'  lOOO  cubic 
feet  of  gas  made  . 

28.  10-63d. 

2s.  lid. 

Do.  do.  received  for  every 
1000  cubic  feet  sold  . 

3s.  5'OOd. 

3s.  5  00d. 

Do.  do.  per  mile  of  main  . 

£774  4  0 

£627  14  0 

Capital  employed  in  works 
and  plant . 

£175,126  2  0 

. .  £178,181  14  10 

Do.  do.  per  ton  of  coal  car¬ 
bonized  . 

7  17  6 

8  11  9i 

Do.  do.  per  million  cubic 
feet  of  gas  made  . 

818  7  0 

886  9  6 

Do.  do.  for  every  £100  of 
gas-rental . 

567  0  11 

602  1  3 

Gas-rental  for  every  £100 
expended  in  capital  . 

17  12  8 

16  11  3 

Do  do.  for  every  £100 
expended  in  coal  and 
cannel . 

284  8  0 

294  16  0 

The  Management  of  the  Gas-Wobks. — Vote  of  Confidence  in  the 
Gas  Committee. 

At  the  Meeting  of  the  Warrington  Town  Council  last  Tuesday — the 
Mayor  (Alderman  Sutton)  presiding — the  Gas  Committee  reported  that 
eight  of  their  number,  including  the  Chairman,  had  resigned,  in  conse¬ 
quence  of  the  adverse  vote  of  the  Council  at  the  previous  meeting,  on  the 
proposition  to  appoint  Mr.  J.  Paterson,  F.G.S.,  the  retiring  Engineer  and 
Manager  of  the  works,  as  Consulting  Engineer  to  the  Gas  Committee. 

Alderman  Holmes,  in  proposing  that  the  minutes  be  confirmed,  referred 
specially  to  the  resignation  of  himself  and  other  members.  Alluding  to 
what  took  place  at  the  previous  meeting,  he  said  an  amendment  was  pro¬ 
posed  to  the  Committee's  recommendation,  asking  them  to  withdraw  the 
resolution  which  they  had  proposed,  and  bring  in  another,  recommending 
that  the  allowance  to  Mr.  Paterson  should  be  continued  for  only  twelve 
months.  It  was  utterly  impossible  for  the  Committee,  having  considered 
the  question  so  closely,  to  bring  forward  a  fresh  scheme.  They  had  told  the 
Council  very  emphatically  that  the  scheme  they  proposed  was  what  they 
deemed  to  be  the  beat,  in  the  interests  of  the  Committee,  and  of  the  rate¬ 
payers  at  large.  They,  therefore,  considered  that  there  was  no  other 
course  open  to  them  than  to  place  themselves  before  the  Council,  to  give 
them  a  chance,  if  they  saw  cause,  to  accept  their  resignations;  or  if  they 
did  not  feel  inclined  to  do  so,  then  the  Committee  would  see  that  they 
had,  as  they  believed  they  ought  to  have,  the  confidence  of  the  Corpora¬ 
tion.  They  were  not  at  all  adverse  to  fair  criticism,  but  they  thought  they 
should  have  a  fair  amount  of  confidence  reposed  in  them,  or  else  the  life 
of  the  Committee  would  not  be  worth  having.  If  the  Council  chose  to 
accept  their  resignations,  well  and  good  ;  but  if,  on  the  other  hand,  they 
chose  to  retain  their  confidence  in  the  Committee,  the  latter  would  con¬ 
tinue  to  work  in  the  interests  and  for  the  welfare  of  the  town,  as  they  had 
endeavoured  to  do  in  the  past. 

Alderman  Davies,  who  said  his  motive  was  to  lift  the  blind  which  was 
upon  the  eyes  of  the  people  of  Warrington  as  to  the  advantages  which 
the  purchase  of  the  gas-works  conferred  upon  the  town,  went  at  some 
length  into  the  history  of  tlie  undertaking.  He  said  that  when  the  Cor¬ 
poration  bought  the  works,  the  total  quantity  of  gas  made  was  119,008,500 
cubic  feet,  of  which  102,005,206  cubic  feet  were  sold  ;  showing  a  leakage 
of  17,003,294  cubic  feet,  or  i4'8  per  cent.  So  that  the  management  of  the 
works  while  under  the  control  of  the  Committee  had  not  shown  any 
depreciation  whatever.  The  leakage  mentioned  included  the  loss  on  the 
public  lamps — that  was,  the  difference  between  the  quantity  of  gas 
charged  for  and  that  actually  consumed.  This  had  remained  to  the 
present  day ;  and  there  had  absolutely  been  a  loss  to  the  Committee  on 
the  charge  for  the  lighting  of  the  lamps  in  the  borough.  In  a  report 
published  at  the  time  the  works  were  purchased,  he  read  :  “We  may  here 
observe  that  the  Company’s  properties  and  effects  are  in  first-class  order 
and  condition ;  indeed,  we  have  learnt  that  the  plant  has  been  almost 
entirely  renewed  during  the  last  twelve  years.”  This  statement  upset  the 
theory  that  they  were  buying  old  and  dilapidated  works.  The  next 
thing  was  that  they  not  only  bought  an  undertaking  which  was  producing 
£6661  a  year,  but  they  bought  a  concern  which  had  a  balance  of  £10,600 
to  its  credit.  He  admitted  that  it  was  effected  by  a  loan  of  £5000,  and 
likewise  by  a  sum  of  £2700  which  they  paid  in  cash  ;  but  the  fact 
remained  that  there  was  a  surplus  of  £6600,  for  which  they  gave  £6120, 
leaving  a  margin  of  about  £500  in  the  interests  of  the  borough.  The 
Committee  who  drew  up  the  report  from  which  he  had  quoted,  estimated 
that  the  investment  would  end  in  a  profit  of  £7128  to  the  Corporation. 
Had  this  hope  been  realized  ?  At  the  end  of  last  year,  after  the  annui¬ 
ties  and  sinking  fund  (which  amounted  to  £10,008)  had  been  paid,  the 
surplus  was  not  £7128,  but  £15,319.  In  addition  to  this,  they  had 
reduced  the  price  of  gas  no  less  than  6d.  per  1000  cubic  feet— that  was, 
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6d.  per  1000  feet  less  than  perhaps  it  would  have  been  had  the  Company 
still  owned  the  works. 

Mr.  Monks  :  You  cannot  tell  that. 

Alderman  Davies  admitted  that  he  could  not ;  but  he  thouRlit  the  Com¬ 
mittee  were  entitled  to  take  credit  (or  what  they  had  done.  He  could  "'ell 
understand  that  the  Committee  had  been  very  much  annoyed  and  grieved 
at  the  action  of  the  outside  public,  who  had  contributed  letters  to  P®"'®' 
papers.  These  letters  and  the  action  of  the  people  to  whom  he  had  referred 
uad  done  a  great  amount  of  injury;  for  they  appealed  to  the  unthinking 
portion  of  the  public,  and  put  them  against  those  who  were  trying  to  do 
good  to  the  town.  Taking  everything  into  consideration,  he  thought  the 
Council  would  be  perfectly  justified  in  passing  an  amendment  declining  to 
accept  the  resignations,  and  stating  that  the  Council  have  unabated  and 
unreserved  confidence  in  the  Committee,  with  the  earnest  request  that  all 
the  members  will  continue  to  give  their  valuable  services  as  heretofore  for 
the  benefit  of  the  Corporation,  town,  and  neighbourhood.  He  proposed  an 
amendment  to  this  effect.  .  ,  ,  Ti., 

Mr.  Platt  seconded  the  amendment,  and  expressed  his  belief  that  if  they 
were  to  go  through  Warrington  they  could  not  pick  out  ten  better  men  than 
those  now  on  the  Committee.  In  moving  his  amendment  on  the  previous 
occasion,  he  had  no  intention  of  expressing  any  want  of  confidence  in  the 
Committee. 

Alderman  Crosfield  said  Alderman  Holmes  had  been  one  of  the  most 
valuable  servants  of  the  Corporation  for  the  last  30  years;  and  it  would  be 
base  ingratitude  on  the  part  of  the  Council  if  they  did  not  respect  him. 

Alderman  Harrison  said  the  action  of  the  Council  was  not  intended  to 
lead  the  Gas  Committee  to  suppose  that  confidence  in  them  had  been  lost. 
He  did  not  believe  there  was  a  Committee  of  the  Council  which  took  a 
more  earnest  or  a  more  conscientious  interest  in  the  welfare  of  the  town 
and  in  the  duties  entrusted  to  them  than  the  members  of  the  Gas 
Committee. 

The  Mayor  said  he  was  glad  there  had  been  such  an  expression  of  con¬ 
fidence  in  the  present  Committee,  because  it  would  be  a  great  loss  to  the 
town  to  be  deprived  of  the  services  of  such  experienced  gentlemen  as 
those  whose  names  appeared  in  the  minutes.  Alderman  Davies’s  amend¬ 
ment  was  then  put  and  unanimously  agreed  to. 


DARWEN  CORPORATION  GAS  SUPPLY. 

The  New  Gas-Works. 

The  erection  of  the  new  gas-works  at  Shorey  Bank,  Darwen,  which 
was  authorized  by  the  Darwen  Corporation  Act,  1^7,  is  being  briskly 
roceeded  with  ;  and  it  is  expected  that  they  will  be  in  full  working  order 
y  the  beginning  of  the  winter.  The  works  are  being  built  on  the  latest 
and  most  approved  principle ;  and,  in  fact,  every  suggestion  tor  the  saving 
of  time  and  money  is  being  adopted.  The  whole  of  the  work  has  been 
personally  supervised  by  the  Gas  Engineer  (Mr.  T.  Duxbury)  and  Mr.  F. 
Arnott,  of  Leeds.  Mr.  T.  Newbigging,  C.E.,  of  Manchester,  has  acted  as 
Consulting  Engineer  for  the  Corporation  throughout ;  and  the  result  has 
been  the  production  of  a  system  of  gas  manufacture  second  to  none  in 
East  Lancashire.  The  idea  of  new  gas-works  was  mooted  by  the  late 
Alderman  Suape,  who  calculated  that  the  outlay  would  bring  in  a  profit 
of  6  per  cent.,  whilst  the  money  could  be  borrowed  to  carry  out  the  work 
at  3i  per  cent. ;  thus  giving  a  clear  saving  of  14  per  cent.  He  counselled 
the  Corporation  to  secure  the  power  to  do  the  work;  and  when  the 
Darwen  Corporation  obtained  their  new  Act  last  year,  it  was  determined 
to  proceed  with  it  at  once.  The  Act  cost  the  Corporation  T'2878  18s.  9d 
Excavating  for  the  new  works  was  commenced  in  June,  1887 ;  and, 
judging  from  appearances,  the  works  will  be  finished  in  about  8i.x  weeks' 
time.  They  are  built  on  a  piece  of  land  about  7  acres  in  extent, 
abutting  on  Robin  Bank  Road,  and  are  separated  from  the  old  gas-tyorks 
by  the  River  Darwen.  They  are  close  to  the  railway  line;  and  a  siding 
has  been  constructed  direct  into  the  works.  The  first  rail  takes  the  coal 
into  a  large  store,  built  on  girders,  over  the  top  of  one  of  the  coal-stores. 
Here  the  coal  will  be  weighed  on  a  20-ton  weighing-machine  which  has 
been  erected.  Half  the  coal  will  be  emptied  into  the  store  below;  and 
the  remainder  taken  on  another  elevated  railroad  outside  the  works,  and 
shunted  into  a  corresponding  store  on  the  opposite  side  of  the  building. 
Other  waggons  may  be  taken  down  an  inclined  plane  into  the  lower  store 
of  the  works,  or  on  to  the  siding.  The  second  or  middle  storey  is  divided 
into  three  portions.  On  each  side  are  the  coal-stores;  and  in  the  centre 
are  the  retorts.  There  are  28  furnaces,  with  seven  retorts  to  each 
furnace,  which  are  capable  of  producing  about  1,372,000  cubic  feet  of  gas 
in  24  hours.  The  retort-house  is  182  feet  long,  62  feet  across,  and 
28ft.  6  ill.  in  height.  The  roof  is  ventilated;  and  there  are  two  large 
chimneys  springing  from  it  to  a  height  of  87  feet  from  the  bottom  storey 
on  the  Duckworth  Street  side  of  the  building.  The  bottom  is  far  below  the 
level  of  Robin  Bank  Road,  and  will  be  used  at  present  solely  for  storeage  pur¬ 
poses.  It  has  been  erected,  of  course,  to  allow  of  the  ready  adoption  of 
a  regenerative  system  of  firing.  Space  is  also  left  on  each  side  of  the 
retort-benches,  in  order  to  allow  of  the  use  of  mechanical  stokers.  The 
building  throughout  is  of  plain  brick,  with  stone  dressings.  The  founda¬ 
tions  are  all  of  stone;  and  the  walls  vary  in  thickness  from  2ft.  9in.  to 
2ft.  44in.  The  floor  of  the  retort-house  is  covered  with  thick  cast-iron 
plates.  Extending  from  the  main  building  on  the  Frederick  Street  side 
IS  a  small  structure  of  rather  less  elevation,  two  storeys  in  height.  Rail¬ 
way  waggons  can  be  run  into  the  top  storey  from  the  coal-store  near  to 
the  railway ;  and  waggons  of  oxide  of  iron,  lime,  and  other  materials  for 
the  old  gas-works  will  be  conveyed  there.  Two  tips  will  be  provided  ; 
so  that  the  Corporation  carts  can  be  taken  into  the  room  below  and 
readily  loaded.  They  will  then  cart  the  goods  to  the  old  gas-works ;  and 
by  this  means  a  large  amount  of  loading  will  be  saved.  At  the  top  of  the 
works  are  large  tanks  for  water  and  gas  tar.  The  tar  will  be  pumped 
by  steam  power  from  both  works  into  the  tanks  ;  and  afterwards,  by  open¬ 
ing  a  valve,  will  be  poured  into  the  boiler  waggons  in  the  sidings  below. 
Here  another  saving  of  cartage  will  be  effected,  as  in  the  past  the  tar  had 
to  be  conveyed  from  the  works  to  the  station  by  horse  power.  After 
the  gas  has  Men  manufactured,  it  will  be  taken  by  moans  of  pipes  to  the 
old  works,  where  the  washing,  scrubbing,  and  general  purification  will  still 
be  carried  on.  There  is  an  extensive  vacant  space  between  the  new  works 
and  the  River  Darwen.  A  large  portion  of  this  will  be  paved,  and  used 
for  the  storeage  of  pipes  and  other  requisites.  'Fhe  river  is  to  be  covered 
with  iron  girders  and  arched  over;  and  this  again  will  provide  a  capital 
storeage  place.  There  will  be  a  very  large  quantity  of  pipes  from  one 
works  to  the  other.  They  will  include  a  duplicate  set  of  20.inch  mains 
to  convey  the  gas  to  the  purifiers,  tar-pipes,  acid-pipes,  and  steam  and 
water  pipes.  'These  are  to  be  carried  across  the  river  on  a  trellis-girder 
bridge,  which  is  now  being  built,  and  has  a  clear  span  of  70  feet;  and 
there  will  also  be  another  bridge  for  the  passage  of  carts  cnntaiiiiiig  oxide  of 
iron,  lime,  Ac.  This  bridge  will  have  a  span  of  about  20  feet,  and  will  be 
about  20  feet  wide.  In  the  old  gas-works  a  number  of  alterations  are  also 
being  made;  and  sulphate  plant  is  being  put  down.  Altogether,  the  gas¬ 
works,  when  completed,  will  doubtless  be  a  source  of  great  saving  to  the 
town,  and  will  justify  the  Corporation  in  their  recent  action  of  reducing 
the  price  of  gas  by  Gd.  per  1000  cubic  feet. 


RECENT  SALES  OF  SHARES. 

At  a  sale  of  shares  in  the  Scarborough  and  Malton  Oaa  Companies,  held 
by  Messrs.  BotUrell  and  Son  at  Malton  last  Tuesday,  some  unprece¬ 
dentedly  high  priois  were  realized.  The  first  parcel  submitted  for  com¬ 
petition  consisted  of  35  original  TIO  shares  in  the  Malton  Gas  Company. 
The  first  lot  was  knocked  down  for  1.'25  6b.  per  TlO  share;  the  second 
for  j£25  78.  Gd.  per  share  ;  and  the  five  succeeding  lota,  at  i'25  10s.  iier  share. 
The  shares  all  went  to  one  purchaser,  who  also  gave  X'lCG  for  a  lot  of  1.‘90 

stock  in  the  Scarborough  Gas  Company,  and  i'8  ISs.  for  a  4,'4  lot. - On  the 

following  day,  Messrs.  Kenton  and  Kenton,  of  Harrogate,  sold  by  auction, 
at  Kuaresborough,  a  number  of  shares  in  the  Harrogate,  Gaimboruugh, 
and  lirigg  Gas^Compaiiics.  A  jiarcel  of  flGO  of ‘‘ A stock  in  the  first- 
named  Comjiany  was  disposed  of  at  the  rate  of  11325  per  cent. ;  and  l.‘5l'0 
of  "B”  stock  at  1:230,  11235,  and  11237  per  cent.;  being  an  average  of 
11233  88.  The  1887  dividend  on  the  “  A  ”  stock  was  144  per  cent. ;  on  the 
“  B”  stock,  lOi  percent.  A  few  fully-paid  £10  shares  in  the  Brigg  Gas 
Company,  Limited,  on  which  10  per  cent,  has  been  iiaid,  were  sold  for 
£20  Gs.  each  ;  some  £3  shares  in  the  same  Company  fetching  £6  178.  Gd. 
each.  Some  original  stock  of  the  Gainsborough  Gas  Company  was  knocked 
down  at  the  rate  of  £201  per  cent. ;  three  new  £20  shares  in  the  same  Com¬ 
pany  (£12  paid)  fetching  £26  10s.  each.  With  the  exception  of  the  last,  the 
shares  were  all  sold  cum  div.  A  further  parcel  of  three  £100  lots  of  “  A  ” 
shares  iu  the  Harrogate  Gas  Company  was  afterwards  submitted  to  com¬ 
petition,  and  realized  £321  and  £322  per  cent. - At  the  Mart,  Tokenhouse 

Yard,  on  the  same  day,  Messrs,  Fox  and  Bousfield  sold  some  £10  shares  in 
the  West  Kent  Gas  Company  (carrying  a  maximum  dividend  of  10  per 
ceut.)  at  £19  Ids.  per  share. 


GAS-METER  TESTING  IN  EDINBURGH. 

We  have  been  favoured  by  the  Chief  Inspector  of  the  Edinburgh  Gas- 
Meter  Testing  Department  (Mr.  G.  F.  Blackie)  with  certain  statistics 
relating  to  the  work  of  the  department  in  the  27  years  which  have  elapsed 
since  its  establishment.  Taking  the  last  twelve  months  (from  Aug.  1, 1887, 
to  July  31,  1888)  first,  we  find  that  13,022  new  wet  meters,  2903  repaired 
meters,  and  123  consumers’  meters  were  tested  ;  making  a  total  of  16,048. 
Of  these  131  were  incorrect,  being  1  in  every  122-504.  Of  dry  meters  there 
were  11,738  new  meters,  5231  repaired  meters,  and  280  consumers’  meters 
tested  ;  making  a  total  of  17,239.  Of  these  277  were  incorrect,  being  1 
in  every  62'234.  The  total  number  of  meters  tested  during  the  year  was 
33,287,  of  which  408  were  incorrect,  or  1  in  every  8T586.  The  amount  of 
fees  drawn  was  £1098  8s.,  being  an  average  of  7-55d.  per  meter.  There 
were  6418  less  wet  meters,  and  2086  less  dry  meters  tested  in  the  year 
just  closed,  as  compared  with  the  preceding  twelve  months  ;  and  the  fees 
paid  were  also  less  by  £269  16s.  Gd.  The  fees  ranged  from  Gd.  to  (Ms. 
There  were  349  less  wet  meters,  but  180  more  dry  meters  repaired  ;  making 
169  less  meters  repaired  in  the  year  1887-8.  The  following  are  the  totals 
for  the  past  27  years:— Wet  meters:  Total  number  tested  667,369;  in¬ 
correct,  2770— or  1  in  241  092.  Dry  meters:  total  number  tested, 
311,010;  incorrect,  2342— or  1  in  132-797.  Aggregate  of  meters  tested  : 
978.669;  incorrect,  5112— or  1  iu  191-445.  Total  fees  paid  :  £29,504  138.  6d. 
or  7-24d.  per  meter ;  the  fees  ranging  from  6d.  to  150s.  The  first  meter 
tested  was  on  Sept.  16,  1861.  The  greatest  number  tested  in  one  year 
was  in  1887-8,  when  47,833  passed  through  the  department;  the  fees  paid 
amounting  to  £1402,  or  at  the  rate  of  7-03d.  per  meter.  The  least  number 
was  in  1873-4,  when  29,085  meters  were  tested  ;  the  fees  paid  amounting 
to  £878,  or  at  the  rate  of  7-24d.  per  meter. 


AN  ELECTRIC  LIGHTING  SCHEME  FOR  CHELTENHAM. 

At  the  Meeting  of  the  Cheltenham  i'own  Council  last  Tuesday,  the 
principal  business  was  to  receive  a  report  from  the  Electric  Lighting 
Committee,  which  was  appointed  in  November  last,  at  the  instance  of 
Mr.  G.  Norman,  who  afterwards  became  the  Chairman.  The  Committee 
have  held  many  meetings,  and  have  visited  Taunton,  Eastbourne,  and 
other  towns  where  electric  lighting  is  in  use.  As  the  result  of  their 
investigation,  they  agreed  upon  the  following  report,  which  was  laid  before 
the  Council :— “  'That,  iu  the  opinion  of  the  Committee,  it  is  desirable  to 
try  the  experiment  of  lighting  a  portion  of  the  town  with  the  electric 
light.  [The  area  was  defined.]  It  is  considered  that  36  lamps,  each  of 
1200-candle  power,  will  suffice  to  efficiently  light  this  area,  and  that  about 
170  gas-lamps  will  be  thereby  rendered  unnecessary.  Assuming  that  the 
lamps  can  be  supplied,  either  hy  the  Corporation  itself  or  by  contr^t,  at 
the  price  of  the  tender  accepted  by  the  Bath  Corporation  for  70  similar 
lamps  for  a  term  of  seven  years — viz.,  £18  178.  6d.  per  lamp,  exclusive  of 
the  standards— the  annual  cost  to  the  Corporation,  exclusive  of  the 
standards  or  brackets,  would  be  £679  lOs.  From  this  would  have  to  bo 
deducted  the  cost  of  the  gas-lamps  superseded,  which  at  the  present  cost 
per  lamp  of  £2  13s.  6d.  would  amount  to  £444  16b.  per  annum. 
That  it  be  referred  to  the  Committee  to  consider  and  report  as  to 
the  best  mode  of  carrying  out  the  foregoing  recommendation— whether 
by  the  Corporation  itself  or  by  contract.  If  the  former  alternative  is 
considered  preferable,  to  renort  as  to  the  best  means  of  carrying  the 
works  into  effect ;  if  the  latter,  to  procure  tenders."  In  moving  the 
adoption  of  the  report,  Mr.  G.  Newman  called  attention  to  the  plans 
prepared  by  the  Surveyor  (which  were  hung  on  the  w'alls  of  the  chamber), 
and  promised  that  a  more  elaborate  statement  would  be  laid  before  the 
Council  at  a  future  meeting.  It  would  then  be  in  their  power  to  accept 
or  reject  the  scheme.  Subject  to  this,  the  report  was  of  an  important 
character,  as  it  asked  the  Council  to  say  that  the  lighting  of  the  streets  by 
the  electric  light  was  desirable,  if  a  proper  scheme  were  submitted  ;  to 
approve  of  the  experimental  area  staU-d ;  and  to  give  the  Committee 
freedom  of  action  in  the  carrying  on  of  the  lighting  scheme,  either  by  a 
private  company  or  by  the  Corporation  themselves.  The  experimental 
area  included  the  principal  streets  of  the  town,  and  touched  every  ward. 
After  dwelling  at  some  length  on  the  advantages  of  the  electric  light  as  a 
street  illiiminant,  Mr.  Norman  expressed  himself  ss  strongly  in  favour  of 
the  Corporation  undertaking  the  provision  and  supply  of  the  light,  in 
preference  to  enU-ring  into  a  contract  with  a  private  company,  which 
might  lead  to  the  creation  of  a  monopoly.  The  resoluti-m  approving  the 
report  of  the  Committee  was  agreed  to ;  and  it  was  referred  to  the  Com¬ 
mittee  to  report  as  to  the  best  means  of  carrying  out  the  scheme. 

Kkooctioss  is  I’Rii  r.  — The  liichmond  Gas  Company  have  given  notice 
that  the  price  of  gas  will,  as  from  the  30lh  of  June  last,  be  reducisj  from  lU. 
to  2s.  lOd.  per  1(X»  cubic  feet.— The  Kingston  Gas  Company  have  informed 
the  New  Malden  Local  Board  of  their  intention  to  reduce  the  price  of 
gas  '2b.  per  lamp  as  from  Midsummer  last. 

Adoption  or  On.  Liiiiitiso  at  Gravesend  -At  the  meeting  of  the 
Gravesend  Town  Council  last  Wednesday,  it  was  decided  t  *  siibstKiileoil 
for  gas  in  the  lighting  of  the  public  thoroughfares  .  and  the  tender  of  a 
local  firm  to  do  the  lighting  with  oil  at  the  rate  of  M)s.  per  lamp,  with  a 
right  to  the  Council  to  terminate  the  contract  at  one,  two,  or  thre<-  years, 
was  accepteil.  It  wa';  stated  that  this  substitution  would  effect  a  saving 
of  £250  pur  annum  to  tho  ratepayers. 
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ST.  HELEN’S  COEPORATION  WATER  SUPPLY. 

The  New  Works  at  Kirkby. 

Reference  was  made  in  last  week’s  Journal  to  the  laying  of  the  founda¬ 
tion  stone  of  the  new  pumping  station  at  Kirkby,  which  work,  when 
finished,  will  comi)lete  the  water  supply  scheme  which  the  St.  Helen’s 
Corporation  have  been  oarr>’ing  out  during  the  past  few  years,  under  the 
powers  of  the  Act  obtained  by  them  in  1882.  A  few  particulars  regarding 
the  new  works  will  be  of  interest ;  and  these  may  be  prefaced  by  saying 
that  the  St.  Helen’s  water  district  extends  over  12,000  acres,  the  popula¬ 
tion  within  which  is  estimated  at  about  08,000.  It  is  computed  that,  when 
these  additional  works  are  completed,  0  million  gallons  of  water  per  day 
will  be  yielded.  In  1877  the  average  consumption  of  water  was  2J  million 
gallons.  The  site  at  Kirkby  is  near  to  the  main  line  of  the  Lancashire  and 
Yorkshire  Railway  ;  and  there  is  no  public  well  nearer  than  Aughton 
(Ormskirk),  which  is  four  miles  away.  In  the  pebble  beds  of  the  new  red 
sandstone  formation,  two  wells  similar  to  those  at  Knowsley  have  been 
sunk.  Each  well  is  about  H  feet  in  diameter,  and  150  feet  deep ;  being 
connected  by  a  heading  of  9  ft.  by  6  ft.,  and  a  bore-hole  24  inches  diameter, 
diminishing  to  18  inches  diameter,  sunk  from  the  bottom  of  one  of  the 
w'ells  to  a  total  depth  of  510  feet  from  the  surface  of  the  ground.  The  Cor¬ 
poration  have  concluded  negotiations  for  the  supply  and  erection  of  a  com¬ 
pound  vertical  rotary  engine,  two  boilers,  and  other  work  connected  there¬ 
with.  At  the  completion  of  the  sinking  in  September  last  year,  it  was  esti¬ 
mated  that  the  yield  from  the  wells  would  be  1  million  gallons  per  day,  and 
from  the  bore-hole  from  2§  to  3  million  gallons  in  addition.  The  building, 
when  finished,  will  measure  48  ft.  by  48  ft.;  and  an  octagonal  castellated 
water-tower  will  rise  to  an  altitude  of  80  feet  from  the  surface  of  the  ground. 
In  the  tower,  above  the  engines,  there  will  be  a  travelling  crane ;  and 
above  that  a  compensation  tank,  which  must  always  contain  30,000 
gallons  of  water  to  meet  the  requirements  of  Lord  Sefton’s  tenantry.  The 
bo'ler-house  will  adjoin  the  tower.  The  engine  foundations  will  go  to  a 
depth  of  30  feet  underground.  The  engines  are  expected  to  have  a  capa¬ 
city  equal  to  raising  IJ  million  gallons  per  day,  or,  on  the  assumption 
that  each  gallon  of  water  weighs  10  lbs.,  no  fewer  than  15  million  pounds. 
When  the  Kirkby  works  are  ended,  the  Corporation  will  have  at  their  dis¬ 
posal  pumping  power  capable  of  delivering  about  4J  million  gallons  of 
water  per  day;  and  according  to  estimate,  there  are  in  addition  to  this 
from  2  to  2i  million  gallons  available  in  the  Kirkby  wells  if  required.  The 
parliamentary  estimate  for  the  carrying  out  of  the  whole  of  the  works 
was  £95,010;  and  the  Water  Committee  believe  that  they  will  be  able  to 
complete  the  scheme  at  considerably  less  than  the  estimated  cost.  The 
Knowsley  station  cost  £19,000 ;  the  Kirkby  station  will  cost  £500  less  than 
that  sum ;  and  then  there  must  be  added  to  this  £18,000,  the  cost  of  the 
pumping  mains  from  Kirkby  to  Eccleston  Hill  and  Brownedge  reservoirs; 
£4000,  for  parliamentary  expenses ;  and  £6000,  for  compensation  mains  ; 
as  well  as  the  charges  imposed  under  the  Act  to  satisfy  the  requirements 
of  the  Earls  of  Derby  and  Sefton.  There  are  certain  other  works, 
included  in  the  parliamentary  estimate,  which  have  not  yet  been  carried 
out — principally  the  duplicate  engines  and  house,  which  may  not  be 
required  for  many  years,  and  will  probably  cost  £20,000.  From  these 
figures,  it  will  be  seen  that  the  Committee  are  a  little  less  than  £10,000 
under  the  parliamentary  estimate,  apart  altogether  from  the  extra  cost 
of  providing  compensation  pipes  and  tanks. 


Weymouth  Gas  Consumers’  Company. — In  the  report  on  the  working  of 
this  Company  in  the  six  months  ending  June  30  last,  which  will  be  pre¬ 
sented  to  the  shareholders  at  their  meeting  next  Thursday,  the  Directors 
state  that  notwithstanding  the  reduction  in  the  price  of  gas  which  took 
effect  from  the  Ist  of  January  last,  the  consumption  has  remained  almost 
stationary  ;  the  increase  being  very  slight.  Tlie  revenue  from  the  sale  of 
gas  therefore  shows  a  diminution  as  compared  with  the  corresponding  half 
of  the  previous  year.  The  balance  of  profit  on  the  revenue  account  is 
sufficient  to  pay  the  interest  on  the  debenture  bonds,  and  a  dividend  at  the 
rate  of  10  per  cent,  per  annum  on  the  ordinary  “  A  ”  stock,  and  of  7  per 
cent,  per  annum  on  the  ordinary  shares;  and  at  these  rates  (less  income- 
tax)  the  Directors  recommend  the  dividend  for  the  half  year  to  be  declared 

The  Public  Lighting  of  Uxbridge.— In  the  Journal  last  week  reference 
was  made  to  a  discussion  which  took  place  at  the  meeting  of  the  Uxbridge 
Local  Board  on  the  31st  ult.,  and  to  a  suggestion  made  that  a  trial  should 
be  made  with  an  oil-lamp.  Complaints  were  made  by  several  speakers  of 
the  inferiority  of  the  lighting,  but  it  was  pointed  out  that  this  was  a 
matter  which  it  was  quite  within  the  power  of  the  Board  to  alter,  without 
resorting  to  oil.  It  would  be  well  for  the  members  to  watch  for  a  short 
time  the  progress  of  the  Erith  experiment,  to  which  their  attention  was 
called  before  deciding  on  abandoning  gas.  In  the  meantime  they  may  be 
reminded  that  the  regulator  burners  in  their  public  lamps  only  consume 
3  cubic  feet  of  gas  per  hour ;  and  if,  as  was  stated  by  one  member,  the 
Board  do  not  wish  to  “  go  back  to  oil,”  the  improvement  in  the  street 
lighting  might  be  easily  effected  by  employing  larger  burners. 

The  Northern  Coal  Trade. — There  has  lately  been  an  improved  de¬ 
mand  for  coal,  and  especially  for  gas  coal.  The  shipments  of  coal  from 
the  Tyne  Dock  have  been  of  late  fully  12,000  tons  weekly  above  those  of 
last  year,  and  the  coals  so  sent  out  are  chiefly  gas  coal,  which  is  being  very 
largely  despatched  to  the  Mediterranean  ports.  More  gas  coal  is  also 
being  forwarded  to  London  ;  but  it  will  be  a  month  before  anything  like 
heavy  quantities  are  sent  there.  Tlie  local  gas  companies  are  now  appre¬ 
ciably  extending  their  requirements  ;  and  the  Durham  gas  collieries  are 
beginning  to  be  well  employed,  though  there  are  exceptions,  and  there  is 
no  pressure.  Steam  coals  are  rather  quieter — about  7s.  6d.  per  ton  being 
the  price  for  best  qualities  ;  whilst  the  increased  production  of  small  coal 
has  lowered  its  price  to  about  2s.  6d.  to  3s.,  according  to  quality.  The 
coke  trade  is  fairly  brisk  ;  the  quantities  sent  out  being  large.  Gas  coke 
still  finds  ready  sale  at  the  cement-works,  and  the  price  is  firm,  though 
the  increased  production  must  soon  weaken  it. 

Suffocation  by  Gas. — Last  Thursday,  at  the  Sussex  Arms,  Sussex 
Street,  Strand,  Mr.  Langham  held  an  inquest  upon  the  body  of  William 
Chaplin,  aged  35,  late  of  16,  Fort  Road,  Bermondsey,  a  gas-fitter,  who  was 
suffocated  by  gas  on  the  previous  Monday  afternoon  at  Somerset  House. 
The  evidence  of  Joseph  Heath,  a  bricklayer,  was  to  the  effect  that  he  was 
assisting  the  deceased  with  some  work  in  the  basement  of  Somerset  House. 
The  deceased  was  engaged  in  taking  off  the  cap  of  the  gas-main,  as  they 
could  not  move  the  valve.  Witness  left  him  for  ten  minutes,  and  on  his 
return  found  him  lying  helpless  on  the  ground — to  all  appearance  dead. 
The  gas  was  escaping  from  the  main,  from  which  the  deceased  had  removed 
the  cap.  Thomas  Mann,  foreman  of  works  at  Somerset  House,  stated  that 
the  deceased  had  been  employed  there  about  2J  years,  and  on  the  day  in 
question  was  instructed  to  examine  the  cocks  to  see  whether  they  were  all 
in  working  order.  The  deceased  ought  to  have  turned  off  the  gas  in  the 
street  before  examining  the  cocks,  and  he  went  out  to  do  so ;  but  by  some 
unaccountable  reason  he  made  a  mistake,  and  turned  oil  the  wrong  cock. 
Medical  evidence  was  given  which  showed  that  the  deceased’s  death  was 
due  to  suffocation  by  gas;  the  jury  returned  a  verdict  of  “Accidental 
death.” 


NOTES  FROM  SCOTLAND. 

(FROM  OUR  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

Though  not  exercising  in  the  least  degree  a  disturbing  influence  upon 
the  working  out  of  the  gas-works  transfer  in  Edinburgh  and  Leith,  a 
question  has  arisen  between  the  parties  which  they  are  unable  to  settle, 
and  which  Mr.  Livesey,  as  sole  Arbiter,  will  be  called  upon  to  determine. 
The  point  is  whether  tools  and  implements  which  have  been  in  use  are  to 
be  paid  for  by  the  Commissioners,  or  whether  they  are  included  in  the 
undertakings  which  they  have  taken  over.  As  it  was  stated  at  the  meet¬ 
ing  of  the  Commissioners,  it  seemed  to  be  a  small  matter — so  small,  in  fact, 
as  to  be  scarcely  worth  disputing  over.  Bailie  Archibald’s  expression  was 
that  it  referred  to  such  articles  as  picks,  shovels,  barrows,  &c.  But  the 
fight  is  not  over  such  things  as  these.  There  are  other  and  more  valuable 
articles — such  as  meters — which  have  been  in  use,  and  have  been  returned 
to  store ;  and  if  the  Commissioners’  reading  of  the  Act  of  Parliament  is 
right,  then  these,  having  been  in  “  in  use,”  must  be  held  to  be  already 
the  property  of  the  Commissioners.  Clause  20  of  the  Act  says  that  the 
Commissioners  are  to  pay,  after  valuation,  for,  among  other  things, 

“  implements,  meters,  and  pipes  in  store  or  in  hand.”  It  is  a  pity  the 
expression  was  not  made  more  explicit;  but,  as  it  is,  Mr.  Livesey  will 
have  no  difficulty  in  determining,  by  precedent,  how  it  should  be  read. 
Both  Companies  possess  a  valuable  property  in  gas-stoves,  many  of  them 
hired  out,  and  others  returned  after  hire.  'These  will  be  lost  to  them  if 
the  reading  of  the  Commissioners  holds  good. 

At  the  meeting  of  the  Aberdeen  Town  Council  last  Monday,  the  report 
of  the  Gas  Committee  stated  that  in  the  month  of  July  there  were 
three  testings  of  the  gas  made  by  Dr.  Matthew  Hay ;  and  these  showed 
the  quality  to  be  27 ’98,  28 ’75,  and  29 ‘12  candles  respectively.  Mr.  Cook, 
a  member  of  the  Committee,  in  supporting  the  adoption  of  the  report, 
said  he  thought  these  figures  proved  that  Aberdeen  was  being  provided 
with  as  good  gas,  and  he  thought  better,  than  nine-tenths  of  the  other 
towns  were  getting.  He  went  on  to  point  out  that  in  their  carbonizing  pro¬ 
cess  they  were  now  getting  about  100  cubic  feet  more  per  ton  out  of  the  coal 
than  they  did  a  year  or  two  ago.  Bailie  Gordon  remarked  that  the  citizens 
never  obtained  better  value  for  their  money  than  at  the  present  moment 
from  the  gas.  The  Committee’s  report  was  adopted.  With  reference  to  the 
agitation  which  has  been  going  on  outside  in  regard  to  the  alleged  increase 
of  gas  accounts,  in  the  course  of  the  proceedings  Mr.  Cook  said  he  would 
not  enter  upon  the  consideration  of  Dr.  Wallace’s  report  [an  abstract  of 
which  is  given  elsewhere  to-day],  although  he  said  he  was  prepared  to 
do  so  when  the  time  came.  'The  time,  I  consider,  has  come.  If  there 
is  any  foundation  for  the  agitation,  the  Gas  Committee  have  had  suffi¬ 
cient  opportunity  to  ascertain  what  it  is ;  and  their  course  should  be  to 
acknowledge  that  such  was  the  case,  and  have  it  remedied.  If,  as  I 
incline  to  think,  there  is  not  much  foundation  for  the  agitation,  then  the 
sooner  it  is  checked  the  better,  because  its  continuance  is  prejudicial  to 
the  confidence  of  the  public  in  the  gas  supply.  The  Committee  who 
are  promoting  the  agitation  are  not  slow  to  move.  They  have 
already  objected  to  Dr.  Wallace’s  report  on  the  ground  that  the  Doctor 
did  not  visit  Aberdeen  and  investigate  for  himself,  but  was  supplied 
by  the  'Town  Council  with  the  information  upon  which  he  proceeded.  As 
soon  as  the  agitation  arose,  the  Gas  Committee  were  urged  to  face  it, 
and  show  that  its  foundation  was  a  very  narrow  one.  The  Committee 
have  not,  but  the  agitation  Committee  have  themselves  demonstrated  this; 
because,  after  a  public  request  that  consumers  who  had  been  aggrieved  by 
their  gas  accounts  increasing  in  amount  should  send  particulars  to  Mr. 
Adam  Pratt,  who  may  be  called  the  leader  of  the  agitation,  Mr.  Pratt  has 
been  able  to  furnish  the  Town  Clerk  with  only  134  cases  of  alleged  over¬ 
charge.  There  are  more  than  24,000  consumers’  names  in  the  books  of  the 
Gas  Committee.  In  these  circumstances,  comment  is  needless.  Mr.  Pratt’s 
latest  move  is  an  attempt  to  work  up  the  public  upon  the  fruitless  question 
of  the  accuracy  of  gas-meters.  In  a  letter  to  the  local  press,  published 
yesterday,  he  states  that,  having  had  all  his  three  meters  tested,  not  one 
of  them  has  been  found  to  be  correct.  He  does  not  state  how  much  they 
are  incorrect.  Intelligent  people  will  consequently  estimate  his  communi¬ 
cation  at  what  it  is  worth,  but  ignorant  people  will  probably  not  be  able  to 
read  between  the  lines ;  and  the  agitation  will  thus  go  on. 

At  the  meeting  of  the  Alva  Police  Commission  last  Monday,  the  Gas 
Manager  (Mr.  Chalmers)  reported  that  the  new  works  were  in  a  forward 
state,  and  that  he  anticipated  they  would  be  completed  in  another  month. 
Satisfaction  was  expressed  at  this  state  of  matters  ;  and,  on  the  suggestion 
of  Mr.  Chalmers,  the  Commissioners  visited  the  gas-works  on  the  following 
day  and  inspected  them.  The  alterations,  it  is  expected,  will  greatly 
facilitate  the  manufacture  of  gas,  and  reduce  the  cost  of  production. 

lu  the  death  last  week  of  Mr.  Alexander  Cruickshank,  of  Turriff,  the 
local  Gas  Company  have  lost  a  Manager  who  has  shown  much  enterprise 
in  the  conduct  of  a  small  concern.  When  he  was  appointed  to  the  post 
a  number  of  years  ago,  he  found  the  plant  almost  worthless  and  the 
revenue  exceedingly  small.  He  has  succeeded  in  relaying  nearly  all  the 
street  mains ;  and  in  the  course  of  his  tenure  of  office  he  first  doubled 
and  then  quadrupled  the  producing  and  storeage  power  of  the  works.  The 
Company’s  business  throve  immensely  under  his  management;  and  it 
now  pays  a  respectable  dividend — 5  per  cent.,  if  I  mistake  not.  Although 
carrying  out  all  these  improvements,  it  was  noteworthy,  and  probably 
the  reason  of  the  prosperity  of  the  Company,  that  they  were  so  well 
financed  that  the  price  of  gas  was  throughout  kept  at  a  moderate  rate. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

At  the  last  monthly  meeting  of  the  Kilsyth  Police  Commissioners,  it 
was  reported  that  the  amount  of  gas  passed  through  the  station  meter 
during  the  month  of  June  was  175,000  cubic  feet,  as  compared  with 
159,100  feet  in  the  corresponding  month  of  last  year;  so  that  there  was  an 
increase  of  about  16,000  feet.  But  from  what  cause  the  increase  had  arisen, 
none  of  the  Commissioners  were  able  to  say.  It  was  stated  that  the 
average  amount  of  gas  yielded  per  ton  of  coal  was  9943  cubic  feet,  which 
was  regarded  by  Mr.  T.  Wilson,  Gas  Engineer,  of  Coatbridge  (who  was 
present),  as  being  exceedingly  satisfactory.  Mr.  Frew  spoke  about  the 
number  of  complaints  regarding  the  gas;  and  Mr.  Wilson,  in  reply,  said 
that  a  great  number  of  the  complaints  were  due  to  faulty  fittings  and 
burners,  and  that  in  Coatbridge  the  burners  were  supplied  free.  'The  ex¬ 
pense  was  not  great ;  and  the  consumers  obtained  a  better  light.  To  do  so 
in  Kilsyth  might  cost  the  Commissioners  from  £3  to  £4  per  annum.  The 
suggestion  was  talked  over,  and  left  with  the  Works  Committee  for  con¬ 
sideration.  From  the  contents  of  the  annual  balance-sheet  which  was 
submitted  to  the  meeting,  it  was  thought  that  the  Commissioners  would 
be  warranted  in  taking  5d.  per  1000  cubic  feet  off  the  price  of  the  gas. 

On  Wednesday  evening  the  annual  report  on  the  Kilmarnock  gas  under¬ 
taking  was  before  the  Town  Council.  Bailey  Bain  thought  that  it  was  a 
very  satisfactory  report,  alike  from  the  amount  of  progress  shown  and 
the  reduction  of  5d.  per  1000  cubic  feet  in  the  price  of  the  gas,  which  was 
double  the  quantity  which  had  been  anticipated  by  a  number  of  the 
members.  One  gratifying  feature  in  the  report  is  the  increased  revenue 
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derived  from  the  chemical  works — a  rise  having  taken  place  in  the  value 
of  the  residual  products  during  the  past  year.  The  profit  during  the 
year  was  i:3649.  The  report  was  adopted.  i  . 

The  ratepayers  of  the  Dalmine  division  of  the  burgh  of  Clydebank  are  not 
altogether  satisfied  with  the  gas  supplied  to  them  in  their  ward,  and  with 
the  price  which  they  are  charged  for  it.  They  lately  appointed,  at  a  public 
meeting,  aCommittee  toimiuire  in  to  the  cheapest  and  best  mode  of  ligliting 
the  streets  during  the  coining  winter.  The  Coniniitiee  have  since  presented  a 
very  full  report;  aud  at  the  meeting  where  the  leport  was  received  and 
considered,  it  was  agreed  that  the  Ward  Committee  should  approach  the 
Burgh  Commissioners,  aud  request  them  to  open  communication  w'lth  the 
Glasgow  Corporation  Gas  Trust  ;!lhe  Commissioners  to  lay  the  pipes,  pro¬ 
vided  that  the  Gas  Trust  would  siipiily  gas  at  the  same  price  as  that  at 
which  it  is  supplied  to  the  other  war  ds  of  the  burgh.  In  the  event  of  this 
plan  not  being  agreed  to,  a  large  and  influential  Committee  was  appointed 
to  form  a  Company  for  the  supply  of  oil  gas  to  the  ward  the  electors  con¬ 
sidering  this  gas  to  be  cheaper  aud  better  than  that  supplied  by  the 
Dalmine  and  Old  Kilpatrick  Gas  Company.  At  the  usual  monthly  “fietye 
of  the  Commissio  ers,  which  was  held  on  Thursday,  it  was  reported  by  the 
Lighting  Committee  that  they  had  received  and  considered  the  communi¬ 
cation  from  the  Dalmine  ward,  and  that  they  had  resolved  that  it  was 
inopportune  to  make  any  approach  to  Glasgow  lor  the  present  season,  but 
to  keep  the  matter  in  view  for  further  action.  .  ,  .  , 

Every  year,  about  this  time,  correspondence  appears  in  the  local  news¬ 
papers  regarding  the  lighting  of  the  common  stairs  and  closes  in  some 
of  the  suburban  burghs.  At  present  it  is  the  southern  burgh  of  Govan- 
hill  in  which  the  grumbling  is  taking  place  in  reference  to  the  charge 
made  upon  the  tenants  lor  the  gas  consumed,  as  compared  with  that 
levied  under  similar  circumstances  on  the  stair  tenants  within  the  mirgh 
of  Glasgow.  It  is  the  practice  in  the  suburban  burghs  to  suspend  the 
lighting  for  a  portion  of  the  year,  and  to  charge  the  tenants  a,t  a  higher 
rate  for  it  than  is  charged  for  the  city  where  the  stair  lighting  is  con¬ 
tinued  throughout  the  whole  year.  It  is  urged  that  this  levying  of  a 
differential  rate  lor  stair  lighting  is  continued  with  the  view  of  helping 
to  concuss  the  residents  in  the  outside  burghs  into  advocates  of  annexa¬ 
tion  to  Glasgow.  .  j  u 

At  the  last  meeting  of  the  Airdrie  Town  Council,  it  was  suggested  by 
Mr.  Rankin  that  the  street  lamps  of  the  burgh  should  be  lighted  con- 
tinuoiisly  for  the  ei^ht  months  (including  moonlight  nights),  or  lighting 
season,  at  the  same  rate  as  for  six  mouths’  lighting,  after  deducting 
60  days  from  the  eight  months  for  supposed  moonlight  nights,  the  total 
extra  cost  being  only  about  i;3‘2  15s.  If  the  Council  would  agree  to  that 
suggestion,  he  anticipated  that  the  Gas  Company  would  light  the  lamps 
at  9b.  Id.  each,  all  the  year  round,  in  place  of  at  7s.  for  eight  months 
the  total  extra  cost  being  the  amount  just  mentioned.  The  Provost  re¬ 
marked  that  there  was  no  doubt  that  they  sorely  needed  light  on  some 
of  the  moonlight  nights.  The  Council  unanimously  agreed  to  the  sug¬ 
gestion  ;  and  it  was  remitted  to  the  Fire  and  Lighting  Committee  to  make 
the  requisite  arrangements  with  the  Gas  Company.  ,  ^  ^ 

The  ordinary  shares  of  the  Partick,  Hillhead,  and  Maryhill  Gas  Com¬ 
pany  were  quoted  yesterday  on  the  Glasgow  Stock  Exchange  at  87s.  6d* 
per  share,  sellers;  but  buyers  could  not  be  induced  to  go  beyond  S'is.  6d- 
The  preference  shares  were  quoted  by  sellers  at  TO  10s. ;  and  buyers  were 
offering  6s.  less  per  share. 

At  the  recent  ordinary  meeting  of  the  Helensburgh  Police  Commis¬ 
sioners,  Mr.  Whyte  stated  that  the  water-works  extensions  would  be  com¬ 
menced  at  once ;  a  contract  having  been  settled  with  ex-Provost  Murray 
of  Maryhill,  the  amount  of  which  was  i;3547.  It  was  expected  that  the 
extensions  would  be  finished  early  in  the  spring;  and  care  would  be 
taken  that  during  the  time  that  the  operations  were  in  progress,  there 
would  be  an  abundant  supply  of  water  always  available. 

During  the  past  week  the  Glasgow  pig  iron  warrant  market  has 
enerally  been  quiet,  but  steady,  with  a  moderate  business  doing  from 
ay  to  day.  The  fluctuations  in  price  have  ranged  between  38s.  lid. 
aid  on  Tuesday  and  39s.  6d.  paid  on  Thursday ;  the  closing  price  for 
cotch  iron  yesterday  being  39s.  4Jd.  cash  buyers.  There  are  now  87 
blasting  furnaces  in  actual  operation,  as  compared  with  84  at  the  same 
time  last  year. 

Business  continues  steady  in  the  local  coal  trade  ;  but  there  is  scarcely 
the  same  briskness  in  making  sales  as  was  shown  two  or  three  weeks 
ago.  Shipments  are  fairly  satisfactory  at  the  Clyde  and  Ayrshire  ports; 
and  prices  may  still  be  said  to  rule  firm.  Main  coal  is  quoted  at  6s.  Gd. 
to  6s.  7d.  per  ton  f.o.b.  _ 


Abandonment  of  the  Manufacture  of  Sulphate  of  Ammonia 
AT  Heywood.— At  the  meeting  of  the  Heywood  Town  Council  last 
Thursday,  the  Gas  Committee  recommended  the  accentance  of  a  tender 
for  tar  and  ammoniacal  liquor  made  at  the  gas-works  during  the  ensuing 
year.  t  was  stated  that  lor  the  past  year  or  fwo  they  had  been  con¬ 
verting  the  liquor  into  sulphate  ;  out  Inis  year  the  Committee  had  de¬ 
cided  to  sell  it,  as  they  thought  it  would  be  more  profitable  to  do  so 
than  to  manufacture  sulphate,  particularly  as  the  plant  was  not  in  very 
good  order. 

The  Public  Liohtinoof  Accbinoton. — Mr.  G.  Hale,  the  Superintendent 
of  the  Lighting  Department,  has  submitted  to  the  Watch  Committee  of 
the  Accrington  Corporation  a  report  as  to  the  cost  of  lighting  the  street 
lamps  during  the  winter  months,  without  taking  notice  of  the  duration  of 
moonlight.  Ho  estimates  that  if  the  lamps  were  lighted  every  night 
from  the  middle  of  August  to  the  middle  of  May,  the  cost  would  be  I- 1240 — 
viz.,  gas,  .I'9G6 ;  and  lighting  and  cleaning  the  lamps,  4‘276.  This  is  £319 
more  than  the  cost  last  year,  when  £090  was  paid  for  gas,  and  £231  for 
cleaning,  Ac.  As  an  alternative,  he  submitted  a  proposal  for  lighting  the 
lamps  night  after  night  in  the  four  months  of  November,  December, 
January,  and  February,  which  will  cost  £202  niorethan  was  paid  last  year. 
The  Committee  decided  to  recommend  the  Council  to  light  the  lamps  in 
the  four  winter  months,  irrespective  of  the  various  phases  of  the  moon. 

Dorchester  Gas  Company,  Limited. — In  the  report  of  the  Direc»<)rs  of 
this  Company  to  be  submitted  to  the  shareholders  at  their  half  yearly 
meeting  to-day,  it  is  stated  that  the  consum|ition  of  gas  in  the  six  months 
ending  June  30  last  showed  a  slight  increase  as  compared  with  the 
corresponding  period  of  last  year.  The  consumption  then  was  12,141,800 
cubic  feet;  ana  for  the  past  half  year  it  was  12,309,200— an  increase  of 
164,700  cubic  feet.  The  Directors  consider  that,  as  in  the  first  six 
mouths  of  the  year  the  consumption  of  gas,  through  the  unpleasant 
weather  and  dullness  of  trade,  was  with  most  provincial  companies  less 
than  in  the  similar  period  of  the  preceding  year,  even  this  small  increase 
is  satisfactory.  The  results  of  the  past  half-year's  operations  (with  Mr. 
Frank  Osmond  at  the  head  of  the  works)  have  been  kept  up  to  the  usual 
standard  ;  and  there  has  been  a  further  slight  improvement  in  the  prices 
of  residual  products.  The  profit  is  sufficient  to  pay  the  same  divideml  as 
in  the  previous  half  year — viz.,  11  per  cent  (free  of  income-tax)— and  carry 
ever  a  small  balano->  to  the  next  account.  The  Directors  therefore 
recommend  the  declaration  of  a  dividend  at  this  rate. 


CURRENT  SALES  OF  GAS  PRODUCTS. 

Liverpool,  Auff.  11. 

Sulphate  of  ylmmonhi.— While  the  tone  of  the  market  remains  eti  ady, 
the  business  is  of  a  very  limited  comi>ass ;  and  the  scarcity  of  foreign 
orders  is  very  remarkable.  When  the  shipments  since  July  are  taken  iijto 
consideration,  it  seems  to  become  self-evident  that  consumers  abroad 
cannot  be  fully  supplied  ;  aud  the  only  conclusion  to  be  drawn  is  that  they 
methodically  retard  their  orders,  feeling  either  uncertain  about  their 
sales,  in  view  of  an  unfavourable  season,  or  preferring  to  take  the  orders  for 
manures  before  buying  the  sulphate.  Great  uncertainty  therefore  prevails  ; 
and  such  a  condition  is  not  conducive  to  the  favourable  disposal  of  spot 
parcels,  lor  which  somewhat  lower  prices  have  consequently  been  accepted. 
It  can  only  be  repeated  that  the  quantity  offering  is  by  no  means  large; 
but  as  long  as  it  supplies  the  demand  an  improvement  in  jirices  is  not 
within  reach.  The  business  this  week  at  Hull  has  been  iirincipally  at 
£11  lOs. ;  but  there  are  hardly  buyers  thereat  to-day.  At  Liverpool  and 
Leith  £11  78.  Gd.  is  quoted. 

London,  Aug.  11. 

Tar  Products.— Thin  market  is  decidedly  quiet ;  and  buyers  do  not  quite 
see  their  way  to  pav  the  advanced  prices  which  are  being  quoted.  Makers 
are  somewhat  indifferent,  aud  do  not  press  sales.  The  following  prices 
may  be  taken  as  to  day’s  value:  Tar,  178.  Gd.  to  21s.  per  ton.  Benzol,  90 
per  cent.,  28.  lOd.  per  gallon  ;  60  per  cent.,  28.  -IJd.  per  gallon.  Toluol, 
Is.  8d.  per  gallon.  Solvent  naphtha.  Is.  2d.  per  gallon.  Crude  naphtha, 
30  per  cent..  Is.  per  gallon.  Light  oil,  31d.  per  gallon.  Creosote,  IJd.  per 
gallon.  Pitch,  12a.  to  138.  Gd.  per  ton.  Carbolic  acid  (crude),  3s.  .6d.  jier 
gallon.  Cresylic  acid,  lOd.  per  gallon.  Tar  salts,  158.  per  ton.  Anthracene 
30  percent.,  “A”  quality,  Is.  5d.  ))er  unit;  “B  quality.  Is.  3d. 

Ammonia  Produc/s.— Sulphate  is  undoubtedly  weaker,  and  sales  have 
been  made  during  the  week  marking  a  fall  of  nearly  lOs.  per  ton — the 
current  price  being  for  sulphate  of  ammonia  £11  5s.  to  £11  lOs.  per  ton, 
less  discount.  Gas  liquor  (5°  Twaddel),  88.  per  ton,  with  a  rise  or  fall 
of  Is.  Gd.  per  degree.  Liquor  ammonia,  2d.  per  lb.  Carbonate  of  ammonia, 
SJd.  per  lb.  Muriate  of  ammonia,  brown,  £18  per  ton;  white,  £28.  Sal 
ammoniac,  £30  per  ton.  _ 


[From  the  Chemical  Trade  Journal,  Aug.  11.1 

Sulphate  of  Ammonia.— The  sulphate  of  ammonia  market  is  very  dull ; 
and  prices  are  easier  all  round.  Business  has  been  done  at  Hull  on 
Wednesday  last  at  .£11  10s.;  aud  Leith  aud  Liverpool  maybe  stated  at 
£11  88.  9d.  to  £11  lOs.  Business  at  Leith  continues  brisk  ;  over  4G0  tons 
having  been  shipped  from  this  port  during  the  week  ending  Aug.  4,  the 
major  portion  of  which  has  been  forwarded  to  Hamburg.  Beckton  price 
is  now  £11  123.  Gd.,  though  £11  138.  9d.  is  reported  to  be  asked  for  London 
outside  makes. 

Tar  Products.— A.l\  tar  products  remain  in  statu  quo  ;  at  least  in  so  far 
as  prices  are  concerned.  If  there  is  any  tendency  to  change  in  any.  way,  it 
is  towards  weakness  in  several  articles.  Benzoles  keep  up  their  value  ; 
aud  to-day’s  price  may  be  taken  as  2s.  4d.  to  28.  lOd.,  though  it  is  possible 
that  large  orders  may  bo  treated  more  leniently  by  sellers,  especially  for 
forward  business,  where  all  is  mystery.  Benzol,  keeping  up  so  well,  has 
made  itgood  for  the  gas  industry.  Wigan  tarbasjust  been  let  for  268.  Gd. 
at  the  gas-works;  so  it  is  pleasant  to  find  somebody  thinking  that  the  old 
horse  is  not  played  out  yet.  Crude  carbolic,  following  in  the  wake  of  crystal 
carbolic,  is  decidedly  weaker;  aud  3s.  4d.  for  crude  is  not  now  a  tempting 
price  for  buyers.  Pitch  stands  much  the  same  as  in  our  previous  reports 
Dut  there  has  been  a  fair  business  doing  lately. 


The  Price  of  Gas  at  Ramsbottom.— At  the  last  meeting  of  the  Rams- 
bottom  Local  Board,  Mr.  Whittaker,  in  accordance  with  notice,  drew  atten¬ 
tion  to  the  price  now  charged  for  gas  by  the  Ramsbottom  Gas  Company. 
He  said  he  did  not  wish  to  press  the  Company  too  hard,  but  thought  they 
might  sell  gas  at  the  same  rate  as  other  companies  in  the  neighbourhood. 
The  Bury  Corporation  were  at  present  supplying  some  portions  of  Rams¬ 
bottom  with  gas  at  28.  lid.  per  1000  cubic  feet,  and  in  the  same  district 
the  Ramsbottom  Company  were  charging  38.  lid.  In  answer  to  alquestion 
by  a  member,  the  Clerk  said  the  only  power  the  Board  had  was  to  buy 
the  gas  undertaking.  Eventually  a  Committee  was  appointed  to  inter¬ 
view  the  Directors  of  the  Company  at  their  next  meeting. 

Fatal  Accident  at  the  Leicester  Gas-Works. — A  workman  named 
Wale,  21  years  of  age,  met  with  a  shocking  death  at  the  Leicester  Gas- 
Works,  on  Thursday,  the  2nd  inst.  He  had  been  in  the  employ  of 
the  Gas  Department  as  a  labourer  since  last  September,  and  on  the  day 
in  question  was  engaged  in  painting  the  ironwork  of  the  liquor  tank. 
Several  other  men,  who  were  working  near,  heard  a  splash,  and  on  turning 
round  found  that  Wale  had  disappeared.  .A.  ladder  was  immediately 
procured,  and  the  discovery  was  made  that  he  had  fallen  through  the 
manhole  into  the  tank,  which  is  12  or  14  feet  deep,  and  contained  about 
8  feet  of  tar  aud  ammoniacal  liquor.  Within  a  minute  or  two  of  the  acci¬ 
dent  assistance  was  rendered,  and  an  attempt  was  made  to  save  the 
unfortunate  fellow ;  but  before  the  body  could  be  recovered  death  had 
taken  place.  At  the  inquest  held  on  the  following  day,  it  was  suggested 
that  Wale  endeavoured  to  cover  up  the  inauhole  unassisted.  This  was  the 
work  of  two  men  ;  and  the  regulations  prohibit«>d  anyone  attempting  to 
do  it  alone.  Deceased  was  a  good  and  steady  workman.  The  jury  returned 
a  verdict  of  “Accidental  death;’’  the  Manager  of  the  works  (Mr.  .\. 
Colson,  Assoo.  M.  Inst.  C.E.)  stating  that  he  had  already  taken  precautions 
which  would  prevent  the  recurrence  of  such  an  accident. 

New  Water- Works  at  Thornton. — New  water-works  onnstrncted  by 
the  Thornton  Local  Board  were  opened  last  Wednesday  by  the  Cliairinan 
of  the  Board— Mr.  1).  Craven.  Hitherto  the  supply  of  wati-r  to  the  village 
has  been  obtained  entirely  from  the  Bradford  Corporation  and  from  pri¬ 
vate  wells.  In  the  year  ISGG  sanotioii  was  obtained  by  the  Board  to  a  loau 
of  £5000  for  the  oonstruction  of  a  storeage  reservoir,  into  which  the  Corpo¬ 
ration  have  run  the  water  for  the  supply  of  ihe  village  ;  and  since  then 
there  has  been  little  modification  of  the  system  until  the  present  time. 
Thornton,  however,  stands  at  a  very  high  level,  and  during  tiie  drought  of 
last  year  the  failure  of  the  Corjioratioii  adequately  to  supply  the  village 
was  so  marked  that  the  desirability  of  constructing  works  for  the  supply 
of  the  Local  Board  district  solely  was  mooted.  The  notion  apiieam  to  have 
been  favourably  ri'ceived  ;  and  Mr.  J.  Craven,  M.P.,  gave  substantial 
encouragement  to  the  projiosal  by  making  a  gift  to  the  Board  of  between 
three  and  four  acres  of  ground  on  the  liigh  land  known  as  Hill  Top,  in 
Thornton.  'The  plot  contains  a  quarry,  into  which  the  water  from  a  large 
number  of  springs  finds  its  way  ;  and  the  Board  have  sunk  a  sliaft  at  the 
bottom  of  the  quarry  and  orochd  a  pumping-engine  for  raising  water  from 
it.  The  works  are  therefore  of  a  ve^  modest  character  ;  but  the  supply  to 
bo  obtnine<l  by  their  ini'ans  promises  to  be  both  copious  and  of  good 
quality.  The  ojieningceremony  consisted  in  starting  the  pumping  engine, 
which  was  done  by  .Mr.  Craven,  in  the  presence  of  several  members  of  the 
Local  Jtoard  and  some  visitors.  After  the  ceremony,  the  company  dined 
together  in  celebration  of  the  event. 
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The  Largest  Gas-Exhausters  in  the  World. — Messrs.  B.  and  J. 
Dempster,  of  Newton  Heath,  Manchester,  have  in  hand  an  order  for  three 
exhausters,  each  capable  of  passing  a  million  cubic  feet  of  gas  per  hour. 

The  Disposal  of  Gas  Profits  at  Workington. — At  the  meeting  of  the 
Workington  Local  Board  last  Tuesday,  the  Chairman  (Mr.  G.  J.  Smith) 
moved  that  the  price  of  gas  be  reduced  from  2s.  lid.  to  2s.  6d.  per  1000 
cubic  feet.  He  said  he  thought  it  would  still  further  develop  and  increase 
the  sale  of  gas  if  this  reduction  were  adopted.  Mr.  Towers  seconded  the 
motion.  Mr.  Iredale  moved,  as  an  amendment,  that  an  annual  sum  of 
i‘600  be  paid  from  the  gas-works  profits  to  the  credit  of  No.  1  district  of 
the  town,  to  partially  meet  the  heavy  expenditure  of  this  district  in 
redeeming  the  old  debt  existing  at  the  time  of  the  Provisional  Order  of 
1878.  He  thought  this  was  only  fair  to  the  district ;  and  if  the  price  of 
gas  was  reduced  to  2s.  fid.  there  would  not  be  sufficient  profit  left  for  this 
purpose.  The  amendment  was  carried. 

The  Public  Lighting  of  York  Town. — A  further  step  was  taken  last 
week  by  the  Lighting  Inspectors  of  York  Town  in  the  direction  of  lighting 
the  public  lamps  with  oil  (see  arete,  p.  251).  At  the  meeting  of  the  Inspectors 
last  Wednesday,  they  had  received  tenders  from  Messrs.  Defries,  and 
also  from  the  Stringfellow  Patent  Company,  of  Birmingham  ;  and  it  was 
decided  to  make  further  trial  with  the  Company’s  lantern,  with  a  view  to 
its  adoption.  The  patentee’s  offer  was  to  convert  the  old  lantern  heads 
(square  ones),  and  to  find  oil,  and  keep  clean,  light,  and  extinguish  the 
lamps  for  the  first  year,  at  per  lamp  ;  second  and  third  years,  £1  5s. 
per  lamp.  With  respect  to  the  round-headed  lamps,  he  offered  to  put  on 
a  new  lamp  head,  similar  to  one  produced,  at  an  additional  charge  of  3s.  4d. 
per  year.  If  the  Board  decided  to  keep  the  lamps  at  the  end  of  three 
years,  they  were  to  pay  a  royalty  of  5s.  per  lamp  in  one  lump  sum  for  the 
use  of  the  patent. 

Bury  St.  Edmunds  Gas  Company. — On  Friday,  the  3rd  inst.,  the  78th 
half-yearly  meeting  of  the  Bury  St.  Edmunds  Gas  Company  was  held  at 
the  gas-works — Mr.  W.  Salmon  presiding.  The  report  of  the  Directors 
was  read  ;  and  the  recommendation  that  a  dividend  for  the  past  half  year, 
free  from  income-tax,  of  128.  per  iTO  share  on  the  1849  capital,  9s.  fid. 
per  share  on  the  1859  capital,  and  9s.  per  share  on  the  1879  capital,  be 
paid,  was  adopted.  The  half-yearly  statement  of  accounts  to  June  30 
showed  a  balance  of  J62577  brought  forward,  and  £2392  carried  forward 
after  appropriating  £1620  to  the  payment  of  dividends.  The  principal 
receipts  were  :  For  gas  and  meters,  £5998;  coke,  £882;  ammoniacal  liquor, 
£235;  tar,  £123;  interest  on  reserve  fund,  £91.  The  principal  expenses 
were  :  Coals  and  freight,  £1477  ;  wages  and  salaries,  £928 ;  rates  and 
taxes,  £790 ;  repairs,  £113.  The  report  was  adopted. 

Barnet  District  Gas  and  Water  Company.— In  thejreport  of  theDirec- 
tors  of  this  Company,  which  will  be  presented  at  the  half-yearly  general 
meeting  of  shareholders  next  Thursday,  dividends  at  the  rates  of  7  per 
cent,  per  annum  on  the  “  A  ”  and  “  C  ”  stocks,  6  per  cent,  per  annum  on 
the  “B”  stock,  and  £4  I8s.  per  cent,  per  annum  on  the  “D”  (water) 
capital  are  recommended.  'The  business  of  the  Company  continues  to 
increase.  The  price  of  gas  to  private  consumers  has  been  reduced  3d.  per 
1000  cubic  feet  (from  48.  fid.  to  4s.  3d.)  as  from  Lady-day  last,  and  the 
price  of  gas,  supplied  on  the  average  meter  system,  for  the  public  lighting 
has  been  brought  down  to  4s.  per  1000  cubic  feet.  With  regard  to  the 
water  portion  of  the  undertaking,  it  is  stated  that  the  sinking  of  the  new 
well,  the  erection  of  the  engine-house,  and  the  placing  of  the  pumps  in 
position  are  still  in  progress.  In  accordance  with  an  agreement  with  the 
Barnet  Kural  Sanitary  Authority,  mains  have  been  laid  for  the  supply  of 
water  to  the  village  of  South  Mims.  Eeference  is  made  to  the  accession 
of  Mr.  James  Glaisher,  F.E.S.,  to  the  chair,  vice  Mr.  J.  F.  Bontems,  whose 
recent  removal  by  death,  under  painful  circumstances,  is  referred  to  else¬ 
where.  Accompanying  the  report  are  the  accounts,  prepared  by  the 
Secretary  and  Accountant  (Mr.  Alfred  Lass,  F.C.A.),  and  certified  by  the 
Auditors  (Messrs.  F.  Leonard  and  A.  G.  Hounsham). 

The  Public  Lighting  by  Oil  at  Erith. — At  the  meeting  of  the  Erith 
Local  Board  last  Wednesday,  the  subject  of  the  public  lighting  of  the 
district  by  oil,  an  account  of  which  was  given  by  Mr.  K.  P.  Keys,  in  his 
letter  which  appeared  in  the  last  issue  of  (ihe  Journal,  was  considered,  on 
the  presentation  of  a  report  by  the  Lighting  Committee.  The  Committee 
(consisting  of  the  entire  Board)  met  on  the  27th  ult.,  when  Mr.  Defries,  one 
of  the  contractors  for  the  oil  lighting,  was  present.  Although  the  night 
was  a  very  boisterous  one,  the  (Committee  made  a  thorough  inspection  of 
the  district,  and  took  notes  of  the  details  and  work  requiring  the  attention 
of  the  contractors;  Mr.  Defries  promising  to  do  all  he  could  to  make  the 
lighting  perfect  in  every  particular  as  speedily  as  possible.  The  Com¬ 
mittee  expressed  satisfaction  with  the  oil-lights,  where  they  had  been 
properly  turned  up  ;  though,  through  inexperience  on  the  part  of  the 
lamplighters,  this  was  not  done  in  many  cases — a  great  deal  more  strength, 
care,  and  skill  being  needed  as  compared  with  the  lighting  of  gas-lamps.  'The 
Committee  suggested  that  the  Board  should  fix  the  15th  inst.  as  the  date 
on  which  they  would  require  the  contractors  to  have  all  the  lamps  burning 
according  to  the  terms  of  the  contract ;  the  Committee  to  again  inspect 
the  district,  and  invite  Mr.  Defries  to  be  present.  This  was  agreed  to. 
[It  should  be  pointed  out  that  in  Mr.  Keys’s  letter,  above  alluded  to,  the 
hour  at  which  he  arrived  at  Erith  on  the  evening  of  the  28th  ult.  was 
given  as  six,  instead  of  eight. — Ed.  J.  G.  L.] 

East  Worcestershire  Water-Works  Company. — The  eighteenth  meet¬ 
ing  of  the  shareholders  of  this  Company  was  held  on  Thursday  at  the  offices, 
Waterloo  Street,  Birmingham — Lord  Windsor  presiding.  The  report  stated 
that  during  the  six  months  ending  in  June  last,  150  additional  services  had 
been  laid  on,  which  brought  the  total  up  to  16,022.  The  Directors  wished 
to  impress  upon  the  shareholders  the  necessity  of  doing  something  to 
convert  the  Company  from  a  non-paying  concern  to  one  paying  a 
dividend.  All  the  capital  was  paid  up  ;  and,  in  consequence,  the  shares 
were  at  a  discount,  because  they  had  no  money  to  carry  out  the  work 
which  was  called  for.  There  was  £800  standing  to  the  credit  of  revenue 
account,  which  was  more  than  equal  to  a  dividend  of  per  cent,  on 
the  whole  capital.  In  order  to  enable  the  Directors  to  carry  out  the 
extensions,  they  proposed  to  issue  one  new  share  for  every  five  of  the 
original  issue,  and  only  call  up  £5  on  each  share.  This  would  help  them 
to  carry  out  the  work  desired,  and  to  pay  a  dividend,  and  would  enable 
them  to  save  £120  they  now  had  to  pay  as  interest.  The  Chairman,  in 
moving  the  adoption  of  the  report,  said  that  he  wished  to  draw  the 
attention  of  the  shareholders  to  the  important  proposal  which  liad  been 
made  in  the  report.  It  was  hardly  necessary  for  him  to  remind  the  share¬ 
holders  of  the  present  condition  of  the  Company.  It  was  a  very  serious 
one,  and  more  capital  was  wanted.  Several  applications  for  extensions 
had  been  received,  and  were  engaging  the  attention  of  the  Directors  ;  and 
it  w  a  desirable  to  comply  with  these  applications.  Distinct  advantayes 
would  be  derived  by  all  from  the  adoption  of  the  proposals  made.  The 
dividend  at  first  would  be  small ;  but  the  signs  were  encouraging,  and 
tliey  might  proceed.  He  trusted  the  proposals  would  be  heartily  acce))ted. 
Mr.  C.  ?.  Noel  seemded  the  motion,  and  endorsed  the  remarks  of  the 
Chairman.  Dr.  Gibbs  Blake  supported  the  motion,  which,  after  a  few 
questions  had  been  asked,  was  adopted  unanimously. 


The  Disposal  of  Metropolitan  Sewage.— At  the  meeting  of  the 
Metropolitan  Board  of  Works  last  Friday,  the  Works  Committee  reported 
that  they  had  had  before  them  a  suggestion  by  Sir  Henry  Hosooe,  that  an 
exhaustive  examination — chemical,  physical,  and  microscopical — should 
forthwith  be  made  of  the  condition  of  the  foreshores  of  the  Thames  from 
Barking  down  the  river  to  the  mouth,  including  the  whole  of  the  estuary. 
He  considers  it  to  be  of  great  importance,  in  view  of  the  proposal  to 
carry  the  sludge  out  to  sea,  and  of  questions  which  may  arise  thereon,  to 
be  in  possession  of  scientific  data  of  an  accurate  character  as  to  the  con¬ 
dition  of  the  foreshores  at  the  present  time.  Sir  Henry  suggests  that  Sir 
Joseph  Bazalgette  should  be  instructed  to  send  an  assistant  to  examine 
and  report  from  an  engineering  point  of  view,  whilst  the  Board’s  Chemist 
(Mr.  W.  J.  Dibdin,  F.I.C.,  F.C.S.),  and  his  assistant,  together  with  Sir  H. 
Roscoe’s  assistant,  who  he  states  has  had  experience  in  such  work,  should 
be  called  upon  to  make  the  chemical  inquiry.  Sir  Henry,  for  his  part, 
will  undertake  to  superintend  the  whole  work,  to  draw  up  instructions  as 
to  the  details  of  work  to  be  done,  and  to  report  to  the  Board  on  its  comple¬ 
tion.  This  was  agreed  to. 

Croydon  Corporation  Water  Supply. — At  the  meeting  of  the  Croydon 
Council  on  Tuesday  last  week,  Mr.  Morland,  in  moving  the  adoption  of 
the  Water  Committee’s  report,  took  the  opportunity  of  referring  to  the 
cost  of  the  new  water-works,  the  inauguration  of  which  by  the  Archbishop 
of  Canterbury  was  noticed  in  the  Journal  last  week.  He  said  that,  as 
the  Council  were  aware,  certain  difficulties  arose  in  connection  with  the 
sinking  of  the  well,  which  caused  an  expenditure  above  the  estimate  of 
£6400.  The  original  estimate  for  the  whole  work  was  £46,000  ;  and  if 
they  added  to  this  the  further  expense  of  £6400,  they  arrived  at  £52,400 
as  the  estimated  expenditure  on  the  whole  work.  He  expected  the  actual 
expenditure  would  be  about  £52,000,  which  was  exceeding  near  the  esti¬ 
mate.  He  should  also  observe  that  a  great  deal  of  additional  work  had 
been  done,  which  was  not  reckoned  for  in  the  original  estimate.  The 
engine-house  had  been  made  nearly  twice  the  size  originally  intended,  in 
order  that,  whenever  they  required  another  engine  (as  they  were  pretty 
sure  to  do  in  a  few  years  time),  one  could  be  put  in  the  present  house 
without  incurring  more  outlay  for  building.  They  had  also  expended  a 
large  additional  amount  on  new  mains.  The  Council  desired  the  exten¬ 
sion  of  the  mains  in  Norwood,  with  the  view  of  supplying  water  there  for 
sanitary  purposes ;  and  the  mains  from  the  reservoir  had  been  made  much 
larger  than  at  first  estimated  for.  They  had,  in  fact,  in  this  respect  done 
half  as  much  more  work  than  was  originally  expected  ;  but  the  cost  had 
not  been  proportionately  more — the  price  of  iron  having  been  so  low  that 
they  were  able  to  do  more  work  for  the  money  than  at  first  anticipated. 


GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 


(For  Stock  Market  Intelligence,  see  ante,  p.  283.) 


Issue. 

Share 

When 

ex* 

Dividend. 

Dividend 
or  Div.  <fc 
Bonus. 

NAME. 

Paid 

per 

Share 

Closing 

Prices. 

Rise 

or 

Fall 

in 

Wk. 

Yield 

upon 

invest¬ 

ment. 

£ 

p.  c. 

GAS  COMPANIES. 

£  s. 

d. 

590,000 

10 

12  Apr. 

lOJ 

Alliance  &  Dublin  10  p.  c. 

10 

184—194 

134-14 

5  7 

8 

100,000 

10 

2  July 

7* 

Do.  7  p.  c. 

10 

. 

5  7 

2 

300,000 

100 

5 

Australian  (Sydney) 5°/oDeb. 

100 

110—112 

4  9 

3 

100,000 

20 

30  May 

10 

Bahia,  Limited . 

20 

23—25 

8  0 

0 

200,000 

5 

11  May 

7i 

Bombay,  Limited  .  .  ,  . 

5 

7—74 

5  0 

0 

40  000 

5 

15  Feb. 

Do.  New . 

4 

5-54 

, . 

5  9 

1 

380,000 

Stek 

llfl 

Brentford  Consolidated  .  . 

100 

225— 23C 

5  2 

2 

110,000 

Do.  New . 

100 

165-17C 

5  2  11 

220,000 

20 

14  Mar. 

lOA 

Brighton  &  Hove,  Original  . 

20 

43-45 

4  13 

4 

320,00(1 

20 

12  Apr. 

H+ 

British . 

20 

45—47 

4  15 

9 

50,000 

10 

14  Mar. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

20—22 

5  0 

0 

39,000 

10 

8 

Do.  7  p.  c.  . 

10 

134—144 

5  10 

4 

328,750 

10 

30  May 

8 

Buenos  Ayres  (New)  Limited 

10 

134-144 

5  10 

4 

200,000 

100 

2  July 

6 

Do.  6  p.  0.  Deb.  . 

100 

106— 10£ 

5  10 

1 

150,000 

20 

10  Aug. 

7 

Cagliari,  Limited  .  .  .  . 

20 

25—27* 

3-i 

5  3 

8 

5?0,000 

Stok. 

12  Apr. 

131, 

Commercial,  Old  Stock  , 

100 

266—271 

4  19 

8 

130,000 

n 

,, 

10* 

Do.  New  do. . 

100 

205—210 

5  0 

0 

121,234 

28  June 

44 

Do.  4^  p.  c.  Deb.  do. 

100 

120—125 

3  12 

0 

557,320 

20 

14  June 

12 

Continental  Union,  Limited 

20 

45—46 

5  4 

4 

242,680 

20 

12 

Do.  New ’69  & ’72 

14 

294-304 

5 10 

0 

200,000 

20 

28  Mar. 

9 

Do.  7p.  c.  Pref.. 

20 

35—37 

4  17 

3 

75,000 

Stek. 

10 

Crystal  Palace  District  .  . 

100 

205-215 

4  13 

0 

234,060 

10 

27  July 

13 

European,  Limited  .  . 

10 

25—26 

5  0 

0 

120,000 

10 

13 

Do.  New.  ,  . 

74 

18—19 

+4 

5  2 

7 

354,060 

10 

13 

Do.  do.  .  .  . 

5 

12—13 

5  0 

0 

5,468,3.50 

Stek. 

15  Feb. 

13t 

Gaslight  &  Coke,  A,  Ordinary 

100 

254— 25S 

+  IJ] 

5  0 

9 

100,000 

4 

Do.  B,  4  p.  0.  max. 

100 

100-105 

3  16 

3 

665,000 

10 

Do.  C,D,&E,  lOp.c.Pf. 

100 

263—268 

3  14 

7 

30,000 

5 

Do  F,  5  p.  c.  Prf.  . 

Do.  G,  74  p.  c.  do.  . 

100 

127—132 

3  15 

9 

60,000 

7* 

100 

185—190 

3  18  11 

1,300.000 

») 

•  J 

14  June 

7 

Do.  H,  7  p.  c.  max. 

100 

170-175 

. . 

4  0 

0 

463,000 

10 

Do.  J,  10  p.  c.  Prf.  . 

100 

261—266 

3  15 

2 

1,061,150 

294,850 

4 

Do.  4  p.  c.  Deb.  Stk. 

100 

119—122 

3  5 

7 

44 

Do.  44  p.  0.  do. 

100 

125—130 

3  9 

3 

650,000 

11  May. 

6 

Do.  6  p.  c.  do. 

100 

175—178 

. , 

3  7 

5 

3,600,000 

stek. 

10 

Imperial  Continental  .  .  . 

100 

205—208 

4  16 

1 

75,000 

5 

14  June 

6 

Malta  &  Mediterranean,  Ltd 

5 

4i-5i 

5  14 

3 

560,000 

100 

3  Apr. 

5 

Met.of  Melbourne,5  p.c.Deb. 

100 

114—116 

4  6 

2 

541,920 

20 

14  June 

6 

Monte  Video,  Limited  .  . 

20 

20—21 

5  14 

3 

150,000 

5 

30  May 

10 

Oriental,  Limited  .... 

5 

9i-9i 

5  2 

7 

60,000 

5 

28  Mar. 

7 

Ottoman,  Limited  .... 
People’s  Gas  of  Chicago — 

5 

6-7 

5  0 

0 

420,000 

100 

2  May 

6 

1st  Mtg.  Bds.  .  . 

100 

104—109 

. . 

5  10 

1 

500,000 

100 

1  June 

6 

2nd  Do.  ,  . 

100 

95—10(1 

. . 

6  0 

0 

100,000 

10 

26  Apr. 

10 

San  Paulo,  Limited  .  .  . 

10 

16—17 

5  17 

8 

500,000 

Stek. 

29  Feb. 

154 

South  Metropolitan,  A  Stock 

100 

315—320 

. . 

4  16 

10 

1,350,000 

12 

Do.  B  do.  . 

100 

244—249 

4  16 

4 

141,500 

13 

Do.  C  do.  . 

100 

250—260 

5  0 

0 

550,000 

60,000 

28  June 

5 

Do.  5  p.  c.  Deb.  Stk.. 

ion 

135—140 

3  11 

6 

5 

29  Feb. 

11 

Tottenham  &  Edm’ntn,  Grig. 

WATER  COMPANIES. 

5 

11—13 

4  4 

0 

717,467 

Stek. 

28  June 

9 

Chelsea,  Ordinary  .... 

100 

252—257 

Fl 

3  10 

0 

1,720,560 

Stek. 

12  Apr. 

7 

East  London,  Ordinary  .  . 

100 

196— 2C1 

+  1 

3  9 

8 

700,000 

50 

14  June 

9 

Grand  Junction . 

50 

L23— 128 

3  10 

4 

708,000 

stek. 

10  Aug. 

104 

Kent . 

100  , 

267-272* 

+  2 

3  17 

2 

1,043,800 

100 

28  June 

9 

Lambeth,  10  p.  c.  max.  . 

100 

257—262 

3  8 

8 

406,200 

100 

74 

Do.  7^  p.  c.  max.  . 

100 

200—205 

3  13 

2 

200,000 

Stek. 

28  Mar. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

L17— 120 

3  6 

8 

500,000 

100 

27  July 

184 

New  River,  New  Shares  . 

100 

347—352 

+  4 

3  8  10 

1,000,000 

Stek. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

123—127 

3  3 

0 

902, 30U 

St.-k. 

14  June 

6 

S’thwk  &  V’xhall,  lOp.c.max. 

mo 

Kil— 166 

3  12 

3 

126,500 

100 

J, 

6 

Do.  74  p.  c.  do. 

100 

L57— 162 

+  6 

3  14 

1 

1,155,066 

Stek. 

14  June 

10 

West  Middlesex  .... 

100 

i 

264—269 

*  Ex  div 

3  14 

4 

I  Next  dividend  will  be  at  this  rate. 
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South  Staffoboshibe  Wateb-Wobks  Company.— The 
reoort  of  the  Directors,  to  be  submitted  to  the  proprietors  at  the  meeting 
K  held  atSingham.onthe  23rd  inst. The  number  o  houses 
laid  on  during  the  half  year  ended  June  30,  18M,  was 
total  sunnlied  65,641.  The  gross  amount  of  water-rates  for  the  half  year 
las  £33  973  lOs  9d.,  as  against  £32,707  2s.  2d.  in  the  corresponding  period 
of  the  previous  year.  After  providing  for  interest  on  debenture  stock  and 

preference  stock,  the  amount  remaining  lirod  "Ind  your 

78.  6d.,  the  balance  brought  from  last  half  year)  is  £13,  ITO  1  Is^Jd^.  anO  yow 

Directors  recommend  the  declaration  of  a  dividend  for  ^‘8  * 
the  ordinarv  stock  at  the  rate  of  6  per  cent,  per  annum,  less  income-tax. 
The  amount  required  for  the  dividend  being  £12,433  Us.,  there  will  r^raain 
£6%  17s.  3d  to^Z  credit  next  half  year.  The  Directors  regret  tha 
the  Bill  in  Parliament,  promoted  under  the  authority  of  the  “feting 
nronrietors  held  on  the  16th  of  l-'ebruary  last,  was  defeated  in  the  House 
of  Commons,  although  it  had  been  previously  passed,  after  a  lengthened 
inquiryi  by  the  House  of  Lords. 

Pollution  or  a  Bkook  with  Gas-Wobks 
Petty  Sessions  last  Tuesday,  before  Messrs.  Smallwood  and  ^Inte  the 
Bromsgrove  Gas  Company  were  summoned  for  allowing,  on  the  29th  of 
May  last,  liquid  matter  to  flow  into  the  Spadesbourne  Brook,  a  tributary 
of  tL  Severn,  in  such  quantities  as  to  kill  fish.  Mr.  P .  Holyoake  appeared 
for  the  Severn  Conservators;  and  J.  B.  Horton  defended. 

Lacy,  a  stoker  in  the  employ  of  the  Company,  was  cal  ed  as  a  wilnesa 
against  his  employers  ;  but  his  evidence  went  to  show  that  no  liquid  ran 
from  the  Company's  works  into  the  stream,  nor  was  it  possible  for  any¬ 
thing  to  pollute  it.  There  was  but  one  dram  connected  with  the  brook , 
and  this  received  only  exhaust  steam  and  the  water  which  the  men  had 
used  for  washing  themselves.  All  other  refuse  entered  the  mam  drainage. 
Sergeant  Emms,  who  had  examined  the  gas-works  in  company  with  Ser¬ 
geant  Cooper,  gave  a  very  different  version  of  the  state  of  affairs,  and 
alleged  that  Lacy  had  told  him  the  Manager  (Mr.  Wheeler)  had  recently 
given  instructions  that  the  refuse  from  a  certain  pipe  should  be  caught 
in  buckets.  Two  witnesses  deposed  to  seeing  boys  taking  dead  fish  from 
the  brook.  Most  of  them  were  small;  but  one  weighed  about  li  lbs. 
Cooper,  the  water  bailiff,  having  given  evidence,  Mr.  Horton  addressed  the 
Bench  for  the  defence,  contending  that  nothing  of  an  offensive  character 
went  down  the  drain  which  ran  into  the  brook.  The  residual  tar  was  a 
valuable  product ;  and  it  was  not  likely  the  Company  would  waste  it.  Some 
of  it  was  used  for  heating  the  retorts.  The  Manager  and  another  witness 
gave  evidence  to  show  the  impossibility  of  polluting  the  stream  as  alleged  ; 
^id  It  was  stated  by  two  men  that  they  had  seen  boys  getting  dead  fash 
from  tbe  brook  200  yards  from  the  Company's  works.  The  landlord  of  a 
neighbouring  public- house  testified  to  a  pail  of  tar  being  overturned  m  his 
yard  on  the  19th  of  May,  and  to  the  contents  being  swept  into  the  brook. 
The  Bench  nevertheless  fined  the  Company  £1,  and  £2  78.  fid.  costs. 


The  Liohtiso  or  the  Tees  by  Gas.— At  a  meeting  of  the  Tees  Con 
servancy  Board  last  Wednesday,  the  Secretary  (Mr.  Amos)  read  a  com 
municatioii  he  had  received  from  the  Trinity  House  to  the  effect  that  a 
Committee  of  the  Elder  Brethren  had  visited  the  Tees,  and  did  not  see 
any  objection  to  the  adoption  of  I'intsch's  system  of  lighting  by  com- 
pressed  gas  for  any  station  on  the  river  at  which  it  might  appear  to  the 
Conservancy  Board  to  be  desirable.  They  suggested,  however,  that  m  the 
adoption  of  gas-buoys  it  was  essential  that  a  spare  buoy  should  always  bo 
available  in  case  of  accident.  A  resolution  was  submitted,  authorizing  the 
Committee  to  carry  out  the  lighting  scheme  so  far  as  it  had  been  approved 
by  the  Board  ;  and  this  was  agreed  to. 

The  Sowebby  Bbidoe  Local  Boabd  anp  Messbb.  Whitwobth  and  Co. 
—The  difference  which  the  Local  Board  of  the  Sowerbv  Bridge  district 
have  had  with  Messrs.  Whitworth  and  Co.,  Limited,  from  whom  they 
recently  bought  the  gas-works  situated  at  Luddendeii  Toot,  is  in  a  fair 
way  of  settlement.  It  will  be  remembered  that  Messrs.  Whitworth 
claimed  to  be  supplied  with  gas  at  the  same  price  as  was  being  charged 
in  Sowerby  Bridge  itself ;  and,  failing  this,  they  threatened  to  resume  the 
manufacture  of  gas  for  their  own  works  and  tenants.  At  the  last  tneet- 
ing  of  the  Gas  Committee,  however,  a  letter  was  received  from  the  firm, 
offering  to  pay  3s.  per  1000  cubic  feet  for  gas  supplied  to  them  ;^d  the 
.  Committee  resol ved-“  That  the  offer  be  accepted-viz.,  is.  per  1000  cubic 
'  feet  net,  from  the  March  quarter,  so  long  as  the  gas  remains  at  toe  ore- 
sent  price,  and  that  the  price  up  to  that  time  be  3h.  9d.  per  feet, 
less  the  usual  discount.”  The  resolution  was  confirmed  by  the  Board  at 
their  last  meeting. 

Truko  W'ateb  Company.— At  the  half-yearly  meeting  of  the  Truro 
Water  Comiiany  held  last  W'ediiesday,  under  toe  presidency  of  Mr.  A. 
Willyams,  the  Chairman  congratulated  the  shareholders  on  the  gradual 
improvement  in  the  position  of  the  Company.  On  revenue  account  the 
balance  had  risen  from  £321  to  £334 ;  and  there  had  been  an  increase  in 
water-rents  from  £447  to  £470.  On  the  profit  and  loss  account  he  was 
glad  to  say  there  was  a  great  improvement.  The  balance  against  them 
last  half-year  was  £133,  which  had  been  cleared  off  altogether,  and  there 
was  now  a  credit  balance  of  £310.  It  was  the  first  time  they  had  turned 
the  corner;  ’’  and  it  represented  on  a  capital  of  £16,(X)0  about  2  per  cent, 
profit  on  the  half  year.  They  might  congratulate  themselves  cn  this.  It 
was  a  day  they  should  remember;  and  he  hoped  it  was  an  earnest  of 
what  would  be  done  in  the  future.  The  Directors  had  gone  into  the 
matter  of  providing  additional  storeage  at  the  reservoir  and  works,  ihey 
had  had  two  Bohemes  before  them  of  making  reservoirs  to  store  a  two 
months'  supply,  suiiposing  the  rivers  ran  dry.  The  cost  of  one  scheme 
would  be  about  £1200,  and  of  the  other  about  £1500,  exclusive  of  the  land. 
At  present  they  had  not  come  to  any  definite  conclusion  on  the  matter. 
I  There  was  an  ample  supply  now  ;  but  the  time  would  come  when  they  would 
have  to  make  some  such  outlay.  The  Directors’  report  was  adopted. 


GWYNNE  &  BEALE’S 

PLEASE  ADDRESS  IN  FULL— 


PATENT  GAS  EXHAUSTERS  AND  ENGINES. 
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Address  fob  TELEGRAMEl: 
“OWYNNEGRAM  LONDON.” 


HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C.,  ENGLAND. 

TELEPHONE  No.  2698. 

Can  be  made,  when 
desired,  on  their 
New  Patent  prin- 
ciple  to  pass  Gas 

without  the  slight¬ 
est  oscillation  or 
vajiation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS 


Thirty-three  Medals  at 

ail  tbe  Great  International 

Exhibitions  have  been 
awarded  to  GWYNNE  £ 
Co.forOas  Exhausters, &c. 


Only  Medal  at  the  Liver¬ 

pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumiiing  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but^tojiro^ 

dace  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
la  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 

passed  per  hour,  which 

are  giving  unqualified 
satisfaction  In  work,  and 
can  be  referred  to. 


The  above  Engraving  shows  Two 


GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS.  PUMPS 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 

_ above  address. 

Only  76  Revolutions  per  Minute. 

Fneines  drivine  Four  GWYNNE  4  CO.'B  PATENT  NON-FLUCTUATING  FXHAUflTERB,  to  pass  800,000  cubic  feet  per  hcur 
(without  the  slightest  oscillation),  at  the  F-ffinquam  Street  Oas-Wores.  SHEFFIELD.  


OXIDE  OF  IRON. 

The  Gas  Purification  and  Chemical 

Company,  Limited, advise  theirfriends  that  thoii 
only  representatives  (or  theSaleofOxideare  Mr.  Andrew 
Stephenson  and  such  Sub-Agents  as  may  be  accredited 
from  tbe  Head  Office.  Tbeyfurtherstatetbattbe  royal¬ 
ties  possessed  by  them  extend  over  an  area  of  more 
than  860,000  acres,  and  are  held  (or  a  long  term  of  years. 
They  employ  their  own  overseers  and  fabonrers,  and 
there  are  no  intermediate  profits  between  them  and 
the  oonsnmer. 

Address  161  to  163,  Palmerston  Buildings,  Old  Broad 
Street ,  London,  E.C. 

John  Wm. O'Neill, 

Managing  Director. 

Andrew  stephenson,  Agent  for 

the  Gas  Purification  and  Chemical  CnMUANT, 
Limited,  16^  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.d. 

CANNEL  COAL.  4c. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Oas  Engineers,  snpply  all  the  most  approved 
SCOTTISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST  IRON  PIPES,  and  other  APPARATUS  for  OAS 
AND  WATER  WORKS. 

Prices,  4o.,  will  bo  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Edinbdboh,  1  .w„ 

No.  64,  Bernard  STHXkT,  Leith,  I 


IMMIS  &  CO.,  of  STOURBRIDGE  '  IRISH  BOG  ore  OXIDE  OF  IRON. 


_  Make  only  the  best  quality  of 

FIRE-CLAY  RETORTS.  BRICKS, TILES, 4LUMP8.  —  A  u-TPU  a.  PO  Hiroof  Tmnnrtprs 

Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats.  T)  ALE,  BAKER,  &  CO.,  dirCCt  ImponerS 
All  descriptions  kept  in  Stock.  Aj  from  Ireland.  Sample  and  Price  on  application. 

For  Prices  apply  to  James  Lawris  and  Co,  68,  Old  spent  Oxide  and  Sulphate  of  Ammonia  purchased, 
ntrnni  K  O  .  Sole  AirentM  for  I.ondon  and  ion  .n.1  flTtisKT.  London.  E.C. 


OAS  PURIFICATION. 


Broad  Street,  E.'C.,  Sole  Agents  (or  London  and 
District.  Telegraphic  Address:  ”  Eirwal,  London.” 


A  LEX.  WRIGHT  &  Co.,  55,  55a,  and  56, 

XX  Millrank  Street,  London,  S.W. 

(Tclographio  Address:  "  PRECISION  LONDON.”) 
Makers  of  Wet  and  Dry  Oas-McU'rs,  Station  Meters  and 
Governors,  Photometers,  and  Oas-Tosting  Apparatus, 
Tost  Gasholders  and  Meters,  Registering  and  other 
Oauges,  4c.,  4e. 

*,*  See  Advertisement  on  Pago  III.  of  the  Wrapper  of 
this  week's  issue. 


W 


C.  HOLMES  &  Co.,  Huddersfield, 

AND  80,  Cannon  Street,  London, 
Contractors  (or  Oas-Works  oomploto.  Makers  of  Oas 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Kit 
lings,  4c.,  Improved  Valves,  Engines,  and  Exhausters. 
Also  lor  ^lilngwood's  Regenerative  Retort-Sottingi. 

*.*  See  Advertisement  p.  866  of  last  week's  issue. 
Cablegrams :  “  Ignitor  London. "  Telegrams :  "  Holmes 
Huddersfield.” 


Spent  Oxide  and  Sulphate  of  Ammonia  purcl  ^ 

180  and  1‘21,  Newoate  Street,  London,  E.C. 

SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS.  Chemical 

Works.  LEEDS,  specially  produce  this  ACID  (or 
making  SULPHATE  OF  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 

ACETATE  OF  LEAD  BOOKS. 

Test  Papers  and  Solutions  for  Gas¬ 
works  prepRre<l  by  R.  D.  Olbba,  Sumrocrfiold 
Creternt,  Birmingham. 

Analysis  of  Coal,  Uxlde,  and  all  Oas  MaUrialt. 


GAS-WORKS  of  any  magnitude  leased. 

At  prrmluiDfi  ranfflng  (mm  C*  if*  !•*  p'r  rrnl.. 
According  to  tli^*  of  Iih'  work*.  Oa»  \S  ork* 
or  rr*m«dplli*d  upon  the  mo*t  modem  principle*. 
Adflrrim  Ueuaoa  W allca,  Oaa  Enginocr,  8i.  Wai 
1  ColUfWAlML. 
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CROWTHER  BROTHERS  solicit  a  trial 

of  their  IMPROVED  SYSTEM  OF  RETORT 
SKTTING.  Can  guarantee  them  to  heat  well,  and  the 
bottom  Retorts  to  Carbonize  as  much  Coal  as  those  at 
the  top.  Constructed  to  bu  n  Tar  or  Coke.  Can  be 
altered  in  a  few  minutes. 

For  particulars,  write  to  384,  Mile  End  Road, 
London,  E. 


“EXCELSIOR”  TAR-BURNER. 

Tar  worth  30s.  per  ton  for  Burning. 

Come  and  see  and  believe,  or  send  for  Burners 
complete,  with  Instructive  and  Descriptive  Pamphlet, 
I6s.  6d 

Estimates  given  for  Fixing  and  Starting,  and  satis¬ 
factory  working  guaranteed  on  application  to  Taos. 
Buetonsecaw,  Gas-Works,  Chippino  Norton. 


A  CIVIL  Engineer,  Assoc.  M.  Inst.  C.E., 

with  over  Twenty  years’  experience  in  Water 
Supply,  in  allits  branches — including  Shaft  Sinking  and 
Boring — desires  an  Engagement.  Highest  testimonials 
and  references. 

Address  S.,  189,  Goldhawk  Road,  W. 


A 


YOUNG  Man  (aged  22),  the  Son  of  a 

Gas  Manager,  will  be  glad  to  meet  with  an 


appointment  as  CLERK,  COLLECTOR,  or  MANAGER 
for  Gas-Works  at  home  or  abroad. 

Good  references ;  and  security  given. 

Address  No.  1617,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 


SITUATION  wanted,  as  Manager  of 

Small  Gas-Works.  Well  up  in  Carbonizing,  Fit¬ 
ting,  Meters,  &o.  Security  if  required. 

Address  A.  B.,  7,  Durden  Street,  Liverpool. 


WANTED,  a  Situation  as  Gas-Fitter, 

Meter  Taker  and  Repairer,  or  Working  Fore¬ 
man.  Ten  years’  good  testimonials. 

Address  M.  R.,  care  of  Mr.  Metcalfe,  3,  Park  Court, 
Park  Lane,  Leeds. 


WANTED,  a  Situation  as  Working 

MANAGER  in  Small  Works.  Thoroughly 
understands  the  Carbonizing  Department,  Reading 
Indices  of  Meters,  Fixing  Meters,  Stoves,  &c..  Laying 
Mains  and  Services,  and  all  Repairs  attached  to  Gas 
Plant,  age  39,  married,  abstainer. 

Address  No.  1630,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 


ANTED,  a  Man  to  Manage  a  Private 

•  ■  Gas-Works,  for  large  mansion  near  Sevenoaks. 
Apply,  first  by  letter,  to  Strode  and  Co.,  Gas  Engi¬ 
neers,  48,  Osnaburgh  Street,  London,  N.W. 


■f^ANTED,  Second-hand  Tar-Tank,  in 

»  •  good  condition,  about  12  feet  long,  6  feet 
wide,  and  6  feet  deep. 

Apply  to  Gas-Works,  Rugeley,  Staffs. 

■y^ANTED,  a  Working  Stoker  for  a  small 

Country  Gas-works  in  the  Midland  district, 
within  4H  miles  of  London.  Must  be  a  good  Car- 
bonizer.  Satisfactory  testimonials  as  to  competency 
and  steadiness  required.  Wages  24s.  per  week,  with 
house,  coal,  and  gas  free. 

Address,  stating  age,  to  G.  C.,  Post  Office,  Luton, 
Beds. 


A  SSISTANT  Secretary  required  in  an 

**  Australian  Colony.  Must  be  experienced  in 
similar  employment  in  large  Gas  Companies  in  Great 
Britain,  a|  thorough  Accountant,  skilful,  and  of  good 
business  tact,  not  over  3.5  years  of  age,  and  prepared  to 
supply  satisfactory  proof  of  competence  and  reliability. 
Salary,  subject  to  above  qualifications,  £500.  All 
communications  will  be  considered  confidential ;  and 
those  which  contain  a  sufficient  answer  co  this  and  the 
former  advertisement  will  be  forwarded,  for  further 
consideration,  per  mail  of  the  24th  Inst. 

Address  No.  1628,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 


pOR  SALE— A  good  Second-hand  Gas 

^  HOLDER,  30  feet  diameter  by  12  feet  deep ;  Fivt 
Columns,  Trellis  Girders,  and  Counterbalance  Weights 
in  perfect  condition.  Also  small  CAST-IRON  TANI 
and  Gasholder,  20  feet  diameter  by  12  feet  deep. 

Apply  to  Willey  and  Co.,  Gas  Engineering  Works 
Commercial  Road,  Exeter. 


pOR  SALE— Two  Purifiers  6  ft.  by  4  ft.; 

*  three  Tiers  of  Sieves,  with  4-inch  Valves,  Con¬ 
nections,  and  Lifting  Gear.  Situate  at  Thame  Gas- 
Works.  Also  some  4-inch  DIP  and  ARCH  PIPES. 
Apply  to  Air.  Cooper,  Gas-Works,  Banbury,  Oxon, 


pOR  SALE,  Four  Purifiers  12  feet  square 

“  by  4  ft.  6  in.  deep,  with  twelve  12-inch  Valves 
Connections  and  Lifting  Gear  complete.  Can  be  seen 
at  work  at  the  Stourbridge  Gas-Works. 

Also  a  double-action  PUMP  EXHAUSTER,  for  10  000 
feet  per  hour;  made  by  Hanna,  Donald,  and  Wilson. 
Apply  to  W.  North,  Gas-Works,  Stourbridge. 


F  TO  tar  AND  ROSIN  DISTILLERS. 

OR  SALE — Two  Wrought-Iron  Te 

T  ^tid  1600  gallons ;  three  Cas 

Iron  ROSIN  STILLS,  with  Covers  and  Condense 
complete,  and  all  in  good  condition;  also  sever 
Wrought-Iron  OIL  TANKS,  from  300  to  7000  gallon 
Must  be  immediately  sold  and  cleared  for  alterations 
Premises.  No  dealers. 

Apply  to  P.  Morris,  Tar  and  Rosin  Distiller,  Plouc 
Bridge,  Rotherhithe,  London. 


OFFERS  invited  for  “Journal  of  Gas 

Lighting,”  1854  to  1867  inclusive,  bound.  Gas 
Institute  Transactions,  1882  to  1887  inclusive.  Report 
of  British  Association  of  Gas  Managers,  1881;  and 
Reports  of  Gas  Engineers  and  Managers’  Associations, 
1884  to  1887  inclusive.  Also  Vol.  I.  of  ”  King’s  ’Treatise.” 
Apply  at  the  Gas-Works,  Dudley. 


NEW  EOMNEY  GASLIGHT  AND  COKE  COM¬ 
PANY,  LIMITED. 

ISSUE  OF  400  SHARES  OP  £5  EACH. 

Applications  are  invited  for  the 

remainder  of  above  SHARES.  Allotment  in 
order  of  application. 

Wm.  Allen,  Secretary. 

New  Romney,  Kent. 


The  Truro  Gas  Company  invite  Offers 

for  purchase  of  about  40  tons  of  SPENT  OXIDE. 
Sample  sent  free  on  application  to  the  Manager. 


CORPORATION  OP  SOUTHPORT. 

The  Gas  Committee  are  prepared  to 

receive  TENDERS  for  all  the  WROUGHT  and 
CAST  IRONWORK  required  for  a  Retort-Bench  con¬ 
taining  48  through  Retorts. 

Specification  and  plans  may  be  seen  on  application 
to  the  Engineer,  Mr.  John  Booth,  or  copies  of  the 
same  will  be  supplied  at  a  charge  of  half-a-guinea  per 
set. 

Tenders,  endorsed  “Retort-Fittings,”  to  be  in  the 
hands  of  the  undersigned  not  later  than  Monday,  the 
3rd  of  September  next. 

J.  H.  Ellis,  Town  Clerk. 
Town  Hall,  Southport,  Aug.  4,1888. 


SOWERBY  BRIDGE  LOCAL  BOARD  OF  HEALTH. 


(Gas  Department.) 

IHE  Gas  Committee  of  the  Sowerby 

Bridge  Local  Board  of  Health  invite  TENDERS 


lor  the  purchase  of  the  surplus  TAR  which  may  be  pro¬ 
duced  at  their  Gas-Works,  at  Sowerby  Bridge  and 
Luddenden  Foot,  during  One  or  Two  years,  from  the  1st 
of  September,  1888. 

Tenders  to  be  sent  in  not  later  than  Tuesday,  Aug.  21, 
1888. 

Specifications  and  forms  of  tender  can  be  obtained  by 
applying  to  the  Manager,  at  the  Gas-Works. 

The  Gas  Committee  do  not  bind  themselves  ‘.o  accept 
the  highest  or  any  tender. 

John  Marsland,  Engineer  and  Manager. 

Gas-Works,  Sowerby  Bridge,  Aug.  2, 1888. 


HEREFORD  CORPORATION. 

(Gas-Works  Department.) 


TO  TAR  DISTILLERS  AND  OTHERS. 

The  Gas  Committee  are  prepared  to 

receive  TENDERS  for  the  surplus  TAR  produced 
at  their  Gas-Works  for  a  term  of  One,  Two,  or  Three 
years,  from  the  1st  of  January,  1889. 

Particulars  and  form  of  tender  can  be  had  on  appli¬ 
cation  to  the  undersigned. 

Sealed  tenders,  addressed  to  the  Chairman  of  the 
Gas  Committee,  Mansion  House,  Hereford,  and  endorsed 
“  Tender  for  Tar,”  must  be  sent  in  not  later  than  the 
1st  of  September,  1888. 

The  Committee  do  not  bind  themselves  to  accept  the 
highest  or  any  tender. 

By  order, 

William  Parley, 

Gas  Engineer  and  Manager. 
Gas-Works,  Hereford,  Aug.  9,  1888. 


BROMLEY  GAS  CONSUMERS’  COMPANY. 

Notice  is  hereby  given  that  the  Or- 

DINARY  HALF-YEARLY  GENERAL  MEET¬ 
ING  of  this  Company  will  be  held  at  the  Bell  Hotel, 
Bromley,  Kent,  on  Thursday,  the  30th  day  of  August 
Inst.,  at  Six  o’clock  precisely,  to  receive  the  Report  of 
the  K  Directors,  the  Balance-Sheet  confirmed  by  the 
Auditors,  to  declare  a  Dividend,  and  for  General 
Business. 

The  Transfer  Books  will  be  closed  on  the  16th  day 
of  August  until  after  the  Meeting. 

By  order  of  the  Board, 

Georoe  H.  Osborn, 

Secretary  and  Manager, 
Offices  at  tha  Works,  Bromley,  Kent, 

Aug.  14,  1888. 


TOTTENHAM  AND  EDMONTON  GASLIGHT  AND 
COKE  COMPANY. 

Notice  is  hereby  given  that  the  Annual 

ORDINARY  GENERAL  MEETING  of  the 
Shareholders  in  this  Company,  will  be  held  at  the 
Company’s  Offices,  Willoughby  Lane,  Tottenham,  on 
Saturday,  the  25th  day  of  August  inst.,  at  Three  o’clock 
in  the  afternoon  precisely,  to  receive  the  report  of 
the  Directors,  the  Statement  of  Aecounts  for  the  Half 
Year  ended  the  30th  of  June,  1888,  to  declare  Dividends 
for  the  same  period,  and  for  the  Election  of  Two 
Directors  and  an  Auditor  for  the  ensuing  year,  and  for 
transacting  such  other  business  as  the  Act  of  Parlia¬ 
ment  directs. 

The  Transfer  Books  will  be  closed  from  the  11th  to 
the  27th  day  of  August,  both  days  inclusive. 

By  order  of  the  Board, 

James  Randall,  Secretary. 
Offices  of  the  Company,  Willoughby  Lane, 
Tottenham,  Aug.  10, 1888. 


MITCHAM  AND  WIMBLEDON  DISTRICT  GAS 
LIGHT  COMPANY. 

(Incorporated  by  Act  of  Parliament,  1867.) 

N()TICE  is  hereby  given  that  the 

FORTY-THIRD  ORDINARY  HALF-YEARLY 
GENERAL  MEETING  of  the  Proprietors  of  this 
Company  will  be  held  in  the  Board- Room  at  the  Works, 
Mitcham,  in  the  County  of  Surrey,  on  Tuesday,  the 
28th  day  of  August  inst.,  at  Three  o’clock  in  the  after¬ 
noon  precisely,  to  receive  the  Report  of  the  Directors, 
and  a  Statement  of  the  Accounts  for  the  Half  Year 
ended  the  30th  day  of  June  last,  to  declare  a  Dividend, 
and  for  General  Business. 

The  Transfer  Books  will  be  closed  from  the  13th 
inst.  until  after  the  meeting. 

By  order, 

Benjamin  Green, 
Secretary  and  Manager 
Board-Room,  Mitcham,  Surrey, 

Aug.  7,  1888. 


TO  INVENTORS  AND  PATENTEES. 

Mr.  W.  H.  BENNETT  having  had 

considerable  experience  in  matters  connected 
with  Gas,  Water,  and  Sanitary  Improvement,  begs  to  say 
that  he  continues  to  assist  Inventors  in  the  perfection  of 
their  designs,  and  to  obtain  for  them  PROVISIONAL 
PROTECTION,  whereby  their  Invention  may  be 
secured  for  Twelve  months  ;  or  LETTERS  PATENT, 
which  are  granted  for  Fourteen  Years. 

Patents  completed,  or  proceeded  with  at  any  stage, 
thereby  rendering  it  unnecessary  for  persons  resident 
in  the  country  to  visit  London. 

Patents  procured  for  Foreign  Countries. 

Information  as  to  cost,  &c.,  supplied  gratuitously  upon 
application  to  the  Advertiser,  22,  Great  George  Street, 
Westminster. 


WALLASEY  GAS-WORKS. 


TO  TAR  DISTILLERS  AND  OTHERS. 

HE  Wallasey  Local  Board  are  prepared 

to  receive  TENDERS  for  the  purchase  of 
AMMONIACAL  LIQUOR  (about  2200  tons  per  annum), 
and  also  of  the  surplus  GAS  TAR  (about  1000  tons  per 
annum), produced  from  time  to  time  at  their  Gas-Works, 
Great  Float,  near  Birkenhead,  during  a  period  of  One, 
Two,  or  Three  years  from  the  30th  of  September  next. 

Any  further  information  may  be  obtained  on  applica¬ 
tion  to  Mr.  H.  Ashton  Hill,  Gas  and  Water  Manager  to 
the  Board. 

Sealed  tenders,  endorsed  “  Tar,  &e.”  and  addressed  to 
The  Chairman  of  the  Gas  and  Water  Committee,  to  be 
left  at  my  Office  as  below,  not  later;than  Five[o’clock  in 
the  afternoon  of  Monday,  the  27th  inst. 

The  Board  do  not  bind  themselves  to  accept  the 
highest  or  any  tender. 

By  order, 

Wm.  Vickers,  Clerk  to  the  Board. 

Public  Offices,  Egremont,  Cheshire, 

Aug.  9, 1888. 


TENDERS  FOR  GAS  COAL. 

HE  Gas  Committee  of  the  Stockton 

Corporation  invite  TENDERS  for  the  supply,  in 
whole  or  in  part,  of  23,000  tons  of  clean,  well-screened, 
or  TREBLE  NUT  GAS  COAL,  similar  in  quality  to 
sample  wagon,  to  be  supplied  to  the  Gas  Committee 
if  so  requested. 

The  Coal  to  be  delivered  free  from  all  dues  in  the 
Gas-Works  Siding,  in  a  dry  state,  free  from  dirt,  shale, 
or  other  impurities,  and  in  such  daily  quantities  as 
may  from  time  to  time  be  directed  by  the  Gas 
Manager. 

Payments  will  be  made  monthly  after  each  Council 
meeting. 

The  Gas  Committee  do  not  bind  themselves  to 
accept  the  lowest  or  any  tender. 

Tenders,  specifying  the  quantity  and  description 
of  Coal  offered,  to  be  sealea,  ind  endorsed  “Tender 
for  Gas  Coal,”  to  be  lodged  with  me  on  or  before  the 
22nd  of  August,  1888. 

Wm.  Ford,  Manager. 

Corporation  Gas-Works,  Stockton-on-Tees, 

Aug.  1,  1888. 


FIDELITY  GUARANTEE. 


OCEAN  &  GENERAL  GUARANTEE  GOMP'^- 

LIMITED. 

Instituted  to  provide  Security  on  the  fidelity  of  persons 
holding  positions  of  Trust. 

ONUS  granted  on  behalf  of  Secretaries. 

Clerks,  and  Collectors  to  Gas  and  Water  Com- 
panies  at  lowest  rates  of  Premium.  Large  Reductions 
made  when  several  Officials  in  one  Company  are 
Guaranteed. 

The  Bonds  of  the  Company  are  accepted  by  the  Lords 
Commissioners  of  H.  M.  Treasury^  Local  Government  and 
Inland  Revenue  Boards,  Board  of  Trade,  etc.,  etc. 

Quotations  invited. 

Apply  to  Richard  J.  Paijll,  Secretary. 

Head  Office :  Mansion  House  Buildings,  London, E.C. 


JAMES  OAKES  &  CO., 

ALFRETON  IRON-WORKS  DERBYSHIRE, 

AND 

WENLOCK  IRON  WHARF,  21  &  22,  WHARF  ROAD, 
CITY  ROAD,  LONDON,  N., 
Manufacture  and  keep  in  Stock  at  their  Works 
(also  large  stock  in  London) 

PIPES  and  CONNECTIONS,  14  to  48  inches 
in  diameter;  and  make  and  erect  to  order  RE- 
TOETS,  PURIFIERS,  and  TANKS,  with  or 
without  planed  joints,  COLUMNS,  GIRDERS, 
SPECIAL  CASTINGS,  &o.,  required  by  Gas, 
Water,  Railway,  Telegraph,  Chemical,  Colliery, 
and  other  Companies. 

Note.  —  Makers  of  HORSLEY’S  PATENT 
SYPHONS.  These  are  oast  in  one  piece,  without 
Chaplets;  doing  away  with  bolts,  nuts,  and  covers, 
and  rendering  leakage  impossible. 
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1  internal  fittings  “  severely  alone,”  were  their  natural  enemies. 

C  0  i  A  Yime  was— and  not  so  very  long  ago— when  a  peripatetic 

EmTOKiAi.  not*.-g«.  Lioktino.  ^C. . vendor  of  gas-burners  was  sure  of  a  sale 

A  Discussion  on  Gas-Burners  .  •  .  •  •  •  pomna’ny— Mr.  Bray  appears  he  cllOSC  tO  describe  tO  lllS  Victuns  aS  disliked  by  the  U  aS  OOm- 

Tbe  MeeUngoEthe  SouUi  Metro^^^^^  •  •  '  pally.  It  was  almost  Universally  believed  that  the  veiidors  of 

North  of  Ireland  Association  of  Gas  Managers  sa6  f,Q<?  were  oleased  to  sec  their  product  Wasted,  SO  loiig  as  it  had 

GashoideK  i^th°M^ffled  Guldf-Framing . passed  through  the  Consumer’s  meter.  We  do  not  say  that 

’^T^eSilroD”olH2i\fate"'^nipanie8  and  the  Thames  Conservancy.  .  .  827  |  ideaisextinctiliallplaces.forthereisiiotllingsoloug- 

TheQuesiionof  Constant  Supply  in  the  City .  Hvcd  as  aiicieiit  error;  but  the  most  pessimistic  student  ot 

'=%"sanrwr^rd;,Vp:ni«^^^^^^^  . humanity  in  these  little  manifestations  must  admit  that  there 

Electric  Lighting  Memoranda  . . '  .  829  is  a  ffeiiei'al  iniproveiueiit.  Of  course,  it  may  iiot  00  all  traco- 

Thet“sigowi^«“ou^^^^^  »30  able  to  the  cause  we  have  named  ;  but  it  would  not  be  right 

NoTKs:—  .  .  .  830  to  restrict  this  influence  to  its  immediate  effect,  and  there 

Bedic"onoKv^^u^es■toN^^^^^  ’  ’  ’  Ml  is  reasoii  to  believe  that  the  view  we  have  stated  is  amply 

Water  Power  in  the  United  Slates .  justified.  Hawking  gas-bumers  is  not  so  popular  a  resource 

^“ragem^ntorottworhsiEmp;^  . 831  Or  ”  out-of-work  ”  inechanic  a.s  it  was  ;  and  those 

........  0 

KorUi  of  uei^d  Association  of  Gas  Managcrs-Annuai  Meeting  at  Lisburn  ^  still  the  main  stock-iii-trade  of  these  itinerant  veiidors  ;  but 
ini:i‘gra5AdSbyMr.-E.-saar-s  \  while  these  appliances  find  a  place  ill  respectable  exhibitions 

Gas  Lighting  by  High-Power  Burners .  would  be  Unfair  to  blame  the  pedlars  too  severely  for 

and  Apparatus  connected  therewith-  trafficking  in  them.  SeH-lightiiig  burners,  generally  well 

Norman.J.  J.  .  ■ , :  ‘  ’  JBrowett'T  ‘  '  !  !  )  ’  •  ■  3**  made,  and  good  eiiougli  of  their  kind,  are  also  hawked  exteii- 

Et^MrrEnrinl^EmbK■b?"".^^  ’.  V . ^  |  sively ;  although  l^ow  the  vendors  manage  to  pei;suade  their 

SinfReg“n'^^uv“*oTL^^^^^  !  !  !  .  i  !  i  ^  patroDS  of  their  supedor  ecoiiomy  is  a  mystery.  Economy  is 

Pressure  Indicator  for  Foul  Gases- Thomas,  A.,^nd  ^omM,  p.  great  pretensioii  under  cover  of  wliicli  tliis  trade  IS  prose- 

“  .T®. . ^  I  cuted.  The  burner  only  costs  a  few  pence,  or  a  shilling  at 

Gas-Lamps— Thompson,  . !  838  the  outside '  and  it  i 3  Warranted  to  save  so  many  shillings, 

ConT^rat .  1  or  even  pounds,  in  the  course  of  a  yearly  Another  thing 

Wind  Pressure  on  Gasholders . Ig"  „orthv  of  remark  is  that  as  the  liawkci's  have  become  lewer,  so 

Layin^M^ns'^o'ver^^w'ay  Bridges .  840  jg  jggg  variety  ill  their  wai’cs.  The  day  of  bizarre  forms 

Westminster  Police  Court— Gas  Consumers  and  their  Contracts  .  .  .  ^anks,  and  the  better  claSS  of  sliops,  have  had  tlieir  effect  111 

*’"^1va‘”Buls\Son‘?al)Teu^^^  to  Gas,  Water,  Ac.-Progress  made  educating  the  public  mind  ill  the  principles  which  they  exeni- 

during  the  Session .  plify  The  utmost  the  wandering  pedlar  can  do  is  to  lay 

”e"^utT  Metropolitan  Gas  Company . |42  claim  to  a  modicum  of  their  excellences  for  his  huiuble  wares ; 

Meeting  of  the  Barnet  District  Gas  and  Water  Company . -,,.,-T  Tl.ej.efore  relic  of  a  SUperstitioUS  age  aS  he  IS,  he  CailllOt 

S^n^Sirl^clTSrcr^^^^  :  :  :  :  :  ::::::  ^  |  fojury  as  lay  ii  his  power  when  there  was  little 

KSTn^G^Sny-  ^  or  nothing  outside  the  gas-works  to  counteract  him.  _ 

Newport  (Mon.)  Gas  Company . |  While  referring  to  the  discussioii  upon  Mr.  flislop  s  paper, 

iSgh^arL\1t“h“G.J^“coTm^^^^^  .•  :  J  !  :  :  :  :  :  :  ’•  345  |  pg^^aps  be  worth  while  to  draw  attention  to_  a  term 

KaThSrauo“nGa‘s8“appi^^^^^  346  used  by  Mr.  Macphersoii  with  regard  to  some  remarks  made 

pentouand  t^ughioa  Local  Board  Gas  Supply .  847  bv  Ml’  W.  Key  uDon  the  influence  of  the  size  of  tlie  internal 

TS:Mliv7rnLTnL°Locai^^^  bore  of  a  burner  Oil  the  illuminating  power  of  the  gas-flame. 

for  the  PubUo  Lighting.  .  .  .  .  .  •  •  . The  Doint  was  Well  brought  out  by  Mr.  Key  ;  and  Mr.  .Mac- 

Metropobir^water'^supi^y*— "rim  ^legistrar-Gener^^^^  Returns ;  Dr.  E*.  phersoD,  ill  acknowledging  this.  Said,  by  way  of  explanation, 

Th*;'Ts!h^"h^ld^&workiAi^^^^^^^^  ;  :  ;  ;  :  :  .  ..  '•  '■  ’•  ^3  that  he  believed,  from  experiments,  ”  that  a  large  chamber 

The  WalMill  CorpomUon  and  the  South  Slaflordshire  Water  BiU  .  .  .  848  l,j^^j^^^j^g  -j^j.Q£j,Qj^jj^gjjQjjggtgQ^theregeneratlVeprin- 

2Sr1^u8“i^o5oatpro<iuct«:  \  “ciple.”  Now  there  is  here  a  misusc  of  the  word  regenerative 

^u’f.rtfof'^rL^nT^^^^^^  “3  which  is  not  confined  to  Mr.  Macpherson,  although  his  speech 

South-Western  Goa  Association  of  the  United  States,  331- Manchester  District  affords  all  Opportunity  for  making  the  necessary  correctioii. 

Wbal  l,e  meant  in  this  case  is  that  a  large  clnunber  inside  a 
a“WoSa“jl“S  gas-bumerallows  the  gas  to  become  heated.  Tins  has  nothing 

Cardin  Water- Works,  340-The  Artesian  WeU  at  Gamsborough,  841— The  whatever  tO  do  With  regeneration,  llOWevet,  wlllCll  IS  a  WOrd 

meaning,  in  the  case  of  furnaces  or  gas-buriiers,  the  return- 
to  the  poiM  of  comhuslion  of  tlio  dark  ">4  “ 

-^Bursung  of  a  Reservoir  at  Valparaiso,  848-Extonsion  of  the  Brentwood  ^yaste  heat  of  the  produCtS  of  COmbustlOll.  It  IS  Of  the  first 

Gas-Works,  319-Brighton  and  Hove  General  Gas  Company,  349--Weymouth  the  interest  of  precisioil  of  knowledge  and 

Consumers' Gas  Company.  849-cork  Gas  Consumers' Company,  349.  importance,  m  Uie  inieresi  ui  piciria  a,,  aUJo 

_ _ _ —  -  - - , - - ^  -  —  - . —  I  expression,  that  the  word  should  bo  restricted  to  this  mcau- 

THE  JOURNAL  OF  GAS  LIGHTING,  conne^tfondth^anygaSumer^^ 

WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  expenst  of  the  hHng"  flfune  i!self-wSi?r  by^iSuctL^  of 

•  -  gf  the  flame  through  a  metal  body  containing  the 

TUESDAY,  AUGUST  HI,  1888.  gas  before  ignition,  as  in  the  case  stated  by  Mr.  Macpherson, 

-  or  otherwise — the  burner  has  no  claim  to  be  called  a  regene- 

A  DISCUSSION  ON  GAS-BUUNEliS.  rator,  as  any  effect  it  produces  is  not  by  regeneration. 

There  was  an  interestmg  discussion  (given  elsewhere),  at 
the  North  British  Gas  Managers’  meeting,  upon  Mr.  Geo.  it. 

Hislop’s  paper  on  gas-buniers,  already  pubhshed,  in  the 
course  of  which  one  or  two  observations  were  made  that 
suggest  a  few  words  of  comment.  Mr.  A.  Macpherson,  of 
Kirkcaldy,  displayed  righteous  indignation  against  the 
itinerant  sellers  of  gas-burners,  who  victimize  ignorant  gas 
consumers  by  selling  to  them,  at  4d.  or  Gd.  each,  common 
articles  of  this  description  worth  only  4s.  Od.  a  gross.  The 
mischief  done  by  these  men  is  doubtless  still  considerable ; 
but  there  is  reason  to  believe  that  the  modern  practice 
of  hiring  out  gas-stoves,  &c.,  by  Gas  Companies  has  had 
a  marked  influence  upon  the  trade  of  the  gas-burner 
peillars.  We  are  assured  that  these  gentry  are  not  by 
any  means  so  troublesome  as  they  used  to  be,  when  con¬ 
sumers  thought  that  the  Gas  Companies,  who  left  their 


THE  MEETING  OF  THE  SOUTH  METUOPOLITAN  GAS 
COMPANY— MH.  DRAY  APPE.\R3  AGAIN. 

The  Ordinary  General  Meeting  of  the  South  Metropolitan 
Gas  Company  was  held  on  Wednesday  last ;  and  the  usual 
report  of  the  proceedings  will  be  found  in  another  column. 
The  speech  of  the  Chairman,  Mr.  George  Livesoy.  in  moving 
the  adoption  of  the  report,  docs  not  present  much  matter  for 
comment.  He  had  evidently  read  the  remarks  which  appeared 
in  last  week's  Journal  upon  the  wearisoinenessof  the  detail^ 
comparison  of  entries  in  new  accounts  with  others  a  year  old  ; 
and  he  most  scrupulously  refrained  from  giving  occasion  for 
similar  complaint  in  his  own  case.  With  the  single  exception 
of  the  cost  of  coals— which,  os  he  pointed  out.  were  4.1.  iH>r  ton 
cheaper— Mr.  Livesey  did  not  do  any  meiiUl  suhlraclion 
sums.  The  principal  part  of  his  speech  was  devoteil  to  a 
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statement  of  the  part  he  took  in  connection  with  the  move¬ 
ment  for  the  abolition  of  the  Coal  Dues ;  but  this  was 
only  an  amplification  of  what  he  said  at  the  recent  meet¬ 
ing  of  the  Chartered  Company.  The  statement  respecting 
the  organization  of  cookery  lectures  by  the  Company, 
and  the  immediate  results  of  this  step,  was  most  instruc¬ 
tive.  Mr.  Livesey  claims  that  by  this  means  the  Company 
have  succeeded  in  placing  out  1000  additional  stoves  ;  and  as 
a  gas-rental  of  £5  per  annum  per  stove  is  not  an  extravagant 
estimate,  it  follows  that  the  Company  stand  to  gain  an 
increase  of  business  from  this  source  of  not  less  than  £5000 
a  year.  The  chief  interest  of  the  meeting,  however,  to  those 
who  were  present  was  the  personal  attack  made  by  Mr. 
George  Bray  upon  Mr.  Livesey,  It  is  much  to  be  regretted 
that  Mr.  Bray  has  not  chosen  earlier  the  opportunity  afforded 
by  these  meetings  for  showing  his  rancour  against  Mr.  Livesey. 
He  has  been  seen  in  the  room  on  previous  occasions ;  and 
as  one  of  the  counts  of  his  indictment  of  the  Chairman 
referred  to  business  that  transpired  several  years  ago,  he 
might  have  raked  the  matter  up  at  any  time  since  he  became 
a  shareholder  on  April  1,  1886 — and,  it  may  be  remarked  in 
parenthesis,  with  equal  success.  He  might  just  as  well  have 
tried  his  strength  against  Mr.  Livesey  here  as  elsewhere. 
On  Wednesday  he  prefaced  his  stale  matter  with  a  restate¬ 
ment  of  the  ridiculous  fable  about  the  East  Greenwich  Gas- 
Works  sinking  into  the  ground,  which,  in  its  absurd 
inflation  upon  the  thinnest  possible  basis  of  fact,  is 
of  a  piece  with  most  of  Mr.  Bray’s  “charges.”  Nobody 
can  surpass  Mr.  Bray  in  the  art  of  blowing  bubbles.  Give 
him  a  drop  of  soapy  water,  and  he  will  blow  the  most 
surprising  bubbles  of  all  sizes  and  shapes,  and  link  them 
together  so  cunningly  that,  to  his  own  perverted  vision,  they 
appear  like  a  chain  cable  of  damnatory  evidence.  His  conduct 
on  Wednesday  was  characteristic  to  a  degree.  He  preferred 
a  vague  “charge”  against  the  Directors,  of  withholding 
“  sound  and  true  information  ”  from  the  proprietors.  When 
ruled  out  of  order,  he  contended  that  he  was  in  order.  He 
threatened  that  unless  he  was  satisfied  then  and  there,  the 
Directors  would  hear  more  of  the  matter ;  and  he  coolly 
ordered  the  Chairman  when  to  reply  to  him.  By  no  stretch 
of  charity  can  it  be  held  that  his  remarks  were  inspired  by 
regard  for  the  prosperity  of  the  Company  ;  and  if  he  wanted 
to  learn  how  such  a  variation  upon  the  ordinary  business  of 
a  shareholders’  meeting  as  he  provided  is  regarded  by  the 
proprietors  generally,  he  had  his  lesson  from  Mr.  G.  Howlett 
and  others.  As  we  said  before,  however,  these  meetings 
afford  him  a  capital  opportunity  for  showing  the  spirit  in 
which  he  regards  Mr.  Livesey  ;  and  it  is  to  be  hoped  he  will 
take  the  fullest  advantage  of  them.  Has  he  overlooked  the 
possibility  of  becoming  a  shareholder  of  the  Crystal  Palace 
District  Gas  Company,  where  he  would  have  the  additional 
advantage  of  vilifying  Mr.  Livesey  as  a  Director,  and  Mr. 
Magnus  Ohren  and  Mr.  Charles  Gandon  as  respectively 
Secretary  and  Engineer  of  the  Company  ?  If  so,  we  make 
him  a  present  of  the  suggestion.  Seriously,  however,  what 
an  extraordinary  spectacle  is  presented  by  this  behaviour  of 
Mr.  Bray  towards  those  whom  he  elects  to  distinguish  by  his 
hate  !  Where  is  there  a  parallel  to  it  ?  Mr.  Bray  is  one  of 
the  phenomena  of  the  age,  if  he  only  knew  it. 

NORTH  OF  IRELAND  ASSOCIATION  OF  GAS  MANAGERS. 
The  First  Annual  Meeting  of  this  Association,  held  at 
Lisburn  last  Tuesday,  was  in  every  respect  a  satisfactory 
inauguration  of  what  we  cordially  hope  will  prove  a  career 
of  increasingly  useful  work.  The  whole  of  the  arrangements 
for  the  reception  of  the  members  were  carried  out  by  the 
President  (Mr.  E.  Stears)  and  Mr.  James  Whimster,  of 
Armagh,  with  the  latter  of  whom  originated  the  idea  of 
forming  the  Association,  and  who  has  since  undertaken  the 
duties  of  Honorary  Secretary  and  Treasurer.  Under  the 
direction  of  these  two  gentlemen,  an  attractive  programme 
of  business  had  been  settled  ;  and,  with  the  exception  of 
one  item,  it  was  completed  before  the  members  dined  together 
as  a  fitting  close  to  the  day’s  proceedings.  A  visit  to  the 
works  of  the  Lisburn  Gas  Company  was  made  by  most  of 
those  attending  the  meeting  ;  and  this  enabled  them  to  follow 
with  interest  and  greater  profit  the  account  of  the  works 
given  by  the  President  in  his  opening  address.  Thereafter 
three  highly  practical  papers  were  read — by  Mr.  W.  B. 
Featherstone,  of  Dundalk,  on  the  utilization  of  tar  for  various 
purposes  upon  and  outside  gas-works ;  by  Mr.  A.  Waddell, 
of  l^ewtownards,  descriptive  of  his  experience  with  Hislop’s 
regenerative  furnace  for  the  heating  of  retorts  ;  and  by  Mr. 
J.  Robb,  of  Limavady,  giving  an  account  of  his  arrangement 
of  retort- setting  specially  adapted  for  small  works.  Discussions 


of  a  conversational  character  followed  the  reading  of  the 
papers  ;  and  the  authors  of  them  were  complimented  for  the 
trouble  they  had  taken  in  their  preparation.  It  should  be 
mentioned  that  consequent  on  the  half-yearly  meeting  of  the 
Cork  Gas  Company  being  fixed  for  the  same  day,  Mr.  T. 
Travers  was  unable  to  be  present  to  read  the  paper  he  had 
promised  on  the  question,  “  How  can  we  best  Assist  our  Con¬ 
sumers  ?  ”  A  strong  Committee  was  elected  to  carry  on  the 
work  of  the  Association  during  the  coming  year,  with  Mr. 
Featherstone  as  President ;  and,  out  of  compliment  to  him, 
it  was  arranged  to  hold  the  next  meeting  at  Dundalk.  In 
closing  this  brief  notice  of  the  gathering  (reported  elsewhere 
to-day),  we  cannot  but  congratulate  the  Executive  on  the 
success  that  has  attended  their  efforts  to  launch  the  Associa¬ 
tion — the  healthy  tone  of  friendliness  pervading  the  whole  of 
the  proceedings  auguring  well  for  the  future  of  the  Society, 

THE  BRITISH  ASSOCIATION  MEETING. 

The  scientific  world  is  looking  forward  to  the  forthcoming 
meeting  of  the  British  Association  for  the  Advancement  of 
Science,  which  is  this  year  to  be  held  at  Bath  under  the 
presidency  of  Sir  Frederick  Bramwell,  who  is  called  by  a 
writer  in  The  Times  “  one  of  the  most  popular  members  of 
“  the  Association.”  It  is  rather  a  remarkable  thing  that  the 
climax  of  a  successful  Civil  Engineer’s  career  appears  to  be 
election  to  the  three  honourable  offices  of  President  of  the 
Institution  of  Civil  Engineers,  Chairman  of  the  Council  of 
the  Society  of  Arts,  and  President  of  the  British  Association, 
which  usually  follow  fast  on  each  other.  This  was  the  case 
with  Sir  William  Siemens ;  and  the  experience  is  repeated 
hy  Sir  Frederick  Bramwell.  No  doubt  Sir  Frederick  will  be 
able  to  give  the  world  an  interesting  Inaugural  Address.  He 
may  not  find  much  to  say  about  gas,  although  his  connection 
with  it  must  have  been  very  profitable  ;  but  he  is  certain  to 
say  something  about  his  newer  love,  electric  lighting.  One 
feature  of  the  meeting  is  expected  to  present  unusual  interest. 
A  number  of  discussions  have  been  arranged  for  upon  speci¬ 
fied  subjects,  and  much  expectation  has  been  excited  respect¬ 
ing  the  outcome  of  this  experiment,  which  is  decidedly  worth 
trying  in  other  scientific  societies.  It  has  of  late  been  com¬ 
plained  that  the  time  allowed  for  the  discussion  of  papers 
contributed  in  most  of  the  sectional  meetings  of  the  Associa¬ 
tion  has  been  insufficient,  and  it  remains  to  be  seen  whether, 
by  the  device  stated,  discussion  can  be  reinstated  to  its  proper 
place  as  one  of  the  chief  attractions  of  a  meeting  of  scientific 
authorities.  It  always  seems  a  matter  for  regret  when  the 
time  of  such  meetings  is  too  much  occupied  with  the  reading 
of  papers,  many  of  which  must  be  of  inferior  interest  and  value 
to  much  that  a  few  of  the  audience  who  are  condemned  to 
silence  could  advance  on  the  same  subjects.  It  is  not  within 
our  province  do  discuss  in  advance  the  topics  that  are  likely 
to  be  dealt  with  in  the  various  sections.  It  may  be  mentioned, 
however,  that  Lord  Bramwell  is  to  preside  over  the  Section 
of  Economics;  and  as  his  Lordship  is  known  to  be  a  deter¬ 
mined  opponent  of  the  socialistic  tendency  of  the  age, 
the  debates  in  this  department  of  the  Association  bid  fair  to 
be  pretty  lively.  Professor  Foxwell  is  to  contribute  a  paper 
on  “  The  Tendency  of  Competition  to  Result  in  Monopoly,  ” 
as  to  which  the  history  of  the  gas  supply  of  London  and  many 
other  towns  may  be  cited  as  potent  examples  likely  to  occur 
to  the  minds  of  our  readers.  Mr.  L.  L.  F.  R.  Price  is  down 
for  a  paper  on  “  The  Relations  of  Sliding  Scales  to  Economic 
“  Theory,”  which  also  has  a  familiar  sound.  Mr.  W.  H.  Preece 
is  to  preside  over  the  section  devoted  to  Mechanical  Science, 
and  is  expected  to  review  the  practical  applications  of  electri¬ 
city,  with  special  reference  to  lighting.  In  this  section  Pro¬ 
fessor  G.  Forbes  is  to  explain  the  Westinghouse  system  of 
electric  lighting,  for  the  first  time  in  Engiand.  Altogether,  if 
not  exceptionally  brilliant,  or  likely  to  be  rendered  remarkable 
by  the  announcement  of  any  great  discovery,  the  meeting  bids 
fair  to  be  of  average  interest. 

GASHOLDERS  WITH  MODIFIED  GUIDE-FRAMING. 

The  Rotherhithe  gasholder  experiment,  and  the  observations 
we  made  upon  it,  have  drawn  an  interesting  criticisrn  from 
the  correspondent  who  has  chosen  on  previous  occasions  to 
call  himself  “  Theory  and  Practice” — a  nom  de  plume  which 
fits  him  better  than  most  appellations  of  the  kind.  We  have 
nothing  particular  to  object  to  in  the  severity  of  the  con¬ 
demnation  which  the  critic  meets  out  for  our  own  remarks. 
So  long  as  this  class  of  subject  is  discussed  with  that  amount 
of  interest  which  leads  to  useful  developments  either  of  theory 
or  practice,  it  is  idle  to  cavil  at  expressions  denoting  indivi¬ 
dual  differences  of  opinion.  There  is  nothing  like  a  ques¬ 
tion  of  strains  to  evoke  such  expressions  among  engineers  who 
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habitually  study  these  matters,  as  anyone  may  see  by  the  , 
correspondence  columns  of  the  general  engineering  peiio  ca  s. 
He  would  be  a  rash  man  who  would  expect  to  obtain  a  con¬ 
sensus  of  professional  opinion  respecting  the  arnount  and 
direction  of  the  strains  in  a  three-legged  stool,  and  how 
more  diversity  of  doctrine  may  be  permitted  m  legaicl  o 
such  a  complicated  structure  as  a  telescopic  gasholder . 
Our  esteemed  correspondent  accuses  us  of  confusing  between 
the  load  upon  a  cantilever  and  the  method  by  which  the  load 
is  sustained.  It  is  possible  that,  in  the  endeavour  to  be  direct 
and  simple  in  expressing  the  most  obvious  results  oi  tlie 
Rotherhithe  experiment,  we  may  have  erred  in  this  way  ;  but 
the  impeachment  does  not  weigh  very  heavily  upon  our  con¬ 
science.  When  we  remember  how  recondite  the  theory  of  beams 
may  appear  when  treated  au  fond  by  such  writers  as  Rankine, 
and  how  intelligible  to  the  most  ordinary  capacity  the  prin¬ 
ciple  of  the  lever  is  made  by  Tait  and  other  elementary 
teachers  who,  for  the  immediate  purpose,  ignore  the  theory 
of  “couples,”  it  may  perhaps  be  pardoned  if  it  is  sought  to 
render  the  first  semi-popular  statement  of  such  a  novel 
result  as  that  of  Rotherhithe  more  readable  and  striking 
than  profound.  We  have  not  pretended  to  conceal  the  fact 
that  in  this  structure,  with  shortened  guide-framing,  the  top 
unsupported  lift  is  required  to  transmit,  through  its  own 
substance,  whatever  overturning  stresses  it  may  have  to 
endure  to  its  base,  instead  of  transferring  them  to  a  separate 
supporting  framework.  All  that  we  were  concerned  to  show 
was  that  this  self-sustaining  power  can  and  does  exist. 
Nobody  will  deny  that  the  top  lift  of  a  holder  can  and 
generally  does  press  against  its  guide-framing— or,  as  it 
might  be  stated,  that  the  guide-framing  does  sometimes  press 
against  the  holder.  The  question  is.  Is  this  pressure  neces¬ 
sary  to  the  stability  of  the  structure  ?  and  this  question  the 
Rotherhithe  experiment  answers  in  the  negative.  We  are 
left  in  doubt  whether  our  correspondent  really  wishes  to 
uphold  what  we  have  apparently  offended  him  by  calling  the 
“  old  theory  ’’  of  gasholder  framing  or  not.  This  theory, 
as  we  endeavoured  to  define  it,  is  that  because  a  gasholder 
presses,  under  certain  conditions,  against  the  top  of  its 
guide-frame,  therefore  the  latter  must  be  carried  to  the  full 
height  of  the  holder’s  path.  W’ith  all  deference  to  our  corre¬ 
spondents  objections  to  the  way  in  which  our  observations 
were  worded,  we  maintain  that  but  for  some  such  modifica¬ 
tion  of  this  view  as  that  which  we  have  dared  to  distinguish 
as  the  “new  theory,”  the  practical  effect  would  have  been 
that  guide-framing  would  have  been  carried  to  the  full  height 
so  long  as  gasholders  continue  to  be  built.  Our  correspon¬ 
dent  accuses  us  of  misrepresenting  the  position  occupied  last 
year  with  reference  to  this  point  by  Mr.  Corbet  Woodall  and 
Mr.  Foulis  ;  but  will  he  contend,  from  anything  either  of 
these  eminent  Engineers  is  reported  to  have  said  at  this 
time,  that  they  would  have  been  prepared  to  do  what  Mr. 
Livesey  has  done  at  Rotherhithe  ?  W’e  repudiate  the  allega¬ 
tion  that  anything  we  remarked  upon  the  Rotherhithe  ex¬ 
periment  was  intended  to  upset  any  established  principle  of 
mechanics,  and  cannot  find  any  colourable  excuse  for  the 
reproach.  Our  critic  is  hardly  fair,  moi-eover,  in  falling  as 
he  does  upon  our  statement  (intended  merely  to  enforce  a 
certain  view  expressed  in  the  context)  respecting  the  ability 
of  a  gasholder  that  will  stand  in  fair  weather  to  do  so  in  a 
storm.  What  we  meant  by  this  rather  daring  observation 
was  merely  to  emphasize  the  inherent  instability  of  such 
structures,  the  effect  of  which,  as  we  argued,  is  much 
greater  than  the  accidental  overturning  strain  of  an  external 
force.  It  was  a  confessed  exaggeration,  designed  to  attract 
attention  to  a  factor  of  the  general  problem  that  seemed  to 
require  to  be  brought  into  prominence.  In  conclusion,  we 
may  be  permitted  to  point  out  that,  in  his  haste  to  find  fault 
with  our  observations,  the  critic  has  allowed  himself  to  fall 
into  something  very  like  self-contradiction.  In  one  place 
he  defends  the  promulgation  of  “theories"  against  the  in¬ 
credulity  of  unreasoning  persons ;  and  yet  he  winds  up  by 
quoting  a  remark  of  Mr.  George  Livesey’s  addressed  against 
theorizing,  merely  because  it  can  be  done  “  at  a  desk  " — the 
remarkable  thing  being  that  in  this  particular  theory  Mr. 
Livesey  himself  was  deeply  interested,  and  was  more  than  half 
inchned  to  accept  it ! 


In  order  that  there  may  be  no  misunderstanding  as  to  the  con¬ 
sumption  of  gas  at  Reading  during  the  summer  months,  it  should 
be  pointed  out  that  the  “  four  settings  of  eights,”  whicli  it  was 
stated  in  the  article  in  the  Journal  last  week  (p.  ‘284)  were 
sufficient  to  meet  the  requirements  of  the  town  at  the  time  of  the 
writer’s  visit,  were  “  through  ”  settings,  or  04  mouthpieces. 


qJArUx  anl)  <§amtariT|  Affairs. 


Tub  accounts  attached  to  the  report  of  the  Thames  Conser¬ 
vators  for  the  past  year  show  that  the  contributions  from 
the  Metropolitan  Water  Companies  towards  Uie  revenue  of 
the  upper  navigation  amounted  to  £15,050,  in  addition  to 
£1450  in  aid  of  the  lower  navigation.  The  dividing-line 
between  the  two  sections  is  at  Staines  ;  and  the  upper  navi¬ 
gation  extends  to  Cricklade,  in  Wiltshire.  The  Conservators 
state  in  their  report  that  the  funds  provided  for  the  main¬ 
tenance  of  the  river  above  Staines  have  hitherto  been  found 
inadequate  to  enable  them  to  carry  out  the  duties  imposed 
upon  them  by  Parliament ;  and  to  this  fact  they  have 
frequently  called  attention.  But  they  are  now'  in  a  position 
to  announce  that,  with  a  view  to  overcome  this  financial 
difficulty  as  far  as  possible,  they  have  arranged  with  five  of 
the  Metropolitan  Water  Companies  for  these  bodies  to 
enlarge  their  contributions.  The  Conservators  express  their 
belief  that  the  extra  revenue  thus  obtained  “  will  aid  very 
“  materially  in  the  maintenance  of  the  navigation,  and  in 
“  securing  the  purity  of  the  water  supply.”  Perhaps  the  chief 
benefit  will  appertain  to  the  navigation  ;  for  it  appears  by  the 
report  that,  at  the  time  this  arrangement  was  made,  the  Conser¬ 
vators  had  so  successfully  exercised  their  powers  as  to  enable 
them  to  say  that,  “  excepting  from  the  towi  of  Staines,  and 
“  some  minor  instances  which  are  being  remedied,  there  is 
“  practically  no  pollution  passing  into  the  river  above  the 
“  intakes  of  the  Water  Companies.”  So  far  as  Staines  is 
concerned,  the  Conservators  have  indicted  the  Urban  Sanitary 
Authority  in  the  Court  of  Queen’s  Bench.  The  facts  are 
admitted ;  but  there  are  points  of  law  to  be  settled  in  the 
Court  for  Crown  Cases  Reserved.  We  are  glad  to  find  the 
Conservators  dealing  vigorously  with  the  numerous  house¬ 
boats  and  steam-launches  on  the  Thames,  by  serving  notices 
on  the  owners,  and  instructing  their  officers  to  keep  a  strict 
watch  over  these  vessels,  so  as  to  detect  any  case  of  pollution 
therefrom.  Accordingly,  there  is  a  prospect  that  the  river 
will  not  only  be  kept  as  clean  as  heretofore,  but  will  even  be 
subject  to  further  improvement.  The  precautions  requisite 
with  regard  to  the  water  supply  throughout  the  country 
are  adverted  to  in  a  memorandum  drawn  up  by  Dr. 
George  Buchanan,  F.R.S.,  and  issued  w'ithin  the  last 
few  days  by  the  Local  Government  Board.  In  this  document 
there  is  no  reference  to  the  Metropolis ;  and  w'e  presume 
there  was  no  intention  on  the  part  of  Dr.  Buchanan  to 
include  the  London  Water  Supply  in  his  remarks.  Everyone 
w'ill  agree  w'itli  him  that  “no  impure  water”  should  be 
drunk — understanding  by  impurity  that  which  is  of  a 
“  dangerous  organic  ”  character.  But  one  or  two  remarks 
might  be  strained  into  a  meaning  adverse  to  the  use  of  any 
water  taken  from  an  open  river,  ^\’e  do  not  suppose  this 
was  intended  as  a  reflection  on  the  character  of  the  London 
Water  Supply  ;  and  it  is  to  be  hoped  that  the  public  mind 
will  be  in  no  degree  disturbed  on  this  point.  The  drinking 
supply  of  London,  after  being  tested  chemically,  biologically, 
and  physiologically,  proves  itself  to  be  a  wholesome  water, 
and,  as  such,  fulfils  every  reasonable  requirement.  So  far 
as  the  source  is  concerned,  that  is  being  guarded  with 
increasing  care  ;  while  the  treatment  which  the  water  under¬ 
goes  before  it  reaches  the  consumer  interposes  what  appears 
to  be  an  insuperable  barrier  against  the  passage  of  anything 
hurtful.  One  thing  has  been  made  clear — that  the  Water 
Supply  of  London  has  undergone  a  remarkable  degree  of 
improvement,  for  the  maintenance  of  which  there  is  the 
fullest  guarantee  in  the  shape  of  a  most  rigorous  supervision, 
official  and  semi-official. 

If  the  Corporation  -of  London  are  in  agreement  with  the 
report  which  has  been  drawn  up  by  the  Gas  and  Water  Com¬ 
mittee  of  that  body  in  respect  to  the  constant  supply,  the 
attitude  of  the  City  authorities  on  this  subject  is  somewhat 
remarkable.  The  Vestries  of  sundry  City  parishes  have  sent 
in  petitions,  asking  the  Corporation  to  notify  the  Water 
Companies  that  a  constant  supply  is  required.  The  Com¬ 
mittee  of  the  Corporation  having  conferred  with  the  New 
River  Company,  who  supply  the  greater  part  of  the  City, 
have  found  the  Company  perfectly  willing  to  make  the  supply 
constant  as  soon  as  the  premises  to  which  it  is  to  be  given  are 
provided  with  the  requisite  fittings.  The  reasonableness  of 
this  requirement  is  shown  by  a  statement  in  the  Committee's 
report,  that  there  is  some  danger  of  pipes  bursting  when 
“  charged  with  the  high  pressure  of  the  constant  supply.” 
Such  a  casualty  in  a  City  warehouse  miglit  involve  serious 
I  damage  to  costly  goods.  But  the  Committee  have  a  supreme 
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consideration  for  the  cost  of  the  fittings,  and  are  of 
opinion  that  the  expense  would  be  more  than  the  householder 
would  care  to  incur.  Another  apprehended  difficulty  is  that 
of  doing  away  with  all  the  old  fireplugs  ;  rendering  it  neces¬ 
sary  that  the  number  of  hydrants  should  be  doubled.  Fire¬ 
plugs  will  not  stand  high  pressure,  and  hydrants  must  be 
substituted.  But  there  are  so  many  hydrants  in  the  City 
already,  that  we  should  have  thought  a  moderate  addition  to 
their  number  would  have  sufficed  to  take  the  place  of  the 
remaining  fire-plugs.  Moved  probably  by  a  kind  of  sympa¬ 
thetic  instinct,  the  Committee  took  counsel  with  Mr.  Archi¬ 
bald  Dobbs,  who  told  them  “  he  felt  very  strongly  that  the 
“  citizens  would  regret  it,  if  the  petitions  in  favour  of  a  con- 
“  stant  supply  were  acceded  to.  ”  Why  they  should  regret  it 
does  not  appear,  except  on  the  ground  of  expense,  which  the 
Committee  estimate  as  exceeding  £5  per  house,  though  it  is 
by  no  means  certain  that  this  would  occur  in  every  case.  Out¬ 
side  this  pecuniary  consideration,  it  is  curious  to  find 
the  Committee  of  the  Corporation  using  an  old  argument  in 
favour  of  the  intermittent  supply — viz.,  that  it  promotes 
the  flushing  of  the  drains.  The  Committee,  “  for  these 
“and  other  reasons,  ”  are  of  opinion  that  it  is  not 
expedient,  in  the  interest  of  the  petitioners  and  the 
citizens  generally,  to  take  any  steps  in  the  direction 
indicated.  Perhaps  there  are  “  other  reasons  ”  more  cogent 
than  those  which  have  been  published.  We  presume  it 
is  a  matter  of  indifference  to  the  New  River  Company 
whether  people  have  a  constant  supply  of  water  or  one 
that  is  intermittent.  But  it  seems  rather  strange  that 
the  Coi’poration  should  manifest  so  little  zeal  in  bringing 
about  a  change  which  has  been  persistently  urged  by  sani¬ 
tarians  and  recommended  in  Parliament.  Perhaps  the  City 
Vestries  will  consider  the  matter  a  little  further,  and  will 
conclude  to  lay  their  case  before  the  Local  Government 
Board,  in  accordance  with  section  11  of  the  Metropolis  Water 
Act,  1871.  Or  they  may  await  the  advent  of  the  County 
Council,  in  whose  deliberations  superior  wisdom  may  be  found. 
With  52  per  cent,  of  the  houses  in  the  Metropolis  in  posses¬ 
sion  of  the  constant  supply,  it  seems  a  little  singular  that 
the  City,  with  all  its  wealth,  should  think  the  cost  of  such 
a  boon  too  great  for  its  inhabitants  to  bear. 


The  Commissioners  of  Sewers  will,  says  Money,  make  another 
attempt  in  the  coming  winter  to  waste  the  ratepayers’  money  in 
introducing  the  electric  light  into  the  City.  “  The  Anglo-American 
Brush  Company  are  desirous,  ”  our  contemporary  remarks,  “  of 
offering  the  worthy  Fathers  every  facility,;  but  we  fancy  that  the 
common  sense  of  the  Corporation  will  again  stop  the  experiment.” 

At  a  specially-convened  meeting  of  the  Salford  Town  Council 
held  last  Wednesday,  Mr.  John  Graves,  who  has  been  Town  Clerk 
for  a  number  of  years,  tendered  his  resignation.  After  some  dis¬ 
cussion,  the  Council  (by  a  narrow  majority)  decided  not  to  accept 
it;  but  to  refer  to  the  Finance  Committee  the  matters  with  regard 
to  which  his  resignation  had  been  tendered. 

It  is  reported  that  Mr.  D.  Ford  Goddard,  Assoc.  M.  Inst.  C.E., 
formerly  Engineer,  and  now  one  of  the  Directors,  of  the  Ipswich 
Gas  Company,  intends  to  offer  himself  at  the  next  election  as  a 
candidate  for  the  representation,  in  the  Liberal  interest,  of  the 
borough  with  which  his  family  have  been  associated  for  so  many 
years.  Mr.  Goddard  is  already  a  member  of  the  Town  Council. 

We  learn  that  Mr.  John  Chambei’lain,  who  has  been  for  the  past 
eight  years  engaged  at  the  Beckton  Gas-Works,  will  leave  England 
in  about  a  month,  to  take  the  appointment  of  Assistant  Engineer 
(under  Mr.  J.  T.  Wynne)  at  the  West  Melbourne  station  of  the 
Metropolitan  Gas  Company.  We  understand  that  these  works  are 
about  to  be  considerably  extended ;  and  that  the  selection  of  Mr. 
Chamberlain  is  due  to  the  experience  he  has  had  at  Beckton  in 
the  erection  of  both  gas  manufacturing  and  chemical  plant. 

At  the  meeting  of  the  Newbury  Town  Council  last  Tuesday, 
the  salary  of  the  Gas  Engineer  and  Manager  (Mr.  R.  M.  Couper) 
was  increased  by  ^£25  per  annum.  The  Chairman  of  the  Gas 
Committee  (Mr.  C.  Lucas),  in  asking  the  Council  to  sanction 
the  advance,  which  he  said  had  had  the  careful  consideration 
of  the  Committee,  he  remarked  that  though  Mr.  Couper’s  salary 
was  the  same  as  that  of  his  predecessor,  the  work  of  the  under¬ 
taking  had  increased  something  like  33  per  cent.,  and  two  sub¬ 
stantial  reductions  had  been  made  in  the  price  of  gas. 

According  to  a  paragraph  which  appeared  in  the  Lancaster 
Gazette  last  Saturday,  the  satisfactory  results  of  the  management 
of  the  Corporation  gas  undertaking  in  the  twelve  months  ending 
June  30  last  has  enabled  the  Gas  Committee  to  recommend  another 
reduction,  to  the  extent  of  3d.  per  1000  cubic  feet,  in  the  price  of 
gas.  Taking  off  the  discount  allowed  for  prompt  payment,  the 
price  will  stand  at  2s.  3d.  per  1000  feet.  Our  contemporary  heartily 
congratulates  the  Engineer  and  Manager  (Mr.  C.  Armitage,  F.C.S.) 
on  the  results  he  has  achieved,  and  expresses  the  hope  that  the 
Committee  will  show  in  some  practical  way  their  appreciation  of 
his  efforts. 


(Assays.  Comnxeittarks,  ant) 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  349.) 

As  usual  at  this  time  of  year,  business  on  the  Stock  Exchange  is 
rapidly  becoming  more  and  more  restricted.  Last  week  was,  on 
the  whole,  very  quiet ;  and  the  general  tendency  in  the  principal 
departments  was  to  reduce  prices.  This  was  partly  by  way  of  re¬ 
action  from  the  recent  rise,  and  partly  owing  to  lack  of  support, 
while  towards  the  close  some  degree  of  uneasiness  regarding  the 
aspect  of  Continental  affairs,  rather  accentuated  the  downward 
tendency.  It  was  also  thought  probable  that  the  Bank-rate  might 
have  been  raised  further  on  Thursday ;  though,  in  fact,  it  was  not. 
The  Gas  Department  has  been  an  exception  to  the  general  rule — 
exhibiting  great  firmness.  Several  quotations  have  advanced, 
while  only  one  Company  shows  a  decline.  The  aggregate  of 
business  done  has  not  been  large  ;  but  the  Metropolitan  Companies 
have  had  their  full  share  of  it.  Gaslight  “  A  ”  continues  steadily  to 
regain  the  position  from  which  it  was  so  unreasonably  displaced  on 
the  appearance  of  an  Electric  Lighting  Company’s  prospectus  ;  and 
the  quotation  shows  an  improvement  of  1^,  with  business  marked 
at  259J.  South  Metropolitan  has  been  moderatively  active,  and 
the  stocks  have  changed  hands  at  good  figures  ;  the  top  price  being 
repeatedly  marked,  though  the  quotation  is  nominally  left 
unchanged.  Commercial  has  been  unusually  busy,  and  shows  out 
firm ;  the  new  stock  marking  a  rise  of  2.  The  Suburban 
and  Provincial  undertakings  do  not  exhibit  any  change,  though 
the  reports  of  two  of  them  —  the  Tottenham  and  Edmonton, 
and  the  Brighton  and  Hove — ^^just  issued  are  highly  favour¬ 
able.  The  former  are  enabled  to  reduce  the  price  of  their 
gas  by  2d.  per  1000  cubic  feet  for  the  current  half  year,  and  the 
latter  to  make  a  similar  reduction  in  the  coming  half  year.  Taking 
these  facts  in  connection  with  what  we  said  last  week  about  the 
Commercial,  we  believe  the  past  half  year  will  prove  to  have  been 
a  very  favourable  one  for  many  Companies.  Of  the  Foreign 
division.  Imperial  Continental  are  1  better ;  Europeans,  ^ ;  and 
Malta,  The  only  relapse  is  in  Alliance  and  Dubhn.  The  Water 
Companies  have  been  so  extremely  quiet  as  to  admit  of  no  daily 
record  of  business  done  in  them.  Quotations,  however,  still  creep 
up  by  small  degrees. 

In  Gas  the  daily  operations  were  :  Monday’s  business  was  very 
fair,  and  mostly  in  South  Metropolitans.  Tuesday  was  much 
quieter.  European  old  rose  4^.  There  was  renewed  activity  on 
Wednesday,  especially  in  Gaslight  “  A,”  which  was  in  good  de¬ 
mand.  Imperial  Continental  rose  1.  Lambeth  Water  also  rose  1. 
On  Thursday,  Gaslight  “  A  ”  was  again  in  request,  as  also  Com¬ 
mercial  ;  the  former  changing  hands  at  higher  figures  than  the 
quotation.  Gaslight  4  per  cent,  debenture  advanced  1.  In  Water, 
Kent  rose  2  ;  and  East  London  and  Chelsea,  1  each.  Friday's 
business  was  more  restricted,  but  prices  rose — Commercial  new 
advancing,  2;  Gaslight  “A,”  1^;  European  new,  4  each;  and 
Malta,  J.  Alliance  old  fell  ^ ;  and  the  new,  J.  Saturday  was  even 
more  than  usually  quiet,  and  two  or  three  transactions  at  firm 
figures  were  all. 


ELECTRIC  LIGHTING  MEMORANDA. 

ELECTRIC  LIGHTING  AT  THE  BRITISH  ASSOCIATION — TROUBLES  AT  LEAMING¬ 
TON — THE  HISTORY  OP  THE  ELECTRIC  LIGHTING  AT  PADDINGTON 
STATION — FALSE  NEWS. 

As  if  electric  lighting  had  not  been  sufficiently  talked  about,  in 
proportion  to  the  amount  of  work  done,  the  scientific  electri¬ 
cians  are  preparing  for  a  grand  effort  at  the  forthcoming  meeting 
of  the  British  Association.  The  chair  of  the  section  devoted  to 
Mechanical  Science  is  to  be  occupied  by  Mr.  W.  H.  Preece,  the 
Electrician  to  the  Post  Office,  who  may  be  depended  upon  to  say 
everything  about  electric  lighting  except  how  much  has  been  spent 
upon  it  at  St.  Martin’s-le- Grand,  and  why  it  has  not  been  more 
successful  there.  The  paper  by  Professor  Forbes,  upon  the  Westing- 
housel  system  of  electric  lighting  as  carried  out  in  America,  is 
looked  forward  to  with  considerable  interest,  although  it  is  difficult 
to  see  what  he  can  say  about  it  that  is  fresh  to  readers  of  the 
electrical  journals.  When  an  example  of  the  system  is  practically 
working  in  England,  it  may  be  possible  to  learn  something  more 
about  it.  Sir  Frederick  Bramwell,  as  President  of  the  Associa¬ 
tion,  will  probably  say  something  to  justify  the  title  of  electrician 
which  he  has  assumed  of  late  years ;  and  it  is  to  be  hoped,  for 
the  sake  of  his  reputation,  that  in  this  case  he  will  make  a  better 
job  of  it  than  in  the  paper  on  electric  lighting  which  he  read 
some  time  back  before  the  Institution  of  Civil  Engineers,  and 
which  gave  censorious  people  ground  for  remarking  that  it  is 
not  every  man  who  can  take  up  successfully  with  a  new  trade 
late  in  life.  On  the  whole,  however,  we  gravely  doubt  whether 
either  Sir  Frederick  Bramwell,  Professor  Forbes,  or  Mr.  Preece 
will  be  able  to  tell  the  people  of  Bath  much  to  the  purpose  about 
that  system  of  lighting  which  Mr.  Massingham,  theeai-shoemaker, 
proposes  to  bring  to  their  doors.  It  seems  a  great  drop  from  Sir 
Frederick  BramweU.  and  his  scientific  satellites  to  Mr.  Massing¬ 
ham,  of  Bath,  Taunton,  and  elsewhere  ;  but  we  should  be  puzzled 
to  state  which  knows  most  about  the  more  important  side  of  the 
subject — that  which  touches  the  pocket. 

We  all  know  that  even  a  worm  will  turn  at  last,  when  too 
heavily  trodden  upon  ;  and  so  Mr.  Arthur  Chamberlain,  albeit  no 
more  resembling  the  lowly  worm  than  any  other  gentleman  of  his 
name,  has  been  moved  to  give  the  Town  Council  of  Leamington 
“  a  piece  of  his  mind.”  As  is  generally  the  case  under  such 
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circutnetances,  however,  the  “  piece  ”  is  not  a  very  good  sample ; 
and  the  giver  would  have  done  better  if  he  had  kept  it  to  himself. 
The  authorities  of  Leamington  were  very  complaisant  to  Mr. 
Chamberlain  in  their  earlier  dealings  with  him,  and  gave  him  a 
great  many  facilities  for  displaying  what  he  could  do  in  the  way 
of  lighting  the  town  by  electricity.  As  frequently  happens  with 
local  authorities  and  their  favourities,  however,  length  of  time  and 
mutual  experiences  have  not  tended  to  an  increase  of  cordiality 
between  the  parties.  Some  of  the  Town  Council  have  said  very 
ugly  things  about  the  electric  lighting  of  the  streets,  and  this  body, 
as  a  whole,  have  lately  displayed  an  awkward  wish  to  have  their 
own  way  about  the  public  lighting.  Conse<iuently,  Mr.  Chamber- 
lain  has  become  utterly  disgusted  with  them  ;  and  he  has  rashly 
seized  an  opportunity  for  telling  them  so  in  writing.  He  complains 
that  his  “  motives  are  not  appreciated,"  and  emits  a  long  growl 
which  cannot  do  the  Council  any  harm  or  himself  any  good.  The 
actual  subject-matter  of  the  dispute  between  Mr.  Chamberlain  and 
the  public  lighting  authority  of  Leamington  is,  of  course,  mainly 
of  local  interest.  The  general  lesson  which  promoters  of  new¬ 
fangled  means  of  lighting  may  deduce  from  them  is  one  of  caution 
how  they  rush  in  when  they  find  a  local  authority  at  loggerheads 
with  the  gas  company.  It  may  be  taken  ns  an  axiom  that  a  town 
council  that  cannot  keep  upon  good  terms  with  the  gas  company 
on  account  of  the  public  lighting  will  seldom  be  found  permanently 
amiable  with  electricians. 

For  a  long  time  nothing  has  been  heard  of  the  electric  lighting 
installation  at  the  Paddington  terminus  of  the  Great  Western 
Railwa}’,  which  was  designed  by  Mr.  J.  G.  H.  Gordon,  for  the 
Telegraph  Construction  and  Maintenance  Company,  who,  after 
having  lighted  their  own  factory  at  East  Greenwich,  contemplated  the 
addition  of  an  electric  lighting  department  to  their  business,  under 
Mr.  Gordon's  management.  Last  week  the  Electrical  Review 
published  a  brief  history  of  this  experiment,  with  which  the 
Telegraph  Construction  Company  began  and  ended  their  electric 
hghting  aspirations.  We  are  therein  told,  what  we  always 
suspected — that  the  Company  had  enough  of  electric  lighting  in 
this,  their  first  contract,  and  that  they  "  suddenly  closed  the 
electric  lighting  department,  dispensed  with  the  services  of  the 
Ihlanager,  and  prematurely  closed  their  engagement  with  the  Great 
Western  Railway  Company."  Not  a  word  of  all  this  has  even  been 
allowed  to  transpire  at  the  ordinary  general  meetings  of  the  Com¬ 
pany  ;  and  the  proprietors  are  therefore  in  ignorance  respecting 
the  amount  of  money  lost  by  this  unfortunate  contract.  Mr. 
Gordon  figures  prominently  in  connection  with  the  Metropolitan 
Electric  Lighting  Compan}’,  which  is  verj’  dubiously  regarded  by  our 
contemporary.  They  freely  admit  that  there  has  been  something 
retarding  the  advancement  of  electric  lighting  which  electricians 
have  not  yet  bden  brought  to  acknowledge.  We  always  say  simply 
that  there  is  "  no  money  ”  in  the  business,  as  it  must  be  carried 
on  under  the  conditions  prevailing  in  Great  Britain  ;  and  it  would 
probably  be  found,  upon  investigation,  that  there  is  not  much 
difference  of  opinion  on  this  point  between  the  Electrical  Review 
and  ourselves,  if  the  whole  truth  were  revealed. 

Having  just  said  a  good  word  for  the  honesty  of  purpose  of  the 
conductors  of  the  Electrical  Review,  it  is  rather  a  pity  that  we 
must  follow  this  up  by  a  protest  against  the  same  journal  of  dis¬ 
seminating  false  intelligence.  Yet  in  the  same  issue  in  which  the 
history  of  the  Paddington  electric  lighting  experiment  is  truly  told, 
there  appears  an  altogether  misleading  report  respecting  the  cir¬ 
cumstances  of  electric  lighting  in  Paris.  We  are  told  that  “  the 
use  of  electricity  in  every-day  life  in  Paris  is  becoming  more  and 
more  manifest.”  This  may  or  may  not  be  true  in  a  general  way  ; 
but  the  writer  goes  on  to  assert  that  the  principal  thoroughfares 
of  the  French  capital  will  soon  be  lighted  by  electricity,  but  that  the 
great  stumbling-block  is  the  city  Gas  Company,  which  is  working 
tooth  and  nail  to  resist  the  innovation.  Its  losses  have  already 
been  considerable,  and  the  Directors  are  doing  all  in  their  power 
to  retain  custom  by  constantly  lowering  the  price  of  gas.  The 
shops  which  still  burn  gas  are  in  an  insignificant  minority."  It 
woiild  be  difficult  to  condense  more  blunders  into  as  many  words. 
It  must  suffice,  by  way  of  correction,  however,  to  remark  that  the 
Paris  Gas  Company  are  established  upon  the  basis  of  a  concession 
under  which  a  large  proportion  of  the  profits  are  divisible 
between  the  shareholders  and  the  Municipality,  and  that  accord¬ 
ingly  the  price  of  gas  has  not  been  reduced  by  a  centime  for  more 
than  thirty  years.  It  might  have  been  thought  that  no  resident 
in  Paris  could  have  remained  in  ignorance  of  the  troubles  which 
the  Gas  Company  have  had  with  their  customers  upon  this  very 
point.  Our  contemporary  has  been  egregiously  misled  in  this 
matter,  as  our  readers  scarcely  require  to  be  told. 


One  of  the  largest  firms  of  producers  of  gas  coal  in  Durham  have 
just  intimated  their  intention  to  raise  the  price  of  their  coal  to  78.  Od. 
per  ton,  less  per  cent. ;  and  it  is  expected  that  others  will 
follow  the  same  course.  For  best  gas  coal  the  demand  is  very 
large;  and  it  is  anticipated  that  there  will  be  higher  prices  known 
this  winter,  now  that  an  advance  is  obtainable  so  early  in  the 
autumn. 

The  gas  industry  in  France  has  lately  lost  an  able  member  in 
the  person  of  M.Meizel,who  for  a  long  time  filled  the  position 
of  Chief  Engineer  of  the  St.  Etienne  Gas  Company.  M.  Meizel 
was  associated  with  M.  Cadel  in  carrying  out  the  series  of  experi¬ 
ments  in  hot  condensation,  of  which  an  account  appeared  in  the 
Journal  a  few  years  since ;  and  his  name  has  occasionally  come 
before^  our  readers  in  connection  with  improvements  in  gas  manu- 
fawturing  appliances. 


S.\CCHARINE  .\S  SUBSTITUTE  FOR  SUGAR. 
According  to  reports  which  have  reached  us  from  various  sources, 
the  substitution  of  saccharine — the  recently  discovered  sweetening 
material  produced  from  coal  tar — for  sugar  is  not  attended  with  the 
advantages  which  were  at  first  claimed  for  it.  Mr.  J.  Michels, 
writing  lately  in  Health,  stated  that  he  had  been  using  saccharine 
instead  of  sugar  for  domestic  purposes  for  about  a  month,  and  had 
found  it  difficult  to  dissolve,  even  in  boiling  water,  although  soda 
was  added,  and  other  means  were  taken  according  to  formula,  for 
making  a  perfect  solution.  Mr.  Michels  says  this  trouble  has  been 
spoken  of  by  all  who  have  made  use  of  the  substance.  Saccharine 
is  not  altogether  odourless  or  tasteless  ;  but  in  use  it  does  not  im¬ 
part  any  particular  flavour,  and  he  found  its  sweetening  property  all 
that  could  be  desired.  He  thought  it  convenient  to  make  a  solu¬ 
tion  of  sufficient  strength  that  a  teaspoonful  would  sweeten  a  break¬ 
fast  cup  of  tea.  Using  it  in  this  manner,  tests  were  made  in  many 
ways — such  as  making  lemonade,  custards,  puddings,  mixing  with 
acid  fruits,  and  various  kinds  of  domestic  cooking.  In  all  such 
cases  the  saccharine  imparted  an  agreeable  sweetness,  but  did  no 
more  than  counteract  or  neutralize  acidity.  Now,  it  is  well  known 
that  sugar  not  only  has  a  sweetening  property,  but  seems  to  be  pos¬ 
sessed  of  a  power  of  bringing  out  an  increased  flavour  of  the  sub¬ 
stance  it  sweetens — in  other  words,  the  flavour  is  intensified.  Mr. 
Michels  found  that  the  use  of  saccharine,  on  the  contrary,  appeared 
to  deaden  the  flavour  of  the  substance  sweetened  ;  and  this  is  a 
great  disadvantage.  Attention  has  also  to  be  drawn  to  the  fact 
that  sugar  is  a  food — a  quality  not  possessed  by  saccharine,  which 
passes  through  the  human  body  unaltered  and  never  digested, 
affording  no  nutrition  to  those  who  take  it.  For  these  reasons  it 
can  never  replace  sugar  as  an  article  of  diet,  however  clieaply  it 
may  be  produced.  It,  however,  will  be  a  blessing  to  those  persons 
afflicted  with  diseases  in  which  the  use  of  sugar  is  prohibited.  Mr. 
Michels  does  not  recommend  the  unlimited  use  of  saccharine  ;  not 
being  altogether  sure  of  its  inert  property  while  passing  through  the 
human  system.  He  therefore  advises  those  who  are  prohibited  from 
taking  sugar  to  use  saccharine  very  sparingly,  and  only  when 
necessary  to  counteract  great  acidity.  He  trusts  that  the  day  is 
far  distant  when  saccharine  will  be  produced  at  a  cheap  rate,  as  it 
will  in  that  case  be  largely  used  as  an  adulterant  in  the  place  of 
sugar ;  and  then  it  will  be  very  difficult  indeed  for  the  public  to 
distinguish  the  difference. 

The  Council  of  Hygiene  and  Salubrity  of  the  Seine  have  definitely 
settled,  ou  the  basis  of  the  reports  of  experts  appointed  by  them, 
the  certainty  of  the  unwholesomeness  of  saccharine  as  a  sweetener. 
These  gentlemen  stated  that  the  sensation  of  sweetness  produced 
by  saccharine  on  the  tongue  lasts  much  longer  than  that  produced 
by  ordinary  sugar ;  but  it  is  much  less  agreeable,  inasmuch  as  it 
leaves  an  after-taste  of  bitter  almonds  and  a  dryness  of  the  throat. 
It  is  quite  possible,  they  say,  that  to  its  method  of  preparation, 
and  the  impurities  which  cannot  be  entirely  separated  from  it,  may 
be  attributed  the  ill-effects  resulting  from  the  use  of  saccharine. 
But  it  is  equally  possible  that  it  is  dangerous  in  itself,  by  reason  of 
its  intrinsic  properties.  At  all  events,  its  antiseptic  qualities,  by 
which  the  fermentation  of  substances  with  which  it  amalgamates 
is  arrested,  may  become  a  positive  danger.  For  the  proper  digestion 
of  food,  it  is  absolutely  necessary  that  the  action  of  the  gastric 
juices  should  not  be  paralyzed ;  and  it  is  precisely  the  contrary 
effect  which  is  produced  by  the  use  of  saccharine.  Although  this 
substance  is  supposed  to  be  thrown  off  almost  in  the  same  pro¬ 
portion  as  it  is  taken,  in  cases  of  organic  derangement  it  is  liable  to 
accumulate  and  produce  unhealthy  symptons,  such  as  indigestion, 
cramp,  and  general  discomfort.  Admitting  even  that  saccharine 
is  absolutely  inoffensive  from  a  hygienic  point  of  view,  it  must  be 
borne  in  mind  that  it  is  at  a  disadvantage  compared  with  the 
ordinary  cane  or  beetroot  sugar,  inasmuch  as  it  has  no  nourishing 
properties.  A  curious  fact  about  saccharine  is  that  insects  seem 
to  have  a  positive  dislike  to  it.  In  a  pastrycook’s  shop,  where  a 
number  of  tarts  and  cakes  had  been  sprinkled  with  saccharine,  it 
was  observed  that  a  wasp  and  the  inevitable  Hies  carefully  avoided 
settling  on  them — the  wasp  especially,  for  on  a  cake  sprinkled  with 
saccharine  being  purposely  put  in  its  way,  it  displayed  a  great 
amount  of  irritation. 

In  a  communication  to  the  French  Academy  of  Medicine,  Dr. 
Worms  states  that  of  several  patients  who  made  use  of  saccharine 
by  his  advice,  all  but  one  were  soon  compelled  to  give  it  up,  on 
account  of  the  occurrence  of  dyspeptic  symjitoms,  nausea,  loss  of 
appetite,  &c.  It  is  usually  not  until  after  the  substance  ha-s  been 
taken  for  from  10  to  15  days  that  it  manifests  its  evil  influence  ; 
and  it  then  appears  to  accumulate  in  the  system.  It  has  been 
computed  by  Professor  Salkowski  that  the  (|uantity  of  saccharine 
which  an  ordinary  man  in  a  condition  of  sound  health  and  of 
medium  strength  may  take  daily  with  impunity  is  certainly  not 
more  than  IJ  grains. 

As  to  the  detection  of  saccharine  when  mixed  with  other  matters, 
Mr.  D.  Lindo,  writing  in  the  Chemical  Newn,  says  it  wouM  seldom 
be  possible  to  detect  it,  unless  it  was  first  isolated  in  a  state  of  at 
least  tolerable  purity.  Chemical  tests  that  can  be  easily  applied 
for  its  identification  in  this  condition  are  probably  known,  and  may 
have  been  published ;  but  ho  has  not  mot  witli  any,  except  the 
production  of  salicylic  acid  from  the  coui|K>und  by  fusing  it  with 
potash  or  soda.  He  has  failed  as  yet  to  obtain  a  characteristic 
reaction  for  the  substance  in  solution.  The  following  test,  which 
must  be  applied  to  the  solid  body,  is  believe<l  to  be  original.  It 
consists  in  evaporating  to  dryness  on’a  water-bath,  the  -saccharine 
mixed  with  an  excess  of  nitric  acid.  A  fragment  of  caustic  potash 
(not  too  small)  is  then  added,  and  a  drop  or  two  of  water,  without 
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removing  the  dish  from  the  bath.  Colour  is  at  once  developed,  and  if 
the  dish  is  inclined,  streaks  of  colour — blue,  violet,  purple,  and  red — 
flow  into  the  caustic ;  the  reaction  is  very  fine,  and  is  still  more 
beautiful  if  50  per  cent,  alcohol  is  added  to  the  potash  instead  of 
pure  water.  The  test,  however,  is  not  extremely  delicate  ;  and  0'5 
milligramme  of  saccharine  in  the  solid  state  is  about  the  smallest 
quantity  that  will  give  definite  results.  Heat  is  necessary  to 
develop  the  colours,  and  apparently  a  large  excess  of  alkali.  Soda 
does  not  appear  to  act  as  well  as  potash.  Colour  reactions  obtained 
with  coal-tar  products  must,  Mr.  Lindo  adds,  always  be  suspected 
of  not  being  characteristic. 

THE  GLASGOW  INTERNATIONAL  EXHIBITION. 

Eighth  Article. 

Throughout  all  the  civilized  world,  the  Saracen  Foundry  of 
Glasgow  is  well  known  as  being  the  place  where  the  famous 
“  Macfarlane’s  castings  ”  are  produced,  more  especially  sanitary 
and  rainwater  goods  and  art  castings  in  almost  endless  variety. 
It  was  therefore  but  natural  to  suppose  that  Messrs.  W.  Macfarlane 
and  Co.,  the  proprietors  of  that  great  foundry  establishment,  should 
take  a  prominent  place  in  the  Glasgow  Exhibition,  by  way  of  up¬ 
holding  the  fame  and  reputation  of  the  important  industrial 
district  of  which  Glasgow  is  the  centre.  The  position  given  to  the 
firm  is  a  very  decided  acknowledgment  of  their  eminence  in  the 
production  of  high-class  foundry  goods  in  a  variety  of  classes  or 
departments.  It  is  not  necessary  that  we  should  enlarge  upon  the 
beauty  and  general  excellence  of  the  constructive  and  decorative 
ironwork  shown  by  them ;  but  our  reference  to  this  extensive 
collection  is  more  with  the  view  of  directing  attention  to  the 
examples  of  lamp-pillars,  brackets,  pendants,  &c.,  for  lighting  by 
gas  in  public  thoroughfares,  railway  stations,  halls,  churches, 
warehouses,  &c.  Most  of  these  productions  of  the  art  foundry  are 
well  worthy  of  study.  One  of  the  lamp  pillars — a  massive  and 
very  beautiful  piece  of  ironwork — is  surmounted  by  a  group  of  five 
lanterns,  all  in  frameworks  of  castings  formed  of  elegant  tracery 
and  foliar  details.  Another  combination  consists  of  a  handsome 
pillar,  surmounted  by  a  main  central  lantern  and  by  two  side-arm 
lanterns — similar  to  pillars  which  have  been  erected  at  many  street 
crossings  in  London.  Others  are  examples  of  pillars  which  have 
been  fitted  at  various  banks  and  other  public  buildings  in  Glasgow. 
Altogether,  Messrs.  Macfarlane  and  Co.  have  acquitted  themselves 
well  in  their  display  of  ornamental  cast-iron  manufactures  ;  and 
for  their  lamp-pillars,  &c.,  they  deserve  very  great  credit. 

There  are  several  stands  in  the  Machinery  Court  proper  which 
are  specially  deserving  of  some  attention  at  our  hands.  One  of 
these  is  the  collection  of  instruments  shown  by  Murrie’s  Engineer¬ 
ing  Company,  of  Glasgow.  The  instruments  referred  to  are 
chiefly  pyrometers  and  thermometers,  which  have  a  very  exten¬ 
sive  range  of  usefulness,  as  they  are  capable  of  indicating  (con¬ 
tinuously  and  accurately)  any  degree  of  temperature  between  50° 
below  to  2000°  above  zero  Fahr.  They  are  constructed  throughout 
of  specially  prepared  homogeneous  steel,  and  are  subjected  to  severe 
continued  tests,  so  as  to  ensure  accuracy  in  graduation  ;  and  they 
indicate  the  degree  of  heat  with  unvarying  precision.  The  in¬ 
struments  here  shown  are  coated  with  nickel,  copper,  or  platinum, 
depending  on  the  purpose  to  which  they  are  to  be  applied.  It 
may  be  mentioned  that  these  instruments  are  made  in  groups 
suited  for  various  classes  of  operations  where  the  temperatures 
employed  are  within  certain  well-defined  limits.  For  example, 
Nos.  10  and  11  are  specially  designed  for  ammonia-stills,  &c. ;  the 
ranges  of  temperature  being,  respectively,  from  150°  to  250° 
Fahr.,  and  from  220°  to  350°  Fahr.  Another  group  are  intended 
for  indicating  the  temperatures  employed  in  tar-distilling  and 
similar  operations.  Nos.  24  to  28  are  suitable  for  indicating  tem¬ 
peratures  ranging  from  400°  up  to  2000°  Fahr. — such  tempe¬ 
ratures  as  are  reached  in  gas,  shale,  and  other  retorts.  Then, 
lastly,  there  are  instruments  designed  for  testing  the  temperature 
of  regenerator  furnaces,  &c.  Gas  managers,  tar  and  ammonia 
distillers,  &c.,  who  have  used  these  instruments  speak  very  highly 
of  them,  as  their  indications  are  exceedingly  trustworthy.  There 
is  also  shown  at  this  stand  an  improved  duplex  pump,  such  as  may 
be  used  for  pumping  tar,  oil,  ammoniacal  liquor,  &c.  In  this  piece 
of  apparatus  there  are  two  slide-valve  steam  cylinders,  and  two 
double-acting  pumps  ;  each  pump  and  its  steam  cylinder  being  so 
arranged  by  the  side  of,  and  connected  with  the  other,  that  the  steam- 
valve  of  each  is  operated  by  the  steam-piston  of  the  other.  In  each 
case  the  cylinder  has  a  gun-metal  liner.  Gas  managers,  equally  with 
other  steam-users,  are  deeply  interested  in  the  correct  working  of 
the  boilers  under  their  charge  ;  and  consequently  a  perfect  low- 
water  alarm  can  scarcely  fail  to  be  of  advantage  to  them.  At  the 
same  stand  an  alarm  is  exhibited  which  is  exceedingly  simple  in 
its  construction,  and  which  can  be  tested  at  any  time  without 
interfering  with  the  working  of  the  boiler.  It  consists  of  a  cham¬ 
ber  or  hollow  sphere,  placed  outside  the  boiler,  above  the  highest 
water-level.  A  tube  or  channel  leads  from  the  chamber  to  the 
interior  of  the  boiler ;  the  nose  of  the  tube  terminating  at  the 
lowest  water-level.  The  outside  chamber  is  fitted  with  a  float, 
which,  as  it  rises  and  falls,  operates  a  valve  on  the  higher  end  of 
the  chamber,  to  which  a  steam-whistle  is  fitted.  When  the  nose  of 
the  dip-pipe  is  immersed  in  the  water,  the  steam-pressure,  acting 
on  the  surface  of  the  water  in  the  boiler,  maintains  the  outside 
chamber  full  of  water ;  and,  in  consequence,  keeps  the  float  in 
its  highest  position — thus  closing  the  outlet-valve.  On  the  nose  of 
the  dip-pipe  being  uncovered,  the  water  falls  into  the  boiler,  and 
the  float  descends  ;  thereby  opening  the  valve  and  permitting  the 
steam  to  escape  and  sound  the  whistle. 


There  are  various  stands  in  the  Machinery  Court  at  which 
pumps  are  shown  of  kinds  suitable  for  use  about  gas-works,  for 
pumping  tar,  ammoniacal  liquor,  &c.,  or  for  filling  and  emptying 
gasholder  tanks,  circulating  water  through  condensers,  &c.  In 
this  connection  attention  should  be  directed  to  the  display  of  pump¬ 
ing  machinery  at  the  stand  of  the  Pulsometer  Engineering  Com¬ 
pany,  and  more  especially  to  their  “  Deane  ”  double-plunger,  their 
“  Cyclic,”  and  their  “  Pulsometer  ”  pumps. 

At  the  stand  occupied  by  Messrs.  Fielding  and  Platt,  of  Glou¬ 
cester,  there  are  shown  various  examples  of  that  firm’s  patent 
duplex  pumping-engines,  suitable  for  many  purposes,  including 
the  pumping  of  gas  tar,  ammoniacal  liquor,  &c.  The  distinctive 
feature  of  these  pumps  lies  in  the  fact  that  the  steam  cycles  are 
controlled  by  means  of  a  single-slide  valve.  By  this  arrangement 
it  is  said  the  parts  required  are  greatly  simplified  and  reduced  in 
number,  with  a  corresponding  reduction  in  wear  and  tear,  and  in 
the  amount  of  attention  needed.  It  is  also  claimed  that,  as  the 
valve  is  moved  in  two  directions,  one  transverse  to  the  other,  its 
surfaces  always  remain  in  a  perfectly  steam-tight  condition  ;  and 
consequently  they  never  require  re-facing  or  renewal  of  any  kind. 
An  excellent  display  of  pumping  machinery  is  likewise  made  at  the 
stand  of  Messrs.  S.  Owens  and  Co.,  of  London,  who  are  well  known 
for  their  gas  exhausters,  gas-valves,  &c.  A  prominent  feature  of 
the  goods  which  they  display  is  the  collection  of  Blake’s  steam- 
pumps,  such  as  are  installed  in  and  about  many  gas  and  water 
works,  both  at  home  and  abroad.  Similar  apparatus  to  that  which 
we  have  referred  to  in  this  article  will  also  be  found  in  other 
parts  of  the  exhibition. 


finUs. 


Another  Coke-Breaker. 

The  accompanying  illustrations,  which  are  taken  from  a  recent 
number  of  the  Journal  des  Usines  d  Gaz,  show  a  new  form  of 
coke-breaker  devised  by  MM.  Breant  Fils,  (in^which  centrifugal 


force  is  directly  applied  to  effect  the  desired  object.  The  appa¬ 
ratus  consists  of  a  cast-iron  framework  supporting  a  hopper  A, 
from  which  the  broken  coke  is  discharged,  and  a  cylindrical 
body,  furnished  inside  with  angular  projections,  as  shown.  This 
cylinder  bears  the  receptacle  B,  into  which  the  large  coke  is 
thrown.  In  the  centre  of  the  cylinder  there  is  fitted  a  “  pro¬ 
jector  ”  C,  which  turns  with  a  rapid  horizontal  movement — the 
speed  depending  upon  the  hardness  of  the  material  to  be  broken. 
This  projector  is  fixed  at  the  extremity  of  a  vertical  shaft, 
which  receives  its  motion  from  a  horizontal  shaft  (through  the 
medium  of  the  cog-wheels  D,  fixed  at  suitable  angles)  worked 
by  the  driving-wheel  at  the  end.  The  action  of  the  machine  is 
extremely  simple.  The  large  coke,  on  being  shot  into  the  hopper 
B,  falls  into  the  space  below,  where  it  is  attacked  by  the  pro¬ 
jector,  thrown  with  considerable  force  against  the  serrated  inner 
surface  of  the  cylinder,  and  broken  by  the  violence  of  the  shock. 
The  outlets  of  the  hoppers  are  so  arranged  that,  however  largo 
may  be  the  coke,  and  however  rapidly  the  machine  may  be  fed, 
the  lower  hopper  can  never  become  obstructed.  Consequentlyt 
friction  of  the  pieces  of  coke  one  against  another  is  avoided, 
with  a  resulting  diminution  in  the  production  of  breeze  and 
dust.  The  constituent  parts  of  the  machine  are  of  a  simple 
character,  strong,  and  durable.  It  has  been  tried  in  the  pre¬ 
sence  of  a  number  of  gas  engineers,  with  the  result  (according 
to  our  French  contemporary)  that  a  loss  of  only  5  to  G  per 
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cent,  was  shown,  with  an  addition  of  4  to  5  per  cent,  of  dust. 

So  that,  after  breaking  and  sifting  the  coke,  a  inaxiuuim  lose 
of  only  8  to  10  per  cent,  is  sustained. 

Reduction  of  Gas  Volumes  to  Normal  Temferatuke  and 

Pressure. 

Herr  Lunge  has  devised  an  apparatus  for  reducing  gas  volumes 
to  normal  temperature  and  pressure.  It  has  been  illustrated  m 
the  Chemiher  Zeitung ;  and  an  abstract  of  the  description  was 
lately  given  in  the  Joiirnal  of  the  Society  of  Chemical  Industry. 
Both  Herr  Lunge  and  Herr  Winkler  have  already  shown  how  a 
nitrometer  may  bo  used  for  bringing  gas  volumes  to  normal  pres¬ 
sure  and  temperature.  The  volume  of  gas  to  be  reduced  is  com¬ 
pared  with  the  volume  taken  up  by  100  c.c.  of  gas,  which  are 
permanently  enclosed  in  a  nitrometer  atO°  C.  and  7G0mm.  pressure. 
The  quotient  forms  the  factor  by  which  the  gas  volume  to  be 
reduced  has  to  be  divided.  Multiplication  has  been  found  more 
convenient  in  practice ;  and  by  substituting  for  this  factor  its 
reciprocal  figure,  multiplication  takes  the  place  of  division.  The 
author  advocates  engraving  on  the  apparatus  the  reciprocal  figures, 
and  publishes  a  small  table  for  the  guidance  of  the  manufacturer 
of  such  apparatus. 

Water  Power  in  the  United  States. 

Tlie  American  Statistical  Association  has,  says  Industries, 
published  a  paper  on  the  subject  of  the  water  power  employed  in 
the  United  States  for  manufacturing  purposes.  In  1880  there 
were  in  use  55,404  water-wheels  and  turbines,  giving  a  total  power 
of  1,‘225,379-horse  power ;  this  being  35-93  per  cent,  of  the  total 
])Ower  employed  in  the  country  for  manufacturing  purposes. 
I’rofessor  G.  F.  Swain,  who  has  drawn  up  the  paper,  states  that 
the  value  of  water  power,  like  that  of  any  other  commodity,  is 
governed  by  the  law  of  supply  and  demand,  and  depends  upon  a 
multitude  of  circumstances ;  but  inasmuch  as  water  power  could 
not,  in  any  part  of  the  country,  be  replaced  by  steam  power  at  a 
less  annual  expense  than  about  i;4  per  net  effective  horse  power, 
the  annual  value  of  the  utilized  water  power  would,  on  this  basis, 
amount  to  nearly  £5,000,000.  As  regards  the  distribution  of  water¬ 
power  among  the  more  important  industries,  the  largest  proportion 
—70-70  per  cent. — is  found  in  the  case  of  paper-mills.  Of  the  total 
power  used  in  flour  and  grist  mills,  about  G1  per  cent,  is  water 
power.  This  finds  its  explanation  in  the  fact  that  the  majority  of 
these  mills  are  small,  and  for  local  use  only.  The  raw  material 
and  the  finished  article  are  respectively  produced  and  consumed 
in  the  immediate  neighbourhood,  and  convenience  o  transport 
enters  little  into  the  question  ;  so  that  water  power,  on  account  of 
its  intrinsic  cheapness,  is  preferred.  In  the  manufacture  of  cotton 
and  woollen  goods,  one-half  the  total  power  is  water  power ;  and 
in  the  case  of  worsted  goods,  the  proportion  of  water  power  is  still 
above  the  average  for  the  entire  country.  On  the  other  hand,  the 
proportion  of  water  power  employed  in  the  manufacture  of  boots 
and  shoes,  and  of  iron  and  steel,  is  very  insignificant.  In  the 
former  case  this  is  explained  by  the  small  amount  of  power  used 
per  establishment,  the  limited  use  of  water  for  purposes  of 
manufacture,  and  the  almost  forced  location  in  certain  places  ;  and 
in  the  case  of  iron  and  steel,  questions  of  location  and  ease  of 
transport  explain  the  small  proportion  of  water  power. 


South-Western  Gas  Association  of  the  United  States. — A 
short  time  ago  several  gas  managers  located  in  Texas  discussed 
the  subject  of  forming  an  Association  of  Gas  Engineers  in  that 
State ;  and  the  project  was  so  favourably  received  that  a  meeting 
was  called,  and  the  preliminaries  arranged.  The  new  organization 
is  called  the  South-Western  Association  ;  and  its  object  is  to  be 
the  profe.ssional  improvement  of  its  members,  and  the  advance¬ 
ment  of  gas  engineering  in  its  several  branches.  Colonel  J.  P. 
Smith  (of  Fort  Worth)  has  been  chosen  as  temporary  Chairman  ; 
and  Mr.  C.  P.  Russell  (of  Houston)  will  discharge  the  secretarial 
duties.  The  last  number  of  the  American  Gaslight  Journal 
contains  the  articles  of  constitution  of  the  new  Association, 
which  we  trust  may  have  a  successful  career. 

Manchester  District  Institution  of  Gas  Engineers.— The 
seventy-fifth  quarterly  meeting  of  this  Institution,  which  vvill  be 
held  at  Doncaster  next  Saturday,  will  be  a  specially  interesting  one. 
The  Council  Chamber  at  the  Town  Hall  has  been  kindly  placed  at 
the  disposal  of  the  members  by  his  Worship  the  Mayor  (Alderman 
Wainwright) ;  and  there,  after  a  luncheon  at  the  Elephant  Hotel, 
the  business  will  be  transacted,  under  the  presidency  of  Mr.  T. 
Duxbury,  of  Darwen.  Two  gentlemen — Mr.  T.  Settle,  Manager 
of  the  New  Mill  Gas-Works,  near  Huddersfield,  and  Mr.  W.  Drewry, 
Manager  of  the  Cleethorpes  Gas-Works — will  bo  proposed  as 
members.  The  discussion  of  Mr.  Dalgliesh’s  paper  on  “  Oil  and 
other  Illuminants,  and  their  Effect  on  the  Consumption  of  Gas," 
read  at  the  meeting  of  the  Institution  in  December  last,  and  given 
m  the  Journal  for  the  ‘20lh  of  that  month  (p.  1091),  will  doubtless 
bring  out  some  valuable  facts ;  but  the  attention  of  the  members 
will  be  chiefly  directed  to  a  paper  to  be  read  by  Mr.  T.  Newbigging, 
C-E.,  on  “  Geisholders  without  Upper  Guide-Framing."  With  the 
author’s  well-known  thoroughness  in  all  he  undertakes,  he  has  had 
a  diagram  and  models  of  holders  prepared  to  illustrate  bis  remarks. 
At  the  close  of  the  business  the  members  will  pay  a  visit  to  the 
ruins  of  Conisbro'  Castle  ;  and  on  their  return  take  tea  together. 
Although  we  are  now  in  the  holiday  season,  the  programme  issued 
for  the  meeting  by  Mr.  Harrison  Vee vers,  the  Honorary  Secretary, 
is  by  no  means  of  this  character. 


We  have  last  of  all  to  consider  the  course  to  bo  ailopted  in  cases 
of  accident  or  sickness.  Government  has  already  taken  the  former 
in  hand  by  means  of  the  Employers  Liability  Act,  by  which^  the 
responsibility  for  accidents  during  working  operations  is  chiefly 
thrown  upon  the  employers  of  labour.  Gas-works  are  fairly  safe 
places,  and  enjoy  a  considerable  amount  of  freedom  from  accidents 
or  casualties.  Several  respectable  Insurance  Offices  have,  there¬ 
fore,  found  it  worth  while  to  issue  policies  covering  all  lialiility 
under  the  Act  at  remarkably  low  premiums,  which  afford  but  an 
inconsiderable  addition  to  the  wages  sheet.  It  is  a  very  general 
custom  to  take  advantage  of  this  opportunity  of  avoiding  risk  of 
being  “  let  in  "  for  heavy  expenses  and  damages.  Government  also 
offers  some  assistance  to  employers  by  sending  round  inspectors  to 
see  that  exposed  cog-wheels,  cranks,  or  other  moving  parts  are 
properly  fenced  in,  and  other  precautions  taken  with  a  view  of  re¬ 
ducing  risk  of  accident  as  low  as  possible.  All  men  are,  of  course, 
liable  to  sickness,  and  at  some  gas-works  considerable  latitude  is 
observed  with  regard  to  sick  pay  ;  but  there  are  several  reasons  in 
favour  of  a  rigid  rule,  enforcing  the  payment  of  each  man  only  for 
the  time  actually  worked.  It  is  diflicult,  when  once  the  practice  of 
allowing  sick  jiay  at  full  wages  (by  continuing  the  wages  during  a 
man’s  absence  on  account  oi  illness)  is  established,  to  know  where 
to  draw  the  line.  Perhaps  things  have  gone  on  quietly  for  some 
years,  when  suddenly  a  regular  epidemic  of  “  absent  on  account  of 
sickness  ”  sets  in,  which  will  have  a  marked  effect  upon  the  wages 
sheet.  A  coincidence  between  the  sick  times  and  the  periods  of 
local  holidays  or  rejoicings  will  also  be  noticeable.  If  one  man  is 
allowed  a  week’s  absence  on  full  pay  on  account  of  sickness,  it  is 
diflicult  to  refuse  ten  days  similar  privilege  to  a  second,  or  a  fort¬ 
night  to  a  third.  Where  this  practice  has  obtained,  the  first 
opportunity  that  offers,  such  as  a  ri.se  of  wages,  the  introduction  of 
Sunday  stopping,  or  any  other  privilege,  may  be  taken  advantage 
of  to  put  an  end  to  it.  And  when  this  is  done,  the  result  may,  as 
was  once  actually  observed  by  a  working  man,  prove  that  the 
stoppage  of  sick  pay  is  “  the  best  doctor  that  ever  came  into  the 
place.”  It  must  also  be  remembered  that  there  are  several  sick 
clubs  in  every  town  ;  and  a  member  of  one  of  these,  if  allowed  sick 
leave  on  full  pay,  may  draw  his  allowance  from  the  club  as  well, 
and  thus  derive  an  actual  profit  of  50  per  cent,  or  more  on  his 
ordinary  day  wages,  for  every  day’s  absence. 

If  the  number  of  men  employed  on  the  works  is  large  enough, 
it  is  a  good  plan  to  establish  a  sick  or  provident  fund  for  the 
employes,  or,  rather,  to  encourage  and  assist  them  in  forming  one. 
Whilst  declining  any  actual  responsibility  in  the  establishment  or 
management  of  the  same,  the  manager  may  countenance  it  m 
every  possible  way,  such  as  by  allowing  the  use  of  a  room  on  the 
works  for  the  business  meetings,  taking  the  chair  at  the  annual 
gathering,  &c.  Apart  from  the  question  of  policy,  it  is  simplj  a 
matter  of  duty  that  the  employers  of  labour  should  take  some 
interest  in  the  well-being  of  those  whom  they  employ  ;  and  there¬ 
fore  any  scheme  which  renders  the  men  more  provident  in  their 
habits,  or  in  any  way  tends  to  their  welfare — physically,  mentally, 
morally,  or  spiritually— should  be  heartily  encouraged.  Much  can 
be  done  in  the  way  of  providing  a  comfortable  room  for  meals,  a 
bath  room,  and  even  a  reading  room  for  the  men.  If  the  works 
are  small  and  employ  only  a  few  hands,  the  manager  may  be  of 
servic6  in  gottin^  inforiiifl.tion  as  to  the  safest  and  most  reliable 
provident  clubs  in  the  neighbourhood,  and  in  other  ways. 

What  is  to  be  done  with  the  old  servants,  worn  out  in  the  coiu- 
pany’s  service,  is  freipiently  a  troublesome  question.  In  iiianj-  in¬ 
stances  the  Act  of  i’arhament  contains  no  provision  for  such  cases— 
a  striking  contrast  to  the  rules  in  many  branches  of  the  public  ser¬ 
vice.  The  man  who  has  devoted  the  best  years  of  hie  life  to  the  ser¬ 
vice  of  the  Company  certainly  has  a  right  to  complain  if  he  is  cast 
off  in  his  old  age,  when  unable  to  take  up  any  other  remunerative 
occupation  ;  for  it  is  idle  to  pretend  that  the  wages  paid,  either  to 
the  lowest  or  the  highest,  are  such  as  to  leave  a  margin  for  the 
accumulation  of  an  independency,  after  paying  the  daily  expenses 
of  living,  &c.  Therefore,  there  can  be  no  (juestion  as  to  the  justice 
of  establishing  superannuation  funds.  In  cases  of  ainalgamalion, 
the  principle  of  awarding  an  adecpiate  compensation  for  loss  of 
office,  even  to  men  in  the  prime  of  life,  has  been  recognized  ami 
sanctioned  by  Parliament ;  how  much  more  is  it  just  to  award 
compensation  when  the  loss  of  office  is  rendered  imperative  by  the 
inexorable  laws  of  nature  ’?  Particularly  in  reganl  to  the  retort-house 
and  the  lamp-lighting,  does  this  apply,  as  these  duties  require  a  man 
to  bo  in  full  possession  of  activity  and  energy.  There  is  usually 
something  to  be  done  in  the  way  of  finding  positions — such  os  store¬ 
keeper,  gatekeeper,  valvesman,  iVc. — for  old  and  trusty  servants  who 
have  lost  the  activity  of  youth,  or  they  may  bo  put  on  as  genera 
Utility  men,  or  employed  in  wliat,  by  ft  cunoufi  perversion  of  nclual 
fact,  IS  usually  called  niunini^  ”  errands.  Hut  old  sorvanlH  oui'bt 
not  to  be  loft  to  the  tender  mercies  of  chance;  there  should  bo  a 
recognized  scheme  for  meeting  their  case.  The  many  mlvantagos 
afforded  to  the  manager  by  the  general  knowledge  of  the  exisU-nco 
of  such  ft  scheme,  are  obvious.  Once  ft  niftu  has  reniaiiuHl  n  few 
years  in  the  employ  of  the  Company,  there  is  the  prospect  of 
"  losing  his  pension  ’’  by  bail  behaviour  or  dereliction,  on  his  part. 
It  is  a  great  mistake  to  allow  old  men  to  remain  on  the  works  a 
day  after  they  are  really  unable  to  discharge  the  duties  they 
undertake,  or  to  take  their  fair  share  with  the  rest  of  the  gang. 
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They  expect  little  indulgences  in  the  way  of  unpunctuality, 
sitting  down  to  have  a  smoke  now  and  then,  &c.,  which  perhaps 
cannot  be  refused  to  them  with  a  good  grace,  but  which  also 
can  never  be  tolerated  if  good  discipline  and  method  are  to  be 
maintained  amongst  the  men.  The  better  plan,  in  the  absence 
of  a  proper  fund,  is  to  meet  such  cases  by  means  of  an 
allowance,  or  gi-atuity,  or  any  other  form  of  compensation  that 
will  be  allowed  by  the  auditors.  In  some  works  a  regular 
superannuation  fund  for  the  benefit  of  employes  forms  one  of  the 
features  of  the  provident  club ;  and  it  is  scarcely  necessary  to  add 
that  such  a  fund  should  receive  liberal  support  from  the  company. 


NORTH  BRITISH  ASSOCIATION  OF  GAS  MANAGERS. 
Official  Report  of  the  Proceedings  at  the  Annual 
Meeting  in  Glasgow. 

The  Twenty-Seventh  Annual  General  Meeting  of  the  members  of 
the  North  British  Association  of  Gas  Managers  was  held  on 
Thursday,  July  "26,  1888,  in  the  Hall  of  the  Philosophical  Society, 
Bath  Street,  Glasgow — the  President  (Mr.  David  Terrace,  of 
Dawshohn,  Glasgow)  in  the  chair.  There  was  a  large  attendance. 
Report  of  the  Committee. 


The  Secretary  (Mr.  R.  S.  Carlow,  of  Arbroath)  read  the  annual 
report  of  the  Committee,  as  follows : — 


The  Committee  now  presents  its  fourth  annual  report  in  the  form  agreed 
on  at  the  1885  meeting ;  and  the  following  statement  gives  a  general  out¬ 
line  of  the  business  done,  with  some  notes  that  may  be  interesting. 

The  property  belonging  to  the  Association — consisting  of  the  business 
books,  reports  for  past  years,  &c.,  as  per  list  recorded  in  the  minute-book, 
pp.  308-309 — was  handed  over  to  the  Secretary,  Mr.  Robert  S.  Carlow, 
who  was  appointed  at  the  last  annual  meeting. 

The  remit  “  On  the  Beat  Standard  Burner  for  Scotch  Gas”  has  been 
under  the  consideration  of  the  Committee ;  and  it  was  resolved  to  place 
the  results  of  testing  of  burners  in  the  hands  of  Mr.  George  R.  Hislop,  the 
Convener  of  the  Sub-Committee  on  this  question.  Mr.  Hislop  kindly 
undertook  this  work ;  and  to-day  we  are  to  have  a  paper  embracing  this 
interesting  subject.  The  Committee’s  work  in  this  matter  may  now  fairly 
be  considered  at  an  end ;  and  it  is  now  for  you  to  relieve  the  said  Com¬ 
mittee,  with  thanks. 

The  Research  Fund  has  been  contributed  to  by  50  companies. 

In  reference  to  the  remit  to  Mr.  William  Young,  along  with  a  Special 
Sub-Committee,  to  investigate  into  the  question  of  purification  in  closed 
vessels,  the  Committee  regret  that  arrangements  could  not  be  completed 
in  time  to  allow  of  a  report  being  presented  to  this  meeting  ;  and  recom¬ 
mend  that  the  same  Special  Sub-Committee  be  requested  to  continue  in 
office  for  another  year.  Proposals  or  suggestions  from  the  members 
would  be  considered  by  the  Committee,  and  reported  on  in  due  time. 

The  Benevolent  Fund  has  been  drawn  on  to  the  extent  of  £20  during 
the  year. 

The  “  Statistical  Report,  1887,”  was  compiled  and  issued  to  all  the 
members,  as  well  as  to  those  who  gave  the  necessary  information. 

The  “  Annual  Report  of  Proceedings,  1887,”  was  published  and  sent  to 
each  member  of  the  Association,  according  to  the  rules.  It  contained  the 
President’s  address,  papers  and  discussions  thereon,  a  list  of  the  Past- 
Presidents,  new  members  admitted,  names  of  members  of  Committee, 
rules,  &c. 

It  has  again  been  considered  advisable  to  postpone  taking  definite  action 
in  reference  to  the  Murdoch  Memorial.  The  amount  at  the  credit  of  the 
fund  is  now  £287.  The  Sub-Committee  are  endeavouring  to  raise  further 
subscriptions,  and  fully  trust  that  hy  another  year  the  present  sum  will 
be  considerably  augmented. 

In  reference  to  the  generous  offer  of  Mr.  Robb,  consisting  of  bound 
tmlumes  of  the  Journal  of  Gas  Lighting,  &c.,  the  Committee  regret 
that,  as  one  of  the  conditions  of  the  gift  cannot  be  complied  with — viz., 
having  a  “home ’’for  their  reception  in  Glasgow  or  Edinburgh — they 
very  unwillingly  decline  the  proposed  addition  to  its  property. 

It  is  very  gratifying  that  the  membership  of  the  Association  is  still  in¬ 
creasing  ;  thus  showing  that  it  is  accomplishing  the  end  for  which  it  was 
originated. 

The  report  tvas  unanimously  adopted. 


The  Roll  of  the  Association. 

The  Secretary  next  read  extracts  from  the  minutes  of  the  Com¬ 
mittee  meeting  held  prior  to  the  general  meeting.  They  showed 
that  the  following  gentlemen  had  ceased  (by  resignation  or  other¬ 
wise)  to  be  connected  with  the  Association  : — Ordinary  members — 
Messrs.  J.  Adamson,  Anstruther;  A.  Dougall,  Hull;  J.  Gibb, 
Armagh;  J.  Burden;  J.  Morton,  Muirkirk ;  P.  Blair;  and  J. 
Stiven.  Extraordinary  members — Messrs.  R.  Brown,  Lanemark 
(deceased) ;  and  C.T.  Grant,  Glasgow.  The  members  of  the  Asso¬ 
ciation  number  166  ordinary  members,  57  extraordinary  members, 
12  associates,  and  4  honorary  members  ;  but  deducting  those 
resigning,  &c.,  the  numbers  respectively  are  159,  55,  10,  and  4 
total,  228.  Add  to  these  10  ordinary,  3  extraordinary,  and  4 
associate  members  appl3ang  for  admission  (as  per  following  list), 
there  is  a  total  of  245  members,  including  4  honorary  members, 

Admission  of  New  Members. 

The  Secretary  also  submitted  applications  from  the  following 
gentlemen,  who  were  admitted  : — 


Ballantyne,  J, 
•Bell,  A.  .  . 
Boyd,  T.  .  . 
Cheyne,  D.  . 
Donaldson,  J. 
Laing,  W.  . 
M’Donald,  J. 
•Mitchell,  D. . 
Ross,  G.  .  . 
Walker,  A.  B. 


ORDINARY  MEMBERS. 

.  .  .  Gas-Works, 


Rothesay. 

Peebles. 

Lennoxtown. 

Mountain  Ash. 
Lochwinnoch. 

Dysart. 

Denny. 

Newbattle,  Edinburgh. 
Stonehaven. 

_  ,  Spittal,  Berwick-on-Tweed. 

Transferred  from  Associate  List. 


EXTRAORDINARY  MEMBERS. 


Brown,  T.  M . Gas-Works,  Lanemark. 

M'Crae,  A.  B .  „  „  Monifieth. 

Morrison,  J .  „  „  Dalkeith. 

ASSOCIATES. 

Cameron,  J.,  Jun . Gas-Works,  Tradeston,  Glasgow. 

Edwards,  W.  A .  ,,  Brechin. 

Robertson,  H .  Broughty  Ferry. 

Buxton,  W.  M .  „  „  Arbroath. 


Auditor’s  Report. 

Mr.  D.  B.  Peebles  (Edinburgh),  the  Auditor,  in  submitting  the 
accounts,  said,  as  there  were  a  good  many  details  which  would 
appear  in  the  annual  report,  he  would  confine  himself  to  giving  a 
general  outline  of  the  financial  position  of  the  Association.  In  the 
General  Fund  the  charge  amounted  to  ^163  11s.  lOd. ;  and  there 
was  a  balance  of  £12  148.  lOd.  due  to  the  Treasurer.  So  that  there 
was  no  bank  account  in  connection  with  the  fund.  With  regard  to 
the  Benevolent  Fimd,  there  was  a  balance  of  £150  at  the  bank. 
There  had  been  several  sums  paid  to  different  persons  whose  cases 
were  brought  under  the  notice  of  the  Association.  The  charge 
there  was  £200  14s.  lOd.,  which  was  balanced  by  the  discharge ; 
leaving,  as  he  had  said,  a  balance  of  £150  at  the  credit  of  the  fund. 
Then  there  was  the  Research  and  Investigation  Fund.  The  charge 
was  £83  18s.  9d. ;  the  cash  in  the  Treasurer’s  hands,  £3  Is.  5d. ; 
and  the  balance  in  the  bank,  £46  10s.  He  concluded  by  con¬ 
gratulating  the  members  on  their  choice  of  a  Secretary,  as  the 
books  were  clearly  kept,  and  all  the  accounts  properly  vouched. 

The  President  :  I  presume  these  accounts  meet  your  approval. 
It  appears  that  our  funds  are  in  a  healthy  state ;  for,  although 
there  is  a  slight  deficit  in  the  General  Fund,  I  am  sure  it  wiU  be 
more  than  made  up  this  year.  Mr.  Peebles  deserves  our  hearty 
thanks  for  the  trouble  he  takes  in  auditing  our  accounts  from  year 
to  year. 

Mr.  Peebles,  in  acknowledging  the  compliment,  assured  the 
members  that  the  work  was  a  “  labour  of  love  ”  to  him. 

President’s  Address. 

The  President  then  delivered  his  Inaugural  Address,  which  was 
given  in  the  Journal  for  the  31st  ult.  (p.  204). 

Mr.  A.  Macpherson  (Kirkcaldy)  said  he  was  sure  the  members 
had  all  listened  with  very  great  interest  to  the  President,  and  they 
were  deeply  indebted  to  him  for  his  instructive  address,  in  which 
he  has  most  completely  refuted  the  assertion  that  gas  engineering 
has  made  little  or  no  progress  during  the  past  20  or  30  years. 
Great  benefit  had  been  conferred  on  gas  consumers  by  the  improve¬ 
ment  in  burners,  for  instance  ;  and  if  the  general  body  of  the 
consumers  paid  more  attention  to  this  matter,  they  would  save 
their  pockets  to  a  large  extent.  He  proposed  a  vote  of  thanks  to 
the  President  for  his  excellent  address. 

Mr.  W.  Key  (Tradeston,  Glasgow)  seconded  the  proposition, 
which  was  unanimously  adopted. 

The  President  having  expressed  his  thanks  to  the  members  for 
the  compliment  they  had  paid  him,  the  reading  of  papers  was 
proceeded  with. 

Mr.  Hislop’s  Paper. 

The  first  paper  was  on  “  Gas-Burners  for  Photometrical  Pur¬ 
poses  ”  (being  the  remit  of  the  Committee  on  the  best  standard 
burner  for  Scotch  gas),  by  Mr.  G.  R.  Hislop,  of  Paisley.  It  was 
given  in  the  Journal  for  the  31st  ult.  (p.  205) ;  and  it  led  to 
the  following 

Discussion. 

The  President  :  I  am  sure  we  have  all  listened  with  great 
pleasure  and  profit  to  Mr.  Hislop’s  paper.  I  should  like  him  to 
tell  us  whether,  when  referring  to  the  angles,  the  30°  meant  off 
the  vertical  or  off  the  horizontal. 

Mr.  Hislop  :  Off  the  vertical  line. 

The  President  :  It  is  important  to  know  that,  because  you  can 
read  45®  either  way  ;  but  you  do  not  know  whether  the  sharpness 
of  30°  is  one  way  or  another. 

Mr.  W.  Foulis  (Glasgow) :  I  have  been  very  much  pleased  with 
Mr.  Hislop’s  paper.  The  experiments  he  has  carried  out  are 
altogether  novel — at  all  events,  I  have  never  seen  any  showing 
the  effect  of  the  different  angles  at  which  the  holes  are  drilled  in 
a  burner.  It  could  scarcely  have  been  anticipated  that,  in  burning 
the  same  quantity  of  gas  at  the  same  pressure,  the  results  would 
have  been  so  different  as  Mr.  Hislop’s  tables  indicate,  according 
to  the  angles  of  the  holes.  The  information  is  very  important ; 
and,  amongst  other  things,  it  shows  that  when  statements  are 
made  respecting  the  various  qualities  of  gas,  it  is  highly  necessary 
to  know  the  conditions  under  which  the  gas  is  being  burned.  It 
also  shows  how  important  it  is  that  consumers  should  attend  to 
getting  proper  burners,  so  as  to  obtain  the  fullest  value  from  the 
gas.  I  have  no  doubt  that  some  of  the  burners  which  Mr.  Hislop 
used  were  consuming  gas  in  a  way  which,  under  ordinary  circum¬ 
stances,  would  not  be  objected  to.  It  shows  that  those  who  are 
in  charge  of  gas-works  should  endeavour  to  arrange,  as  far  as 
possible,  that  consumers  should  have  supplied  to  them  burners 
which  are  the  proper  ones  to  use  for  the  quality  of  gas  that  is 
being  manufactured. 

Mr.  D.  B.  Peebles  (Edinburgh)  :  I  should  liked  to  have  had  an 
opportunity  of  reading  Mr.  Hislop’s  paper  before  coming  to  the 
meeting,  because  I  consider  that  the  author  has  brought  before 
us  an  altogether  novel  element.  I  do  not  think  the  angle  of  the 
apertures  in  gas-burners  has  ever  been  thoroughly  considered  in 
connection  with  the  development  of  the  illuminating  power  of  the 
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gas  consumed.  Long  ago  Mr.  Stewart,  of  Greenock,  called  atten¬ 
tion  to  the  necessity  for  having  burners  of  different  sizes  with  cer¬ 
tain  pressures.  Every  burner,  like  every  man,  has  its  idiosyncrasy. 
With  burners  of  the  same  size,  and  having  the  same  holes,  you 
will,  by  the  alteration  of  pressure,  so  develop  the  illuminating  power 
as  to  make  the  difference  very  perceptible,  even  with  the  same 
class  of  burner.  I  wish  Mr.  Hislop,  while  experimenting  with  the 
burners,  had  given  the  results  at  different  pressures.  This  might 
have  produced  some  slight  difference  in  the  flames.  It  is  a  cleaily 
ascertained  fact  that  evei-y  burner  has  a  particular  pressure  which 
will  bring  out  the  greatest  illuminating  power  of  the  gas  being 
consumed.  Mr.  Hislop  has  opened  up  an  excellent  field  of  in¬ 
quiry,  which  will  doubtless  lead  to  some  practical  result  in  the 
construction  of  burners.  In  showing  off  a  burner,  one  man  will 
hold  his  hand  behind  the  flame,  and  say  “  See  how  beautiful.  ’ 
But  it  is  the  white  hand  that  helps  the  flame.  Another  holds  up  a 
newspaper,  and  says  “  See  how  transparent  and  beautiful ;  you 
could  read  through  it.”  We  hear  such  statements  made  to  con¬ 
sumers,  and  they  are  led  astray  by  them.  Anything  emanating 
from  such  a  body  as  this,  and  from  such  a  man  as  Mr.  Hislop,  will 
carry  great  weight  amongst  consumers.  This  is  one  of  the  most 
important  subjects  the  Association  could  take  up,  because  there  is 
no  doubt  of  the  enormous  waste  caused  by  bad  burners. 

Mr.  W.  Key  (Tradeston,  Glasgow)  :  I  understood  that  Mr.  Hislop 
used  iron  burners  ;  and  I  have  to  ask  whether  he  tried  burners  of 
a  larger  diameter  at  the  same  angles,  because  I  think  the  internal 
diameter  has  a  great  deal  to  do  with  the  development  of  the 
illuminating  power  of  the  gas  at  the  point  of  combustion.  The 
ordinary  iron  burner  has  only  a  small  internal  bore.  Mr.  Bray  s 
burner  has  at  least  double  or  treble  the  area  ;  and  the  “  Special 
burner  is  still  larger.  I  think  the  fact  of  the  gas  having  to  travel 
through  the  tube  before  it  reaches  the  orifice  at  different  angles 
has  something  to  do  with  preparing  it  to  be  ignited  and  con¬ 
suming  the  hj’drocarbons.  It  is  quite  true,  as  Mr.  Hislop  has 
said,  that  gas  managers  and  the  public  have  been  slow  to  develop 
in  burners  the  highest  possible  illuminating  power  of  the  gas. 
Our  President  has  told  us  that,  by  our  present  method  of  testing, 
7-candle  gas  can  be  increased  by  the  “  London  ”  Argand  to 
14-candle,  and  by  a  regenerative  lamp  to  28-candle  power.  This 
proves  to  my  mind  that  there  is  something  wrong,  and  that  Mr. 
Hislop  is  justified  in  saying  we  ought  to  test  gas  with  the  best 
burner  that  can  be  obtained.  He  well  deserves  the  thanks  of  the 
members.  It  is  a  credit  to  the  Association  to  have  a  gentleman 
coming  forward  and  discussing  the  effect  of  different  angles  on 
illuminating  power ;  and  if  he  were  to  add  to  this  the  various 
diameters  of  the  burners,  it  would  be  something  still  further  for 
us  to  reflect  upon. 

Mr.  D.  M.  Nelson  (Glasgow)  :  For  scientific  purposes,  I  think 
every  one  will  admit  that  Mr.  Hislop’s  paper  is  pre-eminently  ex¬ 
cellent.  The  dififlculty  I  see  about  it  is  that  all  the  tests  have  been 
made  with  iron  burners,  which  are  now  almost  out  of  existence  for 
ordinary  use. 

Mr.  A.  Macpheeson  (Kirkcaldy) ;  Mr.  Hislop’s  paper  is  altogether 
of  such  a  novel  character,  that  one  feels  it  to  be  necessary  to  have 
some  time  to  study  it  in  order  to  do  it  justice.  I  am  sure  Mr. 
Hislop  will  feel  that  if  we  do  not  discuss  it  in  the  way  in  which  we 
deal  with  some  other  papers  on  matters  with  which  we  are  more 
conversant,  it  is  because  the  subject  is  rather  beyond  our  reach 
until  we  have  had  some  further  time  for  consideration.  What  Mr. 
Hislop  has  shown  us  in  these  tables  should  set  us  all  thinking  ;  and 
I  trust  that  burner  makers  and  Mr.  Peebles  (who  is  so  well  qualified 
to  deal  with  the  subject)  will  set  to  work  and  produce  burners 
suited  for  all  the  various  qualities  of  gas,  and  bored  at  the  proper 
angles.  There  is  a  great  deal  of  truth  in  what  Mr.  Key  has  said 
about  the  size  of  the  burner  immediately  below  the  point  of  con¬ 
sumption.  I  believe,  from  experiments,  that  a  large  chamber  just 
below  the  point  of  combustion  acts  on  the  regenerative  principle. 
The  gas  is  heated,  and  the  carbon  is  raised  to  a  higher  temperature 
before  actual  combustion  takes  place  ;  and  being  thus  brought  to 
the  highest  state  of  incandescence,  a  greater  amount  of  light  is  ob¬ 
tained  than  would  otherwise  be  produced.  If  you  send  a  stream  of 
gas  through  a  narrow  orifice,  you  will  not  get  the  same  amount  of 
light  as  when  you  have  a  large  space  immediately  below  the  point 
of  combustion.  The  angles  at  which  the  burners  are  bored  must 
be  great  factors  in  realizing  the  largest  amount  of  light.  The  great 
thing  is  to  have  a  proper  orifice.  If  it  is  too  small,  the  oxygen 
that  passes  through  is  given  off  as  soot — lodging  on  the  ceiling,  and 
causing  consumers  to  cry  out  about  "  bad  gas,  "  whereas  it  is  tlie 
best  gas  being  destroyed  that  causes  this  blackening  effect.  We 
cannot  be  too  particular  in  regard  to  burners  ;  and  every  gas 
manager  ought  to  try  to  enlighten  the  public  as  to  the  best  way  of 
using  gas.  Many  people  earn  a  livelihood  by  hawking  burners, 
which  they  sell  at  4d,  and  6d.  each,  and  which  they  can  buy  at 
4s.  Gd.  a  gross.  I  am  glad  to  notice  that,  in  some  places.  Magis¬ 
trates  are  punishing  these  people,  who  are  victimizing  tlie  gas  con¬ 
sumers.  I  trust  that  before  long  every  gas  manager  will  consider 
it  to  be  hie  duty  to  instruct  people  ;  and  I  think  that  it  would  bo  a 
good  thing  if  gas  companies  and  corporations  supplied  burners  free 
to  all  their  consumers. 

Mr.  J.  M’Crae  (Dundee) :  I  did  not  hear  the  whole  of  Mr.  Hislop's 
paper ;  but,  judging  from  the  criticism  that  has  followed,  I  gather 
that  the  communication  has  been  of  a  moat  unique  character.  Wo 
can  therefore  scarcely  be  expected,  at  a  moment’s  notice,  to  freely 
criticize  the  figures,  which  have  cost  so  much  thought  and 
research.  I  would  endorse,  with  great  earnestness  the  desirability 
of  educating  the  gas  consumer  to  use  his  gas,  and  not  to  abuse  it. 


One  serious  difficulty  which  presents  itself  is  this — that  if  a  gas 
manager  suggests  a  certain  burner,  or  an  alteration  of  the  existing 
gas-burning  arrangements,  it  is  always  attributed  to  a  desire  on 
his  part  to  increase  the  consumption  of  gas.  I  am  sure  I  express 
the  sentiments  of  every  manager  when  I  say  there  is  no  one  more 
satisfied  at  seeing  gas  properly  consumed  than  the  manager. 
This,  however,  can  only  bo  accomplished  by  using  the  best  and 
most  improved  appliances.  In  passing  along  the  streets  of  the  vari¬ 
ous  towns,  wo  have  evidence  of  the  way  in  which  gas  is  destroyed  , 
and  it  makes  a  gas  manager  shiver  to  see  the  result  of  his  handi¬ 
work  thrown  away,  and  to  feel  that  in  place  of  a  good  light  there 
are  large  gas  bills  and  general  dissatisfaction  all  round.  I  hope  to  see 
the  day  when  gas-burners  will  be  handed  to  the  consumers  free ; 
and  not  only  this,  but  gas-burners  suited  to  the  various  elevations 
of  the  towns  in  which  they  are  to  bo  used,  because  a  burner  that 
will  do  for  a  consumer  on  a  level  with  the  gas-works  will  bo  most 
unsuitable  if  used  hundreds  of  feet  above  that  level.  I  cannot  say 
we  have  done  this  in  Dundee ;  but  I  hope  some  day  to  make  a 
move  in  this  direction.  Every  town  should  be^  divided  into  zones, 
and  for  each  zone  there  should  be  used  a  certain  size  and  descrip¬ 
tion  of  burner  for  ordinary  consumers.  Of  course,  for  extra¬ 
ordinary  consumers,  extraordinary  arrangements  will  have  to  be 
made.  Now  that  Mr.  Hislop  has  introduced  this  method,  I  hope 
it  will  be  supported  by  the  makers  of  burners.  Any  labour  spent 
in  this  direction  will  not  be  lost ;  for  it  must  result  in  satisfaction 
both  to  the  seller  and  the  buyer  of  gas.  ,  ,  - 

Mr,  Hislop:  I  am  greatly  obliged  to  the  members  for  their 
favourable  criticism  of  my  paper ;  and  am  specially  pleased  at  the 
general  expression  of  opinion  that  proper  burners  should  be  supplied 
to  consumers.  I  have  given  much  attention  to  this  subject  for  a 
long  time.  I  am  glad  to  hear  that  opinion  is  ripening  on  this 
question ;  and  I  hope  the  new  plan  will  be  generally  adopted. 
First  of  all,  I  have  to  thank  Mr.  Foulis.  I  am  gratified  to  know 
that  he  thinks  there  are  some  good  points  in  the  paper;  and  this 
may  encourage  further  investigation  by  other  members.  I  hope 
this  will  be  the  result.  The  matter  has  long  been  in  my  mind, 
though  I  have  not  had  time  to  go  into  it ;  and  I  felt  sure  there 
was  more  in  it  than  has  hitherto  been  considered  of  any  value.  I 
have  many  times  observed  that  the  flame  of  a  burner  of  a  certain  con¬ 
dition  would  go  up  with  the  vibration  even  of  a  passing  vehicle  ;  and 
the  result  was  to  nearly  double  the  amountof  light  given.  This  was 
the  first  thing  which  led  me  to  think  ov-er  the  subject,  and  to  make 
out  that  there  was  something  in  the  angle  of  the  holes  drilled  m 
the  burner.  As  to  the  burners  being  of  cast  iron,  I  have  to  explain 
that  it  is  not  very  easy  to  make  them  with  clay  tips.  W  hen  I 
learned  that  the  Suh-Committee  of  the  Association  were  engaged 
in  a  similar  investigation  as  myself  about  three  years  ago,  I  gave 
it  up,  because  we  were  both  troubling  Mr.  Bray^at  the  same  time. 
However,  I  procured  this  extensive  series  of  Nos.  4,  5,  G,  and  7 
sizes,  in  order  that  I  might  test  the  whole  of  the  burners  with 
the  same  gas  at  the  same  time ;  and  this  I  did.  Mr.  Key  made 
reference  to  the  size  of  the  barrel  of  the  burner.  I  took  care  to 
avoid  all  forms  of  burners  which  might  be  considered  as  exclusive 
in  the  case  of  testing  gas  under  Act  of  Parliament ;  and  I  took  the 
plain  burner.  I  did  not  attempt  to  test  the  gas  at  various  pressures, 
as  I  found  I  could  not  do  so  without  causing  it  to  flare.  About 
5  cubic  feet  per  hour  was  as  much  as  I  could  get  at  fi-lOths  pressure 
without  flaring.  Before  we  can  go  higher,  we  must  have  some 
controlling  medium  in  the  barrel  of  the  burner ;  but_  I  was  careful 
to  avoid  anything  that  might  be  considered  objectionable  in  the 
standard  test-burner.  I  might  have  gone  very  much  further  with 
this  matter,  and  said  what  was  the  best  angle  at  which  to  consume 
the  different  qualities  of  gas  at  3,  4,  or  G  cubic  feet  per  hour  ;  but 
I  contented  myself  with  keeping  strictly  to  my  subject.  Of  course, 
I  shall  be  glad  if  I  have  opened  up  a  field  for  further  investigation 
by  any  of  the  members ;  and  I  have  not  the  slightest  doubt  that 
they  will  come  to  the  same  conclusion  as  I  did — viz.,  that  the  angle 
of  impingement  of  the  jets  has  a  great  deal  to  do  with  the  amount 
of  luminosity  afforded.  ...  .  , 

The  President,  in  closing  the  discussion,  said  it  only  remained 
for  him  to  ask  the  members  to  accord  Mr.  Hislop  a  hearty  vote  of 
thanks  for  his  interesting  pajier,  the  elaborate  tests  in  which  must 
have  cost  him  a  great  deal  of  trouble. 

The  proposition  was  carried  by  acclamation. 

Mr.  Cowie's  Paper. 

Mr.  R.  Cowie  (Tillicoultry)  next  read  a  paper  entitled  “  A  Year’s 
Experience  in  the  Manufacture  of  Sulphate  of  Ammonia.”  This 
was  given  in  the  Journal  for  the  7th  inst.  (p.  245). 

Ducuasion. 

Mr.  S.  Stewart  (Greenock) :  I  have  listened  with  pleasure  to 
Mr.  Cowie’s  paper ;  and,  considering  the  size  of  his  works,  I  have 
to  congratulate  him  on  his  successful  working.  In  large  estab¬ 
lishments  we  may  get  a  few  pounds  more  sulphate  per  ton  of  coal 
than  ho  does  ;  but  I  consider  23  lbs.  very  good.  The  clear  manner 
in  which  ho  lias  described  his  plant,  and  the  success  of  his  opera¬ 
tions,  should  encourage  other  managers  to  follow  this  method. 
\Ve  are  very  much  indebted  to  Mr.  Cowie  for  his  jiaiwr. 

Mr.  0.  R.  IIisLOP  (Paisley) :  Wo  are  also  mdobted  to  Mr. 
Cowie  for  the  example  ho  has  set  to  managers  all  over  the  country. 
How  often  do  wo  find  great  hesitancy  on  the  part  of  iiianagers  to 
adopt  now  processes,  although  these  would  certainly  result  in 
greater  economy.  In  this  respect,  wo  have  to  compliment 
Mr.  Cowie  on  the  fortitude  and  courage  he  has  shown  in  venturing 
on  the  experiments  described,  and  on  the  results  ho  has  achiovod 
with  his  apparatus. 
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Mr.  A.  Bell  (Clippens  Oil-Works) :  I  think  Mr.  Cowie’s  failure 
with  his  first  saturator  was  not  due  so  much  to  the  impurity  in 
the  lead  as  to  the  way  in  which  the  lead  was  cast.  I  had  one  of 
these  cast  saturators  ;  and  I  found  that  the  lead  was  being  eaten 
away  by  the  acid.  After  a  careful  examination,  I  discovered  that 
in  casting  the  lead  the  temperature  had  been  raised  too  high,  and 
it  became  oxidized  on  the  surface,  and  then  was  mixed  in  the 
casting.  It  was  on  the  oxidized  spots  that  the  acid  immediately 
acted.  I  had  the  oxidized  portions  cut  out ;  and  the  saturator  has 
worked  successfully  for  the  past  three  years.  The  ordinary  lead- 
lined  saturator  is  more  difficult  to  keep  up,  on  account  of  the  wear 
and  tear.  I  consider  Mr.  Cowie’s  plan  of  making  his  sulphate 
with  ordinary  commercial  sulphuric  acid  to  be  an  expensive  way. 
If  he  would  use  pyrites  acid,  and  allow  the  sulphide  of  arsenic  to 
settle  out  in  a  separate  vessel,  he  would  find  that  his  sulphate 
would  be  of  a  good  colour,  and  be  produced  more  economically. 

Mr.  Donaldson  (Lochwinnoch) :  Is  it  any  profit  to  manufacture 
sulphate,  compared  with  the  price  obtained  by  selling  the  liquor  ? 
I  wish  to  ask  the  specific  gravity  of  the  acid.  Mr.  Cowie  speaks 
of  using  9  tons  of  acid  for  9  tons  of  sulphate,  which  I  think  is  a 
very  large  proportion. 

Mr.  P.  Watson  (Stirling) :  Mr.  Cowie  recently  made  a  remark 
to  me  about  the  properties  of  sulphate  of  ammonia  as  compared 
with  nitrate  of  soda ;  and  I  should  like  if  he  would  narrate  the 
incident  to  the  meeting. 

Mr.  J.  M'Crae  (Dundee)  :  I  have  had  considerable  experience, 
under  different  conditions,  in  the  manufacture  of  sulphate  of 
ammonia.  I  am  pleased  to  see  the  manager  of  a  small  gas-works 
giving  his  experience  upon  any  subject ;  and  his  example  should 
be  encouraged  in  our  Association,  because  it  has  long  been  felt  as 
a  drawback  that  only  the  managers  of  large  works  come  forward 
with  papers.  In  my  experience,  gas  making  is  as  important  in 
small  as  in  large  works  ;  the  difference  is  only  one  of  degree.  I 
would  say  to  Mr.  Cowie  that  he  is  working  on  the  right  lines,  and 
that  he  has  obtained  equally  good  results  to  those  produced  in 
larger  works,  where  more  improved  appliances  are  used.  Although 
he  is  going  on  in  the  right  direction,  he  must  not  stop  where  he  is. 
I  think  that  by  using  pyrites  acid,  he  could,  by  means  of  a  settler, 
allow  the  sulphide  of  arsenic  to  fall  to  the  bottom,  and  so  the 
impurity  which  is  so  much  objected  to  in  pyrites  acid  will  be 
easily  got  rid  of.  To  use  pure  sulphuric  acid  is  a  decidedly 
extravagant  plan ;  and  this  Mr.  Cowie  will  discover  in  the  course 
of  his  experiments.  It  is  prescribed  in  the  Alkali-Works  Eegulation 
(Scotland)  Act  that  no  pipe  shall  be  connected  with  the  waste  gases 
produced  from  the  manufacture  of  sulphate  of  ammonia  ;  therefore  it 
is  necessary  that  the  purifiers  should  be  of  such  an  area  as  to  absorb 
all  the  foul  gases  from  the  production  of  the  sulphate,  and  must 
not  be  connected  to  any  chimney,  but  be  left  open.  I  do  not  agree 
with  the  remark  that  the  consumption  of  acid  is  proportionately 
high,  because  you  require  I'l  tons  of  sulphuric  acid  to  1  ton  of 
sulphate  of  ammonia — just  about  the  proportion  used  by  Mr. 
Cowie.  I  manufacture  about  400  tons  of  sulphate  in  the  year, 
and  that  is  my  experience.  Mr.  Cowie  is  to  be  congratulated  on 
coming  forward  and  giving  the  results  of  his  experience ;  and  I 
hope  other  members  will  follow  his  example,  and  be  incited  to 
make  similar  experiments,  and  report  to  the  Association  the  result 
of  their  investigations. 

Mr.  J.  Rosie  (Wick) :  Have  you,  in  your  experience,  ever  had  a 
case  of  a  pipe  leading  to  the  saturator  becoming  clogged  up,  and 
necessitating  a  safety-valve?  I  know  a  place  where  a  still  exploded  ; 
and  the  only  cause  which  could  be  assigned  was  the  pipe  in  the 
saturator  choking,  and  thereby  causing  increased  pressure.  I 
observe  that  a  good  many  managers  work  without  a  safety-valve  ; 
and  I  wish  to  know  whether,  in  their  opinion,  this  is  a  safe  prac¬ 
tice.  Managers  in  small  works  are  apt  to  forget  the  corrosive 
action  of  ammonia  on  brass  cocks. 

Mr.  T.  D.  Hall  (Montrose) :  It  seems  to  me  that  i£G0  is  a  good 
sum  for  Mr.  Cowie  to  realize  from  his  liquor  alone,  carbonizing 
only  800  tons  of  coal.  I  should  like  him  to  tell  us  what  he  does 
with  his  tar  ;  and  if  he  sells  it,  what  he  gets  for  it.  If  he  produces 
8  tons  of  sulphate  from  800  tons  of  coal,  it  seems  to  me  that  that 
is  very  good. 

Mr.  8.  Stewart  (Greenock) :  Reference  has  been  made  to  a 
safety-valve.  I  consider  that  any  kind  of  safety-valve  on  a  still  is 
not  a  proper  thing.  What  we  have  at  Greenock  is  a  continuation 
of  the  filling  tube  to  within  an  inch  or  two  of  the  bottom  of  the 
boiler  ;  and  the  liquor,  as  pumped  into  the  boiler,  keeps  the  pipe 
clear.  There  is  no  evaporation  from  this  sealed  pipe ;  it  is  only 
3  inches  diameter.  This  does  away  with  all  risk  arising  from  the 
choking  up  of  the  pipe  between  the  still  and  the  cracker-box. 

Mr.  Cowie  :  A  gentleman  asked  what  we  were  doing  with  our 
tar.  We  sell  the  tar  ;  and  I  may  first  say,  in  answer  to  his  question, 
that  two  years  ago,  when  the  Company  decided  to  go  on  with  this 
sulphate  business,  the  whole  of  our  residuals  for  the  year  fetched 
only  5id.  to  fid.  per  ton  of  coal  carbonized.  This  year  we  have 
received  something  like  2s.  Id.  per  ton  of  coal.  This  shows  the 
difference.  With  reference  to  a  remark  made  by  Mr.  M’Crae,  I 
may  explain  that  unless  the  attendant  allows  the  fire  to  get  too 
strong,  causing  the  gas  to  be  thrown  off  too  rapidly,  there  is  no 
necessity  to  have  a  pipe  to  the  purifier.  I  intend  to  increase  the 
area  of  the  purifier,  and  also  to  raise  the  condensing  power  and 
add  to  the  number  of  pipes  passing  through  cold  water.  We 
obtained  from  836  tons  of  coal  exactly  8  tons  17  cwt.  of  sulphate. 
We  have  no  safety-valve  on  the  pipe  leading  to  the  saturator  ;  but 
we  have  one  to  the  boiler.  We  do  not  experience  any  difficulty 
with  the  choking  of  the  pipe  to  the  saturator.  I  was  speaking  lately 


with  an  acquaintance  of  mine  in  Tillicoultry,  who  had  been  visiting 
the  gas-works,  and  I  explained  to  him  that  we  obtained  upwards 
of  8  tone  of  sulphate  in  the  year.  He  told  me  of  a  gentleman  who 
bought  a  good  deal  of  hay  from  a  farmer  who  gave  his  grass  land 
rather  a  heavy  dose  of  nitrate  of  soda.  When  a  quantity  of  hay 
was  carried  home,  the  gentleman’s  horse  refused  to  eat  it ;  and  he 
brought  two  men  to  examine  the  animal’s  mouth,  believing  that 
there  must  be  something  wrong  with  it.  Both  men  declared  that 
there  was  nothing  wrong ;  and  they  said  the  defect  must  be  in  the 
hay.  One  of  them  obtained  a  sample  of  the  hay  ;  and,  after 
examining  it,  stated  that  the  farmer  had  dosed  his  land  with  too 
much  nitrate  of  soda.  Perhaps  this  hint  may  be  taken  by  farmers, 
so  that  they  may  use  more  sulphate  and  less  nitrate. 

A  vote  of  thanks  was  accorded  to  Mr.  Cowie  for  his  paper. 


Mr.  M'Crae’s  Paper. 

Mr.  J.  M'Crae  (Dundee)  read  the  next  paper,  on  “  Coal  Tar  as 
Fuel  for  Steam-Boilers,”  which  appeared  in  the  Journal  for  the 
7th  inst.  (p.  245). 

Discussion. 

Mr.  E.  M.  Sutherland  (Falkirk) :  I  am  not  prepared  to  say  very 
much  on  this  subject ;  but  I  have  been  greatly  interested  by 
Mr.  M’Crae’s  paper.  The  question  is  one  of  some  consequence  to 
gas  managers.  At  the  time  when  residual  products  were  so  low 
in  price,  the  burning  of  tar  was  a  question  which  occupied  much 
attention.  Some  advocated  the  burning  of  tar,  and  others  thought 
it  was  a  pity  to  destroy  it,  seeing  that  it  contained  so  many  fine 
products.  My  idea  is  that  it  is  very  much  a  matter  of  sentiment. 
If  there  was  too  large  a  supply  of  tar,  it  did  not  do  any  harm  to 
burn  a  portion  of  it,  provided  sufficient  was  left  for  the  market. 
In  London  a  considerable  quantity  was  burned  in  one  of  the  large 
gas-works  ;  and  I  have  no  doubt  that  this  had  a  good  effect  on  the 
market,  and  that  gas  companies  generally  benefited  from  it.  In 
regard  to  the  fuel  value  of  tar,  I  am  not  prepared  to  say  anything 
very  definite.  A  few  years  ago  I  had  some  experience  in  the 
burning  of  pitch  oil  when  that  article  was  difficult  of  sale.  Our 
tanks  were  full  to  overflowing ;  and  as  we  had  to  do  something 
with  it,  we  turned  our  attention  to  burning  it.  We  did  so  very 
successfully,  and  obtained  any  heat  required,  which  was  under 
perfect  control.  The  experiments  were  made  at  a  time  of  the  year 
when  we  were  very  busy ;  and  I  could  not  keep  such  correct  data 
as  to  warrant  me  in  stating  its  fuel  value.  It  proved  to  us  that 
when  coal  was  scarce  or  dear,  we  could  burn  this  tar  or  oil,  and 
get  whatever  heat  was  necessary.  Mr.  M‘Crae  referred  to  the  use 
of  liquid  fuel  in  a  more  concentrated  form,  especially  in  connection 
with  steamers.  I  believe  that  will  be  done  more  extensively  in 
the  future,  more  especially  if  the  seemingly  inexhaustible  supply 
of  petroleum  in  Russia  continues,  because  there  they  have  the 
material  in  a  portable  and  convenient  form,  and  in  any  quantity, 
at  an  almost  nominal  price.  If  they  manage,  by  the  completion  of 
some  of  the  pipe-lines  they  are  intending  to  make,  to  deliver  this 
oil  at  a  seaport  at  a  low  price,  it  will  be  used  as  fuel  very  exten¬ 
sively.  I  beg  to  thank  Mr.  M’Crae  for  the  able  manner  in  which 
he  has  brought  this  subject  before  the  Association. 

Mr.  G.  R.  Hislop  (Paisley)  :  I  do  not  rise  to  give  any  personal 
experience  on  the  burning  of  tar ;  but  it  is  due  to  Mr.  M’Crae  to 
say  that  some  time  ago  I  visited  Dundee,  and  made  a  careful  in¬ 
spection  of  his  arrangement  for  burning  tar,  and  could  not  help 
expressing  great  satisfaction  with  the  admirable  apparatus,  and  the 
effective  way  in  which  the  tar  was  consumed,  as  well  as  the  results 
obtained  by  its  combustion.  Mr.  M’Crae  is  quite  correct  in  point¬ 
ing  out  that  what  can  be  profitably  done  in  Dundee  may  not  be 
the  same  in  other  places,  and  that  it  will  be  for  other  managers  to 
judge  for  themselves  whether  it  would  be  economical  to  burn  tar  or 
not.  As  a  rule,  the  heavy  tar  is  always  a  drug  on  our  hands  ;  and 
in  most  cases  it  would  be  economical  to  burn  it.  In  England  our 
friends  connected  with  The  Gas  Institute  have  advocated  the 
desirability  of  burning  a  larger  proportion  of  tar,  in  order  to  bring 
up  the  price  of  what  remains  to  be  sold.  That  is  a  matter  of 
opinion.  We  are  greatly  obliged  to  Mr.  M’Crae  for  explaining 
how  we  can  get  out  of  the  difficulty,  if  we  find  the  pure  tar  to  be  a 
drug  on  our  hands  in  the  ordinary  outlets.  I  give  my  hearty 
approval  of  the  system  Mr.  M’Crae  has  introduced  in  Dundee. 

Mr.  A.  Macpherson  (Kirkcaldy)  :  Like  the  previous  speaker,  I 
cannot  give  any  practical  experience  ;  but  I  have  had  the  pleasure 
of  seeing  Mr.  M’Crae’s  system  in  operation  at  the  Dundee  Gas- 
Works.  The  perfection  to  which  Mr.  M’Crae  has  brought  his 
plan  reflects  the  greatest  credit  on  him ;  showing  as  it  does  that, 
with  his  usual  ability,  he  is  ready  to  seize  on  anything  which,  from 
the  situation  of  the  town,  will  prove  of  benefit  and  profit  to  the  Gas 
Commissioners.  I  have  no  doubt  that  by  burning  his  tar,  which 
he  has  difficulty  in  disposing  of  profitably,  he  will  be  enabled  to 
effect  a  considerable  saving.  Perhaps  he  has  not  had  the  system 
long  enough  in  operation  to  say  whether  tar  has  a  more  destructive 
effect  on  the  boilers  than  ordinary  firing ;  and  I  shall  be  glad  to 
hear  any  information  on  this  point. 

Mr.  W.  Key  (Tradeston) :  I  wish  that  Mr.  M’Crae  had  given  a 
section  showing  the  portion  underneath  the  fire,  in  order  to  afford 
us  some  idea  as  to  the  quantity  of  air  which  accompanies  the  steam 
and  tar  into  the  furnace,  and  also  whether  he  has  any  material 
resting  on  the  bars  through  which  heated  air  may  pass  up  and 
strike  the  spray  as  it  gets  into  the  flue  to  help  the  combustion.  A 
great  deal  depends  on  that.  In  one  of  the  Glasgow  works,  where  300 
tons  of  coal  are  consumed  for  steam,  the  engineer  injects  steam 
over  the  top  of  the  fuel  in  the  furnace  ;  and  he  states  that  in  this 
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way  he  is  able  to  obtain  highly  augmented  steam  power.  I  thought 
that  if  he  sent  the  steam  in  underneath,  he  would  reap  more 
benefit.  Perhaps  Mr.  M'Crae  can  show  how  the  tar  and  steam 
are  consumed.  His  arrangements  I  think  are  exceedingly  simple, 
and  must  commend  themselves  to  everyone. 

Mr.  M'Crae  :  The  effect  on  the  boiler  plates  of  burning  tar  is  a 
very  proper  question  ;  and  it  was  a  neglect  on  my  part  not  to 
mention  it.  We  have  been  using  the  tar  about  a  year  ;  and  the 
plates  are  unaffected.  I  had  expected  that  the  paper  was  suffici¬ 
ently  detailed  in  regard  to  Mr.  Key’s  question;  for  I  say:  “In 
changing  from  the  coal  or  coke  fuel  to  the  tar,  little  or  no  difficulty 
is  experienced  ;  and  very  rarely  is  a  shovelful  of  any  kind  of  solid 
material  required.  The  furnace-bars  have  only  to  bo  kept  covered 
to  prevent  the  waste  of  tar  and  the  too  rapid  ingress  of  air. 
That  is  really  the  state  of  matters.  You  shut  down  your  coke 
fire,  and  turn  on  the  tar  without  any  alteration  or  rearrangement 
of  the  furnace.  A  little  adaptation  is  required  for  the  regulation 
of  every  furnace  ;  but  this  does  not  apply  to  tar  especially ;  our 
coke  always  fetches  a  good  price.  Ot  course,  if  it  was  of  inferior 
quality,  it  would  not  bring  so  good  a  price.  I  have  to  thank  the 
members  for  their  tender  criticism ;  it  is  a  repetition  of  the  kind¬ 
ness  I  have  so  often  experienced  at  your  hands. 

Mr.  Stewart  :  How  many  gallons  of  tar  do  you  use  to  the  ton 
of  coal  ? 

Mr.  M’Crae  :  Against  10  tons  IG  cwt.  of  coal,  I  use  9  tons  3  cwt. 
of  tar,  or  14G0  gallons. 

A  vote  of  thanks  was  accorded  to  Mr.  M'Crae  for  his  paper ; 
and  the  meeting  adjourned  for  luncheon. 


[The  report  of  the  subsequent  proceedings  will  be  given  in  next 
week’s  Journal.] _ _ 


NORTH  OF  IRELAND  ASSOCIATION  OF  GAS  MANAGERS. 

Annual  Meeting  at  Lisburn. 

The  First  Annual  Meeting  of  the  members  of  this  Association  was 
held  in  the  School-Room,  Railway  Street,  Lisburn,  last  Tuesday— 
Mr.  E.  Stears  (Lisburn),  President  of  the  Association,  in  the 
chair.  There  was  a  fair  attendance  of  members. 

The  Honorary  Secretary  (Mr.  J.  Whimster,  of  Armagh)  read 
the  report  of  the  Committee  for  the  past  year  and  the  statement  of 
accounts.  The  report  was  as  follows : — 


Report  of  the  Committee. 

Tour  Committee,  in  presenting  at  the  first  regular  business  meeting  of 
the  Association,  a  report  of  their  proceedings  during  the  year,  feel  that  they 
can  congratulate  the  members  on  the  vitality  of  this,  the  youngest  of  the 
Associations  in  connection  with  our  industry. 

Immediately  after  the  preliminary  meeting  held  in  Armagh  last  year, 
when  it  was  decided  to  form  the  Association,  we  had  applications  from 
four  gentlemen  to  be  admitted  to  membership  with  us— two  as  ordinary, 
and  two  as  extra-ordinary  members— whom  we  received  and  enrolled 
accordingly. 

The  Committee,  however,  regret  exceedingly  that  m  this,  the  first 
report,  they  are  called  upon  to  record  the  fact  that  Death  has  made  an 
inroad  upon  us,  and  has  removed  one  of  our  first  members— the  late  Mr. 
David  Orr,  Manager  of  the  Monaghan  Gas-Works.  We  have  also  lost  two  of 
our  first  members,  through  their  removal  from  the  country.  But  the  Com¬ 
mittee  are  sanguine  that,  through  their  success  in  arranging  such  a  satis¬ 
factory  and  attractive  programme  for  the  present  meeting— a  programme 
which  has  been  posted,  so  far  as  possible,  to  all  the  gas  managers  in  Ire¬ 
land— there  should  be  more  recruits  than  fill  up  the  vacancies  thus 


caused. 

The  Committee  desire  to  bring  before  the  mant^ers  of  small  gas-works 
the  advantage  to  themselves  of  co-operating  in  this  work,  as  it  will  afford 
them  opportunities  of  coming  in  contact,  and  exchanging  experiences  with 
their  fellow-labourers,  which  hitherto  they  have  not  had,  except  at  the 
expense  of  a  journey  across  the  Channel ;  and  they  would  also  wish  to 
impress  upon  the  few  managers  of  large  undertakings  in  Ireland  the 
desirability  of  identifying  themselves  with  the  movement,  so  as  to  give 
it  impetus,  and  encourage  their  weaker  brethren  in  the  work  of  mutual 
improvement. 

It  was  remitted  to  your  Committee  to  frame  a  set  of  rules  for  the 
government  of  the  Association.  This,  was  done  ;  the  rules  being  drawn 
on  the  basis  of  those  of  the  North  British  Association  of  Gas  Managers. 
They  were  printed,  bound  up  with  the  report  of  the  preliminary  meeting, 
and  a  copy  sent  to  each  member.  The  Committee  trust  that  this  part 
of  their  work  will  meet  with  the  approval  of  the  general  body  of  the 
members. 

As  will  be  seen  from  the  financial  statement,  also  presented,  the  balance 
is  on  the  right  side  of  the  account;  and  though  the  sum  in  hand  (18s.  8d.) 
may  be  small,  the  Committee  have  satisfaction  in  that  the  Association  is 
able  to  begin  its  second  year  so  well. 

Signed  on  behalf  of  the  Committee 

Edward  Steabb,  President. 

Lisburn,  Aug.  14,  1888.  James  Whimhteb,  Secretary. 


Mr.  W.  S.  Stormonth  (Coleraine)  formally  proposed  the  adop¬ 
tion  of  the  report  and  statement  of  accounts. 

Mr.  A.  Waddell  (Newtownards)  seconded  the  motion. 

The  President  put  the  resolution  to  the  meeting,  and  it  was 
carried  unanimously. 

New  Members. 


The  next  business  was  the  admission  of  new  members.  Three 
gentlemen  were  admitted — Mr.  J.  Gibb  (Newry)  as  an  ordinary 
member,  and  Messrs.  Walter  King  (London)  and  Johnstone  (Edin¬ 
burgh)  as  extraordinary  members — on  the  motion  of  Mr.  R.  Ross 
(Dungannon),  seconded  by  Mr.  R.  Merrilf.es  (Castleblayney). 


Election  of  Office-Bearers. 

The  next  business  was  the  election  of  Office-bearers  and  Com¬ 
mittee  for  the  ensuing  year. 

The  Secretary  remarked  that  the  Committee  had  given  this 
matter  a  great  deal  of  careful  attention,  and  had  experienced  some 
difficulty  in  proposing  the  names  of  gentlemen  as  office-bearers. 


having  regard  to  the  fact  that  the  membership  of  the  Association 
was  at  present  so  small.  However,  the  Committee  had  decided  to 
name  as  President  for  the  ensuing  year  Mr.  Featlierstone,  of  Dun¬ 
dalk  ;  and  in  accordance  with  that  decision,  ho  (the  Secretary)  had 
great  pleasure  in  proposing  that  Mr.  Featherstono  bo  elected 
President. 

Mr.  R.  Ross  (Dungannon)  seconded  the  motion. 

No  other  candidate  being  proposed. 

The  President  declared  Mr.  Featherstono  unanimously  elected. 
The  Secretary  said  he  begged,  on  behalf  of  the  Committee,  to 
submit  the  names  of  the  following  gentlemen  as  members  of  the 
Committee  for  the  ensuing  year : — Messrs.  R.  Ross  (Dungannon), 

J.  Nisbett  (Portadown),  J.  Mearns  (Banbridge),  A.  Waddell  (New¬ 
townards),  T.  Frizelle  (Holywood),  and  A.  Gibb  (Newry). 

The  President  said  those  were  the  names  suggested  by  the 
Committee;  but  it  was  open  to  the  members  to  elect  other  gentle¬ 
men  if  they  thought  fit. 

Mr.  J.  Robb  (Limavady’)  said  he  had  great  pleasure  in  propos¬ 
ing  that  the  names  recommended  by  the  Committee  bo  adopted, 
and  that  these  gentlemen  be  the  Committee  for  next  year. 

Mr.  R.  Meruilees  (Castleblayney)  seconded  the  motion,  which 
was  carried  unanimously. 

The  Secretary  said  the  only  remaining  question  was  that  of  the 
election  of  a  Vice-President.  On  this  matter  the  Committee  had 
not  come  to  any  decision,  and  were  not  prepared  to  make  any 
recommendation.  They  thought  that  perhaps  the  Association 
could  manage  to  do  without  a  Vice-President  until  they  got  into 
working  order.  Then  there  was  the  question  of  a  Secretary  and 
Treasurer,  and  also  of  an  Auditor.  For  the  last- mentioned  posi¬ 
tion  the  Committee  suggested  Mr.  J.  Todhunter  (Ballymena). 

Mr.  A.  Waddell  (Newtownards)  proposed  that  Mr.  Todhunter 
be  elected  as  Auditor.  _ 

Mr.  W.  Nisbett  (Aughnacloy)  seconded  the  motion,  which  was 
unanimously  carried.  _  ... 

Mr.  R.  Ross  (Dungannon)  said  the  only  office  remaining  to  he 
filled  up  was  that  of  Secretary  and  Treasurer ;  and  it  gave  him 
great  pleasure  to  propose  that  Mr.  J.  Whimster,  who  had  rendered 
such  valuable  assistance  in  establishing  the  Association,  and  who 
had  from  the  beginning  discharged  the  onerous  duties  of  Secretary 
and  Treasurer  in  a  manner  that  entitled  him  to  their  w'armest 
thanks,  be  re-elected  to  the  position  for  the  ensuing  year. 

Mr.  W.  R.  Featherstone  (Dundalk)  was  pleased  to  be  permitted 
to  second  the  resolution.  He  thought  they  could  not  have  a  better 
gentleman  for  their  Secretary  than  Mr.  Whimster.  He  was  always 
willing  to  look  after  the  interests  of  the  Association  ;  and,  in  addi¬ 
tion  to  that,  he  possessed  the  ability  to  do  so. 

The  President,  in  putting  the  resolution,  said  he  was  sure  every 
member  would  agree  with  him  that  in  Mr.  Whimster  as  their  Secre¬ 
tary  and  Treasurer  they  had  “  the  right  man  in  the  right  place.’’ 
The  resolution  was  unanimously  adopted. 

Place  of  Next  Meeting. 

The  Secretary  then  proposed  that  the  next  meeting  of  the 
Association  be  held  at  Dundalk,  as  a  compliment  to  their  new 
President. 

Mr.  R.  Ross  seconded  the  proposition. 

Mr.  J.  Robb  thought  the  meeting  should  bo  held  at  some  place 
which  would  be  more  convenient  for  the  southern  and  western 
members.  He  suggested  they  ought  to  meet  them  half  way. 

The  President  said  that  at  some  future  time  perhaps  they  woul  d 
be  able  to  consider  Mr.  Robb’s  suggestion  ;  but  at  present  he  did 
not  think  they  could  see  their  way  to  do  so.. 

The  resolution  was  then  passed  unanimously. 

Mr.  R.  Merrilees  suggested  that  the  next  meeting  should  be 
arranged  for  the  last  week  in  May,  any  time  in  June,  or  the  first 

week  in  July.  ,  •  t  i 

The  Secretary  said  he  did  not  think  the  first  week  in  July 
would  be  practicable.  It  would  certainly  not  suit  him ;  and  he 
thought  it  would  bo  very  inconvenient  for  the  majority  of  the 
members. 

After  some  further  remarks. 

The  President  said  the  meeting  did  not  seem  to  be  of  the  same 
opinion  as  Mr.  Merrilees  ;  and  for  the  present  it  would  bo  bettor 
to  allow  the  date  of  next  meeting  to  remain  unchanged. 

The  subject  then  dropped. 

The  President  next  proceeded  to  deliver  the  following 
INAUGURAL  ADDRESS. 

Gentlemen, — In  commencing  this  brief  address,  I  must  thank 
you  for  having  chosen  Lisburn  as  the  first  place  of  meeting  of  our 
newly- formed  Association,  although  I  am  afraid  I  cannot  show  you 
hero  anything  novel  in  the  operations  connected  with  the  manu¬ 
facture  of  gas.  I  find,  as  a  rule,  that  directors  do  not  like  to  try 
new  schemes  which  are  likely  to  cause  any  additional  expenditure  ; 
but  they  prefer  to  continue  working  on  the  old  lines.  Perhaps,  if 
their  dividends  were  to  fall  below  10  per  cent.,  they  would  be  more 
speculative. 

In  the  North  of  Ireland,  gas  companies  have  (like  many  others) 
found  it  necessary  to  their  welfare,  in  face  of  the  competition  of 
electric  light  and  petroleum,  to  reduce  the  price  of  gas.  The  best 
means  of  maintaining  the  value  of  our  property  is  by  keeping  the 
price  of  the  commodity  we  supply  as  low  as  will  pay  a  fair  dividend, 
as  there  is  no  question  that  the  competition  of  petroleum  and 
electricity  with  gas  is  very  sharp.  As  far  as  Lisburn  isconcernotl, 
we  find  that  very  few  new  customers  are  obtained  from  small 
private  houses  with  a  rental  up  to  (say)  a  year.  They  nearly 
nil  consume  oil,  although  the  price  of  gas  is  only  Ss.  9d.  per  1000 
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cubic  feet.  One  thing  which  operates  against  my  Company  pro¬ 
curing  the  custom  of  the  poorer  class  of  residents,  is  that  we  require 
a  deposit  of  10s.  as  security.  This  no  doubt  reduces  the  amount 
of  bad  debts ;  but  it  is  detrimental  to  an  extension  of  our  business. 
In  regard  to  the  electric  light,  we  have  one  mill  in  our  district 
partly  illuminated  by  this  means ;  and  I  must  say  that  it  seems 
to  give  satisfaction.  The  owners  of  another  mill  are  also  seriously 
contemplating  its  adoption  in  an  extension  of  their  premises  ;  and 
the  promoters  of  the  light  say  that  the  cost  will  be  much  less  than 
gas.  There  is  no  doubt  that  there  is  more  danger  of  our  mill 
customers  going  over  to  electricity  than  the  general  public,  as  they 
can  supply  motive  power  and  supervision  at  low  cost. 

I  intend  making  a  few  general  remarks  on  gas  manufacture  from 
my  own  point  of  view,'and  hope  that  these  will  meet  with  approval. 
I  may  here  incidentally  remark,  as  some  of  our  members  may  not 
be  able  to  be  present  to-day,  that  we  manufacture  26  million  cubic 
feet  of  gas  per  annum ;  the  maximum  make  being  160,000  cubic 
feet  per  24  hours.  As  nearly  half  our  make  of  gas  is  sold  to  mills, 
the  heaviest  output  is  in  the  winter  months.  Dealing  first  with  the 
retort-house,  our  retort-benches  consist  of  sixes,  set  on  Cathels’s 
system.  The  only  alteration  I  have  made  is  in  the  furnace.  I  use 
cast-iron  bars  2  ft.  6  in.  long,  the  furnace  12  inches  wide,  and 
double  doors  ;  thus  giving  a  deep  fire,  and  generally  allowing  some 
air  to  pass  in  through  a  sight-hole  left  partly  open  over  the  furnace. 
I  take  the  opportunity  here  of  suggesting  to  those  members  who 
may  have  had  some  experience  with  regenerative  furnaces,  that  we 
shall  be  glad  if  they  will  give  us  some  information  on  this  impor¬ 
tant  subject. 

In  regard  to  the  question  of  tar  burning,  I  have  tried  this  both 
with  and  without  steam,  and  must  say  that  I  prefer  the  latter 
plan,  as  it  does  not  give  such  intense  heat  in  the  furnace,  and  also 
causes  less  trouble  and  noise  in  working.  The  tar-supply  tank  is 
fixed  outside  the  retort-house,  and  is  filled  with  tar  from  the  well 
by  an  injector,  at  the  same  time  permitting  the  tar  from  the  pipe 
leading  from  the  hydraulic  main  to  flow  into  it — the  overflow  going 
back  again  to  the  same  main  lower  down.  I  found  some  difficulty 
at  first  in  getting  this  plan  to  work.  This,  however,  I  overcame 
by  introducing  a  gas-burner  in  the  wooden  box  where  the  tank  is 
situated ;  and  by  keeping  the  temperature  up  to  70°  Fahr.  I 
have  not  had  any  trouble  on  this  point,  and  do  not  find  it  necessary 
to  use  screens  to  keep  out  the  dirt.  My  experience  leads  me  to  the 
conclusion  that  2  gallons  of  tar  are  about  equal  to  a  bushel  of 
coke.  I  may  mention  that  the  tar  was  used  in  the  ordinary 
furnace.  The  fire  was  allowed  to  clinker  up,  and  only  a  sufficient 
opening  left  to  consume  the  tar  and  its  products  with  a  few  bushels 
of  coke  daily.  We  clinkered  the  fire  out  perhaps  once  or  twice  a 
week.  When  burning  tar,  the  upper  furnace-door  is  substituted 
by  one  having  four  1-inch  holes  drilled  through  it  for  the  air 
supply. 

As  to  the  exhausters,  we  have  three — one  being  a  Laidlaw  or 
rotary  exhauster,  and  the  others  a  Beale  and  a  steam-jet.  The 
latter  is  made  of  IJ-inch  pipe,  which  is  sometimes  used  for  six 
retorts  in  the  summer.  For  general  use,  I  prefer  Laidlaw’s  ex¬ 
hauster,  as  it  costs  less  for  lubrication  and  attention,  although 
the  amount  of  “  slip  ”  in  it  is  very  large.  It  answers  well  for  all 
but  the  heavy  work,  when  there  is  a  strong  back  pressure,  and 
then  Beale’s  is  more  suitable.  For  Beale’s  exhauster  we  use 
creosote  oil,  which  answers  the  purpose  well,  and  is  cheap.  After 
leaving  the  exhauster,  the  gas  passes  through  an  ordinary  scrubber, 
worked  with  ammoniacal  liquor  ;  and  we  are  now  fixing  also  one  of 
Kirkham,  Hulett,  and  Chandler’s  “  Standard  ”  washers  to  work 
with  water.  The  gas  is  then  purified  with  lime  in  the  ordinary 
way. 

It  may  be  in  your  recollection  that  we  had  an  explosion  during 
last  winter.  It  took  place  at  4  o’clock  in  the  morning,  just  as  the 
men  had  finished  the  3  o’clock  charge.  It  was  caused  by  a  seal- 
cup  at  the  bottom  of  the  centre-valve  blowing ;  the  lime  in  the 
purifiers  being  too  dry,  which  caused  more  back-pressure  than  the 
seal-cup  would  stand.  The  flooring  of  the  purifying-house  being 
boarded  over,  the  hollow  space  below  became  filled  with  gas  ;  and 
it  eventually  caught  fire  from  a  lamp  in  the  yard.  Four  men  were 
taking  water  to  fill  a  syphon  which  it  was  thought  was  unsealed, 
when  the  explosion  took  place  blowing  the  men  away  and  un¬ 
slating  the  purifier-house,  besides  doing  other  damage  to  the 
works.  Fortunately,  the  only  injury  to  the  apparatus  was  a  crack 
across  the  bottom  of  one  of  the  purifiers.  The  men  were  taken  to 
the  infirmary,  where  they  were  under  care  between  two  and 
three  months ;  the  Company  paying  them  full  wages  during  the 
whole  time. 

I  have  this  summer  fixed  a  hydraulic  safety-valve  to  the  inlet  of 
the  scrubber,  consisting  of  a  covered  tank  3  feet  deep  by  14  in.  by 
12  in.,  with  a  division  2  inches  from  one  side  going  down  to  within 
3  inches  of  the  bottom.  The  working  pressure  is  regulated  by  a 
f-inch  pipe  for  overflow  at  the  water-hne ;  the  inside  of  it  being 
carried  6  inches  downwards,  so  as  not  to  be  affected  by  the  ebulli¬ 
tions  of  the  water  when  in  action.  There  are  also  two  rows  of  tiles 
laid  partly  across  the  inside  of  the  chamber,  6  inches  and  9  inches 
above  the  water-line,  to  check  the  ascent  of  the  water,  as  it  is 
thrown  upwards  by  the  gas.  A  4-inch  pipe  conveys  the  gas  to  the 
top  of  the  scrubber  ;  so  that  in  case  it  operates,  the  gas  will  be 
blown  into  the  atmosphere  out  of  danger.  The  gas-inlet  is  in 
the  2-inch  chamber  ;  and  the  outlet-chamber  being  larger,  will  pre¬ 
vent  BO  much  water  being  blown  out  of  it  through  the  overflow 
when  put  in  action.  I  made  4-inch  connections  to  this  valve, 
which  I  considered  large  enough  to  take  off  the  make  of  gas  in 
case  the  inlet  to  the  gasholders  should  be  closed  by  accident ;  and 


thus  preventing  the  purifier  lutes  blowing,  and  not  allowing  too 
much  gas  to  flow  back  from  the  gasholders  in  case  the  holder  inlet- 
valve  was  open. 

We  have  manufactured  sulphate  of  ammonia  at  our  works  for 
about  twelve  years.  I  believe  I  may  claim  to  be  the  first  in  this 
district  to  do  so.  The  apparatus  employed  I  may  describe  as 
“home  made;’’  the  capital  outlay  being  under  £100.  All  the 
tanks,  including  the  saturating-tank,  are  lined  with  sheet  lead  6  lbs. 
to  the  foot.  The  saturating-tank  is  lined  with  lead  in  one  piece, 
what  the  plumbers  call  pig  lugged — i.e.,  the  ends  are  turned  up. 
The  joints  of  the  other  tanks  are  joined  with  coarse  solder.  The 
Uquor  is  pumped  into  a  tank  supplying  the  boiler  by  the  same 
pump  that  supplies  the  scrubber.  The  boiler  is  fired  with  breeze. 
There  are  then  a  saturating-tank,  two  settling-tanks,  and  two 
evaporating-tanks.  The  liquor  is  heated  by  the  waste  steam  from 
the  engine  after  it  has  passed  through  a  water-heater  for  the  boiler 
feed.  The  man  who  sells  coke  makes  the  sulphate  of  ammonia,  with 
the  aid  of  an  assistant,  in  the  winter  months.  When  I  commenced 
the  manufacture,  the  salts  were  made  in  the  saturating-box ;  but 
it  was  found  more  convenient  to  make  it  by  working  the  satma- 
ting-box  with  half  water  and  half  acid  at  starting,  and  then 
removing  the  neutralized  liquor  to  the  settling-tank,  and  from 
thence  letting  it  down  to  the  evaporating  tank  below.  This  plan 
enables  the  man  in  charge  to  leave  the  boiler  filled  with  ammo¬ 
niacal  liquor  at  night,  having  made  up  the  saturating  tank  with 
sufficient  acid  and  water  to  neutralize  the  steam  from  the  boiler ; 
so  that  all  the  night  stokers  have  to  do  is  to  keep  up  the  fire,  and 
shut  the  damper  and  lift  the  safety-valve  when  the  water  gets  to 
a  certain  level  in  the  gauge.  We  generally  make  about  a  ton  of 
salts  to  every  110  tons  of  coal  carbonized.  I  have  given  these 
details,  as  there  may  be  some  manager  who  may  be  under  the 
impression  that  it  requires  a  large  outlay  to  set  up  sulphate  works, 
I  may  say  there  are  no  brick  buildings  connected  with  the  appa¬ 
ratus,  and  the  tanks  are  under  wooden  sheds. 

With  regard  to  the  question  of  wet  and  dry  meters,  I  may  say 
that  I  am  an  advocate  of  the  latter — in  fact,  for  the  last  five  years 
we  have  not  bought  any  wet  meters.  The  consumers  always 
prefer  the  dry  meters,  as  they  give  less  trouble.  As  to  our  street 
lamps,  they  are  all  provided  with  governors.  I  should  strongly 
advise  those  managers  who  have  not  adopted  governors  to  do  so  ; 
and  I  can  assure  them  that  the  results  will  be  not  only  a  much 
more  satisfactory  light,  but  a  saving  of  gas. 

I  have  upon  several  occasions  met  with  managers  of  small 
works  who,  upon  my  inquiring  what  pressure  they  supplied  at 
during  the  night,  could  not  tell  me,  as  there  was  no  pressure-gauge 
on  the  works.  The  general  plan  seems  to  be  to  put  the  gas  on 
full  at  night.  Those  who  have  (say)  a  4-inch  valve  which  they 
open  and  shut,  should  have  a  1-inch  or  |-incli  governor  acting  as 
a  bye-pass  round  the  valve  ;  and  so  work  the  night  pressure  after 
eleven  o’clock  and  the  day  pressure  with  it.  By  having  a  pressure- 
gauge  on  the  outlet,  the  pressure  can  be  reduced  from  (say)  5-lOths 
inch  in  the  daytime  to  1  inch  after  11  p.m.,  instead  of  allow¬ 
ing  the  gasholder  pressure  to  remain  on  the  town  all  night. 

The  question  of  Sunday  labour  in  gas-works  has  recently  received 
much  attention.  In  our  case  we  give  the  day  stokers  a  half  holiday 
— that  is,  half  the  men  come  to  work  at  six  o’clock,  and  go  off  after 
the  twelve  o’clock  charge  is  finished ;  the  other  half  remaining 
during  the  afternoon.  'I'he  men  receive  full  day’s  wages.  The 
work  is  generally  eased  on  Sundays  by  laying  off  a  bed  or  two 
according  to  the  state  of  the  gasholders. 

In  conclusion,  I  may  observe  that  in  my  opinion  it  is  not  un¬ 
likely  in  the  future  we  may  find  large  works  adopting  a  system  of 
manufacturing  water  gas  on  the  plan  advocated  by  Mr.  A.  Wilson 
of  Stafford,  which  resembles  a  cupola  used  by  ironfounders  for 
melting  iron,  and  that  a  method  will  be  found  of  injecting  gas  tar 
into  it,  so  that  a  gas  of  low  illuminating  power  may  be  used  for 
mixing  with  ordinary  gas,  and  used  for  day  supply  (say)  for  eight 
months  in  the  year.  'There  are  some  gas  companies  who  have  a 
large  demand  for  gas  for  cooking  purposes,  &c.,  and  who  perhaps 
are  only  compelled  by  their  Act  to  supply  14-candle  gas,  whereas 
they  generally  give  from  16  to  17  candle  gas.  The  only  difficulty 
I  can  foresee,  is  that  at  lighting  time  the  consumers  on  the  distant 
parts  of  the  mains  might  complain  of  the  low  illuminating  power 
of  the  gas  during  the  early  portion  of  the  evening.  There  is,  how¬ 
ever,  no  doubt  that  a  scheme  of  this  nature  would  require  more 
attention  than  the  ordinary  plan  of  coal  gas  making,  and  certainly 
would  not  be  suitable  for  small  works. 

Mr.  Featherstone  said  he  had  great  pleasure  in  proposing  that 
the  best  thanks  of  the  Association  be  given  to  the  President  for  his 
very  admirable  address.  He  (Mr.  Featherstone)  had  listened  with 
the  greatest  appreciation  to  the  address,  which  was  full  of  valuable 
information  which  he  was  sure  would  prove  of  great  advantage  to 
every  member  of  the  Association.  They  would  have  an  oppor¬ 
tunity  later  on  of  reading  it ;  and  he  was  sure  they  would  obtain 
very  useful  hints  from  a  perusal  of  it. 

Mr.  Frizelle  seconded  the  motion,  which  was  carried  unani¬ 
mously. 

Papers  and  Discussions. 

The  Secretary  said  he  was  sorry  to  have  to  announce  that  Mr. 
T.  Travers  (Cork),  who  had  promised  to  read  a  paper,  entitled 
“  How  can  we  best  Assist  our  Consumers?  ’’  had  written  to  say 
that  he  would  not  be  able  to  be  present,  as  he  had  to  attend  the 
half-yearly  meeting  of  his  Company.  Further  than  this,  Mr. 
Travers  had  not  sent  his  paper ;  and  therefore  the  meeting  would 
not  have  an  opportunity  of  listening  to  what  he  (the  Secretary) 
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was  sure  would  have  been  an  able  and  interesting  communication. 
However,  they  had  three  other  gentlemen  present  who  had  pre¬ 
pared  papers  on  subjects  of  importance. 

The  other  papers  on  the  agenda  were  then  read,  as  follows  : 

“  The  Utilization  of  Tar  at  Dundalk,”  by  Mr.  W.  R.  Featherstone, 
of  Dundalk ;  “  Experience  with  Mr.  G.  R.  Hislop’s  Regenerative 
Furnace,”  by  Mr.  A.  Waddell,'  of  Newtownards;  and  “Retort- 
Setting  for  Small  Gas-Works,”  by  Mr.  J.  Robb,  of  Limavady. 
These,  with  the  necessary  illustrations  and  the  discussions,  will  be 
given  next  week. 

Votes  of  Thanks. 

Mr.  Waddell  proposed  that  the  cordial  and  hearty  tl^anks  of 
the  meeting  be  given  to  the  President,  for  the  ability  with  which 
he  had  presided  over  the  proceedings. 

Qibb  said  it  gave  him  great  pleasure  to  second  the  proposi¬ 
tion  ■  and  in  doing  so  he  desired  to  add,  on  behalf  of  the  members 
generally,  that  Mr.  Stears’s  conduct  during  his  year  of  office,  and 
his  anxiety  on  all  occasions  to  serve  and  forward  the  interests  of 
the  Association,  which,  under  his  presidency,  had  prospered  very 
much,  had  earned  for  him  their  warm  and  cordial  thanks. 

The  resolution  was  carried  with  applause. 

Mr.  Gibb  asked  to  be  permitted,  in  the  name  of  the  members 
of  the  Association,  to  thank  their  Secretary  and  Treasurer  for  the 
way  in  which  he  had  during  the  past  year  discharged  the  duties  ot 
his  position.  Mr.  Whimster  had  been  most  indefatigable  in  look¬ 
ing  after  the  interests  of  the  Association,  and  he  deserved  their 
thanks. 

The  proposition  was  cordially  agreed  to. 

The  President  thanked  the  proposer  and  seconder  of  the  vote 
for  the  kind  expressions  they  had  made  use  of  with  regard  to  him¬ 
self,  and  also  the  meeting  for  the  equally  kind  manner  in  which 
they  had  received  the  vote,  for  which  he  was  very  rnuch  obliged  to 
them.  He  hoped — and  he  was  sure — the  Association  had  a  pros¬ 
perous  year’s  work  before  them  ;  and  he  trusted  that  their  next 
meeting  in  Dundalk  would  be  even  more  interesting  than  the 
present  one  had  been. 

The  Secretary  also  desired  to  avail  himself  of  the  opportunity 
of  thanking  Mr.  Gibb  for  his  kind  remarks  with  regard  to  himself, 
and  the  meeting  for  their  vote  of  thanks.  He  could  assure  them 
that  it  was  a  pleasure  to  him  to  be  able  to  do  anything  in  his  power 
for  the  success  of  the  Association  and  the  furtherance  of  the  work 
in  which  they  were  all  engaged.  He  thought  that  their  work  was 
a  good  one  j  and  he  hoped  it  would  be  successful  in  bringing  them 
and  their  brethren  more  closely  together,  to  their  profit  and  advan¬ 
tage.  He  urged  the  members  to  cordially  combine  to  forward  the 
interests  of  the  Association,  which  he  was  sure  would  go  on  and 
prosper. 

The  proceedings  then  terminated. 

The  members  subsequently  dined  together  at  the  Railway  Hotel, 
under  the  presidency  of  Mr.  Stears. 


GAS  LIGHTING  BY  HIGH-POWER  BURNERS. 

In  the  course  of  a  communication  presented  to  the  Societe 
Industrielle  du  Nord  de  la  France  by  the  Manager  of  the 
Wazemmes  Gas  Company,  he  made  the  following  remarks  on  gas 
lighting  with  high-power  burners 

For  gas  of  a  standard  illuminating  value,  the  lighting  power 
increases  with  the  temperature  of  the  flame.  It  also  increases, 
under  favourable  conditions,  if  the  quantity  of  gas  consumed  by 
the  burner  in  a  certain  period  is  augmented.  Thus,  two  burners 
consuming  60  litres  (rather  more  than  2  cubic  feet)  of  gas,  placed 
in  juxtaposition,  produce  less  light  than  one  burner  consuming 
120  litres.  As  it  is  impossible  to  indefinitely  increase  the  supply 
to  ordinary  burners,  multiple-flame  burners  have  been  invented, 
in  which  two  or  more  ordinary  flames  are  united  so  that  they  may 
impinge  upon  each  other.  By  an  ingenious  arrangement  for 
bringing  the  air  into  contact  with  the  multiple  flames,  two  excel¬ 
lent  W'es  of  lamps  are  obtained,  consuming  respectively  700  and 
1400  litres  per  hour,  which  meet  with  a  rapid  demand  in  Paris, 
and  in  many  other  towns,  for  lighting  wide  public  thoroughfares, 
squares,  and  large  open  spaces.  If,  however,  it  is  desired  to  obtain 
a  flame  with  a  much  higher  temperature,  it  is  necessary  to  resort 
to  a  special  arrangement  for  heating  the  air  intended  for  combus¬ 
tion  with  the  gas.  The  principle  of  heating  the  air  by  means  of 
the  waste  heat  escaping  with  the  products  of  the  waste  gas  the 
regenerative  principle — was  adopted  by  Mr.  F.  Siemens,  and 
applied  not  only  to  gas-burners,  but  to  high-temperature  stoves. 
With  the  Siemens  burner  on  the  regenerative  principle  the 
following  results  are  obtained With  a  consumption  of  150  htres 
per  hour,  the  light  of  from  1  to  3  Carcels ;  250  to  300  htres,  6  to  7 
Carcels ;  600  litres,  15  Carcels  ;  800  litres,  20  to  22  Carcels  ;  1600 
litres,  46  to  48  Carcels  ;  2200  litres,  72  Carcels.  Unfortunately,  the 
construction  of  the  Siemens  Argand  lamps  is  very  delicate,  and, 
moreover,  they  have  the  disadvantage  of  being  heavy,  and  rather  un¬ 
sightly.  In  Germany  they  have  been  widely  adopted ;  but  in  France 
they  have  met  with  but  little  success.  The  Schiilke  lamp  is  made 
on  the  same  principle  ;  and  this  appears  to  be  too  delicate  to  come 
into  general  use.  One  of  the  latest  burners  of  the  regenerative 
class  is  the  Wenham,  which  has  been  before  the  public  for  some 
time  in  England,  and  is  now  being  adopted  in  France.  In  point 
of  fact  it  is  merely  a  very  effective  improvement  on  Breittmayer’s 
burner,  from  which  it  differs  only  in  its  construction  ;  being  pro¬ 
duced  in  some  elegant  styles,  which  lend  themselves  perfectly  to  the 


decorations  of  private  houses.  The  No.  2  lamp  of  this  tjye,  with 
a  consumption  of  283  litres  (10  cubic  feet)  per  hour,  has  given  126 
candles,  in  a  vertical  direction  without  reflectors  ;  horizontally, 
50  candles.  But  the  gas  employed  in  the  tests  had  an  illuminating 
power  about  20  per  cent,  higher  than  that  usual  in  Paris.  \Vhen 
experimenting  in  Paris  with  a  No.  3  lamp  in  a  vertical  direction,  it 
showed  a  consumption  of  34'6  litres  (1'2  cubic  feet)  per  Carcel 
obtained.  The  Wenham  lamp  is  constructed  to  give  light  in  a 
vertical  direction  ;  and  by  adopting  a  large  reflector,  the  illumina¬ 
ting  power  is  increased  18  per  cent,  in  a  vertical  line,  and  55  per 
cent,  at  80°,  which  is  a  highly  satisfactory  result.  There  are  at 
present  five  sizes  of  these  lamps.  There  is  also  the  Delmas  hot-air 
burner,  in  which  the  batswing  flame  is  completely  enclosed  in  a 
glass,  mounted  with  a  sheet-iron  casing,  heated  by  the  products  of 
combustion,  through  which  the  air  passes  on  its  passage  down¬ 
wards  to  feed  the  flame  |  and  it  thus  increases  the  temperature, 
improves  the  illuminating  power,  and  produces  a  beautiful  steady 
light.  Mention  also  may  be  made  of  the  Siemens  radiated  heat- 
burner,  by  means  of  which  the  heating  of  the  air  is  effected  simply 
by  the  radiation  of  the  metallic  parts  of  the  appliance  which  are  in 
contact  with  the  flame.  These  burners  produce  the  light  of  1 
Carcel  (9'5  candles)  with  a  gas  consumption  of  70  litres(about  2^  cubic 
feet),  and  are  therefore,  from  an  economical  piont  of  view,  inter¬ 
mediary  between  the  high-power  and  regenerative  burners.  This 
degree  of  economy  can  be  ascertained  by  an  ingenious  arrangement 
of  the  air  supply  in  a  burner  with  holes,  which  has  been  made  in 
the  laboratory  of  the  Wazemmes  Gas  Company  by  M.  Verle,  the 
Engineer,  who  has  invented  a  very  simple  burner  called  the 
“  Lillois,”  with  which  the  light  of  1  Carcel  is  obtained  with  a  con¬ 
sumption  of  70  litres.  This  produces  a  tulip-shaped  flame,  and  it 
has  a  specially  constructed  glass  arrangement  on  the  outside  for 
regulating  the  combustion.  Comparing  the  above-mentioned 
burners  with  each  other,  we  arrive  at  the  following  results  :  The 
“  Lillois  ”  burner  consumes  70  litres  of  gas  per  Carcel ;  the  Siemens 
ordinary,  70  litres  ;  the  Siemens-Breittmayer,  35  to  39  litres ;  the 
Wenham,  about  35  litres.  Taking  this  into  account,  and  con¬ 
sidering  that  a  Carcel  corresponds  with  105  litres  of  gas  consumed 
in  the  Bengel  form  of  burner,  we  see  that  the  economy  in  gas 
might,  by  employing  these  burners,  reach  from  33  to  71  per  cent. 
If  this  is  compared  with  the  batswing  burner,  which  produces  the 
light  of  1  Carcel  with  a  consumption  of  120  litres  of  gas,  the 
economy  is  greater — varying,  according  to  the  type  of  lamp,  from 
41  to  85  per  cent. 


The  Genoa  Water  Company’s  Case. — In  the  course  of  a  letter 
recently  addressed  by  Colonel  Hughes-Hallett,  one  of  the  Directors 
of  the  City  of  Genoa  Water-Works  Company,  Limited,  to  Mr. 
Webb  Hayward,  of  Rochester,  he  states  that  the  Board  intend  to 
appeal  against  the  judgment  of  Mr.  J ustice  Kekewich  in  the  case 
reported  in  the  Journal  last  week  (p.  293)._  The  word  “sub¬ 
scribed,”  which  was  used  in  the  prospectus  in  reference  to  the 
£200,000,  and  which  was  alleged  to  have  misled  the  plaintiffs,  was 
inserted  under  the  advice  of  Counsel ;  and  when  the  Directors 
found  that  a  mistake  had  been  made,  they  sent  out  a  circular  ex¬ 
plaining  the  matter,  and  offering  any  debenture-holders  the  chance 
of  having  back  the  money  they  had  subscribed,  if  they  wished. 
Colonel  Hughes-HaUett  says  the  people  who  brought  the  action 
“  not  only  took  no  advantage  of  the  offer,  but  accepted  the  divi¬ 
dend  each  year.”  The  case  will,  if  necessary,  be  carried  to  the 
House  of  Lords;  and  the  Board  appears  to  be  confident  ot 
eventual  success.  At  any  rate,  they  ask  for  a  suspension  of  judg¬ 
ment  on  the  part  of  the  public  until  the  higher  tribunals  have  been 
consulted. 


The  Edinburgh  Gas-Works  Arbitration.— Mr.  George  Livesey 
was  in  Edinburgh  on  Thursday  and  Friday  last  in  connection  with 
the  arbitration  between  the  Edinburgh  and  Leith  Corporations 
Gas  Commissioners  and  the  two  Gas  Companies,  to  which  reference 
has  already  been  made  in  our  columns.  The  two  .chief  points  in 
dispute  were ;  (1)  What  were  the  implements  which  had  to  be 
specially  paid  for  under  the  Purchase  Act ;  and  (2)  what  was  the 
sum  to  be  paid  for  the  stock  of  coals  which  the  Companies 
respectively  had  to  hand  over.  The  proceedings  occupied  the  whole 
of  Thursday  ;  and  on  Friday  morning  Mr.  Livesey  made  his  award. 
He  has  decided  that  “  no  item  or  article  is  to  be  valued  and  paid 
for  which  was  used  or  required  for  the  efficient  working  of  the 
respective  undertakings  at  their  maximum  production  of  last 
winter,”  and  also  that  “  only  those  stores  of  materials  referred  to 
in  section  90  of  the  Act,  and  all  implements,  meters,  and  pipes  m 
store  or  in  hand — whether  new,  or  unused,  or  not  which  are  in 
excess  of  the  quantities  of  materials,  implements,  meters,  and  pipes 
which  were  required  at  the  aforesaid  period  of  maximum  worki^, 
are  to  be  valued  and  paid  for,  as  provided  in  the  said  Act.”  The 
effect  of  this  decision,  says  the  Scotsman,  will  P>^3,ctically  be  a 
reduction  of  the  claims  of  the  Companies  by  upwards  of  £5000.  4n 
carrying  out  the  decision,  the  lists  of  both  Companies  were  gone 
through,  and  the  various  articles  disallowed  were  withdrawn,  ine 
Arbiter  and  the  parties’  representatives  thereafter  proceeded  to  the 
works  to  value  the  stores  to  be  paid  for.  He  then  proceeded  to 
adjust  the  various  claims  agreeably  with  his  award,  and  visited  tne 
works  for  the  purpose  of  examining  the  implenaents  and  stocks 
which  have  to  be  paid  for  by  the  Commissioners,  in  order  to  attacP 
a  value  to  the  same.  He  fixed  the  price  of  the  unused  gas  in  toe 

gasholders  and  pipes  as  on  the  1st  of  August  at  2s.  6d.  per  lUUU 

cubic  feet.  The  valuation  of  the  coal  in  store  or  m  hand  is  to  e 
made  at  the  contract  price, 
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EegtsUr  af  patents 

Self-Generating  Gas-Burners  and  Apparatus  Connected  Therewith. 

— Norman,  J.  J.,  of  Southwark  Bridge  Koad,  London.  No.  9065  ; 

July  9,  1887.  [8d.] 

This  invention  has  for  its  object  improvements  in  patent  No.  1828  of 
1884,  whereby  it  was  proposed  to  increase  the  utility  and  convenience  of 
the  apparatus  described  therein,  and  render  it  more  easily  applicable  to 
a  variety  of  uses,  where  the  generation  and  ready  control  of  a  great 
volume  of  heat  and  a  high  degree  of  temperature,  as  well  as  perfect  com¬ 
bustion  and  absence  of  smoke,  are  desired — thus  rendering  it  peculiarly 
suitable  tor  use  in  inflating  balloons  for  war  and  other  purposes,  whereby 
“greater  convenience  and  economy  in  aerial  navigation  are  obtained, 
and  at  the  same  time  greater  facility  of,  and  safety  in  their  employment.” 


Gas  Motor  Engines. — Bindley,  H.,  and  Browett,  T.,  of  Salford.  No. 

11,345  ;  Aug.  19,  1887.  [lid.] 

This  invention  relates  to  gas  motor  engines  of  the  kind  wherein  a 
charge  of  explosive  gas  or  vapour  or  spray  mixed  with  air  is  drawn  into 
a  cylinder,  then  compressed,  then  ignited,  and  afterwards  expelled  during 
four  successive  strokes  of  a  piston  corresponding  to  two  revolutions  of 
the  engine  ;  and  the  object  of  it  is  to  simplify  the  construction  of  such 
engines,  and  to  enable  the  power  produced  to  be  governed  in  proportion 
to  the  load. 

To  this  end  the  waste  products  resulting  from  the  explosion  are  ex¬ 
pelled  from  the  cylinder  by  providing  at  or  near  the  end  of  the  cylinder 
lying  towards  the  crank-shaft  of  the  engine,  holes  or  ports  in  such  a 
position  that  they  are  uncovered  by  the  piston  on  the  completion  of 
its  out-stroke — that  it,  its  stroke  towards  the  shaft.  These  ports,  which 
may  be  of  small  diameter  so  as  not  to  open  too  early,  serve  to  get  rid  of 
any  excess  of  pressure  ovei  atmospheric  pressure  that  may  remain  in  the 
cylinder  at  the  end  of  a  working  stroke.  After  the  crank  has  passed  the 
dead  centre,  the  piston  begins  to  return  ;  and  it  then  expels  a  small  por¬ 
tion  of  the  contents  of  the  cylinder  through  the  holes  already  mentioned, 
continuing  to  expel  until  it  has  again  covered  such  holes.  If,  however, 
it  be  deemed  advisable  to  prevent  such  displacement  by  a  loaded  check- 
valve  or  other  means,  the  piston  during  the  remainder  of  its  in-stroke 
deals  with  the  bulk  of  the  products  in  the  cylinder  in  one  of  two  other 
ways,  premising  that,  in  addition  to  the  holes  already  mentioned,  the 
engine  is  fitted  with  a  separate  exhaust-valve  at  the  other  end  of  the 
cylinder  (the  farther  end  from  the  shaft).  This  valve  is  capable  of 
being  mechanically  moved  by  a  lever,  cam,  or  other  means,  and  worked 
from  the  engine  itself  ;  the  actuating  mechanism  being  so  arranged  as 
to  operate  or  not  under  the  control  of  the  governor.  A  valve  is  also 
provided  whereby  the  charge  of  air  and  inflammable  vapour  or  spray 
can  be  admitted  into  the  cylinder.  This  may  advantageously  be  of  the 
lift  type,  and  self-acting — that  is,  adapted  to  lift  when  there  is  a  partial 
vacuum  or  reduction  of  pressure  in  the  cylinder ;  or  means  may  be  pro¬ 
vided  to  operate  it  mechanically  by  a  slide  such  as  is  frequently  used  in 
gas-engines  for  this  purpose. 


Gas  Motor  Engines. — Embleton,  D.,  of  Hunslet,  near  Leeds.  No. 
11,717;  Aug.  20,  1887.  [8d.] 

This  invention  has  reference  to  an  improved  construction  of  gas- 
engine  of  the  type  described  in  patent  No.  2447  of  1880,  in  which  there 
is  an  explosion  at  every  revolution  or  alternate  stroke,  and  in  which 
there  is  admitted  to  the  cylinder  through  a  hole  or  radial  holes 
(uncovered  by  the  piston  as  it  approaches  the  termination  of  its  out¬ 
ward  stroke)  a  scavenging  charge  of  air,  and  afterwards  a  combustible 
mixture  of  gas  or  vapour  and  air,  and  the  contents  of  the  cylinder  are 
compressed  on  the  inward  stroke,  during  which  also  products  of  com¬ 
bustion  and  air  are  expelled  through  the  inner  end  of  the  cylinder.  In 
this  way,  on  the  conclusion  of  the  inward  stroke,  there  is  enclosed 
within  a  chamber  at  the  inner  end  of  the  cylinder — and  which  may 
advantageously  be  of  larger  diameter  than  the  working  cylinder — a 
practically  homogeneous  compressed  charge  of  combustible  mixture, 
which  is  ignited  and  expanded  so  as  to  propel  the  piston  outward  until 
it  uncovers  the  holes.  Air  is  thus  admitted  first ;  and  afterwards  a 
further  charge  of  combustible  mixture  (as  before),  which  is  compressed 
on  the  return  stroke,  during  which  the  products  of  combustion  from  the 
explosion,  as  also  air  admitted,  are  expelled;  and  so  on  at  each  revo¬ 
lution  or  double  stroke  of  the  engine.  In  this  engine  the  chamber  into 
which  the  combustible  mixture  is  compressed  preparatory  to  ignition 
is  not  made  long,  and  of  a  gradually  diminishing  diameter  ;  but  is  made 
short  in  proportion  to  the  stroke  of  the  piston,  and  of  uniform  diameter, 
whether  such  diameter  be  the  same  as  that  of  the  working  cylinder  or 
not.  Satisfactory  results  may  be  obtained,  says  the  patentee,  by  the 
use  of  an  ignition  chamber  having  a  cubical  capacity  of  from  about  one- 
fifth  to  one-fourth  that  of  the  working  cylinder.  Means  may  also  be 
provided  to  ensure  a  thorough  admixture  of  air  and  gas  or  vapour  prior 
to  entering  the  working  cylinder. 


Lamp  and  G.^s  Cooking-Stoves. — Bowen,  E.,  of  Perry  Barr,  near 
Birmingham.  No.  12,508  ;  Sept.  15,  1887.  [8d.] 

This  invention  is  designed  to  increase  the  superficial  heating  surfaces 
of  gas-stoves  ;  so  that  the  maximum  amount  of  heat  is  obtained  for 
a  minimum  expenditure  of  gas.  The  stove  consists  of  a  series  of  rec¬ 
tangular  shaped  plates,  connected  together  so  as  to  form  an  enclosure, 
with  horizontal  divisional  spaces  to  constitute  heating  chambers,  which 
are  situated  between  vertical  flues  or  passages,  leading  respectively 
from  the  burner  chamber  at  the  base  of  the  stove,  and  from  the  hori¬ 
zontal  heating  chamber  leading  to  a  crown  space  at  the  summit  of  the 
stove. 


Lighting  Eegenekative  Gas-Lamps. — Eourness,  H.,  of  Manchester. 

No.  12,554 ;  Sept.  16,  1887.  [8d.] 

This  invention  relates  to  means  for  lighting  regenerative  gas-lamps — 
more  especially  of  the  now  well-known  Eourness  type  ;  but  is  applicable 
for  use  with  any  lamp  the  burner  of  which  is  enclosed  in  a  glass  shield. 
The  proposal  is  to  ignite  and  shoot  a  tongue  of  flame  into  the  interior 
of  the  shield  and  towards  the  burner ;  so  that  when  the  gas  is  turned  on, 
the  lamp  is  immediately  lit  without  disturbing  the  shield,  and  without 


providing  any  ports  or  openings  therein  for  the  introduction  of  tapers 
or  other  lighting  media. 


In  the  illustration  given  of  a  Eourness  lamp,  the  supply  of  gas  to  the 
burner  A  is  controlled  by  a  valve  B  operated  from  beneath  the  lamp ; 
while  the  supply  to  the  lighting  apparatus  is  taken  from  the  pipe  C  by 
a  T-piece  and  a  branch  E,  by  which  a  constant  supply  of  gas  is  led  to 
the  tail  E.  This  tap  has  two  outlets— one  at  G,  and  one  at  H  ;  the 
latter  being  directed  downward  towards  the  interior  of  the  lamp.  When 
the  tap  is  turned  on,  gas  issues  from  both  outlets.  Just  opposite  to  the 
outlet  G  an  opening  is  formed  in  the  surrounding  shield  of  the  lamp  ; 
and  immediately  opposite  to  the  outlet  H  another  opening  is  made  in 
the  upper  part  of  the  lamp.  When  the  lamp  is  to  be  lit,  the  tap  is 
turned  and  the  gas  issuing  from  G  is  ignited.  This  flame  strikes  and 
ignites  the  gas  issuing  from  H ;  and  the  flame  is  shot  downward  into 
the  interior  of  the  glass.  The  valve  B  is  then  turned,  and  this  allows 
gas  to  issue  from  the  burner  A  ;  and  it  is  immediately  ignited  by  the 
flame  from  H,  and  the  lamp  is  lit.  The  tap  E  is  then  turned  off  until 
again  required. 

Pressure  Indicator  for  Eoul  Gases. — Thomas,  A.,  of  West  Cowes,  aud 
Thomas,  P.,  of  Buckingham.  No.  1366  ;  Jan.  30,  1888.  [8d.] 

In  reference  to  this  invention,  the  patentees  say  :  We  make  the  indicator 
of  two  glass  tubes — one  inside  the  other.  The  outer  one  has  a  solid 
bottom,  while  the  inner  one  is  open  at  both  ends,  and  is  slightly  the 
longest.  At  the  lower  end  of  the  back-plate  (of  wood  or  metal),  we  fix  a 
small  shelf,  which  has  a  hole  sunk  part  of  the  way  in  to  receive  the 
solid  end  of  the  outer  tube,  or  a  ferrule  may  be  fixed  upon  the  shelf 
which  answers  the  same  purpose.  At  the  top  of  the  back-plate  we  fix  a 
ring,  through  which  the  outer  tube  is  passed.  We  make  a  metal  guide 
to  stand  in  the  bottom  of  the  outer  tube,  and  one  to  clip  the  top  of  the 
tube.  Each  of  these  guides  has  a  hole  in  the  centre  through  which  the 
inner  tube  is  passed,  so  as  to  keep  the  inner  tube  in  the  centre  of  the 
outer  one  ;  or  the  solid  end  of  the  outer  tube  can  be  made  dome-shaped, 
and  the  open  end  brought  into  a  smaller  diameter.  This  dispenses  with 
the  two  last-named  guides,  as  the  alteration  to  the  outer  tube  will  keep 
the  inner  one  in  the  centre.  To  admit  of  the  water  passing  freely  from 
the  inner  to  the  outer  tube,  the  lower  end  is  bevelled.  To  use  the  indicator, 
the  gas  is  passed  (by  means  of  a  portable  pipe)  into  the  inner  tube ;  and 
coming  in  contact  with  the  water,  displaces  part  of  it,  driving  it  into 
the  outer  one — the  difference  between  the  two  water-levels  showing  the 
amount  of  pressure  upon  the  apparatus. 

Improvements  in  Starting  Gear  for  Gas-Engines. — Deboutteville, 
E.  D.,  and  Malandin,  L.  C.  P.,  of  Eontaine-le-Bourg,  Erance.  No. 
8300  ;  June  6,  1888.  [6d.] 

This  invention  relates  to  improvements  in  starting  gear  of  the  class 
described  in  patent  No.  2805  of  1888.  By  means  of  the  present  inven¬ 
tion,  the  starting  of  the  engine  can  be  effected  without  working  the 
piston  by  hand  in  order  to  draw  in  the  gaseous  mixture  during  a  fraction 
of  the  stroke,  and  to  compress  the  charge  thus  drawn  in  as  described  in 
the  former  patent.  With  this  object,  the  cylinder  is  provided  with  a 
cock  or  valve,  by  means  of  which  the  inert  gas  in  the  cylinder  can  be 
discharged. 

Gas-Lamps. — Thompson,  W.  P.  ;  communicated  from  Herzfeld,  J.,  of 
Berlin.  No.  8532  ;  June  11,  1888.  [8d.] 

The  object  of  the  present  invention  is  to  prevent  the  decomposition  of 
the  gas  in  the  supply-pipes  of  regenerative  gas-burners,  or  at  least  to 
reduce  it  to  a  minimum,  and  also  to  provide  an  arrangement  of  the  pipes 
which  will  enable  anyone  to  clean  them  easily,  by  simply  brushing  their 
inside  surface,  without  having  to  remove  the  lamp  at  all.  By  this 
arrangement,  the  gas  which  flows  through  the  pipes  at  a  great  velocity 
gets  heated  to  a  certain  extent,  but  not  enough  to  cause  the  separation 
of  the  carbon.  The  gas  then  enters  a  special  distributing  chamber,  in 
which  it  is  further  heated,  so  that  the  separation  and  deposition  of  the 
carbon  take  place  in  the  chamber,  which  is  thus  not  liable  to  be  stopped. 


APPLICATIONS  EOE  LETTEES  PATENT. 

11,242, — Barker,  T.  B.,  “Improvements  in  gas-engines.”  Aug.  3. 

11,392. — Price,  W.,  and  Werb,  E.,  “  Improvements  in  apparatus  for 
gas  lighting,  warming,  and  ventilating.”  Aug.  7. 

11,396. — Cutler,  S.,  and  Cloudsley,  J.  L.,  “  Improvements  in  gas- 
meter  indices,  whereby  they  may  be  adjusted  so  as  to  prevent  more  than 
a  limited  quantity  of  gas  being  passed  without  readjustment.”  Aug.  7. 

11,431. — Main,  E.  B.,  &  A.  P.,  “  Improvements  in  gas  fires  or  stoves.” 
Aug.  8. 

11,444. — Nobbs,  E.  G.,  “  An  improved  method  of  and  apparatus  for 
silencing  or  rendering  practically  noiseless  the  exhaust  from  gas  or 
petroleum  engines.”  Aug.  8. 

11,471. — Butzke,  F.,  “  Improvements  in  gas-lamps.”  Aug.  9. 

11,561. — Ehrenwalten,  E.  E.  K.,  and  Fabricius,  C.,  “Improvements 
in  gas  incandescent  lamps.”  Aug.  10. 

11,692. — Hunt,  E.  J.,  and  Harrison,  T.  H.,  “  The  better  governing  of 
gas-meters,  entitled  ‘  Hero  ’  gas-meter  governor.”  Aug.  14. 


Aug.  21, 1888.]  the  journal  of  gas  lighting,  water  supply,  &  SANITARY  IMPROVEMENT. 


CorrcsponDencT. 

[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents,] 

WIND  PKESSUKES  ON  GASHOLDEES 
[The  correspondent  whose  letter  we  give  herewith  has  good  and 
sufficient  reasons  for  withholding  his  name  from  publication ;  but,  in 
order  that  due  weight  may  attach  to  the  position  he  takes  up  on  this 
subject,  it  may  be  mentioned  that  “  Theory  and  Practice  ”  is  the  nom  de 
plume  assumed  by  the  gentleman  who  is  contributing  the  interesting 
series  of  articles  in  the  Jodbnal  (commenced  in  Vol.  L.),  under  the  title 
of  “  The  Guide-Framing  of  Gasholders.”— Ed.  J.  G.  L.] 

Sir,— There  seems  to  be  a  great  deal  of  mystery  in  the  minds  of  some 
people  as  to  the  manner  in  which  wind  pressure  acts  upon  a  gasholder, 
and  the  effect  it  produces.  Perhaps  the  following  remarks  may  help  to 
clear  up  the  misunderstanding,  which  has  evidently  taken  possession  of 
the  writer  of  the  leading  article  in  the  Journal  for  the  31st.  ult.  He 
remarks ;  “  Up  to  last  year  it  was  generally  accepted  that  the  overturn¬ 
ing  force  of  the  wind,  exerted  against  a  gasholder  from  one  direction, 
tended  to  push  the  holder  along  a  horizontal  plane,  and  could  be 
equally  divided  among  the  number  of  guide-rollers  brought  into_  play.” 
Mr.  Corbet  Woodall  and  Mr.  Foulis  are  both  quoted  as  holding  this  view  ; 
and  Mr.  Hunt  is  looked  upon  as  a  waverer.  The  writer  calls  this  the 
“fundamental  assumption  of  the  old  theory,”  and  “  the  old  theory  of  yas- 
nolder  stability  ;  ”  and  he  states  that  it  is  now  contradicted  by  the 
experiment  at  Eotherhithe.  This  is  due  to  a  confusion  of  ideas  on 
the  subject — viz.,  confounding  the  loading  of  a  beam  with  the  manner 
in  which  the  beam  resists  the  load. 

A  gasholder  may  be  looked  upon  as  a  beam  fixed  atone  end;  ora 
cantilever,  as  it  is  generally  called  for  brevity.  It  is  “uniformly 
loaded”  from  top  to  bottom  (wind),  as  stated  by  Mr.  Woodall.  No  one 
can  reasonably  contend  that  the  wind  pressure  is  not,  to  all  intents  and 
purposes,  a  uniform  load  that  is  distributed  equally  from  top  to  bottom 
over  the  sides  of  the  holder.*  This  pressure  is  transmitted  to  the  guide¬ 
framing,  through  the  roller  carriages,  uniformly  from  top  to  bottom. 
The  force  (or  load)  is  horizontal  in  direction,  as  stated,  and  tends  to 
sheer  nff  the  guide-framing  at  the  base  in  a  horizontal  plane. 

This  is  all  perfectly  correct,  as  far  as  it  goes ;  but  we  are  asked  to 
believe  that  these  elementary  principles  in  mechanics,  which  have  been 
proved  up  to  the  hilt,  are  upset  by  the  experiment  at  Eotherhithe.  The 
most  elementary  text-book  in  Applied  Mechanics  shows  that  uniform 
load  on  a  cantilever  induces  a  shearing  force  at  the  fixed  end  equal  to 
the  total  load,  and  at  right  angles  to  its  length.  The  gasholder  which  is 
subject  to  precisely  the  same  conditions  of  loading  cannot  claim  exemp¬ 
tion  from  this  law  or  principle  in  mechanics. 

A  cantilever,  like  all  other  beams,  is  not  only  subject  to  shearing 
strains  due  to  the  load  tending  to  push  it  along  a  plane  at  right  angles 
to  its  length — i.e.,  in  the  same  direction  as  the  load  acts,  and  which  is 
horizontal  in  the  case  of  a  gasholder  cantilever — but,  as  is  well  known 
by  every  engineer,  it  is  likewise  subject  to  compression  and  tension  along 
its  fibres,  on  opposite  sides  of  the  neutral  axis,  due  to  the  bending  moment. 
It  is  likewise  subject  to  buckling,  crippling,  and  wrinkling  strains. 

In  the  old  style  of  gasholders,  the  bell  or  floating  part  of  the  holder 
pushed  against  several  cantilevers  in  the  shape  of  a  number  of  massive 
columns  or  standards,  lightly  tied  together  by  girders,  but  practically 
acting  like  so  many  independent  cantilevers.  But  in  the  new  style,  the 
bell  pushes  against  one  cantilever  only — viz.,  the  whole  guide-framing 
in  which  it  is  enclosed.  Mr.  George  Livesey,  much  more  than  a  “  year 
ago,”  clearly  recognized  and  advocated  this  latter  method  of  construc¬ 
tion— viz.,  making  the  whole  structure  into  one  complete  biaced-frame 
cantilever,  instead  of  the  old  mode  of  several  cantilevers.  There  is  no 
“reconstruction  of  theory  ”  or  “  new  theory ”  demanded.  The  theory 
remains  the  same ;  it  only  becomes  a  matter  for  deciding  which  is  the 
better  plan  for  meeting  the  demands  of  thmry  —to  put  up  one  Livesey 
braced-frame  or  several  independent  cantilevers,  to  resist  the  horizontal 
push  of  the  wind.  This  is  a  wide  question  into  which  space  forbids  me 
to  enter. 

The  writer  of  the  article  also  infers  that,  because  the  top  lift  does  not 
blow  over  when  the  top  part  of  the  guide-framing  is  done  away  with  (as 
at  Eotherhithe),  it  does  not  push  at  the  top  guides  when  the  framing  is 
carried  to  the  full  height,  as  usual ;  or,  in  other  words,  that  the  top 
roller-carriages  never  have  any  work  to  do.  This  clearly  shows  what 
false  conclusions  may  be  drawn  from  an  “experiment”  improperly 
understood.  In  the  Eotherhithe  gasholder,  the  total  horizontal  push  of 
the  wind  is  the  same  as  if  the  guide-framing  reached  the  full  height.  The 
resultant  horizontal  shear  at  the  foot  is  the  same.  The  bending  strain 
at  the  foot  of  the  guide-framing  is  the  same.  The  crippling  or  buckling 
strains  are  increased,  because  the  cups  are  not  so  well  suited  to  resist 
distortion  as  the  strutted  top  curb  is,  and  therefore  render  but  little 
assistance  to  the  guide-framing.  The  great  difference  in  the  conditions 
is  this:  The  bell  of  the  gasholder  itself  is  now  called  upon  to  act  as  a 
cantilever  in  its  upper  lift,  which  it  is  not  required  to  do  in  the  ordinary 
construction.  It  would  undoubtedly  push  against  the  top  of  the  guide¬ 
framing  if  there  were  any  to  push  against ;  but  as  there  is  not,  it  has  to 
take  all  the  bending  strains  in  itself,  caused  and  created  by  abolishing 
the  top  framing.  This  is  all  fully  explained,  and  the  nature  of  the  strains 
pointed  out,  in  the  “  Communicated  Articles  ”  on  this  subject  which 
appeared  in  the  Journal  last,  and  early  in  the  present  year.  The  push 
which  would  in  the  ordinary  way  be  given  out  by  the  top  rollers  is  given 
out  lower  down  by  the  dip  rollers  on  the  middle  lift.  The  following 
illustration  may  make  my  meaning  clearer  : — Bed  a  plank  evenly  on  the 
ground.  It  may  fairly  be  said  to  press  the  ground  equally  along  its 
entire  length — -i.e.,  the  ground  is  “  uniformly  loaded.”  Now  remove  the 
supporting  earth  from  under  one  end — say,  for  one-third  of  its  length. 
Are  we  to  infer,  because  the  end  of  the  plank  does  not  break  off  after  the 

*  As  remarked  in  the  first  article  on  “  Gasholder  Guide-Framing,”  the  wind 
pressure  increases  as  you  rise  from  the  ground  (see  “Graham’s  Graphical 
Statics  ”);  but  this  does  not  affect  the  question  at  issue.  It  would  be  impossible  to 
treat  of  gasholders  under  every  possible  condition  of  wind  pressure— local  gusts, 
protection  by  surrounding  buildings,  &c.  The  only  reasonable  course  is  to  adopt 
a  sufficiently  high  maximum  pressure  per  square  foot  to  cover  all  these  httle 
irregularities,  and  take  it  as  uniformly  loaded. 


earth  is  removed,  that  it  did  not  exert  any  pressure  against  the  ground 
at  that  end  before  the  earth  was  removed  ?  We  know  such  an  inference 
to  be  absurd  ;  and  yet  that  is  exactly  what  we  are  asked  to  believe  about 
the  gasholder— viz.,  that  because  the  inner  lift  does  not  break  off  or  beod 
over,  it  could  not  have  exerted  any  pressure  against  the  guide-framing  if 
the  frame  had  been  carried  to  the  full  height.  .  ,  - 

Another  extraordinary  statement  needs  comment.  It  is  this  .  “  If  a 
gasholder  will  stand  in  fair  weather,  it  will  stand  in  a  storm.  This  is 
equivalent  to  saying  that  a  chain  which  will  not  break  with  a  load  of 
10  tons  will,  of  course,  not  break  with  a  load  of  20  tons  an  absurdity. 

The  writer  of  the  article  further  states  that  the  best  way  to  solve  the 
problem,  and  determine  the  “  new  theory  ”  is  by  “  direct  experiment. 
On  this  subject  I  would  only  remark  that  experiments,  in  order  to  be 
understood,  must  be  accompanied  by  a  capacity  for  drawing  correct  con¬ 
clusions,  or  they  are  valueless,  if  not  positively  dangerous,  for  experiment 
(anything  which  appeals  to  the  outward  senses)  always  carries  with  it 
a  certain  amount  of  conviction  which  may  be  false  altogether,  of  which 
we  now  have  a  case  in  point.  The  same  experiment  may  prove  opposite 
things  to  different  individuals.  It  seems  strange  that  you  only  have  to 
call  anything  “  practical,”  and  you  may  have  any  number  of  followers  ; 
but  brand  it  as  “  theory,”  and  doubt  is  at  once  cast  upon  it,  although 
experiment  unaccompanied  by  sound  “  theoretical  ”  knowledge  in  the 
subject  is  very  little  good.  It  is  useless  to  resort  to  experiment  for 
determining  the  nature  of  the  strains  on  a  gasholder,  unless  the  greatest 
care  is  exercised  in  not  drawing  hasty  and  erroneous  conclusions. 

With  regard  to  making  experiments  on  this  question,  it  is  quite  un¬ 
necessary  to  work  with  expensive  models.  All  that  need  be  done  is  to 
take  (say)  an  existing  three-lift  holder,  and  remove  the  top  rollers,  or, 
for  safety,  set  them  back  a  few  inches  all  round.  You  then  have  the 
inner  lift  free.  Do  the  same  with  the  rollers  on  as  many  lifts  as  you 
wish  to  run  up  and  down  independently  of  the  guide-framing  ;  and  if  the 
folly  of  “  6  feet  of  guide-framing  only  ”  must  be  proved  “  practically,” 
fix  rollers  on  the  side  of  the  outer  lift  6  feet  above  the  bottom  curb,  and 
remove  all  those  working  in  the  guides  above  that  level.  Then  inflate 
the  holder,  and  note  the  result !  ,  „  -r  ■  , 

In  conclusion,  I  cannot  do  better  than  quote  Mr.  Oeorge  Livesey  s 
gentle  rebuke,  when  writing  on  this  “  G  feet  of  guide-framing  ”  sugges¬ 
tion  (see  Journal  for  April  26,  1887) It  is  all  very  well  for  a  writer  to 
sit  at  his  desk  and  formulate  theories  ;  but  to  put  them  in^  practice 
would  incur  a  responsibility  from  which  he  would  probably  shrink. 

Aug.  10,  1888.  Theory  and  Practice. 


ME.  CAEPENTEE  ON  GASEOUS  FIEING. 

Sir, — After  Mr.  Hunt’s  recent  remarks  (atite  pp.  28,  1C6)  upon  Mr. 
Carpenter’s  paper,  on  “  The  Principles  of  Gaseous  Firing,  ”  read  at  the 
meeting  of  The  Gas  Institute  in  June  last,  I  thought  we  were  on  the 
way  towards  ascertaining  what  we  are  very  anxious  to  know  viz.,  the 
amount  of  fuel  consumed  for  producing  gas  where  the  simple  generator 
is  employed,  and  the  amount  where  the  complete  regenerator  is  used. 
After  reading  Mr.  Carpenter’s  two  papers — one  at  the  Southern  District 
Association,  the  other  at  the  Institute — on  this  subject,  together  with 
the  discussions  on  them,  I  have  to  confess  that  I  have  not  been  able  to  get 
from  them  one  atom  of  reliable  information  as  to  the  quantity  of  fuel 
actually  used  at  the  Vauxhall  Gas-Works.  The  basis  on  which  he  founds 
his  calculation  is  erroneous,  starting,  as  it  does,  upon  a  loose  and  inaccu¬ 
rate  assumption,  and  ending  in  a  result  even  wider  of  the  truth  than  the 
original  assumption  itself. 

Your  correspondent  “  A.  B.  ”  evidently  writes  with  only  an  imperfect 
understanding  on  the  subject,  or  he  would  not  try  to  make  out  that 
much  more  coke  can  be  produced  in  the  retort  from  a  ton  of  coals  in 
London  than  in  Birmingham.  Why  does  he  endeavour  to  confuse  us  by 
writing  about  so  many  speculative  level  or  heaped  bushels  of  coke  from 
a  ton  of  coal  ?  Surely  he  must  be  aware  of  the  increase  in  bulk  between 
the  coal  put  into,  and  the  coke  drawn  out  of  a  retort,  when  the  coal 
used  comes  from  the  Newcastle  district,  like  that  used  by  the  South 
Metropolitan  Company.  This  coal  swells  and  increases  materially  in 
bulk  during  distillation  ;  and  the  resulting  coke  is  very  porous,  and 
capable  of  holding  a  great  deal  of  absorbed  moisture  ;  whereas  the  coke 
yielded  by  the  inland  coal  used  in  Birmingham  is  much  more  dense,  and 
scarcely  more  bulky,  than  the  coal  from  which  it  was  produced.  While 
the  bulk  of  coke  from  a  ton  of  coal  in  London  may  be  greater  than  that 
from  a  ton  as  used  in  Birmingham,  there  cannot  be  much  difference  in 
the  weight  of  this  residual  when  drawn  from  the  retort.  It  is  the  after 
manipulation  that  makes  the  difference  in  weight.  It  might  be  well  if 
“A.  B.”  would  look  into  “Field’s  Analysis”  for  1887,  and  say,  if  he 
can,  how  it  is  that  The  Gaslight  and  Coke  Company  make  43-7  bushels 
of  coke  from  a  ton  of  the  same  kind  of  coal  as  is  used  by  the  South 
Metropolitan  Company,  while  the  latter  Company  can  produce  49-8 
bushels.  The  Gaslight  and  Coke  Company  also  use  8-8  bushels  of  their 
make  for  fuel,  while  the  South  Metropolitan  Company  use  9  9  bushels 
for  the  same  purpose. 

Mr.  Carpenter,  in  his  letter  in  the  Journal  for  the  31st  ult.  (p.  20o), 
says:  “  After  deducting  the  fuel  value  of  the  tar  burnt,  I  sell  10-3  ewt. 
of  coke  for  every  ton  of  coal  carbonized.”  There  is  nothing  exceptional 
in  this  sale  of  Newcastle  coke ;  and  no  doubt  the  same  amount  is  being 
disposed  of  at  other  works  where  neither  generator  nor  regenerator 
furnaces  are  employed.  In  fact,  Mr.  Frank  Livesey  informed  the  mem¬ 
bers  of  the  Southern  District  Association  of  Gas  Managers,  before  whom 
Mr.  Carpenter  read  his  first  paper,  that  he  had  made  a  series  of  experi¬ 
ments  to  discover  the  average  weight  of  coke  produced  from  a  ton  of  the 
coal  they  used,  with  the  result  that  15  cwt.  of  coke  was,  on  the  average, 
obtained  in  the  condition  in  which  it  was  sold  to  the  public ,  and  in  one 
case  it  reached  as  high  as  16  cwt.  At  the  same  meeting  Mr.  Livesey 
said  that  with  a  good  setting  of  retorts  he  was  selling  lOi  cwt.  of  coke 
per  ton  of  coal  carbonized.  According  to  this,  4j  cwt.  would  be  used  in 
the  furnaces  as  fuel  for  heating  the  retorts.  From  Mr.  Carpenter  s 
own  showing,  he  has  only  produced  10,250  cubic  feet  of  gas  per  ton 
of  coal,  or  6000  cubic  feet  per  mouthpiece,  and  has  sold  10|  cwt.  of 
coke.  Taking  Mr.  Livesey’s  own  figure  for  the  make  of  coke,  this  leaves 
4j  cwt.  for  fuel,  or  21  lbs.  of  coke  for  every  100  lbs.  of  coal  carbonized, 
which  is  practically  the  same  the  quantity  used  by  Mr.  Hack  at 
Saltley  before  the  introduction  of  furnaces  of  the  regenerative  type-  H 
Mr.  Carpenter  will  look  again  at  “  Field’s  Analysis,”  from  which  he 
quotes,  he  will  see  that  several  works  in  his  district  are  doing  much 
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better  than  he  is,  without  either  generators  or  regenerators.  By  hand¬ 
ling  the  “  Analysis,”  Mr.  Carpenter  shows  that  he  sells  2  cwt.  of  coke 
per  ton  more  than  they  do  in  Birmingham ;  but  by  a  further  calcula¬ 
tion  he  might  just  as  easily  have  shown  that  the  South  Metropolitan 
Company  are  actually  credited  with  selling  more  coke  per  ton 
of  coal  than  they  make  from  the  same  weight  in  Birming¬ 
ham.  Mr.  Field  assumes  a  chaldron  of  coke  to  weigh  9Jcwt., 
or  32-5  lbs.  per  bushel.  In  another  place  he  states  that  the  South 
Metropolitan  Company  make  49'8  bushels,  and  use  9‘9  bushels,  or  sell 
39  9 — say  40  bushels  per  ton  of  coal ;  therefore  they  sell  1300  lbs.  per  ton 
of  coal.  The  make  of  coke  at  Birmingham  is  recorded  as  being  1230  lbs. 
per  ton  of  coal  carbonized,  or  70  lbs.  less  than  the  sale  in  London. 
Surely  it  is  time  that  practical  men  gave  up  their  unreliable  and  in¬ 
trinsically  inaccurate  basis  of  assumption  for  a  method  by  which  the 
data  in  these  elaborate  analyses  may  be  made  valuable  and  consistent, 
so  that  the  simple,  but  important,  matter  of  fuel  used  for  heating 
purposes  could  be  arrived  at  with  a  reasonable  degree  of  certainty  for 
any  works. 

So  far  as  I  can  gather,  Mr.  Carpenter  has  not  on  any  occasion,  in 
print,  given  any  data  of  value  upon  the  fuel  account,  although  he  has 
been  asked  by  Mr.  Hack  and  others  to  do  so.  Why  does  he  not  take  up 
the  commendable  position  assumed  by  every  truly  scientific  investigator, 
and  give  that  easily  obtained  and  indisputably  accurate  information 
about  his  furnace  for  which  Mr.  Hack  asked  at  The  Gas  Institute  meet¬ 
ing  ?  Mr.  Hack  said  (and  his  words  commend  themselves  to  everybody) : 
“  It  is  no  use  to  say  you  sold  so  many  chaldrons  of  coke,  when  you  only 
sold  so  many  before,  and  to  claim  the  difference  as  the  economy  effected. 
There  should  be  careful  tests  of  the  fuel  used,  weighed  into  the  furnace  ; 
the  coal  put  into  the  retorts  being  also  weighed.  In  this  way  they  could 
tell  clearly  and  positively  what  the  advantages  were,  in  the  matter  of 
fuel  of  one  kind  of  furnace  over  another.” 

There  is  no  doubt  that  the  furnaces  at  the  Vauxhall  works  are  simple 
in  construction;  but  there  is  nothing  new  or  novel  about  them.  They 
are  very  similar,  especially  in  the  settings,  to  Herr  Oechelhiiuser’s 
generator  settings  (illustrated  in  “  King’s  Treatise,”  Vol.  I.,  pp.  233-4) ; 
but  since  the  furnaces  there  shown  were  designed,  very  great  progress  has 
been  made  with  regenerator  furnaces,  which,  when  properly  handled, 
produce  a  larger  yield  of  gas  per  ton  of  coal  and  per  retort,  with  a 
consumption  of  about  10  lbs.  of  coke  per  100  lbs.  of  coal  carbonized. 

In  conclusion,  it  appears  to  me  that  we  shall  require  different  proof 
than  that  which  can  be  obtained  by  manipulating  any  sale  account, 
based  upon  an  assumed  make  of  coke,  before  we  decide  to  leave  the 
indisputably  more  scientific  regenerative  furnace  to  go  back  on  our 
footsteps  for  a  whole  decade,  under  Mr.  Carpenter’s  leadership,  to  find 
a  model  upon  which  to  found  the  only  perfect  retort-heating  apparatus. 

Aug.  13,  1888.  “  Jo“lyn  Cbuikbhank.” 


LAYING  MAINS  OVER  RAILWAY  BRIDGES. 

Sir, — This  is  a  matter  of  very  common  occurrence.  Public  roads  are 
in  no  cases  vested  in  railway  companies,  but  in  some  local  authority ; 
and  no  gas  or  water  company  need  be  told  that,  on  giving  proper  notice 
to  the  authorities,  they  can  lay  mains  without  their  consent.  It  is 
absurd,  then,  to  suppose  that  they  cannot  lay  mains  therein  without 
the  sanction  of  any  railway  company  who  may  happen  to  have  a  bridge 
under  the  road. 

Section  18  of  the  Railways  Clauses  Consolidation  Act,  1845,  to  which 
you  refer,  begins  as  you  put  it :  “  It  shall  be  lawful  for  the  company,  for  the 
purpose  of  constructing  their  railway,  to  raise,  sink,  Ac.”  These  and  many 
other  powers,  very  arbitrary  in  themselves,  but  very  necessary,  are  given 
to  railway  companies  for  the  purpose  of  construction,  but  for  that  only. 
There  is,  however,  this  to  be  considered  :  Under  the  Railways  Clauses 
Consolidation  Act,  section  45,  it  is  provided  “  that  such  bridge,  with  the 
immediate  approaches,  and  all  other  necessary  works  connected  there¬ 
with,  shall  be  executed  and  at  all  times  thereafter  maintained  at  the 
expense  of  the  company.”  And  in  every  railway  Special  Act  where  such 
powers  are  given,  the  steepest  gradients  of  the  road  on  each  side  of  the 
bridge,  and  the  minimum  depth  of  soil  over  the  bridge,  are  strictly  pre¬ 
scribed;  and  it  may  be  that  the  depth  of  soil  is  not  sufficient  for  laying 
a  large  main.  It  is  therefore  expedient  for  the  gas  or  water  company’s 
own  protection,  even  though  it  may  not  be  absolutely  necessary,  to 
arrange  matters  with  the  railway  company  before  interfering  with  that 
part  of  the  road  which  they  are  required  to  “  maintain.” 

Gas  Companies’  Association,  ™  j 
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Extension  op  the  Brighouse  Gas-Works. — At  the  last  meeting  of  the 
Brighouse  Local  Board,  ther  Clerk  reported  that  the  Local  Government 
Board  have  acceded  to  the  Board’s  application  to  borrow  i£1500  for  the 
purposes  of  their  gas  undertaking. 

Municipal  Corporations  (Local  Bills),  Ireland,  Bill. — This  Bill, 
which  is  to  enable  Municipal  Corporations  in  Ireland  to  apply  municipal 
funds  in  the  promotion  of  Local  Bills  in  Parliament,  was  read  the  third 
time  in  the  House  of  Lords  on  the  11th  inst.,  and  received  the  Royal 
Assent  on  the  following  Monday. 

ScARROROUGH  Gas  COMPANY. — The  half-yearly  meeting  of  this  Company 
was  held  on  Saturday,  the  11th  inst.  Alderman  Fowler  presided  ;  and, 
in  moving  the  adoption  of  the  report  (a  summary  of  which  has  already 
appeared),  said  that  the  Directors  were  able  to  pay  the  maximum  dividend 
and  to  carry  forward  a  balance  of  i834  18s.  2d.  'They  had  been  enabled  to  re¬ 
duce  the  price  of  gas  to  2s.  9d.  per  1000  cubic  feet  to  private  consumers,  and 
to  28.  8d.  to  the  Corporation,  which  meant  a  loss  of  nearly  £1800  upon  the 
revenue.  Mr.  R.  H.  Butterworth  seconded  the  motion.  ’The  report  was 
adopted  without  dissent ;  and  the  maximum  dividends  were  declared.  Mr. 
G.  Gascoigne  (Chairman  of  the  Derby  Gas-Works)  proposed  a  resolution 
that,  in  view  of  the  decisive  progress  of  the  Company  in  recent  years,  its 
greatly  improved  position  and  efficiency,  entailing  as  it  had  done  greatly 
increased  demands  upon  the  time  and  attention  of  the  management,  the 
amount  of  remuneration  to  be  paid  to  the  Directors  for  the  current  half  year 
should  be  £150,  and  a  similar  sum  for  each  succeeding  half  year  in  which 
the  maximum  dividend  should  be  paid  to  the  shareholders.  Mr.  Robson 
seconded  the  motion ;  but  the  Chairman  stated  that  the  Directors  did  not 
wish  such  extra  acknowledgment  of  their  services.  Ultimately  it  was 
resolved  that  £200  be  placed  at  the  disposal  of  the  Directors  as  remunera¬ 
tion  for  their  services  in  the  current  year.  A  vote  of  thanks  having  been 
accorded  to  the  Chairman  and  other  Directors,  the  proceedings  closed. 


GLAMORGANSHIRE  ASSIZES.— Friday,  Adg.  10. 

(Before  Mr.  Justice  Field.) 

the  SWANSEA  CORPORATION  AND  THE  SUPPLY  OF  COMPENSATION  WATER. 

An  action  was  commenced  to-day  by  Mr.  E.  Chrimes  and  others, 
trading  as  the  Groesnant  Tin-Plate  Company,  against  the  Corporation  of 
Swansea,  for  the  recovery  of  £2410,  made  up  as  follows  : — £755  for 
penalties  for  the  stoppage  of  compensation  water  from  the  River  Lliw, 
161  days  at  £5  per  day;  £755  for  the  like  with  respect  to  the  Blaenant 
Ddu  Brook;  and  £900  damages.  The  plaintiffs  are  riparian  owners  on 
the  Lliw  and  the  Blaenant  Ddu  Brook,  and,  as  such,  are  interested  in 
their  waters. 

Mr.  M'Intyre,  Q.C.,  and  Mr.  Villiers  Meager  appeared  for  the 
plaintiffs;  Mr.  Bowen  Rowlands,  Q.C.,  M.P.,  and  Mr.  David  Lewis 
defended. 

It  was  admitted,  on  behalf  of  the  defendants,  that  the  water  was  not 
sent  down  on  the  dates  named  by  the  plaintiffs,  and  that  such  stoppage 
did  not  occur  in  consequence  of  “inevitable  accident”  or  the  “act  of 
God.”  For  the  plaintiffs  it  was  argued  that  the  omission  of  the  Cor¬ 
poration  to  send  down  water  was  to  suit  their  own  purposes  only,  and 
was  contrary  to  their  Act  of  Parliament. 

The  arguments  had  not  concluded  when  the  Court  rose. 


Saturday,  Aug.  11. 

On  the  resumption  of  the  proceedings  to-day. 

His  Lordship  threw  out  a  suggestion  that  the  case  might  be  settled  by 
the  parties. 

After  some  consultation,  the  leading  Counsel  on  each  side  retired.  On 
returning,  they  said  the  agreement  come  to  was  that  the  claim  for 
penalties  in  the  action  should  be  withdrawn — the  defendants  withdraw¬ 
ing  the  plea  of  the  Public  Health  Act  of  1875  for  the  purposes  of  that 
action  only ;  the  damages  to  be  assessed  by  an  arbitrator,  if  the  parties 
were  unable  to  agree  upon  them,  and  plaintiffs  to  have  their  costs. 

Justice  P'lELD  said  this  was  a  very  reasonable  agreement,  and  met  the 
whole  of  the  case.  On  the  one  hand,  the  mill-owners  got  no  more  than 
they  were  fairly  entitled  to,  and  the  Corporation,  on  the  other  hand,  were 
not  made  liable  for  more  than  they  ought  to  pay.  It  was  an  honest  and 
reasonable  agreement ;  and  he  was  glad  his  intervention  had  succeeded  in 
bringing  it  about. 

WESTMINSTER  POLICE  COURT.— Wednesday,  Aug.  15. 

(Before  Mr.  Biron.) 

GAS  consumers  AND  THEIR  CONTRACTS. 

To-day  Mr.  B,.  Darhysltire,  of  Oxford  Terrace,  Teddington,  appeared  to 
an  adjourned  summons,  taken  out  at  the  instance  of  Mr.  Arthur  Dove,  who 
claimed  on  behalf  of  The  Gaslight  and  Coke  Company  a  sum  of  £2  8s.  6d. 
for  gas  consumed  at  a  house  in  Charlwood  Street,  Pimlico,  from  March, 
1887,  to  January,  1888. 

Mr.  Dove  said  that,  although  the  defendant  had  not  himself  consumed 
the  gas,  he  was  the  person  with  whom  the  Company  entered  into  an  agree¬ 
ment,  and  therefore  he  was  liable. 

Defendant  stated  that  in  December,  1885,  he  went  to  the  office  of  the 
Company,  and  gave  notice  that  he  was  leaving  the  house,  and  that  the 
supply  of  gas  could  be  discontinued.  The  tenant  who  came  after  him 
apparently  was  not  required  to  sign  a  fresh  contract ;  and,  after  paying  for 
two  years,  he  got  into  difficulties,  and  left  in  debt.  The  Company  accepted 
him  as  their  customer,  received  money  from  him,  and  now  he  had  gone 
away  in  their  debt,  and  they  would  not  take  the  trouble  to  find  him. 

Mr.  Dove  :  We  never  recognized  him,  and  the  accounts  have  always  been 
sent  in  in  your  name. 

Defendant :  And  I  have  never  been  in  the  place  since  January,  1885. 

Mrs.  Darbyshire  deposed  that,  in  consequence  of  the  verbal  notice  given 
by  her  husband,  an  official  was  sent  two  days  afterwards  to  take  away 
the  meter  and  to  disconnect  the  supply.  She  suggested  the  advisability  of 
leaving  it  for  the  incoming  tenant,  as  an  act  of  kindness,  and  with  a  view 
of  saving  him  expense.  'The  man,  on  learning  that  the  gas  would  be  re¬ 
quired,  did  not  out  it  off  or  take  the  meter  away. 

Mr.  Dove  denied  that  notice  of  any  kind  had  been  given  by  defendant, 
and  urged  that  the  contract  Mr.  Darbyshire  entered  into  had  never  been 
terminated. 

Mr.  Biron  told  the  defendant  that  the  contract  he  signed  required  him 
to  give  written  notice  to  terminate  it.  Until  such  notice  in  writing  was 
given,  he  was  liable  for  all  gas  consumed. 

Defendant  said  he  thought  the  contract  note  he  signed  was  only  a  matter 
of  form.  Certainly,  he  had  no  idea  of  liability  for  years  after  he  left  the 
house. 

Mr.  Biron  :  When  you  sign  a  document  again  which  imposes  a  liability, 
you  will  perhaps  recollect  the  terms  of  it. 

An  order  was  made  on  the  defendant  to  pay  the  money. 


Extension  op  the  Ilkeston  Gas-Works. — At  the  quarterly  meeting 
of  the  Ilkeston  Town  Council  last  Tuesday,  the  Town  Clerk  read  a  letter 
from  the  Local  Government  Board  with  respect  to  the  report  made  by 
Major-General  Carey,  after  the  inquiry  held  by  him  with  reference  to  the 
application  of  the  Council  for  sanction  to  borrow  £6000  for  works  of  gas 
supply.  It  appeared  from  the  report  that,  although  the  scheme  included 
six  additional  purifiers,  it  was  intended  to  provide  only  two  at  present ; 
and  the  omission  reduced  the  amount  to  £4080,  the  loan  of  which  the 
Board  sanctioned  for  a  term  of  20  years.  He  added  that,  in  compliance 
with  the  request  of  the  Committee,  he  had  written  to  the  Local  Govern¬ 
ment  Board,  asking  for  an  extension  of  the  time  allowed  for  repayment 
to  60  years ;  and  read  a  reply  to  the  effect  that  such  request  could 
not  be  granted. 

The  Cardiff  Water-Works. — On  Friday,  the  10th  inst.,  the  members 
of  the  Water  Committee  of  the  Cardiff  Corporation,  accompanied  by 
several  of  the  Council,  visited  the  water-works.  The  party  first  proceeded 
to  Ely,  where  the  machinery  which  has  been  erected  for  the  purpose  of 
pumping  the  water  from  the  wells  or  springs  in  the  district,  and  which  it 
was  explained  by  the  Water  Engineer  (Mr.  J.  A.  B.  Williams,  M.  Inst.  C.E.) 
was  capable  of  raising  2  million  gallons  per  day.  Last  summer  these  wells 
were  of  great  value  ;  yielding  as  much  as  500,000  gallons  of  water  per  day 
in  the  driest  part  of  the  season — thus  saving  Cardiff  from  a  water  famine. 
The  new  works  at  Rhubina,  where  a  balancing  reservoir  has  been  con¬ 
structed,  in  which  the  water  from  the  Taff  Fawr  is  received,  filtered,  and 
then  diverted  to  Llanishen,  were  inspected.  The  reservoir  is  situated  at 
an  altitude  which  will  enable  the  Corporation,  whenever  they  deem  the 
time  opportune,  to  supply  Whitchurch,  Llandaff,  Penarth,  and  the  higher 
parts  of  Penylan  by  a  system  of  gravitation.  Only  one  filter-bed  has  been 
constructed ;  but  it  is  intended  eventually  to  lay  down  four  beds,  with  the 
accompanying  pure  water  reservoirs.  These  will  be  capable  of  dealing  with 
1  million  gallons  of  water  per  day.  From  Rhubina  the  party  drove  to  the 
Llanishen  reservoirs,  where  luncheon  was  served. 
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PEIVATE  BILLS  (SESSION  1888)  BELATING  TO  GAS.  WATEB,  Etc.-Pbogbess  made  puMKa  the  Session. 


Title  of  Bill. 


Airdrie  and  Coatbridge  Water 
Barnstaple  Water  .... 

n 

Bristol  Water 


Brymbo  Water 

Drayoott  Gas 

Drighlington  Gas 

Edinburgh  and  Leith  Corporations’  1  Lords  .  . 

(Jag . I  Commons. 


Lords 
Commons . 
Lords  .  . 

Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons . 
Lords  . 
Commons. 
Lords  .  . 

Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 

Keswick  Gas . Lords  . 

. Commons. 

Lords  . 
Commons. 
Lords  . 
Commons. 

Lincoln  Corporation . 


Edinburgh  and  Leith  Gas  . 

n  • 

Falkirk  and  District  Water  . 

n  >>  * 

Folkestone  Water  .... 

»»  .... 

Frodsham  Gas  and  Water  . 

Fylde  Water . 

. 

Glasgow  Corporation  .  .  . 

j)  >)  •  •  • 

Grand  Junction  Water  .  . 

n  >>  •  • 

Halifax  Corporation  Water  . 

J>  >>  • 

Hamilton  Water  .... 
Helston  and  Porthleven  Water 

J> 

Henley-on-Thames  Gas  . 

>)  n  •  • 

Hexham  Local  Board 

jj  jj  '  • 

Hinckley  Local  Board  Water 

11  II  11 

Kent  Water . 


Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  .  . 

Commons. 
Lords  .  . 

Commons. 


Petition  for  Bill  Bill  Bead 
Presented.  the  First  Time. 


Feb.  14 


Commons  Bill 
Feb.  13 

Commons  Bill 
Feb.  13 

Commons  Bill 
Feb.  13 

Commons  Bill 
Feb.  13 
Feb.  14 


Feb.  14 
Lords  Bill 
Feb.  16 


Lancaster  Corporation  . 
Limpsfield  and  Oxted  Water 


Llanelly  Local  Board.  .  . 

n  •  •  • 

London  Sea  Water  Supply  . 
11  11 

Nelson  Local  Board  . 


Lords  . 
Commons 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 


Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 
Commons  Bill 
Feb.  13 
Feb.  14 
Lords  Bill 
Feb.  14 
Lords  Bill 


Feb.  14 

April  13 
Feb.  14 
May  8 
Feb.  14 
April  13 
Feb.  14 
April  13 
Feb.  14 
Feb.  14 


Feb.  14 
June  5 
Feb.  16 

Feb.  14 
March  26 
April  13 
Feb.  14 
May  11 
Feb.  14 
Feb.  14 
March  12 
Feb.  14 
April  16 


Newport  (Mon.)  Corporation  Water  Lords 

Commons. 


North  Stafiordshire  Water 
»>  n 

Perth  Water  and  Gas. 
Riddings  District  Gas 

ij  )>  *  • 

South  Lincolnshire  Fen  Water 
»»  »» 

South  Staffordshire  Water  . 

Staffordshire  Potteries  Water 
>»  >> 

Stockton  and  Middlesbrough 
porations  Water. 

IJckfield  Water . 


West  Surrey  Water 


Lords  . 
Commons. 
Lords  . 
Commons . 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Lords  . 
Commons. 
Cor- 1  Lords  .  . 

J  Commons. 
Lords  . 
Commons . 
Lords  . 
Commons. 


Feb.  13 
Commons  Bill 
Feb.  13 
Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 
Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 
Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 

Commons  Bill 
Feb.  13 

Commons  Bill 
Feb.  13 
Commons  Bill 
Feb.  13 
Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 
Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 

Commons  Bill 
Feb.  13 
Feb.  14 


Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 
Feb.  17 
Lords  Bill 
Feb.  16 
Lords  Bill 
Feb.  14 
Lords  Bill 
Commons  Bill 
Feb.  13 

Commons  Bill 
Feb.  13 
Commons  Bill 
Feb.  13 


Feb.  14 
April  13 
Feb.  14 
Feb.  14 
May  3 
April  30 
Feb.  14 
Feb.  14 
April  16 
April  24 
Feb.  14 
Feb.  14 
March  22 
April  13 
Feb.  14 
April  24 
Feb.  14 
June  11 
P’eb.  14 
May  4 
Feb.  14 
Feb.  14 
June  12 
June  26 
Feb.  14 
Feb.  14 
May  15 
June  15 
Feb.  14 
April  13 
Feb.  14 
Feb.  14 


Bill  Read 
a  Second  Time. 


Feb.  14 
March  26 
April  13 
Feb.  14 
Feb.  17 
April  30 
Feb.  16 
May  16 
Feb.  14 
May  15 
April  13 
Feb.  14 
May  1 
Feb.  14 
April  13 
Feb.  14 


Feb.  28 

April  23 
Feb.  27 
June  4 
March  6 
April  23 
Feb.  27 
April  23 
Feb.  27 
Feb.  28 


Feb.  28 
June  19 
March  1 


Feb.  20 
April  12 
April  23 
Feb.  27 
June  5 
March  13 
Feb.  23 
March  21 
Feb.  20 
April  25 


Bill  rejected 
April  23 
Feb.  20 
Feb.  26 
May  14 
June  7 
Feb.  20 
Feb.  23 
May  15 
May  8 
Feb.  20 
Feb.  20 
April  5 
April  23 
Feb.  27 
May  3 
March  12 
June  19 
Feb.  20 
June  7 
Feb.  27 
Feb.  20 
June  25 
July  5 
Feb.  20 
March  2 
June  14 
June  22 
Feb.  21 
April  23 
Feb.  29 
Feb.  20 


Feb.  20 
April  10 
June  7 
Feb.  20 
Feb.  24 
May  9 
Feb.  24 
June  5 
Feb.  24 
June  6 
April  23 
Feb.  20 
June  12 
Feb.  20 
April  24 
Feb.  28 


Bill 

Reported. 


Preamble 


May  7 
March  20 
July  3 
April  26 
April  26 
March  26 
May  4 
March  19 
Preamble 


Bill  Read 
the  Third  Time. 


May  14 
July  10 
Preamble 


March  21 
July  2 
May  11 
March  19 
June  26 
April  27 
March  6 
April  12 
March  20 
May  7 


not  proved 

May  15 
April  6 
July  20 
May  7 
May  4 
April  9 
May  11 
April  6 
not  proved 

June  4 
July  12 
not  proved 

March  23 
July  13 
May  15 
April  5 
June  29 
May  10 
March  9 
April  16 
April  13 
May  17 


Bill  Received 
Royal  Assent. 


I  June  28 
}  Aug.  7 
J  May  16 
j.  May  16 


May  11 
March  19 
April  26 
June  21 
June  19 
March  27 
March  22 
June  14 
June  25 
April  12 
March  15 
June  15 
April  24 
March  20 
May  11 
April  12 
July  17 
May  17 
June  28 
April  24 
June  7 
July  2 
July  23 
June  19 
May  3 
July  13 
July  10 
June  8 
June  15 
March  21 
Preamble 


March  19 
April  30 
June  11 
March  23 
April  23 
June  18 
May  14 
Bill  withdrawn 
April  27 
July  6 
May  14 
March  22 
June  14 
March  19 
May  14 
March  14 


June  7 
April  9 
May  1 
June  25 
June  22 
April  27 
April  13 
June  26 
J'uly  20 
April  23 
March  20 
June  26 
April  27 
April  5 
May  15 
April  23 
July  20 
June  8 
July  2 
May  3 
June  11 
July  5 
July  30 
June  25 
May  n 
July  18 
July  16 
June  15 
June  22 
April  9 
not  proved 

March  22 
May  10 
June  14 
April  10 
April  27 
June  28 
May  15 


May  8 
July  26 
June  21 
April  12 
June  22 
April  30 
June  21 
March  26 


July  24 


July  24 
June  28 
July  24 
April  27 
June  28 


June  28 
June  28 
June  28 
July  5 
Aug.  7 
July  5 
April  30 
June  28 
Aug.  7 
.  July  24 
P  July  24 
}  Aug.  7 
).  July  24 
Aug.  7 
I  July  6 


j.  May  16 
j.  June  28 
j.  July  5 


}Aug.7 
}  July  5 
I  July  6 
[  July  24 


The  Aetesiak  Well  at  Gainsborough.— Last  Wednesday,  the  members 
of  the  Gainsborough  Local  Board  attended  at  the  water-works  for  the  pu 
nose  of  testing  the  yield  of  the  artesian  well  they  have  been  sinking  during 
tCpast  two  fears.^  The  boring  has  reached  1200  feet  476  of  which  pass 
beyond  the  base  of  the  marls,  and  into  the  Bunter  aaodstone.  During  last 
September  the  well  was  tested,  when  the  yield  was  5000  gallons  per  > 

and  the  quality  was  variously  reported  upon  by  several  analysts,  bince 
then  an  ^tension  of  100  feet  has  been  carried  out;  f 
has  been  going  on  for  16  days  and  nights  continuously.  It  ceased  on 
Wednesday,  when  a  test  was  taken  by  means  of  a 
The  Yield  showed  a  trifling  increase;  8  min.  60  sec.  being  the  time  taken 
by  thl  pump  to  lift  1000  gallons.  The  actual  yield  of  water,  “^mg  every 
possible  allowance,  is  6765  gallons  per  hour, 

quantity  now  pumped  for  the  town’s  use  from  the  Biver  Tpnt.  several 
Lmples^were  taken  for  purposes  of  analysis,  as,  although  the  quantity  is 
so  much  below  what  was  anticipated,  the  quality  of  what  has  been 
obtained  is  very  questionable ;  being  of  a  high  degree  of  hardness,  cause  , 
the  analysts  say,  by  the  presence  of  sulphate  of  lime.  Great  disappoint¬ 
ment  is  felt  throughout  the  town,  as  already  a  sum  of  ^50*30  has  been  spent, 
apparently  to  no  purpose.  The  boring— the  only  one  of  the  . 

district— has  been  watched  with  much  interest  by  geologists  and  engines 
from  all  parts  of  the  country.  The  Local  Government  Board,  acting  upon 
the  advice  of  Sir  B.  Bawlinson,  refused  some  time  ago  to  sanction  any 
further  loans  for  the  purpose ;  and  the  latter  portion  of  the  cost  has  been 
Uiet  directly  out  of  the  district  rates, 


The  Price  op  Gas  at  Birkenshaw.- At  the  meeting  of  the  Birkenshaw 
T.nfal  Board  last  Thursday,  a  letter  was  read  from  the  Gomersal  Gas 
Comnanv  stating  that  the  Directors  had  decided  to  meet  the  request  of 
&putottn  wlich  recently  waited  upon  and  to  make  a  reflucti^^^^ 

In  the  nrice  of  gas  to  the  smallest  consumers  of  a  further  3d.  per  1000  cRhio 
w  3d  let  a  reduction  of  3d.  per  1000  cubic  feet  to  consumers  of 

quantities'  between  100,000  and  500,000  cubic  feet,  or  3s.  net;  a.nd  for 

^SZrne  Gas  COMPANY.-The  report  of  the  directors  of  this  Com¬ 
nanv  to  be  presented  at  the  half-yearly  meeting  on  the 

the  rate  of  12§  per  cent,  per  annum  on  the  £20,000  “/'fiGal  capita 
romnanv  and  also  on  the  £12,490  (the  amount  raised  on  the  C  s^ares^ 

£2424  6s.  lid,  to  be  carried  forward, 
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Ettas. 

SOUTH  METROPOLITAN  GAS  COMPANY. 

The  Ordinary  Half-Y^early  General  Meeting  of  this  Company  was  held 
last  Wednesday,  at  the  Bridge  House  Hotel,  London  Bridge — Mr.  George 
Livesey  in  the  chair. 

The  SECRET.4RY  (Mr.  Frank  Bush)  read  the  notice  convening  the  meet¬ 
ing  ;  and  the  Directors’  report  and  the  statement  of  accounts  were  taken 
as  read  (see  ante,  pp.  252,  296,  298). 

The  Chairman  :  Ladies  and  Gentlemen, — I  always  begin  with  the  in¬ 
tention  of  making  a  short  speech  ;  and  to-day  I  think  that  that  intention 
will  be  carried  out,  for  I  have  very  little  indeed  to  say.  But  in  moving 
the  adoption  of  the  report,  it  is  necessary  that  I  should  make  a  few 
remarks.  The  first  observation  I  will  make  is  as  to  the  increase  in  the 
Company’s  business,  which  you  are  told  amounts  to  4'7  per  cent,  in  the 
half  year.  Well,  now,  this  increase  depends  to  a  considerable  extent  on 
the  character  of  the  weather,  or  rather  on  the  thermometer.  Taking  last 
half  year,  the  month  of  January  was  a  mild  one ;  and  we  actually  sent 
out  considerably  less  gas  than  we  did  in  January  in  the  previous  year. 
The  same  may  also  be  said  of  the  month  of  May.  In  the  other  four 
months,  however,  there  was  an  increase,  particularly  in  June;  and  to 
give  you  some  idea  of  the  effect  of  the  thermometer  on  the  consumption  of 
gas,  I  may  state  that  in  the  nine  weeks,  beginning  on  the  2nd  of  June,  and 
ending  on  the  4th  of  August,  the  increased  consumption  amounted  to  14 
per  cent,  over  what  it  was  in  the  corresponding  nine  weeks  of  last  year. 
It  is  therefore  not  satisfactory  to  take  a  single  half  year,  and  base  con¬ 
clusions  upon  it.  We  have  often  said — and  our  experience  justifies  it — 
that  reductions  in  price  tend  to  increased  consumption.  Taking  the  last 
three  corresponding  half  years,  we  find  that  in  the  June  half  of  1886, 
there  was  an  increase  of  9  per  cent.,  which  was  a  very  heavy  in¬ 
crease ;  in  the  June  half  of  1887,  there  was  an  increase  of  a  little 
more  than  5  per  cent. — 5i  per  cent. ;  and  then  in  the  halt  year 
we  are  now  dealing  with,  there  was  an  increase  of  4i  per  cent.  I  think, 
therefore,  that  this  at  any  rate  is  satisfactory,  and  is  a  justification 
for  the  policy  the  Directors  have  pursued  in  reducing  the  price  of 
gas,  because  our  strength  is  in  obtaining  an  increase  of  business.  It  would 
not  be  a  good  day  for  gas  companies  if  we  were  to  find  our  business  standing 
still.  With  reference  to  the  accounts,  there  is  very  little  indeed  to  say 
about  them.  Coals  have  been  slightly  cheaper  than  in  the  corresponding 
period  of  last  year.  In  1887  coals  cost  us  11s.  2id.  per  ton ;  and  in  1888 
they  cost  us  10s.  lOid. — a  difference  of  4d.  per  ton.  The  products  have 
yielded  rather  better.  Whereas  in  1887  they  yielded  6s.  3d.  per  ton  of 
coal,  in  1888  they  have  produced  7s.  4Jd.  per  ton.  There  has  been  an 
improvement  all  round.  Tar  was  at  its  lowest  in  1887.  It  is  rather  better 
this  year.  Coke  was  also  at  its  lowest  last  year;  and  it  has  been  better. 
The  same  may  be  said  of  ammonia.  While  I  am  on  the  subject  of  tar,  I 
may  say  that  we  have,  as  stated  in  the  report,  burned  a  considerable 
quantity  as  fuel,  because  we  held  in  the  first  place  that  its  fuel 
value  was  greater  than  its  selling  value ;  and  in  the  next  place  that  the 
market  was  glutted — that  the  supply  exceeded  the  demand — and  that  the 
only  way  to  produce  a  balance  was  to  remove  what  was  in  excess,  and 
use  a  proportion  of  it  for  our  furnaces.  I  may  state  here  that  it  has  been 
found  that  tar  is  worth  1  Jd.  a  gallon  to  burn,  and  that  people  are  ready  to 
buy  it  in  quantities  for  this  purpose  at  that  price.  It  may  also  be  used 
very  advantageously  under  steam-boilers  (on  the  plan  devised  by  Mr.  J.  L. 
Chapman,  the  Engineer  of  the  Harrow  Gas-Works) ;  and  if  gas  companies 
generally  do  not  like  to  useit  for  heating  their  retorts,  and  would  use  it  under 
their  steam-boilers,  they  would  do  a  great  deal  to  remove  the  glut  on  the 
market.  However,  things  are  improving  undoubtedly.  The  next  paragraph 
in  the  report  informs  you  that  exhibitions  have  been  held  in  our  district, 
which  is  a  very  large  one.  In  the  case  of  a  provincial  gas  company,  it  is 
sufficient  to  hire  the  Town  Hall,  and  hold  a  single  exhibition  of  gas 
apparatus  ;  and  this  serves  for  the  whole  town  and  for  the  company.  But 
it  will  give  you  an  idea  of  the  extent  of  our  district,  when  I  tell  you  that 
we  have  had  as  many  as  24  of  these  exhibitions  in  various  parts.  We 
have  hired  public  halls  in  different  places ;  obtained  a  talented  lecturer 
on  cookery  from  Kensington ;  and  have  given  free  lectures  on  four 
consecutive  days  in  the  week — in  the  afternoon  and  evening.  We  have  had 
gas-stoves  exhibited;  and  the  result  has  been  that,  whereas  in  the  June 
half  of  last  year  we  increased  the  number  of  our  stoves  in  use  by  rather 
more  than  400,  this  half  year  we  increased  the  number  by  more  than 
1400.  There  is  therefore  apparently  a  clear  gain  of  1000  stoves  as  the 
result  of  these  exhibitions.  I  am  bound  to  say  also,  in  connection  with 
these  exhibitions,  that  the  officers  of  the  Company  have  taken  up  the 
matter  in  the  right  spirit,  and  have  shown  the  utmost  zeal  and  ability 
in  conducting  them,  and  have  thus  contributed  very  largely  to  their 
success.  The  next  paragraph  deals  with  the  coal  dues ;  and  in  this 
connection,  I  think  it  is  only  right  to  tell  you  what  action  I  took — in  the 
first  instance,  on  my  own  responsibility.  I  was  on  the  Committee  of 
manufacturers  for  opposing  the  renewal  of  the  coal  dues ;  and  these 
gentlemen  repeatedly  said  to  me :  “  Whenever  we  urge  that  the  coal 
duties  should  be  abolished,  we  are  met  with  the  remark,  ‘  If  you  abolish 
the  duties,  the  LT50,000  a  year  paid  by  the  gas  companies  towards  those 
duties  will  simply  go  into  the  pockets  of  the  gas  shareholders.’  ”  They 
also  said  to  me  “  If  you  can  show  that  this  will  not  be  the  case,  and 
that  the  benefit  will  go  to  the  consumers,  a  very  strong  reason  will 
be  given  for  abolishing  the  coal  dues.”  Well,  there  were  consider¬ 
able  efforts  made  to  induce  the  Government  to  take  up  the  matter, 
and  support  the  Bill  that  was  promoted  by  the  City  Corporation  and 
the  Metropolitan  Board  of  Works  for  the  renewal  of  the  dues  next  year. 
A  deputation  from  them  went  to  the  First  Lord  of  the  Treasury, 
who  promised  to  consider  what  they  had  stated,  and  to  give  them  an 
answer  in  a  few  days.  Seeing  that  it  was  a  critical  moment,  I  addressed 
a  letter  to  the  Eight  Hon.  W.  H.  Smith,  giving  details  showing  the  quan¬ 
tity  of  coal  this  Company  used,  what  amount  of  coke  we  sold,  and  what 
would  be  the  effect  on  the  coke  trade,  and,  moreover,  that  there  would  be 
a  certain  balance  in  hand  when  the  coal  dues  were  abolished.  I  then  went 
on  to  say  what  we  would  do  with  this  balance.  I  stated  that  there  would 
be  a  saving  of  j£15,000  a  year,  after  allowing  for  an  increase  of  the  rates. 
Some  people  make  a  great  deal  of  this  point.  They  seem  to  think  that  if 
the  money  is  not  raised  in  one  way,  it  must  be  raised  in  another;  but  I  am 
not  so  sure  about  that.  However,  we  pay  i927,000  a  year  for  the  coal  dues, 
which  means  a  rate  of  5s.  in  the  pound  ;  and  no  one  says,  or  can  prove, 
that  the  abolition  of  these  dues  will  necessitate  an  increase  in  the  rating 
of  more  than  2id.  in  the  pound.  I  said  in  my'letter  to  Mr.  Smith  :  “  The 
saving  of  4115,000,  coupled  with  the  profit  on  the  increase  of  business  that 
will  result  from  the  reduction,  justifies  the  announcement  I  made  at  the 
general  meeting  of  the  Company  on  the  22nd  of  February  last,  ‘  If  the 
eoal  dues  were  not  renewed,  we  should  at  once  reduce  the  price  of  gas  by 
Id.  per  1000  cubic  feet.’  Consequently,  the  consumers  of  gas  and  coke 
will  obtain  the  full  benefit  of  the  non-renewal  of  the  tax.  But  the  reduc¬ 
tion  of  Id.  in  the  price  of  gas  will  entitle  the  shareholders,  under  the 


sliding  scale,  to  J  per  cent,  more  dividend,  or  L'5000  a  year.”  Then  I  go 
on  :  “In  my  opinion,  it  will  not  be  fair  to  the  consumers  to  take  this  extra 
dividend,  if  earned,  because  the  question  of  the  abolition  of  the  coal  dues 
was  not  an  element  of  consideration  before  Parliament  when  the  initial 
price  was  fixed  in  1876.”  This  is  my  individual  opinion.  I  know  that,  at 
the  time  the  initial  price  was  fixed  in  1876,  no  one  thought  anything 
about  the  coal  dues,  which  were  then  fixed  up  to  1889,  or  for  thirteen 
years ;  and  the  matter  was  not  considered  at  all.  Therefore,  if  the  coal 
dues  are  to  be  abolished,  I  feel  it  would  be  an  act  of  justice  to  the  public 
to  let  them  have  the  full  benefit;  and  moreover  it  would  be  an  act  of 
wisdom  on  our  part  to  adopt  this  course,  because  I  am  quite  sure  it  is 
detrimental  to  gas  companies  to  appear  too  grasping  in  the  matter  of 
dividend.  I  do  not  know  that  I  have  anything  more  to  say  to  you.  I  was 
going  to  finish  with  two  or  three  remarks  about  the  advantages  of  gas. 
Gas  is  unfashionable.  We  are  constantly  hearing  people  abusing  gas; 
saying  this,  that,  and  the  other  about  it.  Though,  however,  they  abuse 
it  so  strongly  and  object  to  it,  still  they  use  it ;  and  they  use  it  because  there 
is  nothing  equal  to  it — there  is  nothing  like  it.  I  am  not  going  to  say  that 
other  lights  may  not  for  certain  purposes  be  used  with  advantage.  You 
may  have  a  lamp  on  the  table ;  and  for  reading  purposes  that,  no  doubt, 
is  very  fine  indeed.  But  for  general  purposes  of  illumination,  or  for  light¬ 
ing  rooms  generally,  a  lamp  on  the  table  does  not  answer.  Nothing  will 
do  it  so  well  and  effectively  as  gas ;  and  moreover,  the  objection  raised  to 
the  heat  produced  by  gas  is  all  in  its  favour.  If  there  were  no  heat  there 
could  be  no  ventilation.  That  is  the  principle  of  Nature.  The  air  which 
is  so  essential  to  us  is  kept  in  motion  by  the  heat  of  the  sun,  and  nothing 
else.  It  is  the  heat  of  the  sun  which  is  the  prime  mover;  and  the  heat 
generated  by  gas  in  dwelling  and  other  rooms  may  be  used  as  the  most 
effective  means  of  ventilation — not  merely  to  carry  off  its  own  products, 
but  to  carry  off  all  the  vitiated  air  of  the  room  too.  I  have,  therefore, 
the  greatest  confidence  in  saying  that  for  general  lighting  purposes  there 
is  nothing  like  gas ;  and  with  the  great  improvements  which  have  been 
made  in  burners  of  late  years,  whereby  double  the  amount  of  light  may 
be  obtained  for  the  same  quantity  of  gas  consumed,  the  advantages 
of  gas  are  still  further  enhanced,  because  its  price  is  practically 
reduced  by  improvement  of  the  burners  to  about  one-half  what 
it  otherwise  would  be.  And  then  this  enormous  increase  in 
the  consumption  which  we  find  on  the  fall  of  the  thermometer, 
is  a  very  striking  illustration  of  the  use  to  which  gas  is  put. 
We  can  only  conclude  that  it  arises  partly  from  people  lighting  the  gas 
to  warm  their  rooms.  In  dull  and  cold  weather,  the  days  are  shorter ;  but 
I  believe  a  very  large  quantity  of  the  increased  consumption  that  we  see 
is  owing  to  the  use  of  gas  for  heating.  At  the  low  price  (2a.  5d.)  at  which 
this  Company  supplies  it,  gas  is  used  I  know  very  extensively  for  this  ob¬ 
ject  ;  and  it  is  also  employed  for  manufacturing  purposes.  To  give  you 
one  illustration — for  such  a  purpose  as  enamelling  glass  or  iron,  where  a 
certain  heat  is  required  to  fuse  the  material  on  the  surface.  In  the  case 
of  stained  glass,  for  instance,  the  operation  used  to  be  done  in  a  furnace 
heated  with  coal  or  solid  fuel ;  and  it  required  24  hours  to  work  off  a 
single  charge.  The  oven  had  to  be  heated,  then  the  material  was  put  in, 
and  left  in  till  it  was  cool.  Now,  with  a  gas-heated  furnace,  the  fire  can 
always  be  kept  up  to  the  exact  temperature  required.  The  glass  is  put  in 
on  a  small  traveller ;  and  instead  of  taking  24  hours  to  do  the  work,  it  is 
done  in  an  hour.  I  was  told  by  one  manufacturer  only  a  week  ago, 
that  he  is  making  arrangements  by  which  he  will  be  able  to  burn  off  a 
tray  of  glass  in  seven  minutes,  instead  of  an  hour,  by  simply  providing 
another  chamber  for  cooling  it,  and  letting  the  fusing  be  done  in  this  one. 
This  is  only  an  illustration  of  what  is  going  on  in  numbers  of  other  cases. 
Gas  is  being  used  for  a  multiplicity  of  purposes,  of  which  you  and  I  have 
no  conception.  All  sorts  of  manufacturing  work  is  now  being  accom¬ 
plished  by  gas,  instead  of  solid  fuel ;  and  when  we  look  at  all  these 
sources  from  which  our  profits  are  derived,  we  need,  I  feel  sure,  have  no 
fear  in  regard  to  the  future.  We  may  believe  that  the  future  is  likely  to 
be  as  prosperous  as  the  past ;  we  may  expect  an  increase  of  business  in 
the  future  ;  and  this  increase  will  enable  us  to  reduce  our  price,  which 
would  still  further  consolidate  our  position,  so  that  we,  or  our  successors, 
will  be  able  to  render  as  good  accounts  to  our  shareholders  in  the  future 
as  we  submit  to  day.  I  now  move — “  That  the  report  and  accounts  now 
presented  be  received  and  adopted,  and  the  report  entered  on  the 
minutes.” 

Mr.  Robert  Morton  seconded  the  motion. 

The  Chairman,  in  answer  to  Mr.  Bradfield,  stated  that  the  duty  on  coal 
was  Is.  Id.  a  ton,  of  which  9d.  went  to  the  Metropolitan  Board  of  Works, 
and  4d.  to  the  City  Corporation. 

Mr.  Ridge  said  he  did  not  clearly  understand  how  the  dividend  of  13  per 
cent,  would  be  distributed. 

The  Chairman  :  It  will  be  divided  just  as  it  was  last  half  year  between 
the  “  A,”  “  B,”  and  “  C  ”  stock. 

Mr.  G.  Bray  said  he  was  sorry  he  could  not  quite  agree  with  the  terms 
in  the  report  in  regard  to  the  half  year  being  “  uneventful  ”  and  “  satis¬ 
factory.”  There  had  been  rumours  during  the  last  twelve  months  as  to 
the  unsatisfactory  condition  of  the  works  at  East  Greenwich.  The  last 
half-yearly  report  stated  that  everything  was  in  a  satisfactory  condition 
there.  The  Chairman  also  in  his  speech  made  the  same  announcement; 
and  he  would  give  the  terms  in  order  that  there  might  be  no  mistake. 
First  as  to  what  was  said  by  the  Directors.  Last  half-year’s  report  stated 
that  “  the  Directors  are  pleased  to  be  able  to  report  that  from  the  starting 
in  August  to  the  present  time  the  working  has  gone  on  satisfactorily.” 
Again  it  said  ;  “  The  whole  of  these  extensive  works  have  been  satisfac¬ 
torily  carried  out  under  the  supervision  of  the  Company’s  Engineer,  whose 
services  the  Directors  fully  appreciate  and  have  suitably  acknowledged.” 
Then  the  Chairman,  in  his  speech  at  the  half-yearly  meeting,  referring  to 
these  works,  said  :  “  They  are  working  very  satisfactorily  ....  and 
we  are  quite  satisfied  with  the  manner  in  which  they  have  been  carried 
out.”  Further  on  in  his  speech,  he  said :  “  When  I  was  on  the  question  of 
the  new  works,  I  might  have  said  that  there  have  been  reports  that  we 
were  in  difficulties.  Well,  you  may  take  it  from  me  that  we  were  not  in 
any  difficulties,  and  have  been  in  no  difficulties  whatever  with  regard  to 
these  works.”  These  were  emphatic  statements ;  but  since  they  were 
made,  a  report  had  been  presented  by  a  Bolton  Corporation  Committee  on 
the  question  of  gas  machinery  stoking,  and  a  deputation  of  the  Corpora¬ 
tion  asked  to  be  shown  round  the  works  at  Greenwich,  and  permission 
was  given  to  them.  The  report  they  gave  of  what  they  saw  said - - 

Mr.  G.  Howlbtt  rose  to  a  point  of  order.  He  failed  to  see  anything  in 
the  report  as  to  the  Greenwich  works ;  and  he  asked  if  the  honourable 
proprietor  was  in  order  in  bringing  forward  anything  that  members  of  a 
provincial  Corporation  might  have  seen  at  these  works. 

The  Chairman  :  You  are  not  absolutely  in  order  in  alluding  to  thereport 
of  the  Bolton  Corporation  ;  but  if  you  have  any  remarks  to  make  about  the 
works,  Mr.  Bray,  I  have  no  objection  to  listen  to  them,  and  to  give  the 
best  answer  in  my  power;  but  the  honourable  proprietor  is  certainly 
right  in  suggesting  that  you  are  not  in  order. 

Mr.  Bray  said  he  was  perfectly  satisfied  that,  under  the  terms  of  the 
notice  convening  the  meeting,  he  was  in  order.  It  stated  that  certain 
specified  business  would  be  transacted,  and  the  meeting  was  called  “  for 
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other  purposes.”  The  “  other  ”  business  was  not  in  the  hands  of  the 
Directors.  The  Bolton  Corporation  stated  that  they  saw—— 

The  Chairman  :  I  cannot  allow  you  to  read  that  report.  You  may  make 
a  speech  if  you  like ;  but  you  must  not  read  that  report,  which  has  nothing 

to  do  with  us.  „  ,,  T-,  /u  i- 

Mr.  Bray  (continuing)  said  that  the  report  from  the  Bolton  Corporation 
was  to  the  effect  that  the  works  at  Greenwich  were  sinking  into  the  ground. 
(Ironical  laughter.)  He  submitted  that  there  was  nothing  to  laugh  at  m 
connection  with  the  condition  in  which  the  gentlemen  to  whom  he  was 
referring  stated  that  they  had  found  the  works.  The  works,  they  sk'd, 
were  sinking  into  the  ground;  and  an  expensive  machine  stoker  which 
they  had  gone  to  see  was  not,  in  consequence  of  the  state  of  the  worts,  in 
working  order,  and  that  stokers  were  doing  the  business  by  hand  njiing. 

If  this  statement  was  not  true,  it  could  be  contradicted  ;  and  he  would  be 
glad  to  hear  that  the  statement  of  the  Bolton  Corporation  was  not  correct. 

He  held,  seeing  that  so  much  had  been  stated  with  respect  to  the  efficiency 
of  the  Greenwich  works,  that  sound  and  true  information  regarding  them 
ought  to  have  been  submitted  to  the  proprietors.  He  had  an  objection  to 
take  to  the  refusal  of  correct  information  by  the  Directors  on  another 
point.  The  proprietors  were  aware  that  a  good  deal  had  been  said  recently 
regarding  the  Amalgamation  Schemes ;  and  although  nothing  had  h^een 
said  in  the  present  report  as  to  amalgamation,  it  was  freely  discussed  at 
the  last  meeting.  He  had  information,  which  was  not  available  at  that 
time,  which  he  thought  it  was  necessary  that  the  proprietors  should  be  in 
possession  of  with  respect  to  that  matter.  They  might  be  aware  that  the 
last  proposal  was  with  regard  to  the  amalgamation  with  The  Gaslight  and 
Coke  Company.  That  proposal  was  made  by  the  Chairman  himself ;  and 
he  was  prepared  to  state  that  he  was  suspicious  of  those  proposals,  and 
he  looked  into  the  sum  which  the  Directors  had  received  in  connection 
with  the  question  of  amalgamation.  He  found  the  amount ;  and  he  asked 
questions  as  to  the  sums  certain  Directors  had  received  in  connection  with 
previous  amalgamations.  He  found  that  there  were  sums  amounting  to 
£‘26,229  put  down  in  the  balance-sheet  for  December,  1882,  and  June  to 
December,  1883,  under  the  heading  “  Commutations  under  the  Schemes ; 
but  the  Directors  had  refused  to  inform  him  to  whom  the  i£26,229  had  been 

paid.  .  - 

Mr.  Howlett  rose  again  to  a  point  of  order.  The  whole  question  of 
amalgamation  had  been  settled  for  years  past  ;  and  he  objected  to  Mr. 
Bray  reiterating  an  old  question  of  amalgamation,  and  wasting  the  time 
of  the  meeting  in  doing  so.  What  Mr.  Bray’s  purpose  was  he  could  not 
say.  He  took  it  that  at  their  half-yearly  meetings  they  had  to  deal  with 
business  before  them. 

The  Chairman  :  I  am  obliged  to  rule,  much  to  my  regret,  as  I  should 
like  to  hear  Mr.  Bray  out,  that  he  is  entirely  out  of  order  in  referring  to 
an  amalgamation  which  took  place  eight  years  ago. 

Mr.  Bray  observed  that  if  the  matter  was  not  discussed  at  the  meeting, 
it  would  not  be  allowed  to  remain  where  it  was.  He  submitted  that  he 
was  in  order ;  and  he  now  asked  whether  the  Chairman — [loud  cries  of 
“  Chair,  chair  ”J — whether  the  Chairman  had  received  the  sum  in  ques¬ 
tion,  or  any  of  it ;  and  if  so  what  for.  Also  if  the  proprietors  voted  upon 
it,  and  were  allowed  to  know  what  the  sums  were  for  ?  Did  the  Chairman 

refuse  to  reply  now  ?  n  .  iu  i  it 

Mr.  Howlett  said  his  remarks  would  be  entirely  confined  to  the  halt- 

yearly  report.  He  thought,  however - j- 

Mr.  Bray  (interrupting,  and  addressing  the  Chairman)  :  I  ask  if  you 
will  refuse  to  give  the  information. 

The  Chairman  :  I  will  give  my  reply  at  the  close  of  the  discussion. 

Mr.  Bray  :  It  would  be  more  convenient  if  you  gave  it  now. 

The  Chairman  :  I  shall  not  do  that.  I  shall  give  my  reply  at  the  close. 
Mr.  Howlett  assumed  that  the  Chairman  would  conduct  the  meeting 
in  the  ordinary  way ;  he  was  not  aware  that  Mr.  Bray  held  any  patent  yet 
for  conducting  public  meetings.  For  his  own  part,  he  had  to  compliment 
the  Directors  on  the  report  they  had  brought  forward.  He  was  in  a  very 
different  spirit  from  the  last  speaker,  who  seemed  to  have  attended  the 
meeting  to  air  certain  grievances  that  he  might  have  with  particular 
members  of  the  Company.  The  proprietors  as  a  body,  however,  were 
there  as  business  men ;  and  they  had  not  come  to  listen  to  any  private 
grievances.  He  had  been  to  the  Greenwich  works,  and  had  seen  no  part 
sinking.  However,  the  Bolton  Corporation  might  be  very  clever,  and 
might  have  seen  a  good  deal  that  other  people  did  not  see.  It  was  the 
business  of  the  proprietors  to  increase  the  prosperity  of  the  Company 
rather  than  to  be  complaining  and  carping  about  what  was  being  done  at 
Greenwich.  In  his  own  case  he  illuminated  his  house  with  gas  ;  he  burnt 
it  as  fuel  in  every  stove  in  his  house ;  and  he  cut  his  chaff  with  a  gas- 
engine  ;  and  last  half  year  he  tried  to  distribute  a  large  quantity  of  coke 
among  people  who  had  not  burnt  it  before,  If  every  shareholder  would 
take  this  view  of  the  concern  in  which  he  was  a  partner,  they  would  soon 
have  a  state  of  things  even  more  pleasant  than  had  been  submitted  to  them 
that  day.  He  was  very  pleased  with  the  report.  The  Company  had  gone 
on  with  a  series  of  uninterrupted  successes ;  and  he  believed  that  if  the 
business  continued  to  be  conducted  in  the  same  straightforward  and 
honourable  manner  as  in  the  past,  further  successes  would  come  to  the 
Company. 

Mr.  Sugg  observed,  with  regard  to  the  complaint  of  Mr.  Bray  as  to  the 
East  Greenwich  works  sinking,  that  he  happened  to  be  able  to  give  the 
proprietors  a  different  piece  of  information.  Mr.  Bray  stated  that  the 
Bolton  Corporation  had  been  to  the  works,  and  had  seen  them  sinking 
into  the  ground.  He  (the  speaker)  had,  however,  been  to  the  works  with 
a  company  of  the  most  distinguished  French  engineers  and  European 
engineers  of  the  day.  They  went  over  all  the  works  ;  and  he  could  assure 
the  meeting  that  their  inspection  was  a  very  careful  one.  He  heard  no 
one  say  anything  about  the  sinking  into  the  ground.  On  the  contrary,  the 
French  engineers  said  that  it  was  the  simplest  and  finest  piece  of  con¬ 
struction  they  had  ever  seen  anywhere;  and  their  encomiums  upon  the 
works  were  very  great  indeed. 

A  Shareholder  asked  whether  they  got  as  many  feet  out  of  a  ton  of 
coal  by  using  tar  as  they  did  by  coke. 

The  Chairman  :  I  will  answer  the  last  question  first.  There  is  more 
difficulty  in  keeping  the  heats  regular  by  burning  tar  than  there  is 
by  burning  coke;  and  if  the  men  do  not  look  to  them  and  give  that 
constant  attention  to  the  tar  fires  which  they  require,  you  will  not  get 
quite  so  many  feet  per  ton  of  coal  as  you  do  when  burning  coke.  I  do 
not  know  that  there  is  any  other  question  I  have  to  answer.  I  have 
replied  to  the  inquiry  as  to  the  dividend — that  the  dividend  of  13  per  cent, 
spoken  of  in  the  report  means  13  per  cent,  dividend  on  the  whole  of  the 
capital,  which  will  be  divided  in  accordance  with  the  terms  of  the  Scheme 
of  Amalgamation  of  1880;  and  the  dividend  will  be  exactly  the  same  as  it 
was  last  half  year  to  all  classes  of  shareholders.  Now,  as  to  the  works  at 
East  Greenwich,  Mr.  Bray,  I  think,  said  that  “  sound  and  true  ”  informa¬ 
tion  should  have  been  given.  I  tell  you,  gentlemen,  that  true  infor¬ 
mation  has  been  given.  I  am  not  going  to  tell  you  that  the  Directors  of 
this  Company  are  such  an  incompetent  body  that  they  would  proclaim 
aloud  to  the  world  everything  connected  with  the  management  and 
working  of  the  Company.  There  may  be  things  not  detrimental  to  the 
Company — I  may  say  that  most  decidedly — but  things  not  advantageous 


to  state  in  a  public  meeting,  with  reporters  present ;  and  we  reserve  our 
discretion  as  to  what  we  tell  you.  But  I  repeat  that  sound  and  true 
information  has  been  given  to  you,  and  I  tell  you  that  these  ^york8  are 
in  a  good  state  ;  and  that  if  any  of  the  shareholders  would  like  to  see 
them,  nothing  would  please  me  better  than  to  take  them  over  the  works. 
They  are  working  now  as  satisfactorily,  if  not  more  satisfactorily  than 
any  of  our  stations;  and  as  to  this  unofficial  and  unauthorized  report 
from  which  Mr.  Bray  has  quoted,  that  report  has  in  his  own  pa,per  been 
shown  to  be  erroneous  in  many  particulars  by  gentffimen  who  have 
written  about  it.  I  have  also  had  a  letter  from  the  Chairman  of  the 
Bolton  Gas  Committee,  expressing  the  very  greatest  regret  that  anything 
was  said  about  the  works.  The  other  question  which  Mr.  Bray  has  asked 
has  nothing  to  do  with  this  meeting;  but  I  feel  bound,  to  say  a  few 
words.  Mr.  Bray  was  not  a  shareholder  when  the  amalgamation  took 
place.  In  fact,  he  became  a  shareholder  on  the  1st  of  April,  1886,  and  i 
tell  you,  gentlemen,  that  his  object— which  I  know— in  becoming  a  share¬ 
holder  was  solely,  or  mainly,  for  the  purpose  of  attacking  me. 

Mr.  Br.ay,  amid  loud  cries  of  ‘‘  Order,”  said  he  denied  the  imputation. 

Mr.  Bedfern  :  The  truth  is  unpalatable,  IVfr.  Chairman. 

Mr  Bray  said  he  absolutely  denied  the  imputation.  The  Chairman 
could  know  nothing  about  his  motives,  in  becoming  a  shareholder  ;  and 
he  asked  him  to  withdraw  what  he  had  said. 

The  Chairman  :  I  will  withdraw,  then,  all  imputations  on  your  motives  , 
and  I  will  say  that  your  acts  and  deeds  performed  since  you  became 
a  shareholder  have  been  conclusive  to  my  mind,  and  to  every  reasonable 
mind,  that  that  was  your  object.  It  is  in  connection  with  the  Crystal 
Palace  Exhibition.  Mr.  Bray  says  an  injury  was  done  to  him  ,  but  L  am 
not  going  into  this.  I  am  perfectly  prepared  to  answer  every  question 
shareholders  may  put  when  asked  in  the  interests  of  the  Company,  and 
when  it  will  be  to  the  interests  of  the  Company  to  answer  it.  As  tar  as 
re^'ards  the  personal  question  which  Mr.  Bray  has  asked,  I  sliouW  like  to 
answer  it,because  whatever  I  may  have  received  has  been  with  the  sanction 
of  the  Board  of  Trade,  the  Public  Auditor,  and  the  shar^olders  too ;  and 
I  am  not  ashamed  of  anything  that  I  have  received.  That,  however,  is 
not  a  question  that  is  before  the  meeting. 

The  resolution  was  then  carried  unanimously. 

The  DEPUTY-CH.aRM.iN  (Mr.  J.  Mews)  :  I  have  to  propose  the  resolution 
as  to  the  dividend  ;  and  the  motion  is  as  follows  That  a  dividend  at 
the  rate  of  13  per  cent,  per  annum  be  now  declared,  and  that  such  dividend 
(with  the  exception  of  ‘the  sum  of  £500)  be  apportioned  among  the  three 
classes  of  stock  as  prescribed  by  the  Scheme  of  Amalgamation,  1880,  and 
that  the  warrants  be  transmitted  to  the  registered  addretses  of  t^ie  pro¬ 
prietors  by  post.”  There  is  nothing  I  need  say  in  addition  to  what  I  have 
fust  read,  as  I  think  the  affairs  of  the  Company  h^e  been  very  fully 
considered,  and  explanations  have  been  given  by  the  Chairman  on  every 

^°Mr.  T.^Eowland  Hill  seconded  the  motion,  which  was  agreed  to. 

Mr.  Mace  then  proposed  a  vote  of  thanks  to  the  Chairman  and  Dire^ors, 
for  the  able  way  in  which  they  had  conducted  the  business  of  the  Com¬ 
pany.  He  said  he  considered  they  had  shown  great  ability  in  bringing 
the  concern  to  the  position  it  now  occupied.  .  *1  no  i, 

Mr.  Franklin,  in  seconding  the  motion,  expressed  regret  at  the  attack 
which  had  been  made  on  the  Chairman.  Every  attention  ought  to  be 
given  to  remarks  of  proprietors,  if  they  wanted  to  make  a  statement  as  to 
anything  that  might  be  dark  m  the  affairs  of  the  Company ,  but  the 
position  taken  by  Mr.  Bray  was  evidently  one  which  ought  not  to  be 
countenanced  by  the  meeting. 

The  motion  having  been  carried. 

The  CH.AIRMAN  said  :  It  is  peculiarly  gratifying  to  me,  and  I  have  no 
doubt  it  is  to  my  brother  Directors,  to  find  this  unanimous  and  hearty 
vote  of  thanks  passed  to  us.  I  can  assure  you,  on  behalf  of  my  colleagues 
as  well  as  on  my  own  behalf,  that  we  really  have  the  interests  of  the  Com¬ 
pany  at  heart ;  and  you  may  rest  assured  that  in  every  possible  wa,y  we 
will  endeavour  to  protect  those  interests,  and  to  promote  the  prosperity  of 
the  Company.  We  have  a  good  record  to  show  in  the  past ;  and  1  do  not 
think  you  haye  any  reason  to  suppose  that  this  record  will  ^low  signs  of 
being  broken  in  the  future.  I  am  sure  that  you  have  in  the  Board  a  body 
of  gentlemen  who  have  a  single-minded  object  in  doing  their  duty  to  the 
Company  and  to  the  shareholders.  And  now  I  must  say  a  few  words  as 
to  the  officers.  We  are  indebted  to  them  for  yery  good  work;  and  not 
merely  good  work.  They  do  not  simply  do  their  duty,  but  they  do  it  with 
earnestness,  as  if  they  loyed  the  work.  I  can  assure  you  that  we  are  con- 
stantly  finding  that  the  various  officers  of  the  Company  are  endeavouring, 
by  all  the  means  in  their  power,  to  promote  its  prosperity,  to  economize 
in  the  working,  and  to  increase  the  business  ;  and  I  therefore  think  that  a 
yote  of  thanks  should  be  passed  to  them.  I  moye— “  That  the  best  thanks 
of  this  meeting  be  given  to  the  Engineer  and  the  officers  under  him,  a,nd 
to  the  Secretary  and  officers  under  him,  for  their  attention  to  thmr  duties, 
and  for  the  earnestness  with  which  those  duties  were  performed. 

Mr.  Champion  seconded  the  motion,  which  was  carried  unanimously. 

The  Chief  Engineer  (Mr.  Frank  Livesey)  :  Mr.  Chairma,n,  ladies,  and 
gentlemen — I  thank  you  very  heartily  for  myself  and  all  those  included 
in  the  vote  of  thanks  which  you  have  so  kindly  passed  in  our  favour. 
We  are  quite  aware  that  we  have  not  arrived  at  perfection ;  so  that  what¬ 
ever  merits  there  may  be  in  the  working  results  of  the  half  year,  we  are 
still  trying  to  do  something  better.  In  reference  to  our  works  at  East 
Greenwich,  I  may  say  that  they  are  now  working  ao  least  as  economically 
as  any  other  station  of  the  Company,  and  in  the  future  we  shall  still  go  on 
improving  there.  We  are  building  a  second  section  there ;  and  the  work  is 
being  largely  done  by  our  own  men.  ,  ,  ,  ,  ,  i  u  j  i  • 

The  Secretary  having  briefly  acknowledged  the  vote  on  behalf  of  him¬ 
self  and  the  staff  working  under  him,  the  proceedings  terminated. 

Wakefield  Gas  Company.— The  83rd  half-yearly  meeting  of  this  Com¬ 
pany  was  held  on  Monday  last  week.  Mr.  W.  Statter,  Chairman  of  the 
Directors,  presided,  and  moved  the  adoption  of  the  report  and  statement 
of  accounts,  both  of  which  were  of  a  most  satisfactory  character.  It  was 
stated  that  the  works  are  in  first-rate  order ;  and  everything  is  going  on 
as  well  as  the  Directors  could  expect  or  wish.  The  quantity  of  gas  made 
during  the  past  half  year  was  106,422,000  cubic  feet-an  increase  on  the 
corresponding  half  year  of  3,119,000  cubic  feet  The  leakage  was  only 
124  per  cent.,  as  against  15  per  cent,  in  previous  half  years ;  and  although 
the  Company  are  only  bound  to  supply  gas  of  16-candle  power,  they  have 
furnished  it  of  174-candle  power.  The  Company  made  upwards  of 
3,000,000  cubic  feet  more  gas  ;  but  the  extra  cost  was  only  about  ±41,  ana 
the  cost  of  distribution  is  £53  less  than  a  year  ago.  Their  incorne  is  iofb 
more  ;  for,  besides  the  increase  in  the  consumption  of  gas,  they  have 
received  £582  more  for  residual  products.  The  Chairman  moved  that  a 
dividend  of  11  per  cent,  should  be  paid  on  the  original  shares,  and  ±8  &s. 
and  £7  14s.  on  the  new  shares,  all  free  of  income-tax;  that  ±1500  should 
be  added  to  the  reserve,  so  as  to  increase  it  to  £9500  ;  and  that  ±414  1  's-  2a. 
should  be  carried  to  the  current  half-year’s  account.  This  disposed  of  the 
profit  for  the  half  year,  which  amounted  to  £6772  14s.  8d.  The  report 
was  adopted. 
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BARNET  DISTRICT  GAS  AND  WATER  COMPANY. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  last 
Thursday,  at  the  Guildhall  Tavern,  Gresham  Street,  E.C. — Mr.  James 
Glaisher,  F.R.S.,  in  the  chair. 

The  Secretary  (Mr.  Alfred  Lass,  F.C.A.)  having  read  the  notice  con¬ 
vening  the  meeting. 

The  Chairman  said  that  he  met  the  shareholders  that  day  under  very 
painful  circumstances  indeed.  As  long  as  he  (the  Chairman)  had  been 
connected  with  the  Company,  Mr.  Bontems  had  presided  at  every  half- 
yearly  meeting.  He  found  his  health  failing  him,  and  he  had  just  resigned 
when  that  sad  street  accident  happened.  He  was  knocked  down  by  a 
milk-cart,  which  caused  concussion  of  the  brain  ;  and  under  these  painful 
circumstances  they  were  parted.  Little  did  they  think,  the  last  time  they 
were  there  (although  some  of  them  thought  he  looked  very  ill),  that  they 
were  soon  to  part,  and  under  such  painful  circumstances.  Their  late  Chair¬ 
man  was  faithful.  He  told  them  at  their  last  half-yearly  meeting  that  in 
the  preceding  six  months  he  had  never  omitted  a  single  meeting  of  the 
Board,  nor  a  single  Committee  meeting ;  and  it  was  a  fact.  Then,  with 
such  extreme  attention,  to  be  removed,  was  something  for  which  he  (the 
Chairman)  found  it  difficult  to  find  words  to  express  himself.  He  was 
certain  that  their  deceased  friend’s  wife  and  family  had  the  deepest 
sympathy  of  the  shareholders ;  and  that  the  meeting  would  pass  a  vote  of 
condolence  with  them.  He  would  propose  that  a  letter  of  condolence  to  the 
widow  should  be  written  by  the  Secretary,  expressing  their  deep  sorrow 
and  pain  at  the  circumstances  under  which  their  late  Chairman  was  taken 
from  them. 

Mr.  C.  Horsley,  J.P.,  seconded  the  proposal,  which  was  at  once 
acquiesced  in  by  the  shareholders. 

It  was  agreed  to  take  as  read  the  Directors’  report  and  the  accounts  for 
the  past  half  year,  an  epitome  of  which  was  given  in  the  Journal  last 
week  (p.  306). 

The  Chairman  said  the  first  sentence  in  the  report  stated  that,  “  in 
accordance  with  the  agreement  with  the  Barnet  Rural  Sanitary  Authority, 
mains  have  been  laid  for  the  supply  of  water  to  South  Mims  village.”  He 
had  been  over  this  district ;  and  when  he  saw  the  ponds  from  which  a 
good  deal  of  the  domestic  water  had  been  taken  by  the  villagers,  and  also 
the  two  pumps — requiring  great  labour  (for  the  water  was  deep)  to  raise 
and  then  to  carry  it — he  could  not  help  thinking  that,  independent  of  any¬ 
thing  else,  it  was  a  philanthropic  piece  of  work  to  go  there  at  all.  He  was 
also  pleased  with  the  manner  in  which  the  pipes  had  been  laid.  The 
next  paragraph  in  the  report  spoke  of  the  sinking  of  the  new  well.  This 
was  proceeding.  It  had  been  a  long  time  about;  but  it  was  a  heavy  piece 
of  work,  and  was  imperatively  necessary.  They  were  now  down  230  feet. 
The  pumps  had  been  fixed  in  position  ;  and  he  hoped,  in  the  present  state 
of  the  work,  that  at  the  next  half-yearly  meeting  the  Board  would  be  able 
to  tell  the  shareholders  that  it  was  finished,  and  then  this  account  would 
be  closed.  The  business  of  the  Company,  the  report  stated,  continued  to 
increase.  He  would  make  a  few  remarks  upon  both  the  gas  and  the  water 
undertakings  with  respect  to  this  increase.  Taking  gas  first,  in  the  year 
1878  they  made  30,989,000  cubic  feet  of  gas ;  and  in  1887  they  made 
60,770,000  cubic  feet — being  an  increase  of  19,781,000  cubic  feet  in  the  nine 
years.  In  1878  the  revenue  received  was  ^8339  ;  and  last  year  j£ll,492 — 
showing  an  increase  of  4-3163  in  nine  years.  Now,  the  price  charged  tor  gas  in 
1880  was  6s. ;  on  the  3rd  of  April  in  that  year  they  reduced  it  to  5s.  9d. ;  then 
on  the  6th  of  June  following  they  lowered  it  to  5s.  6d. ;  on  the  5th  of 
October  of  the  same  year  they  reduced  it  to  5s.  3d. ;  on  the  6th  of  April, 
1882,  the  price  was  brought  down  to  5s. ;  two  years  passed,  and  they 
reduced  it  to  4s.  9d. ;  on  the  5th  of  January,1885,  they  lowered  it  to  4s.  6d. ; 
and  on  the  5th  of  April  this  year  to  4s.  3d.  Their  experience  was  that 
they  gained  by  every  reduction  they  made.  They  had  increased  this 
year,  with  the  price  at  43.  3d. ;  and  the  Board  had  determined  that  day 
to  reduce  the  price  to  4s.  throughout  the  whole  district  as  from  Jan.  1 
next.  The  Board  hoped  that  this  would  give  them  an  impetus.  They 
wanted  a  fillip  of  some  kind  to  improve  the  gas  portion  of  the  under¬ 
taking,  for  in  the  nine  years  the  increase  had  been  little  more  than  60 
per  cent. ;  and  in  ten  years  they  ought  to  have  doubled,  as  the  price  of 
gas  was  then  6s.  Now  that  there  was  to  be  a  greater  reduction,  he  hoped 
they  would  have  to  speak  in  a  few  years  of  a  greatly  increased  busi¬ 
ness.  The  capital  employed  in  188J  was  if71,385 ;  and  in  that  year  they 
only  carbonized  a  ton  of  coal  for  4;19  of  capital.  This  was  very  bad. 
This  year  their  capital  was  ±'83,338 — being  an  increase  of  ±11,953  in  the 
eight  years;  but  they  had  carbonized  a  ton  of  coal  for  ±15  4s.  of  capital. 
In  some  of  the  largest  works  a  ton  of  coal  was  carbonized  for  ±5  of 
capital ;  but  he  could  scarcely  persuade  himself  that  he  should  live  to 
see  it  come  down  so  low  as  this  in  their  Company.  However,  the  gas  con¬ 
sumption  was  steadily  increasing;  and  they  hoped  that  it  would  increase 
at  a  more  rapid  rate  in  the  future.  There  was  one  thing  to  be  said.  Last 
Thursday  he  went  with  their  Engineer  (Mr.  Martin)  over  the  pipes ;  and  for 
two  miles  of  pipes  he  found  they  had  only  three  customers.  They  had 
only,  on  an  average,  33  customers  to  a  mile  of  piping ;  while  the  Lon¬ 
don  Companies  had  more  than  100  customers,  and  the  Suburban 
Companies  67.  Many  of  their  (the  Barnet  Company’s)  customers  were 
only  small  ones — not  large  ones  like  they  were  in  London;  so  that  the 
shareholders  would  see  the  difficulty  they  had  to  contend  with.  Their 
make  per  mile  of  main  was  only  1,238,000  cubic  feet ;  in  the  Metropolitan 
districts  the  make  was  8,442,000  cubic  feet;  and  in  the  Suburban  districts 
the  average  was  3,388,000  cubic  feet.  The  shareholders  would  see  what  a 
great  deal  the  Company  had  to  do  to  pull  up ;  but  the  greater  the  difficulty, 
the  greater  must  be  their  perseverance.  'Turning  to  the  water  portion  of 
the  undertaking,  in  1878  their  rental  was  ±4715 ;  and  last  year  it  was 
±11,664.  In  the  nine  years,  therefore,  they  had  increased  in  their  rental 
±6849,  or  145  per  cent.  This  was  very  satisfactory  ;  and  they  had  every 
reason  to  believe,  from  the  steadiness  of  their  progress  during  those  years, 
that  it  would  continue.  The  quantity  of  water  pumped  in  June,  1880,  was 
101,600,000  gallons ;  in  June,  1888,  it  had  risen  to  255,173,000  gallons.  Thus 
in  eight  years  it  had  increased  by  153,573,000  gallons,  or  151  per  cent. — some¬ 
thing  more  than  the  rental.  'The  capital  employed  in  1880  was  ±73,603 ; 
in  1888,  ±119,441.  The  capital,  therefore,  in  the  eight  years,  had  increased 
by  ±45,838  ;  but  when  he  went  a  little  further,  and  asked  himself  what  was 
the  capital  for  every  million  gallons  of  water,  he  found  that  in  1880  it  was 
±724;  and  the  average  of  the  London  Water  Companies  was  ±240.  In  June 
last  this  ±724  was  reduced  to  ±468  per  million  gallons.  So  that  in  these  eight 
years  they  had  made  a  very  solid  step  downwards  in  this  respect.  Their 
consumers  were  their  best  friends ;  and  ever  since  he  had  been  on  the 
Board,  his  constant  object  had  been  to  consider  the  interests  of  their  cus¬ 
tomers.  Some  of  the  water  consumers  were  totally  misled  by  the  Com¬ 
pany’s  Act  of  Parliament  as  to  the  meaning  of  “  rateable  value.”  There 
were  residing  in  the  Company’s  district  some  few  consumers  who  were 
withholding  payment  for  their  water  because  they  considered  the  charge 
to  be  based  upon  the  poor-rate  assessment.  In  the  action  recently  brought 
against  the  Company  by  Mr.  Stevens,  it  was  decided  in  the  Court  of 
Queen’s  Bench  that  the  poor-rate  assessment  was  not  the  basis  upon 
which  this  Company’s  charge  for  water  should  be  made.  He  should 
like  to  say  that  if  those  consumers  who  considered  that  they  had  a 
grievance,  because  the  Company  declined  to  adopt  the  poor-rate  assess¬ 


ment  as  the  basis  of  charge,  would  adopt  the  decision  of  the  Judges  upon 
this  point,  they  would  save  themselves  both  trouble  and  expense.  When 
the  Company’s  Bill  was  passed,  it  was  mentioned  to  be  rack-rent;  and  con¬ 
sidering  that  rack-rent  was  the  basis,  the  charge  was  very  low  in  propor¬ 
tion  to  what  it  would  have  been  upon  the  poor-rate  assessment.  The  Bill 
was  considerably  criticized  in  passing  through  both  Houses  of  Parliament, 
and  it  was  very  evident  that  the  consumers  suffered  loss  and  incon¬ 
venience  by  not  attending  to  what  the  law  is  upon  the  subject.  They  were 
prospering  very  rapidly  in  both  branches  of  their  business ;  and  he  did 
hope  that,  as  they  were  now  supplying  250  cubic  feet  of  gas  for  Is.,  many 
more  people  would  use  it  in  the  future  than  had  done  in  the  past.  It 
was  the  best,  and  he  thought  the  most  healthful  illuminant.  At  all  events, 
they  would  look  forward  hopefully.  He  begged  to  move-^“  That  the 
report  of  the  Directors,  together  with  the  balance-sheet  as  signed  by  the 
Auditors  be  received,  adopted,  and  entered  upon  the  minutes.” 

Mr.  Horsley  seconded  the  motion. 

Mr.  F.  Wakefield,  referring  to  the  demise  of  Mr.  Bontems,  said  he  did 
not  think  this  gentleman  could  have  had  a  single  enemy  in  the  world, 
because  any  one  more  courteous  or  pleasing  to  talk  to  he  had  never  met ; 
and  the  shareholders  could,  he  thought,  all  bear  witness  that  no  one  could 
act  better  or  more  honestly  in  the  chair  than  did  their  late  friend.  As 
representing  one  of  the  largest  consumers,  and  in  his  private  capacity,  he 
could  find  no  fault  with  the  charges  the  Company  made  for  gas.  The  Board 
had  set  a  very  good  example  to  the  other  Gas  Companies  who  supplied 
Finchley.  In  regard  to  the  fight  which  Mr.  Stevens  had  had  with  the 
Company,  personally  he  was  very  glad  he  had  not  succeeded,  and  that  the 
verdict  had  gone  the  other  way — especially  considering  the  position  of  the 
Company.  As  the  Chairman  had  shown,  they  could  not  be  compared 
with  the  London  Water  Companies,  as  in  their  own  case  they  extended 
their  mains  into  districts  where  they  obtained  very  little  revenue. 
Alluding  to  the  dividend  proposed,  he  said  he  thought  it  was  about  time 
they  had  a  little  more  return  for  their  money.  They  had  now  had  7  per 
cent,  for  a  long  time.  Many  gas  companies  he  knew  would  consider  7  per 
cent,  rather  a  poor  thing ;  in  fact,  there  were  few  of  the  Suburban  Com¬ 
panies  which  were  paying  so  little  as  the  Barnet.  Perhaps  he  might 
suggest  to  the  Directors  that  they  should  now  turn  their  attention  to  get¬ 
ting  a  little  more  dividend,  and  not  do  any  more  “  philanthropic  ”  work  at 
present.  Referring  to  the  proposal  to  light  the  streets  at  Barnet  with  the 
electric  light,  he  said  they  were  also  going  to  inquire  into  the  matter  at 
Finchley ;  but  in  his  opinion  the  electric  light  could  not  touch  gas  in 
point  of  price,  either  for  ordinary  house  or  public  lighting. 

Mr.  London  inquired  whether  the  letting  out  of  stoves  was  progressing. 
He  referred  to  the  lectures  in  cookery  which  had  been  delivered  in  the 
South  Metropolitan  Gas  Company’s  district,  and  he  thought  that  if  some¬ 
thing  of  the  same  kind  was  carried  out  in  the  Barnet  district,  it  would 
conduce  to  a  more  general  adoption  of  cooking-stoves. 

The  Chairman,  replying  to  Mr.  Wakefield,  said  the  Directors  were  with 
him  as  to  what  he  had  said  with  respect  to  an  increase  of  dividend.  As 
soon  as  they  possibly  could,  they  would  raise  it.  They  must,  however, 
bear  in  mind  that  a  few  thousand  pounds  of  undivided  balance  was  all 
they  had  for  a  reserve  fund ;  and  they  had  no  emergency  fund.  They 
had  besides  only  33  customers  per  mile  of  main.  With  respect  to  the 
adoption  of  the  electric  light  in  Barnet,  he  had  no  fear  of  it,  as  a 
great  deal  more  money  would  have  to  be  paid  for  it.  As  to  the 
remarks  of  Mr.  London,  he  said  the  Board  looked  forward  to  the  4s.  price 
developing  the  use  of  gas  for  heating  and  cooking  purposes.  Mr.  Magnus 
Ohren  said  that  a  price  of  63.  per  1000  feet  would  pay  in  cooking ;  so  the 
48.  was  well  within  the  mark. 

The  motion  was  then  unanimously  carried. 

On  the  motion  of  the  Chairman,  seconded  by  Mr.  Wakefield,  dividends 
were  declared  at  the  rates  of  7  per  cent,  per  annum  on  the  “  A  ”  and  “  C  ’ 
stocks  ;  6  per  cent,  per  annum  on  the  “  B  ”  stock;  and  ±4  18s.  per  cent, 
per  annum  on  the  “D  ”  capital  (water),  all  less  income-tax,  and  payable  on 
the  15th  of  September. 

The  Chairman,  in  proposing  a  vote  of  thanks  to  the  officers  of  the  Com¬ 
pany,  specially  eulogized  the  services  of  the  Secretary  (Mr.  Lass),  the 
Engineer  (Mr.  Martin),  the  Chief  Cashier  (Mr.  Wright),  and  the  Auditors 
(Messrs.  F.  Lennard  and  A.  G.  Hounsham). 

Mr.  Horsley  seconded  the  motion,  which  was  unanimously  approved. 

A  vote  of  thanks  to  the  Chairman  and  Directors  concluded  the  business 
of  the  meeting. 

TOTTENHAM  AND  EDMONTON  GAS  COMPANY. 

The  report  and  statement  of  accounts  for  the  six  months  ending  June  30 
last,  which  the  Directors  of  the  above-named  Company  will  present  to  the 
shareholders  next  Saturday,  are  of  a  satisfactory  character.  There  was  an 
increase  to  the  extent  of  8  per  cent,  in  the  sale  of  gas,  as  compared  with  the 
corresponding  period  of  last  year.  This  continued  increase  has  enabled 
the  Directors  to  reduce  the  price  of  gas,  as  from  the  1st  ult.,  2d.  per  1000 
cubic  feet  to  private  consumers,  and  lower  the  charge  to  the  Local  Autho¬ 
rities  for  the  public  lighting  by  2s.  6d.  per  lamp  per  annum.  The  sale  of 
residuals  shows  an  improved  value,  with  the  exception  of  tar,  which  con¬ 
tinues  very  low.  The  Directors  have  made  a  considerable  outlay  in  im¬ 
proving  the  supply  of  gas  at  Winchmore  Hill  and  in  the  western  part  of 
the  Company’s  district,  to  meet  a  continually  increasing  demand.  The 
Engineer  (Mr.  W.  H.  H.  Broadberry)  reports  the  works  to  be  in  excellent 
condition,  and  the  quality  of  the  gas  satisfactory.  The  profit  and  loss 
account,  inclusive  of  ±3542  Is.  2d.  brought  forward,  gives  an  available  balance 
of  ±9235  7a.  6d.,  from  which  the  Directors  recommend  the  payment  of  the 
following  dividends  (less  income-tax)  : — On  the  original  capital  at  the  rate  of 
11  per  cent,  per  annum  ;  and  on  the  new  ordinary  capital  at  the  rate  of  8 
per  cent,  per  annum — amounting  together  to  ±5545  15s.  9d.,  and  leaving  a 
balance  of  ±3689  11s.  9d.  to  be  carried  forward.  The  quantity  of  coal  and 
cannel  carbonized  in  the  past  half  year  was  12,525  tons  ;  and  123,441,100 
cubic  feet  of  gas  were  sold.  The  residuals  produced  were  as  follows : 
Coke,  7760  tons  ;  breeze,  1243  chaldrons  ;  tar,  125,245  gallons;  ammoniacal 
liquor,  3062  butts  of  108  gallons  each,  which  was  worked  up  into  1034  tons 
of  sulphate.  The  total  amount  of  paid-up  capital  on  June  80  last  was 
±150,000;  but  as  the  expenditure  has  been  ±153,661,  this  account  has  been 
overdrawn  to  the  extent  of  ±3661. 


The  Gas  Supply  of  the  City  of  London. — Professor  A.  W.  Williamson, 
F.R.S.,  the  Chief  Gas  Examiner  for  the  Metropolis,  has  reported  to  the 
Corporation  the  results  of  the  daily  testings  of  the  gas  supplied  by  'The 
Gaslight  and  Coke  Company  to  the  City  of  London  testing-stations  during 
the  past  quarter.  He  states  that  the  average  illuminating  power  in  standard 
sperm  candles  was  16’6  at  Jewry  Street,  16’7  at  Cloth  Fair,  and  16’8  at 
Salisbury  Square  ;  the  parliamentary  standard  being  16  candles.  At  two 
of  the  stations  the  minimum  lighting  power  of  the  gas  was  also  higher 
than  the  requirements;  but  at  Jewry  Street  it  fell  below  the  standard  on 
four  occasions  during  the  quarter.  As  regards  purity,  sulphuretted 
hydrogen  was  not  present  in  the  gas  last  quarter.  The  proportions  of 
sulphur  in  other  forms  than  this  per  100  cubic  feet  of  gas  averaged 
11'5  grains  at  Jewry  Street,  9'5  grains  at  Cloth  Fair,  and  9'6  grains  at 
Salisbury  Square.  All  these  results  were  below  the  prescribed  limit. 
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CKOTDON  COMMERCIAL  GAS  COMPANY. 

The  report  of  the  Directors  of  this  Company,  to  be  presented  to  tne 
shareholders  at  their  half-yearly  meeting  to-morrow,  states  that  the  quan¬ 
tity  of  gas  sold  in  the  six  months  ending  J une  30  last  increase  of 

10,039,400  cubic  feet,  or  5-84  per  cent.,  as  compared  with  the  corresponding 
period  of  1887.  The  revenue  from  the  sale  of .  is.Jiowever  less  by 
£593  17s.  8d.,  in  consequence  of  the  large  reduction  of  3d.  per  1000  cubic 
feet  made  in  the  price.  Increased  amounts  have  been  obtained  tor  the 
coke  and  other  residuals,  with  the  exception  of  tar.  A  large  number  of 
gas  cooking  and  heating  stoves  were  supplied  during  the  half  year,  ihe 
illuminating  power  and  purity  of  the  gas  supplied  by  the  7  , 

been  reported  as  satisfactory  by  the  gas  examiner  fortfi®  Corporation  of 
Croydon.  The  unappropriated  balance  amounts  to  ±16,570  bs.  9d.,  out  oi 
which  the  Directors  recommend  the  payment  of  the  Btodard  dividends 
at  the  rate  of  10  per  cent,  per  annum  on  the  capital  of  ±51,600,  and  oi  i 
per  cent,  per  annum  on  the  capital  of  ±137,500 ;  and  an  additional  <^ividend 
(under  the  sliding  scale)  at  the  rate  of  3  per  cent,  per  annum  on  the 
several  classes  of  shares— all  less  income-tax— for  the  half  year,  ihe  full 
dividends  will  absorb  ±10,229,  and  enable  the  Directors  to  carry  to  the 
credit  of  the  next  half-year’s  accounts  the  sum  of  ±6341  fas.  Jd.  wun 
regard  to  the  works  (which  are  under  the  supervision  of  Mr.  J .  W.  ueips;, 
there  were  17,867  tons  of  coal  and  262  tons  of  cannel  carbonized  dunng 
the  half  year;  the  quantity  of  gas  made  being  188,195,000  cubic  l^et.  Ihe 
residuals  produced  were  :  Coke,  217,560  cwt. ;  breeze,  1630  dozen  4-bnshel 
sacks  ;  tar,  179,929  gallons ;  ammoniacal  liquor,  430,014  gallons ;  sulphate 
of  ammonia,  175  tons. 

BROMLEY  GAS  COMPANY. 

The  report  of  the  Directors  of  this  Company  for  the  half  year  ending 
June  30  last,  which,  with  the  accounts,  will  be  presented  at  ^he  ordinary 
meeting  of  shareholders  to  be  held  on  the  30th  inst.,  states  that  the  in¬ 
crease  in  the  consumption  of  gas  during  the  six  months  was  somewhat  dis¬ 
appointing,  in  view  of  the  reduction  in  price  (equal  to  about  7§  per  cenl^ 
which  took  effect  from  the  1st  of  January  last ;  the  amount  of  increase  being 
only  about  li  million  cubic  feet,  or  2i  per  cent.  Nevertheless,  the  half- 
yearly  revenue  account  cannot,  the  Directors  think,  be  deemed  unsatisfac¬ 
tory  ;  for,  with  the  aid  of  the  ±458  Is.  brought  from  the  last  account,  it  shows 
a  balance  of  £5118  18s.  6d.,  available  for  division  among  the  proprietors  , 
of  which  sum  the  Directors  recommend  that  ±4573  should  be  applied  in 
payment  of  dividends  at  the  rate  of  11  per  cent,  on  the  old  capital  and 
8  per  cent,  on  the  new  respectively,  and  that  the  balance  viz.,  ±545  lbs.  fad. 
—be  carried  to  the  next  account.  Owing  to  the  reduction  in  the  price  o 
gas,  which  has  lowered  the  half-year’s  gas-rental  by  nearly  ±bU0,  the 
Company  have  barely  earned  the  dividend  recommended.  The  Directors, 
however,  have  confidence  in  the  elasticity  of  the  revenue,  and  believe  that 
an  increased  consumption  will,  as  on  former  occasions,  result  from  the 
policy  of  liberality  pursued  towards  the  consumers;  and  that  by  tne 
exercise  cf  economy  and  careful  management,  they  be  enabled  to 

exhibit  a  still  more  satisfactory  account  at  the  end  of  the 
year.  Since  the  last  meeting  the  Directors  have  disposed  of  315  shares 
bv  public  tender,  which  realized  ±4921,  representing  an  average  pnee  of 
±15  12s.  5d.  per  ±10  share.  These  shares  will  participate,  as  from  the 
31st  of  March  last,  in  the  dividend  to  be  declared  at  the  forthcoming  meet¬ 
ing.  With  regard  to  the  works,  the  new  gasholder  is  expected  to  be  com¬ 
pleted  within  a  few  weeks,  and  ready  for  use  in  the  ensuing  winter  season. 
Thus  ample  storeage  for  the  Company’s  requirements  for  several  years  to 
come  will  have  been  provided.  The  Company’s  called-up  capital  amounted 
on  June  30  last  to  ±126,547,  of  which  ±117,048  had  been  expended. 

MAIDSTONE  GAS  COMPANY. 

The  Annual  General  Meeting  of  this  Company  was  held  on  ihursday, 
the  9th  inst.— Mr.  Ambrose  Warde  in  the  chair 

The  report  presented  by  the  Directors  showed  that  the  profit  for  the 
year  amounted  to  ±8781,  out  of  which  they  recommended  the  declaration 
of  a  dividend  at  the  rate  of  lOi  per  cent,  per  annum,  free  of  inconm-tax 
An  interim  dividend  of  5  per  cent,  having  been  paid  on  the  1st  of  March 
last,  the  balance  of  5J  per  cent,  would,  if  the 
accepted,  be  payable  on  the  1st  prox.  The  business 

tinues  to  increase;  and  the  works,  plant,  and  mams  have  been  kept  n 
good  condition  by  the  Engineer  and  Manager  (Mr.  H.  Smythe). 

The  Chairman,  in  moving  the  adoption  of  the  report,  said  it  was  ve  y 
short ;  but  he  wished  to  add  to  it,  for  the  information  of  the  proprietors, 
the  fact  that  during  the  past  year,  for  every  toji  of  20  cwt.  of  coal  car¬ 
bonized,  they  had  sold  10,298  cubic  feet  of  gas,  and  that  its  average  illumi¬ 
nating  power  for  the  year  had  been  15’69  candles,  and  the  sulphur  con> 
pounds  only  10-86  grains  per  100  cubic  feet,  as  testified  by  the  Borough 
Analyst  (Mr.  Adams).  The  retort-house,  where  a  Company  must  look  to 
make  their  profit,  was  filled  throughout  with  West  s  hand-power  charging 
and  drawing  machines ;  and  by  the  use  of  these  and  all 
the  Company  were  again  enabled  to  declare  a  dividend  oi  04  p 
per  annum'  on  the  whole  of  the  capital.  At  the  same  time  they  were 
supplying  the  consumers  (whose  interests  were  identical  witn  tbeir  own) 
at  2s.  6d.  per  1000  cubic  feet.  These  results,  he  could  assure  the  meeting, 
could  not  be  obtained  in  the  South  of  England,  in  an  inland  town  like 
theirs,  unless  they  employed  the  best  apparatus,  and  condu^cten  tneir 
business  upon  the  most  sound  and  economical  principles ;  ana  neieic  sure 
that  they  might  safely  anticipate  a  larger  profit  at  the  end  oi  next  year. 

Mr.  J.  H.  TTtt.t.s,  seconded  the  motion,  and  it  was  carried. 

The  dividend  recommended  having  been  formally  declared,  tne  re¬ 
tiring  Directors  and  Auditor  were  re-elected,  and  the  proceedings  closed 
with  a  vote  of  thanks  to  the  Chairman  and  Directors. 


NEWPORT  (MON.)  GAS  COMPANY. 

The  Half-Yearly  Meeting  of  this  Company  was  held  on  Monday  last 
week— Mr.  E.  J.  Phillips  in  the  chair. 

The  Secretary  (Mr.  E.  E.  Marfleet)  having  read  the  notice  convening 
the  meeting,  the  Directors’  report,  with  the  accounts  for  the  six  months 
ending  June  30  last,  was  presented.  The  latter  showed  the  total  share 
and  loan  capital  to  be  ±124,442  9s.  9d.  The  gross  revenue  for  the  past 
half  year  was  ±14,434  17s.  4d. ;  and  the  expenditure,  ±10,346  11s.  lOd.— 
leaving  a  balance  of  ±4088  5s.  6d.  The  amount  of  the  dividend  is  ±3800  ; 
so  that  there  is  nearly  ±300  more  than  is  required  for  this  purpose,  but 
not  more  than  is  necessary  to  pay  interest  on  debentures.  In  connec¬ 
tion  with  the  expenditure,  it  may  be  stated  that  a  sum  of  ±700  extra  was 
paid  in  rates.  The  working  was,  however,  a  success  on  the  whole. 

The  Chairman,  in  moving  the  adoption  of  the  report,  remarked,  in  regard 
to  the  increase  in  the  item  of  rates  and  taxes — iJ982,  as  against  ^248  for 
the  first  half  of  last  year— that  it  arose  through  a  difference  between  the 
existing  rating  by  the  Assessment  Committee  and  what  the  Company 
thought  it  should  be.  Had  it  not  been  for  this,  the  half-year  s  earnings 
would  have  been  suf&cieiit  to  pay  the  dividend  and  interest.  With  regard 
to  the  extensions  to  Maindee,  the  Chairman  stated  that  the  sup;;^  had 
hitherto  been  divided  as  coming  from  the  new  and  the  old  works.  Hence¬ 
forth,  however,  it  would  be  from  the  new  works.  There  was  an  applica¬ 
tion  for  an  extension  to  Tydu.  There  was  reason  to  think  that  Tr^egar 
would  light  Lord  Tredegar’s  house  with  gas;  and  this  would  be  an 
encouragement.  The  engineering  report  as  to  the  works  showed  that 
they  were  in  good  order.  On  the  whole,  much  credit  was  toe  to  the 
o£6cials— to  the  Engineer  (Mr.  T.  Canning,  Assoc.  M.  Inst.  C.E.),  for  the 
careful  attention  he  had  bestowed  on  the  works  and  management  gener¬ 
ally,  and  also  to  the  Secretary  and  other  officers. 

Mr.  Laybourne  seconded  the  motion,  and  it  was  carried. 

Dividends  at  the  rates  of  5,  3i,  and  34  per  cent,  on  the  various  classes 
of  stock  were  then  declared,  and  the  proceedings  closed. 


The  Water  Supply  of  Kirkby  and  Skegby.— Last  Thursday,  Mr. 
Arnold  Taylor  held  inquiries  relative  to  applications  made  to  the  Local 
Government  Board  by  the  Local  Authorities  of  Basford  and  Mansfield 
by  the  former  for  sanction  to  borrow  ±6000  for  the  laying  of  mains,  &c., 
for  the  supply  of  water  from  Sutton-in-Ashfield  to  East  Kirtoy,  Kirkby- 
in-Ashfield,  Todd’s  Row,  Nuncargate,  Annesley,  and  Annesley  Woodhouse  ; 
and  by  the  latter  for  permission  to  borrow  ±2700  for  the  purpose^  of  sup¬ 
plying  with  water  the  contributory  parish  of  Skegby,  which  includes 
Stanton  Hill  and  Meden  Bank.  Objection  was  offered  to  the  first-named 
scheme  by  Captain  Salmond,  a  large  colliery-owner  in  the  parish  ;  but  his 
representative  was  not  prepared  to  admit  that  the  works  were  not  needed. 
The  scheme  proposed  by  the  Mansfield  Sanitary  Authority,  which  -would 
cost  ±2700,  was  next  considered ;  an  alternative  scheme,  which  could  be 
carried  out  for  ±1028,  being  submitted  by  a  private  individual,  ihe 
Inspector  expressed  his  preference  for  the  former.  On  the  same  occa^on, 
the  Inspector  inquired  into  on  application  from  the  Sutton-m-Ashneld 
Local  Board  for  sanction  to  borrow  ±1500,for  the  extension  of  the  Sutton- 
in-Ashfield  Water- Works  system  to  Skegby  and  Kirkby-in-Ashfaeld.  ihe 
various  applications  are  now  awaiting  the  decision  of  the  Local  Govern¬ 
ment  B  ard. 


BRADFORD  CORPORATION  GAS  SUPPLY. 

At  the  Meeting  of  the  Bradford  Town  Council  last  Tuesday,  Alderman 
F  Priestman  presented  to  the  Council  an  account  of  the  receipts  and  ex¬ 
penditure  in  connection  with  the  gas  supply  of  the  borough  for  the  six 
mouths  ending  June  30,  1888.  He  said  there  was  a  net  profat  of  ±.5530  on 
the  half  year,  as  against  ±9070  in  the  corresponding  period  of  1887.  It 
would  be  remembered  that  the  period  covered  by  the  account  was  the  one 
in  which  the  reduction  of  3d.  per  1000  cubic  feet  in  the  price  of  gas  was 
made,  which  reduction  amounted  in  the  aggregate  to  ±6500.  _  1  hey  had 
regained  half  of  the  loss  which  it  was  expected  would  be  sustained  by  the 
reduction.  The  repairs  to  retorts  had  been  much  more  extensive  than  in 
the  corresponding  half  of  1887;  the  amount  of  expenditure  being  well  on 
to  ±2000  more  than  in  that  period.  There  wa.s,  therefore,  every  reason  to 
believe  that  the  shortcoming  would  be  made  up  in  the  current  half  year. 
The  residuals  had  contributed  very  considerably  to  this  result ;  and  there 
was  every  prospect  of  its  continuing  to  do  so.  In  the  statement  he  pre¬ 
sented  almost  everything  spent  on  capital  account  had  been  placed  to  the 
revenue  department,  with  the  exception  of  ±1800  for  mams  and  services, 
±289  for  stoves  (on  which  the  Corporation  were  receiving  interest),  and 
±150  laid  out  on  works.  The  total  sum  expended  by  the  Corporation  up 
to  the  present  time  was  ±569,504  ;  and  the  balance  still  unexpended  -was 
±20  306.  The  items  of  expenditure  were  so  exactly  similar  to  those  ot  the 
first  haif  of  1687,  that  he  need  not  comment  upon  them.  The  bad  debts 
were  less  than  they  had  ever  been  in  any  other  half  year.  At  present  they 
amounted  to  the  extremely  low  sum  of  ±155.  In  answer  to  a  question, 
Alderman  Priestman  further  stated  that  the  price  of  coal  was  the  saine  as 
last  year,  and  that  all  the  contracts  made  by  the  Corporation  were  placed 
with  the  proprietors  of  collieries,  and  not  with  coal  merchants.  Ihe  in¬ 
creased  consumption  of  gas  in  the  past  six  months  was  as  nearly  as  pos¬ 
sible  5  per  cent.  The  amount  received  for  gas  was  ±58,136,  as  compared 
with  ±60  976  in  the  corresponding  period  of  last  year.  The  difierence,  it 
would  be  seen,  was  only  ±2800,  in  spite  of  the  reduction  in  price. 

EDINBURGH  AND  LEITH  GAS  COMMISSION. 

A  Meeting  of  the  Edinburgh  and  Leith  Gas  Commission  took  place  on 
Monday  last  week— the  Lord  Provost  (Sir  T.  Clark)  in  the  chair.  A.fter  a 
discussion  on  the  position  of  the  Managers  of  the  two  gas-works  in  the 
possession  of  the  Commission,  the  Clerk  (Mr.  J.  M.  Jack)  read  the  follow- 
ine  report  by  a  Sub-Committee  of  the  'Works  Committee  on  the  transfer 
of  the  undertakings  : — “  The  Clerk  reported  ‘  that  he  had  had  a  meeting 
as  to  the  Leith  Company’s  inventory  of  stores,  &c.,  with  Mr.  Beveridge 
(the  Parliamentary  Agent),  who  had  advised  that  some  items  therein 
formed  part  of  the  going  concern  already  bought  and  paid  for  by  the  Com¬ 
missioners.’  He  further  read  a  telegram  from  Mr  Beveridge,  stating  that 
Mr.  Ferguson,  C.E.,  was  of  the  same  opinion ;  and  he  subimtted  a  draft  ot 
a  letter  which  he  advised  should  be  sent  to  Mr.  Duncan.  The  Committee 
instructed  the  Clerk  to  despatch  it,  and  also  a  similar  one  to  Mr.  Blair,  it 
the  Edinburgh  Company’s  inventory  appeared  op^  to  the  same  objection. 
The  Committee  remitted  to  Councillor  Charles  Robertson  to  check  the 
inventories  as  far  as  possible  ;  begetting  the  apistance  of  Mr.  Blaikie  and 
any  further  help  he  might  find  necessary.”  The  report  was  adopted.  The 
reportof  the  FinanceCommittee  was  then  considered ;  and  the  appointments 
therein  recommended,  of  Mr.  J.  S.  Gibb  as  Treasurer  and  Mr.  Cookburn  as 
Collector,  were  made.  Mr.  Colston,  in  order  to  get  the  business  of  the  Com¬ 
mission  “under  weigh”  as  soon  as  possible,  moved  that  it  be  remitted  to 
the  Works  Committee  to  consider  and  report  to  the  next  meeting  upon  the 
proposed  duties  of  Mr.  Dewar,  late  Statutory  Clerk  of  the  Edinburgh  a,nd 
Leith  Gas  Company  ;  that  the  Commissioners  proceed  at  their  next  meeting 
to  elect  an  Auditor  ;  and  that  the  next  meeting  of  Commissioners  be  held  on 
the  20th  inst.  Bailie  Archibald  urged  that  the  Finance  Committee  should 
consider  as  to  the  reorganization  of  the  whole  stag.  In  future,  he  said, 
there  would  be  one  concern  ;  and  every  official,  with  the  exception  of  sur¬ 
veyors,  &c.,  would  require  to  haye  a  certain  district  assigned  to  him.  Mr. 
Colston  said  the  regulations,  &c.,  could  be  framed  after  these  appointments 
had  been  made.  It  was  likely  that  the  Commission  would  obtain  sonie 
information  on  the  subject  from  the  persons  they  had  already  appointed. 
Mr.  Smith  Clark  suggested  that  Bailie  Archibald  should  make  a  motion 
remitting  the  question  to  the  Finance  Committee  for  consideration  and 
report.  He  said  it  appeared  to  him,  haying  regard  to  the  transactions 
which  they  had  carried  through,  that  it  would  be  of  yital  importance  that 
the  accounts  of  the  two  systems  should  be  kept  as  separate  as  was  practic¬ 
able.  He  thought  it  was  also  clear  that  the  Commission  must,  as  far  as 
possible,  use  the  officials  as  if  they  were  conducting  one  system.  At  first 
this  would  give  rise  to  some  little  difficulty  as  a  mere 

ing.  They  might,  however,  manage  to  apportion  the  cost  of  the  offi®jal8 
common  to  both  concerns— say,  in  proportion  to  the  output  of  each  concern. 
In  whatever  way  the  thing  was  to  be  managed,  he  apprehended  that  the 
timl  if  it  had  not  already  come,  might  arise  when  they  would  make  a 
Lmittothe  Finance  Committee  to  consider  the  whole  question,  and  to 
report  to  the  Commission.  The  motion  was  agreed  to. 
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DUMFRIES  CORPORATION  GAS  SUPPLY. 

Annual  Report. 

F'rom  the  report  and  statement  of  accounts  issued  by  the  Dumfries  Gas 
Commissioners  for  the  year  ended  May  15  last,  we  find  that  tlie  gas  under¬ 
taking  has  been  in  their  charge  for  ten  years ;  indeed,  if  we  mistake  not, 
Dumfries  was  the  first  town  to  take  advantage  of  the  provisions  of  the 
Burghs  Gas  Supply  (Scotland)  Act,  187(1.  This  being  so,  a  somewhat 
detailed  notice  of  the  undertaking  in  question,  as  it  now  presents  itself  in 
the  annual  report  and  financial  statement,  may  have  some  interest  for  our 
readers,  more  especially  those  in  the  northern  part  of  the  kingdom. 

During  the  year  513i  tons  of  coal  were  carbonized  ;  being  an  increase  of 
55  tons  over  the  amount  consumed  in  the  preceding  year.  The  average 
cost  was  14s.  llT5d.  per  ton — a  slightly  lower  average  than  that  estimated 
at  the  beginning  of  the  year  by  the  Engineer  (Mr.  G.  Malam).  The  quantity 
of  gas  manufactured  was  51,442,700  cubic  feet ;  the  average  yield  per  ton  of 
coal  being  10,020  feet.  Including  what  was  used  at  the  works,  the  amount 
of  gas  sold  was  44,531,100  feet ;  being  an  addition  of  776,000  feet  on  the 
preceding  year’s  sales,  and  an  average  of  8673  feet  per  ton  of  coal  car¬ 
bonized.  The  leakage  or  unaccounted-for  gas  was  13 '43  per  cent. — cer¬ 
tainly  a  high  rate  ;  but  considerably  under  what  it  was  even  less  than  ten 
years  ago.  New  and  larger  street  mains  were  laid  during  the  year  in  cer¬ 
tain  portions  of  the  area  of  supply,  which,  together  with  the  ordinary 
renew’als,  involved  an  outlay  of  41424  123.  9d.,  of  which  about  one-third  was 
charged  against  capital  and  the  remainder  against  revenue.  Where  neces¬ 
sary  renewals  of  meters  were  made  at  a  cost  of  £28  7s.  8d. ;  and  for  new 
meters  (not  in  place  of  old  ones)  an  outlay  of  £67  14s.  6d.  was  incurred.  A 
fresh  contract  for  the  sale  of  all  the  tar  and  liquor,  at  an  increased  price, 
was  entered  into  for  one  year,  as  from  the  15th  of  May  last.  The  con¬ 
densers  erected  last  year  have  proved  to  be  quite  satisfactory  as  regards 
efficiency.  Towards  redemption  of  the  new  loan  of  £4000,  the  first  pay¬ 
ment  of  £231  6s.  5d.,  including  interest,  has  been  charged  in  the  past  year’s 
accounts.  Out  of  the  said  loan  there  were  paid  during  the  year  various 
sums  amounting  in  all  to  £2991  14s. — the  largest  items  being  £1822  8s.  5d. 
for  land  acquired,  including  law  charges ;  £640  11s.  5d.  for  new  con¬ 
densers  fitted  up  complete ;  and  £290  as  payments  on  account  for  new 
buildings  and  new  boundary  wall.  After  payment  of  £432  6s.  2d.  on  com¬ 
pletion  of  the  buildings  and  boundary  wall,  there  will  still  be  available  for 
future  extensions  on  capital  account,  a  balance  of  £575  19s.  lOd. 

When  the  works  passed  into  the  hands  of  the  Town  Council  in  1878, 
they  had  to  be  purchased  by  a  loan,  for  which  interest  at  the  rate  of  4J  per 
cent,  had  to  be  paid.  On  the  15th  of  May  last,  there  was  still  owing  on  this 
loan  the  sum  of  £18,750.  Another  loan  was  contracted  in  1885  at  the  same 
rate  of  interest ;  and  on  this  the  sum  still  owing  is  £3516  6s.  3d.  Including 
the  amount  due  on  the  loan  of  £4000  contracted  during  the  past  year,  the 
total  balance  due  on  mortgages  on  May  15  was  £26,194  19s.  lOd.  Up  to 
May  15, 1887,  the  expenditure  of  the  Gas  Commissioners  in  the  shape  of 
loan  capital  (purchasing,  improving,  and  extending  works,  &c.)  amounted 
to  £29,000  ;  and  as  already  mentioned,  the  expenditure  during  the  past 
year  was  £2991  148.— thus  making  a  total  outlay  of  £31,991  148.,  with  a 
balance  on  capital  account  of  £1008  63. 

Coming  to  the  revenue  account,  we  find  that  the  total  cost  for  the  manu¬ 
facture  of  gas  was  £5625  12s.  9d.,  of  which  the  chief  item  was  £3832  6s.  lid. 
for  the  coal  delivered  on  the  works.  Wages  at  works,  including  Engineer’s 
salary,  rank  for  £859  lls.  8d. ;  and  repairs  and  maintenance  of  works  and 
plant  involved  an  outlay  of  £683  15s.  For  distribution  of  gas  there  was 
spent  £326  lls.  5d.  Rates,  taxes,  and  insurance,  management,  law  charges, 
&c.,  brought  up  the  total  expenditure  to  £6626  5s.  6d.  From  sales  of  gas, 
at  3s.  9d.  per  1000  cubic  feet,  there  was  obtained  a  revenue  of  £823858. 7d. 
For  coke,  tar,  ammoniacal  liquor,  and  refuse  lime,  there  was  obtained 
£624  4s.  lOd.  Rental  from  gas-cookers  and  other  miscellaneous  items 
brought  up  the  total  receipts  to  £8918  13s.  2d. ;  so  that  there  was  a  gross 
balance  on  the  year’s  operations  of  £2292  7s.  8d.  carried  to  profit  and  loss 
account,  the  total  amount  of  which  on  May  15  was  £2305  13s.  5d.  At  the 
same  date  the  reserve  fund  account  stood  at  £398  16s.  6d.,  of  which  the  sum 
of  £150  was  brought  from  profit  and  loss  account.  'The  sinking  fund 
applied  to  the  redemption  of  mortgages  now  stands  at  £943  33.  lid.  The 
balance  of  net  profit  to  be  carried  forward  is  £17  2s.  lid. 

In  making  out  his  estimates  for  the  current  year,  the  Engineer  assumes 
that  there  will  be  an  outlay  of  £3791  13s.  4d.  for  cannel  coal  and  shale 
(5000  tons,  at  15s.  2d.  per  ton)  ;  and  in  all,  under  the  head  of  manufacture 
of  gas,  an  outlay  of  £5516  138.  4d.  For  distribution  of  gas  the  estimate  is 
£323 ;  for  rates,  taxes,  and  insurance,  £146  Os.  6d.  ;  management,  £336  58. 
These  and  other  items  are  calculated  to  amount  to  £6496  18s.  lOd.  in  the 
shape  of  total  expenditure.  It  is  estimated  that  the  gas  sales  will  amount 
to  43  million  cubic  feet ;  realizing  (at  3a.  9d.  per  1000  cubic  feet)  a  sum  of 
£8062  lOs.  The  revenue  from  residual  products  is  put  down  at  £778  15s. ; 
and  the  rental  from  gas-cookers  and  other  miscellaneous  items  is  cal¬ 
culated  at  £55.  The  total  estimated  revenue,  therefore,  is  £8896  5s. ;  giving 
a  prospective  balance  of  £2399  6s.  2d.  carried  to  profit  and  loss  account, 
and  a  balance  of  net  profit,  on  May  15,  1889,  of  £126  18s.  lid.  This  is 
after  making  full  allowance  for  interest  on  mortgages,  sinking  and  reserve 
funds,  and  working  expenses,  and  crediting  balance  profit  on  the  past 
year’s  working. 

When  the  accounts  were  under  the  consideration  of  the  Gas  Commis¬ 
sioners  at  their  last  meeting,  Provost  Scott,  in  moving  their  adoption, 
said  that  they  showed  a  profit  in  favour  of  the  gas-works;  but  it  did  not 
warrant  the  Commissioners  in  interfering  with  the  price  of  the  gas.  The 
charge  was  now  3s.  9d.  per  1000  cubic  feet,  which  he  thought  was  a  very 
moderate  price.  The  estimates  for  next  year  showed  a  still  larger 
balance  in  their  favour.  Mr.  Currie,  in  seconding  the  motion,  said  that 
the  improvements  recently  carried  out  at  the  gas-works  had  been  fully 
justified.  The  motion  was  unanimously  agreed  to. 


Skipton  Water  Supply. — Last  Friday,  a  meeting  of  the  Skipton  Local 
Board  was  held — Mr.  J.  B.  Dewhurst  presiding — when  a  letter  was  read 
from  Mr.  Hill,  C.E.,  of  Manchester,  giving  particulars  of  the  cost  of  bring¬ 
ing  water  from  Cawder  Gill  into  the  existing  reservoir,  in  iron  pipes  15 
inches  in  diameter  (including  contingencies) ;  estimating  it  at  about 
£2.500.  The  laying  of  the  pipes,  he  said,  would  no  doubt  give  the  town 
some  relief  for  a  few  years  to  come ;  but  he  could  not  recommend  the 
scheme  except  as  an  extension  for  tiding  over  the  present  deficiency. 
After  a  long  discussion,  a  Committee  was  appointed  to  consult  with 
various  landowners  as  to  other  proposed  schemes. 

The  Northern  Coal  Trade. — There  has  been  an  improvement  in  the 
demand  for  both  steam  and  gas  coal  in  the  North  of  England,  and  prices 
have  advanced  in  some  instances.  Steam  coal  is  now  quoted  at  'is.  9d. 
per  ton  for  best  qualities ;  and  most  of  the  collieries  raising  this  class  of 
coal  have  full  employment,  with,  in  some  instances,  pressing  demand. 
Second-class  coals  are  not  in  such  full  demand,  and  the  larger  output  of 
small  coals  makes  them  weaker  in  price.  Gas  coals  are  generally  in 
better  demand ;  and  there  have  been  advances  in  price  in  the  case  of  a 
few  contracts  which  have  just  been  renewed,  whilst  one  or  two  local  con¬ 
tracts  are  also  in  the  market,  and  are  expected  to  be  closed  at  rather 
higher  prices  than  the  low  rates  which  have  ruled  for  a  year.  The 
demand  for  manufacturing  coal  is  strong. 


ARBROATH  CORPORATION  GAS  SUPPLY. 

The  Proposed  Extension  of  the  Gas-Works. 

At  a  Meeting  of  the  Arbroath  Gas  Commission  held  on  Monday  last 
week,  they  had  under  consideration  the  question  of  the  extension  of  the 
gas-works.  A  report  on  the  subject  by  Mr.  R.  Mitchell,  Engineer  of  the 
Edinburgh  works  of  the  Edinburgh  and  Leith  Corporations’  gas  under¬ 
taking,  was  recently  published  in  the  Journal  (see  ante,  p.  132).  The 
attention  of  the  Commissioners  was  first  directed  to  a  letter  which  had 
been  sent  to  the  Clerk  (Mr.  D.  Chapel)  by  Mr.  G.  Milne,  a  resident  at 
Arbroath,  drawing  attention  to  the  fact  that  a  new  illuminant,  known  as 
water  gas,  was  being  manufactured  in  several  places  in  England,  and 
enclosing  for  the  information  of  the  Corporation  a  copy  of  a  report  on  the 
subject  by  the  Leeds  Forge  Company,  in  whose  premises  the  new  system 
of  lighting  is  being  extensively  used.  According  to  the  report,  the  gas 
jiossessed  tlie  virtue  of  being  as  powerful  an  illuminator  as  the  electric 
light,  and  was  producible  at  4Jd.  per  1000  cubic  feet. 

Mr.  Dickson,  referring  to  the  subject  of  theextension  of  the  gas-works,  said 
he  objected  to  the  scheme  on  account  of  the  enormous  expense,  consider¬ 
ing  the  difficulty  that  would  be  experienced  in  satisfactorily  supplying  the 
lower  parts  of  the  town  from  the  present  site  of  the  works.  Even  though 
the  Commissioners  might  be  satisfied  that  gas  was  the  illuminant  of  the 
future,  he  for  one  should  not  go  upon  the  principle  of  making  improve¬ 
ments  on  a  site  which  had  been  condemned  by  all  the  experts  they  had 
consulted.  He  thought  they  should  consult  gentlemen  who  were  scientifi¬ 
cally  acquainted  with  other  illuminauts.  He  accordingly  moved  that  the 
final  decision  of  the  Corporation  should  be  delayed  for  six  months. 

Mr.  Sandeman  seconded  the  motion. 

Provost  Anderson  said  the  Committee  of  Management  had  been  quite 
unanimous  regarding  the  necessity  of  the  extensions  ;  and  he  thought  the 
Commissioners  at  their  last  meeting  were  unanimous  that  they  should  at 
once  be  proceeded  with.  (No,  no.)  He  at  any  rate  was  so  satisfied  that 
they  were  doing  the  right  thing,  and  saving  money  to  the  town,  that  there 
would  be  no  increase  of  taxation,  and  that  the  price  would  not  be  advanced, 
that  he  moved  as  an  amendment  to  Mr.  Dickson’s  motion  that  the  works 
should  be  proceeded  with,  and  that  it  should  be  remitted  to  the  Committee 
of  Management  to  take  in  contracts  in  the  terms  of  Mr.  Mitchell’s  report, 
as  qualified  by  the  subsequent  minute  of  the  Committee  of  Management. 

Mr.  Cargill  seconded  the  amendment.  It  must  be  acknowledged,  he 
said,  that  greater  pressure  was  required  throughout  the  town,  and  that 
this  could  not  be  obtained  without  increased  storeage  accommodation.  It 
had  also  to  be  borne  in  mind  that  gas  might  yet  be  improved  as  an  illu¬ 
minant;  and  that  if  any  great  step  forward  in  its  use  were  made,  the 
community  would  be  able  to  secure  the  benefit  probably  without  great 
expense. 

Provost  Anderson  remarked  that  the  feasibility  of  changing  the  site  of 
the  works  had  been  before  the  Committee  of  Management ;  but  they  had 
found  that,  from  a  financial  standpoint,  a  removal  of  the  works  would  be 
altogether  impossible.  To  remove  them  would  cost  at  least  £20,000  ;  and 
the  only  saving  that  would  be  effected  would  be  some  £300  per  annum  on 
cartage.  The  new  works,  therefore,  would  never  recoup  themselves  ;  and, 
besides,  they  considered  it  too  late  in  the  day  to  talk  of  removing  the 
works,  after  they  had  planted  all  their  valuable  machinery  on  the  present 
site. 

Mr.  Dickson  said,  with  reference  to  the  “valuable  machinery  on  the 
present  site”  to  which  the  Provost  had  alluded,  they  were  just  proposing 
to  put  down  £8000  worth  of  new  plant  there.  He  pointed  out,  with  respect 
to  the  other  remarks  of  the  Provost  regarding  the  proposed  alteration  of 
the  site  of  the  works,  that  the  £300  which  they  would  save  annually  on 
cartage  if  the  works  were  transferred  represented  £9000  of  capital,  which 
sum,  with  the  £8000  they  proposed  spending  under  the  scheme  now  being 
discussed,  represented  an  amount  almost  equivalent  to  the  estimated  cost 
of  removing  the  works. 

The  amendment  was  adopted  by  8  to  6  votes. 

Mr.  Michie  gave  notice  that  at  the  next  meeting  he  would  move  that 
they  rescind  the  resolution,  on  the  ground  that  several  members  of  the 
Corporation  were  absent,  and  that  it  was  arrived  at  by  a  narrow  majority. 


DENTON  AND  HAUGHTON  LOCAL  BOARD  GAS  SUPPLY. 

The  Manager  of  the  Gas  Department  of  the  Denton  and  Haughton  Loca 
Board  (Mr.  James  M.  Veevers)  has  favoured  us  with  a  copy  of  the  state¬ 
ment  of  accounts  of  the  department  for  the  year  ending  March  25  last,  as 
passed  by  Messrs.  Nairne,  Son,  and  Pollitt,  of  Manchester.  It  is  sum¬ 
marized  in  the  following  table ;  the  figures  for  the  previous  financial  year 
being  given  for  comparison  : — 


Quantity  used,  in  tons . 

Average  price  per  ton . 

Totai  make  of  gas,  in  cubic  feet  .  . 

Total  sale  of  gas,  in  cubic  feet  . 

Loss,  in  cubic  feet . 

Loss  per  cent . 

Gas  made  per  ton,  in  cubic  feet  . 
Gas  sold  per  ton,  in  cubic  feet  .  .  . 

Average  illuminating  power,  candles. 

Income  from  gas . 

,,  meter  hire . 

„  tar  and  liquor.  .  .  . 

„  coke  . 

„  sundries . 

Average  cost  of  gas  made  per  1000 

cubic  feet . 

Do.  sold  per  lOOO  cubic  feet  .  .  . 

Average  price  of  gas  sold  per  1000 

cubic  feet . 

Profit  on  gas  sold  per  1000  cubic  feet. 
Annuities  per  1000  feet  of  gas  sold 
Interest  on  loans,  do . 


1887. 

£2476  8  4 

1888. 

£2289  0  0 

4508 

4475 

£0  11  01 

£0  10  2i 

48,257,480 

48,788,700 

42,527,344 

42,810,022 

5,978,478 

5,730,136 

11-87 

12-25 

10,700 

10,927 

9,433 

9,566 

19-30 

19-28 

£6988  7  8 

£6908  8  4 

83  1  7 

83  18  6 

868  8  0 

479  9  4 

499  1  6 

476  2  10 

140  17  2 

23  19  1 

0  1  6J 

0  16 

0  19 

0  1  74 

0  3  34 

0  3  2i 

0  16* 

0  1  7i 

0  0  8* 

0  0  84 

0  0  9  6-7ths 

0  0  81-5th 

Reductions  in  Price. — The  Directors  of  the  Bilston  Gas  Company 
have  decided  to  reduce  the  price  of  gas  by  3d.  per  1000  cubic  feet  at  the 

close  of  the  present  quarter - The  Brighton  and  Hove  General  Gas 

Company  purpose  reducing  the  price  of  gas  by  2d.  per  1000  cubic  feet  as 

from  the  1st  of  January  next. - The  British  Gaslight  Company  have  given 

notice  to  their  consumers  at  Hull  that  the  price  of  gas  will  be  reduced 

from  2s.  to  Is.  lid.  per  1000  cubic  feet  as  from  the  let  ult. - The 

Directors  of  the  Crystal  Palace  District  Gas  Company  have  given  notice 
that  the  price  of  gas  will  be  reduced  to  2s.  8d.  per  1000  cubic  feet  from  and 

after  the  date  of  the  present  Michaelmas  quarter’s  accounts. - The 

Directors  of  the  Gloucester  Gas  Company  have  decided  to  make  a  further 
reduction  in  the  price  of  gas  as  from  the  end  of  last  half  year.  The  reduc¬ 
tion  will  be  2d.  per  1000  cubic  feet.  This  will  make  the  price  28.  7d.  per 
1000,  equal  to  2s.  5id.  after  the  usual  5  per  cent,  discount  is  allowed.  'The 
price  will  even  be  lower  than  this  to  the  Corporation  for  street  lighting, 
as  the  2s.  7d.  is,  under  the  contract,  subject  to  a  deduction  of  10  per  cent, 
and  then  to  5  per  cent,  off  that.  Large  consumers  are  on  the  same  terms 
as  the  Corporation. 
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THE  PRICE  OF  GAS  FOB  PUBLIC  LIGHTHTG  AT  SWANSEA. 

At  the  Meeting  of  the  Swansea  Town  Council  last  Wednesday,  the 
Streets  Committee  reported  that  a  letter  from  the  Gas  Company  had  been 
received  stating  that  the  Directors  were  prepared  to  continue  the  sup¬ 
ply  of  gas  to  the  public  lamps,  on  the  same  conditions  as  toe  previous 
contract,  at  2s.  lOd.  per  1000  cubic  feet,  such  price  to  take  efiect  on  and 
front  the  Ist  of  October  next.  The  Town  Clerk  was  directed  to  inquire 
whether  the  “  2s.  lOd.”  was  not  a  clerical  error;  the  present  cost  of  light¬ 
ing  being  based  on  the  price  of  2s.  6d.  per  1000  cubic  feet.  Mr.  Richards, 
in  moving  the  adoption  of  the  minutes,  said  “  the  same  conditions 
seemed  to  mean  an  increase  of  4d.  per  1000  cubic  feet.  The  Company 
wanted  2s.  lOd.  instead  of  2s.  6d.  This  was,  he  supposed,  whipping  toe 
Corporation  because  they  had  recently  opposed  the  Company ;  for  he  was 
unable  to  see  any  other  reason  for  such  action.  The  matter  had  been 
referred  to  the  Gas  Committee ;  and  he  hoped  something  would  be  done  in 
a  short  time  to  teach  the  Company  that  the  Corporation  would  be  able  to 
do  without  them.  The  amount  spent  on  public  lighting  was  £37/0.  Mr. 
Martin  said  the  Manager  of  the  Company  (Mr.  Thornton  Andrews, 
M.  Inst.  C.E.)  had  assured  him  that  the  increase  was  due  to  no  ill-feeling ; 
for  though  the  price  of  gas  to  the  Corporation  had  been  raised  to  2s.  lOd,, 
private  consumers  were  charfjed  3s.  Mr.  Burnie  said  it  was  time  the  Cor- 
poration  should  look  round  determinedly  with  the  object  of  seeing  if  a 
new  method  of  lighting — electricity,  for  instance — could  not  now  be 
introduced.  There  were  electric  lighting  companies  who  would  guarantee 
the  street  lighting  for  a  less  sum  than  that  now  paid.  There  was  ample 
margin  in  £3770  a  year  to  make  it  worth  their  while  to  consider  the 
question  of  electricity.  At  a  later  stage  in  the  proceedings,  Mr.  Martin 
stated  that  an  offer  had  been  made  to  the  Council  by  a  Company  to  light 
the  town  free,  if  the  population  was  shown  to  be  upwards  of  80,000 ;  the 
only  condition  being  the  use  of  a  certain  lamp. 

THE  MALVERN  LINK  LOCAL  BOARD  AND  THE  GAS 
COMPANY. 

Oil  to  be  Adopted  fob  the  Public  Lighting. 

The  question  which  has  long  been  under  discussion  between  the 
Malvern  Link  Gas  Company  and  the  Local  Board,  and  which  was  thought 
to  have  been  amicably  settled  B  fortnight  ago  (see  ante,  p.  251),  has  been 
revived.  It  was  further  considered  at  a  meeting  of  the  Local  Board  on 
Monday  last  week.  After  the  whole  of  the  correspondence  between  the 
Board  and  the  Company  had  been  read,  the  Chairman  (Mr.  W.  W.  A. 
Tree)  said  he  had  taken  into  consideration  the  dates,  the  various  letters 
written,  and  the  meetings  held  by  the  Board,  and  the  effect  which  they 
had  upon  his  mind  was  that  the  Board  had  met  the  Company  half  way, 
and  had  tried  to  bring  about  an  amicable  settlement  of  this  question. 
The  Company  made  three  alternative  proposals — to  supply  the  gas  at 
4s.  6d.  per  1000  cubic  feet,  refer  the  matter  to  arbitration,  or  sell  their 
works  to  the  Board.  The  letter  containing  these  proposals  was  con¬ 
sidered  at  as  early  a  date  as  possible ;  and  the  Board  suggested  certain 
conditions,  which  he  thought  might  have  been  fairly  accepted.  For  a 
month  they  did  not  receive  any  answer  from  the  Company ;  and  the 
Clerk  to  the  Board  was  instructed  to  write  them  asking  for  a  reply.  To 
this  they  received  a  letter  ignoring  the  conditions  the  Board  had  pre¬ 
viously  proposed.  No  attempt  to  discuss  them  in  any  way  was  made ; 
but  the  Directors  could  not  see  the  way  to  alter  their  conditions.  Then 
the  Secretary  of  the  Company  wrote  on  Aug.  1,  stating  that  the  Board 
had  misconstrued  his  letter  of  April  7 ;  the  intention  being  that  43.  6d. 
per  1000  feet  should  include  the  cost  of  lighting  and  extinguishing. 
Upon  this  the  Board  agreed  to  accept  the  Company’s  oSer.  A  few  days 
afterwards  the  shareholders  of  the  Company  held  a  meeting ;  and  then 
the  Secretary  wrote  to  him  to  say  that  his  letter  of  Aug.  1  was  only  a 
private  suggestion,  and  that  it  had  been  rejected  by  the  Directors  and 
shareholders.  If  the  Secretary  erred  in  the  construction  of  his  own 
letter,  it  followed  that  the  Directors  wished  to  charge  the  Board  £32  per 
season  more  than  their  official  thought  they  intended  to  charge,  and  it 
might  be  reasonably  inferred  £32  more  than  he,  the  Secretary,  considered 
they  ought  to  charge.  The  Chairman  moved  the  following  resolution — 
“  That  the  Clerk  write  to  the  Company,  saying  that  as  their  letter  of 
Aug.  1  is  simply  a  repetition  of  proposals  made  on  Aug.  7,  which  the 
Board  have  already  rejected,  they  cannot  entertain  further  negotiations 
with  the  Company.”  Mr.  Webb  seconded  the  motion,  which  was  carried 
unanimously.  A  tender,  in  reply  to  the  Board’s  advertisement  for  lighting 
the  district  with  oil,  had  been  received ;  and  after  a  short  discussion  it  was 
accepted— the  Board  stating  that  a  saving  of  something  like  £109  per 
annum  would  be  effected  by  the  use  of  oil. 


THE  ELECTRIC  LIGHTING  EXPERIMENT  AT  LEAMINGTON. 

At  the  Meeting  of  the  Leamington  Town  Council  on  Monday  last  week, 
the  Mayor  (Mr.  J.  Fell)  in  the  chair — the  following  letter,  dated  the 
31st  ult.,  addressed  to  the  Town  Clerk  by  Mr.  Arthur  Chamberlain,  on 
behalf  of  the  Midland  Electric  Light  and  Power  Company,  Limited,  on 
the  subject  of  the  electric  lighting  of  the  town,  was  read  We  beg  to 
acknowledge  receipt  of  your  favour  of  the  10th  inst.  (July),  informing  us 
that  our  letter  of  June  21  was  considered  by  the  Council,  and  that  they 
have  given  permission  for  the  erection  of  four  arc  lights,  by  way  of  an 
experiment,  provided  no  charge  be  made  on  toe  Corporation,  on  some 
spot  to  be  agreed  upon,  at  a  height  not  exceeding  50  feet,  but  that  the 
Council  object  to  the  lights  being  placed  on  the  Town  Hall  tower,  as  they 
considered  the  access  undesirable,  and  the  height  (100  feet)  far  too  great, 
and  believe  that  a  position  facing  the  Parade  would  be  more  suitable. 
[See  ante,  p.  133.]  The  essence  of  our  ofier  was  that  the  arcs  should  be 
placed  on  the  tower,  and  therefore  in  a  position  not  absolutely  facing  the 
Parade,  should  be  at  least  100  feet  high,  and,  though  lent  and  fixed  by  us 
free  of  charge,  should  be  connected  to  the  present  mains,  and  the  current, 
therefore,  paid  for  by  the  Corporation.  We  may  take  it,  then,  that  the 
Council  have  given  us  permission  to  do  as  nearly  as  possible  the  exact 
opposite  of  what  we  offered  to  do.  We  do  not  call  in  question  the 
wisdom  of  the  Council  in  wishing  to  try,  the  effect  of  four  arc  lamps 
of  2000-candle  power  each,  placed  not  more  than  50  feet  high,  and 
facing  the  Parade,  which  at  its  narrowest  point  is  only  50  feet  wide. 
We  only  say  that  we  do  not  wish  to  try  this  particular  effect 
a  second  time  at  our  own  expense.  We  have  already,  at  our 
own  expense,  and  on  our  own  property,  tried  the  effect  of  arcs 
between  30  feet  and  50  feet  high  for  street  lighting.  There  is  no  mistake 
about  the  light.  Used  as  we  have  shown  in  Wise  Street,  it  would  take  the 
place  of  the  ten  street  lamps.  If  the  Council  have  not  given  attention  to 
this  particular  illustration  of  the  power  of  electricity  as  an  illuminant, 
they  can  see  it  any  night  from  nine  till  eleven.  But  this  is  an  illustration 
of  street  lighting  by  arcs.  What  we  last  offered  to  do  was  to  give  the  town 
an  opportunity  of  seeing  street  lighting  by  incandescent  lamps  in  combi¬ 
nation  with  arc  lighting  of  open  spaces.  The  two  are  quite  different 
problems.  We  think  it  extraordinary  that  so  substantial  and  extensive  a 
building  as  the  Town  Hall  tower  should  only  be  available  for  the  purpose 
of  housing  a  clock  ;  and  we  cannot  understand  how  the  man  who  attends 
to  the  arcs  can  do  more  damage  to  it  than  he  who  attends  to  the  clock. 
But  we  accept  the  decision  of  the  Council,  and  now  withdraw  our  offer; 


and  we  take  the  opportunity  to  withdraw  also,  at  all  events  tor  the  present, 
our  former  offer  made  some  three  months  ago,  to  bear  half  the  cost  of  re¬ 
moving  the  arms  that  now  suspend  the  16-candle  power  lamps  from  the 
posts,  and  to  exchange  them  for  upright  lanterns  and  32  candle  power 
lamps.  Our  reasons  are  these  :  We  find  that  our  motives  are  not  appre¬ 
ciated.  We  are  supposed  to  be  madly  desirous  for  a  ooniiuuance,  at  any 
cost,  of  our  present  contract  for  lighting  the  Parade ;  whereas,  as  a  matter 
of  business,  we  do  not  care  about  lighting  the  Parade  at  all.  As  far  as 
the  Parade  is  concerned,  our  chief  desire  was  to  assist  the  more  public- 
spirited  members  of  the  Council  in  bringing  Leamington  abreast  of  the 
times.  The  system  of  lighting  recommended  by  us,  we  admit — as  discussed 
in  full  conclave,  and  adopted  unanimously — does  not  appear,  when  in 
practice,  to  please  the  Council.  This  is  a  matter  of  taste,  and  not  of 
electrical  engineering.  Still,  we  were  willing  to  assist  the  Council 
in  any  change  they  desired  ;  but  every  offer  we  made  is  used 
by  our  opponents  as  the  excuse  for  some  attack  on  our  reputation,  and 
some  fresh  outpourings  of  local  spite  and  local  prejudice.  When  we  have 
been  personally  present,  we  have  had  no  reason  to  complain  of  the  result 
of  the  discussion;  but  behind  our  backs  the  matter  is  different.  There, 
statements  are  made  to  our  disadvantage  that  are  unsupported  by  any 
evidence  that  would  be  received  in  a  Court  of  Justice,  and  that  are  untrue 
in  fact ;  and  no  effort  is  made  to  distinguish  between  legitimate  criticism 
of  matters  of  taste  and  opinion,  such  as  the  method  of  distributing  the 
light  and  the  appliances  by  which  it  is  distributed,  and  for  which  matters 
the  Council  are  now  alone  responsible,  and  the  other  matter  for  which 
only  we  are  responsible — the  caudle  power  of  the  lamps.  We  ask  and 
surely  it  is  not  an  unreasonable  request — as  a  condition  precedent  of  any 
fresh  offer  on  our  part,  that  the  caudle  power  of  our  lamps  should  be 
regularly  tested  and  published  at  the  same  time  and  in  the  same  way  as 
the  candle  power  of  the  gas-lamps  is  tested  and  published.” 

The  Mayor  said  he  thought  it  was  a  pity  Mr.  Chamberlain  bad  not  a 
wise  man  at  his  elbow  when  he  sat  down  to  write  that  letter. 

Mr.  Crowther  Davies  proposed  that  the  letter  be  referred  to  the  Watch 
Committee.  He  said  it  was  such  that,  as  a  matter  of  taste,  it  was  to  be 
regretted  that  it  had  been  written. 

The  motion  was  carried. 

Mr.  Crowther  Davies  had  a  motion  on  the  agenda  paper  that  notice 
be  given  to  the  Electric  Light  and  Power  Company  to  terminate  the 
present  contract  in  twelve  months’  time  ;  but  when  this  was  reached,  he 
asked  permission  to  withdraw  it.  In  doing  so,  he  explained  that  it  was 
his  desire  that  no  means  should  be  left  untried  by  way  of  arriving  at  a 
satisfactory  settlement  with  Mr.  Chamberlain.  The  desire  of  those  with 
whom  he  was  acting— and  it  was  a  feeling  he  shared— was  that  the 
Electric  Lighting  Company  should  not  feel  that  any  hasty  steps  had  been 
taken  by  the  Council  to  put  an  end  to  the  contract,  but,  on  the  contrary, 
that  every  means  had  been  used  to  bring  about  a  satisfactory  settlement. 
It  was  undoubtedly  a  most  unfortunate  letter  they  had  heard  read— un¬ 
fortunate  for  the  writer  rather  than  the  recipients.  [A  Voice  :  “  It’s  a  very 
rude  one.”]  He  had  formed  a  most  unjust  and  unworthy  conception  of 
the  Council  as  a  whole,  as  well  as  of  some  of  its  individual  members.  The 
resolution  he  asked  to  withdraw  was  one  he  could  carry ;  but  as  it  was  to 
be  withdrawn,  he  hoped  Mr.  Chamberlain  would  come  to  the  conclusion 
that  it  would  be  well  to  treat  the  Council  as  reasonable,  just,  and  honour¬ 
able  men.  There  was  no  desire  to  “  throw  cold  water  ”  upon  his  Com-  ^ 
pany;  but  to  secure  an  arrangement  which  would  be  just  to  the  rate-' 
payers  and  fair  to  the  Company. 

Mr,  Bright  said  he  thought  Mr.  Davies  had  acted  most  generously  in 
withdrawing  the  motion.  As  one  who  advocated  the  introduction  of  the 
electric  light,  he  certainly  was  not  satisfied  with  it,  but  thought  the 
defect  was  due, 'not  to  the  light  itself,  but  to  the  lanterns  used.  The  letter 
sent  by  Mr.  Chamberlain  was  extremely  unwise. 

Mr.  Davies  said  he  did  not  retract  anything  he  had  said  about  the 
light ;  and  if  it  was  not  made  satisfactory,  he  would  revive  the  subject  at 
some  future  time. 

Leave  to  withdraw  the  motion  was  then  given,  and  the  subject  referred 
to  the  General  Purposes  Committee. 


METROPOLIS  WATER  SUPPLY. 

According  to  the  returns  furnished  to  the  Registrar-General  by  the 
London  Water  Companies,  the  average  quantity  of  water  supplied  daily 
to  the  Metropolis  in  the  past  month  was  169,387,002  gallons,  as  against 
188,951,202  gallons  in  the  corresponding  month  of  1887.  The  number  of 
houses  served  last  month  was  740,236,  or  at  the  rate  of  229  gallons  per 
house,  and  29-3  gallons  per  head  of  the  population.  In  July,  1887,  the 
number  of  houses  was  727,543  ;  and  the  quantity  of  water  allowed  for  each 
person  33-3  gallons.  Of  the  entire  bulk  of  water  supplied  last  month, 
83,853,966  gallons  were  drawn  from  the  Thames,  and  85,533,036  gallons 
from  the  Lea  and  other  sources. 

Dr.  E.  Frankland,  in  the  course  of  his  report  to  the  Registrar- General 
on  the  quality  of  toe  Metropolitan  water  supply  last  month,  makes  the 
following  remarks  ; — “  The  Thames  water  sent  out  by  the  Chelsea,  West 
Middlesex,  Southwark,  Grand  Junction,  and  Lambeth  Companies  contained 
in  every  case  a  markedly  increased  proportion  of  organic  matter 
as  compared  with  the  previous  month’s  samples.  This  increase 
is  due  to  the  heavy  rainfall  and  swollen  state  of  the  river,  althougli 
the  samples  were  collected  prior  to  the  severest  floods  which  occurred  at 
the  latter  end  of  the  month.  All  the  samples  were  clear  and  bright.  The 
water  principally  derived  from  the  River  Lea,  and  supplied  by  the  New 
River  and  Bast  London  Companies,  exhibited  no  material  alteration  as 
regards  organic  matter ;  the  proportion  present  in  the  New  River  Com¬ 
pany’s  supply  being  but  little  in  excess  of  that  in  the  deep-well  waters, 
whilst  that  in  the  Bast  London  Company’s  water  was  less  than  in  any  of 
the  Thames  supplies.  Both  samples  were  clear  and  bright.  The  deep- 
well  water  of  the  Kent  and  Colne  Valley  Companies  and  of  the  Totten¬ 
ham  Local  Board  of  Health  contained,  as  usual,  only  a  very  small  propor¬ 
tion  of  organic  matter;  and  the  Colne  Valley  Company  by  softening  their 
supply  with  lime  thereby  rendered  it  also  of  excellent  quality  for  washing 
and  all  other  domestic  purposes.” 


Poole  Gas  and  Coke  Company. — At  the  twenty-fifth  half-yearly  geneial 
meeting  of  this  Company,  held  on  Monday  last  week,  the  Directors,  in 
their  report,  alluded  to  the  death  of  the  Secretary  (Mr.  John  Budden), 
who  had  conducted  the  works,  both  practically  and  financially,  to  their 
satisfaction  for  so  many  years,  and  to  the  appointment  of  Mr.  W.  Davis  as 
his  successor,  as  well  as  Engineer  of  the  works.  The  accounts  presented 
showed  a  profit  of  £576.  This  allowed  of  the  payment  of  dividends  of  5- 
and  4  per  cent,  on  the  two  classes  of  stock ;  which  was  agreed  to.  The 
Chairman  (Mr.  W.  Pearce),  in  acknowledging  a  vote  of  thanks  passed  to 
himself  and  the  Directors,  said  the  Company  had  been  most  fortunate  in 
securing  the  services  of  Mr.  Davis,  who  had  given  the  greatest  satisfaction 
to  all  since  he  had  been  Manager.  He  added  that  during  the  seven  years 
he  had  been  Chairman,  the  Company  had  reduced  the  price  of  gas  from 
5s.  lid.  to  4s.  per  1000  to  private  consumers.  They  hoped  with  increased 
consumption  and  good  management  to  return  to  the  maximum  dividend. 
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THE  WAKEFIELD  WATER  WORKS  ARBITRATIONS. 

The  arbitrations  between  the  Wakefield  Corporation  and  the  Wakefield 
Union  Rural  Sanitary  Authority  and  the  Local  Board  of  Sandal  Magna 
occupied  the  attention  of  the  Arbitrator  (Mr.  E.  Cousins,  C.E.)  at  the 
Surveyors’  Institution  for  three  days  last  week. 

Mr.  Balfour  Browne,  Q.C.,  and  Mr.  J.  Beverley  appeared  for  the  Cor¬ 
poration  ;  Mr.  Cripps  and  Mr.  C.  M.  Atkinson  for  the  Wakefield  Union  ; 
and  Mr.  Mattinson,  M.P.,  for  the  Local  Board  of  Sandal  Magna.  The  case, 
shortly  stated,  so  far  as  regards  the  Wakefield  Union,  is  that  they  gave 
notice  to  the  Corporation  of  their  intention  to  purchase  the  pipes  and 
apparatus  within  their  district,  under  the  provisions  of  section  61  of  the 
Wakefield  Water-Works  Act  of  1880.  The  arbitration  was  for  the  purpose 
of  assessing  the  price  which  they  are  to  pay,  and  the  terms  and  conditions 
of  the  transfer.  The  offer  made  by  the  Wakefield  Union  was  upwards 
ofillOO;  but  the  sum  required  by  the  Corporation  for  the  same  thing 
was  i‘52,000 — the  difference  between  them  turning  on  the  construction  of 
the  Act.  The  contention  of  the  Wakefield  Union  was  that  they  ought  to 
pay  only  the  value  of  the  pipes  and  apparatus  in  situ  ;  whereas  for  the 
Corporation  it  was  argued  that  they  must  pay  not  only  for  the  pipes  and 
laying  them,  but  also  for  them  as  a  portion  of  the  undertaking.  In 
other  words,  the  Union  would  take  away  a  certain  amount  of  revenue 
from  the  Corporation  ;  and  they  must  have  the  capital  to  compensate 
them.  The  case  for  the  Corporation  having  been  concluded,  Mr.  G.  W. 
Stevenson,  C.E.,  gave  evidence  for  the  Wakefield  Union.  He  said  that 
he  had  had  large  experience  in  advising  corporations  and  water  com¬ 
panies  as  to  transfers  of  the  latter  undertakings.  He  had  valued  at 
d;ll27  the  pipes,  fittings,  and  other  apparatus  connected  with  the  distri¬ 
bution  of  water  belonging  to  the  Corporation  laid  in  the  district  of  the 
Wakefield  Union.  He  would  not  allow  anything  for  compulsory  purchase 
or  prospective  value,  because  the  Wakefield  Union  simply  exercised 
their  option  to  purchase.  Mr.  Anthony  Barr,  of  Liverpool,  gave 
corroborative  evidence.  Mr.  Cripps  then  summed  up  for  the  Wake¬ 
field  Union,  and  contended  that  as  the  value  of  the  property  to  his  clients 
was  only  i£1200,  it  was  absurd  to  have  to  pay  ,l;52,000  for  it.  These  figures 
were  based  on  the  assumption  that  the  Wakefield  Union  would  cease  to 
take  the  water  from  the  Corporation  ;  hut  they  were  willing  to  enter  into 
an  agreement  to  be  customers  of  the  Corporation.  Mr.  Balfour  Browne 
replied  upon  the  whole  case,  arguing  that  the  Corporation  were  entitled 
to  the  prospective  revenue  of  the  undertaking  they  were  selling  ;  and  this 
amounted  to  A’52,000,  and  not  the  i;ll27  for  the  pipes,  as  if  the  Corpora¬ 
tion  had  nothing  but  old  iron  to  sell. 

The  case  between  the  Wakefield  Corporation  and  the  Sandal  Magna 
Local  Board  was  next  gone  into.  Mr.  Balfour  Browne,  Q.C.,  and  Mr. 
Beverley  appeared  for  the  Corporation  ;  and  Mr.  Mattinson,  M.P.,  for  the 
Board.  The  Corporation  by  their  witnesses  put  the  value,  on  the  same 
basis  as  in  the  last  case,  at  A'39,000.  Sir.  F.  Bramwell,  Mr.  Rofe,  C.E., 
and  Mr.  Coxon,  borough  accountant,  were  called  for  the  Corporation.  On 
behalf  of  the  Local  Board  the  offer  made  was  A'lOlO;  and  their  case  was 
supported  by  Mr.  H.  Mason,  Solicitor  to  the  Board ;  Mr.  B.  Shaw,  of  Don¬ 
caster,  and  Mr.  A.  Davey,  of  Sheffield.  Mr.  Mattinson,  M.P.,  and  Mr. 
Balfour  Browne,  Q.C.,  having  been  heard  for  their  respective  clients,  the 
arbitrations  concluded,  and  the  Arbitrator  will  make  his  award  in  due 
course. 


THE  WALSALL  CORPORATION  AND  THE  SOUTH 
STAFFORDSHIRE  WATER  BILL. 

At  the  Meeting  of  the  Walsall  Town  Council  on  Monday  last  week,  a 
report  was  presented  by  the  Sub-Committee  appointed  to  take  charge  of 
the  opposition  to  the  South  Staffordshire  Water  Company's  Bill,  which,  it 
may  be  remembered,  after  passing  the  Committee  of  the  House  of  Lords, 
was  withdrawn  in  the  Commons.  It  set  forth  that  the  measure  proposed 
to  repeal  certain  provisions  in  the  Company’s  existing  Acts  which  had 
from  time  to  time  been  inserted  therein  for  the  benefit  and  protection  of 
the  Corporation — such  as,  for  instance,  the  clauses  as  to  the  breaking  up 
and  restoring  of  streets,  the  protection  of  gas-mains,  and  the  enforcement 
of  a  constant  supply  of  water  under  pressure  sufficient  to  reach  the  top 
storey  of  every  house  in  the  borough ;  and  also  to  substitute  for  the 
charges  authorized  by  the  existing  Acts  a  scale  of  charges  based  upon 
“  annual  value,”  the  mode  of  arriving  at  annual  value  being  of  a  novel 
character,  and  at  variance  with  a  decision  of  the  House  of  Lords,  in 
which  it  was  decided  that  “annual  value”  did  not  mean  “  annual  rent,” 
but  the  annual  value  to  the  owner  after  making  necessary  deductions  for 
rates,  taxes,  repairs,  &c.  The  report  stated  that  if  effect  had  been  given 
to  the  Company’s  proposal,  there  would  have  been  a  hard-and-fast  line 
fixed  for  the  deductions,  although  the  local  rates  actually  paid  by  some 
of  the  places  within  the  Company’s  limits  vary  from  28.  Id.  to  7s.  2d.  in 
the  pound  ;  and  this  would  have  been  manifestly  unfair  to  consumers  in 
the  heavily-rated  towns.  The  proposed  scale  also  provided  that  the  Com¬ 
pany  should  not  be  required  to  supply  any  house  at  a  less  charge  than 
28.  2d.  per  quarter,  whereas  under  the  Company’s  existing  scale  they 
were  limited,  as  respected  a  large  number  of  houses,  to  a  much  lower 
rate.  Before  embarking  upon  what  was  known  to  be  a  costly  opposition, 
endeavours  were  made  to  come  to  an  arrangement  with  the  Company ; 
but  these  endeavours  failed.  The  Committee  felt  that,  as  they  were 
forced  into  a  contest  in  defence  of  the  water  consumers  of  the  borough, 
it  was  an  opportune  time  to  seek  certain  amendments  in  the  Com¬ 
pany’s  Acts,  so  as  to  secure  a  limit  to  the  Company’s  charge  for  water 
for  trade  purposes,  a  reduced  scale  for  water  used  for  sanitary  and  other 
public  purposes,  and  a  modification  of  the  scale  in  respect  of  water 
supplied  to  dwelling-houses  partly  used  as  retail  shops ;  to  confer  upon 
consumers  the  right  to  supply  their  own  meters  ;  and,  in  case  Parliament 
decided  to  increase  the  scale  of  charges,  to  compel  the  Company  to  sell 
the  portion  of  the  undertaking  lying  within  the  borough,  at  a  price  to  be 
settled  by  arbitration.  The  Sub-Committee  considered  that  the  effect  of 
the  Company’s  original  proposal  would  have  been  to  cast  upon  the  water 
consumers  in  the  borough  an  increased  annual  payment  (over  and  above 
what  it  was  contended^they  were  authorized  to  require  if  rateable  value 
were  taken  as  the  basis'of  their  charges)  estimated  at  about  iilOOO,  which, 
if  capitalized  at  3i  per  cent.,  would  represent  no  less  a  sum  than  £30,000. 
It  would  thus  be  seen  that  the  question  of  increased  price  was  a  very 
serious  one,  apart  from  the  other  objects  of  the  opposition.  As  the  result 
of  the  opposition  before  the  House  of  Lords  Committee,  modifications 
were  made  in  the  Bill  which  reduced  the  estimated  loss  to  the  con¬ 
sumers  in  the  borough  to  about  £4.50  per  annum,  according  to  the  Com¬ 
pany’s  own  figures;  and  in  consequence  of  the  strenuous  opposition 
raised  in  the  House  of  Commons,  and  the  facts  brought  out  there,  the 
Committee  refused  to  allow  any  increase  in  the  Company’s  scale  of 
charges.  As  this  was  the  main  object  of  the  measure,  the  Company 
withdrew  the  Bill.  The  report  was  adopted. 


Bubsting  op  a  Resebvoir  at  Valpabaiso. — According  to  a  Reuter’s 
telegram  from  Valparaiso,  dated  the  11th  inst.,  nearly  100  houses  have 
been  laid  in  ruins,  and  several  hundred  persons  drowned,  in  consequence 
of  the  bursting  of  a  large  reservoir,  owing  to  heavy  rains. 


NOTES  FROM  SCOTLAND. 

(FROM  OUR  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  Edinburgh  and  Leith  Gas  Commissioners  have,  I  would  remark, 
exercised  a  very  wise  discretion  indeed  in  the  appointment  of  Mr.  Gibb, 
of  the  Edinburgh  and  Leith  Company’s  office,  to  the  post  of  Treasurer 
to  the  Commissioners,  and  Mr.  Cockburn,  of  the  Edinburgh  Company,  to 
the  post  of  Collector.  Where  capacity  is  admitted,  seniority  should  always 
have  a  prior  claim  ;  and  it  is  gratifying  to  everyone  to  find  the  Commis¬ 
sioners  recognizing  this  principle,  and  giving  these  important  positions 
to  the  gentlemen  to  whom  I  think  everyone  will  admit  they  naturally 
belong.  Both  of  the  gentlemen  are  exceedingly  well  fitted  for  the  posts  to 
which  they  have  been  appointed ;  and  I  can  safely  predict  that,  so  far  as 
their  departments  are  concerned,  the  Commissioners  will  have  little 
trouble  in  carrying  on  their  business. 

Both  the  Edinbui’gh  and  the  Leith  gas  stocks  may  be  regarded  as  having 
reached  high-water  mark,  and  began  to  recede.  The  heavy  distribution 
of  the  Companies’  assets,  which  has  yet  to  take  place,  may  keep  the  stocks 
at  a  high  figure  for  some  time  ;  but  after  that  they  may  be  expected  to  go 
down  to  the  level  at  which  the  investing  public  estimate  the  credit  of  the 
city  of  Edinburgh.  At  present  about  £290  is  paid  for  the  privilege  of 
drawing  £10  a  year,  which  is  clearly  not  a  sufficient  return  for  the  outlay  ; 
but  the  person  who  is  able  to  acquire  a  share  will,  at  the  distribution, 
receive  from  the  Companies  about  £50.  Nearly  the  whole  of  this  sum  may 
be  deducted  from  the  present  price  to  find  the  probable  future  return, 
which  will,  in  all  likelihood,  be  a  little  under  4  per  cent.  During  the  past 
ten  days  the  10  per  cent,  stocks  receded  from  £299  to  £292,  but  rose  again 
to  £296.  The  9i  per  cent,  stock  fell  from  £280  to  £275,  at  which  it  has 
remained  for  more  than  a  week. 

The  Arbroath  Gas  Commissioners,  at  their  meeting  on  Monday,  over¬ 
came,  but  only  by  a  very  narrow  majority,  an  opposition  which  does  not 
rise  in  estimation  the  more  it  is  studied,  and  resolved  to  go  on  with 
the  extension  and  alteration  of  their  works,  as  recommended  by  Mr. 
R.  Mitchell,  of  Edinburgh.  The  opposition  seem  to  belong  to  the 
class — unhappily  too  common  in  public  life — who  build  too  much  upon 
the  notion  that  “  sufficient  unto  the  day  is  the  evil  thereof.”  They 
seem  content  to  go  on  with  the  works  in  their  present  unsatisfactory 
state,  until  events  arise  which  will  require  something  compulsory  to  be 
done,  instead  of  taking  the  wise  course  of  foreseeing  and  providing  for 
eventualities.  The  Perth  Gas  Commissioners  experienced  something  of 
the  same  sort  last  year,  when  some  of  their  number  saw  the  time  fast 
approaching  when  it  would  be  necessary  to  make  provision  for  a  largely 
increased  output  of  gas.  They  succeeded ;  and,  in  the  meantime,  so 
have  their  brother  Commissioners  at  Arbroath,  although,  it  is  true,  one  of 
the  minority  has  threatened  to  re-open  the  question. 

At  the  annual  meeting  of  the  Cullen  Gas  Company  on  Thursday  of 
last  week,  a  circumstance  occurred  which  I  never  recollect  having  seen 
before— the  setting  aside  of  the  Directors’  recommendation,  and  the  pay¬ 
ing  of  a  higher  dividend.  The  Directors  proposed  a  dividend  of  5  per 
cent.;  but  the  shareholders,  taking  the  matter  into  their  own  hands, 
fixed  it  at  7J  per  cent. 

If  the  story  told  by  the  Scottish  Leader  on  Monday  last  has  any  founda¬ 
tion  in  fact,  the  treatment  of  the  inhabitants  of  Dalkeith  by  the  Duke  of 
Buccleuch  has  not  been  by  any  means  magnanimous.  His  Grace’s  policies 
adjoin  the  town  ;  and,  according  to  the  paper  named  above,  for  about  60 
years  it  was  supplied  with  water  from  an  artesian  well  within  his  grounds. 
The  water  was  pumped  up  to  the  town  by  a  water-wheel ;  but  a  fire,  about 
two  years  ago,  destroyed  the  building  in  which  the  pumping  apparatus 
was  situated,  and  it  has  never  been  restored.  The  Duke’s  Chamberlain  is 
accused  of  having  sought  to  place  too  binding  restrictions  on  the  Commis¬ 
sioners  of  Police,  which  could  not  be  accepted;  and  the  result  is  said  to  be 
that  thousands  of  gallons  of  excellent  water  were  allowed  to  run  to  waste  at 
a  time  when  the  inhabitants  “  were  on  short  supply,  or  had  to  pay  a  high 
price  to  the  Edinburgh  authorities  for  what  they  required.”  The  Com¬ 
missioners,  it  is  said,  proceeded  to  bore  for  water  on  ground  belonging  to 
themselves;  and  finding  an  abundant  supply,  were  about  to  utilize  it, 
when  the  Chamberlain  interposed,  and  intimated  that,  as  the  pipes  of  the 
old  supply,  which  passed  through  his  Grace’s  ground,  were  to  be  used, 
interdict  would  be  taken  out  against  the  Commissioners.  The  outcome 
of  all  is  said  to  be  that  the  Commissioners  have  been  put  to  the  expense  of 
laying  a  new  line  of  mains,  and  adopting  a  route  along  the  public  road. 
The  inhabitants  are  now  enjoying  a  most  abundant  supply  of  excellent 
water.  The  last-mentioned  circumstance  is  of  most  importance;  and  if 
the  Duke  was  a  little  stiff  in  his  terms,  he  has  apparently  gained  nothing 
by  being  so. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

At  a  meeting  of  the  Greenock  Corporation  Gas  Committee  held 
yesterday,  there  was  a  difference  of  opinion  as  to  whether  they  should 
recommend  to  the  Police  Board  a  reduction  of  2id.  or  5d.  per  1000  cubic  feet 
off  the  price  of  the  gas  for  the  year  1888-9.  Some  of  the  members  were 
disposed  to  be  more  cautious  than  others ;  their  belief  being  that  2id. 
reduction  would  be  sufficient  in  the  meantime,  and  that  it  would  at  any 
rate  obviate  the  necessity  for  any  increase  being  made  in  the  general 
taxation  of  the  ratepayers  by  the  Police  Board.  On  the  other  hand,  the 
advocates  of  the  greater  reduction  argued  that  year  after  year  the  rate  of 
3a.  9d.  per  1000  feet  has  resulted  in  a  substantial  balance  to  the  good,  which 
has  been  handed  to  the  Board  for  the  purpose  of  reducing  taxation.  At 
this  there  has  of  late  been  a  considerable  amount  of  grumbling,  as  the  gas 
consumers  naturally  object  to  paying  a  portion  of  the  taxes  of  the  non¬ 
consumers.  _  _  . 

Referring  to  the  prospective  reduction  in  the  price  of  gas  both  in 
Greenock  and  Glasgow,  an  Ayr  newspaper  draws  attention  to  the  position 
occupied  by  that  town  in  relation  to  the  price  of  gas  charged  by  the  local 
Gas  Company.  The  writer  does  not  consider  that  his  town  is  worse 
situated,  so  far  as  the  supply  of  coal  goes,  than  either  Glasgow  or  Greenock, 
yet  the  price  there  remains  at  the  same  high  level ;  and  there  is  not,  he 
says,  any  appearance  or  expectation  of  any  reduction.  He  further  remarks : 
“  Nor  is  it  easy  to  see  that  under  the  present  Company  we  shall  ever  be 
much  better ;  and  as  the  community  are  wisely  opposed  to  the  taking  over 
of  the  gas-works,  we  suppose  we  shall  have  to  carry  the  old  man  of  the 
sea  on  our  backs  until  electricity  takes  the  place  of  gas  lighting.’  If  I 
mistake  not,  the  price  of  gas  in  Ayr  is  43.  7d.  per  1000  cubic  feet,  which 
must  certainly  be  regarded  as  a  somewhat  abnormally  high  rate. 

At  the  last  meeting  of  the  Airdrie  Town  Council,  the  Convener  of  the 
Fire  and  Lighting  Committee  (Mr.  Rankin)  suggested  that  the  street 
lamps  of  the  burgh  should  be  lighted  continuously  for  the  usual  lighting 
period  of  eight  months  of  the  year,  including  moonlight  nights,  at  the  same 
rate  as  7s.  for  six  months’  lighting,  after  deducting  sixty  days  from  the 
eight  months  for  supposed  moonlight  nights ;  the  total  extra  cost  being 
estimated  at  only  about  £32  lbs.  If  the  Council  would  agree  to  his  sugges¬ 
tion,  he  anticipated  that  the  Gas  Company  would  light  the  lamps  at  9s.  4d. 
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each  all  the  year  round,  in  place  of  7s.  tor  eight  months;  the  total  extra 
cost  being  only  i:32  15s.  The  Provost  remarked  that  there  was  no  doubt 
that  they  sorely  needed  light  on  some  of  the  moonlight  nights.  Mr.  Adam 
was  also  of  opinion  that  the  lamps  should  be  lighted  all  the  year  round,  as 
in  the  neighbouring  burgh  of  Coatbridge.  The  suggestion  was  unani¬ 
mously  approved ;  and  it  was  remitted  to  the  Fire  and  Lighting  Com¬ 
mittee  to  make  the  necessary  arrangements  with  the  Gas  Company. 

At  the  meeting  of  the  Mid  and  East  Calder  Gas  Company  yesterday 
week,  Mr.  S.  Hislop  was  unanimously  appointed  Secretary,  in  room  ol  nis 
late  father,  who  had  faithfully  discharged  the  duties  of  this  post  ever  since 
the  Company’s  formation.  The  meeting  agreed  to  record  in  the  minutes 
an  expression  of  the  great  loss  sustained  in  the  death  of  a  gentleman 
who  had  been  one  of  the  originators  of  the  Company,  and  had  always 
taken  a  lively  interest  in  its  affairs.  ,  .  m  ^  -n  (-n.,;.. 

It  is  confidently  expected  that  the  Greenock  Water  Trust  will,  at  their 
next  meeting,  agree  to  reduce  the  domestic  water-rate  from  iUJd.  to  Jd. 
per  pound  of  rental ;  being  the  amount  by  which  it  was  increased  a  year 
ago,  when  the  financial  condition  of  the  town  looked  much  more  satisfac¬ 
tory  than  it  is  now.  . 

The  Gourock  Burgh  Commissioners  have  recently  agreed  upon  carrying 
out  an  important  scheme  for  the  extension  of  the  water  supply  of  the  town, 
which,  it  is  said,  will  render  it  capable  of  meeting  the  wants  of  a  popula¬ 
tion  of  25,000.  The  water  is  to  be  brought  from  Loch  Thom,  which  is 
part  of  the  Greenock  supply  works.  It  is  very  pure,  and  can  be  supplied 
to  houses  on  a  much  higher  level  than  any  that  have  yet  been  built,  ihe 
Commissioners  have  agreed  to  borrow  ^2500  to  pay  for  the  works  rendered 
necessary  by  going  to  a  fresh  source  of  supply.  When  the  Gourock  Exten¬ 
sion  Bailway  is  opened  for  passenger  traffic,  the  new  demands  will  probably 
exhaust  all  the  present  power  of  supply  ;  and  m  the  course  of  about  ten 
years,  it  is  thought  that,  with  ordinary  prudence  in  the  management  of 
the  water-works,  the  assessment  for  water  purposes  may  be  reduced  to 
2d.  per  pound  of  rental.  , 

Up  till  yesterday  the  week’s  pig  iron  warrant  market  was  strong,  and 
prices  went  up  at  a  somewhat  bounding  rate.  On  Wednesday  and  Thurs¬ 
day  Scotch  iron  touched  40s.  cash  per  ton ;  being  an  advance  of  7d.  from 
the  price  yesterday  week.  ,  „  „ 

Matters  continue  favourable  in  the  local  coal  trade.  Sellers  are  now 
able  to  get  orders  more  freely  at  the  advancing  quotations  in  some  cases 
Id.  and  2L  per  ton  higher  for  shipping  sorts.  It  is  just  possible  that  the 
wages  question  will  soon  show  itself  both  in  Lanarkshire  and  in  Ayrshire. 

CUBEENT  SALES  OF  GAS  PEODUCTS. 

Liverpool,  Aitgr.  18. 

Sulphate  of  Ammonia— market  has  continued  dull  during  the 
whole  of  this  week  ;  nevertheless  the  possibilities  of  an  improvement  still 
exist.  Buyers  are  more  or  less  on  the  alert ;  and  it  does  not  follow  that 
they  can  by  their  cautious  movements  always  control  the  market,  even  by 
a  concerted  action,  which  is  not  the  case  at  present,  nor  likely  to  be.  The 
principal  enquiry,  however,  is  for  the  end  of  the  present  and  the 
beginning  of  next  year  \  and  it  is,  to  say  the  least,  a  favourable  symptom 
that  the,  limits  are  based  on  to-day’s  values.  But  these  producers  do  imt 
think  of  accepting  ;  preferring  to  take  their  chance  about  the  future  the 
tendency  of  the  nitrate  market  buoying  them  in  their  hopes  of  better  prices 
by-and-by.  In  consequence  of  the  present  position,  the  transactions  are 
very  small ;  and  the  unseasonable  weather  contributes  no  little  to  the 
present  inaction.  To-day’s  quotations  are  £L1  7s.  (id.,  Hull  and  Liverpool ; 

and  iill  6s.  3d., Leith.  _  .  -o 

London,  Aug.  18 

Tar  Products.— The  feature  of  the  week  has  been  an  active  demand  for 
anthracene,  which,  owing  to  its  scarcity,  is  difficult  to  procure  even  at 
advanced  prices.  Other  products  are  fiat.  Stocks  are  low  ;  and  distillers 
are  therefore  not  afiected  by  the  operations  of  dealers.  Prices  may 
be  taken  as  follows :  Tar,  17s.  fid.  to  21s.  per  ton.  Benzol,  90  per 
cent.,  2s.  lOd.  per  gallon  ;  50  per  cent.,  2s.  44d.  per  gallon.  Toluol, 
Is.  8d.  per  gallon.  Solvent  naphtha.  Is.  2d.  per  gallon.  Crude  naphtha, 
30'  per  cent..  Is.  per  gallon.  Light  oil,  SJd.  per  gallon.  Creosote,  IJd.  per 
gallon.  Pitch,  12s.  to  13a.  fid.  per  ton.  Carbolic  acid  (crude),  3a.  4d.  per 
gallon.  Cresylic  acid,  9d.  per  gallon.  Tar  salts,  15s.  per  ton.  Anthracene, 
30  per  cent.,  “  A  ”  quality.  Is.  fid.  per  unit ;  “  B  ”  quality.  Is.  3d. 

Ammonia  Proffitcfs.— Sulphate  is  distinctly  dull;  and  notwithstanding 
that  considerable  shipments  have  been  made  during  the  week,  new  orders 
are  undoubtedly  scarce,  although  prices  quoted  do  not  show  a  fall  on  last 
week.  Prices:  Sulphate  of  ammonia,  ^11  5s.  to  Til  7s.  fid.  per  ton, 
less  discount.  Gas  liquor  (5°  Twaddel),  8s.  per  ton,  with  a  rise  or  fall 
of  Is.  fid.  per  degree.  Liquor  ammonia,  IJd.  per  lb.  Carbonate  of  ammonia, 
3Jd.  per  lb.  Muriate  of  ammonia,  brown,  T18  per  ton;  white,  T27.  Sal 
ammoniac,  T30  per  ton. 

[From  the  Chemical  Trade  Journal,  Aug.  18.] 

Sulphate  of  Ammonia.— This  market  still  continues  dull  for  prompt 
delivery ;  but  as  there  is  so  little  offering,  prices  have  not  seriously 
receded— Til  7s.  fid.  being  the  figure  offered  by  speculators  by  whom  all 
the  present  business  is  being  done.  Although  the  price  f.o.b.  Leith  has 
followed  the  slight  decline,  at  other  ports  there  has  been  a  fair  business 
doing,  and  the  shipments  have  been  well  maintained.  Beckton  quotes 
at  Til  12s.  fid. ;  while  business  has  been  done  in  London  outside  makes 
at  Til  13s.  9d.  Hull  value  is  Til  7s.  fid. ;  and  Leith  and  Liverpool  may 
be  fairly  stated  to  be  Til  53.  The  Sulphate  of  Ammonia  Asaocia,tion  is 
doing  good  work  in  disseminating  information  relating  to  the  price  and 
shipments  from  the  various  ports;  and  we  understand  the  Council  is  busy 
preparing  a  new  edition  of  the  “  Handbook  ”  on  the  employment  of  sul¬ 
phate  for  the  use  of  farmers,  agriculturists,  and  market-gardeners. 

Tar  ProdMcfs.— Benzoles  still  retain  their  old  price ;  and  2s.  4d.  for 
50/90’s  has,  we  understand,  been  paid  during  the  past  few  days.  As  for 
OO’s  the  price  remains  unchanged  ;  and  2s.  8d.  is  mentioned  as  its  extreme 
value.  There  is  a  good  demand  for  solvent  naphtha  at  old  rates. 
Creosote  is  moving  ofl  well ;  and  the  better  quality,  known  as  Lucigeu  oil, 
is  being  largely  shipped  to  the  Spanish  mines.  Crude  carbolic  is  easier  ; 
and  we  have  heard  of  as  little  as  7d.  per  gallon  being  accepted  for  crude 
disinfecting  cresylic.  Anthracene  is  very  firm.  Sales  have  been  made  of 
“  B  ”  quality,  at  Is.  2d. ;  while  Is.  fid.  is  being  asked  for  “  A.”  Pitch  may 
be  quoted  at  13s.  to  13s.  fid.  at  port  of  shipment.  Distillers  seem  holding 
for  an  advance,  as  inquiry  for  parcels  generally  leads  to  the  reply  that 
they  have  none  to  sell. 

Extension  of  the  Brentwood  Gas-Works. — Owing  to  a  contract  having 
been  entered  into  by  the  Brentwood  Gas  Company  to  supply  a  large  addi¬ 
tional  quantity  of  gas  to  the  new  County  Asylum,  as  well  as  to  the  increase 
of  their  business  generally,  the  Directors  are  about  to  considerably  enlarge 
their  works,  in  order  to  meet  the  requirements  of  this  extra  consumption. 
The  new  works  have  been  designed  and  will  be  carried  out  under  the 
direction  of  Mr.  Jabez  Church,  M.  Inst.  C.E.,  of  Westminster.  It  may  be 
mentioned,  as  an  indication  of  increased  business  in  gas  and  water  supply 
in  Essex,  that  at  the  present  time  Mr.  Church  is  engaged  in  enlarging, 
reconstructing,  or  altering  no  fewer  than  six  gas  and  water  works  in  the 
county. 


Brighton  and  Hove  General  Gas  Company.— The  half-yearly  meeting 
of  this  Company  is  to  be  held  on  the  7th  prox.,  when  the  Directors  will 
submit  their  usual  report  on  the  working  of  the  undertaking.  They  state 
that  it  is  their  intention  to  reduce  the  price  of  gas  2d.  per  1000  cubic 
feet  on  and  after  Jan.  1, 1889.  They  announce,  with  much  regret,  the 
death,  on  July  27  last,  of  Mr.  J.  O.  N.  Butter,  who  was  for  nearly  50  years 
the  highly-esteemed  Engineer  and  General  Manager  of  the  Brighton  Gas 
Company,  whose  honourable  and  useful  career  has  ended  at  an  advanced 
age.  The  following  dividends  are  recommended  : — At  the  rate  of  lOJ  per 
cent,  per  annum  on  the  original  shares  ;  7J  per  cent,  per  annum  on  the 
“A"  shares;  and  6  per  cent,  per  annum  on  the  “  B  ”  preference  shares. 
The  amount  available  for  these  dividends  is  T32,142  18s.  4d. 

W^eymouth  Consumers’  Gas  Company. — The  half-yearly  general  meeting 
of  this  Company  was  held  last  Thursday,  under  the  presidency  of  Mr 
E.  Damon.  The  Directors  in  their  report  recommended  the  declaration  of 
dividends  at  the  rates  of  10  and  7  per  cent,  per  annum  on  the  two  classes 
of  stock.  The  Chairman,  in  moving  the  adoption  of  the  report,  said 
that,  notwithstanding  the  reduction  in  price,  there  had  only  been  a  very 
small  increase  in  the  quantity  of  gas  supplied  in  the  six  months  ending 
in  June  last,  as  compared  with  the  corresponding  period  of  1887.  He 
quoted  from  a  memorandum  prepared  by  the  Secretary  and  Manager 
(Mr  Janiss  Lows))  to  tli6  effect  tti&it  tliere  been  8,1  ffecresise  in  tiie  fjSiS- 
rental  to  the  extent  of  T322 ;  tar  had  slightly  increased  in  price,  and  T37 
more  had  been  received  for  it ;  and  the  returns  for  sulphate  had  been 
better,  to  a  similar  amount.  The  report  was  adopted.  Thanks  were 
accorded  to  the  Chairman  and  Directors,  as  well  as  to  Mr.  Lowe,  who 
was  congratulated  on  his  restoration  to  health. 

Cork  Gas  Consumers’  Company.— The  annual  meeting  of  this  Company 
was  held  last  Tuesday— Mr.  T.  Mahoney  presiding.  The  Directors 
report  recoinniendiiig  a  dividend,  at  the  rate  of  8  per  cent.^  was  alluded  to 
in  the'joURNAL  last  week.  In  proposing  the  adoption  of  the  report,  the 
Chairman  pointed  out  the  increase  in  the  freights,  and  said  there  would 
probably  be  a  still  greater  increase.  This,  he  remarked,  was  a  good  sign 
of  the  revival  of  trade.  He  next  referred  to  the  question  of  electric 
lighting,  which  he  said  had  been  frequently  discussed  by^  the  Directors. 
While  admitting  that  in  London  there  might  be  an  opening  for  electric 
lighting,  elsewhere  it  could  not  compete  with  gas  on  account  of  the  cost 
of  production.  Mr.  Denny  Lane,  their  Secretary,  had  told  them,  at  the 
height  of  the  Edison  fever,  that  he  never  met  an  electric  invention  of 
Edison’s  that  he  had  not  been  familiar  with  for  years.  This  view 
had  been  confirmed  by  others.  The  Chairman  warned  the  shareholders 
not  to  part  with  their  shares  under  any  apprehension  of  the  introduction 
of  electric  light.  The  report  and  statement  of  accounts  were  adopted. 

GAS  AND  WATEB  COMPANIES’  STOCK  AND  SHABE  LIST. 
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590,000 
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2  Apr.  1 
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10 
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300,000 
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200,000 
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1  May 
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14  Mar. 
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51 
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9 
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GAS  COMPANIES. 

Alliance  &  Dublin  10  p.  c. 

Do.  7  p.  c.  . 

Australian  (Sydney)  5  “/□  Deb. 

Bahia,  Limited . 

Bombay,  Limited  .... 

Do.  New . 

Brentford  Consolidated  .  . 

Do.  New . 

Brighton  &  Hove,  Original  . 

British . 

Bromley,  Ordinary  10  p.  c.  . 

Do.  7  p.  c.  . 

Buenos  Ayres  (New)  Limited 
Do.  6  p.  c.  Deb.  . 
Cagliari,  Limited  .... 
Commercial,  Old  Stock  . 

Do.  New  do. . 

Do.  44  p.  c.  Deb.  do. 

Continental  Union,  Limited 
Do.  New ’69  & ’72 

Do.  7p.  0.  Pref.. 

Crystal  Palace  District  .  . 

European,  Limited 

Do.  New.  .  . 

Do.  do.  .  .  . 

Gaslight  &  Coke,  A,  Ordinary 
Do.  B,  4  p.  0.  max. 
Do.  C,D,&E,  lOp^c.Pf. 


Do 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


P,  5  p.  0.  Prf. 

G,  74  p.  0.  do. 

H,  7  p.  c.  max 
J,  10  p.  c.  Prf.  , 
4  p.  c.  Deb.  Stk. 
44  p.  c.  do. 

6  p.  c.  do. 
Imperial  Continental  . 

Malta  &  Mediterranean,  Ltd 
Met.of  Melbourne,5  p.c.  Deb. 
Monte  Video,  Limited  .  . 

Oriental,  Limited  .... 
Ottoman,  Limited  .... 
People’s  Gas  of  Chicago — 
1st  Mtg.  Bds.  .  .  . 

2nd  Do.  .  .  . 

San  Paulo,  Limited  .  .  . 

South  Metropolitan,  A  Stock 
Do.  B  do. 

Do.  C  do. 

Do.  5  p.  c.  Deb.  Stk 
Tottenham  &  Edm’ntn,  Orig. 


10 

10 

100 

20 

5 

4 

100 

100 

20 

20 

10 

10 

10 
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20 
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20 

14 

20 
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10 

74 
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100 
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100 

100 

100 

100 

100 

5 

100 

20 

5 

5 

100 

100 

10 

100 

100 

100 

100 

5 


£  s.  d. 


WATER  COMPANIES. 

Chelsea,  Ordinary  .  .  .  . 

East  London,  Ordinary  .  . 

Grand  Junction . 

Kent . 

Lambeth,  10  p.  0.  max.  .  . 

Do.  74  p.  c.  max.  .  . 

Do.  4  p.  c.  Deb.  Stk.  . 
New  River,  New  Shares  .  . 

Do.  4  p.  c.  Deb.  Stk.  . 
S’thwk  &  V’xhall.lOp.c.max, 
Do.  74  p.  c.  do. 

West  Middlesex  .  .  .  . 


18—19 
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110—112 

23—25 

7—74 

5—54 
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134- 114 
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6— 7 
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244—249 
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8 
0 
0 
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3  9 
3  10 
3  16 
3  8 
3  13 
3  6 
3 
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I  Next  dividend  will  be  at  this  rate. 
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THE  QUAIilTY  OF  THE  LONDON  GAS  SUPPLY 
During  the  Four  Weeks  ended  Aug.  14. 


[From  returns  to  the  Metropolitan  Board  of  Works  by  Mr.  W.  J.  Dibdin,  F.I.C.,  F.C.S.] 


Illuminating  Power. 

(In  Standard  Sperm  Candles.) 

Sulphur. 

(Grains  in  100  Cubic  Feet  of  Gas.) 

(Grains 

Ammonia. 

in  loo  Cubic  Feet  of  Gas.) 

Companies — Districts. 

Maxi- 

Mini- 

Means. 

Means. 

Maxi¬ 

mum. 

Mini¬ 

mum. 

Means. 

mum. 

mum. 

July 

24 

July 

31 

Aug. 

7 

Aug. 

14 

mum. 

mum. 

July 

24 

July 

81 

Aug. 

7 

Aug. 

14 

J  uly 
24 

July 

31 

Aug. 

7 

Aug. 

14 

The  Gaslight  and  Coke  Company — 

Notting  Hill . 

19-1 

17 

7 

18-7 

18-5 

17-7 

« 

11  •! 

8-2 

9'3 

10-5 

9-8 

* 

0 

3 

0 

0 

0-0 

0-0 

0 

0 

» 

Camden  Town . 

16-8 

15 

5 

16-2 

16-3 

16-4 

16-0 

12-2 

8-2 

11-1 

9-9 

9-0 

10-0 

0 

4 

0 

2 

0-3 

0-3 

0 

3 

0-3 

Dalston . 

17-1 

16 

5 

16-8 

16-7 

16-6 

16-9 

13-8 

10-5 

12-8 

12-8 

12-2 

12-3 

0 

4 

0 

0 

0-3 

0-3 

0 

2 

00 

Bow . 

17-3 

16 

4 

17-0 

16-7 

16-6 

16-8 

10-7 

5-0 

6-8 

6-1 

6-2 

7-8 

1 

1 

0 

3 

0-9 

0-8 

0 

4 

0-4 

Chelsea  (Fulham) . 

170 

16 

5 

16-6 

16-6 

16-9 

16-8 

13-7 

10-2 

13-4 

12-4 

11-5 

11-8 

0 

4 

0 

0 

0-0 

01 

0 

0 

0-1 

Do.  (Nine  Elms) . 

16-9 

16 

3 

16-8 

Ib’b 

16-4 

16-5 

12-6 

8-6 

120 

9-3 

9-1 

9-7 

0 

4 

0 

0 

0-1 

0-2 

0 

3 

O'l 

Kingsland  Koad . 

17-7 

16 

6 

170 

17-1 

16-8 

17-3 

13-9 

5-6 

12-2 

10-4 

11-1 

11-4 

0 

4 

0 

0 

0-1 

0-1 

0 

2 

01 

Charing  Cross  (48-inch  main)  .  .  . 

16-8 

15 

6 

16-6 

16-5 

16-3 

16-0 

10-0 

5-6 

9-5 

8-3 

lO'O 

6-1 

0 

8 

0 

2 

0-8 

0-7 

0 

7 

0-4 

Do.  (district  main)  .  .  . 

16-7 

15 

7 

16-5 

16-3 

15'9 

16-3 

10-7 

8-0 

10-1 

9-5 

10-0 

8-1 

0 

9 

0 

2 

0-5 

0-7 

0 

3 

0-4 

St.  John’s  Wood . 

17-6 

16 

1 

16-5 

16-9 

16-5 

16-6 

11-8 

9-4 

10-9 

10-6 

10-0 

10-1 

0 

8 

0 

4 

0-6 

0-7 

0 

6 

0-7 

Lambeth  Bead . 

16-7 

16 

0 

16-2 

16-4 

16-5 

16-4 

11-8 

7-8 

9-8 

101 

9-1 

10-0 

0 

4 

0 

2 

0-3 

0-3 

0 

3 

0-3 

Upper  Holloway . 

16-4 

15 

9 

— 

— 

16-0 

16-2 

12-1 

10-1 

— 

— 

— 

10-8 

0 

8 

0 

2 

0-6 

Westminster  (cannel  gas) . 

21-8 

20 

8 

21-0 

21-1 

20-9 

21-3 

12-2 

9-2 

10-5 

10-5 

10-3 

9-9 

0 

3 

0 

0 

0-0 

0-2 

0 

1 

0-2 

South  Metropolitan  Gas  Company — 

Beckham  . 

17-4 

16 

1 

16-6 

16-7 

16-4 

16-7 

10-0 

7-2 

8-5 

9-0 

9'1 

9-4 

0 

4 

0 

0 

0-1 

0-0 

0 

0 

00 

Tooley  Street . 

17-0 

16 

1 

16-4 

16-6 

16-4 

16-7 

15-0 

10-7 

12-4 

12-2 

11-6 

12-7 

0 

2 

0 

0 

0-1 

0-0 

0 

0 

0-0 

Clapham . 

16-7 

16 

0 

16-3 

16'4 

16-4 

16-4 

13-5 

9-8 

11-8 

10-7 

11-2 

12-1 

0 

0 

0 

0 

0-0 

O'O 

0 

0 

0-0 

Lewisliam . 

16-7 

16 

0 

16-5 

16-4 

16-3 

16-5 

10-8 

8-0 

10-2 

9-4 

9-7 

8-6 

0 

4 

0 

0 

0-0 

0-1 

0 

0 

0-0 

Blackfriars  Bead . 

171 

16 

0 

16-6 

16-6 

16-2 

16-2 

16-4 

9-2 

11-4 

14-1 

11-9 

14-1 

0 

4 

0 

1 

0-3 

0-3 

0 

3 

0-2 

Commercial  Gas  Company — 

Old  Ford . 

17-5 

16 

4 

17-1 

16-9 

16-7 

16-8 

10-2 

6-4 

7-5 

7-7 

8-1 

8-8 

0 

2 

0 

0 

01 

0-1 

0 

1 

0-1 

St.  George’s-in-the-East . 

17-2 

15 

7 

16-5 

16-8 

16-5 

16-9 

13-5 

6-5 

10-8 

7-2 

8-6 

9-4 

0 

6 

0 

4 

0-5 

0-5 

0 

5 

0-5 

*  Station  closed  during  alterations. 

Sulphuretted  Hydrogen. — None  on  any  occasion.  Pressure. — In  excess  on  all  occasions. 

Note. — The  standard  illuminating  power  for  common  gas  in  the  Metropolis  is  16  sperm  caudles,  and  for  cannel  gas  20  sperm  candles.  Sulphur 
not  to  exceed  17  grains  in  100  cubic  feet  of  gas  ;  ammonia  not  to  exceed  4  grains  in  100  cubic  feet  of  gas.  Pressure  between  sunset 
and  midnight  to  be  equal  to  a  column  of  1  inch  of  water;  between  midnight  and  sunset,  6-lOths  of  an  inch. 


GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 


PLEASE  ADDRESS  IN  FULL— 


HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WDRKS,  VIGTDRIA  EMBANKMENT, 


TELEPHONE  No.  2698. 


Address  foe  TELEGRAMS: 

“  6WYNNEGRAM  LONDON." 


LDNDDN,  W.G.,  ENGLAND. 


Thirty-three  Medals  at 
ail  the  Great  International 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  Exhausters.cSo. 

Only  Medal  at  the  Liver¬ 
pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 

duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 
passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  pee  Minute. 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin¬ 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 

GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS 

&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hour 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Woeks,  SHEFFIELD. 


OXIDE  OF  IRON. 

The  Gas  Purification  and  Chemical 

Company,  Limited, advise  theirfriends  that  theii 
only representativesf  or  the  Saleof  Oxide  are  Mr.  Andrew 
Stephenson  and  such  Sub-Agents  as  may  be  accredited 
from  the  Head  Office.  They  furtberstatetbatthe  royal¬ 
ties  possessed  by  them  extend  over  an  area  of  more 
than  350,000  acres,  and  are  held  for  a  longterm  of  years. 
They  employ  their  own  overseers  and  labourers,  and 
there  are  no  intermediate  profits  between  them  and 
the  consumer. 

Address  161  to  163,  Palmerston  Buildings,  Old  Broad 
Street,  London, E.O. 

John  Wm.  O’Neill, 

Managing  Director. 


Andrew  stephenson.  Agent  for 

the  Gas  PnEiricATioN  and  Chemical  Company, 
Limited,  158,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 


IIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 


FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Laweie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “ Eiewal,  London.” 


Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address:  “PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
'Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

See  Advertisement  on  Page  III.  of  the  Wrapper  of 
last  week’s  issue. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street,  London,  E.C. 


TUBES. 

For  Gas, steam,  and  Water;  Galvanized 

White  Enamelled,  and  Hydraulic  Tubes  and  Coils 
John  Spencer,  Globe  Tube  Works,  Wednesbuby 
and  14,  Great  St.  Thomas  Apostle,  London. _ _ 


SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS,  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. _ _ 


CANNEL  COAL,  &o. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOTTISH  CANNEL8;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Edinburoh,  I  a 
No.  64,  Bernard  Street,  Leith,  (  ° 


w. 


C.  HOLMES  &  Co.,  Huddersfield, 

AND  80,  Cannon  Street,  London, 


Contractors  for  Gas-Works  complete,  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c.,  Improved  Valves,  Engines,  and  Exhausters. 
Also  for  Collingwood’s  Regenerative  Retort-Settings. 

***  See  Advertisement  p.  354  of  this  week’s  issue. 
Cablegrams  :  “  Ignitor  London.  ”  Telegrams:  “  Holmes 
Huddersfield.” 


SULPHURIC  ACID. 

Hugh  Wallace  &  co.,  Chemical 

Manufacturers  (the  old-established  firm),  supply 
the  above,  which  is  specially  adapted  for  making  White 
Sulphate  of  Ammonia.  The  latter  purchased  in  any 
quantities  at  highest  market  prices,  or  contracts  for 
the  year. 

For  price  and  terms  apply  Botolph  House,  Eastcheap, 
London,  E.C. 
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TITLE  AND  INDEX  TO  VOL.  LI. 


TO  ADVERTISERS. 


In  consequence  of  several  inquiries  as  to  the  above,  we  call 
Gur  readers’  attention  to  the  paragraph  which  appeared  in^  our 
issue  for  the  24th  ult.,  (p.  157),  and  remind  them  that  a  Title- 
page  and  Index  to  Vol.  LI.  of  the  JOURNAL-January  to  June, 
1888— have  been  prepared,  and  will  be  forjvarded  by  the  Pub¬ 
lisher  post  free  on  receipt  of  a  post-card. 


ADVERTISEMENTS  for  the  next  number  of  the  JOURNAL 
must  be  received  by  Monday,  12  o’clock  noon,  to  ensure 
insertion;  but  as  the  Advertisement  sheet  of  the  Jodrnai.  is  sent  to 
Press  the  first  thing  on  Monday  Morning,  Advertisers  will  please  bear  in 

mind  that  Orders  for  Alterations  in  or  Stoppages  of  PERMANENT 
Advertisements  should  be  received  Not  Later  than  Two  o’clock 
on  SATURDAYS. 

“GASKING  LONDON.” 


Telegraphic  Address: 


TUESDAY,  AUGUST  Z8,  1888. 


THE  JOURNAL  OF  GAS  LIGHTING, 

WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


THE  LOCAL  GOVERNMENT  ACT. 

We  have  so  often  referred  to  the  progress  through  the  House 
of  Commons  of  the  Local  Government  (England  and  Wales) 
Bill,  that  now  the  measure  has  passed  it  is  right  [that  _we 
should  devote  some  attention  to  this  great  piece  of  legislation 
as  a  whole,  with  special  reference  to  those  portions  of  it 
which  particularly  affect  the  interest  with  which  the  J ournal 
is  most  closely  identified.  We  begin,  therefore,  by  recom¬ 
mending  every  one  of  our  readers  resident  in  those  parts  of 
the  kingdom  affected  by  the  measure  to  procure  a  copy  of  the 
Act,  and  to  study  it  carefully,  with  a  view  to  understanding 


the  magnitude  of  the  change  that  is  to  come  over  the  internal 
administrative  organization  of  the  country  as  from  the 
beginning  of  next  year.  This  is  not  precisely_  a  holiday 
task  ;  but  the  trouble  will  be  well  repaid.  Parliament  has 
done  nothing  hke  this  for  very  many  sessions.  ^  It  is  a  solid, 
serious  piece  of  constructive  legislation,  with  only  the 
slightest  bearing  upon  party  polities,  and  with  nothing  in  it 
to  form  an  election  cry,  or  to  catch  votes  by  pandering  to 
unwholesome  party  appetites.  Whether  it  will  work  well 
or  ill  cannot,  of  course,  now  be  known.  It  is  quite  pos¬ 
sible  that,  as  soon  as  it  is  put  into  operation,  flaws  of 
drafting  or  definition  may  be  detected  of  more  importance 
than  much  that  has  aroused  the  fiercest  controversy  in  the 
House  ;  but  it  is  idle  to  waste  time  in  anticipations  of  such 
evils,  which  will  be  vexatious  enough  when  they  come. 
Lawyers  will  soon  rush  to  the  front  with  books  explanatory 
of  the  Act ;  but  it  will  be  best  to  study  the  measure  itselfi 
Although  it  forms,  as  published,  a  substantial  bulk  of  printed 
matter,  it  is  not  more  voluminous  than  many  a  Corporation 
Act,  and  does  not  look  so  portentous  as  did  the  Orders  con¬ 
taining  the  multitudinous  amendments  proposed  while  it  was 
in  Committee.  It  is  divided  into  six  parts,  containing  alto¬ 
gether  126  clauses,  and  three  schedules.  The  first  part  con¬ 
stitutes  the  County  Councils,  the  establishment  of  which  is 
the  great  feature  of  the  Act.  These  Councils  will  consist 
of  the  Chairman,  Aldermen,  and  Councillors  ;  and  to  thein 
will  be  entrusted  the  administrative  and  financial  business  of 
their  county,  as  defined  by  the  terms  of  the  A-cL  precisely 
as  in  the  case  of  a  borough  divided  into  wards.  The  county 
councillors  are  to  be  elected,  one  only  for  each  electoral 
division,  for  three  years,  and  will  consequently  all  retire 
together.  The  Chairman  is  to  hold  office  for  one  year  during 
which  time  he  will  be  a  Justice  of  the  Peace. 
composition  of  the  last  new  popular  governing  body,  the 
constitution  of  which  it  is  to  be  supposed  is  the  fruit  ot 
experience  gained  in  comiection  with  all  other  elective  local 

authorities.  .  ,  ,,  ,  j-  i 

Gas  companies  will  be  in  touch  with  these  new  bodies  at  a 
number  of  points.  First,  and  of  great  importance,  is  the 
matter  of  assessment.  It  is  to  be  hoped  that  this  part  of  the 
work  of  the  County  Councils  wiU  be  done  properly.  The 
execution  of  the  Acts  relating  to  weights  and  measures, 
including  gas-meters,  will  be  part  of  the  duties  devolving 
upon  the  County  Councils,  as  will  the  registration  of  rules  of 
scientific  societies.  All  main  roads  will  also  be  placed  under 
their  control ;  so  that  gas  undertakings  will  be  delivered  from 
the  multiplicity  of  highway  authorities  by  which  they  are  occa¬ 
sionally  plagued.  But  every  authority  having  power  to  light 
the  roads  in  their  district  will  have  the  same  power  and  duty 
to  light  any  main  road  in  their  own  area.  The  Rivers 
Pollution  Prevention  Act,  1876,  will  also  be  administered  by 
the  County  Councils ;  so  that  a  necessary  piece  of  sanitation 
that  has  hitherto  suffered  from  being  nobody’s  business  will 
at  last  come  into  hands  strong  enough  to  carry  its  provisions 
into  effect,  and  manufacturers  will  be  treated^  with  greater 
uniformity  thanhitherto.  An  important  proviso  is  that  County 
Councils  are  to  have  power  to  oppose  Bills  in  Parliament, 
and  are  relieved  from  the  obligation  to  obtain  the  consent  of 
owners  and  occupiers  for  this  purpose  ;  biR  they  will  not 
be  able  in  like  manner  to  promote  Bills.  Boroughs  named 
in  the  schedule  which  on  June  1  last  had  a  population  of  not 
less  than  50,000,  or  were  counties  in  themselves,  are  to 
enioy  the  position  and  privileges  of  being  separate  counties 
named  ••  County  Boroughs  ”  in  the  Act.  On  the  other  hand, 
the  local  authorities  in  boroughs  of  less  than  10,000  inhabi¬ 
tants  are  to  be  merged  in  the  new  governing  authorities  for 
the  counties  in  which  they  are  situated  A  writer  in  T/i. 
Times  hails  this  extinction  of  the  small  borough  authorities 
as  a  blessing,  for  the  reason,  among  others,  that  these  places 
are  often  hotbeds  of  corruption  and  jobbery.  This  is  a 
severe,  and,  as  it  appears  to  us,  an  uncalled-for  commentary 
upon  bodies  which,  on  the  whole,  have  done  fairly  well ,  and 
especially,  in  respect  of  jobbery,  the  size  of  boroughs  is  not 
always  a  protection  to  the  ratepayers.  ,  ,  ,  .i  » 

The  most  striking  of  all  the  changes  wrought  by  the  Act 
is  in  connection  with  the  government  of  London.  After  all 
the  fruitless  talk  about  the  reform  of  the  municipal  arrange¬ 
ments  of  the  Metropolis,  it  is  very  remarkable  that,  almost 
as  an  incident  of  this  large  measure,  London  is  to  be  endowed 
with  more  administrative  autonomy  than  it  has  ever  enjoyed 
before.  The  County  of  London  will  be  constituted  of  the 
huge  “  province  covered  with  houses  ”  now  known  as  form¬ 
ing  parts  of  Middlesex,  Surrey,  and  Kent  ;  with  : 

Sheriff,  Court  of  Quarter  Sessions,  and  Commission  of 


own 

the 
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Peace,  and  all  the  unity  of  administration  that  this  separation 
implies.  The  number  of  county  councillors  for  London  will 
be  just  double  the  number  of  members  ofParliament  authorized 
for  the  different  boroughs  of  the  Metropolitan  area ;  with 
one-sixth  of  the  number  of  county  aldermen.  All  the  powers, 
duties,  and  liabilities  of  the  Metropolitan  Board  of  Works— 
but  not,  it  is  to  be  hoped,  the  bad  name  of  this  body — are  to 
be  transferred  to  the  new  authority,  who  are  declared  the 
lawful  successors  of  the  old  organization.  Thus  the  County 
Council  for  London  will  start  fully  equipped  with  a  heavy 
load  of  work  and  responsibility.  A  noteworthy  point  in  the 
new  order  of  things  is  the  absence  of  any  provision  for  the 
payment  of  the  Chairman  of  the  Council.  The  present 
Chairman  of  the  Metropolitan  Board  of  Works  has  £2000 
a  year  for  his  trouble  ;  but  his  successor  will  have  more  to 
do  for  nothing,  although  he  may  have  a  paid  deputy.  With 
regard  to  roads  in  the  County  of  London,  these  may 
remain  under  the  care  of  the  Vestries,  actiirg  as  Dis- 
Met  Councils  under  the  Act.  The  new  Court  of  Quarter 
Sessions  for  London  may  have  a  Stipendiary  Chair¬ 
man,  or  Deputy-Chairman,  who  will  be  empowered  to  sit 
alone.  There  is  riothing  authorizing  the  London  County 
Council  to  meddle  in  any  way  with  the  supply  of  gas,  except 
to  test  it ;  and  the  powers  of  the  Board  of  Trade  in  con¬ 
nection  with  the  Gas  and  Water  Works  Facilities  Act  are 
not  specifically  transferred  to  the  new  authorities.  It  is  well 
understood,  however,  that  this  may  come  in  time,  when  the 
new  machinery  has  got  into  proper  working  order.  There 
is  a  provision  in  the  Act  whereby  a  Secretary  of  State  may 
transfer  at  any  time  a  portion  of  his  present  duties  to  a 
County  Council ;  so  that  if  these  organizations  should  com¬ 
mand  public  confidence,  the  process  of  decentralization  may 
be  carried  out  to  a  considerable  extent  without  necessitating 
a  fresh  Act  of  Parliament  for  the  purpose. 

In  this  review  we  have  not  been  able  to  do  more  than 
summarize,  in  the  briefest  possible  fashion,  the  leading  pro¬ 
visions  of  one  of  the  most  important  reforms  of  the  present 
reign  in  regard  to  local  self-government.  One  can  hardly 
yet  realize  how  great  a  change  is  to  come  over  the 
nature  of  county  administration  with  the  beginning 
of  another  year ;  but  the  announcement  that  there 
will  be  creations  of  county  stocks,  just  as  there  are 
now  borough  stocks,  will  perhaps  help  more  than  any 
other  statement  to  indicate  how  thorough  and  far-reaching 
the  change  will  be.  It,  of  course,  remains  to  be  seen  whether 
the  fullest  possible  benefit  is  to  be  derived  in  practice  from 
the  alterations  in  county  government  enacted  by  the  Legisla¬ 
ture.  Some  people  are  sanguine  enough  to  believe  that  Lon¬ 
don,  for  instance,  will  almost  immediately  quicken  into 
independent,  conscious  political  life  as  a  whole  ;  and  that  the 
carelessness  and  apathy  of  its  population  as  regards  everything 
relating  to  the  men  who  spend  the  rates,  and  the  objects  for 
which  the  money  is  spent,  which  has  always  been  such  a  hope¬ 
less  obstacle  to  truly  responsible  local  government  for  this  huge 
Metropolis,  will  disappear  like  darkness  before  the  dawn.  We 
doubt  it.^  London  is  too  big,  its  people  are  too  divided  by 
sheer  latitude  and  longitude,  for  there  to  be  anything  of  that 
close  knowledge  of  the  real  characters  of  its  public  men  which 
in  smaller  aggregations  of  humanity  constitutes  such  a  precious 
safeguard  for  the  proper  working  of  an  electoral  system. 
Nobody  knew  who  were  the  true  men  and  who  the  self-seekers 
on  the  Metropolitan  Board  of  Works,  before  the  Eoyal  Com¬ 
mission  brought  the  doings  of  this  moribund  body  into 
unwonted  publicity.  No  local  governing  body  in  any  other 
part  of  England  could  have  gone  on  so  long,  without 
the  public  generally  knowing  something  about  the  characters  of 
the  members,  as  the  Metropolitan  Board  of  Works  has  done  in 
London,  with  all  its  newspapers.  There  is  little  prospect  of 
a  really  effectual  change  in  this  respect  ;  but  we  must  hope 
for  the  best.  With  regard  to  the  rest  of  the  country, 
it  is  but  justice  to  the  magistrates  as  a  body  to 
bear  testimony  (before  they  are  relieved  of  even  so  much  of 
their  duties  as  will  shortly  be  transfeiTed  to  their  elective 
successors)  to  the  public  spirit,  efficiency,  and  respect  for 
economy  which  they  have  displayed  in  their  administrative 
work.  It  is  to  be  feared  that  the  new  authorities,  having  the 
feeling  that  they  are  dealing  with  their  own  moneys,  may 
be  more  lavish  in  expenditure  than  their  predecessors,  and 
may  in  this  respect  be  induced  to  follow  the  bad  example  set 
by  many  reformed  Municipalities  when  city  and  borough 
stocks  were  as  great  novelties  as  county  stocks  will  be  for 
a  few  years  to  come.  Many  homilies  have  been  preached 
in  advance  upon  this  topic,  however  ;  and  so  we  will  say 
no  more  about  it,  but  conclude  this  notice  of  the  Local 


Government  Act  with  the  expression  of  a  hope  that  it  may 
be  found  in  actual  working  to  justify  the  trouble  that  the 
Administration  and  Parliament  have  taken  concerning  it. 

THE  AFFAIRS  OF  THE  LIVERPOOL  UNITED  GAS  COMPANY. 
The  Liverpool  United  Gas  Company  have  just  held  their 
annual  general  meeting;  and,  as  will  be  seen  from  the  report 
of  the  proceedings  in  another  column,  the  statement  that  the 
Chairman  (Mr.  E,  Lawrence)  had  to  make  to  the  proprietors 
was  of  a  very  satisfactory  character.  We  do  not  use  this 
somewhat  hackneyed  expression  merely  with  reference  to 
the  balance-sheet  of  the  Company,  although  this  fully  merits 
the  description  ;  but  rather  with  regard  to  something  that 
follows  from  these  figures.  It  was  pointed  out  by  the  Chair¬ 
man  that,  whereas  a  twelvemonth  ago  (owing,  as  he  said,  to 
the  bad  state  of  trade  in  the  city  and  district)  the  consump¬ 
tion  of  gas  was  restricted,  and  the  Company  did  not  earn 
their  full  dividends  upon  the  year’s  working,  this  year 
circumstances  have  materially  changed  for  the  better,  and  the 
improvement  in  the  trade  of  Liverpool  is  reflected  in  the 
condition  of  the  Company’s  revenue  account.  Such  a 
reflection  cannot  but  be  gratifying  to  the  good  citizens  of 
Liverpool  who  happen  to  be  fortunate  enough  to  hold  stock 
in  the  Gas  Company ;  for  if  anything  is  capable  of  adding 
to  the  satisfaction  with  which  an  honest  man  regards  a 
profitable  investment,  it  is  the  thought  that  his  own  pros¬ 
perity  is  the  consequence  of  well-doing  on  the  part  of  his 
neighbours  and  those  with  whom  he  does  business.  The 
Directors  are  not  exempt  from  the  common  lot  of  their  kind 
upon  similar  occasions  ;  and  the  chorus  of  congratulation 
which  they  may  have  expected  to  follow  upon  the  Chairman’s 
statement  was  broken  by  a  single  voice  of  hostile  criticism, 
lifted  up  by  a  gentleman  who  seemed  to  think  that  the  gas 
undertaking  of  the  Wallasey  Local  Board,  with  which  he 
avowed  his  own  connection,  was  much  better  managed  than 
that  of  the  Company,  especially  in  the  matter  of  their  coal 
supplies.  It  is  remarkable  how  much  local  criticism  finds 
to  feed  upon  in  the  coal  contracts  of  the  Liverpool  United 
Gas  Company,  the  disposal  of  which  is  never  satisfactory 
to  everybody  happening  to  be  either  directly  or  indirectly 
interested  in  such  matters.  As  the  Chairman  pointed  out, 
however,  the  manufacture  of  gas  by  a  Company  under  the 
supervision,  as  regards  illuminating  power  and  purity,  of  a 
City  Corpoi’ation,  is  a  very  different  matter  from  the  supply  of 
nominally  the  same  commodity  by  a  Local  Authority  for 
their  own  profit.  The  occasional  cropping  up  of  these 
continual  topics  at  Gas  Companies’  meetings  does  no  harm  ; 
and  when  the  points  raised  can  be  disposed  of  so  quickly  and 
satisfactorily  as  was  done  by  the  Chairman  of  the  Liverpool 
Company,  the  attraction  of  the  meetings  for  shareholders  of 
an  inquiring  mind  is  materially  enhanced,  without  leaving 
any  unpleasant  savour  behind. 

THE  LANCASTER  CORPORATION  AND  THEIR  GAS  MANAGER. 

In  another  column  will  be  found  the  report  of  Mr.  C.  Armi- 
tage,  the  Gas  Engineer  to  the  Corporation  of  Lancaster, 
upon  the  working  of  the  undertaking  in  his  charge  during 
the  past  twelve  months  ;  and  a  very  good  showing  it  is. 
There  is  some  pleasure  in  looking  at  a  statement  of  this 
chai'acter.  In  making  20-candle  gas  at  a  net  cost  of  only 
ll‘68d.  per  1000  cubic  feet,  with  a  leakage  account  of 
but  3'29  per  cent.,  Mr.  Armitage  has  certainly  done  admir¬ 
ably  for  his  employers.  In  the  course  of  the  debate  in  the 
Town  Council  upon  the  report  and  accounts  of  the  Gas 
Department,  Alderman  Hatch,  after  complimenting  Mr. 
Armitage  upon  his  work,  took  credit  to  the  Gas  Committee 
for  their  treatment  of  their  Manager.  He  said  :  “  They 
“  paid  him  a  fair  salary,  and  they  did  not  interfere  with  him 
“  continually  in  suggesting  this  and  suggesting  the  other  thing 
“  in  matters  they  knew  very  little  about.”  It  is  most  gratify¬ 
ing  to  find  such  a  state  of  things  existing  in  relation  to  the 
gas  supply  of  Lancaster  as  is  depicted  in  these  words,  after 
all  that  one  has  heai’d  of  late  respecting  the  treatment  of 
Gas  Managers  by  some  Corporations.  Of  course,  we  cannot 
deny  that  the  aphorism  that  good  servants  make  good 
masters  applies  in  this  case ;  but  also,  on  the  other 
hand,  it  may  be  cited  in  order  to  show  that  good  masters 
make  good  servants.  If  the  Lancaster  Corporation  have 
a  good  officer  in  Mr.  Armitage,  they  certainly  know  how 
to  treat  him,  if,  as  Alderman  Hatch  remarked,  they  pay 
him  well  and  leave  him  alone  in  matters  of  detail.  We  are 
no  advocates  of  the  principle  of  making  the  Gas  Manager 
the  master  instead  of  the  servant  of  his  employers.  He  has 
a  place,  and  he  should  be  kept  in  it  ;  and  it  is,  moreover,  a 
great  relief  for  the  Manager  when  he  knows  he  can  rely  upon 


Aug.  28. 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY.  4  SANITARY  IMPROVEMENT. 


369 


his  Committee  to  take  that  responsibility  in  matters  of  policy 
which  rightly  belong  to  them’.  The  Manager  can  no  more 
assume  the  proper  functions  of  his  Committee  than  can  the 
Committee  usurp  those  of  the  Manager.  Examples  of  the  latter 
blunder  are,  however,  much  more  frequent  than  of  the  tormer. 

All  this  requires  to  be  taken  to  heart  by  those  whom  it  may 
concern.  For  the  present,  we  have  only  to  congratulate  Lan¬ 
caster  upon  the  possession  of  Mr.  Armitage,  and  Mr.  Armitage 
upon  finding  a  sphere  where  not  only  is  there  room  for  his 
abilities,  but  where  also  these  are  appreciated.  We  have  no 
wish  to  exalt  Mr.  Armitage  as  though  he  wei;e  a  ram  m 
terris.  There  are  good  Gas  Managers  outside  Lancaster  ;  but 
in  Lancaster  there  is  evidently  an  example  of  the  right  man 
in  the  right  place,  which  makes  it  pleasant  to  contemplate. 

EEMABKABLE  NEWS  FROM  SWANSEA. 

Strange  intelligence  reaches  us  from  Swansea,  vdiere  the 
relations  between  the  Corporation  and  the  Gas  Company 
have  lately  been  somewhat  strained,  in  consequence  ot  the 
Company  having  applied  for  a  Provisional  Order,  which  was 
strenuously  opposed  by  the  Corporation  with  only  moderate 
success.  The  Company  have  been  compelled  to  raise  the 
illuminating  power  of  their  gas  beyond  the  point  at  which 
they  can  produce  it  from  Welsh  coal — a  peculiar  result  ot  the 
public-spirited  action  of  the  Town  Council  to  dimmish  the 
amount  of  money  which  the  Company  must  spend  locally  tor 
their  supplies  !  In  view  of  the  fact  that  they  did  no  barn 
their  dividend  last  year,  when  selling  a  less  expensive  article, 
the  Directors  of  the  Company  have  been  compelled— much 
against  their  will,  as  we  must  believe  to  raise  the  price  o 
gas  by  4d.  per  1000  cubic  feet,  which  has,  of  course,  brought 
them  into  great  disgrace  with  the  Town  Council,  who  aie 
talking  about  adopting  electric  lighting  and  all  sorts  ot 
retaliatory  measures.  The  most  remarkable  thing  in  con¬ 
nection  with  this  condition  of  affairs  in  the  borough  ot 
Swansea  is,  however,  that  some  benefactor  of  his  species 
(whose  name  is  at  present  unknown)  has  put  himseit  m 
communication  with  some  of  the  members  of  the  iown 
Council,  and  has  offered  to  light  the  town  lor  nothing,  pro¬ 
vided  that  the  Corporation  will  adopt  a  particular  larnp,  the 
character  of  which  has  not  transpired.  That  there  mig  it  e 
no  mistake  about  it,  the  member  who  brought  the  matter 
under  the  notice  of  the  Town  Council  showed  that  any  town 
containing  more  than  80,000  inhabitants  might  be  sirnilar  y 
favoured  ;  for  this  was  the  only  condition  insisted  upon  by  the 
undisclosed  philanthropist.  Another  member  vouched  tor 
the  lamps  in  question  as  being  “extremely  beautilul ;  and 
it  was  remarked  that,  by  adopting  them,  the  to-ra  would  save 
the  £3770  a  year  paid  for  the  public  lighting.  There  is  some 
mystery  about  these  lamps;  for  in  the  letter  in  which  they 
■were  offered  to  the  Corporation  of  Swansea,  it  was  stated  that 
they  would  be  provided  and  fixed,  and  kept  clean  and  in 
working  order,  free  of  cost  to  the  town,  and  the  tenderer 
would  also  “  pay  the  cost  of  water,  should  it  be  necessary  to 
“  use  water.”  What  can  this  mean  ?  Has  the  concealed 
philanthropist  discovered  a  way  of  burning  water  in  street 
lamps  ?  And  even  so,  how  can  he  provide  and  maintain 
them  for  nothing  ?  There  is  something  mysterious  about  it 
all,  which  the  Corporation  of  Swansea  ought,  in  mercy  to  a 
bewildered  public  to  clear  up  by  promptly  accepting  the  oner  o 
the  unknown  ;  and  in  this,  as  there  is  nothing  to  pay ,  there  can 
be  no  risk.  Their  duty  to  the  ratepayers  demands  nothing  less ; 
for  as  the  choice  lies  between  the  Gas  Company,  who  require 
to  be  paid  for  their  work,  and  a  person  who  offers  a  supply  ot 
beautiful  lamps — with  water — for  nothing,  it  can  scarcely  be 
doubtful  on  which  side  the  choice  of  the  thrifty  Welshmen 
will  incline. 


®ater  anti  J^anitars  S-Sabs. 


Proposed  Gas  Managers’  Association  for  the  Eastern 
Counties.— Mr.  H.  Wimhurst,  the  Manager  of  the  Sleaford  Gas- 
Works,  has  been  inviting  an  expression  of  opinion  by  the  managers 
of  gas-works  in  the  eastern  counties,  on  the  subject  of  a  suggestion 
made  by  several  members  of  The  Gas  Institute  who  have  charge 
of  works  in  that  portion  of  England  that  a  District  Association 
should  be  formed  for  those  counties.  It  is  proposed  to  hold  a 
preliminary  meeting  in  some  convenient  town  (Peterborough  has 
been  mentioned  as  most  suitable)  in  the  last  week  in  September. 
Several  gentlemen — including  Mr.  J.  Carter,  of  Lincoln,  and  Mr. 
J.  Barton,  of  Peterborough— have  offered  Mr.  Wimhurst  their 
support ;  and  the  project  only  awaits  favourable  reception  by  the 
general  body  of  East  Anglian  gas  managers  to  be  established  on  a 
working  basis.  Mr.  Wimhurst  will  be  pleased  to  communicate 
with  any  manager  who  has  not  received  a  copy  of  the  circular  he 
has  been  sending  out  on  this  matter. 


An  ambitious  project  for  supplying  Paris  with  water  has 
been  submitted  to  the  Municipality  of  the  French  capital  by 
M  Bitter,  a  Swiss  Engineer.  In  this  scheme  the  three  Jura 
lakes  of  Neuchatel,  Bienne,  and  Murten,  in  connection  -with 
the  new  Hagneck  Canal  and  the  River  Aa;r,  are  treated  as 
three  natural  reservoirs ;  and  the  supply  is  to  be  drawn  oft 
from  the  lake  of  Neuchatel  by  a  heading  about  260  feet  below 
the  surface  of  the  water.  The  latter  seems  a  somewhat  extra- 
ordinary  arrangement ;  but  the  most  formidable  part  ot  the 
project  is  a  tunnel  22  miles  in  length,  to  be  formed  under  the 
Jura  Mountains— an  engineering  achievement  akin  to  that  ot 
the  Channel  Tunnel  so  ardently  advocated  by  Sir  Edward 
Watkin.  From  the  lake  of  Neuchatel  to  Pans  the  distance 
is  312  miles  It  is  computed  that  the  work  could  be  executed 
in  six  years,  at  a  cost  of  £12,500,000.  It  will  be  interesting  to 
compare  this  with  some  of  the  schemes  for  supplying  London 
with  water  from  a  remote  point.  Mr.  Bateman  proposed  to  bring 
a  supply  of  230  million  gallons  per  day  from  North  Wales,  the 
distance  being  183  miles,  and  the  estimated  cost  £11,400  000. 
Messrs.  Hemans  and  Haesard  devised  a  plan  lor  suppling 
London  with  water  from  the  lakes  of  Cumberland  and  West¬ 
moreland;  the  quantity  being  250  million  gallons  per  day,  and 

the  distance  270  miles.  The  estimate  for  this  undertaking  was 
£13  500  000.  It  will  be  seen  that  the  cost  assigned  loi  the 
Paris  scheme  comes  midway  between  the  estimates  for  the 
two  London  projects.  Yet  the  distance  to  be  traversed  in  the 
French  scheme  is  42  miles  greater  than  that  ol  the  l<^gest 
proposed  for  London.  In  amount,  the  estimate  of  M.  Bitter 
fells  nearly  £2,000,000  behind  the  sum  which  has  been  ex¬ 
pended  on  the  Metropolitan  Water-Works.  But  the  capital  of 
the  London  Water  Companies  has  been  spent  in  distributing 
as  well  as  in  collecting  the  water  ;  and  the  population  supplied 
is  5  482,000,  compared  with  2,261,000  in  the  Irench  capital. 
As  an  engineering  scheme,  M.  Ritter’s  proposal  is  higlffy 
creditable  to  his  ingenuity.  The  financial  feature  is  the  diffi¬ 
culty,  considering  what  this  Jura  tunnel  is  likely  to  cost, 
despite  the  clever  appropriation  of  hydraulic  power  from  con¬ 
tiguous  rivers.  Allowing  that  French  land  is  cheaper  than 
Enelish  yet  if  Messrs.  Hemans  and  Hassard  considered 
£13,500’,000  requisite  to  bring  a  supply  from  U  11s water  along 
a  route  of  270  miles,  we  hardly  see  how  M.  Bitter  will  be  able 
to  pierce  the  base  of  the  Jura  range,  and  traverse  312  miles, 

for  £1,000,000  less.  ,  .  .  .  . 

Yet  more  analyses  !  When  will  the  chemists  leave  the  river 
alone  ?  Sir  Henry  Roscoe  has  suggested  that  there  should 
be  an  exhaustive  examination,  physical  and  microscopical,  of 
the  condition  of  the  foreshores  of  the  Thames  from  Baiking 
to  the  mouth  of  the  river,  including  the  whole  of  the  estuary. 
We  understand  that  this  exploration  is  to  extend  along  the 
coast  to  Clacton  on  the  one  hand,  and  Margate  on  the  other. 
The  Works  Committee  have  approved  the  proposal,  and  the 
Metropolitan  Board  of  Works  have  adopted  it  i  t^^iat  it  is 
to  be  done.  The  steamer  Bazahjette  is  to  be  told  off  foi  the 
expedition,  like  another  Challenger  soourmg  the  seas  m 
search  of  scientific  information.  Sir  Joseph  Bazalgette 
is  to  send  an  assistant  to  examine  and  I'epoi’f  “9™ 
an  engineering  point  of  view;  while  Mr.  Dibdin,  with 
two  assistants,  is  to  carry  out  the  chemical  inquiiy  the 
whole  affair  to  be  under  the  superintendence  of  Sir  H.  Roscoe. 
It  is  rather  surprising  to  find  that  the  work  is  to  be  done  in  a 
fortnight.  If  there  are  many  samples  to  be  taken,  this  period 
of  time  can  scarcely  include  the  completion  of  the  analyses. 
The  object  of  the  exploration  is  to  provide  accurate  data  as  to 
the  present  state  of  the  foreshores,  in  anticipation  of  any  com¬ 
plaints  as  to  injury  done  by  carrying  the  sewage  sludge  out 
to  sea.  If  Southend  or  Clacton,  Sheerness  or  Margate, 
venture  to  assert  that  they  are  assailed  by  floating  sludge,  the 
Metropolitan  Board  will  fall  back  on  chemistry, and  th® 

analyses.  Yet  it  will  not  be  the  Board,  but  the  Coimty  Counci^ 
that  will  have  to  look  the  matter  in  the  face.  Perhaps  the  new 
authority  will  upset  everything,  a,nd  have  nothing  to  do  with 
sending  the  sludge  to  sea.  New  brooms  sweep  clean  ,  andS 
H.  Roscoe’s  report  on  the  forthcoming  voyage  of  discovery  may 
be  coolly  ignored.  Sir  Robert  Rawlinson  protests  against  the 
scheme  of  the  Metropolitan  Board  in  respect  to  the  sewage  , 
and  in  so  doing  makes  a  somewhat 

He  estimates  the  volume  of  the  London  sewage  at  200  mill  o 
gallons  per  day,  after  which  he  argues  that  the  new  works 
Le  to  ti4t  90  million  gallons,  and  asks,  “ 

“with  the  110  million  gallons  over  and  above?  ihis  is  to 
forget  that  the  Barking  works  only  deal  with  the  sewage 
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belonging  to  the  northern  side  of  the  river;  while  other 
works  at  Crossness  take  the  sewage  of  the  southern  side.  It 
would  also  be  interesting  to  know  where  Sir  Robert  gets  his 
estimate  of  200  million  gallons  per  day.  It  is  always  diffi¬ 
cult  to  arrive  at  the  true  total  of  the  London  sewage,  as  that 
portion  on  the  northern  side  which  comes  from  the  higher 
levels  is  not  pumped,  but  flows  on  to  the  outfall  by  gravita¬ 
tion.  But  Sir  J.  Bazalgette  reckons  on  an  average  of  no 
more  than  162,500,000  gallons  of  sewage  per  day  when  the 
population  has  risen  to  5,200,000.  In  one  instance,  we  find 
him  taking  a  yet  lower  estimate  for  the  sewage.  Mr.  Dibdin 
appears  to  reckon  on  160,000,000  gallons.  In  a  letter  on  the 
sewage  question  by  Mr.  E.  Rider  Cook — a  leading  member 
of  the  Metropolitan  Board — we  find  it  stated  that  “  the 
“  returns  made  by  the  Engineer  and  Chemist  show  that  the 
“average  daily  flow  of  the  sewage,  from  May  to  September, 
“  was  practically  175,000,000  gallons.”  The  range  is  rather 
wide  ;  and  we  should  like  to  know  which  is  nearest  the 
mark.  The  population  of  London  is  under  4,300,000. 


Masonic. — In  the  list  of  candidates  for  the  October  election  to 
the  Royal  Masonic  Institution  for  Girls,  we  notice  the  name  of 
Annie  Winifred  Belton,  who  is  an  orphan  niece  of  Bro.  William 
Belton,  P.M.  117,  P.G.O.,  Shropshire,  Secretary  and  Manager  to 
the  Shrewsbury  Gas  Company.  The  case  is,  we  believe,  a  very 
deserving  one  ;  and  Mr.  Belton  asks  us  to  mention  it,  in  the  hope 
that  those  of  his  brother  gas  officials  who  possess  votes  will,  if 
possible,  kindly  aid  him  in  securing  the  election.  He  will  gladly 
afford  any  desired  information,  or  forward  cards  detailing  the  case 
to  anyone  witling  to  assist. 

American  GaslightAssociation.— The  Secretary  of  this  Associa¬ 
tion  (Mr.  C.  J.  E.  Humphreys)  has  issued  to  the  members  his  usual 
announcement  as  to  the  arrangements  for  the  forthcoming  meet¬ 
ing,  which  is  fixed  to  take  place  at  Toronto  on  the  17th,  18th,  and 
19th  of  October.  He  states  that,  according  to  present  indica¬ 
tions,  the  gathering  will  be  eminently  successful.  The  following 
papers  have  already  been  promised: — “  Experience  in  Distributing 
Gas  under  Extremely  Low  Temperatures,”  by  Mr.  D.  H.  Geggie. 
“  Observations  during  Many  Years’  Experience  in  the  Gas 
Business,”  by  Mr.  James  R.  Smedberg.  “  Construction  of  Gas¬ 
holders  with  Wrought-Iron  or  Steel  Tanks  above  Ground,”  by  Mr. 
F.  Mayer.  “  The  Steam  Stoker  and  Improved  Charger,”  by  Mr. 
A.  Q.  Ross.  “  Daily  Experiences  and  Observations  of  a  Gas 
Manager,”  by  Mr.  James  Somerville.  “  Coals  for  Gas  Making,” 
by  Mr.  J.  D.  Perkins.  A  special  feature  of  the  meeting  will  be  the 
offer  of  a  prize  of  $25  for  the  best  paper  on  “  Naphthalene.”  This 
will  be  the  first  time  the  Association  has  met  in  Canada  ;  and  there 
is  no  doubt  the  proceedings  will  be  interesting  and  profitable. 

Iron  and  Steel  Institute. — The  autumn  meeting  of  this 
Institute  took  place  in  Edinburgh  last  week  (the  proceedings  opening 
on  Tuesday),  under  the  presidency  of  Mr.  Daniel  Adamson,  of 
Manchester.  The  members  received  a  hearty  welcome  from  the 
Lord  Provost  (Sir  T.  Clark),  as  representing  the  Municipality,  and 
the  Principal  of  the  University  (Sir  W.  Muir),  as  representing  the 
Senate.  The  business  was  transacted  in  the  Examination  Hall  of 
the  University.  The  reading  and  discussion  of  papers  occupied  the 
members  till  one  o’clock,  and  after  luncheon  in  the  Library  Hall, 
the  rest  of  the  day  was  devoted  to  an  inspection  of  the  celebrated 
Broxbourne  Oil-Works,  with  alternative  excursions  to  the  New- 
battle  Collieries  and  the  Leith  Harbour  and  Docks.  In  the  evening, 
at  the  invitation  of  the  Lord  Provost,  Magistrates,  and  Council,  the 
members  of  the  Institute  attended  a  conversazione  in  the  Science 
and  Art  Museum.  On  Wednesday  morning  the  business  of  the 
meeting  was  concluded  ;  and  the  remainder  of  the  day  was  spent 
in  visiting  the  Forth  Bridge.  In  the  evening  the  annual  dinner 
took  place  at  the  Waterloo  Hotel.  On  Thursday  the  members 
visited  the  Glasgow  Exhibition.  The  meeting,  on  the  whole,  was 
highly  successful. 

The  Ohio  Gas  Springs.— American  papers  report  the  proceed¬ 
ings  of  Dr.  Ernest  Weisenbauer,  Professor  of  Geology  in  the 
University  of  Heidelburg,  who  has  gone  to  America  to  investigate 
the  district  of  the  natural  gas  springs  at  Findlay,  in  the  State  of 
Ohio.  He  is  of  opinion  that  the  extent  of  these  springs  has  been 
much  underrated,  and  that,  at  a  considerable  depth  below  the  town¬ 
ship  of  Findlay,  there  is  an  immense  cave  filled  with  gas  which 
might  easily  explode.  The  Professor  made  use  of  a  shaft  through 
which  the  gas  rises  to  the  surface  in  order  to  connect  a  very  sensi¬ 
tive  telephone  apparatus  with  the  solid  strata  lying  beneath  the 
gas  receptacles,  and  he  came  to  the  conclusion  that  a  more  or  less 
solid  non-conducting  mass,  about  a  mile  in  thickness,  is  interposed 
between  the  huge  gas  cave  and  a  glowing  furnace.  At  first  he 
could  not  credit  what  the  indications  pointed  to  ;  but  a  protracted 
investigation,  carried  on  at  various  points  within  a  radius  of  three 
miles,  has  convinced  him  of  the  fact.  He  believes  that  the  heat 
of  this  subterranean  furnace  is  3500°.  He  considers  that  the 
average  distance  of  the  cave  from  the  surface  is  about  1200  feet, 
and  that  it  is  even  less  beneath  the  town  of  Findlay.  It  is  right 
to  add  that  Professor  Gilbert,  of  Washington,  has  expressed  great 
doubt  as  to  the  correctness  of  the  conclusions  or  observations  of 
the  German  geologist.  Notwithstanding  the  above,  the  Progres¬ 
sive  Age  is  of  opinion  that  the  supply  of  natural  gas  in  America 
wifi  be  early  exhausted. 


(ftssags,  Commmtarits,  anb  IJcbiitos. 

GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  390.) 

Business  on  the  Stock  Exchange  during  the  past  week  was 
decidedly  quiet ;  and  taken  altogether  the  markets  have  ruled 
flat.  This  was  partly  owing  to  the  general  want  of  activity  ;  but 
it  was  also  in  a  measure  produced  by  Continental  affairs — the 
Boulanger  elections  and  the  Crispi  note.  Money  has  been  in  good 
demand,  and  the  market  has  shown  increased  activity ;  but  the 
Bank  rate  remains  unchanged,  and  there  is  no  apparent  pro¬ 
bability  of  any  alteration  in  the  near  future.  Gas  was  extremely 
quiet  at  the  beginning  of  the  week,  but  rapidly  became  more 
brisk.  It  is  very  firm  ;  and  there  is  every  reasonable  prospect 
of  a  further  advance  in  favour.  The  Metropolitan  Companies 
especiallj’  have  been  in  good  request ;  the  demand,  indeed,  exceed¬ 
ing  the  supply.  The  condition  of  the  Metropolitan  Electric 
Supply  Company  may  have  something  to  do  with  this.  It  will 
be  remembered  that  less  than  a  month  ago  this  Company’s 
prospectus  was  issued  with  a  tremendous  flourish  of  trumpets. 
There  was  a  good  demand  for  the  shares— whether  a  genuine  or 
an  artificially  fomented  demand  we  cannot  now  discuss — and 
Metropolitan  gas  stocks  had  a  heavy  fall.  But  a  rapid  change 
has  come  over.  The  electric  shares  are  at  a  very  large  discount, 
if  indeed  they  are  saleable  at  all ;  while  the  old  reliable  illuminant 
stands  as  firm  as  ever.  This  is  not  encouraging  for  the  gas 
“  bears  ”  in  the  future  ;  and  we  shall  not  expect  to  see  another 
electric  lighting  prospectus  for  some  time  to  come.  As  the  result 
of  the  week,  all  three  of  the  Metropolitan  Gas  Companies  have 
advanced.  Brighton  and  Hove  has  also  improved,  thanks  to  its 
prosperous  past  half  year.  Foreign  undertakings  have  been 
steady,  without  any  alteration  but  a  rise  in  Buenos  Ayres  deben¬ 
tures.  There  has  been  rather  more  activity  in  Water ;  and  the 
same  slow  and  progressive  rate  of  advance  in  quotations  which 
has  characterized  the  last  two  months  is  stiU  in  action.  Lam¬ 
beth  is  the  chief  gainer ;  and  Chelsea  and  Southwark  and  Vaux- 
hall  are  also  slightly  higher. 

The  daily  operations  were  :  On  Monday  a  single  transaction  in 
Monte  Video  was  all  the  business  marked  in  Gas  ;  and  two  transac¬ 
tions  in  Water  were  the  sum  total.  Tuesday  was  more  active,  but 
business  was  still  much  below  the  average.  Commercial  new  rose 
1;  Gaslight  “  A,”  2  ;  and  South  Metropolitan  “  B,”  3.  In  Water, 
Chelsea  advanced  1.  Wednesday’s  Gas  business  was  light ;  not  one 
of  the  big  issues  being  touched  at  all.  Buenos  Ayres  debentures 
improved  1.  Water  was  firm  and  unchanged.  Gas  was  more 
active  on  Thursday.  Brighton  and  Hove  advanced  1.  Water  was 
noticeable  for  the  firmness  of  Lambeth  ;  the  7J  per  cents,  improving 
4,  and  the  debenture,  1^.  Friday’s  Gas  business  was  only 
moderate,  and  nearly  all  in  Gaslight  “A.”  Quotations  were  un¬ 
changed,  as  also  were  those  for  Water  stocks.  Business  in  Gas  on 
Saturday  did  not  present  any  particular  feature ;  but  all  prices 
marked  were  good.  Water  was  wholly  neglected. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  VALUE  OF  THE  SHARES  OP  THE  LAST  NEW  ELECTRIC  LIGHT  COMPANY — 
THE  FINANCIAL  CONDITION  OF  A  LONDON  ELECTRIC  LIGHT  COMPANY — 
FORESIGHT  OF  A  LONDON  VESTRY— THE  STRUGGLE  BETWEEN  THE 
EDISON  AND  WESTINGHOUSE  COMPANIES. 

There  is  already  wailing  among  speculators  respecting  the  Metro¬ 
politan  Electric  Light  Company,  the  shares  of  which  were,  so  the 
financial  newspapers  recorded,  “jumped  at  ”  upon  the  day  of  issue. 
The  subscription  list  was  only  open  for  one  day ;  and  the  “ground 
bait  ”  in  the  shape  of  newspaper  articles  commendatory  of  the 
prospects  of  the  adventure  having  been  judiciously  used,  the  con¬ 
sequence  was  that  some  people  applied  largely  for  shares,  believing 
that  they  might  possibly  get  a  few.  To  their  surprise  and  chagrin 
they  were  taken  very  largely  at  their  word.  One  individual  who 
signs  himself  “  A  Miserable  Investor  ”  has  published  a  letter  com¬ 
plaining  how  he  applied  for  a  large  number  of  shares,  expecting  to 
get  perhaps  one-tenth,  and  was  surprised  to  receive  an  allotment 
of  nearly  three-quarters  of  his  application.  The  best  of 
the  joke,  however,  was  to  come.  An  hour  or  two  after 
receiving  his  letter  of  allotment  he  sent  to  his  stockbrokers 
to  inquire  the  value,  and  was  informed  that  the  shares  were 
at  10s.  discount — meaning,  of  course,  that  this  sum,  which 
he  paid  on  application,  had  been  thrown  away.  Next  day  they 
went  to  15s.  discount ;  and  at  the  time  of  writing  his  letter  t’ne 
injured  one  found  that  they  were  quoted  at  30s.  discount,  “  quite 
nominal.”  Our  financial  contemporary  Money  remarks  that  this 
little  affair  carries  its  own  history  written  upon  its  face.  We  should 
add  that  it  also  preaches  its  own  moral.  The  “  Miserable  Investor” 
was  the  cause  of  his  own  misery — a  condition  of  human  life  which 
is  constantly  recurring,  but  which  is  none  the  less  exasperating 
on  this  account.  It  is  evidently  a  case  of  overreaching  speculation 
recoiling  on  itself.  It  is  aU  very  well  now  for  the  victim  of  an 
artfully-prepared  scheme  forgetting  hold  of  the  money  of  the  public 
to  describe  himself  as  an  “  investor.”  There  is,  however,  very  little 
of  the  air  of  genuine  investment  about  this  bit  of  business.  For 
the  rest,  it  looks  very  likely  that  the  successful  launching  of  the 
South  Metropolitan  Electric  Light  Company’s  shares,  and  the 
present  condition  of  the  unfortunate  subscribers,  will  check  that 
revival  of  interest  in  this  class  of  stocks  which  the  advent  of  the 
Company  was  supposed  to  signalize. 

An  electric  lighting  concern  which  has  been  cited  upon  different 
I  occasions  as  being  in  a  very  promising  condition  technically  and 
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i.  the  K.nsi.,glon  .r,d  K»igh‘f 'MS' 

copiul  ■‘a,,  “Seri  as  tall,  paid  and 

been  taken  up.  Ot  these  ,  •  .  ^  while  upon  400  shares 

probably  represent  the  620  shares.  The  calls 

£5  has  been  called,  and  £8  per  shar  p  ^ 

paid  .meant  t.  “■  “f i"  midst!  it  does  not 

takealeatontof  ti.e  nooK  o  an,  concession  or 

per  cent.,  onedjalf  of  he  surplus  charge  for 

towards  the  funds  ot  the  pansn,  or  m  u 

EF5rSs 

Sms!r,.fnpo7&  p“n::*Scy  Infd  proUkly  have  been  less 

•Tlml -l^'mcTAfitranT  Lr.'sstnl  system,  of  elec.™ 
liahtin-  by  incandescence-the  Edison  and  alternating  trans^ 
former^systems-are  about  to  be  placed  in  sharp  competition  n  the 
Citv  of  New  York,  where  the  Westinghouse  licensees  are  building 
a  large  station  to  compete  with  the  Edison  Company  In  connec¬ 
tion  with  this  rivalry,  a  strong  attempt  is  being  made  to  prejudice 
the  iliblic  minrand  to  induce  the  authorities  to  take  action 
agaiLt  the  introduction  of  the  high  potential  events  employc^ 

in  the  Westinghouse  system,  upon  the  f  ‘^jL^gYauLd 

dangerous  to  life.  With  this  view,  a  long  list  of  fatalities  cause 
in  America  by  the  strong  currents  (whether  used  in  connection 
with  arc  lightmg  or  otherwise)  during  the  last  twelve  months,  has 
been  nrepared  and  laid  before  the  New  York  Board  of  Electncal 
Control  who  have  been  rather  alarmed  by  this  statement.  It  has, 
orthe  other  hand,  been  pointed  out  that  the  appal  mg  frequency  of 
fatal  accidents  in  the  United  States  from  electric  lighting  curients 
is  traced  to  the  makeshift  and  cheap  manner  in  which 
so  much  of  this  class  of  work  is  done  there,  and  which  would  not 
be  tolerated  anywhere  else.  Physiological  experiments  with 
electrical  currents  of  high  potential  have  been  instituted  upon 
living  animals,  in  order  to  obtain  light  upon  the  question  ,  but 
blyond  thT  mkiction  of  a  great  deal  of  pain  upon  a  number  of 
SSding  creatures-less  with  a  view  to  the  interests  of  true 

science  than  in  those  of  advertising  “'^^Uemaulf  cur- 

come  of  them.  It  has  been  ascertained  that  an  alternating  cur 

?rt  of  about  250  volts  will  kill  a  large  dog;  and  it  is  supposed 
that  a  man  would  have  been  killed  under  the  same  circumstances. 
But  no  decisive  action  has  been  taken  upon  these  revelations. 
The  authorities  are  afraid  of  discouraging  a 

electric  lighting  enterprise  upon  experimental  evidence  wlncP, 
Sever  f.s  inlrinsie  t.lue,  comes  before  «■*  “» 

of  trade  rivalry;  and  althongl;  the  regard  »' 

Yorker  for  advertisement  in  business  is  unbounded,  he  is  a  humane 

man,  Ld  the  suspicion  that  dogs  are  being  tortured  to  serve  the 

interests  of  the  Edison  Cornpany,  will  not  tend  to  make  him  lo 
them  more,  or  to  favour  their  rivals  less. 


SPIRAL-FRAMED  GASHOLDERS. 

The  question  of  the  guide-framing  of  gasholders  is  decidedly 
occup^ng  the  attention  of  engineers  at  the  present  tune  a  con 

sideration  that  is  forced  upon  one  by  S 

the  paper  read  before  the  Manchester  District  Institution  ot  Gas 

EngiuLs  by  Mr.  T.  Newbigging  last  Saturday,  and 
found  in  another  column.  The  object  of  the  paper 
into  prominence  a  new  suggestion  for  the  guiding  of  gasholders 
from  the  base  (dispensing  with  all  superstructure  for  this  purpose), 
Sh  ts  bcca  Xed  b"y  Ms.  William  Gadd  of  M.ao  ics.er  who 
has  apparently  been  studying  the  subject  well  since  Mr.  •  ^  • 

WebbeEs  paper,  read  at  last  year’s  meeting  of  The  Gas  Institute, 
rnneared  in  our  columns.  Mr.  Gadd  joined  m  the  discussion  this 
paper  elicited  in  the  Journal  ;  and  he  made  some  very  pertinent 
obLrvations  upon  Mr.  Webber’s  proposals. 

to  formulate  a  device  of  his  own,  with  practicality  the  same  object 
in  view,  and  has  gone  even  further  than  anybody  who  has  yet 

attempted  to  solve  the  problem— with  what  practical  su^ess  Lme 

will  show.  It  is  almost  certain  that  his  proposal  will  meet  with 
many  adverse  comments,  besides  the  dead  weight  of  passive  obstruc 
tion  which  all  novelties  of  such  a  daring  character  must  encounter 
Our  redoubtable  correspondent  who  writes  under  the  ^om  de 
plume  of  “Theory  and  Practice”  will  most  probably  give  him  a 
laking  fire  of  criticism  ;  and  querists  will  not  be  w^nUng  to 
echo  the  cry  of  “  Cut  hono  1  ”  which  is  so  convenient  in  t^mse  con¬ 
troversies.  For  it  must  not  be  forgotten  that  those  who  advocate 
a  new  departure  of  this  nature  have  all  their  ground  to  ma  g 


before  they  can  advance.  Engineers  accustomed  to  the  eBtablished 
order  of  things  want  to  know,  in  the  first  place,  what  is  to 
gained  by  way  of  compensation  for  the  risk  of  abandoning  trie 
methodsif  construction  for  something  which  they  Perfectly 
right  in  re^^ardiug  as  the  fruit  of  a  theorist’s  brain.  It  is  possible 
to  make  this  inquiry  in  perfect  good  faith — not  incuriously  con¬ 
demning  theory  as  such,  but  asking  it  to  make  good  credenuals 
before  being  accepted  as  a  safe  8^*1®  for  practice  I  will  be  weU 
to  grant  in  advance  the  existence  of  this  good  faith,  in  order  t 
discussion  may  he  void  of  recrimination.  •  n  i  v. 

First,  then,  let  us  understand  what  is  to  be  gamed  by  such  an 
eiiLavour  as  that  in  which  Mr.  Gadd  has  embarked,  under  Mr 
Newbigging’s  patronage,  and  in  which  he  follows  other  ilarmp 
innlvL^sr  It  is  well  that  the  question  has  been  put  forward  this 
time  under  the  hand  of  an  experienced 

Mr  Newbigging  is  able  to  place  upon  record  some  data  which  it  is 
nec'essaly  tf  bear  in  mind.  He  shows  that  in  comparatively  small 
gasholders  the  actual  weight  of  metal  in  the  ordinary  kinds  gmd 
fra“  above  the  tank"is  nearly  equal  to,  or  -en  exceeds  that 
nf  the  holder  itself.  The  proportion  decreases  with  the  m^reas 
ing  capacity  of  the  holder,  under  certain  circumstances,  although 
thl  rSe  is  not  invariable;  and  indeed  it  is  only  in  the 
last  entry  of  Mr.  Newbigging’s  table  that  this  becomes  apparent. 
ItXuia  perhlps  be  suter  to  sly  till.,  the  propott.on.te  cot.,  ™.her 
than  weight,  of  the  external  aerial  guide-lraming  becomes  smaller 
as  hoSs  increase  in  magnitude,  from  the  fact  of  the  heaviest 
guide-framin'^  being  largely  composed  of  cast  iron,  costing  less  tha 
half  that  of  tlie  wrought  iron  of  the  floating  portion.  Owing 
tot  iofsideratiorit  maybe  found  that  Mr.  Newbiping’s  estimate 
f  Q  coving  of  50  ner  cent.,  to  be  realized  from  the  abolition  of  what 

IXy'Sm  tS  ^xriuids-fsamiiig  of  i“ts 

excessive.  His  statement  maybe  found  to  right  itselt  mj 
respect  however,  in  cases  where  carriage  constitutes  an  important 
element  in  the  cost  of  works  of  this  class.  And,  on  the 
if  the  proportionate  cost  of  guide-framing  is  lessened  with  the  bulk 
of  gasholLrs,  the  time  occupied  in  erecting  and  adjusting  it 
^ooc3  .o  that  there  would  not  be  half  the  trouble  and  delay 
riXVnew  loA  i'  '"e  oup.rior  guide-taming  wer. 

dispensed  with  There  are  few  gas  managers  of  lengthened  and 
var\ed  experience  to  whom  this  latter  consideration  does  not  appeal 
ItroSly  To  sum  up,  then,  a  saving  of  nearly  half  the  cost  and 
the  time  and  trouble  in  the  erection  of  gasholders  is 
r  rie  of  tl>oo.  wlio  seek  to  tell  u.  l.o« 

the^superior  guide-framing  may  be  rendered  unnecessary  for  gas 
folders  Thlre  is,  of  course,  a3vay  of  looking  at  the  question  in 
which  the  possible  economy  may  be  made  to  appear  msi^ui  c  ^ 

Tt  is  onlv  a  few  more  tons  of  iron  to  put  up,  while  the  job  is 
1  •  and  it  does  not  work  out  to  very  much  on  the  total  cost  of  pro¬ 

viding  storfage  for  eveiriOOO  cubic  tLt  ol  gas.  But  this  is  not  an 
ifTneer’s  view  of  a  sti4ture.  To  the  thorough  constructor,  every 
sunXoL  ton  of  iron  is  not  only  abhorrent  as  so  much  matter 
in ^the  wrong  place,”  its  presence  is  an  eleinent  of  weakness  in  the 
structule  since,  if  unnecessary,  it  is  probably  harmful  ,  and  it 

must  always  require  a  similarly  unnecessary  expenditure  for  mam- 
must  always  requ  j  reflections  must  occur  to 

eferreoStructor  when  he  is  told  of  a  way  by  which  the  ends  he 
L  acIStoS  to  provide  for  in  a  certain  manner  may  be  gained 

^IdfflyluSd,*  Mr.  Gadd’s  suggestion  is  that  ^ 
sustain  Rself  by  its  bottom  guide-rollers  alone,  if  the  guides 

is  too  important  to  be  lightly  treated,  stto  le^s 
account  of  its  apparent  outraging  of  all  precedent.  Let  us,  tber 
tore  exainine  the  plan  for  what  it  is  worth.  It  is  obvious  that  if 
o  CTo’chnlder  is  guided  (say)  in  two  spiral  channels  placed  opposite 
to^each  other  in  the  tank,  any  overturning  movement  (from  wind) 

„„  the  pari  of  mall  ftl  wSard 

allSho  ap"pt  tolffls  Sianoel. 

one  would  bear  against  the  lower  flange  of  its  channel.  Mu  t  p  y 

this  it  could  scarcely  do.  Granting,  therefore,  that  Mr  Gadd  s 

prime  object  of  securing  verticality  of  the  hYmI 

svstem  of  spiral  guides  is  secured,  as  proved  by  models— and  Mr. 
Newbigging^s  testimony  should  be  conclusive  on  this  ®ven  i 

““Xs  rS,  .’Id  Ik. 

effect^  of  wind,  it  follows  that  the  entire  scheme  of  its  system  of 
internal  stays  must  be  reconsidered.  A  very  much  stionger 
bottom  curblvould  be  required,  which  might  be  provided  without 

Itreaf  a“dilT».l  ».igh?  of  ui.tal;  .»d  f  7  ‘VJ? 

firmlv  nonnected  to  the  top  curb,  not  merely  by  vertical  stays  iioi 
StC  would  be  less  need  than  under  the  existing  system) 
luIaU  andZre  particularly,  by  spiral  ties.  It  would  be  necessary 
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to  make  some  provision  for  transmitting  to  the  bottom  curb  all  the 
strains  called  into  existence  by  the  new  system  by  means  of  stout 
members  made  for  the  purpose,  and  so  taking  all  of  them  off 
from  the  side  sheeting.  Unless  this  requirement  were  attended 
to,  even  if  the  holder  did  not  fail  from  buckling,  it  would  be 
impossible  to  keep  it  from  leaking,  owing  to  the  shifting  of  the 
sheets  and  rivets  under  the  strains  along  the  sides.  Then  it  must 
be  considered  that  to  make  a  holder  revolve  on  its  vertical  axis 
during  its  inflation,  means  a  certain  amount  of  friction  in  the 
guide-rollers ;  and  this  again  means  additional  work  for  the 
exhauster.  What  amount  of  mechanical  work  is  involved  in 
causing  the  last  holder  of  Mr.  Newbigging’s  examples,  weighing 
107  tons  per  120  feet  diameter,  to  travel  along  a  path  inclined  at  an 
angle  of  45°  under  the  conditions,  as  to  fit  of  the  rollers,  &c.,  to 
be  expected  in  the  circumstances  ?  We  say  nothing  about  any 
difficulty  of  making  the  spiral  channels,  and  fitting  the  tangential 
bottom  rollers  into  them,  as  these  are  matters  that  would  not 
dismay  a  good  gasholder  builder  if  he  once  undertook  to  make  a 
thorough  job  of  the  work.  And  one  is  compelled  to  ask  the  other 
questions  very  much  in  the  dark ;  for  the  whole  proposal  is  of 
such  an  extraordinary  character  that  judgment  must  be  suspended 
upon  all  the  points  left  unsettled  by  Mr.  Gadd’s  models. 

Here,  therefore,  we  must  leave  the  subject  for  the  present ;  only 
congratulating  the  Manchester  District  Institution  upon  having  had 
before  them  such  an  interesting  paper,  over  which  the  individual 
members  may  be  pardoned  for  shaking  their  heads  many  times 
before  making  up  their  minds  respecting  the  matters  of  which 
it  treats.  Mr.  Newbigging  must  be  credited  with  having  the 
courage  of  his  convictions  in  fathering  such  a  proposal ;  and  it  is 
only  what  is  due  to  his  reputation  to  treat  his  remarks  upon  the 
subject  with  respect.  It  is  possible  that  we  may  have  to  wait  long 
for  the  first  realization  of  Mr.  Gadd’s  project,  since  a  new  depar¬ 
ture  of  this  kind  can  only  be  made  at  considerable  expense,  which 
many  people  will  hesitate  to  incur  for  the  sake  of  an  experiment. 
Yet,  under  favourable  circumstances,  a  proof  of  the  theory  upon  a 
sufficiently  convincing  scale  should  not  be  extravagantly  costly. 
These  are  matters,  however,  upon  which  it  is  not  our  province  to 
decide.  If  words  mean  anything,  Mr.  Newbigging  is  pledged 
to  help  Mr.  Gadd,  to  the  utmost  extent  of  his  power  and 
opportunities,  to  carry  out  his  novel  project — unless,  of  course, 
the  full  light  of  discussion  which  will  now  bear  upon  it 
should  re  veal  some  fatal  objection  which  he  has  overlooked. 
His  statements  are  sufficiently  explicit  upon  this  point.  He 
emphatically  describes  Mr.  Gadd’s  device  as,  in  his  own  belief, 
“  a  successful  attempt  ”  to  solve  the  problem  of  dispensing  with 
the  superior  guide  framing  of  gasholders  without  sacrificing  any¬ 
thing  of  the  safety  of  these  vessels,  and,  of  course,  without  detri¬ 
ment  to  their  fulfilling  the  object  of  their  existence.  This  is  a 
bold  position  for  an  eminent  Consulting  Engineer  to  take ;  and  we 
may  be  sure  that  Mr.  Newbigging  has  counted  the  cost  and 
weighed  the  responsibility  he  has  assumed  in  regard  to  the 
subject.  The  proposal  thus  stands  on  a  different  footing  to  that 
which  it  would  have  occupied  if  the  communication  had  been  Mr. 
Gadd’s  paper,  explaining  his  own  ideas.  As  such  we  have  dis¬ 
cussed  it,  in  the  belief  that  the  matter  is  not  destined  to  end  as 
merely  an  interesting  portion  of  the  transactions  of  the  Manchester 
Institution.  For  a  complete  novelty  in  engineering  construction 
of  the  kind,  it  has  been  put  forward  under  very  weighty  recom¬ 
mendation  ;  and  it  should  be  dealt  with  as  a  very  practical  and 
serious  proposal.  We  have  no  desire  to  place  upon  Mr.  New¬ 
bigging’s  shoulders  more  responsibility  in  regard  to  the  proposal 
than  he  desires,  or  than  his  words  warrant ;  but  in  insisting  upon 
the  gravity  which  his  sponsorship  has  imparted  to  it,  and  which 
is  not  an  idle  compliment  to  him,  we  are  convinced  that  we  do  no 
more  than  what  we  shall  be  supported  in  by  public  feeling. 


The  Toulouse  Gas  Company  are  about  to  light  the  theatre  in 
that  city  with  1000  incandescent  electric  lamps  of  10,  16,  and  20 
candle  power,  'distributed  in  two  circuits,  and  so  arranged  that 
should  an  accident  happen  to  one  circuit  it  would  not  lead  to  the 
extinction  of  the  light  in  other  parts  of  the  building.  Each  circuit 
is  supplied  by  a  500-lamp  dynamo,  worked  by  a  double-cylinder 
“  Otto  ”  gas-engine  of  50-horse  power.  The  engines  are  fixed  out¬ 
side  the  theatre,  but  at  a  short  distance  from  it,  in  an  underground 
chamber,  They  are  of  special  construction,  and  have  been  made 
by  the  Company.  The  incandescent  lamps  have  been  attached  to 
the  old  gas-fittings ;  and  the  work  has  been  carried  out  entirely 
under  the  direction  of  M.  Ernest  Brouardel,  Manager  of  the  Centre 
and  South  of  France  Gas  Company. 

It  has  of  late  been  discovered,  says  the  Scientific  American,  that 
flowing  wells  of  water  can  readily  be  obtained  by  boring  in  all  that 
part  of  Utah  lying  northerly  about  100  miles  and  southerly  about  200 
miles  from  Salt  Lake  City,  and  in  the  San  Pete  Valley.  This  part 
of  the  territory  is  thickly  settled.  Towns  of  from  500  to  5000 
population  are  numerous  ;  and  farmers  and  town  residents  are 
availing  themselves  of  this  abundant  and  easily  obtained  supply, 
to  the  partial  neglect  of  the  old  method  of  irrigating  ditches.  A 
good  flowing  well  will  irrigate  five  to  six  acres,  saving  the  expense 
of  a  yearly  water-tax,  and  having  the  water  daily  at  command,  to 
be  turned  on  or  off  as  desired.  Nearly  every  residence  in  the 
beautiful  city  of  Provo  has  its  own  artesian  well,  part  of  which  is 
frequently  utilized  in  a  fountain  in  the  front  yard,  throwing  a 
copious  jet  30  feet  into  the  air  ;  while  hydrants  are  stationed  at 
intervals  in  the  garden,  barn,  and  elsewhere  about  the  grounds. 
These  wells  are  being  rapidly  extended. 


MANCHESTER  DISTRICT  INSTITUTION  OF 
GAS  ENGINEERS. 

The  Seventy-fifth  Quarterly  Meeting  of  this  Institution  was  held 
at  Doncaster  on  Saturday  last ;  and  more  than  usual  interest 
attached  to  the  proceedings  from  the  character  of  the  communi¬ 
cation  made  by  Mr.  T.  Newbigging  on  the  subject  of  “  Gasholders 
without  Upper  Guide-Framing,”  to  which  more  particular  allusion 
is  made  in  our  “  Essays  ”  columns  to-day.  Before  the  business 
commenced,  the  members  had  luncheon  together  at  the  Elephant 
Hotel ;  and  afterwards  adjourned  to  the  Council  Chamber  at  the 
Town  Hall  (which  was  kindly  lent  for  the  occasion  by  his  Worship 
the  Mayor,  Mr.  Alderman  Wainwright),  where  the  business  was 
commenced  under  the  presidency  of  Mr.  Thomas  Duxbury, 
of  Darwen.  The  minutes  of  the  last  meeting  having  been 
read  by  the  Honorary  Secretary  (Mr.  Harrison  Veevers,  of 
Dukinfield),  two  new  members  were  elected — Mr.  Tom  Settle, 
Manager  of  the  Gas-Works,  New  Mill,  near  Huddersfield ;  and 
Mr.  William  Drewry,  Manager  of  the  Gas-Works,  Cleethorpes. 
Thereafter  the  President  took  the  opinion  of  the  meeting  as  to 
whether  Mr.  Newbigging’s  paper  should  be  the  next  business,  or 
the  adjourned  discussion  on  Mr.  Dalgliesh’s  paper  read  at  a  previous 
meeting.  It  was  almost  unanimously  agreed  to  take  the  former 
course ;  the  members  doubtless  being  largely  influenced  by  the 
fact  that  not  only  had  Mr.  Newbigging  arranged  for  two  models 
to  be  prepared  to  illustrate  the  paper,  but  that  Mr.  Gadd,  whoso 
invention  was  to  be  described,  was  present,  and  would  thus  be  able 
to  answer  any  questions  on  the  subject  of  his  arrangement.  The 
text  of  the  paper  is  given  on  the  opposite  page ;  and  after  it 
had  been  read,  and  the  working  of  the  models  duly  explained, 
a  series  of  questions  was  addressed  to  Mr.  Newbigging  and 
Mr.  Gadd,  which  led  to  further  interesting  information  being  given. 
A  hearty  vote  of  thanks  to  Mr.  Newbigging,  for  the  trouble 
he  had  taken  in  bringing  the  matter  before  the  Association, 
having  been  passed,  it  was  determined  to  further  adjourn 
the  discussion  of  Mr.  Dalgliesh’s  paper  till  the  next  meeting 
of  the  Institution,  to  be  held  in  November,  as  Mr.  Dalgliesh  (who 
was  unable  to  be  present  on  Saturday)  was  desirous  of  supplement¬ 
ing  his  original  paper  by  some  further  remarks  before  the  sub¬ 
ject  was  open  for  debate.  Mr.  Dalgliesh’s  supplementary  paper 
is  given  to-day  in  another  column  (p.  374).  Before  concluding  the 
proceedings,  a  vote  of  thanks  was  accorded  to  the  Mayor  of  Don¬ 
caster  for  his  courtesy  in  placing  the  Council  Chamber  at  tho 
disposal  of  the  members  for  their  meeting.  At  three  o’clock,  con¬ 
veyances  were  in  waiting  to  take  the  members  and  a  considerable 
number  of  friends  to  view  the  ruins  of  Conisbro’  Castle,  some 
five  miles  from  the  town ;  but  time  did  not  permit  of  any 
very  extended  stay  there,  as,  from  the  early  hour  at  which 
the  return  trains  were  due  to  leave  Doncaster,  it  was 
necessary  to  complete  the  items  of  the  programme  at  a  some¬ 
what  early  hour.  The  members  therefore  assembled  for  tea 
directly  on  their  return  ;  the  main  body  leaving  for  Manchester 
by  the  7.40  p.m.  train.  After  tea,  a  few  complimentary  toasts 
were  given  ;  among  others  a  special  vote  was  passed  to  Mr.  R. 
Bridge,  the  Engineer  of  the  Doncaster  Corporation  Gas-Works,  for 
his  courteous  reception  of  the  members,  and  the  trouble  he  had 
taken,  in  conjunction  with  the  Committee  of  the  Association,  to- 
render  the  meeting,  as  it  was,  a  pronounced  success. 


The  Boston  (U.S.A.)  Gas  Company  have  agreed  to  supply  gas 
for  public  purposes  in  Boston  proper  (during  the  next  five  years) 
at  the  rate  of  $1  per  1000  cubic  feet.  The  old  agreement  requires 
the  payment  of  $1‘20. 

We  learn  that  an  amalgamation  between  the  Sanitary  Institute 
of  Great  Britain  and  the  Parkes  Museum  has  taken  place,  and  that 
the  objects  of  the  two  societies  will  in  future  be  carried  on  by  the 
Sanitary  Institute,  which  has  lately  been  incorporated. 

In  a  circular  just  addressed  to  the  Council  of  the  London  Muni¬ 
cipal  Reform  League,  the  Chairman  (Mr.  J.  F.  B.  Firth,  M.P.) 
points  out  that  among  the  questions  which  are  “ripening  for  solu¬ 
tion  ”  are  increased  powers  to  the  new  Municipal  Council  for 
London  to  be  created  under  the  Local  Government  Act,  so  as  to- 
bring  under  their  jurisdiction  the  gas  and  water  supply  of  the 
Metropolis. 

Mr.  Webster,  whose  system  of  sewage  treatment  has  been  already 
referred  to  in  the  Journal,  has  found,  since  filing  the  specification 
of  his  patent,  that  the  employment  of  positive  electrodes  made  of 
any  other  material  than  iron  is  of  little  or  no  practical  value  in 
treating  sewage  and  similar  impure  liquids.  He  has  therefore  filed 
an  amendment  limiting  the  patent  to  the  use  of  positive  electrodes 
of  iron,  except  in  the  case  of  the  filtering  process. 

The  result  of  the  investigation  by  the  Finance  Committee  of  the 
Salford  Corporation  of  the  matters  referred  to  them  in  connection 
with  the  Town  Clerk’s  tendered  resignation,  of  which  mention  was 
made  in  our  columns  last  week,  has  been  the  suspension  of  this 
official.  The  charge  against  him  is  one  of  misappropriating  moneys 
which  he  has  received  on  account  of  registers  of  voters,  and  which 
he  should  have  paid  over  to  the  Borough  Treasurer.  The  matter 
is  causing  considerable  excitement  in  the  borough,  especially  as 
Mr.  Graves  has  disappeared. 
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GASHOLDERS  WITHOUT  UPPER  GUIDE-FRAMING. 

By  Thomas  Newbigging,  of  Manchester. 

[A  Paper  read  before  the  Manchester  District  Institution  of  Gas 
Engineers,  Aug.  25.] 

A  valuable  paper  on  “  The  Guide-Framing  of  Gasholders  was 
read  by  Mr.  W.  H.  Y.  Webber,  of  London,  at  the  meeting  of  ilie 
Gas  Institute  held  in  Glasgow  in  1887.'''' 

In  treating  of  the  subject,  the  author  did  not  advocate  or  suggest 
any  new  principle  of  guiding  the  structures  in  question,  but  con¬ 
tented  himself  with  endeavouring  to  show  that,  by  a  modmcation  ot 
the  ordinary  arrangement  of  bottom  rollers  (which  he  proposed  to 
duplicate  and  strengthen,  to  bear  the  extra  strain  which  would  be 
thrown  upon  them),  and  by  the  addition  of  tangential  rollers,  the 
upper  guide-framing,  or  the  greater  portion  of  it,  might  be  dispensed 
with  The  present  paper  is  intended  to  describe  a  recent  mvention 
of  Mr.  William  Gadd,  of  Manchester,  whereby  an  entirely  new 
principle  is  introduced,  by  the  application  of  which  a  ga,sholder  rnay 
be  securely  guided  from  the  bottom  curb  ;  the  whole  of  the  elevated 
framing  being  done  away  with,  whilst  at  the  same  time  the  strain 
of  wind  or  snow  pressure  upon  the  holder  has  the  effect  of  producing 
greater  rigidity  in  the  structure.  How  this  is  accomplished  1  wi 

explain  immediately.  ,, 

The  weight  of  the  guide-framing  of  gasholders,  as  usually 
designed  and  constructed,  if  composed  of  wrought-iron  standards, 
slightly  exceeds  that  of  the  floating  vessel ;  and  if  of  cast-iron 
columns,  the  weight  of  the  framing  is  greater  still.  It  follows, 
therefore,  that  the  cost  of  the  guide -framing  of  a  holder  amounts  to 

about  one-half  the  cost  of  the  complete  structure.  ,  ,  . 

I  have  various  recent  examples  of  gasholders  and  their  guid^ 
framing,  which  I  have  put  together  in  the  form  of  a  table,  which 
may  be  quoted  in  support  of  this  position. 


Description. 

Weight  of 
Holder 
or  Bell. 

Weight  of 
Tank  Guide- 
Framing. 

Weight  of 
Upper  Guide- 
Framing. 

Total. 

Tons. 

Tons. 

Tons. 

Tons. 

Single-lift  holder,  50  feet 
dia.,  16  feet  high.  .  . 

}  IS 

3 

17 

38 

Do.,  72  feet  dia.,  18  feet 
high . . 

j.  44 

6 

40 

89 

Do.,  80  feet  dia.,  20  feet 
high . . 

}  47 

5 

60 

102 

Do.,  80  feet  dia.,  28  feet 

high . 

Two-lift  telescopic  holder, 

^  49 

) 

9 

63 

111 

80  feet  dia.,  each  lift  20 
feet  high . 

[  70 

6 

, 

82 

158 

Do.,  80  feet  dia.,  each  lift 
20  feet  high  .... 

}  61 

7 

70 

138 

Single-lift  holder,  iUU  feet 
dia.,  24  feet  high .  .  . 

Two-lift  telescopic  holder, 

}  66 

7 

75 

148 

120  feet  dia.,  each  lift  24 
feet  high . 

107 

12 

1 

86 

206 

Now,  such  being  the  facts,  it  is  evident  that  if  the  upper  guide¬ 
framing  of  a  gasholder  could  be  dispensed  with  altogether,  and 
equal  or  greater  stability  and  safety  in  the  rise  and  fall  of  the 
floating  vessel  secured,  a  saving  of  about  50  per  cent,  would  be 
effected  in  the  cost  of  construction  and  erection.  An  attempt — 
and,  as  I  believe,  a  successful  attempt— to  secure  this  condition  of 
safety,  whilst  dispensing  with  the  elevated  framing  of  gasholders, 
has  been  made  in  Mr.  Gadd’s  invention— two  models  of  which  I 
have  the  pleasure  to  submit.  Like  most  important  inventions,  the 
means  for  attaining  the  end  contemplated  are  as  simple  as  they 
are  effective  and  beautiful.  So  simple  are  they,  indeed,  that  the  ex¬ 
cellence  of  the  invention  will  be  obvious  at  a  glance ;  and  the  first 
thought  that  strikes  us  on  examining  the  models  is  one  of  wonder 
that  the  expedient  has  never  been  thought  of  before. 

Briefly  stated,  the  invention  for  dispensing  with  the  elevated 
guide-framing  consists  in  placing  the  channel  or  other  guides  within 
the  tank  at  an  angle,  like  the  thread  of  a  screw ,  instead  of  in  the 
vertical  plane,  as  has  hitherto  been  the  invariable  practice.  The 
guide-rollers  attached  to  the  bottom  curb  of  the  holder  are  ranged 
either  radially  or  tangentially  with  the  sides  of  the  vessel;  and  as 
they  work  in  the  channel  or  rail  guides  provided  for  them,  a  helical 
or  screw-like  motion  is  communicated  to  the  floating  vessel  as  it 
rises  and  descends  in  the  tank.  The  arrangement  is  shown  in  the 
accompanying  figure. 

The  guides  attached  to  the  tank  sides  may  be  placed  at  any  angle 
from  45°  upwards.  In  the  models  before  you  they  are  fixed,  one  at 
an  angle  of  45°,  and  the  other  at  60°,  which  latter  is  probably  the 
most  suitable  for  single-lift  holders.  The  effect  of  thus  arranging 
the  guides  is  obvious.  So  long  as  the  rollers  are  free  to  move 
within  the  guides,  it  is  impossible  that  the  holder  can  tilt  so  as  to 
get  out  of  the  vertical ;  the  tendency  of  wind  or  other  pressure 
exerted  against  the  sides  or  on  the  roof  of  the  vessel  being  to 
produce  what  may  be  described  (imperfectly,  however)  as  a  locking 
action,  which  will  sustain  the  holder  in  the  upright  position,  how¬ 
ever  great  the  strain,  within  the  resisting  strength  of  the  rollers 
and  their  carriages.  Whilst  this  locking  or  gripping  action  gives 
rigidity  to  the  vessel,  enabling  it  to  resist  the  overturning  force,  the 
rollers  are  perfectly  free  to  rise  and  descend  within  the  guides. 

Adopting  Mr.  Webber’s  description — and  i  see  no  reason  to 
question  its  accuracy — that  the  gasholder,  as  at  present  con¬ 
structed,  may  be  compared  to  a  pole  whose  lower  end  is  placed  in 


I  socket,  though  not  resting  on  a  base,  it  may  be  pointed  out  that 
t  is  just  the  absence  of  this  bottom  bearing  which  accounts  tor  the 
nherent  weakness  of  such  structures.  It  will  be  seen,  however, 
,hat  the  holder,  as  now  proposed  to  be  guided, 

,ive  and  substantial  a  bearing  as  it  would  have  if  lifted  bodily  out 
ff  the  tank  and  placed  upright  on  the  ground  It  is  in  this  that 
;he  chief  value  of  the  invention  consists  ;  for  at  the  present  time  the 
tank-guides,  owing  to  their  vertical  direction,  afford  no  actual  secu¬ 
rity  against  tilting— their  only  office  being  to  prevent  the  swaying 
of  the  vessel  to  and  fro  when  under  stress  of  outside  pressure. 

It  is  evident,  further— and  this  is  a  most  important  considera¬ 
tion— that  immediately  the  strain  comes  upon  any  part  ot  me 
holder  under  the  new  conditions  of  guidance,  the  resisting  action 
of  the  whole  of  the  guides,  both  front,  back,  and  sides,  is  brought 
into  operation,  one-half  the  rollers  being  in  tension  arid  the  other 
half  in  compression ;  and  the  vessel  is  literally  held  with  (to  use  a 
paradoxical  expression)  a  grip  rigid  yet  loose.  nf 

It  will  be  seen,  therefore,  that  by  the  proposed  new  method  of 
construction,  the  guides  within  or  upon  which  ^ 

work,  answer  not  merely  the  purpose  of  guiding  the  yessel  m  its 
rise  and  fall,  but  also  serve  as  cramps  or  grips,  withstanding,  by 
their  locking  power,  whatever  strain  may  be  exerted  agamst  the 
holder,  whether  laterally  on  the  sides,  or  perpendicularly  upon  tlm 
roof.  As  a  matter  of  fact,  the  effective  capabihty  to  resist  strain 
assuming  that  the  floating  vessel  and  its  ^-ry^ffieien  y 

strong-is  only  limited  by  the  strength  respectively  of  the  guides 

and  that  of  the  carriages  and  rollers. 

It  may  be  suggested  that  a  holder  thus  guided  and  kept  m  the 
ipright  position  solely  from  the  base,  will  need  to  be  strengthene 
n  the  upper  curb,  so  as  to  overcome  the  crushing  force  exerted  by 
fvind  on  the  sides.  A  moment’s  consideration,  however,  will  sho 
that  this  is  not  necessary.  As  at  present  constructed  and  guided, 
gasholders  are  capable  of  resisting  the  maximum  crushing  strain 
that  is  exerted  by  the  greatest  wind  pressure  upon  their  exposed 
side— i.e.,  a  pressure  equal  to  20  lbs.  to  the  square  foot  exerted 
upon  a  plane  represented  by  50  per  cent,  of  the  area  of  vertical 
transverL  section  of  the  holder.  The  elevated  frammg  does  not 
relieve  the  crushing  strain  in  any  degree ;  on  the  contrary,  it 
assists  or  aggravates  it  by  presenting  a  rigid  support  ^  the  leeward 
side  of  the  vessel.  I  should  scarcely  have  mentioned  this,  had  it 

not  been  urged  as  an  objection.  •  .i  i. 

The  only  possible  danger  that  can  arise  is  that  of  distortmn 
or  dislocation ;  and  this  can  readily  be  obviated  by  flivmg 
the  vertical  supports  or  stays  inside  the  holder  more  of  the 
form  of  a  girder  than  at  present.  Probably  the  triangular  form, 
with  the  base  of  the  triangle  at  or  near  to  the  bottom  curb  of  the 
holder,  would  be  the  best.  These  would  receive  the  strains  exerted 
against  the  sides  and  roof  of  the  vessel,  and  transmit  them  to  the 
bottom  curb  and  rollers,  and  thus  secure  the  tn 

It  will  be  urged  as  an  objection  to  this  that  the  effect  will  be  to 
add  weight  to  the  holder  which  was  previously 
framing.  Any  such  addition,  however,  if  required,  will  be  trifling 
as  compared  with  the  weight  of  the  guide-framing  as  at  present 
constructed,  and  will  be  very  far  from  neutralizing  the  economical 
advantage  of  dispensing  with  this  frammg  altogether. 

With  the  exception  above  noted,  there  need  be  no  chanp  in 
the  mode  or  materials  of  gasholder  construction.  It  is  ^ot  un¬ 
likely  that  steel  may  be  employed  more  generally  in  these  struc¬ 
tures  than  heretofore ;  and  this,  whilst  allowing  a  reduction  m 
the  weight,  will  greatly  increase  the  power  of  the  trussing  to  resist 

strain  from  outside.  _ ,  f 

It  may  be  pointed  out  that  the  probable  cause  of  most  of  the 

accidents  which  have  arisen  in  the  overturning  of  gasholders  unto 

wind  pressure  was  owing  to  the  want  of  rigidity  m  e 
carriages  and  rollers,  allowing  of  the  swaying  to  a^d  the 

floating  vessel,  thus  causing  sudden  impact  against  the  vertical 
columns,  which  have  been  snapped  off  by  the  blow;  and  the 
holder,  being  guided  at  neither  top  nor  bottom,  has  been  overturnea 
by  the  wind  It  is  one  of  the  chief  merits  of  the  present  inven¬ 
tion  that  rigidity  of  the  rollers  is  secured  as  a  natural  c^^^d^ence 
of  the  method  of  arrangement  of  the  guides  ;  and  is  not  depe 
on  either  the  skill  or  the  attention  of  the  workmen  employea  in 

construction  and  erection.  .  whcrA 

The  ordinary  method  of  counterbalancing  gasholders,  where 

counterbalancing  is  required  (as  in  the  case  of  holders  w 


*  See  Journal,  Vol.  L.,  p.  171. 
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diameter  is  small  when  compared  with  their  depth),  will  not  bo 
necessary  under  the  proposed  system  ;  for  the  same  result  will  be 
obtained  by  increasing  the  length  of  the  roller  path,  by  placing  the 
guide-rails  in  the  tank  at  a  less  angle. 

Perhaps  it  will  be  suggested  that,  with  the  tank-guides  con¬ 
structed  and  fixed  as  described,  there  will  be  difficulty  experienced 
in  raising  the  holder  for  repair  when  the  water  is  out  of  the  tank. 
This  objection  has  no  force.  All  that  is  required  under  the  new 
conditions  is  to  arrange  the  lifting  screws  and  chains  so  that  the 
pull  will  be  in  a  slanting  direction,  when  the  vessel  will  be  raised 
with  as  much  ease  as  at  present. 

Exception  may  be  taken  to  the  invention  from  an  sesthetical 
point  of  view.  It  may  be  urged,  with  some  show  of  reason,  that 
the  only  possible  ornamentation  in  connection  with  a  gasholder  is 
supplied  by  the  elevated  guide-framing,  and  that  wanting  this  the 
floating  vessel  standing  above  ground  without  apparent  support 
will  be  a  somewhat  ungainly  object.  True,  the  holder  might  be 
ornamented  round  the  top  ring  with  palisade  or  open  chequer- 
work  ;  and  other  methods  of  ornamentation  may  be  adopted. 
"Whether  this  be  so  or  not,  however,  appearance  will  not  weigh 
for  one  moment  with  those  who  are  concerned  in  providing  the 
capital  required  to  be  expended  on  such  structures ;  and  neither 
ought  it  to  do  so,  when  the  advantage  in  the  saving  of  cost  is  so 
manifestly  in  favour  of  the  proposed  method  of  construction.  This 
saving  is  not  confined  to  the  ironwork  of  the  holder,  but  extends 
also  to  the  underground  tank.  The  necessity  for  the  provision  of 
piers  or  counterforts,  and  large  and  expensive  foundation-stones 
for  the  bases  of  columns  or  standards,  will  disappear  ;  the  tank  for 
such  a  holder  being  cylindrical  both  inside  and  outside  the  walls, 
from  base  to  summit.  Again,  in  the  case  of  holders  made  for 
shipment  abroad,  there  will  also  be  the  saving  of  about  50  per  cent, 
effected  in  the  cost  of  freight.  In  these  days  of  active  rivalry  in 
the  methods  of  artificial  illumination,  whatever  improvements 
tend  to  keep  down  the  capital  of  a  gas-works  will  be  welcomed. 


New  Gas  Map  of  London. — Mr.  Preston  Davies  has  just  com¬ 
pleted  a  new  map  of  the  Metropolitan  and  Suburban  Gas  Com¬ 
panies’  districts,  in  the  preparation  of  which  he  has  had  the  assist¬ 
ance  of  the  Engineers  of  the  several  Companies  whose  limits  are 
defined.  These  are  :  The  Gaslight  and  Coke,  South  Metropolitan, 
Commercial,  Harrow,  North  Middlesex,  Hornsey,  Tottenham  and 
Edmonton,  Lea  Bridge,  "West  Ham,  West  Kent,  Bromley,  Crystal 
Palace,  Mitcham  and  Wimbledon,  Wandsworth  and  Putney,  Kich- 
mond,  and  Brentford.  The  map  has  been  arranged  for  the  addition, 
if  required,  of  the  districts  of  the  remoter  Companies  lying  around 
the  Metropolis. 

Presentation  to  Mr.  Wm.  W.  Gray,  of  Cambridge. — Last 
Thursday  afternoon,  the  employes  of  the  Cambridge  University 
and  Town  Water- Works  Company  presented  to  the  Manager,  Mr. 
William  W.  Gray,  a  testimonial,  in  the  form  of  a  silver-plated 
biscuit-box,  suitably  inscribed,  as  a  mark  of  their  appreciation  of 
the  kindness  they  had  always  received  at  his  hands.  In  accepting 
the  testimonial,  Mr.  Gray  alluded  to  his  long  connection  with  the 
Company,  which,  he  said,  extended  over  a  period  of  nearly  23  years ; 
and  he  remarked  that,  as  they  all  knew,  his  first  object  was  the 
success  of  the  undertaking.  In  studying  that,  they  were  really 
benefiting  themselves.  Before  the  presentation,  the  employes  and 
Mr.  Gray  took  tea  together  ;  and  the  proceedings  altogether  were 
of  a  very  pleasant  character. 

Extension  of  Gas  Supply  in  South  America. — We  learn  from 
an  esteemed  correspondent  that  the  new  gas-works  which  are 
about  to  be  constructed  at  Buenos  Ayres,  under  the  supervision  of 
Mr.  G.  E.  Stevenson,  Assoc.  M.  Inst.  C.E.,  will  be  the  largest  yet 
built  in  South  America,  and  will  be  capable  of  manufacturing 

million  cubic  feet  of  gas  daily.  The  Company  which  is  going 
to  start  the  works  and  compete  with  the  existing  undertakings  is 
quite  a  local  one,  and  is  on  the  co-operative  principle.  The  share¬ 
holders  are  gas  consumers,  and  will  get  10  per  cent,  reduction  in 
the  price  of  their  gas.  The  works  are  being  put  up  by  a  syndicate, 
whose  intention  is  to  build  a  number  of  works  in  the  country. 
Besides  those  at  Buenos  Ayres,  they  expect  to  erect  others  at 
Rosario,  the  town  of  next  importance  in  the  Republic,  having 
70,000  inhabitants.  The  works  there  will  have  a  capacity  of 
600,000  cubic  feet  per  diem.  In  the  town  of  Parana,  the  capital  of 
the  province  of  Entre-Rios,  works  are  to  be  constructed  capable  of 
turning  out  100,000  cubic  feet  of  gas  daily.  These  are  all  indica¬ 
tions  of  a  satisfactory  extension  of  gas  supply  in  South  America. 

Rust  on  Iron. — At  the  meeting  of  the  Iron  and  Steel  Institute 
in  Edinburgh  last  week.  Professor  A.  Crum-Brown  gave  a  descrip¬ 
tion  of  the  chemical  processes  involved  in  the  formation  of  rust  on 
the  surface  of  metallic  iron  exposed  to  ordinary  atmospheric  condi¬ 
tions.  He  said  that  iron  remains  quite  free  from  rust  in  an  atmo¬ 
sphere  containing  oxygen,  carbonic  acid,  and  water  vapour,  as  long 
as  the  water  vapour  does  not  condense  on  the  surface  of  the  iron. 
They  could  follow  the  whole  process  of  rusting,  and  divide  it  into 
stages  ;  these  stages  being  really  separate,  if  they  took  proper  pre¬ 
cautions.  When  once  the  process  was  started,  it  went  on  more  rapidly, 
because  the  porous  rust  not  only  did  not  protect  the  iron,  but 
favoured,  by  its  microscopic  character,  the  condensation  of  water 
vapour  from  the  air  as  liquid  water.  A  piece  of  iron,  therefore, 
which  has  begun  to  rust  will  continue  rusting  in  an  atmosphere  not 
saturated  with  water  vapour — an  atmosphere  in  which  a  piece  of 
clean  iron  would  not  rust  — because  the  liquid  water  will  condense 
on  the  microscopic  rust  from  such  an  atmosphere,  but  not  on  the 
bright  iron 


OIL  AND  OTHER  ILLU  MIN  ANTS,  AND  THEIR  EFFECT 
ON  THE  CONSUMPTION  OF  GAS. 

By  James  Dalgliesh,  of  Glossop. 

Supplementary  Paper  presented  to  the  Manchester  District  Institution 

of  Gas  Engineers,  Aug.  25.] 

When  reading  my  paper  on  this  subject  at  our  December  meeting 
in  Manchester,*  I  endeavoured  to  give  the  origin  of  various  illumi- 
nants  connected  with  artificial  lighting — viz.,  from  pine,  resinous 
bark  of  trees,  oily  kernel  of  a  nut,  fat  of  animals,  and  the  bitumen 
and  naphthas  of  the  mineral  kingdom,  in  conjunction  with  a  porous 
material  which  was  provided  to  be  dipped  in  these  luminous  com¬ 
bustibles  ;  eventually  leading  to  the  invention  of  the  torch,  the 
candle,  and  the  lamp.  I  also  referred  to  the  introduction  of  our 
illustrious  illuminator  of  the  world — gas  ;  the  production  and  dis¬ 
tribution  of  petroleum  oil  (its  commercial  and  financial  position)  ; 
and  the  use  of  electric  light — but  as  an  opponent,  gave  it  as  my 
opinion  that  oil  was  the  most  formidable,  owing  to  its  bountiful 
supply  and  the  means  of  obtaining  it. 

I  now  wish  to  state  a  few  facts  connected  with  its  use ;  and 
leave  them  to  tell  their  own  sad  tale.  A  pamphlet  circulated  bj' 
the  Hospital  Sunday  Fund,  in  June,  1886 — entitled,  “Within  the 
Hospital  Walls ’’ — stated  that  the  House  Governor  of  a  London 
Hospital  said :  “  Every  week  we  have  to  admit  several  people 
suffering  from  burns  and  explosions  caused  by  paraffin-lamps  ; 
and  nearly  every  week  an  inquest  is  held  in  London  on  somebody 
killed  by  them.”  Mr.  Charles  Marvin,  who  has  written  largely  on 
the  use  of  petroleum  as  an  illuminant,  says  “  that  it  is  notorious 
that  in  every  country  the  increase  in  the  use  of  petroleum  has 
been  accompanied  by  an  increase  of  accidents  ;  and  it  was  not 
surprising  that  I  should  feel  saddened,  that,  in  promoting  a  larger 
use  of  petroleum  by  my  writings,  I  had  at  the  same  time  multi¬ 
plied  death  and  disaster  !  ”  About  the  spring  of  the  year  named 
— on  the  steamer  Vaira  on  the  Volga — a  paraffin-lamp  accident 
caused  the  loss  of  more  than  100  human  beings.  The  baths  at 
Scheveningen  were  burnt  down  through  a  paraffin-lamp ;  and 
Hampton  Court  narrowly  escaped  a  similar  fate.  Captain  Shaw, 
of  the  London  Fire  Brigade,  says  that  10  per  cent,  of  the  fires  are 
caused  by  the  paraffin-lamp.  On  Oct.  18,  1871,  a  cow  accident¬ 
ally  kicked  over  a  paraffin-lamp  in  a  wooden  shippon,  setting  the 
structure  on  fire  ;  and  the  wind  speedily  carried  the  flames  to  an 
adjoining  timber-yard  on  the  banks  of  the  Chicago  River.  From 
thence  they  spread  through  the  whole  city,  destroying  20,000 
buildings,  and  making  100,000  persons  homeless.  About  250 
persons  perished  in  tlie  flames;  and  it  cost  Chicago  a  sum  of 
nearly  £60,000,000. 

Throughout  the  United  Kingdom,  most  distressing  accidents 
and  deaths  are  almost  daily  recorded  in  many  of  our  valuable 
journals ;  and  yei  the  consumption  of  paraffin  and  petroleum  oils 
continues  to  increase.  True,  in  numerous  houses,  where  the  poor 
of  our  large  towns  and  cities  dwell,  there  is  no  provision  made 
by  the  landlords  for  the  use  of  gas.  There  are  hundreds,  and 
in  some  towns  thousands  of  houses  where  there  are  no  gas- 
fittings,  and  the  tenants  are  of  such  a  character  that  it  would 
be  unwise  to  trust  them  with  a  quarter’s  gas  supply ;  and  these 
go  to  increase  the  percentage  not  using  gas.  Most  of  this  class 
used  to  burn  candles,  and  no  doubt  have  recently  substituted 
petroleum  oil  as  their  illuminant.  If  it  had  been  possible  for  the 
engineers  and  managers  of  the  various  gas  companies  and  cor¬ 
porations  to  have  furnished  me  with  the  actual  number  of 
houses  not  fitted  up  for  the  consumption  of  gas,  and  the  number 
with  defective  fittings,  they  would  have  shown  gas  in  a  more 
correct  light.  In  my  own  district,  hundreds  of  houses  are  with¬ 
out  gas-fittings,  and  hundreds  so  wretchedly  “hung” — not  fitted 
— with  |-inch  gas-pipes,  and  the  rest  to  match,  that  tenants  cannot 
use  them.  I  do  not  think  there  is  a  district  in  the  United 
Kingdom  with  such  bad  internal  fittings — apologies  for  fittings ; 
and  when  before  the  Committees  of  the  House  of  Commons 
and  the  House  of  Lords  in  1879,  seeking  for  additional  capital, 
&c.,  the  writer  exhibited  numerous  curiosities  called  gas-fittings, 
which  greatly  astonished  even  the  opponents  of  the  Bill. 

In  the  towns  shown  in  the  table  given  with  my  former  paper, 
where  the  consumption  of  gas  is  from  2,000,000  to  6,000,000 
cubic  feet  per  mile  of  main,  there  should  not  be  much  difficulty 
to  cope  with  oil  or  the  electric  light ;  and  the  engineer  must  be  a 
happy  man.  But  where  the  consumption  is  only  f  to  1  million 
cubic  feet  per  mile,  with  50  to  60  miles  of  mains  aud  a  hilly 
district,  it  is  a  difficult  task,  particularly  when  he  has  always 
to  provide  maximum  dividends,  good  gas,  &c. — all  has  to  be  good, 
but  the  manager’s  salary. 

Notwithstanding  our  numerous  difficulties,  and  the  evil  times, 
it  is  our  duty  to  advance  the  interests  of  our  shareholders  or  the 
ratepayers,  as  the  case  may  be,  and  still  exclaim  :  “  Heave  awa’, 
lads,  we’re  not  dead  yet.”  Let  us  hope  that  good  may  come  out 
of  evil. 

The  "Water  Supply  of  New  York. — The  Commissioner  of  Public 
Works  of  New  York  states,  in  discussing  the  water  supply  of  the 
city,  that  although  110  million  gallons  are  supplied  daily,  the 
increase  in  consumption  has  reduced  the  head  4  feet.  In  order  to 
economize  until  the  new  aqueduct  is  in  operation,  the  meter  system 
is  being  rapidly  extended.  There  are  now  16,552  meters  in  use, 
accounting  for  24  million  gallons,  for  which  the  city  receives 
£164,588.  If  the  whole  of  the  supply  were  metered,  the  city  should 
receive  at  least  £1,000,000  per  annum,  instead  of  only  a  little  over 
£500,000. 

*  ,See  Journal,  Vol.  L.,  p.  1091. 
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NORTH  BRITISH  ASSOCIATION  OF  GAS  MANAGERS. 

Official  Report  of  the  Proceedings  at  the  Annual 
Meeting  in  Glasgow. 

We  conclude  to-day  the  publication  of  the  report  of  the  Foceed- 
infis  at  the  above  meeting,  commenced  m  the  Journal  last  weel . 

On  the  reassembling  of  the  members  after  the  adjournment 
for  luncheon,  the  first  business  was  the  reception  of  the  report 
of  the  Scrutineers  (Messrs.  J.  Cameron,  of  Glasgow  and  A. 
Mackenzie,  of  Edinburgh)  of  the  ballotmg-papers.  It  showed 
that  the  undermentioned  gentlemen  had  been  elected  as  the 

Office-Bearers  for  1888-9. 

President — George  R.  Hislop,  Paisley.  -d  tj  v, 

Fice-Presfdewts— Samuel  Stewart,  Greenock;  R.  Robertson, 

Secretary  and  Treasurer— S.  Carlow,  Arbroath. 

Awdiior-D.  Bruce  Peebles,  Edinburgh. 

Committee— Z .  M‘Gilchrist,  Dumbarton;  J.  Adam,  Pollok- 
shaws;  T.  D.  Hall,  Montrose. 

Mr  Hislop  :  Allow  me  to  thank  you  all  or  placing  me  in  the 
President’s  chair  for  the  next  twelve  months.  I  was  inclined  to 
shrink  from  the  responsibility  of  conducting  the  affairs  ot  the 
Association  for  the  coming  year.  But  I  must  yield  to  the  power¬ 
ful  influence  of  my  friends  ;  and  I  have  to  thank  you  for  so  unani¬ 
mously  returning  me  to  that  position.  I  shall  endeavour,  to  the 
best  of  my  ability,  to  discharge  the  duties  devolving  on  me  as 
President;  and  I  hope  the  interests  of  the  Association  will  not 
suffer  in  my  hands.  I  liave  already  been  President  twice  ;  so  that 
this  makes  my  third  election  to  the  presidential  chair  m  twenty 
vears.  I  was  anxious  that  the  duties  of  this  responsible  office 
mi'dit  have  fallen  on  some  other  member ;  but  I  have  yielded  to 
the”  request  of  the  Association,  and  I  thank  you  for  the  honour 
you  have  conferred  upon  me- 

Place  of  Next  Meeting. 

It  was  agreed  to  hold  the  next  meeting  of  the  Association  at 
Dunfermline. 

Mr.  Keillor’s  Paper. 

Mr  G.  Keillor  (Nairn)  read  a  paper  on  “Automatic  Gas  Lighb- 
intr  This  will  be  found  in  the  Journal  for  the  7th  mst.  (p.  246). 


Discussion. 

The  President  ;  Mr.  Keillor  has  succeeded  admirably  in  over- 
comin-T  the  difficulties  he  had  to  contend  against  in  lighting  the 
nier-head  lamp  at  Nairn.  He  did  not  mention  that  the  pier  is 
200  feet  long ;  and  that  the  lamp  is  500  feet  distant  from  the  mam, 
and  is  raised  to  a  height  of  BO  feet.  You  can  readily  imagine  the 
difficulty  of  getting  along  the  pier  during  a  storm,  when  the  waves 
are  dashing  over  the  masonry ;  and  I  think  Mr.  pillor  has 
mana^^ed  very  well  to  surmount  the  difficulty ._  Looking  at  the 
matter  from  a  pounds,  shillings,  and  pence  point  of  view,  I  find 
that  it  takes  about  IBs.  to  keep  a  flash-light  burning  for  a  year, 
which  is  the  only  other  way  in  which  automatic  gas  lighting  can 
be  carried  out ;  so  that  it  would  cost  five  or  six  times  as  much 
to  keep  up  a  flash-light  as  it  does  for  the  interest  on  the  first  cost 
of  adapting  the  electric  appliance  according  to  the  plan  brought 
before  you  by  Mr.  Keillor. 

Mr  T.  D.  Hall  (Montrose) :  I  am  sure  we  are  all  very  much 
indebted  to  Mr.  Keillor  for  the  able  manner  in  which  he  has  brought 
this  matter  before  us  ;  and  it  is  doubtful  whether  there  is  one  here, 
connected  with  the  gas  profession,  who  does  net  toow  of  some 
place  which  could  be  lighted  by  this  method  more  efficiently  than 
is  being  done  at  present,  especially  steeple  clocks,  where  very  often 
the  flash-light  is  not  used,  but  the  _  lamplighter  has  to  climb  a 
ladder  or  a  stair  every  time  the  gas  is  lighted.  For  harbour  and 
beacon  lights,  Mr.  Keillor’s  plan  would  be  very  useful,  and  very 

convenient.  i  iv  • 

Mr.  Keillor:  I  may  explain  that  the  station  governor  has  this 

effect — that  there  is  an  arrangement  connecting  the  top  wire, 
which  passes  a  current  up  the  lamp-post  to  the  lighter.  The  ^chon 
of  the  lighter  turns  the  gas  on  and  off  by  means  of  a  ratchet,  ihe 
reverse  takes  place  when  we  reduce  the  pressure.  The  governor 
falls  when  the  pressure  had  been  brought  below  12-10th8,  and  con¬ 
nects  the  lower  wire.  _  /  is 

The  President  :  It  may  be  pointed  out  that  the  tap  (or  cocKj 
which  leads  to  the  main  towards  the  pier  can  be  opened  and  shut. 
If  you  open  the  tap  at  the  entrance  to  the  pipe  leading  to  the 
lamp,  you  can  regulate  the  light  and  put  it  out.  A  battery  can 
be  placed  anywhere,  so  long  as  you  carry  the  wire  to  the  lamp. 

One  battery  is  sufficient.  ,  v  i 

Mr.  W.  Cheyne  (Briton  Ferry) ;  In  our  place  we  have  to  lignt  a 
ran»e  of  lamps  three  miles  out  at  sea.  Mr.  Keillor’s  plan  would 
not  suit  us,  because  the  tide  falls  35  feet,  and  you  could  not  protect 

The  President  ;  The  battery  can  be  placed  above  the  highest 

Mr.  Cheyne  :  Our  system  of  automatic  lighting  has  worked  for 
five  years  without  any  trouble.* 

The  President  ;  How  much  does  it  take  to  light  the  lamps  ? 

Mr.  Cheyne  :  It  takes  5  cubic  feet  of  gas  per  hour  to  supply  a 
flash-light  to  12  lamps.  The  lamps  are  lighted  every  tide  during 
the  winter.  _ _ _ 

*  Mr.  Cheyne’s  arrangement,  wliicli  was  brought  under  the  notice  of 
the  Association  at  their  meeting  in  1883,  was  described  and  illustrated  in 
the  Journal  for  March  6  of  that  year  (p.  413.) 


The  President  :  But  the  flash-light  is  very  expensive.  If  the 
price  of  gas  is  3s.  per  1000  cubic  feet,  and  you  burn  1- 10th  of  a 
cubic  foot  constantly  for  every  flash-jet,  it  costs  2s.  8d  a  year  of 
8760  hours  ;  if  the  price  is  4s.,  it  costs  38.  7d.  a  year.  At  r^^e 
of  5  cubic  feet  of  gas  per  hour  for  12  Mrnps— t.e.,  A  cubic  ^0°*  Per 
lamp— if  the  pilot  light  is  constantly  burning, 
a  year  would  be  11s.  at  3s.,  or  14s.  9d.  at  48.  per  1000  cubic  feet 
Comparing  these  figures  with  the  sum  necessary  for  interest  on 
the  cost  of  the  electric  gas-lighter,  which  would  only  be  from 
2s.  to  3s.  per  annum,  it  will  be  apparent  that  great  economy  would 
result  by  the  use  of  Mr.  Keillor’s  arrangement. 

Mr.  A.  Smith  (Aberdeen)  :  And  Mr.  Cheyne’s  arrangement  has  to 

li<^ht  the  lamps  every  tide.  „  ,  ,  . 

Mr.  Cheyne  ;  The  light  has  to  be  furnished  for  the  ships  coming 
into  the  port  twice  every  24  hours.  You  could  not  carry  out  a 

^^Mr.  Keillor  :  The  whole  of  my  apparatus  can  be  fitted  up  m 
the  lamp  itself ;  and  when  you  send  the  gas  to  the  lamp,  the  light 

^  Mr.  Cheyne:  But  you  would  require  to  put  a  battery  on  every 

lamp  ?  .  .  ^ 

Mr.  Keillor:  Yes;  m  your  circumstances.  ■ 

Mr  A  Macpherson  (Kirkcaldy) :  The  thanks  of  the  Associatio 
are  due  to  Mr.  Keillor  for  the  excellent  paper  he  has  brought  under 
our  notice.  He  has  arranged  his  system  very  ingeniously,  and 
apparently  very  effectively.  In  his  case  I  do  not  suppose  it  could 
bebetter  managed ;  but  Mr.  Cheyne’s  method  is  possibly  the  most 
satisfactory  in  his  special  circumstances.  I  have  used  electiicity  for 
another  purpose  ;  and  it  only  shows  that,  if  we  take  advantage  of 
it  electricity,  instead  of  being  our  great  rival,  can  be  made  a  very 
obedient  servant,  and  of  great  use  to  us.  We  fill  our  district  gas¬ 
holder  about  a  mile  from  the  works ;  and  on  the  mam  through 
which  we  send  the  supply  I  fitted  up  a  little 
gas  is  shut  off,  the  governor  rises  and  rings  ^ 

the  man  knows  he  has  to  look  to  the  pressure  at  once  so  that  we 
have  the  pressure  checked  without  going  to  see  when  the  holder 
is  filled.  By  taking  advantage  of  electricity,  we  may  save  our¬ 
selves  a  great  deal  of  trouble-in  fact,  might  even  use  the  electric 
light,  just  to  show  the  superiority  of  gas  oyer  it.  The  thanks  of 
the  Association  are  due  to  Mr.  Keillor  for  the  lucid  way  in  which 
he  has  described  his  model. 

Mr  Key  (Tradeston,  Glasgow) :  All  these  arrangements  ye  very 
ivij..  Av  V  fnv  l-na  ino-Pnilltv.  in 


ingenious;  and  the  author  deserves  credit  for 
1873,  the  late  Mr.  Abraham  Malam  read  a  paper  to  the  West  ot 
Scotland  Association,  at  their  meeting  in  Dumfries,  in  which  he 
described  his  arrangements  for  the  automatic  lighting  of  street 
lamps  by  electricity.*  He  had  a  glass  cyhnffi-ical  jy  containing 
an  annular  glass  cylinder,  sealed  in  acid,  forming  (with  cybon  and 
zinc)  a  battery.  When  the  evening  pressure  was  yit  on,  tlie  gas 
was  admitted^to  the  outer  annular  chamber  ;_  and,  ytmg  on  the 
surface  of  the  acid,  sent  up  the  liquor  m  the  inner  tube,  thereby 
coming  in  contact  with  the  zinc  and  carbon,  completing  the  circuit, 
S  causing  the  gas  to  be  immediately  lighted.  When  the  pre  - 
Sre  was  withdrawn  from  the  mains,  the  liquor  m  the  outer  cd 
rose,  and  that  in  the  inner_  tube  lost  contact  with  the  zinc  and 

carbon,  and  the  gas  was  extinguished.  . 

The  President  :  I  am  sure  it  will  be  of  great  advanFge  to  us  to 
know,  should  occasion  require  us  to  do  similar  work,  ffiat  we  have 
Mr.  Keillor’s  example  as  a  precedent  to  guide  us  in  respect  of 
automatic  gas  lighting,  _ 

Mr.  M’Gilchrist’s  Paper. 

Mr.  J.  M’Gilchrist  (Dumbarton)  next  read  the  paper  y  “  Sdhng 
Gas,”  which  was  given  in  the  Journal  a  fortnight  ago  (p.  28/). 

Discussion. 

The  President  :  You  have  heard  a  very  interesting  FPy> 
prepared  and  read  in  his  own  inimitable  way  by  Mr.  M  Gilchrist , 
and  we  shall  now  be  pleased  to  hear  any  remyks.  _  .Up 

Mr.  Bell  :  Does  the  money  turn  the  spindle  of  the  index  of  the 

^’^Mr.^’^'G^™ HRisT  :  This  is  a  case  of  contracting  with  the  gas 
company.  If  a  customer  wishes  to  purchase  1000  feet  of  gas,  he 
pays  his  money,  and  the  gas  inspector  turns  on  the  gas.  When 
tlie  quantity  paid  for  has  been  consumed,  the  gas  is  turned  off. 

Mr.  Key  :  From  the  title  of  this  paper,  I  expected  something 
very  humorous  and  very  racy  ;  and  I  have  not  been  disappomteffi 
No  one  but  Mr.  M’Gilchrist  could  have  put  his  paper  in  such 
pleasing  phraseology.  I  think  his  plan  o^ngaging  canvassers,  y 
those  who  receive  a  percentage  for  the  collection  ot  money,  for  ffie 
purpose  of  canvassing  for  gas  consumption,  is  a  vey  good  one.  He 
might  have  gone  a  little  further,  and  suggested  the  wheelbarrow 
man  ;  for,  in  the  early  days  of  the  Edinburgh  Gy  Company,  bags 
made  of  leather  or  other  material  were  filled  with  gas,  and  hawked 
about  the  streets  in  a  two-wheeled  barrow,  and  yld  to  one  peryn 
here  and  another  there  for  one  or  two  nights  supply.  Ine 
customers  could  then  see  the  volume  of  gas  they  were  receiving. 
Meters  are  a  great  mystery  to  many  people 

Mr  S.  Stewart  (Greenock) :  I  agree  with  Mr.  M  Gilchrist  that 
there  should  be  small  payments,  as  there  would  be  much  more 
gas  consumed  if  we  had  them.  I  do  not  think  it  is  right  to  take 
large  deposits.  By  doing  so  you  prevent  many  peo^e  from  burn¬ 
ing  gas.  I  know  that  many  people  in  Greenock  do  not  use  gas 
because  they  cannot  pay  tbe  deposit.  I  do  not  think  we  should 

*  See  JeuiiNAL,  Vol.  XXII.,  p.  682, 
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press  people  too  hard.  Of  course,  a  great  deal  of  caution  should 
be  exercised  ;  but  I  cannot  understand  why  gas  companies  should 
expect  to  carry  on  their  business  without  risk.  Ordinary  traders 
do  not  ask  their  customers  to  make  deposits  ;  and  I  do  not  see  the 
force  of  gas  companies  doing  it.  There  is  a  very  strong  feeling 
against  meter-rents ;  and,  in  my  opinion,  meters  should  be  sup¬ 
plied  free.  I  agree  with  Mr.  Key  that  Mr.  M'Gilchrist  lias  given 
us  a  very  able  paper. 

Mr.  G.  R.  Hislop  (Paisley)  :  I  cannot  agree  with  Mr.  M'Gilchrist 
in  the  matter  of  supplying  meters  free;  but  I  maintain  that  it 
would  be  right  to  charge  for  them  only  the  annual  cost  of  main¬ 
tenance.  That  is  as  far  as  anyone  can  be  expected  to  go  in  this 
direction.  No  doubt  the  “  power  of  littles  ”  may  be  made  mani¬ 
fest  by  encouraging  the  use  of  gas  amongst  small  consumers.  In 
Paisley  we  are  very  lenient  in  regard  to  deposits.  We  exact  them 
from  aU  parties  with  whom  we  are  not  acquainted  ;  but,  as  a  rule, 
the  deposit  is  returned  on  the  first  account  being  paid.  Suppose 
we  take  a  deposit  of  4s.,  and  the  consumer  burns  4s.  or  5s.  worth  of 
gas,  the  amount  is  deducted  at  the  end  of  the  first  quarter ;  and 
I  think  the  justification  of  this  course  will  be  manifest  when  I  tell 
you  that  our  loss  from  bad  debts  is  only  f  per  cent,  on  the  gross 
revenue.  Though  the  deposit  is  exacted,  the  system  we  go  on  does 
not  involve  any  hardship.  We  “square  accounts”  generally  at 
the  end  of  the  first  quarter  ;  but  if  we  are  not  very  sure  about  the 
parties,  we  continue  the  deposit  until  the  second  quarter.  It  is  all 
settled  up,  however,  before  the  end  of  the  year. 

Mr.  A.  MacPherson  (Kirkcaldy) :  Like  the  other  speakers,  I 
have  to  congratulate  Mr.  M'Gilchrist  on  the  able  manner  in  which 
he  has  brought  this  subject  before  us,  and  on  the  admirable  way  in 
which  he  has  treated  it.  I  see  no  objection  to  canvassing  for  con¬ 
sumers.  Although  it  may  be  a  little  expensive,  it  would  pay  in 
the  end.  There  cannot  be  any  danger  in  canvassing  on  the  pre¬ 
payment  system,  for  we  should  be  sure  of  our  money.  Many 
people  would  gladly  burn  gas  who  do  not  now  use  it  for  the  simple 
reason  that  they  cannot  pay  the  quarterly  accounts  ;  but  if  we  had 
monthly  accounts,  small  consumers  would  make  an  effort  to  pay. 
They  could  go  to  the  office  and  pay  for  a  quantity  of  gas  as  often 
as  they  pleased  ;  and  it  would  be  their  duty  to  watch  and  see  when 
the  gas  was  about  to  run  out.  I  cannot  agree  with  the  suggestion 
to  do  away  with  meter-rents.  I  do  not  think  the  abolition  of  these 
rents  is  fair.  Suppose  we  put  a  three-light  meter  into  the  house 
of  a  consumer  who  burns  (say)  5000  cubic  feet  of  gas  per  annum, 
and  a  similar  meter  into  the  house  of  one  who  burns  10,000  cubic  feet, 
there  is  the  same  amount  of  capital  expended  in  measuring  the  5000 
as  in  measuring  the  10,000  cubic  feet ;  and  it  goes  on  in  increasing 
ratio  for  the  larger  consumer.  I  think  a  small  deposit  is  very  bene 
ficial  until  we  know  the  customers  with  whom  we  are  dealing.  If  a 
stranger  comes  to  us  for  a  supply  of  gas,  we  ask  if  he  has  burnt  gas 
before  ;  and  unless  he  can  produce  a  clear  bill  for  his  last  payment, 
we  exact  a  deposit  of  5s.  until  he  makes  two  payments,  after  which 
the  deposit  is  cleared  off  by  the  next  bill.  There  is  one  thing, 
I  think,  which  we  ought  to  impress  on  the  people,  and  that  is 
that  we  should  have  the  control  of  the  gas  up  to  the  point 
of  consumption.  My  experience  within  the  last  few  years  has 
been  that  speculative  builders  run  up  houses  to  sell ;  and  the 
gas-pipes  are  simply  thrown  in.  There  is  no  regard  to  size 
or  anything  else ;  and  the  tenants  are  not  a  couple  of  months  in 
possession  before  a  complaint  is  made  that  they  cannot  get  gas  in 
some  part  of  the  house,  and  that  the  lights  are  jumping.  Until 
gas  companies  make  a  determined  stand,  and  say  they  will  not 
supply  any  gas  until  they  are  satisfied  that  the  fittings  are  proper, 
there  will  be  no  remedy.  If  we  combine  to  have  the  control  of  the 
supply,  or  at  least  to  see  that  the  fittings  are  properly  put  into 
houses,  our  duties  will  be  simplified,  and  a  great  deal  of  extra 
pleasure  and  certainly  additional  light  will  be  given  to  consumers 
of  gas  in  general.  If  ever  such  an  ideal  company  as  Mr.  M'Gil¬ 
christ  has  sketched  is  formed,  we  shall  all  know  where  to  get  a 
most  efficient  and  humorous  manager — viz.,  in  Mr.  M'Gilchrist 
himself. 

Mr.  A.  Donaldson  (Edinburgh) :  Mr.  M'Gilchrist  does  not  mention 
any  discount  allowed  to  consumers  who  pay  their  accounts  within 
a  certain  period.  I  think  this  is  a  good  plan,  and  has  worked  well 
in  several  places. 

Mr.  A.  Smith  (Aberdeen) :  There  is  a  large  amount  of  useful  in¬ 
formation  in  Mr.  M'Gilchrist’s  paper.  It  would  be  a  great  matter 
if  we  could  get  short  payments,  the  want  of  which  keeps  many 
consumers  back.  In  regard  to  the  supervision  of  pipes  laid  in 
buildings,  I  may  mention  that  in  Aberdeen  building  is  going  on 
rapidly,  and  that  there  is  no  supervision.  We  have  no  charge  of 
the  pipes,  as  our  duties,  according  to  our  Act,  cease  at  the  main. 
The  result  is  that  in  many  cases  the  pipes  are  simply  thrown  into 
the  houses  ;  and  the  waste  and  loss  to  the  consumers  are  very  great. 
The  defects  are  so  serious  that  wet  meters  have  become  of  no  use, 
and  dry  meters  have  to  be  introduced.  I  think  the  gas-supplying 
authorities  should  have  the  supervision  of  fittings  in  houses. 

Mr.  G.  Keillor  (Nairn) :  In  June,  1887,  I  brought  the  subject 
of  weekly  collection  before  my  Directors.  They  thought  it  would 
be  a  complicated  and  troublesome  system  ;  but  after  I  explained  it, 
they  saw  there  would  be  no  risk,  and  that  it  would  be  simply  a 
matter  of  working  out.  We  have  a  collection-book  specially  made 
up  with  two  double  money  columns.  When  a  consumer  com¬ 
mences  on  the  weekly  system,  we  begin  to  collect.  We  enter  the 
quantity  of  gas  consumed,  and  then  total  up  the  collection  ;  and 
at  the  end  of  three  months,  if  there  is  any  balance,  it  is  shown  on 
the  other  side.  When  I  first  started,  an  insurance  agent  told  me 
he  was  quite  certain  it  would  not  be  more  troublesome  to  collect 


gas-rents  weekly  than  it  was  to  collect  insurance  premiums.  We 
have  530  consumers,  of  whom  113  are  on  the  weekly  system,  and 
57  are  new  consumers.  The  money  collected  from  these  57  last 
year  was  £109.  The  collector — a  young  lad — calls  twice  a  week, 
on  Thursday  and  Saturday,  and  we  pay  him  5  per  cent,  on  the 
amount  brought  in.  He  does  the  whole  of  the  work  in  three  or 
four  hours  each  week.  Our  selling  price  for  gas  is  7s.  6d.  per  1000 
cubic  feet,  less  lOd.  discount  for  cash  ;  but  no  discount  is  allowed 
to  those  who  pay  weekly.  Gas  for  cooking  and  heating  purposes 
is  sold  at  4s.  7d.  per  1000  cubic  feet ;  the  supply  being  by  special 
meter,  and,  as  a  rule,  by  a  separate  service-pipe. 

Mr.  Hislop  :  Does  the  consumer  pay  for  the  hire  of  the  meter  ? 

Mr.  Keillor  ;  Yes,  for  lighting  purposes  ;  but  not  for  cooking. 

Mr.  M'Gilchrist,  in  reply,  said  that  he  thought  the  subject  of 
weekly  payments  and  consumers’  internal  pipes  and  fittings  should 
be  taken  up  by  the  Committee,  who  should  prepare  and  present  a 
report  to  the  Association.  Something  should  really  be  done  to 
draw  in  more  consumers  from  the  class  to  which  he  had  referred. 
Twelve  years  ago  he  persuaded  the  Corporation  of  Dumbarton  to 
adopt  a  standard  of  sizes  for  internal  pipes  for  the  supply  of 
houses  ;  and  from  that  period  no  pipes  had  been  introduced  in  new 
buildings  in  Dumbarton  without  being  inspected  by  a  representa¬ 
tive  of  the  Gas  Corporation.  If  they  were,  upon  inspection,  found 
not  to  be  in  accordance  with  the  standard  of  sizes  issued  by  the 
Corporation,  they  were  turned  out,  and  replaced  by  pipes  of 
proper  dimensions.  The  general  public  were  grateful  for  this 
action  of  the  Corporation.  Upon  the  matter  of  discounts  for 
early  payments,  he  argued  that,  when  gas  consumers  had  three 
months’  credit,  they  should  not  be  allowed  more  than  a  month  after¬ 
wards  to  pay  their  accounts.  Referring  next  to  the  question  of 
meter-rents,  he  said  he  was  sorry  that  Mr.  MacPherson  had  not 
been  educated  up  to  the  point  of  supplying  meters  free ;  but 
this  was  his  misfortune  rather  than  his  fault.  Replying  to  the 
argument  about  the  unfairness  to  the  large  consumer  of  not 
charging  meter-rents,  Mr.  M'Gilchrist  said  the  same  argument 
would  apply  to  a  railway  company,  which  would,  on  the  same 
lines,  be  entitled  to  charge  more  for  a  20-8tone  traveller  than  a 
10-stone  traveller.  In  every  business  difficulties  such  as  these  had 
to  be  encountered  ;  and  they  must  be  overcome.  Customers 
must  be  treated  not  altogether  on  their  individual  merits,  but 
according  to  a  broad,  general  principle,  which  should  apply  to 
every  class  of  consumers,  and  at  the  same  time  tend  to  forward 
the  interests  of  companies  supplying  gas.  Mr.  Hislop  had  always 
been  antagonistic  to  free  meters ;  but  he  (the  speaker)  trusted 
that  Mr.  Hislop  would  live  to  see  the  error  of  his  way.  It  would, 
in  his  view,  tend  to  the  advantage  of  gas  corporations  if  the 
charge  for  the  meter  was  included  in  the  price  of  gas.  When 
the  meter-rent  prevented  people  from  consuming  gas,  the  manu¬ 
facturer  should,  in  his  own  interest,  give  way.  Consumers  of 
gas  should  be  treated  in  much  the  same  way  as  traders  treated 
customers.  If  complaints  should  be  made,  rather  than  make  a 
fuss  about  the  matter,  say  :  ''  We  will  allow  it.”  Gas  companies 
should  have  a  little  more  of  the  spirit  of  give  and  take  about  them, 
and  should  not  stick  to  the  hard-and-fast  lines  of  the  past.  With 
regard  to  deposits,  Mr.  M'Gilchrist  contended  that  if  it  was  left 
to  the  option  of  gas  managers  to  charge  or  not  to  charge  deposits,  it 
placed  them  in  an  awkward  position.  Supposing  a  man  were  to 
pay  his  gas  account  for  two  years  in  succession,  it  did  not  follow 
that  he  was  an  honest  man.  The  third  year  he  might  run  up  a 
bill  and  not  be  able  to  pay,  or  disappear  ;  and  the  loss  had  ulti¬ 
mately  to  be  borne  by  the  consumers  who  paid  their  accounts 
regularly.  When  a  man  of  dishonest  habits  got  into  debt,  he  some¬ 
times  felt  inclined  to  go  off  to  another  town  rather  than  pay  up  his 
arrears.  Therefore,  he  (the  speaker),  thought  that  the  deposit 
system  was  a  check  which  acted  in  favour  of  the  company  or  the 
corporation,  and  did  no  harm  to  consumers  because  they  got  more 
interest  on  their  deposits  than  they  could  get  in  other  securities.  He 
had  known  cases  in  Dumbarton  where  the  consumer  wanted  to 
increase  his  deposit  because  it  was  a  good  investment.  Mr.  Hislop, 
in  speaking  of  the  system  adopted  in  Paisley,  said  it  was  an  argu¬ 
ment  in  its  favour  that  the  bad  debts  amounted  only  to  J  per  cent, 
on  the  revenue.  Looking  to  the  gas  revenue  of  Paisley,  this  must 
amount  to  a  considerable  sum  per  annum.  Were  Mr.  Hislop  to 
adopt  the  Dumbarton  system,  this  f  per  cent,  of  bad  debts  would 
appear  on  the  other  side  of  the  account.  Again,  gas  companies 
were  not  like  ordinary  commercial  firms  in  the  matter  of  customers. 
The  ordinary  trader  could  select  his  customers,  and  sell  only  to 
such  as  he  approved  of ;  whereas  an  incorporated  gas  company 
must  supply  gas  to  every  ratepayer  who  applied  for  it,  irrespective 
of  his  financial  standing.  Mr.  M'Gilchrist  concluded  by  saying  he 
was  glad  that  the  subject  which  the  President  had  selected  for  him 
had  been  so  well  received  by  the  gentlemen  present. 


Mr.  Smith’s  Paper. 

Mr.  J.  Smith  (Rosewell)  then  read  a  paper  on  "  Regenerative 
Furnaces  for  Small  Gas-Works.”  It  appeared  in  the  Journal  for 
the  14th  inst.  (p.  288). 

Discussion. 

The  President  :  I  hope  you  will  enter  heartily  into  the  discus¬ 
sion  of  this  subject,  which  is  a  most  interesting  one,  and  one 
which  is  intimately  connected  with  the  success  or  otherwise  of  a 
gas  company.  I  trust  that  those  who  have  a  direct  interest  in, 
or  who  intend  to  adopt  a  similar  furnace,  will  take  part  in  the 
discussion. 

Mr.  Alex.  Smith  (Aberdeen) :  There  is  no  question  that  this 
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gentleman  deserves  great  praise,  for  he  has  accomplished  a  smart 
pece  of  work.  There  is  one  point  to  which  I  wish  to  direct 
attention,  and  that  is  the  position  of  the  producer.  It  appears 
to  me  that  he  would  have  some  difficulty  in  taking  the  cliimer  on 
the  sides,  on  account  of  being  so  far  under  the  setting.  We  are 
told  that  the  cleaning  out  is  done  only  once  in  24  hours.  1  should 
have  thought  it  would  have  had  to  be  done  more  frequently— 
perhaps  once  every  six  hours.  There  is  no  doubt  this  is  a  step  in 

the  right  direction.  ,, 

Mr.  S.  Stewaet  (Greenock)  :  I  have  to  congratulate  our  mend 
on  his  very  ingenious  arrangement.  I  approve  of  the  system 
of  having  the  producer  inside.  In  the  Klonne  bench  we  take 
out  the  clinker  once  in  every  48  hours ;  the  time  depending  on 
the  fuel  used.  If  we  are  careful  to  choose  a  fuel  containing  a 
small  percentage  of  ash,  the  clinkering  may  not  be  required  for 
a  considerable  time.  Mr.  Smith’s  arrangement  is  useful,  because 
it  allows  the  use  in  small  gas-works  of  only  a  few  retorts  in 
one  oven  ;  and,  what  is  much  more  important,  it  enables  them 
to  keep  the  retorts  in  heat  during  the  night.  -m-  i 

Mr  D.  Young  (Dalkeith) :  I  have  visited  the  Rosewell  Gas-Works, 
and  seen  this  furnace  in  operation.  I  went  there  on  a  Monday 
forenoon,  when  the  furnace  had  not  been  cleaned  out  for  GO 
hours  ;  and  in  the  retort-oven  there  was  a  good  working  heat.  I 
have  put  in  a  setting  on  this  principle;  and  if  it  produces  the 
same  heat,  working  spent  shale  and  a  not  very  good  splint  coal, 

I  shall  be  well  satisfied. 

Mr.  W.  Key  (Tradeston,  Glasgow) :  Mr.  Smith  deserves  great 
credit  for  this  setting.  He  has  taken  a  decided  step  in  advance  ; 
and  those  who  alter  their  settings  to  save  labour  and  wages  and 
fuel  do  great  good  to  the  gas  profession.  This  is  a  simple  arrange¬ 
ment  ;  and  it  speaks  volumes  for  Mr.  Smith’s  ability  that  he  has 
to  draw  his  clinker  only  once  in  24  hours,  while  keeping  up  a  good 

^^%he  President  :  I  gladly  join  the  members  who  have  spoken  in 
thanking  Mr.  Smith  for  bringing  this  subject  before  us  in  such  an 
interesting  way.  No  doubt  it  has  cost  him  much  thought  and 
trouble  ;  but  he  will  gain  advantages  in  many  respects  from  the 
use  of  this  furnace.  Perhaps  at  a  future  meeting  Mr.  Smith  will 
favour  us  with  the  fuller  results  of  the  working  of  the  furnace.  ^ 

Mr.  Smith  :  Mr.  Young  has  kindly  answered  one  of  the  questions 
in  regard  to  the  length  of  time  which  elapses  between  the  cleaning 
of  the  fires.  We  generally  clean  the  fire  every  day  except  Sunday. 
The  clinkering  at  first  caused  us  some  difficulty ;  but  since  we 
began  to  use  spent  shale,  clinkering,  in  the  sense  of  clinkering,  has 
not  had  to  be  resorted  to  for  three  months.  If  we  just  touch  the 
clinkers,  they  loosen  without  difficulty,  and  the  stuff  falls  away. 
The  President  :  You  speak  of  not  clinkering  on  Sundays.  Do 

you  work  the  retorts  on  Sundays  ?  i-i  r  r  i 

Mr.  Smith  ;  There  is  not  much  difference  in  the  quantity  ot  tuel 
used  on  Sundays  as  compared  with  other  days. 

Mr.  Key  :  Will  Mr.  Smith  inform  us  how  he  gets  the  clinker  on 
his  furnace-bars,  where  the  primary  air  comes  into  contact  with 
the  fuel  ? 

Mr.  Smith  t  never  try  to  take  the  clinkers  oil  there.  inere 
is  a  quantity  of  black  ash  at  the  bottom  ;  but  there  is  nothing  spread 
on  the  bottom  to  make  clinkers.  Whatever  clinkers  there  may  be 
are  on  the  top,  where  we  can  easily  get  at  them. 

Mr.  Key’s  Paper. 


Mr.  W.  Key  (Tradeston,  Glasgow)  read  the  last  paper,  which  was 
on  “The  Scrubbing,  Condensing,  and  Washing  of  Coal  Gas,”  and 
has  already  appeared  {ante,  p.  290).  After  reading  hie  paper,  the 
author  experimented  with  crude  oil,  to  show  how  its  contact  with 
gas  deteriorates  the  illuminating  power.  He  explained  that  when 
he  made  the  experiment  with  oil  at  a  low  heat,  the  effect  was  to  put 
out  the  gas  ;  and  he  accounted  for  the  failure  of  his  experiments  in 
the  presence  of  the  members  by  stating  that  the  oil  was  at  too  high 
a  temperature. 

Discussion, 

Mr.  J.  Donaldson  (Lochwinnoch) :  I  think  the  thanks  of  the 
members  are  due  to  Mr.  Key  for  his  able  paper,  dealing  as  it  does 
with  an  entirely  new  departure  in  gas  manufacture.  I  consider 
that  the  plan  of  taking  the  tar  from  the  gas  before  it  enters  the 
condensers  is  a  valuable  one,  and  that  a  very  great  saving  will  be 
effected  by  so  doing.  It  should  recommend  itself  to  all  gas 
managers.  As  Mr.  Key  would  have  shown  by  his  experiment, 
the  illuminating  power  of  gas  is  depreciated  by  coming  in  con¬ 
tact  with  cold  oil ;  and  by  his  arrangement  this  would  be  much 
reduced,  and  the  gas  kept  up  to  the  standard  illuminating  owerp 
with  a  much  less  quantity  of  rich  coal.  This  is  no  new  idea  of 
Mr.  Key’s,  as  he  mentioned  it  to  me  more  than  a  year  ago. 

Mr.  P.  Watson  (Stirling)  :  Is  this  a  patent  ? 

Mr.  Key  :  No. 

Mr.  Watson  :  Is  it  working  anywhere  ? 

Mr.  Key  :  It  has  only  been  working  on  the  small  model  1 
have  shown  you. 

Mr.  A.  MacPherson  (Kirkcaldy)  :  We  are  obliged  to  Mr.  Jiey 
for  his  excellent  paper,  and  for  the  exceptionally  fine  diagrams 
with  which  he  has  illustrated  hie  remarks.  I  have  had  a  notion 
for  a  long  time  that  it  is  wise  to  separate  the  hot  gas  from  the  tar 
as  soon  as  possible,  and  not  allow  them  to  travel  together,  as  the 
illuminating  power  is  thereby  deteriorated.  Mr.  Key’s  proposal, 
therefore,  is  nothing  new.  In  regard  to  the  scrubbing  arrange¬ 
ment,  I  think  it  is  a  good  one.  I  do  not  mean  to  say  that  Mr. 
Key’s  apparatus  is  the  best  that  could  be  adopted;  it  is  the 


principle  I  am  speaking  of.  Some  years  ago,  when  Mr.  Miller,  of 
Innerleithen,  brought  the  subject  before  us,  he  worked  on  the  same 
principle.  He  had  converted  a  large  disused  tank  into  a  sort  oi 
settling-pit,  where  the  gas  was  allowed  to  separate,  and  the  tar  to 
drop.  I  have  no  doubt  this  “  whisking  ”  of  the  gas  will  have  the 
effect  he  says  the  machine  will  have,  of  extracting  a  large  pro¬ 
portion  of  the  tarry  particles  from  the  gas  before  it  passes  on. 
Then  in  regard  to  the  condenser,  there  is  no  doubt  that  if  he  keeps 
his  condenser  pipes  clean  by  extracting  the  tar,  he  will  have  tar 
more  effective  working  from  his  condenser  than  if  it  were  to  become 
coated  inside  with  tar.  The  condensing  of  gas  is  a  thing  that  does  not 
receive  sufficient  attention.  The  condensing  apparatus  ought  to  be 
thoroughly  under  the  control  of  the  manager  of  the  works,  i  can 
maintain  my  illuminating  power  by  watching  the  temperature  at 
which  the  gas  is  being  discharged  at  the  outlet  of  the  condenser. 

In  this  respect,  Mr.  Key  is  bringing  forward  a  principle  which  is 
well  known  to  us,  but  which  is  perhaps  not  acted  upon  so  fully  as 
it  might  be.  I  know  a  number  of  people  who  would  rather  have  a 
low  temperature  at  the  outlet  of  the  condenser,  at  the  expense  of 
the  illuminating  power,  than  measure  the  gas  hot.  An  apparently 
large  leakage  account  is  no  loss,  but  a  profit.  By  reducing  the 
temperature  of  the  gas  to  perhaps  30°  or  40°,  we  effect  a  saving  on 
the  register  of  the  station-meter,  but  at  the  cost  of  the  illuminating 
power  of  the  gas ;  so  that  it  is  really  no  saving  at  all.  ihougli  you 
have  a  higher  leakage  account,  it  may  not  be  a  loss  but  a  gam. 
The  temperature  at  which  the  gas  is  discharged  froni  the  condenser 
is,  I  consider,  a  most  important  element.  In  regard  to  the  scrub¬ 
bing  arrangement,  I  am  not  quite  sure  that  it  will  be 
effectual.  There  will  be  a  certain  amount  of  tarry  matter 
carried  forward;  and  I  am  afraid  the  corrugated  sheets 
will  become  clogged  up.  Mr.  Key’s  apparatus  reminds  me  of  Mr. 
Whimster’s  washer  turnedupside  down,  or  that  of  Mr.  Keid,  ol  Lieitn. 

It  is  a  little  varied  in  construction,  but  the  principle  is  the  same. 
There  is  no  doubt  that,  in  purifying  gas,  intimacy  of  contact 
between  the  washing  material  and  the  gas  is  the  main  thmg  before 
we  can  hope  to  accomplish  the  object  at  which  we  aim.  it  J® 
effectual,  and  gives  us  intimate  contact,  the  machine  will  be 
successful.  In  regard  to  the  failure  of  Mr.  Key’s  experiment,  I  do 
not  see  how  he  could  expect  to  have  success,  because  he  tells  us  ne 
took  the  oil  from  the  inside  of  the  gasholder.  Instead  of  reducing 
the  illuminating  power,  I  think  he  should  increase  it. 
if  you  put  in  oil  from  an  oil-works  it  will  be  different.  I  know 
nothing  worse  for  reducing  the  illuminating  power  than  a  fane 

naphtha  tar  in  the  bottom  of  the  washer.  v,  f  ifaTr 

Mr.  G.  R.  Hislop  (Paisley) :  With  a  great  deal  of  what  Mr.  Key 
has  said  I  agree ;  but  there  are  various  opinions  entertained  on 
some  of  the  points  he  has  brought  under  discussion.  There  is  no 
doubt  that  this  is  a  new  feature  in  washing  gas.  _  In  my  opinion,  it 
matters  little  where  you  get  rid  of  the  solid  particles,  if  you  do  ge 
rid  of  them.  There  is  no  doubt  of  the  damaging  effect  of  some  con¬ 
densers  on  the  illuminating  power  of  the  gas  ;  and  for  this  rea^n 
we  have  long  ceased  to  put  up  condensers  in  the  old  torm.  We 
have  pipe  condensers ;  but  they  are  different  from  what  is  known 
as  the  ordinary  pipe  condenser.  The  pipes  are  set  in  rows,  an 
closed  in  a  tank  at  top  and  bottom ;  and  as  they  are  made  exactly 
level,  the  water  runs  down  the  pipes,  and  they  are  kept  as  clean  as 
if  they  had  been  washed  with  a  brush.  That  is  the  form  of  con¬ 
denser  I  have  adhered  to  for  a  long  time.  I  agree  with  Mr.  Key  as 
to  the  effects  of  tarry  matter  in  the  other  form  of  condenser,  and 
therefore  I  have  discontinued  its  use.  I  make  it  a  point  to  have 
the  temperature  of  the  gas  carefully  examined.  It  will  be  found  to 
be  a  great  advantage  to  maintain  the  temperature  as  high  as  pos¬ 
sible,  even  at  the  risk  of  losing  a  large  quantity  of  ammonia,  ihe 
benefit  of  maintaining  a  high  heat  is  great,  because  the  hydro¬ 
carbons  are  deposited  in  the  main,  and  they  are  largely  lifted  up 
again  and  carried  away.  What  is  deposited  in  the  colder  weather 
is  immediately  taken  up  again.  It  is  important  to  keep  the  tempe¬ 
rature  as  high  as  possible,  consistent  with  taking  the  impurities  out 
of  the  gas  on  its  way  to  the  station  meter.  I  aim  at  keeping  it  at 
55°  in  winter ;  and  it  is  a  rare  occurrence  if  it  goes  down  to  bU  . 
From  the  time  the  gas  leaves  the  condenser  until  it  gets  to  toe  end 
of  the  scrubber,  I  lose  perhaps  15°  ;  so  that  were  I  to  take  observa¬ 
tions  at  the  end  of  the  condenser,  my  gas  would  be  seriously 
deteriorated  before  it  reached  the  end  of  the  scrubber. 

Mr.  J.  M'Crae  (Dundee) :  The  first  thing  that  occurs  to  rne  is 
that  we  ought  to  be  indebted  to  Mr.  Key  for  the  manner  in  whic  i 
he  has  brought  this  subject  before  us ;  but  although  we  may  ad¬ 
mire  his  diagrams,  that  is  no  reason  why  we  should  adopt  his 
theory  without  examination.  I  ask  what  benefits  are  to  be  de- 
riyed  from  adopting  this  process.  Has  it  been  worked  in  any 
place  ?  Is  it  not  a  fact  that  this  corrugated  iron  will  be  seriously 
affected  by  the  foul  gas  passing  along  ?  Will  this  corrugated  iron 
not  be  filled  up,  so  that  you  will  haye  two  smooth  surfaces  rubbing 
together?  In  regard  to  the  placing  of  the  scrabber  ® 

condenser,  it  is  like  putting  the  cart  before  the  horse.  We  have 
all  learned  that  the  gas  should  be  gradually  lowered  in  tempera¬ 
ture,  and  that  the  temperature  should  be  noted  at  certain  points 
with  care  and  regularity.  I  presume  this  is  done  in  all  well- 
managed  gas-works.  Mr.  Key  censured  the  adoption  of  annular 
condeLers.  I  do  not  see  the  force  of  that.  In  my  opinion,  there 
is  no  part  of  the  process  of  gas  manufacture  so  httle  known  to  tfae 
gas  engineer  as  the  effect  of  condensers  on  the  heavy  hydrocar- 
Lns  contained  in  coal  gas;  and  I  question  whether  we,  after 
leaving  this  hall,  shall  be  very  much  further  enlightened  by  what 
we  have  heard.  He  has  been  severe  on  annular  condensers,  as 
an  engineer  who  has  erected  annular  condensers  this  falls  eavy. 
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"What  is  the  meaning  of  a  condenser  ?  Do  you  not  depend  upon 
the  weather ;  and  must  not  the  condenser  be  affected  by  the 
temperature  prevailing  at  the  moment  ?  It  is  quite  true  that  in 
winter  j’ou  must  use  means  to  check  excessive  condensation.  This 
is  done  in  all  well-regulated  works.  The  temperature  is  taken 
into  account ;  and  the  moment  you  go  below  70°,  you  close 
the  sluices  of  the  internal  pii)es  of  the  annular  condensers, 
and  thereby  the  condensing  power  is  reduced,  and  the  gas 
kept  at  an  equal  quality.  I  should  like  to  know  the  cost  of  this 
apparatus  as  compared  with  the  annular  condenser,  and  also  to  be 
informed  what  is  to  be  gained  by  using  it.  We  should  know  how  far, 
and  to  what  extent,  the  various  temperatures  affect  the  illuminating 
power  of  the  gas.  A  very  important  difference  exists  here,  and  it 
is  not  commonly  known ;  but  it  is  well  that  it  should  be  under¬ 
stood.  For  example,  if  you,  with  a  certain  mixture  of  coal,  supply 
26i-candle  gas  in  the  summer  time,  what  quality  of  coal  would  you 
require  to  use  to  supply  a  similar  quality  of  gas  in  the  winter 
time  ?  This  is  a  point  which  many  have  overlooked ;  and  it 
demands  much  consideration.  It  is  well  known  that  excessive 
temperature,  either  high  or  low,  has  a  decided  effect  on  coal  gas  ; 
and  the  question  ought  to  be  suggested  for  solution  to  some  gas 
manager  who  has  the  means  of  ascertaining  what  that  effect  is. 
Some  years  ago,  another  Gas  Association  took  up  this  question  ; 
but  I  do  not  know  that  very  much  good  came  of  their  investiga¬ 
tion.  I  think  some  definite  results  might  be  arrived  at,  and  in¬ 
formation  obtained  which  would  be  important  to  us  all. 

Mr.  A.  Smith  (Aberdeen) :  It  should  be  borne  in  mind  that  there 
are  a  great  number  of  annular  condensers  being  erected ;  and 
unless  Mr.  Key  has  something  definite  on  which  to  condemn  these 
appliances,  I  do  not  think  he  should  have  brought  the  subject  so 
prominently  forward.  The  annular  condensers  occupy  much  less 
space  than  the  pipe  condensers ;  and  you  have  the  same  power 
over  the  one  as  over  the  other.  I  think  a  number  of  condensers 
should  be  thrown  out  of  use  during  the  cold  weather.  From  the 
discussion  of  this  paper,  I  do  not  consider  we  should  run  away 
with  the  idea  that  there  is  no  condenser  right,  but  the  one  adopted 
by  Mr.  Hislop.  That  would  be  most  absurd.  Mr.  Key’s  diagrams 
of  his  scrubbers  are  very  beautiful.  But  I  am  a  good  deal  of  the 
opinion  of  Mr.  M'Crae,  that  you  must  have  means  for  washing 
them  out;  and  my  experience  is  that  the  simpler  you  can  make 
apparatus  for  gas  manufacture  and  purification  the  better.  To 
my  mind,  Mr.  Key  is,  in  this  respect,  taking  a  step  in  the  wrong 
direction.  I  am  not  so  sure  that  driving  the  gas  at  the  rate  of  300 
revolutions  a  minute  is  calculated  to  improve  it.  If  this  is  found 
to  be  good,  a  jet  of  steam  would  clean  the  corrugations.  Although 
I  cannot  agree  with  Mr.  Key,  I  thank  him  for  bringing  forward 
this  subject. 

Mr.  Hislop  :  I  hope  Mr.  Smith  will  not  go  away  with  the  idea 
that  I  hold  that  there  is  nothing  in  creation  like  the  condensers  I 
have.  I  simply  stated  what  I  had  adopted  in  preference  to  other 
kinds.  Many  of  these  things  are  merely  matter  of  opinion  ;  and 
I  simply  put  forward  my  ideas  on  the  subject. 

Mr.  MacPherson  :  Mr.  Smith  included  me  as  one  of  the  eon- 
demners  of  annular  condensers.  I  did  not  condemn  them,  because 
I  think  that  properly  constructed  annular  condensers  can  be  as  well 
controlled  as  any  others. 

Mr.  S.  Stewart  (Greenock)  :  I  quite  approve  of  what  Mr.  M'Crae 
and  Mr.  Smith  have  stated  in  reference  to  the  use  of  annular 
condensers. 

Mr.  Key:  The  object  of  my  paper  was  to  raise  a  discussion; 
and  I  am  pleased  with  what  has  taken  place,  because  it  was  for 
the  purpose  of  obtaining  an  improved  method  of  conducting  our 
business  that  the  paper  was  prepared.  Mr.  MacPherson  agrees 
with  me  as  to  the  temperature  to  be  maintained  throughout  the 
apparatus  ;  but  when  he  comes  to  the  washer,  he  expresses  the 
fear  that  it  will  become  clogged.  That  is  an  utter  impossibility, 
as  the  water  and  the  clean  gas  can  never  clog  up  the  corrugations 
by  this  arrangement. 

Mr.  MacPherson  :  We  have  had  examples  of  clogging  in  other 
things. 

Mr.  Key  :  At  60“  it  is  an  impossibility  ;  but  if  you  go  down  to 
freezing  point,  you  will  have  naphthalene.  As  to  the  form  of  the 
washer,  Mr.  MacPherson  says  it  reminds  him  of  Mr.  Whimster’s 
or  Mr.  Reid’s  ;  but  they  are  not  at  all  alike.  The  principle  of  Mr. 
Whimster’s  is  a  system  of  boxes ;  and  Mr.  Reid’s  is  a  long  vessel 
with  a  revolving  cylinder,  and  having  a  number  of  trays  lifting  up 
water,  which  percolates  through  to  the  gas.  I  say  that  it  is  spray 
that  is  wanted,  and  not  drops  of  water.  Anyone  looking  at  it  will 
see  that  there  is  no  resemblance  to  either  Mr.  Whimster’s  or  Mr. 
Reid’s  plan.  Mr.  MacPherson  thinks  the  oil  may  be  expected  to 
enlarge  the  flame  of  the  gas  ;  but  I  am  perfectly  certain  that,  when 
at  a  low  temperature,  the  oil  will  depreciate  the  gas  50,  60,  or  80 
per  cent.  I  shall  keep  some  of  this  oil  for  the  purpose  of  making 
further  experiments  ;  and  perhaps  you  may  hear  of  it  again.  Mr. 
Hislop  seems  to  think  it  does  not  matter  how  or  where  we 
get  rid  of  the  tarry  particles,  so  long  as  we  do  get  rid  of  them  ; 
but  I  hold  that  we  should  remove  all  the  tarry  matter  from  the 
gas  before  we  pass  it  into  the  condensers.  I  propose  to  take  it 
out  before  it  enters  the  condensers,  leaving  the  coolers  and  con¬ 
densers  to  do  their  own  work.  Mr.  Hislop  agrees  with  me  about 
the  annular  condensers.  Others  may  have  different  methods  of 
arriving  at  their  conclusions.  I  have  noticed  the  thermometer 
inside  an  annular  chamber  go  up  when  the  sun  rose  ;  and  I  have 
seen  it  go  down  20°  in  five  minutes  in  a  shower  of  rain.  The 
condenser  I  recommend  is  something  we  can  go  by — something 
we  can  regulate  by  the  movement  of  a  lever.  Mr.  Hislop  also 


agrees  with  me  about  maintaining  the  heat,  and  as  to  the  loss  of 
temperature  between  the  condensers  and  the  scrubbers.  He  has 
told  us  it  often  loses  15° — just  what  I  stated  in  my  paper.  Mr. 
M'Crae  has  asked  what  benefit  will  be  derived  from  this  arrange¬ 
ment.  I  cannot  give  the  benefit  in  pounds,  shillings,  and  pence  ; 
but  I  have  formed  a  very  good  opinion  of  the  loss  sustained  under 
the  present  system.  I  say  that  at  least  10  per  cent,  of  the  value 
of  your  coal  will  be  saved  every  day  during  winter  by  this  arrange¬ 
ment.  What  other  benefits  will  be  derived  can  only  be  found  out 
when  the  system  is  put  into  operation.  As  to  the  choking  of  the 
corrugations,  I  say  it  cannot  be,  because,  with  gas  passing  in  at 
from  120°  to  160°,  such  a  thing  as  any  solid  matter  being  there 
is  an  impossibility.  The  liquor  I  obtained  at  the  outlet  was  very 
liquid  indeed. 

The  President  :  While  thanking  Mr.  Key  for  his  paper,  I 
must  say  that  it  would  have  been  of  much  more  value  had  he 
given  us  some  practical  results.  A  pound  of  theory  has  been  in 
vogue ;  but  what  we  want  is  the  ounce  of  fact.  If  he  had  put 
the  apparatus  to  the  test,  and  given  us  some  facts  after  he  had 
had  it  in  use,  it  would  have  been  much  better  for  us  all.  He 
has  spoken  of  having  had  it  “in  pickle’’  for  a  number  of  years. 
It  would  certainly  have  been  better  if  he  had  put  it  in  operation. 
We  have  for  some  months  been  working  with  an  apparatus  at 
Dawsholm,  but  do  not  mean  to  say  anything  about  it  until  we  are 
able  to  state  something  definite.  It  was  premature  on  the  part 
of  Mr.  Key  to  gvie  us  only  theories ;  he  should  have  waited  until 
he  could  show  us  actual  results.  The  10  per  cent,  saving  of  coal 
on  which  he  reckons  is  merely  a  matter  of  assertion.  It  is  easy 
enough  to  say  such  a  thing  ;  but  if  there  is  nothing  to  support  it, 
it  would  have  been  far  better  if  it  had  never  been  said.  We  have 
now  come  to  the  end  of  the  list  of  subjects  for  discussion  ;  and  I 
ask  you  to  accord  a  hearty  vote  of  thanks  to  the  readers  of  the 
various  papers.  They  have  added  very  much  to  the  success  of 
the  meeting ;  and  I  think  we  shall  go  away  much  the  better  for 
all  we  have  seen  and  heard. 

The  President’s  Medal. 

Mr.  J.  M'Crae  (Dundee)  said  that  there  were  two  very  pleasant 
features  characteristic  of  the  Scotch  gathering  of  gas  managers.  In 
the  first  place,  the  meeting  was  always  agreeable  ;  and,  in  the 
second  place,  its  end  was  always  pleasant.  They  had  come  to  the 
close  of  one  of  the  best  meetings  the  Association  had  ever  held  ; 
and  a  very  pleasing  duty  had  fallen  on  his  shoulders,  to  present 
Mr.  Terrace  with  the  highest  honour  the  Association  could  confer 
on  him — viz.,  the  presidential  gold  medal.  It  was  not  alone  the 
intrinsic  value  of  the  medal,  but  it  was  something  to  hand  down  to 
one’s  children,  to  show  the  estimation  in  which  he  was  held  by 
his  brethren  in  the  craft ;  and  he  was  sure  no  one  who  had  pre¬ 
ceded  Mr.  Terrace  had  more  worthily  earned  the  distinction  than 
their  present  President.  With  these  remarks,  he  asked  Mr.  Ter¬ 
race’s  acceptance  of  the  medal,  assuring  him  that  every  member  of 
the  Association,  absent  as  well  as  present,  wished  him  many  years 
of  happiness  and  prosperity. 

The  President  thanked  the  members  for  their  great  kindness  in 
awarding  him  the  medal,  and  Mr.  M'Crae  for  the  happy  manner  in 
which  he  had  expressed  their  sentiments  in  making  the  presenta¬ 
tion. 

Vote  of  Thanks  to  the  Secretary. 

Mr.  Hislop  said  the  meeting  should  not  be  allowed  to  break  up 
without  remembering  one  gentleman  who  had  done  so  much  to 
ensure  its  success — viz,,  the  Secretary;  and  he  had  great  pleasure 
in  moving  a  hearty  vote  of  thanks  to  him  for  the  energy  and 
ability  he  had  displayed  in  conducting  the  affairs  of  the  Association. 

The  proposition  was  carried  with  applause. 

Mr.  Carlow,  in  returning  thanks,  said  it  had  been  a  great 
pleasure  for  him  to  be  their  Secretary  during  the  past  year  ;  and  if 
he  had  done  anything  to  further  the  business  of  the  Association, 
and  make  the  meeting  a  success,  he  was  amply  repaid  by  seeing  so 
large  a  gathering  of  the  members. 

This  concluded  the  business  of  the  meeting. 


In  the  evening  the  members  and  their  friends  dined  together  in 
the  Royal  Bungalow  of  the  Exhibition — Mr.  Terrace  presiding. 
After  dinner  some  time  was  spent  in  viewing  the  exhibits.  The 
following  day  an  excursion  was  made  from  Glasgow  to  Loch 
Lomond  and  Loch  Long ;  a  pleasant  day  being  spent. 


In  his  report  on  the  technological  examinations  of  the  City  and 
Guilds  of  London  Institute  for  the  present  year.  Sir  Philip  Magnus 
(the  Organizing  Director)  says  that  there  has  again  been  a  large 
increase  in  the  total  number  of  candidates.  In  1887,  5508  were 
examined,  of  whom  3090  passed;  in  1888,  6166  were  examined,  of 
whom  3510  passed.  The  increase  in  the  number  of  candidates  is 
86  less  this  year  than  last.  Examinations  have  been  held  this  year 
in  49  different  subjects,  in  seven  of  which  less  than  ten  candidates 
presented  themselves.  The  subjects  in  which  the  least  number  of 
candidates  came  up  are  those  connected  with  the  chemical  indus¬ 
tries  ;  and  the  Examiners  in  these  subjects  generally  remark  that 
few  of  the  candidates  are  found  to  possess  that  combined  know¬ 
ledge  of  scientific  principles  and  of  technical  processes  which  is 
desirable.  The  average  percentage  of  failures  has  fallen  from 
43’8  to  43’1 ;  and  from  the  separate  reports  of  the  Examiners  it 
appears  that  in  most  subjects  there  is  a  distinct  improvement  in 
the  quality  of  the  candidates’  written  answers  and  practical  work. 
Of  the  3510  successful  candidates,  758,  or  '21‘6  per  cent.,  have 
passed  in  the  Honours  grade,  as  against  21'9  per  cent,  last  year. 
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NOETH  OF  lEELAND  ASSOCIATION  OP  GAS 
MANAGEKS. 

The  Papers  Head  at  the  Annual  Meeting  at  Lisburn. 

In  the  Journal  last  week  we  published  a  general 
proceedings  at  the  first  annual  meeting  of  the  above-named  Asso- 
daS.  hdd  at  Lisburn  on  the  14th  inst.,  with  the  Inaugural 
Address  delivered  by  the  President  (Mr.  E.  .Shears)-  We  give  to- 
day  the  three  papers  read,  with  the  discussions  which  took  place 

thereon. 

Mr.  W.  E.  Featherstone  (Dundalk)  read  the  first  paper, 

entitled —  ^ 

THE  UTILIZATION  OF  TAR  AT  DUNDALK. 

The  low  prices  offered  for  tar  at  Dundalk  caused  me  to  use  up  all 
my  surplus  ;  and,  after  18  months’  experience,  I  estimate  the  value 
K?  tar  to  be  al  least  30s.  per  ton.  We  have  no  steam  power  to 
spray  the  tar,  yet  for  weeks  no  coke  was  consumed;  tar  taking  its 

place  in  the  furnaces.  ,  ,  ^  .  t 

The  following  extracts  from  our  annual  statements  of  accounts 

prove  the  value  of  tar  : — 

Cash  received  by  Sales  each  Year  ending  June. 

1885-6  1886-7  1887-8 

s.  d.  &  s.  d.  £,  9.  d. 

Coke  ...  653  5  2  ..  603  14  4  ..  795  10  5 

Tar  .  .  104  0  4  ,.  91  15  8  . .  150  5  1 

ulnar :  .  .  28  3  9  . .  35  16  4  ..  51  11  5 

£685  9  3  ^731  6  4  £997  6  11 

Tons.  Tons.  Tons. 

Coal  sarbonized  2943  ..  2776  ..  2  <64 

Coke  sold  without  tar  burning  in  1887  . 670 

Do.  with  do.  in  1888  . 

Increased  coke  sales  in  one  year  =  345 
The  surplus  tar  was  used  in  various  ways.  It  was  ernployed  for 
firing  retorts;  for  roadways  and  footpaths ;  for  the  gasholders,  in 
lieu  of  paint ;  for  mixing  with  fire-clay,  to  repair  the  furnaces, 
retorts,  &c. ;  and  for  stopping  leaks  in  the 

In  making  tar  concrete,  the  material— cinders,  stone  riddlings, 
gravel,  &c.— should  be  first  drenched  with  water,  and  regularly 
puddled.  Then  add  1  gallon  of  tar  to  3  bushels  of  material,  and 
tlioroughly  mix  into  a  slush.  Do  not  heat  either  stuff  or  tar. 
This  mixture  can  be  laid  at  any  time  in  dry  weather.  For  the 
retort-house,  a  flooring  of  tar  concrete  is  hard  and  clean,  it 
stands  heat,  rough  carta  and  horses,  tipping  coals,  with  the  usual 
turning,  backing,  &c.  After  twelve  months,  it  is  a  decided  im¬ 
provement  over  the  stone  paving  it  replaced,  as  one  man  can  run 
5  cwt.  of  coal  in  a  handcart  with  less  trouble  than  2  cwt.  with  the 
old  paving.  The  main  flue  does  not  affect  it,  running  underneath. 
To  lay  concrete,  first  get  a  good  foimda,tion  by  levelling  and 
rolling  Spread  the  mixture,  drench  it  with  water,  and  roll  and 
pour  on  water  until  both  tar  and  water  issues  out  in  streams  and  a 
skin  forms  on  the  surface.  Leave  it  to  dry  ;  then  coat  it  weU  with 
boilin"  tar  and  1  pint  of  paraffin  oil  to  a  gallon  of  tar  about  1 
gallon  of  tar  and  oil  to  5  square  yards  ;  then  dust  it  over  with  sand, 
and  in  ordinary  summer  weather  it  will  rapidly  dry,  set,  and 
become  waterproof.  This  can  be  thoroughly  well  done  for  from 
l)d.  to  Is.  per  square  yard.  For  tarring  the  gasholder,  I  “ 
scraped  off  all  the  old  paint,  and  then  coated  it  thinly  with  hot 

tar,  thinned  with  paraffin  oil.  . 

To  ascertain  the  daily  stock  of  tar  m  the  yard  tank,  an  old  meter- 
case  forms  a  float,  weighted  to  sink  in  liquor  but  float  m  tar.  A 
staff  with  a  pointer  indicates  the  height  of  the  tar  ;  and,  with  very 
little  assistance,  the  float  can  be  raised  to  the  top  of  the  liquor,  and 
thus  determine  the  depth  of  both  tar  and  liquor  separately. 

I  do  not  consider  it  advisable  to  burn  tar  closer  than  2  feet,  or 
even  2  ft.  6  in.,  from  the  point  of  ignition  to  the  bottom  of  the 
retorts,  without  protection.  I  make  the  tar-burner  to  swing  out 
of  the  way  like  an  ordinary  bracket ;  and  find  brass  or  lead  nipples 

better  than  iron.  •  n 

In  using  tar  for  firing,  I  employ  the  arrangement  shown  in  the 
drawing.  The  tar  is  lifted  direct  from  the  yard  store-tank  by  an 
ordinary  force-pump  fixed  against  the  wall  outside  the  retort-house, 
into  tanks  placed  upon  the  retort-beds,  two  tanks  to  a  bed,  con¬ 
nected  direct  by  l^inch  pipes  along  the  top  of  the  bed.  The  tar  is 
supplied  to  the  burners  by  a  f -inch  service-pipe,  taken  from  the 
bottom  of  the  tank  A.  This  pipe  descends  to  within  2  feet  of 
the  retort-house  floor  ;  then  rises  where  a  screen  is  fixed,  and  runs 


The  furnaces  consume  coke  only  when  it  cannot  be  sold,  or  when 
the  tar  is  low  in  the  tank.  A  lump  is  made  with  two  tiles,  banded 
and  packed  wedge-shape ;  and  into  these  grooves  are  cut  tor  a 
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along  the  front  of  the  mouthpieces  to  a  similar  screen.  But  the 
pipe  enters  the  tank  B  12  or  15  inches  higher  up.  Along  the  from, 
tees  (plugged  up)  are  fixed,  to  screw  on  a  bracket  as  required,  ihe 
advantages  of  this  arrangement  are  that  the  tanks  can  be  easily 
emptied,  vapour  does  not  form  in  the  pipes  and  cause  a  bad  Aow, 
but  a  circulation  is  formed  ;  and  when  the  tar  is  low,  the  vapours  do 
not  block  the  pipe.  The  screens  cleaning  the  rising  tar  do  not 
clog;  and  the  flow  can  be  reversed,  and  screened  tar  used  to  clean 
its  own  screen — any  sediment  being  run  off  at  the  tap. 


IJ-inch  wrought-iron  pipe,  opened  at  the  end  to  receive  the  . 
They  are  let  into  the  wall  over  the  furnace-door  when  a  coke  hie 
is  converted.  A  coke  fire  can  be  turned  into  a  tar-burning  re 
without  any  stoppage. 

Discussion. 

The  Honorary  Secretary  (Mr.  J .  Whimster,  of  Armagh)  said 
he  was  very  glad  to  have  heard  Mr.  Featherstone  s  paper,  which 
was  upon  a  subject  of  the  deepest  importance  to  every  member 
r&sociation.  It  was  a  great  thing,  in  his  opinion  to  li^e 
the  means  of  utilizing  tar  satisfactorily  ;  and  if  seemed  to  him 
Mr  Featherstone  had  been  very  successful  in  his  work.  With 
reference  to  the  portion  of  the  paper  which  dealt  with  f^  use  of 
tar  for  the  making  of  roads,  he  was  very  much  surprised  at  the 
idea  of  drenching  it  with  water.  He  had  hitherto  ^  ^ 

was  necessary,  for  the  successful  employment  of  tar  m  this  way, 
that  it  should  be  kept  as  dry  as  possible  ;  but  he  now  saw  his  mis¬ 
take  He  thought  this  idea  of  Mr.  Featherstone  s  ^  ve^  usefu 
one  '  A'^ain,  with  reference  to  the  burning  of  tar,  Mr  Feather- 
stone’s  description  of  the  system  he  adopted 

and  he  (Mr.  Whimster)  was  sure  the  authoi  had  hit  upon  the 
right  thiU  in  that  respect.  It  was  a  most  reasonable  and  sensible 
one  and  had  in  Mr.  F^therstone’s  hands  worked  with  most  satis¬ 
factory  results.  He  was  very  glad  to  have  had  the  opportunity  of 
SrTng  so  practical  a  paper  on  such  a  sub.]ect ;  and  he  was  sure 
the  information  it  contained  would  be  useful  to  thern  all. 

Mr  J  Gibb  (Newry)  desired,  with  the  Secretary,  to  express  t 
Pleasure  it  had  given  him  to  hear  Mr.  Featherstone’s  paper,  which 
Sued  a  great  deal  of  information  that  would  prove  useful 
S  them  The  subject  was,  as  Mr.  Whimster  had  sta  ed,  one  of 
the  very  greatest  importance  to  them,  because  they  could  get  little 
o7nothinVfor  their  tar;  and  it  was  of  the  utmost  importance  o 
them  that  they  should  have  a  satisfactory  mode  of  utilizing  it. 
TiL  arrangemLt  which  Mr.  Featherstone  had  described  to  the 
mVetinTwas  an  excellent  one;  and  the  author  had  introduced 
severaUhint'S  of  which  he  (Mr.  Gibb)  had  no  idea.  The  arrange 
ment  by  which  Mr.  Featherstone  had  obtained  complete  circulation 
of  the^tar  was  certainly  ingenious,  and  overcame  several  grea 
difficulties.  He  wished  to  express  his  appreciation  of  the  valuable 
hints  the  paper  contained,  and  which  he  thought  might  b® 
aTvanta-e  of  by  them  all  with  profit.  There  was  one  pomt,  how¬ 
ever  which  he  did  not  catch  very  clearly  when  listening 
reading  of  the  paper,  and  upon  which  he  would  be  glad  of  a  little 
more  fnformation,  and  that  was  exactly  how  far  the  pipe  from 
which  the  tar  issued  was  allowed  to  project  into  the  air. 

Mr.  Featherstone  said  he  had  already  ful  y 
paper  how  the  tar  was  introduced  into  the  furnace ,  but  he  might 
Lv  further,  in  reply  to  Mr.  Gibb’s  question,  that  the  pipe  convey¬ 
ing  the  tar  was  put  just  so  far  into  t^'^®  ^9’^“^®.® 
issuing  from  the  end  of  the  pipe,  dropped  right  into  the  middle  of 

^’^M?  Gibb  said  he  had  another  question  which  he  would  like  to 
have  answered,  and  that  was  with  regard  to  the  smoke  resultm„ 
from  the  burnin<T  of  the  tar.  He  wished  to  have  some  informa¬ 
tion  as  to  the  arrangement  by  which  Mr.  Featherstone  got  rid  of 
the  smoke,  as  he  did  not  deal  with  this  matter  m  his  paper. 

Mr  Featherstone  replied  that  the  tar  burned  ^it  i  a 
flame’;  and  there  was  no  smoke  from  it.  Consequently,  there  was 

“Vh^^P^ESifENT  m°Lrked  that  the  fact  that  there  was  no  smoke 

showed  that  the  tar  was  being  consumed. 

Mr  Featherstone  said  this  was  perfectly  correct,  j*  ‘he  nres 
were  all  right,  the  tar  was  completely  consumed  ;  and  theretoio 
there  was  no  smoke.  It  was  necessary,  liowever  m  order  to 
the  complete  combustion  of  the  tar,  that  the  fire  should  be  kept 
up  to  the  proper  heat ;  and  the  tar  burned  so  brilliantly  in  the 

furnace  that  at  night  it  looked  like  a  star.  Ufiother- 

The  President  said  they  were  all  much  obliged  to  . 
stone  for  his  paper,  and  also  for  having  answered  the  questions 

put  to  him. 

Mr.  A.  Waddell  (Newtownards)  next  read  the  following  paper . 

experience  with  mR-^<^^i|^hi|L0P’s  regenerative 

The  re<^enerative  system  of  heating  has,  up  to  the  present, 
received  very  little  attention  from  gas  managers  in  this 
l3  one  would  think  from  the  results  claimed  for  it  by  English 
and  Scotch  managers  who  have  adopted  it,  that  it 
this  have  obtained  a  footing  on  this  side  of  ^  \®  Clmnnel  Hut 
nerhans  we  are  all  too  slow  to  move  out  of  the  old  ruts  ot  ordinary 
foutin^e.’and  adopt  the  newer  methods  which  the  more  daimg 
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more  speculative  spirits  have  attempted,  and  in  some  instances 
with  marked  success.  It  may  he  that  we  are  all  too  conservative 
of  what  has  the  stamp  of  approbation  from  those  who  have  made 
gas  BO  successful  as  an  illuminant  in  the  past,  and  fear  to  differ 
from  them  or  cast  a  reflection  on  their  judgment.  Others  perhaps 
may  have  been  deterred  from  giving  the  system  a  trial,  lest  the 
cost  should  exceed  the  profit ;  or  they  may  have  had  serious  doubts 
as  to  the  genuineness  of  the  claims  put  forward  on  its  behalf.  Be 
that  as  it  may,  I  think  I  am  safe  in  saying  that  the  system  has 
not  been  adopted  yet  in  any  part  of  Ireland,  except  in  New- 
townards  ;  and  therefore  I  consented  the  more  readily  to  give 
you  the  result  of  my  limited  experience. 

Whatever  system  can  show  the  most  favourable  results  on  the 
year’s  operations  must,  of  necessity,  carry  the  day.  Gas  has  now 
two  very  powerful  opponents,  each  competing  for  a  share  of  the 
patronage  of  the  public — electricity  and  oil.  The  latter  is  a  very 
powerful  opponent,  because  of  its  cheapness ;  the  other,  because 
of  its  brilliance.  Therefore  gas,  to  hold  its  own,  must  be  pro¬ 
duced  at  the  lowest  possible  price  ;  and,  in  order  to  do  so,  the  gas 
manager  must  be  keeping  his  eyes  open  to  every  improvement 
which  promises  a  saving  of  expense  or  an  increase  of  production. 
I  do  not  know  that  I  can  serve  the  North  of  Ireland  Association 
of  Gas  Managers  better  than  by  simply  telling  them  what  I  have 
done,  and  with  what  results. 

At  the  beginning  of  November  last,  I  had  completed  the  work 
of  taking  down  two  old  ovens  containing  four  retorts  each,  and 
replacing  them  by  two  new  ovens  with  settings  of  five  retorts, 
heated  by  Mr.  G.  K.  Hislop’s  gas  producers  and  regenerators. 
During  the  last  few  years  the  regenerative  system  of  firing  has 
formed  the  subject  of  many  instructive  and  interesting  papers 
read  before  Gas  Associations  ;  and  I  think  you  will  agree  with  me 
that  the  conclusions  to  be  drawn  from  them,  and  the  discussions 
which  followed,  are  that  to  obtain  a  uniform  heat  throughout  a 
setting,  combustion  must  take  place  not  at  one  part,  but  along  the 
whole  length  of  the  oven,  and  that  it  is  desirable  to  take  as  much 
heat  from  the  waste  gases  as  economy  will  allow.  Few  managers 
even  of  large  works  care  to  adopt  elaborate  and  consequently 
expensive  regenerators  ;  while  managers  of  small  works  find  the 
cost  absolutely  prohibitive.  The  conclusion,  therefore,  is  in  favour 
of  the  shallow-chamber  principle,  such  as  forms  the  subject  of 
this  paper. 

I  will  endeavour  to  describe  to  you,  with  the  assistance  of  the 
diagrams,  Mr.  Hislop’s  system,  so  that  you  may  judge  how  far  it 
meets  your  approval  or  otherwise.  The  producer  is  3  ft.  6  in. 
high,  1  ft.  9  in.  wide,  the  bottom  3  ft.  6  in.  in  length,  formed  by 
arches  as  shown,  being  supported  and  kept  air-tight  by  cast-iron 
plates,  each  having  three  port-holes  through  which  primary  air 
passes,  after  being  adjusted  (as  desired)  by  discs  in  air-tight 
doors.  Underneath  these  port-holes  a  pan  containing  water  is 
placed,  which  has  part  of  the  waste  gases  carried  under  it,  so  as  to 


evaporate  steam  in  order  to  soften  any  clinker  that  might  form, 
or  to  keep  it  from  forming.  This  saves  the  expense  of  raising 
steam  and  laying  down  steam  pipes,  and  only  requires  a  water 
pipe  introduced  on  the  top  of  the  triangular  door  frames,  from 
which  the  water  drops  into  the  ash  pans.  The  top  or  arch  of  the 
producer  is  continued  the  full  length  of  the  oven,  having  port-holes 
in  the  centre,  through  which  the  producer  gases  pass  into  the  com¬ 
bustion  chamber,  and  meet  the  secondary  air  supply,  which  has 
been  heated  by  travelling  along  flues  situated  between  the  producer 
and  the  waste  gas-flues ;  passing  finally  by  port-holes  into  the  com¬ 
bustion  chamber  directly  opposite  the  gas  producer  port-holes — 
causing  the  gases  to  mix  well.  The  sides  of  the  combustion  chamber 
are  formed  by  the  same  wall  that  protects  the  sides  of  the  bottom 
retorts,  on  which  arches  rest ;  leaving  port-holes  equal  in  area  to 
one-half  the  top  of  the  chamber,  from  which  the  gases  travel  over 
and  around  the  retorts  and  underneath  the  bottom  retorts  to  the 
waste-gas  flues,  heating  the  secondary  air,  &c.,  and  thence  to 
the  chimney.  There  is  not  in  the  whole  building  one  specially- 
made  brick.  The  setting  is  easily  built ;  and  every  one  of  the 
flues  can  be  readily  got  at  if  they  require  cleaning.  But  this  I 
have  had  no  need  to  do  ;  the  whole  setting  being  quite  clean  after 
a  season’s  work. 

Some  of  the  advantages  of  this  over  the  old  or  direct  system  of 
firing,  are  regularity  of  heat  in  the  retorts,  and  greater  control 
over  the  heat  when  stopped  working,  obtained  by  shutting  the 
dampers  and  discs.  One  fire  will  then  last  ten  or  twelve  hours  ; 
and  even  then  there  is  heat  sufficient  to  burn  off  a  moderate 
charge  in  four  hours.  This  is  a  great  advantage  where  there  is 
a  desire  to  do  away  Sunday  labour,  or  in  small  works  where  in 
summer  enough  gas  is  made  in  12  hours  to  serve  for  24  hours. 

In  adverting  to  the  results,  I  may  say  that  we  have  been  able  to 
make  at  the  rate  of  8000  cubic  feet  of  gas  per  mouthpiece  every 
24  hours — an  increase  of  60  per  cent,  as  compared  with  the  old 
system  of  firing ;  for  then  it  was  difficult  to  maintain  a  make  of 
5000  cubic  feet  per  mouthpiece  every  24  hours.  We  charge  the 
retorts  every  four  hours  ;  fill  the  producer  every  three  hours  ;  and 
clean  the  same  once  every  12,  and  sometimes  once  every  24  hours. 
But  as  this  means  only  the  drawing  of  ash  or  soft  clinker  from  the 
bottom  door  by  a  rake,  and  dropping  the  contents  of  the  producer 
(meanwhile  held  up  by  a  thin  arch  of  clinker,  preventing  the  cold 
air  from  entering  the  oven  during  the  process),  this  seldom  takes 
more  than  two  or  three  minutes.  The  saving  of  labour  is  thus 
very  considerable.  Judging  from  the  condition  of  the  retorts  as 
they  now  are,  I  have  good  reason  to  believe  that  they  will  last  one- 
halif  longer  than  when  built  in  an  oven  heated  by  a  direct  fire. 
The  appearance  of  the  producer  and  regenerators  also  justifies  me 
in  saying  that  they  will  last  at  least  two,  if  not  three,  settings  of 
retorts.  During  the  same  time,  if  working  with  common  furnaces, 
it  would  have  been  necessary  to  rebuild  and  repair  them  a  dozen 
times ;  so  that,  although  the  common  furnace  is  much  cheaper  at 
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first,  the  expense  of  rebuilding  and  repairing  it  for  say  six  years, 
would  make  it  nearly  as  expensive  per  annum  without  any  oi  tne 

important  advantages.  . 

Since  introducing  this  system  of  heating,  we  have  made  5C0  cubic 
feet  more  gas  per  ton  than  formerly,  with  30  per  cent,  of  the  coke 
produced;  and  I  have  no  doubt  we  shall  be  able  to  do  better  this  year. 
From  the  beginning,  we  have  had  continued  satisfaction ;  ana  i 
would  not  for  a  moment  think  of  resetting  any  retorts  on  the  old 
plan  of  firing.  My  opinion  is  that  this  system  wil  continue  to 
force  itself  upon  gas  engineers  and  managers  until  it  becomes 
universal. 

Discussion. 

Mr.  Nisbett  (Aughnacloy)  observed  that  he  was  sure  he  was 
expressing  the  opinion  of  everyone  present  when  he  stated  that  t  le 
paper  they  had  just  heard  was  a  most  important  one,  ^d  tne 
subject  one  that  deserved  their  very  best  attention.  He  bad 
listened  with  great  interest  to  Mr.  Waddell’s  communication  ;  and 
had  profited  very  much  by  the  account  he  had  given  ot  Mr. 
Hislop’s  regenerative  furnace.  It  was  to  their  advantage  to  give 
careful  consideration  to  all  the  most  recent  improvements  in  the 
appliances  for  the  production  of  gas  with  the  smallest  amount  oi 

labour  and  cost.  ^  _  -..i  i 

Mr.  Whimster  endorsed  the  remarks  of  Mr.  Nisbett  with  regard 
to  the  interesting  character  of  the  paper  they  had  just  heard  ,  bu  , 
proceeding  to  discuss  the  merits  of  the  regenerative  furnace,  he 
remarked  that,  while  he  looked  upon  the  make  per  retort  as  being 
pretty  high,  he  did  not  consider  that  the  use  of  this  particular 
furnace  would  result  in  much  saving.  There  was  one  matter  upon 
which  he  would  like  some  information,  and  that  was  as  to  how 
far  below  the  surface  Mr.  Waddell  had  to  go  in  the  erection  ot 
his  furnace.  He  also  wished  to  know  how  high  the  furnace  was. 

Mr.  Waddell  said  he  had  to  go  3  ft.  6  in.  below  the  surface , 
and  he  thought  the  furnace  was  about  22  feet  high.  ^,711  n 

Mr.  Whimster  said  there  was  no  doubt  that  Mr.  Waddell, 
according  to  the  figures  he  had  given  them,  had  attained  excellent 
results,  as  far  as  the  quantity  of  gas  produced  per  ton  of  coal  was 
concerned;  but  he  (Mr.  Whimster)  could  not  understand  the 
enormous  quantity  of  coke  the  author  used. 

Mr.  Waddell  said  it  was  absolutely  necessary  that  the  gases 
should  become  well  mixed ;  and  one  of  the  advantages  cMimed 
for  the  use  of  the  furnace  in  question  was  that  this  was  effected. 
Again,  it  was  most  desirable  that  the  mixing  should  not  take  place 
at  one  point,  but  all  the  way  round.  1 1  * 

Mr.  Whimster  remarked  that  this  was  exactly  what  could  not 
be  done.  The  gases  could  not  be  made  to  mix  all  the  way  round. 

It  would  take  place  the  moment  they  met. 

Mr.  Waddell  said  he  was  pleased  to  have  had  his  paper  criti¬ 
cized  ;  and  he  would  try  to  benefit  by  the  criticisms.  There  were, 
of  course,  many  things  which  they  would  like  to  be  able  to  do,  but 
they  could  not  succeed ;  and  the  only  object  he  had  in  writing  his 
paper  was  to  give  the  mernbers  of  the  Association  the  benefit  of 
the  experience  he  had  gained  in  the  use  of  Mr.  Hislop  s  farnace. 
With  reference  to  the  Honorary  Secretary’s  statement  that  the 
percentage  of  coke  used  was  very  high,  he  (Mr.  Waddell)  admitted 
that  this  was  so,  but  it  was  part  and  parcel  of  his  experience ;  and 
this  being  the  case,  he  felt  he  ought  to  mention  it.  ,  ,  ,  . 

Mr.  W.  S.  Stormonth  (Coleraine)  said  Mr.  Waddell  had  given 
the  members  some  very  valuable  information  ;  and  it  should  also 
be  said  that  he  had  stood  very  good-naturedly  the  criticism  of 
his  paper.  _ 

Mr.  J.  Robb  (Limavady)  then  read  the  following  paper  : 

EETOET-SETTING  FOE  SMALL  GAS-WOEKS. 

In  attempting  to  lay  before  you  a  short  account  of  a  system  of 
retort-setting  adapted  to  meet  the  wants  of  a  great  many  managers 
of  small  gas-works  in  Ireland,  who,  like  myself,  have  to  struggle 
against  badly  constructed  works,  small  consumption  during  the 
summer,  and  very  limited  funds,  I  hope  those  who  have  more 
experience  in  these  matters  than  I  have,  will  deal  leniently  with 
any  blunders  I  may  make  in  the  literary  part  of  my  work. 

During  the  period  I  have  lived  in  Ireland,  I  have  been  surprised 
at  the  yield  of  gas  obtained  per  ton  of  coal  in  small  works  ;  some 
returns  showing  as  little  as  3000  cubic  feet  on  the  consumers  meters, 
while  a  great  many  average  only  7000  to  8000  cubic  feet  on  the 
station  meters.  Now,  in  looking  for  the  cause  of  this,  I  find  much 
of  the  evil  is  due  to  the  want  of  summer  consumption.  The 
retorts  are  kept  going  all  through  the  summer,  and  very  often  only 
charged  once  in  two  days.  This  style  of  working  swallows  up  all 
the  coke  saved  in  winter ;  and  then  recourse  must  be  had  to  coal. 
But  why  should  this  be  so  ?  Simply  because  if  the  heat  on  the 
retorts  is  once  let  down,  it  cannot  be  brought  up  again  in  anything 
less  than  a  week  or  a  fortnight.  This  may  seem  strange  to  some 
of  you ;  but  still  it  is  a  fact,  and  it  is  not  to  be  wondered  at,  when 
we  see  the  class  of  men  who  have  hitherto  had  charge  of  these 
works.  The  salaries  offered  in  some  cases  are  not  sufficient  to 
procure  proper  food  ;  and  working  as  they  do  from  six  in  the 
morning  until  twelve  and  occasionally  later  at  night,  there  is  no 
time  for  thought,  and  no  money  to  spare  to  acquire  knowledge 
from  the  experiences  of  their  more  favoured  brethren.  At  the  same 
time  a  lot  of  useless,  nominal  officials,  have  been  drawing  salaries, 
sometimes  twice  and  even  three  times  as  much  as  that  of  the 
manager.  If  these  salaries  were  given  to  the  manager,  who,  with 
a  little  labour  assistance  could  do  all  the  work,  he,  having  a  little 
time  at  his  disposal,  would  be  able  to  improve  himself ;  and,  with 
the  aid  of  an  Association  like  this,  the  small  works  in  Ireland 


would  soon  bear  comparison  with  those  similarly  circumstanced  in 
England  or  in  Scotland,  and  also  prove  more  profitable  lor  both 

producer  and  consumer.  _  ^  i  -i  i 

Having  to  meet  difficulties  in  carbonizing  of  the  kind  just  described, 

I  will  simply  relate  how  I  got  rid  of  them.  When  I  took  charge 
of  the  Limavady  works  about  two  years  ago,  out  of  nine  retorts  i 
had  none  that  would  work  to  my  satisfaction.  During  good  dry, 
mild  weather,  I  could  get  a  heat  sufficient  to  yield  9000  cubic  leet 
of  gas  per  ton  ;  but  whenever  cold  wet  weather  set  in,  away  went 
my  heats,  giving  a  correspondingly  low  return,  of  about  8000  cubic 
feet  per  ton,  and  requiring  even  then  an  expenditure  of  fuel  equal 
to  90  per  cent,  of  the  coke  made.  In  fact,  it  was  the  old  story  ot  the 
furnace  white,  and  the  retorts  little  more  than  red.  The  sudden 
drop  in  the  temperature  in  wet  weather  was  caused  by  the  bench 
bein"  built  close  up  to  a  14-inch  outside  wall,  and  the  flues  too 
smafl.  To  save  the  heat  lost  through  the  back  wall  at  that  time 
was  impossible  ;  but  I  determined  to  improve  my  retort- settings  if 
possible.  With  a  view  to  carrying  out  this  purpose,  I  looked  over 
all  the  styles  of  retort-settings  I  could  think  of,  and  consulted  all 
the  books  and  journals  I  could  lay  my  hands  on  ;  but  I  could  find 
very  little  that  seemed  just  to  suit  my  case.  However,  I  got  as 
much  general  information  as  led  me  to  see  that,  through  the  small 
ness  of  my  nostrils  and  flues,  and  the  want  of  a  proper  mixing 
chamber  for  the  gases,  I  was  losing  more  than  half  the  heating 
power  of  my  fuel,  as,  instead  of  getting  the  theoretical  7000  units 
of  heat  due  to  the  combustion  of  coke  to  carbonic  acid,  I  was  only 
getting  in  the  oven  the  2400  units  due  to  its  combustion  to  carbonic 
oxide.  I  therefore  concluded  that  the  oven  ought  to  have  a  mixing 
chamber  sufficiently  large  to  allow  the  complete  combustion  to  car¬ 
bonic  acid  to  take  place  before  the  gases  circulated  through  the 
setting,  and  then  have  such  an  arrangement  of  flues  as  would 
utilize  the  gases  as  much  as  possible.  My  idea  was  to  get  the 
greatest  heat  at  the  front  of  the  bed,  and  then  by  a  zigzag  course 
to  extract  the  heat — the  one  chamber  to  act  as  an  economizer  to 
the  other — and  so  keep  up  an  equal  heat  along  the  retort.  To  And 
the  capacity  of  my  mixing  chamber,  I  measured  the  air-spaces  of 
my  fire-bars.  I  have  four  air-spaces,  each  21  inches  long  by  1  inch 
broad,  which  is  exactly  84  square  inches.  The  most  economical 
velocity  for  gases  is  said  to  be  60  feet  per  minute  ;  and  my  coke- 
space  was  1  foot  deep.  I  then  calculated  thus  .  Allowing,  for 
practical  purposes,  an  expansion  of  1  cubic  foot  per  degree  Fahr. 
of  heat  generated  for  every  500  cubic  feet  of  air  entering  the 
fire,  and,  as  air  absorbs  heat  very  rapidly  and  just  as  rapidly  gives 
it  up,  assuming  that  it  attains  a  temperature  of  500°  Fahr.  in  its  pas¬ 
sage  through  the  coke,  and  that  the  temperature  on  complete  com¬ 
bustion  to  carbonic  acid  is  4500°  ;  then  4500  500  =  4000  cubic 
feet  due  to  expansion,  plus  the  500  cubic  feet  entering  =  4500  cubic 
feet  per  500  cubic  feet,  which  is  equal  to  9  cubic  feet  per  foot  of  air 
entering  the  furnace.  But  my  air  entrance  was  not  1  foot,  but 
84  square  inches;  and  this,  calculated  to  a  velocity  of  60  feet  per 
minute,  gives  3  cubic  feet  as  the  size  of  the  mixing  chamber 
(independent  of  the  coke-bed),  which  will  allow  the  complete 
change  to  carbonic  acid  to  take  place.  _  _  r  u  u 

The  next  point  to  be  considered  was  the  circulation  of  the  hot 
gases.  To  effect  this  economically,  the  flues  must  be  neither  too 
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large  nor  too  small ;  so  by  simply  measuring  their  length  and 
breadth,  and  distributing  them  into  3  cubic  feet,  and  having  no 
part  contracted,  except  at  the  entrance  into  the  main  flue  (and 
that  only  by  the  damper),  I  considered  that  the  oven  would  be 
certain  to  heat  up  to  about  the  full  calculation,  and  if  the  flues 
were  evenly  divided,  an  equal  heat  would  be  obtained  all  through. 
To  test  this  rule  practically,  I  embraced  an  opportunity  which  pre¬ 
sented  itself.  I  had  a  double  bed  of  iron  retorts,  which  had  not 
been  in  use  for  a  number  of  years,  owing  to  difficulties  experienced 
in  getting  them  to  work.  Last  autumn  I  took  them  out,  and, 
finding  they  were  new,  reset  them  in  accordance  with  the  prin¬ 
ciple!  have  just  tried  to  explain  ;  and,  in  order  to  meet  the  difficulty 
of  the  back  wall,  I  built  my  flues  vertically.  I  divided  the  oven 
into  three  compartments,  the  first  division  wall  being  placed 
immediately  at  the  end  of  the  furnace  bars,  and  built  up  the  coke 
bed  to  a  thickness  of  14  inches,  the  remainder  4j  inches,  and  the 
second  wall  4^  inches  all  through.  The  retorts  are  set  only 
6  inches  apart ;  and  a  tile  covers  this  from  the  first  division  wall  to 
about  6  inches  of  the  front  wall  of  the  oven.  The  flame  from  the 
furnace  travels  under  the  bottoms  of  the  retorts,  up  the  sides  of  the 
first  division,  down  the  sides  and  under  the  bottom  of  the  second 
division,  on  to  the  third  division,  which  ascends  the  same  as  the 
first  to  the  damper,  which  is  on  the  top  of  the  arch,  where  the 
waste  gases  escape  into  the  main  flue. 

I  have  now  arrived  at  the  most  important  point  in  my  paper 
— viz.,  the  practical  resirlts.  This  oven  was  started  on  Oct.  1, 

1887,  and  a  separate  account  of  the  working  was  kept  until  March  1, 

1888.  Owing  to  my  storeage  being  very  small,  I  had  to  damp 
down  every  Sunday,  which  was  somewhat  of  a  disadvantage. 
The  retorts  are  Q -shaped,  18  in.  by  13  in.  by  7  ft.  6  in.  long; 
and  the  coal  used  was  Arley  Mine.  There  was  no  exhauster  ;  and 
the  back  pressure  was  6  inches.  From  date  to  date,  they  carbon¬ 
ized  130  tons  of  coal,  giving  1,298,300  cubic  feet  of  gas ;  being 
9980  cubic  feet  per  ton.  The  largest  yield  of  gas  obtained  in  24 
hours  was  on  Dec.  18 — being  13,900  cubic  feet ;  and  the  average 
make  was  COOO  cubic  feet  per  mouthpiece  per  24  hours.  They 
returned  in  coke  4700  bushels,  out  of  which  we  sold  2300  bushels. 
This  shows  50  per  cent,  of  the  coke  made  used  as  fuel ;  but  the 
same  furnace  would  have  heated  six  retorts.  Our  revenue  from 
this  source  was  increased  about  200  per  cent.  Another  important 
matter  is  that  the  furnace  heats  up  to  cai'bonizing  point  in  twelve 
hours,  if  standing  over  for  a  lengthened  period  ;  and  if  from 
Saturday  evening  till  about  ten  o’clock  on  Sunday  night,  four 
hours  will  bring  it  up  to  carbonizing  heat.  There  is  no  difficulty 
in  getting  up  the  heat ;  on  the  contrary,  we  had  to  use  very  great 
caution,  and  damp  down  for  half  an  hour  at  the  end  of  every  three 
hours  before  charging.  After  all,  one  of  the  sides  melted  ;  but, 
thanks  to  the  use  of  Sellars’s  cement,  when  it  had  been  repaired 
it  was  as  good  as  ever. 

After  seeing  the  success  of  this  setting,  I  erected  a  single  bed  of 
retorts  on  the  same  principle,  following  the  same  rule,  and  was 
rewarded  with  like  success.  Of  course,  the  saving  in  coke  is  not 
the  same,  as  I  have  often  to  damp  down  for  three  and  four  days  to¬ 
gether  ;  but  what  I  save  when  working  (which  is  about  15  per  cent.) 
restarts  the  oven.  I  am  erecting  a  bed  of  three  fire-clay  retorts  on 
the  same  principle  ;  so  I  shall  learn  the  adaptibility  of  the  rule  to 
them  also. 

I  hope  this  simple  effort  to  help  my  brethren  in  small  works 
will  meet  with  their  approval,  and  that  we,  in  Ireland,  may  soon 
be  able  to  stand  comparison  with  similar  works  across  the  water. 
Seeing  that  the  majority  of  the  works  in  Ireland  make  from  1  to 
3  million  cubic  feet  of  gas  per  annum,  I  hope  it  will  also  awaken  a 
desire  in  all  the  members  of  this  Association  to  aid  them. 

Mr.  A.  Waddell  (Newtownards)  thought  the  Association  were 
deeply  indebted  to  Mr.  Robb  for  his  paper,  which  was  upon  a 
subject  of  very  great  importance  to  those  who  were  connected  with 
small  gas-works.  Mr.  Robb  had  dealt  with  his  subject  in  an  able 
manner,  and  had  made  some  very  outspoken  and  appropriate 
remarks  upon  several  points.  There  were  some  matters  in  the 
discussion  of  which  a  little  plain  speaking  was  necessary ;  and  he 
thought  Mr.  Robb  had  complied  with  this  requirement.  He 
(Mr.  Waddell)  only  regretted  that  there  were  not  more  like  him. 

The  reading  of  papers  then  concluded.  The  subsequent  pro¬ 
ceedings  were  reported  last  week. 


0f  patois. 

Gas  Motors. — Hahn,  E.  J.,  of  Frankfort-on-the-Maine.  No.  10,176 ; 

July  20,  1887.  [lid.] 

This  invention  in  gas  motors  is  applicable  to  both  rotary  and  recipro¬ 
cating  engines,  and  comprises  arrangements  for  admitting  and  distri¬ 
buting  the  fluids  and  gaseous  mixture  and  for  igniting  the  latter. 

In  a  rotary  gas  motor  constructed  with  these  improvements,  the  piston 
is  fixedly  connected  with  a  narrow  central  disc  with  boss  on  the  shaft. 
The  latter  is  to  a  great  extent  relieved  from  the  pressure  in  the  cylinder 
by  means  of  a  hollow  circular  chamber  formed  at  each  side  of  the 
central  disc.  One  chamber  is  in  one  with  the  back  wall  of  the  cylinder, 
and  the  other  is  a  loose  part  which  has  its  bearing  in  the  front  wall  of 
the  cylinder,  and,  by  means  of  the  cylinder  cover  and  an  intervening 
spring  washer,  is  pr.gsed  against  the  central  disc,  causing  a  tight  joint 
to  be  made  against  both  sides  of  it.  The  bulk  of  the  pressure  of  the 
explosion,  which  would  otherwise  come  upon  the  shaft,  comes  thus  on 
the  chambers,  and  thence  on  the  front  and  back  walls  of  the  cylinder ; 
while  the  small  remaining  portion  only  comes  on  the  narrow  disc,  and 


thence  on  to  the  shaft.  The  piston-shaped  ignition-slide  is  worked 
from  an  eccentric  cam  on  the  shaft  of  the  motor  ;  a  spring  bringing  the 
piston-slide  down  again.  The  valve  for  the  inlet  of  the  gas  from  the  pro¬ 
ducer  or  carburetter  (by  preference  arranged  on  the  engine)  is  similarly 
worked  from  an  eccentric  cam  on  the  opposite  end  of  the  shaft  by  means 
of  a  double-armed  lever ;  a  helical  spring  serving  for  raising  and  closing 
it.  The  air-pump  for  supplying  the  producer  is  worked  by  a  crank-pin 
on  the  first-named  eccentric  cam.  The  pressure  in  the  producer  on  the 
engine  is  kept  constant  by  means  of  a  yielding  spiral  spring  ;  while  the 
pump  delivery-pipe  is  fitted  with  a  back-pressure  valve  which  closes 
during  the  suction. 

Gas  or  other  Hydrocarbon  Motors. — Wordsworth,  C.  T.,  of  Manchester. 
No.  11,466;  Aug.  23,  1887.  [8d.] 

This  invention  (relating  to  improvements  in  gas  or  liquid  hydro¬ 
carbon  motors,  parts  of  which  are  applicable  to  various  types  of  liquid 
hydrocarbon  motors)  has  for  its  object,  firstly,  to  overcome  the  back 
pressure  hitherto  experienced  in  such  motors ;  and,  secondly,  to  pro¬ 
vide  means  for  admitting  the  gas  or  liquid  hydrocarbon  in  suitable 
quantities  for  the  purpose  of  increasing  the  efficiency  of  the  motor. 


Gas-Burners.  —  Walker,  C.  M.,  of  Dulwich,  Surrey.  No.  12,952  ; 

Sept.  24,  1887.  [6d.] 

The  patentee’s  proposal  is  to  construct  a  circular  burner  in  the  form 
of  a  double  socket,  having  a  solid  division  about  midway,  so  as  to  form 
an  upper  and  lower  chamber ;  the  gas  supply  being  led  into  either  as 
may  be  desired.  Both  chambers  are  provided  with  holes  or  slits,  vary¬ 
ing  in  number,  size,  and  proportion  according  to  the  size  of  the  burner. 
One  chamber  is  for  gas,  the  other  for  air  ;  the  socket  burner  being  fitted, 
one  end  to  the  gas  supply,  and  the  other  in  communication  with  the 


FigZ 

air  supply.  In  the  illustrations,  fig.  1  is  the  form  of  burner  used  in  an 
ordinary  regenerative  suspension  lamp,  in  which  case  A  is  the  gas  supply 
and  B  U-e  air-way  leading  to  the  outside  of  the  lamp.  D  is  a  solid 
partition.  Where  the  gas  is  led  upwards  (as  upon  brackets,  chandeliers, 
harp  lights,  tees,  or  other  forms),  the  arrangement  is  as  fig.  2,  in  which 
the  gas  is  led  up  the  pipe  D  (which  screws  into  the  gas-fitting  at  that 
point)  to  the  burner.  The  upper  part  is  plugged  at  C  ;  surrounding  D  is 
an  air-pipe  E,  with  the  base  pierced  with  holes  to  admit  air.  To  adapt 
the  burner  to  regenerative  lamps  having  no  opening  to  the  external  air 
at  the  bottom,  it  is  made  as  in  fig.  3  ;  the  air-supply  pipe  F  being  led  into 
the  regenerator  and  left  open  at  the  top.  H  is  the  air  chamber  ;  G  being 
the  gas-box  connected  by  two  or  more  passages  to  the  gas  supply  at  J. 


APPLICATIONS  FOE  LETTERS  PATENT. 

11,702. — Crowe,  E.,  “  Improvements  in  gas  and  hydrocarbon  motor 
engines.”  Aug.  14. 

11,756. — Fletcher,  W.  F.,  “  Improvements  in  gas-pressure  regulators.” 
Aug.  15. 

11.789.  — Gardner,  H.,  “  A  regenerative  gas-burner.”  A  communica¬ 
tion  from  J.  Cheuret.  Aug.  15. 

11.790.  — Ashmore,  W.,  “  Improvements  in  gasholders.”  Aug.  15. 

11,809. — Maurice,  A.  H.,  Carr,  L.,  and  Owen,  D.,  “Improvements  in 

electro-meters  and  apparatus  for  measuring  the  electric  potential  of  the 
earth  and  of  its  atmosphere,  and  of  any  other  body  or  gas.”  Aug.  16. 

11,914. — Helps,  J.  W.,  “Improvements  in  the  method  of  and  ap¬ 
paratus  for  disconnecting  gas  and  water  mains,  and  for  efiectually 
closing  the  ends  thereof.”  Aug.  17. 

11,960. — Cutler,  S.,  “  Improvements  in  the  guide-framing  of  gas¬ 
holders.”  Aug.  18. 

11,999. — Poore,  W.,  “  Improvement  in  gas-burners.”  Aug.  20. 

12,068. — Harvey,  F.  H.,  “  An  appliance  for  the  immediate  stoppage 
of  bursts  or  leaks  in  water  or  gas  pipes.”  Aug.  21. 

12,117. — Mucke,  j.,  and  Stern,  W.,  “Improvements  in  regenerative 
gas-lamps.”  Aug.  22.  _ 

PATENTS  WHICH  HAVE  BECOME  VOID. 

[after  the  fourth  year.] 

6983. — Price,  A.  P.,  “  Purification  of  coal  gas.” 

7121. — SiDDiwAY,  S.,  “  Gas-burners.” 

7284. — King,  C.  W.,  “  Gas  motor  engines.” 

7288. — King,  C.  W.,  “  Gas  motor  engines.” 

7436.— Langdon,  W.  E.,  “  Regulating  the  supply  of  gas  by  electricity.” 

7875. — Abel,  C.  D.  (Schrabetz),  “  Gas-governors.” 


Reduction  in  Price. — The  Bingley  Improvement  Commissioners  last 
Tuesday  announced  that,  as  from  the  22nd  of  June  last,  the  price  of  their 
gas  is  reduced  to  3s.  per  1000  cubic  feet,  subject  to  discounts  of  15,  17i, 
and  20  per  cent,  on  accounts  up  to  TlOO,  ilSO,  and  £200,  provided  they 
are  paid  within  three  months  from  the  close  of  the  half  year  to  which 
they  refer. 
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[IVe  are  not  respomible  for  the  opinions  expressed  by  Correspondents.] 

mk  macpherson’S  remarks  on  gas-burners  at  the 
NORTH  BRITISH  MEETING. 

Sib, -In  the  “Editorial  Notes  ”  in  your  issue 

I  notice  you  draw  f .^_*®'“eture  on  the  loose  use  of  the 
”  lookinj  o.e,  tbe  report  d  tta  » 

beta  te  poW  of  com. 

SfrchX'd  ‘lysib™  SY-aia  *.  ba™  bee„  u.ed  b, 

gisssi|igs«^ 

£deb«d  to  yoi  “fKeUoYpTeSr'^^ 

the  necessary  fo>^>;tteT’howeve?  you  were  in  ?our  instructive  mood, 

IHisislili 

m  Tinvp  troubled  you  with  any  correction  of  your  report, 

‘rohr»u, ; 2°d.'.ij  disd.im  ngh.  ^ 

the  “  term  ”  which  has  afiorded  the  necessary 
Kirkcaldy,  Aug.  24,  1888. 

[With  regard  to  the  matters  mentioned  in  the  above  letter,  we  have 
only  to  say  that  the  report  of  the  proceedings  at  the  North  Bn  ish 
meeting,  of  the  correctness  of  which  complaint  is  made,  was  supplied 
”r  roporler  oog.g.d  b,  ,b.  A.sooiaUob  r  and  fba.  .be  «o,d.  Jb.oh 
Mr.  MacPherson  denies  having  used  are  in  the  transcript  of 
reporter’s  notes  as  approved  and  passed  for  publication  y  e 
vision  Committee  of  the  Association.— Ed.  J.  G.  B.] 


\jimdhntam 


■RiPATiTNr  Gas  Company.- In  the  report  to  be  presented  to  the  share- 
to-day,  t  ie  descrintion  was  given  in  the  Joubnal  for  the  14th 

he  resuR  w  11  bfeminently  satisfactory.  The  accounts  accompanying 
and  shares  of  the  Company. 

Tir^TT-PMT-MnTTTH  Gas  AND  Watee  Company.— The  half-yearly  general 

re^rE°^t:t"ErX;iMTc!^K 

in  moving  the  adoption  of  the  report,  said  it  was  a 

tr.  linvA  the  nleasure  of  presenting  a  favourable  statement  to  the  sha  e- 
holderl  and'^  r  tWs  he  had  to  congratulate  them  on  a  more 

satisfactory  condition  of  things  than  usual.  The  water-rental  1'®'^  .^n- 
oAbl  fn  tVfp  AYtent  of  i£369  beyond  the  amount  for  the  corresponding 

SSHrd’ul  s’fS?  t  r-Sr  £ 

IXSeXofTo’umtm'LT;  Tnd he  walp^Sto  inform  them  that  the 
BoarXad  reXed  the  price  of  gas  from  3s.  lOd.  to  3s.  6d.  per  1000  cubic 
feet  This  he  was  sure  would  be  acceptable  to  the  ps  consumers  of 
Bournemouth,  and  at  the  same  time  would  enable  the  shareholders  of  the 
CompanTto  d’ivide  13  per  cent,  on  the  original  capital,  if.it  was  considered 
desirable  to  do  so.  The  report  and  accounts  were  unanimously  adopted , 
anTa  corH  vote  of  thanks  to  the  Directors  and  officers  of  the  Company 
terminated  the  proceedings. 

Cablisle  C0BPOB.ATI0N  Gas  and  Wateb  Supply.— The  gas  and  water 
accounts  of  the  Carlisle  Corporation  for  the  past  financial  year  jdl  ^e 
presented  at  the  next  meeting  of  the  Council.  During  the  year  £20,000 
stock  was  created  for  gas-works  purposes,  £10,000  of  which  was  ‘o  replace 
a  mortgage;  and  out  of  the  remainder  certain  sums  have  been 
the  city  fund.  The  total  income  from  the  gas  undertaking  was  ^26,587 , 
the  total  expenditure,  £18,250.  The  profits  there  ore  ’ 

lea  vine  after  deducting  the  £2000  already  paid  into  it,  £6000  to  go  to  the 
city  fund.  In  the  previous  year  the  income  was  £25,608,  and  the  expendi¬ 
ture  £21,349 ;  leaving  £4258  of  profits.  So  that  the  742 

nearly  doubled.  In  regard  to  the  water  accounts  there  was  £20^^742 
stock  created  for  water- works  purposes  and  amou^nt  owing ;  ®od  out  ol 
this  sum  there  were  mortgages  amounting  to  £14,309  paid  ofi-  The  total 
income  for  the  year  was  £6934,  and  the  expenditure  £254b  ,  Ipaving  gross 
profits  to  the  amount  of  £4388  to  go  to  the  district  fund,  under  the  ne^ 
rule  by  which  the  profits  will  in  future  be  paid  over  to  that  fund,  in  the 
preceding  year  the  total  income  amounted  to  £6911, 

ture  to  £3397  ;  leaving  gross  profits  to  the  amount  of  £3514.  In  the  year 
1886-7  a  sum  of  £571  was  deducted  for  depreciation  ;  but  under  the 
recent  resolution  of  the  Council,  such  deductions,  as  in  the  case  of  the  gas¬ 
works  also,  have  been  discontinued. 


LIVERPOOL  UNITED  GAS  COMPANY. 

The  Annual  General  Meeting  of  this  Company  was  neld  last  Tuesday- 

^Th^'repXprLlnted^^^tlie  Directors  stated  that  the  total  revenue 
dunhig  the  yea?  ending  June  30  last  was  whichTa“d 

Februa?y*^Tnd  the  interest  on  the  bond  and  debenture  debt,  there  remained 
,  ,  f  oaa  AQn  fto  Tlip  Directors  recommended  the  declaration 

of"aXvffie?^dl?Six  ^  30  last  of  5  per  cent  on  the 

Crdinarrconsolidated  stock  and  34  per  cent  on  the  7  per  cent,  stock 

ffi?Xed‘?'n%^r?um?ViH&'nfo^ 

Se&‘w^?S^atrr^ht:  ^arb^l^reTbViS^id*  cfi  the 

rnmiTanV^  “  B  ”  stock  The  result  of  the  sale  was  eminently  satisfactory , 
Company  8  r>  sLuuii..^  j  fts  id  It  might  notbe  uninterest- 

the  average  P“®®.°^?^g'g“®Xen  ®offi  by  auction,  the  average 

mg  to  know  that  in  188d,  when_  “ey^g^ 

price  realized  was  il2o  o3.  ^  T’hia  he  thought, 

£150  68  6d.  •  while  this  year  it  had  risen  to  £153  58.  Id.  •‘■his,  ne  inougnt, 

£  '«r.s  .vATtirof pif 

S.g;  „dd.b.g«e  bona.,  .her. 

Fv^rvthX  had  Le^^^^^^^  to  keep  the  works  and  the  plant  of 
Komprny  ffi  the  m?Bt  effident  conditionT  and  the  working  of  the  con- 

ruwess^Vr???ilteXdbe“  a?hffi^?rduTn^^^^ 

I  FutrlXlSnSiToi?dXe1 

A  dir  iTthe  supply  of  electric  light  was  increasing,  the  increased 
ture.  n  Q  CTAntlpYTian  from  Liverpool  had  said  to  him  that 

S7,*“J.'r s  ;;,”;*Toiier*w.;‘s^^^  ha  s“  ..^pSa 

to  smother  the  light.  ,  ,  . ,  .• 

Mr.  H.  B.  Gilmoub  seconded  the  motion. 

Mr  G  H  Ball  asked  what  was  the  average  cost  per  ton  of  the  ^al 
supplied  to  the  Company,  and  said  he  also  wished  to  have  some  mforma 

''ThlcHliBMlNreSdThirthT  price  which  they  had  paid  for 

coll  duSXpalt  year  was,  as  nearly  as  possible,  10s.  per  ton  ;  whilst  the 
l^erageTrfce  paFIfo^anneUn  the  same  period  was  about  19s.-making 
thrayerFge  of^oth  14s.  9d.  per  ton.  Their  present  tar  contract  was  at 

^^Mr^  fi^said  in  the  face  of  this  information  he  could  not  agree  with 
thf  Chairman  that  the  undertaking  was  worked  on  the  eco^om^c®! 

principles.  If  their  coal  was  costing,  on  an  ®verage  14s.  Per  ton^they 
were  certainly  paying  28.  or  3s.  a  ton  too  much  for  it.  lie  was  able  to 
speak  with  some  confidence  on  this  subject,  because  he  had  been  connected 
with  the  gas  undertaking  of  the  Wallasey  Local  Board  for  the  past  nine 
veire  Therl  the^Ld  made  a  determined  effort  to  get  coals  at  as  cheap 
a  rate  as  possible  -  and  the  result  was  that  the  coal  was  now  costing  them 
about  iL  m  a  ton,  instead  of  14s.  9d,  as  paid  by  the  Liverpool  Company. 
The  illuminating  power  of  the  Wallasey  gas  was  as  high  as  that  of  the  gas 
f  Ini  TXrnnnl  Goinnanv  It  was  the  duty  of  the  shareholders  not 
of  the  Liverp  •  Pg;  and  be  contented  with  them,  but  to  see 

Th^tlL  pu^Thc  were  airl?  on^id^^^^^  in  the  matter.  .If  the  Company  was 
worked  ?n  an  eXomical  basis,  the  price  of  “‘^bt  be  subst^^^ 

reduced  •  and  his  opinion  was  that  they  were  not  at  present  supplying  gas 
at  the  lowest  possible  cost.  For  instance,  they  might  get  cannel  at  some¬ 
thing  iZlIs^^er  ton,  which  would  yield  SS-candle  g®®-  The  tar  contract 
waFftated  by  the  Chairman  to  be  lid.  per  gallon,  and  this  was  equivalent 
to  about  17s.^per  ton  ;  whereas  in  Manchester  they  were  sehing  their  tar 
at  about  198.^  per  ton.  He  understood  that  their  contractor  had  been 
favoured  with  some  reduction  with  regard  to  tar  in  consequence  of  the 
low  state  of  the  market;  but  now  that  the  price  of  tar  was  rising,  it  was 
only  right  that  another  rearrangement  should  be  made  with  the  contracto 
in  the  opposite  direction.  ,  ttt  n  o 

The  Chaikman;  What  is  the  price  of  Wallasey  gas?  -aaa  f.-t 

Mr  Ball:  I  know  it  is  3s.,  whilst  yours  is  only  23.  8d.  per  1000  feet 
But  you  must  remember  that  in  Wallasey  we  pay  something  like  d*  or  44 
per  c?nt  dividend  practically  to  our  bondholders ;  and  then  we  b®^®  ^  ^®'y 
Farge  surplus  which  we  apply  to  the  reduction  of  our  rates,  so  that  the 

^“Thl  Urn  Directors  were  pleased  with  ®“y 

tending  towards  the  improvement  of  the  manufacture  of  gas.  ^^t  t 
same  time ''he' could  not  assent  to  Mr.  Ball’s  ®°“® 
as  the  statement  that  from  12s.  cannel  they  could  get  33-candle  g®®' 

Mr  Ball  ■  What  I  meant  to  say  was  that  the  ca,nnel  was  opred  to 
WMlasey  at  less  than  14s.  per  ton.  I  calculate  that  the  carriage  to  Liver- 
TOol  would  be  considerably  less  than  with  us ;  and  therefore  I  am  posi¬ 
tive  that  you  could  get  it  for  less  than  13s. 
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The  Chairman  said  he  should  still  deny  that  they  could  obtain  33-candle 
gas  from  oannel  purchased  at  13s.  a  ton.  The  Directors  fully  realized 
that  they  were  not  merely  trustees  for  the  shareholders,  but  were  also 
bound  to  do  everything  they  could  to  provide  the  public  with  cheap  gas. 
He  maintained  that  they  were  doing  so  successfully.  It  was  their  duty  to 
keep  the  illuminating  power  of  their  gas  up  to  20  candles ;  and  if  it 
fell  a  quarter  of  a  candle  below  this,  the  Corporation  complained  that  they 
were  not  doing  their  duty.  It  must  be  remembered  that  the  quality  of 
gas  obtained  from  a  certain  material  varied  considerably  with  the  weather  ; 
and  it  was  necessary,  therefore,  for  them  to  produce  gas  equal  to  21  or 
even  21J  candles,  in  order  that  they  might  not  fall  below  the  standard. 
He  denied  that  they  used  any  richer  material  than  was  necessary  to  pro¬ 
duce  the  desired  results  ;  and  said  that  their  Engineer  (Mr.  William  King, 
M.Inst.  C.E.)  had  devoted  much  time  during  the  last  few  years  to  ascer¬ 
tain  how  far  they  could  dispense  with  the  use  of  superior  material,  and 
manufacture  gas  from  less  valuable  coals.  To  some  extent  he  had  been 
successful ;  but  it  would  be  an  absolute  impossibility  to  carry  it  out  to 
anything  like  the  extent  suggested.  He  assured  Mr.  Ball  that  the  Direc¬ 
tors,  in  making  their  conti'acts  for  coal,  took  every  possible  step  to  obtain 
at  the  very  lowest  price  the  material  they  required.  Mr.  Ball  was  inac¬ 
curate  in  his  calculations  with  regard  to  the  tar  contract.  The  price  which 
they  obtained  for  tar  was  20s.  4d.  per  ton — probably  more  than  could  be 
had  under  ordinary  circumstances  in  the  market.  The  contract  referred 
to  by  Mr.  Ball  terminated  last  year ;  and  the  Company  were  now  work¬ 
ing  upon  a  fresh  contract. 

The  report  and  accounts  were  then  approved. 

The  remaining  business  was  of  a  routine  character;  the  proceedings 
closing  with  the  usual  vote  of  thanks  to  the  Chairman  and  Directors. 


CROYDON  COMMERCIAL  GAS  COMPANY. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  last  Wed¬ 
nesday,  at  the  Company’s  Offices,  Katharine  Street,  Croydon — Mr.  C. 
Newton  in  the  chair. 

The  Secretary  (Mr.  W.  J.  Russell)  read  the  notice  convening  the  meet¬ 
ing;  and  it  was  agreed  to  take  as  read  the  Directors’  report  and  the  state¬ 
ment  of  accounts,  an  epitome  of  which  appeared  in  the  last  number  of  the 
Journal. 

The  Chairman  said  that  it  was  now  his  duty  to  move  the  first  resolution 
— “  That  the  report  of  the  Directors,  with  the  accounts  for  the  half  year 
ending  the  30th  of  June,  1888,  showing  a  balance  of  ^16,570  16s.  9d.  avail¬ 
able  for  dividend,  be  received  and  adopted.”  In  submitting  this  resolu¬ 
tion  for  the  shareholders’  acceptance,  he  said  it  would  not  be  necessary  on 
the  present  occasion  to  trespass  long  upon  their  time  ;  for  the  past  half 
year  had  not  been  a  very  eventful  one,  and  the  report  and  statement  of 
accounts  were  so  clear  and  satisfactory  as  to  require  very  few  observations 
in  explanation.  The  Directors  had  upon  the  present,  as  they  had  upon 
nearly  every  previous  occasion,  to  congratulate  the  shareholders  upon  the 
continued  prosperity  of  the  Company  ;  and  he  hoped  that  this  institution 
might  be  considered  a  permanent  one.  The  shareholders  would  notice 
that  the  gas-rental  received  in  the  half  year  was  about  £600  less  than  in 
the  corresponding  period  of  1887.  The  reduction  of  3d.  per  1000  cubic 
feet,  which  had  taken  full  efiect  in  the  past  half  year,  was  equivalent  to  a 
loss  of  about  £2200.  This  sum  had  been  partially  recouped,  by  an 
increased  sale  of  gas  of  more  than  10  million  cubic  feet,  to  the  extent  of 
£1500  ;  leaving  a  deficiency  of  only  £600,  instead  of  £2200.  Then  with 
regard  to  the  residuals,  they  had  a  very  large  increase  in  the  sum-total  ; 
the  increase  being  principally  in  coke — partly  arising  from  the 
higher  price  they  had  received  for  coke,  and  partly  due  to  the 
increased  make,  in  consequence  of  the  larger  consumption  of  coals 
in  producing  the  additional  10  million  feet  of  gas  sold.  The  amount 
obtained  for  residuals  was  £1700  in  excess  of  the  June  half  of  1887.  On 
the  other  side  of  the  account,  the  shareholders  would  see  that  they  had  to 
pay  for  the  extra  material  and  labour  required  to  produce  this  greater 
quantity  of  gas.  They  would  also  notice  that  a  very  large  sum  had  been 
spent  in  the  half  year  for  the  repair  and  maintenance  of  the  works.  The 
Board  deemed  it  advisable  to  put  the  works  into  a  thoroughly  efficient 
state  of  repair — not  that  they  had  fallen  into  a  bad  state — and  he  thought 
that  the  works  would  now  compare  favourably  with  any  in  the  kingdom. 
They  had  taken  advantage  of  the  opportunity  thus  afiorded  of  introduc¬ 
ing  some  of  the  new  engineering  applications,  which  assisted  them  in  the 
operations  of  manufacture.  Consequently  the  gas  for  some  months  past 
had  been  of  far  higher  illuminating  power  than  in  the  previous  few 
months,  although  then  the  quality  of  the  gas  as  regards  its  candle  power 
and  its  freedom  from  impurities  was  far  in  excess  of  the  requirements  of 
their  Act  of  Parliament.  It  would  further  be  noticed  that  a  large  number 
of  stoves  had  been  let  out  in  the  half  year.  Of  course,  these  were  perish¬ 
able  articles,  and  required  a  large  sum  to  keep  them  in  a  state  of  repair. 
The  working  of  the  half  year  had  produced  a  net  profit  which  enabled  the 
Board  to  recommend  to  the  shareholders  the  payment  of  the  usual  divi¬ 
dends  ;  and  after  doing  so,  and  meeting  interest  on  debentures  and  on 
the  deposits  for  gas,  they  were  enabled  to  carry  forward  about  £242 
more  than  they  brought  forward  at  the  beginning  of  the  half  year.  The 
amount  of  balance  now  being  £16,600,  and  the  sum  carried  forward  after 
paying  dividends  being  more  than  £6000,  he  thought  with  this  large 
divisible  balance,  that  if  the  present  half  year  was  as  successful  in  its 
operations  as  the  one  which  had  just  expired — and  he  had  every  reason  to 
anticipate  that  it  would  be,  from  the  experience  of  the  last  two  months — 
when  the  Directors  had  the  pleasure  of  meeting  the  proprietors  again,  the 
time  would  have  arrived  when  the  shareholders  and  the  consumers  would 
feel  that  they  should  have  a  further  participation  in  the  benefits  which 
arose  from  this  increasing  prosperity  of  the  Company. 

Mr.  W.  Hyslop  seconded  the  motion,  which  was  at  once  unanimously 
carried. 

On  the  motion  of  the  Chairman,  seconded  by  Mr.  Magnus  Ohren,  Assoc. 
M.  Inst.  C.E.,  dividends  were  declared,  payable  forthwith,  for  the  past 
half  year,  at  the  rate  of  10  per  cent,  per  annum  on  the  capital  of  £51,600, 
and  of  7  per  cent,  per  annum  on  the  capital  of  £137,500,  and  an  additional 
dividend  (under  the  sliding  scale)  at  the  rate  of  3  per  cent,  per  annum  on 
the  several  classes  of  shares — all  less  income-tax. 

Mr.  Hyde,  in  proposing  that  the  thanks  of  the  meeting  be  given  to  the 
Directors  and  officers  of  the  Company,  said  he  thought  it  was  scarcely 
necessary  to  say  anything  on  that  (the  shareholders’)  side  of  the  table. 
He  might,  however,  remark  that  the  accounts  appeared  to  him  to  be  an 
example  of  clearness  and  accuracy.  The  Chairman  had  told  them  that 
not  only  were  they  giving  to  the  consumers  a  sum  of  upwards  of  £4400  a 
year ;  but,  notwithstanding  this,  and  notwithstanding  the  extent  to  which 
the  electric  light  was  being  pressed  forward,  as  well  as  petroleum  (which 
he  took  to  be  a  still  greater  enemy),  they  were  enabled  to  carry  over  £242 
more  than  they  did  on  the  last  occasion.  From  this  it  appeared  to  him 
that  the  undertaking  was  being  conducted  in  the  most  satisfactory  way 
that  it  could  be. 

Mr.  Hale  seconded  the  ntotion,  which  was  unanimously  approved  of. 

The  Chairman  having  suitably  replied  on  behalf  of  his  colleagues  and 
the  officers,  the  proceedings  terminated. 


TOTTENHAM  AND  EDMONTON  GAS  COMPANY. 

The  Annual  General  Meeting  of  this  Company  was  held  on  Saturday 
last,  at  the  Offices,  Willoughby  Lane,  Tottenham — Mr.  G.  Gripper  in  the 
chair. 

The  Secretary  (Mr.  J.  Randall)  having  read  the  notice  convening  the 
meeting,  the  report  of  the  Directors  and  the  statement  of  accounts,  which 
were  summarized  in  the  Journal  last  week,  were  taken  as  read. 

The  Chairman  moved — “  That  the  Directors’  report  and  the  statement 
of  accounts  for  the  half  year  ending  the  30th  of  June,  1888,  be  received  and 
adopted,  and  the  report  entered  on  the  minutes  of  the  proceedings  of  this 
day.”  He  said  that  before  he  put  the  resolution  to  the  meeting,  he  might 
perhaps  be  permitted  to  make  a  few  remarks  upon  the  report.  As  the 
shareholders  would  see,  it  was  a  short  report ;  and  he  believed  that  all 
the  Directors  thought  it  was  a  very  satisfactory  one.  Their  view  was  to 
give  a  fair  resume  of  what  had  been  done  in  the  six  months ;  at  the  same 
time  not  to  elaborate,  and  perhaps  puzzle  the  shareholders  by  too  many 
details.  The  Directors,  it  would  be  seen,  had  been  able  to  do  that  which 
he  believed,  just  twelve  months  ago,  the  Board  promised  to  do  at  the 
earliest  opportunity — that  was,  to  reduce  the  price  of  gas;  and  he  hoped 
that  they  would  be  able  to  pay  the  proprietors  the  extra  dividend  at 
Christmas.  The  sale  of  residuals,  they  were  glad  to  say,  with  the  excep¬ 
tion  of  tar  (which  continued  very  low),  had  improved  in  the  last  two  half 
years.  They  had  rather  to  mourn  over  the  sale  of  coke  ;  but  with  other 
residuals  the  markets  had  improved,  and  they  had  come  out  much  better 
under  this  head  than  previously.  Another  pleasing  thing  he  had  to  men¬ 
tion  was  that  they  were  obliged  to  extend  their  mains  to  Winchmore  Hill. 
The  work  was  still  in  progress  ;  but  he  believed,  from  what  the  Engineer 
(Mr.  W.  H.  H.  Broadberry)  told  him,  in  about  a  week’s  time  the  extension 
would  be  completed.  The  expenses  for  this  work  would  come  into  the 
next  half-yearly  statement.  In  regard  to  the  works,  the  Engineer  reported 
that  they  were  in  excellent  condition.  They  were  now  working  up  to  the 
full  power  of  the  additions  which  they  had  made  to  the  plant ;  and  the 
time  was  not  far  distant  when  they  would  have  to  consider  the  question  of 
further  extensions  if  they  continued  at  the  same  rate  of  increase.  The 
increase  had  been  at  the  rate  of  8  per  cent,  per  annum  for  the  last  three 
years— that  was  the  absolute  increase  in  the  sale  of  gas  in  that  period. 
The  profit  and  loss  account,  including  an  amount  of  £3542  brought  for¬ 
ward  from  the  last  half  year,  gave  an  available  balance  from  which  the 
Directors  felt  that  they  could  recommend  the  payment  of  dividends  on 
the  original  capital  at  the  rate  of  11  per  cent,  per  annum,  and  on  the  new 
ordinary  capital  at  the  rate  of  8  per  cent.  After  paying  these  dividends, 
they  would  have  left  a  balance  of  £3689 ;  and  this  position  was  a  vast  im¬ 
provement  upon  the  one  which  he  had  to  lay  before  the  shareholders  this 
time  last  year.  They  had  then  to  trench  upon  their  reserve  to  the  extent 
of  about  £900.  On  this  occasion,  instead  of  doing  that,  they  increased  the 
reserve  by  £140  or  £145.  The  next  matter  he  had  to  refer  to  was  the  re- 
tirementof  himselfand  Mr.  Corbet  Woodall ;  and  when  the  time  came,  they 
would  throw  themselves  upon  the  shareholders’  generosity  to  reinstate 
them,  and  the  same  with  Mr.  Nicol,  the  retiring  Auditor,  who  also  offered 
himself.  The  dividends,  he  remarked,  would  be  payable  on  Sept.  1. 

Mr.  J.  Malcolm  seconded  the  motion,  which  was  at  once  unanimously 
carried. 

Mr.  Corbet  Woodall  proposed  that  dividends  at  the  rate  of  11  per  cent, 
per  annum  on  the  original  capital,  and  8  per  cent,  per  annum  on  the  new 
ordinary  capital,  less  income  tax,  be  declared.  He  remarked  that,  after 
what  the  Chairman  had  said,  in  drawing  a  comparison  between  the  con¬ 
dition  of  things  in  this  and  the  corresponding  half  year,  he  was  quite  sure 
it  would  be  satisfactory  to  the  shareholders  to  know  that  the  dividend  had 
not  only  been  declared  but  had  been  earned  in  the  half  year.  It  was  also 
satisfactory  to  note  that,  while  only  this  time  last  year  they  were  nearly 
£1000  short  of  the  dividend,  yet  the  policy  of  the  Directors  within  a  few 
months  after  that  time  in  recommending  a  reduction  in  the  price  of  gas, 
had  been  justified  by  the  balance-sheet  which  had  been  laid  before  them 
that  day.  There  was  one  other  point  which  he  should  like  to  bring  before 
the  shareholders.  It  was  this — that  while  the  reduction  in  the  price  of 
gas  did  justify  an  increased  rate  of  dividend  to  be  paid  to  the  shareholders, 
it  must  be  borne  in  mind  that  the  divisible  profits  had  now  to  provide  not 
only  the  dividend,  but  also  the  reserve  fund ;  and  as  new  capital  would 
shortly  have  to  be  raised  (it  was  already  overspent),  if  there  was  to  be  a 
reserve  fund  corresponding  with  the  additional  capital,  it  must  be  taken 
out  of  the  profits  that  were  otherwise  divisible  as  dividends.  He  was  sure 
that  the  shareholders  would  agree  with  him  that  while  a  large  dividend 
was  a  good  thing,  so  also  was  a  good  reserve  fund  as  a  matter  of  security 
for  the  value  of  the  property.  He  considered  that  having  works  in  a 
thoroughly  good  condition,  and  a  reserve  fund  corresponding  with  the 
capital,  was  equally  as  valuable  as  a  high  dividend. 

Mr.  D.  Ford  Goddard  said  he  should  have  much  pleasure  in  seconding 
the  motion,  the  more  so  because,  after  having  carefully  examined  the 
balance-sheet,  he  believed  that  the  dividend  had  been  earned  in  a 
thoroughly  honest  and  substantial  way.  It  seemed  to  him  that  all  the 
essentials  for  earning  a  dividend  in  a  company  were  present  in  the  way 
in  which  this  Company  had  been  worked,  as  shown  by  the  balance-sheet. 
There  were  one  or  two  points  which  it  was  necessary  to  keep  to  the 
front,  and  which  the  Directors,  as  he  gathered,  had  kept  to  the  front — 
such  as  not  unduly  increasing  the  capital  account.  There  was  nothing 
which  was  so  killing  to  a  financial  transaction  as  overburdening  it  with 
too  heavy  a  capital.  It  did  not  appear  to  him  that  the  Company  was  too 
heavily  overburdened  in  this  respect,  as  its  capital  per  ton  of  coal  was 
rather  below  than  over  the  average  of  the  London  Suburban  Companies. 
No  doubt  it  would  be  necessary  to  increase  the  capital  before  long ;  seeing 
that  the  capital  account,  as  Mr.  Woodall  pointed  out,  was  already  slightly 
overdrawn.  He  had,  however,  no  doubt  that  the  Directors  would 
see  that  not  more  capital  was  raised  than  the  transactions  of  the 
Company  would  bear.  Another  point  which  he  noticed,  and  which 
was  very  satisfactory,  was  with  respect  to  the  maintenance  of  the 
works.  Perhaps  there  was  no  greater  temptation  under  the  present 
Act  or  Acts  under  which  gas  companies  worked  in  regard  to  the 
sliding  scale  than,  with  a  view  of  increasing  the  dividend,  to  reduce 
the  price  of  gas  rather  more  than  was  perhaps  wise  or  desirable ; 
and  to  do  so  by  letting  down  the  works— or,  in  other  words,  “  starving  ” 
the  works — and  not  maintaining  them  at  their  full  and  proper  value.  The 
balance-sheet  before  them  showed  clearly  that  the  works  had  been  tho¬ 
roughly  well  maintained  ;  and  what  had  been  spent  on  repairs  and  main¬ 
tenance  had  not  been  too  much,  but  sufficient  to  keep  them  in  good  order. 
The  Act  offered  vast  temptations  to  spend  too  little  on  the  works ;  but  he 
did  not  think  the  shareholders  in  a  Company  like  theirs  would  find  fault 
with  the  Directors  for  laying  out  money  in  this  department.  Another 
point  which  gave  him  satisfaction  was  the  fact  that  the  general  expenses 
seemed  to  be  decreasing  in  proportion  to  the  work  done— not  very  largely, 
but  still  a  little ;  and  these  little  decreases  gave  them  an  indication  as  to 
the  way  the  work  was  done.  He  noticed  that  the  total  expenditure  on 
manufacture,  distribution,  and  management  of  the  works  was  a  trifle  less. 
It  did  not  amount  to  much — perhaps  5d.  per  ton  of  coal  carbonized.  This 
was  not  large;  but  when  they  came  to  work  it  out  to  the  amount  of  coal 
used,  it  meant  a  saving  of  something  like  £500,  which  was  really  to  the 
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good.  It  was  necessary  that  these  small  items  should  be  °°“®tant  y 
watched;  so  that  they  should  not  increase  ^  they  were  apt 
regard  to  the  residual  products,  these  were  also  ®  Tf 

panies  owed  more  to  these  residuals  than  perbaps  “ 

had  been  a  serious  loss  to  gas  companies,  the  heavy  fall  *6  price  of 
residuals  in  late  years.  They  welcomed  the  slight 

shown  this  year  as  a  forecast  of  better  times  in  this  respect.  He  saw  that 

there  was  about  6d.  per  ton  increase  m  the  y!up°JoLin  ‘ 

half-year’s  working.  Considering  all  these  points,  a°d  that  the  ^o«ing 
of  the  Company  seemed  generally  so  ?|bstactory,  they  sho 

hesitation  whatever  in  accepting  the  dividend  on  that  occasion.  He  h 

much  pleasure  in  seconding  the  motion. 

The  motion  was  agreed  to.  rivioi-mon  'who 

SirH.  E.  Cabtweight  proposed  the  re-election  of  the  ^ 

was  one  of  the  .Directors  retiring  by  rotation),  3°.  be  ahuded 

to  the  great  confidence  the  shareholders  had  in  the 

said,  was  proved  by  the  fact  that  hardly  a  share  went  into  *0  “ar^et 
which  was^ not  sought  after  and  acquired  by  someone  interested  in  t  e 

^  Th^  Eev.  A.  Wilson  briefly  seconded  the  motion,  which  was  cordially 

confirmed  by  the  shareholders.  I'n 

The  Chairman,  in  acknowledging  the 
him,  remarked  that  this  was  the  fifteenth  year  he  had  had  the  honour  of 

'^^Mr  J°Wi^BEN  moved  the  re-election  of  Mr.  Corbet  Woodall,  who  also 
retired.  He  need  only  say  that,  from  his  practical  knowledge  of  gas 
matters,  Mr.  Woodall  was  a  very  valuable  colleague  of  the  Directors. 

Mr.  J.  B.  Doe,  J.P.,  seconded  the  motion,  and  it  was  carried. 

Mr.  Woodall  having  returned  thanks,  ,  ..o 

On  the  motion  of  Mr.  Gould,  seconded  by  Mr.  A.  Eichards,  the  re¬ 
tiring  Auditor  (Mr.  A.  Nicol)  was  re-elected.  .  tnr,k+bp 

Mr.  Nicol  thanked  the  shareholders  for  his  re-election ,  and  took  the 
opportunity  of  calling  attention  to  the  lectures  on  cooking  by  gas  whicU 
had  been  delivered  in  the  South  Metropolitan  Gas  Company  s  district. 
He  thought  this  was  an  excellent  plan  of  increasing  the  consumption  ot 
gas  ;  and,  as  a  shareholder,  suggested  that  they  should  do  likewise. 

Mr.  A.  G.  Hounsham,  in  a  few  appropriate  words,  proposed  a  vote  ot 
thanks  to  the  Chairman  and  Directors. 

Mr.  Kilsby  seconded  the  motion  ;  and  it  was  agreed  to. 

The  Chairman  having  acknowledged  the  vote,  , 

A  similar  compliment  was  paid  to  the  Engineer,  Secretary,  and  Officers 
of  the  Company,  on  the  motion  of  Mr.  Hall,  seconded  by  Mr. 

The  Engineer  (Mr.  W.  H.  H.  Broadberry),  in  reply,  mentioned  that 
that  was  about  the  29th  half-yearly  meeting  at  which  he  had  stood  before 
the  shareholders  to  acknowledge  their  vote  of  thanks ;  and,  speaking  of 
the  progress  of  the  undertaking,  he  remarked  that  in  1874  the  make  was 
about  85  million  cubic  feet  of  gas  in  the  twelve  months  ;  and  last  year  it 

The  Secretary  remarked  that  Mr.  Broadberry  somewhat  hesitated 
when  giving  the  number  of  times  he  had  stood  before  the  shareholders. 
As  for  himielf,  he  believed  this  was  his  68th  half-yearly  meeting.  He 
entered  the  Company’s  service  in  1851;  and  hoped  to  still  enpy  the 
confidence  of  the  Directors  for  some  time  to  come.  He  heartily  thanked 
the  shareholders  for  the  vote  they  had  passed. 

The  proceedings  then  terminated. 


LANCASTEE  COEPOEATION  GAS  SUPPLY. 

Statistics  of  the  Gas  Department  for  the  Year  ending  June  30. 

The  Gas  Engineer  of  the  Lancaster  Corporation  (Mr.  C.  Armitage, 

F  C.S.)  has  favoured  us  with  a  copy  of  the  report  he  has  lately  presented 
to  the  Gas  Committee  on  the  work  of  the  ^^.s  undertaking  during  the 
twelve  months  ending  June  30  last.  It  shows  that  the  receipts  amounted 
to  £16  284  158.  9d.,  and  the  expenditure  to  £9910  18s.  3d.  ;  leaving  a  gross 
profit  of  £6373  17s.  6d.  After  deducting  interest  on  stock  and  mortgages, 
addition  to  the  sinking  fund,  &c.,  £4629  8s.  lOd  there  was  1®*^  ^  ^e 
close  of  the  financial  year  a  net  balance  of  £1744  Ss.  8d.  |bis  is  an 
increase  of  £393  lls.  7d.  over  the  previous  years  surplus  profit  notwith¬ 
standing  the  reduction  of  3d.  per  1000  cubic  feet  made  1’ 1®°/’ 

The  sale  of  gas  to  private  consumers  produced  £9845  19s.  9d.  ,  and  the 

principal  item  of  expenditure  was,  of  course,  for  coal— £5729  15s.  ihe 
Spts  for  residual  products  amounted  to  £3873  158.  4d. ;  being  equal  to 
67 Y^per  cent,  of  the^otal  cost  of  coals.  In  other  words  coal  and  cannel 
cost  an  average  of  12s.  9d.  per  ton,  and  the  products  realized  Ss.  7d.  per 
ton  l^vlfg  the  net  cost  of  coal  4s.  2d.  per  ton.  The  quantity  of  Ras  made 
wa8’89,150,000  cubic  feet  (an  increase  of  11,541,000  cubic  feet,  or  1481  p 
cent.,  as  compared  with  the  year  1886-7) ;  the  quanity  sold  and  used  was 
86,214,562  cubic  feet-leaving  3-29  per  cent  unaccounted  for  lo^  ifts  ^nd 
expended  on  capital  account  up  to  June  30,  1883,  ^L^’g^ve 

nothing  whatever  has  been  added  to  this  account  since.  The  reserve 
fund  now  amounts  to  £680  Os.  7d.,  and  is  on  loan  to  the  Water  Depart¬ 
ment  at  3i  per  cent,  per  annum ;  the  interest  being  added  year  y- 
The  sinking  fund  now  amounts  to  £3592  7s.  7d.  During  the  past  year 
renerif  a^nd  extensions  were  made,  and  ^ 

account,  to  the  amount  of  £530  6s.  5d. ;  leaving  a  balance  of  £240  l^s.  lOd. 
on  that  account.  The  total  amount  received  for  gas  was  £11,171  3s_  lUd., 
less  the  cost  of  lighting,  extinguishing,  cleaning  and  .’’epairing  the  public 
lam-ns  £343  83  3d.;  making  £10,827  15s.  7d.,  which  is  equal  to  2  s.  6  35a. 

per  lo’oo  cubic  feet  of  gas  sold.  This  sum  may  ®e  •“  profit 

—Cost  of  gas.  Is.  0-99d.;  interest  and  sinking  fund.  Is.  0  47d.,  pront, 
4-89d  Nef mains  cost  £470  5s.  lOd. -equal  to  l-31d.  This  is  charged  to 
the  revenue  account,  but  could  legitimately  be  charged  to  capital  account , 
thLebv  redoing  th^  net  cost  of  gas  to  ll-68d.  per  1000  cubic  feet  of  gas 

sold.  This  cost,  Mr.  Armitage  thinks,  will  bear  Tf^^urther 

with  any  gas  undertaking.  He  closes  his  report  as  follows  .-  If  a  further 
reduction  in  the  price  of  gas  be  now  made,  I  would  «e°mmend  that  the  gros 
nrice  be  2s  fid.  per  1000  cubic  feet,  and  to  allow  a  discount  of  10  per  oenf. 
For  prompt  payment  (or,  say,  if  the  account  be  paid  before  the  expirahon 
of  28  days  from  the  date  of  delivery)  ;  making  the  net  price  28.  3^d.  Th 
reduction  would  cause  a  decrease  of  £1087  in  the  gas-rental,  Wording  t 
consumption  of  gas  should  remain  stationary  during  the  coming  year, 
Xch  iF  very  improbable.  An  increase  in  consumption  may  be  expected, 
rnTo^eque/ce  oF  the  reduction  in  price-all  previous  red“eLo^ 
had  a  similar  effect ;  and,  in  my  opinion,  this  will  be  e^eepUon  *o  the 
rule,  as  the  demand  for  coal  gas  is  becoming  more  popular,  and  the  con¬ 
sumption  is  increasing  every  year.” 

Appended  to  the  report  are  the  following  statistics 

Gas  made  as  per  station  meter  ....  82,150,000 

„  sold  to  private  consumers . 77,922,&uu 

„  sold  for  public  lighting .  7,694,862 

„  used  on  works  and  offices .  697,200 


HASTINGS  AND  ST.  LEONAEDS  GAS  COMPANY. 

The  report  of  the  Directors  of  this  Company  for  the  half  year  ending 
June  30  last,  which  is  to  be  submitted  to  the  shareholders  at  the  ordinary 
general  meeting  to  be  held  on  the  6th  prox.,  testifies  to  the  satisfactory 
Condition  of  the  Company’s  business.  During  the  half  year  the  increase 
in  the  quantity  of  gas  manufactured  was  at  the  rate  of  7’21  per  cent,  over 
the  corresponding  period  of  1887  ;  and  notwithstanding  the  reduction  in 
the  price  of  gas  which  came  into  operation  on  the  let  ot  January  last, 
the  gas-rental  shows  an  increase.  This,  to  some  extent,  has  been  due  to 
the  additional  consumption  caused  by  the  exceptionally  dull  and  inclement 
weather  which  prevailed  for  so  long  a  period.  As  anticipated  would  be  the 
case,  the  value  of  the  residual  products  has  improved  still  further,  ihe 
extensions  at  the  works,  including  the  re-arrangement  of  and  additions 
to  the  purifying  and  exhausting  plant,  and  the  fitting  up  of  a  portion  of 
one  of  the  retort-houses,  are  being  proceeded  with  under  the  direction  of 
the  Engineer  (Mr.  C.  E.  Botley,  Assoc.  M.  Inst.  C.E.),  so  as  to  be  ready  for 
'  the  winter’s  requirements.  The  £10,000  of  additional  capital  sanctioned  at 
the  last  meeting  has  been  issued,  and  realized  a  premium  of  £6834  ISs.  The 
Corporation  of  Hastings  have  appointed  a  Gas  Examiner,  according  to 
the  Act  of  Parliament,  who  has  reported  satisfactorily  on  the  quality  and 
purity  of  the  gas  supplied  by  the  Company.  The  accounts  accompanying 
the  report  show  a  profit  balance  of  £8880  13s.  2d.  for  the  half  year,  which 
with  the  balance  brought  forward  amounts  to  £22,991  3s._  6d.  to  be  dealt 
with  by  the  shareholders  ;  and  it  is  proposed  to  pay  a  dividend  at  the  rate 
of  Hi  per  cent,  per  annum  on  the  £25  shares,  and  8i  per  cent,  per  annum 
on  the  £20  shares,  and  to  carry  forward  the  remainder. 


Sutton  Gas  Company.— The  Directors  of  this  Company  report  an  in¬ 
creased  sale  of  gas  to  the  extent  of  nearly  2  million  cubic  feet  in  the 
six  months  ending  June  30  last,  as  compared  with  the  corresponding 
period  of  the  previous  year.  This  is  attributable  to  the  exc^tionaily 
dark  and  cold  weather  which  prevailed  throughout  the  past  half  year. 
The  Company  are  about  to  erect  new  offices,  to  meet  increasing  require¬ 
ments.  Dividends  at  the  rates  of  10  and  7  per  cent,  per  annum  are 
recommended. 

The  London  Coal  and  Wine  Dues  Accounts.— The  annual  accounts  of 
the  Chamberlain  of  the  City  of  London  relating  to  the  coal  and  wine  dues 
have  just  been  published.  The  gross  amount  of  duty  on  coals  brought 
into  the  Port  of  London  was  £176,367 ;  brought  by  railv^y  conveyance, 
£220  045;  by  inland  navigation,  £418;  and  by  road  tramc,  £586  total 
coal  duty,  £397,418  ;  wine  duty  in  the  Port  of  London,  £9573 ;  grand  total, 
£406  991,  Of  this  £328,798  was  paid  into  the  Bank  to  the  credit  of  the 
Metropolitan  Board  of  Works,  to  the  account  of  the  Thames  Embankment 
and  the  Metropolis  Improvement  Fund.  The  City’s  duty  on  coals  was 
£176,630. 

Chesterfield  Water  and  Gas  Company. — The  half-yearly  rneeting  of 
this  Company  was  held  last  Friday — Mr.  E.  T.  Gratton  presiding.  The 
accounts  showed  that  the  receipts  from  the  sale  of  water  in  the  six  months 
ending  June  30  last  had  been  £3154,  and  from  gas  £4490  ;  the  total  income, 
including  £484  for  coke  and  other  residuals,  having  been  £8136.  The  cost 
of  the  manufacture  and  distribution  of  gas  had  been  £1616.  The  towl 
expenditure  had  been  £3591,  leaving  a  balance  of  £4545  to  be  carried  to  the 
net  revenue  account.  After  paying  the  interest  on  mortgages  kiid  calls  in 
advance,  there  was  a  net  profit  for  the  six  months  of  £4151,  which  is  £479 
in  excess  of  the  amount  for  the  corresponding  half  of  last  year.  A  dividend 
at  the  rate  of  5  per  cent,  per  annum  on  both  ordinary  and  preference 
shares  and  stock  was  declared ;  and  there  will  be  a  balance  of  £252  to  be 
carried  forward. 


Capital  employed — 
Stock  capital  . 
Loan  ,,  • 


Coals  carbonized — 
Common 
Cannel  .  .  • 


Unaccounted  for  .  .  .  2,935,438 

or  3-29  per  cent. 


.  £82,500 
.  20,400 


£102,900,  or  £11  9s. 

£1  43. 


5d.  per  ton  of  coal,  or 
Od.  per  1000  feet  of  gas  sold. 


5025  tons  =  56  per  cent. 
3944  „  =44  „ 


8969  tons. 

Illuminating  power  required  by  Act . 

Illuminating  power  supplied . 

Gas  made . 

„  per  ton  of  coal . 

Gas  sold . 

„  per  ton . 

„  per  cent,  on  make . 

Used  at  works  and  offices . :  '  '  ‘ 

„  per  cent,  on  make  .  .  . 

Gas  unaccounted  for . . 

per  cent,  on  make  .... 

Coke  made . . 

Coke  used  for  fuel  (including  boilers) . 

„  per  cent,  on  make . 

Tar  made— 575  tons  (195  gallons  per  ton)  .... 

,,  per  ton  of  coals . 

Liquor  made — 1336  tons  (218  gallons  per  ton).  .  . 

,,  per  ton  of  coals . 

Net  proceeds  of  coke  and  other  residuals  per 
cent,  on  cost  of  coal . 


14  candles 
20  „ 

89,150,000  cub.  ft. 

9,939  „ 

85,617,362  „ 

9,545  „ 

96 '03  per  cent. 
597,200  cub.  ft. 

O' 66  per  cent. 
2,935,438  cub.  ft. 
3'29  per  cent. 
6,830  tons. 
1,623  „ 

26 '12  per  cent. 
112,125  gallons. 

12 '5  „ 

291,248  gallons. 
32-47  „ 

67-60  p«r  cent. 


At  the  Meeting  of  the  Town  Council  last  Wednesday —  the  Mayor 
ilderm an  Blades)  in  the  chair— the  report  and  accounts  above  referred 

)  were  under  consideration.  .  .  .t  ri„_ 

Alderman  Hatch,  in  moving  the  confirmation  of  the  minutes  of  the  Gas 
ommittee,  remarked  that  as  this  was  the  annual  meeting,  which  the 
mdition  of  the  gas  undertaki.ig  came  under  review,  would  say  a  lew 
■ords  in  reference  to  the  various  matters  mentioned  in  “e  minutes^ 
oming  to  the  Gas  Engineer’s  report,  he  said  it  would  be  within  the 
jcollection  of  the  Council  that  twelve  months  ago  the  price  “f  was 
.duoed  to  2s.  6d.  per  1000  cubic  feet  all  round.  The  Committee 
ad  every  reason  to  congratulate  themselves  upon  results  of 

ae  resolution  the  Council  came  to  on  that  occasion.  There  had 
een  a  considerable  increase  in  the  make  and  consumption  of 
as  during  the  past  twelve  months,  and  they  had  realized  a  larg^  pot 
hL  they^did  the  year  before.  In  weighing  matters  over,  the  CommEtee 
bought  they  could  not  do  better  with  the  surplus  they 

lace  it  to  the  renewal  fund;  and  they  asked  the  Council  to  confirm 

he  resolution  that  the  sum  of  £1700  odd  be  added  to 

?ere  now  engaged  in  a  very  expensive  work— viz.,  in  putting  down  new 

iurifiers.  The  whole  of  the  ironwork  was  already  on  the  ^e 

oundations  were  laid,  and  they  were  ready  to  carry  it  Manaser 

iias  proud  to  say  that  they  had  in  Mr.  Armitage  a  very  efficient  Manager  , 

,nd  but  for  his  efficiency  they  would  perhaps  not  be  m  the 

hey  now  occupied.  They  paid  him  a  fair  salary,  and  they  did  not  inter 

ere  with  him  continually  in  suggesting  this  and  suggesting  the  other 

hing  in  matters  they  knew  very  little  about;  and  while  th?^  cong  at 

ated^  themselves  upon  having  a  good  Manager,  Mr. 

longratulate  himself  likewise  upon  having  good  mastery  He  proposea 

he^oonfirmation  of  the  minutes;  and  he  hoped  the  time  was  not  fa 
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distant  when  they  would  be  enabled  to  enter  into  the  question  of 
abolishing  the  meter-rents,  and  not  only  that,  but  be  able  to  effect  a 
further  reduction  in  the  price  of  gas  to  2s.  per  1000  cubic  feet.  For  the 
present,  however,  they  must  satisfy  themselves  with  a  reduction  of  the 
price  to  2s.  3d. 

Mr.  Watson  seconded  the  motion. 

The  Mayor  asked  if  anyone  had  an  amendment  to  propose;  remarking 
that  the  matters  referred  to  by  Alderman  Hatch  were  both  very  good  and 
very  numerous. 

No  one  answered  for  the  moment;  but  just  as  the  Mayor  had  indicated 
that  the  minutes  were  passed, 

Mr.  Bell  rose  and  claimed  to  be  heard. 

After  some  conversation  on  the  point,  his  Worship  allowed  this. 

Mr.  Bell  said  he  considered  it  must  be  very  satisfactory  to  all  of  them 
to  have  so  excellent  a  report  on  the  result  of  the  working  of  the  gas  under¬ 
taking,  which  reflected  great  credit  on  their  Gas  Manager.  Last  year 
they  granted  a  reduction  which  cost  them  ilOCO;  and  notwithstanding 
this,  they  had  in  the  present  year  a  proflt  of  ±'400  over  that  of  last  year. 
It  must  also  be  gratifying  to  the  older  members  of  the  Corporation,  who 
were  bold  enough  some  six  or  seven  years  ago,  and  in  the  face  of  a  great 
deal  of  outside  opposition,  to  purchase  the  gas-works,  to  find  that  it  had 
been  a  capital  speculation  for  the  town  ever  since,  instead  of  the  loss  which 
some  people  predicted  it  would  be.  With  regard  to  the  proposals  made  by 
the  Chairman  of  the  Committee,  he  was  sorry  he  was  not  altogether  in 
accord  with  him.  He  (Mr.  Bell)  would  like  to  have  seen  the  meter-rents 
abolished,  because  in  his  opinion  it  would  act  as  a  greater  stimulus  to  the 
increased  use  of  gas  than  a  reduction  in  the  price.  He  believed  there  were  a 
good  many  cottagers  who  were  not  now  using  gas,  and  who  looked  at  the 
expense  of  having  a  meter  being  put  into  their  houses  and  then  having  to  pay 
for  the  meter;  whereas  if  it  could  be  put  in  free  of  cost,  and  they  had  only 
to  pay  for  the  gas  consumed,  many  would  be  inclined  to  use  gas  who  now 
did  without  it.  Another  objection  he  had  was  as  to  the  reduction  in  the 
price  of  gas  to  those  who  lived  outside  the  limits  of  the  borough.  These 
outsiders  had  no  liability  in  respect  to  any  risks  connected  with  the  gas¬ 
works;  and  if  the  electric  light  or  anything  else  should  supersede  gas, 
every  fraction  of  the  loss  would  fall  upon  the  ratepayers.  It  was  not  right, 
just,  or  proper  to  the  ratepayers  that  outsiders  should  have  gas  at  the 
same  price  as  those  resident  in  Lancaster,  seeing  that  the  latter  were 
liable  for  the  whole  of  the  risk.  Although  he  was  not  one  to  advo¬ 
cate  the  employment  of  any  part  of  the  gas  surplus  in  reducing  the 
rates  of  the  town  by  one  farthing,  yet  he  thought  the  Committee 
might  have  seen  their  way  to  reduce  the  price  of  gas  supplied  for 
the  public  lamps.  This  would  have  been  a  public  benefit.  Alderman 
Hatch  told  them  distinctly  last  year,  when  the  price  was  reduced  to  2s.  6d. 
per  1000  cubic  feet,  that  next  year,  if  they  had  a  surplus,  they  would  not 
only  make  a  reduction  in  price,  but  it  was  their  intention  also  to  improve 
the  quality  of  the  gas  to  the  extent  of  two  candles,  which  would  cost  LIOOO. 
He  thought  they  all  knew  that  the  gas  in  Lancaster  was  very  cheap,  and 
would  compare  favourably  in  this  respect  with  that  supplied  in  any  other 
town.  But  he  should  like  to  draw  the  attention  of  the  Council  to  the  renewal 
fund.  This  fund  now  stood  at  something  like  ±‘240;  and  to  this  it  was 
proposed  to  add  ±1744,  the  balance  this  year.  But  itjwas  a  fact  that  every 
farthing  of  this  fund,  if  not  already  spent,  would  go — the  great  proportion 
in  providing  new  purifiers,  and  the  other  towards  new  mains  ;  so  that  the 
renewal  fund  would  only  stand  at  ±200,  whereas  a  few  years  ago  it  was 
±1500.  It  was  all  very  well  to  “  go  with  the  stream  ”  in  reducing  the  price 
of  gas,  and  that  sort  of  thing ;  but  supposing  the  price  of  residuals  went 
down,  what  would  they  do  then  ?  Most  of  their  profits  during  the  past 
year  had  really  been  made  out  of  an  increase  in  the  price  of  residuals— an 
increase  in  the  price  of  chemicals.  Supposing  next  year  they  went  down, 
what  would  be  the  result  ?  Why,  they  would  have  to  increase  the  price 
of  gas.  But  his  principal  objection  was  to  reducing  the  price  of  gas  to 
outsiders,  especially  when  it  happened  that  they  did  not  share  any  of  the 
risks  which  might  fall  on  the  ratepayers. 

Mr.  Harris  asked  what  the  Committee  proposed  to  do  with  regard  to 
those  consumers  who  had  their  own  meters. 

Mr.  Bailey  said  the  question  of  reducing  meter-rents  had  been  taken 
into  full  consideration  by  the  Committee,  but  they  found  they  were  not 
in  a  position  to  deal  with  them  at  the  present  time.  They  decided,  how¬ 
ever,  that  during  the  coming  year  a  scheme  would  be  propounded  whereby 
they  expected  to  carry  out  to  a  considerable  extent  what  Mr.  Bell  had  put 
forth  in  regard  to  the  abolition  of  meter-rents.  As  to  the  increased  cost 
of  residuals,  the  Manager  informed  them  that  the  percentage  of  increase 
was  not  greater  appreciably  than  in  the  previous  year;  and  therefore 
their  profits  had  not  been  provided  out  of  the  additional  amount  obtained 
from  residuals,  as  stated  by  Mr.  Bell.  The  chief  profit  had  been  made 
from  the  augmented  consumption  of  gas ;  so  that  although  they  had  had  a 
reduction  during  the  past  year  of  3d.  per  1000  cubic  feet,  there  had  never¬ 
theless  been  an  increase  of  something  like  ±400  more  than  in  the  pre¬ 
ceding  year.  If  it  was  the  same  next  year,  they  hoped  to  be  able  to 
abolish  the  meter-rents,  and  have  something  in  addition  to  put  to  the 
renewal  fund. 

Mr.  Molyneux  wished  to  congratulate  the  Gas  Manager  and  the 
Gas  Committee  also  on  the  highly  successful  results  of  the  year’s 
working  of  the  Gas  Department,  which  had  demonstrated  to  a  good 
many  people  that  what  was  thought  to  be  a  bad  “  spec  ”  was  an  exceed¬ 
ingly  good  one.  He  agreed  with  the  remarks  of  Mr.  Bell  as  to  their  not 
supplying  gas  at  the  reduced  rates  to  the  out-townships ;  but  he  could  not 
help  being  a  little  amused  at  thatgentleman’s  remarks,  when,  after  saying 
he  was  opposed  to  any  portion  of  the  gas  profits  being  applied  to  the  re¬ 
duction  of  the  rates,  he  very  ingeniously  went  on  to  argue  that  the  cost  of 
lighting  the  public  lamps  should  be  taken  out  of  the  gas  profits.  He  (Mr. 
Molyneux)  took  it  that  if  there  was  a  reduction  in  the  price  of  gas  supplied 
to  the  public  lamps,  it  would  result  in  so  much  being  taken  off  the  rates  on 
that  account.  It  might  be  a  roundabout  way  of  doing  it;  but  it  amounted 
to  the  same  thing  in  the  end. 

Mr.  Watson  said  with  regard  to  the  question  of  supplying  gas  to  the 
out-townships  at  a  reduced  price,  they  would  cease  to  be  out-townships 
soon  ;  and  he  did  not  see  that  the  Council  could  do  otherwise  than  let 
these  places  have  gas  at  the  same  price  as  they  paid  in  the  borough. 

Mr.  Kitchen,  while  expressing  satisfaction  with  the  report,  considered 
With  Mr.  Bell  that  the  ratepayers  of  Lancaster  were  responsible  for  the 
working  expenses,  for  the  purchase-money,  and  for  all  risks  connected 
with  the  gas  undertaking,  whilst  those  residing  outside  the  borough  had 
no  such  responsibilities  attached  to  them  ;  and  this  made  all  the  differ¬ 
ence  between  raising  the  price  of  a  commodity  and  reducing  it.  He 
proposed,  as  an  amendment,  that  the  words  “  to  residents  within  the 
borough  ”  be  added  to  the  resolution  of  the  Gas  Committee  recommend¬ 
ing  a  reduction  in  the  price  of  gas. 

Mr.  Molyneux  seconded  the  amendment. 

Alderman  Preston  considered  that  the  question  of  a  reduction  in  the 
price  of  gas  had  been  set  up  as  against  the  meter  question;  and  for  his 
own  part  he  would  be  glad  if  the  meter-rents  could  be  done  away  with 
altogether.  In  considering  the  matter  in  Committee,  there  was  a  strong 
desire  to  reduce  the  price  of  gas  i.nd  hopes  were  held  out  that  at  some 


future  day  the  meter  question  would  have  the  attention  of  the  Committee. 
It  they  went  on  reducing  the  price  of  gas  (say)  by  3d.  per  1000  cubic  feet 
every  year,  as  they  had  been  doing,  they  would  get  it  to  such  a  figure  that 
they  would  be  unable  to  abolish  the  meter-rents,  from  which  they  now 
derived  about  ±500  a  year.  What  they  all  wanted  to  do,  he  hoped,  was  to 
induce  poor  people  to  take  gas,  and  use  it  for  other  than  simply  illumina¬ 
ting  purposes,  instead  of,  as  now,  remaining  without  it  because  they  had 
meter-rent  to  pay.  They  had  to  pay  .for  the  meter  in  the  summer  months, 
when  it  was  not  in  use,  just  the  same  as  in  the  winter  time.  It  might  be 
said  that  it  made  little  difference  whether  they  had  it  “  in  meal  or  in 
malt;  ”  but  bearing  in  mind  the  great  number  of  people  who  would  be  gas 
consumers  were  it  not  that  they  had  an  objection  to  pay  meter-rent,  it 
would  be  policy  on  their  part  to  abolish  this  charge  altogether.  The  diffi¬ 
culty  seemed  to  be  how  to  deal  with  those  who  had  their  own  gas-meters. 
Phis  was  a  matter  which  they  would  have  to  discuss  with  the  Gas 
Manager ;  and  seeing  that  he  had  shown  such  practical  knowledge  on 
everything  connected  with  the  supply  of  gas,  this  question  also  would  no 
doubt  receive  a  satisfactory  solution  at  his  hands. 

The  Mayor  said  it  was  quite  evident  that  the  amendment  was  aimed 
at  the  Lancaster  Waggon  Works ;  and  he  asked  if  it  would  not  be  wise 
to  extend  the  reduced  price  to  them,  seeing  that  they  were  one  of  the 
largest  consumers  of  gas. 

Alderman  Hatch,  in  reply,  said  some  of  his  remarks  had  been  anti¬ 
cipated  by  previous  speakers.  The  amount  received  from  meter-rents 
was  ±511  per  annum,  but  a  great  difficulty  in  abolishing  these  rents  pre¬ 
sented  itself  in  regard  to  those  who  had  their  own  meters.  These  were 
the  largest  meters ;  and  their  owners  generally  were  the  largest  con¬ 
sumers  the  Gas  Department  had.  Their  Manager  had  suggested  a  scheme 
which  it  was  thought  might  be  a  way  out  of  the  difficulty.  He  had 
calculated  that  the  life  of  a  meter  was  15  years.  In  other  words,  if  a 
meter  was  worth  ±15  when  new,  it  was  worth  ±1  less  for  each  year  it 
was  used.  This  was  probably  the  basis  on  which  the  question  of  abolish¬ 
ing  the  meter-rents  would  have  to  be  considered.  Ttie  Mayor  had  just 
touched  on  the  question  of  supplying  outsiders  with  gas  at  the  reduced 
price,  and  at  what  those  who  were  opposed  to  it  were  aiming  at.  He  (Alder¬ 
man  Hatch)  was  fully  convinced,  as  an  old  tradesman,  that  it  would  be  the 
most  suicidal  policy  on  their  part  if  they  said  they  would  only  supply  Lan¬ 
caster  at  the  reduced  price,  and  not  take  in  the  outsiders.  They  must 
remember  that  the  Gas  Department  was  a  commercial  concern  only.  If  a 
customer  came  into  any  of  their  shops,  they  did  not  ask  him  if  he  lived  in 
Lancaster,  or  whether  he  came  from  one  of  the  out-townships.  Nor,  if 
they  found  he  did  so,  would  they  charge  him  any  more  than  if  he  had  lived 
in  Lancaster.  No;  they  asked  him  just  the  same  price, and  they  charged 
just  the  same  for  his  goods  as  they  did  anybody  else.  Hence  he 
maintained  that  the  outside  customers  were  really  a  benefit  to  them  ;  and 
they  ought  to  increase  their  number  in  every  possible  way,  and  encourage 
them  to  consume  as  much  gas  as  they  could.  Mr.  Bell  had  referred  to  a 
remark  he  (Alderman  Hatch)  made  last  year  as  to  increasing  the  illuminat¬ 
ing  power  of  the  gas.  He  might  inform  him  that  they  had  done  so,  and 
that  they  were  using  considerably  more  cannel  this  year  than  they  had 
done  before.  The  Manager  had  endeavoured  to  improve  the  illuminating 
power  of  the  gas,  and  the  Committee  considered  he  had  been  successful  in 
so  doing. 

Mr.  Kitchen  said  he  was  astonished  to  hear  the  Mayor  say  the  remarks 
in  reference  to  the  reduction  in  the  price  of  gas  to  outsiders  were  aimed 
at  the  Waggon  Works.  He  did  not  consider  they  were  aimed  at  any 
particular  place. 

The  amendment  was  then  put,  and  lost  by  7  votes  to  12;  the  motion  for 
the  confirmation  of  the  minutes  being  subsequently  carried. 


EDINBURGH  AND  LEITH  GAS  COMMISSION. 

At  the  Meeting  of  the  Edinburgh  and  Leith  Gas  Commission  on  Monday 
last  week — the  Lord  Provost  (Sir  J.  Clark)  in  the  chair— the  Clerk  (Mr. 
Jack)  read  the  decision  of  Mr.  G.  Livesey,  C.E.,  the  Arbiter,  upon  the 
questions  submitted  to  him,  as  to  what  implements  were  to  be  specially 
paid  for  by  the  Commissioners,  in  terms  of  the  Act  of  Parliament,  and  what 
sum  was  to  be  paid  for  the  stock  of  coal  which  the  Companies  held  at  the 
time  of  the  transfer.  Mr.  Livesey’s  award  (the  substance  of  which  was 
given  in  the  Journal  last  Tuesday)  was  as  follows  : — “  I,  George  Livesey, 
of  Londou,  C.E.,  having  been  appointed  sole  Arbitrator  to  determine  not 
only  the  price  to  be  paid  by  the  Edinburgh  and  Leith  Corporations’  Gas 
Commissioners  for  the  items  or  articles  referred  to  in  section  20  of  the 
Act,  but,  secondly,  whether  any  items  or  articles  fall  or  do  not  fall  to  be 
valued  and  paid  for  ;  and,  having  heard  the  representatives  of  the  parties 
who  have  requested  a  decision  on  the  second  point  before  proceeding 
with  the  valuation,  I  hereby  declare  that  no  item  or  article  is  to 
be  valued  and  paid  for  which  was  used  or  required  for  the 
efficient  working  of  the  respective  undertakings  at  their  maximum 
production  of  last  winter;  and  I  also  declare  that  only  those 
stores  of  materials  referred  to  in  section  20  of  the  said  Act,  and  all  im¬ 
plements,  meters,  and  pipes  in  store  or  in  hand — whether  new  or 
unused  or  not — which  are  in  excess  of  tlie  quantities  of  materials,  imple¬ 
ments,  meters,  and  pipes  which  were  required  at  the  aforesaid  period  of 
maximum  working,  are  to  be  valued  and  paid  for,  as  provided  in  the  said 
Act.”  On  the  recommendation  of  the  Works  Committee,  it  was  resolved 
to  appoint  Mr.  Dewar,  the  Statutory  Clerk  of  the  Leith  Company,  Superin¬ 
tendent  Surveyor  for  the  Commission.  The  Committee  reported  that 
they  had  authorized  Mr.  R.  Mitchell  to  take  charge  of  the  mains  and 
services  south  of  Queen  Street,  and  Mr.  F.  T.  C.  Linton  those  north  of 
that  thoroughfare.  The  Clerk  read  a  letter  by  Mr.  Blair  (the  Agent  of 
the  Edinburgh  Company),  accompanying  a  statement  showing  the  total 
amount  payable  by  the  Commissioners  to  the  Company  for  capital  ex¬ 
penditure  and  gas  supplied  to  the  consumers  since  the  last  accounts  were 
rendered,  to  be  ±2776  12s.  6d.  Annexed  to  the  statement  were  details  of 
the  other  items,  duly  certified  by  Mr.  Mitchell.  For  convenience,  he  added 
to  the  statement  a  note  of  the  amount  expended  in  connectiou  with  tlie 
gasholder  tank  at  Meadowflat,  and  which  sum  is,  by  arrangement,  also 
payable  by  the  Commissioners.  The  letter  was  remitted  to  the  Works 
and  Finance  Committees.  The  Lord  Provost  moved  the  appointment  of 
Mr.  Wodrow  Thomson,  of  the  Edinburgh  Gas  Company,  as  Auditor  of 
the  Commission.  Mr.  Smith  Clark  thought  the  best  plan  would  be  to 
have  an  entirely  fresh  mind  introduced  into  the  concern.  Mr.  Colston  said 
this  was  exactly  the  view  he  himself  had  taken,  and  in  that  respect  he 
would  suggest  the  name  of  Mr.  Molleson.  Mr.  Smith  Clark  said  this  was 
“  jumiiing  out  of  the  frying-pan  into  the  fire.”  It  was  quite  evident  that 
in  discussing  matters  of  this  kind  in  public  they  were  treading  upon 
delicate  ground.  He  thought  the  appointment  was  one  of  very  grave  im¬ 
portance,  and  therefore  suggested  that  the  matter  should  be  remitted  to 
the  Finance  Committee  for  consideration  and  report.  After  some  conver¬ 
sation,  a  vote  was  taken,  when  11  were  in  favour  of  the  appointment,  and 
4  for  reference  to  the  Committee.  In  view  of  the  large  vote  in  favour  of 
Mr.  Thomson,  he  was  declared  to  be  elected.  The  Finance  Committee 
were  empowered  to  obtain  a  loan  to  the  amount  of  ±25,000  or  ±30,000 
to  pay  for  stores. 
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TTTTT  examinations  in  “  GAS  MANUFACTUKE.” 

i„  .*o  (p.  m) “L  tirb,'“  h°l 

h.teresting  to  many  of  our  readera-especially  those  who 

mitting  themselves  for  examination— to  give  nut  bv  the 

Sfin  order  that  they  may  form  an  idea  of  the  questions  pu^by  the 
Examiners  (Messrs.  B.  Morton,  T  Newbigging,  ^  Hunt)  We  “ay 
mention  that  there  were  45  candidates  lowed 

satisfy  the  Examiners.  The  following  were  the  questions  ,  the  ti 

for  each  paper  being  three  hours  ; 

Ordinary  Grade.  .  T7_„io;r, 

1.  Give  a  sectional  sketch  of  a  bydraulic  mam  and  dip-pipe. 
the  use  of  this  arrangement.  2.  Def^be.the  exhau^er  eithe^^^^^^^^^ 

IsT^v^eTlTiheUrpls^^ 

f^no  TTahr  What  would  this  amount  to  corrected  to  60  r  anr.  ^ 
aL  thr^mpir^tes  s  generally  used  to  discover  the  presence  of  (a)  aulphu- 
"ued  hyTrogen,  (6)"  ammonia,  and  ®-bonic  acid  in  coa^^gas 

ToTOths  pressure.  It  rises  100  feet,  and  afterwards  descends  50  feet.  What 
would  be  the  pressure  recorded  at  these  two  levels  ( 

Honours  Grade.  _  -Up, 

1  In  an  ordinary  retort-setting,  what  are  the  principM  conditions  to  be 

area  of  the  liquor  be  to  enable  it  to  withstand  a  back  pressure  of  40  inches 
and  notK^  more  ?  6.  Of  a  ton  of  average  quality  bituminous  coal 

carboniLd  in  the  ordinary  way,  what  proportion,  by  weight,  would  be 
recovered  in  the  solid,  what  in  the  liquid,  and  what  in  the  gaseous  for“  “ 

A  In  apneral  terms.  7.  Find  the  value  of  a  ton  of  coal,  in  pounds  of 

sperm  which  yields  10,240  cubic  feet  of  gas,  having  an  illuminating  P°wer 
sperm,  pon/llps  8  At  what  temperature  and  barometric 

pressure  is  gas  Taid  to  be  at  its  “  standard  volume  ”  ?  Why  is 
that  it  should  be  reduced  to  such  volume  on  its  measurement  by  the  static 
meter  ?  9  Xt  nu^  stokers  do  you  consider  should  do  the  work 

of  carbonizing  150  tons  of  coal  per  24  hours,  each  man  attending  to  bis  own 
firine  wheeling  his  own  coal  from  an  adjacent  store,  and  removing  h 
Sils  coke  to  the  outside  of  the  retort-house?  10.  Name  the  crude 
products  of  the  first  distillation  of  coal  tar,  and  state  their  principal  uses. 

Tt  mav  not  perhaps  be  out  of  place  to  mention  here  that  the  first  prize¬ 
man  fn  the  HrnourP  Grade  (Mr.  W.  B.  Herring)  is  draughtsman  and  an 
assistant  to  Mr.  0.  E.  Botley,  Assoc.  M.  Inst.  C.E.,  Engineer  and  Manager 
fV.fi  TTflstinffq  Gas-Works ;  while  the  latter  gentleman  s  son  (Mr.  C.  F. 
Botlevf  who  isTn  the  locom  shop  at  4  ^reat  Western  Bailway 

works  at  Swindon,  carried  ofi  the  first  prize  in  the  Ordinary  Grade.  M  . 
Botley  is  to  be  congratulated  on  the  success  achieved  by  bis  soQ 
assistant  •  the  more  so  in  view  of  the  fact  that  a  former  assistant  (Mr.  H  G. 
Dexter)  took  the  first  prize  while  he  ivas  with  him,  and  has  come  off  wit 
high  honours  at  South  Kensington. 


KILMABNOCK  COBPOBATION  GAS  SUPPLY. 

Annual  Bepobt.  . 

The  decision  of  the  Kilmarnock  Town  Council  to  reduce  the  pice  of 
gas  to  the  consumers  to  the  extent  of  5d  per  1000  cuMc  feet  from 
3s  Hid  to  3s.  6id.— has  already  been  mentioned  in  the  Notes  of  our 
Glasgow  CorrespLdent;  and  ue  now  proceed  to  *® 

and  financial  statement  for  the  year  ending  June  14,  IMS,  which  were 
presented  to  the  last  meeting  of  the  Town  Council  by  the  Gas  Committee. 
In  the  financial  part  of  their  report,  they  state  that  *be  gross  revenim 
amounts  to  T12,0601l8.  6d. ;  and  the  gross  expenditure  to  ±8411  10s.  M. 
leaving  a  surplus  of  ±3649  Is.  4d.  Out  of  the  latter  the  following  sums 
have  been  provided  -.—Sinking  fund  for  payment  of  mortgap  debentures, 
±2000;  gasholder  extension,  part  payment,  /f '' 

meter  rents  irrecoverable  (less  old  arrears  recovered)  ±61  6s.  ll^.-mak mg 
fl  total  of  ±2711  6s.  lid. ;  and  leaving  a  balance  of  ±937  14s.  4a.  Auaiug 
to  this  the  balance  at  the  credit  of  Pr°fit  a-nd  1°®®, 

1887  (±8675  6s.  4d.),  gives  a  sum  of  ±9613  Os.  bd.  to  be  earned  to  the  next 
accents  Of  this  sL,  however,  ±7459  has  been  expended  in  maintenance 

Speaking^in  reference  to  the  works,  &c.,  the  Committee  state  tbaj; J.he 
gas  manufactured,  as  per  station  meter,  shows  an  increase  for  the  year  of 
2,212,900  cubic  feet,  while  as  regards  the  amount  of  Saa  sold  there  was  an 
increase  of  1,770,650  feet.  The  leakage  or  unaccounted-for  gas  was  at  the 
rate  of  lOi  per  cent.,  as  compared  with  10  Per  cent  “  ^be  year  lMfa-7. 
On  the  wages  account  there  was  a  decrease  of  ±61  1?®' 
standing  the  fact  of  there  being  such  a  large  increase  m  the  production 
of  gas,  there  was  a  decrease  in  the  coal  account,  amounting  to  ±1^4  7d. 

OiHngtothe  increased  value  of  the  bye-products,  the  revenue  from  the 
chemical  works  during  the  past  year  was  ±317  greater  than  that  of  the 

^'^Under^the^  iiead  of  expenditure,  there  was  an  outlay  for  coals  of 
±3284  8s.  8d..  which,  with  the  amount  spent  for  lime,  retorts,  and  dross, 
was  brought  up  to  ±3530  8s.  4d.  For  pipes  and  “®.'^®''®‘be*-e  was  expended 
±325  llB.  9d. ;  for  repairs,  ±201  13s.  7d. ;  for  salaries,  ±566  2s  for  wages 
±1603  Is.  2d. ;  for  income-tax,  rates,  and  other  charges,  ±698  Os.  Id. ,  and 
for  interest  on  mortgage  debentures,  ±1315  15s.  lid.  Collectively,  these 
(with  various  minor  items)  make  up  a  total  expenditure  of  ±8411  10^  . 

As  regards  revenue,  the  gas  sold  produced  ±10,694  14s.  lid.  ,  meter- 
rental,  ±255  Is.  lid.  ;  and  tar,  &c.,  ±859  19s.  lOd.— the  total  revenue 
amounting  to  ±12,060  11s.  6d.  It  will  thus  be  seen  that  the  excess  of 
revenue  over  expenditure,  carried  to  profit  and  loss  ® 

±3649  Is.  4d.  The  balance  on  June  14,  1887,  was  ±8675  6s.  4d. ;  the 
arrears  recovered  during  the  year  amounted  to  ±1  48.  lid. ;  and  witn  t  e 
profit,  there  was  a  grand  total  of  ±12,325  12s.  7d.  ,  ,  . 

In  the  shape  of  liabilities,  there  are  the  mortgage  debentures  amount¬ 
ing  to  ±33,025 ;  deposits  from  gas  consumers,  ±23  lOs.  6d . ;  sundry 
accounts  uniTaid,  ±168  8s.  9d. ;  and  profit  and  loss  account,  ±9613  Os.  8d. , 
—making  in  all,  ±42,829  19s.  lid.  Then  as  assets,  there  are  the  gas¬ 
works  and  plant  valued  at  ±36,436  Is.  Id. ;  stock  of  materials  on  hand, 
±433  7s.  3d.;  various  outstanding  accounts  —  for  gas,  meter-rents,  tar. 


&c— amounting  to  ±514  13s.  Id.;  cash  on  deposit  in  bank,  ±3500  ;  and 
cash  on  current  account,  ±1938  7s.  9d.  These,  with  the  cash  in  hand, 

collectively  make  up  a  total  of  ±42,829  19s.  lid. 

The  total  quantity  of  gas  manufactured  during  the  year  -was 
60,192,600  cubic  feet;  and  the  total  quantity  of  coal  carbonized  was 
6177  tons.  The  gas  produced  per  ton  of  coal  was  9726  cubic  teet. 

It  is  gratifying  to  know  that  the  Gas  Committee  have  been  so  eruciently 
served  by  Mr.  J  Fair  weather,  the  Manager,  that  they  have  recommended 
an  increase  to  his  salary  amounting  to  ±40  ^r  annum,  and  that  their 
recommendation  has  been  approved  of  by  the  Town  Council. 

BABTICK  HILLHEAD,  AND  MABYHILL  GAS  COMPANY 

LIMITED.  . 

The  annual  report  of  the  Directors  of  this  Company,  with  the  balance- 
sheet  for  the  year  ending  June  30  last,  has  just  been  issued  to  the  share¬ 
holders,  who  will  doubtless  be  gratified  that  the  Company  s  business, 
under  Mr.  Levi  Monk’s  management,  continues  to  exhibit  a  prugi-essive 
improvement.  In  view  of  the  probability  of  the  accounts  showing  a 
sur^plus  of  revenue  available  for  dividend,  the  Directors  state  that  tney 
considered  it  proper  to  take  the  opinion  of  the  Court  of  Session  on  the 
question  of  the  right  of  the  preference  shareholders  to  arrears  of  dividend 
te  the  years  ending  June  30,  1886  and  1887.  A  special  case  was  accord¬ 
ingly  eZtered  into,  between  the  Company  on  the  one  hand,  and  two  of  the 
preference  shareholders  on  the  other  hand,  which  -was  heard  before  the 
Judges  of  the  First  Division  of  the  Court  of  Session  m  May  last,  with  the 
result  that  the  Court  unanimously  found  (1)  that  the  preference  share¬ 
holders  were  entitled  to  the  arrears  of  their  dividend  for  those  two  years, 
but  (2)  that  they  were  not  entitled  to  interest  on  the  arrears.  T 
decision  is  appealable  to  the  House  of  Lords;  but,  m  accordance  with  the 
legal  advice  which  they  have  received,  the  Directors  recommend  that  t 
case  should  not  be  carried  further.  The  net  profit  for  the  year,  after  pay 
ment  of  all  debenture  interest,  and  providing  for  interest  on  Gie  reserve  an 
depreciation  funds,  amounts  to  ±10,445  ;  out  of  which  the  Directors  have 
carried  to  the  depreciation  fund  ±3000 ;  leaving  a  balance  of  ±7445.  i  ^  y 
recommend  that  this  amount  should  be  disposed  of  in  the  following  way  . 

To  extinguish  the  balance  at  the  debit  of  the  suspense  account,  ±1942 ,  in 
payment  of  cumulative  dividends  at  the  rate  of  54  per  cent,  (less  “°o“®' 
mxl  to  the  preference  shareholders  for  the  years  ending  June  30,  1886  and 
1887  in  terms  of  the  decision  of  the  Court  of  Session,  ±3300;  in  payment 
of  dividend  at  54  per  cent,  (less  income-tax)  on  the  preterence  shares  for  the 
year  ending  June  30  last,  ±1650.  This  will  leave  about  ±o53  to  be  carried 
forward  The  Directors  remark  that  the  works  have  been,  as  usual,  main¬ 
tained  in  a  thoroughly  efficient  condition  out  of  revenue.  The  quantity 
oTgasmade  durinl  tL  year  largely  exceeds  that  of  tbe  previous  year 
and  to  meet  the  additional  requirements  of  new  consumers,  the  Directo 
have  found  it  necessary  to  contract  for  an  additional  gasholder  which 
will  be  ready  for  use  in  the  coming  winter.  The  revenue  account  shows 
the  total  expenditure  to  have  been  ±23,112,  and  the  income  ±3fa,35  , 
leaving  a  balance  of  ±13,246  to  be  carried  to  the  profit  and  loss  account 
The  general  balance-sheet  shows  the  capital  and  liabilities  to  amount  to 
±202  788.  Up  to  the  present,  the  outlay  for  the  cons^uction  of  wor  s 
addhions  during  the  past  year  amounts  to  ±78,100.  The  worksin  progress 
are  valued  at  ±1506.  For  pipes  and  cost  of  laying  there  bas  been  an  out¬ 
lay  of  ±81,874  178.  5d. ;  and  for  meters,  ±19,699  4s.  6d.  On  the  gas-stov 
department  there  has  been  expended  ±1429  13s.  The  stores  on  han 
June  30  are  set  down  as  valued  at  ±2934  Os.  9d. 

eluding  the  cash  at  bankers,  in  the  suspense  account,  Ac.,  bring  up  the 
properly  and  assets  to  the  value  of  ±-202,788-the  amount  above  named. 

SOUTH  STAFFOBDSHIBE  WATEB  COMPANY 
The  Half-Yearly  General  Meeting  of  this  Company  was  held  last  ihurs 
day,  at  the  Queen’s  Hotel,  Birmingham-Mr.  F.  the 

The  notice  convening  the  meeting  having  been  rep^  “f  the 

Directors,  which  was  given  in  the  Journal  for  the  14th  inst.  (p.  307) 

Th^e’^CHAiEMAN,  in  moving  the  adoption  of  the  report  and  accounts,  said 
it  was  satisfactory  to  know  that  the  water  of  the 

nn  to  1500  additional  houses.  This  made  a  total  of  65,641  houses  now 
sup£ed  by  them,  out  of  about  110,000  houses  in  the  district  There  were 
nroLblv  15  000  or  20,000  houses  that  would  sooner  or  later  be  connected 
wbK  mS  The  gross  amount  of  water-rates  for  the  half  year  ending 
Ce  30  iSt  was  ±33,973,  as  against  ±32,707  in  ‘be.  corresponding  permd 
of  1887.  The  expenditure  on  capital  account  <^«ng  the  ba^  year  w  s 
±5000  •  this  being  the  cost  of  44  miles  of  mains.  There  was  due  to  banke  s 
and  others  ±5594;  but  in  the  revenue  account  there  was  a  balance  of 
±12  000  in  the  bank.  With  regard  to  the  profit  and  loss  account,  the  hal  - 
teaCs  water  mtes  were  ±33,97^  as  against  ±32,707;  and  the  amount  for 

service-laving—±293— was  pretty  much  the  same  as  last  year.  0“  Die 

oDDosite  side  of  the  account,  the  engine  charges  were  a  little  in  excess 
oF^the^first  half  of  1887 ;  but  this  was  accounted  for  by  the  additional 
quantity  of  water  pumped.  The  maintenance  of  works  was  considerably 
m  excess  owing  to  the  repair  of  one  of  the  reservoirs.  In  the  first  in¬ 
stance  it  -was  decided  to  take  any  risk  of  damage  that  might  ^br°ugh 
?he  mining  operations  in  the  district;  but  it  was  a  question  whether  the 
™re“ors  ought  not  to  begin  to  set  aside  something  as  a  “aintenance 
fund  against  accidents  that  might  occur.  If  there  were  no  extra  charges 
under  this  head  during  the  present  half  y®®U  *e 

nut-  bv  something  as  the  nucleus  of  a  reserve  fund.  The  rates  an  ever 
fnoreasing  item-had  risen  from  ±2391  to  ±2618  ;  and  the  balance  carried 
down  was  ±13  130,  against  ±13,274  in  1887.  An  exceptional  charge  on  the 
debtor  side  was  thafof  ±1574  for  law  expenses,  which  were  usually  about 
±74.  The  increase  was  due  to  the  promotion  of  the  Company  s  Bill  to 
enualize  their  charges.  If  the  application  had  been  successful,  the  entire 
cost  would  have  come  out  of  capital;  but  as  it  had  failed,  the  expenses 
had  tTbe  home  by  the  revenue.  Until  very  recent  y  the  Directors  l^ad 
not  full  knowledge^ as  to  what  these  expenses  would  be.  They  found, 
however  therwefe  in  excess  of  what  they  expected  ;  the  total  parlia- 
mentlFv  charges  not  being  less  than  ±3500.  Had  there  been  a  local 
inquiry%he  c^t  would  then  have  been  very  much  less;  and  bej'b^ugbt 
there  would  have  been  a  better  appreciation  of  the  result.  The  Direc 
tos  moXed  to  wipe  off  ±1500  in  the  half  year  ]ust  ended 
fad  sFfrrthe  remainder  over  the  next  two  half  years.  Speaking  of 
the  BiU  he  might  say  the  Directors  expected  reasonable  and  legitimate 
Spositt  bft  they  ^did  not  anticipate  some  of  the  opposition  which  was 
SSt  forward.  The  Bill  entered  the  House  of  Lords  on  the  12th  of 
Marcli  -  and  the  Directors  voluntarily  made  the  concession  of  substituting 
1 H  fir)  and  Is  lOd  per  quarter  for  2s.  2d.  per  quarter  in  regard  to  certain 
houses  in  their  f  bFdule  of  rates-an  alteration  which  meant  an  adverse 

sum  of  ±1200  a  year  to  the  Company.  In  this  form  the  Bill  P®®®®  , 

Tinner  House'  and  the  Directors  were  hopeful  that  they  would  not  besub- 
SS  to  Die’ same  amount  of  opposition  before  the  Committee  of  he 
Hmise  of  Commons.  Some  of  the  opponents  withdrew  ;  but  three  of  4 
Local  Authorities  continued  strenuously  to  oppose— viz.,  the  Corporations 
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of  Walsall  and  "West  Bromwich,  and  the  Local  Board  of  Rowley  Regis* 
The  Bill  did  not  get  into  the  Commons  Committee  until  the  9th  of  July, 
which  delay  meant  additional  expense ;  and  then  there  was  a  great 
amount  of  opposition — one  of  the  grounds  being  the  quantity  and  quality 
of  the  water.  He  here  read  a  portion  of  the  evidence  given  before  the 
Committee  on  the  question  of  the  purity  of  the  water,  and  remarked 
that  no^  water  company  could  avoid  the  water  occasionally  appearing 
“  dirty,”  as  it  was  sometimes  called.  Tlie  greatest  opposition  came 
from  the  Walsall  Corporation,  who  set  out  in  the  first  instance  that  the 
Company  wanted  to  increase  the  rates  in  Walsall  by  something  like  £1000 
a  year.  Their  own  evidence  showed  the  increase  only  to  be  £320,  or  some¬ 
thing  like  5d.  per  house.  But  the  Corporation  did  not  tell  the  whole 
truth.  They  said  nothing  about  the  advantage  of  the  £1700  a  year  they 
obtained  by  a  fluke  as  to  the  meaning  of  the  words  “  annual  value.”  The 
Town  Clerk  said  they  wanted  the  Company  to  keep  to  the  bargain  of  1863. 
He  (the  Chairman)  wished  they  could  ;  for  it  meant  £5000  a  year  more  to 
the  Company,  as  everybody  thought  “  annual  value  ”  meant  annual  rent, 
and  the  Company  charged  accordingly.  The  Town  Clerk  argued  that 
they  agreed  to  “annual  value  ”  as  defined  by  law.  He  (the  Chairman) 
saw  no  such  words  in  the  agreement.  Of  course,  they  were  bound  by  the 
law ;  and  if  the  Corporation  had  thought  that  “  annual  value  ”  meant 
annual  rent,  less  rates  and  other  charges,  they  would  not  have  accepted 
the  position  of  paying  upon  annual  rent  for  so  long  a  period.  In  their 
last  report  the  Corporation  were  misleading  the  water  consumers  by 
stating  that  “  annual  value  ”  meant  rateable  value.  The  Directors  did  not 
intend  it  to  mean  this.  Another  thing  said  against  the  Company  was  that 
they  charged  whatever  they  could  get.  In  answer  to  this  he  would  say 
that  he  did  not  know  a  single  case  where  an  incorrect  charge  had  been 
pointed  out  to  the  officials  and  the  mistake  had  not  at  once  been  rectified. 
In  no  instance  was  proof  brought  forward  of  a  charge  being  in  excess  of  the 
rental  of  the  premises  as  given  by  the  owner  or  occupier.  The  Directors 
did  not  w'ant  litigation  ;  but  they  were  not  going  to  be  driven  to  the  rate¬ 
book  to  determine  what  was  the  meaning  of  “annual  value.”  If  they 
took  it  from  the  rate-book,  they  might  have  a  case  where  “  annual  value  ” 
meant  to  them  nothing  at  all.  In  conclusion,  he  expressed  regret  that  the 
Bill  had  not  passed,  and  added  that  the  Directors  were  obliged  to  submit, 
and  would  submit  with  good  grace.  They  did  not  wish  to  be  in  opposi¬ 
tion  to  anybody ;  but  they  had  a  right  to  ask  for  just,  and  even  generous 
treatment,  considering  they  had  saved  the  district  thousands  of  pounds. 
If  the  Bill  had  passed,  there  would  have  been  an  annual  saving  equal  to  a 
capitalized  sum  of  upwards  of  £3000  j  and  the  Company’s  customers 
would  have  been  more  satisfied  than  they  were  under  the  present 
arrangement. 

Mr.  Townshf.nd  seconded  the  motion,  which  was  agreed  to. 

Dividends  for  the  half  year,  of  5  per  cent,  per  annum  on  the  pre¬ 
ference  and  ordinary  stock,  and  4  per  cent,  per  annum  on  the  Dudley 
preference  stock,  were  then  declared  j  and  the  proceedings  closed  with 
a  vote  of  thanks  to  the  Directors. 


SOUTH  ESSEX  WATER  COMPANY. 

The  Ordinary  Half-Yearly  General  Meeting  of  this  Company  was  held 
at  the  Guildhall  Tavern  last  Friday,  Mr.  W.  Cbacroft  Fooks  in  the  chair. 

The  Secretaby  (Mr.  C.  J.  F’ox)  read  the  report  of  the  Directors,  which 
stated  that  the  accounts  for  the  half  year  ending  June  30  last  showed  a 
net  profit  of  £2037 ;  being  an  increase  of  £218  on  the  profit  of  the  pre¬ 
ceding  six  months,  and  of  £653  on  that  of  the  corresponding  period  of 
last  year.  During  the  half  year  265  new  services  had  been  added,  repre¬ 
senting  an  addition  of  £285  to  the  annual  revenue  according  to  the  present 
rating.  After  providing  for  interest,  &c.,  the  Directors  recommended  a 
dividend  of  5  per  cent,  for  the  six  months  upon  the  preference  stock,  and 
one  at  the  rate  of  10  per  cent,  per  annum  upon  the  ordinary  stock. 

The  Ch.airman,  in  moving  the  adoption  of  the  report,  said  there  were 
several  reasons  why  it  was  not  more  satisfactory — the  principal  one  being 
the  lowering  of  rentals  throughout  the  Company’s  district.  But  this 
was  a  temporary  contingency  which  might  be  trusted  to  rectify  itself ; 
for  while  a  depreciation  in  rents  existed  at  present,  it  might  result  in  a 
rise  at  any  future  time.  The  decrease  in  coal  consumption,  cost  of  repairs, 
and  working  expenses  at  Grays,  noticed  in  previous  reports,  continued; 
and  he  fully  anticipated  a  further  decrease  when  the  construction  of  the 
Aveley  reservoir  was  accomplished.  This  was  a  project  which  had  long 
been  in  contemplation  ;  and,  in  view  of  the  outlay  on  this  head,  the 
Directors  proposed  to  issue  further  capital.  The  Company  had  lately 
been  subjected  to  an  adverse  agitation  in  the  Brentwood  district ;  but  he 
had  no  hesitation  in  saying  that  the  outcry  against  them  proceeded  on  a 
false  basis,  and  that  it  would  soon  cease.  As  to  the  dividend,  he  hoped  it 
would  not  merely  be  maintained,  but  prove  to  be  progressive. 

Mr.  J.  C.  Amos  seconded  the  motion.  He  entered  into  details  showing 
the  advantages  that  would  accrue  to  the  Company  from  the  construction 
of  the  Aveley  reservoir  ;  and  spoke  hopefully  of  their  prospects. 

After  a  few  remarks  from  Mr.  Godfrey,  J.P.,  with  reference  to  the 
Brentwood  difficulty, 

Mr.  C.  C.  Lewis,  Coroner  for  South  Essex,  stated  that  personally  he 
had  no  grievance  against  the  Company,  because  he  had  been  fairly  met  by 
the  Directors.  He  knew,  however,  that  owners  of  cottages  at  Brentwood 
did  not  at  present  receive  enough  out  of  them  to  pay  the  water-rates  ; 
and  he  suggested,  as  a  modus  vivendi,  a  conference  between  the  Directors 
and  the  water  consumers  of  the  district. 

Mr.  C.  C.  S.  Fooks,  jun.,  replying,  on  behalf  of  the  Directors,  to  the 
various  statements  made  during  the  discussion,  pointed  out,  in  regard  to 
the  water-rates  being  demanded  in  advance,  that  Mr.  F’orrest  Fulton’s  Act 
practically  compelled  every  water  company  to  collect  in  advance,  particu¬ 
larly  in  regard  to  small  properties,  which  constituted  the  majority  in  this 
Company’s  district.  There  was  an  impression  that  at  Brentwood  and  in 
the  higher  districts  the  supply  was  cut  off  at  night.  On  the  contrary,  the 
supply  was  constant;  only  the  pressure  was  reduced. 

After  some  further  discussion,  the  report  was  adopted,  and  the  meeting 
closed  with  the  usual  vote  of  thanks  to  the  Chairman. 


Proposed  Adoption  of  Gas  for  Public  Lighting  at  Rawdon. — Up 
to  the  present  time  the  township  of  Rawdon  has  not  had  the  benefit  of 
public  lighting ;  and  an  agitation  has  been  going  on  for  some  time  with  a 
view  to  secure  the  adoption  of  gas-lamps  in  the  streets.  The  opinion  of 
the  members  of  the  Local  Board  is  divided  on  the  question;  and  it  was 
resolved  to  submit  it  to  a  ratepayer’s  meeting.  This  was  done  last  Thurs¬ 
day,  when  Mr.  T.  Arton  (Chairman  of  the  Local  Board)  explained  that  it 
had  been  calculated  that  to  light  up  a  portion  of  the  township  which  he 
indicated,  placing  the  lamps  70  yards  apart,  53  lamps  would  be  required  ; 
but  for  a  more  extended  area  104  lamps  would  be  necessary.  It  was  calcu¬ 
lated  that  the  lamps  would  cost  about  £2  10s.  each,  and  probably  about 
£1  each  for  gas  and  maintenance.  It  seemed  to  him  that  if  they  adopted 
this  lighting  scheme  it  would  mean  the  addition  of  4d.  or  6d.  in  the  pound 
to  the  rates.  After  some  discussion,  the  project  was  rejected  by  65  votes 
to  42.  A  poll  is  to  be  taken  on  the  question. 


NOTES  FROM  SCOTLAND. 

(FROM  OUR  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

Considering  their  experience  of  the  office  they  hold,  the  Gas  Commis¬ 
sioners  of  Edinburgh  and  Leith  are  “  putting  their  house  in  order  ”  as 
speedily  as  is  consistent  with  decorum.  At  nearly  every  one  of  their 
frequent  meetings  important  appointments  have  been  made,  and  other 
business  (mostly  of  a  formal  nature)  has  been  transacted,  which  affords 
a  means  of  estimating  how  they  are  likely  to  carry  on  their  undertaking. 
It  must  be  a  satisfaction  to  all  who  are  interested  that  they  have  done 
so  well  in  what  they  have  already  accomplished.  To  take  the  matter  of 
appointments,  there  can  be  but  one  opinion — that  the  Commissioners 
have,  in  every  instance,  done  the  best  they  could  in  the  interests  of 
their  constituents.  It  should  not  be  lost  sight  of  that  gentlemen  in 
their  position  are,  on  the  occasion  of  making  appointments,  subjected  to 
severe  pressure  on  behalf  of  particular  candidates,  which  makes  it  diffi¬ 
cult  for  them  to  keep  in  view  what  should  be  their  first  consideration — 
the  selection  of  the  best  man.  The  Commissioners  have  not  escaped 
from  this  ordeal ;  indeed,  it  is  freely  stated  that  one  of  their  own  number 
had  an  eye  to  the  “fleshpots”  of  office  under  the  Commissioners,  but 
was  restrained  from  putting  forward  his  “claims”  by  the  know¬ 
ledge  that  his  colleagues  were  resolved  to  manage  the  gas  supply 
for  the  benefit  of  the  community,  and  not  for  the  purpose  of  finding  posts 
for  all  their  needy  friends.  The  appointment  of  Auditor  at  Monday’s 
meeting  brought  out  what  had  every  appearance  of  being  “  interested  ” 
nominations ;  but  they  received  scant  support,  and  the  Commissioners 
gave  the  post  to  the  only  man  to  whom  they  could  with  decency  have 
offered  it.  Except  on  a  score  of  personal  friendship,  one  cannot  conceive 
a  reason  for  any  Commissioner  bringing  forward  an  outsider  when  it  was 
known  that  Mr.  Wodrow  Thomson  was  willing  to  undertake  the  duties. 
Mr.  Demar’s  appointment  to  the  post  of  Superintendent  Surveyor  was 
almost  a  matter  of  course ;  his  claims,  on  account  of  his  former  status  and 
his  abilities,  making  it  next  to  an  impossibility  to  pass  him  over.  All  the 
principal  appointments  have  now  been  made,  with  the  exception  of  that 
of  Engineer;  and,  in  connection  with  this,  it  will  be  observed  that  the 
Commissioners  on  Monday  “  districted”  the  area  of  supply — dividing  it 
as  nearly  as  possible  equally  between  the  Managers  of  the  two  gas-works. 
Under  this  temporary  arrangement,  things  may  go  on  quite  smoothly 
for  a  while,  until  the  Commissioners  are  able  to  make  up  their  mind  on 
the  subject.  I  presume  the  Commissioners  are  able  to  delay  this  matter 
because  of  the  circumstance  that — gas  engineering  being  so  much  of  a 
specialty — there  are  no  outside  applications  for  the  post,  and  that  conse¬ 
quently  nothing  can  be  lost  to  anyone  by  a  little  delay. 

Mr.  G.  Livesey’s  award  on  the  points  which  were  in  dispute  between 
the  Edinburgh  and  Leith  Gas  Commissioners  and  the  Gas  Companies 
was  given  promptly ;  Mr.  Livesey  having,  as  I  anticipated  a  fortnight  ago, 
no  difficulty  in  the  matter.  His  decision,  whatever  its  effect  may  be,  is 
founded  on  an  exceedingly  fair  reading  of  the  Act  of  Parliament.  The 
expectation  was  that  he  would  decide  what  description  of  implements  did, 
and  what  did  not,  fall  under  the  expressions  “  in  use  ”  and  “  in  store  or 
in  hand.”  Instead  of  doing  this,  he  adopted  a  course  which  enabled  him 
to  avoid  giving,  by  precedent,  a  legal  interpretation  to  the  above  words, 
and  by  which,  also,  the  parties  may  quite  as  easily  determine  what  is  or  is 
not  to  be  paid  for. 

What  underlay  the  stubborn  resistance  of  the  Companies  was  the  desire, 
not  to  be  paid  for  goods  that  were  actually  in  use,  but  for  such  goods 
as  meters  returned  owing  to  the  caprice  of  customers,  and  which  were 
actually  “  in  store  or  on  hand.”  The  award  is  not  inimical  to  this  view, 
because  if  the  Companies  possess  any  such  implements  in  excess  of  their 
maximum  requirements,  they  will  receive  value  for  them.  It  is  announced, 
through  the  channel  of  the  Commissioners,  that  the  Committee  will  save 
about  £5000  by  Mr.  Livesey’s  method  of  settling  the  question.  How  much 
the  Companies  have  gained — that  is  to  say,  how  much  more  than  £5000 
the  Commissioners  expected  to  save — has  not  yet  been  ascertained. 

I  sometimes  think  that  gas  companies  are  subjected  to  more  stupid 
treatment  than  any  other  of  the  guasi-public  bodies  that  have  extensive 
dealings  with  the  community;  though  for  what  reason  I  can  never  satisfy 
myselL  The  question  of  way-leave  for  gas-mains  has  of  late  been  ex¬ 
citing  some  interest  in  Fifeshire  ;  and  it  was  under  consideration  in  the 
Pittenweem  Town  Council  at  a  special  meeting  last  Friday  night.  The 
local  Gas  Company  propose  to  relay  their  mains,  and  are  prepared,  under 
an  agreement  entered  into  in  1845,  to  compensate  the  Police  Commis¬ 
sioners  for  any  damage  they  may  do  to  the  thoroughfares  by  their  work. 
This  appears  not  to  have  been  good  enough  for  the  Commissioners  ;  and 
they  made  a  monstrously  absurd  demand  that,  instead  of  paying  for  sur¬ 
face  damage,  the  Company  should  make  an  abatement  of  25  per  cent, 
upon  their  charge  for  the  public  lighting.  Of  course,  the  Company  refused 
to  agree  to  the  proposal ;  and  a  letter  to  this  effect  was  read  at  the  meet¬ 
ing  of  the  Council.  The  foolishness  of  the  proposition  comes  out  in  this — 
that  had  the  Company  acceded  to  it,  they  would  have  escaped  from  the 
provisions  of  the  agreement  of  1845.  They  might  then,  with  impunity, 
have  done  any  amount  of  damage  to  the  streets,  and  could  not  have  been 
called  upon  to  make  it  good.  If  the  Commissioners  wish  for  a  reduction 
in  the  charge  for  public  lighting,  it  should  be  made  a  matter  of  straight¬ 
forward  negotiation,  and  not  be  mixed  up  with  other  matters,  particularly 
with  those  which,  as  in  this  instance,  are  already  covered  by  perfectly  sate 
agreements. 

At  the  meeting  on  Monday  of  the  Forfar  Gas  Corporation,  the  annual 
accounts  were  submitted  by  Mr.  Craik.  He  said  they  showed  that  the  con¬ 
sumption  of  gas  had  fallen  short  of  the  estimates  by  a  million  cubic  feet, 
which  was  equivalent  to  £275  reduction  in  the  revenue.  Residual  pro¬ 
ducts  exhibited  an  increase  of  £73 ;  while,  to  meet  the  decrease,  there  was 
a  corresponding  saving  on  the  other  side  of  the  account — viz.,  a  reduction 
of  £443  on  the  estimates  for  coal.  In  regard  to  the  estimates,  they  showed 
that  the  price  of  gas  could  be  reduced  by  3d.  per  1000  cubic  feet.  None  of 
the  Commissioners,  he  thought,  would  take  credit  for  this  reduction,  be¬ 
cause  it  was  simply  due  to  the  lower  price  of  coal.  He  moved  that  the 
estimates  be  approved,  and  that  the  price  of  gas  be  reduced  to  4s.  4d.  per 
lOCO  cubic  feet.  The  motion  was  unanimously  carried. 

The  Gas  Commissioners  of  the  Aberdeen  Town  Council,  in  considering 
the  question  of  the  complaints  furnished  to  them  in  writing  by  the  “  Agi¬ 
tation  Committee,”  with  reference  to  alleged  overcharges  in  the  gas 
accounts,  have,  it  is  said,  found  that  of  the  120  cases  stated,  some  are  not 
borne  out  by  the  books  in  the  gas  office ;  and  a  Committee  has  been 
appointed  to  thoroughly  examine  into  the  matter,  and  to  report. 

'i'he  Cupar  Town  Council  seem  in  a  fair  way  towards  settling  their  differ¬ 
ence  with  the  local  Gas  Company  in  regard  to  the  public  lighting.  The 
proposal  of  the  Company  is  that  the  charges  for  gas  should  be  regulated 
by  the  period  in  which  the  different  classes  of  lamps  are  lit ;  the  charges 
ranging  from  8s.  6d.  to  21s.  fid.  per  lamp.  At  present  the  prices  range  from 
58.  9d.  to  18a.  ;  and  the  increase,  being  so  large,  was  resented — the  Town 
Council  threatening  to  charge  way-leave  for  tne  use  of  the  streets,  if  the 
increase  was  enforced.  After  negotiation,  the  parties  have,  so  far,  agreed 
on  a  basis  of  settlement  in  the  following  terms ; — (1)  That  from  and  after 
Sept.  1,  the  lighting,  extinguishing,  cleaning,  maintenance,  and  renewal  of 
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the  street  lamps  and  lamp-posts  be  undertaken  by  the  Company  ;  (2)  that 
the  price  to  be  paid  by  the  Police  Commissioners  to  the  Company  in  re¬ 
spect  of  this  undertaking  be  7s.  6d.  per  lamp — the  number  of  lamps  to 
remain  as  at  present;  (3)  that  the  burners  used  be  Bray’s  “  special  ;  (4) 

that  this  agreement  subsist  till  Sept.  1, 1892,  the  Directors  being  unable  to 
contract  for  a  longer  period,  in  respect  that  the  contract  of  copartnery  ex¬ 
pires  on  May  1, 1893  ;  (5)  that  the  condition  proposed  by  the  Police  Com¬ 
missioners  to  reserve  the  right  to  charge  a  rent  for  the  use  of  the  streets 
by  the  Gas  Company  for  laying  their  pipes,  &c.,  cannot  be  entertained  ; 
(6)  that  a  formal  agreement  embodying  this  arrangement  be  entered  into, 
if  required,  by  either  party. 


(PBOM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

A  statement  has  been  made  public  this  week  to  the  effect  that  the  Glas¬ 
gow  Corporation  Gas  Committee  are  prepared  to  recommend  the  Town 
Council  to  purchase  the  works  and  goodwill  of  the  Partick,  Hillhead,  and 
Maryhill  Gas  Company,  Limited,  for  the  sum  of  ^170,000.  I  am  not 
aware  how  such  a  sum  has  been  fixed  upon  as  the  value  of  the  under¬ 
taking  which  is  such  a  powerful  competitor  throughout  the  western  and 
north-western  suburbs  of  the  city,  nor  am  I  aware  that  any  overtures 
have  been  made  to  the  Glasgow  Gas  Trust  for  the  sale  of  the  works.  It  is 
not  likely,  however,  that  any  purchase  of  the  undertaking  can  be  made  in 
the  meantime,  however  willing  the  two  parties  may  be  to  come  to  an 
understanding  on  the  subject.  There  is  a  possibility,  however,  that  when 
the  Glasgow  Boundaries  Extension  Scheme  is  next  promoted  in  Parlia¬ 
ment,  it  may  contain  the  necessary  clauses  providing  for  the  purchase  of 
the  Partick  Gas-Works.  The  prices  of  that  Company’s  ordinary  and 
preference  shares  are  keeping  very  firm. 

At  the  monthly  meeting  of  the  Greenock  Police  Board  last  Tuesday — 
Provost  Shankland  in  the  chair — a  discussion  took  place  as  to  whether 
there  should  be  a  reduction  of  5d.  or  of  2id.  per  1000  cubic  feet  in  the 
price  of  gas.  The  estimate  for  the  current  year,  on  the  basis  of  the  present 
rates,  placed  the  revenue  at  i;36,800;  and  the  expenditure,  including  £5500 
for  interest  and  j£3000for  the  sinking  fund,  at  ^33,680 — showing  a  surplus 
of  £3120.  Mr.  M'Onie,  Convener  of  the  Gas  Committee,  proposed  that  the 
reduction  be  2id.  per  1000  cubic  feet.  This  was  seconded  by  Bailie  Shearer ; 
while  Mr.  J.  Lang  moved,  and  Mr.  M'Innes  seconded,  that  the  reduction 
be  5d.  Mr.  Mitchell  moved  that  a  Committee  of  Inquiry  be  appointed, 
with  a  view  to  a  reduction.  After  some  discussion,  the  Committee’s 
proposition  to  reduce  the  rate  by  2Jd.  per  1000  feet  was  carried  by  14  votes 
to  8.  The  price  is  now  3s.  6Jd.  per  1000  cubic  feet. 

At  the  meeting  of  the  Stirling  ’Town  Council  on  Monday,  Treasurer  Gray, 
the  Convener  of  the  Lighting  Committee,  reported  that  he  had  received  a 
verbal  offer  from  the  Gas  Company  as  to  a  proposed  new  arrangement  for 
the  public  lighting.  It  was  to  the  following  efiect : — That  for  lamps  kept 
alight  from  sunset  till  one  a.m.,  the  charge  would  be  178.  6d.  each;  for 
lamps  kept  alight  from  sunset  till  sunrise,  348.  each ;  the  period  of  lighting 
to  be  from  Aug.  15  till  May  15,  excepting  moonlight  nights  ;  but  if  the 
lamps  were  required  to  be  lighted  on  moonlight  nights,  the  charge  would 
be  from  48.  to 48.  6d.  extra  for  each  lamp.  ’The  charges  mentioned  were 
for  No.  3  burners;  but  if  No.  2  burners  were  used  the  charges  of  17s.  6d., 
848.,  and  48s.  would  be  reduced,  respectively.  Is.  6d.,  3s.,  and  3s.  6d.  The 
Gas  Company  would  undertake  to  provide  and  maintain  the  lamps  and 
posts,  and  to  light  and  extinguish  the  lamps,  and  do  everything  in  connec¬ 
tion  therewith,  as  at  present,  but  without  making  any  extra  charge 
therefor.  If  the  charge  for  gas  to  private  consumers  was  afterwards 
increased  or  reduced,  the  Company  would  make  an  increase  or  a  reduction 
on  the  charge  for  the  three  classes  of  lamps,  respectively,  of  3d.,  7d.,and 
lOd.  per  lamp  for  every  Id.  per  1000  cubic  feet  of  increase  or  decrease. 
The  Lighting  Committee  had  agreed  to  recommend  the  acceptance 
of  the  Company’s  ofier.  At  the  close  of  Treasurer  Gray’s  statement,  some 
discussion  took  place, and  eventually  the  minutes  were  approved  of,  and 
further  arrangements  as  to  the  lighting  of  the  streets  and  the  bargain 
with  the  Gas  Company  were  left  with  the  Committee. 

Owing  to  the  visit  of  the  Queen  to  Glasgow  and  the  West  of  Scotland 
this  week,  the  local  pig-iron  market  has  been  much  unsettled ;  the 
holiday  spirit  having  taken  almost  complete  possession  of  the  members  of 
the  iron  “ring.”  Generally,  the  prices  of  warrants  had  been  decidedly 
firm.  Yesterday  up  to  40s.  6d.  cash  was  paid  for  Scotch  iron  ;  business 
being  done  also  in  Cleveland  markets  at  33s.  lOd.  cash,  and  in  hematite  at 
44s.  Id.  cash.  Some  of  the  leading  special  brands  have  likewise  advanced 
in  price  6d.  or  Is.  per  ton. 

■The  local  coal  trade  continues  to  show  improvement  from  week  to 
week ;  and  prices  are  firming  up  in  almost  every  department. 


The  South  Lincolnshire  Fen  Water  Scheme. — The  Long  SuttoH 
Local  Board  of  Health  had  under  consideration,  on  Saturday,  the  18th 
inst.,  the  Lincolnshire  Fen  water  scheme,  which  proposes  to  supply  water 
from  a  boring  at  Tongue  End,  near  Spalding,  to  the  towns  and  villages 
between  Spalding,  Holbeach,  Long  Sutton,  and  Sutton  Bridge,  and  also 
to  Crowland.  Mr.  Ffolkes,  the  Engineer  to  the  new  Company,  attended 
the  meeting  at  the  request  of  the  Board,  and  explained  the  scheme; 
pointing  out  that  the  Board  could,  if  they  thought  proper,  have  the  water 
in  bulk,  and  then  supply  it  to  the  inhabitants  of  the  town  and  neighbour¬ 
hood,  which  they  would  be  enabled  to  do  at  a  profit.  He  stated  that  the 
water  which  had  been  secured  was  excellent  for  drinking  purposes,  and 
also  for  use  in  boilers,  breweries,  &c.  It  was  also  calculated  that  the 
project  would  be  of  great  benefit  to  agriculturists,  and  would  save  con¬ 
siderable  expense  and  inconvenience  which  they  were  now  put  to  in  cart¬ 
ing  water  for  their  stock  and  other  purposes.  It  was  further  stated  that 
no  charge  would  be  made  for  water  used  in  extinguishing  fires.  A  reso¬ 
lution  was  passed  expressing  the  hope  that  the  Company  would  speedily 
furnish  a  supply  to  the  district. 

The  Public  Lighting  of  York  Town.— The  adjourned  meeting  of  the 
Lighting  Inspectors  of  York  Town  took  place  on  Friday,  the  10th  inst. 
The  patentee  of  the  Stringfellow  lamp  again  attended,  and  stated  his 
willingness  to  remove  his  lamps  if  they  did  not  give  satisfaction,  imme¬ 
diately  on  receiving  notice  from  the  Board.  Two  members  expressed  their 
belief  that  arrangements  might  be  made  with  the  Gas  Company ;  and  it 
was  resolved  that  a  deputation  should  meet  the  Directors,  and  report  the 
result  at  an  adjourned  meeting — the  basis  of  reopening  negotiations  with 
the  Directors  being  that  they  should  waive  their  claim  for  £5  11s.  lid. 
The  adjourned  meeting  of  the  Inspectors  was  held  on  the  following 
Monday,  when  the  deputation,  who  waited  on  the  Directors  the  same 
evening,  stated  that  they  were  willing  to  forego  their  claim,  and  to  send  in 
a  tender;  but  would  not  again  supply  gas  by  meter.  The  deputation  had, 
on  behalf  of  the  Inspectors,  withdrawn  the  statement  in  their  letter,  “  and 
declined  any  further  correspondence  on  the  subject,”  which  appeared  to 
have  been  a  misunderstanding  on  both  sides.  The  Directors  ofiered  to  send 
the  Inspectors  a  tender  as  soon  as  they  had  time  to  frame  an  estimate ;  and 
the  Inspectors  adjourned  to  await  the  receipt  of  the  tender. 


CUERENT  SALES  OF  GAS  PRODUCTS. 

Liverpool,  Aui/.  26. 

Sulphate  of  Ammonia.— Tho  market,  though  apparently  dull,  pre¬ 
serves  its  steady  tone ;  and  prices  are,  if  anything,  a  little  firmer.  At 
Hull,  the  principal  business  has  been  done  at  £1188.  9d.;  although  in 
some  cases  £11  7s.  6d.  has  been  quoted.  At  Liverpool,  there  is  a  lack  of 
supplies  ;  and  the  parity  of  about  £11  10s.  is  being  accorded.  The  Leith 
quotation  is  £11  78.  6d.  to  £11  8s.  9d.  The  lateness  of  the  season,  the  un¬ 
favourable  weather,  and  the  consequent  indifference  of  buyers,  have  been 
the  cause  of  the  great  stagnation  during  August;  and  this  being  so 
contrary  to  precedent,  it  is  just  possible  that  we  may  see  the  revival  later 
than  usual,  and  that  September  may  occupy  the  place  usually  usurped  by 
August.  The  production  will  soon  begin  to  increase  again  ;  but  circum¬ 
stances  may  contribute  to  fully  maintain  values.  The  nitrate  market, 
especially  for  future  delivery,  continues  very  strong. 

London,  Aug.  25. 

Tar  Products.— the  exception  of  anthracene,  most  of  the  products 
are  dull  and  little  inquired  for.  Pitch  .is  remarkably  weak ;  buyers  de¬ 
claring  that  they  will  not  pay  higher  prices  for  it.  Very  little  busi^ss 
has  taken  place  during  the  week.  Prices  may  be  taken  as  follows :  Tar, 
according  to  position,  17s.  fid.  to  22s.  fid.  per  ton.  Benzol,  90  per  cent., 
2s.  lOd.  per  gallon  ;  60  per  cent.,  2s.  4id.  per  gallon.  Toluol,  Is.  8d.  per  gallon. 
Solvent  naphtha.  Is.  2d.  per  gallon.  Crude  naphtha,  30  per  cent..  Is.  per 
gallon.  Light  oil,  3id.  per  gallon.  Creosote,  IJd.  per  gallon.  Pitch,  123. 
to  133.  fid.  per  ton.  Carbolic  acid  (crude),  3s.  4d.  per  gallon.  Cresylic 
acid,  9d.  per  gallon.  Tar  salts,  ISs.  per  ton.  Anthracene,  30  per  cent., 

“A”quality,  Is.  fid.  per  unit;  “B”  quality.  Is.  3d. 

Ammonia  Products.— SnVgihaAo  of  ammonia  continues  flat,  and  although 
considerable  shipments  have  been  made  to  new  ports,  they  have  been 
more  than  counterbalanced  by  the  absence  of  demand  from  the  usual 
channel.  The  price  is  nominally  the  same.  Sulphate  of  ammonia,  £11  53. 
to  £11  7s.  fid.  per  ton,  less  discount.  Gas  liquor  (5°  Twaddel),  8s.  per 
ton,  with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  l|d.  per  lb. 
Carbonate  of  ammonia,  3^d,  per  lb.  Muriate  of  ammonia,  brown, 
£18  per  ton ;  white,  £27.  Sal  ammoniac,  £30  per  ton. 


[From  the  Chemical  Trade  Journal,  Aug.  25.] 

Sulphate  of  Ammonia.— At  some  of  the  ports  sulphate  of  ammonia  has 
experienced  a  further  fall ;  but,  strange  to  say,  so  good  has  been  the 
demand  at  Liverpool,  on  account  of  Spanish  and  other  orders,  that  the 
price  at  this  port  now  equals  that  at  Hull  or  Leith.  This  is  quite  unpr^ 
cedented,  especially  as  Beckton  value  is  now  only  £11  7s.  fid.  Hull  and 
Leith  are  quoted  at  £11  7s.  fid.  to  £11  88.  9d. ;  while  London  outside 
makes  are  value  for  £11  12s.  fid.  The  present  state  of  the  market  is  most 
abnormal ;  and  it  is  difficult  to  account  for  it,  except  by  the  most  unsatis¬ 
factory  state  of  the  weather  and  of  the  crops.  Still  the  nitrate  market 

keeps  very  firm.  ,  ,  ,  u-i. 

Tar  Products. — From  several  quarters  we  hear  that  benzols  are  a  bit 
firmer,  though  the  actual  price  has  not  sensibly  advanced,  at  least  so  far 
as  sellers  are  concerned.  If  quantities  were  required  through  second 
hand,  there  is  no  doubt  an  advance  would  be  required,  as  there  is  but  little 
free  to  offer;  2s.  4d.  and  2s.  lid.  were  spoken  of  on  Manchester  ’Change 
last  Tuesday,  lor  50  and  90  per  cent,  respectively,  but  we  could  not  hear  of 
any  actual  business  at  these  prices.  Crude  carbolic  acid  remains  in  much  the 
same  condition  as  last  week ;  while  anthracene  is,  if  anything,  firmer, 
especially  for  “  B  ”  quality  and  qualities  intermediate  between  good"  A 
and  “  B.”  Pitch  remains  at  13s.  to  133.  fid.  at  the  port  of  shipment ;  but  we 
understand  it  is  being  offered  on  the  Continent  at  lower  rates  than 
these.  _ _ 

Sale  op  Shares.— At  the  Mart,  Tokenhouse  Yard,  on  Tuesday  last,  15 
fully-paid  £10  shares  in  the  Bromley  (Kent)  Gas  Company  were  sold  for 
£20  10s.  each. 

The  Sewage  of  Cape  Town.— The  Municipality  of  Cape  Town  have 
had  considerable  difficulty  in  dealing  with  the  sewage  of  the  city ;  and 
although  the  cost  of  the  sewage  disposal  works  must  be  of  enormous 
magnitude,  nothing  yet  appears  to  have  been  done  to  permanently  remove 
the  difficulties  which  at  present  exist.  Numerous  proposals  have  been 
considered ;  but  finally  the  authorities  have  retained  the  services  of  Mr. 
E.  Pritchard,  M.Inst.  C.E.,  of  London  and  Birmingham,  to  make  a  per¬ 
sonal  inspection  of  the  district,  and  prepare  a  comprehensive  report 
thereon  ;  and  he  has  just  left  England  for  the  Cape  for  this  purpose. 

The  Northern  Coal  Trade. — There  has  been  increased  animation  in  the 
coal  trade  of  the  North  during  the  past  few  days,  and  the  price  has  become 
decidedly  firmer.  Steam  coal  is  about  7s.  fid.  per  ton ;  but  one  or  two  of 
the  best  collieries  ask  7s.  9d.  In  the  gas  coal  trade,  the  advance  which  we 
named  last  week  has  been  obtained  in  one  or  two  instances ;  and  there 
seems  a  probability  that  it  will  become  more  general  where  contracts  do 
not  intervene.  In  the  case  of  another  colliery,  the  price  has  been  fixed  at 
7s.  fid.  per  ton,  less  5  per  cent.,  so  that  it  is  evident  the  upward  move¬ 
ment  is  becoming  more  common.  A  strike  at  the  Murton  and  South  Hetton 
Collieries  is  keeping  some  2000  tons  of  gas  coal  daily  out  of  the  market ; 
and  this  is  giving  owners  of  other  collieries  more  chance  of  obtaining  the 
higher  price.  House  coal  is  very  dull  in  demand,  and  weak  in  price. 

Sevenoaks  Gas  Company.- At  the  half-yearly  meeting  of  this  Com¬ 
pany  held  last  Thursday,  the  Directors  reported  a  steady  increase  in  the 
consumption  of  gas,  and  a  marked  improvement  in  the  value  of  residual 
products.  The  gross  revenue  for  the  half  year  was  £4904  9s.  5d.,  as 
against  £4388  IBs.  5d.  for  the  same  period  of  last  year.  The  total  expen¬ 
diture  was  £2868  6s..  as  compared  with  £2795  33.  8d.  last  year.  The 
amount  available  for  dividend  was  £2133  10s.  9d. ;  and  the  Directors 
recommended  the  payment  of  10  per  cent.lper  annum  on  the  original 
capital,  and  7  per  cent,  per  annum  on  the  additional  capital  (both  less 
income-tax).  The  price  of  gas  has  been  reduced  2d.  per  1000  cubic  feet 
throughout  the  whole  district  supplied  by  the  Company,  which,  it  is 
hoped,  will  tend  to  still  further  encourage  its  use.  The  report  was 
adopted;  and  the  dividends  recommended  therein  were  declared. 

The  Water  Supply  of  Liversedge. — At  the  last  meeting  of  the  Liver- 
sedge  Local  Board,  Mr.  J.  Hurst  gave  notice  that  on  the  next  occasion  he 
intends  to  move  that  the  Board  enter  into  negotiations  with  the  Corpora¬ 
tion  of  Wakefield  and  the  Local  Board  of  Heckmondwike,  with  the  view 
of  obtaining  the  lowest  price  at  which  they  would  supply  Liversedge  with 
water  under  an  agreement  for  a  number  of  years  ;  and  also  that  the  Board 
obtain  Counsel’s  opinion  as  to  the  best  course  to  take  to  get  free  from 
Bradford,  whether  by  Provisional  Order,  by  opposition  to  Bradford  in  the 
event  of  their  going  to  Parliament  for  powers  to  construct  new  works,  or 
by  themselves  promoting  a  Bill  in  Parliament  for  that  purpose.  A  similar 
resolution  was  adopted  by  the  Local  Board  last  year ;  but  on  appeal  to  the 
ratepayers  on  the  question  of  going  to  Parliamen  t,  the  Board  were  defeated 
— from  a  misconception  in  the  public  mind,  it  is  said,  as  to  the  meaning 
of  a  new  nroposal  from  the  Bradford  Corporation  to  supply  the  township 
on  a  fresh  basis. 
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Woking  Water  and  Gas  Company. — In  their  report  for  the  half  year 
ended  June  30  last,  the  Directors  of  this  Company  recommended  an 
interim  dividend  at  the  rate  of  3i  per  cent,  per  annum. 

The  Public  Lighting  at  Fleetwood. — On  Monday  evening  last  week  a 
meeting  of  the  ratepayers  of  Fleetwood  was  held  to  consider  the  subject 
of  the  price  charged  for  gas  in  the  town,  and  also  the  best  means  of 
improving  the  public  lighting.  Mr.  T.  Seed  (Chairman  of  the  Improve¬ 
ment  Commissioners)  presided.  The  first  resolution  submitted  was  to 
the  effect  that  the  price  of  gas  ought  to  be  greatly  reduced ;  and  this  was 
carried  unanimously.  A  Committee  was  then  formed  to  make  inquiries  as 
to  the  methods  of  lighting  adopted  in  other  places,  and  the  cost  thereof, 
and  to  report  to  a  subsequent  meeting.  A  communication  was  read  from 
the  Public  Streets  Lighting  Company  offering  to  light  the  who  e  of  the 
streets  of  Fleetwood  with  petroleum  oil  lamps,  as  now  in  use  at  East 
Moulsey  and  elsewhere.  They  also  offered  to  supply,  by  way  of  experi¬ 
ment,  some  of  the  Company’s  lamps.  A  communication  was  also  read 
from  Messrs.  Chamberlain  and  Hookam,  Limited,  with  reference  to  the 
illumination  by  the  electric  light  at  Leamington,  and  inviting  a  deputation 
from  Fleetwood  to  meet  them  at  that  place,  and  gather  opinions  as  to  this 
method  of  lighting  both  houses  and  streets.  These  communications  were 
left  to  be  dealt  with  by  the  Committee. 

The  Cost  of  the  Proposed  Electric  LiGHTiNG  at  Cheltenham.  — 
Eeferring  to  a  statement  which  appeared  in  the  Engineer,  to  the  effect 
that  thefCheltenham  authorities  'propose  to  light  part  of  the  town  with 
36  electric  lamps  in  substitution  for  170  gas-lamps,  and  that  the  cost  of 
the  electric  light  was  to  be  ^444,  Mr.  Denny  Lane  has  written  to  that  pub¬ 
lication  to  point  out  that  there  is  an  error.  He  says  ;  “  The  present  cost 
of  the  170  gas-lamps  is  4;444,  or  £2  12s.  3d.  per  lamp,  and  the  Committee 
suggest  that  the  contractors  who  now  supply  70  lamps  to  tlie  Corporation 
of  Bath  at  i618  17s.  6d.  per  lamp,  should  be  asked  to  supply  36  lamps  to 
Cheltenham  at  the  same  rate  per  lamp,  which  would  amount  to  T679  10s., 
and  not  ^444.  I  must  remark  that  it  is  highly  improbable  that  36  lamps 
could  be  supplied  at  as  low  a  rate  as  70,  since  I  believe  there  would  be 
little  difference  in  the  skilled  labour  and  attendance  for  either  installation, 
which  would  have  to  be  divided  over  only  half  the  number  of  lamps  at 
Cheltenham.  I  may  add  that  it  seems  unfair  to  gas  companies  that  cor¬ 
porations  should  have  the  power  of  contracting  with  them  for  only  three 
years,  while  at  Bath  the  contract  for  electricity  extends  to  seven.” 

PROPosHt)  Electric  Lighting  at  Richmond. — At  the  meeting  of  the 
Richmond  Select  Vestry  on  the  14th  inst.,the  Clerk  read  a  letter  from  the 
Secretary  of  the  Richmond  Gas  Company  (Mr.  E.  B.  Blott),  acquainting 
the  Vestry  with  the  resolution  come  to  by  the  Company  to  reduce  the 
charge  for  the  public  lamps  from  T3  10s.  to  £B  6s.  8d.  per  lamp  per  annum, 
as  from  the  24th  of  June  last.  Notwithstanding  this  concession,  the 
Vestry  on  the  same  occasion  referred  to  the  Parliamentary  Bills  Com¬ 
mittee  an  offer  from  Mr.  R.  F.  Coles,  on  behalf  of  the  proposed  Richmond 
Electric  Lighting  Company,  Limited,  to  the  following  effect : — That  in 
consideration  of  their  transferr.ng,  or  delegating  to  him,  on  behalf  of  the 
Company,  the  Provisional  Order  and  powers  held  by  the  Vestry  from  the 
Board  of  Trade  for  electric  lighting  within  their  area,  and  giving  him  any 
necessary  assistance  to  have  their  Order  altered  or  substituted  for  similar 
powers  under  the  new  Act,  and  further  guaranteeing  him  entire  co-opera¬ 
tion  and  support  in  the  matter  of  electric  lighting  in  their  district,  the 
Company  would  either  pay  him  a  royalty  of  Is.  per  light  per  annum 
(street  lamps  by  special  contract),  or  if  preferred  would  undertake  to  give 
a  fixed  sum — say,  TISO  per  annum — for  consideration  of  the  transfer.  He 
undertook  to  satisfy  the  Vestry  as  to  the  bu7ia  fides  of  the  undertaking ; 
and  mentioned  that  he  had  orders  in  hand  for  some  200  lights,  and  only 
desired  the  sanction  of  the  Vestry  before  commencing  the  erection  of  a 
central  station. 

Constant  v.  Intermittent  Water  Supply  at  Shrewsbury. — The  Water 
Engineer  of  the  Shrewsbury  Corporation  (Mr.  W.  Chappie  Eddowes)  has 
lately  presented  to  the  Water  Committee  a  report  giving  the  results  of 
some  trials  of  the  constant  as  against  the  intermittent  service  on  a  portion 
of  the  district  of  supply.  The  tests  extended  over  six  days  on  each  system  ; 
the  number  of  houses  being  600,  and  the  population  served  about  3000. 
On  the  intermittent  system  the  total  consumption  was  488,700  gallons  ; 
being  an  average  of  81,450  gallons  per  day,  and  27'75  gallons  per  head  per 
day.  On  the  constant  system  the  total  was  879,850  gallons  ;  being  a  daily 
average  of  146,641  gallons,  and  a  consumption  of  48'88  gallons  per  head  per 
day.  “This  shows,”  Mr.  Eddowes  says,  “  an  increase  of  65,191  gallons  on 
a  constant  supply  of  water.  Over  the  whole  borough,  the  consumption, 
based  on  the  above  increase  per  3000,  would  equal  651,910  gallons  per  day 
above  the  average  consumption  per  day  for  the  year.  To  give  a  constant 
supply  under  the  present  circumstances,  651,910  gallons  would  have  to  be 
pumped  in  addition  to  the  average  quantity  per  day,  simply  to  run  to 
waste.  The  cost  for  fuel  alone  to  raise  this  additional  quantity  would  he 
not  less  than  4;500  per  annum.  This  would  be  a  very  extravagant  sum  to 
pay  for  pumping  water  to  run  to  waste,”  owing  to  the  defective  condition 
of  the  fittings  in  the  houses,  to  which  he  had  previously  called  the 
attention  of  the  Committee.  The  great  leakage  which  has  been  going  on 
in  the  city  has  led  to  a  trial  of  Deacon’s  meters  ;  and  the  Borough  Surveyor 
has  reported  favourably  thereon. 

Improved  Street  Lighting  in  St.  James's. — The  report  for  the  parish 
of  St.  James,  Westminster,  for  the  twelve  months  ending  March  25  last, 
which  has  just  been  published,  states  that  the  demand  for  better  lighting 
in  different  parts  of  the  parish  engaged  the  attention  of  the  Vestry  on 
many  occasions  during  the  year.  On  March  25,  1887,  there  were  in  the 
various  thoroughfares  of  the  parish  771  public  lamps,  744  of  which  were 
ordinary  street  lamps — 458  burning  cannei  and  286  ordinary  gas.  In 
March,  1888,  the  number  of  lamps  was  778  ;  and  the  contract  sum  paid  to 
The  Gaslight  and  Coke  Company  for  lighting,  extinguishing,  cleaning,  and 
maintenance  was  £2  7s.  7d.  per  lamp  yearly— the  gas  burned  being  2i  cubic 
feet  of  canuel  and  3  cubic  feet  of  common  gas  per  hour.  The  total  cost  of 
street  lighting  was  4:2325  10s.  6d.  for  the  year,  against  T2433  12b.  9d.  in 
the  previous  twelve  months.  In  February  last  the  Vestry  took  into  con¬ 
sideration  the  question  of  improved  lighting.  Taking  advantage  of  a  large 
reduction  in  the  price  of  gas,  they  determined  to  increase  the  consumption 
in  the  street  lamps  generally,  and  thus  practically  place  all  streets  on  the 
same  basis  as  regards  lighting.  Two  years  previously,  the  consumption  of 
gas  in  the  Regent  Street  lamps  had  been  increased  from  2J  to  4  cubic  feet 
of  oannel  gas  per  lamp  per  hour  ;  and  this  improvement  was  so  marked 
that  this  rate  of  consumption  has  been  adopted  for  the  streets  generally. 
The  number  of  street  lamps  has  been  altered  to  582.  The  increased  cost 
is  only  41371,  from  which  a  small  sum  saved  in  respect  to  the  refuge  lamps 
is  deducted — leaving  the  net  increase  only  L347.  The  light  in  the  street 
lamps  has  been  increased  60  per  cent. ;  and  the  extra  cost  to  the  ratepayers 
was  less  than  half  a  farthing  in  the  pound.  The  Vestry  do  not  appear 
inclined  to  remain  satisfied  with  this  improvement,  seeing  that  there  are 
even  now  defective  and  obsolete  lamps  in  some  of  the  leading  thorough¬ 
fares,  such  as  in  Piccadilly,  where  heavily-metalled  old-fashioned  lamps 
still  exist  to  obscure  a  fair  proportion  of  the  light.  Many  lamps  of  this 
description  will  require  to  be  replaced  at  no  very  distant  date. 


Belfast  Water  Supply. — It  is  satisfactory  to  learn  that  all  danger  of 
the  recurrence  of  a  short  water  supply  in  Belfast  has  been  removed.  Tlie 
immense  culvert  of  seven  miles  in  length,  connecting  Stouyford  with  the 
Lagmore  reservoir,  the  construction  of  which  was  entrusted  to  Messrs. 
Fitzpatrick  Bros.,  of  Belfast,  has  been  completed,  so  that  the  present  town 
supply  can  be  supplemented  at  any  moment  should  necessity  arise.  The 
Water  Commissioners  laid  a  section  of  the  pipes;  and  on  the  11th  inst. 
Messrs.  Fitzpatrick  announced  the  completion  of  their  portion  of  the  con¬ 
tract,  on  which  the  utility  of  the  Commissioners’  work  depends. 

Hartlepool  Gas  and  Water  Comp.any. — The  report  of  the  Directors  of 
this  Company  has  been  issued  to  the  shareholders,  together  with  the 
balance-sheet  for  the  year  ending  June  30  last.  The  latter  shows  a  con¬ 
siderable  increase  in  the  consumption  of  both  gas  and  water  during  the 
past  year ;  and  there  is  every  prospect  of  a  further  increase  during  the 
ensuing  year.  There  is  also  a  slight  improvement  in  the  value  of  residuals. 
The  balance  available  for  division  is  i£ll,154  14s.  9d.,  out  of  which  the 
Directors  recommend  the  payment  of  a  dividend  for  the  past  half  year  at  the 
rate  of  6  per  cent,  per  annum  upon  the  whole  of  the  paid-up  capital  of  the 
Company,  less  income-tax;  leaving  a  balance  of  about  T2976  to  be  carried 
to  the  next  accounts.  The  new  offices  have  been  completed,  and  meet  the 
contemplated  requirements.  The  new  pumping-engine  at  the  water-works,, 
capable  of  raising  150,000  gallons  of  water  per  Dour,  has  also  been  finished, 
and  is  working  satisfactorily.  Sulphate  of  ammonia  works  are  in  course 
of  erection,  and  will  be  ready  to  commence  operations  this  autumn. 

Canterbury  Gas  and  Water  Company. — The  Directors  of  this  Com¬ 
pany,  in  the  report  which  they  will  present  at  the  forthcoming  half-yearly 
meeting  of  shareholders,  state  that  a  year’s  experience  has  shown  the  cor¬ 
rectness  of  the  calculations  they  made  when  the  reduction  in  the  price  of 
gas  was  determined  on.  The  large  gasholder  erected  from  the  plans  of 
Mr.  H.  E.  Jones,  M.  Inst.  C.E.,  has  been  fully  tested,  and  is  now  in  satis¬ 
factory  working  order.  This  new  and  valuable  portion  of  the  gas  plant 
has  been  erected  at  a  very  moderate  cost — the  total  expenditure  on  the 
work,  including  the  Engineer’s  commission,  being  4(4899  18s.  5d. ;  and  this 
sum  has  been  duly  paid  out  of  the  loan  capital  recently  raised.  In  the 
Water  Department  no  capital  expenditure  has  been  required  during  the 
half  year  beyond  a  small  outlay  on  the  extension  of  mains  to  new  property ; 
and  the  works  are  all  in  efficient  order  and  good  repair.  The  balance 
standing  to  the  credit  of  the  profit  and  loss  account  is  £5908  11s.  2d. ;  and 
the  Directors  therefore  recommend  that  the  usual  dividend  after  the  rate 
of  8  per  cent,  per  annum  for  the  half  year  be  declared  and  paid  free  of. 
income-tax,  and  the  balance  carried  forward. 
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(For  Stock  Market  Intelligence,  see  ante,  p.  370.) 
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or 
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£ 
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GAS  COMPANIES. 

£  s. 

d. 

590,000 

10 

12  Apr. 

2  July 

10^ 

Alliance  &  Dublin  10  p.  c. 

10 

18—19 

6  10 

6. 

100,000 

10 

Vi 

Do.  7  p.  c. 

10 

13—14 

5  7 

1 

300,000 

100 

5 

Australian  (Sydney) 5°/oDeb. 

100 

110—112 

4  9 

3 

100,000 

20 

30  May 

10 

Bahia,  Limited . 

20 

23—25 

8  0 

0‘ 

200,000 

5 

11  May 

7i 

Bombay,  Limited  .... 

5 

7— 7J 

5  0 

0 

•40  000 

5 

15  Feb. 

7* 

Do.  New . 

4 

5 — 5| 

5  9 

1 

380,000 

Stck. 

IHl 

sir 

Brentford  Consolidated  .  . 

100 

225—230 

5  2 

2 

110,000 

Do.  New . 

100 

165-170 

-ii 

5  2 

11 

220,000 

20 

14  Mar. 

lOi 

Brighton  &  Hove,  Original  . 

20 

44-46 

4  11 

3- 

320,000 

20 

12  Apr. 

Hi 

British . 

20 

45—47 

4  15 

9 

50,000 

10 

14  Mar. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

20—22 

5  0 

0 

39.000 

10 

8 

Do.  7  p.  c.  . 

10 

13i-14i 

5  10 

4 

328,750 

10 

30  May 

8 

Buenos  Ayres  (New)  Limited 

10 

l3i-14i 

■iii 

5  10 

4 

200,000 

100 

2  July 

0 

Do.  6  p.  c.  Deb.  . 

100 

108—110 

5  9 

1 

150,000 

20 

10  Aug. 

7 

Cagliari,  Limited  .... 

20 

25—27* 

6  3 

8 

550,000 

Stck. 

12  Apr. 

134 

Commercial,  Old  Stock  . 

100 

266—271 

•ii 

4  19 

8- 

130,000 

lOi 

Do.  New  do. .  .  . 

100 

208—213 

4  18 

7 

121,234 

28  June 

4i 

Do.  4i  p.  0.  Deb.  do. 

100 

120—125 

3  12 

0 

557,320 

20 

14  June 

12 

Continental  Union,  Limited 

20 

45—46 

.  . 

5  4 

4 

242.080 

20 

12 

Do.  New ’69  & ’72 

14 

29J-30J 

5  10 

0 

200,000 

20 

28  Mar. 

9 

Do.  7  p.  c.  Pref.. 

20 

35-37 

4  17 

S 

75,000 

Stck. 

10 

Crystal  Palace  District  .  . 

100 

205-215 

.  . 

4  13 

0 

234,000 

10 

27  July 

13 

European,  Limited  .  .  . 

10 

4  18 

1 

120,000 

10 

13 

Do.  New.  . 

7i 

18J— 19i 

5  0 

0 

354,000 

10 

15  Feb. 

13 

Do.  do.  .  .  . 

5 

124 -13i 

+  2 

4  16 

3 

5,408,350 

Stck. 

13+ 

Gaslight  &  Coke,  A,  Ordinary 

100 

257—262 

4  19 

3 

100,000 

4 

Do.  B,  4  p.  c.  max. 

100 

100-105 

3  10 

3 

005,000 

10 

Do.  C,D,&E,  lOp.c.Pf. 

100 

263—268 

3  14 

7 

30,000 

6 

Do  F,  5  p.  0.  Prf.  . 

Do.  G,  7i  p.  0.  do.  . 

100 

1'27— 132 

3  15 

9 

00,000 

Vi 

100 

185—190 

3  18 

11 

1,300.000 

7 

Do.  H,  7  p.  c.  max. 

100 

170-175 

4  0 

0 

403,000 

10 

Do.  J,  10  p.  c.  Prf.  . 

100 

261—266 

3  15 

2 

l,0ol,150 

14  June 

4 

Do.  4  p.  c.  Deb.  Stk. 

100 

120—123 

3  5 

0 

294,850 

4i 

Do.  4J  p.  c.  do. 

100 

125—130 

3  9 

3 

050,000 

11  May. 

6 

Do.  6  p.  c.  do. 

100 

175—178 

.  . 

3  7 

5 

3,600,000 

Stck. 

10 

Imperial  Continental  .  . 

100 

206-209 

4  15 

8 

75,000 

5 

14  June 

6 

Malta  &  Mediterranean,  Ltd 

5 

5—54 

5  9 

1 

560,000 

100 

3  Apr. 

5 

Met.of  Melbourne, 5  p.c.Deb. 

100 

114—116 

4  6 

2 

541,9*20 

20 

14  June 

6 

Monte  Video,  Limited  .  . 

20 

20—21 

5  14 

3 

150,000 

5 

30  May 

10 

Criental,  Limited  .... 

5 

9i-9| 

5  2 

7 

60,000 

5 

28  Mar. 

7 

Cttoman,  Limited  .... 
People’s  Gas  of  Chicago — 

5 

6—7 

5  0 

0 

420,00C 

100 

2  May 

6 

1st  Mtg.  Bds. 

100 

104—109 

.  * 

5  10 

1 

600,00C 

100 

1  June 

6 

2nd  Do.  .  . 

100 

95-100 

6  0 

0 

100,000 

10 

26  Apr. 

10 

San  Paulo,  Limited  .  .  . 

10 

16-17 

.  . 

5  17 

8 

500,00C 

Stck. 

29  Feb. 

15i 

South  Metropolitan,  A  Stock 

100 

3)5—320 

+  3 

4  16 

10 

1,350,000 

12 

Do.  B  do.  . 

100 

247—252 

4  15 

3 

141,500 

13 

Do.  C  do.  . 

100 

250—260 

5  0 

0 

550,000 

28  June 

5 

Do.  5  p.  c.  Deb.  Stk.. 

100 

135—140 

3  11 

5 

60,000 

5 

29  Feb. 

11 

Tottenham  &  Edm’ntn,  Grig. 
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5 

11—13 

4  4 

& 

717,467 

Stck. 

28  June 

9 

Chelsea,  Ordinary  .... 

100 

254—259 

+  1 

3  9 

6 

1,720,500 

Stck. 

12  Apr. 

7 

East  London,  Crdinary  . 

100 

1-97—202 

3  9 

4 

700,000 

50 

14  June 

9 

Grand  Junction . 

50 

124—128 

3  10 

4 

708,000 

Stck 

10  Aug. 

lOi 

Kent . 

100 

269-274+ 

3  16 

7 

1,043,800 

100 

28  June 

9 

Lambeth,  10  p.  c.  max.  .  . 

100 

258—263 

3  8 

0 

406,200 

100 

Vi 

Do.  7^  p.  c.  max.  . 

100 

204—209 

+  4 

3  11 

9 

200,000 

Stck 

28  Mar. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

118-122 

3  5 

7 

500,000 

100 

27  July 

12i 

New  River,  New  Shares  .  . 

100 

347—352 

3  8  10 

1,000,000 

Stck 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

123—127 

3  3 

O' 

902,300 

St(!k 

14  June 

6 

S’thwk  &  V’xhall,  10 p.c.raax. 

100 

162—107 

hi 

3  11 

10 

126,500 

100 

H 

14  June 

6 

Do.  7J  p.  c.  do. 

100 

157—162 

3  14 

1 

1,155,066 

stck 

10 

West  Middlesex  .  .  .  . 

100 

264— 2G9 

*  Ex  div 

3  14 

4 

,  t  Next  dividend  will  be  at  this  rate. 
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IrThe'^Gas^  rshort  time  ago 

stinguished  members.  We  name  tins  in  order  to  show  the 
PPPq<Aitv  for  auicklv  setting  the  Institute  in  order  again,  il 
is  to  continue  in  the  path  of  utility  in  which  it  had  begun 
)  advance  in  company  with  the  City  and  Guilds  of  Lon  on 
istitute.  It  appears  that  the  examinations  are  tanly  popular, 
[though  we  cannot  believe  that  the  45  candidates  who  pre 
mted  themselves  for  examination  this  year,  and  of  whom  ^4 
assed,  are  a  fair  representation  of  the  students  of  gas  making 
,  the  United  Kingdom.  It  is  stated  that  the  total  of 

andidates  in  all  subiects  continues  to  increase;  but  tnis 
3  not  the  case  in  the  particular  examinations  now  in 
iipqtion  Yet  it  must  be  conceded  that  the  number  exa- 
a^Ld  tiiis  year  is  respectable,  although  it  could  be  wished 
hat  the  percentage  of  passes  had  been  higher,  especiaUy 
n  the  “  Ordinary  Grade,”  the 

lot  have  possessed  terrors  for  any  intelligent  youth  em- 
Invprl  iu  a  nas-works,  except,  perhaps,  in  respect  of  one  or 
wJof  “he  ,®uostTo“s!'  Thif  "  LdmL,  Grade  "  paper  seems 
,0  US  to  be  a  very  reasonable  one ;  the  hulk  of  it  being 
nade  un  of  questions  which  a  student  who  knows  anytUing 
Tt  all  about  gas  making  should  be  able  to  answer  easily 
mough,  while,  as  already  remarked  it  contains  one  or  two 
‘  posers  ”  which  would  act  as  touchstones  ot  tne  quamy  o 
droandidates  who  replied  to  the  other  questions  without 

hfflculty.  Everybody,  who  has  St 

L’ience  of  being  examined  in  this  way ,  with  whatever  obje  , 
lan  sympathi/e  with  the  feelings  of  candidates  wdien  their 
inxious  eyes  first  scan  papers  of  this  kind.  Confidence  in¬ 
creases  as  the  easy  questions  are  read  through,  one  after 
another,  in  feverish  haste,  and  are  mentally  ticked  ott  by 
Hip  pqnirant  •  and  then  his  heart  sinks  when  lie  comes 
across'the  iiMvitable  “  rasper  ”  placed  somewhere  towrads 

ii'S  He  S  t 

Two  Marching  queries  are  answered  than  ot  all  the  other 
answers  put  together  i  and  the  poor  candidates  spints  sink 
further  the  longer  he  looks  at  them.  Speaking  ot  the  difii- 
culties  of  the  German  language,  a  well-known  \mericaii 
gas  engineer  was  once  heard  to  say I  can  follow  a  se  itence 
until  there  comes  a  word  that  means  something,  and  then 
“  I’m  done.”  Similarly,  the  candidate  in  an  examination  who 

57cla7t^?=i77-Ssh^:7j!rSt 

'"Hood  deal  of  what  -e  liave  just  -marked  is  ofjeneral 
application  to  papers  and  candidates  ot  every  variety  in 
this  age  of  competitive  examinations ;  but  it  grows  out  o 
the  presence  of  one  or  two  questions  in  the  elementary  paper- 
set  by  Messrs.  Morton,  Newbigging,  and  Hunt,  which  we  can¬ 
not  help  regarding  as  rather  exacting.  One  of  these  is  the 

seventh  in  order,  and  requires  the  correction  of  a  volume  ot 

Pfls  for  10°  Fahr.  The  other  is  the  last ;  and  it  demands  a 
cfiTTimitation  of  gas  pressure  with  relation  to  altitude.  Now, 
we  do  not  wish  to  imply  that  these  questions  are  too  hard. 
For  all  we  know  they  may  have  been  favourite  ones  with  the 
candidates.  At  the  same  time  they  deal  with  matters  that 
scarcely  come  within  the  cognizance  of  young  students, 
except  in  books  ;  and  they  are  easily  solvable  or  not  just  as 

correttiorniSrHequhed  in  each  case.  The  “  Honours 

practoL  ItS  frrmed''stoctfy  oHie  linet  that  have  been 
remarked  in  its  preem-sors  for  the  past  two  or  three  years  ^ 
that  it  should  not  be  answerable  by  any  amount  ot  mere 
book  knowledge.  All  practical  gas  managers,  after  reading 
through  this  paper,  will  concede  that  the  man  cou 

through  a  teasing  paper,  because_  iney  S  irpq 

and  heart  for  the  remainder.  L  as  a 

rnanagemen  paperv  Th-e  is  i^oth^^^^  Yet  it 

struction,  and  ver^  ^ 

demarids  an  acquaintance  •  j,ei^ark- 

typical  frugal  sto  er  cou  n  of* capacity  compre- 

able  commentary  upon 

bended  in  the  ter  g  g  > 
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Journal  we  should  be  publishing  an  Inaugural  Address  by  a 
President  of  an  Association  of  Gas  Managers  in  which  allu¬ 
sion  is  made  to  conditions  of  working  in  which  a  common  gas 
pressure-gauge  is  an  unknown  luxury  ;  and  in  the  next  give 
publicity  to  a  question  addressed  to  students  about  the  effect 
of  the  exhauster  upon  the  temperature  of  gas  passing  through 
it.  It  is  evident  that  the  gas  management  that  takes  account 
of  such  refinements  as  that  just  mentioned  must  be  something 
so  different  as  to  merit  distinction  as  a  business  quite  diverse 
from  that  which  does  not  understand  the  use  of  a  simple  pres¬ 
sure-gauge.  We  have  no  more  to  say  respecting  this  Honours 
Grade  paper  except  to  repeat  that,  although  in  our  view 
decidedly  exacting,  it  is  a  very  fair  one.  We  should  be  afraid 
to  speculate  as  to  how  many  members  of  The  Gas  Institute 
would  be  left  if  this  paper  were  to  be  applied  as  a  test  upon 
entrance. 

The  improvement  that  has  taken  place  of  late  years  in  the 
City  and  Guilds  of  London  Institute  examination  in  “Gas 
“  Manufacture  ”  is  very  marked.  A  medallist  of  five  or  six 
years  ago  might  have  difficulty  in  securing  a  pass  to-day,  so 
altered  have  been  the  nature  and  range  of  these  papers.  The 
late  Examiners  of  the  Institute  have  done  more  than  rescue 
the  Gas  Manufacture  Examinations  from  disrepute ;  they 
have  been  instrumental  in  showing  how  the  art  itself  may  be 
studied.  A  collection  of  all  the  papers  set  in  these  examina¬ 
tions  in  recent  years,  with  answers  fully  set  out,  would  form  a 
very  instructive  compendium  of  authoritative  teaching  in  the 
various  matters  dealt  with.  A  study  of  this  kind  should  be 
one  of  the  first  tasks  of  an  intending  candidate  ;  and  if  he  did 
not  go  any  further,  it  would  cause  him  to  look  about  his 
works  with  different  eyes,  and  see  more  than  he  did  before 
in  the  various  processes  of  manufacture.  The  place  of 
these  examinations  in  the  training  of  a  gas  manager  having 
been  sufficiently  settled  in  previous  articles  upon  the  subject, 
this  aspect  of  the  question  need  not  be  discussed  again.  It 
has  been  clearly  laid  down  that  while  the  passing  of  a  paper 
examination  does  not  imply  that  the  successful  candidate  is  a 
fully  qualified  gas  manager  in  every  respect,  inability  to 
answer  the  questions  would  signify  something  lacking  in 
a  man  who  might  otherwise  be  duly  qualified  for  such  a 
post ;  so  that  failure  means  i-ather  more  than  success. 
With  this  reflection,  we  must  leave  the  subject  for  the 
present ;  congratulating  Mr.  W.  K.  Herring,  of  Hastings, 
as  the  first  prizeman  in  the  Honours  Grade  for  his  year,  and 
the  other  passmen  upon  the  success  they  have  achieved  in 
their  respective  degrees.  We  wish  them  all  good  appoint¬ 
ments  at  the  proper  time  ;  bidding  them  to  be  of  good  cheer, 
although  promotion  may  be  long  delayed.  When  it  does 
come  (as  come  it  surely  will  to  those  who  keep  in  the  straight 
path),  the  knowledge  acquired  in  connection  with  these 
competitions  will  stand  them  in  good  stead,  even  if  the  value 
of  a  pass  certificate  in  procuring  advancement  should  not  be 
very  conspicuous. 

MB.  GADD’S  SPIRAL  GUIDE-FRAMING  FOR  GASHOLDERS. 
In  another  column  will  be  found  the  discussion  which 
followed  the  reading  before  the  Manchester  District  Institu¬ 
tion  of  Gas  Engineers  of  Mr.  Newbigging’s  paper  upon  Mr. 
Gadd’s  invention  for  dispensing  with  the  upper  framing  of 
gasholders.  The  paper  was  illustrated,  and  the  truth  of  the 
inventor’s  claim  proved,  by  two  models — one  of  a  single-lift 
and  the  other  of  a  telescopic  holder,  guided  from  the  base 
by  tangential  rollers  working  upon  spiral  tank  guides.  Flat 
denial  of  the  position  taken  up  by  Mr.  Newbigging  in  his 
paper  was,  therefore,  impossible  ;  and  the  critical  energies  of 
the  auditory  were  confined  to  asking  questions  and  suggesting 
difficulties  that  might  be  supposed  to  arise  in  regard  to  the 
construction  and  working  of  holders  built  in  accordance  with 
the  plan.  Mr.  Gadd  was  in  attendance  to  offer  explanations 
and  meet  objections,  which,  it  must  be  confessed,  he  did 
remarkably  well.  His  happiest  effort  in  this  line  was  point¬ 
ing  out  how  the  leverage  action  of  the  wind  upon  a  holder 
guided  in  this  way  is  met  by  the  longer  leverage  exerted  by 
the  diameter  passing  between  two  opposite  sets  of  bottom 
rollers.  His  weakest  was  perhaps  the  statement  in  which 
he  expressed  his  willingness  to  advise  gasholder  constructors 
to  dispense  with  bottom  guide  rollers  and  substitute  rubbing- 
pieces,  such  as  were  used  for  the  same  purpose  in  the  very 
early  days  of  gasholder  making.  This  is  a  compara¬ 
tively  small  matter,  however ;  because  it  can  be  easily 
set  right  at  the  present  stage  of  the  discussion. 
Mr.  W.  Carr  began  it  by  remarking  that  bottom  rollers  of 
old  gasholders  commonly  become  fixed ;  the  roller  simply 
acting  afterwards  as  a  rubbing-piece  whenever  it  touches  the 


guide.  Hereupon  Mr.  Gadd  hastened  to  declare  that  he  had 
only  put  rollers  in  his  plan  in  deference  to  existing  notions  ; 
and  that  he  was  quite  prepared  to  dispense  with  them  in 
favour  of  rubbing-blocks.  No  doubt  Mr.  Carr’s  observation 
was  strictly  correct ;  but  the  inference  drawn  from  it  was 
wrong.  In  old  holders  the  bottom  rollers  were  seldom  well 
made  ;  and  rarely  do  they  fit  tightly  against  all  the  tank- 
guides.  It  would  not  be  difficult  to  find  examples  of  holders 
working  well  enough,  after  a  fashion,  but  with  only  a  quarter 
or  one-third  of  the  number  of  bottom  rollers  actually  ful¬ 
filling  their  duty.  If  a  bottom  roller  is  not  working  tightly 
against  its  guide,  it  will  (as  Mr.  Carr  says)  very  soon  stick 
fast,  and  be  incapable  of  rolling  upon  the  rare  occasions 
when  it  touches  the  guide.  When  the  bottom  curb  of  the 
holder  is  strong,  however,  and  the  rollers  all  properly 
jammed  tight  up  to  their  work,  the  holder  travels  up  and 
down  as  steadily  as  a  rock,  and  the  rollers  do  not  stick  fast. 

A  rubbing  contact  is  generally  proclaimed  by  the  jerks  and 
groans  of  the  holder;  whereas  a  rolling  contact  carries 
the  vessel  up  and  down  quietly  and  steadily.  That  is 
the  reason  why  gasholder  builders  prefer  rollers  to  rubbing- 
pieces  ;  and  Mr.  Gadd  will  do  well  to  follow  them  in 
this  respect  at  least.  For  the  rest,  he  is  to  be  con¬ 
gratulated  upon  the  reception  which  his  suggestion  has 
met  with  from  the  members  of  the  Manchester  Institution. 
They  have  recognized  the  novelty  and  ingenuity  of  his  plan ; 
and  when  they  resume  the  discussion  of  Mr.  Newbigging’s 
paper,  they  may  not  find  very  much  more  to  say  in  opposition 
to  the  idea  than  they  have  already  advanced.  We  said  all 
that  we  have  to  say  upon  the  merits  of  the  proposal  last 
week  ;  and  to-day  have  nothing  to  add  to  those  observations. 
If  the  device  is  worth  anything  at  all,  it  is  worth  trying  ;  and 
it  is  to  be  hoped  that  this  will  be  done  at  an  early  date. 
With  reference  to  this  and  other  projects  that  we  have  heard 
of  more  or  less  authoritatively,  we  are  justified  in  remarking 
that  the  question  of  the  possibility  of  modifying  or  dispensing 
with  gasholder  framing  is  one  of  the  problems  of  the  day 
with  gas-works  constructors.  A  marked  change  may  be  ex¬ 
pected  to  come  over  this  particular  branch  of  gas  engineering 
in  consequence  of  the  discussions  of  the  subject  that  have 
occupied  readers  of  the  Journal  and  members  of  The  Gas 
Institute  during  the  past  year  or  two. 

A  HARD  CASE. 

A  FORTNIGHT  ago  we  reported  a  case  with  reference  to  gas 
consumers’  contracts  which  cannot  but  be  regarded  as  any¬ 
thing  but  a  hard  one  for  the  individual  concerned.  A  Mr. 
Darbyshire,  now  living  at  Teddington,  was  sued  by  The  Gas¬ 
light  and  Coke  Company  upon  a  contract  note  for  the  value 
of  gas  consumed  by  a  person  who  succeeded  him  in  the 
occupancy  of  a  house  in  Pimlico,  under  circumstances 
detailed  in  our  report.  It  appears  that  Mr.  Darbyshire  had 
signed  the  usual  consumer’s  contract  note,  probably, 
as  he  said,  as  a  matter  of  form  antecedent  to  get¬ 
ting  a  supply  of  gas.  Upon  terminating  his  tenancy 
of  the  house,  he  states  that  he  gave  verbal  notice  to  the 
Gas  Company  of  his  intention  to  quit  the  premises, 
which  notice  was  accepted  by  the  Company  to  the 
extent  of  sending  a  man  to  take  away  the  meter.  According 
to  the  testimony  of  Mrs.  Darbyshire,  she  suggested  to  this 
workman  that  the  incoming  tenant  might  require  the  gas  ; 
whereupon  he  left  the  meter.  The  fresh  tenant  paid  his  gas 
bills  for  two  years,  when  he  got  into  difficulties,  and  did  not 
pay ;  and  thereupon  the  Company  took  proceedings  against 
Mr.  Darbyshire  upon  his  old  contract.  The  Magistrate 
ordered  the  amount  to  be  paid  ;  but,  as  will  be  seen  from  an 
extract  from  the  Law  Journal  which  appears  in  another 
column,  there  are  doubts  respecting  the  righteousness  of  this 
summary  decision.  We  will  not  recapitulate  the  points  of 
objection  to  Mr.  Biron’s  reading  of  the  law  raised  by  our  con¬ 
temporary,  as  they  had  better  be  studied  in  the  original  word¬ 
ing  ;  neither  do  we  pretend  to  say_  which  view  is  right  in  law. 
It  is  a  hard  case  for  the  consumer ;  and  is  precisely  one  of  those 
instances  in  which  the  Gas  Company’s  victory,  however 
justified  by  law,  places  them  in  an  odious  light  before  the 
public.  The  fact  of  the  Law  JowmaZ  taking  notice  of  such  a 
small  question  (so  far  as  the  actual  money  stake  is  con¬ 
cerned)  is  an  indication  of  the  way  in  which  these  matters  are 
magnified.  It  is  all  very  well  to  claim  that  a  contract  is  a  con¬ 
tract,  and  must  be  conformed  to  ;  but  this  plea  will  not  hold 
good  under  all  conditions.  When  a  passenger  by  railway 
takes  his  ticket,  he  is  supposed  to  make  a  contract  with  the 
company  to  be  carried  to  his  destination  under  conditions 
set  forth  in  the  time-tables  of  the  Company  and  in  the  various 
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Acts  of  Parliament  regulating  their  undertaking.  Oyer  and 
over  again,  however,  it  has  been  shown  by  the  Superior 
Courts  that  these  conditions  do  not  bind  the  passenger  if  they 
are  unjust  and  oppressive.  Again,  contract  or  no  contract, 
the  Legislature  absolves  by  special  enactment  incoming 
tenants  from  liability  for  the  arrears  of  their  predecessors , 
and  it  is  not  a  great  stretch  to  imagine  that  it  might  be  moved 
to  relieve  outgoing  tenants  from  the  debts  of  their  successors. 
The  incident  has  an  unpleasant  look ;  and  it  is  to  be  regretted 
that  the  Company  come  out  of  it  under  such  a  harsh  aspect. 
We  would  not  absolve  a  consumer  from  the  duty  of  applying 
for  a  supply  of  gas  in  his  own  name,  nor  from  duly  giving 
notice  of  his  intention  to  terminate  a  tenancy.  The  tempta¬ 
tion  to  do  as  Mrs.  Darbyshire  says  she  did— to  transfer  the 
use  of  the  meter  to  the  incoming  tenant,  for  his  convenience, 
and  to  avoid  an  interregnum  of  darkness  and  the  expense  of 
reconnecting  the  supply— is,  however,  very  great ;  and  some 
forbearance  is  due  to  those  who  yield  to  it,  to  the  sacrifice  of 
strict  legal  forms.  The  question  as  to  whether  any  notice 
was  really  given  by  the  Darbyshires,  and  acted  upon  by  the 
Company,  remains  unsettled.  They  swore  that  it  was  so  ; 
and  against  these  asseverations  there  is  nothing  but  the 
denial,  unsupported  in  any  way,  of  Mr.  Arthur  Dove  for  the 
Company.  Surely,  if  the  Company  did  send  a  man  as 
asserted,  some  entry  in  a  book  would  record  the  fact ;  and 
this  could  have  been  called  for.  The  whole  ease  has  an 
unfinished  as  well  as  the  hard  look  already  remarked ,  and 
by  no  possible  way  of  examining  it  can  satisfaction  be  drawn 
from  it. 

A  LOCAL  BOARD  CONVERTED  INTO  A  GAS  COMPANY. 
Students  of  precedents  in  Gas  Legislation  should  procure  a 
(jopy  of  the  Nelson  Local  Doard  Act  of  the  past  session,  in 
which  they  will  find  a  remarkable  compact  between  the  Board 
and  one  of  their  neighbours,  the  Brierfield  Local  Board.  It 
is  enacted  that,  as  between  the  two  Boards,  the  Nelson  Local 
Board,  who  own  the  gas-works  supplying  the  two  districts, 
are  not  to  make  a  greater  yearly  profit  out  of  their  under¬ 
taking  than  10  per  cent,  upon  not  more  than  £65,000,  and 
7  per  cent,  upon  the  remainder  up  to  £100,000  ;  such  capital 
being  actually  expended  at  the  time  for  gas-works  purposes. 
No  deduction  is  to  be  made  for  any  part  of  this  amount 
which  may  be  repaid  by  the  operation  of  the  sinking-fund  ; 
but  the  Brierfield  Board  district  is  not  to  be  called  upon  to 
find,  or  to  be  debited  with,  any  such  sinking-fund  payments. 
The  term  profit  is  not  to  include  any  allowance  for  depre¬ 
ciation ;  and  section  35  of  the  Gas-Works  Clauses  Act,  1847, 
is  amended  by  substituting  the  name  of  the  Brierfield  Local 
Board  for  the  two  gas  ratepayers  who  are  empowered  under 
that  section  to  move  the  Court  to  inquire  into  the  condition 
of  the  undertaking  in  which  they  are  interested.  This 
means  that  the  one  Local  Board  will  be  served  with 
gas  by  the  other  Local  Board  precisely  as  though  the 
latter  were  a  Gas  Company  working  under  the  powers  and 
provisions  of  the  1847  Act.  The  owners  of  the  works 
are  to  charge  a  price  for  gas  in  the  neighbouring  district  that 
will  enable  them  to  earn  not  more  than  10  per  cent,  and  7  per 
cent,  profits  upon  their  original  and  additional  capitals  ;  and 
the  Local  Board  which  represent  these  foreign  consumers 
are  empowered  to  look  after  the  supplying  Board,  just  as 
though  the  latter  were  a  Gas  Company.  This  is  another  and 
a  very  striking  example  of  the  movement  in  favour  of  putting 
gas-supplying  local  authorities  upon  the  footing  of  Gas  Com¬ 
panies  ;  and  it  deserves  to  be  borne  in  mind.  It  is  remark¬ 
able  how  these  precedents  seem  to  be  slipped  into  Bills  year 
after  year  without  notice  to  anybody  except  the  parties 
immediately  concerned ;  and  yet  they  are  serious  enough  to 
give  a  colour  to  the  whole  course  of  legislation  of  the  order  in 
which  they  fall.  It  was  the  Oldham  Corporation ;  now  it  is 
the  Nelson  Local  Board.  Who  shall  say  what  is  to  be  the 
next  example  of  the  modern  tendency  to  invest  gas-owning 
local  authorities  with  the  attributes  of  Gas  Companies  ? 


Price  to  leaving  Manchester  in  order  to  take  up  his  appointment 
of  Engineer  and  Manager  of  the  Nottingham  Corporation  Gas 
Department,  Mr.  W.  E.  Chester  entertained  to  a  farewell  supper 
the  members  of  the  Mutual  Aid  Society,  as  well  as  the  foremen, 
and  others  connected  with  the  Bradford  Eoad  Gas-'Works  of  the 
Manchester  Corporation.  The  gathering  was  presided  over  by  the 
Chairman  of  Mr.  Chester’s  own  Sub-Committee  (Mr.  John  Hinch- 
liffe),  supported  by  Mr.  Chesters-Thompson,  Mr.  Charles  Nickson 
(Superintendent  of  the  Gas  Department),  the  Eev.  A.  Schofield, 
and  Mr.  Harrison.  All  these  gentlemen  addressed  the  gathering  ; 
and  high  appreciation  was  expressed  of  Mr.  Chester’s  services  and 
character,  and  regret  that  he  was  leaving  Manchester. 


GAS  AND  WATEE  COMPANIES  IN  THE  STOCK  MAEKET. 

(Foe  Stock  and  Share  List,  see  p.  432.) 

Limited  business  has  again  been  the  rule  on  the  Stock  Exchange, 
as  might  be  expected ;  but  the  tone  was  better  than  in  the  pre¬ 
ceding  week.  The  slight  degree  of  anxiety  then  produced  by  Con¬ 
tinental  affairs  has  apparently  passed  off,  to  the  benefit  of  the 
Foreign  Market ;  and  the  principal  departments  in  general  have 
had  a  favourable  tendency.  The  Money  Market  remains  about 
the  same.  Gas  securities  have  been  moderately  active,  consider¬ 
ing  the  time  of  year;  and  all  descriptions  have  been  very  firm. 
Important  changes  will  be  noted  in  the  quotations  ;  Gaslight  and 
Coke,  Brentford,  and  South  Metropolitan  being  now  quoted  ex  div. 
In  all  three  cases,  the  variations  show  more  or  less  of  an  advance 
in  prices.  Gaslight  “A”  was  in  good  demand,  and  was  done  as 
high  as  263  cum  div.  and  258  ex  div.;  but  the  latest  marks  were 
rather  easier.  South  Metropolitans  were  almost  untouched ;  a 
solitary  deal  in  the  “  B  ”  being  all  the  business  done.  Confirm¬ 
ing  the  opinion  we  expressed  some  little  time  ago,  that  the  first 
half  of  1888  would  prove  a  good  one  for  many  Gas  Companies 
(Metropolitan  and  others),  two  recent  items  of  intelligence  are  of 
interest.  The  Directors  of  the  Commercial  Company  announce 
that  they  will  recommend  an  increase  of  J  per  cent,  in  the  next 
dividend  ;  making  13J  on  the  old  stock,  and  lOJ  on  the  new.  This 
is  the  full  statutory  rate  permissible  with  the  present  price  of  their 
gas.  We  believe  the  Company  have  had  a  very  successful  half 
year,  and  will  be  able  to  carry  forward  a  considerable  balance  after 
paying  the  dividend.  The  other  item  is  furnished  by  the  accounts 
of  the  Crystal  Palace  Gas  Company,  who  appear  to  have  earned 
their  dividend  and  about  £3000  more.  They  announce  a  further 
reduction  in  price  to  2s.  8d.  per  1000  cubic  feet— the  policy  of 
which  we  are  somewhat  at  a  loss  to  understand.  They  are  not 
expected  to  be  able  to  undersell  the  big  Company ;  they  cannot 
increase  their  dividend ;  and  they  are  giving  away  something  that 
would  be  valuable  hereafter,  if  they  ever  change  their  condition. 
Of  the  Foreign  undertakings.  Continental  Union  has  been  in  best 
demand,  and  shows  a  slight  improvement.  Water  has  been  quiet, 
but  is  very  firm.  The  only  change  is  a  rise  of  2  in  Chelsea. 

The  daily  operations  were :  Monday  was  about  the  busiest  day 
of  the  week,  especially  for  Gaslight  “  A,”  which  rose  2,  and  Conti¬ 
nental  Union.  In  Water,  New  Eiver  debentures  were  done  at  126^. 
Tuesday  was  quiet ;  but  prices  were  excellent.  Commercial  new 
and  Chicago  advanced  2  each ;  and  Continental  Union,  i. 
Chelsea  Water  also  rose  2.  On  Wednesday,  hardly  anything  was 
touched  but  Gaslight  “  A,”  which  was  very  firm.  Quotations  were 
made  ex  div.,  the  details  of  which  will  be  found  in  the  list  at  page 
432.  Gaslight  “A,”  however,  was  quoted  1  higher ;  but  on  Thurs¬ 
day  it  was  put  back  to  253-57.  Water  was  quite  stagnant.  On 
Friday,  Gas  was  extremely  inactive,  and  presented  nothing  to 
notice.  Water,  however,  did  more  business.  Saturday  was  quiet 
as  usual;  and  Gas  transactions  were  very  moderate,  but  at  good 
prices.  Commercials  rose,  on  the  announcement  of  the  dividend — 
the  old  stock  improving  2  ;  the  new,  1  ;  and  debentures,  3.  Water 
was  an  absolute  blank. 


ELECTEIC  LIGHTING  MEMOEANDA. 

A  MUNICIPAL  ELECTEIC  LIGHTINO  STATION  FOR  PARIS — THE  TROUBLES  OF 

THE  PILSEN-JOEL  COMPANY— RULES  FOE  THE  ELECTRICAL  FITTING  OF 

HOUSES — A  GERMAN  ESTIMATE  OP  THE  COST  OP  ELECTRIC  LIGHTS. 

It  is  reported  that  the  Municipality  of  Paris  are  really  about  to 
make  a  beginning  in  respect  of  electric  lighting.  _  As  contmctors 
have  not  come  forward  to  compete  for  the  concessions  for  lighting 
different  parts  of  the  capital  by  electricity,  according  to  the  scheme 
mentioned  several  times  in  this  column,  the  Municipal  Council 
have  determined  to  make  a  start  on  their  own  account,  in  the 
district  of  the  Halles  Centrales.  The  details  of  this  venture  have 
been  “  studied  ”  since  March  ;  and  at  last  the  Lighting  Committee 
have  plucked  up  courage  to  recommend  the  Council  to  proceed 
with  the  scheme.  The  plans  have  been  drawn  up  by  the  City 
Engineers  ;  and  the  total  estimate  for  the  work  amounts  to  £40,000. 
When  the  tenders  are  received,  they  are  to  be  examined  by  a 
Special  Commission  to  be  appointed  by  decree  of  the  Prefect  of 
the  Seine.  Thus  in  Eepublican  France  the  popular  governing 
assembly  is  not  allowed  to  go  too  far.  They  are  permitted  to  talk 
as  much  as  they  please,  and  even  to  instruct  their  scientific 
advisers  to  make  plans ;  but  the  last  word  rests  with  the  represent¬ 
ative  of  the  central  power,  just  as  it  did  in  the  darkest  days  of  the 
defunct  Empire.  The  price  at  which  the  Council  think  they  will 
be  able  to  supply  current  to  their  subscribers  in  the  Halles  district 
is  Is.  3d.  per  Board  of  Trade  unit,  which  is  equivalent  to  gas  at 
12s.  6d.  per  1000  cubic  feet.  Before  selling  electricity  by  meter,  how¬ 
ever,  the  meter  must  be  found ;  and  accordingly  the  Council  have 
opened  a  prize  competition  for  electric  rneters— offering  £800  alto¬ 
gether  in  prizes.  Of  this  amount  £400  is  to  go  to  the  designer  of  a 
really  perfect  and  satisfactory  meter ;  and  the  rest,  in  sums  of  £80,  is 
to  be  divided  among  the  five  next  best.  The  prospect  of  this  rewa,rd 
should  stimulate  makers  of  those  instruments  which  Dr.  Hopkin- 
son  told  a  House  of  Commons  Committee  were  perfect  in  1882, 
but  which  nobody  believes  in  to-day,  to  bring  out  something  really 
workable.  The  competing  instruments  will  be  examined  by  a 
Special  Commission  of  nine  members,  who  will  adjudicate  upon 
them,  and  award  the  prizes. 

There  is  trouble  in  store  for  the  Pilsen-Joel  Company.  Last 


m 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  S/NITARY  IMPROVEMENT.  [Sept.  4, 1888. 


June  a  Conunittee  of  four  of  the  principal  shareliohlers,  of  whom 
Mr.  J.  E.  A.  Gwynne  was  one  ami  Mr.  Fyfe  another,  was  appointed 
by  the  Company  in  "eneral  meetin<;  to  advise  witli  the  Directors  as 
to  the  best  means  of  disposin''  of  the  Company’s  business.  Very 
recently  Mr.  Gwynne  made  an  offer,  which  was  accepted  by  the 
Board,  to  bny  the  concern  right  out  for  A'lSuO,  with  a  view  to 
the  formation  of  another  Company  to  carry  it  on  ;  and  the  share¬ 
holders  have  been  invited  to  exchange  their  shares  for  shares  of 
the  new  Companj'.  Suddenly,  however,  Mr.  Fyfe  appears  upon  the 
scene,  denouncing  the  transaction  between  Mr.  Gwynne  and  the 
Board  as  fraudulent,  and  applies  to  the  Court  for  an  interim  injunc¬ 
tion  to  restrain  these  parties  from  carrying  their  agreement  into 
effect.  In  this  he  has  succeeded  ;  and  the  matter  will  come  before  the 
Chancery'  Division  in  due  course.  As  our  contemporary  Money 
remarks,  these  Electric  Light  Companies  cannot  keep  out  of  Court. 
What  their  shareholders  and  promoters  have  spent  in  lawyers’ 
fees  and  Court  charges  must  amount  to  an  enormous  sum.  If 
they  cannot  find  money  enough  for  embarking  in  legitimate  enter¬ 
prises,  they  can  always  rake  enough  together  for  litigation. 

The  London  Electric  Supply  Corporation  have  issued  a  code  of 
rules  to  be  observed  by  electrical  titters  in  connection  with  the 
wiring  of  houses  intended  to  be  suiiplied  with  current  by  the 
Corporation.  There  is  nothing  like  beginning  as  one  means  to 
go  on  ;  and  if  the  Corporation  should  in  the  fulness  of  time  succeed 
in  making  anything  like  a  business,  it  will  be  useful  to  have  a  good 
body  of  regulations  to  fall  back  upon  when  titters  try  to  scamp 
their  work.  It  would  have  been  a  good  thing  for  gas  consumers 
if  gas  companies  in  general  had  been  entrusted  with  the  power 
of  inspection  over  internal  fittings ;  so  that  they  could  have  in¬ 
sisted  upon  the  use  of  pipes  of  proper  dimensions  and  strength. 
These  rules  for  electrical  fittings  appear  to  be  reasonable  enough. 
The  instructions  respecting  the  size  and  method  of  insulating  and 
protecting  internal  conductors  seem  well  conceived  for  the 
objects  desired,  which  are  to  ensure  good  work,  and  to 
avoid  fires.  Finally,  the  Corporation  reserve  the  right  of  re¬ 
fusal  to  supply  current  to  any  installation  before  testing  and 
satisfying  themselves  respecting  the  insulation  resistance  of  the 
circiiits.  All  this  sounds  very  respectable;  and  it  only  now 
remains  to  put  the  rides  in  operation. 

Papers  on  the  cost  of  distributing  electricity  for  lighting  purposes 
from  a  central  station  have  recently  been  published  in  the 
Electrical  Review  by  Mr.  W.  Eritsche,  of  the  firm  of  Eritsche  and 
Pischon,  of  Berlin.  In  these  papers  the  data  relating  to  the  con¬ 
sumption  of  current  for  different  times  of  the  year,  and  also  those 
relating  to  the  working  expenses  of  an  electric  lighting  station,  are 
very  carefully  computed  and  plotted  graphically  in  a  series  of 
diagrams  that  look  as  if  they  ought  to  be  useful.  Reckoning  upon 
the  basis  of  an  average  year  of  1433'72  lighting  hours,  the  author 
states  that  with  IG  candle  incandescent  lamps,  paid  for  at  the  rate 
of  4  pfennigs  (0’04  shilling)  per  hour,  a  station  such  as  he  has  in  his 
mind  ought  to  pay  11'23  per  cent,  profit  after  allowing  4  percent, 
interest  on  the  cost  of  the  plant,  and  providing  for  depreciation 
of  machinery.  This  is  rather  under  a  halfpenny  per  lamp  per 
hour,  which  is  a  price  that  several  English  electricians  have 
already  talked  about  as  a  satisfactory  one  for  electrical  under¬ 
takers.  Mr.  Eritsche,  like  most  other  Continental  Engineers, 
works  out  his  calculations  with  great  precision  to  two  or 
three  places  of  decimals,  which  gives  his  results  a  look  of 
extreme  exactitude.  This  is  quite  illusory,  however,  because 
when  one  investigates  these  computations,  they  are  found  to  rest 
upon  several  estimated  factors  which  must  be  more  or  less 
variable,  and  any  alteration  in  which  would  play  havoc  not  only 
with  the  decimals,  but  also  with  the  whole  numbers  of  the 
result.  Therefore  Mr.  Fritsche’s  precision  is  really  of  no  more 
value  than  a  very  much  rougher  estimate,  which  might  point  to 
the  same  result  without  attempting  to  go  so  deeply  into  the  data 
of  lighting  hours  and  working  expenses.  It  has  been  abundantly 
asserted  that  incandescent  electric  lighting  ought  to  be  supplied  at 
a  profit  from  a  central  lighting  station  at  a  charge  of  one  half¬ 
penny  per  hour  for  a  10-candle  incandescent  lamp.  This  is 
equivalent  to  gas  at  about  8s.  4d.  per  1000  cubic  leet,  and  is  probably 
the  best  that  electricians  can  do  at  the  present  time.  It  leaves  out 
of  account,  of  course,  the  practical  difficulty  of  carrying  on  a 
lighting  business  on  a  rental  basis  instead  of  on  the  meter  system. 
Mr.  Eritsche  does  not  mention  the  use  of  consumers’  meters,  from 
which  we  judge  that  he  does  not  think  any  device  of  this  kind 
that  has  come  under  his  notice  worth  serious  consideration. 


GAS  LIGHTING  AND  PICTURE  GALLERIES. 

The  action  of  light  upon  painting  is  a  subject  which  has  exercised 
the  minds  of  painters  and  their  patrons  since  the  time  of  the 
Renaissance ;  but  it  has  been  until  comparatively  late  years  mixed 
up  with  other  considerations  affecting  the  permanence  of  works  of 
art  in  colours,  such  as  the  durability  of  varnishes.  The  effect  of 
light  in  discharging  the  tints  of  pigments  seems  to  have  first  be¬ 
come  prominent  as  a  question  of  distinct  interest  and  importance 
in  connection  with  the  work  of  Sir  Joshua  Reynolds,  who  was  an 
inveterate  experimentalist  in  the  matter  of  colours  ;  and,  to  the 
sorrow  and  loss  of  posterity,  sometimes  confided  the  fruits  of  his 
genius  as  a  painter  to  fleeting  mixtures,  the  originally  brilliant 
tones  of  which  have  vanished  with  time.  Since  this  unfortunate 
experience,  which  has  been  repeated  more  or  less  in  the  case  of 
other  masters,  painters  have  been  very  shy  of  unknown  chemical 
mixtures  of  pigments,  and  have  been  cautious  respecting  the  pre¬ 
paration  of  their  canvases  and  the  purity  of  the  media  with  which 
their  pictures  are  finished.  The  essentially  British  art  of  painting 


in  water  colours,  which  is  of  modern  growth,  has  always  been  speci¬ 
ally  liable  to  the  kind  of  troubles  referred  to,  on  account  of  the 
thinness  of  the  washes  of  colour  laid  on  the  paper,  the  varia¬ 
tions  of  conqiosition  met  with  in  the  paper  itself,  and  the  absence 
of  any  protecting  varnish  from  the  finished  pictures.  Fears 
for  the  permanence  of  the  colours  have  consequently  oppressed  the 
owners  ot  collections  of  this  class  of  pictures  ;  and  they  have  even 
suffered  in  value,  in  the  commercial  sense,  from  the  prevalence  of 
the  idea  that  they  do  not  constitute  such  a  safe  investment  as 
oil  paintings,  which  are  known  to  improve  with  age.  Many  years 
ago  the  nation  became  possessed  of  a  magnificent  gallery  of  water 
colours,  which  has  since  been  shown  atSoutli  Kensington  not  only 
by  day,  but  also  by  artificial  light;  and  ever  since  tlnre  has  been 
entertained  in  some  quarters  a  rooted  opinion,  frequently  expressed 
in  Parliament  and  in  the  writings  of  art  critics,  that  this  constant 
exposure  to  light  would,  in  the  end,  spoil  the  pictures.  These 
observations  had  their  effect  upon  the  responsible  authorities  ;  and 
in  April,  1880,  the  Lords  of  the  Committee  of  Council  on  Education 
requested  Dr.  Russell,  F.R.S.,  and  Captain  Abney,  R.E.,  E.R.S., 
in  order  to  settle  the  question  by  an  exhaustive  series  of 
experiments  upon  the  action  of  light  on  water  colour  drawings. 
When  this  action  was  publicly  heard  of,  the  Royal  Society  of 
Painters  in  Water  Colours  very  naturally  formed  the  opinion  that 
the  advice  of  a  water  colour  painter  ought  to  be  taken  in  respect  of 
the  conduct  of  these  experiments,  and  made  a  representation  to 
this  effect,  which  was  immediately  attended  to  by  their  Lordships 
of  the  Committee  of  Council.  Nine  distinguished  artists  were 
accordingly  added  to  the  Experimental  Committee  in  an  advisory 
capacity ;  and  they  materially  assisted  Dr.  Russell  and  Captain 
Abney  collectively  and  individually.  The  result  of  the  investiga¬ 
tion  thus  set  on  foot  has  been  published  as  a  Blue  Book,  which 
contains  a  mass  of  most  valuable  information  upon  the  different 
matters  taken  into  cognizance  by  the  Committee.  Much  of  the 
contents  of  the  book  wilt  be  particularly  interesting  to  students  of 
water-colour  painting,  from  the  remarks  upon  the  selection  of 
colours  by  eminent  living  artists ;  while  students  of  the  science  of 
light  will  find  a  great  deal  in  it  to  instruct  them  respecting  the 
modern  theory  of  colour.  With  these  portions  of  the  book,  how¬ 
ever,  we  have  here  nothing  to  do.  Our  interest  in  the  inquiry  is 
confined  to  the  practical  aspect  of  the  question  of  lighting ;  seeing 
that  the  subject  of  the  suitability  of  gas  for  illuminating  picture 
galleries  is  a  matter  of  interest  in  other  places  than  South  Ken¬ 
sington,  and  this  report  constitutes  the  most  authoritative  treat¬ 
ment  of  the  question  that  has  yet  been  given  to  the  world. 

The  first  part  of  the  report  gives  a  comparison  of  sunlight  with 
the  lights  of  the  electric  arc  and  of  a  gas-flame,  which  were  the 
artificial  sources  of  light  selected  for  investigation,  as  they  are  both 
used  at  South  Kensington.  It  is  remarked,  upon  the  appearance 
of  colours  by  these  different  means  of  lighting,  that  “no  matter 
what  the  source  of  light  may  be — whether  the  yellowish-white 
light  of  gas,  the  purer  white  of  the  electric  arc  light,  or  of  the  sun, 
or  the  bhier  white  light  from  the  sky — the  comparative  measures 
of  the  brightness  of  the  different  colotxrs  reflected  from  the  two 
surfaces  (white  and  coloured  surfaces  experimented  upon  with  the 
spectrum)  will  always  be  the  same  ...  To  see  what  will  be 
the  colour  of  a  pigment  by  gas  light,  the  rays  of  the  sjieetrum  of  gas 
light  must  be  reduced  in  the  proper  proportion  found  for  the  par¬ 
ticular  pigment,  and  be  again  recombined  ;  and  this  will  give  the 
colour  of  the  pigment  seen  by  gas  light.”  Diagrams  are  given 
showing  the  three  lights  compared  in  various  ways  ;  and  the  effect 
of  that  portion  of  the  total  energy  of  the  light  which  does  not 
appear  as  visible  luminosity  is  discussed.  It  is  concluded  that  all 
lights  are  identical  in  effect,  though  they  differ  in  intensity  and  in 
composition  as  shown  by  these  spectra  ;  consequently  it  is  possible 
to  deduce  the  effect  of  one  from  observations  made  upon  any  other 
which  may  be  most  convenient  for  experimental  purposes. 

In  determining  the  question  ot  the  effect  produced  on  pictures  or 
anything  else  by  the  means  adopted  for  lighting,  it  is,  of  course, 
necessary  to  ascertain  its  a';tual  or  relative  intensity.  Accordingly, 
in  this  case  General  Festing  measured  with  the  Preece  photometer 
for  diffused  light  the  amount  of  illumination  of  some  of  the  walls 
of  the  South  Kensington  picture  galleries  lighted  by  gas  and  other 
means.  He  found  that,  in  the  rooms  illuminated  by  gas,  the 
intensity  of  the  light  actually  falling  on  the  pictures  ranged  from 
1-81  to  2‘32  candles  at  1  foot  distance.  The  room  lighted  with 
incandescent  electric  lamps  received  light  equal  to  that  of  1'72 
candles  at  1  foot  distance  ;  and  those  lighted  with  electric  arc 
lamps  showed  an  intensity  of  illumination  comparable  to  that  of 
from  2'2G  to  3T2  candles  at  1  foot  distance.  It  is  remarked  that 
the  incandescent  electric  lamps  and  the  gas  gave  light  nearly  of 
the  same  composition  ;  so  that  the  mean  illumination  of  the  pictures 
lighted  by  these  sources  may  be  taken,  on  the  average,  as  equal  to 
the  light  of  2  candles  at  1  foot  distance.  This,  it  may  be  observed, 
is  a  very  fair  degree  of  intensity  for  artificial  lighting.  The  mean 
daylight  illumination  in  the  same  rooms  is  taken  as  about 
0  candles  at  1  foot  distance  all  the  year  round.  Taking  the 
difference  in  the  composition  of  daylight  and  gaslight  into  account, 
it  is  calculated  that  one  hour’s  exposure  to  mean  daylight  is  equal 
in  effect  to  45  hours  of  gaslight.  As  it  is  estimated  that  100  years 
of  exposure  to  this  degree  of  daylight  would  have  been  required 
to  produce  tire  fading  effect  observed  on  certain  experimental  tints 
prepared  for  the  purpose  by  the  Committee  and  exposed  to  direct 
sunlight  for  many  months,  allowing  for  the  duration  of  darkness, 
it  would  have  taken  at  least  2000  years’  continuous  illumination 
to  have  produced  the  same  result  in  gas  light  or  in  the  light  from 
the  incandescent  electric  lamps.  With  the  arc  lights,  giving  an 
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average  illumination  of  2^  candles  at  1  foot  distance,  the  Com¬ 
mittee  calculate,  on  similar  data,  that  the  same  result  would  have 
been  obtained  in  not  less  than  200  years.  After  this  rate  owners 
and  custodians  of  private  and  public  picture  galleries  need  not  tear 
the  effects  of  any  reasonable  amount  of  artificial  lights,  especially 
if  they  eschew  the  electric  arc  in  any  shape.  i 

Of  course,  to  complete  the  information  conveyed  in  the  preced¬ 
ing  paragraph,  it  is  necessary  to  know  the  standard  of  fading  taken 
into  the  calculations  of  the  Committee ;  and  this  is  only  to  be 
obtained  by  following  all  their  observations  upon  the  various  ex¬ 
perimental  tints  employed  in  their  experiments,  for  wliKUi 
ence  must  be  made  to  the  voluminous  tables  given  m  the  hfue 
Book.  A  question  which  many  people  will  be  apt  to  as  to 

whether  the  products  of  combustion  of  gas  have  any  effect  upon 
colours  exposed  to  them,  in  addition  to  the  light  of  the  names 
has  been  anticipated  by  the  Committee,  who  instituted  an  inter¬ 
esting  experiment  to  settle  it.  An  ordinary  gas-jet,  consuming  .. 
cubic  feet  of  gas  per  hour,  was  kept  burning  day  and  night  for 
three  weeks  m  a  cupboard  6  ft.  G  in.  long,  2  ft.  G  in.  wide, 
and  5  ft.  G  in.  high.  At  the  top  of  the  cupboard  was  fastened 
a  board,  on  which  strips  of  different  colours  were  pinned. 
The  temperature  to  which  the  colours  in  this  gas-stove  were 
exposed  was  82°  Fahr  ;  and  the  cupboard  window  was  conse¬ 
quently  bedewed  with  moisture.  “Yet,  under  these  trying  con¬ 
ditions,  hardly  any  change  occurred.  Crimson  lake  was  slightly 
bleached,  madder  lake  became  a  little  redder ;  and  Antwerp  blue 
and  Prussian  blue  a  shade  greener.”  Generally  the  Committee 
conclude  that  mineral  colours  are  far  more  stable  than  vegetable 
colours  ;  and  that  artists  have  a  wide  choice  of  pigments  which 
may  be  regarded  as  permanent  under  all  ordinary  conditions 
of  lighting,  especially  if  moisture  as  well  as  fresh  oxygen  are 
excluded  as  completely  as  possible.  The  experiments  go  to 
show  that  the  rays  which  produce  by  far  the  greatest  change 
in  a  pigment  are  the  blue  and  violet  components  of  white  light, 
and  that  these,  for  equal  illumination,  predominate  in_ light  from 
the  sky ;  whilst  (quoting  from  the  report)  they  are  less  in  sunlight 
and  in  diffused  cloud  light,  “  and  are  present  in  comparatively 
small  proportion  in  the  artificial  lights  usually  employed  in  lighting 
a  room  or  gallery.  The  experiments  have  also  shown  that  about  a 
century  of  exposure  would  have  to  be  given  to  water-colour  drawings 
in  galleries  lighted  as  are  those  at  South  Kensington  before  any 
very  marked  deterioration  would  be  visible  in  them,  if  painted  with 
any  but  the  most  fugitive  colours  ;  and  that  when  the  illumination 
is  of  the  same  quality  as  that  of  gaslight,  or  of  the  electric  glow 
light  rendered  normally  incandescent,  and  of  the  same  intensity  as 
that  employed  in  these  galleries,  an  exposure  to  be  reckoned  by 
thousands  of  years  would  have  to  be  given  to  produce  the  same 
results.  We  have  here  not  taken  into  account  the  action,  if  any, 
which  might  arise  from  the  products  of  combustion  when  gas  is 
the  illuminant,  and  which  our  experiments  so  tar  have  shown  to 
have  but  a  trifling  effect.”  _  _  ,  -  ,  • 

It  will  be  gathered  from  this  expression  of  opinion,  which  is 
entirely  satisfactory  so  far  as  it  goes,  that  while  the  Committee 
do  not  explicitly  condemn  the  use  of  electric  arc  lamps  for  lighting 
picture  galleries  containing  water  colour  paintings,  they  do  not 
think  them  so  harmless  as  gas  or  incandescent  electric  lamps  ;  and 
also  that  they  have  not  quite  made  up  their  minds  respecting  the 
actual  effects  of  the  products  of  combustion  of  coal  gas.  As  this 
latter  is  a  matter  that  efficient  ventilation  is  competent  to  place 
out  of  consideration,  it  need  not  trouble  owners  of  gas-lighted 
picture  galleries  where  this  prime  requisite  is  provided.  It  may 
be  remarked,  among  the  many  incidental  points  of  interest  ascer¬ 
tained  or  verified  by  the  labours  of  the  Committee,  that  the  illu¬ 
minating  power  of  direct  sunlight  on  a  surface  held  normally  to 
the  direction  of  the  beam  on  May  21  near  midday  was  found  to  be 
equivalent  to  5480  caudles  at  a  distance  of  1  foot.  With  this 
extract  we  must  terminate  our  notice  of  this  work  of  Dr.  Bussell 
and  Captain  Abney ;  only  adding  by  way  of  comment  that,  in 
thoroughness  of  execution  and  lucidity  of  explanation,  it  redounds 
to  the  credit  of  these  accomplished  experimentalists.  If  their 
work  is  defective  at  all,  it  is  in  the  very  obvious  point  that  they 
could  not  determine  the  probability  of  fading  in  actual  pictures  by 
experiments  with  specially  prepared  tints  which  may  not  be  of  the 
same  pigments  as  were  employed  by  the  older  masters  of  water 
colour  painting,  in  the  permanence  of  whose  works  the  nation  is 
most  particularly  interested.  This  aspect  of  the  question  has  been 
made  the  most  of  in  a  letter  of  Mr.  J.  C.  Kobinson,  published  in 
The  Times,  who  advocates  the  framing  of  all  such  paintings  in 
vacuo  for  the  benefit  of  posterity  ;  this  being  the  device  recom¬ 
mended  by  the  Committee  for  protecting  paintings  in  fugitive 
colours  from  the  bleaching  effect  of  oxygen  and  moisture.  This  is 
a  matter  for  custodians  of  picture  galleries  to  look  carefully  into. 


The  Secretary  of  the  Commercial  Gas  Company  (Mr.  H.  D. 
Ellis)  informs  us  that,  at  a  Board-meeting  held  last  Friday,  it  was 
resolved  that  the  dividends  to  be  recommended  for  the  past  half 
year  shall  be  at  the  rates  of  13 1  per  cent,  on  the  old  stock,  and 
lOJ  per  cent,  on  the  new  stock  of  the  Company. 

The  Salford  Town  Council  held  a  special  meeting  last  Friday,  to 
consider  the  position  of  affairs  with  regard  to  the  Town  Clerk.  It 
was  stated  that  £777  was  due  from  Mr.  Graves  to  the  Corporation, 
£25  of  which  was  received  for  attendance  in  London  to  produce 
certain  Corporation  books  and  documents  at  the  trial  of  the  late 
Gas  Engineer.  The  Council  dismissed  Mr.  Graves  from  office  ;  and 
authorized  steps  to  be  taken  for  the  recovery  of  the  amount  due. 


A  New  Air  Pyrometer. 

At  the  meeting  of  the  Iron  and  Steel  Institute  in  Edinburgh  last 
month.  Professor  Wiborgh,  of  the  School  of  Mines,  Stockholm,  gave 
an  interesting  description  of  a  new  air  pyrometer,  specially  designed 
for  ascertaining  very  high  degrees  of  heat.  He  claimed  for  it  that, 
as  compared  with  measurers  of  temperature  of  the  same  sort  that 
have  hitherto  been  used,  it  is  of  simpler  construction,  and  can  be 
handled  by  an  ordinary  workman.  It  gives  as  great  a  result  for  a 
certain  diference  of  temperature,  whether  the  temperature  itself  is 
high  or  low.  The  determinations  of  temperature  can  be  made 
very  rapidly,  but  yet  with  great  nicety.  The  ball  of  the  thermo¬ 
meter  is  not  exposed  to  any  difference  of  pressure  outwardly  or 
inwardly,  other  than  during  those  moments  when  the  observations 
of  temperature  are  made.  Lastly,  the  pyrometer,  without  further 
attention,  is  ready  at  any  moment  for  readings  of  temperature  ;  all 
these  being  qualities  which  should  go  far  towards  fulfilling  the  pur¬ 
pose  for  which  it  has  been  constructed — viz.,  of  being  a  practical 
pyrometer  for  industrial  purposes. 

Softening  Water  by  Lime  and  Soda. 

Herr  Otto  Binder  has  devised  the  following  method  for  deter¬ 
mining  the  quantities  of  lime  and  soda  required  for  softening 
water  : — To  200  c.c.  of  water  placed  in  a  300  c.c.  flask  are  added  50 
to  75  c.c.  of  saturated  lime  water  containing  a  known  proportion  of 
lime.  This  is  determined  with  a  sulphuric  acid  containing,  per 
litre,  1‘85  grammes  of  sulphuric  acid  ;  1  c.c.  of  the  acid  representing 
about  1  c.c.  of  lime  water.  It  is  prepared  by  diluting  4G-43  c.c. 
of  normal  acid  to  1  litre.  The  sample,  mixed  with  lime  water,  is 
heated  (the  mouth  of  the  flask  being  loosely  stoppered  with  a 
perforated  cork  holding  a  thermometer)  to  the  temperature  designed 
for  the  softening  of  the  water  on  the  large  scale  ;  therefore  to  about 
50°  to  80°.  When  the  contents  are  cold,  the  flask  is  filled  to  the 
mark  with  distilled  water  free  from  carbon  dioxide  ;  and  250  c.c. 
are  filtered  through  a  dry  folded  filter.  In  the  filtrate  the  excess  ot 
caustic  lime  is  titrated  back  ;  the  quantity  used  for  1  litre  being 
found  by  calculation.  In  most  cases  a  considerably  larger  quantity 
of  lime  is  required  than  that  which  corresponds  to  the  temporary 
hardness.  For  the  determination  of  the  soda  to  be  added,  250  to 
300  c.c.  of  water  is  evaporated  in  a  platinum  dish  to  dryness  with 
5  c.c.  of  a  normal  soda  solution.  The  residue  is  dissolved  in  water, 
filtered,  washed,  and  the  undecomposed  sodium  carbonate  <|eter- 
mined  volumetrically  with  acid  and  methyl  orange.  The  differ¬ 
ence  shows  the  proportion  of  soda  needed  for  the  decomposition  ot 
the  chloride,  sulphates,  and  nitrates.  About  10  grammes  of  soda 
per  cubic  metre  should  be  used  beyond  the  quantity  thus  determined. 

The  Value  of  Oil  as  Fuel. 

In  the  course  of  a  lecture  delivered  by  Dr.  Charles  B.  Dudley 
before  the  Franklin  Institute,  he  made  a  comparison  betxreen  the 
fuel  values  of  petroleum  and  of  different  varieties  of  coal.  For  this 
purpose  the  composition  of  the  oil  was  assumed  to  be  85  per  cent, 
of  carbon  (by  weight)  and  14  per  cent,  of  hydrogen.  Anthracite 
coal  was  supposed  to  contain  90  per  cent,  of  carbon  ;  and 
minous  coal  was  credited  with  containing  85  per  cent,  of  carbon 
and  5  per  cent,  of  hydrogen.  Calculated  upon  this  basis,  Im.  of 
the  oil  was  shown  to  be  theoretically  equal  to  I'Gl  lbs.  of  the 
anthracite,  and  to  1-37  lbs.  of  the  bituminous  coal.  Mr.  Urquhart 
compares  oil  with  coal  as  1  to  1'75G;  and  this  valuation  is  con¬ 
firmed  by  experiments  at  Detroit  and  upon  the  New  York  elevated 
railroad,  all  of  which  go  to  show  that  in  round  numbers  1  lb.  of  oil 
is  capable  of  doing  the  work  in  the  boiler  furnace  of  li  lbs.  of  the 
very  best  coal.  Considering  that  oil  is  generally  bought  by  the 
gallon  or  barrel,  and  coal  by  the  ton— which,  however,  he  takes  at 
only  2000  lbs. — Dr.  Dudley  publishes  in  the  Journal  of  the  Franhhn 
Institute  some  tables  in  which  the  relative  values  of  the  two  kinds 
of  fuel  are  balanced,  both  with  reference  to  fuel  account  alone  and 
also  taking  all  ascertained  economies  into  the  computation.  Upon 
the  simple  fuel  basis,  it  appears  that  oil  costing  $1  per  l^arrel  of 
42  gallons  is  equal  in  value  to  coal  at  $3'73  per  ton  of  2000  lbs. 
With  all  ascertained  economies  considered,  $1  worth  of  oil  42 
gallons— is  equal  to  $3-2G  worth  of  coal.  Although  oil  is  very  con¬ 
venient  for  steam  raising,  for  many  reasons  it  is  not  much  used 
for  this  purpose  in  the  United  States,  simply  because  at  piesent 
prices  it  is  more  costly  to  obtain  a  stated  amount  of  heat  liom  oil 
than  from  coal.  Even  in  Pennsylvania,  with  oil  at  30c.  per  barrel, 
it  cost  nearly  50  per  cent,  more  to  move  a  train  100  miles  by  means 
of  oil  than  when  burning  coal.  Another  potent  reason  why  oil 
cannot  replace  coal  for  steam-raising  purposes  is  that  there  is  not 
enough  of  it,  even  in  Pennsylvania.  The  only  region  where  petro¬ 
leum  can  supply  the  place  of  coal  to  advantage  is  that  wherein  the 
Eussian  product  can  be  distributed  at  a  low  price,  because  the  yield 
of  the  Baku  wells  is  so  large  that  an  extensive  consumption  of  the 
product  for  fuel  would  not  affect  the  price,  as  in  America. 

Burning  Gas  under  Steam  Boilers. 

Natural  gas  is  utilized  for  steam  raising  at  Toledo,  Ohio,_and 
other  places,  in  accordance  with  more  or  less  well-imagined 
arrangements  ;  the  latest,  and  perhaps  the  best,  being  described 
and  illustrated  in  a  recent  issue  of  the  Scieyitific  American.  The 
boiler,  a  tubular  one,  is  set  in  the  usual  manner.  A  set  of  grate 
bars  are  disposed  over  the  ash-pit ;  their  inner  ends  being  inclined 
upward,  and  resting  against  the  back  furnace  wall.  Upon  the  top 
of  the  bars  is  laid  a  sheet  of  iron,  which  is  also  turned  up  at  the 
back,  BO  as  to  cover  about  three  parts  of  the  height  of  the  inclined 
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portion  of  the  bars.  Upon  this  sheet  of  iron  is  placed  a  layer  of 
fire-clay ;  and  on  this  is  laid,  longitudinally  with  the  fire-bars,  a 
series  of  fire-clay  pipes  G  inches  diameter,  and  placed  close  enough 
to  touch.  Over  the  inner  ends  of  these  pipes  is  built  a  fire-brick 
wall,  which  leaves  a  space  of  about  ‘20  inches  between  it  and  the 
back  furnace  wall ;  the  tops  of  the  two  walls  being  covered  by  an 
iron  plate.  The  supply  of  fuel  gas  is  from  the  front,  where  a 
rising  pipe  brings  the  gas  to  a  horizontal  cross  pipe  ranged  to 
a  level  with,  and  opposite  the  ends  of  the  G-inch  fire-clay  pipes 
already  mentioned.  This  cross  pipe  is  perforated  with  holes 
directly  opposite  to  the  centres  of  the  fire-clay  pipes.  In  operation, 
air  enters  the  furnace  underneath  the  fire-bars,  and  passes  to  the 
back,  where  it  rises  in  front  of  the  back  furnace  wall,  and  is  then 
compelled  to  return  to  the  front  through  the  fire-clay  pipes,  where 
it  supports  the  combustion  of  the  gas.  As  the  whole  heat  of  the 
flame  of  the  gas  passes  back  over  the  top  of  the  fire-clay  pipes, 
they  get  intensely  hot ;  and  this  combustion  is  therefore  kept  up 
witli  practically  red-hot  air.  The  arrangement  is  described  as 
being  very  simple  and  highly  effective,  and  is  said  to  be  coming 
into  extensive  use. 


dTommuniratTb 


GAS  ANALYSIS. 

By  William  G.  Hicks,  Assistant  Engineer  of  the  Eamsgate 
Corporation  Gas-AVorks. 

I  feel  sure  that  no  excuse  is  needed  for  writing  on  the  subject  of 
gas  analysis.  Everyone  connected  with  gas  engineering  is  fully 
aware  of  the  importance  of  practical  chemistry  in  investigating 
the  processes  involved  in  the  manufacture  of  coal  gas.  The 
description  of  the  apparatus  used  by  me  will  therefore  I  hope  be 
of  interest  to  readers  of  the  Journal. 

Description  of  the  Gas-Bottle  and  Apparatus  Attached. 

The  bottle  B  holds  a  litre  of  gas  at  60°  Fahr.  and  30  inches  bar. 
It  is  graduated  on  the  neck  from  zero  to  25  per  cent.,  or  250  c.c. 
Each  per  cent,  is  divided  into  five  parts  ;  each  part  being  equal  to 
2  c.c.  In  order  to  protect  it  as  much  as  possible  from  external 
influences,  the  bottle  is  surrounded  by  a  glass  casing  C,  which  is 
kept  in  position  by  india-rubber  pieces  D  E,  and  made  air  and 


water  tight  by  a  sheet  india-rubber  cap,  stretched  over  the  top  at 
F.  It  is  provided  with  a  flask  stopper  G ;  a  filling-tube  H,  with 
india-rubber  tubes  and  pinch-cocks  ;  and  tubes  N,  fitted  in  an  india- 
rubber  cork  for  regulating  the  water-line — the  longer  tube  0  reach¬ 
ing  to  the  zero  mark  when  placed  in  the  neck  of  the  bottle.  There 
are  also  two  vessels  J,  to  draw  off  the  reagent,  &c. ;  and  a  burette, 
divided  into  cubic  centimetres,  for  titration,  and  for  letting  the 
reagent  into  the  flask  stopper. 

Manip)ulation  of  the  Apparatus. 

To  fill  the  bottle  with  gas,  place  the  tubes  H  in  the  neck,  and 
connect  to  the  gas-main  with  the  tube  which  reaches  to  the  bottom 
of  the  bottle.  Then  allow  the  gas  to  pass  in  until  all  the  air  is 
driven  out,  after  which  place  the  pinch-cocks  on  the  two  tubes  1 
and  2.  If  it  is  req\iired  to  draw  a  sample  of  gas  from  flues,  an  as¬ 
pirator  should  be  connected  to  the  short  tube.  Having  filled  the 
bottle,  place  it  on  the  stand  attached  to  the  trough  K,  with  the  neck 
under  water,  and  proceed  to  regulate  the  water-liue  in  the  follow¬ 
ing  manner ; — llemove  the  tubes  H  from  the  neck  of  the  bottle, 
and  replace  them  by  the  tubes  N.  The  tube  O  should  have  apiece 
of  india-rubber  tubing  fitted  on,  long  enough  to  rise  above  the 
water  in  the  trough  K.  Adjust  the  bottle  so  that  the  water  on  the 
outside  is  level  with  the  zero  mark  ;  then  remove  the  pinch-cock 
previously  placed  on  the  india-rubber  tube,  and  the  water  will  rise 
within  the  neck  to  the  top  of  the  tube  0  (which  should  be  level  with 
the  zero  mark),  and  the  gas  will  pass  out  through  the  india-rubber 
tube  0 — thus  equalizing  the  pressure  and  adjusting  the  water-line. 
The  bottle  should  be  allowed  to  stand  in  the  room  where  the  testing  is 
to  be  carried  out  a  short  time  before  the  above  adjustment  is  made, 
for  the  purpose  of  equalizing  the  temperature.  This  being  accom¬ 
plished,  remove  the  tubes  N,  and  place  the  flask  stopper  G  in  the 
neck  with  the  pinch-cock  L  removed,  so  that  the  water  can  pass 
freely  into  it,  after  which  replace  the  pinch-cock,  and  proceed  to 
absorb  the  gases  to  be  tested  for,  thus :  Suck  off  into  the  flask  J 
nearly  all  the  water  contained  in  the  neck  and  stopper;  then 
allow  a  meamred  quantity  of  standard  absorbent  to  be  drawn  up 
into  the  flask  out  of  the  burette  M,  taking  care  that  no  air  passes 


in.  This  absorbent  should  be  slightly  in  excess  of  the  gas  tested 
for  ;  and  a  little  distilled  water  should  be  passed  in  afterwards,  so 
as  to  carry  it  all  into  the  bottle.  Shake  up  thoroughly ;  and  when 
absorption  is  complete,  draw  off  the  solution  into  a  clean  flask  J. 
Place  the  neck  in  water  ;  remove  the  stopper,  and  allow  the  water 
to  rise  in  the  neck  ;  lower  the  bottle  until  the  water-lines  are  equal, 
and  read  off  the  absorption.  Afterwards  put  the  solution  used 
aside  in  a  clean  bottle,  to  be  finally  titrated  with  a  standard  solu¬ 
tion  and  an  indicator  as  described  below. 

Methods  of  Using  the  Apparatus  for  Testing. 

Ammonia. — Pass  an  excess  of  solution  of  sulphuric  acid  into  the 
bottle,  1  c.c.  of  which  will  absorb  1  c.c.  of  ammonia  ;  titrate  with 
solution  of  potash,  one  cubic  centimetre  of  which  is  equivalent  to 
1  c.c.  of  sulphuric  acid  solution.  Say  that  5  c.c.  of  sulphuric  acid 
were  used  in  the  bottle,  and  2  c.c.  of  ammonia  solution  were 
required  to  neutralize  this  in  titrating,  then  the  sulphuric  acid  has 
absorbed  3  c.c.  of  ammonia  from  the  litre  of  gas  treated.  Then, 
as  there  are  1000  c.c.  in  a  litre,  this  equals  0'3  per  cent.  Compare 
this  with  the  reduction  in  volume  previously  noted,  and  if  they 
correspond  the  test  is  accurate. 

Sulphuretted  Hydrogen. — A  standard  solution  of  acetate  of  lead 
is  used,  1  c.c.  of  which  will  absorb  1  c.c.  of  sulphuretted  hydrogen. 
This  is  let  in  in  the  same  way  as  the  sulphuric  acid,  but  not  in 
excess.  A  piece  of  acetate  of  lead  paper  should  be  passed  up  into 
the  bottle,  and  the  lead  solution  added  until  all  the  sulphuretted 
hydrogen  is  absorbed,  which  is  shown  by  the  lead  paper  remaining 
white;  the  amount  of  solution  used  being  noted.  If  10 c.c.  has 
been  used,  this  equals  1  per  cent,  of  sulphuretted  hydrogen,  and 
can  be  converted  into  grains  per  100  as  described  below.  This 
latter  test  will  spoil  the  sample  of  gas,  as  it  is  next  to  impossible 
to  prevent  air  being  admitted  when  the  lead  paper  is  passed  up 
into  the  bottle.  Therefore  a  new  sample  should  be  taken  for 
further  examination.  Of  course,  if  it  is  not  wished  to  test  in  the 
way  described,  it  can  be  done  by  absorption,  only  using  acetate  of 
lead  solution  (which  need  not  be  standard),  and  reading  off  absorp¬ 
tion  after  equalizing  the  water-lines. 

Carbon  Dioxide. — A  standard  solution  of  barium  hydrate  is 
used  for  this  test,  1  c.c.  of  which  will  absorb  1  c.c.  of  carbonic 
acid.  This  is  titrated  with  a  standard  solution  of  hydrochloric 
acid,  1  c.c.  of  which  is  equal  to  1  c.c.  of  barium  hydrate  solution. 
Phenol  phthalein  is  used  as  the  indicator. 

The  three  foregoing  constituents  being  the  principal  ones,  the 
following  are  only  tested  for  by  absorption.  The  first  three  may 
also  be  found  in  this  way,  in  which  case  standard  solutions  are 
not  required ;  but  I  think  the  methods  described  are  the  best. 

Hydrocarbons. — Naphtha  is  used  as  the  absorbent ;  the  water¬ 
line  being  equalized,  after  washing  out,  with  a  solution  of  potash. 

Benzene. — This  may  be  tested  for  by  absorbing  with  fuming 
nitric  acid,  and  washing  out  with  potash  solution. 

Oxygen. — Concentrated  solution  of  pyrogallic  acid  and  potash 
are  used  ;  and  the  bottle  washed  with  distilled  water. 

Carbon  Monoxide. — By  means  of  cuprous  chloride,  &c. 

Corrections  for  temperature  and  pressure  may  be  made  as 
follows  : — Suppose,  for  example,  that  we  find  3  c.c.  of  ammonia  at 
G4°  Fahr.  and  ‘29'6  inches  bar.,  then  as  the  tabular  number  given 
in  (the  late)  Mr.  Hartley’s  table  of  corrections  is  to  1003  (the 
contents  of  the  bottle  in  cubic  centimetres  at  60°  Fahr.  and 
30  inches  bar.),  so  is  3  c.c.  to  the  corrected  amount — viz.,  as 
976  : 1000  :  :  3  ==  3'072  ;  or  as  10  c.c.  =  1  per  cent.,  then  3'072  c.c. 
equals  0'3072  per  cent,  of  ammonia.  Then,  to  convert  to  grains 
per  100  cubic  feet  of  gas  :  As  1  per  cent,  is  to  0‘3072,  so  is  the 
weight  of  a  cubic  foot  of  ammonia  to  the  grains  per  100  cubic  feet 
— viz.,  as  1 :  0‘3072  :  :  31G'77  =  07'311  grains  of  ammonia  in  100 
cubic  feet  of  gas.  This  amount  is  not  taken  from  an  actual  test, 
but  only  assumed  by  way  of  example. 


Weight  of  Gases  in  Grains  and  Grammes. 


Name. 

Weight  of  1 
cub.  fc. 
in  grains,  at 

60°  and  3J 
in.  bar. 

Weight  of  1 
c.  c-  in  grammes, 
at  and  30 

in.  bar. 

Hydrogen . 

37-09 

0-00008389 

Ammonia . 

316-77 

0-00071390 

Carbonic  oxide . 

519-18 

0-.  0117153 

Oxygen . 

593-59 

0-00133395 

Sulphuretted  hydrogen . 

630-69 

0-00142537 

Carbonic  acid . 

820-92 

0-00184110 

Bisulphide  o£  carbon . 

1417-41 

0-00318445 

It  may  be  mentioned  that  the  bottle  above  described  answers 
admirably  for  analysis  of  chimney  or  furnace  gases.  In  a  further 
communication,  I  will  give  a  description  of  a  modification  of 
Harcourt’s  colour  test,  which  I  have  used  with  great  success,  and 
which  I  think  is  more  simple  and  accurate  than  any  gas  burette 
or  bottle  can  be  for  testing  for  ammonia,  sulphuretted  hydrogen, 
carbonic  acid,  and  bisulphide  of  carbon  in  coal  gas. 

The  bottle,  &c.,  referred  to  can  be  obtained  from  Messrs.  Town- 
son  and  Mercer,  of  London,  and  costs  about  £2  5s.  The  standard 
solutions  and  absorbents  may  also  be  had  through  the  same  firm. 


THE  BOSTON  AVATER-METER  TESTS. 

By  Inspector. 

The  use  of  water-meters  has  long  been  a  recognized  system  with 
most  American  AVater  Companies  ;  and  valuable  information  has 
been  added  to  water-works  literature  from  time  to  time  by  the 
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many  mechanical  experts  engaged  in  the  distribution  of  water. 
Very  large  numbers  of  meters  are  employed  in  America,  not  only 
for  trade  purposes,  but  for  domestic  supplies ;  and  although 
numerous  tests  had  been  made  by  nearly  all  the  Companies,  yet 
the  Boston  Water  Board  deemed  it  necessary  to  appoint  a.  Com¬ 
mission  of  experts  to  thoroughly  test  and  report  on  the  principal 
meters  in  the  market— not  with  a  view  of  remodelling  the  whole 
service  into  a  supply  by  meter,  as  some  manufacturers  affirm,  but 
rather  to  decide  which  meter  would  prove  to  be  most  accurate, 
durable,  and  economical,  and  to  supplement  the  information  the 
department  had  already  obtained  by  impartial  and  reliable  means 
under  their  own  immediate  supervision  and  control.  The  report 
of  the  Commission  has  now  been  received.  There  were  35 
machines  entered  for  competition  or  test;  and  26  were  tested  as 
nearly  as  possible  under  the  conditions  prevailing  in  actual  work¬ 
ing,  with  the  same  length  and  size  of  service-pipe  as  generally  used 
under  ordinary  pressures.  When,  however,  examinations  were 
bein"  made  under  different  heads,  the  meters  were  attached  to 
pipes  connected  to  large  tanks  fixed  at  different  altitudes  throughout 
the  building.  A  steam -pump  was  provided  to  work  a  pressure  of 
200  lbs.  per  square  inch  ;  and  all  meters  manufactured  to  stand  it 
were  put  under  that  pressure. 

The  meters  were  first  tested  for  accuracy  of  registration  and 
measurement,  before  being  subjected  to  any  work  ;  and  afterwards 
put  on  a  durability  test — that  is,  the  meter  is  allowed  to  work  for 
a  term  in  which  it  will  pass  as  much  water  as,  in  ordinary  circum¬ 
stances,  would  flow  through  it  in  a  year.  They  were  next  submitted 
to  an  intermittent  test — that  is,  the  meter  stands  idle  for  various 
lengths  of  time,  and  is  restarted  under  circumstances  arranged 
similarly  to  ordinary  usage.  Finally,  after  these  tests  were  made,  and 
each  meter  had  done  its  fair  share  of  work,  it  was  tried  for  accuracy, 
and  was  then  taken  to  pieces,  every  detail  carefully  examined,  and 
its  defects  noted.  All  the  arrangements  for  carrying  out  the  tests 
were  most  elaborate.  The  measurement  of  water  by  weighing  was 
adopted  ;  and  to  ensure  perfect  correctness,  an  electrical  device  was 
employed  to  stop  the  flow  of  water  as  the  scale  tipped  with  the 
required  weight.  Gauges  were  fixed  on  the  inlet  and  outlet  of  each 
meter  ;  and  careful  tests  were  made  with  back  pressures  varying 
up  to  50  feet,  which  were  carried  out  by  the  use  of  tanks  fixed  on 
different  floors  of  the  building.  A  full  description  of  the  arrange¬ 
ments  employed  for  the  conduct  of^^these  tests  was  given  in  the 
Journal  for  July  5,  1887  (p.  27). 


First  Accuracy  Test. 


Error  of  Meter. 

No.  of  Experiments. 

Retardation. 

Note. — The  minus  be¬ 
fore  figures  of  percen¬ 
tage  indicates  regis¬ 
tration  of  less  water 
than  was  actually 
passed.  The  absence 
of  a  sign  indicates 
the  contrary. 

Minimum 
per  cent. 

Maximum 
per  cent. 

Average 
per  cent. 

Range  of 
per  cent. 

Friction 
per  cent. 

Flow  decreased 
per  cent. 

Time  increased 
j  per  cent. 

Ball  and  Pitt’s 

-1’2 

1-1 

0-3 

2-3 

37 

44-4 

23'9 

31-4 

Balance  Valve 

-1-9 

6-8 

2-8 

8-7 

30 

47-1 

12-3 

14-6 

Crown  .  . 

-0-2 

2-2 

1-3 

2-4 

36 

41-2 

14-6 

17'1 

Desper  . 

-2-6 

0-0 

-1-1 

2-6 

27 

71-1 

38'9 

64-0 

Duplex. 

-2-9 

1-4 

-0-3 

4-3 

37 

47-8 

21'9 

28-9 

Eagle  . 

-3-6 

6-7 

3-7 

10-3 

30 

61-1 

34-4 

52-6 

Empire 

-2-2 

1-3 

-0-7 

3-5 

36 

33-3 

ll'O 

12-8 

Equitable  .  . 

1-0 

2-9 

2'0 

1-9 

37 

67-9 

38-7 

64-0 

Frost  . 

-0-3 

3-6 

1-1 

3-9 

37 

52-9 

29-7 

43-2 

Hersey. 

0-9 

3-0 

1'5 

2.1 

37 

53-0 

23-9 

31-8 

Hood,  No.  1  . 

0-0 

2-1 

1-0 

2-1 

37 

61'1 

28-4 

40-1 

Johnson 

-5-0 

13-7 

-l-l 

18-7 

37 

75-0 

48-4 

92-8 

Shedd  .  .  . 

-0-8 

0-8 

0-0 

1-6 

36 

34-4 

34-2 

51-6 

Spooner  . 

-3-8 

3'0 

0-5 

6'8 

37 

52-2 

27-1 

37-6 

Standard  . 

-6-8 

6'2 

3-0 

13-0 

86 

80-0 

54-8 

122-1 

Star,  No.  8 

-0-4 

2-6 

0-4 

3'0 

37 

36-7 

16-8 

20-3 

Star,  No.  9 

-7'3 

2-7 

-1.0 

10-0 

27 

43-2 

13-6 

16-1 

Terry  . 

-2-7 

1-3 

-0-6 

4.0 

37 

52-9 

28-4 

39-8 

Thompson 

3'6 

14-2 

6-8 

10-6 

37 

41-2 

14-8 

17-4 

Tremont  . 

0-9 

14-2 

5.2 

13'3 

37 

61-5 

30-3 

43-3 

Tuerk  .  .  . 

-1-0 

0-7 

-0-3 

2-5 

35 

23-3 

7'2 

7-8 

B.  W.  W.  .  . 

-1-8 

9-5 

3-8 

7.7 

37 

52-9 

20-8 

26-2 

Worthington  improvec 

-0-1 

4-9 

2-4 

5-0 

36 

36-8 

10-3 

11-6 

Union  Rotary 

1-3 

-1-2 

4-2 

37 

25-0 

8-2 

8-5 

Second  Accuracy  Test, 


Ball  and  Pitt's 

-  8-1 

-10-4 

—  9-2 

2-3 

8 

59-3 

27-1 

37-1 

Balance  Valve  . 

-  1-0 

—  5-8 

—  3-8 

4-8 

8 

42-9 

16-8 

20-5 

Crown . 

-  0-8 

—  3-6 

—  20 

2-8 

8 

38-1 

10-3 

11-6 

Duplex . 

-  4-7 

3-2 

—  1-1 

7-9 

8 

47-8 

20-6 

26-7 

Empire  .... 

-  1-9 

—  6-3 

—  3-3 

4.4 

8 

28-2 

6-8 

7-5 

Equitable  .... 

-  0-3 

—  1-9 

—  1-1 

1-6 

8 

GO-9 

34-8 

53-7 

Frost . 

-  0-3 

1-8 

0-5 

2-1 

8 

50-0 

23-9 

31-1 

Hersey . 

-  1-5 

—  6-0 

—  4-0 

4-5 

8 

50-0 

18-7 

23-5 

Hood,  No.  1  .  .  . 

-  2-6 

4-8 

—  3-9 

2-2 

8 

66-6 

26-5 

36-0 

Shedd  . 

1-4 

1-6 

1-7 

0-4 

8 

50-0 

8-4 

9-3 

Star,  No.  8  .  .  . 

-  2-3 

1-2 

—  12 

3-5 

8 

36-8 

12-3 

14-1 

Terry . 

-24-4 

—43-7 

-33-7 

19-3 

8 

43-4 

14-2 

16-8 

B.  W.  W . 

-  2-1 

7-6 

3-1 

9-7 

8 

60-0 

20-6 

26-6 

Worthington  improv' 

-  1-9 

9-5 

2-7 

11-4 

8 

41'2 

14-2 

16-8 

Union  Rotary 

-20-3 

—  8-8 

—12-8 

11-5 

6 

26-0 

7-1 

7-6 

1 

Several  of  the  meters  failed  to  stand  the  durability  test ;  being 
altogether  too  weak,  and  of  light  construction.  Therefore  in  the 
second  test  for  accuracy,  only  fifteen  meters  are  included.  There 


are  failures  enumerated  ;  and  some  meters  are  mentioned  as  having 
merit,  but  cannot  be  approved  owing  to  complicated  mechanical 

The  meters  that  have  the  approval  of  the  Water  Board  are 
commented  upon  as  follows  :  “  The  remaining  meters  tested  by 
the  Commission  seem  to  classify  themselves  into  three  groups 
The  ‘  Crown,’ ‘  Hersey,’  and  ‘  Shedd  ’  rotary  meters  ;  the  Union 
Duplex,’  ‘B.W.W.,’  and  ‘Worthington’  improved  horizontal 
acting,  double-piston  meters,  the  ‘  Frost,’  ‘  Hood  ’  No.  1,  and 
‘  Star  ’  vertical  acting,  slow-moving,  single-piston  meters ;  and 
while,  perhaps,  no  one  of  them  can  be  unreservedly  recommended 
or  considered  as  a  perfect  meter,  it  is  believed  that,  with  certain 
modifications  that  have  suggested  themselves  during  the  tests 
here  reported,  all  of  them  may  be  looked  upon  as  reliable  within 
specified  limitations  for  general  use.”  u 

In  regard  to  each  of  the  first  six  meters  thus  classified  together, 
the  same  remarks  apply.  The  range  of  error  was  considerab  e, 
with  a  general  tendency  to  over-register  more,  or  under-register 
less  with  a  small  than  with  a  large  discharge  of  water,  but  the 
effect  of  wear  upon  the  error  was  very  slight.  All  had  rubber 
hunters  to  receive  the  blows  at  the  ends  of  the  piston  strokes  ;  and 
these,  by  their  battered  condition,  showed  that  they  had  seen  hard 
service.  If  they  are  not  renewed  before  being  completely  worn 
out,  it  would  appear  as  though  the  meter  might  be  seriously 
damaged  by  the  action  of  the  pistons.  As  the  force  of  these  blows 
would  greatly  depend  upon  the  head  of  water,  it  wouM  seem 
advisable  to  limit  the  use  of  meters  of  this  class  to  places  where  the 
pressure  was  not  very  great— say,  not  exceeding  50  or  60  lbs. 

The  range  of  error  does  not  differ  much  ;  but  the  effects  of  con¬ 
tinued  wear  are  more  apparent  in  the  “  Star  ”  than  in  the  Frost, 
and  more  in  the  “Hood”  than  in  either  of  the  others.  The 
friction  developed  in  all  these  meters  is  considerable ;  but  the 
motion  is  so  free  from  violence  that  they  could  be  safely  used  with 
pressures  that  would  be  fatal  to  more  rapidly-moving  pistons. 


Death  of  Dr.  Clausius.— Dr.  Clausius,  Professor  of  Natural 
Philosophy  at  the  U niversity  of  Bonn,  died  on  the  24th  ult.,  aged  67. 
The  name  of  the  deceased  gentleman  will  long  be  memorable  as  the 
demonstrator,  if  not  the  originator,  of  the  mechanical  theory  ol 

heat. 

South  West  of  England  District  Association  of  Gas 
Managers.— The  programme  for  the  usual  autumn  meeting  of  “e 
Association  has  just  been  issued  by  the  Honorary  Secretary,  Mr. 
Norton  H.  Humphrys,  of  Salisbury.  The  members  are  in^ted  to 
assemble  at  Weston-super-Mare  on  Tuesday  next,  the  11th  inst., 
when  the  proceedings  will  include  a  visit  ^  the  Weston-supei- 
Mare  Gas-Works,  a  meeting  at  the  Queen  s  Hotel,  and  aftei wards 
the  usual  social  dinner.  So  far  as  may  be  judged  frorn  the 
number  of  applications  for  membership  to  be  considered  at  this 
meeting,  the  Association  is  in  a  flourishing  condition. 
President  will  open  the  meeting,  after  the  usual  routine  business 
(such  as  election  of  officers  for  ensumg  year,  '&c.),  with  a  tew 
remarks.  A  paper  on  ”  The  Hydraulic  Mam,  and  Retort-Bench 
Bracings  ”  will  he  read  by  Mr.  John  J.  Jervis,  of  New  Swindon  , 
Mr.  William  Davis,  of  Poole,  will  discourse  on  A  Remedy  for 
Naphthalene”;  and  Mr.  A.  Thomas,  of  Cowes,  will  describe  his 
”  Improved  Pressure-Gauge.”  These  three  papers,  with  the  usual 
discussions,  will  no  doubt  fully  occupy  the  time  that  is  allotted  for 
the  meeting. 

Presentation  to  Mr.  L.  T.  Wright  by  the  Nottingham  Gas 
Committee.— On  his  retirement  from  the  posiUon  of  Engineer  and 

Manager  of  the  Nottingham  Corporation  Gas  Department,  the  Gas 

Committee  presented  to  Mr.  Lewis  T  Wright  a  handsomely 
illuminated  address,  containing  an  extract  from  the  minutes  of  their 
meeting  on  the  occasion  when  Mr.  Wright’s 

was  accepted.  The  address,  which  was  surrounded  by  a  beautifully 
executed  design  and  surmounted  by  the  borough  arms,  was  signed 
by  the  Chairman  and  Vice  Chairman  of  the  Comrnittee,  Messrs. 
Barber  and  Ford,  and  the  Town  Clerk,  Mr.  S.  G.  Johnson.  It  was 
worded  as  follows  At  a  meeting  of  the  Gas  Comrnittee  of  the 
Town  Council  of  Nottingham,  held  on  the  14th 
Mr.  Lewis  Thompson  Wright  signified  to  the  Committee  his  desire 
to  resign  the  office  of  General  Manager  and  Engineer  ^  tbe JJas 
Undertaking  of  the  Corporation,  in  consequence  of  his  having 
received  the  appointment  of  Engineer  and  Manager  to  the  Buenos 
Ayres  (New)  Gas  Company  in  the  Argentine  Reptibhc.  On  the 
motion  of  the  Vice  Chairman  of  the  Committee  Mr.  Mderman 
John  Parr  Ford,  seconded  by  Mr.  Councillor  Richard  Fitzhugh, 
J.P.,  it  was  resolved  that  the  Committee  accept  with  great  re  ret 
the  resi<^nation  of  Mr.  Lewis  Thompson  Wright,  and  des  re  to 
convey  to  him  the  thanks  of  the  Committee  for  the  successful  way 
rwhich  he  has  conducted  the  works  of  the  Gas  Undertaking 
during  the  five  years  he  has  held  his  present  appointment,  ihe 
Committee  desire  to  place  upon  record  their  high  sense  ^  the  giea 
value  of  Mr.  Wright’s  services  as  Manager  of  their  Gas  Under 
taking,  both  in  the  manufacture  of  gas  and  of  residual  Products, 
and  generally  as  a  man  of  business  affairs.  The  Committee  also 
desire  to  state  that  they  have  found  Mr.  Wright  to  be  a 
official  to  work  with,  well  versed  in  all  matters  P®rtamm„  to 
construction  and  maintenance  of  gas-works,  the  manufacture  and 
distribution  of  gas,  the  manufacture  of  sulphate 
the  distillation  of  coal  tar  ;  and  that  he  has  shown  J 

gentleman  of  the  highest  integrity,  of  excellent  judgment,  and 
thoroughly  upright  in  all  his  conduct.” 
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MANCHESTER  DISTRICT  INSTITUTION  OF  GAS 
ENGINEERS. 

The  Quarterly  Meeting  at  Doncaster. 

As  briefly  reported  in  the  Journal  last  Tuesday,  the  Seventy- 
fifth  Quarterly  Meeting  of  the  Manchester  District  Institution  of 
Gas  Engineers  was  held  at  Doncaster  on  the  25th  ult.  ;  and 
beautiful  weather,  a  meeting  at  which  there  was  expounded  a 
theory  as  novel  as  it  is  daring  and  important,  and  a  delightful 
drive  through  pleasant  scenery  to  a  romantic  and  interesting  ruin, 
were  the  characteristics  of  the  gathering.  Doncaster  is  on  the 
very  verge  of  the  eastern  border  of  the  Institution’s  operations  ;  but 
nevertheless  it  was  altogether  a  highly  successful  meeting,  and  the 
proceedings  combined  a  due  admixture  of  business  and  pleasure. 
The  Lancashire  members  assembled  in  rather  moderate  numbers  ; 
the  holidays  and  the  distance  from  home  being  rather  against  a 
strong  muster.  Compartments  were  reserved  for  them  in  a  through 
carriage  attached  to  the  10  a.m.  express  from  London  Road  Station, 
Manchester  ;  and  the  journey  was  made  pleasantly  and  in  good 
time.  There  were  several  additions  to  the  party  before  Doncaster 
was  reached  ;  and  the  final  result  was  a  fairly  average  attendance. 
At  the  station,  the  members  were  met  by  Mr.  Robert  Bridge,  the 
Engineer  and  Manager  of  the  Doncaster  Corporation  Gas-Works, 
and  were  conducted  to  the  Elephant  Hotel,  where  luncheon  was 
prepared.  Immediately  this  was  over,  an  adjournment  was  made 
to  the  Council  Chamber  of  the  Town  Hall,  which  was  placed  at  the 
service  of  the  Institution  by  the  Mayor  (Alderman  Wainwright)  for 
the  ordinary  business  meeting.  The  President,  Mr.  T.  Duxbury 
(Darwen)  was  in  the  chair  ;  and  the  business  occupied  something 
less  than  a  couple  of  hours.  It  began  with  the  reading  by  the 
Honorary  Secretary  (Mr.  Harrison  Veevers,  of  Dukinfield)  of  the 
minutes  of  the  last  meeting — the  pleasant  gathering  held  in  May 
in  Northwich,  the  centre  of  the  Cheshire  salt  district.  The  record 
was  pronounced  correct ;  and  then  two  new  members  were  added 
to  the  roll— viz.,  Mr.  Tom  Settle,  Manager  of  the  Gas-Works,  New 
Mill,  near  Huddersfield,  who  was  nominated  by  Mr.  J.  Booth 
(Southport),  and  seconded  by  Mr.  W.  W.  Hutchinson  (Barnsley)  ; 
and  Mr.  William  Drewry,  Manager  of  the  Gas-Works,  Cleothorpes, 
who  was  proposed  by  Mr.  Thomas  Newbigging  (Manchester), 
and  seconded  by  Mr.  Harrison  Veevers.  Some  slight  discussion 
followed,  as  to  the  wisdom  of  making  a  departure  from  the  printed 
programme.  According  to  this,  Mr.  Newbigging  was  down  to  read 
a  paper  on  “  Gasholders  without  Upper  Guide-Framing,”  which  in 
its  turn  was  to  be  followed  by  the  long  postponed  discussion  on 
Mr.  J.  Dalgliesh’s  paper  on  “  Oil  and  other  Illuminants,  and  their 
Effect  on  the  Consumption  of  Gas.”  The  President  invited  an  ex¬ 
pression  of  opinion  as  to  the  wisdom  of  reversing  the  order  of  the 
two ;  and  explained  that  Mr.  Dalgliesh  was  unfortunately  unable 
to  attend  the  meeting,  but  had  sent  an  addition  to  his  paper,  which 
he  wished  to  have  read  to  the  meeting.  Mr.  Veevers  explained 
that  the  reason  for  putting  Mr.  Newbigging’s  paper  first  was  that 
it  was  a  definite  subject,  which  would  occupy  a  definite  amount  of 
time ;  while  the  discussion  on  the  deferred  paper  might  or  might 
not  last  for  hours.  No  disrespect  was,  of  course,  intended  to  Mr. 
Dalgliesh ;  the  sole  idea  being  to  simplify  the  proceedings  of  the 
afternoon.  The  vote  was  largely  in  favour  of  keeping  to  the  order 
of  things  as  arranged  ;  though  Mr.  Newbigging  remarked  that,  had 
Mr.  Dalgliesh  himself  been  present,  he  should  certainly  have  in¬ 
sisted  upon  the  discussion  of  his  paper  being  taken  before  any  other 
paper  was  read.  However,  as  that  gentleman  was  absent,  and  as 
it  might  be  the  desire  of  some  of  them  to  see  his  supplemental  paper 
in  print  before  they  discussed  it,  he  would  not  press  the  matter. 
Without  further  preface,  Mr. Newbigging  proceeded  to  read  his  paper, 
which  appeared  last  week,  pp.  373-4;  explaining  the  invention 
by  which  Mr.  W.  Gadd,  of  Manchester,  proposes  to  dispense  with 
the  upper  guide-framing  of  gasholders,  while  imparting  to  them, 
as  he  contends,  greater  rigidity.  The  action  of  the  patent  was 
experimentally  illustrated  by  means  of  a  couple  of  models — one  of 
a  single-lift,  and  the  other  of  a  three-lift  holder.  An  informal 
conversation  followed,  in  which  a  number  of  questions  were  asked 
and  answered.  A  report  is  given  below.  The  formal  discussion, 
however,  was  adjourned  till  a  future  meeting ;  but  thanks  were  voted 
to  Mr.  Newbigging  for  his  paper,  on  the  motion  of  Mr.  AV.  Carr, 
seconded  by  Mr.  W.  W.  Hutchinson.  It  was  now  within  about  a 
quarter  of  an  hour  of  the  time  for  adjournment ;  and  the  discussion 
of  Mr.  Dalgliesh’s  paper  was  again  postponed.  His  supplementary 
observations  were  appended  to  our  report  last  week  (p.  374). 
Thanks  were  voted  to  the  Mayor,  at  the  instance  of  the  President, 
seconded  by  Mr.  C.  E.  Jones  (Chesterfield),  for  allowing  the  use  of 
the  Council  Chamber  for  the  meeting ;  and  the  resolution  was 
acknowledged,  on  his  Worship’s  behalf,  by  Mr.  Alderman  Spencer. 
And  so  the  meeting  came  to  an  end. 

Conisbro’  Castle,  an  interesting  ruin  associated  with  the  early 
history  of  the  country  and  with  romance  in  the  pages  of  Sir 
AValter  Scott’s  “Ivanhoe,”  was  the  next  object  of  attention.  It  is 
situated  about  five  miles  from  Doncaster ;  and  wagonettes  were 
provided  to  convey  the  party  to  it.  The  drive  was  through 
pleasant  scenery,  past  fields  of  waving  corn,  and  gardens  gay 
with  flowers.  The  Keep  of  the  Castle  is  in  an  excellent  state  of 
preservation  ;  and  most  of  the  visitors  climbed  the  narrow  stair¬ 
way  (carried  through  the  thickness  of  the  wall  from  storey  to 
storey)  until  they  reached  the  top,  and  enjoyed  the  view.  The 
castle  itself  is  interesting,  alike  from  its  antiquity  and  the  singular 
character  of  its  design  ;  while  the  view,  which  embraces  a  consider¬ 


able  stretch  of  the  valley  of  the  Don  and  the  country  round  about’ 
well  repaid  the  climb.  The  drive  back  to  Doncaster  was  accom¬ 
plished  just  in  time  for  tea ;  and  then  followed  a  little  convivial 
gathering,  at  which  several  toasts  were  drunk.  One  of  these  was 
that  of  “  Kindred  Institutions,”  in  connection  with  which  the 
new  North  of  Ireland  Association  of  Gas  Managers  was  especially 
mentioned,  with  good  wishes  for  its  future  success. 


Gasholders  without  Upper  Guide-Framing. 

After  Mr.  Newbigging  had  read  the  paper  given  last  week,  Mr. 
Gadd  (as  intimated  above)  proceeded  to  illustrate  by  means  of 
models — one  of  a  single-lift,  and  the  other  of  a  three-lift  holder — 
the  action  of  the  invention.  In  the  single-lift  holder  the  guides 
were  placed  at  an  angle  of  only  60°. 

Mr.  Newbigging  remarked  that  the  invention  was  so  simple  that 
anybody  could  understand  it.  There  had  been  a  good  deal  of  diffi¬ 
culty  in  preparing  a  model  of  a  three-lift  telescopic  holder,  because 
the  cups  between  each  lift  could  not  be  made  the  necessary  depth 
to  stand  the  pressure  ;  so  they  had  had  to  overcome  the  difficulty 
as  best  they  could. 

As  a  test,  weights  equal  to  four  times  the  weight  of  the  beU  were 
placed  on  the  one  side  of  the  single-lift  holder. 

Mr.  W.  Carr  (Halifax)  pointed  out  that,  under  this  test,  the 
holder  went  down  with  a  jerky  motion,  instead  of  steadily. 

Mr.  Gadd  explained  that  the  model  was  roughly  made,  and  that 
this  partly  accounted  for  the  want  of  steadiness ;  while  a  little 
water  which  had  found  its  way  into  the  pipe  was  also  against  the 
success  of  the  experiment.  The  v,  eights  were  afterwards  distribu¬ 
ted,  so  as  to  more  adequately  represent  the  pressure  which  would 
be  exerted  by  snow  ;  and  the  jerking  was  then  less  perceptible. 

Mr.  W.  W.  Hutchinson  (Barnsley)  suggested  that  when  the  gas¬ 
holder  was  very  nearly  full,  it  would  be  unstable,  and  might  easily 
be  blown  over. 

Mr.  Gadd  contended  that  the  holder  was  always  in  a  condition 
of  stability,  unless,  as  was  improbable,  the  wind  lifted  it  bodily 
out  of  the  tank. 

Mr.  D.  Clarke  (Ashton-under-Lyne)  thought  that  the  plates  and 
rollers  would  have  to  be  stronger  than  in  a  holder  of  the  ordinary 
kind. 

Mr.  Gadd  admitted  that  the  details  of  the  structure  certainly 
might  require  a  little  modification. 

Mr.  Newbigging  said  he  thought  the  vertical  support  ought  to 
be  stronger,  and  that  it  should  take  the  shape  of  a  girder  of 
triangular  form.  In  connection  with  the  model  of  the  telescopic 
holder,  he  explained  that  two  of  the  series  of  guide-rails  had  been 
placed  one  way,  and  (unintentionally)  the  third  the  opposite  way ; 
the  result  being  that,  after  turning  in  one  direction,  while  the  two 
upper  lifts  were  being  raised,  the  holder  turned  in  the  contrary 
direction  during  the  filling  of  the  third  lift.  Referring  to  the 
pressure  exerted  with  a  view  to  overturn  the  model,  he  said  that 
in  so  small  a  model  a  very  little  push  with  the  hand  represented 
an  abnormal  wind  pressure ;  but,  to  his  mind,  a  holder  on  this 
principle  would  be  perfectly  rigid  under  even  an  extraordinary 
pressure,  owing  to  the  locking  action  of  the  rails  and  rollers. 

Mr.  Isaac  (3arr  (Widnes)  asked  if  the  suggested  triangular 
girder  would  be  from  the  top  to  the  bottom  of  each  lift. 

Mr.  Newbigging  said  it  would  not,  only  in  the  inner  lift.  His 
idea  was  that,  if  more  strength  was  needed,  it  should  take  the 
form  of  a  girder. 

Mr.  I.  Carr  maintained  that  it  would  not  strengthen  the  struc¬ 
ture,  because  the  whole  strain  would  come  against  the  bottom 
sheet. 

Mr.  Newbigging  pointed  out  that  in  the  outer  lift  of  a  tele¬ 
scopic  holder,  the  additional  strength,  if  any  were  required,  would 
be  furnished  by  the  guide-rails. 

Mr.  Gadd  added  that  the  question  of  strengthening  the  holder 
internally  was  a  matter  for  experiment,  and  one  in  which  they 
would  be  guided  by  experience. 

Mr.  Newbigging  said  the  inherent  weakness  of  the  ordinary 
gasholder  consisted  in  the  want  of  a  positive  bottom  bearing ;  and 
they  had  this  in  the  present  invention. 

Mr.  Gadd  pointed  out  that  the  pressure  was  centred  on  one  point 
at  the  top  ;  the  roller  at  the  bottom  was  one  leg  of  the  lever  at 
which  the  pressure  was  being  exerted.  The  roller  on  the  opposite 
side  was  resisting  that  pressure  ;  and  this  leg  of  the  lever  was 
twice  as  long  as  the  other.  The  power  was  diminished  by  having 
a  short  lever  actuating  ;  and  the  force  was  always  exerted  down¬ 
wards  to  the  rollers.  The  only  thing  he  could  possibly  conceive 
as  tending  to  danger  was  that,  if  there  was  a  hurricane  sufficiently 
strong,  the  plates  might  be  stripped  away ;  but  in  this  respect 
there  would  be  no  difference  between  his  arrangement  and  an 
ordinary  holder. 

Mr.  I.  Carr  considered  that  very  great  care  would  require  to  be 
taken  in  getting  the  guides  an  equal  distance  apart. 

Mr.  Gadd  said  he  was  glad  that  matter  had  been  noticed.  It 
was  a  point  which  had  occupied  a  great  deal  of  his  attention  in 
working  the  question  out.  Although  it  was  highly  desirable  that 
something  like  accuracy  should  be  exercised,  still  he  had,  apart  from 
that,  made  provision  for  any  slight  inequalities.  This  provision 
was  in  moveable  centres  to  the  rollers  or  slides ;  and  this  would 
allow  for  slight  inequalities.  He  had  made  experiments  with  a 
number  of  rollers  arranged  in  a  plane ;  and  where  they  had  been 
fixed  at  slightly  diverging  angles  even,  he  had  been  able  to  keep 
the  apparatus  square  and  run  it  up  and  down. 

Mr.  Hutchinson  asked  what  would  be  the  effect  of  a  small  stone 
or  piece  of  wood  getting  into  the  grooves  ?  It  might  be  possible. 


417 


Sept.  4, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


he  feared,  for  two  or  three  small  stones  to  do  a  great  deal  of 
mischief. 

Mr.  Gadd  said  it  would  be  difficult,  if  not  impossible,  to  lodge 
stones  in  a  groove  the  angle  of  which  was  45°  ;  and  wood  would 
simply  rise  to  the  surface  of  the  water. 

The  President  said  the  principle  of  constructing  a  gasholder 
explained  by  Mr.  Newbigging  was  so  novel  and  so  contrary  to  the 
received  notions  of  what  is  and  ought  to  be  done,  that  they  could 
not  attempt  to  discuss  the  paper  adequately  that  day.  They  had 
better,  therefore,  defer  the  discussion  until  the  next  meeting ; 
before  which  the  members  could  read  the  paper  and  consider  the 
matter  carefully.  But  as  they  had  Mr.  Gadd  present,  he  should 
have  pleasure  in  hearing  anything  he  might  wish  to  say ;  and 
advantage  might  also  be  taken  of  the  opportunity  to  put  to  him  any 
questions  which  they  might  wish  to  ask. 

Mr.  W.  Carr  said  he  should  like  to  make  a  remark  or  two,  and 
put  some  questions ;  and  it  would  perhaps  facilitate  Mr.  Gadd’s 
reply  if  he  did  it  in  a  formal  way,  because  it  was  confusing  to  any¬ 
one  to  have  questions  put  from  three  or  four  sides  of  the  table  at 
once,  and  to  be  expected  to  answer  them  all  satisfactorily.  Like 
every  other  member  of  the  Institution,  he  came  there  quite  at  sea 
as  to  what  kind  of  principle  they  were  going  to  have  explained ; 
and  he  was  both  surprised  and  pleased  at  the  plan  submitted  to 
them  by  Mr.  Newbigging.  At  the  same  time  there  were  one  or  two 
points — he  did  not  know  whether  or  not  they  would  be  looked 
upon  as  objections — that  he  wished  to  draw  attention  to.  Of 
course,  it  was  very  easy  for  them  to  sit  there  and  say:  “It  is 
a  very  good  thing,  and  we  like  it ;  ”  but  the  point  was  this — 
Would  they  adopt  this  plan  when  they  came  to  put  up  a 
new  gasholder?  Personally,  he  should  not  like  to  say  that  he 
thoroughly  agreed  with  anything  he  saw  there,  unless  he  felt  so 
much  in  accord  with  it  as  to  recommend  its  adoption  at  his  own 
works.  One  of  the  most  important  objections  which  occurred  to 
him  was  this — that  when  the  first  lift  was  filled,  and  the  second 
half  filled,  the  rollers  would  be  midway  up  the  third  lift ;  so  that  if 
any  wind  pressure  then  came,  the  whole  of  the  strain  would  be 
upon  the  guides  supporting  the  sheets  of  the  third  lift.  The  lock¬ 
ing  power  was  perfectly  easy  to  understand  when  the  idea  of  the 
screw  motion  was  grasped,  because  any  vertical  or  horizontal 
pressure  would  be  resisted  by  the  whole  screw  when  once  it  was 
fairly  in  the  thread.  So  it  would  be  in  this  case.  But  the  strain 
must  be  taken  somewhere ;  and  it  would  have  to  be  taken  by  the 
guides  and  the  sheets  midway  between  the  coping  and  the  bottom 
of  the  third  lift,  which  he  took  to  be  the  weakest  point.  He  thought 
the  chances  were  that  distortion  would  be  caused  if  the  pressure 
were  very  great  at  any  particular  point  of  the  holder,  because  there 
was  nothing  to  take  it  but  the  guides  or  the  sheeting.  If  this 
happened,  distortion  might  take  place,  with  the  effect,  he  was 
afraid,  of  upsetting  the  gasholder.  To  his  mind,  this  was  the 
weakest  part  of  the  construction.  In  the  single-lift  holder  this 
objection  would  not  obtain  at  aU,  as  the  guides  had  a  perfectly 
rigid  backing  from  top  to  bottom  ;  and  the  pressure  might  come  at 
any  point  from  top  to  bottom,  and  had  a  perfectly  rigid  system  to 
transfer  itself  to.  But  it  was  not  so  when  one  lift  was  working 
inside  another,  especially  at  the  point  when  one  lift  was  getting 
half  way  up,  and  having  nothing  but  the  sheeting  to  resist  it.  He 
mentioned  this  because  Mr.  Newbigging  had  said  in  his  paper 
that  no  additional  weight  would  be  required.  Consequently, 
if  there  was  no  extra  weight,  they  would  have  only  the 
ordinary  thickness  of  sheeting,  and  nothing  else,  to  resist 
the  strain.  Another  point  he  should  inquire  into  would  be 
that  of  the  rollers.  The  roUers  would  have  to  be  in  working 
order ;  and  Mr.  Gadd  had  only  complicated  matters  by  saying  he 
would  have  some  with  a  horizontal  sliding  motion.  In  an  ordinary 
way,  a  certain  amount  of  deposit  took  place  on  the  rollers ;  and 
the  time  came  when  the  rollers  did  not  revolve.  In  vertical  slides 
this  did  not  matter  very  much,  if  the  slide  was  true,  and  the 
roller  a  good  fit.  It  simply  went  up  and  down,  and  formed  a  rigid 
face  ;  and  he  believed  that  in  nine  out  of  every  ten  slides  the  rollers 
simply  formed  a  bearing,  which  slid  up  and  down  the  guide-rails 
in  the  tank.  This  was  a  consideration  which  would  have  to  be 
carefully  taken  into  account  by  anyone  adopting  this  plan.  There 
was  a  third  point.  Mr.  Newbigging  said  that  the  ordinary  method 
of  counterbalancing  small  holders  would  be  dispensed  with  by  in¬ 
creasing  the  length  of  the  roller-path,  which  could  be  done  by  placing 
the  guide-rails  in  the  tank  at  a  less  angle.  He  (Mr.  Carr)  did  not  un¬ 
derstand  how  that  would  dispense  with  the  counterbalance.  He  be¬ 
lieved  even  with  a  single-lift  holder  much  greater  strength  would 
be  required  in  the  lower  curb,  because  if  the  strain  was  to  be  received 
by  the  lower  curb,  a  much  stronger  curb  would  be  required  than 
now.  As  a  rule,  the  bottom  curb  was  made  too  weak;  and  it 
would  be  necessary  that  it  should  be  strong  in  this  ease.  These 
were  a  few  points  which  occurred  to  his  mind ;  and  they  were 
questions  which  would  have  to  be  answered  before  anyone  could 
put  any  of  these  holders  to  work.  If  they  could  be  satisfactorily 
answered,  he  did  not  see  why  they  should  not  adopt  the  plan,  and 
dispense  with  guide-framing.  There  seemed  to  be  a  great  deal  in 
it ;  and  if  they  could  save  50  per  cent,  of  the  cost,  he  did  not 
think  they  would  be  justified  in  going  on  as  now. 

Mr.  C.  E.  Jones  (Chesterfield)  asked  of  what  material  it  was 
proposed  to  make  the  rollers  and  the  internal  guide-framing? 
This  was  not  stated  in  the  paper ;  and  it  would  be  well  to  know  it. 
He  should  also  like  to  ask  whether  any  time  had  been  really  taken  up 
in  testing  the  machine,  which  was  of  a  very  novel,  daring  character, 
and  conferred  upon  the  author  a  considerable  amount  of  praise 
for  his  ingenuity  and  boldness  in  departing  from  the  old  lines.  Had 


any  experiments  been  made  with  different  waters,  and  their  action 
upon  the  rollers  and  the  guide-framing  ?  It  appeared  to  him  that  if 
they  used  cast  iron,  they  would  have  to  fill  the  tanks  with  distilled 
water,  because  with  some  water  the  grooves  and  guides  would  certainly 
in  time  become  filled  with  corrosion,  which  would  largely  increase 
the  friction,  and  throw  more  strain  upon  the  sheeting.  The  weak 
place  in  the  holder  when  above  ground  would  be  towards  the  bot¬ 
tom  plate — the  point  of  greatest  leverage  ;  and  this  would  have  to 
be  very  materially  strengthened,  which  would  add  largely  to  the 
weight  of  the  structure.  It  was  a  most  extraordinary  invention, 
and  very  beautiful  in  its  action,  as  worked  before  them.  The  idea 
of  making  a  gasholder  into  a  screw,  and  guiding  it  from  the  bottom 
roller,  entitled  the  author  to  their  highest  admiration  ;  and  the 
excellent  manner  in  which  Mr.  Newbigging  had  put  it  before  them 
deserved  their  thanks. 

Mr.  Gadd,  in  reply,  said  he  had  not  made  any  experiments  with 
materials  or  water ;  for  the  simple  reason  that  the  rollers  and  other 
parts  of  the  structure  were  placed  in  similar  positions  to  those 
they  occupied  in  ordinary  gasholders.  If  water  would  destroy  the 
new  rollers,  it  would  destroy  the  old  ones.  He  could  not  see 
where  any  new  principle  come  in  as  to  this.  The  rollers  and 
guides  upon  his  system  would  not  last  for  ever,  any  more  than 
they  would  on  the  old  plan.  No  doubt  a  certain  amount  of 
corrosion  would  take  place  ;  but  he  failed  to  see  that  there  was  any 
difference  in  the  conditions,  with  regard  to  the  water  attacking  the 
details  of  the  structure,  between  this  and  the  details  of  construction  of 
ordinary  gasholders.  Mr.  Carr  had  very  properly  brought  forward 
several  questions  which,  he  said,  required  to  be  answered.  They 
ought  to  be  answered ;  and  he  (Mr.  Gadd)  would  try  to  answer 
them.  He  would  first  of  all  take  the  last  objection  which  Mr.  Carr 
made — namely,  that  the  rollers  would  set  fast,  and  cease  to  revolve. 
Perhaps  this  would  be  so  ;  but  the  fact  was  that  he  only  put  in  the 
rollers  in  deference  to  received  opinion.  For  his  own  part,  he 
should  prefer  to  make  the  guides  without  rollers  at  all.  The  single¬ 
lift  model  had  been  worked  without  any  rollers  at  all — simply  with 
solid  sliding-pieces  (solid  pieces  of  metal  cut  at  an  angle).  It 
required  nothing  more ;  and  if  he  were  a  practical  gasholder 
constructor,  erecting  a  holder  on  his  plan,  he  would  advise  that 
anything  like  revolving  rollers  should  be  dispensed  with,  because 
he  could  understand  that  rollers  immersed  in  water  which  con¬ 
tained  material  tending  to  disintegration,  would  set  fast.  Rollers 
were  put  on  the  model,  and  in  the  diagram,  simply  in  deference  to 
present  ideas  as  to  the  mode  of  construction.  Another  important 
consideration  to  which  Mr.  Carr  had  referred  was  that  of  the 
position  of  the  second  lift.  There  was  no  doubt  that  when  the 
holder  was  in  the  position  described  by  Mr.  Carr,  it  would  be  in  its 
most  vulnerable  condition ;  but  he  should  certainly  think  that, 
with  proper  construction,  it  would  be  sufficiently  strong  for  any 
possible  purpose,  and  would  resist  any  pressure  that  could  be 
brought  against  it.  In  the  first  place,  he  should  never  expect  or 
dream  of  putting  pressure  upon  the  sheeting  ;  he  should  not  think 
of  doing  so  in  an  ordinary  gasholder.  The  pressure  must  be  taken 
up  by  the  framing  of  the  holder.  He  took  an  ordinary  holder  to  be 
something  Uke  an  umbrella.  There  were  the  ribs  ;  and  there  was 
also  the  canvas  which  covered  it.  The  sheeting  was  only  like  the 
canvas  of  the  umbrella ;  and  it  was  in  the  mechanical  construc¬ 
tion  of  the  frame  which  carried  the  sheeting  that  strength  was 
obtained  for  resisting  the  strain.  Consequently  there  should  be 
a  frame — a  rigid  frame — underneath  the  sheeting  of  each  of  the 
lifts.  This  frame  was  provided  by  the  angular  guides  ;  though 
these,  of  course,  could  be  strenghtened,  because  it  was  not  neces¬ 
sary  to  have  rollers  to  each  of  them.  Each  was  attached  to  a 
fairly  rigid  ring  top  and  bottom ;  and  there  should  be  a  fairly  rigid 
frame.  The  sheeting  was  only  to  keep  in  the  gas.  This  was  his 
idea,  from  the  engineering  point  of  view  ;  and  to  his  mind  it  was 
very  simple.  If  the  present  mode  of  putting  sheets  on  was  not 
suitable  to  this  plan,  it  must  be  abandoned ;  because  there  was  no 
reason  why  every  present  idea  should  be  slavishly  followed,  and 
Mr.  Carr,  with  his  ingenuity,  would  not  be  slow  to  adopt  some  new 
method  to  suit  the  new  ideas.  He  was  glad  that  Mr.  Carr  put  his 
finger  upon  this  objection ;  because  it  was  very  desirable  that  the 
thing  should  be  tested  at  this  and  every  point.  What  he  (Mr.  Gadd) 
wished  to  point  out  was  that  this  was  a  weakness  of  a  construc¬ 
tive  character,  which  any  constructive  engineer  would  find  means 
to  overcome.  Itwas  not  necessary  to  increase  the  weight ;  because, 
as  they  knew,  weight  could  be  added  without  increasing  strength. 
It  was  a  question  of  form,  and  of  so  constructing  the  holder  as  to 
meet  the  strain  which  would  come  upon  it.  Gas  engineers  were 
quite  able  to  meet  all  these  eases.  The  question  to  ask  with  regard 
to  this  proposal  was.  Was  it  progress  ?  If  it  was  progress — if  it 
simplified  the  matter,  and  made  it  cheaper,  then  it  was  natural 
they  should  desire  to  follow  it.  As  to  the  aesthetic  question 
which  Mr.  Newbigging  had  referred  to,  this  occurred  to  him 
at  the  beginning,  but  afterwards  the  simplicity  of  the  structure 
without  framing  commended  itself  to  him.  After  all,  a  simple 
structure  was  a  grand  thing ;  and  a  three-lift  gasholder  on  his 
plan  would  have  something  of  the  simplicity  of  the  pyramids 
of  Egypt.  (Laughter.)  He  was  not  at  all  sure  that  there  was  not 
something  aesthetic  about  it  after  all.  At  all  events,  if  there 
was  the  element  of  cheapness,  the  aestheticism  might  have  to 
go  to  the  wall.  With  reference  to  the  counterbalance,  what 
Mr.  Newbigging  meant  was  this  :  That,  if  they  had  a  flat  angle  of 
an  inclined  plane,  there  was  more  of  the  weight  of  the  holder  on 
the  rails,  and  less  on  the  gas.  [Mr.  Carr  dissented.]  Mr.  Carr 
shook  his  head ;  but  the  proposition  was  capable  of  demonstra¬ 
tion.  The  steeper  the  angle,  the  less  of  the  weight  of  the  holder 
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would  be  taken  off  the  gas  ;  the  flatter  the  angle,  the  more  of  the 
weight  of  the  holder  would  he  sustained  by  the  rails  and  taken  off 
the  gas.  In  taking  a  wheelbarrow  up  a  plank,  the  steeper  the 
incline  the  greater  would  be  the  power  required  to  be  exercised  at 
any  given  time.  The  flatter  the  angle  and  the  larger  the  path,  the 
less  force  would  have  to  be  exerted. 

Mr.  Newbigging  remarked  that,  in  resisting  a  strain,  this  method 
of  guiding  a  holder  had  many  advantages  over  the  old  system  ; 
because,  as  he  had  already  mentioned,  whenever  any  force  was 
exerted,  the  whole  of  the  guide-framing  came  into  action,  back  and 
front  and  sides — one-half  of  the  rollers  being  in  tension  and  the 
other  half  in  compression. 

Mr.  Gadd  said  that  Mr.  Carr  thought  the  rigidity  of  the  bottom 
curb  would  want  to  be  much  increased.  If  they  would  consider 
the  thing  in  reverse — that  was  to  say,  if  the  flanges  of  the  rollers 
or  solid  sliding-pieces  were  put  outside  instead  of  inside,  they 
would  place  the  ring,  instead  of  in  compression  on  the  strain,  in 
tension.  So  they  could  practically  work  with  a  very  flexible  ring 
indeed.  What  he  meant  was  that  if  the  flange  were  put  on  the 
outside  of  the  rollers  of  the  outside  lift,  instead  of  inside,  any 
pressure  at  the  top  would  cause  the  stud  to  pull  at  the  roller  and 
the  roller  flange,  so  that  the  strain  would  be  put  upon  the 
rollers  in  tension,  tending  to  pull  them  away  from  the  tank 
instead  of  pressing  them  in.  As  it  was  now,  there  was  a  com¬ 
pression  both  of  the  roller  towards  the  tank  and  of  the  ring 
itself.  If  necessary,  both  methods  could  be  adopted ;  and  they 
could  have  two  grooved  rollers  with  a  flange  between.  He 
did  not,  therefore,  think  it  really  necessary  that  the  bottom  curb 
should  be  strengthened  to  any  material  extent ;  but  if  it  were,  it 
seemed  a  comparatively  small  matter  as  against  the  great  gain  of 
taking  away  the  guide -framing. 

The  Pbesident  said  nothing  but  benefit  could  follow  from  the 
conversational  manner  in  which  they  had  discussed  the  matter  ;  but 
the  formal  discussion  would  be  postponed  till  the  next  meeting. 

Mr.  W.  Carr  then  rose  and  said  he  had  considerable  pleasure 
in  moving  that  their  thanks  be  given  to  Mr.  Newbigging  for  his 
paper.  He  had  done  them  very  great  honour  indeed  in  submitting 
it  first  to  the  Institution.  It  showed  the  warm  interest  which  he 
took  in  the  Institution,  and  the  good  feeling  he  had  towards  it, 
that  he  should  honour  them  by  bringing  the  idea  before  them, 
before  submitting  it  through  another  source.  He  should  have 
been  very  sorry  if  he  had  not  been  present  at  the  meeting ; 
though  he  had  no  idea  that  they  were  going  to  listen  to  a  paper 
descriptive  of  such  a  weighty  departure  in  gas-works  engineering. 
He  did  not  see  why  they  should  not  have  gone  on  discussing  it  as 
hard  as  they  could,  and  then  discuss  it  again  at  another  time.  For 
his  own  part  he  had  not  attempted  to  discuss  it ;  the  remarks  he 
made  he  put  more  in  the  form  of  questions.  As  to  the  aesthetic 
question,  he  thought  that  this  might  be  left  out  of  consideration. 
People  already  talked  of  a  thing  being  “  as  ugly  as  a  gasometer;” 
and  their  views  were  not  likely  to  be  altered.  As  to  the  question 
of  counterbalancing,  both  Mr.  Gadd  and  Mr.  Newbigging  were  at 
fault ;  and  he  thought  it  would  appear  plain  to  them  when  they 
came  to  think  of  it.  He  had  very  much  pleasure  in  moving  the 
resolution  he  had  mentioned,  and  to  add  to  it  his  own  warm  feel¬ 
ing  of  regard  for  Mr.  Newbigging. 

Mr.  W.  \V.  Hutchinson  seconded  the  motion.  He  agreed  with 
Mr.  Carr  that  great  honour  was  done  them  by  Mr.  Newbigging 
putting  this  matter  before  them  at  a  time  when  it  was  one  of  the 
great  questions  of  the  day.  While  he  thought  the  gas  profession 
had  somewhat  redeemed  the  name  it  had  for  the  ugliness  of  its 
gasholders,  and  had  of  late  years  made  them  more  presentable, 
they  were  likely  to  revert  to  the  simple  grandeur  of  the  pyramids. 
In  considering  this  invention,  they  would,  however,  have  to  think 
of  their  neighbours.  They  could  not  disregard  what  might,  to 
uninformed  minds,  appear  to  be  the  dangerous  nature  of  the 
structure. 

The  President  said  he  had  very  great  pleasure  in  putting  the 
motion.  Mr.  Newbigging,  he  considered,  was  entitled  to  their  best 
thanks. 

The  resolution  was  unanimously  carried. 

Mr.  Newbigging,  in  responding,  thanked  the  members  for  their 
hearty  and  unanimous  vote,  and  said  he  had  been  much  struck 
with  this  invention,  and  very  willingly  undertook  the  duty  of 
writing  a  paper  upon  it.  He  wrote  it  without  communicating  with 
Mr.  Gadd ;  but  when  he  came  to  consider  the  matter  of  the 
counterbalancing,  he  could  not  make  up  his  mind  upon  the  ques¬ 
tion  whether  they  could  dispense  with  the  counterbalance  weights 
by  placing  the  guides  at  various  angles.  Accordingly,  he  called  on 
Mr.  Gadd,  and  discussed  the  question  with  him  at  length — he  (Mr. 
Newbigging)  taking  the  view  held  by  Mr.  Carr,  and  Mr.  Gadd 
successfully  combating  his  arguments. 


Spiral  Framed  Gasholders. — We  have  received  a  letter  from 
Mr.  W.  F.  Mason,  of  Manchester  (who  is  associated  with  Mr.  Gadd 
in  the  invention  brought  so  prominently  before  the  gas  profession 
through  the  paper  read  by  Mr.  Newbigging  before  the  Manchester 
District  Institution  of  Gas  Engineers  last  Saturday  week),  in  which 
he  says  :  “  It  may  be  of  interest  for  the  readers  of  your  Journal 
to  know  that  a  member  of  one  of  the  largest  firms  in  the  country 
has  been  to  see  the  model  of  the  ‘  Manchester  Patent  Gasholder,’ 
and  on  behalf  of  his  firm  offered  to  purchase  the  British  patent 
for  i,'20,000.  This  I  declined  ;  as  I  place  a  much  higher  value  on 
the  invention.  I  may  say  that  we  are  protected  in  every  country 
in  the  world  where  gas  is  used.” 


THE  “METEOR”  GAS-LAMP. 

Westphal’s  Patent. 

We  have  recently  had  an  opportunity  of  seeing  some  specimens 
of  a  new  high-power  gas-lamp  (the  invention  of  Herr  C.  West- 
phal,  of  Berlin),  exhibited  at  the  offices  of  Messrs.  Henry  Greene 
and  Sons,  155,  Cannon  Street,  E.C.,  who  have  been  appointed 
Sole  Consignees  for  Great  Britain,  Ireland,  and  the  Colonies.  This 
is  the  lamp,  we  are  informed,  which  was  alluded  to  at  a  meeting 
of  the  Commissioners  of  Sewers  of  the  City  of  London  (when  the 
question  of  lighting  a  part  of  the  City  with  the  electric  light  came 
up  for  discussion)  as  being  likely  to  rival  the  electric  arc  light  in 
intensity.  This  naturally  was  reported  in  the  public  press,  with 
the  result  that  representatives  of  two  of  the  London  Gas  Com¬ 
panies  have  seen  the  lamps,  and  are  now  engaged  in  testing  them, 
with  a  view  to  introducing  them  as  a  rival  to  the  electric  light. 

The  lamp  itself  is  of  very  simple  construction — entirely  free 
from  intricate  workmanship.  The  principal  parts  are  of  cast-iron ; 
and  the  lamp  cannot,  therefore,  get  out  of  order.  No  sheet  iron, 
nor  any  kind  of  stamped  or  spun  metal,  is  used  in  its  manufac¬ 
ture,  except  forj  ornamentation  ;  and  this  may  either  be  of  brass, 
copper,  iron,  or  other  metal,  or,  if  highly  ornate  decoration  is 
desired,  it  can  be  of  Doulton-ware,  faience,  or  other  art  pottery. 

The  burner  is,  however,  the  special  feature  of  the  lamp.  It  con¬ 
sists  of  two  concentric  rings ;  the  space  between  forming  the 
passage  for  the  gas  from  the  gas  chamber  to  the  point  of  ignition. 
This  circular  space  is  perfectly  open  ;  and  it  thus  allows  the  gas 
to  pass  forward  without  check  or  interruption.  The  flame  burns 
at  a  distance  of  about  ^  inch  from  the  orifice  of  the  burner,  which 
tends  to  keep  it  cool,  and  prevent  the  deposit  of  carbon,  so  often 
complained  of  when  drilled  burners  are  used.  If  any  dirt  should 
by  chance  accumulate,  it  can  be  easily  removed  by  passing  the 
blade  of  a  pen  knife,  or  a  piece  of  watch-spring  round  the  inside 
of  the  orifice — an  operation  only  occupying  a  few  seconds,  and  one 
that  cannot  possibly  injure  the  burner.  This  cannot,  we  believe,  be 
accomplished  with  any  other  high-power  gas-burner.  The  flame  is 
quite  different  from  that  of  any  of  the  high-power  burners  hitherto 
introduced,  inasmuch  as  it  burns  from  the  circumference  to  the 
centre,  instead  of  from  the  centre  to  the  circumference.  Conse¬ 
quently  there  is  no  dark  disc  in  the  middle  ;  but  the  whole  of  the 
fiame  is  (to  quote  the  patentee’s  words)  “  one  mass  of  intense 
white  meteoric  brilliancy.”  Another  point  greatly  in  favour  of 
this  lamp,  is  the  small  size  of  the  body  compared  with  that  of  the 
flame,  so  that  the  walls,  and  even  part  of  the  ceiling  of  the  apart¬ 
ment  in  which  the  lamp  is  fixed,  are  well  illuminated  and  free 
from  shadow.  It  is  thus  admirably  adapted  for  lighting  picture 
galleries,  libraries,  museums,  &c. 

Like  all  other  high-power  gas-burners,  the  “  Meteor  ”  lamp 
readily  lends  itself  to,  and  is  easily  adapted  and  fixed  in  connec¬ 
tion  with  any  of  the  ordinary  appliances  of  ventilation.  The 
principal  point  to  be  remembered  is  the  necessity  for  carrying  the 
horizontal  ventilating-pipes  into  a  chimney  or  flue  in  which  there 
is  a  good  up-draught.  It  is  not,  however,  considered  advisable  to 
carry  them  into  the  open  air,  as  the  ascensional  force  of  the  pro¬ 
ducts  of  combustion  given  off  by  the  lamp  when  first  lighted  would 
not  be  sufficient  to  overcome  the  weight  of  the  outside  atmosphere, 
especially  in  winter  time. 

In  the  competition  between  gas  and  electricity  for  illuminating 
purposes,  gas  engineers  must  make  the  best  use  of  their  speciahty 
— that  is,  get  the  utmost  possible  duty  out  of  the  gas  employed  ;  and 
the  “  Meteor  ”  lamp  marks  another  step  in  the  direction  of  “  proving 
that  gas  can  hold  the  field  against  all  competitors  ” — to  quote 
the  words  of  the  report  recently  presented  to  the  shareholders  of 
the  South  Metropolitan  Gas  Company,  where  the  Directors  -were 
referring  to  the  exhibitions  inaugurated  by  the  Company  in  various 
parts  of  their  district,  and  at  which,  we  understand,  specimens  of 
the  lamp  now  under  notice  were  shown. 

A  GATHERING  OF  GERMAN  GAS  ENGINEERS 

AT  LUDWIGSBURG. 

In  the  last  volume  of  the  Journal  (pp.  513  and  599),  we  briefly 
noticed,  from  the  accounts  published  in  the  Journal  f  ur  Gas- 
beleuchttmg ,  the  proceedings  at  the  conferences  of  German  gas 
engineers  which  took  place  at  Forste  and  Elbing.  We  now  give 
an  abstract  report  (translated  from  the  fuller  one  which  appeared 
in  the  above-named  periodical)  of  the  twenty-fifth  assembly  of  the 
Mid-Rhenish  Association,  which  was  held  at  Ludwigsburg,  in  Wur- 
temburg,  under  the  presidency  of  Herr  Eitner,  of  Heidelberg. 

After  the  preliminary  formalities  had  been  disposed  of,  the  Pre¬ 
sident  opened  the  business  by  giving  an  account  of  the  progress  of 
of  the  Society  in  the  preceding  year.  In  the  course  of  his  remarks, 
he  stated  that  the  correspondence  had  been  very  voluminous,  espe¬ 
cially  with  the  Central  Association ;  among  the  subject-matters  being 
the  decision  of  the  Railway  Commission  to  exclude  gas  under¬ 
takings  firom  the  benefits  of  the  exceptional  rates  for  coke,  the 
recent  vexatious  orders  concerning  the  conveyance  of  spent  purify¬ 
ing  material,  and  the  experiments  made  with  wet  and  dry  gas- 
meters.  Reference  was  then  made  by  the  President  to  his  visit  to 
Berlin,  in  response  to  an  invitation  from  the  Committee  of  the 
Central  Association  to  attend  their  meeting.  Profiting  by  his 
presence  in  that  city,  he  attended  the  conference  of  gentlemen 
specially  interested  in  the  ammonia  industry  which  was  then 
being  held  there.  One  important  resolution  passed  was  that  the 
Committee  of  the  German  Association  of  Gas  and  Water  Engi¬ 
neers  should  be  instructed  to  make  an  appeal  to  the  various  gas¬ 
works  for^a  subsidy  of  1  pfennigs  per  ton  of  coal  carbonized  for  a 
term  of  three  years,  on  the  understanding  that  the  proceeds  should 
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be  employed  in  enhancing  the  value  of  sulphate  of  ammonia.  The 
financial  position  and  numerical  strength  of  the  Association  were 
then  considered  by  the  members ;  and  it  was  decided  to  hold  the 
next  meeting  at  Ludwigshafen — a  proposition  which  was  most  cor¬ 
dially  acquiesced  in  by  Herr  Lux,  the  well-known  gas  engineer  of 
that  city. 

The  first  question  discussed  was  that  of  Sunday  labour  in  gas¬ 
works  ;  the  subject  being  introduced  by  Herr  E.  Buchholtz,  of 
Offenburg,  in  special  connection  with  the  demands  made  in  this 
respect  by  the  Factory  Inspector  of  the  Grand  Duchy  of  Baden. 
In  the  course  of  his  address,  he  said  :  The  Inspector  of  Factories 
(Herr  Worrishofer)  issued  a  decree  in  June  last  that,  in  order  to 
“save  the  health  and  freshness  of  the  workmen,”  to  quote  his 
own  words,  in  future  the  operatives  engaged  in  night  work  should 
have  every  third  Sunday  a  complete  rest  of  36  hours,  from  six 
o’clock  on  Saturday  evening  till  six  o’clock  on  Monday  morning. 

It  is  within  the  knowledge  of  everyone  present  that  the  interests 
of  the  workmen  have  not  been  overlooked  by  our  industry,  and 
that  if  gentlemen  high  in  authority  like  the  Inspector,  instead  of 
being  carried  away  by  their  questionable  zeal  on  behalf  of  so-called 
over-burdened  working  men  would  take  the  trouble  to  ascertain  the 
real  facts  of  the  case,  by  conferring  with  the  Directors  of  the  large 
works,  such  edicts  would  become  an  impossibility.  They  would  no 
doubt  find  that  our  night  workmen  are  granted  a  fully  adequate  rest, 
as  compared  with  those  engaged  in  other  industries  ;  and  that  with 
their  sentimental  legislation  they  argue  upon  wrong  premisses,  and, 
instead  of  benefiting  the  working  men,  they  really  do  them  harm. 
Furthermore,  they  would  no  doubt  find  that  they  actually  demand 
what  is  practically  impossible,  and  what  the  workmen,  who  are 
well  satisfied  with  their  lot,  do  not  think  of  asking  for,  not  to 
mention  the  necessarily  higher  working  expenses  caused  by  the 
measure.  These  considerations  have  not  weighed  with  the  In¬ 
spector,  who  has  taken  his  information  from  the  official  reports 
only,  and  now  persists  in  making  his  arbitrary  measure  law.  I 
maintain  that  our  workmen  have  had  that  rest  which  is  necessary  for 
them,  and  consistent  with  the  absolute  requirements  of  our  industry. 
The  men  who  have  been  under  my  control  for  the  last  25  years 
are,  without  exception,  cheerful  and  happy,  and  would  certainly 
not  derive  any  benefit  from  a  lengthened  enforced  rest ;  and  more¬ 
over,  I  am  not  aware  that  the  Inspector  is  able  to  adduce  the 
warrant  of  existing  laws  for  his  obstinacy  in  enforcing  his  inno¬ 
vations.  I  am  therefore  of  opinion  that  he  should  be  respectfully 
informed  that  his  order  is  devoid  of  legal  status,  and  that,  for  the 
reasons  adduced,  it  is  impossible  to  enforce  it. 

The  President,  in  thanking  the  speaker  for  his  address,  fully 
endorsed  his  remarks,  and  stated  it  as  his  conviction  that  to 
carry  out  the  order  of  the  Inspector  would  not  be  to  the  benefit  of 
the  public,  and  still  less  to  that  of  the  employes. 

After  some  discussion,  the  following  resolution  was  carried 
unanimously  i “  The  Mid-Rhenish  Association  of  Gas  Engineers, 
after  having  considered  and  discussed  fully  the  proposals  of  the 
Inspector  of  Factories,  dated  June,  1886,  concerning  the  Sunday 
relief  of  workmen  in  gas-works,  expresses  its  opinion  to  the  effect 
— that  the  putting  in  force  of  these  proposals  would  not  tend  to 
promote  the  interests  of  the  employers  and  still  less  those  of  the 
operatives  engaged  in  this  industry.” 

Herr  Lux,  of  Ludwigshafen,  was  then  called  upon  to  give  his 
promised  description  of  the  new  works  of  the  South  Metropolitan 
Gas  Company  at  East  Greenwich.  As  this  was,  in  the  main,  based 
upon  what  has  from  time  to  time  appeared  in  the  Jouenal,  it  need 
not  be  reproduced  here.  Herr  Lux  was  very  cordially  thanked 
for  his  exhaustive  report. 

The  next  matter  was  the  reading  of  the  following  paper  by  Herr 
Seiler,  of  Mannheim,  on 

Wilmsmann’s  Smoke-Consuming  Fuknace. 

You  are  all  aware,  that  the  question  of  the  consumption  of  smoke 
has  gradually  pushed  itself  into  notoriety  in  proportion  with 
industrial  progress.  At  first  the  police  authorities  did  what  they 
could  to  assist  private  individuals  who  complained  by  calling  upon 
manufacturers  and  mill-owners  either  to  abolish,  or  at  least  to 
allay  the  smoke  nuisance  from  steam-boiler  and  other  chimneys. 
At  last  some  Governments  took  up  the  matter,  and  sought  by  legal 
pressure  to  provide  a  remedy ;  but  with  only  indifferent  success. 
Much  has  been  written  upon  the  question,  and  to  a  great  measure 
by  people  who  have  no  idea  of  the  difficulties  which  stand  in  the 
way  of  the  solution  of  this  problem.  Inventors  were  not  wanting 
who  laboured  hard  to  perfect  and  introduce  systems  which  they 
contended  would  be  certain  to  supply  the  long-sought  remedy. 
But  failures  in  almost  all  the  so-called  “  smoke-consuming  furnaces  ” 
produced  (furnaces  which  were  either  based  upon  a  faulty  principle, 
or  were  impracticable  in  their  application)  have  necessarily  induced 
distrust  whenever  something  new  in  this  direction  was  introduced, 
and  interfered  with  the  more  extended  application  of  systems,  the 
efficacity  of  which  had  been  fairly  established  in  practice.  Whilst 
in  the  gas  industry  the  generator  and  shaft  furnaces  were  in  general 
use,  the  smoke-consuming  contrivances  for  steam-boilers  which  have 
been  brought  into  notice  have  had  but  an  indifferent  success,  chiefly 
because  the  arrangements  were,  as  a  rule,  found  to  be  very  expen¬ 
sive,  and  out  of  proportion  with  existing  estimates  ;  though  on  the 
other  hand,  it  must  be  admitted  that  not  only  has  the  consumption 
of  smoke  aimed  at  been  attained,  but  also  in  many  cases  a  con¬ 
siderable  saving  in  coals  realized. 

It  became  therefore  a  necessity  to  And  out  a  simple  and  cheap 
setting  which  fulfilled  all  the  conditions  of  being  smoke  consuming 
and  economical  in  the  consumption  of  coals,  and  which  at  the 


same  time  was  easily  and  quickly  applicable  to  small  works,  and 
equally  suitable  for  coal,  wood,  or  peat  furnaces.  This  long-felt 
want  has  been  supplied  by  Herr  Wilmsmann,  Director  of  Mines  at 
Hagan  (Westphalia),  by  the  invention  of  an  exceedingly  simple 
contrivance  which  he  calls  a  “  dike  furnace,”  which  can  be  applied 
with  equal  facility  in  settings  for  ordinary  purposes  or  for  steam- 
boilers.  The  arrangement  (which  is  represented  in  the  accompanying 
illustration  as  adapted  to  steam-boilers)  consists  mainly  of  a  con¬ 
trivance  by  which  the  front  part  of  the  fireplace  in  an  ordinary 
grate-setting  is  converted  into  a  gas  generator.  For  this  purpose 
there  is  placed  above  the  grate  A,  and  in  immediate  proximity  to 
the  fire-bridge,  a  fireproof  dike  or  bank  provided  with  a  partition 
wall  C.  The  effect  of  this  arrangement  is  that  both  gas  and  smoke 
are  prevented  from  escaping  into  the  flue  at  the  back,  if  care  is 
taken  to  pile  the  fuel  against  the  dam.  The  gas  and  smoke  gene¬ 
rated  from  the  coal  which  is  piled  on  the  grate  are  consequently 
forced  to  pass  through  the  glowing  fuel,  where  they  are  effectually 
absorbed. 


The  gases  generated  from  fresh  coal  on  the  top  of  the  burning 
mass,  and  which  eventually  would  completely  fill  the  space  in 
front,  are  directed  by  the  channel  B  into  the  flame  at  the  back  ; 
and  since  these  gases  require  a  secondary  supply  of  air  for  their 
entire  combustion,  this  is  provided  through  the  air-tubes  DD  ;  the 
quantity  being  regulated  by  dampers. 

In  employing  this  system  of  firing,  the  chief  result  obtained 
consists  in  the  complete  combustion  of  the  smoke  and  gas  gene¬ 
rated  (consequently,  a  most  profitable  and  thorough  employment 
of  the  fuel  used)  and  the  avoidance  of  many  repairs  necessary 
under  the  old  systems,  since  in  charging  the  furnaces  a  cooling  of 
the  boilers  is  entirely  avoided.  The  coals  used  as  fuel  are  burnt 
at  the  beginning  of  the  heating  of  the  boiler,  for  a  space  of  three- 
quarters  of  an  hour,  in  exactly  the  same  manner  as  in  an  ordinary 
furnace  arranged  after  the  old  pattern,  with  this  difference,  how¬ 
ever,  that  the  glowing  mass  of  coal  is  gradually  being  piled  up 
against  the  partition  until  the  front  section  of  the  furnace  is 
practically  closed  against  the  space  at  the  back.  During  the  com¬ 
bustion  of  the  coal,  the  carburetted  hydrogen  which  is  being  gene¬ 
rated  combines  with  the  air  entering  through  the  grate.  At  a  high 
temperature  this  combination  is  burnt  up,  whilst  the  coal  from 
which  the  gas  is  partly  extracted  is  consumed  in  the  shape  of  coke. 
The  inconvenience  of  the  generation  of  smoke  immediately  after 
the  supply  of  fresh  fuel,  and  which  R  is  impossible  to  avoid  in 
a  furnace  of  ordinary  construction,  is  obviated  in  the  “  dike  ” 
furnace  immediately  after  firing,  provided  care  is  taken  that  the 
coal  resting  on  the  grate  is  piled  obliquely  against  the  partition 
wall.  If  this  precaution  is  taken,  the  part  of  the  furnace  intended 
for  the  distillation  of  the  coal  and  the  firing- chamber  proper,  with 
the  flues,  are  separated  by  the  glowing  wall.  The  hydrocarbons 
can  thus  be  freely  generated,  and,  instead  of  being  drawn  away 
from  the  furnace,  are  carried  right  through  it.  Such  portions  of 
them  as  may  have  escaped  are  caught  up  and  carried  forcibly  into 
the  furnace,  where,  being  still  more  highly  heated  and  brought 
into  contact  with  the  outer  air,  they  are  completely  consumed  by 
combustion.  By  this  method  of  burning  coal,  the  consumption  of 
smoke  has  been  fully  accomplished  ;  and  therefore  a  great  stride 
towards  the  solution  of  this  important  problem  has  been  made 
by  Herr  Wilmsmann’s  arrangement. 

In  principle,  the  “  dike  ”  furnace  corresponds  exactly  with  that 
of  the  generator  furnace  as  employed  in  the  heating  of  gas-retorts, 
where  the  hydrocarburets  generated  from  the  fresh  coals  charged 
into  the  furnace  are  forced  to  pass  through  the  layers  of  glowing 
coke.  In  each  case  carbonic  acid  is  produced  at  the  outset  of  the 
firing.  In  passing  through  the  glowing  coke,  this  compound,  in 
consequence  of  coming  into  contact  with  the  fresh  carboniferous 
material,  is  reduced  to  carbonic  oxide,  which  is  burnt  into  carbonic 
acid  if  there  is  a  sufficient  supply  of  air.  Numerous  attempts  have 
been  made  to  apply  generator  firing  to  steam-boilers  ;  but  hitherto 
without  success.  Either  the  arrangement  has  been  found  to  be  too 
costly,  or  other  difficulties  have  arisen  involving  heavy  pecuniary 
sacrifices,  though  they  might  perhaps  have  offered  the  slight  corn- 
pensation  of  a  partial  consumption  of  smoke.  For  this  reason  it 
must  be  readily  admitted  that  the  simple  method  of  consuming 
smoke  which  has  just  been  described,  must  be  attended  with  great 
success  if  properly  carried  out.  If  any  proof  is  needed,  it  is 
supplied  in  the  fact  that  upwards  of  600  furnaces  on  the  Wilmsmann 
system  have  been  in  operation  for  some  years  past  in  all  kinds  of 
works  in  the  Rhenish  provinces,  in  Westphalia,  and  in  South 
Germany  ;  and  that  from  all  quarters,  without  exception,  the  most 
favourable  testimonials  have  been  received,  not  only  with 
to  the  abolition  of  smoke,  but  aEo  to  the  important  saving  effected 
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in  coal,  amounting  to  from  15  to  30  and  even  40  per  cent,  on  the 
consumption  by  the  old  systems. 

The  author  concluded  by  giving  the  results  of  some  trials  made 
with  a  horizontal  Cornish  cjdindrical  boiler  furnished  with  an 
ordinary  grate,  and  subsequently  with  the  same  boiler  fitted  with 
the  Wilmsmann  arrangement.  In  the  former  case,  1  kilo,  of  coals 
evaporated  G'13  litres  of  water  having  a  temperature  of  0°  C. 
(32"  Fahr.)  at  atmospheric  pressure  ;  in  the  latter,  1  kilo,  of  coal 
evaporated  8'87  litres  of  water  having  a  temperature  of  0°  at 
atmospheric  pressure.  The  evaporation  per  hour  was  found  to  be 
275'7  litres ;  the  evaporation  per  hour  per  square  metre  of  heating 
surface,  15’3  litres  ;  the  hourly  evaporation  per  square  metre  of 
grate  surface,  458'5  litres.  By  the  employment  of  Wilmsmann’s 
method  instead  of  the  old  grate  firing,  a  saving  of  about  30  per 
cent,  in  coals  is  obtained,  simply  because  the  consumption  of 
smoke  is  rendered  perfect. 

At  the  close  of  the  paper,  a  short  adjournment  took  place.  On  the 
resumption  of  the  proceedings, 

Herr  Viehoff,  of  Saargemiind,  related  his  latest  experiences  in 
the  employment  of  wrought-iron  tanks  for  gasholders.  In  response 
to  his  invitation,  Herr  Blum,  of  Berlin,  informed  the  meeting  that 
the  iron  tanks  for  the  holders  constructed  of  late  according  to 
the  plan  of  Professor  Intze=*=  had  answered  the  purpose  perfectly 
well,  and  adduced  the  following  instances  where  the  system  has 
been  adopted  with  equally  favourable  results  : — Telescopic  holders 
at  Charlottenburg,  10,000  cubic  metres  capacity  ;  Wurzen,2100  c.m. ; 
Frankfort,  1000  c.  m. ;  Liegnitz,  3000  c.  m. ;  Bernburg,  2000  c.  m.  ; 
Freiberg,  2000  c,  m. ;  Hamm,  1500  c.  m. ;  Furstenwalde,  1000  c.  m. 
Single-lift  holders  :  Spandau,  2500  c.  m. ;  Gottingen,  2000  c.  m. ; 
Emmerich,  2000  c.  m. ;  Marienburg,  600  c.  m. ;  Borna,  600  c.  m. ; 
Konitz,  400  c.  m. ;  and  Burgstiidt,  400  c.  m.  In  addition  to  the 
foregoing,  there  have  been  constructed  a  telescopic  holder  at  Chem¬ 
nitz,  with  a  capacity  of  7000  cubic  metres ;  two  telescopic  holders 
at  Plauen,  each  of  300  cubic  metres  capacity  ;  and  the  following 
single-lift  holders  : — Two  for  Guayaquil  (Ecuador),  each  2000  c.  m. ; 
one  for  Bienne,  of  2000  c.  m.  ;  one  for  Luben,  of  600  c.  m.;  one 
for  Lauscha,  of  600  c.  m. ;  one  for  Oberursel,  of  130  c.  m. ;  and  two 
for  Terni,  (Rome)  of  100  c.  m.  and  50  c.  m.  respectively.  Well- 
executed  photographs  were  shown  of  the  holders  at  Charlottenburg 
and  at  Spandau.  The  speaker  proved  conclusively  that  with  hol¬ 
ders  constructed  according  to  Intze’s  system,  the  outward  thrust 
of  the  soil  is  so  completely  counteracted  that  it  maybe  disregarded, 
and  only  the  vertical  pressure  upon  the  foundation  considered. 
Attention  was  drawn  to  the  connection  between  the  guide-framing 
and  the  tank  itself,  which  is  arranged  so  that  even  the  greatest 
pressure  of  wind  on  one  side  of  the  structure  would  not  affect,  to  a 
marked  extent,  any  particular  parts,  since  the  whole  wind  pressure 
is  transferred  to  the  solid  rest-ring.  Consequently,  there  is  nothing 
to  prevent  the  construction  of  three-lift  and  even  four-lift  teles¬ 
copic  holders  with  tanks  on  Professor  Intze’s  plan.  The  advan¬ 
tages  of  the  Intze  tank  consist  mainly  in  this — that  all  the  parts 
of  the  entire  structure  are  readily  accessible  and  easy  to  examine. 
Destruction  of  the  lower  portion  by  rust  is  therefore  easily  prevented 
by  applying  an  occasional  coat  of  paint.  In  reducing  the  bulk 
of  water  to  half  the  usual  quantity,  the  foundations  (which  consist 
only  of  a  ring  of  cement  masonry)  have  but  little  weight  to  bear. 
At  Charlottenburg  this  weight  amounts  to  less  than  2  kilos,  per 
square  centimetre ;  and  even  this  can  be  reduced  still  further  by 
making  the  ring  wider,  so  that  it  is  possible  to  build  upon  the 
most  unfavourable  soil.  It  is  further  requisite  to  utilize  as  much 
as  possible  the  space  under  the  dome,  which  takes  the  place  of  the 
usual  earth  cone.  At  Charlottenburg,  for  instance,  this  space  is 
32  metres  wide,  and  is  used  for  storing  retorts,  fire-bricks,  tubes, 
chandeliers,  &c.  The  space  is  lighted  by  means  of  windows  in  the 
daytime,  and  at  night  by  the  aid  of  lamps  from  the  outside ;  the 
warming  being  done  by  a  steam-pipe  carried  round  the  structure. 
To  the  foregoing  advantages  must  be  added  that  of  rendering  the 
inlet  and  outlet  pipes  more  easily  accessible  than  they  are  with 
ordinary  gasholders.  In  conclusion,  the  speaker  explained  the 
arrangements  for  heating  the  water  in  the  tank  during  the  pre¬ 
valence  of  inclement  weather. 

In  the  course  of  the  discussion  which  followed,  Herr  Erpf  (Pforz¬ 
heim)  confirmed  the  statements  made  as  to  the  good  results  to  be 
obtained  by  the  adoption  of  Professor  Intze’s  idea,  and  only  com¬ 
plained  of  difficulty  experienced  in  connection  with  heating  with 
underground  water.  Herr  Merz,  of  Carlsruhe,  on  the  other  hand, 
maintained  that  very  good  results  had  been  obtained  at  his  works 
by  heating  with  underground  water  at  a  temperature  of  8  to  10°  C. 
Herr  Kugler  (Offenbach)  alluded  to  the  heavy  expense  which  the 
application  of  the  Intze  system  involves,  and  to  the  difficulty  of 
making  a  good  foundation  for  full-sized  tanks,  so  as  to  protect  the 
bottom  effectually  against  rust.  He  admitted,  however,  that  the 
danger  of  rust  was  not  so  great  as  altogether  to  stand  in  the  way  of 
the  adoption  of  the  system.  Herr  Pechner  (Ludwigshafen)  closed 
the  discussion  by  making  some  very  favourable  remarks  both  as  to 
the  durability  of  the  Intze  tanks  and  the  facility  with  which  they 
could  be  constructed. 

The  next  subject  introduced  was  the  question,  “  Can  the  Butzke 
lamp  be  recommended  for  intense  lighting?”  by  Herr  Kugler 
(Offenbach),  who  stated  that  he  made  numerous  experiments  both 


•  The  system  of  gasholder  construction  devised  by  Professor  Intze  was 
described  in  a  paper  presented  by  him  to  The  Gas  Institute  in  1885;  and  it 
was  subsequently  dealt  with  in  articles  which  appeared  in  the  Journal 
on  Sept,  15  and  Oct,  20  of  that  year  (pp.  457,  685.) 


with  this  and  the  Wenham  lamp,  and  found  that  the  latter  gene¬ 
rally  burnt  with  an  unsteady  light,  instead  of  with  a  round,  even 
flame,  whilst  his  experience  of  the  Butzke  lamp  was  that  it 
gave  a  very  steady  light.  Herr  Dr.  Gotze  (Berlin)  pointed  out 
that  the  flame  of  the  Wenham  lamp  burnt  from  within  outwards, 
whilst  the  Butzke  lump  burns  in  an  opposite  direction.  The  con¬ 
sequence  is  that  the  tops  of  the  flames  disappear  in  the  central 
mass,  as  in  all  inverted  burners  ;  whereas  in  the  Wenham  lamp 
the  jagged  points  are  bound  to  remain  visible  to  the  eye.  The 
President  mentioned,  as  an  advantage,  that  the  Butzke  lamp  pro¬ 
duces  a  pure  white  light ;  whilst  the  Wenham  lamp  burns  with  a 
yellowish  flame. 

The  next  subject  to  occupy  attention  was :  How  can  the  lead 
packing  used  in  pipe-joints  best  be  prevented  from  being  driven  out 
by  the  high  pressure  of  water  or  of  any  other  force  ?  On  this  point 
Herr  Reuther  (Mannheim)  remarked  that  the  best  means  of  prevent¬ 
ing  the  displacement  of  the  packing,  even  under  a  high  pressure, 
was  the  widening  of  the  inner  end  of  the  socket.  The  President 
stated  that  the  displacement  of  a  lead  ring  under  a  pressure  of 
18  atmospheres  had  occurred  to  his  own  knowledge ;  and  he 
suggested  that  it  might  be  prevented  by  the  application  of  a  concave 
mould  in  the  interior  of  the  socket,  which,  however,  should  be  con¬ 
structed  in  such  a  form  that  the  mould  in  fitting  the  lead  mortice, 
should  not  be  sheared  off.  Herr  Blum  (Berlin),  on  the  other  hand, 
did  not  consider  the  use  of  socket-pipes  at  all  advisable  at  so  high 
a  pressure ;  and  he  recommended  the  employment  of  flange-pipes 
instead. 

At  the  conclusion  of  the  technical  portion  of  the  proceedings, 
Herr  Lux  (Ludwigshafen)  explained  his  gas-balance  by  the  aid  of  a 
model,  and  expressed  a  hope  that  it  would  prove  of  great  assistance 
in  experiments  connected  with  the  testing  of  gases  produced  from 
different  kinds  of  coal.* 

A  vote  of  thanks  was  then  passed  to  those  who  had  introduced 
subjects  for  the  consideration  of  the  meeting,  or  taken  part  in  the 
discussions,  and  the  meeting  broke  up. 

The  following  morning  was  profitably  employed  in  a  visit  to  the 
pumping  station  and  the  high  reservoir  of  the  Municipal  water¬ 
works  at  Ludwigsburg,  where  an  excellent  sample  of  Wilmsmann’s 
smoke-consuming  furnace  was  seen  in  operation.  A  hurried 
inspection  of  the  gas-works,  and  of  the  local  organ-building 
establishment  was  followed  by  an  excursion  by  train  to  Marbach, 
Schiller’s  birthplace ;  and  a  pleasant  reunion  of  the  members  in 
the  evening  brought  the  meeting  to  a  close. 


The  Halifax  Gas  Coal  Contracts. — It  has  been  intimated 
that  the  Sub-Committee  of  the  Halifax  Corporation  appointed  to 
consider  the  recent  correspondence  between  the  Town  Clerk  and 
Mr.  Ellis  Lever,  Mr.  Thomas  Fox,  and  the  Editor  of  the  Pall  Mall 
Gazette,  with  power  also  to  take  such  steps  as  they  might  think 
expedient  with  the  object  of  bringing  about  a  satisfactory  investi¬ 
gation  of  certain  charges  in  reference  to  contracts,  will  make  a 
report  to  the  Town  Council  to-morrow  (Wednesday),  when  the 
usual  meeting  of  the  Council  will  be  held. 

Presentation  to  Mr.  J.  Diggs,  of  Nottingham. — Last  Satur¬ 
day  week,  the  employes  at  the  Basford  works  of  the  Nottingham 
Corporation  Gas  Department  met  at  the  Clinton  Hotel  for  the  purpose 
of  presenting  Mr.  J.  Diggs,  the  Deputy- Manager  of  the  works, 
with  a  substantial  token  of  their  regard,  on  his  leaving  England 
for  Buenos  Ayres,  at  which  place  he  has  accepted  a  similar  position 
under  Mr.  L.  T.  Wright.  The  presents  consisted  of  an  elaborate 
marble  timepiece,  a  silver  teapot,  and  a  magnificent  set  of  lace 
curtains — the  latter  being  the  gift  of  Mr.  C.  Hardy,  of  Notting¬ 
ham,  and  intended  to  remind  Mr.  and  Mrs.  Diggs  in  their  far-off 
home  of  the  affection  displayed  to  them  by  all  who  knew  them  in 
the  town.  The  chair  was  taken  by  Mr.  Wilkinson,  the  Manager  of 
the  Traffic  Department ;  the  vice-chair  being  occupied  by  Mr. 
West,  the  foreman  fitter — both  of  whom  alluded,  in  touching 
terms,  to  the  sorrow  and  regret  felt  by  all  in  parting  from  Mr. 
Diggs,  in  whom  they  had  always  found  a  kind  and  cheerful  master, 
and  who,  while  a  strict  disciplinarian  and  firm  administrator,  yet 
always  lent  a  willing  and  sympathizing  ear  to  the  troubles  of  his 
men.  Mr.  Diggs,  in  reply,  thanked  them  all  for  their  beautiful  and 
costly  presents ;  saying  he  could  assure  them  he  valued  them,  not 
only  for  their  intrinsic  value,  but  as  showing  the  spirit  in  which  his 
friends  regarded  him.  He  was  told  that  out  of  a  total  of  120  men  at 
present  engaged  on  the  works,  110  were  subscribers ;  and  this  fact 
was  a  source  of  great  satisfaction  to  him.  Wherever  in  the  future 
fortune  might  place  him,  he  should  always  think  with  affection  of 
the  hands  at  Basford.  He  trusted  they  all  would  do  their  utmost  to 
maintain  the  efficiency  and  good  manufacturing  results  they  were 
now  obtaining.  Many  of  them  would  remember  the  poor  results 
of  carbonization  before  the  advent  of  Mr.  Wright,  who  came  (almost 
simultaneously  with  himself)  from  Beckton  to  Nottingham.  At 
that  time  it  was  with  the  greatest  difficulty  that  9800  cubic  feet  of 
gas  per  ton  of  coal  carbonized  could  be  obtained ;  with  a  mouth¬ 
piece  delivery  of  about  4800  or  4900  cubic  feet.  Now,  however, 
with  inferior  coal  to  that  previously  used,  they  were  producing 
10,700  cubic  feet  per  ton  ;  whilst  the  mouthpiece  returns  were 
over  6000  cubic  feet,  and  the  illuminating  power  was  more  than 
19  candles.  The  remaining  part  of  the  evening  was  spent  with 
glee-singing  ;  the  proceedings  terminating  with  enthusiastic  cheers 
for  Mr.  and  Mrs.  Diggs. 

*  The  latest  forms  of  this  instrument  were  brought  under  the  notice  of 
The  Gas  Institute  by  Herr  Lux  at  the  recent  meeting. 
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A  NEW  PROCESS  FOR  THE  MANUFACTURE  OF 
SULPHATE  OF  AMMONIA. 

In  the  abstract  of  the  papers  read  at  the  last  congress  of  the 
Societe  Technique  du  Gaz  en  France,  which  appeared  in  the 
Journal  for  July  24,  notice  was  taken  of  the  communication  made 
to  the  members  by  M.  de  Lachomette,  on  the  subject^  of  his  new 
process  for  the  manufacture  of  sulphate  of  ammonia.  As  this 
paper  was  regarded  as  one  of  the  most  important  of  those  presented 
to  the  meeting,  it  may  be  of  interest  to  amplify  our  previous  notes 
by  the  aid  of  the  full  text  of  the  paper,  which  was  given  in  a  recent 
number  of  the  Journal  des  TJsines  a  Gaz. 

The  author  began  by  stating  that  about  two  years  ago  he  set 
fore  himself  the  problem  of  dispensing  with  sulphuric  acid  in  the 
manufacture  of  sulphate  of  ammonia  ;  being  of  opinion  that  the 
attainment  of  such  an  object  would  be  attended  by  many  advantages. 
After  making  a  number  of  experiments,  he  thought  he  had  solved 
the  problem  from  a  commercial  point  of  view.  He  came  to  the 
conclusion  that  the  coal  itself  (or,  more  correctly  speaking,  the 
oxide  of  iron  which  has  served  for  the  purification  of  the  gas) 
would  furnish  the  sulphur  which,  in  combination  vvith  the  oxygen 
of  the  air  and  subsequently  with  ammonia,  is  required  for  the  pro¬ 
duction  of  sulphate,  and  that  there  could  be  obtained  in  this  way  a 
salt  of  which  all  the  constituent  elements  would  be  derived  from 
the  coal.  His  first  idea  was  to  convert  the  sulphur  of  the  coal  into 
sulphuric  acid,  with  the  intention  of  subsequently  manufacturing 
sulphate  by  the  ordinary  process.  This  plan,  however,  was  sooii 
abandoned,  owing  to  the  outlay  necessary  for  the  installation  of 
the  plant,  and  the  difficulties  attending  the  manufacture  of  sul¬ 
phuric  acid  on  a  small  scale.  But  the  question  arose  as  to  whether 
these  difficulties  could  not  be  surmounted  by  the  einployment  of 
sulphurous  acid,  produced  by  the  burning  of  sulphur,  in  the  forma¬ 
tion  of  sulphate  of  ammonia  capable  of  being  used  directly  in  agri¬ 
culture  as  a  nitrogenous  ingredient  in  the  making  of  manure,  or  of 
being  easily  converted  into  ordinary  sulphate  of  ammonia. 

It  was  in  consequence  of  noticing  the  heavy  vapours  of  sulphite 
of  ammonia  produced  by  the  combination  of  the  sulphurous  acid 
escaping  from  the  test- vessels  used  in  the  manufacture  of  sulphuric 
acid  with  the  ammoniacal  vapours  from  a  neighbouring  alkali 
vessel,  that  the  author’s  attention  was  first  turned  to  this  matter. 
These  very  heavy  vapours  formed  upon  the  soil  a  kind  of  dense 
cloud,  and  the  idea  of  condensing  them  was  perfectly  natural ;  but 
all  kinds  of  appliances  were  brought  into  use  for  the  purpose,  but 
without  success.  Recourse  was  then  had  to  the  wet  process,  by 
passing  into  a  vat  containing  water  a  current  of  ammonia  and 
gaseous  sulphurous  acid,  in  the  proportions  required  for  the  pro¬ 
duction  of  sulphite  of  ammonia.  When  the  liquor  had  become 
saturated,  the  salt  formed  was  deposited  at  the  bottom  of  the  vat, 
precisely  as  in  the  manufacture  of  sulphate  ;  but  this  method  pre¬ 
sented  many  difficulties.  In  the  first  place,  it  was  necessary  to 
regulate  with  great  care  the  proportion  of  the  two  gases— a  by  no 
means  easy  matter ;  then  frequent  obstructions  occurred  in  the 
pipe  conveying  the  ammonia. 

A  very  interesting  observation  started  the  author  on  a  fresh 
track.  While  working  the  foregoing  method,  he  happened,  with^ 
out  at  first  noticing  it,  to  use  an  excess  of  sulphurous  acid. 
The  liquor  in  the  vat,  which  ordinarily  indicated  27°  Baume 
(1‘216  sp.  gr.),  and  which  crystallized,  went  up  to  34°  or  36°  Baurn^ 
(1-288  or  1-310  sp.  gr.),  and  all  the  crystals  disappeared.  Though 
perplexed  at  first,  he  soon  ascertained  that  bisulphite  of  ammonia 
had  formed,  and  that  this  salt  was  much  more  soluble  than  sul¬ 
phite.  This  difference  in  solubility  between  the  two  salts,  the 
author  proceeded  to  turn  to  account.  The  sulphite  liquors,  which 
he  obtained  in  the  manner  indicated  above,  were  treated  simply 
with  sulphurous  acid,  and  converted  by  a  continuous  process  into 
bisulphite  liquors.  These,  being  collected  in  crystallizers,  were 
afterwards  treated  with  a  current  of  ammonia,  by  which  they  were 
converted  into  sulphite.  This  reaction  was  accompanied  by  a  great 
increase  of  temperature;  and  when  the  liquid  cooled  again,  a  very 
considerable  deposit  of  salt  was  produced.  The  mother  liquors 
were  then  treated  again  with  sulphurous  acid,  and  afterwards  with 
ammonia  ;  these  two  operations  being  repeated  successively.  Before 
saturating  the  bisulphite  with  ammonia,  it  was  found  to  be  indis¬ 
pensable  to  add  to  it  the  quantity  of  -water  necessary  for  the 
crystallization  of  the  salt  to  be  formed,  in  order  to  preserve  for 
the  succeeding  operation  the  original  volume  of  mother  liquor, 
which  otherwise  would  tend  to  gradually  diminish.  It  was  easy 
to  determine  this  volume,  either  by  calculation  or,  more  simply,  by 
experience. 

The  following  are  the  formulse  of  the  reactions  which  take  place 
in  the  operations  above  described.  The  formula  for  sulphite  of 
ammonia  is—  2  HO, 

By  adding  sulphurous  acid  (SO2),  we  get — 

NHs  SO2,  2  HO  -f  SO2  =  NHg,  2  SO2  HO  +  HO. 

Adding  ammonia  and  water  to  the  bisulphite  formed,  we  have 

[NH3  2  SO2  HO  -f  HO]  -f  NHg  +  2  HO  =  2  NHg  SO2,  2  HO. 
Theoretically,  the  bulk  of  liquor  at  the  end  of  the  operation  will 
be  exactly  what  it  was  at  the  outset,  provided,  be  it  understood, 
that  the  temperature  is  kept  equal.  For  example,  if  a  volume  of 
liquor  containing  in  solution  a  certain  equivalent  of  sulphite  say, 
67  kilos. — is  treated,  there  will  be  found  in  the  vat,  in  a  state  of  cry¬ 
stals,  the  same  quantity  of  salt.  In  practice,  however,  the  amount 
of  salt  deposited  will  be  less,  because  it  is  difficult  to  completely 
saturate  the  sulphite  by  sulphurous  acid  ;  but  it  is  amply  sufficient 
for  satisfactory  working  on  a  commercial  basis. 

Here,  then,  we  have  a  practical  process  for  the  manufacture  of 


sulphite  of  ammonia  on  a  large  scale.  In  order  to  ai-riye  at  the 
complete  solution  of  the  problem  which  the  author  set  himseu,  it 
is  of  course  necessary  to  convert  this  salt  into  sulphate.  Tins 
can  be  effected  by  the  simple  exposure  of  it  to  the  air ;  but  in 
that  case  a  great  deal  too  much  time  is  needed.  He  asked 
himself  if,  in  depriving  the  sulphite  of  one  of  its  equivalents  ot 
water,  the  equivalent  of  oxygen  necessary  to  transform  it  into 
sulphate  would  not  be  fixed  more  rapidly.  This  was  found,  on 
trial,  to  be  correct ;  and  under  these  conditions  oxidation  was 
effected  in  a  few  hours  instead  of  requiring  weeks.  The  re¬ 
action  is  very  quick,  and  may  cause  a  rise  of  temperature  to  the 
extent  of  100°  C.,  which  has’ to  be  avoided  in  order  not  to  cause 
the  decomposition  of  the  salt.  It  is  very  easy  to  moderate  this 
re-action  by  working  in  a  confined  space,  and  regulating  the  ad¬ 
mission  of  air.  •  u  A  j. 

The  author  remarked,  in  conclusion,  that  he  only  wished  to 
indicate  the  theory  of  these  new  manufacturing  processes ; 
reserving  for  some  future  paper  the  description  of  the  apparatus 
to  be  employed,  which  was  being  somewhat  modified.  At  the 
same  time  he  thought  he  was  in  a  position  to  state  that  this  manu¬ 
facture  would  henceforth  require  only  simple  appliances  easy  ot 
manipulation,  and  comparatively  inexpensive  to  set  up  ,  and  their 
cost  would  be  covered  by  the  value  of  the  oxides  of  iron  resulting 
from  the  roasting  of  the  spent  purifying  material  for  the  produc¬ 
tion  of  sulphurous  acid.  Some  trials  were  made  of  the  sulphite 
for  agricultural  purposes,  as  compared  with  the  sulphate  manutac- 
tured  by  the  ordinary  processes  ;  and  the  sulphite  stood  the  test 
well.  These  experiments  have  just  been  confirmed  by  the  results 
obtained  by  authorities  more  skilled  than  the  author  in  rnatters 
of  agriculture ;  and  further  experiments  are  now  being  carried  out 
at  certain  agricultural  stations.  He  considers  that  manufactuiers 
will  confine  their  operations  to  the  production  of  sulphite  ot 
ammonia  by  the  method  indicated,  and  that  it  will  be  in  this  mrm 
that  the  ammonia  resulting  from  the  carbonization  of  coal  will  m 
the  future  be  disposed  of  for  agricultural  purposes. 


Wooden  Water-Pipes.  —  At  the  meeting  of  the  Newcastle 
Society  of  Antiquaries  last  week,  one  of  the  members  presented 
some  pieces  of  wooden  pipes  that  were  recently  discov^ed  m  the 
Side,  while  some  new  telephone  lines  were  being  laid.  They  were 
made  of  elm,  and  fflustrated  two  methods  of  joining  pipes.  'There 
was,  in  one  method,  a  butt  joint,  which  was  made  water-tight  by 
an  iron  ferrule.  There  was  also  the  spigot  and  faucet  principle ;  a 
pointed  end  fitting  into  a  cup-shaped  socket,  fastened  with  a  pm. 

It  was  mentioned  at  the  meeting  that  in  1698  an  Act  was  obtained 
to  supply  the  town  with  water  ;  and  4-inch  pipes  were  put  down 
from  the  Town  Moor  and  across  to  Gateshead.  It  was  believed 
by  some  that  these  were  part  of  the  water-pipes  used. 

Presentation  to  Mr.  J.  C.  Ingham. — The  retirement  of  Mr. 
Joseph  C.  Ingham  from  his  position  on  the  staff  of  the  Bury  Cor¬ 
poration  Gas  Department  was  taken  advantage  of  by  the  employes 
at  the  works  to  signalize  the  friendly  relations  which  have  tor  so 
long  a  time  existed  between  them  and  their  late  Assistant  Manager, 
by  presenting  him  with  a  handsome  black  marble  timepiece, 
inscribed  as  follows: — “Presented  to  Mr.  Joseph  C.  Ingharn  by 
the  Engineer  and  general  employes  of  the  Bury  Corporation  (Re¬ 
works,  on  his  being  appointed  Manager  of  the  Ramsbottom  Gas 
Company,  as  a  small  token  of  their  esteem  and  well  wishes  for  the 
future.”  The  presentation  took  place  after  a  dinner  at  the  Dun 
Horse  Hotel,  Elton.  Mr.  William  Woodward,  the  Engineer  and 
Manager  of  the  gas-works,  occupied  the  chair.  After  the  usual 
loyal  toasts  had  been  honoured,  he  proposed  the  “  Health  ot  Mr. 
Ingham,”  and  called  on  Mr.  John  H.  Walker,  the  foreman,  to 
make  the  presentation  on  behalf  of  the  men.  Mr.  Ingham  received 
the  present  amid  applause,  and  appropriately  responded  to  the 
toast  bearing  his  name. 

Engine  Indicators  and  Diagrams. — Mr.  W.  W.  Beaumont, 
M.  Inst.  C.E.,  has  just  edited  and  enlarged  in  book  form  a  series  ot 
articles  on  this  subject  that  appeared  a  short  while  ago  in  the  pages 
of  the  Electrician ;  his  work  appearing  under  the  coinprehensive 
title  of  “  A  Practical  Treatise  on  the  Steam-Engine  Indicator  and 
Indicator  Diagrams,”  and  containing  some  notes  on  steam-engine 
performances,  on  the  expansion  of  steam  and  the  behaviour  ot 
steam  in  the  cylinders  of  steam-engines,  and  on  gas-engine 
diafurams.  The  author  declares  his  intention  in  preparing  the 
book  to  have  been  “  to  place  in  the  hands  of  students  and  practical 
men  a  concise  guide  to  the  objects,  construction,  and  use  ot  the 
indicator,  and  to  the  interpretation  of  indicator  diagrams.  ihe 
plan  of  the  work  is  first  to  cons’der  the  object  sought  for  in  the 
preparation  of  indicator  diagrams — what  it  is  desired  shall  be 
shown  by  them.  The  construction  of  the  various  forms  ot  appa¬ 
ratus  devised  for  the  purpose,  their  attachment  to  the  engine,  and 
the  manner  of  their  use  form  the  next  section  of  the  book  ; 
followed  by  examples  of  diagrams  for  engines  most  m  use,  with 
an  interpretation  of  them,  so  as  to  show  how  far  they  agree  with 
theoretical  diagrams.  The  author  also  gives  simple  methods  ot 
calculating  and  constructing  theoretical  curves  of  expansion,  and 
of  comparing  the  actual  with  the  theoretical  performance  ot  steam 
in  particular  forms  of  steam-engine  cylindere.  In  order  to  render 
the  book  useful  to  practical  men,  arithmetical  treatment  ot  hguies 
has  been  adopted  throughout.  A  special  chapter  has  been  devoted 
to  gas-engine  diagrams ;  the  types  being  those  singled  out  by 
Mr.  Dugald  Clark  in  the  course  of  his  investigation— the  Lenoir 
engine,  the  Simon  engine,  and  those  of  the  Otto,  Clerk,  Atkinson, 
Beck,  and  Griffin  type. 
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Hegist^r  af  1|atots. 


Governors  for  Steam,  Gas,  and  other  Fluids  and  Liquids. — Parkinson, 
F.  B.,  of  Bury,  Lancs.  No.  10,853;  Aug.  8,  1887.  [6d.] 

This  invention  consists  in  enamelling  with  vitreous  enamel  the  metal 
surfaces  of  the  diaphragm  chambers  of  governors,  and  any  other  por¬ 
tions  where  desirable  ;  the  object  being  to  prevent  any  possibility  of 
corrosion  through  exposure  of  the  parts  to  damp  and  moisture. 


Begenerative  Gas-L.amps. — Clark,  F.  W.,  of  Upper  Ogle  Street,  London. 

No.  13,120;  Sept.  28,  1887.  [8d.] 

The  object  of  this  invention  is  to  ensure  the  steady  burning  of  regene¬ 
rative  gas-lamps  in  strong  currents  of  air. 

In  the  illustrations,  the  burner  and  the  passages  by  which  the  air  for 
supplying  the  flame  is  heated  by  the  escaping  products  of  combustion 
passing  up  into  the  chimney,  are  arranged  as  in  the  Wenham  lamp. 
The  chimney  is  surrounded  by  a  casing  D,  of  such  a  diameter  as  to  leave 
an  air  space  between  its  inner  side  and  the  exterior  of  the  chimney.  The 
casing  communicates  at  its  lower  end  with  the  lower  hood  E,  into 
which  air  enters  by  the  perforations  to  supply  the  flame  by  passing 
through  the  channels  of  the  heater.  The  upper  end  of  the  casing  opens 


into  the  chamber  F,  into  which  the  upper  end  of  the  chimney  also  opens, 
as  f-hown.  This  chamber  has  perforations  in  it  top  and  bottom  ;  the 
upper  ones  being  covered  by  a  hood  formed  in  one  with  the  top  cover  or 
cap  H  of  the  lamp.  Perforations  are  also  made  in  the  lower  part  of  the 
casing  ;  and  the  two  sets  of  perforations  have  opposite  them  (inside  the 
casing  D  and  hood  E  respectively)  deflectors,  which  direct  the  air  enter¬ 
ing  the  perforations  upwards,  so  that  any  excessive  amount  of  air  due  to 
sudden  gusts  of  wind  will  not  enter  directly  into  the  tubes  of  the  heater 
and  impinge  on  to  the  flame,  as  the  surplus  beyond  that  required  for  the 
flame  passes  upwards,  and  Anally  escapes  with  the  products  of  combus¬ 
tion  through  the  perforations  in  the  chamber  F.  This  controls  and 
ensures  the  proper  and  regular  flow  of  air  to  the  flame  caused  by  the 
draught  in  the  chimney. 

In  some  cases — more  particularly  in  lamps  of  large  size — in  place  of, 
or  in  addition,  to  the  perforations  in  the  chamber  F,  there  is  (as  shown 
in  fig.  2)  a  series  of  perforations  in  the  cap  H,  with  a  weather  guard 
above  the  opening.  This  guard  (opposite  the  perforations)  may  also  be 
perforated  ;  as  this,  says  the  patentee,  will  be  found  to  be  a  ready  means 
of  regulating  the  air  supplied  to  the  flame. 


Gas-Lamps,  Burners,  and  Shade-Carriers. — Kennedy,  W.  W.,  of 
Edinburgh.  No.  16,276  ;  Nov.  26,  1887.  [Hd.] 

This  invention  relates  to  an  appliance  to  be  attached  to  an  ordinary 
wall  gas-bracket,  or  to  the  bracket  or  arm  of  a  centrally-suspended 
gasalier,  having  within  it  an  annular  passage  for  heating  the  gas, 
extending  vertically  upwards  above  the  burners,  and  so  that  a  portion  of 
the  heat  escaping  from  the  burners  is  caused  to  gradually  heat  the  gas 
on  its  travel  through  the  annular  passage  towards  the  burners. 


Fi^.l  Fig.l 


The  apparatus  shown  in  fig.  1  is  attached  by  the  screw  socket  A  to 
the  screw  on  a  wall  bracket  or  on  the  branch  of  a  gasalier,  whereon  the 
gallery  for  carrying  the  shade  is  usually  attached.  The  gas,  as  it  passes 
the  tap,  ascends  through  the  central  pipe  B,  until  reaching  the  upper 
part,  when  it  descends  in  the  annular  space  C  contained  between  the 


inner  pipe  B  and  the  outer  pipe  D.  On  arriving  at  the  bottom  of  the 
passage  C,  the  gas  has  become  heated  by  the  flames  issuing  from  the 
burners  E  ;  and  in  this  heated  state  it  escapes  into  the  passage  F,  and 
thence  to  the  burners. 

For  the  purpose  of  carrying  the  glass  shades  used  with  the  burners, 
the  gallery  consists  of  the  central  piece  andjarms  G  shown  in  flg.  2,  to 
be  carried  at  the  upper  part  of  the  tube  D.  From  this  arrangement  it 
will  be  seen  that  the  glass  H  is  suspended  over  the  burners  E  by  its 
other  end  resting  upon  the  points  of  the  three  arms  G.  This  arrange¬ 
ment  not  only  gives  complete  support  to  the  shade,  but  admits  of  it 
being  moved  without  difficulty  for  the  purpose  of  being  either  cleaned 
or  replaced. 

APPLICATIONS  FOR  LETTERS  PATENT. 

12,273. — Lawrence,  J.,  “  A  new  or  improved  device  for  stopping  leak¬ 
age  in  hose  and  other  pipes.”  Aug.  25. 

12,281. — Cunningham,  J.,  “  Improvements  in  machinery  or  apparatus 
for  charging  gas-retorts.”  Aug.  25. 

12,283. — Wilson,  C.  C.,  “  Improvements  in  gas-stoves.”  Aug.  25. 

12.313. — Bosshardt,  F.,  “  Improvements  in  apparatus  for  detecting 
and  announcing  the  presence  of  explosive  gases  in  mines  or  other 
places.”  A  communication  from  Molas,  J.  Aug.  27. 

12,318. — Jardine,  j.,  and  Ferguson,  J.,  “  Improvements  in  and  re¬ 
lating  to  gas  and  air  reversing  valves  for  regenerative,  smelting,  and 
other  furnaces  or  purposes.”  Aug.  27. 

12,370. — Williams,  S.  de  la  Grange,  “New  or  improved  burners  for 
heating  lime-kilns,  and  brick  and  other  kilns  by  the  combustion  of  gas, 
and  for  other  like  purposes.”  Aug.  28. 

12,399. — Charon,  L.,  “  Improvements  in  gas  motors  with  variable 
expansion.”  Aug.  28. 

12,467. — Biddison,  S.  M.,  “  Water  and  oil  gas  machine  and  burner.” 
Aug.  30. 

12,472. — Williams,  H.,  “  Improvements  in  gas  motor  engines.” 
Aug.  30. 

12,518. — Maxim,  H.  S.,  “  Improvements  in  apparatus  for  naphtholizing 
or  carburetting  illuminating  or  other  gas.”  Aug.  30. 


PATENTS  WHICH  HAVE  BECOME  VOID. 
[after  the  fourth  year.] 

8030. — Nodes,  G.,  “  Self-acting  gas-cocks.” 

8080. — Leoni,  S.,  “  Gas-ovens.” 

8110. — Redman,  T.,  “Mercurial  gas  governors.” 


West  Kent  Gas  Company. — The  Directors  of  this  Company  report 
that  there  has  been  a  slight  increase  in  the  sales  of  gas  during  the  half 
year  ending  June  30  last ;  and  they  think  that  there  is  a  probability  of  a 
further  increase  in  consumption,  owing  to  the  introduction  of  new  indus¬ 
tries  into  the  district.  The  residuals  have  realized  better  results. 
Referring  to  the  public  lighting  of  Erith,  they  say  that  the  lamps  are 
now  being  experimentally  lighted  with  oil ;  and  even  if  this  mode  of 
lighting  can  be  adhered  to,  they  do  not  anticipate  that  it  will  materially 
influence  the  dividend,  as  the  profits  on  public  lighting  are  small.  The 
total  receipts  in  the  half  year  amounted  to  4;7329  9s. ;  and  the  expenditure 
to  i4333  18s.  The  Directors  recommend  the  payment  of  the  statutory 
dividends. 

Harrogate  Gas  Company. — The  half-yearly  meeting  of  the  shareholders 
of  this  Company  was  held  on  Thursday  last.  The  interim  statement  of 
accounts  was  read  by  the  Secretary  (Mr.  P.  H.  Wilkinson).  This  showed 
a  profit  of  i'3267  7s.  4d.,  which,  with  the  addition  of  the  balance  brought 
forward,  left  an  amount  available  for  dividend  of  f4046  13s.  9d.,  out  of 
which  (after  the  preferential  charges  were  met)  the  Directors  recom¬ 
mended  the  payment  of  an  interim  dividend  of  7J  per  cent,  on  the  “  A  ” 
stock,  £5  12s.  6d.  per  cent,  on  the  “B  ”  stock,  and  5i  per  cent,  on  the 
“  C  ”  stock,  leaving  a  balance  to  carry  forward  of  ^£9(36  12a.  8d.  The 
Chairman  called  attention  to  the  fact  that,  notwithstanding  a  reduction  in 
the  price  of  gas  of  3d.  per  1000  cubic  feet  in  January  last,  the  net  profit  of 
the  half  year  was  about  £500  in  advance  of  the  corresponding  portion  of 
the  previous  year;  and  he  anticipated,  if  the  Harrogate  season  is  not 
materially  injured  by  the  unfavourable  weather,  a  further  reduction  in 
price  may  be  made  in  1889.  He  considered  that  the  advantages  of  the 
sliding  scale,  when  properly  and  judiciously  developed,  were  of  equal 
benefit  to  stockholders  and  consumers.  For  example,  in  1881  the  Com¬ 
pany’s  “  A”  stock  was  selling  at  177J,  and  the  “  B  ”  at  148.  The  price  of 
gas  had  been  reduced  Is.  6d.  per  1000  cubic  feet ;  and  at  a  sale  by  auction 
recently,  the  same  stock  realized  327  and  237  respectively.  He  was  also 
pleased  to  state  that  the  Company  were  in  thorough  accord  with  the  local 
authorities ;  and  complaints  from  the  consumers  were  comparatively 
speaking  unknown,  as  the  Company’s  officials  educated  their  consumers 
in  utilizing  gas  to  advantage.  The  recommendation  of  the  Directors  was 
adopted,  and  a  dividend  declared  in  accordance  therewith.  The  meeting 
closed  with  a  unanimous  vote  of  thanks  to  the  Chairman,  the  Directors, 
and  the  Engineer. 

Completion  of  New  Filter-Beds  at  Devonport. — Two  new  filter-beds 
in  connection  with  the  Devonport  Water  Company’s  reservoir  at  Crown- 
hill  have  recently  been  completed,  and  are  now  in  use.  They  are  situated 
to  the  north  of  Crownhill  Fort,  and  are  about  a  i  mile  from  the  Company’s 
filter-beds  at  Brooklands,  which  were  completed  in  1877.  Since  then  there 
has  been  such  a  large  increase  of  population,  and  a  consequent  additional 
demand  for  water,  that  further  works  were  necessary.  The  new  beds 
were  commenced  in  November,  1886 ;  and  it  is  expected  that  these 
increased  filtering  facilities  will  meet  the  Company’s  requirements  for 
about  ten  years  to  come.  The  work  just  completed  consists  of  two  filter- 
beds,  each  115  feet  long,  80  feet  wide,  and  8  feet  deep  ;  a  pure-water  tank 
80  feet  long,  20  feet  wide,  and  9  feet  deep ;  a  gauge  tank  ;  and  a  service  of 
20-inch  cast-iron  pipes,  connecting  the  beds  with  the  mains  at  Brooklands. 
Both  the  old  and  the  new  filter-beds  are  connected  with  the  Crownhill 
reservoir  by  15-inch  cast-iron  pipes.  The  area  of  each  of  the  new  beds  is 
about  1000  yards  ;  and  each  bed  is  capable  of  filtering  about  500,000 
gallons  of  water  per  day,  equal  to  about  500  gallons  to  each  superficial 
yard.  In  each  bed  there  is  a  depth  of  about  4ft.  Bin.  of  filtering  materials ; 
the  top  18  inches  consisting  of  clear  silicious  sand,  brought  specially  from 
Bridport,  and  which,  before  being  placed  in  position,  was  carefully  washed 
in  machines  provided  and  fixed  in  the  centre  of  each  bed  for  the  purpose. 
The  filtering  material,  which  amounts  to  about  3000  tons,  was  washed  and 
put  in  place  by  the  Company’s  own  staff.  The  chief  Engineers  were 
Messrs.  T.  and  0.  Hawksley ;  the  progress  of  the  work,  which  has  cost 
several  thousand  pounds,  being  watched  by  Mr.  H.  Francis,  the  Com¬ 
pany’s  Resident  Engineer.  The  Contractor  for  the  excavations,  draining, 
and  masonry,  was  Mr.  G.  Shillabear,  of  Plymouth. 
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[fFe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 

MR.  CARPENTER  ON  GASEOUS  FIRING.  _ 

Sib, — Your  correspondent,  “  Jocelyn  Cruikshank,”  has  misread  rny 
letter  of  July  28.  By  coke  sold,  1  meant  the  quantity  sold  to,  and  paid 
for  by,  consumers  per  ton  of  coal  carbonized ;  and  the  figure  given,  o 
course,  represents  that  available  after  the  work’s  consumption  for  steam- 
raisine  and  other  purposes  besides  retort  heating.  „ 

As  “Jocelyn  Cruikshank”  very  truly  says,  there  cannot  be  much 
difference  in  the  weight  of  the  residual  coke  left  behind  in  the  retort 
after  carbonizing  a  ton  of  coal  in  either  of  the  places  mentioned  m 
his  letter.  Surely  then,  “  coke  sold  ”  is  a  better  indicator  of  ^ 
work’s  economy  than  figures  dependent  on  assunaptions  of  production 
discordant  in  the  highest  degree,  as  “  Jocelyn  Cruikshank  well  points 

In  conclusion,  I  am  confident  that,  despite  “  Jocelyn  Cruikshank  s 
evident  penchant  for  a  scientific  regenerative  furnace,  he  would  be  the 
last  person  to  affirm  that  a  scrap  of  value  attaches  to  any  of  the  patents 
for  “regenerators”  themselves — certainly  a  not  unimportant  considera¬ 
tion  in  the  economic  construction  of  carbonizing  plant. 

Chas.  C.  Cakpenteb. 

Sept.  1,  1888. _ 

THE  METROPOLITAN  GAS  COMPANIES. 

Sib,— Though  not  a  gas  engineer,  I  have  for  some  years  past  taken 
great  interest  in  the  working  of  the  three  great  Gas  Companies  which 
share  the  monopoly  of  the  London  Gas  Supply,  and  in  the  proceedings 
at  their  general  meetings.  More  particularly,  as  a  statist,  I  am  in  the 
habit  of  scrutinizing  the  statements  made  as  to  financial  results. 

The  Governor  of  The  Gaslight  and  Coke  Company,  as  is  well  known, 
is  accustomed  to  treat  the  proprietors,  in  general  meeting  assembled  , 
to  a  review  of  the  figures  contained  in  the  half-yearly  statement  ot 
accounts.  At  the  last  half-yearly  meeting  of  the  Company,  held  on 
Aug.  10,  Colonel  Makins  gave,  among  other  statistics,  the  figures 
relating  to  the  net  cost  of  coal,  showing  a  reduction,  which  he  said  was 
“  the  largest  reduction  I  ever  recollect  in  a  half  year.”  It  is  fairly  pre¬ 
sumable  that  the  Chairman  of  an  important  public  Company  certainly 
the  largest,  “  the  premier,”  of  its  kind  in  the  world — when  he  makes  a 
deliberate  statement  of  this  sort  at  the  shareholders’  meeting,  speaks 
from  information,  and  knows  what  he  is  talking  about.  I  haw  worked 
out  all  the  details ;  and  I  think  that  the  proprietors  of  the  Chartered 
Company — who,  as  a  matter  almost  of  course,  accept  the  Chairman  s 
words  as  “  gospel  ” — will  perhaps  be  surprised  to  learn  that  the  said  re¬ 
duction  in  the  net  cost  per  ton  of  coals  for  the  half  year  ended  June  30 
last,  as  compared  with  the  corresponding  period  of  1887— viz  ,  10 -did.— 
though  large  and  satisfactory,  had  previously  been  exceeded,  and  that 
considerably  and  so  recently  as  in  the  half  year  immediately  preceding 
(ended  Dec.  31  last),  as  well  as  in  the  half  year  ended  the  30th  of  June, 
1887,  with  which  comparison  was  made. 

The  following  tabular  statement  contains  the  net  cost  of  coal  per  ton 
for  the  five  half  years  here  brought  into  comparison,  and  the  several  de¬ 
creases  referred  to,  as  well  as  the  rate  or  percentage  of  decrease 


not  technical  matters  of  working  at  all ;  but  are  mere  questions  of  treat¬ 
ing  the  resulting  figures  by  the  four  plain  and  simple  rules  of  arithmetic, 
and  quite  within  the  competency  of  the  Board-scholar  of  the  penol. 

Moreover,  these  statistics  are  put  forth  on  authority,  as  fixed  standards 
for  comparison,  from  year  to  year.  If  the  Chairman  is  tope  regarded  as 
a  mouthpiece  merely,  the  responsibility  for  their  accuracy  is  only  shifted 
one  stage  farther  back,  where  it  will  assuredly  press  with  still  greater 

The  discrepancies  which  I  have  pointed  out  are  so  startling  that  I  trust 
you  will  accord  space  in  your  columns  to  this  expression  of  the  views  of 
one  who — beyond  paying  his  gas-bill  to  a  Suburban  Gas  Company  has 
no  connection  whatever  with  the  Metropolitan  Gas  Companies,  and  is 
therefore  impartial  and  independent.  Odtsidee. 

Aug'.  31,1888.  _ _ 

MR.  KEY’S  NORTH  BRITISH  ASSOCIATION  PAPER. 

Sir  _in  your  issue  of  the  28th  ult.,  in  the  paragraph  immediately 
under’ the  heading,  “  Mr.  Key’s  Paper,”  I  am  made  to  say,  “  The  effect 
was  to  put  out  the  gas.”  I  said  no  such  thing.  What  I  did  say  is 
quoted  in  my  paper,  reported  near  the  bottom  of  the  second  column 
of  page  291  of  the  Jodenal  for  Aug.  14— namely,  “  The  flame  of  gas 
has  almost  entirely  lost  its  luminosity,  although  the  shape  and  size  ot 
the  flame  remains  as  large  as  before.”  i-  t  « 

My  remarks  on  Mr.  W.  Young’s  very  valuable  paper  on  the  subject  of 
gas  and  oil  contact,  read  before  the  West  of  Scotland  Association,  and 
reported  in  the  Jodenal  for  Oct.  27,  1874,  have  been  entirely  omitted 
from  your  report  of  my  remarks,  I  have  frequently  verified  Mr.  Young  s 
experiments,  and  proved  for  myself  the  destructive  effect  of  hydrocarbon 
oils  or  gas  at  low  temperatures.  I  may  mention  that  the  temperature 
of  the  air  of  the  lecture  hall  in  which  I  read  my  paper  was  found  to  be 
68®  Fahr.,  which  in  my  experience  quite  justified  the  result  of  the  ex¬ 
periment,  and  proved  my  reason  why  the  temperature  of  all  apparatus 
in  gas-works  should  be  maintained  at  60®  in  winter. 

I  showed  a  sketch  of  my  apparatus,  to  extract  the  tar  by  striking  the 
gas  by  revolving  fans,  to  Mr.  Alex.  Black,  Manager  of  the  gas-works  at 
Alexandria,  N.B.,  17  years  ago.  ,  .  .  u  •  « 

Exception  was  taken  to  my  paper  from  the  fact  of  its  being  ot  a 
theorizing  nature,  and  for  not  having  brought  it  forward  before.  I  may 
perhaps  be  allowed  to  know  best  when  is  the  time  to  bring  forward  my 
plans  or  theory  ;  and  this  I  thoroughly  explained  to  the  meeting,  but  it 
also  is  entirely  left  out  of  the  report.  Valuable  papers  have  been,  from 
time  to  time,  read  before  the  members  of  The  Gas  Institute,  which  were 
wholly  hypothetical  in  their  character ;  and  they  were  discussed  then 
much  in  the  same  spirit  in  which  the  authors  brought  them  forward. 
The  authors  received  condemnation  from  no  one.  The  most  recent 
case  is  the  question  of  gasholders  without  guide-framing.  There  was, 
in  that  case,  not  even  the  desired  ounce  of  fact,  and  very  likely,  out  for 
the  theorizing  advanced  on  paper,  Mr.  Geo.  Livesey  may  not  have  had 
the  honour  of  being  the  first  to  put  it  into  practice  at  Rotherhithe. 

The  remainder  of  the  President’s  remarks  on  my  paper,  I  will  not  take 
any  notice  of,  further  than  to  say  (quoting  him),  “  It  would  have  been 
far  better  if  it  had  never  been  said  ;  ”  and  especially  in  this  case,  that 
the  Revision  Committee  had  exercised  more  discretion  than  to  have 
publicly  reported  them.  William  Kev. 

Glasaow,  Sent.  1,  1888. 


Half  Year  ended 

Particulars. 

1886. 

1887. 

1888. 

June. 

Deo. 

June. 

Deo. 

June. 

d. 

d. 

d. 

d. 

d.  . 

Net  cost  of  coal,  per  ton  . 

78-55 

76-08 

63-82 

62-54 

53-38 

Decrease  on  corresponding  | 
period  of  previous  year,  - 

per  ton . * 

Bate  of  decrease,  per  cent. 

— 

— 

14-73 

13-54 

10-44 

— 

— 

18-76 

17-80 

16-35 

Among  meaner  mortals,  such  an  oversight  or  error  would  go  far 
towards  convicting  a  speaker  of  ignorance  and  incapacity  in  ma,tters 
within  his  own  cognizance.  Seeing  that  Colonel  Makins  was  so  singu¬ 
larly  and  utterly  oblivious  of  a  not  unimportant  detail  in  the  working 
during  the  past  two  or  three  years  of  the  Company  which  is  his  especial 
charge,  he  can  hardly  be  expected  to  know  or  care  to  know  that  the 
decrease  which  he  deemed  unprecedented  had,  also  recently  and  largely, 
been  exceeded  by  his  immediate  and  nearest  rivals — the  South  Metro¬ 
politan  Gas  Company,  as  under 


Half  Year  ended 


Particulars. 

1886. 

1887. 

1888. 

Dee. 

June. 

Deo. 

June. 

d. 

d. 

d. 

d. 

Net  cost  of  coal,  per  ton  .  . 

58-54 

59-65 

46-15 

41-91 

Decrease  on  corresponding 
period  of  previous  year. 

— 

— 

12-39 

17-74 

per  ton . 

Rate  of  decrease,  per  cent.  . 

— 

— 

21-16 

29-74 

In  this  connection,  I  may  also  further  note  that  in  the  two  consecu¬ 
tive  half  years  ended  June  30  and  Dec.  31,  1884,  the  decrease  in  the  net 
cost  of  coal  to  the  South  Metropolitan  Gas  Company  was,  respectively, 
23-46  and  24-59  per  cent. ;  also  that  the  Commercial  Gas  Company’s 
accounts  showed  decreases,  in  the  net  cost  of  coal,  of  22-35  per  cent,  in 
the  half  year  ended  Dec  31,  1884,  and  of  20-12  per  cent,  in  the  half  year 
ended  Dec.  31,  1886.  . 

It  may — it  no  doubt  will — be  said,  in  reply,  that  the  Chairman  is  not 
expected  to  speak  on  technical  matters  as  an  expert  therein  ;  and  that 
all  such  figures  are  to  be  taken  cum  grano  salis  as  mere  figures  of  speech. 
Against  that,  however,  I  would  urge  that  I  have  in  my  rnind  the  case  of 
at  least  one  Chairman,  if  not  more  than  one,  who  makes  it  his  business 
to  understand  and  to  speak  of  all  such  details  with  knowledge,  and 
therefore  correctly.  But  it  is  still  more  cogent  to  remark  that  these  are 


The  Dabwen  New  Gas-Woeks.— At  the  meeting  of  the  Gas  and  Water 
ommittee  of  the  Darwen  Town  Council  on  Monday  afternoon  of  last 
-eek,  it  was  reported  that  the  new  gas-works  were  in  an  advanced  state  ; 
nd  that  probably  in  a  fortnight’s  time  the  manufacture  of  gas  would  be 
ommenced  there.  It  was  also  stated  that  the  supply  of  gas  had  gone  up 
D  per  cent,  during  the  mouth. 

Newpobt  (Mon.)  Watee-Woeks  Company. — The  final  half-yearly  meet- 
ig  of  this  Company  was  held  yesterday  week.  In  moving  the  adoption 
f  the  report,  the  Chairman  (Mr.  J.  Lawrence)  referred  to  the  acquisition 
f  the  undertaking  by  the  Corporation.  He  expressed  the  repet  ot  the 
iireotors  at  parting  with  the  property ;  but  said  he  hoped  the  transfer 
lould  be  for  the  benefit  of  the  town  at  large.  The  usual  maxiniiim  divi- 
ends  would  be  paid,  and  the  new  annuities  created  by  the  transfer  w^ld 
ear  interest  for  the  next  half  year,  and  be  payable  on  Jan.  1,  1889.  ihe 
aotion  was  carried  unanimously.  In  the  course  of  the  subsequpt  po- 
eedings,  the  Chairman  remarked  that  the  question  as  to  what  should  be 
one  with  the  reserve  fund  was  engaging  the  attention  of  the  Directors  ; 
,nd  as  soon  as  a  scheme  had  been  arranged,  an  extraordinary  meeting  or 
he  shareholders  would  be  called  to  consider  it.  It  was  imposmb  e  at 
iresent  even  to  indicate  the  sum  which  would  be  at  disposal.  Colonel 
jvne  moved  a  vote  of  thanks  to  the  Chairman  and  Directors,  and  alluded 
o  the  success  which  had  attended  the  Board  in  conducting  the  delicate 
legotiations  with  the  Corporation.  He  believed  the  transfp  had  been 
latisfactory  to  all  parties  ;  and  said  that  proof  of  this  was  to  be  found  in 
;he  circumstance  that  the  new  stock  was  4120  above  par  Mr.  E.  Grove 
n  seconding  the  motion,  expressed  the  hope  that  the  old  servants  would 
je  considered  in  the  scheme  for  dealing  with  the  reserve  fund.  Ihe 
notion  was  passed  unanimously. 

WOLVEEHAMPTON  Gas  COMPANY.- The  half-yearly  meeting  of  this  Com- 
aany  was  held  last  Tuesday.  The  accounts  showed  that  the  receipts  for 
ihe  six  months  ending  June  30  last  amounted  to  T27,904,  and  the  pP®  " 
iiture  to  i£20,637  ;  leaving  a  net  profit  of  ^7267,  which,  added  to  the 
Balance  brought  forward  from  the  previous  accounts,  made  a  sum  ot 
£7700  available  for  division.  The  dividend  rpommended  would  absorb 
£6392;  a  balance  remaining  of  i£1308.  Of  this  sum  the  Directors  pro¬ 
posed  to  place  £1000  to  the  reserve,  and  to  carry  forward  the  remaining 
£308  The  Chairman  (Mr.  J.  Underhill),  in  moving  the  adoption  of  the 
report,  congratulated  the  shareholders  upon  their  unproved  position, 
remarking  that  last  year  they  had  to  take  £1700  from  the  reserve  for  the 
purpose  of  paving  the  dividend.  The  £1000  to  be  added  this  half  ye^ 
would  make  'the  reserve  stand  at  £3327  ;  but  their  Act  allowed  them 
£5000.  When  this  aggregate  had  been  reached,  the  Directors  would  con¬ 
sider  the  question  of  reducing  the  price  of  gas.  Residuals  were  still 
below  their  former  value;  but  they  hoped  in  tinae  to  be  able  to  increase 
the  present  selling  price.  The  motion  was  carried;  »  lividend  of 

6  per  cent,  was  afterwards  declared  upon  the  consolidated  stock,  and 
3  per  cent,  upon  the  preference  capital.  A  vote  of  thanks  was  passed  to 
Chairman  and  Directors ;  and  a  similar  compliment  was  paid  to  the 
officers,  in  replying  to  which  Mr.  John  Annan,  the  Consulting  Engineer 
of  the  Company,  said  that  he  believed  as  the  price  of  gas  was  reduced 
there  would  be  an  increased  consumption. 


m 
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THE  PBOPOSED  REFORM  OF  PRIVATE  BILL  LEGISLATION. 

The  Minority  Report. 

When  noticing,  in  a  recent  number  of  tiie  Journ.yl  (nnfe,  p.  214),  the  pro¬ 
ceedings  of  the  Joint  Committee  of  the  two  Houses  of  Parliament  appointed 
to  examine  into  the  present  system  of  Private  Bill  Legislation,  we  stated 
that,  at  the  conclusion  of  the  Committee’s  labours,  two  reports  were 
presented — one  drawn  up  by  the  Chairman  (Lord  Monk  Brettou),  and  the 
other  by  Lord  Balfour  of  Burley.  Both  reports  were  read  to  the  Com¬ 
mittee;  that  of  the  Chairman  being  adopted,  with  some  slight  modifica¬ 
tions,  aud  presented  to  Parliament.  At  the  meeting  of  the  Committee  at 
which  the  report  was  agreed  to,  the  only  absentee  was  Mr.  T.  Healy ;  and 
the  final  decision  in  favour  of  the  Chairman’s  report  was  come  to  by  a 
majority  of  seven  votes  to  four.  The  voting  was  as  follows  : — For :  Lord 
Monk  Bretton,  Earl  Bathurst,  Lord  Kensington,  Sir  J.  Mowbray,  Mr. 
Craig-Sellar,  Mr.  Raikes,  and  Mr.  J.  Morley.  Against :  Lord  Balfour  of 
Burley,  Lord  Stalbridge,  Lord  Colville  of  Culross,  and  Sir  J.  Pease.  It 
will  be  seen  that  the  representatives  of  the  Upper  House  were  thus  equally 
divided  on  the  question  of  a  commission  acting  locally ;  while  the  members 
of  the  House  of  Commons  were  four  to  one  in  favour  of  reform.  Leaving 
out  Mr.  Healy,  the  solitary  exception  to  the  general  opinion  of  the  repre¬ 
sentatives  of  the  Lower  House  was  Sir  Joseph  Pease,  who  did  not  attend 
any  of  the  sittings  of  the  Committee  at  which  evidence  was  taken.  The 
text  of  the  adopted  report  was  given  in  the  Journal  last  week  ;  and  it  may 
be  interesting,  in  connection  therewith,  to  make  our  readers  acquainted 
with  the  views  of  the  minority,  as  embodied  in  Lord  Balfour’s  report,  by 
reproducing  this  document,  which  was  as  follows  ; — 

In  the  earlier  part  of  the  inquiry,  the  Committee  directed  their  atten¬ 
tion  to  the  complaints  which  have  been  made  against  the  present  system 
of  Private  Bill  Legislation,  with  the  view  of  finding  remedies  for  them. 
Incidentally,  they  heard  allusions  to  the  burden  imposed  on  members  of 
the  House  of  Commons  by  the  duty  of  serving  on  Private  Bill  Committees, 
intensified  by  the  alteration  in  the  hours  of  sitting  and  the  appointment 
of  Grand  Committees;  and  they  were  informed  of  a  resolution  of  a  Com¬ 
mittee  of  the  House  of  Commons,  that  if  the  House  were  divided  into  four 
Standing  Committees,  arrangements  should  be  made  to  relieve  the  House 
from  the  duty  now  discharged  by  Private  Bill  Committees.  In  reference 
to  this  matter,  Mr.  Stanhope  said  :  “  It  certainly  seemed  absolutely  im¬ 
possible,  if  any  of  those  schemes  were  adopted,  that  private  members  of 
the  House  of  Commons  could  continue  to  sit  upon  Private  Bill  Committees ; 
and  although,  for  the  present  at  any  rate,  those  schemes  are  put  on  one 
side,  yet  I  cannot  help  thinking  that  even  now  the  enormous  demand  made 
upon  members  of  the  House  of  Commons  to  sit  either  upon  Grand  Com¬ 
mittees  or  upon  Public  Committees,  involves  such  a  strain  upon  them, 
that  it  cannot  be  hoped  that  for  very  long  they  will  be  able  to  sit  on  Private 
Bill  Committees  also,  especially  if,  with  a  revival  of  trade,  there  should  be, 
as  there  probably  would  be,  a  large  increase  in  the  number  of  Private 
Bills.” 

Towards  the  end  of  their  investigation.  Sir  John  Mowbray,  a  member 
of  the  Committee,  gave  evidence  to  the  same  efiect,  but  of  so  emphatic  a 
nature,  that  it  seems  right  to  deal  with  this  point  before  considering  the 
other  matters  referred  to  the  Committee.  Sir  John  Mowbray  says  :  “  I  do 
not  either  deny  the  competence  of  the  Committees,  or  the  satisfaction 
their  decisions  give;  but  I  think  there  must  be  a  change,  and  that  sooner 
or  later  Parliament  will  have  to  transfer  its  jurisdiction  on  Private  Bills 
to  some  external  tribunal.”  “  I  find  that  in  each  Parliament  every  year 
it  becomes  more  and  more  difficult  to  man  the  Committees,  speaking  from 
my  experience  as  Chairman  of  the  Committee  of  Selection  ;  ”  and,  when 
he  is  asked,  “  The  consequence  is  that,  owing  to  those  various  reasons, 
the  number  of  members,  out  of  the  676  members  composing  the  House, 
who  are  available  for  Private  Bill  Committees  is  very  materially  reduced  ?  ” 
And  again,  “  It  is  very  materially  reduced.  And  there  is  another  fact  I 
would  mention,  and  that  is  the  altered  condition  of  Parliamentary  life. 
Members  go  a  great  deal  more  into  the  country  than  they  used  ito  do. 
They  go  down  to  visit  their  constituencies,  to  make  speeches,  to  open 
schools,  to  open  bazaars,  and  for  various  reasons ;  and  after  they  are  put 
on  Committees  they  ask  to  be  allowed  to  absent  themselves  for  a  particular 
day  of  the  week,  or  not  to  be  put  on  until  such  a  time,  because  they  have 
to  go  down  to  meet  their  constituents.  Then  when  certain  members  are 
asked  when  they  will  serve,  they  say,  ‘  July,  or  late  in  the  Session  ;  ’  and 
they  send  us  no  reply  in  many  cases.  In  one  Parliament  I  knew  a 
member  who,  whenever  he  was  put  on  the  panel  or  summoned  by 
the  Committee  of  Selection,  went  to  Paris,  and  telegraphed  to  us  from 
Paris.  We  are  met  with  every  sort  of  dodge  of  that  kind.  Many  members 
are  in  London  ;  yet  it  is  very  difficult  to  find  them,  although  they  are  in 
London,  when  they  are  wanted  to  serve  on  Private  Bill  Committees.” 

The  Committee  are  of  opinion  that  the  question  whether  a  change  shall 
be  made  in  the  system  of  Private  Bill  Legislation,  in  order  to  relieve  the 
House  of  Commons,  is  of  such  great  importance,  that  it  should  be  settled 
by  the  House  itself,  after  having  been  formally  discussed.  If  the  House 
of  Commons  decide  that  they  are  no  longer  able  or  willing  to  find  efficient 
Committees  to  deal  with  Private  Bills,  it  will,  of  course,  be  necessary  to 
find  some  other  method  of  dealing  with  Private  Bill  Legislation  than  that 
which  has  hitherto  been  in  practice.  Subject,  therefore,  to  the  opinion 
that  the  decision  of  the  House  of  Commons  must  settle  whether  their 
convenience  requires  that  Private  Bills  must  be  removed  from  the  con¬ 
sideration  of  Committees  of  Parliament,  the  Committee  believe  that  they 
can  best  serve  the  object  for  which  they  were  appointed  by  considering 
the  question  from  the  point  of  view  of  what  is  most  desirable  in  the 
interests  of  the  public  and  the  parties  to  Private  Bills.  They  believe  that 
the  value  of  their  conclusions  would  be  diminished  if  they  were  aSected, 
or  seemed  to  be  affected,  by  an  under  current  of  desire  to  get  rid  of  an 
irksome  and  thankless  duty.  If  not  so  affected,  their  recommendations 
as  to  the  best  mode  of  dealing  with  Private  Bills  will  be  of  use  when  the 
House  of  Commons  comes  to  discuss  the  governing  question. 

The  Committee  would  press  upon  Parliament  the  fact  that,  though  each 
Private  Bill  only  affects  individuals,  the  sum  of  Private  Bill  Legislation 
is  of  enormous  importance  to  the  commercial  interests  of  the  whole 
country.  In  connection  with  Mr.  Courtney’s  recommendation  of  a  Special 
Commission  to  deal  with  Private  Bill  Legislation,  this  question  was  put 
to  him  :  “  There  is  the  immense  sum  of  a  thousand  millions  of  money,  I 
believe,  already  invested  upon  the  faith  of  the  existing  Private  Bill 
Legislation.  Would  you  allow  your  Commission  to  rip  up,  if  it  became 
necessary,  the  existing  Private  Bill  Legislation  by  schemes  which  impinged 
upon  others  which  had  already  been  passed  by  Parliamentary  statute  ?  ” 
and  his  answer  was:  “I  conceive  that  the  Commission  would  proceed 
upon  the  same  principles  as  Parliamentary  Committees  proceed  upon,  and 
I  should  reserve  the  last  word  to  either  House  of  Parliament,  so  that  if 
the  Commission  became  revolutionary  either  House  might  interpose.  The 
Commission  would,  I  presume,  entertain  schemes  of  competition  with 
existing  companies,  just  upon  the  same  principle  as  Committees  of  the 
House  of  Parliament  do.” 


It  seems  only  necessary  further  to  add,  in  connection  with  this  part  of 
the  subject,  that  several  suggestions  have  been  made  for  mitigating  the 
burdens  upon  members  of  the  House  of  Commons.  For  instance,  it  has 
been  proposed  that  the  number  of  members  of  a  Committee  be  reduced  to 
three,  and  that  at  the  beginning  of  the  session  a  larger  proportion  of  the 
total  number  of  Bills  introduced  should  be  assigned  to  the  House  of  Lords 
than  has  hitherto  been  the  custom.  It  should  be  mentioned  that  in 
recent  years  that  proportion  has  already  been  increased. 

The  complaints  against  Private  BUI  Committees  have  come  principally, 
as  might  be  expected,  from  Scotland  and  Ireland,  and  have  been  chiefly 
with  regard  to  Bills  of  a  certain  type,  usually  promoted  by  corporations. 
The  analysis  of  these  complaints  shows  that  the  real  grievance  is  almost 
always  the  expense  caused  by  Committees  sitting  at  a  distance  from  the 
localities  interested.  Almost  the  only  complaint  against  Committees 
themselves  is  contained  in  the  evidence  of  the  Lord  Advocate,  who  says : 

“  I  do  not  know  what  confidence  in  the  country  a  Committee  of  the  House 
of  Lords  or  of  the  House  of  Commons  commands.  I  only  know  that  I 
hear  them  spoken  very  much  against  wherever  I  go.  I  know  sometimes 
one  Committee  decides  one  way,  and  another  exactly  the  reverse.  Both 
of  these  cannot  possibly  command  the  confidence  of  the  country  gene¬ 
rally.”  This  expression  of  opinion  is  not  borne  out  by  any  facts  placed 
before  the  Committee,  and  is  contradicted  directly  by  the  evidence  of 
those  who  have  most  experience  of  the  present  system.  Everyone 
else,  however  hostile  to  its  continuance,  admits  that,  so  far  as  the 
tribunal  itself  is  concerned,  it  would  be  difficult  to  improve  upon  that 
afforded  by  a  good  Committee  of  either  House ;  and  some  recommend  the 
actual  transference  to  the  locality  of  a  tribunal  composed  of  the  same 
individuals.  It  may  also  be  pointed  out  that  every  decision  is  probably 
regarded  with  disfavour  by  one  of  the  parties  concerned ;  and  as  the  one 
who  is  dissatisfied  probably  makes  more  of  his  grievance  than  the  indi¬ 
vidual  in  whose  favour  the  decision  has  been  given  says  about  the  satis¬ 
faction  with  which  he  regards  it,  it  is  not  to  be  wondered  at  that  such 
feelings  as  here  find  expression  should  have  grown  up.  It  is  also 
obvious  that  if  the  confidence  of  the  country  can  only  be  obtained  by  a 
tribunal  whose  decisions  are  never  reversed,  all  appeals  must  be  abolished ; 
and  this  objection  applies  even  to  every  Court  of  Law  but  the  ultimate 
Court  of  Final  Appeal.  The  Lord  Advocate  himself  gave  no  examples ; 
but,  as  an  instance  of  the  loose  and  inaccurate  statements  which  are  made 
on  this  point,  the  Committee  may  refer  to  the  evidence  of  Mr.  J.  Wilson, 
in  which  he  mentions  the  action  of  a  Committee  in  regard  to  a  Bill  for 
supplying  the  town  of  Falkirk  with  water,  and  says  that  the  Bill  now 
before  Parliament  is  “  practically  the  same  as  the  Bill  which  came  before 
the  House  of  Lords  a  few  years  ago.”  Being  questioned  upon  the  subject, 
he  is  obliged  to  admit  that  the  present  Bill  has  nothing  in  common  with 
the  former  one  except  that,  like  it,  it  proposes  to  supply  the  town  of 
Falkirk  with  water,  but  that  it  does  not  even  go  to  the  same  source  to 
procure  it.  It  may  be  pointed  out  that  but  for  the  accidental  knowledge 
of  a  member  of  the  Committee  of  this  fact,  the  complaint  made  by  Mr. 
Wilson  would  have  been  added  to  the  list  of  grievances  laid  to  the  charge 
of  the  present  system  of  Private  Bill  Legislation.  The  chief  complaint 
of  Mr.  Beveridge,  the  Town  Clerk  of  Dublin,  appears  to  be  directed 
against  the  reversal  of  the  decisions  of  Committees  by  the  House  itself. 

It  is  worthy  of  remark  that  no  witness  from  England  came  before  the 
Committee  to  complain  of  the  cost  of  Private  Bill  Legislation  by  reason  of 
the  inquiries  connected  with  it  being  conducted  in  London.  With  Scot¬ 
land  it  was  otherwise.  Witnesses  deputed  by  the  Corporations  of  Edin¬ 
burgh,  Glasgow,  and  Aberdeen,  and  by  the  Convention  of  Rjyal  Burghs, 
urged  that  much  unnecessary  expense  was  incurred  which  would  be  saved 
if  these  inquiries  were  delegated  to  an  external  tribunal,  with  powers  to 
conduct  them  in  the  localities  affected.  But  there  was  no  uniformity  of 
opinion  among  these  witnesses  as  to  whether  the  tribunal  should  sit  in 
Edinburgh,  or  should  hold  its  sittings  in  towns  and  places  more  nearly 
interested  in  the  subject  of  inquiry. 

In  support  of  their  views  in  regard  to  the  expense  of  the  existing  tribu¬ 
nal,  these  witnesses  produced  statements  of  the  costs  incurred  for  a  term 
of  years  by  the  corporations  which  they  severally  represented.  But,  so  far 
from  justifying  the  conclusion  that  the  real  burden  of  expense  was  charge¬ 
able  upon  the  London  tribunal,  these  statements  showed  that  it  was  to  be 
ascribed  partly  to  the  expense  which  must  have  been  incurred  before  any 
tribunal,  whether  local  or  metropolitan,  and  in  no  inconsiderable  degree  to 
expenses  incurred  by  the  presence  in  London  of  deputations  and  witnesses 
not  always  essential  to  the  transaction  of  the  business. 

This  appears  very  conspicuously  in  the  statement  produced  by  Mr. 
Colston  of  the  expenses  of  ”  The  Edinburgh  Extension  and  Sewerage  Act, 
1885.”  Upon  the  face  of  this  Statement,  £1477  12s.  was  alone  applicable 
to  London,  while  the  total  charges  amounted  to  no  less  than  A'5826  12s.  6d. 
It  is  moreover  to  be  observed  that  the  i;l477  12s.  set  down  as  applicable  to 
London,  included  the  large  sum  of  £257  19s.  6d.  paid  to  the  'Town  Clerk 
and  Deputy  Town  Clerk  for  their  expenses  there,  and  a  further  sum  of 
i;l97  14s.  6d.  as  the  expenses  of  a  deputation  to  London  of  members  of  the 
'Town  Council.  It  is  difficult  to  understand  why  the  presence  both  of  the 
Town  Clerk  and  Deputy  Town  Clerk  should  have  been  required  in  London  ; 
and  though  these  are  in  themselves  small  matters,  they  show  the  way  in 
which  the  present  system  has  been  worked  by  those  who  are  now  most 
forward  to  complain  of  the  expense  of  it.  On  the  other  hand,  the  expenses 
of  London  professional  witnesses  of  high  standing  was  only  j£246  15a.,  an 
amount  obviously  very  far  below  what  must  have  been  paid  to  these 
gentlemen  had  they  been  required  to  go  down  to  give  their  evidence  in 
Edinburgh.  Again,  the  Parliamentary  Agent’s  professional  charges  are 
stated  as  amounting  to  only  A‘350,  whereas  the  Town  Clerk,  who  acted  as 
local  agent  in  promoting  the  Bill,  had  the  sum  of  41500  paid  to  him  for  pro¬ 
fessional  services  in  London  alone,  and  general  business  in  connection 
with  the  Bill.  Again,  Mr.  Berry,  the  witness  for  the  Corporation  of 
Aberdeen,  being  asked ;  “  Are  any  measures  taken  by  the  Town  Council  of 
Aberdeen  to  get  the  allowances  made  to  the  deputation  taxed  in  any  way  ?  ” 
replied  “  We  are  generally  pretty  liberal  in  that  way;  we  deal  with  them 
generously.” 

The  statement  produced  to  the  Committee  by  Mr.  Colquhoun  on 
behalf  of  the  Corporation  of  Glasgow,  when  it  comes  to  be  analysed, 
works  out  in  much  the  same  way.  Mr.  Colquhoun  produced  a  statement 
showing  that  the  Parliamentary  expenses  of  Glasgow  for  10  years  from 
1872  to  1882  amounted  to  41108,302;  but  that  statement  includes  not  only 
the  expenses  of  the  corporation  as  a  corporation,  but  their  expenses  as 
owners  and  promoters  of  tramways  and  gas-works,  and  the  supply  of 
water  to  the  city,  and  a  considerable  sum  incurred  in  connection  with 
deputations  to  London  on  Public  Bills.  In  regard  to  the  cost  of  promoting 
and  opposing  Bills  in  Parliament,  an  analysis  was  presented  to  the 
Committee,  from  which  it  appears  that  the  Corporation  of  Glasgow  paid 
for  promoting  and  opposing  Bills  between  1870  and  1884  inclusive,  the 
sum  of  ;£79,546  17s.  6d.  Of  this  sum  ^10,699  2s.  lid.  are  stated  to  be 
the  London  solicitors’  charges,  while  the  local  solicitors’  charges  amount 
to  ^20,821  3s.  9d.,  or  nearly  double;  4;3,383  is  charged  as  deputation 
expenses  (including  officials),  while  the  whole  cost  of  witnesses,  other  than 
members  of  deputations,  is  only  411,803  2s.  3d.  House  fees  about  415,257 
19s.  6d. ;  London  counsel’s  fees,  i5,263  53.  4d ;  engineers,  architects 
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accountants,  &c.,  ^16,279  7s.  9d. ;  and  printing,  advertising,  lithographing, 
and  miscellaneous,  £16,039  78.  3d.  It  is  obvious  that  the  great  bulk  of 
these  expenses  is  not  specially  due  to  the  fact  that  Parliament  had  to  deal 
with  the  questions  at  issue.  They  must  have  been  incurred,  whatever 
the  tribunal,  or  wherever  it  sat ;  and  if  the  number  and  magnitude  of  the 
questions  dealt  with  be  considered,  it  is  by  no  means  certain  that  f^®se 
expenses  will  not  compare  favourably  with  the  expenses  which  would  be 
incurred  before  any  tribunal,  legal  or  other,  in  which  issues  equally 
important  would  have  to  be  discussed. 

The  statement  produced  by  Mr.  Berry  on  behalf  of  the  Corporation  of 
Aberdeen,  leads  to  similar  conclusions.  It  is  not  subdivided  so  thoroughly 
as  the  Glasgow  statement ;  but  it  shows  that  the  Parliamentary  expenses 
incurred  by  the  Corporation  qua  Corporation,  and  as  Harbour  Commis¬ 
sioners,  between  1886  and  1887,  were  £44,347  7s.  9d.,  of  which  £16,483  2s.  7d. 
were  spent  in  London,  that  sum  covering  House  fees,  fees  to  counsel, 
printing  evidence,  &c.  This  evidence  has,  however,  to  be  corrected  by 
the  evidence  of  Sir  Theodore  Martin,  from  which  it  appears  that  the 
amounts  set  down  as  Parliamentary  Solicitors’  accounts  are  in  some 
instances  overstated,  and  in  others  understated,  but  with  the  result,  upon 
the  whole,  that  the  London  expenses  were  greatly  less  than  the  amount 
shown  upon  Mr.  Berry’s  statement.  To  quote  only  one  instance,  Mr. 
Berry  gave  the  amount  of  the  Parliamentary  Solicitor’s  account,  in  con¬ 
nection  with  obtaining  the  Aberdeen  Municipality  Extension  Act  of  1871, 
at  £4664,  out  of  a  total  expenditure  of  £8031.  Upon_  inquiry  and  correc¬ 
tion  it  was  discovered  that  the  total  account  furnished  by  the  Parlia¬ 
mentary  Agent  to  the  Corporation  in  connection  with  that  Bill  amounted 
to  £2919,  of  which  £1007  was  for  professional  charges,  the  balance  being 
made  up  out  of  outlays  of  various  kinds,  and  bear  a  relatively  small  pro¬ 
portion  to  the  sums  set  down  for  deputations,  engineering,  local  agents, 
and  miscellaneous  expenses,  the  greater  part  of  which,  with  the  exception 
of  those  for  deputations,  must  obviously  have  been  incurred  before  any 
tribunal,  with  the  further  certainty  that  if  skilled  witnesses  from  London 
were  called  in  before  a  local  tribunal,  the  expenses  of  the  proceedings 
would  be  seriously  increased. 

There  is  almost  a  general  consensus  of  opinion  that  two  hearings  are 
absolutely  necessary.  In  the  first  hearing  the  parties  are  more  or  less  in 
doubt  as  to  the  case  of  their  opponents,  and  evidence  for  which  they  are 
not  fully  prepared,  is  often  placed  before  the  Committee.  It  is  objected 
that  when  promoters  are  defeated  at  the  first  hearing  they  have  no  appeal ; 
but  the  Committee  are  of  opinion  that  this  hardship  is  superficial,  for  the 
burden  of  proof  is  clearly  upon  those  who  come  to  ask  Parliament  for 
special  privileges  for  which  they  require  a  Private  Act.  Moreover,  it 
is  open  to  them  in  the  next  session  to  bring  in  a  new  Bill,  in  which  they 
can  meet  the  objections  raised,  and  which  is  heard  by  afresh  Committee. 
This  leads  to  the  remark  that  promoters,  if  defeated  upon  the  first 
occasion,  would  be  much  less  favourably  situated  if  they  brought  back 
their  Bills  a  second  time  to  a  permanent  tribunal,  and  that  such  a  tribu¬ 
nal  would,  by  making  precedents,  gradually  acquire  fixed  habits  and 
preferences,  and  would  not  readily  adapt  itself  to  the  changing  views  en¬ 
tertained  by  the  public  and  Parliament.  One  of  the  chief  difficulties 
which  beset  those  who  recommend  the  transference  of  the  Committee 
work  now  done  by  the  two  Houses  to  an  outside  tribunal,  is  the  question 
whether  that  tribunal  is  or  is  not  to  be  required  to  give  reasons  for  its 
decisions.  If  reasons  are  not  to  be  given,  it  is  difficult  to  see  how  Parlia¬ 
ment  is  to  exercise  any  effective  control  in  the  absence  of  individuals 
familiar  with  the  lines  upon  which  the  work  has  been  transacted;  if  on 
the  other  hand,  reasons  are  given,  the  tribunal  will  very  shortly  find  itself 
seriously  hampered  by  precedents  of  its  own  creation,  which  are  too 
nearly  akin  to  the  case  under  discussion  to  be  disregarded,  and  the  dis¬ 
regard  of  which  would  not  be  easy  to  explain  to  Parliament,  but  which 
might  not  be  so  exactly  the  same  as  to  altogether  rule  the  question  at 
issue. 

One  witness  suggested  that  reasons  should  not  be  given  under  ordinary 
circumstances,  but  only  when  an  appeal  was  taken  to  Parliament.  It  is 
obvious  that  the  enactment  of  such  a  condition  would  be  the  surest  way 
of  multiplying  appeals  to  Parliament,  if  only  to  satisfy  promoters  or 
opponents  as  to  the  consideration  which  had  guided  the  tribunal  in 
arriving  at  its  decision. 

Nearly  akin  to  this,  is  the  question  how  it  would  be  likely  that  a  per¬ 
manent  tribunal  would  deal  with  new  questions  of  policy  which  from 
time  to  time  force  themselves  on  the  attention  of  Parliament.  Such 
questions  as  that  of  the  payment  of  interest  out  of  capital  during  the  pro¬ 
cess  of  construction  of  works,  and  the  financial  problems  of  which  the  set 
of  clauses  known  as  the  auction  clauses  are  examples  of  questions  in 
which  difficulty  would  be  almost  sure  to  arise.  On  this  point  the  whole 
of  Mr.  Courtney’s  answer  to  Question  4311  is  well  worthy  of  serious  atten¬ 
tion. 

There  is  also  a  general  agreement  that  Parliament  must  in  every  case 
retain  the  control  of  Private  Bill  Legislation.  The  majority  of  the  wit¬ 
nesses  who  object  to  the  present  system  admit  this  with  perfect  frankness. 
The  most  common  suggestion  is  that  this  should  be  effected  by  the  Bills 
going  through  their  stages  in  Parliament  as  at  present,  except  that  at  the 
Committee  stage  they  should  be  referred  to  a  permanent  Commission ; 
and  that  it  should  be  competent  to  any  member  to  move  either  House  to 
order  a  re-hearing,  or  to  reject  the  Bill  on  second  or  third  reading. 
Against  this  the  Committee  would  quote  Mr.  Courtney,  who  says,  “  Any 
scheme  which  contemplated  that  Bills  should  be  read  a  second  time  and 
then  sent  for  examination  to  some  outside  tribunal,  in  my  opinion,  is 
subject  to  such  objections  that  they  are  scarcely  worth  serious  considera¬ 
tion.”  The  Lord  Advocate,  on  the  other  hand,  says,  “  The  re-hearing 
should  not  be  allowed  unless  there  was  a  primd  facie  case  made  out  for 
it  by  argument  in  the  House  itself.”  It  is  certain  that  the  strength  of 
the  case  would  be  gauged  by  the  number  of  members  who  could  be  got  to 
support  the  demand  for  a  re-hearing;  and  the  Committee  are  of  opinion 
that  any  plan  which  requires  that  the  attention  of  Parliament  should  be 
called  to  a  Private  Bill  by  motion  in  the  House  itself,  would  bring  back 
all  those  evils  which  induced  the  reference  of  Private  Bills  to  Select  Com¬ 
mittees,  and  would  cause  an  intolerable  interference  with  the  time  of 
Parliament.  Debates  upon  Private  Bills  would  almost  certainly  take 
place  with  greater  frequency  than  they  do  at  the  present  time ;  and  it  is 
not  improbable  that  the  time  gained  by  abolishing  Committees  would  be 
more  than  lost  by  debates  taking  place  in  the  whole  House. 

Various  schemes  for  the  establishment  of  an  outside  tribunal  have  been 
suggested  to  the  Committee,  and  whilst  recognising  their  ingenuity,  the 
Committee  would  point  out  that  they  differ  essentially  from  one  another, 
both  in  the  form  of  the  tribunal  itself,  and  more  especially  in  the  mode  in 
which  the  control  of  Parliament  is  proposed  to  be  retained. 

It  appears  to  the  Committee  that  the  remedy  of  creating  a  new  tribunal 
far  outstretches  the  evil  complained  of. 

It  is  not  suggested  that  the  more  important  Railway  Bills,  or  other  Bills 
dealing  with  engineering  works  of  the  first  magnitude,  could  be  dealt 
with  better  locally  than  at  Westminster.  The  evidence  proves  that  im¬ 
portant  companies,  even  the  Scottish  and  Irish,  prefer  to  transact  their 
business  in  London.  One  Scottish  witness  told  the  Committee  that  if  an 
Aberdeen  Bill  could  not  be  dealt  with  in  Aberdeen,  he  would  prefer  that 


it  should  be  dealt  with  in  London  rather  than  in  Edinburgh.  Reference 
may  also  be  made  to  the  action  of  the  town  of  Dundee  in  regard  to  its 
arbitration,  as  to  the  value  of  the  gas-works  when  purchased  by  the  Cor¬ 
poration.  The  witness  who  appeared  on  behalf  of  the  Corporation  to 
protest  against  inquiries  on  purely  local  matters  being  in  London  was 
actually  Provost  of  Dundee  at  the  time  when  that  arbitration  was  held. 
It  might  be  thought  that  no  subject  could  be  more  properly  matter  for 
local  inquiry  than  that.  Wtiile  it  was  in  the  power  of  the  Corporation  to 
have  held  that  inquiry  at  Dundee,  they  voluntarily  went  to  London,  in 
preference  to  taking  the  course  which  they  now  recommend  should  be 
compulsorily  imposed  upon  themselves  and  all  other  parties  to  Private 
Bills. 

The  Committee  are  of  opinion  that  it  is  by  no  means  certa.in  that  any 
saving  of  expense  would  be  effected  by  local  inquiries,  except  in  the  case  of 
comparatively  unimportant  Bills,  and  of  Bills  which  only  affect  a  very 
narrow  locality.  By  an  extension  of  the  Provisional  Order  system  many 
of  these  Bills  could  be  inquired  into  on  the  spot  by  an  inspector  from  a 
Government  Department ;  and  in  more  important  cases  these  Departments 
might  be  empowered  to  conduct  an  inquiry  by  a  small  Commission 
appointed  for  the  purpose,  which  would  carry  greater  weight  than  any 
single  official.  .  i  ^  i 

Some  relief  from  the  burden  imposed  upon  the  time  of  members  ot 
Parliament  by  the  present  system  of  Private  Bill  Legislation  would 
certainly  be  obtained  by  an  extension  of  the  Provisional  Order  system  in 
that  class  of  cases  to  which  it  is  more  especially  applicable,  such  for 
example  as  Municipal  and  Improvement  Bills — schemes  for  short  tram¬ 
ways,  and  undertakings  for  the  supply  of  gas  and  water.  _  _  ,  „  , 

The  first  cost  to  promoters  who  proceed  under  the  Provisional  Order 
system  is  much  smaller  than  by  Private  Bill.  Everybody  interested  might 
be  heard  at  the  local  inquiry  without  the  question  of  Zocws  standi  arising, 
and  some  advantage  in  the  way  of  getting  rid  of  opposition  is  cer^inly 
gained  by  the  fact  that  opponents  can  see  the  Draft  Provisional  Order 
before  it  is  submitted  to  Parliament.  The  total  number  of  Provisional 
Orders  which  have  been  confirmed  under  the  Local  Government  Board 
alone  between  1874  and  1887  is  1,169 ;  the  number  refused  confirmation  is 
11 ;  and  11  more  were  withdrawn  by  the  Board  for  various  reasons.  The 
number  of  confirmation  Bills  required  was  195. 

Except  in  the  case  of  opposition  in  Parliament,  promoters  are  put  to  no 
trouble  or  expense  in  obtaining  the  confirmatiou  of  their^  Orders,  They 
have  not  to  be  present  to  prove  compliance  with  Standing  Orders,  and 
even  if  there  is  opposition  the  promoters  have  to  defend  their  own  Order 
only  at  the  Committee  stages.  -r.  •  •  i 

The  time  which  members  of  either  house  have  to  devote  to  Provisional 
Orders  is  much  smaller  in  proportion  to  Private  Bills  because  the  opposi¬ 
tions  are  so  few.  ,  i.  i.  r  t»  • 

Amongst  the  disadvantages  under  which  the  present  system  ot  Provi¬ 
sional  Orders  labours,  may  be  mentioned,  that  in  opposed  O^'ders  there 
may  be  three  inquiries  instead  of  two,  as  in  the  case  of  a  Private  Bill ;  and, 
consequently,  the  expense  to  the  parties  may  be  increased;  and  in  some 
cases  it  is  complained  that  there  is  not  sufficient  elasticity  in  the  provi¬ 
sions  of  those  Acts  under  which  Provisional  Orders  are  issued  to  enable  a 
scheme  which  might  be  arranged  by  Provisional  Order  to  be  made  com¬ 
plete  in  all  its  details. 

The  Committee  are  of  opinion  that  though  one  appeal  is  necessary,  a 
double  appeal  in  the  case  of  an  opposed  Provisional  Order  to  both  Houses 
of  Parliament  is  unnecessary ;  and  they  suggest  that,  although  there  are 
some  objections  to  frequent  recourse  being  had  to  a  Joint  Committee  of 
both  Houses,  either  this  course  should  be  adopted  in  cases  m  which  a 
local  inquiry  has  been  held,  or  by  amendment  of  the  Standing  Orders  of 
both  Houses  of  Parliament,  no  petitioner  shall  be  allowed  to  be  heard  a 


second  time.  ,  •  j  .  u  v. 

The  Committee  believe  that  almost  everything  complained  of  could  be 
remedied  by  improvements  in  the  present  system.  Tliey  hesitate,  there- 
fore,  to  recommend  a  new  tribunal  (of  which  no  one  can  foretell  how  it  will 
work)  to  take  the  place  of  Committees  of  Parliament,  which  they  believe 
in  the  main  command  the  confidence  of  the  business  world  and  of  the 
country  generally.  Many  of  the  witnesses  who  have  demanded  the  sub¬ 
stitution  of  a  permanent  tribunal  for  Committees  of  Parliament,  have 
frankly  stated  that  they  had  no  experience  of  railway  business,  and  the 
Committee  are  decidedly  of  opinion  that  such  a  change  would  be  unwel¬ 
come  to  those  responsible  for  the  conduct  of  these  important  undertakings, 
and  little  less  than  disastrous,  if,  as  the  Lord  Advocate  observed  in  regard 
to  a  subsidiary  matter,  it  is  expected  to  be  that  several  years  must  pass 
before  the  new  tribunal  can  settle  down  to  a  fixed  regime.  “  "The  question 
is  what  it  will  be  five  years  hence ;  in  starting  any  new  thing  you  will 
have  troubles  ;  you  cannot  put  up  a  building  all  in  a  moment.” 

Considering  that  there  has  been  no  single  complaint  from  anyone  familiar 
with  railway  matters,  the  Committee  cannot  take  the  responsibility  of 
recommending  that  these  vast  interests  should  be  made  the  subject  of  a 
doubtful  experiment. 

Conclusion. 

Upon  the  whole,  and  subject  to  the  proviso  mentioned  in  the  earlier  part 
of  the  report,  the  Committee  have  come  to  the  conclusion  that  the  main 
features  of  the  present  system  of  legislation  by  means  of  Private  Bills 
and  Provisional  Orders  should  be  maintained ;  but  at  the  same  time  it 
is  capable  of  amendment  and  reform.  What  they  would  propose  in  this 
respect  may  be  briefly  summarised  as  follows  ; 

(а)  The  House  fees  might  be  reduced  by  nearly  one-half,  and  yet  pay 
the  expenses  properly  chargeable  to  them. 

(б)  The  costs  of  public  bodies,  such  as  corporations,  harbour  trusts,  and 
public  companies,  should  not  only  be  taxed  by  the  Taxing  Officers  of  the 

House,  but  be  audited  by  a  public  official. 

(c)  The  length  and  expense  of  the  notices  required  by  the  Standing 
Orders  could  be  much  diminished. 

{d)  Possibly  some  further  powers  should  be  given  for  the  awarding  of 
expenses  in  cases  of  vexatious  or  unnecessary  oppositions. 

le]  There  is  room  for  assimilating  and  harmonizing  the  provisions  of  the 
Standing  Orders  of  the  two  Houses ;  and  it  would  tend  to  economy  and 
efficiency  if  questions  of  non-compliance  with  the  Standing  Orders  were 
either  remitted  to  a  Joint  Committee,  or  if  the  decision  of  the  Committee 
of  the  House  in  which  the  Bill  originates  were  to  be  held  as  binding  upon 

the  other.  •  x  -r.-n 

(f)  By  judicious  alterations  in  the  rules  for  the  reference  of  Private  Bills 
to  the  Examiners,  it  is  probable  that  Committees  could  begin  to  sit  at 
least  somewhat  earlier  in  the  session  than  is  the  case  at  present. 

(g)  It  would  be  desirable  that  more  consultation  should  take  place  be¬ 
tween  the  officials  of  the  two  Houses,  so  as  to  secure  that  too  many  Com¬ 
mittees  are  not  appointed  at  the  same  time. 

(h)  Some  economy  of  the  time  of  the  House  of  Commons  could  be  effected 
by  originating  a  still  larger  number  of  Bills  in  the  House  of  Lords. 

(i)  It  should  also  be  clearly  established  that  the  discussion  of  clauses  in 
the  First  House  should  not  necessarily  be  held  to  disqualify  opponents 
from  opposing  the  preamble  in  the  Second  House.  If  it  were  not  for  the 
fear  of  this  technical  objection  being  taken,  a  practice  which  seems  to 
have  grown  up  without  any  definite  authority,  it  is  probable  that  an  even 
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larger  number  of  opposed  Bills  would  be  satisfactorily  settled  in  the  First 
House. 

ij)  The  practice  of  “  starring  ”  Bills  sent  to  Select  Committees  in  the 
Commons  should  be  extended  to  the  House  of  Lords. 

(i)  The  system  of  Provisional  Orders  might  with  advantage  be  extended, 
and  provision  made  for  special  local  inquiry,  in  oases  of  purely  local  con¬ 
cern,  to  be  held  by  a  stronger  tribunal  than  is  the  case  at  the  present 
time. 

(f)  Provision  should  be  made  that  opposed  Provisional  Orders  should 
only  be  heard  before  one  tribunal  in  Parliament ;  that  tribunal  to  be  either 
a  Joint  Committee  or  a  Committee  of  one  of  the  two  Houses. 

{m)  It  is  also  worth  consideration  whether  a  power  should  not  be  given 
to  the  Chairman  of  Committees  in  either  House  to  report  to  the  House 
that  a  matter  proposed  to  be  dealt  with  by  Private  Bill  is  rather  a  matter 
for  local  inquiry;  and  if  that  report  were  adopted  by  the  House  in 
which  the  Bill  is  arranged  to  originate,  it  might  be  remitted  to  the 
Government  Department  concerned  with  the  class  of  cases  to  which  it 
belongs,  and,  thereafter,  the  procedure  in  regard  to  it  might  be  on  the 
lines  of  that  recommended  for  Provisional  Orders. 


GAS  CONSUMERS  AND  THEIR  CONTRACTS. 

Commenting  on  the  case  which  recently  came  before  Mr.  Biron,  Q.C., 
at  the  Westminster  Police  Court,  as  reported  in  the  Joubnal  for  Aug. 
21  (p.  340),  the  Law  Journal  says:  “An  important  branch  of  domestic 
law  in  small  households  is  represented  by  the  gas  account,  although  the 
decision  of  questions  is  generally  simplified  in  far  too  one-sided  a  way  by  the 
power  given  to  companies  to  cut  off  the  supply.  When  a  person  other  than 
the  householder  has  agreed  to  pay  for  the  gas,  the  solution  of  difficulties  is 
not  so  easy.  No  pressure  can  be  brought  to  bear  on  him  by  cutting  off 
the  gas ;  and  the  question  is.  Who  is  liable  to  pay  the  bill  ?  The  question 
came  before  Mr.  Biron,  Q.C.,  at  the  Westminster  Police  Court,  and  seems 
to  have  been  decided  somewhat  too  summarily.  By  section  13  of  the 
Gas-Works  Clauses  Act,  1847  (10  Viet.,  cap.  5),  the  undertakers  may, 
among  other  things,  enter  into  a  contract  with  any  person  for  supplying 
with  gas  any  private  building ;  and  by  section  16  it  is  provided  that  if  any 
person  supplied  with  gas  by  virtue  of  this  or  the  Special  Act  neglect  to 
pay  the  rent  due  for  the  same  to  the  undertakers,  the  undertakers  may 
stop  the  gas  from  entering  the  premises  of  such  person,  and  recover  the 
rent  due  from  such  person  summarily  if  under  £20.  In  the  case  before  Mr. 
Biron,  the  house  in  question  had  been  occupied  by  Mr.  Darbyshire,  who  had 
entered  into  a  written  agreement  to  pay  for  the  gas,  to  be  terminated  by 
written  notice.  Two  years  ago,  Mr.  Darbyshire  left  the  premises,  and 
gave  verbal  notice  at  the  Company’s  office  that  the  supply  should  be  dis¬ 
continued.  The  Company  sent  a  man  to  disconnect  the  supply  ;  but  as  a 
new  tenant  was  coming  in,  he  refrained,  and  left  the  meter.  The  new 
tenant  paid  for  the  gas  he  consumed  except  three  quarters’  rent,  which 
when  he  left  the  house,  was  unpaid,  and  for  which  the  previous  tenant 
was  sued.  The  first  question  was  whether  the  contract  between  the  Com¬ 
pany  and  the  old  tenant  was  not  rescinded  by  his  notice,  accepted  by  the 
Company,  by  their  sending  a  man  to  cut  off  the  supply,  and  by  taking 
rent  from  the  new  tenant.  The  Act,  it  is  to  be  observed,  does  not  require 
a  written  contract ;  so  that  the  contract  may  be  rescinded  verbally  and 
by  mutual  consent.  This  question  appeared  to  require  more  considera¬ 
tion  ;  but  there  was  a  preliminary  question.  'The  summary  remedy 
which  The  Gaslight  and  Coke  Company  were  adopting  was  by  the  Act 
applicable  only  as  against  ‘  the  persons  supplied  with  gas  ;  ’  and  that  this 
person  must  be  the  person  actually  supplied,  and  on  the  premises,  seems 
clear  from  the  fact  that  only  one  person  is  contemplated  as  liable  by  the 
section — that  is,  the  person  whose  gas  may  be  cut  off.  This  view  is  con¬ 
firmed  by  section  39  of  the  Act  of  1871,  which  relieves  the  incoming 
tenant  from  liability  for  the  arrears  of  his  predecessor,  and  by  the  use 
of  the  word  ‘  rent’ — that  is,  payment  in  respect  of  occupation.’’ 


Electric  Lighting  of  the  Public  Streets  at  Barnet. — The  streets 
of  Barnet  were  lighted  by  electricity  on  Saturday  night ;  and  the  novelty 
excited  much  interest.  There  are  71  lamps,  each  placed  on  a  strong 
ornamental  iron  post,  12  feet  in  height,  and  fitted  with  a  reflector.  The 
dynamo  and  other  machinery  are  at  the  Hadley  end  of  High  Barnet;  and 
the  Company  are  said  to  purpose  laying  down  plant  sufficient  for  supply¬ 
ing  from  1000  to  5000  lamps  for  use  in  private  houses  and  places  of 
worship. 

The  Public  Lighting  of  Erith. — The  people  of  Erith  are  already 
beginning  to  understand  a  little  of  the  discomforts  which  are  associated 
with  such  a  retrogressive  system  as  that  of  “  illuminating  ’’  their  public 
streets  by  means  of  oil-lamps  ;  and  the  Chairman  of  the  Local  Board  has 
already  complained  that  Messrs.  Defries  are  endeavouring  to  light  the 
district  with  rather  a  short-handed  staff.  Complaints  are  made  that  some 
of  the  lamps  are  not  lighted  ;  and  in  consequence  of  this  the  Local  Board 
have  called  upon  Messrs.  Defries  to  pay  a  fine  of  2s.  6d.  (to  which  they  are 
liable  under  their  contract)  for  each  night  in  respect  of  each  lamp  which 
may  not  be  lighted.  Messrs.  Defries  have  pointed  out  that,  as  their 
charge  for  each  lamp  is  under  a  Is.  per  lamp  per  week,  a  fine  of  2d. 
per  lamp  would  be  quite  sufficient;  but  finding  that  the  Erith  Board  are 
not  disposed  to  look  at  it  in  this  light  (but  intend  to  have  their  “  pound  of 
flesh  ’’  for  each  default),  an  excuse  is  now  formulated  to  the  effect  that  the 
lamps  have  been  properly  lighted  but  have  been  extinguished  by  some 
maliciously  disposed  persons.  This  excuse  is  likely  to  be  unavailing,  for 
the  Board  consider  that  if  the  lamps  are  not  lighted  during  the  time 
agreed  upon,  the  defect  rests  with  Messrs.  Defries. 

Richmond  (Surrey)  Gas  Company. — The  half-yearly  meeting  of  this 
Company  was  held  last  Thursday — Mr.  George  Noyce  in  the  chair.  The 
report  of  the  Directors  announced  that,  in  consequence  of  the  increased 
efficiency  in  working,  and  the  general  improvement  of  the  works  referred 
to  in  their  last  report,  they  were  enabled  to  make  a  further  reduction  of 
2d.  per  1000  cubic  feet  in  the  price  of  gas.  They  recommended  maximum 
dividends  on  all  the  capital.  The  Chairman  proposed  that  the  report  and 
statement  of  accounts  should  be  adopted ;  both  being  very  satisfactory. 
The  capital  account,  he  said,  showed  a  slight  increase  of  expenditure; 
but  they  obtained  a  very  good  premium  for  their  stock.  In  the  repairs 
and  maintenance  account  there  was  a  slight  increase  also,  accounted  for 
by  the  renewal  of  purifiers.  The  loss  on  bad  debts  was  so  small  that  it 
did  not  exceed  2s.  4d.  per  cent.  After  paying  full  dividends,  the  profit 
and  loss  account  showed  a  good  balance  to  be  carried  forward  to  the  next 
account.  In  about  twelve  months  the  Company  had  reduced  the  price  of  gas 
to  the  extent  of  8d.  per  1000  cubic  feet ;  and  were  now  selling  at  2s.  lOd. ; 
and  as  long  as  they  were  able  to  do  this,  he  thought  they  would  be  able  to 
hold  their  own  against  the  electric  light.  The  Company  altogether  were 
in  an  excellent  position  ;  and  he  congratulated  the  shareholders  on  the 
success  that  had  been  achieved.  Mr.  Clarke  seconded  the  proposition, 
and  it  was  carried  unanimously.  The  Chairman  then  proposed  that 
dividends  in  accordance  with  the  report  be  declared;  and  this  was  agreed 
to.  Votes  of  thanks  to  the  Directors,  the  Engineer  and  Manager  (Mr.  T. 
May),  the  Secretary  (Mr.  E.  B.  Blott),  and  the  other  officers  concluded  the  ] 
meeting.  I 


CRYSTAL  PALACE  DISTRICT  GAS  COMPANY. 

Half-Yearly  Report  .and  Accounts. 

In  the  course  of  their  report  to  be  submitted  at  the  half-yearly  meeting 
of  shareholders  on  the  14th  inst.,  the  Directors  of  this  Company  state 
that  the  general  working  of  the  concern  during  the  half  year  to  June  30 
last  has  been  satisfactory.  The  price  of  coal  has  been  less,  and  that 
of  coke  has  improved;  but  owing  to  the  low  value  of  tar,  about  two-thirds 
of  the  total  make  has  been  used  for  fuel.  This,  it  is  pointed  out,  makes 
the  tar  sales  appear  low  ;  but  the  increased  quantity  of  coke  made  for  sale 
brings  up  the  total  for  residual  products  to  £14,247,  or  £2664  more  than  in 
the  corresponding  period  of  last  year.  The  increase  of  private  gas-rental 
over  the  June  half  of  1887  is  £1623 ;  this  being  partly  accounted  for  by  an 
augmented  consumption  of  gas,  in  consequence  of  the  cold  and  dark 
weather  during  the  six  months.  The  Directors  express  regret  in  having 
to  announce  that,  owing  to  continued  illness,  Mr.  H.  Palfrey  Stephenson 
declined  to  be  nominated  as  Chairman.  The  Directors  have,  therefore, 
elected  Mr.  Frederic  Lane  Linging  to  that  position  ;  and  Mr.  Stephenson 
to  that  of  Deputy-Chairman.  'The  Directors  recommend  the  declaration 
of  a  dividend  for  the  half  year  at  the  following  rates  per  annum : — 6  percent, 
on  the  preference  stock ;  7  per  cent,  on  the  ordinary  7  per  cent,  stock  ;  10  per 
cent,  on  the  ordinary  10  per  cent,  stock  ;  and  7  per  cent,  on  the  new 
ordinary  7  per  cent,  shares.  This  will  absorb  a  sum  of  £13,625 17s.  4d.,  less 
£369  for  income-tax.  Turning  to  the  accounts,  we  find  that  £45,542  was 
received  for  gas  from  private  consumers,  and  £3946  for  gas  used  in  the 
public  lamps ;  making  the  total  gas-rental  £49,488.  Meter  and  stove 
rental  amounted  to  £974;  and  residual  products  (as  already  mentioned) 
produced  £14,247.  These  various  items,  with  a  sum  of  £57  for  “  rents,’’ 
together  make  the  total  receipts  £64,767.  The  total  expenditure  amounted 
to  £48,122,  more  than  half  of  which  (£26,242)  was  spent  in  coals,  including 
all  expenses.  The  balance  of  £16,645  is  carried  to  the  profit  and  loss 
account  ;  making  the  net  profit  to  be  carried  forward  to  the  next  accounts 
(subject  to  the  June  half-year’s  dividends)  £21,417.  The  quantity  of  coal 
and  cannel  carbonized  in  the  half  year  was  37,697  tons,  from  which 
365,719,000  cubic  feet  of  gas  were  produced.  Of  this  amount  354,340,400 
cubic  feet  were  sold. 


DERBY  GASLIGHT  COMPANY. 

The  Half-Yearly  Meeting  of  this  Company  was  held  last  Wednesday — 
Mr.  G.  Gascoyne  in  the  chair. 

The  notice  calling  the  meeting  having  been  read. 

The  Chairman  moved  the  adoption  of  the  balance-sheet.  In  doing  so, 
he  referred  to  the  fact  that  during  the  whole  of  the  70  years  the  Company 
had  been  in  existence,  their  maximum  dividend  had  never  yet  dis¬ 
appointed  them,  and  had  never  yet  been  withheld.  Their  total  receipts 
for  the  half  year  ending  June  30  from  all  sources  had  been  £27,835, 
and  the  total  expenditure  £16,627 ;  the  net  profit  available  for  dividends 
being  £10,898.  The  amount  of  dividends  now  due  and  payable  was 
£8659 ;  and  the  total  amount  of  interest  due  to  the  bondholders,  £349 — 
thus  leaving  a  surplus  of  £2239  5s.  The  surplus  in  the  corresponding 
period  of  1887  had  been  only  £1343.  The  gains  by  which  the  result  arose 
were  in  nine  items — gas  and  meter  rents,  £130 ;  residual  products  taken  in 
the  bulk,  £404 ;  carbonizing,  £203  10s. ;  fewer  bad  debts,  £94 ;  rates  and 
taxes,  £121  19s. ;  maintenance  of  works,  plant,  &o.,  £96 ;  extra  materials 
sold,  £24;  maintenance  and  renewal  of  mains,  &c.,  £36;  and  discount  on 
various  bills,  £59.  The  total  gains  amounted  to  £1269  12s.  7d.  The 
losses  were  occasioned  by  the  following  five  items  : — Coals,  £127  7s. ; 
purifying  materials  and  labour,  £94 ;  salaries  of  the  whole  of 
the  staff  at  both  establishments,  £9  16s. ;  printing,  &c.,  £91  6s. ;  and 
additional  meters,  £26  16s.  The  total  loss  was  therefore 

£267  13s ;  leaving  a  balance  of  “  gains  ’’  of  £902.  The  quantity 
of  gas  manufactured  and  sold  had  been  diminished  by  the  loss  of 
several  mills,  which  just  latterly  had  unfortunately  been  shut  up.  Tar, 
he  might  say,  had  greatly  increased,  and  was  still  going  up  ia  value. 
Sulphate  had  risen  a  little ;  but  coke,  he  feared,  was  irredeemable.  Re¬ 
ferring  to  the  condition  of  the  works,  he  said  that  several  of  the  gas- 
tanks  required  alteration ;  and  the  purifying  plant  and  apparatus  was 
also  deficient.  Profit  had  been  made  on  their  stock,  which  fetched  £215 
on  the  10  per  cent.,  and  £150  on  the  7  per  cent. ;  and  this  he  considered  a 
very  satisfactory  result.  Their  good  fortune  of  to-day,  however,  was  not 
likely  always  to  last  to  an  equal  extent ;  and  considering  the  expenditure 
they  had  before  them,  they  must  not  let  their  expectations  be  formed  too 
high.  Concluding  his  remarks,  he  said  the  balance-sheet  showed  that, 
whilst  their  gas  remained  as  cheap  as  any  in  the  United  Kingdom,  they 
would  be  able,  after  paying  substantial  dividends  and  interest  on  the 
bonds,  to  carry  over  £2249  to  the  next  account ;  and  the  reserve  fund,  com¬ 
pared  with  what  it  was  in  the  corresponding  period  of  1887,  had  been  in¬ 
creased  from  £14,160  to  £18,057. 

Mr.  Richardson  seconded  the  motion,  which  was  carried. 

Dividends  were  next  declared  for  the  half  year  at  the  rates  of  10  and  7 
per  cent,  per  annum. 

Votes  of  thanks  were  next  passed  to  the  Chairman  and  Directors,  and  to 
the  Engineers  (Messrs.  T.  and  C.  Hawksley). 

Mr.  'T.  Hawksley,  responding  to  the  vote,  mentioned  that  he  had  been 
Engineer  of  the  Company  for  about  50  years.  He  regarded  the  Company 
as  one  of  the  most  secure  gas  properties  in  the  kingdom.  Mr.  Goschen’s 
new  law  relative  to  the  dividends  of  gas  and  water  companies  had  cer¬ 
tainly  conferred  a  benefit  on  the  Derby  Gas  Company,  whatever  else  it 
might  have  done  to  other  people. 

The  proceedings  then  terminated. 


EASTBOURNE  GAS  COMPANY. 

The  Half-Yearly  Meeting  of  this  Company  was  held  on  Monday  last 
week — Dr.  Jeffery  in  the  chair. 

The  notice  convening  the  meeting  having  been  read. 

The  Chairman  said  that  it  gave  him  much  satisfaction  to  move  the 
adoption  of  the  report  and  balance-sheet  (see  ante,  p.  341).  In  the  first 
place,  he  was  satisfied  because  the  Directors  had  been  enabled  to  offer  a 
good  round  dividend  to  the  shareholders.  They  had  embarked  a  consider¬ 
able  amount  of  money  (over  £90,000)  in  what  he  considered  a  speculative 
business,  which  business,  he  maintained,  should  have  a  high  percentage  of 
interest.  He  was  satisfied  also  because  they  had  been  able  to  make  the 
public  participators  with  them  in  their  success.  They  proposed  to  lower 
the  price  of  gas  both  to  the  Corporation  and  to  private  consumers.  The 
balance-sheet  showed  that  the  affairs  of  the  Company  were  in  a  thoroughly 
healthy  state.  The  balance  of  revenue  was  £4556  12s.  8d.  They  deducted 
therefrom  £18  17s.  6d.  for  interest ;  and  there  remained  £4537  15s.  2d., 
which,  added  to  £2403  183.  6d.  brought  forward,  gave  £6941  Ids.  5d. 
available  for  dividend.  The  Directors  recommended  a  dividend  at  the 
rate  of  12i  per  cent,  per  annum  on  the  £20,000  original  capital  of  the  Com¬ 
pany,  and  also  upon  the  £12,490  of  “  C  ’’  shares,  and  at  the  rate  of  9J  per 
cent,  on  the  £55,000  paid-up  capital  of  “  B  ’’  shares.  This  would  absorb  a 
sum  of  £4517  7s.  6d.  and  leave  a  balance  of  £2424  6s.  lid.  to  be  carried  for¬ 
ward.  The  capital  of  the  Company  had  been  slightly  increased  since  they 
met  last  time;  but  the  sale  of  gas  had  been  a  little  higher  than  the 
rate  of  interest  on  the  capital.  The  price  of  coals  was  more  than  6  per 
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cent,  higher  than  last  year,  and  this  was  due  ^he  ncreased  purchase  o 
cancel  coal;  for  the  Directors  were  anxious,  not  0“]^  *V°X„d  They 
of  gas,  but  to  keep  the  illuminating  power  3,  high  standard.  Ihey 
had  sold  to  private  consumers  59,373,900  4 ^  xhe 

Corporation  8,123,300  feet  of  gas,  at  the  cost  of 

leakage  had  been  considerably  less  than  last  year  °  to  fhrnr^ce  of 

residLl  products  showed  an  increase  in  price.  In  regard  to  tte  price  ot 

Tas,  he  h4d  to  propose  to  the  shareholders  that  it  f 

all  round-that  was  to  say,  that  it  should  1  gt  5d 

3s.  2d.  per  1000  cubic  feet  to  the  Corporation,  and  from  3s.  7d.  to  ^ 

to  private  consumers.  The  loss  to  the  Company  reduction  wouto 

be  something  like  £1200.  The  Directors  regretted  to  ®®® 

had  recently  given  the  Corporation  of  Eastbourne  a  reduction  in  the  price 

of  gas  of  2lrand  were  now  giving  them  a  second  reduction  of  2d  the 

Corporation,  instead  of  giving  any  relief  to  the  P  ^  ^ 

were  nuttine  the  money  received  from  the  pockets  of  the  ^as 

Company  in1;o  those  of  the  Electric  Light  Company.  The  latter 

had  Lerf  providing  lamps  on  the  Parade  for  £25  each  per  year ;  and  they 

now  rnfed  £35.  ®  The'^Corporation,  he  understood  were  going  to  ofie 

them  £30  per  year.  The  Gas  Company  had  taken  oS  2d.  per  1000  cubic 

feet;  and  the  Electric  Light  Company  wanted  to  put  on 

The  Chairman  then  quoted  from  a  circular  by  Messrs.  Long,  marto  , 

and  Down,  who,  with  the  Thomson-Houston  system  of 

supplied  1200-candle  power  lamps  all  night  m  Taunton  and  ? 

£22  per  annum.  Surely,  he  observed,  if  these  gon^o“®“  ®“PP^y 

1200-candle  power  electric  lights  all  night  at  a  cost  of  P®^, 
the  Eastbourne  Electric  Light  Company  should  be  able  to  do  it  at  £25 
In  conclusion,  he  referred  to  the  services  of  the  officer^remarking  that 
they  were  indebted  to  their  Consulting  Engineer  (M^  H.  E- 
M.  inst.  C.E.)  for  much  valuable  advice  ;  ana  as  to  their  Manager  (Mr.  J. 
Hammond),  as  far  as  his  connection  with  him  went,  he  could  not  speak  in 

too  high  terms  of  him.  _  3  i  j 

Mr.  T.  Bennett  seconded  the  motion,  which  was  adopted  without  any 

discussion.  .  1  i  3 

The  retiring  Directors  and  Auditor  having  been  re-elected. 

It  was  agreed  to  increase  the  Directors’  remuneration  from  £auu  to 
if 500  8» 

The  usual  complimentary  votes  of  thanks  having  been  accorded,  the 
proceedings  terminated. _ 

HAETLEPOOL  GAS  AND  WATEB  COM^NT. 

The  Annual  Meeting  of  this  Company  was  held  last  Wednesday— Mr. 
W.  H.  Fisheb,  J.P.,  in  the  chair.  .  •  iu  „ 

The  Secretary  (Mr.  T.  Trewhitt)  read  the  notice  convening  the  meet¬ 
ing;  and  it  was  agreed  to  take  as  read  the  Directors’  report  for  the  year 
ending  June  30  last,  a  summary  of  which  was  given  in  the  Journal  last 

^  Th’e^CHAiRMAN  said  he  thought  he  might  fairly  congratulate  the  pro¬ 
prietors  upon  the  improved  financial  position  of  the  Company.  Last 
year  they  paid  a  dividend  of  5§  per  cent. ;  and  to  do  this,  they  had  to  reduce 
thefioating  balance  by  £406.  This  year  they  had  earned  the  whole  of 
the  dividend  that  the  Directors  recommended— that  was  4  per  cent, 
more  than  last  year,  which  on  their  capital  meant  £1300.  In  addition,  they 
were  enabled  to  carry  £292  to  the  surplus  balance,  which  they  usually 
kept  in  hand.  Having  alluded  to  the  improvement  in  business  generally 
in  the  Company’s  district,  he  went  on  to  say  that  it  was  an  agreeable  fact 
that  they  had  made  192  million  cubic  feet  of  gas  in  the  year,  or  22  inillion 
in  excess  of  last  year.  As  to  the  cooking-stoves,  &c.,  this  department 
was  likewise  very  satisfactory.  Last  year  they  let  out  124  stoves ;  this 
year  201-being  an  increase  of  77.  This  increase  necessarily  required 
additional  accommodation ;  and  it  would  at  once  be  seen  that  the  time 
was  not  far  distant  when  the  Directors  would  have  to  look  forward  to 
extending  the  ground  they  now  occupied.  They  were  at  present  bound 
within  the  four  corners  of  an  Act  of  Parliament,  and  nearly  the  whole  of 
the  space  comprised  therein  was  covered ;  and  the  Board  had  now  under 
consideration  the  selection  of  farther  space  to  be  submitted  for  approval 
when  necessity  for  it  arose.  As  to  the  water  undertaking,  this  had  also 
been  satisfactory  ;  there  being  an  increase  in  the  quantity  of  water  sold 
of  38  million  gallons;  and  a  consequent  increase  of  revenue  of  £727  odd. 
The  Chairman  then  made  a  feeling  allusion  to  the  death  of  Mr.  iL.  i urn- 
bull,  who,  for  the  long  period  of  45  years,  had  acted  as  Solicitor  to  the 
Company.  He  concluded  his  remarks  by  moving  the  adoption  of  the 
report,  and  the  payment  of  a  dividend  at  the  rate  of  6  per  cent,  per  annum, 
less  income-tax.  .  ■  i  ■  3 

Mr.  Bakewell  seconded  the  motion,  which  was  unanimously  carried. 
The  Chairman,  replying  to  a  question,  stated  that  the  cost  of  their  new 
sulphate  of  ammonia  works  would  be  roughly  £1500.  _  -1 3-  ^ 

'The  retiring  Directors  were  next  re-elected;  and  Mr.  waddi^ton  was 
appointed  to  succeed  Mr.  C.  Eobson,  who  retired  from  the  Board  on 
account  of  failing  health.  .  3  3  u  • 

A  vote  of  thanks  to  the  Chairman  and  Directors  concluded  the  business 
of  the  meeting. _ _ 

WOKING  WATEE  AND  GAS  COMPANY. 

The  Ordinary  General  Meeting  of  this  Company  was  held  last  Tuesday, 
at  the  Offices,  6  and  6,  Great  Winchester  Street,  E.C.— Lieut.-Col.  E. 
Galt,  J.P.,  in  the  chair.  ,  ,  i- 

The  Secretary  (Mr.  W.  G.  Gribbon)  having  read  the  notice  convening 
the  meeting,  it  was  agreed  to  take  the  Directors’  report  as  ^^^ad.  Ibis 
showed  that  the  total  expenditure  to  date  on  capital  account  bad  been 
£57,907.  The  revenue  for  the  half  year  amounted  1°  i  “  the 

expenses  on  revenue  account,  including  depreciation,  to  £728  7s.  bd.  ihe 
Directors  have  decided  to  extend  their  mains  to  Eipley,  at  an  estimated 
cost  of  £800.  They  state  that  there  is  urgent  necessity  for  pure  drinking 
water  in  that  district;  a  large  number  of  the  surface  wells  from  which  the 
inhabitants  now  obtain  their  supply  having  already  been  condemned.  A 
revenue  of  £80  to  £100,  it  is  said,  may  be  anticipated  from  the  extension. 

The  Chairman,  in  moving  the  adoption  of  the  report,  said  the  revenue 
had  not  shown  the  elasticity  which  might  have  been  looked  for  by  some 
of  the  shareholders  during  the  past  half  year.  But  this  was  only  because 
by  Act  of  Parliament  Guildford  had  taken  over  the  supply  of  some  of  the 
houses  in  that  neighbourhood,  and  their  own  Company  had  lost  a  certoin 
sum  of  money ;  but  in  many  ways  they  had  gained  advantages,  ihe 
revenue  was,  however,  quite  sufficient  to  pay  a  dividend  of  34  per  cent,  on 
the  capital  expended,  and  to  carry  over  a  small  balance  to  the  next 
accounts.  Eeferring  to  the  new  well  at  East  Horsley,  he  mentioned 
that  they  had  sent  out  adits  in  two  or  three  directions  in  order  to  op^ 
the  crevices  of  the  chalk  and  to  intercept  the  water  as  it  poured  through. 
This  well  was  most  satisfactory  up  to  the  present  time;  and  the  Engineer 
had  reported  that  they  were  receiving  from  it  alone  50,000  gallons  of  water 
daily,  which  was  almost  running  to  waste  because  it  was  not  wantM. 
With  respect  to  the  purchase  of  the  Act  for  supplying  Farnborough,  the 
North  Camp,  Frimley,  and  York  Town,  the  Directors  did  not  feel  justified 
in  expending  from  £10,000  to  £20,000  in  an  enterprise  which  might  not, 
without  more  guarantee  or  some  assurance  of  support,  have  yielded  a 


sufficient  revenue  to  pay  a  dividend.  They  were  now  waiting  to  hear  from 
the  Farnham  Eural  Lnitary  Authority  whether  they  were  prepared  to 
ofier  any  guarantee  to  give  them  5  per  cent,  on  the  outlay  of  capital  He 
concluded  by  moving  the  adoption  of  the  report,  and  the  declaration  of  a 

dividend  of  p^r  cent.  .  ,  .  , 

Mr  R.  Hesketf  Jones  seconded  the  motion,  which  was  agreed  to. 

On  the  motion  of  Sir  H.  E.  Cartwbight,  seconded  by  Mr.  Quill,  a  vote 
of  thanks  was  passed  to  the  Chairman  and  Directors.  •  a.  j 

The  Chairman  having  briefly  replied,  the  proceedings  terminated. 

THE  SUPPLY  OF  OIL  GAS  AT  COLINSBUEGH. 

It  will  be  in  the  recollection  of  our  readers  that  about  this  time  last 
year  some  correspondence  appeared  in  the  Scotch  press  (extracts  from 
which  were  re-published  in  the  Journal)  relative  to  the  question  of 
manufacturing  gas  from  oil.  The  Secretary  of  the  Colinsburgh  Gas  Com- 
nanv  (Mr.  C.  G.  Dawson),  who  took  a  prominent  part  in  the  controversy, 
Ls  lately  communicated  to  one  of  the  Ediuburgh  newspapers  the  results 
of  a  year’s  working  of  his  Company,  as  recently  submitted  to  the  share¬ 
holders.  Broadly  stated,  the  results  are  these  :  The  price  of  Kas,  as  com¬ 
pared  with  the  coal  gas,  has  been  reduced  from  78.  lid.  per  1000  cubic  feet 
to  5s.;  and  instead  of  the  year’s  operations  resultmg-as  the  last  year  of 
the  manufacture  of  coal  gas  did-in  a  loss,  sufficient  profit  was  earned  to 
have  paid  a  dividend  of  8  per  cent,  on  the  capital  of  the  Company  The 
Directors,  however,,  only  declared  a  dividend  of  ^  cent.  'These  very 
satisfactory  results,  he  states,  have  been  produced  notwithstanding  the 
enormous  waste  of  oil  and  furnace  coal  which  took  place  during  the  first 
quarter  of  the  year,  but  which,  under  better  management,  has  now  been 
checked  Mr  Dawson  then  gives  the  statistics  (which  he  says  are  care¬ 
fully  registered  daily)  of  the  working  for  a  recent  quarter;— 

Cubic  feet. 

Gas  made  and  put  into  holder . 

Gas  consumed  per  meter .  ^ 


Deduct  for  street  lamps,  free 


17,185 

1,500 


15,685 


Leakage . . '  ‘  ' 

Or  11  per  cent,  of  the  total  make. 

Oil  made  into  gas . 

Gas  yielded  as  above .  112,585  cub.  ft. 

Or,  per  gallon .  il  tons 

Furnace  coal  used  .  . . 

Equal  to  1  ton  for .  9>382  cub.  It. 

Eeverting  to  last  year’s  correspondence,  he  remarks  that  an  attempt  was 
made  to  frighten  the  consumers  by  stating  that  the  ^°t® 

costly ;  that  it  was  smoky  and  impure  ;  and  that  it  would  quickly  choke 
the  pipes  with  tar,  &c.  He  thinks  that  the  above  Sg'^res^  efectuall^y  lay 
the  spectre  of  “  condensation  ;”  and  those  of  impurity,  smokiness, 
&c.,  have,  he  asserts,  proved  equally  groundless.  Last  year  he  predicted 
that  the  introduction  of  paraffin  gas  would  prove  remunerative  to  the 
shareholders  and  beneficial  to  the  consumers;  and  he  now  ventures  to  say 
that  the  prophecy  has  been  amply  fulfilled.  ^ 

Alluding  to  Mn  Dawson’s  statement  that  “  the  price  of  gas,  as  compared 
with  the  coal  gas,  has  been  reduced  from  7s.  lid-  to  5s.  per  1000,  a  co^ 
respondent  writes  as  follows  in  last  Tuesday’s  Scotsman,  under  the  nom 
de  \l\ime  of  “  Colinsburgh  :  ’’—Sometimes  the  English  language  is  used  to 
conceTour  meaS  ,  itfs  clearly  so  (inadvertently,  of  course)  in  this  case. 
Few  if  not  all,  of  your  readers  can  take  Mr.  Dawson  s  statement  to  have 
any  other  meaning  than  this-that  formerly  in  Colinsburgh  <rOnsamer5  of 
coal  gas  paid  7s.  Hd.,  and  that  now  they  only  pay  5s.  ®°- 

is  trL  we  formerly  paid  7s.  lid.,  but  last  quarter  we  paid  128  6d.  for  this 
oil  gas;  and  I  am  told  this  sum  is  arrived  at  by  some  wonder-working 
calculation  of  Mr.  Dawson’s,  based  on  the  idea  that  oil  gas  gives  two  or 
three  times  more  light  than  coal  gas,  and  thus  we  are  called  upon  to  pay 
12a  6d  per  1000  feet.  As  to  its  illuminating  power,  and  its  being  free 
from  smoke,  all  I  know  is,  that  if  you  use  a  small  burner  to  save  you  from 
its  smoke,  you  are  not  afiorded  sufficient  light;  and  if  you  use  a  large 
burner,  you  must  be  content  to  live  under  blackened  ceilings. 

Subsequent  correspondence  has  appeared,  controverting  the  statement 
in  the  last  sentence  of  “  Colinsburgh’s  ”  letter.  In  one  communication, 
signed  by  “  The  Manage^  of  the  Company,  the  writer  remarks  that  any 
gas  would  smoke  if  a  burner  too  large  for  the  pressure  were  used  At  the 
lame  time,  I  assert  with  confidence  that  our  gas  is  less  smoky  “ost 
ordinary  coal  gas.  I  had  special  orders  from  the  Directors  to  ascertain  if 
there  were  any  complaints  in  regard  to  the  quality  of  the  gas ;  and  I  am 
glad  to  say  most  all  the  consumers  to  whom  I  have  spoken  now  express 

themselves  satisfied  with  its  quality.  ’ 

Eeplying  to  “  Colinsburgh’s  ”  letter  on  the  28th  ult.,  Mr.  Dawson  states 
that  the  language  he  used  was  “  plain  and  unvarnished.  He  said  in  his 
first  letter,  that  the  price  of  the  oil  gas  “  as  compared  with  1;^®  6®'®’ 

had  been  reduced  from  7s.  lid.  to  5s.  per  1000  cubic  feet ,  and  further  on 
gives  an  explanation  of  his  meaning.  To  quote  his  own  words  .  Having 
found,  by  very  careful  experiment  and  observation,  that  the  pS,ra,ffin  gas 
was  of  such  high  illuminating  power  that  100  feet  of  it  was  equal  in  vatoe 
to  about  250  feet  of  coal  gas,  my  Directors,  in  order  to  P^'?''^® 4^®^ .w 
sumers  with  an  easy  and  accurate  method  of  comparing  the  price  of  their 
new  gas  with  what  they  paid  for  the  coal  gas  they  formerly  0®®^,  and  with 
the  coal  gas  used  in  the  neighbouring  towns,  charged  and  now  charge  the 
gas  as  if  it  were  coal  gas-converting  it  in  the  ratio  above  mentioned  It 
matters  little,  however,  how  it  is  charged  ;  the  point  is,  *®  P“® 

has  been  reduced.  Now,  take  ‘  Colinsburgh  a  own  ^®. 

not  or  will  not  understand  ours.  By  his  system  we  were  originally 
supplying  the  oil  gas  at  two  and  a  half  times  7s.  lid.  per  1000  fe®‘>  01 
19s.  94d.  T  now  we  are  able  to  give  it  at  two  and  a  half  times  5s.,  or  128.  6d. 
—reduction  in  price  of  oil  gas  per  1000  feet,  7s.  34d.  The  enlarged  Agn^es 
may  possibly  show  the  reduction  better  than  the  ones  I  supplied  ,  btit  for 
purposes  of  comparison  with  coal  gas,  of  course,  they  are  useless,  S'®  I“®y 
show  the  cost  of  a  gas  of  over  60-candle  power,  while  ordinary  coal  gas 
averages  from  20  to  22  candles.  For  comparison,  the  figures  I  gave  are 
accurate  and  reliable.”  In  regard  to  smoke  from  the  oil  gas,  Mr.  Dawson 
says  that  it  is  the  first  time  he  has  heard  a  complaint  since  their  present 
Meager  was  appointed  in  October  last;  and  he  unhesitatingly  affirnas 
that  the  gas  is  very  much  freer  from  smoke  and  impurity,  although  it 
passes  through  no  process  of  purification,  than  coal  gas,  which  does.  In  a 
postscript  to  his  letter  he  says  :  “  I  understand  meters  are  “ow  being 
made  in  Edinburgh  to  suit  a  certain  kind  of  oil  gas.  These  ‘®^  ^ 

every  100  feet  passing  through  the  meter,  which  is  a  much  higher  ratio 
than  ours,  of  250  to  100  feet. 

Sevenoaks  Water  Company. —This  Company  held  Ibeir  half-yearly 
meeting  last  Saturday  week,  when  the  balance  of  ‘be  profit  and  loss 
account  submitted  (£1133),  allowed  of  the  payment  of  dividends  of  8  per 
cent,  per  annum  on  the  consolidated  stock,  and  ^®^4  P® 

annum  on  the  share  capital— leaving  a  balance  of  £182,  which  it  was 
agreed  should  go  to  form  a  depreciation  fund. 


m 
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SALFORD  CORPORATION  GAS  SUPPLY. 

Annu.vl  Report  of  the  Gas  Committee. 

In  their  report  for  the  year  ending  March  25  last,  the  Gas  Committee 
of  the  Salford  Corporation  state  that  the  increase  in  the  receipts  from  the 
sale  of  gas  has  been  111788  ;  and  there  has  also  been  an  increase  from  the 
sale  of  residuals  of  j£2624.  These,  together  with  the  reductions  in  the  cost 
of  manufacture,  distribution,  and  management,  have  yielded  an  additional 
profit  of  JE5459  10s.  6d.  compared  with  the  previous  year.  There  was  a 
saving  of  nearly  411000  in  wages  for  carbonization,  chiefly,  it  is  stated, 
in  consequence  of  the  adoption  of  stoking  machinery  at  the  Regent  Road 
station.  Careful  attention  has  been  given  to  maintain  the  works  and 
plant  in  a  thorough  state  of  efficiency ;  and  an  extra  expenditure  of  £500 
was  consequently  incurred  for  repairs  during  the  year.  The  provision  of 
ilOOO  as  an  estimate  for  bad  debts  disappears  from  the  accounts ;  and  the 
actual  amount  sustained  (411148  17s.  5d.)  is  stated.  This,  however,  includes 
arrears  brought  forward  from  previous  years.  The  gross  profit  of  the 
past  year  is  4161,625  28.  9d.,  appropriated  as  follows  : — To  interest  to 
depositors  and  bank  interest,  i  136  2s.  9d. ;  redemption  fund,  being  principal 
and  interest,  £18,233  2s.  5d. ;  contribution  to  borough  redemption  fund, 
412089  16s.;  annuity  to  Salford  district,  £2530 ;  depreciation  fund,  works 
and  plant,  at  3  per  cent.,  £14,675  4s. ;  depreciation  fund,  hired  meters,  at 
8  per  cent.,  £3066  6s.  The  remainder  constitutes  the  divisible  profit.  It 
amounts  to  the  sum  of  £20,894  lls.  7d.,  which  has  been  apportioned  as 
follows,  proportionately  to  the  consumption  of  gas  in  each  district  : — To 
the  Salford  district,  £11,673  Is.  7d.  ;  Pendleton,  £5005  Os.  6d. ;  Broughton, 
£4216  9s.  6d.  The  Committee  remark  that  the  new  Engineer,  Mr.  Shou- 
hridge,  was  appointed  on  Feb.  20 ;  and  they  expect  under  his  management 
that  considerable  further  saving  will  be  eSeoted.  They  have  to  some 
extent  anticipated  this  by  reducing  the  price  of  gas  3d.  per  1000  cubic  feet 
in  the  borough,  and  6d.  per  1000  cubic  feet  in  the  out-districts. 


ROTHERHAM  CORPORATION  GAS  SUPPLY. 

Report  by  Mr.  Thomas  Newbigging,  C.E.,  on  the  Works. 

In  compliance  with  instructions  received  from  the  Rotherham  Corpora¬ 
tion,  Mr.  T.  Newbigging,  C.E.,  of  Manchester,  has  recently  presented  to  the 
members  of  the  Gas  Committee  a  lengthy  report  on  the  result  of  his  in¬ 
spection  of  the  gas-works  under  their  control.  In  this  he  states  that  the 
works  are  favourably  situated  as  regards  level  for  supplying  the  district; 
but  they  are  in  the  midst  of  a  considerable  population,  and  owing  to 
their  distance  from  railway  and  canal,  all  the  raw  material  of  manufacture, 
and  a  large  proportion  of  the  residual  products,  have  to  be  carted  to  and 
from  them.  The  cost  of  this  haulage,  and  the  nuisance  arising  from  it, 
are  not  inconsiderable.  The  difference  in  the  money  value  between  the 
site,  and  one  in  close  proximity  to  a  railway,  with  a  siding  connected  with 
the  works,  he  sets  down  at  2d.  per  1000  cubic  feet  of  gas  sold,  representing 
£1050  per  annum,  reckoned  on  the  present  gas  consumption ;  and  this 
sum  capitalized  at  4  per  cent.,  or  25  years’  purchase,  amounts  to  £26,250. 
To  remove  the  manufacturing  portion  of  the  works  from  the  existing  site 
to  one  contiguous  to  the  railway  (assuming  there  is  such  a  site  to  be  found 
in  the  district),  would  entail  a  sacrifice  of  two-thirds  of  the  above-named 
amount  of  capital.  It  will  be  for  the  Corporation  to  decide  the  best 
course  to  adopt ;  but,  he  adds,  there  will  come  a  time,  when  the  gas  con¬ 
sumption  grows,  when  the  Corporation  will  have  no  choice  but  to  deter¬ 
mine  on  a  new  site.  In  the  meantime,  it  is  possible  to  utilize  the  existing 
site  so  as  to  double  the  present  gas  production  upon  it,  by  the  erection  of 
a  new  retort-house  in  the  position  occupied  by  the  large  coal-shed,  and  by, 
at  a  later  period,  remodelling  the  present  retort-house  and  coal-stores. 
In  carrying  out  the  proposed  plan,  the  small  60-feet  holder  would  have  to 
be  dispensed  with.  To  put  off  theerection  of  the  new  retort-house,  which 
is  absolutely  required,  will  entail  an  increased  cost  of  working,  and  jeopar¬ 
dize  the  gas  supply  in  mid-winter.  The  whole  of  the  retorts  were  in  action 
during  the  last  heavy  lighting  season.  He  does  not  approve  of  the  settings 
of  nine  retorts,  of  which  the  Corporation  are  just  now  erecting  two  double 
benches ;  and  describes  the  charging  of  the  two  upper  retorts,  owing  to  the 
great  height  above  the  floor-line,  from  an  elevated  stage  moveable  along  the 
retort-house  floor,  as  a  cumbrous  expedient,  which  will  be  found  costly  if 
extended  throughout  the  length  of  the  building.  He  considers  it  is  a  mis¬ 
take  to  expend  money  in  this  direction  ;  but  does  not  blame  the  Manager 
for  suggesting  this  particular  kind  of  setting  under  the  circumstances,  as 
the  exigencies  of  the  demand  for  gas  required  that  provision  should  be 
made  for  a  larger  make  during  the  coming  winter.  The  new  house  should 
contain  a  retort-stack  20  feet  in  width.  The  present  stack  is  only  18  feet 
wide;  and  consequently  the  production  per  mouthpiece  (under  5000  cubic 
feet  per  day)  is  lower  than  desirable.  With  wider  benches,  and  fitted  with 
the  best  modern  appliances,  the  labour  cost  and  the  fuel  (coke)  account 
per  1000  cubic  feet  of  gas  made  and  sold  would  be  reduced.  To  enable  the 
Corporation  to  use  oxide  of  iron  with  lime  in  purifying,  it  would  be  neces¬ 
sary  to  put  down  two  more  purifiers,  covered  by  an  open  shed,  and  also  to 
erect  a  shed  to  cover  the  space  required  for  revivifying  the  material,  which 
course  he  recommends.  He  also  advises  manufacturing  the  ammoniacal 
liquor  into  sulphate  of  ammonia  on  the  works,  instead  of  selling  it  as  at 
present.  In  order  to  obtain  the  full  benefit  from  the  conversion  of  the 
liquor  into  sulphate,  the  whole  of  the  ammonia  should  be  eliminated  from 
the  gas,  and  secured  for  sale.  According  to  the  Gas  Examiner’s  reports, 
this  is  not  done  at  present ;  the  daily  tests  showing  that  from  3  to  4 
grains  of  ammonia  per  100  cubic  feet  are  present  in  the  purified  gas.  The 
fact  of  so  much  of  this  impurity  being  left  in  the  gas  is  objectionable,  both 
from  the  point  of  view  of  the  loss  of  revenue,  and  also  by  reason  of  the 
complaints  from  consumers  to  which  it  gives  rise.  Mr.  Newbigging  re¬ 
commends  the  erection  of  a  washer-scrubber  to  remove  this  impurity. 
The  large  underground  tank,  which  is  of  wrought  iron,  used  for  the  store- 
age  of  tar  and  ammoniacal  liquor,  he  reports  as  defective,  and  should  be 
replaced  by  a  new  cast-iron  tank.  New  smithy  and  other  workshops,  with 
the  necessary  machinery  and  tools,  are  also  required.  The  distributing 
mains  and  services  are  in  good  order.  The  gas-works  and  the  gas  depart 
ment  are  well  managed  ;  and  taking  into  account  the  disadvantages  under 
which  the  Corporation  labour  in  various  respects,  the  selling  price  of  gas, 
he  thinks,  is  reasonably  low. 


GREENOCK  CORPORATION  GAS  SUPPLY. 

Reduction  in  the  Price  of  Gas — Balance-Sheet  for  1887-8. 

At  the  Monthly  Meeting  of  the  Greenock  Police  Board  held  recently,  the 
Corporation  gas  accounts  for  the  past  year  and  the  fixing  of  the  price  of 
gas  for  1888-9  were  discussed.  In  the  minutes  submitted  by  the  Gas  Com¬ 
mittee,  there  was  given  an  estimate  of  the  probable  revenue  and  expendi¬ 
ture  and  profits  for  the  current  year,  terminating  on  June  80, 1889.  It  was 
estimated  that  the  revenue  would  amount  to  £36,800,  and  the  expenditure 
(including  £300  for  new  meters  and  main  and  service  pipes)  to  £25,180. 
To  the  latter  sum  would  have  to  be  added  £5500  for  interest,  and  £3000 
for  sinking  fund — making  the  total  expenditure  £33,680 ;  and  leaving  a 
profit  of  £3120.  It  was  also  stated  in  the  minutes  that,  in  view  of  the 
estimate  of  revenue  and  expenditure  submitted  to  the  meeting  of  the  Gas 
Committee,  Mr.  Lang,  jun.,  had  moved  that  the  Committee  recommend 
that  the  price  of  gas  be  reduced  5d.  per  1000  cubic  feet  (from  3s.  9d.  to 


3s.  4d.)  to  consumers  by  meter,  as  from  May  last.  To  this  two  amend¬ 
ments  were  proposed  ;  but  the  original  motion  was  ultimately  carried. 

Mr.  M’Onie  moved  the  adoption  of  the  minutes,  with  the  exception  of 
that  portion  where  it  was  agreed  to  recommend  a  reduction  of  5d.  in  the 
price  of  gas,  which  he  said  he  proposed  to  challenge  by  a  direct  vote  of 
the  Board.  Referring  to  the  Committee’s  estimate  of  the  revenue  for  the 
year,  he  said  it  was  about  £240  larger  than  for  the  year  which  had  closed ; 
but  they  expected  their  expenditure  would  be  increased  to  a  slight  extent. 
However,  putting  all  things  together,  they  would  find  that  if  trade  im¬ 
proved  in  the  town,  they  would  have  profits  to  the  amount  of  £3120,  as 
against  £3000  actually  made  last  year.  In  regard  to  the  proposed  reduc¬ 
tion,  he  thought  that  2id.  per  1000  cubic  feet  would  be  equally  just  and 
fair.  It  would  absorb  £1600  of  the  profits  which  they  expected  if  the 
price  of  gas  were  kept  as  it  had  lately  stood ;  but  by  granting  this  reduc¬ 
tion  of  2Jd.,  the  profits  would  be  secured.  No  one  would  be  better  pleased 
than  himself  if  they  could  reduce  the  price  by  5d.  But  if  they  reduced 
the  charge  to  this  extent,  the  inevitable  result  would  be  that  the  whole  of 
the  £3000  which  they  had  in  hand  would  be  absorbed  ;  and  consequently 
the  Board  would  not  be  able  to  make  the  two  ends  meet. 

Bailie  Sheaver  seconded  the  motion  for  the  adoption  of  the  minutes, 
with  the  exception  mentioned  by  Mr.  M‘Onie. 

Mr.  Lang  then  submitted  the  motion  which  stood  in  his  name.  He  said 
that  he  had  been  asked  whether  he  was  anxious  to  press  his  motion ;  and 
his  reply  was  that  if  he  could  get  an  assurance  from  the  Board  that  the 
reduction  of  2id.  per  1000  cubic  feet,  proposed  by  the  amendment  was  an 
honest  intention  to  sweep  away  for  ever  by  instalment  the  unjust  system 
of  paying  over  the  profits  of  the  gas  undertaking  to  general  police 
purposes,  he  would  be  content  with  that  in  the  meantime ;  but  he  feared 
that  some  of  the  old  members  were  not  yet  prepared  to  give  up  the 
practice.  As  they  knew,  there  was  a  large  amount  of  property  on  the 
valuation  roll  which  was  valuable  for  police  rates,  and  in  which  there  was 
no  gas  consumed.  Then  there  were  manufacturers,  shopkeepers,  &c., 
whose  consumption  of  gas  was  very  large  in  proportion  to  their  rateable 
rental  for  police  purposes.  He,  therefore,  thought  it  would  be  seen  that 
there  was  an  unequal  incidence  in  the  matter,’ as  between  paying  a  high 
price  for  gas  in  order  that  profits  might  be  handed  over  for  the  purpose  of 
keeping  down  police,  &o.,  assessments.  The  Gas  Act  provided  for  the  pay¬ 
ment  of  all  interest  on  borrowed  money,  the  expense  and  maintenance  of 
the  works,  and  the  laying  aside  of  a  sinking  fund ;  and  when  all  this  had 
been  done,  it  seemed  to  him  that  the  consumers  should  get  gas  at  what 
the  outlay  represented,  and  beyond  that  no  profit  should  be  exacted  and 
handed  over  for  the  purpose  of  keeping  down  taxation  in  another  quarter. 
When  he  mentioned  that  the  sum  paid  over  to  the  Police  Board  by  the  gas 
consumers  from  1872  to  July  17  this  year  amounted  to  £56,600,  and  in 
addition  thereto,  there  was,  or  ought  to  be,  a  contingent  fund  of  £4468, 
and  a  sinking  fund,  including  the  contribution  made  this  year,  of  £28,012, 
and  redeemed  mortages  of  £5400,  he  thought  they  would  agree  with  him 
that  the  gas  consumers  had  been  during  all  that  period  an  over-strained 
milch-cow,  for  the  benefit  of  general  police  purposes,  and  the  payment  of  a 
share  at  least  of  some  most  extravagant  undertakings  on  the  part  of  the 
Board.  It  appeared  to  him  that  it  was  now  high  time  that  the  reduction 
which  he  had  proposed  should  be  granted. 

Mr.  MTnnes  said  statistics  showed  that,  on  the  average,  after  a  reduc¬ 
tion  they  recouped  themselves  every  third  year.  He  was  quite  sure  no 
deficit  would  arise  by  taking  6d.  off  the  present  price ;  and  he  had  much 
pleasure  in  seconding  Mr.  Lang’s  proposal. 

A  long  discussion  ensued  ;  and  on  the  voting  taking  place,  fourteen 
members  supported  the  motion  in  favour  of  a  reduction  of  2id.  per  1000 
cubic  feet,  and  the  proposal  to  reduce  the  price  5d.  per  1000  feet  had  eight 
supporters ;  so  that  the  price  for  the  current  year  will  be  3s.  6Jd. 


The  following  is  the  balance-sheet  of  the  Trust  for  the  year  to  June  30 
last.  The  figures  for  1886-7  are  also  given  for  the. sake  of  comparison  ; — 

Bevenue. 


1886-7. 

1887-8. 

Consumers  by  meter . 

£24,508 

6  10 

£24,034  19 

0 

,,  by  contract  .... 

2,217  12 

10 

2,220  4 

5 

Resii^ual  products . 

4,594 

8 

0 

5,399  13 

7 

Town  and  harbour  lamps  .  .  . 

4,589 

15 

9 

4,710  6 

9 

Property,  Crawfurd  Street  .  .  . 

79 

0 

0 

79  0 

0 

„  West  Blackball  Street . 

63 

7  10 

56  14 

10 

Bad  debts  recovered . 

30 

10 

3 

22  14 

6 

Rental  from  gas  stoves  .... 

24 

3 

2 

32  0 

1 

Interest  on  pipes . 

0 

3 

0 

3  0 

10 

2  10 

9 

£36,107 

7 

8 

£36,561  4 

9 

Expenditure, 

1886-7. 

1887-8. 

Coals . 

£10,162 

0 

6 

£9,713  18 

9 

Interest  . 

5,767 

10 

6 

5,411  7 

4 

Sinking  fund . 

3,000 

0 

0 

3,000  0 

0 

Wages  and  salaries . 

5,118 

3 

7 

5,275  13 

8 

Repairs  to  retort-bench  .... 

1,445 

11 

11 

1,810  15 

5» 

Peu  duties,  taxes,  insurance,  &c.  . 

1,891 

8 

1 

2,405  0 

1 

Lime . 

591 

1 

5 

559  14 

6 

Oxide . 

112 

13 

4 

Cartage  of  ashes . 

144 

7 

7 

128  18 

0 

Stationery, printing, advertising, &c. 

170 

12 

10 

130  1 

4 

Repairs  to  buildings . 

290 

11 

3 

210  11 

0 

,,  apparatus . 

184 

2 

4 

85  12 

2 

„  main  and  service  pipes 

202 

17 

10 

315  16 

7 

,,  meters . 

472 

14 

2 

534  0 

11 

Town  and  harbour  lamps  .  .  . 

1,763 

11 

7 

1,788  11 

0 

Working  residual  products.  .  . 

1,829 

0 

1 

1,798  13 

1 

Income-tax . 

103 

4 

6 

96  4 

6 

Incidental  expenses . 

81 

0 

1 

110  6 

0 

£33,330 

11 

7 

£33,375  4 

4 

Gas  meters . 

276  16 

1 

114  12 

6 

Main  and  service  pipes  .... 

71  7 

11 

£33,607 

7 

8 

£33,561  4 

9 

Balance . 

2,500 

0 

0 

3,000  0 

0 

£36,107 

7 

8 

£36,561  4 

9 

♦  Including  41300  for  the  KlOnne  bench. 


Fatal  Accident  at  the  Beckton  Gas-Works. — An  inquest  was  held  at 
the  Poplar  Town  Hall,  on  Monday  last  week,  by  Mr.  Wynne  E.  Baxter,  on 
the  body  of  John  Stephens,  aged  62,  who  met  with  his  death  at  the  Beck- 
ton  Gas-Works  on  the  previous  Thursday.  From  the  evidence,  it  appears 
that  deceased  was  one  of  a  gang  engaged  in  unloading  the  steamship 
Medway,  which  lay  alongside  the  works.  As  he  went  to  get  a  drink  of 
oatmeal  and  water,  a  huge  tank  which  was  hanging  from  the  crane  was 
moved  by  a  man  named  Manning,  and,  catching  the  jib,  it  became  un¬ 
hooked,  and  fell  down  the  hatchway  on  to  Stephens,  killing  him  almost 
instantaneously.  A  verdict  of  “  Accidental  death  ”  was  returned. 
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THE  NEW  VYRNWY  WATER- WORKS  OF  THE  LIVERPOOL 
CORPORATION. 

Awaeds  in  Recent  Aebitbation  Peoceedings.  _ 

The  awards  in  the  arbitration  proceedings  between  the  Liverpool 
Corporation  and  Mr.  T.  Hawksley,  C.E.,  and  the  Trustees  of  River 
Weaver  Navigation  respectively,  in  respect  to  matters  connected  with 
the  Vrynwy  water  scheme,  have  recently  been  given. 

First,  in  regard  to  the  dispute  between  Mr.  Hawksley  and  the  Cor¬ 
poration,  it  will  be  in  the  recollection  of  the  readers  of  the  Jouenal  that 
when  the  Vyrnwy  scheme  was  first  adopted,  the  work  of  drawing  the 
plans  and  carrying  out  the  operations  was  entrusted  to  this  gentleman. 
Subsequently  a  difficulty  arose  between  Mr.  Hawksley  a,nd  the  Corpora¬ 
tion,  which  threatened  protracted  and  expensive  litigation.  R  -iros 
claimed  by  the  Water  Committee  that  Mr.  G.  F.  Deacon  M.  Inst.  C.E^ 
the  Corporation  Water  Engineer,  had  been  associated  with  Mr.  Hawksley 
in  the  preparation  of  the  plans  and  the  carrying  out  of  the  work  at 
Vvrnwv.  Mr.  Hawksley  seems  to  have  taken  exceptmn  to  any  divided 
responsibility  in  the  work  between  himself  and  Mr.  Deacon  ;  and  after 
the  works  had  progressed  to  a  certain  point,  Mr.  Hawksley  objected  to  a 
dual  responsibility,  and  practically  withdrew  fro“  further  control. 

A  difference  arose  between  the  Corporation  and  Mr.  Hawksley  as  to  his 
remuneration.  On  the  one  hand,  it  was  stated  that  Mr.  Hawksley  was 
entitled  to  be  paid  a  sum  amounting  to  nearly  £60,000  ;  while  on  behalf 
of  the  Corporation,  it  was  contended  that  he  was  really  entitled  to  a  tar 
less  sum.  Mr.  Hawksley,  to  enforce  his  claim,  commenced  legal  proceed¬ 
ings.  The  matter  was  ultimately  referred  to  the  Board  of  Trade,  to 
appoint  an  Arbitrator  to  decide  between  the  parties.  The  Arbitrator 
selected  was  Mr.  Bosanquet,  Q.C.;  and  this  gentleman  has  delivered  his 
award.  From  this  it  appears  he  has  awarded  Mr.  Hawksley  £14,12d, 
in  addition  to  the  sums  already  paid  him  by  the  Corporation  amounting 
to  £20  617  He  has  also  decided  that  the  Corporation  shall  pay  the  costs 
of  the’award,  which  it  is  stated  will  amount  to  a  very  large  sum— soine 
lawyers  estimating  it  at  about  £5000.  The  result  of  this  arbitration  will 
be  the  addition  of  a  very  substantial  sum  to  the  already  large  ugur®  which 
the  Vyrnwy  works  will  cost  above  the  amount  originally  inteimed. 

The  various  stages  of  the  arbitration  proceedings  between  the  Corpora¬ 
tion  and  the  Trustees  of  the  River  Weaver  Navigation  have  l^en  briefly 
reported  in  the  Jouenal  ;  but  we  may  here  reiterate  shortly  the  point  at 
issue.  The  Trustees  contended  that  the  line  of  pipes  should  be  conducted 
under  the  Weaver  in  a  walled  passage,  culvert,  or  tunnel,  at  a  sufficient 
depth  in  the  strata  to  prevent  the  possibility  of  any  interfereime  with  the 
navigation  or  future  improvement  of  the  water-way.  Mr.  Deacon,  the 
Water  Engineer,  however,  was  convinced  that  a  less  costly  and  thoroughly 
trustworthy  plan  could  be  adopted  without  resorting  to  the  construction 
of  a  tunnel.  The  method  he  proposed  was  a  very  simple  one.  He 
suggested  placing  flexible  steel  pipes  at  a  good  depth  in  thebedof  the 
river,  by  means  of  excavating  a  trench,  into  which  the  pipes  would  fall 
upon  being  floated  down  the  river  after  they  had  been  jointed  on  the  river 
bank.  In  his  opinion,  and  in  the  judgment  of  eminent  Engineers,  this 
plan  was  far  preferable,  and  not  likely  to  have  any  prejudicial  effect  on 
the  navigation,  or  be  a  source  of  danger  to  vessels  using  the  river.  Every 
effort  was  made  to  amicably  arrange  the  matter  in  dispute,  but  without 
avail ;  and  the  Board  of  Trade,  under  the  powers  granted  to  them  by  the 
Liverpool  Water- Works  Act,  1880,  appointed  Sir  Douglas  Galton  to  hear 
evidence  and  determine  the  point  at  issue  between  the  Engineers  of  the 
Trustees  and  of  the  Corporation.  All  the  evidence,  scientific  and  other¬ 
wise,  which  could  be  collected  by  both  sides  was  presented;  and  the 
inquiry  was  of  the  most  exhaustive  character.  This,  of  course,  occasioned 
great  expense ;  but  when  it  is  considered  that  it  meant  to  the  Corpora- 
tion  a.  difierence  of  at  least  ^10,000  in  the  cost  of  the  works  {according  to 
Mr.  Deacon’s  estimate),  it  is  not  surprising  that  their  representatives 
declined  to  give  way.  The  award  of  Sir  Douglas  Galton  is  in  favour  of  the 
scheme  proposed  by  Mr.  Deacon ;  so  that  the  cost  of  crossing  the  W^eaver 
will  be  kept  at  the  minimum.  _ 

The  Peesent  Position  of  the  Undeetaking. 

It  is  now  seven  years  since  a  commencement  was  made  with  the  new 
works  which  are  destined  in  the  near  future  to  provide  the  major  part  of 
the  water  required  for  the  supply  of  the  City  of  Liverpool  and  the  in¬ 
habitants  within  the  water  supply  district  of  the  Corporation  ;  and  Lie 
report  of  the  Engineer  of  the  works  (Mr.  G.  F.  Deacon,  M.  Inst.  C.E.) 
for  the  past  year,  the  issue  of  which  is  to  be  looked  for  within  the 
next  few  weeks,  is  expected  to  announce  that  with  two  exceptions  the 
tunnel  under  the  Mersey  and  the  Norton  water-tower— all  the  more  im- 
portant  works,  the  great  masonry  dam,  the  Hirnant,  Cynyion,  and 
Llanforda  tunnels,  the  Oswestry  filter-beds,  the  reservoirs  at  Parc  Uchaf, 
Oswestry,  and  Malpas,  nearly  the  whole  of  the  aq^ueducts  under  railways, 
together  with  the  intervening  pipe-line,  are  completed.  The  Cote- 
brook  reservoir,  also,  is  two-thirds  finished  j  and  with  the  completion  of 
the  tunnel  under  the  Mersey,  Liverpool  will  have  an  abundant  supply  of 
pure  and  soft  water.  The  tunnel  has  just  been  commenced  ;  and  the  iron 
castings  with  which  it  is  to  be  lined  have  been  delivered.  The  achieve¬ 
ment  of  the  Vyrnwy  scheme  is  therefore,  says  the  Liverpool  Courier, 
simply  a  question  of  months;  and  misconceptions  on  this  point  are  due 
simply  to  a  non-acquaintance  with  the  facts. 

After  a  rapid  glance  at  the  history  of  the  local  water  supply  from  the 
year  1846-7  downwards,  in  order  to  show  why  the  Vyrnwy  scheme  was 
entered  upon  at  all,  our  contemporary  proceeds  to  describe  the  artific^l 
lake  that  has  been  formed  by  throwing  a  dam  (-if  miles  long)  across  the 
Upper  Vyrnwy  Valley.  The  area  of  the  lake  thus  created  will  be  1121 
acres;  the  greatest  depth  of  water,  84  feet ;  and  the  area  drained,  about 
22,000  acres,  or  39i  square  miles.  To  fill  the  valley  will  take,  in  the  estima¬ 
tion  of  Mr.  Deacon,  less  than  an  average  year  of  minimum_  rainfall.  “  The 
whole  configuration  and  position  of  the  hills,”  he  says,  “is  favourable  to  a 
high  but  very  variable  rainfall;  and  of  the  twenty  rain-gauges  which  have 
been  in  operation  over  the  drainage  area  for  many  years,  one  to  the  east  of 
the  valley  has  recorded  as  little  as  49’73  inches  in  one  year,  whilst  the  other 
to  the  west  has  registered  118*51  inches  in  the  same  time,  or  more  than 
three-and-a-half  times  the  average  rainfall  at  Liverpool.”  During  the 
past  year  even  this  average  has  been  considerably  exceeded ;  so  that 
there  is  no  doubt  that  the  estimate  is  on  the  right  side.  The  present 
probabilities  are  that  the  lake  will  be  full  before  next  Midsurnmer,  or 
even  by  the  spring.  Indeed,  the  process  of  closing  the  two  discharge 
tunnels  through  which  the  compensation  water  is  to  flow  has  already 
been  commenced.  Each  tunnel,  15  feet  in  diameter,  will  be  walled  up  at 
either  end;  and  a  pipe,  30  inches  diameter,  laid  in  each.  This,  however, 
is  slow  work,  and  will  not  be  concluded  before  October  or  November. 
Prior  to  passing  from  the  lake,  the  water  will  have  to  flow  through  a 
huge  straining  tower  built  at  the  entrance  to  the  Hirnant  tunnel,  and  so 
leave  behind  all  large  floating  particles.  The  process  of  clarification  will 
be  completed  by  the  filter-beds  at  Oswestry;  these  (four  in  number)  being 
so  constructed  that  each  can  be  cleaned  in  turn  without  interfering  with 
the  supply.  All  this  portion  of  the  works  has  been  finished  for  some 
time. 

A  glance  at  the  course  of  68^  miles  which  the  aqueduct  follows  from 


Vyrnwy  to  the  existing  Prescot  reservoir  shows  that  it  pursues  a  zigzag 
course,  up  hill  and  down  dale,  in  what  might  at  first  seem  a  most  erratic 
fashion.  The  Vyrnwy  lake  is  830  feet  above  the  mean  sea-level ;  the  Pres¬ 
cot  reservoir,  277  feet.  There  is,  therefore,  at  Prescot  a  pressure^  of  553 
feet  of  water  ;  and  to  prevent  a  great  overflow,  it  was  necessary  either  to 
mount  the  reservoir  on  pillars  553  feet  high,  or  to  bring  the  water  down 
from  the  lake  in  stages.  Of  course  the  latter  method  was  the  only  practical 
one ;  and  it  has  been  carried  out  by  means  of  relieving  reservoirs,  each 
having  the  same  capacity,  and  built  at  regular  intervals  of  height  up  to  the 
level  of  an  imaginary  straight  line  drawn  between  the  respective  eleva¬ 
tions  of  Vyrnwy  and  Prescot.  This  line  is  called  the  “  hydraulic  gradient. 
The  relieving  reservoirs  are  four  in  number — Parc  Uchaf,  in  Wales;  and 
Malpas,  Cotebrook,  and  Norton,  in  Cheshire.  Their  effect  is  to  make  the 
pipe-line  safer,  by  reducing  the  static  pressure ;  whilst,  because  the  slope 
is  uniform,  the  discharge  is  not  reduced  in  any  way.  Leaving  Vyrnwy, 
the  water  passes  through  the  Hirnant  tunnel,  2i  miles  in  length.  At  the 
outlet  in  the  valley  of  the  Hirnant,  it  enters  pipes;  and  for  7  miles  flows 
underground,  passing  beneath  the  rivers  and  streams  into  the  Parc  Gchaf 
reservoir,  built  at  732  feet  above  the  sea,  and  capable  of  containing  2 
million  gallons.  After  an  undulating  course  of  4  miles  more,  the  water  runs 
through  the  Cynyion  and  Llanforda  tunnels,  crossing  the  narrow  and  preci¬ 
pitous  valley  of  the  Morda,  which  separates  them,  by  a  bridge.  The  outlet  of 
the  Llanforda  tunnel  discharges  into  the  Oswestry  reservoir ;  and  as  the  con¬ 
tour  of  thegroundis  here  favourable  tothe  construction  of  a  large  reservoir 
rising  to  the  “  hydraulic  gradient  ”  of  the  aqueduct,  advantage  has  been 
taken  of  the  fact  to  give  that  at  Oswestry  a  capacity  of  more  than  4b 
million  gallons.  By  this  means  the  remainder  of  the  aqueduct  to  Liver¬ 
pool  can  still  be  supplied,  even  though  there  may  be  a  stoppage  in  the 
rugged  and  somewhat  inaccessible  mountain  district  towards  Vyrnwy 
Besides  this,  however,  there  are  at  Oswestry,  in  connection  with 
the  filter-beds,  three  dear-water  reservoirs  with  a  capacity  of  something 
over  12i  million  gallons.  From  Oswestry  to  Malpas,  a  distance  of 
171  miles,  the  pipe-line  (except  when  carried  on  arches  across  the 
Wych-brook  Valley,  Cheshire)  is  entirely  underground  H  is  almost  com- 
pletely  underground  also  to  a  hill  near  the  village  of  Cotebrook,  which 
raises  to  the  level  of  the  gradient,  and  where  there  is  now  nearly  completed 
the  third  balancing  reservoir.  At  Norton,  11  miles  farther  on,  a  little  to 
the  south-east  of  Runcorn,  it  is  necessary,  in  order  to  reach  the  gradient, 
to  build  the  relieving  reservoir  on  a  tower  113  feet  high.  When  built  this 
tower  will  be  one  of  the  finest  yet  constructed.  It  will  be  twice  as  large 
as  the  one  in  Everton ;  being  90  feet  in  diameter,  and  of  the  same  capacity 
as  the  reservoirs  already  mentioned.  It  is  being  proceeded  with 
rapidly;  but  it  is  not  necessary  that  it  should  be  completed  imme¬ 
diately,  for  until  it  be  carried  out  there  can  be  at  this  point  an  overflow 

into  the  Weaver.  _  .  x  i  j 

The  most  difficult  part  of  the  entire  scheme  is  the  tunnel  under  the 
Mersey.  At  present  it  is  impossible  precisely  to  say  when  it  will  be  com¬ 
pleted.  All  that  can  be  said  is  that  the  Water  Engineer  fully  hopes  to 
deliver  water  through  it  during  next  summer,  or  at  all  events  next 
autumn.  It  is  900  feet  long,  10  feet  in  diameter,  and  lined  with  cast  iron. 
On  the  Cheshire  side  the  water  will  descend  in  steel  pipes  down  a  shaR 
slightly  larger  than  the  tunnel,  and  86  feet  deep.  On  the  Lancashire  side 
it  will  ascend  in  similar  pipes  another  companion  shaft,  104  feet  in 
depth.  It  will  then  flow  on  to  Prescot.  v,  /.if-.. 

The  Vyrnwy  works  are  designed  to  supply  ultimately,  should  the  city 
require  it,  40  million  gallons  a  day ;  but  at  the  present  moment  they  are 
being  carried  out  only  for  a  supply  of  one-third  of  that  quantity,  if  at 
some  future  time  the  needs  of  Liverpool  should  demand  it,  the  other  two- 
thirds  of  the  total  supply  can  be  obtained  by  the  erection  of  additional 
relieving  reservoirs,  and  various  other  minor  works.  The  erection,  again, 
of  another  set  of  reservoirs,  and  the  laying  of  a  further  line  of  pipes,  will 
enable  the  Corporation  to  obtain  the  maximum  influx  ;  and  all  this  has 
been  fully  provided  for. 

TOTNES  CORPORATION  WATER  SUPPLY. 

Inaugueation  of  a  New  Reseevoie. 

The  new  reservoir  at  Bridgetown  which  has  been  instructed  by  the 
Totnes  Town  Council,  on  land  leased  to  them  by  the  Duke  of  Somerset, 
was  formally  inaugurated  on  Tuesday  last  by  the  Mayor  (Mr.  J-  K.  L. 
Lloyd).  Among  those  present  on  the  occasion  were  several  members  of 
the  Town  Council,  the  Town  Clerk  (Mr.  E.  Wmdeatt),  the  Borough  Sur- 
vevor  (Mr  S.  Cuming),  and  the  Contractors  (Messrs.  Brook  and  As^. 
Alderman  Kellock,  Chairman  of  the  Water  Committee,  commenced  the 
proceedings  by  stating  that  he  regarded  that  day  as  one  which  would  be 
chronicled  in  the  history  of  Totnes;  the  event  being  a  very  important 
one  to  the  town.  The  water  was  supplied  from  the  Bowden  Spring, 
about  a  mile  distant.  There  had  been  several  ideas  with  reprd  to  the 
best  place  from  which  the  water  needed  for  the  reservoir  could  be 
derived;  and  in  1884  several  experiments  were  tried.  But  it  was  due  to 
Mr  Martin,  of  Exeter,  who  in  1885  recommended  the  Bowden  Sprin^, 
that  they  had  their  supply  from  this  source ;  his  suggestion  being 
adopted.  He  looked  upon  the  extra  supply  of  water  as  most  beneficial 
to  tL  inhabitants.  Dr.  Blyth,  who  had  tested 

that  it  was  good  in  every  respect.  In  conclusion,  he  remarked  that,  when 
foundation-stones  were  laid,  it  was  customary  to  present  the  person  per¬ 
forming  the  ceremony  with  a  silver  trowel ;  but,  on  the  present  occasion, 
he  hadWsure  in  presenting  the  Mayor  with  a  silver  ^6®“ 

subscribed  for  by  members  of  the  Town  Council ,  and  he  asked  him,  i 
their  name,  and  in  that  of  the  town,  to  accept  it  as  a  small  memento  of 
the  opening  of  the  reservoir.  The  Mayor  having  turned  on  the  water  and 
drunk  from  the  cup,  which  was  handed  round  to  the  membero  of  the 
Council,  then  formally  declared  the  reservoir  opened.  Bridgetown,  he 
said,  had  certainly  been  short  of  water  in  the  past.  It  was 
the  town  to  see  the  beautiful  building  sites  near  them  so  rapidly  taken 
up  and  built  upon  ;  and  nothing  was  of  greater  benefit  to  the  community 
th^an  a  plentiful  supply  of  good  water.  It  gave  him  great  pleasme  to 
accept  tL  handsome  cup  so  kindly  presented  to  him.  , 
the  company  were  entertained  at  the  Seymour  Hotel,  by  invitation  o 
Mr.  Jeflery  Michelmore,  Steward  to  the  Duke  of  Somerset. 

Noemanton  Gas  Company.— In  moving  the  adoption  of  the  Directors’ 
report  at  the  half-yearly  meeting  of  this  Coinpany  on  Saturday,  the  25th 
ult.,  the  Chairman  (Mr.  Statter,  J  ^^^^55?®^  q 

cient  profit  in  the  past  six  months  to  admit  of  the  “sual  P®{ 

cent  being  paid.  The  reserve  fund  now  stood  at  £1322.  The  quantity  oi 
rarmadeK  half  year  was  11,330,000  cubic  feet,  which  was  an  increase 
of  401,000  feet  over  the  corresponding  period  of  last  year,  or  about  5  per 
cent  The  leakage  was  13§  per  cent. ;  and  this  was  caused  by  the  co 
tinual  breakage  of  the  mains,  owing  to  the  coal-mining  operations  in  ti 
district.  The^ Chairman  then  went  through  the  accounts  in  detail  nearly 
every  item,  to  use  his  own  words  showing  “  a 

progress.”  The  motion  was  agreed  to  ;  and  a  dividend  of  8  per  cent.,  fre 
of  income-tax,  was  declared. 
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NOTES  FEOM  SCOTLAND. 

(from  OUB  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

After  a  good  deal  of  delay,  which  toay  probably  be  accounted  for  by  the 
reluctance  of  the  Gas  Commissioners  of  Edinburgh  and  Leith  to  show 
how  inadequate  an  estimate  they  formed  of  the  Edinburgh  and  Leith 
Company’s  works  before  the  agreement,  they  have  at  last  issued  the 
reports  which  they  received  from  Mr.  Geo.  Livesey,  C.E.,  and  Mr.  Alfred 
Lass,  F.C.A.,  respectively  on  the  works  and  books  of  the  Company.  These 
reports  you  will  probably  publish  in  another  column.  Both  of  them  are 
exceedingly  favourable  to  the  Company;  and  it  procured  in  time,  might 
have  been  made  by  the  Directors  the  foundation  for  a  higher  price. 

The  abolition  of  meter-rents  may  be  expected,  after  the  remarks  of  Mr. 
Colston  in  the  early  period  of  the  negotiations  for  the  transfer  of  the  gas¬ 
works,  to  be  one  of  the  leading  topics  of  discussion  at  the  ensuing  muni¬ 
cipal  elections  in  Edinburgh.  There  is  at  present  a  vacancy  in  the  Leith 
Town  Council ;  and  Mr.  Douglas,  one  of  the  gentlemen  who  aspire  to 
occupying  the  seat,  at  a  public  meeting  on  Tuesday  night,  put  the  subject 
forward.  He  denounced  the  present  custom  of  charging  a  rent  of  2s.  6d. 
a  year  per  meter,  no  matter  whether  the  consumer  received  17s.  per  week 
as  wages,  or  had  an  income  of  ±’500  a  year.  I  observe  that  the  Leith 
Company  realized  i;4796  from  meter-rents  last  year;  and  as  Mr.  Lass 
estimates  an  annual  surplus  from  their  business  of  4'4820,  the  Commis¬ 
sioners  should  very  soon  be  able,  assuming  the  larger  business  of  the  Edin¬ 
burgh  Company  to  produce  equally  favourable  results,  to  strike  off  the 
impost. 

The  inhabitants  of  Perth  were  subjected  on  Thursday  night  to  some 
temporary  inconvenience  through  an  interruption  of  the  gas  supply — an 
occurrence  which  is  so  rare  anywhere  as  to  make  the  incident  of  outstand¬ 
ing  interest.  During  the  hours  of  the  largest  consumption,  the  outflow  of 
gas  is  regulated  by  a  large,  and  at  other  times  by  a  small,  governor.  At 
eleven  p.m.,  the  small  governor  is  brought  into  use;  and  on  Thursday 
night,  it  failed  to  act.  The  large  governor  had  been  shut  off,  and  the  con¬ 
sequence  was  a  stoppage  in  the  gas  supply,  and  the  whole  of  the  gas  alight 
in  the  city,  both  public  and  private,  went  out.  The  foreman  at  the  works, 
perceiving  what  had  happened,  at  once  turned  on  the  gas  to  the  large 
governor — a  step  which  was  fraught  with  more  danger  than  the  cutting 
off  of  the  supply,  because  the  unlighted  gas  then  began  to  flow  out  of  the 
open  burners.  Fortunately,  no  accident  happened.  In  the  streets  the  gas 
escaping  from  the  public  lamps  smelt  very  strongly ;  and  the  hour  being 
late,  it  was  some  time  before  the  lamplighters  could  be  assembled  and 
started  to  re-light  the  lamps. 

The  oft-vexed  question  of  the  interference  with  public  thorough¬ 
fares  by  gas  companies,  was  raised  at  the  meeting  of  the  Haddington 
Town  Council  on  Monday.  The  Town  Clerk,  it  was  stated,  wrote  to  the 
Gas  Company  informing  them  that  Sidegate  Street  was  to  be  re-cause¬ 
wayed,  and  suggesting  that  the  Company  would  have  a  good  opportunity 
of  examining  their  pipes.  No  notice  was  taken  of  this  letter ;  but  after 
the  new  causeway  had  been  laid,  the  Company  proceeded  to  open  up  the 
thoroughfare.  It  transpired  that  the  town  made  no  charge  on  the  Com¬ 
pany  for  damage  done  to  the  streets ;  and  that  nothing  further  than 
grumbling  could  be  indulged  in. 

Though  the  Committee  who  are  investigating  the  allegations  of  over¬ 
charges  for  gas  in  Aberdeen  have  not  yet  issued  their  report,  it  is 
announced  that  they  have  discovered  the  increases  to  have  been  generally 
of  very  small  amount,  and  that,  in  a  good  many  of  the  oases  put  before 
them,  there  had  been  a  decrease  in  the  amount  charged. 

At  a  meeting  of  the  Elgin  Gas  Commissioners  on  Monday,  it  was  inti¬ 
mated  that  the  valuation  of  the  gas-works  and  plant  had  been  raised  by 
the  Assessor  from  £1043  to  AT322;  and  a  Committee  was  instructed  to 
look  into  the  matter.  An  offer  was  accepted  for  the  surplus  tar  and 
liquor  produced  at  the  works  during  the  ensuing  year,  at  the  rate  of  2s.  6d. 
per  100  gallons. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

The  annual  meeting  of  the  Partick,  Hillhead,  and  Maryhill  Gas  Com¬ 
pany  was  held  yeeterday.  Mr.  Henry  Cowan,  the  Chairman  of  the 
Company,  presided.  The  report  of  the  Directors  for  the  year  ending 
June  30,  a  summary  of  which  was  given  in  the  Journal  last  week,  was 
taken  as  read.  The  Chairman,  in  moving  the  adoption  of  the  report, 
referred  to  the  death  of  the  late  Secretary,  Mr.  J.  C.  Maccall,  C.A.,  and 
to  the  appointment  of  his  successor,  Mr.  J.  Graham,  C.A.  In  regard  to 
the  business  of  the  Company,  he  was  pleased  to  state  that  it  exhibited  a 
marked  improvement.  The  make  of  gas  for  the  year  showed  an  increase 
of  about  12  per  cent. ;  and  for  the  two  months  of  the  current  year  there 
had  been  a  considerable  increase  in  the  make  over  that  of  the  corres¬ 
ponding  period  of  the  preceding  year.  He  trusted  this  would  continue  ; 
and  as  there  had  been  a  great  amount  of  building  going  on  in  the  district, 
he  had  no  doubt  that  it  would  bring  into  play  much  of  the  Company’s 
distributing  plant.  The  net  balance  at  the  credit  of  profit  and  loss  account 
was,  he  remarked,  £7445,  of  which  the  Directors  proposed  to  apply  £1942 
in  extinguishing  the  balance  at  the  debit  of  the  suspense  account ;  and 
in  accordance  with  the  decision  of  the  four  Judges  of  the  First  Division  of 
the  Court  of  Session,  they  recommended  that  payment  be  made  to  the 
preference  shareholders  of  a  dividend  for  three  years,  less  income-tax — thus 
absorbing  £4950,  and  carrying  forward  a  balance  of  £552  16s.  9d.  to  the 
present  year’s  account.  Notwithstanding  the  reduction  in  the  price  of 
gas  from  3s.  to  2s.  lOd.  per  1000  cubic  feet,  the  revenue  account  showed  an 
increase  of  about  £3000  profit  over  that  of  the  preceding  year  ;  and  as  the 
coal  contracts  had  been  made  on  very  favourable  terms,  and  additional 
prices  had  been  obtained  for  the  residual  products,  they  hoped  that  the 
present  year  would  show  as  favourable  results.  After  referring  to  the 
efiScient  state  in  which  their  Manager  (Mr.  Levi  Monk)  was  maintaining 
the  works,  he  alluded  to  the  debenture  debt,  which  now  stood  at  £50,500 ; 
showing  a  reduction  of  £10,310  in  two  years.  With  this  reduced  capital 
they  were  doing  a  much  larger  amount  of  business.  He  thought  it  proper 
to  state  that  negotiations  were  at  present  pending  with  the  Glasgow  Cor¬ 
poration  Gas  Trust  for  the  purchase  of  the  works,  in  the  event  of  the  dis¬ 
trict  in  which  they  were  situated  being  annexed  to  the  city;  and  as  soon  as 
these  were  completed,  a  meeting  of  the  shareholders  would  be  called  to 
consider  the  terms  submitted.  He  concluded  by  moving  the  adoption  of 
the  report.  The  motion  was  seconded  by  Mr.  J.  King,  and  unanimously 
agreed  to.  It  was  subsequently  resolved  to  vote  a  sum  of  200  guineas  to 
the  Directors  for  their  services  during  the  past  year ;  being  an  increase  of 
60  guineas. 

A  considerable  amount  of  talk  has  taken  place  in  the  western  and  north¬ 
western  suburbs  of  Glasgow  within  the  past  few  days  regarding  the 
negotiations  referred  to  in  the  previous  “  Note.”  Amongst  “  outsiders,”  it 
is  generally  understood  that  the  negotiations  originated  with  the  Glasgow 
Corporation  Gas  Committee ;  and  it  is  stated  that  the  sum  which  it  is 
proposed  to  offer  for  the  works  is  £172,000,  or  £2000  more  than  I  mentioned 
last  week.  It  is  evident  that  the  Gas  Committee  mean  business ;  but  on 
the  part  of  the  Directors  of  the  Company,  there  does  not  seem  to  be  any 


very  marked  desire  to  sell  their  property  to  the  Corporation,  more  especially 
as  the  works  have  been  put  into  a  very  healthy  condition,  and  the  demand  for 
gas  has  greatly  increased  throughout  Maryhill  and  the  adjoining  suburbs. 
Persons  who  have  more  or  less  interest  in  the  proposed  purchase  are 
throwing  out  “  feelers  ”  in  various  directions  as  to  the  valuation  which 
practical  men  put  upon  the  works,  and  as  to  the  abilities  of  the  Manager, 
Mr.  Levi  Monk.  On  the  point  last  mentioned  there  is  not  room  for  the 
shadow  of  a  doubt,  when  the  present  position  of  the  Company  and  of  the 
works  is  compared  with  that  a  couple  of  years  ago.  In  the  event  of  the 
works  being  acquired  by  the  Glasgow  Corporation,  there  seems  to  be  every 
probability  that  Mr.  Monk  will  be  asked  to  transfer  his  services  to  the 
new  proprietors.  In  connection  with  this  matter,  it  is  worthy  of  mention 
that  the  shares  of  the  Company  have  of  late  been  dealt  in  almost  daily 
on  the  Glasgow  Stock  Exchange.  Last  Saturday  the  ordinary  shares 
changed  hands  at  90s.  per  share.  On  Monday  the  price  was  slightly 
advanced  ;  and  holders  at  the  close  wanted  91s.  The  preference  shares 
were  sold  on  Thursday  at  £6  10s.  per  share ;  and  the  ordinary  shares  were 
quoted  at  the  close  at  903.  Yesterday  89s.  per  share  was  paid,  which  was 
the  sellers’  quotation  at  the  close. 

At  the  meeting  of  the  Kilsyth  Police  Commissioners  on  Monday,  it  was 
agreed  that  the  price  of  gas  should  be  reduced  from  4s.  7d.  to  4s.  2d.  per 
1000  cubic  feet,  the  reduction  to  date  from  May  15  last.  It  was  further 
resolved  to  supply  the  consumers  with  Bray’s  burners  free  of  charge  ;  and 
that  those  consumers  v/ho  required  Bray’s  “  Special  ”  burners  should  be 
supplied  with  them  at  Id.  each. 

At  a  meeting  of  the  Directors  of  the  Biggar  Gas  Company  yesterday 
week,  it  was  resolved  to  reduce  the  price  of  gas  6d.  per  1000  cubic  feet  as 
from  May  26  last. 

A  parcel  of  39  £5  shares  in  the  Ayr  Gas  Company  have  recently  been 
sold  by  auction  at  £5  12s.  each  ;  and  on  the  same  occasion  67  £2  shares  in 
the  Newton-on-Ayr  Gas  Company  realized  £2  17s.  to  £3  per  share. 

The  Glasgow  pig-iron  warrant  market  has  been  buoyant  all  the  week, 
with  a  large  amount  of  business  done  from  day  to  day.  Prices  have 
advanced  during  the  week  from  3d.  to  4d.  per  ton  ;  the  finish  yesterday  at 
noon  being  about  the  best  prices.  A  number  of  inquiries  from  America 
and  the  Continent  have  been  reported  during  the  week  ;  and  during  next 
week  a  large  quantity  of  special  iron  will  be  taken  from  store  for  ship¬ 
ment.  Some  of  the  special  brands  of  makers’  iron  have  been  advanced  in 
price  during  the  past  week  or  so,  to  the  extent  of  Is.  to  2s.  per  ton. 

The  local  trade  continues  to  show  an  improvement.  In  some  of  the 
western  districts,  shipments  are  still  in  excess  of  the  production,  which 
has  been  curtailed  by  the  policy  of  the  miners  taking  an  idle  day  at  the  end 
of  the  week.  Slight  advances  are  now  being  conceded  for  furnace  coal,  and 
at  the  Glasgow  'Terminus,  main  coal  is  quoted  at  5s.  9d.  to  6s.  per  ton ;  ell 
and  splint  coal  also  being  firmer  in  price. 


CUERENT  SALES  OF  GAS  PRODUCTS. 

Liverpool,  Sept.  I. 

Sulphate  of  Am.'monia. — The  healthier  tone  apparent  about  a  week  ago 
has  gradually  changed  to  a  very  depressed  feeling,  due  in  great  measure 
to  the  rapid  reduction  of  the  London  quotations.  This  movement  has 
created  some  surprise  among  country  makers.  The  small  quantities  pro¬ 
duced  at  the  present  time  seemed  hardly  to  call  for  a  lowering  of  prices  ; 
nor  are  the  cheaper  rates  likely  to  increase  the  immediate  demand. 
Buyers  generally  now  anticipate  doing  better  during  this  month.  The 
facts,  as  far  as  the  country  is  concerned,  are  these  :  Very  little  oSering,  and 
immediate  parcels  scarce  at  nearly  all  the  ports  ;  hence  consumers  may  be 
mistaken  in  reckoning  upon  very  low  prices  in  September,  when  the 
demand,  although  later  (correspondingly  with  the  lateness  of  the  season) 
may  nevertheless  set  in  sharply.  To-day’s  market,  however,  closes  very 
weak,  with  sellers  at  £11  7s.  6d.,  Hull  and  Leith. 

London,  Sept.  1. 

Tar  Products. — There  is  more  enquiry  for  benzole,  and  90  per  cent,  has 
advanced  3d.  to  4d.  per  gallon.  Creosote  is  also  scarce;  and  higher  prices 
are  asked  for  oil  free  from  salts.  But  the  market  generally  is  slack;  and 
both  buyers  and  sellers  are  somewhat  indifferent.  The  following  prices 
represent  the  week’s  quotations: — Tar,  according  to  position,  173.  6d.  to 
228  .  6d.  per  ton.  Benzole,  90  per  cent.,  3s.  IJd.  per  gallon  ;  50  per  cent., 
2s.  4id.  Toluol,  Is.  8d.  per  gallon.  Solvent  naphtha.  Is.  2d.  per  gallon. 
Crude  naphtha,  30  per  cent..  Is.  per  gallon.  Light  oil,  3id.  per  gallon. 
Creosote,  2d.  per  gallon.  Pitch,  128.  to  138.  6d.  per  ton.  Carbolic  acid 
(crude),  3s.  4d.  per  gallon.  Cresylic  acid,  9d.  per  gallon.  Tar  salts,  158. 
per  ton.  Anthracene,  30  per  cent.,  “A”  quality,  Is.  6d.  per  unit ;“  B  ” 
quality,  la.  3d. 

Ammonia  Products. — Sulphate  of  ammonia  is  not  only  neglected,  but 
buyers  cannot  be  found,  even  with  an  inducement  of  2s.  3d.  per  ton  lower 
price.  There  can  be  no  doubt  that  the  market  is  in  the  hands  of  “  bear  ” 
operators ;  and  manufacturers  would  do  well  to  withhold  from  selling  in 
the  meantime.  Prices  ;  Sulphate  of  ammonia,  £11  to  £11  5s.  per  ton,  less 
discount.  Gas  liquor  (5°  Twaddel),  7s.  6d.  per  ton,  with  a  rise  or  fall  of 
Is.  6d.  per  degree.  Liquor  ammonia,  IJd.  per  lb.  Carbonate  of  ammonia, 
3id.  per  lb.  Muriate  of  ammonia,  brown,  £18  per  ton;  white,  £27.  Sal- 
ammoniac,  £30  per  ton. 


[From  the  Chemical  Trade  Journal,  Sept.  1.] 

Sulphate  of  Ammonia.— V aXnes  have  improved  all  round;  and  to-day’s 
price  at  Hull  may  be  taken  as  £11  lOs.  per  ton.  At  Liverpool  prices  are 
£11  10s.  to  £11  12s.  fid.  per  ton  ;  and  Beckton  £11  5s.  per  ton.  The  market 
prospects  are  altogether  brighter ;  and  there  is  every  reason  to  look  for 
better  prices  than  those  which  have  been  ruling  latterly.  Nitrate  of  soda, 
however,  still  offers  freely  at  low  rates ;  and  this  competitor  must  be 
borne  in  mind  by  those  who  may  desire  to  force  values  of  sulphate 
beyond  a  safe  point. 

Tar  Products. — The  position  of  the  market  for  benzoles  is  without 
change;  and  prices  remain  at  2s.  4d.  and  2s.  lid.  for  50’8  and  90’s  respec¬ 
tively,  with  very  little  business  doing.  Crude  carbolic  is  decidedly  weaker, 
at  38.  l§d.  per  gallon  for  60’s  at  makers’  works.  Even  lower  offers  have 
been  refused  by  some  buyers.  Anthracene  still  commands  good  prices, 
both  for  “  A  ”  and  “  B  ”  qualities.  Pitch  is  without  change.  'The  demand 
for  creosote  continues ;  and  makers  realize  for  good  qualities  IJd.  per 
gallon  at  works,  and  3d.  per  gallon  in  casks  at  ports  of  shipment. 

The  Rochdale  Gas  Committee  have  resolved  to  recommend  the  Council 
to  increase  the  salary  of  Mr.  Stenhouse,  the  Chemist  at  the  gas-works,  by 
£40  per  annum.  Mr.  Stenhouse  has  filled  his  present  position  for*  six 
years.  The  Water-Works  Committee  propose  also  to  advance  the  salary 
of  Mr.  Tomlinson,  the  Manager  of  the  water-works,  by  £60  per  annum. 

At  the  first  ordinary  meeting  of  Bell’s  Asbestos  Company,  Limited,  last 
Wednesday  week,  the  Chairman  (Mr.  J.  Bell)  announced  that  the  profit 
exceeded  £10,000,  and  the  Directors  thought  they  might  prudently  pay  an 
interim  dividend  of  7s.  fid.  per  share,  which  would  absorb  £7500.  He 
said  they  looked  forward  to  rendering  a  satisfactory  statement  at  the  end 
of  the  year.  The  Company  were  trading  vigorously  and  prosperously. 
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St  Mabt  Cr.ly  Gas  Company.— The  report  presented  at  the  half-yearly 

meeting  of  this  Company  showed  that  the  amount  available  for  .division 
was  £1952;  and  from  this  it  was  unanimously  resolved  to  pay  dipdends 
at  the  rate  of  10  per  cent,  per  annum  on  the  original  shares  and  7  per 
cent,  upon  the  additional  capital. 

East  Wabwickshibe  Wateb-Works  Company.— The  second  Mf-year  y 
meeting  of  this  Company  was  held  last  Saturday  'week-  ^^rom  t  e 
Directors’  report,  it  appeared  that  during  the  past  six  months  the  supply 
of  water  had^ been  nearly  doubled ;  over  300  houses  being  now  connected 
with  the  Company’s  mains.  The  Chairman  stated  that  up  to  the 
time  more  than  nine  miles  of  pipes  were  actually  laid  ;  and  contracts  had 
be“n  entered  into  for  upwards  of  1000  yards  more,  so  that  in  a  very  short 
time  they  would  have  laid  over  ten  miles  of  pipes.  The  greater  portion 
of  NuneatorwL  now  covered  by  mains.  The  present  yield  o  their  well 
was  121,248  gallons  per  24  hours.  The  report  was  unanimously  adopted. 

Maidstone  Watee-Wobks  Company.— The  report  presented  by  the  Ch  air¬ 
man  (Mr.  C.  Ellis)  at  the  half-yearly  meeting  of  the  shareholders  of  this 
Comnanv  on  the  23rd  ult.,  was  not  such  a  favourable  one  as  those  sub 
mitted  in  the  two  previous  half  years.  This  he  attributed  to  the  larg 
number  of  houses  now  unoccupied  in  Maidstone,  the  considerable 
decrease  in  building  operations.  The  accounts  showed  that  the  water- 
rents  amounted  in  the  half  year  to  £3545  3s.  2d. ;  and  that  t^e  was  a 
nrofit  of  £1486  19s.  6d.  available  for  dividend — making  a  sum  of  £4613 
at  the  credit  of  the  profit  and  loss  account.  From  this  the  Directors 
recommended  the  payment  of  a  dividend  of  3i  per  cent,  for  the  half  year 
on  the  10  per  cent,  shares,  and  2  per  cent,  on  the  7  per  cent,  shares. 
After  some  discussion,  the  report  was  adopted,  and  the  dividends  recom¬ 
mended  declared. 

Accrington  Gas  and  Water  CoMPANY.-At  the  half-yearly  meeting  of 
this  Company,  held  on  Monday  last  week,  the  balance-sheet  submitted 
for  adoption,  showed  that  the  expenditure  on  capital  account  during  the 
six  months  to  June  was  £2232,  of  which  £1434  was  spent  in  the  enla,rge- 
ment  of  the  No.  1  reservoir  at  Mitchell’s  House,  £621  for  new  main  pipes, 
and  the  remainder  for  new  service  pipes  and  meters.  There  h^ad  been  a 
decided  increase  in  the  revenue  from  both  gas  and  water  ;  and  the  balance 
consequently  available  for  dividend  was  £8966.  Out  of  this  sum  the 
Directors  recommended  the  usual  dividend  of  10  per  cent,  per  annum  on 
the  “  A  ”  stock  of  £10,500;  and  8  per  cent,  per  annum  on  the  B  stock 
and  called-up  shares— carrying  forward  the  balance  to  the  current  account. 
The  number  of  additional  consumers  during  the  half  year  was  :  Gas,  J9  , 
water,  272 — total,  371. 

Barnstaple  Water  Company.— At  the  half-yearly  meeting  of  the 
Barnstaple  Water  Company  on  Monday  last  week,  it  was  reported  by  the 
Directors  that  the  works  were  in  a  most  satisfactory  condition.  During 
the  last  session  of  Parliament,  the  Royal  Assent  was  given  to  the  Com- 
nany’s  Bill,  which  enabled  them  to  raise  additional  capital  and  to  construct 
new  works.  The  Engineer  (Mr.  T.  Hawksley,  C.B.)  had  sent  out  specifi¬ 
cations,  and  tenders  were  being  solicited  for  carrying  out  the  work.  As 
soon  as  the  Directors  were  furnished  with  an  estimate  of  the  cost  the v 
would  at  once  issue  new  shares  to  the  public.  _  The  Chairman  (Mr.  E. 
Dennis)  referring  to  the  proposed  new  works,  said  that  they  had  already 
entered  into  a  contract  for  the  supply  of  the  pipes  required.  As  soon  as 
possible,  the  new  shares  would  be  put  up  to  public  auction.  They  would 
be  £10  shares,  and  would  be  limited  to  7  per  cent,  dividend.  The  Directors 
report  was  adopted  ;  and  a  dividend  of  10s.  per  share  was  declared. 

Poetsea  Island  Gaslight  Comp.any.— At  the  half-yearly  meeting  of  this 
Company,  the  report  for  the  six  months  ending  June  30,  which  the  Chair¬ 
man  (Mr  T.  S.  Edgcombe),  submitted,  disclosed  a  very  satisfactory  state 
of  aSairs.  The  revenue  for  the  half  year  amounted  to  £42,665  16s. ;  and 
the  expenditure  allowed  a  sum  of  i£12,724  la.  to  be  carried  to  the  profit 
and  loss  account.  The  Directors  recommended  the  payment  of  dividends 
at  the  rate  of  124  per  cent,  per  annum  on  the  “  A  ”  and  “  B  ’  shares,  llj 
per  cent,  per  annum  on  the  “  C  ”  shares,  and  5  per  cent,  per  annum  on 
the  Company’s  stock,  payable  (less  income-tax)  on  Sept.  1.  _  ihe  con¬ 
cluding  recommendation  in  the  report,  “  that  the  usual  donation  of  coke 
to  the  value  of  £60  be  distributed  among  the  poor  of  the  borough  during 
the  ensuing  winter,”  is  one  that  might  receive  consideration  at  the  hands 
of  the  directors  of  other  companies  who  have  any  surplus  coke  for 
disposal.  The  report  was  adopted,  and  the  various  recommendations 
were  agreed  to. 


Crediton  M^ateb  Supply. — A  special  meeting  of  the  Crediton  Improve¬ 
ment  Commissioners  was  held  yesterday  week,  to  consider  a  communica¬ 
tion  from  the  Local  Government  Board  relative  to  the  water  supply. 
The  letter  stated  that  the  Board  had  received  a  communication  from  the 
executors  of  Mr.  S.  Price,  who  work  a  tannery  at  Bow,  saying  that  if  the 
proposed  scheme  for  obtaining  water  at  Walson  was  carried  out,  it  would 
have  the  eflect  of  withdrawing  the  supply  they  had  enjoyed  from  time  im¬ 
memorial.  If  it  interfered  with  the  water,  they  would_  be  compelled  to 
6ue  in  the  Courts  for  redress ;  if,  on  the  other  hand,  it  was  abstracted 
through  percolation,  they  would  protect  themselves  by  sinking  a  rival 
shaft.  They,  therefore,  prayed  the  Board  not  to  sanction  the  project ;  but 
to  request  the  Commissioners  to  give  further  attention  to  the  other 
schemes  which  had  been  brought  forward.  It  was  unanimously  resolved 
that  the  Clerk  should  write,  stating  that  the  Commissioners  had  given  the 
matter  full  consideration,  and  they  hoped  that  the  Local  Government 
Board  would  grant  the  loan  of  £10,000,  as  desired,  in  order  that  the  work 
might  be  carried  out  without  further  procrastination.  The  letter  further 
stated  that  parties  were  protected  from  damage  by  section  308  of  the 
Public  Health  Act,  1875. 

Reductions  in  Price. — The  Directors  of  the  Sevenoaks  Gas  Company 
announce  a  reduction  in  the  price  of  gas  throughout  the  whole  of  their 

area  of  supply  of  2d.  per  1000  cubic  feet. - The  Airedale  Gas  Company 

have  decided  to  allow  an  additional  discount  of  Id.  per  1000  cubic  feet  on 

all  accounts  paid  within  the  usual  time  after  they  fall  due. - The  Directors 

of  the  Isle  of  Thanet  Gas  Company  have  reduced  the  price  of  gas  to  private 

consumers  from  3s.  3d.  to  3s.  Id.  per  1000  cubic  feet. - The  Kidder  minster 

Gas  Company  have  notified  to  the  Town  Council  a  reduction  in  the  charge 
for  lighting  tne  public  lamps  ;  the  charge  for  “  summer  ”  lamps  to  be  in 

future  13s.  6d.,  and  for  “winter”  lamps  44s.  6d.  per  lamp. - It  is  reported 

that  the  Directors  of  the  Gloucester  Gas  Company  have  decided  to  reduce 

the  price  of  gas  2d.  per  1000  cubic  feet. - It  has  been  intimated  to  the 

consumers  of  gas  in  the  district  of  the  Barnet  Gas  and  Water  Company 
that,  on  and  after  the  5th  of  January  next,  there  will  be  a  reduction  of 

price  to  the  extent  of  3d.  per  1000  cubic  feet. - The  Farnworth  and 

Kersley  Gas  Company  have  reduced  their  price  by  2d.  per  1000  cubic  feet ; 
the  charges  in  future  to  be  :  To  consumers,  when  the  quarterly  consump¬ 
tion  is  under  150,000  cubic  feet,  3s.  4d.  per  1000  net ;  between  150,000  and 
400,000  feet,  3s.  Id.  net ;  400,000  feet  and  upwards,  2s.  lOd.  net.  The  price 
charged  to  the  Local  Boards  of  Farnworth  and  Kersley  for  gas  supplied 
to  the  street  lamps  will  also  be  reduced  to  2s.  8d.  per  10(10  feet  net.— — The 
Directors  of  the  Milnrow  Gas  Company  have  decided  to  reduce  the  price 
of  gas  3d.  per  1000  cubic  feet ;  the  reduction  to  take  effect  from  June  30. 
The  price  will  now  be  3s.  9J.  per  1000  feet,  subject  to  discount. 


Increase  in  the  Price  of  Coal  in  Lancashire. — The  coalowners  of 
West  Lancashire  have  resolved  to  advance  the  price  of  house  coal,  as  from 
the  1st  inst.,  by  Is.  per  ton;  steam  coal  (other  than  slack),  6d.  per  ton; 
and  slack,  3d.  per  ton.  A  similar  advance  is  also  to  be  made  in  the  South 
East  Lancashire  district;  but  as  regards  engine  fuel  it  is  to  date  from 
the  1st  of  October. 

Neglect  to  Provide  Constant  Service  Water-Fittings.  —  At  the 
Greenwich  Police  Court  last  Thursday,  a  fine  of  £5,  with  £2  2s.  costs,  was 
imposed  on  the  owner  of  several  houses  in  Deptford  Lower  Road,  for 
neglecting  to  comply  with  the  usual  statutory  notices  to  provide  proper 
fittings  in  order  to  render  such  houses  suitable  for  receiving  a  constant 
supply  of  water.  The  matter  had  several  times  been  before  the  Court,  and 
adjourned  so  as  to  give  defendant  an  opportunity  of  complying  with  the 
requirements  of  the  Southwark  and  Vauxhall  Company. 

POBTISHEAD  DISTRICT  WATER  COMPANY. —During  the  half  year  ending 
June  30  last,  the  income  of  this  Company  from  domestic  services  was 
slightly  in  excess  of  that  for  the  corresponding  period  of  last  vear ;  and 
the  Directors  anticipate  some  further  improvement  in  the  current  half 
year,  owing  to  the  recent  activitv  of  the  trade  in  the  Portishead  Docks. 
During  the  past  half  year  the  Directors  accepted  a  tender  for  the  con¬ 
struction  of  a  storeage  reservoir  at  Carter’s  Springs,  which,  they  now 
report,  is  nearly  completed.  It  is  believed  that  the  reservoir  will  prove  of 
considerable  advantage  to  the  Company  in  the  future. 

Falmouth  Gaslight  Company.— In  their  annual  report,  the  Directors  of 
this  Company  state  that  during  the  past  year  some  unexpected  and  heavy 
repairs  had  been  carried  out,  chiefly  to  the  new  purifiers;  and  these, 
together  with  the  additional  cost  of  coal,  had  considerablv  added  to  the 
expenses.  The  Assessment  Committee  raised  the  rating  of  the  gas-works 
£200  ;  but  the  Directors  appealed  against  any  addition  being  made.  After 
considerable  negotiations,  it  was  agreed  to  settle  the  matter  by  arbitra¬ 
tion  ;  Mr.  Morgan  Howard,  the  County  Court  Judge,  being  appointed 
arbitrator.  His  Honour  has  heard  the  case,  but  has  not  yet  given  his 
decision.  Reference  is  made  to  the  appointment  as  Manager,  in  August 
last,  of  Mr.  .1.  W.  Buckley,  formerly  of  the  Southport  Corporation  Gas- 
Works,  and  to  the  retirement  of  Mr.  F.  M.  Harris.  Although  the  profit 
was  not  as  large  as  in  some  former  years,  the  Directors  paid  the  usual 
interim  dividend  of  5  per  cent,  in  February  last ;  and  they  now  recommend 
the  payment  of  5  per  cent,  for  the  second  half  of  the  vear,  together  with  a 
bonus  of  6d.  per  share,  to  pay  which  they  had  had  to  draw  from  the 
suspense  account. 

Northern  Coal  Trade. — The  movement  in  the  coal  trade  of  the  north 
still  continues  ;  and  there  is  a  decided  improvement  in  the  demand  for 
gas  and  manufacturing  coal.  Steam  coal  continues  fairly  active ;  best 
qualities  being  sold  at  about  7s.  6d.,  whilst  the  demand  shows  as  yet  no 
sign  of  falling  off.  In  gas  coal,  the  event  of  the  week  has  been  the  tendering 
for  the  supplies  of  the  Newcastle  and  Gateshead  Gas  Company.  As  yet 
the  result  has  not  been  declared  ;  but  it  is  believed  that  the  bulk  of  the 
tenders  are  at  an  advance  on  the  prices  of  the  past  jear,  of  from  3d.  to 
4Jd.  per  ton.  Still,  the  prices  are  low  ;  for  most  of  the  coal  oflered  is  com¬ 
paratively  near  to  the  works,  and  thus  the  cost  of  carriage  is  limited.  It 
is  expected  that  the  contract  will  be  allotted  at  about  6s.  to  6s.  IJd.  per 
ton  delivered  ;  so  that  it  will  be  seen  that  the  coal  is  obtained  at  a  low 
price,  owing  to  the  favourable  situation  of  the  works.  Manufacturing  coal 
'  is  also  dearer  this  week  ;  and  there  is  a  disposition  to  contract  ahead  for 
coal  of  this  class  for  some  time,  and  that  at  prices  from  3d.  to  6d.  per  ton 
above  the  rates  which  are  now  current.  Household  coal  is  still  depressed; 
the  demand  being  limited. 

Canterbury  Gas  and  Water  Company.— In  moving  the  adoption  of 
the  report  of  the  Directors  of  this  Company  (which  was  noticed  in  the 
last  number  of  the  Journal),  at  the  half-yearly  meeting  of  the  share¬ 
holders  yesterday  week.  Colonel  Horsley,  who  presided  in  the  absence  of 
the  Chairman,  said  he  considered  the  statement  was  in  every  way  satis¬ 
factory.  The  estimate  they  formed  when  they  made  a  reduction  in  the 
price  of  gas  to  23.  lOd.  was  found  to  be  correct;  and  they  had  continued 
to  pay  their  usual  dividend.  The  large  gasholder  which  had  been 
erected  from  the  plans  of  Mr.  H.  E.  Jones,  M.  Inst.  C.E.,  had  been  fully 
tested,  and  was  now  in  working  order.  It  had  cost  £8499  18s.  5d. ;  and 
they  were  told  it  was  one  of  the  cheapest  holders  that  had  been  built.  It  had 
cost  £13  per  1000  cubic  feet ;  whereas  the  usual  charge,  he  believed,  was 
about  £18.  As  regards  the  water-works,  no  capital  expenditure  had  been 
required  during  the  half  year.  All  was  in  good  order,  and  working  well 
The  balance  on  the  profit  and  loss  account  to  be  carried  forward,  subject 
to  the  half-yearly  dividends,  was  £5908  11s.  2d.  The  report  was  approved  ; 
and  a  dividend  at  the  rate  of  8  per  cent,  was  agreed  to. 

Sunderland  Gas  Company. — The  revival  in  trade,  which  has  to  some 
extent  prevailed  during  the  last  twelve  months,  has  had  (we  learn  from 
the  Directors’  annual  report)  a  favourable  eflect  upon  the  revenue  of  this 
Company ;  the  gross  receipts  for  gas  and  residuals  showing  an  increase 
of  £2947  for  the  year  ending  June  30  last,  while  the  make  of  gas  exceeds 
that  of  last  year  by  5-61  per  cent.  The  Directors,  in  anticipation  of  still 
further  demainds  upon  them,  have  entered  into  contracts  for  the  erection 
of  four  new  purifiers  at  Hendon,  which,  with  other  necessary  extensions, 
will  be  completed  in  time  to  meet  the  requirements  of  the  coming 
winter.  The  revenue  account  shows  that  £44,920  11s.  5d.  was  received 
for  gas  and  meter  rentals  ;  £11,383  18s.  2d.  for  residuals  ;  and  £169  19s.  8d. 
under  the  head  of  “  sundries  ” — making  a  total  of  £56,474  93.  3d.  Adding 
to  this  the  sum  of  £8929  brought  forward,  gives  a  total  to  the  credit  of 
the  revenue  account  of  £65,403  9s.  lid.  (On  the  other  side,  the  total 
expenditure  amounts  to  £41,019  5s.  9d.,  which  leaves  a  divisible  balance 
of  £24,384  4s.  2d.  An  interim  dividend  was  paid  in  March  last;  and  the 
Directors  now  recommend  the  declaration  of  a  like  dividend — 5  per  cent, 
on  the  original  stock,  and  4J  per  cent,  on  the  additional  capital  stock  of 
the  Company. 

The  Lighting  of  the  Aberdeen  Music-Hall. — Messrs.  J.  Milne  _apd 
Son,  of  Edinburgh,  having  been  requested  to  report  as  to  the  adaptability 
of  the  Wenham  lamp  for  the  lighting  of  the  Aberdeen  Music-Hall,  have 
submitted  a  plan  substituting  three  groups  of  these  lamps  for  the  three 
sun-burners  at  present  in  use.  One  group  of  seven  Wenham  lamps  was 
fixed  in  position,  and  tested  on  Monday  last  week.  Each  lamp  is  supplied 
with  flash-light  tubes ;  and  the  lamps  are  simultaneously  lit  by  turning  on 
a  single  tap  in  the  gallery.  The  difficulty  hitherto  experienced,  of  pro¬ 
viding  a  ready  means  of  manipulating  the  lamps  in  such  a  lofty  interior, 
has  in  this  case  been  successfully  overcome  ;  an  ingenious  apparatus 
having  been  devised  by  Messrs.  Milne,  by  which  the  whole  group  can  be 
easily  lifted  for  cleaning  or  repairing  purposes.  The  seven  lamps  tested 
on  Monday  are  of  the  largest  size — No.  4 — and  each  consume  15  cubic  feet 
of  gas  per  hour — rather  more  than  100  feet  in  all.  The  sunlight  superseded 
contained  297  burners,  and  consumed  fully  400  cubic  feet  of  gas  per  hour  ; 
so  that  the  saving  involved  by  the  adoption  of  the  Wenham  s\  stem  is  thus 
abnut  75  per  cent.  Much  satisfaction  was  expressed  with  the  light  aflorded  ; 
'  and  it  is  probable  other  sun-burners  will  be  re) laced  with  these  lamps. 
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Manchester  Corporation  Water-Works  Accounts. — For  the  year 
ending  Marcli  31  last,  the  Water-Works  Deiiartment  of  the  Manchester 
Corporation  shows  a  surplus  inooii.e  (after  providing  for  the  necessary 
payment  to  the  sinking  fund)  of  i‘-1378,  from  which  has  to  be  deducted  the 
adverse  balance  brought  forward,  of  £1393;  leaving  an  amount  to  the 
credit  of  the  revenue  account  at  date,  of  £2984. 

Lewes  AV.vter  Company. — The  receipts  of  this  Company  for  the  year 
ending  June  24  last  amounted  to  £3035  83.  lOJ.,  and  the  expenditure  to 
£1089  ICs.  5d.  The  balance  allowed  of  dividends  being  paid  of  10  per 
cent,  upon  the  original  share  capital,  and  of  7  per  cent,  upon  the  new 
share  capital,  and  also  a  bonus  of  £I  5s.  on  the  original  shares,  in  part 
payment  of  the  arrears  due  to  the  holders  thereof.  At  the  annual  meeting 
of  the  shareholders  on  Wednesday,  general  satisfaction  was  expressed  at 
the  growing  prosperity  of  the  Company. 

The  Norwich  Town  Council  and  Electric  Lighting. — At  the  quar¬ 
terly  meeting  of  the  Norwich  Town  Council  last  Tuesday  a  resolution 
was  passed—"  That  a  Committee  be  formed  to  be  called  the  Lighting 
Committee,  and  that  it  should  forthwith  inquire  into  the  cost  and  method 
of  Electric  Lighting  in  Brighton,  Taunton,  Eastbourne,  Poole,  Bradford, 
and  any  other  towns  in  which  electric  lighting  is  in  use,  and  report  to 
the  Council  at  its  next  meeting.”  The  mover  of  the  resolution  said  his 
object  in  bringing  the  question  before  the  Council  was  that  they  might 
be  posted  up  with  the  fullest  information  as  to  the  improvements  and 
progress  of  electric  lighting.  Since  they  tried  an  experiment  with  the 
electric  light  in  Norw’ich,  he  believed  great  improvements  had  been  made 
in  this  method  of  lighting;  and  the  Council  ought,  he  considered,  to  have 
ample  information  on  the  subject. 

The  Borough  Auditors  and  the  M.anchester  Corporation  Gas 
Dep.artment. — Thelreport  of  the  Auditors  (Messrs.  Lees  and  Graham, 
Chartered  Accountants),  on  the  accounts  of  the  Manchester  Corporation 
for  the  year  ending  March  31,  will  be  submitted  to  the  Council  at  their 
meeting  to-morrow  (Wednesday).  The  report  contains  tlie  following 
paragraph  in  regard  to  the  gas-works  property  of  the  Corporatioti  ; — “  The 
Gas  Department,  after  providing  for  sinking  fund  and  contributing  to  the 
city  fund  the  sum  of  £22,331,  allows  a  surplus  on  the  year’s  working  of 
£17,925  13s.;  which,  deducted  from  the  adverse  balance  on  revenue 
account  of  previous  years,  leaves  the  present  deficiency  at  £27,931  14s.  3J. 
During  the  year  we  have  called  the  attention  of  the  Committee  to  the 
question  of  depreciation,  which  is  charged  against  the  income  of  this 
department,  in  addition  to  the  amount  set  aside  for  sinking  fund;  and  we 
have  represented  that  this  is  unnecessary,  seeing  that  the  sinking  fund 
ultimately  provides  for  the  entire  cost  of  works  out  of  revenue.  In  effect, 
the  revenue  account  is  charged  with  depreciation  twice  over;  and  the  city 
fund  deprived  of  an  amount  which  it  would  otherwise  be  entitled  to  receive 
as  a  contribution  towards  the  rates.  We  understand  the  Committee  have 
this  subject  under  their  serious  consideration.  The  profits  of  the  depart¬ 
ment,  which  were  formerly  handed  over  to  the  Improvement  Committee, 
are  now  placed  to  the  general  credit  of  the  city  fund.” 

West  Surrey  Water  Company. — The  half-yearly  meeting  of  this  Com¬ 
pany  was  held  last  Tuesday.  From  the  report  and  statement  of  accounts 
we  see  that  the  income  for  the  half  year,  after  making  provision  for 
empty  houses,  irrecoverable  rates,  Ac.,  amounted  to  t2137,  and  the  expen¬ 
diture  to  £873.  Compared  with  the  corresponding  half  of  last  year,  the 
income  exhibits  an  increase  of  £157  17s.  There  were  laid  3031  yards  of 
3-inch  and  4-inoh  mains  ;  and  05  new  supplies  were  connected,  represent¬ 
ing  a  future  rental  of  rather  more  than  £190  per  annum.  The  new  filter- 
bed,  which  is  in  course  of  construction,  will  shortly  be  completed. 
Eeferring  to  the  Bill  which  the  Company  promoted  in  the  last  session 
of  Parliament,  the  Directors  report  that  it  received  the  Iloyal  Assent  on 
July  24.  It  will  be  remembered  that  the  object  of  the  Bill  was  to  increase 
the  share  capital  by  £40,000  and  the  borrowing  powers  by  £10,000.  It  is 
intended  to  issue  £12,500  of  debenture  stock  as  soon  as  practicable,  in 
place  of  the  £12,500  of  mortgage  bonds  outstanding,  £9125  of  which  fall 
due  in  January  next.  As  it  may  be  necessary  soon  to  acquire  laud,  under 
the  powers  of  the  new  Act,  for  the  construction  of  a  subsiding  reservoir, 
it  is  proposed  to  issue  further  ordinary  or  preference  share  capital,  as  the 
capital  authorized  under  the  Company’s  Acts  of  1869  and  1877  has  now  all 
been  issued  and  paid  up.  The  report  and  accounts  were  adopted  ;  and 
the  payment  of  a  dividend  at  the  rate  of  3  per  cent,  per  annum  upon  the 
ordinary  shares  was  agreed  to. 
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29  Aiig. 

15J 

South  Metropolitan,  A  Stock 

100 

308-313* 

+i 

4  19 

0 

1,350,000 

12 

Do.  B  do.  . 

100 

241-246* 

4  17 

6 

141,500 

13 

Do.  C  do.  . 

100 

245-255* 

+14 

5  1 

11 

650,000 

28  June 

5 

Do.  5  p.  c.  Deb.  Stk.. 

100 

135—140 

3 11 

5 

60,000 

5 

29  Aug. 

11 

Tottenham  &  Edm’ntn,  Orig. 

6 

11—13* 

+i 

4  4 

0 

*  Ex  div 

WATER  COMPANIES. 

717,467 

Stck. 

28  June 

9 

Chelsea,  Ordinary  .... 

100 

256—261 

+2 

3  9 

0 

1,720,560 

Stck. 

12  Apr. 

7 

East  London,  Ordinary  . 

100 

197— 2C2 

. . 

3  9 

4 

700,000 

50 

14  June 

9 

Grand  Junction . 

50 

124—128 

3 10 

4 

708,000 

Stck. 

10  Aug. 

lOi 

Kent . 

100 

269—274 

. . 

3  16 

7 

1,043,800 

100 

28  June 

9 

Lambeth,  10  p.  c.  max.  . 

100 

258—263 

. . 

3  8 

5 

406,200 

100 

7i 

Do.  7i  p.  c.  max.  .  . 

100 

204—209 

3  11 

9 

200,000 

Stck. 

28  Mar. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

118-122 

3  5 

7 

500,000 

100 

27  July 

12i 

New  River,  New  Shares  . 

100 

347—352 

, . 

3  8  10 

1,000,000 

Stck. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

123—127 

. . 

3  3 

0 

902,300 

stck. 

14  June 

6 

S’thwk  &  V’xhall,  lOp.c.max. 

100 

162—167 

. . 

3  11 

10 

126,500 

100 

6 

Do.  7i  p.  c.  do. 

100 

157—162 

, . 

3  14 

1 

1,155,066 

Stck. 

14  June 

10 

West  Middlesex  .  .  .  . 

100 

264—269 

3  14 

4 

1  Next  dividend  will  be  at  this  rate. 
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HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKIVrENT, 

TELEPHONE  No.  2698. 


Address  for  TELEGRAMS: 
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LONDON,  W.C.,  ENGLAND. 


Thirty-three  Medals  at 
all  the  Great  International 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.for  Gas  Exhausters,&o. 

Only  Medal  at  the  Li  ver- 

pool  International  Exhibi¬ 

tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 
duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 

passed  per  hour,  which 
are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  pee  Minute. 


Can  be  made,  when 

desired,  on  their 
New  Patent  prin¬ 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 

sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 

GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  b'ur 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEPPIELU. 
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TUESDAY,  SEPTEMBER  11,  1888. 


SIE  FEEDEEICK  BEAMWELL’S  PEESIDENTIAL  ADDEESS. 
The  British  Association  for  the  Advancement  of  Science  met 
ast  week  at  Bath  ;  and  Sir  Frederick  Bramwell,  the  Presi¬ 
dent  for  the  year,  delivered  an  inaugural  address  which  has 
jy  this  time  gone  the  round  of  the  press,  and  evoked  hundreds 
)f  commentaries.  Most  of  these  newspaper  critics  are 
ittracted  by  the  peculiar  description  with  which  Sir  Frederick 
Bramwell  prefaced  his  address.  He  said  that  his  remarks 


would  be  divided  into  two  sections,  the  first  of  which  would 
be  devoted  to  the  “  next-to-nothing  ;  ”  while  the  second  would 
be  a  eulogium  of  civil  engineers  and  their  works.  Sir 
Frederick  Bramwell,  eminent  as  he  undoubtedly  is,  has  his 
detractors  ;  and  there  are  many  who  do  not  believe  in  bina. 
To  these  irreverent  ones  the  thought  will  occur  that  this  is 
not  the  first  time  that  the  great  Engineer,  who  is  in  such 
demand  as  an  expert  witness  in  patent-law  cases,  has  made 
good  use  of  next-to-nothing.  The  address  as  a  whole  has 
not  made  a  deep  impression  on  the  public  ;  being  generally 
regarded  as  heavy,  and  lacking  novelty.  The  scheme  of  it  is 
good;  but  the  execution  is  certainly  disappointing.  There 
are  two  extremes  into  which  Presidents  of  the  British  Asso¬ 
ciation  are  apt  to  fall.  Some  of  them  set  the  semi-popular 
character  of  their  audience  entirely  at  naught,  and  dis¬ 
course  hour  after  hour  upon  the  most  abstruse  refinements 
of  their  own  speciality  ;  while  others  think  cliiefly  of  this 
and  of  the  still  shallower  newspaper  readers  who  will  peruse 
the  reports  of  their  address,  and  shun  everything 
but  trivialities  which  they  think  will  be  understood  by  the 
veriest  skimmer  of  news  who  at  any  time  would  prefer  a 
murder  to  a  monologue.  There  is  plenty  of  scope  for  a  really 
interesting  and  instructive  address  between  these  extremes  ; 
but  it  requires  a  man  of  real  genius  for  exposiBon  to  make 
the  best  use  of  the  opportunity.  The  President  of  the 
British  Association  occupies  an  exceptional  position.  He  is 
regarded  by  his  countrymen  as  the  spokesman  of  contempci- 
rary  science.  What  the  public  want  to  hear  from  liis  lips  is 
an  intelligible  account  of  the  work  of  scientific  men— an 
exhibition  of  the  fruit  of  the  laboratories— for  the  year. 
They  do  not  expect  him  to  know  everything  ;  but  as  a 
specialist  with  scientific  sympathies  not  wholly  restricted  to 
his  own  department,  they  look  to  be  guided  by  him  over  bis 
own  scientific  domain,  and  to  enjoy  the  view  therefrom  over 
the  surrounding  country.  If  one  judges  Sir  Frederick  Bram- 
well’s  address  upon  this  principle,  it  will  be  found  decidedly 
disappointing.  It  did  not  even  fulfil  the  author  s  own  de¬ 
scription  ;  for  the  exposition  of  the  value  of  apparently  small 
facts  which  was  promised  by  the  fantastic  sub-title  alreaciy 
mentioned,  is  by  no  means  so  striking  as  it  might  have  been  in 
any  part  of  the  composition.  The  only  point  in  which  it  comes 
up  to  the  author’s  promise  is  in  respect  of  the  laudation  of 
the  civil  engineer  as  a  servant  of  humanity  and  a  hastener  of 
human  progress  in  the  way  of  material  civilization.  It  does 
this  with  all  unction  ;  but  somehow  the  subject  lacks  novelty 
and  interest.  Civil  engineering  is  a  noble  study,  which  has 
for  its  objects  not  merely  the  direction  of  the  great  sources 
of  power  in  Nature  for  the  use  and  convenience  of  man,  as 
Thomas  Tredgold  defines  it,  but  also  the  correction,  for  man’s 
convenience,  of  the  conditions  under  which  he  exists  upon  this 
planet.  It  is  the  province  of  civil  engineering  to  smooth 
man’s  way  upon  the  earth  and  over  the  sea  ;  to  facilitate  his 
communications  with  liis  kind,  and  so  to  improve  the  distribu¬ 
tion  of  goods  and  ideas  among  the  nations  ;  and  to  enable 
man  to  escape  in  many  respects  from  the  tyranny  of  natural 
influences.  All  this  is  patent ;  and  engineers  pe  not  at  all 
likely  to  fall  short  of  a  due  appreciation  of  their  own  worth. 
To  the  student  of  humanity  at  large,  however,  many  of  the 
triumphs  of  engineering  sometimes  appear  of  only  question¬ 
able  value  in  the  great  valuation  of  human  blessings  and 
burdens.  Sir  Frederick  Bramwell  talks  of  a  steam-engine 
as  though  it  were  an  unmixed  good ;  but  a  philanthropist 
does  not  regard  the  factory  system  of  manufacture,  which 
is  the  direct  outcome  of  steam-power  machinery,  as  an  un¬ 
doubted  blessing  of  civilization.  It  is  doubtless  a  great  thing 
for  an  engineer  to  make  a  machine  of  iron  and  brass  to  do  the 
work  of  men’s  hands  ;  but  when  the  converse  happens  as  a 
consequence  of  his  triumph,  and  generations  of  men  are  re¬ 
duced  to  work  as  mere  machines,  the  result  is  not  so  pleasant 
to  contemplate. 

General  considerations  of  this  order  are  not  for  us,  how¬ 
ever  ;  and  we  must  turn  to  the  portions  of  the  address  that 
treat  of  subjects  in  which  we  are  specially  interested.  Of 
course,  Sir  Frederick  Bramwell  bad  a  good  deal  to  say  about 
steam-engines  ;  but  he  said  nothing  new.  Referring  to  the 
wastefulness  of  steam-engines,  even  of  the  best  construction, 
he  followed  the  late  Sir  William  Siemens  in  holding  out 
great  expectations  respecting  the  gas-engine  as  a  substitute 
for  the  steam  motor.  He  gave  a  brief  history  of  tlie  gas- 
engine,  from  the  project  of  M.  de  Rivaz  in  1807  to  the  present 
day,  which  reads  like  an  abstract  of  evidence  tendered  for 
the  guidance  of  the  Court  in  the  last  gas-engine  patent  law¬ 
suit.  In  stating,  however,  that  gas-engines  have  become  a 
great  commercial  success  “  by  the  attention  given  to  small 
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“  tilings,  in  popular  estimation — to  important  things  in 
“  fact  ” — Sir  Frederick  liramwell  strains  the  truth  in  order 
to  make  it  fit  his  own  temporary  requirements.  Of  course, 
a  good  deal  of  study  of  detail  has  gone  to  the  production  of 
the  highest  type  of  the  modern  gas-engine  ;  but  the  success 
of  this  motor  is  due  to  insight  on  the  part  of  the  makers  into 
the  true  conditions  of  their  economy.  The  discovery  of  the 
benefit  of  the  compression  of  the  charges,  and  of  the  practi¬ 
cability  of  the  “  Otto  ”  cycle,  cannot  be  classed  among  those 
apparent  trifles  which  the  practical  man  alone  knows  to  be 
important.  Sii’  Frederick  Bramwell  thinks  that  great  things 
are  possible  for  vapour-engines  utilizing  the  expansive  force 
of  vapours  given  ofl'  from  petroleum  spirits  more  volatile  than 
water  ;  but  Mr.  Yarrow’s  petroleum-vapour  launches  are  the 
chief  support  of  this  idea,  which  has  been  worked  upon  by 
many  skilled  mechanics  without  much  encouragement.  The 
address  also  touched  upon  the  distribution  of  power  in  towns 
by  gas,  high-pressure  water,  and  compressed  air,  although  in 
a  very  cursory  way. 

As  we  expected.  Sir  Frederick  Bramwell  had  something  to 
say  about  electric  lighting  ;  and  especially  in  abuse  of  the 
Electric  Lighting  Act.  He  appeared  in  opposition  to  this 
Act  when  his  connection  with  the  Edison  and  Swan  Com¬ 
pany,  which  entitled  him  to  describe  himself  to  the  Parlia¬ 
mentary  Committee  as  an  electrician,  was  a  novelty  ;  and  he 
has  never  forgiven  Parliament  for  ignoring  his  advice  upon 
that  occasion.  He  now  goes  so  far  as  to  assert  that  science 
has  suffered  from  the  passing  of  the  Act  in  1882,  which  prac¬ 
tically  forbade  the  lighting  of  districts  from  a  central  distri¬ 
buting  station — as  though  it  lay  in  the  power  of  the  British 
Parliament  to  stop  the  advance  of  science  all  over  the  world  ! 
The  modification  of  the  Act  last  session  did  not  satisfy  Sir 
Frederick  ;  for  he  still  regards  the  measure  as  “  a  great  dis- 
“  couragement  of  free  enterprise,  and  a  bar  to  progress.” 
There  is  evidently  much  sympathy  between  the  two  eminent 
brothers  Bramwell ;  for  Lord  Bramwell  himself  could  not 
more  strenuously  advocate  the  divine  right  of  all  persons 
to  do  just  as  they  please  without  communistic  reservations, 
than  Sir  Frederick  Bramwell  does  when  complaining 
that  electricians  are  not  in  this  country  allowed  to  do 
what  they  like,  as  they  are  in  the  United  States.  Not  only 
does  he  fall  foul  of  Parliament,  but  the  local  authorities 
also  come  in  for  censure,  because  they  are  prone  to  protect 
themselves  against  the  meritorious  electricians  who  would 
seek  to  monopolize  towns  for  their  own  benefit.  He  calls  the 
new  law  a  “  boa-constrictor  ”  of  an  Act,  and  waxes  very 
indignant  over  the  way  in  which  it  enables  Englishmen  to 
obstruct  English  progress  in  electric  lighting.  It  is  rather 
remarkable  that  he  does  not  say  one  word  respecting  the 
existence  of  any  real  impediments  in  the  path  of  electric 
lighting  engineers,  whether  due  to  the  low  price  of  gas  in 
England  or  otherwise.  Also,  as  we  expected.  Sir  Frederick 
Bramwell  never  mentioned  gas  lighting  during  the  whole  of 
his  address,  although,  when  speaking  of  the  poetical,  political, 
or  social  aspects  of  engineering,  he  might  have  referred  (with¬ 
out  going  out  of  his  wayj  to  what  gas  has  done  for  civiliza¬ 
tion  by  facilitating  public  meetings,  rendering  streets  safe 
after  nightfall,  and,  in  short,  converting  the  long  nights  of 
winter  from  their  primeval  gloom  into  opportunities  for  study, 
discussion,  and  social  intercourse  such  as  Eome  or  Athens 
never  possessed.  We  do  not,  however,  wish  to  find  fault  with 
Sir  Frederick  Bramwell  for  anything  he  did  not  say  ;  for  it 
must  be  generally  acknowledged  that  the  amount  of  informa¬ 
tion  which  cannot  be  compressed  into  a  single  address  of 
practicable  length  is  very  voluminous.  If  we  are  to  criticize 
the  address  at  all,  it  must  be  on  the  score  that  what  it 
contains  is  not  new,  and  is  not  recounted  in  a  very  entertain¬ 
ing  manner.  Whatever  explanation  of  Sir  Frederick  Bram- 
well’s  contemporary  reputation  is  to  be  conveyod  to  posterity, 
his  memory  will  owe  nothing  to  his  Bath  address. 

THE  HALIFAX  COEPORATION  AND  MR.  W.  CARR. 

The  attention  of  the  Halifax  Town  Council  is  at  present 
absorbed  by  what  is  known  locally  as  “  the  gas  scandal ;  ”  and 
there  is  no  very  clear  indication  as  to  when  the  end  of  this 
peculiar  business  is  likely  to  be  reached.  The  matter  came 
before  the  Council  at  their  last  monthly  meeting,  when  the 
Mayor  (Alderman  James  Booth)  made  a  statement  some  part 
of  which  we  cannot  do  better  than  follow,  almost  verbatim  ,  in 
order  to  show  the  actual  state  of  affairs.  About  two  months 
ago  certain  statements  appeared  in  the  Pall  Mall  Gazette,  and 
certain  letters  were  received  by  the  Town  Clerk,  imputing  the 
existence  of  malpractices  in  Halifax,  especially  in  connection 
with  the  management  of  the  Corporation  gas-works.  These 


insinuations  naturally  created  considerable  commotion  ;  and  a 
Sub-Committee  of  the  Corporation  was  appointed  to  deal  with 
the  matter.  Mr.  T.  Fox,  of  the  Silkstone  Coal  Company,  came 
forward  as  the  accuser,  and  said  that  he  “  could  a  tale  un- 
“  fold  ”  if  he  were  indemnified  by  the  Corporation  for  the  con¬ 
sequences  of  publishing  his  allegations.  The  required  indem¬ 
nity  was  readily  promised  ;  but  it  was  subsequently  discovered 
that  the  Town  Council  had  not  the  power  to  give  it,  and  that 
it  must  be  given,  if  at  all,  by  the  Mayor,  acting  for  the  Cor¬ 
poration.  When  the  matter  was  thus  brought  down  to  a 
semi-personal  issue,  however,  the  Mayor  and  his  advisers 
of  the  Sub-Committee  appear  to  have  suddenly  changed 
their  minds  as  to  the  method  of  procedure ;  and  instead 
of  giving  Mr.  Fox  the  safeguard  for  which  he  had  stipulated, 
and  which  was  all  he  professed  to  require  in  order  to  make 
good  his  aspersions  upon  the  management  of  the  Gas  Com¬ 
mittee,  they  turned  upon  Mr.  W.  Carr,  the  Engineer  to  the 
Gas  Department,  and  suggested  that,  as  he  was  directly 
implicated  in  the  affair,  he  should  personally  bring  an  action 
against  the  Pall  Mall  Gazette.  Mr.  Carr  did  not  see  the  point 
thus  laid  before  him,  and  “  did  not  seem  disposed  to  take 
“  action,”  as  the  Mayor  put  it.  Whereupon  the  Mayor 
brought  the  question  before  the  Town  Council,  who  have 
unanimously  agreed  that  Mr.  W.  Carr  should  be  ordered  to 
choose  immediately  between  bringing  his  action  and  sending 
in  his  resignation.  The  Mayor  was  good  enough  to  promise 
that,  in  the  event  of  his  being  able  to  prove  his  innocence  of 
the  misconduct  imputed  to  him,  or  fail  in  his  case  upon  any 
merely  technical  point,  Mr.  Carr  should  not  lose  money  by 
the  proceedings.  It  was  artfully — there  is  no  other  term  for 
it — suggested  that  the  circumstances  connected  with  Mr. 
Carr’s  application  for  the  Nottingham  appointment  placed  a 
peculiar  responsibility  upon  him  in  this  respect.  Thus  the 
position  taken  up  by  the  Mayor  and  the  Town  Council  had 
an  air  of  fairness  imparted  to  it  by  these  two  considera¬ 
tions  which,  when  stated  in  all  its  bareness,  it  conspicuously 
lacks.  We  trust  that  it  is  scarcely  necessary  for  us  to  dis¬ 
claim  any  intention  to  pronounce  judgment  in  this  delicate 
case,  which  in  fact,  if  not  in  form,  must  be  regarded  as  sub 
judice.  We  think  it  only  common  fairness,  however,  as  all 
the  Town  Council  of  Halifax  have  declared  against  their  own 
officer,  that  whatever  can  be  advanced  upon  his  behalf  by  a 
disinterested  observer,  with  no  more  knowledge  of  the  facts 
than  such  as  may  be  gleaned  from  published  reports,  should 
be  stated.  The  Mayor  and  Town  Council  of  Halifax  have 
ordered  their  Gas  Engineer  to  choose  between  taking  action 
and  resignation.  It  is  a  host  against  one  ;  but  we  declare, 
without  reference  to  the  merits,  that  the  Corporation  are  not 
acting  rightly  in  this  matter.  In  calling  upon  Mr.  Carr  to 
move  at  this  time  of  day,  after  they  have  dallied  for  months 
with  his  accuser  and  theirs,  they  have  executed  a  manoeuvre 
which  is  apparently  inspired  as  much,  if  not  more,  by  desire 
to  save  themselves  money  and  trouble  as  by  anxiety  for  a 
proper  inquiry.  We  fail  to  find  any  justification  now  for  the 
attempt  to  “  put  the  boot  upon  the  other  leg  ”  that  would 
not  have  been  more  weighty  in  the  first  place  than  after  all 
this  coquetting  with  Mr.  Fox.  The  libel  printed  by  the  Pall 
Mall  Gazette  remains  unaltered,  and  to  argue,  as  the 
Town  Clerk  did  at  the  Council  meeting,  that  it  is  made 
any  worse  or  more  definite  because  “  the  Committee 
“had  been  told  in  confidence  that  Mr.  Carr’s  name  was 
“  one  of  three  which  would  be  mentioned,”  is  a  very  hollow 
excuse  for  the  Committee’s  change  of  front.  We  hold 
that,  having  begun  with  Mr.  Fox,  the  Committee  should 
either  have  gone  on  with  him  or  have  dropped  him  alto¬ 
gether,  and  not  have  trafficked  with  him  until  they  got  a 
name — it  might  have  been  of  the  Chairman  of  the  Gas 
Committee,  or  of  anybody  else,  as  well  as  Mr.  Carr — and 
then  abandoned  all  idea  of  indemnity — because  it  “  seemed 
“  simpler  ”  to  turn  upon  the  individual  named.  Nothing  that 
Mr.  Fox  or  other  any  other  informer  can  tell  the  Halifax 
Committee  “in  confidence”  can  implicate  Mr.  Carr  more 
deeply  than  he  was  from  the  first  by  the  publication  of  the 
Pall  Mall  article.  If  the  Town  Clerk  said,  as  is  reported, 
that  at  the  time  when  the  Counsel  consulted  by  the  Cor¬ 
poration  gave  his  opinion  that  there  was  not  sufficient  ground 
for  anybody  to  take  action  against  the  newspaper  named 
“the  world  did  not  point  to  Mr.  Carr,  but  it  did  now,”  he 
made  a  grave  blunder  and  seriously  misled  the  Town  Council. 
Mr.  Carr  would  be  quite  justified  in  declining  to  recognize 
the  validity  of  the  resolution  of  the  Council,  if  his  health, 
which  is  notoriously  bad,  permits  him  to  take  up  a  strong 
position  in  opposition  to  the  Corporation.  He  may  decline 
to  commence  an  action  which  the  legal  adviser  of  the 
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Corporation  lias  declared  would  be  futile  ;  and  he  may  decline 
to  resign  bis  office.  If  the  Corporation  were  then  to  remove 
him  compulsorily,  be  would  have  bis  remedy  m  an  action  for 
wrongful  dismissal.  It  appears  to  us,  therefore,  that  the 
position  into  which  the  Mayor  has  led  the  Corporation  is  a 
false  one,  from  which  they  should  try  to  extricate  themselves 
as  speedily  as  possible. 

THE  ABAHDONMENT  ™  PEOM5ED  AHTOMN  MEETING 

A  MEETING  of  the  Council  of  The  Gas  Institute  was  held  this 
day  week,  at  which,  as  we  are  informed,  it  was  finally  decided 
not  to  hold  the  extraordinary  general  meeting  in  the  course 
of  the  autumn  which  was  promised  in  the  circular  issued  by 
the  President  a  month  ago.  Upon  the  faith  of  this  announce¬ 
ment,  we  have  lived  for  the  past  few  weeks  m  the  expectation 
of  such  a  gathering  of  the  members  of  the  Institute  to  be 
convened  some  time  before  the  winter  sets  in.  It  appears 
to  the  President  and  Council,  however,  upon  fuller  considera¬ 
tion,  that  much  inconvenience  and  expense  to  the  members 
generally  will  be  saved  by  postponing  the  matters  which  the 
proposed  extraordinary  meeting  would  have  had  to  deal  with 
to  the  ordinary  meeting  next  year.  It  was  feared  that  there 
might  be  a  difficulty  in  getting  together  a  really  representa¬ 
tive  meeting  of  members  ac  the  beginning  of  the  winter 
season,  when  the  responsibilities  of  gas  managers  are  most 
harassing.  This  idea  seems,  indeed,  to  ha,ve  prevailed 
extensively  at  the  time  of  the  previous  Council  meeting  at 
which  Mr.  Woodall’s  circular  was  discussed ;  and  if  so,  it 
must  have  been  owing  to  some  misunderstanding  that  the 
proposal  to  hold  an  extraordinary  general  meeting  appeared 
as  a  definite  promise  in  the  circular  in  question.  This,  how- 
ever,  is  a  small  matter,  which  affects  only  the  President  and 
Council.  The  President  could  call  the  extraordinary  meeting 
if  he  chose  ;  but  he  has  no  desire  to  act  otherwise  than  with 
those  who  now  share  with  him  the  responsibility  of 
administering  the  affairs  of  the  Institute.  We  are  not  dis¬ 
posed  to  question  the  wisdom  of  the  decision  arrived  at_  last 
Tuesday ;  for  we  should  be  very  loth  to  put  any  additional 
difficulty  in  the  way  of  Mr.  Woodall  and  his  colleagues  of  the 
Council,  who  will  have  as  much  as  they  can  do  to  right  the 
Institute  by  next  June.  They  must  be  credited  with  having 
weighed  the  arguments  for  and  against  an  extraordinary 
meeting,  not  only  from  their  own  individual  standpoints,  but 
also  with  due  regard  to  the  wishes  of  such  of  their  fellow- 
members  as  they  have  been  able  to  confer  with  ,  and  it  is  to 
be  hoped  that  they  have  decided  for  the  best.  All  the  same, 
we  retain  our  view  that  it  would  have  been  much  better, 
for  the  sake  of  having  a  pleasant  and  profitable  meet¬ 
ing  in  June,  if  the  members  could  have  then  met  with  a  clean 
slate  before  them,  and  all  the  constitutional  troubles  into 
which  the  Institute  has  drifted  behind  them.  In  deciding 
against  this  view,  the  President  and  Council  have  deliberately 
reserved  a  vexatious  and  delicate  business  for  the  general 
assembly,  where  it  may  possibly  be  disposed  of  with  ease  and 
celerity,  or,  on  the  other  hand,  may  effectually  wreck  the 
meeting.  They  have  taken  the  risk,  however,  and  must  now 
abide  by  the  issue.  There  is  one  aspect  of  the  subject  which 
requires  a  word  of  comment.  The  President  has  asked  those 
members  who  sympathize  with  the  retired  office-bearers,  to 
abstain  from  following  them  until  he  can  bring  out  his  plans 
for  dealing  with  the  emergency.  If  this  had  been  the  pro¬ 
gramme  for  an  autumn  meeting,  the  business  would  have 
been  settled  one  way  or  the  other  during  the  current  year; 
and  members  would  have  been  able  to  express  their  content¬ 
ment  with  the  solution,  or  the  reverse,  by  renewing  their 
subscriptions  or  notifying  their  intention  to  withdraw.  Now, 
as  it  appears  to  us,  the  President  must  trust  still  more  to  the 
goodwill  and  confidence  of  members  by  asking  them — in  fact, 
if  not  in  words — to  continue  their  membership  for  another 
year,  in  the  faith  that  he  will  be  able  to  propound  a  cure  for 
the  evil  under  which  the  Institute  now  languishes.  Another 
meeting  of  the  Council  is  to  be  held  in  November,  after  which 
it  is,  of  course,  possible  that  a  statement  of  policy  will  be 
issued.  It  may  be  said,  indeed,  that  in  discountenancing  a 
general  meeting  before  present  subscriptions  have  run  out, 
the  Council  owe  to  their  constituents  an  explanation  of  what 
they  propose  should  be  done  in  June,  in  order  that  members 
may  determine  whether  to  renew  their  subscriptions  or  not. 
Nobody  outside  the  Council,  it  may  he  presumed,  knows 
what  is  hkely  to  be  recommended ;  and  although  members 
may  agree  to  wait  until  November,  by  that  time  the  Council 
should  have  their  policy  ready,  and  publish  it  in  order  that 
the  proceedings  at  the  meeting  in  June  may  be  well  con¬ 
sidered  and  final  in  their  effects. 


®Iat£r  anil  SanitaiE  l^Sairs. 

Just  before  concluding  his  presidential  address  at  the  meeting 
of  the  British  Association  at  Bath  last  week.  Sir  Frederick 
Bramwell  made  reference  to  the  water  supply  of  towns,  as 
forming  one  of  the  topics  available  for  the  “  Eulogy  of  the 
“  Civil  Engineer.”  Certainly,  a  matter  so  important  in  its 
bearing  on  the  public  health  could  not  be  classed  as  one  of 
the  “  Next-to-Nothing  ”  series,  constituting  the  other  part 
of  the  presidential  harangue,  unless  attention  were  limited  to 
the  presence  of  the  micro-organisms,  to  which,  as  it  happened, 
no  allusion  at  all  was  made.  The  remarks  offered  by  Sir 
Frederick  showed  that  he  considered  the  skill  of  the  engineer 
to  be  specially  taxed  when  a  volume  of  rain  water  had  to  be 
stored  for  the  supply  of  a  large  town.  Meteorological  con¬ 
siderations  entered  into  the  problem,  and  “  huge  reservoirs” 
had  to  be  provided,  so  as  to  meet  the  contingency  of  three 
dry  years  occurring  in  succession.  Fortunately,  London 
makes  no  such  demand  on  engineering  skill,  and  is 
independent  of  any  deficiency  of  rainfall.  Whether  the  sum¬ 
mer  be  a  wet  or  a  dry  one,  the  Metropolitan  consumer  has 
perfect  confidence  that  the  requisite  supply  of  water  will 
reach  him.  If  the  water-works  of  the  Metropolis  are 
less  imposing  in  their  appearance  than  those  belonging  to 
some  of  our  northern  towns,  they  have  the  merit  of  meeting 
an  enormous  demand,  created  by  a  population  of  nearly  5^ 
millions.  Such  an  achievement,  we  think,  might  have  met 
with  a  more  distinct  acknowledgment  from  Sir  F.  Bramwell, 
unless  this  distinguished  Engineer  bears  in  mind  that  London 
refused  the  benefit  of  his  own  particular  scheme,  proposed 
some  years  ago,  whereby  a  second  set  of  mains  was  to  be 
placed  in  the  streets,  for  the  purpose  of  laying-on  a  special 
drinking  supply.  No  doubt,  the  great  engineers  of  the  day 
would  very  much  like  to  construct  enormous  reservoirs  and 
gigantic  aqueducts,  to  take  the  place  of  the  existing  works. 
But  the  humbler  means  may  suffice.  Certainty  is  essential 
in  respect  to  the  water  supply  of  a  great  city  ;  and  this 
guarantee  will  be  altogether  wanting  in  the  case  of  the 
Metropolis,  if  London  is  to  be  made  dependent  on  a  flow  of 
water  along  an  artificial  conduit  traversing  a  considerable 
stretch  of  open  country. 

Passing  from  the  presidential  a^ress  at  Bath  to  the 
sectional  papers,  we  find  Mr.  J.  Bailey  Benton  propos¬ 
ing  to  replenish  the  underground  waters  of  the  permeable 
formations  of  England,  by  means  of  shafts  to  be  sunk  down 
to  the  line  of  saturation  in  the  water-bearing  strata.  As 
concerns  London,  it  is  proposed  that,  whenever  the  Thames 
rises  above  a  certain  height,  the  superfluous  water  shall  be 
diverted  out  of  the  river  course  on  to  filter-beds  formed  near 
at  hand.  After  being  freed  from  flocculent  matter,  the  water 
is  to  pass  down  through  steined  shafts  or  sumps,  so  as  to 
reach  the  water-level  beneath.  If  this  scheme  would  pre¬ 
vent  floods,  it  would  be  a  blessing  to  a  good  many  owners 
and  occupiers  of  land  in  the  Thames  valley  above  London. 
Otherwise  it  seems  very  like  throwing  away  good  water  on 
the  merest  chance  of  ever  seeing  it  again.  So  far  as  the 
underground  waters  are  concerned,  we  think  they  mignt  be 
left  to  take  care  of  themselves.  But  if  the  project  is  to  pre¬ 
vent  floods  in  the  Thames  valley,  let  it  be  understood  as  such, 
though  we  rather  fear  the  floods  will  prove  too  much  for 
the  sumps.  As  for  the  Metropolitan  Water  Supply,  the  pro¬ 
bability  of  its  being  benefited  by  the  proposed  arrangement 
seems  rather  remote.  Mr.  Bailey  Denton  expects  by  his  plan 
to  store  the  flood  waters — or  some  part  thereof — underground, 
so  as  to  replenish  the  river  at  Kingston  when  it  has  a  ten¬ 
dency  to  run  low.  The  propounder  of  this  scheme  is  a 
clever  Engineer  ;  but  it  seems  to  us  that  the  extra  dose  given 
to  the  subterranean  regions  will  have  gone  out  of  reach  by 
the  time  the  river  at  Kingston  stands  in  need  of  it.  No 
doubt,  a  large  quantity  of  water  runs  to  waste  in  the  Thames 
Valley  during  periods  of  heavy  and  continuous  rain.  For 
the  mischief  done  by  the  Thames  floods,  we  fear  Mr.  Bailey 
Denton  himself,  or  others  in  his  profession,  must  be  held 
somewhat  responsible  ;  the  extension  of  agricultural  drainage 
having  the  effect  of  hastening  the  passage  of  the  rainfall  to 
the  river  and  to  the  sea.  First  to  create  a  flood,  and  then 
to  cure  it,  may  accordingly  enter  into  “  the  eulogy,”  or  other¬ 
wise,  of  the  civil  engineer. 


A  VACANCY  has  been  created  in  the  managership  of  the  Maryport 
Gas-Works  hy  the  appointment  of  Mr.  D.  Irving  to  be  Engineer  of 
the  Stapleton  Road  works  of  the  Bristol  United  Gas  Company. 
There  were  more  than  70  applicants  for  the  post.  Mr.  Irving  was 
1  formerly  under  Mr.  J.  Hepworth  at  the  Carlisle  Gas-Works. 
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€ammmiRxm,  antr  Itbufas. 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  478.) 

During  the  past  week  there  has  been  quite  a  revival  of  business 
on  the  Stock  Exchange — to  an  extent  unusual  in  the  dead  season  ; 
and  the  general  tendency  has  been  good  all  round.  The  Funds 
have  been  fairly  steady  ;  the  Foreign  Market  undisturbed  by  fore¬ 
bodings  as  to  a  rupture  of  the  peace  on  the  Continent ;  and  Rail¬ 
ways  have  been  buoyant  upon  improved  returns.  Even  Trans¬ 
atlantic  Rails  have  had  a  better  time.  The  Money  Market  shows 
no  change ;  and  the  existing  rate  seems  good  enough  to  last  some 
while  longer  yet.  The  Gas  Market  has  been  only  moderately 
active ;  but  several  changes  in  the  quotations  have  taken  place, 
and  they  are  all  in  the  upward  direction — with  the  one  exception 
of  Gaslight  “A.”  It  opened  firmly  enough,  and  was  marked  on 
Monday  at  257 — the  top  price  ;  but  from  that  it  gradually  eased  off 
to  254,  the  nominal  quotation  showing  a  drop  of  1  for  the  week. 
The  10  per  cent,  preferences,  however,  have  been  in  good  demand, 
and  exhibit  an  improvement  of  2.  South  Metropolitans  have 
been  very  quiet.  The  “  B  ”  stock  has  improved  li  ;  but  the  “  A  ” 
has  been  left  standing.  At  existing  prices  it  will  bear  a  rise  ;  and 
the  “  C  ”  is  decidedly  too  low.  If  there  were  any  business  in  it,  it 
should  stand  5  higher.  The  prospect  of  the  improved  dividend 
has  worked  a  further  advance  in  Commercials  ;  the  old  stock 
gaining  6,  and  the  new  stock  3.  Some  little  business  has  been 
done  in  them  at  good  figures.  Of  the  Provincial  Companies, 
Alliance  and  Dublin  old  has  recovered  the  slight  abatement  it 
suffered  three  weeks  ago ;  but  the  new  stock  is  unchanged. 
British  has  gained  1  more ;  and  it  can  hardly  be  bought  to  return 
4J  per  cent,  for  money.  All  the  Provincial  and  Suburban  Com¬ 
panies,  in  fact,  are  well  up  in  price.  Of  the  Foreign  undertakings. 
Imperial  Continental  is  a  little  firmer,  and  marks  an  advance 
of  1.  Buenos  Ayres  has  been  in  good  demand,  and  has  risen  1, 
which  is  a  10  per  cent,  improvement  on  the  i:lO  shares.  All 
other  issues  dealt  in  show  general  firmness  ;  but  their  quotations 
remain  unchanged.  The  Water  department  has  been  very  quiet, 
but  all  the  Companies  stand  very  firm ;  and  though  the  old 
quotations  are  left  undisturbed,  the  transactions  marked  have  been 
at  high  figures. 

The  daily  operations  were :  Moderate  business  in  Gas  on 
Monday,  with  firmness  throughout.  Commercial  old  rose  5  ;  and 
the  new,  2.  Business  in  Water  was  confined  to  Lambeths.  Tues¬ 
day’s  Gas  business  was  mostly  in  Gaslight  “  A,”  which  began  to 
get  easier.  The  10  per  cent,  preferences,  however,  rose  2  ;  South  Met¬ 
ropolitan  “  B,”  li  ;  Commercials  1  more  each  ;  and  Buenos  Ayres, 
Nothing  was  done  in  Water.  On  Wednesday,  Gashght  “  A  ”  and 
Imperial  Continental  were  the  most  dealt  in.  The  former  fell  1, 
and  the  latter  rose  1.  Buenos  Ayres  advanced  another  Water 
business  was  all  in  West  Middlesex,  which  was  done  at  top  price. 
Thursday  was  very  quiet.  British  Gas  rose  1,  and  Alliance  and 
Dublin,  In  Water,  West  Middlesex  again  marked  top  price. 
Gas  was  more  active  on  Friday,  without  any  further  change  ;  and 
Water  presented  nothing  for  remark.  Very  little  business  on 
Saturday  was  done  in  Gas,  and  none  at  all  in  Water.  All  quota¬ 
tions  remained  unvaried. 


ELECTRIC  LIGHTING  MEMORANDA. 

ELECTRIC  LIGHTING  AT  THE  BRITISH  ASSOCIATION  MEETING — MR.  PREECE’s 
ESTIMATE  OF  THE  COST  OF  ELECTRIC  LIGHTING — THE  ELECTRIC  LIGHT 
ING  OF  BARNET  ;  FANCIES  ILLUSTRATED  BV  FACTS. 

Electric  lighting  has  had  very  good  advertisement  at  the  British 
Association  meeting.  Sir  Frederick  Bramwell,  the  President, 
dragged  a  condemnation  of  the  Electric  Lighting  Act  into  his 
Inaugural  Address  ;  but  he  did  not  say  anything  very  definite  about 
the  application  of  electricity  to  lighting  purposes.  This  topic  was 
left  to  the  inevitable  Mr.  W.  H.  Preece,  the  President  of  the 
Mechanical  Section,  who  discussed  it  with  ardour.  Everybody 
knows  who  and  what  Mr.  Preece  is — or  it  is  not  his  fault — and  we 
know  in  advance  the  tenor  of  what  he  is  likely  to  say  about 
electric  lighting.  We  are  compelled  to  state,  however,  that  if  Mr. 
Preece’s  latest  utterances  upon  the  subject  of  electric  lighting  are  of 
the  character  that  was  to  have  been  expected  from  him  in  his  self- 
appointed  office  of  high-priest  of  the  new  cultus,  their  quality 
shows  a  sad  falling  off  even  from  that  of  the  papers  and  speeches 
of  a  year  or  two  ago,  in  which  the  Chief  Electrician  to  the  Post 
Office  used  to  narrate  how  he  had  triumphantly  adapted  electric 
lights  for  the  decoration  of  a  doll’s  house.  One  paragraph  of  the 
Presidential  Address  with  which  Mr.  Preece  regaled  his  section 
may  be  cited  to  prove  the  truth  of  this  allegation.  He  said  that 
“  electric  lighting  has  become  popular,  not  alone  from  the  beauty 
of  the  light  itself,  but  from  its  great  hygienic  qualities  in  main¬ 
taining  the  purity  and  coolness  of  the  air  we  breathe.  The 
electric  light  need  not  be  more  brilliant  than  gas ;  but  it 
must  be  more  healthy.  It  need  not  be  cooler  than  a  wax 
candle ;  but  it  must  be  brighter,  steadier,  and  more  pleasant 
to  the  eye.  In  fact,  it  can  be  rendered  the  most  perfect 
artificial  illuminant  at  our  disposal ;  for  it  can  illumine 
a  room  without  being  seen  directly  by  the  eye ;  it  can  be  made 
absolutely  steady  and  uniform  without  irritating  the  retina ;  it 
does  not  poison  the  air  by  carbonic  acid  and  carbonic  oxide,  or 
dirty  the  decorations  by  depositing  unconsumed  carbon  ;  it  does  not 
destroy  books  or  articles  of  vertu  and  art  by  forming  water  which 
absorbs  sulphur  acids ;  and  it  does  not  unnecessarily  heat  the 
room.”  Mr.  Preece’s  multitudinous  labours  evidently  prevent  him 


from  paying  attention  to  the  refinements  of  hterary  style,  for  more 
slijishod  diction  than  this  is  seldom  found  in  the  pronouncements 
of  English  men  of  science.  Apart  from  the  demerits  of  the  com¬ 
position,  however,  its  matter  is  illogical  and  for  the  most  part 
rubbishy.  How  can  electric  lamps  possess ‘‘ hygienic  qualities,” 
for  example,  which  assist  it  in  “  maintaining  the  purity  and  cool¬ 
ness  ”  of  air  ?  They  are  neither  made  of  ice,  nor  of  disinfectants. 
Why,  again,  ”  must  ”  electric  lamps  be  more  healthy  than  gas  ? 
And  are  these  the  only  lights  that  can  “  illumine  a  room  without 
being  seen  directly  by  the  eye,  or  can  be  made  ”  absolutely  steady 
and  ”  uniform  ”  ?  What  has  the  “  irritation  of  the  retina  ”  to  do 
with  the  precautions  for  rendering  lights  steady  ?  Here  Mr. 
Preece’s  method  of  expression  is  desperately  at  fault ;  for  his 
words  read  as  though  he  meant  to  say  that  the  retina  is  so  inte¬ 
rested  in  having  lights  jerky  and  irregular,  that  it  is  difficult  to 
make  them  steady  without  “  irritating  ”  it,  except  only  in  the  case 
of  electric  lamps.  Mr.  Preece  talked  a  good  deal  more  nonsense 
about  electric  lighting,  which  we  cannot  follow  in  detail.  He  de¬ 
clared  that  in  the  Central  Post-Office  Savings  Bank  in  London, 
electric  lighting  has  saved  L640  a  year  in  the  improved  health  of 
the  staff.  As  he  was  compelled  to  admit  that  the  installation  cost 
i£3349  to  lay  down,  and  LT034  a  year  in  working,  against  ^700  a 
year  previously  paid  for  gas,  it  is  easy  to  see  why  he  was  anxious 
to  show  a  saving  somewhere. 

Perhaps  the  most  interesting  part  of  Mr.  Preece’s  address, 
however,  was  his  statement  of  the  cost  of  electrical  and  other 
forms  of  power.  He  said  that  the  actual  cost  of  production  of  one 
candle  light  per  annum  of  1000  hours  is  at  present,  for  London, 
as  follows  : — Sperm  candles,  8s.  Gd. ;  gas.  Is.  3d. ;  petroleum,  8d. ; 
electricity  (incandescent),  9d. ;  electricity  (arc),  l|d.  This  is  an 
amazing  computation ;  and  we  do  not  hesitate  to  characterize  it 
as  misleading.  It  is  prefaced  by  a  hasty  sort  of  explanation,  in 
which  it  is  asserted  that  the  cost  of  producing  electricity  for  light¬ 
ing  purposes  by  steam  is  3d.  per  Board  of  Trade  unit.  The 
charge  for  supplying  current  by  the  Grosvenor  Gallery  Company 
is  stated  at  7Jd.  per  unit,  which  at  the  usual  valuation  of  a  unit 
being  equal  to  100  cubic  feet  of  common  coal  gas,  is  equivalent 
to  a  charge  for  the  same  gas  of  6s.  O^d.  per  lOOO  cubic  feet. 
Seeing  that  gas  is  to  be  had  in  the  Grosvenor  Gallery  district  for 
less  than  half  this  rate,  it  is  a  mystery  how  Mr.  Preece  can  bring 
out  his  calculation  that  gas  is  75  per  cent,  dearer  in  use  than 
incandescent  light.  Taking  his  statement  in  another  way,  by  his 
own  showing  in  another  part  of  the  address  a  candle  power  deve¬ 
loped  in  an  incandescent  electric  lamp  absorbs  3  watts  of  current. 
A  16-candle  lamp  will,  therefore,  require  48  watts  of  current — 
say  50  for  the  sake  of  simplicity  of  calculation.  Twenty  of  these 
lamps  may  be  supplied  for  an  hour,  at  the  rate  of  charge  of  the 
Grosvenor  Gallery  Company,  for  7;id.  Twenty  gas  lamps  of  equal 
power  would  consume,  if  Argands  of  the  standard  pattern,  100 
cubic  feet  of  gas  in  the  same  time ;  and  this  would  cost,  including 
meter-rent,  rather  less  than  3^d.  Or,  as  Mr.  Preece  of  course 
takes  the  best  possible  results  for  electric  lighting,  although  he 
does  not  say  where  the  figures  given  in  his  statement  may  bo 
proved  by  examination  of  actual  working,  we  will  claim  the  liberty 
of  accommodating  the  calculation  to  the  results  of  burning  gas  in 
regenerative  lamps,  which  can  now  be  had  of  any  respectable  gas- 
fitter  ;  and  it  will  then  appear  that  the  consumption  of  gas  falls 
to  one-half,  as  compared  with  the  London  Argand.  Hence  we 
say  that  what  the  Grosvenor  Gallery  Company  charge  7id.  for, 
can  be  supplied  by  gas  consumed  by  means  of  regenerative  lamps  for 
something  like  l^d.,  or  rather  less.  If  we  are  wrong,  we  can  be 
corrected.  Mr.  Preece  perhaps  thinks  that  he  occupies  a  position 
that  enables  him  to  say  anything  he  pleases.  So  he  may,  pro¬ 
vided  that  he  does  not  look  to  be  believed. 

The  local  magnates  of  Barnet  are  pluming  themselves  greatly 
upon  at  last  seeing  the  electric  light  in  their  streets.  The  drum 
electrical  has  been  industriously  thumped  once  more ;  and  in 
various  newspapers  Barnet  is  held  up  as  an  example  of  “progress,” 
which  all  the  other  benighted  towns  of  the  kingdom  that  retain 
gas  in  their  highways  should  first  admire,  and  then  copy.  It  is 
ludicrous  as  well  as  sorrowful,  to  see  how  all  experience  goes  for 
nothing  with  newspaper  reporters  when  it  is  a  case  of  a  town 
adopting  electric  light  for  its  streets.  There  is  held  to  be  some¬ 
thing  meritorious  in  the  mere  alteration  from  one  system  of  light¬ 
ing  to  the  other  ;  and  such  trivial  details  as  questions  of  cost  and 
efficiency  are  held  to  be  irrelevant  to  the  merits  of  the  case.  How 
else  can  one  explain  the  fact  that  Barnet  is  loudly  proclaimed  in 
a  London  daily  paper  to  have  “  shown  a  bold  lead,  and  set  an 
honourable  example  worthy  of  extensive  imitation,”  merely  be¬ 
cause  the  Local  Board  have  done  over  again  what  the  great 
majority  of  local  authorities  all  over  the  country  have  done  before 
them  at  different  times  during  the  last  six  years,  and  have  repented 
of  sooner  or  later.  One  would  think,  from  all  the  crowing  of  the 
electricians  and  their  faithful  friends  of  the  press  over  little  Barnet, 
that  this  is  the  first  experiment  in  electric  lighting  that  was  ever 
heard  of  in  the  land,  instead  of  being  the  last.  Meanwhile,  local 
opinion  is  greatly  exercised  upon  the  point  whether  the  Local 
Board  have  done  wisely  or  made  a  foolish  exchange  of  old  lights 
for  new  ones.  The  electrical  contractor  has  replaced  104  gas- 
lamps,  costing  L‘342  per  annum,  with  71  electric  lamps  costing 
£383,  and  an  extra  charge  for  all-night  lighting  not  yet  ascertained. 
The  people  are  asking  themselves  where  is  the  gain  of  the 
exchange ;  and  the  local  newspaper  declares  it  to  be  “  questionable 
whether  the  general  effect  of  the  electric  light  in  our  streets  is 
such  as  to  entitle  it  to  claim  superiority  over  that  which  it  has 
replaced.”  It  is  further  remarked  that  the  ratepayers  “  welcomed 
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the  electric  light  because  they  were  led  to  believe  that  gas  could  be 
replaced  lamp  for  lamp  by  electric  light  of  equal  power  and  at  less 
cost.  The  fallacy  of  that  belief  is  now  apparent.”  Poor  rate¬ 
payers  of  Barnet !  They  should  turn  for  comfort  to  the  declara¬ 
tions  of  Mr.  Preece  above  cited,  where  they  will  learn  that  electric 
lighting  ought  to  be  cheaper  than  gas,  if  unfortunately  it  is  not  as  a 
matter  of  fact.  What  a  commentary,  however,  is  this  experience 
of  the  Barnet  people  upon  electricians’  promises ;  and  how  it  shows 
up  the  real  value  of  electrical  “  progress  ”  when  brought  down  to 
the  level  of  hard  cash. 

THE  DISTRIBUTION  OF  MOTIVE  POWER. 

The  distribution  of  motive  power  from  central  stations  to  sub¬ 
scriber’s  houses  forms  the  subject  of  an  interesting  article  by  M. 
Ph.  Delahaye  in  a  recent  number  of  the  Bevue  Industrielle,  in 
which  the  writer  comments  upon  the  various  systems  whereby 
this  service  is  effected.  The  topic  is  one  that  constantly  reappears 
in  the  pages  of  scientific  journals ;  being,  like  technical  education, 
something  that  can  be  talked  and  written  about  without  fear  of 
injury  to  theories  by  contact  with  too  many  inconvenient  facts.  It 
is^a  question  that  is  capable  of  being  regarded  from  different  stand¬ 
points.  The  social  reformer  looks  at  it  as  offering  a  promise  of 
the  gradual  abolition  of  the  factory  system  (which  may  be  described 
as  that  of  bringing  the  workpeople  to  the  centre  of  power)  by  dis¬ 
tributing  the  power  to  the  workpeople  in  their  homes.  More  prac¬ 
tically,  it  is  regarded  as  a  plan  whereby  certain  undertakings  for 
the  public  supply  of  fuel  and  force  in  different  forms  may  supple¬ 
ment  their  principal  sources  of  revenue.  It  is  between  these  ex¬ 
tremes  that  there  is  a  wide  range  of  debateable  land,  upon  which 
the  general  question  may  be  discussed  from  all  sides. 

As  M.  Delahaye  remarks,  the  proposal  to  distribute  power  from 
house  to  house  has  been  reinforced  of  late,  as  a  practical  ques¬ 
tion,  by  two  or  three  new  processes,  which  increase  to  at  least 
six  the  number  of  systems  available  for  the  purpose  in  towns 
of  any  importance.  The  most  extended  of  all  these  is  cer¬ 
tainly  gas ;  for  it  is  applicable  wherever  there  is  a  great  or  a 
little  gas-works.  Water,  M.  Delahaye  thinks,  may  render  anal¬ 
ogous  services  in  certain  privileged  countries,  as,  for  example, 
in  Switzerland.  Compressed  air  he  only  knows  of  in  Paris  ;  and 
the  same  is  remarked  of  rarefied  air.  But  it  is  stated  that 
the  existing  installations  of  these  systems  are  not  likely  to  find 
imitators.  Steam  is  employed  in  New  York,  and  hot  water  in 
Boston  ;  or  at  least  there  exist  in  these  places  systems  of  distri¬ 
bution  of  steam  and  hot  water  capable  of  being  utilized  for  the 
production  of  power.  And,  finally,  electricity  is  beginning  to 
appear  as  a  rival  to  the  gas-engine,  and  may  be  made  to  serve  a 
great  number  of  industrial  uses.  M.  Delahaye  observes  that 
means  are  therefore  not  lacking  for  the  solution  of  a  problem  to 
which  certain  philosophers  are  pleased  to  attribute  considerable 
importance  in  respect  of  its  bearing  upon  the  lot  of  the  workman. 
It  would  be  possible  to  say  a  great  deal  upon  this  part  of  the 
subject,  in  which  praiseworthy  intentions  take  the  place  of  reasons ; 
but  it  will  be  better  for  the  immediate  purpose  to  take  note  of  the 
results  of  experience.  American  electric  lighting  companies  are 
endeavouring  to  foster  the  general  use  of  electric  motors  to  utilize 
during  the  daytime  the  resources  of  their  lighting  stations. 
In  most  of  the  principal  cities  of  the  United  States,  there  are 
to  be  found  workshops,  warehouses,  and  private  residences,  lit 
by  electricity,  in  which  electrically-driven  tools,  lifts,  pumps,  &c., 
are  found  to  be  very  convenient  indeed.  Considering  American 
habits,  M.  Delahaye  thinks  that  these  small  installations  are  likely 
to  multiply,  since  electricity  is  more  convenient  to  use  in  this  way 
than  either  steam  or  gas.  It  only  requires  a  very  small  space, 
spares  the  trouble  and  dangers  of  coal  or  gas,  and  reduces  the 
amount  of  supervision  required  to  the  lubrication  of  the  journals. 
Those  electric  lighting  stations  that  are  already  organized,  there¬ 
fore,  find  among  their  subscribers  a  new  field  for  expansion  which 
they  are  not  likely  to  neglect.  It  appears  that  this  example  is 
probably  soon  to  be  followed  in  Berlin,  where  some  electric  lighting 
speculators  are  offering  special  terms  to  those  of  their  subscribers 
who  will  use  electro-motors.  They  offer  supplies  of  current  for 
machines  of  this  type  varying  in  power  from  5  kilogramme-metres 
to  12-horse  power ;  and  thus  meet  the  requirements  of  many 
industries.  The  smallest  motors  are  to  be  supplied  with  one 
ampere  of  current ;  while  the  largest  will  take  105  amperes. 
Calculating  upon  the  basis  of  a  working  year  of  3000  hours,  the 
cost  of  a  horse  power  per  hour  under  this  system  would  vary  from 
0'575  franc  with  the  smallest  motors  to  0'325  franc  with  the  largest. 
For  2-horse  power  motors,  which  may  be  taken  as  the  mean,  the 
horse  power  would  cost  about  0‘35  franc  (3|d.)  per  hour. 

M.  Delahaye  proceeds  to  state  the  comparative  cost  of  power 
obtained  from  gas,  after  an  experience  of  at  least  twelve  years 
with  good  and  economical  motors.  Last  year  the  Paris  Gas 
Company  estimated  that  they  sold  2,300,000  cubic  metres  of  gas 
for  the  production  of  power.  The  number  of  engines  and  their 
power  are  not  stated  ;  but  M.  Delahaye  thinks  this  may  be  safely 
taken  at  about  2500-horse  power  in  all.  The  average  consumption 
of  gas  per  horse  power  per  annum  is,  therefore,  from  900  to  1000 
cubic  metres  (35,315  cubic  feet).  Taking  account  of  the  average 
daily  production  of  gas  from  the  works  of  the  Company,  it  does  not 
appear  that  the  demand  for  motive  power  exceeds  1  per  cent,  of 
the  total  output,  or  4  per  cent,  of  the  day  sales.  At  Marseilles,  in 
1887,  it  is  reckoned  that  gas-engines  amounting  to  308-horse  power 
were  in  use  ;  consuming  nearly  the  above  stated  average  of  1000 
cubic  metres  of  gas  per  horse  power  per  annum.  Upon  the  total 
production  of  gas,  the  proportion  required  for  motive  power  was  a 


little  more  than  2  per  cent.  At  Brussels  134  gas-engines  are  returned 
as  being  in  use ;  but  their  power  is  not  given.  They  consume 
about  2-5  per  cent,  of  the  total  production.  With  regard  to  these 
large  towns,  therefore,  M.  Delahaye  concludes  that  the  benefits  of 
the  distribution  of  power  from  house  to  house  have  not  been  much 
appreciated,  to  judge  from  the  small  proportion  of  consumers  for 
this  purpose.  It  is  remarked  that  particulars  relating  to  small 
towns  are  wanting ;  but  that  from  such  as  are  available  it  is  proved 
that  the  general  estimate  of  a  consumption  of  1000  cubic  metres 
of  gas  per  horse  power  per  annum,  is  not  far  out  of  the  way.  Sub¬ 
stituting  English  equivalents  for  these  figures,  it  follows  that  in 
the  ordinary  way  every  horse  power  of  energy  developed  by  gas- 
engines,  taking  one  with  another,  demands  the  consumption  of 
about  35,000  cubic  feet  of  gas  per  annum,  bringing  in,  at  the  very 
common  price  of  2s.  fid.  per  1000  cubic  feet,  a  revenue  of  i‘4  7s.  fid. 
a  year  to  the  gas  undertaking.  Thus  every  horse  power  of  energy 
developed  by  a  gas-engine  in  regular  work  means  as  much  rental 
to  the  suppliers  of  the  gas  as  a  large  gas  kitchener. 

Thus  far  M.  Delahaye,  who,  having  brought  out  the  facts  of  the 
average  consumption  of  gas  by  a  gas-engine,  carries  the  subject 
no  further.  The  question  is,  however,  if  with  the  twelve  years’ 
experience  with  the  good  machines  of  which  he  speaks,  the  results 
signalized  by  the  Paris  Gas  Company  are  to  be  taken  as  represent¬ 
ing  what  the  electrical  distribution  of  force  may  amount  to  in  as 
many  years.  If,  in  short,  electric  lighting  companies  can  only 
expect,  after  a  dozen  years’  experience,  to  sell  1  per  cent.,  or  at 
most  (as  in  Brussels),  2-5  per  cent,  of  their  output  for  motive 
power,  it  is  hardly  worth  while  for  them  to  take  any  trouble 
in  this  matter.  It  is  practically  impossible  in  most  English  gas 
undertakings  for  the  supply  of  motive  power  gas  to  be  distin¬ 
guished  from  that  for  gas  cooking  and  heating  stoves  and  for  other 
industrial  purnoses ;  but  we  are  of  opinion  that,  if  correct  parti¬ 
culars  could  be  ascertained,  the  average  rate  of  Brussels  would 
not  be  exceeded  in  many  English  towns — that  is  to  say,  we  do  not 
expect  that  many  English  gas  undertakings  send  out  much  more 
than  2^  per  cent,  of  their  total  production  to  be  consumed  in  gas- 
engines.  It  may  be  said,  therefore,  from  the  bare  figures,  that  the 
demand  for  gas  for  motive  power  is  insignificant  from  a  com¬ 
mercial  point  of  view ;  and  some  people  might  be  disposed  to 
argue  therefrom  that,  consequently,  the  whole  question  of  dis¬ 
tributing  power  from  house  to  house  is  hardly  worth  talking  about 
under  present  conditions. 

This  would  be,  however,  a  hasty  and  misleading  conclusion  from 
the  evidence.  There  is  a  good  deal  to  be  done  in  the  matter  of 
distributing  power  in  towns,  the  possibilities  of  which  have  only  as 
yet  been  very  superfically  tested.  When  a  matter  of  this  kind  is 
once  started,  nobody  can  tell  what  developments  are  given  to  it  in 
the  fierce  competition  of  modern  commercial  and  industrial  life. 
The  manager  of  a  large  gas  undertaking  may  flatter  himself  that  he 
knows  a  great  deal  about  the  capabilities  of  the  commodity  which 
he  sells  ;  but  he  would  be  astonished  at  some  of  the  uses  to  which 
his  gas  is  put  after  it  leaves  a  few  of  the  consumers’  meters  in  the 
district.  The  indirect  results  of  some  of  these  industrial  uses  of 
gas  are  extraordinary  as  well  as  weighty.  It  is  the  same  with 
other  kinds  of  power  distribution.  An  experienced  person  re¬ 
marked  only  a  short  time  ago,  with  regard  to  the  proceedings 
of  the  companies  that  are  now  engaged  in  distributing  hydraulic 
power  in  London  and  other  English  centres  of  population  and  trade, 
that  they  had  materially  enhanced  the  value  of  house  property  in 
the  areas  served  by  them.  This  somewhat  striking  result  of  power 
distribution  is  traceable  to  several  causes  ;  prominent  among  them 
being  the  facility  afforded  by  a  handy  supply  of  safe  motor  power 
for  carrying  on  a  greater  variety  of  trades  in  a  given  district  than 
could  be  possible  without  this  advantage.  There  are  many  modern 
callings  for  which  a  reliable,  if  small,  supply  of  power  is  either 
absolutely  necessary  or  of  great  advantage  ;  and  without  hydraulic 
or  gas  power,  it  would  be  impossible  to  carry  on  these  resources 
in  some  crowded  city-districts.  With  these,  however,  manu¬ 
facturers  requiring  power  are  able  to  compete  with  others  for 
central  situations  in  which  to  carry  on  their  business ;  and  this 
competition  forces  up  rents.  It  is  profitable  for  a  gas  company  to 
serve  a  gas-engine  belonging  to  a  manufacturer  of  this  stamp,  more¬ 
over  ;  for  although  the  consumption  of  gas  in  the  engine  itself  may 
not  be  large,  it  entails  the  consumption  of  a  great  deal  more  gas  in 
workshops  kept  going  by  means  of  this  power.  From  this  single 
illustration,  it  will  be  seen  how  difficult  it  is  to  set  bounds  to  the 
influence  of  a  development  in  the  direction  of  the  utihzation  of 
power  distributed  from  a  central  source. 

American  experience  has  been  cited  by  M.  Delahaye  ;  but  there 
are  many  reasons  why  the  demand  of  householders  in  the  United 
States  cities,  especially  of  the  Northern  States,  for  a  supply  of 
electrical  power,  chiefly  as  being  more  convenient  than  gas  or 
hydraulic  power,  is  to  be  regarded  as  exceptional.  In  England 
and  on  the  Continent  of  Europe,  it  will  be  a  very  long  time  before 
mechanical  power  is  required  for  anything  but  industrial  and  mer¬ 
cantile  purposes,  with  the  exception,  of  course,  of  such  domiciliary 
establishments  as  hotels,  clubs,  and  similar  communistic  interiors. 
In  the  States,  on  the  other  hand,  progress  in  the  direction  of  the 
domestication  of  machinery  is  marked.  There  are  many  causes 
for  this.  The  great  domestic  servant  difficulty,  which  dominates 
so  much  of  the  inside  of  American  life,  is  largely  instrumental  in 
favouring  the  substitution  of  machine  for  hand  labour  for  blacking 
boots,  washing  dishes,  and  other  domestic  work.  If  an  inventor 
could  bring  out  a  machine  which  would  do  all  the  drudgery  of  a 
household  by  merely  pulling  out  a  series  of  knobs  which  could  be 
reached  by  the  mistress  from  her  rocking-chair,  he  would  make  a 
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rapid  fortune  in  the  States,  however  high -priced  his  machines.  There 
is  plenty  of  money  over  there ;  but  very  little  home  comfort,  accord¬ 
ing  to  the  old-fashioned  standards  of  European  nations.  So  far  have 
matters  gone  already  in  the  way  of  remodelling  manners  of  living,  to 
suit  the  conditions  imposed  by  the  domestic  servant  difficulty,  and 
the  trouble- hating  disposition  of  householders,  that  a  description 
of  a  typical  American  house  and  the  way  of  living  in  it  generally 
appears  utterly  strange  to  English  readers,  who  find  their  own 
language  made  unintelligible  by  fresh  meanings  imported  into  it 
with  relation  to  common  things.  The  wealthier  class  of  Americans 
have  tried  to  return  to  the  soil,  and  to  copy  the  peculiarly  English 
institution  of  the  “  county  family  ;  ”  but  have  failed.  They  find 
nothing  pleasing  in  the  country,  after  spending  much  money  in  the 
establishment  of  country  seats ;  and  so  they  return  to  the  towns, 
flying  to  the  seaside,  the  mountain,  or  the  lake  only  for  a  brief 
holiday  in  summer,  like  any  worker.  This  peculiar  feature  of 
American  life  comes  out  very  strikingly  in  a  lecture  on  “  Sanitary 
Science  ”  recently  delivered  by  Mrs.  K.  H.  Kichards,  before  the 
Franklin  Institute.  The  lecturer  remarked,  “  If  the  question  were 
put  to  us  now  and  here.  Would  you  rather  live  to  three-score  and 
ten,  but  live  half  a  mile  from  any  neighbour,  and  twenty  miles 
from  any  city,  or  would  you  rather  take  the  chance  of  losing 
one-third  of  the  time,  and  live  in  the  midst  of  the  dust  and 
confusion  which  necessarily  attend  the  passage  of  the  rapidly- 
roUing  wheels  of  modern  progress  ?  ’  who  of  us  would  not  say  ‘  Let 
me  live  while  I  do  live.’  "  The  utter  unconsciousness  herein  dis¬ 
played  of  any  possibility  of  living  comfortably  away  from  towns 
strikes  an  English  reader  with  painful  emphasis.  Without  going 
into  the  discussion  of  this  question,  however,  for  which  these 
columns  are  unfitted,  we  are  justified  in  citing  Mr.  Eichards’ 
remarks  as  evidence  of  a  tendency  to  crowd  into  towns,  which  (with 
other  things)  makes  Americans  more  suitable  customers  for  elec¬ 
trical  power  suppliers,  steam  heating  companies,  and  other  agencies 
for  relieving  people  of  trouble  and  responsibility  in  the  manage¬ 
ment  of  their  households  than  can  be  found  on  this  side  of  the 
Atlantic. 

With  this  observation,  we  bring  the  present  article  to  a  close, 
repeating  the  main  argument  which  we  have  desired  to  enforce — 
namely,  that  the  consumption  of  gas  for  motive  power  should  not 
be  despised  because  it  may  appear  a  small  thing  in  itself.  It  may 
have  large  incidental  results,  and  its  developments  are  too  wide 
even  now  to  be  comprehended  at  a  glance  by  the  best  informed 
expert. 

THE  GLASGOW  INTERNATIONAL  EXHIBITION. 

Ninth  Article. 

Such  persons  as  use  malleable  iron  and  steel  tubes  for  carrying 
gas,  steam,  or  water  will  doubtless  be  much  interested  by  the 
extensive  and  splendid  collection  of  exhibits  at  the  stand  of  Messrs. 
A.  and  J.  Stewart,  of  Glasgow  and  Coatbridge.  It  occupies  a  pro¬ 
minent  position  at  the  end  of  the  Machinery  Court,  just  at  the 
outlet  to  the  open  grounds.  The  collection  is  of  a  miscellaneous 
character,  and,  in  every  sense  of  the  term,  eminently  instructive. 
Here  one  may  obtain  an  excellent  idea  of  the  various  purposes  to 
which  iron  and  steel  tubes  of  the  kind  displayed  are  applied. 
Lap-welded  tubes  made  of  steel  are  placed  on  end  ;  some  of  them 
measuring  as  high  as  18  feet.  Then  there  are  some  ranged  hori¬ 
zontally,  varying  from  20  inches  diameter  and  ^  inch  thick,  and 

inches  diameter  and  IJ  inches  thick,  downwards.  These  tubes 
are  used  chiefly  for  hydraulic  purposes,  especially  on  board  large 
ships  of  war.  Amongst  the  fittings  for  boilers,  there  are  stay- 
tubes,  with  the  ends  “  upset  ”  to  preserve  the  thickness  at  the 
bottom  of  the  thread,  ferruled  tubes,  “Field”  tubes,  and  tubes 
with  copper  ends ;  together  with  samples  of  tubes  expanded  and 
crushed  cold,  so  as  to  show  the  quality  of  material  used,  and  the 
soundness  of  the  welding.  There  are  numerous  varieties  of  screwed 
and  coupled  tubes,  such  as  are  used  for  gas-services,  &c.,  as 
also  tubes  with  special  screwed  joints,  which  are  tested  up  to  a 
pressure  of  1800  lbs.  per  square  inch.  Tubes  of  this  kind  are 
shown  which  were  supplied  by  Messrs.  Stewart  to  the  British 
Government  for  the  Suakim-Berber  water  pipe-line,  and  for  the 
Russian  and  other  mineral  oil-fields.  Numerous  fittings  are  also 
exhibited  from  12  inches  diameter  downwards,  including  several 
of  Stewart’s  patent  and  other  flanged  joints  ;  also  a  steel  tube  9^ 
inches  diameter,  J  inch  thick,  with  expanded  faucet  formed  on  the 
end  for  a  lead  joint.  These  pipes  are  used  for  water-mains,  where 
there  is  great  pressure  to  be  resisted.  Tubes  for  boring  purposes 
in  water-sinking  operations  are  seen  in  considerable  variety,  up 
to  12  inches  in  diameter,  with  screwed,  flush,  and  other  joints. 
Numerous  coils  of  tubing  are  shown,  one  of  which  is  square  in 
section,  and  260  feet  long ;  another  is  of  round  section,  and  200 
feet  long.  Another  is  a  flat  coil  of  IJ-inch  tubing,  145  feet 
long;  and  there  is  a  round  coil  of  1-inch  tubing,  150  feet  long. 
In  all  cases  these  coiled  tubes  are  without  screw  joints.  A 
very  interesting  feature  of  Messrs.  Stewart’s  stand  is  a  collec¬ 
tion  of  specimens  of  water-piping  in  use  at,  and  since,  the 
time  of  the  Roman  occupation.  They  are  of  lead,  stone,  wood, 
and  clay.  One  of  the  specimens  is  a  4-inch  Roman  lead  water- 
pipe  made  in  the  year  90  A.D.,  and  found  at  the  villa  of  the 
Emperor  Trajan,  near  Rome.  The  stone  water-pipe  which  is 
exhibited  is  of  6  inches  internal  diameter,  and  was  obtained  at 
Manchester,  where  it  was  brought  into  use  in  the  year  1808  ;  the 
pressure  borne  by  it  being  equal  to  50  feet.  An  Edinburgh  water- 
pipe,  which  was  introduced  in  1762,  is  of  elm  wood ;  and  it  had 
a  pre  smc-bi-aruj!'  capacity  of  10  )  to  150  feet.  The  pipes  in 
the  s^oiciu  to  which  tiiia  belonged  wcie  tapoi'-jointed ;  and  this 


particular  specimen  has  an  internal  diameter  of  5  inches.  Beside 
this  pipe,  there  is  a  branch  formed  of  red  clay — like  an  ordinary 
drain-tile ;  and  this  is  also  5  inches  diameter.  Lastly,  close  by 
and  in  comparison  with  these,  there  is  shown  a  9-inch  steel  tube, 
such  as  has  been  laid  across  the  Tay  Bridge,  to  carry  water  from 
Dundee  into  the  village  of  Newport  on  the  south  side  of  the  Tay. 
It  has  a  pressure-bearing  capacity  of  2700  feet. 

In  the  same  department  of  the  exhibition,  there  is  another 
capital  display  of  malleable  iron  and  steel  tubing  chiefly  for  boiler 
purposes  ;  the  exhibitors  being  Messrs.  J.  Marshall  and  Sons,  of 
Glasgow.  It  includes  some  of  the  greatest  lengths  that  have  yet 
been  made  in  this  country,  rolled  out  of  one  strip.  These  specimens 
are  shown  in  different  diameters,  and  up  to  30  feet  in  length. 
In  addition  to  the  usual  boiler-tubes,  there  are  also  wrought-iron 
galvanized  tubes  for  gas,  steam,  water,  &c.  There  are  likewise  dis¬ 
played  a  number  of  flange  joints,  of  which  Messrs  Marshall  are 
making  large  quantities.  By  way  of  illustrating  the  character  of 
the  work  done  by  this  firm,  there  is  on  view  a  simple  screw  and 
socket  joint,  which  has  been  tested  up  to  a  pressure  of  6050  lbs.  per 
square  inch,  without  any  kind  of  jointing  material  whatever  being 
used.  Among  the  other  things  exhibited  at  this  stand  are  bends 
of  very  thin  tubes,  a  variety  of  sections  of  tubes,  and  some  good 
exa,mples  of  boiler  stay-tubes,  which  have  been  thickened  out  of  the 
solid  at  the  ends  by  staving,  so  that,  when  screwed,  they  have  the 
same  effective  thickness  at  the  bottom  of  the  thread  as  the  body  of 
the  tube. 

Immediately  adjoining  Messrs.  Marshall’s  stand  is  that  of  the 
Broughton  Copper  Company,  of  Manchester,  at  which  there  are 
exhibited  numerous  fine  specimens  of  copper  and  brass  manufac¬ 
tures.  Amongst  these  there  are  brass  pump  and  piston  rods  ;  iron 
rods  covered  with  copper  and  brass  for  engineers’  use ;  and  copper 
and  brass  rods,  &c.  The  stand  is  chiefly  remarkable,  however,  for 
the  excellent  show  of  seamless  drawn  copper  and  brass  tubes. 
Some  of  the  former  are  10  inches  in  bore ;  and  24  feet  long. 
Larger  diameters,  but  in  shorter  lengths,  are  also  shown.  In 
seamless  brass  tubes  there  are  likewise  specimens  of  unusual 
diameter  and  length.  In  all  respects  this  collection  of  exhibits 
never  fails  to  attract  attention  from  visitors;  and  it  is  stated 
that  it  represents  a  sum  of  about  £3000. 

In  a  different  part  of  the  exhibition  buildings,  but  in  the  same 
branch  of  manufactures,  there  is  an  excellent  display  from  the 
works  of  Messrs.  Wilkes  and  Sons,  of  Birmingham.  Seamless  and 
brazed  copper  tubes  are  shown  ranging  from  ^  inch  up  to  flinches 
diameter ;  and  there  are  also  some  very  large  copper  tubes  at  the 
same  stand.  At  a  short  distance  from  this  stand,  Messrs.  E. 
Heaton  and  Sons,  of  Birmingham,  have  a  fine  collection  of  tubes  in 
brass  and  copper,  made  by  an  entirely  new  process — the  patent  of 
a  Glasgow  engineer.  The  system  of  manufacture,  it  is  said,  is 
such  as  to  impart  to  the  tubes  a  greater  amount  of  resisting  power 
than  is  possessed  by  ordinary  tubes.  There  are  also  on  show 
brazed  brass  and  copper  tubes,  and  a  variety  of  gas-fittings.  The 
Birmingham  Battery  and  Metal  Company  show  the  same  class  of 
goods  ;  and  in  this  connection  special  mention  may  be  made  of 
their  steam  and  gas  tubing,  both  in  brass  and  copper.  Muntz’s 
metal  and  copper  tubing  in  considerable  variety,  both  seamless  and 
brazed,  are  to  be  seen  at  the  stand  of  Messrs.  Kidston  and  Co.,  of 
Glasgow.  Some  of  the  tubes  are  of  great  length  without  joint,  and 
are  arranged  as  coils,  being  made  by  Sharp’s  patent  process. 

Tubing  composed  of  other  metals  is  shown  by  Messrs.  W. 
Stevenson  and  Co.,  of  Glasgow  ;  among  their  exhibits  being  lead 
pipes,  composition  tubes,  block-tin  tubes,  and  lead-encased  block- 
tin  tubes.  Messrs.  T.  B.  Campbell  and  Sons,  of  Glasgow,  show  a 
great  variety  of  gas,  water,  and  steam  fittings,  and  lead,  copper, 
and  block-tin  tubing.  Lead  pipes  are  also  shown  at  the  adjoining 
stand  of  Messrs.  Locke,  Blackett,  and  Co.,  of  Newcastle-on-Tyne. 


The  Proposed  Gas  Managers’  Association  for  the  Eastern 
Counties. — Mr.  H.  Wimhurst,  Gas-Works,  Sleaford,  the  issue  of 
whose  circular  suggesting  the  formation  of  a  District  Association 
of  Gas  Managers  for  the  Eastern  Counties  was  noticed  in  the 
Journal  for  the  28th  ult.  (p.  369),  asks  that  those  who  have  not 
yet  replied  to  the  circular  will  do  so  by  Thursday  next,  as  it  is 
necessary  to  make  arrangements  for  the  preliminary  meeting  at 
the  end  of  the  present  month.  We  are  pleased  to  learn  of  the 
measure  of  success  so  far  assured  for  the  scheme ;  and,  knowing 
that  there  is  a  large  amount  of  useful  work  to  be  done  in  the 
district,  would  urge  all  who  are  in  a  position  so  do  so,  to  accord 
their  support  to  Mr.  Wimhurst  and  those  who  are  working  with 
him  in  the  formation  of  the  Association. 

A  Souvenir  of  the  last  Meeting  of  The  Gas  Institute. — 
The  Committee  of  the  Societe  Technique  du  Gaz  en  France  have 
just  forwarded  to  Mr.  William  Sugg  (who  rendered  such  signal 
service,  in  the  capacity  of  interpreter,  to  the  party  of  French  gas 
engineers  who  visited  England  last  June)  six  silver  medals  com¬ 
memorative  of  the  occasion ;  and  have  asked  him  to  present  them 
to  Mr.  Charles  Gandon,  as  President  of  the  Institute,  to  Sir  Julian 
Goldsmid,  Bart.,  M.P.,  and  Mr.  H.  M‘L.  Backler,  the  Chairmen  of 
the  Imperial  Continental  Gas  Association  and  the  European  Gas 
Company  respectively  (by  whom  the  French  guests  were  so  hospi¬ 
tably  received  at  the  Crystal  Palace  banquet),  to  Messrs.  G.  C. 
Trewby  and  Geo.  Livesey,  in  token  of  the  pleasant  and  instructive 
visits  paid  by  the  party  to  the  Beckton  and  East  Greenwich  Gas- 
Works,  and  to  Mr.  Sugg  himself,  not  only  for  his  services  as  inter¬ 
preter,  but  for  the  time  and  trouble  he  devoted  to  conducting  M. 
E.lisoeu  and  his  confreres  from  plaje  to  place  about  LouJoa. 
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A  Burner  for  Natural  Gas. 

At  length,  according  to  the  American  Manufacturer,  a  burner 
has  been  brought  out  that  will  satisfactorily  burn  natural  gas.  As 
an  illuminant  hitherto,  this  gas  has  been  comparatively  a  failure, 
owing  to  the  fitfulness  of  its  light,  and  the  low  illuminating 
power  given  by  ordinary  burners.  The  inventor  of  the  new 
burner  is  Mr.  Todd,  of  the  Campbell  Burner  Company,  Pittsburgh. 
The  object  to  be  achieved  was  to  construct  a  good  and  simple 
burner  for  a  bright  and  steady  light,  out  of  a  gas  poor  in 
carbon.  The  ordinary  regenerative  lamps  are  not  applicable  for 
this  purpose,  because  natural  gas  is  of  very  unstable  composition, 
readily  decomposing  with  heat,  and  depositing  its  carbon  in  the 
gas-ways  of  the  burners  as  hard  graphite.  Natural  gas  has  been 
found  to  burn  best  when  the  air  supply  is  heated  and  restricted 
in  quantity,  and  the  gas  is  kept  cool.  Mr.  Todd’s  lamp  is  con¬ 
structed  upon  this  principle  :  The  burner  is  of  the  Argand  class, 
with  a  brass  shield  fixed  concentrically  round  the  body  of  the 
burner,  forming  an  air-deflector.  This  shield  is  continued  down 
below  the  ordinary  chimney  gallery,  and  terminates  in  a  double 
disc  of  perforated  brass,  through  which  all  the  air  for  the  outside 
and  inside  of  the  flame  must  pass.  The  air  going  to  the  outside  of 
the  flame  also  passes  through  another  perforated  plate  at  a  higher 
level ;  making  three  plates  in  all,  which  are  found  sufficient  with  most 
varieties  of  natural  gas,  although  more  may  be  added  if  required. 
The  object  of  the  perforated  plates  is  to  warm  the  air,  as  well  as 
to  check  its  flow,  by  means  of  heat  conducted  down  to  them 
through  the  outer  brass  shield,  which  encloses  the  burner. 
Murraysville  gas  is  poorer  than  that  from  other  fields  in  the  natural 
gas  region  ;  and  it  is  burnt  in  a  Todd  lamp  with  four  perforated 
rings.  Under  these  conditions,  it  is  claimed  that  it  gives  as  much 
light  as  ordinary  coal  gas,  or  twice  as  much  as  it  does  when  con¬ 
sumed  in  an  ordinary  Argand  burner.  It  is  apparently  only  made 
in  one  size — burning  4  cubic  feet  per  hour,  and  giving  a  light  of 
about  15-candle  power.  The  lamp  is  reported  to  have  had  great 
success  ;  25,000  of  them  being  in  use  in  the  natural  gas  region. 


The  Composition  of  Good  and  Bad  Mortars. 

A  writer  to  the  Builder  remarks,  with  reference  to  the  superiority 
of  ancient  to  modern  mortar,  that  in  many  building  specifications 
there  is  no  reference  to  the  exact  composition  of  the  mortar  intended 
to  be  used.  The  writer  urges  that  not  only  should  the  proportions 
of  lime  and  sand  be  stated,  but  also  that  the  sand  should  be 
required  to  be  rough  and  sharp ;  and  the  nature  and  condition  of 
the  lime  should  be  specified,  with  a  limit  to  the  quantity  existing 
in  the  state  of  carbonate.  The  object  of  this  latter  restriction  is 
to  ensure  the  lime  being  well  burnt.  As  an  example  of  good 
mortar  is  cited  that  used  in  the  building  of  St.  Mary’s  Church, 
Illingworth,  Halifax,  where  the  walls,  2  feet  thick,  are  built  with 
the  faces  only  in  mortar,  the  interior  of  the  wall  being  in  dry  stone, 
with  a  through  header  at  intervals.  These  walls  were  built  in  1777  ; 
and  the  composition  of  the  mortar  is  compared  with  that  of  a 
soft  and  crumbling  mortar  taken  from  a  garden  wall  said  to  be  200 
years’  old. 

Good  Mortar.  Poor  Mortar. 


Water,  lost  at  212°  Fahr . 

.  .  1 

64 

.  1 

66 

Loss  on  ignition . 

.  .  2 

59 

.  3 

06 

Lime . 

.  .  28 

50 

.  24 

75 

Magnesia . 

61 

19 

Oxides  of  iron  and  alumina  . 

.  .  3 

45 

.  2 

35 

Potash . 

33 

09 

Soda . 

25 

16 

Carbonic  acid . 
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73 

65 
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04 

Silica  (present  as  silicate  of  lime) 
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30 
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75 
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12 

100 

00 
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00 

Equal  to  carbonate  of  lime 

.  .  42 

72 

.  38 

93 

It  will  be  noticed  that  in  the  good  mortar  there  is  11‘30  per  cent' 
of  silica  present  as  silicate  of  lime,  such  as  occurs  in  good  Portland 
cement ;  whereas  in  the  other  sample  there  is  only  2'80  per  cent. 
The  former  is  very  hard,  and  difficult  to  separate  from  the  stone  ; 
while  the  latter  is  soft  and  friable.  Microscopic  inspection  showed 
that  the  sand  in  the  good  mortar  is  rough,  with  sharp  edges  ; 
while  in  the  other  sample  it  is  round,  like  sea  or  river  sand. 


The  Permeability  of  Cement  Mortars. 

In  a  recent  number  of  the  Annales  des  Fonts  et  Chaussees 
appears  an  article,  by  Messrs.  L.  Durande-Claye  and  P.  Bebray, 
upon  the  permeability  of  Portland  cement  mortars.  While  con¬ 
ducting  some  experiments  upon  samples  of  cement  mortar  taken 
from  various  marine  works  in  England,  France,  and  Belgium, 
these  Engineers  discovered  that  all  these  mortars  were  permeable. 
A  block  of  the  material  placed  in  such  a  position  in  an  earthenware 
dish  as  to  divide  it  into  two  compartments  was  rapidly  penetrated 
by  a  6  per  cent,  solution  of  magnesium  sulphate  poured  into  one 
of  the  compartments  ;  all  leakage  past  the  block  being  prevented. 
As  fast  as  the  salt  solution  filtered  through,  it  was  constantly 
removed  by  a  syphon,  and  more  poured  into  the  first  compartment. 
After  sixteen  days,  a  crack  3  or  4  centimetres  long  appeared  in  the 
block  of  mortar  ;  and  next  day  another  crack  manifested  itself — 
the  block  meanwhile  swelling  in  the  process.  It  was  then  deter¬ 
mined  to  institu'e  a  number  of  experiments  upon  concrete  with 


clean  water,  chloride  of  magnesium  solution,  and  magnesium  sul¬ 
phate  solution.  The  arrangement  finally  adopted  was  to  plug  one 
end  of  a  glass  tube  about  IJ  inch  diameter  with  the  cement 
mortars  under  examination,  the  other  end  of  the  tube  being  closed 
with  an  india-rubber  stopper,  through  which  passed  a  tube  about 
40  inches  long,  connected  with  a  flask  of  the  testing  solution. 
The  cement  mortar  employed  was  composed  of  one  of  cement  (by 
weight)  to  four  of  sand,  gauged  with  quantities  of  water  varying 
in  different  samples  from  0'07  up  to  0T2  per  cent,  of  the  total 
weight  of  the  mixture.  The  rate  of  filtration  in  all  the  experi¬ 
ments  was  very  rapid  at  first,  but  diminished  as  time  went  on ; 
and  finally  became  extremely  slow.  The  glass  tubes  invariably 
cracked  after  a  few  days,  from  the  swelling  of  the  cement  plugs  ; 
so  that  the  experiments  could  not  be  long  continued.  Three  sets 
of  experiments  were  completed,  in  the  first  of  which  the  mortar 
gauged  with  the  least  addition  of  water  proved  to  be  the  least  per¬ 
meable.  The  effect  of  the  magnesium  chloride  solution  was  much 
less  than  that  of  magnesium  sulphate  of  the  same  strength. 
Analyses  showed  that  the  mortar,  after  having  been  acted  upon 
by  the  latter  solution,  contained  from  0'75  to  0'80  per  cent,  of 
sulphuric  acid  ;  and  to  this  fact  the  authors  are  led  to  ascribe  the 
occasional  failure  of  cement  concrete  when  saturated  by  salt  water, 
for  the  acid  combines  with  the  lime  to  make  solid  sulphate  of  lime 
in  the  interior  of  the  mass,  the  crystalline  formation  of  which 
gives  rise  to  considerable  internal  stresses,  whilst  the  magnesia  is 
washed  out  in  the  form  of  a  thin,  non-coherent  cream. 

Bricklaying  in  Frost. 

The  possibility  of  carrying  on  bricklaying  and  mason’s  work 
in  frosty  weather  is  occasionally  discussed  in  engineering  journals, 
wherein  it  is  generally  regarded  as  a  question  only  applying  to 
emergency  work.  A  statement  has  recently  been  published  in  the 
Engineering  and  Building  Record,  taken  from  a  report  that  first 
appeared  in  a  St.  Louis  newspaper,  which  goes  to  show  that, 
although  bricklaying  is  sometimes  done  in  the  latitude  of  St. 
Louis  during  the  winter,  it  is  much  more  costly  than  work  done 
in  milder  weather.  The  upper  part  of  the  St.  Paul  Globe  building 
was  completed  in  December  while  the  temperature  ranged  from 
-  15°  to  +  15°  Fahr. ;  and  the  builders  are  of  opinion  that  that 
part  of  the  work  is  as  sound  as  the  rest.  The  bricklayers  used 
salamanders,  slaked  their  lime  with  hot  water,  heated  the  bricks, 
and  laid  them  in  the  hot  mortar.  Thus  good  adhesion  was 
secured  before  the  frost  could  take  hold  upon  the  work.  A  man 
can  only  lay  half  as  many  bricks  under  these  conditions  as  he 
can  when  the  precautions  against  freezing  are  not  required ;  and 
it  is  considered  that  alternations  of  frost  and  thaw  would  be  more 
detrimental  to  newly -laid  brickwork  under  any  circumstances 
than  a  period  of  long-continued  frost. 
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MODIFICATION  OF  HARCOUKT’S  COLOUR  TEST. 

By  William  G.  Hicks,  Assistant  Engineer  of  the  Ramsgate  Cor¬ 
poration  Gas-Works. 

As  promised  in  my  article  appearing  in  last  week’s  Journal, 
I  will  now  give  a  description  of  the  modification  ot  Hareourt’s 
colour  test  which  I  have  used  with  great  success. 


Referring  to  the  illustrations,  A  is  the  platinized  pumice  bulb ; 
B  is  the  test-glass  for  sulphuretted  hydrogen,  with  acetate  of  lead 
paper  suspended  in  the  tube  1 ;  C  is  a  test-glass,  to  be  placed  second 
in  testing  for  ammonia  and  carbonic  acid.  It  is  provided  with 
a  tube  2  partly  filled  with  beads.  The  rest  of  the  apparatus  is  the 
same  as  Mr.  Harcourt’s,  except  the  measures,  which  are  divided 
into  cubic  centimetres. 

Test  for  Ammonia. — Place  a  measured  amount  of  standard 
solution  of  sulphuric  acid  (the  same  as  is  used  with  the  bottle 
described  in  my  previous  communication)  into  the  test-glasses — 
about  two-thirds  into  No.  1,  and  one-third  into  No.  2  (see  fig.  2). 
The  solution  put  into  No.  2  should  be  passed  through  the  beads 
in  the  tube  2  ;  fill  up,  with  distilled  water,  if  necessary  ;  connect 
to  the  aspirator  as  shown  ;  then  attach  the  inlet  of  No.  1  test-glass 
to  the  tube  from  which  the  gas  is  issuing ;  and  turn  on  the  tap  of 
the  aspirator  to  give  a  very  thin  stream.  Having  allowed  one  litre 
of  gas  to  pass,  note  the  amount  of  exhaust  shown  by  the  gauge  on 
the  top  of  the  aspirator.  Now  disconnect  from  the  gas  supply,  and 
pass  about  20  c.c.  of  air  ;  disconnect  the  test-glasses  ;  wash  down 
the  beads  of  No.  2;  and  titrate  with  standard  solution  of  potash. 
The  corrections,  &c.,  are  the  same  as  described  in  the  last  article. 
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except  that  the  exhaust  in  the  top  of  the  aspirator  affects  the  volume 
of  gas,  and  should  be  corrected  for  as  described  below. 

Test  for  Sulphuretted  Hydrogen. — A  measured  quantity  of 
standard  solution  of  acetate  of  lead  is  placed  in  one  test-glass  (B), 
as  indicated  in  fig  1 ;  and  gas  is  aspirated  through  until  the  solu¬ 
tion  is  saturated  with  sulphuretted  hydrogen,  which  is  shown  by 
the  lead  paper  suspended  in  the  tube  (Fig.  1)  just  turning  brown 
at  the  lower  edge.  The  amount  of  water  let  out  of  the  aspirator 
having  been  noted,  the  calculation  is  as  follows  : — Say,  10  c.c.  of 
standard  lead  solution  was  placed  in  the  test-glass,  and  it  required 
1385  c.c.  of  gas  to  saturate  it  with  sulphuretted  hydrogen,  then  as 
1385  :  1000 :  :  10  =  7'2'2  c.c.  of  sulphuretted  hydrogen  per  litre. 
Now  correct  for  temperature  and  pressure.  A  small  piece  of  wool 
should  be  placed  in  the  bottom  of  the  tube  1,  so  as  to  prevent  the 
solution  from  soiling  the  lead  paper. 

Test  for  Carbonic  Acid. — Standard  barium  hydrate  solution  is 
placed  in  the  test-glasses,  in  the  same  manner  as  described  in  the 
test  for  ammonia  ;  and  one  litre  of  water  is  let  out  of  the  aspirator. 
Then  200  c.c.  of  air  (which  has  been  previously  freed  from  carbonic 
acid  by  being  sent  through  a  small  quantity  of  barium  hydrate 
solution)  is  forced  through.  A  piece  of  wool  or  other  material 
should  be  placed  in  the  nutlet  of  the  vessel  containing  the  barium 
hydrate,  so  as  to  prevent  any  being  carried  forward  into  the  test- 
glasses.  Colour  with  phenol  phthalein,  and  titrate  with  standard 
hydrochloric  acid. 

Carbon  Bisulphide. — This  test  is  the  same  as  that  given 
for  sulphuretted  hydrogen,  only  the  gas  is  drawn  through  the 
platinized  pumice  bulb  of  Harcourt’s  colour  test,  to  convert  the 
bisulphide  of  carbon  into  sulphuretted  hydrogen.  The  result  in 
cubic  centimetres,  after  correction,  sliould  be  divided  by  two,  and 
will  then  equal  the  volume  of  bisulphide  of  carbon  in  the  gas. 

Corrections  for  Exhaust,  dc. — For  example,  suppose  that  we 
found  12'5  c.c.  of  carbonic  acid  in  one  litre  of  gas  (as  measured 
by  the  water  let  out),  with  the  thermometer  at  68°  Fahr.,  and 
the  barometer  at  29'8  inches  ;  and  that  the  gauge  on  the  aspirator 
showed  6i  inches  exhaust  on  a  column  of  water  :  Subtract  inch 
from  the  height  of  the  barometer  for  this  6^  inches  exhaust ;  then 
as  the  tabular  number  956  :  1000  :  :  12'5  =  13‘07  c.c.  per  litre,  or 
1'307  per  cent. 

The  test  solutions  used  for  absorbing  ammonia  and  carbonic 
acid  should  be  at  least  10  c.c.  in  excess  of  the  amount  actually  re¬ 
quired  to  combine  with  the  quantity  of  these  gases  that  are  likely 
to  be  present. 

For  sulphuretted  hydrogen,  I  find  about  10  or  15  c.c.  a  conve¬ 
nient  amount  of  acetate  of  lead  solution ;  passing  gas  until  it  is 
saturated,  as  mentioned  above. 

The  bottle  described  in  my  last  communication  makes  a  very 
convenient  litre  measure  for  the  above  tests,  especially  when  used 
in  conjunction  with  a  smaller  measure  with  finer  divisions.  It 
wiU  be  noted  that  the  bisulphide  of  carbon  test  can  be  performed 
most  accurately  in  a  few  minutes  ;  and  that,  by  adding  6  or  7 
grains  to  the  bisulphide  of  carbon  found  (after  converting  it  into 
grains  per  100  cubic  feet),  the  operator  will  have  the  total  sulphur 
compounds  present  in  the  purified  gas. 

In  conclusion,  I  may  say  that  this  apparatus  is  portable,  and  in 
my  opinion  far  superior  to  the  old  form  ;  and  I  consider  that  the 
methods  of  using  it  described  in  this  article  will  give  the  operator 
most  accurate  results. 


The  South  Milford  Gas  Company  recently  advertised  for  a 
Manager  for  their  works  in  place  of  Mr.  Pattrick,  resigned ;  and, 
out  of  some  fifty  candidates  for  the  position,  have  selected  Mr.  W. 
Lister,  Manager  of  the  Denby  Dale  Gas-Works. 

By  a  unanimous  vote,  the  Rochdale  Town  Council  last  Thursday 
decided  to  increase  the  salaries  of  Mr.  Tomlinson  (Manager  of  the 
water-works)  and  Mr.  Stenhouse  (Chemist  at  the  gas-works)  as 
recommended  by  the  Committees — the  former  by  ^50  a  year,  and 
the  latter  by  L'40. 

A  RECEIVING  order  was  made  by  the  Registrar  of  the  Salford 
County  Court  last  Friday  against  the  late  Town  Clerk  of  Salford 
(Mr.  John  Graves),  whose  whereabouts  are  still  unknown.  The 
petitioning  creditor  was  a  lady.  The  sum  owing — viz.,  i'800— 
was  trust  money,  which  had  been  placed  in  the  debtor’s  hands. 

The  Parkes  Museum  have  arranged  for  a  course  of  twelve 
lectures  to  be  delivered  between  Sept.  25  and  Nov.  2  on  subjects 
of  special  interest  to  those  who  are  desirous  of  obtaining  know¬ 
ledge  of  the  duties  of  Sanitary  Inspectors.  Only  a  nominal  fee 
of  5s.  will  be  charged  for  the  series ;  the  lectures  are  to  be  given 
on  Tuesdays  and  Fridays  at  8  p.m.,  at  No.  74a,  Margaret  Street. 
Among  the  lecturers  are  Dr.  G.  V.  Poore,  Professor  Henry 
Robinson,  Sir  Douglas  Galton,  Mr.  Wynter  Blyth,  Mr.  H.  P. 
Boulnois,  and  Dr.  Louis  Parkes,  who  takes  for  his  subject : 
“  Water  Supply,  Drinking  Water,  and  Pollution  of  Water.” 

In  a  recent  issue  of  Der  Gastechniher,  Herr  E.  Grahn  describee 
a  process  for  treating  gas  liquor  and  other  ammoniacal  liquids. 
Instead  of  boiling  off  the  ammonia  from  the  liquor  by  direct  fire 
or  injection  of  steam,  the  author  proposes  to  inject  a  stream  of  air 
or  chimney  gas  through  the  liquor,  with  or  without  simultaneous 
heating  ;  and  by  this  means  to  obtain  the  ammonia  in  a  condition 
for  absorption  without  the  inconvenience  caused  by  the  presence 
of  water  of  condensation.  The  absorption  substances  may  be  solid 
or  liquid  ;  and  it  is  claimed  that  the  process  is  applicable  to  the 
impregnation  with  ammonia  of  solid  manures,  such  as  super¬ 
phosphate. 


Cet^mcal  iElecorD. 


THE  BRITISH  ASSOCIATION  FOR  THE  ADVANCEMENT 

OF  SCIENCE. 

Annual  Meeting  in  Bath. 

The  Annual  Meeting  of  the  above  Association  commenced  in 
Bath  on  Wednesday  last.  The  proceedings  opened  with  the  usual 
meetings  of  the  Council  and  the  various  Committees  ;  and  the  first 
general  meeting  was  held  in  the  evening  in  the  large  Drill  Hall, 
which  was  very  nearly  filled.  Sir  Henry  Roscoe,  the  retiring 
President,  occupied  the  chair ;  and  after  briefly  addressing  the 
assembly,  resigned  it  to  the  President  for  the  year,  Sir  Frederick 
J.  Bramwell,  who  at  once  proceeded  to  deliver  his  Inaugural 
Address.  Such  portions  of  the  address  as  are  of  special  interest  to 
our  readers  are  given  below. 

The  President  commenced  by  saying  that  he  proposed,  as  one  of 
the  two  sections  of  bis  address,  to  discourse  on  the  importance  of 
the  “  next-to-nothing.”  The  other  section  would  embrace  a  eulogy 
of  the  civil  engineer  ;  and  the  value  to  science  of  his  works.  The 
two  subjects  would  be  mixed  up  in  the  most  illogical  and  hap¬ 
hazard  way  throughout  his  address  ;  but  when  he  had  finished  it, 
he  hoped  to  have  convinced  his  hearers  that  there  was  no  man 
who  more  thoroughly  appreciated  the  high  importance  of  the 
“  next-to-nothing  ”  than  the  civil  engineer  of  the  present  day.  He 
justified  the  selection  of  a  civil  engineer  occasionally  for  the  chair 
he  occupied,  because  their  Association  was  for  the  “  advancement 
of  science  ;  ”  and  for  the  advancement  of  science,  it  was  absolutely 
necessary  that  there  should  be  the  application  of  science,  and 
therefore  the  section  which,  in  the  Association,  applied  science  was 
doing  a  very  large  share  of  the  work  of  advancing  science,  and 
was  fully  entitled  to  be  periodically  represented  in  the  presidency  of 
the  whole  Association.  Applications  of  science,  and  discoveries  in 
pure  science,  acted  and  re-acted  the  one  upon  the  other. 
To  take  an  illustration  :  Electricity — known  in  its  simplest  form 
to  the  Greeks  by  the  results  arising  from  the  friction  on  amber, 
and  named  therefrom,  but  afterwards  produced  from  glass  cylinder 
machines  or  from  plate  machines,  and  produced  a  century  ago  by 
the  “influence”  machine — remained,  as  did  the  discoveries  of 
Volta  and  Galvani,  the  pursuit  of  but  a  few  ;  and  even  the  brilliant 
experiments  of  Davy  did  not  suffice  to  give  very  great  impetus  to 
this  branch  of  physical  science.  Ronalds,  in  1823,  constructed  an 
electric  telegraph.  In  1837  the  first  commercial  use  .was  made  of 
the  telegraph  ;  and  from  that  time  electrical  science  received 
an  impulse  such  as  it  had  never  before  experienced.  Further 
scientific  facts  were  discovered  ;  and  fresh  applications  were  made 
of  these  discoveries.  Few  would  be  prepared  to  deny  the  statement 
that  pure  electrical  science  has  received  an  enormous  impulse, 
and  has  been  advanced  by  the  commercial  application  of  elec¬ 
tricity  to  the  foregoing  and  to  purposes  of  lighting.  Since 
this  latter  application,  scores  (he  might  say  hundreds)  of  acute 
minds  had  been  devoted  to  electrical  science  ;  stimulated  thereto 
by  the  possibilities  and  probabilities  of  this  application.  In  this 
country,  no  doubt,  still  more  would  have  been  done  if  the  lighting 
of  districts  from  a  central  source  of  electricity  had  not  been,  since 
1882,  practically  forbidden  by  the  Act  passed  in  that  year.  This 
Act  had  in  its  title  the  facetious  statement  that  it  was  “  to  facili¬ 
tate  electric  lighting,”  although  it  was  an  Act  which,  even  modified 
as  it  had  been  this  year,  is  still  a  great  discouragement  of  free 
enterprise  and  a  bar  to  progress.  The  other  day  a  member  of  the 
House  of  Commons  said  to  him:  “  I  think  it  is  very  much  to  our 
discredit  in  England  that  we  should  have  allowed  ourselves  to  be 
outrun  in  the  distribution  of  electric  lighting  to  houses  by  the  in¬ 
habitants  of  the  United  States  and  by  those  of  other  countries.” 
Looking  upon  him  as  being  one  of  the  authors  of  the  “  facetious  ” 
Act,  he  (the  President)  thought  it  pertinent  to  quote  the  case  of 
the  French  parricide,  who,  being  asked  what  he  had  to  say  in 
mitigation  of  punishment,  pleads,  “  Pity  a  poor  orphan  ” — the 
parricide  and  the  legislator  being  both  authors  of  conditions  of 
things  which  they  affect  to  deplore. 

Quitting  electricity.  Sir  Frederick  made  an  extended  reference 
to  (so-called)  prime  movers — considering  the  subject  first  “in  the 
comparatively  humble  function  of  replacing  that  labour  which 
might  be  performed  by  the  muscular  exertion  of  human  beings.” 
It  must,  he  said,  be  agreed  that  all  honest  and  useful  labour  is 
honourable  ;  but  when  that  labour  can  be  carried  out  without  the 
exercise  of  any  intelligence,  one  cannot  help  feeling  that  the  result 
is  likely  to  be  intellectually  lowering.  The  introduction  of  prime 
movers  as  a  mere  substitute  for  unintelligent  manual  labour  was 
in  itself  a  great  aid  to  civilization  and  to  the  raising  of  humanity, 
by  rendering  it  very  difficult,  if  not  impossible,  for  a  human  being 
to  obtain  a  livelihood  by  unintelligent  work.  In  order  to  illustrate 
how  a  prime  mover  may  not  only  be  a  mere  substitute  for  muscular 
work,  but  may  afford  the  means  of  attaining  an  end  that  could 
not  by  any  possibility  be  attained  by  muscular  exertion,  no  matter 
what  money  was  expended,  he  compared  a  vessel  propelled  by 
oars  with  the  modern  Atlantic  liner.  He  also  took  the  case  of  a 
railway  locomotive.  Here,  he  remarked,  we  have  from  400  to  600 
horse-power  developed  in  an  implement  which,  even  including  its 
tender,  does  not  occupy  an  area  of  more  than  50  square  yards, 
and  that  draws  us  at  the  rate  of  60  miles  an  hour.  Here,  again, 
the  prime  mover  succeeds  in  doing  that  which  no  expenditure  of 
money  or  of  life  could  enable  us  to  obtain  from  muscular  effort. 
These  meritorious  prime  movers  were  due  to  the  application  of 
science  and  to  the  labours  of  the  civU  engineer — using  that  term 
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in  its  full  and  proper  sense  as  embracing  all  engineering  other 
than  military. 

Having  quoted  the  definition  of  the  term  “  civil  engineering” 
as  given  in  the  Charter  of  the  Institution  of  Civil  Engineers — viz., 
“The  art  of  directing  the  great  sources  of  power  in  Nature  for  the 
use  and  convenience  of  man,”  he  asked,  among  all  secular  pursuits, 
could  there  be  imagined  one  more  vast  in  its  scope,  more 
beneficent,  and  therefore  more  honourable,  than  this  ?  He 
maintained  that  the  pursuits  of  civil  engineering  were  worthy  of 
occupying  the  highest  intelligence,  and  that  they  are  elevating 
and  ennobling  in  their  character.  “  Remember,”  he  continued, 

“  the  kindly  words  of  Sir  Thomas  Browne,  who  said,  when  con¬ 
demning  the  uncharitable  conduct  of  the  mere  bookworm,  ‘  I 
make  not,  therefore,  my  head  a  grave  but  a  treasury  of  knowledge, 
and  study  not  for  mine  own  sake  only,  but  for  those  who  study 
not  for  themselves.’  The  engineer  of  the  present  day  finds  that  he 
must  not  make  his  ‘  head  a  grave,’  but  that,  if  he  wishes  to 
succeed,  he  must  have,  and  must  exercise  scientific  knowledge ; 
and  he  realizes  daily  the  truth  that  those  who  are  to  come  after 
him  must  be  trained  in  science,  so  that  they  may  readily  appreciate 
the  full  value  of  each  scientific  discovery  as  it  is  made.  Thus  the 
application  of  science  by  the  engineer  not  only  stimulates  those 
who  pursue  science,  but  adds  him  to  their  number.  Holding,  as  I 
have  said  I  do,  the  view  that  he  who  displaces  unintelligent  labour 
is  doing  good  to  mankind,  I  claim  for  the  unknown  engineer  who, 
in  Pontus,  established  the  first  water-wheel  of  which  we  have  a 
record,  and  for  the  equally  unknown  engineer  who  first  made  use 
of  wind  for  a  motor,  the  title  of  pioneers  in  the  raising  of  the 
dignity  of  labour,  by  compelling  the  change  from  the  non -intel¬ 
ligent  to  the  intelligent.  With  respect  to  these  motors — wind  and 
water  — we  have  two  proverbs  which  discredit  them,  ‘  Fickle 
as  the  wind,’  and  ‘  Unstable  as  water.’  Something  more  trust¬ 
worthy  was  needed  —  something  that  we  were  sure  of  having 
under  our  hands  at  all  times.  As  a  result,  science  was 
applied,  and  the  ‘  fire  ’  engine,  as  it  was  first  called,  the  ‘  steam  ’ 
engine,  as  it  was  re-named,  a  form  of  ‘  heat  ’  engine,  as  we  now 
know  it  to  be,  was  invented.  Think  of  the  early  days  of  the  steam- 
engine — the  pre-Watt  days.  The  days  of  Papin,  Savory,  New¬ 
comen,  Smeaton.  Great  effects  were  produced,  no  doubt,  as  com¬ 
pared  with  no  ‘  fire  ’  engine  at  all ;  effects  so  very  marked  as  to 
extort  from  the  French  writer,  Belidor,  the  tribute  of  admiration 
he  paid  to  the  ‘  fire  ’  engine  erected  at  the  Fresnes  Colliery  by 
English  engineers.  A  similar  engine  worked  the  pumps  in  York 
Place  (now  the  Adelphi)  for  the  supply  of  water  to  portions  of 
London.  We  have  in  his  work  one  of  the  very  clearest  accounts, 
illustrated  by  the  best  engravings,  of  the  engine  which  had  excited 
his  admiration.  These  drawings  show  the  open-topped  cylinder, 
with  condensation  taking  place  below  the  piston ;  but  with  the 
valves  worked  automatically.  It  need  hardly  be  said  that,  note¬ 
worthy  as  such  a  machine  was,  as  compared  with  animal  power, 
or  with  wind  or  water  motors,  it  was  of  necessity  a  most  wasteful 
instrument  as  regards  fuel.  It  is  difficult  to  conceive  in  these  days 
how  for  years  it  could  have  been  endured  that  at  each  stroke  of 
the  engine  the  chamber  that  was  to  receive  the  steam  at  the 
next  stroke  was  carefully  cooled  down  beforehand  by  a  water 
injection.  Watt,  as  we  know,  was  the  first  to  perceive,  or  at 
all  events  to  cure,  this  fundamental  error,  which  existed  prior  to 
his  time  in  the  ‘  fire  ’  engine.  To  him  we  owe  condensation 
in  a  separate  vessel,  the  doing  away  with  the  open-topped 
cylinder,  and  the  making  the  engine  double-acting,  the  parallel 
motion,  the  governor,  and  the  engine  indicator,  by  which  we  have 
depicted  for  us  the  way  in  which  the  work  is  being  performed 
within  the  cylinder.  To  Watt  also  we  owe  that  great  source  of 
economic  working — the  knowledge  of  the  expansive  force  of  steam  ; 
and  to  his  prescience  we  owe  the  steam-jacket,  without  which  expan¬ 
sion,  beyond  certain  limits,  is  practically  worthless . 

I  think  it  is  not  too  much  to  say  that  engineers  who,  since  Watt’s 
days,  have  produced  machines  of  such  marvellous  power — and, 
compared  with  the  engines  of  Watt’s  days,  of  so  great  economy — 
have,  so  far  as  principles  are  concerned,  gone  upon  those  laid 
down  by  Watt.  Details  of  the  most  necessary  character — neces¬ 
sary  to  enable  those  principles  to  be  carried  out — have,  indeed, 
been  devised  since  the  days  of  Watt.  Although  it  is  still  a  very 
sad  confession  to  have  to  make,  that  the  very  best  of  our  steam- 
engines  only  utilizes  about  one-sixth  of  the  work  which  resides 
(if  the  term  may  be  used)  in  the  fuel  that  is  consumed,  it  is  never¬ 
theless  a  satisfaction  to  know  that  great  economical  progress  has 
been  made,  and  that  the  6  lbs.  or  7  lbs.  of  fuel  per  horse  power 
per  hour  consumed  by  the  very  best  engines  of  Watt’s  days,  when 
working  with  the  aid  of  condensation,  is  now  brought  down  to 
about  one-fourth  of  this  consumption ;  and  this  in  portable  engines, 
for  agricultural  purposes,  working  without  condensation — engines 
of  small  size,  developing  only  20  horse  power.  In  such  engines 
the  consumption  has  been  reduced  to  as  little  as  1'85  lbs.  per  brake 
horse  power  per  hour,  equal  to  1'65  per  indicated  horse  power.” 

Sir  Frederick  then  alluded  to  the  trials  of  engines  at  the  Royal 
Agricultural  Society’s  meeting  at  Newcastle  last  year,  and  went  on 
to  say  that  the  engineer  of  the  present  day  appreciates  the  value 
of  the  “  next-to-nothings.”  Improvement  in  the  working  of  engines 
must  be  sought  by  paying  attention  to  the  “next-to-nothings” — 
the  farthings  and  pence  of  economic  working.  In  the  case  of  one 
engine,  at  the  trials  referred  to,  an  excess  of  air  was  supplied, 
causing  a  percentage  of  loss  of  6'34  ;  and  in  another  engine  there 
was  a  deficiency  of  air,  resulting  in  the  production  of  carbonic 
oxide,  involving  a  loss  of  4  per  cent.  This  was  an  admirable 
instance  of  the  need  of  attention  to  apparently  small  tilings. 


Continuing  he  said ;  I  have  already  stated  that  we  now  know  the 
steam-engine  is  really  a  heat-engine.  At  the  York  meeting  of  our 
Association,  I  ventured  to  predict  that,  unless  some  substantive 
improvement  were  made  in  the  steam-engine  (of  which  improve¬ 
ment,  as  yet,  we  have  no  notion),  I  believed  its  days  for  small 
powers  were  numbered,  and  that  those  who  attended  the  centenary 
of  the  British  Association  in  1931  would  see  the  present  steam- 
engines  in  museums,  treated  as  things  to  be  respected  and  of  anti¬ 
quarian  interest  to  the  engineers  of  those  days,  such  as  are  the 
open-topped  steam  cyhnders  of  Newcomen  and  of  Smeaton  to  our¬ 
selves.  I  must  say  I  see  no  reason,  after  the  seven  years  which 
have  elapsed  since  the  York  meeting,  to  regret  having  made  that 
prophecy,  or  to  desire  to  withdraw  it.  The  working  of  heat-engines, 
without  the  intervention  of  the  vapour  of  water,  by  the  combustion 
of  the  gases  arising  from  coal,  or  from  coal  and  from  water,  is  now 
not  merely  an  established  fact,  but  a  recognized,  undoubted,  and 
commercially  economical  means  of  obtaining  motive  power.  Such 
engines,  developing  from  1  to  40  horse  power,  and  worked  by  the 
ordinary  gas  supplied  by  the  gas-mains,  are  in  most  extensive  use 
in  printing-works,  hotels,  clubs,  theatres,  and  even  in  large  private 
houses,  for  the  working  of  dynamos  to  supply  electric  light. 
Such  engines  are  also  in  use  in  factories,  being  sometimes 
driven  by  the  gas  obtained  from  “culm”  and  steam;  and  are 
giving  forth  a  horse  power  for,  it  is  stated,  as  small  a  consumption 
as  1  lb.  of  fuel  per  hour.  It  is  hardly  necessary  to  remind  you 
— but  let  me  do  it — that,  although  the  saving  of  i  lb.  of  fuel  per 
horse  power  appears  to  be  insignificant  when  stated  in  that  bald 
way,  one  realizes  that  it  is  of  the  highest  importance  when  that 
^  lb.  turns  out  to  be  33  per  cent,  of  the  whole  previous  consumption 
of  one  of  those  economical  engines  to  which  I  have  referred.  The 
gas-engine  is  no  new  thing.  As  long  ago  as  1807,  a  M.  de  Rivaz 
proposed  its  use  for  driving  a  carriage  on  ordinary  roads.  For  any¬ 
thing  I  know,  he  may  not  have  been  the  first  proposer.  It  need 
hardly  be  said  that  in  those  days  he  had  no  illuminating  gas 
to  resort  to  ;  and  he  proposed  to  employ  hydrogen.  A  few  years 
later  a  writer  in  Nicholson’s  Journal,  in  an  article  on  “  flying 
machines,”  having  given  the  correct  statement  that  all  that  is 
needed  to  make  a  successful  machine  of  this  description  is  to  find 
a  sufficiently  light  motor,  suggests  that  the  direction  in  which  this 
may  be  sought  is  the  employment  of  illuminating  gas  to  operate 
by  its  explosion  on  the  piston  of  an  engine.  The  idea  of  the  gas- 
engine  was  revived,  and  formed  the  subject  of  a  patent  by  Barnett, 
in  the  year  1838.  It  is  true  this  gentleman  did  not  know  very 
much  about  the  subject,  and  that  he  suggested  many  things  which, 
if  carried  out,  would  have  resulted  in  the  production  of  an  engine 
which  could  not  have  worked  ;  but  he  had  an  alternative  propo¬ 
sition  which  would  have  worked.  Again,  in  the  year  1861  the 
matter  was  revived  by  Lenoir,  and  in  the  year  1865  by  Hugon, 
both  French  inventors.  Their  engines  obtained  some  considerable 
amount  of  success  and  notoriety,  and  many  of  them  were  made  and 
used  ;  but  in  the  majority  of  cases  they  were  discarded  as  wasteful 
and  uncertain.  The  Institution  of  Civil  Engineers,  for  example, 
erected  a  Lenoir  in  the  year  1868  to  work  the  ventilating-fan,  but 
after  a  short  time  they  were  compelled  to  abandon  it,  and  to  sub¬ 
stitute  a  hydraulic  engine. 

At  the  present  time,  as  I  have  said,  gas-engines  are  a  great 
commercial  success  ;  and  they  have  become  so  by  the  attention 
given  to* small  things  in  popular  estimation — to  important  things, 
in  fact,  with  which,  however,  I  must  not  trouble  you.  Messrs. 
Crossley  Brothers  who  have  done  so  much  to  make  the  gas- 
engine  the  commercial  success  that  it  is,  inform  me  that  they  are 
prosecuting  improvements  in  the  direction  of  attention  to  detail, 
from  which  they  are  obtaining  greatly  improved  results.  But, 
looking  at  the  wonderful  petroleum  industry  and  at  the  multi¬ 
farious  products  which  are  obtained  from  the  crude  material,  is 
it  too  much  to  say  that  there  is  a  future  for  motor  engines  worked 
hy  the  vapour  of  some  of  the  more  highly  volatile  of  these  products 
— true  vapour,  not  a  gas,  but  a  condensable  body,  capable  of  being 
worked  over  and  over  again?  Numbers  of  such  engines,  some 
of  as  much  as  4  horse  power,  made  by  Mr.  Yarrow,  are  now  running 
and  are  apparently  giving  good  results;  certainly  excellent  results 
as  regards  the  compactness  and  lightness  of  the  machinery.  For 
boat  purposes  they  possess  the  great  advantage  of  being  got  rapidly 
under  way.  I  have  seen  one  go  to  work  within  two  minutes  of 
the  striking  of  the  match  to  light  the  burner.  Again,  as  we  know, 
the  vapour  of  this  material  has  been  used  as  a  gas  in  engines  ;  the 
motive  power  hasbeen  obtained  by  direct  combustion.  Havingregard 
to  such  considerations,  was  I  wrong  in  predictingthat  the  heat-engine 
of  the  future  will  probable  be  one  independent  of  the  vapour  of 
water  ?  And,  further,  in  these  days  of  electrical  advancement,  is 
it  too  much  to  hope  for  the  direct  production  of  electricity  from 
the  combustion  of  fuel  ?  As  the  world  has  become  farniliar  with 
prime  movers,  the  desire  for  their  employment  has  increased. 
Many  a  householder  could  find  useful  occupation  for  a  prime  mover 
of  4  or  ^  horse  power,  working  one  or  two  hours  a  day ;  but  the 
economical  establishment  of  a  steam-engine  is  not  possible  until 
houses  of  very  large  dimensions  are  reached,  where  space  exists 
for  the  engine,  and  where,  having  regard  to  the  amount  of  work 
to  be  done,  the  incidental  expenses  can  be  borne.  Where  this 
cannot  be,  either  the  prime  mover,  with  the  advantages  of  its  use, 
must  be  given  up  as  a  thing  to  be  wished  for  but  not  to  be  pro¬ 
cured,  or  recourse  must  be  had  to  some  other  contrivance  say,  to 
the  laying  on  of  power,  in  some  form  or  another,  from  a  central 
source.  I  have  already  incidentally  touched  upon  one  mode  of 
doing  this — namely,  the  employment  of  illuminating  gas  as  the 
working  agent  in  the  gas-engine ;  but  there  are  various  other 
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modes,  possessing  their  respective  merits  and  demerits — all  in¬ 
genious,  all  involving  science  in  their  application,  and  all  more  or 
less  in  practical  use — such  as  the  laying  on  of  special  high-pressure 
water,  as  is  now  being  extensivelj-  practised  in  London,  in  Hull, 
and  elsewhere.  Water  at  700  lbs.  pressure  per  inch  is  a  most 
convenient  mode  of  laying  on  a  large  amount  of  power  through 
comparatively  small  pipes.  Like  electricity,  where,  when  a  high 
electro-motive  force  is  used,  a  large  amount  of  energy  may  be 
sent  through  a  small  conductor,  so  with  water  under  high  pressure, 
the  mains  may  be  kept  of  reasonable  diameters,  without  rendering 
them  too  small  to  transmit  the  power  required  through  them. 
Power  is  also  transmitted  by  means  of  compressed  air — an  agent 
which,  on  the  score  of  its  ability  to  ventilate  and  of  its  cleanliness, 
has  much  to  recommend  it.  On  the  other  hand,  it  is  an  agent 
which,  having  regard  to  the  probability  of  the  deposition  of 
moisture  in  the  form  of  “snow,”  requires  to  be  worked  with 
judgment.  Again,  there  is  an  alternative  mode  for  the  conveyance 
of  power  by  the  exhaustion  of  air — a  mode  which  has  been  in 
practical  use  for  over  60  years.  We  have  also  the  curious  system 
pursued  at  Schaff hausen,  where  quick-running  ropes  are  driven  by 
turbines,  these  being  worked  by  the  current  of  the  Eiver  Rhine ; 
and  at  New  York  and  in  other  cities  of  the  United  States  steam  is 
laid  on  under  the  streets,  so  as  to  enable  domestic  steam-engines 
to  be  worked  without  the  necessity  of  a  boiler,  a  stoker,  or  a 
chimney,  the  steam  affording  also  means  of  heating  the  house 
when  needed.  Lastly,  there  is  the  system  of  transmitting  power 
by  electricity  to  which  I  have  already  adverted.  I  was  glad  to 
learn,  only  the  other  day,  that  there  was  every  hope  of  this  power 
being  applied  to  the  working  of  an  important  subterranean  tramway. 
These  distributions  from  central  sources  need,  as  a  rule,  statutory 
powers  to  enable  the  pipes  or  wires  to  be  placed  under  the  roads ; 
and,  following  the  deplorable  example  of  the  Electrical  Facilities 
Act,  it  is  now  the  habit  of  the  enlightened  corporation  and  the 
enterprizing  town  clerk  of  most  boroughs  to  say  to  capitalists  who 
are  willing  to  embark  their  capital  in  the  plant  for  the  distribution 
of  power  from  a  central  source — for  their  own  profit,  no  doubt,  but 
also,  no  doubt,  for  the  good  of  the  community  :  “  We  will  oppose 
you  in  Parliament,  unless  you  will  consent  that,  at  the  end  of  21 
years,  we  may  acquire  compulsorily  your  property,  and  may  do  so, 
if  it  turns  out  to  be  remunerative,  without  other  payment  than 
that  for  the  mere  buildings  and  plant  at  that  time  existing.”  This 
is  the  way  English  enterprise  is  met ;  and  then  English  engineers 
are  taunted  by  Englishmen — often  by  the  very  men  who  have  had 
a  share  in  making  this  “  boa-constrictor”  of  a  “  Facilities  Act  ” 
— that  their  energy  is  not  to  be  compared  with  that  which  is  to  be 
found  in  the  United  States  and  other  countries. 

The  next  section  of  the  address  was  devoted  to  heat-withdrawing 
engines,  or  “  cold  producers ;  ”  reference  being  made  to  the 
arrangement  devised  by  Mr.  Loftus  Perkins.  This  gentle¬ 
man,  the  President  said,  had  lately  taken  up  the  mode  of 
producing  cold  by  the  evaporation  of  ammonia ;  and,  by  im¬ 
provements  in  detail,  had  succeeded  in  making  an  apparatus 
which,  without  engine  or  pumps,  produced  cold  for  some  hours  in 
succession,  and  required  to  put  in  action  the  preliminary  combus¬ 
tion  of  only  a  few  pounds  of  coke  or  a  few  feet  of  gas.  Sir 
Frederick  then  pointed  out  how,  as  the  work  of  the  engineer  grew, 
his  needs  increased.  New  material,  or  better  material  of  the  old 
kind,  had  to  be  found  to  enable  him  to  carry  out  these  works  of 
greater  magnitude.  At  the  beginning  of  the  present  century, 
stone,  brick,  and  timber  were  practically  the  only  materials 
employed  for  standing  engineering  work — i.e.,  buildings,  bridges, 
aqueducts,  and  so  on  ;  while  timber,  cast  iron,  and  wrought  iron 
were  for  many  years  the  only  available  materials  for  the  framing 
and  principal  parts  of  moving  machines  and  engines,  with  the 
occasional  use  of  lead  for  the  pipes,  and  of  copper  for  pipes  and  for 
boilers.  As  regards  the  cast  iron,  it  was  judged  of  largely  by  the 
eye.  Wrought  iron  was  also  judged  of  by  its  results.  Steel,  again 
— that  luxury  of  the  days  of  his  youth — was  judged  by  the  eye. 
The  consequence  was  that  anomalous  results  every  now  and  then 
arose,  to  confound  the  person  who  had  used  the  steel ; 
and  falsifying  the  proverb  “  true  as  steel,”  steel  became  an 
object  of  distrust.  Bessemer’s  great  invention  of  steel  made  by  the 
converter,  and  Siemens’s  invention  of  the  open-hearth  process, 
reacted  on  pure  science,  and  set  scientific  men  to  investigate  the 
laws  which  regulate  the  union  of  metals  and  of  metalloids ;  and 
the  labours  of  these  scientific  men  had  improved  the  manufacture, 
so  that  steel  was  now  thoroughly  and  entirely  trusted.  By  its  aid 
engineering  works  were  accomplished  which,  without  that  aid, 
would  have  been  simply  impossible.  The  Forth  Bridge,  the  big 
gun,  the  compound  armour  of  the  ironclad  with  its  steel  face,  the 
projectile  to  pierce  that  steel  face — ail  equally  depend  upon  the 
“  truth  ”  of  steel  as  much  as  did  the  barely  visible  hair-spring  of 
the  chronometer,  which  enabled  the  longitude  of  the  ship  in  which 
it  was  carried  to  be  ascertained. 

Referring  to  the  work  of  the  civil  engineer  as  contributing 
directly  to  the  prevention  of  disease,  he  said  that  in  one  town, 
about  which  he  had  full  means  of  knowing,  the  report  had  just 
been  made  that,  in  the  year  following  the  completion  of  a  com¬ 
prehensive  system  of  sewerage,  the  deaths  from  zymotic  diseases 
had  fallen  from  a  total  of  740  per  annum  to  a  total  of  372 — prac¬ 
tically  one- half.  Had  the  engineer  no  inward  satisfaction  who 
knew  that  such  results  as  these  accrued  from  his  work  ?  “  Again,” 
he  said,  “  consider  the  magnitude  and  completeness  of  the  water 
supply  of  a  large  town,  especially  a  town  that  has  to  depend  upon 
the  storing-up  of  rain  water ;  the  provision  which  takes  into 
account,  not  merely  the  variation  of  the  different  seasons  of  the 


year,  but  the  variation  of  one  year  from  another ;  that,  having 
collated  all  the  stored-up  information,  determines  what  must  be 
the  magnitude  of  the  reservoirs  to  allow  for  at  least  three  con¬ 
secutive  dry  years,  such  as  may  happen ;  and  that  finds  the  sites 
where  these  huge  reservoirs  may  be  safely  built.  All  these,  and 
many  other  illustrations  which  I  could  put  before  you,  if  time 
allowed,  appear  to  me  to  afford  conclusive  evidence  that,  whether 
it  be  in  the  erection  of  the  lighthouse  on  the  lonely  rock  at  sea ; 
whether  it  be  in  the  crossing  of  rivers  or  seas,  or  arms  of  seas,  by 
bridges  or  by  tunnels ;  whether  it  be  the  cleansing  of  our  towns 
from  that  which  is  foul ;  whether  it  be  the  supply  of  pure  water 
to  every  dwelling,  or  the  distribution  of  light  or  of  motive  power ; 
or  whether  it  be  in  the  production  of  the  mighty  ocean  steamer, 
or  in  the  spanning  of  valleys,  the  piercing  of  mountains,  and 
affording  the  firm,  secure  road  for  the  express  train  ;  or  whether 
it  be  the  encircling  of  the  world  with  telegraphs — the  work  of  the 
civil  engineer  is  not  of  the  earth  earthy,  is  not  mechanical  to  the 
exclusion  of  science,  is  not  unintellectual,  but  is  of  a  most  bene¬ 
ficent  nature,  is  consistent  with  true  poetical  feeling,  and  is  worthy 
of  the  highest  order  of  intellect.” 

On  the  motion  of  the  Mayor  of  Bath,  seconded  by  Sir  William 
Thomson,  a  vote  of  thanks  was  accorded  to  the  President  for  his 
address. 


MR.  PREECE  ON  ELECTRIC  LIGHTING. 

At  the  Opening  Meeting  of  the  Mechanical  Science  Section  of 
the  British  Association  last  Wednesday,  the  President  (Mr.  W.  H. 
Preece,  F.R.S.,  M.  Inst.  C.E.)  delivered  an  address  on  the  capa¬ 
bility  of  electricity  to  minister  to  the  wants  of  mankind.  In  his 
opening  remarks  he  drew  attention  to  its  power  of  instantaneously 
transmitting  intelligence  to  a  distance  by  means  of  the  telegraph 
and  telephone ;  and  then  went  on  to  refer  to  its  use  as  a  lighting 
agent.  As  this  portion  of  his  address  will  be  of  special  interest  to 
our  readers,  we  give  it  in  extenso,  as  follows  : — 

Electric  lighting  has  become  popular,  not  alone  from  the  beauty 
of  the  light  itself,  but  from  its  great  hygienic  qualities  in  main¬ 
taining  the  purity  and  coolness  of  the  air  we  breathe.  The  electric 
light  need  not  be  more  brilliant  than  gas ;  but  it  must  be  more 
healthy.  It  need  not  be  cooler  than  the  wax  candle  ;  but  it  must 
be  brighter,  steadier,  and  more  pleasant  to  the  eye.  In  fact,  it  can 
be  rendered  the  most  perfect  artificial  illumiuant  at  our  disposal ; 
for  it  can  illumine  a  room  without  being  seen  directly  by  the  eye  ; 
it  can  be  made  absolutely  steady  and  uniform  without  irritating 
the  retina  ;  it  does  not  poison  the  air  by  carbonic  acid  and  carbonic 
oxide,  or  dirty  the  decorations  by  depositing  unconsumed  carbon  ; 
it  does  not  destroy  books  or  articles  of  vertu  and  art  by  forming 
water  which  absorbs  sulphur  acids  ;  and  it  does  not  unnecessarily 
heat  the  room.  In  our  Central  Savings  Bank  in  London,  it  has 
been  found,  after  two  years’  experience  of  electric  lighting,  that  the 
average  amount  of  absences  from  illness  has  been  diminished  by 
about  two  days  a  year  for  each  person  on  the  staff.  This  is  equi¬ 
valent  to  a  gain  to  the  service  of  the  time  of  about  eight  clerks  in 
that  department  alone.  Taking  the  cost  at  the  “  overtime  ”  rate 
only,  this  would  mean  a  saving  in  salaries  of  about  L‘640  a  year. 
The  cost  of  the  installation  of  the  electric  light  was  i3349  ;  and 
the  annual  cost  of  working  £700  per  annum — say,  a  total  annual 
cost  of  ±1034.  The  cost  of  the  gas  consumed  for  lighting  purposes 
was  about  ±'700  a  year  ;  so  that  on  the  whole  there  was  a  direct 
saving’of  something  like  ±266  a  year  to  the  Government,  besides 
the  material  advantage  of  the  better  work  of  the  staff  resulting 
from  the  improved  atmospheric  conditions  under  which  their  work 
is  done. 

The  production  of  light  by  any  means  implies  the  consumption 
of  energy  ;  and  this  can  be  measured  in  watts,  or  the  rate  at  which 
this  energy  is  consumed.  A  watt  is  part  of  a  horse  power.  It 
is  a  very  convenient  and  sensible  unit  of  power  ;  and  will  in  time 
replace  the  meaningless  horse  power. 
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The  relative  heat  generation  of  these  illuminants  may  be  estima¬ 
ted  from  these  figures. 

Though  the  electric  light  was  discovered  by  Davy  in  1810,  it  was 
not  until  1844  that  it  was  introduced  into  our  scientific  laboratories 
by  Foucault ;  it  was  not  until  1878  that  Jablochkotf  and  Brush 
showed  how  to  light  up  our  streets  effectually  and  practically ; 
and  it  was  not  until  1881  that  Edison  and  Swan  showed  how  our 
homes  could  be  illuminated  softly  and  perfectly.  Unpreparedness 
for  such  a  revolution  produced  a  perfect  panic  among  gas  proprie¬ 
tors  ;  inexperience  in  the  use  of  powerful  electric  currents  resulted 
in  frequent  failure  and  danger ;  speculation  in  financial  bubbles 
transferred  much  gold  from  the  pockets  of  the  weak  to  the  coffers 
of  the  unscrupulous ;  hasty  legislation  in  1882  restricted  the 
operations  of  the  cautious  and  the  wise  ;  and  the  prejudice  arising 
from  all  these  causes  has,  perhaps  fortunately,  delayed  the  general 
introduction  of  electricity.  But  now  legislation  has  been  improved, 
experience  has  been  gained,  confidence  is  being  restored  ;  and  in 
this  beautiful  town  of  Bath  fifty  streets  are  to  be  lighted.  We 
see  everywhere  around  and  about  us  in  our  English  homes  the  pure 
glow  lamp  replacing  filthy  gas  and  stinking  oil.  The  economical 
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distribution  of  the  electric  current  over  large  areas  is  annually 
receiving  a  fresh  impetus.  The  expensive  systems  defined  in  the 
Act  of  Parliament  of  1882  have  entirely  disappeared.  Hopkinson 
in  England  and  Edison  in  America  showed  how  a  third  wire  re¬ 
duced  the  weight  of  copper  needed  by  66  per  cent.  Gaulard  and 
Gibbs  in  1882  showed  how  the  conversion  of  alternative  currents  of 
high  electro-motive  force  to  currents  of  low  electro-motive  force  by 
simple  induction  coils  would  enable  a  mere  telegraph  wire  to  con¬ 
vey  sufficient  electricity  to  light  a  distant  neighbourhood  econo¬ 
mically  and  efficiently.  Lane  Fox  in  1879  showed  how  the  same 
thing  could  be  done  by  secondary  batteries.  Plante,  Faure,  Sellon, 
and  Parker  have  done  much  to  prove  how  batteries  can  be  made 
to  solve  the  problem  of  storeage  ;  while  King  and  Edmunds  have 
shown  how  the  distribution  by  secondary  batteries  can  be  done  as 
economically  as  by  secondary  generators.  The  Grosvenor  Gallery 
Company  in  London  have  proved  the  practicability  of  the  secondary 
generator  principle  by  nightly  supplying  24,000  glow  lamps 
scattered  over  a  very  wide  area  of  London.  The  glow  lamp  of 
Edison,  which  in  1881  required  5  watts  per  candle,  has  been  so  far 
improved  that  it  now  consumes  but  2^  watts  per  candle.  The 
dynamo,  which  in  the  same  year  weighed  50,000  lbs.,  absorbed 
150-horse  power,  and  cost  £4000  for  1000  lamps,  now  weighs 
14,000  lbs.,  absorbs  110-horse  power,  and  costs  £500  for  the  same 
production  of  external  energy — in  other  words,  its  commercial  out¬ 
put  has  been  increased  nearly  six  times ;  while  its  prime  cost  has 
been  diminished  eight  times. 

The  steam-engine  has  received  equal  attention.  The  economy 
of  the  electric  light  when  steam  is  used  depends  almost  entirely  on 
the  consumption  of  coal.  With  slow-speed  low-pressure  engines 
one  kilowatt — 1000  watts,  1^-horse  power — may  consume  12  lbs. 
of  coal  per  hour.  In  high-speed  high-pressure  triple-expansion 
engines,  it  need  not  consume  more  than  1  lb.  of  coal  per  hour. 
Willans  and  Robinson  have  actually  delivered  from  a  dynamo  one 
kilowatt  by  the  consumption  of  2  lbs.  of  coal  per  hour,  or  by  the 
condensation  of  20  lbs.  of  steam.  There  is  a  great  tendency  to  use 
small  economical  direct-acting  engines  in  place  of  large  expensive 
engines,  which  waste  power  in  countershafting  and  belts.  Between 
the  energy  developed  in  the  furnace  in  the  form  of  heat,  and  that 
distributed  in  our  rooms  in  the  form  of  light,  there  have  been 
too  many  points  of  waste  in  the  intermediate  operations.  These 
have  now  been  eliminated  or  reduced.  Electricity  can  now  be 
produced  by  steam  at  3d.  per  kilowatt  per  hour.  The  kilowatt- 
hour  is  the  Board  of  Trade  unit,  as  defined  by  the  Act  of  1882, 
for  which  the  consumer  of  electric  energy  has  to  pay.  Its  produc¬ 
tion  by  gas-engines  costs  6d.  per  kilowatt-hour,  while  by  primary 
batteries  it  costs  3s.  per  kilowatt-hour.  The  Grosvenor  Gallery 
Company  supply  currents  at  7jd.  per  kilowatt-hour.  A  20-candle 
power  lamp  consuming  3  watts  per  candle,  and  burning  1200  hours 
per  annum,  expends  82,000  watt-hours  or  82  kilowatt-hours,  and  it 
costs,  at  7Jd.  per  unit,  50s.  per  annum.  If  the  electricity  be  pro¬ 
duced  on  the  premises  (as  is  the  case  in  the  Post-Office,  in  the 
House  of  Commons,  and  in  many  large  places),  it  would  cost 
20s.  6d.  per  annum.  I  have  found  from  a  general  average  under 
the  same  circumstances,  and  for  the  same  light,  in  the  General 
Post-Office  in  London,  that  an  electric  glow  lamp  costs  22s.,  and  a 
gas-lamp  18s.  per  annum.  The  actual  cost  of  the  production  of 
one-candle  light  per  annum  of  1000  hours  is  is  follows  : — 


Sperm  candles . 8s.  6d, 

Gas  (London) . 13 

Oil  (petroleum) . 0  8 

Electricity,  glow . 0  9 

„  arc . 0  IJ 


The  greatest  development  of  the  electric  light  has  taken  place  on 
board  ship.  Our  Admiralty  have  been  foremost  in  this  work.  All 
our  war-ships  are  gradually  receiving  their  equipment.  Our  ocean¬ 
going  passenger  ships  are  also  now  so  illumined,  and  perhaps  it  is 
here  that  the  comfort,  security,  and  true  blessedness  of  the  electric 
light  is  experienced.  Railway  trains  are  also  being  rapidly  fitted 
up.  The  express  trains  to  Brighton  have  for  a  long  time  been  so 
lighted  ;  and  now  several  Northern  railways — notably  the  Midland 
— are  following  suit.  Our  rocky  coasts  and  prominent  landfalls 
are  also  having  their  lighthouses  fitted  with  brilliant  arc  lamps  ;  the 
last  being  St,  Katherine’s  Point  in  the  Isle  of  Wight,  where  60,000 
candles  throw  bright  beams  over  the  English  Channel ;  causing 
many  an  anxious  mariner  to  proceed  on  his  way  rejoicing. 

In  the  final  portion  of  his  address,  Mr.  Preece,  among  other 
matters,  dealt  with  the  transmission  of  energy  by  currents,  the 
use  of  electricity  for  working  tram-cars,  in  electro-plating,  and  in 
the  fusion  of  metals  with  a  high-melting  point ;  and  concluded  by 
saying:  “Five  million  people  upon  the  globe  are  now  dependent 
on  the  electric  current  for  their  daily  bread.  Scarcely  a  week 
passes  without  some  fresh  practical  application  of  its  principles  ; 
and  we  seem  to  be  only  on  the  shore  of  that  sea  of  economy  and 
beneficence  which  expands  with  every  new  discovery  of  the  pro¬ 
perties  of  electricity,  and  spreads  already  beyond  the  mental  grasp 
of  any  one  single  worker.” 


It  is  stated  that  three  million  feet  of  gas  is  the  lowest  estimate 
of  the  flow  of  natural  gas  every  twenty-four  hours  from  the  well 
recently  finished  at  Sparta,  Illinois.  It  is  said  that  the  escape 
is  attended  by  a  roar  that  can  be  heard  at  Marissa,  ten  miles  away  ; 
and  in  the  immediate  vicinity  the  force  exerted  gives  the  earth  a 
vibration  similar  to  that  noticeable  in  a  factory  building  when  the 
machinery  is  in  motion.  How  to  derive  practical  benefit  from  the 
well  has  not  yet  been  decided. 


THE  VALUE  OF  GAS  AS  A  FUEL. 

Mr.  J.  Emerson  Dowson,  M.  Inst.  C.E.,  read  a  paper  on  Saturday 
before  the  Mechanical  Science  Section  of  the  British  Association 
at  Bath,  upon  “  Gaseous  Fuel.”  In  1881,  Mr.  Dowson  said  he 
explained  to  the  Association  an  apparatus  for  making  cheap  heat¬ 
ing  gas  by  nassing  steam  and  air  through  incandescent  fuel. 
Since  then  the  apparatus  had  been  much  improved,  and  had  come 
into  wide  application  for  driving  engines  and  other  industrial  pro¬ 
cesses.  The  composition  of  the  gas  necessarily  depended  some¬ 
what  on  the  quality  of  the  coal  used,  and  the  condition  of  the 
fire ;  but  it  averaged  much  the  same.  The  cost  varied  from  fid. 
to  Is.  per  1000  cubic  feet,  according  to  the  price  of  the  coal. 
He  believed  he  was  justified  in  saying  that  gas-power  was  now 
fairly  launched  in  competition  with  steam-power,  and  the  use 
of  gas  was  yearly  increasing.  Returns  by  risers  of  “  Otto  ”  gas- 
engines  worked  by  Mr.  Dowson’s  gas  showed  a  fuel  consumption 
of  13  lbs.  per  indicated  horse  power  per  hour,  which  was  less 
than  half  that  required  for  the  best  steam-engines  of  equal  power. 
Sir  F.  Bramwell  thought  it  was  clear  they  were  tending  in  the 
direction  of  an  engine  in  which  water  would  not  be  used.  To 
produce  an  arrangement  which  gave  so  low  a  cost  per  horse 
power  as  had  been  named  was  a  great  thing.  The  waste  of 
fuel  which  should  be  the  inheritance  of  their  successors  was  very 
serious.  Replying  to  a  question,  as  to  the  danger  of  the  poisonous 
carbonic  oxide  which  formed  30  per  cent,  of  the  gas  in  question, 
Mr.  Dowson  said  it  was  useless  to  deny  that  the  gas  was  poisonous  ; 
and  in  that  sense  dangerous.  But  like  other  things,  it  must  be 
used  accordingly.  Where  prefen-ed,  as  an  additional  precaution, 
a  smell  could  be  given  to  the  gas  (by  which  its  escape  might  be 
detected)  by^passing  it  over  trays  of  sublimed  naphthalene. 


COMPRESSED  OIL  GAS  AND  ITS  APPLICATIONS. 

In  April  last  we  published*  an  abstract  of  a  paper  on  this  subject 
read  before  the  Institution  of  Civil  Engineers  by  Mr.  A.  Ayres. 
By  the  recent  issue  of  the  usual  quarterly  volume  of  proceed¬ 
ings,  we  are  now  put  in  possession  of  the  full  text  of  the  discussion 
and  correspondence  that  followed  the  reading  of  the  paper ;  and 
as  it  comprises  a  great  deal  of  information  that  is  both  interesting 
and  useful  to  gas  engineers  in  a  general  sense,  we  propose  to  lay 
before  our  readers  a  few  abstracts  and  comments  upon  the  same. 
The  appendix  attached  to  the  paper  gives  several  statistics  respect¬ 
ing  the  cost  of  oil  gas  to  eight  of  the  principal  railway  companies 
who  use  it,  from  which  it  appears  that  the  annual  production  for 
the  lighting  of  railway  carriages  is  more  than  30  million  cubic 
feet,  and  the  actual  cost  varies  a  great  deal,  but  may  be  said  to 
range  from  8s.  up  to  13s.  per  1000  cubic  feet  as  delivered  at  the 
burners.  There  is  a  remarkable  difference  in  the  returns  for 
residuals,  which  range  from  3|d.  to  Is.  lOd.  per  1000  cubic  feet  of 
gas  made.  With  two  exceptions,  however,  this  item  is  less  than 
Is.  The  yield  of  gas  per  gallon  of  oil  ranges  from  72  to  81  cubic 
feet  per  gallon. 

In  the  course  of  the  discussion,  Mr.  Joseph  Tomlinson  stated 
that  the  illuminating  power  of  gas  made  on  the  Pintsch  system, 
speaking  from  the  results  of  several  years  working,  was  51  candles; 
but  this  was  reduced  by  compression  to  the  extent  of  150  lbs.  per 
square  inch,  to  38  candles.  The  compression  was  accompanied  by 
the  deposition  of  one  gallon  of  hydrocarbon  per  1000  cubic  feet 
of  gas,  which  he  was  able  to  sell  for  2s.  The  average  yield  was 
81  to  83  cubic  feet  per  gallon.  He  exhibited  a  table  showing  that 
a  great  saving  had  been  effected  by  introducing  the  Pintsch  system, 
as  compared  with  the  uncompressed  coal  gas  and  oil-lamps  for¬ 
merly  used  ;  the  cost  being  0‘21d.  per  lamp  per  hour.  He  intro¬ 
duced  a  small  chamber  of  gas  between  the  regulator  and  the 
burner,  which  prevented  the  lights  being  extinguished  by  accidental 
shock,  &c.,  and  enabled  him  to  reduce  them  when  running  in  open 
spaces  by  day.  Mr.  James  Keith  spoke  about  the  apparatus  bear¬ 
ing  his  name,  saying  that  it  had  been  designed  to  obtain  a  maximum 
yield  of  gas  with  a  minimum  consumption  of  fuel,  and  a  cool 
and  permanent  gas  that  might  be  used  as  fast  as  it  was  made 
without  leaving  any  deposit.  His  original  single-retort  apparatus 
with  one  fire,  making  at  least  200  cubic  feet  of  gas  per  hour  could 
be  heated  from  the  cold  state  in  60  to  90  minutes  ;  and  a  more 
recent  four-retort  apparatus,  making  at  least  1000  cubic  feet  per 
hour,  could  be  similarly  heated  up  in  from  3  to  4  hours.  The  fuel 
account  should  be  much  less  in  an  oil  than  in  a  coal  gas  apparatus. 
His  system  was  decidedly  different  from  that  of  other  makers  ; 
he  believed  in  rapid  making,  thorough  washing,  and  quick  and 
thorough  atmospheric  cooling.  The  quality  of  the  oil  was  an  im¬ 
portant  point,  and  he  had  used  a  thickish  blue  oil  that  gave  abo'at 
50  per  cent,  more  gas  to  the  gallon  than  ordinary  paraffin  at  a 
less  price  would  give  ;  the  temperature  of  distillation-  and  the 
quality  of  the  gas  being  practically  the  same  in  each  case.  The 
practicability  of  running  gas-engines  successfully  bu  rich  oil  gas 
was  first  proved  at  the  oil-gas  works  erected  at  Langness  Point, 
Isle  of  Man,  nine  years  ago.  Another  feature  wa-s  the  admixture  of 
the  50  or  60  candle  gas  with  air  before  consr-mption.  By  means 
of  a  meter-mixer  a  proper  quantity  of  air  wns  introduced  to  bring 
the  quality  down  to  the  Scotch  cannel  gas  s'oandard,  which  enabled 
it  to  be  employed  either  for  lighting,  heading,  or  power,  with  far 
better  results.  The  air-mixing  apparatu-s  could  be  adjusted  to 
dilute  the  gas  down  to  any  desired  quality,  so  that  it  could  be 
used  with  any  burners  or  fittings  suitaWe  for  ordinary  coal  ga,s. 
The  result  of  the  dilution  was  a  whitasr,  clearer,  and  better  dif¬ 
fusible  light,  with  no  smoke  ;  and  whon  used  for  gas-engines  the 

*  See  Journal,  VoL  LI.,  p.  686. 
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air-mixing  arrangement  was  indispensable,  where  regularity  and 
reliability  in  running  were  essential. 

Mr.  W.  H.  Preece  thought  the  discussion  would  not  be  complete 
without  some  reference  to  the  application  of  electricity  to  some 
of  the  purposes  mentioned,  and  believed  that  it  would  be  found 
far  more  satisfactory  in  the  future  than  either  coal  gas  or  oil  gas. 
His  remarks,  however,  consisted  more  of  assertions  than  of  actual 
practical  statistics,  the  only  reference  he  made  to  figures  being  the 
unsupported  statement  that  electricity  was  cheaper  than  gas.  If 
it  was  desired  to  obtain  10,000  candles  by  the  consumption  of  gas, 
he  said,  it  would  cost  10s. ;  but  a  similar  amount  of  light  could  be 
produced  by  electricity  for  7s.  fid.  It  is  surprising  that  Mr. 
Preece  should  fain  ignorance  of  the  recent  improvements  in  gas- 
burners,  which  admit  of  a  duty  of  8,  9,  or  10  candles  per  cubic 
foot  of  gas  being  obtained.  As  a  matter  of  fact,  the  cost  of  pro¬ 
ducing  10,000  candles  by  means  of  gas  would  be  much  less  than 
one-half  of  his  estimate,  or  about  one-half  of  the  price  given  by 
him  for  electricity ;  and  this,  by  the  way,  is  very  much  lower 
than  other  estimates,  based  on  actual  working,  that  have  been 
published.  Mr.  Killingworth  Hedges  followed  with  some  par¬ 
ticulars  of  a  trial  of  electricity  on  the  Glasgow  City  District 
Railway,  on  Carswell’s  system,  in  which  a  central  rail  between 
the  ordinary  rails  was  provided  which  carried  the  current,  and  con¬ 
tact  could  be  made  with  it  any  time,  producing  the  light.  The 
present  cost  was  0'4d.  per  lamp  per  hour  with  the  engine  and  plant 
not  working  up  to  its  full  capacity,  though  if  this  was  done  it 
would  be  a  great  deal  cheaper ;  while  the  cost  of  the  gas  supplied 
to  the  North  British  Railway  by  the  Pintsch  Company  was  0‘lfid. 
per  lamp  per  hour. 

Mr.  Charles  Ingrey  remarked  that  the  paper  dealt  with  three 
distinct  applications  of  hydrocarbon  oil ;  firstly,  the  generation  of 
gas  by  means  of  gas-works,  the  mechanical  compression  of  the  gas 
so  produced,  and  storeage  of  the  same  in  hermetically-sealed  vessels, 
which  could  be  conveyed  to  a  distance  ;  secondly,  to  the  storeage 
of  the  gas  in  gasholders,  whence  it  could  be  used  on  the  spot ;  and, 
thirdly,  the  supply  of  oil  by  gravitation  to  the  burner  itself.  He 
thought  that  the  use  of  compressed  gas  for  buoys,  beacons,  and  the 
like  was  the  best  system  that  could  be  adopted  for  that  purpose,  as 
it  enabled  a  large  quantity  of  light-giving  power  to  be  stored  in  a 
small  compass  ;  but  it  was  worth  consideration  whether  the  system 
of  generating  gas  from  heavy  oil  by  means  of  expensive  gas-works 
was  the  best  for  driving  engines  or  giving  light.  At  Ailsa  Ci'aig 
the  gas-works  had  cost  from  £‘3000  to  i'4000,  and  their  main 
purpose  was  to  drive  8-horse  power  engines ;  so  it  might  be  taken 
that  there  was  a  production  of  32-horse  power  by  apparatus  which 
cost  that  large  sum  of  money.  Taking  the  author’s  figures,  he 
calculated  that  80  per  cent,  of  the  coal  used  as  fuel  at  the  oil-gas 
works,  applied  directly  under  a  steam  boiler,  would  give  a  similar 
amount  of  power  without  the  oil  and  without  the  gas-works.  He 
exhibited  a  small  and  comparatively  cheap  apparatus  for  producing 
gas  on  the  spot,  from  light  petroleum  spirit,  which  he  considered 
would  prove  more  economical  than  ordinary  gas-oil  works. 

Mr.  W.  Foster  had  examined  several  samples  of  oilgas  produced 
under  various  circumstances.  He  found  that  oil  gas  made  at  low 
temperature  contained  a  considerable  amount  of  carbon  vapour. 
By  heating  the  oil  in  retorts,  gas  was  obtained  which  was 
as  high,  if  not  higher,  in  illuminating  value,  but  contained 
much  less  carbon  vapour,  and  therefore  yielded  much  less 
carbonic  acid  on  combustion  ;  100  volumes  of  low-temperature  gas 
would  give  150  volumes  of  carbonic  acid  gas;  the  high-temperature 
gas  would  give  considerably  less.  If  gas  were  obtained  by  satu¬ 
rating  air  in  the  way  intended  by  the  use  of  the  apparatus  exhibited, 
the  amount  of  carbon  vapour  would  be  very  high,  but  the  illumi¬ 
nating  power  would  not  increase  in  proportion.  By  the  action  of 
heat  in  the  destructive  distillation  of  oil,  unsaturated  hydrocarbons 
were  obtained,  the  energy  of  which,  as  an  illuminating  agent,  was 
considerable.  Berthelot  had  shown  that  benzene  vapour,  naphtha¬ 
lene,  acetylene,  and  other  bodies  increased  the  illuminating  power 
considerably  ;  that  3  per  cent,  by  volume  of  benzene  would  raise  a 
non-luminous  but  combustible  gas  to  a  power  of  20  candles.  In 
the  case  of  low-temperature  gas,  the  total  amount  of  carbon  vapour 
was  high,  and  it  existed  largely  in  the  form  of  paraffins  ;  and  by 
heating  in  a  retort  at  still  higher  temperatures,  such  paraffins  could 
be  made  to  yield  other  substances  which  had  a  high  illuminating 
power.  With  regard  to  the  petroleum  vapours,  he  had  no  doubt 
that  the  amount  of  carbon  vapour  would  be  found  much  greater 
than  even  the  low- temperature  gas.  Connected  with  this  subject 
was  the  question  of  getting  more  illuminating  value  by  the  action 
o/  heat  in  the  retorts.  The  question  had  been  raised  whether  it 
was  -.^orth  while  to  use  high  temperatures  and  expensive  plant. 
He  imag'ined  it  would  be  expensive  to  work  an  automatic  air- 
gas  machi'ine  of  the  kind  shown,  as  a  great  deal  of  carbon  would 
have  to  be  pu’-t  into  such  gas  to  produce  anything  like  the  high 
illuminating  vaiue  known  to  obtain  in  the  case  of  gas  made  by 
destructive  distillation  proper.  He  could  not  see  how  “  gas  ”  was 
made  in  such  a  mac.hine.  No  tar  was  produced,  and  if  petroleum 
vapour  was  merely  passing  forward  without  the  production  of  tar, 
the  first  products  were  not  being  differentiated,  but  the  spirit  was 
merely  caused  to  vapori.ie  into  a  measured  quantity  of  air. 

Mr.  Harland  had  worked  a  small  oil-gas  factory  abroad,  and 
experienced  difficulty  in  the  wear  and  tear  of  the  wrought-iron 
retorts,  due  to  the  dropping  of  the  oil.  The  retort  speedily  became 
pitted  at  the  point  where  the  oil  dropped  in,  a  hole  was  eaten  through 
in  a  short  time,  and  the  retort  spoiled.  He  thought  that  it  was 
not  necessary  that  tar  should  result  from  the  dissociation  of  low- 
gravity  oil  if  gas  was  really  produced  in  the  automatic  machine. 


because  the  oil  used  had  been  refined  at  least  half-a-dozen  times. 
It  was  a  pure  hydrocarbon  ;  and  whether  it  was  destructively  dis¬ 
tilled,  or  merely  evaporated  at  a  high  temperature,  no  tar  could  pos¬ 
sibly  result,  because  there  were  no  chemical  compounds  in  the  sub¬ 
stance  likely  to  produce  tar.  So  the  gas  produced  from  refined 
oils  of  low  gravity  was  richer  in  illuminating  power  and  contained 
less  residual  products  than  gas  produced  by  destructive  distillation 
in  retorts  at  high  temperatures.  It  appeared  to  him  that  it  only 
required  an  automatic  machine,  or  one  on  that  principle,  to  produce 
gas  not  necessarily  from  gasoline,  but  from  shale  spirit,  and  other 
products  that  were  drugs  in  the  market.  Mr.  Rickman  pointed  out 
that  no  system  of  electricity  at  present  known  could  offer  the  advan¬ 
tages  secured  by  the  compressed  gas — viz.,  a  light  of  not  less  than 
10-candle  power,  each  vehicle  containing  a  supply  for  30  to  3fi 
hours  independent  of  others,  capable  of  being  charged  in  a  reason¬ 
able  time,  say  two  or  three  mimrtes,  and  apparatus  not  excessive  in 
weight.  The  trials  at  Glasgow  with  the  electric  light  referred  to 
certain  tunnels  only,  and  if  continuous  illumination  was  wanted  at 
night,  some  other  system  of  lighting  had  to  be  used  in  addition. 
Some  speakers  had  referred  to  the  use  of  light  oils ;  but  if  this 
meant  hydrocarbons  flashing  at  a  low  temperature,  the  use  of  such 
was  dangerous  and  objectionable  for  several  reasons.  Mr.  A.  J. 
Hill  said  that  the  rate  of  production  named  by  the  author — fij  to  7 
cubic  feet  per  minute — was  very  low  ;  but  perhaps  the  size  of  the 
retort  used  would  explain  that  statement.  In  his  experience  20 
cubic  feet  per  minute  could  be  produced  with  10-inch  retorts.  He  was 
surprised  that  nothing  had  been  said  in  the  paper  or  the  discussion 
about  the  use  of  the  residual  products,  especially  tar  as  a  fuel.  At 
the  Great  Eastern  works  it  was  used  under  the  boilers  as  a  fuel,  in 
combination  with  coal  and  other  solid  fuel,  and  it  was  a  great  con¬ 
venience  to  be  able  to  use  all  the  tar  which  could  not  be  sold  as  it 
was  made. 

Mr.  S.  R.  Barrett  said  that  the  railway  companies  had  tried  gas 
as  supplied  by  the  gas  companies,  in  a  compressed  form,  enriched 
by  means  of  gasoline  to  a  quality  of  40  to  50  candles  ;  but  at 
present  only  one  British  gas  company  was  using  it,  though  it  had 
been  largely  adopted  in  Germany  and  America.  The  Jersey  City 
Gas  Company  received  ^2000  per  anmrm  for  gas  supplied  m  a 
compressed  form  to  the  New  York  and  Quaker  City  railways. 
Probably  the  improved  systems  of  Messrs.  Pintsch  and  Mr.  Pope 
had  caused  its  discontinuance  in  this  country ;  but  since  then 
great  improvements  had  been  made  in  burners,  and  a  duty  of 
5  candles  or  more  per  hour  could  be  obtained  from  Ifi  candle  gas. 
The  fishtail  burner  was  necessary  for  oil  gas,  and  it  obtained  a 
very  low  duty  from  it.  The  gas  had  been  improved  to  meet  the 
deficiencies  of  the  burner,'  rather  than  an  endeavour  made  to 
secure  a  burner  that  would  give  good  results  with  ordinary  gas. 
The  cannel  gas  supplied  in  several  towns  in  Scotland  was  cheap 
compared  with  the  oil  gas  quoted  by  the  author,  and  afforded 
the  means,  in  conjunction  with  improved  burners,  of  obtaining  a 
good  light  at  a  small  cost.  Gas  of  30-candle  power  compressed 
to  90  lbs.  per  square  inch  would  be  reduced  to  20-candle  quahty. 
Such  compressed  gas  burnt  in  a  regenerator  burner  at  the  rate  of 
3  cubic  feet  per  hour,  would  give  a  light  of  20  candles — a  greatly 
improved  light,  at  a  cost  of  0'12d.  per  lamp  per  hour,  or  not 
much  more  than  one  half  of  the  cost  of  oil  gas  as  given  by  Mr. 
Tomlinson.  Ordinary  coal  gas  had  been  tried  with  much  success  on 
the  Belgian  railways,  in  carriages  adapted  for  the  oil-gas  system. 
It  was  compressed  in  the  usual  way,  and  each  lamp  was  fitted 
with  a  carburetting  cylinder  containing  naphthalene,  somewhat  on 
the  principle  of  the  albo-carbon  gas-light.  The  gas  was  raised  to 
50-candle  quality,  and  the  carburetters  only  required  changing 
once  in  20  days.  The  consumption  of  gas  was  1‘5  cubic  feet  per 
hour,  and  of  naphtlialene  40  grains,  the  light  yielded  being  8-candle 
power  ;  and  the  cost,  with  gas  at  2s.  fid.  per  1000  cubic  feet,  was 
0'05d.  for  gas  and  O'Old.  for  the  naphthalene,  or  a  total  of  only 
O'Ofid.  per  lamp  per  hour. 

Mr.  Ayres  replied  at  length  to  the  various  observations  of  the 
speakers.  He  could  not  agree  with  Mr.  Keith  that  it  was  advan¬ 
tageous  to  dilute  gas  with  air  before  combustion.  The  mixture 
should  take  place  at  the  point  of  combustion.  He  referred  to  the 
numerous  precautions  necessary  to  ensure  the  safe  storing  of  even 
very  small  quantities  of  petroleum  spirit,  and  did  not  think  it 
admissible  for  ordinary  lighthouse  illumination.  The  durability 
of  the  retorts  referred  to  in  his  paper  was  fully  six  months,  and  the 
oil  was  dropped  upon  sheet-iron  trays  and  not  received  directly 
upon  the  floor  of  the  retorts. 

In  addition  to  the  discussion,  there  was  also  a  lengthy  “  corres¬ 
pondence  ”  on  the  paper.  Mr.  G.  Beilby  stated  that,  some  years 
ago,  he  undertook  a  series  of  teste  to  determine  the  most  suitable 
oils,  and  the  best  temperatures  at  which  to  decompose  them  into 
illuminating  gas.  His  results  were  generally  in  accord  with 
the  conclusions  of  the  author  ;  and  it  was  found  that  the  so-called 
intermediate  oils  were  very  suitable.  These  were  so  called  because 
in  boiling  point  and  specific  gravity  they  ranked  between  burning 
oils  on  the  one  hand  and  lubricating  oils  on  the  other,  and  owing 
to  the  very  limited  demand  for  them,  their  price  was  very  low,  and 
this  had  no  doubt  helped  to  bring  about  the  adoption  of  oil-gas 
lighting  by  the  railway  companies.  With  oils  at  from  3d.  to  fid.  per 
gallon,  the  cost  of  oil  gas  would  be  from  3s.  to  fis.  per  1000  cubic  feet. 
Mr.  C.  E.  Botley  did  not  agree  that  the  illuminating  power  of  the 
gas  depended  more  on  the  temperature  of  distillation  than  on  the 
quality  of  the  oil.  Both  the  quality  and  quantity  of  the  gas  were 
effected  by  the  temperature  at  which  it  was  distilled  from  the  oil ; 
and  every  oil  reqirired  a  different  treatment  to  obtain  the  best  results. 
A  fair  comparison  of  the  qualitj’  of  the  oil  could  be  obtained  by 
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multiplying  the  ascertained  illuminating  value  of  1  foot  consumed 
in  a  flat-flame  burner,  by  the  number  of  cubic  feet  produced  from  one 
gallon  of  oil.  If  only  the  actual  consumption  in  the  retort  was  men¬ 
tioned  it  would  give  too  high  a  result,  as  in  practice  there  was  a  loss 
of  about  6  lbs.  per  cask  due  to  absorption,  besides  leakage  from  tanks, 
loss  in  pumping,  &c.  In  practice  he  had  found  that  the  yield  of  gas 
was  about  75  cubic  feet  per  gallon  of  oil,  and  the  quality  after  com¬ 
pression,  from  36J  to  45  candles.  The  cost,  with  oil  ranging  from 
3‘8d.  to  6d.  per  gallon,  was  from  4s.  5d.  to  fls.  9d.  per  1000  cubic 
feet.  After  efficient  condensation  and  scrubbing  he  did  not  consider 
that  the  gas  required  purifying.  The  loss  due  to  compression,  he 
said,  should  not  exceed  10  per  cent.,  instead  of  20  per  cent,  as 
quoted  by  the  author  ;  and  referred  to  results  of  a  long  series  of 
experiments,  communicated  to  the  Southern  District  Association  of 
Gas  Engineers,-  which  showed  that  the  lower  the  quality  of  the 
gas,  the  greater  was  its  capacity  for  re-absorbing  the  hydrocarbon 
deposited  in  the  process  of  compression,  as  the  pressure  was  reduced, 
so  that  coal  gas  did  not  lose  so  much  in  proportion  as  oil  gas.  The 
value  of  the  hydrocarbon  and  tar  had  fallen  so  much  that  the  cost 
of  producing  oil  gas  was  seriously  affected.  A  few  years  ago  the 
hydrocarbon  realized  Is.  3d.,  and  the  tar  over  2d.  per  gallon.  Now 
only  about  6d.  per  gallon  was  obtainable  for  the  former,  and  the 
tar  was  unsaleable  ;  but  he  had  successfully  applied  the  latter  as  a 
fuel  under  boilers.  There  would  always  be  a  loss  on  the  gas  avail¬ 
able  for  hghting  as  compared  with  that  measured  by  the  station 
meter,  due  to  leakage  in  various  ways.  Although  oil  gas  on  a  fairly 
large  scale  was  undoubtedly  the  best  means  for  lighting  railway 
carriages,  still  there  were  instances  where  compressed  coal  gas  could 
be  successfully  applied.  Where  the  cost  price  of  the  gas  was  taken 
as  a  comparison,  there  was  no  doubt  of  its  being  cheaper,  light  for 
light ;  and  any  system  of  gas  lighting  was  more  satisfactory  than 
oil.  Mr.  G.  Bower  said  that  25  years  ago  he  supplied  an  oil-gas 
apparatus  to  the  Indian  Government,  that  produced  continuously, 
in  the  regular  course  of  working  100  cubic  feet  of  gas  per  gallon  of 
oil.  Then  in  1866  he  published  a  description  of  a  mode  of  com¬ 
pressing  gas  and  applying  it  to  the  lighting  of  railway  carriages. 
His  son  had  invented  a  regulator  that  gave  a  constant  pressure  of 
1  inch  at  the  burner,  no  matter  to  what  extent  the  pressure  in 
the  regulators  might  vary.  Mr.  H.  Leicester  Greville  had  had 
considerable  experience  in  the  experimental  manufacture  of  oil  gas, 
and  found  that  50-candle  gas  could  be  easily  and  continuously  made, 
by  the  simple  expedient  of  allowing  the  gas  to  flow  down  a 
wrought-iron  pipe,  carried  through  the  mouthpiece  and  continued 
to  within  6  inches  of  the  back  of  the  retort.  (A  somewhat  similar 
plan  has  been  tried  and  recommended  by  Mr.  N.  H.  Humphrys).]- 
The  oil  vaporized  in  this  pipe  and  the  vapour  were  decomposed  in 
passing  back  in  contact  with  the  heated  sides  of  the  retort  to  the 
ascension  pipe.  The  best  heat  was  the  ordinary  temperature  used 
at  gas-works— viz.,  a  “  cherry  red,”  and  the  oil  was  ordinary 
common  American  petroleum.  The  yield  was  about  90  cubic  feet 
of  gas  per  gallon  of  oil,  and  it  was  improved  by  using  a  little  water 
or  steam  with  the  oil.  The  quality  and  quantity  depended  on  the 
heat  of  the  retort  and  the  rate  at  which  the  oil  was  run  in  ;  the  best 
results  following  with  least  back  pressure  on  the  retort.  The  best 
plan  for  testing  the  rich  gas  was  to  consume  it  at  the  rate  of  from 
1-5  to  2  cubic  feet  per  hour  in  a  fishtail  burner  with  fine  holes,  such 
as  a  No.  0  or  No.  1  Bray,  and  then  to  calculate  the  result  with 
a  consumption  of  5  cubic  feet.  Mr.  G.  M.  Hunter  said  he 
thought  that  under  ordinary  circumstances  the  loss  by  com¬ 
pression  did  not  exceed  10  per  cent,  of  the  illuminating  power. 
He  insisted  on  the  necessity  of  a  purifier,  as  the  gas  con¬ 
tained  varying  quantities  of  sulphur  compounds  and  of  carbonic 
acid.  An  advantage  of  the  Pintsch  system  was  that  every  stage  of 
the  manufacture  was  mechanically  controlled,  and  nothing  in  the 
way  of  stoppage  could  occur  without  the  attention  of  the  attendant 
being  directed  to  the  place.  He  objected  to  the  arrangement  in 
Pope’s  apparatus,  which  allowed  the  oil  to  enter  the  hotter  retort 
first,  and  the  gas  to  pass  out  through  the  colder  retort.  The 
gas  could  not  be  benefited  by  passing  through  the  colder  retort,  and 
a  larger  consumption  of  fuel  would  also  be  necessary.  In  the 
Pintsch  apparatus  a  contrary  course  was  followed ;  the  gas  passing 
through  a  length  of  lift.  Sin.  of  heated  retort,  and  thus  being 
thoroughly  fixed.  Mr.  F.  J.  Eowan  was  more  particularly  interested 
in  the  application  of  oil  gas  without  compression,  as  it  afforded  an 
outlet  for  intermediate  oils  and  other  products,  and  also  being 
intimately  connected  with  the  subject  of  liquid  fuel.  He  referred 
to  the  system  of  manufacture  adopted  by  Mr.  Kogers,  at  Watford, 
which  consisted  of  injecting  oil  into  red-hot  retorts  by  rneans  of 
steam  jets.  This  prevented  to  a  great  extent  the  deposition  of 
solid  carbon  in  the  retorts ;  and  the  steam  could  conveniently  be 
raised  by  means  of  the  waste  heat  from  the  retort  furnace.  The 
result  was  a  much  higher  yield  than  that  afforded  by  the  Pintsch 
or  other  systems.  Mr.  J.  E.  Wigham  preferred  gas  from  rich 
cannel  coal  to  oil  gas,  and  believed  it  would  be  more  advantageous, 
for  all  the  purposes  named  by  the  author,  to  compress  ordinary 
coal  gas,  which  was  much  cheaper  and  more  easily  obtained  than 
oil  gas.  The  same  illuminating  power  could  be  obtained  by  the 
aid  of  modern  improved  burners.  He  regarded  the  method 
adopted  at  Ailsa  Craig,  of  making  oil  gas  and  then  diluting  it  with 
air,  as  a  clumsy  and  extravagant  mode  of  procedure. 


Me.  Lewis  T.  Wright  left  England  last  Wednesday  to  take  up 
his  new  appointment  as  Engineer  and  Manager  of  the  Buenos 
Ayres  New  Gas  Company. 

*  See  Journal,  Vol.  XLV.,  p.  291.  t  Sse  Journal,  Vol  L.,  p.  15. 
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Platindm-Gauze  Incandescent  Gas-Burners. — Lewis,  J.,  of  Tottenham. 
No.  13,511 ;  Oct.  5, 1887.  [8d.] 

This  invention  relates  to  the  arrangement  and  construction  of  gas- 
burners  for  consuming  a  mixture  of  gas  and  air  supplied  to  the  burner 
under  pressure  ;  the  combustion  of  the  gas  and  air  causing  a  cap  of 
platinum-wire  gauze  or  other  suitable  metal  on  the  end  of  the  burner  to 
become  incandescent. 


In  the  illustration,  A  is  the  cap  of  wire  gauze  (made  of  platinum  or 
other  suitable  metal  or  mixture  of  metals)  mounted  upon  a  tube  filled 
with  a  number  of  smaller  tubes  through  which  the  mixture  of  air  and 
gas  passes  from  the  space  or  chamber  below  into  the  cap  for  combustion. 
These  small  tubes  merely  serve  to  prevent  the  gas-flame  from  firing  back 
into  the  chamber,  and  thus  causing  explosion.  Below  this  again  is  a  ring 
of  metal,  so  inserted  as  to  fill  up  the  space  between  the  inner  surface  of 
the  top  tube  and  the  end  of  the  supply-pipe  B,  upon  which  it  fits  so 
as  to  conduct  the  mixture  of  gas  and  air  to  the  burner.  A  reel  or 
sleeve  of  steatite  or  other  suitable  non-conducting  material  connects  the 
top  end  of  the  supply-pipe  B  to  the  lower  portion  thereof,  and  prevents 
the  transmission  of  heat  from  the  burner  to  the  pipe.  Each  end  of  the 
reel  is  formed  slightly  conical  internally ;  and  the  ends  of  the  pipes 
inserted  therein  are  formed  with  a  corresponding  male  cone,  so  arranged 
as  to  leave  a  space  between  the  two  ends  where  they  approach  one 
another.  X  are  branch-tubes,  through  which  induced  currents  of  air  are 
drawn  in  by  the  current  of  compressed  air  as  it  issues  from  the  nozzle 
of  the  pipe  G.  The  main  pipe  is  connected  to  the  end  of  the  pipe  D,  into 
which  gas  is  admitted  by  the  branch-pipe  E,  from  which  it  passes  through 
the  annular  space  around  the  pipe  C,  and  is  mixed  with  the  air  from  the 
pipes  X  and  C  in  its  passage  to  the  burner.  The  end  of  the  pipe  C  is 
fitted  into,  and  surrounded  by  the  end  of  the  pipe  D. 

Carburettino  Air  and  Enriching  Gas. — Herzog,  C.,  of  Queen  Victoria 
Street,  London.  No.  1018  ;  Jan.  23,  1888.  [8d.] 

The  apparatus  shown  in  the  engraving  is  intended  for  carburetting  air 
for  lighting  and  heating  purposes,  and  for  enriching  gas  poor  in  carbon 
— figs.  1  and  2  being  an  elevation  and  plan  of  the  general  arrangement ; 
and  figs.  3  and  4,  a  vertical  section  and  plan  of  the  carburetting 
chamber. 


Fia.  1  Fi^.  3 


In  the  chamber  A  (preferably  of  cylindrical  shape)  there  are  placed 
a  number  of  superposed  trays  or  dishes  B  to  contain  gasoline  or  othe’^ 
hydrocarbon  fluid.  The  trays  are  supported  within  the  cylinder  upon 
two  semicircular  pieces  C,  held  in  their  proper  relative  positions  by  the 
rod  D  ;  and  they  are  provided  with  openings  E  at  opposite  sides  of  the 
trays,  so  that  the  air  or  gas  is  caused  to  pass  through  the  apparatus 
in  a  circuitous  direction,  and  is  thus  brought  into  contact  with  a  large 
surface  of  hydrocarbon.  The  upper  tray  is  provided  with  a  filling 
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opening  F  ;  or  it  is  connected  with  a  reservoir  of  hydrocarbon  located 
outside  the  building  in  which  the  apparatus  is  fixed.  The  hydrocarbon 
as  it  overflows  from  the  upper  tray  falls  into  those  below  it ;  and  the 
surplus  flowing  from  the  bottom  tray  of  the  apparatus  is  drawn  off 
from  time  to  time  through  a  cock  G. 

The  means  for  causing  the  passage  of  air  or  gas  through  the  chamber 
A  comprise  two  collapsible  chambers,  H,  secured  at  their  lower  ends 
to  circular  bases  I,  and  at  their  upper  ends  to  the  discs  I ;  the  interiors 
of  the  casings  being  adapted  to  be  placed  in  communication  with  the 
carburetting  chamber  through  a  three-way  cock  J.  The  chambers  (pre¬ 
ferably  constructed  of  waterproofed  cloth)  when  expanded  are  adapted 
to  be  filled  with  air  or  gas  from  any  suitable  source.  Then,  as  the 
casing  collapses  or  becomes  shorter — owing  to  its  weight  or  to  auxiliary 
weights  K — the  air  or  gas  therein  is  forced  through  the  pipe  L  into  the 
carburetting  chamber  ;  and  from  the  latter  the  carburetted  air  is  forced 
through  the  pipe  M  to  the  points  where  it  is  required  for  use.  N 
are  counterweights  connected  by  chains  to  the  tops  of  the  collapsible 
chambers,  so  as  to  facilitate  their  expansion.  The  object  of  employ¬ 
ing  two  collapsible  chambers  is,  of  course,  to  allow  the  filling  of  one 
chamber  while  the  other  is  being  emptied.  0  are  valves  arranged  one 
in  the  base  of  each  collapsible  chamber,  and  which  are  adapted  to 
allow  the  admission  of  air  into  the  latter  when  extended.  Each  valve 
is  connected  by  a  chain  to  the  top  of  the  chamber,  so  as  to  be  positively 
lifted  when  the  chamber  has  been  extended  to  a  given  point. 


Gas-Lamps. — Fletcher,  T.,  and  Clare,  A.,  of  Warrington.  No.  2058 ; 

Feb.  10,  1888.  [8d.] 

This  is  the  gas-lamp  referred  to  in  the  Journal  for  April  10  last, 
p.  637 — the  claim  for  the  invention  (in  the  words  of  the  patentees)  being 
for  “  a  regenerative  gas-lamp  in  which  the  whole  of  the  air  supply  enters 
through  a  casing  below  the  burner ;  in  which  the  whole  of  the  air  for 
the  upper  side  of  the  flame  is  derived  from  the  hood  or  regenerative 
chamber  above  the  burner  in  two  streams,  one  of  which  is  directed  upon 
the  root,  and  the  other  upon  the  body  or  tips  of  the  flame ;  and  in 
which  the  whole  of  the  air  supply  for  the  under  side  of  the  flame  is 
derived  from  the  casing  in  two  streams,  one  of  which  is  directed  upon 
the  root,  and  the  other  upon  the  body  or  tips  of  the  under  side  of  the 
flame.” 


The  lamp  consists  of  a  burner  A,  preferably  circular  in  cross  section ; 
a  perforated  casing  B  below  the  burner,  and  open  at  the  top  and  bottom  ; 
a  flange  round  the  lower  end  of  the  casing,  employed  as  a  gallery  for  the 
chimney,  and  which  prevents  access  of  air  to  the  flame  except  through 
the  passages  provided  for  the  purpose  ;  a  perforated  or  reticulated  chamber 
E  mounted  upon  and  above  the  burner,  closed  at  the  top  and  open  at 
the  bottom  to  the  interior  of  the  casing  B  ;  and  a  hood  F  (surrounding 
the  perforated  cylinder  and  the  chamber  E)  closed  at  the  top  and  open  at 
the  bottom,  enclosing  the  air  space  G,  and  preferably  having  its  lower 
portion  shaped  so  as  to  form  a  deflector  and  reflector  to  the  flame. 
There  is  an  air  space  H  between  the  burner  and  the  casing  B  ;  and  at  a 
short  distance  below  the  top  of  the  casing,  there  is  a  perforated  plate  or 
ring  I  through  which  the  air  can  pass. 

The  whole  of  the  air  supply  for  the  lamp  enters  by  the  lower  end  of 
the  casing,  within  which  the  current  is  divided  into  two  main  portions, 
of  which  one  passes  directly  upwards  and  through  the  openings  in  the 
chamber  E  into  the  air  space  G  in  the  hood  F,  when  it  becomes  heated, 
and  from  the  lower  end  of  which  it  issues  in  two  separate  streams  to 
supply  the  upper  side  of  the  flame.  The  other  portion  of  the  current  is 
also  subdivided — one  part  of  it  ascending  through  the  annular  part  H 
of  the  casing,  to  supply  the  root  of  the  flame  ;  while  the  other  part  passes 
through  the  perforations  in  the  casing  into  the  space  between  the  casing 
and  the  chimney,  to  supply  the  under  side  of  the  flame.  The  perforated 
cylinder  or  ring  K  in  the  air  space  of  the  hood  serves  to  divide  the  air 
supply  to  the  upper  surface  of  the  flame,  and  to  steady  the  currents. 


APPLICATIONS  FOR  LETTERS  PATENT. 

12,530.--Parkinson,  A.  H.,  “  Improvements  in  gas-engines,  whereby  a 
double-acting  compressing  gas-engine  can  be  made.”  Aug.  31. 

12,634. — Balbirnie,  J.,  “  The  combined  gas-cooking  and  gas-lighting 
stove.”  Aug.  31. 

12,544. — Lyon,  J.  H.,  “  Improvements  in  pipe  connections  for  gas, 
water,  or  other  purposes.”  Aug.  31. 

12,592. — Hamilton,  C.,  “  An  improved  means  or  method  of  attaching 
incandescent  electric  lights  to  gas-brackets  or  other  gas-fittings.” 
Sept.  1. 

12,647. — Leisner,  H.,  “  Improvements  in  gas-regulators.”  Sept.  3. 

12,719. — Whitehead,  J.,  “  Improvements  in  regenerative  gas-lamps 
for  lighting  railway  and  other  vehicles.”  Sept.  4. 

12,733. — Lew,  H.  C.,  “  Improvements  in  the  art  of  manufacturing 
illuminating  and  fuel  gas.”  Sept.  4. 

12,740. — P’aikweather,  W.,  ‘‘  Improved  apparatus  for  electrically  indi¬ 
cating  variations  of  water-level  in  rivers,  aqueducts,  mines,  and  the 
like.”  A  communication  from  Spohr,  H.  C.  Sept.  4. 

12,816. — Worthington,  J.,  “  Improvements  in  gas  cooking  stoves 
and  boilers.”  Sept.  5. 

12,837. — Chandler,  S.,  Jun.,  and  Chandler,  J.,  “  Improvements  in  and  i 
relating  to  lamps.”  Sept.  5.  ‘  | 


®orresponl)£nn. 

[IVe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


SPIRAL  FRAMED  GASHOLDERS. 

Sir, — On  reading  the  report  of  the  discussion  that  took  place  upon 
the  paper  recently  read  by  Mr.  Newbigging  upon  Mr.  Gadd’s  inveniion 
for  the  construction  of  gasholders  without  guide-framing,  it  struck  me 
that,  if  the  order  of  things  were  reversed,  several  of  the  objections 
raised  would  be  at  once  removed.  If,  instead  of  the  spiral  guides  being 
placed  in  the  tank,  they  were  attached  to  the  sides  of  the  holder,  and 
the  rollers  fixed  at  the  top  of  the  tank  for  the  outer  lift,  and  upon  the 
cup  for  the  inner  lift,  they  would  always  be  come-at-able ;  and,  in  my 
opinion,  would  tend  to  the  better  working  of  the  holder.  Admitted  it 
would  add  considerably  to  the  weight ;  but  at  the  same  time  it  would, 
I  think,  add  considerably  to  the  strength,  and  possibly  it  may  be  so 
arranged  that  the  usual  stiffening  on  the  roller  plates,  usually  placed  on 
the  inside,  may  be  dispensed  with,  and  partially  meet  this  objection. 

Sept.  7,  1888.  D.  W. 


GAS  ANALYSIS. 

Sir, — The  apparatus  used  by  Mr.  William  J.  Hicks  for  the  purpose  of 
gas  analysis  is  unquestionably  interesting  to  chemists  engaged  on  gas¬ 
works  ;  more  especially  as,  from  his  description,  it  is  somewhat  difficult 
to  understand  what  advantage  it  possesses  over  the  better  class  of  appa¬ 
ratus  already  in  general  use.  The  colour  tests  of  Harcourt  and  Greville, 
and  the  gas  volumetric  apparatus  of  Hempel  and  Lunge,  surely  give 
superior  results  as  regards  accuracy,  speed,  and  simplicity.  I  do  not 
wish  to  be  considered  as  unduly  criticizing  a  method  giving  evidence  of 
so  much  ingenuity  ;  but  there  are  a  number  of  points  which  appear  to 
me  to  require  explanation,  and  which  I  will  endeavour  to  enumerate  as 
succinctly  as  possible. 

Is  not  the  gas-bottle  employed  too  large?  A  litre  flask  or  bottle  offers 
a  considerable  surface  to  the  confining  liquid  ;  the  runnings  from  the 
sides  take  some  time  to  collect ;  and  if  not  allowed  to  do  so,  cause  appre¬ 
ciable  errors  in  reading.  These  errors  would  be  increased  by  the 
introduction  of  the  absorbents  direct  into  this  vessel,  as  the  solutions  em¬ 
ployed  adhere  much  more  to  the  sides  than  water,  and  require  a  longer 
time  to  collect.  To  facilitate  this  collection,  the  confined  gas  is  usually 
kept  at  a  slight  under-pressure  ;  but  it  is  doubtful  whether  the  apparatus 
in  question  would  allow  of  this  being  done. 

As  regards  the  graduation  of  the  gas-bottle.  Can  the  constituents  of  a 
gas  be  determined  which  form  collectively  more  than  25  per  cent,  of  its 
bulk?  If  not,  Mr.  Hicks’s  statement  that  his  apparatus  “answers 
admirably  for  analysis  of  chimney  or  furnace  gases  ”  would  seem,  from 
the  two  following  examples,  to  require  some  modification. 

Analyses  of  Two  Samples  of  Furnace  Gases. 


Nitrogen . 

.  .  .  .  60-7 

61-1 

Hydrogen . 

.  .  .  .  1-3  . 

8-6 

Carbonic  oxide  .... 

.  .  .  .  28-0 

24-3 

Carbonic  acid  .... 

.  .  .  .  10-0 

6-0 

100-0 

100-0 

With  respect  to  the  construction  of  the  apparatus,  the  gas-bottle  very 
closely  resembles  that  of  Mr.  Wanklyn  ;  and  there  is  an  equally  close 
resemblance  between  the  vessel  J  (used  to  draw  off  water,  &c.)  and  that 
employed  with  Bunte’s  burette.  There  are  certainly  three  stoppers  or 
corks  in  the  bottle,  where  one  would  have  sufficed ;  and  the  arrange¬ 
ment  in  the  water-trough  will  be  more  difficult  than  the  Hempel  burette 
with  levelling  tube. 

Are  the  connectionsj’raade  of  indiarubber,  or  of  glass-tubing  with 
ground  joints.  If  of  the  latter  material,  the  whole  would  be  so  rigid 
as  to  be  in  constant  danger  of  fracture,  and  practically  unworkable ; 
while  if  of  the  former,  the  objections  are  stronger  still,  as  reagents  like 
fuming  nitric  acid  and  alkaline  pyro  have  to  be  forced  through.  The 
nitric  acid  would  attack  and  destroy  the  connections  ;  and  the  pyro 
would  render  a  sound  joint  between  india-rubber  and  glass-tubing  almost 
impossible. 

If  water  must  be  usedjas  the  confining  liquid,  would  it  not  have  been 
better  to  have  employed  water  saturated  with  a  portion  of  the  gas  to  be 
tested  ? 

The  reagents  employed  are  introduced  from  an  open  burette,  in  spite 
of  the  fact  that  pyrogallic  acid  and  cuprous  chloride  soLitions  are 
entirely  spoiled  by  continued  contact  with  air  ;  and  that  some  of  the 
remaining  reagents  are  by  no  means  benefited  by  such  exposure.  No 
mention  is  made  of  any  aspirator  for  withdrawing  the  injurious 
absorbents,  by  means  of  the  suction-bottle ;  although  suction  from  the 
mouth  can  hardly  be  advisable. 

Can  hydrogen  and  marsh  gas  be  estimated  by  this  process  ;  and,  if  so, 
by  what  means  ? 

The  similarity  between  Mr.  Hicks’s  method  and  Professor  Wanklyn’s 
reappears  in  the  absorbents,  <fec.,  employed  for  sulphuretted  hydrogen 
and  carbonic  acid — namely,  for  the  former  a  standard  solution  of  acetate 
of  lead,  with  lead  paper  as  the  indicator  ;  and  for  carbonic  acid  standard 
barium  hydrate  titrated  with  standard  sulphuric  acid. 

With  regard  to  the  method  of  estimating  ammonia,  the  gas  to  be 
tested  is  exposed  to  the  absorbing  influence  of  water, which  constitutes 
perhaps  the  gravest  objection  to  the  whole  apparatus.  It  at  once  raises 
a  query  as  to  whether  the  results  by  absorption  ever  could  agree  with 
those  obtained  by  titration.  Sulphuretted  hydrogen  (another  very  soluble 
gas)  is  subjected  to  still  more  severe  treatment.  It  is  shaken  up  with 
aqueous  solutions ;  washed  repeatedly  ;  the  washings  are  lost ;  sulphu 
retted  hydrogen  is  then  absorbed  by  acetate  of  lead  ;  and  it  is  then  con 
tended  that  the  acetate  solution  contains  the  whole  of  the  sulphuretted 
hydrogen.  This  determination  of  sulphuretted  hydrogen  completely 
spoils  the  remainder  of  the  sample,  which  cannot  be  held  to  have  any 
further  recommendation. 

Why  does  Mr.  Hicks  prefer  naphtha  to  bromine  or  fuming  sulphuric 
acid?  I  may  as  well  here  point  out  what  appears  to  be  a  clerical  error. 
The  writer,  after  speaking  of  titration  of  sulphuric  acid  solution  with 
potash,  afterwards  refers  to  ammonia  as  being  used  for  titrating  ;  leaving 
us  in  doubt  as  to  which  reagent  is  intended  to  be  employed. 

One  more  point  occurs  to  me.  It  will  be  necessary  to  note  the 
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absorption  that  takes  place  during  the  course  of  an  analysis  ;  and  the 
apparatus  will  be  found  rather  faulty  in  this  respect.  To  get  the  gas- 
bottle  perfectly  vertical  each  time  a  fresh  constituent  is  absorbed  will 
be  very  difficult ;  for,  unlike  the  Hempel  burette,  it  has  no  accurate  base 
to  stand  upon,  and  the  slightest  variation  in  the  level  would  cause  con¬ 
siderable  deviation  from  the  true  reading. 

A.S  regards  the  corrections  given  for  temperature  and  pressure,  tney 
answer  well  enough  for  results  obtained  by  titration  ;  but  the  rnajority  of 
the  various  gases  would  have  to  be  estimated  by  noting  the  absorption. 
The  correction  of  the  percentages  thus  obtained  would  be  rather  erro¬ 
neous  if  carried  out  as  directed  in  Mr.  Hicks’s  paper.  Both  the  bulk 
of  the  gas  used  and  the  results  obtained  by  absorption  have  to  be 
reduced  to  the  normal  state  ;  and  the  percentages  then  calculated  frorn 
the  corrected  results.  Where  the  conditions^  of  temperature  and 
pressure  are  fairly  constant,  or  where  the  analysis  is  rapidly  performed, 
correction  is  hardly  necessary. 

Commercial  Gas-Works,  Stepney,  E-  ^ •  Whieldon. 

Se-pt.  7,  1888. 

WALKEE’S  PATENT  TAE-SPKAYER  BUENEE. 

Sir, — In  your  issue  of  the  7th  ult.  a  report  is  given  of  the  paper  read 
at  the  recent  meeting  of  the  North  British  Association  of  Gas 
Managers  by  Mr.  John  M‘Crae,  of  Dundee,  on  “  Coal  Tar  as  Fuel  for 
Steam-Boilers.”  A  diagram  is  also  given  of  Messrs.  C.  and  W.  Walker’s 
patent  tar-sprayer  burner,  which  is  only  supplied  by  that  6rm. 

Now,  I  do  not  know  upon  what  Messrs.  C.  and  W.  Walker  found  their 
claim  to  a  pitent  for  this  tar  injector  or  sprayer,  or  whatever  it  may 
be  called,  because  for  the  past  two-and-a-half  years  I  have  had  one  in 
use  exactly  like  it  in  principle.  . 

On  Feb.  16,  1886,  Mr.  John  Smith,  of  Bangor,  described  in  the 
Journal  an  injector  for  burning  tar.  1  immediately  made  one  on  the 
same  lines ;  and  added  a  small  needle  valve  (moved  in  and  out  by  a 
screw)  for  regulating  the  flow  of  tar  to  the  fire.  A  description  of  this  is 
given  in  the  Journal  dated  April  13,  1886.  It  is  a  very  simple  arrange¬ 
ment  (can  be  made  by  an  ordinary  smith  for  half-a-crown),  and  it 
answers  the  purpose  admirably.  Messrs.  Walker’s  patent  tar-sprayer 
is  precisely  the  same  idea  described  by  Mr.  Smith  and  myself  in  1886  ; 
but  made  in  a  more  elaborate  form,  and  consequently  more  expensive. 
This  is  its  only  claim  to  superiority  ;  but  it  does  not  include  invention. 

Gas  Works,  Bodmin,  Sept.  8,  1888.  Jas.  Thomas. 


THE  SUPPLY  OF  OIL  GAS  AT  COLIN  SB  UEGH. 

Sir,— Referring  to  an  article  on  page  427  in  your  issue  of  this  week, 
I  (in  common  doubtless  with  many  of  your  readers  whose  “  recollection  ” 
it  is  intended  to  refresh)  feel  interested  in  the  use  of  mineral  oil,  as 
employed  in  the  manufacture  of  illuminating  gas,  and  especially  so, 
when  used  as  an  enrioher  of  poor  coal  gas  in  localities  distant  from  rich 
shale,  and  cannel  coal  fields. 

Naturally  one  might  expect  that  the  subject  of  oil  gas  production 
would  command  that  breadth  of  view  for  which  as  a  public  journalist 
your  pages  are  read  and  appreciated.  You  will  therefore  excuse  the 
liberty  I  take  in  calling  attention  to  the  article  in  question,  and  to  the 
somewhat  prejudiced  method  employed  in  dealing  with  the  report  of 
Mr.  Dawson,  the  Secretary  of  the  Colinsburgh  Gaslight  Company.  I 
do  so  all  the  more  frankly  because  I  observe  that  one  of  your  contem¬ 
poraries  has  also  gone  wrong,-  and  devoted  a  semi-leading  article  of 
adverse  criticism  of  the  reported  results,  without,  also  (as  in  your 
Journal)  advancing  a  single  argument  in  support  of  the  disparaging 
tone  adopted.  On  public  grounds  I  respectfully  demur  to  such  treat¬ 
ment  of  a  matter  destined  to  perpetuate  the  manufacture  of  high  illu¬ 
minating  power  gas,  by  continuing  a  demand  for  it,  and  such  as  will 
prove  a  powerful  factor  in  deservedly  maintaining  purity  and  high- 
power  illumination,  even  though  it  should  increase  the  price  of  mineral 
oil  that  at  present  competes  so  successfully  with  coal  gas  because  of  its 
low  price  and  its  convenient  supply.  However,  as  electricity  was 
viewed  in  much  the  same  way  until  it  proved  itself  (as  it  now  un¬ 
doubtedly  is)  a  formidable  displacer  of  coal  gas,  it  would  be  idle  to  do 
more  than  I  have  now  ventured  to  do — namely,  to  question  the  pro¬ 
priety  of  disparaging  that  aid  to  the  gas  industry  which  mineral  oil, 
whether  used  alone  or  in  conjunction  with  gas  from  low  quality  coal, 
undoubtedly  is. 

As  I  happen  to  know  that  the  statement  given  by  Mr.  Dawson  is 
logically,  and  for  all  practical  purposes  accurate,  and  worthy  of  fair  and 
square  consideration,  I  would  ask,  in  the  interests  of  gas  consumers 
that  it  be  dealt  with  accordingly.  In  conclusion,  I  would  say  that  14 
per  cent,  cannot  be  considered  excessive  “  leakage,”  when  there  are 
over  50  gas-works  in  Scotland  with  balance-sheets  recording  14  to  30 
per  cent,  “unaccounted-for  gas;”  and  as  regards  “smokiness,”  the 
correspondent  “  Colinsburgh,”  whose  letter  you  quote  from,  has  evi¬ 
dently  not  tried  a  No.  0  or  a  No.  1  Bray’s  burner  with  the  Colinsburgh 
gas,  as  I  have  done,  or  he  would  have  found  the  light  about  as  near 
perfection  as  he  is  ever  likely  to  see  in  this  world. 

Sept.  7,  1888.  “  Utility.” 

[In  regard  to  the  above  letter,  we  would  point  out  to  “  Utility  ”  and 
other  readers  specially  interested  in  the  question  on  which  he  writes, 
that  the  netos  “article  ”  to  which  he  refers  was,  as  clearly  stated  last 
week,  merely  an  abstract  of  correspondence  that  lately  appeared  in  one 
of  the  Scottish  newspapers.  There  was  not  the  slightest  attempt  at 
commenting  on  the  various  statements  made;  the  original  words  of  the 
writers  being,  in  the  main,  adopted.  If  “  Utility  ”  will  be  good  enough 
to  indicate  “  the  somewhat  prejudiced  method  employed  in  dealing  with 
the  report  of  Mr.  Dawson,”  we  shall  at  once,  in  fairness  to  that  gentle¬ 
man,  set  the  matter  right. — Ed.  J.  G.  L.] 


“OUTSIDER’S”  CRITICISM  OF  COLONEL  MAKINS  AND  HIS 

STATEMENTS. 

Alluding  to  the  letter  published  in  last  week’s  Journal,  by  a  corres¬ 
pondent  who  signed  himself  “  Outsider,”  the  Financial  News  of  Saturday 
writes  as  follows: — “When  the  chairman  of  a  public  company  has 
made  his  annual  or  half-yearly  speech  to  those  whose  investments  he 
handles,  he  is  apt  to  think  that  he  need  not  trouble  his  head  until  the 
time  comes  round  for  airing  his  eloquence  again.  At  these  gatherings 


of  shareholders,  weak  points  in  the  presidential  address  often  pass  un¬ 
noticed  ;  fallacies  in  facts  and  figures  escape  detection  ;  and,  for  the  most 
part,  practical  criticism  is  a  vanishing  quantity.  After  the  meeting  is 
over,  it  may  be  that  a  few  discoveries  are  made,  and  one  or  two  proprietors 
regret  a  lost  opportunity  of  putting  the  chairman  through  his  facings. 
Sometimes,  however,  thinking  that  comment  comes  better  late  than  not 
at  all,  the  unconvinced  shareholder  writes  to  the  newspapers  to  point 
out  in  what  particulars  his  co-proprietors  have  been  misinformed  by  the 
spokesman  of  the  board.  This  is  the  course  which  has  been  taken  by 
a  shareholder,  though  apparently  by  an  outsider,  in  regard  to  The  Gas¬ 
light  and  Coke  Company.  This  gentleman  describes  himself  as  a  statist 
who  is  in  the  habit  of  scrutinizing  general  statements  made  as  to  finan¬ 
cial  results.  He  asserts  that  at  the  recent  meeting  over  which  Colonel 
Makins  presided,  and  to  which  we  made  some  reference  at  the  time,  the 
Chairman’s  utterances  on  some’points  were  absolutely  erroneous.  Colonel 
Makins  gave,  among  other  statistics,  some  figures  relating  to  the  net 
cost  of  coal  during  the  previous  half  year,  and  described  the  reduction 
which  had  been  effected  as  the  largest  within  his  recollection.  But  the 
amateur  statist  is  down  upon  him  with  a  confuting  array  of  figures 
industriously  worked  out.  It  seems  that  the  net  reduction  during  the 
half  year  ended  June  30,  as  compared  with  the  corresponding  period  of 
the  previous  year,  has  been  considerably  exceeded  in  the  course  of  the 
Company’s  past  history.  Nor  did  this  occur  in  any  remote  period  of  that 
history  ;  for  Colonel  Makins’s  critic  points  out  that  the  cost  of  coal  was 
lower  in  the  half  year  immediately  preceding  the  period  which  the  Chair¬ 
man  was  discussing,  as  well  as  in  the  half  year  ending  June  30 — a  period 
to  which  Colonel  Makins  made  special  reference.  If  the  statist  is  right. 
Colonel  Makins  was  wrong,  and  wrong  without  any  justification  ;  for 
no  Chairman,  however  multifarious  his  parliamentary  or  business  en¬ 
gagements,  can  be  allowed  to  limit  his  recollection  to  a  period  of  half- 
a-dozen  months.  It  would  be  interesting,  therefore,  to  know  how 
Colonel  Makins,  who  must  have  had  ample  means  of  accurate  informa¬ 
tion  at  hand  in  the  Company’s  office,  could  have  been  induced  to  make 
so  misleading  an  assertion  on  a  point  of  vital  interest  to  those  whom  he 
addressed.  Figures  are  sometimes  troublesome  ;  the  early  anguish  of 
simple  arithmetic  has  left  its  mark  on  most  of  us.  Multiplication  is 
still  vexation  to  many  ;  but  in  riper  years,  when  the  handling  of  figures 
is  not  compulsory,  it  should  be  required  of  those  who  elect  to  expound 
them,  to  learn  their  lessons  first.  If,  as  the  amateur  statist  declares,  the 
actual  and  comparative  results  of  past  expenditure  for  coals  by  The  Gas¬ 
light  and  Coke  Company  can  be  ascertained  by  the  four  elementary  rules  of 
arithmetic,  how  came  it  to  pass  that  the  Chairman  went  so  egregiously 
astray  ?  A  little  sum  which  might  be  worked  out  by  the  Board  scholar 
of  the  period  ought  to  be  within  the  competency  of  an  experienced 
member  of  Parliament  and  Governor  of  an  important  public  Company, 
which  deals  with  millions  of  money.  There  are  one  or  two  passages  in 
the  critic’s  letter  which  indicate  that  he  is  an  admirer  of  Mr.  George 
Livesey,  Chairman  of  the  South  Metropolitan  Gas  Company,  whose 
public  relations  with  Colonel  Makins  are  not  exactly  of  a  cordial 
character.  But  with  these  matters  we  do  not  concern  ourselves.  We 
have  before  now  criticized  Mr.  Livesey’s  action,  even  more  plainly  than 
that  of  Colonel  Makins,  or  of  any  other  chairman.  Chairmen  as  a  class 
are  too  prone — and  it  is  not  surprising — to  make  the  colours  rosy  ;  but 
their  duty  is  to  be  accurate,  and  it  is  just  as  well  that  there  should  be  a 
‘  chiel  amang  ’  them  capable  of  taking  notes,  with  the  view  of  putting  on 
the  useful  drag  of  criticism.” 


Shrewsbury  Gaslight  Company.— In  their  report  for  the  year  ending 
June  30  last,  the  Directors  of  this  Company  state  that  the  available 
balance  of  profit  amounts  to  ^5546  17s.  9d.,  out  of  which  they  recommend 
that  the  authorized  dividend  be  declared.  There  has  been  a  small  in¬ 
crease  in  the  consumption  of  gas  during  the  year ;  and  there  is  also  a 
slight  improvement  in  the  returns  for  residuals.  The  unaccounted-for 
gas  has  been  4'38  per  cent.  •  The  reserve  fund  now  amounts  to  £6876,  and 
IS  fully  invested  in  2}  per  cent.  Consols.  The  Directors  have  deemed  it 
advisable  to  revise  the  prices  charged  for  rental  of  meters,  and  have  re¬ 
duced  the  same  to  about  one-half  the  amount  hitherto  charged. 

The  Gas  Supply  of  Heanor.— At  the  meeting  of  the  Heanor  Local 
Board  on  Tuesday  last,  the  advisability  of  taking  steps  to  purchase  the 
plant,  &c.,  of  the  Langley  Mill  and  Heanor  Gas  Company,  Limited,  was 
under  consideration.  Mr.  Bowley  moved,  and  Mr.  Watson  seconded 
“  That  this  Board  constitute  itself  into  a  Special  Committee  to  consider 
the  advisability  of  negotiating  for  the  purchase  of  the  undertaking  of  the 
Langley  Mill  and  Heanor  Gas  Company,  Limited,  and  take  such  prelimi¬ 
nary  steps  as  they  may  deem  advisable.”  Mr.  Bowley  remarked  that  the 
town  was  increasing  in  population ;  and  the  purchase  of  the  gas-works 
would  be  a  great  benefit  to  the  parish,  inasmuch  as  the  price  charged 
for  gas  would  be  lowered  considerably  to  the  consumers,  and  the  rate¬ 
payers  would  receive  double  benefit.  The  Chairman  said  that  some  four 
or  five  years  ago  this  question  came  before  the  Board.  The  Gas  Company 
were  then  willing  to  sell  for  £16,000 ;  but  the  sum  was  so  high  that  the 
Committee  appointed  could  not  advise  the  purchase.  Mr.  Oldershaw  said 
the  Company  would  require  double  that  sum  for  the  property  now.  The 
Chairman  thought  the  matter  should  be  deferred,  as  probably  m  a  short 
time  the  electric  light  would  be  within  easy  distance.  The  motion,  how¬ 
ever,  was  carried. 

Gloucester  Gaslight  Company.— A  very  favourable  report  was  pre¬ 
sented  by  the  Directors  at  the  half-yearly  meeting  of  this  Company  on  the 
30th  ult.  The  affairs  of  the  Company,  they  stated,  continued  to  progress 
satisfactorily.  There  was  a  considerable  increase  in  the  sale  of  gas  during 
the  half  year,  as  compared  with  the  corresponding  period  of  1887 ;  and  the 
revenue  from  residual  products  showed  a  steady  improvement.  The  net 
profit  for  the  half  year,  after  providing  for  interest  on  mortgages,  &c.,  was 
£4238  9s.,  out  of  which  the  usual  dividends  were  declared.  These  will 
require  £3334  18s.,  leaving  a  balance  of  £903  11s.  to  be  carried  forward  to 
the  next  accounts.  In  their  previous  report,  the  Directors  expressed  a 
hope  that  should  the  business  of  the  Company  continue  to  progress  favour_- 
ably,  they  would  be  able  to  make  some  concession  in  the  price  of  gas ;  and 
they  announce  that  the  result  of  the  past  half-year’s  working  was  so  satis¬ 
factory  that  they  feel  justified  in  making  a  reduction  in  the  price  of  gas 
of  2d.  per  1000  cubic  feet— such  reduction  taking  effect  as  from  the  com¬ 
mencement  of  the  current  half  year.  This,  when  the  discount  for  prompt 
payment  is  taken  off,  reduces  the  price  to  the  general  consumers  to  2s.  54d. 
per  1000  cubic  feet.  The  price  is  2s.  7d.,  with  a  discount  of  5  per  cent._  to 
all  consumers  for  prompt  payment;  and  10  per  cent,  extra  to  those  using 
1,500  000  cubic  feet  per  annum.  The  Directors  trust  that  this  low  price 
will  be  an  inducement  to  a  more  extended  use  of  gas  for  cooking  and  other 
purposes,  as  well  as  for  lighting. 
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THE  GAS  COAL  CONTRACTS  OF  THE  HALIFAX  CORPORATION. 

The  Charges  against  Gas-Works  Officials. 

The  Monthly  Meeting  of  the  Halifax  Town  Council  was  held  last 
Wednesday — the  Mayor  (Alderman  James  Booth)  presiding — when  it  was 
intended,  at  the  close  of  the  usual  business,  to  have  a  meeting  of  the 
Council  in  Committee  to  take  into  consideration  what  is  known  locally  as 
“  the  Gas  Scandal.”  At  the  instigation  of  the  Mayor,  however,  the 
reporters  were  invited  to  remain.  There  had,  he  said,  been  so  many 
garbled  statements  made  with  regard  to  the  question  they  were  to  con¬ 
sider,  that  it  would  be  the  best  and  fairest  way  for  the  public  to  know  when 
a  clear  and  distinct  statement  was  made  to  the  Council  on  the  subject. 

The  Mayor,  in  opening  the  proceedings  on  behalf  of  the  Sub-Committee 
who  had  had  the  matter  referred  to  them,  said  that  the  members  of  the 
Council  would  remember  that  about  two  months  ago  certain  statements 
appeared  in  the  Pall  Mall  Gazette,  and  certain  letters  were  received, 
imputing  certain  malpractices  in  Halifax,  and  which  statements  reflected 
upon  the  Gas  Committee  of  the  Corporation.  A  Sub-Committee  was 
appointed ;  and,  in  the  first  place,  a  resolution  was  passed  authorizing  an 
indemnity  to  be  given  to  a  Mr.  T.  K.  P’ox,  so  as  to  enable  him  to  make 
charges  in  accordance  with  the  letter  he  had  written  to  the  Corporation. 
It  was  afterwards  found  that  this  indemnity  was  considered  too  narrow ; 
and  the  Council  then  passed  a  resolution  giving  full  power  to  grant,  on 
the  part  of  the  Corporation,  the  indemnity  required.  Well,  during  his 
(the  Mayor’s)  absence,  this  indemnity  was  drawn  up ;  but  it  was  after¬ 
wards  found  that  the  Council  had  not  the  power  to  give  any  such  indem¬ 
nity.  In  fact,  the  indemnity,  if  given  at  all,  must  be  given  by  the  Mayor 
acting  for  the  Corporation.  Now,  he  had  no  objection  whatever  to  give 
this  indemnity — he  spoke  for  the  Committee,  and  his  present  statement 
must  be  taken  as  emanating  from  the  Committee — but  it  struck  him  that 
there  was  a  far  simpler  way  by  which  to  attain  their  object.  By  signing 
the  indemnity,  they  would  be  putting  money  into  the  pocket  of  an 
individual,  or,  in  other  words,  furnishing  him  with  the  “  ways  and 
means  ”  to  fight  them ;  and  should  the  charges  not  be  sufficiently 
proved,  they  would  have  had  to  part  with  a  considerable  amount 
of  money.  Well,  seeing  that  Mr.  Carr  was  so  directly  implicated 
in  this  charge,  and  also  knowing  that  he  would  be  capable  of  sus¬ 
taining  an  action  against  the  Pall  Mall  Gazette,  and  also  be  able  to  prove 
for  substantial  damages,  and  that  if  they  gave  the  indemnity  to  Mr.  Fox 
they  would  then  simply  have  to  call  on  Mr.  Carr  to  take  action,  the  Com¬ 
mittee  thought  they  would  be  justified  in  asking  Mr.  Carr  to  himself  take 
action  against  the  Pall  Mall  Gazette.  Well,  when  this  was  named  to 
Mr.  Carr,  he  said  :  “  I  am  not  prepared  to  spend  any  money  over  it.”  He 
(the  Mayor)  replied  at  once  that,  so  far  as  any  money  question  was  involved, 
if  the  Council  would  not  indemnify  Mr.  Carr  he  was  prepared  personally 
to  indemnify  him  against  any  loss,  provided  he  proved  that  he  was 
innocent.  He  assured  Mr.  Carr  that  he  should  not  be  one  farthing  out 
of  pocket — that  all  they  wanted  him  to  do  was  to  take  action,  and  prove 
the  charges  to  be  groundless.  Well,  notwithstanding  these  explanations, 
Mr.  Carr  did  not  seem  willing  to  take  action.  Therefore,  the  only  alter¬ 
native  for  the  Committee  was  to  tell  Mr.  Carr  that  he  must  either  take 
action  against  the  Pall  Mall  Gazette  or  send  in  his  resignation  ;  and  this 
was  the  conclusion  the  Committee  had  come  to.  They  must  insist  upon 
Mr.  Carr  taking  action  (holding  him  free  from  costs  if  he  proved  his 
innocence),  or  else  resign  his  position.  He  therefore  proposed  a  resolution 
to  the  efiect  that  Mr.  W.  Carr  be  requested  to  commence  an  action  for 
libel  against  the  Pall  Mall  Gazette  (the  Council  to  indemnify  Mr.  Carr 
against  costs) ;  and  in  case  of  his  declining  to  do  so,  that  he  be  asked  to 
resign  his  position  as  Gas  Manager. 

Alderman  David  Smith  seconded  the  resolution. 

Alderman  Michael  Booth,  in  supporting  it,  said  that,  as  a  member  of 
the  Council,  he  felt  a  great  responsibility  in  the  matter.  The  public  had 
a  great  deal  to  say  on  the  subject ;  but  he  had  all  along  held  to  the  hope 
and  belief  that  Mr.  Carr  would  be  able  to  clear  himself,  and  he  still  be¬ 
lieved  he  would  do  so  at  the  finish.  He  thought  the  Mayor’s  proposition 
a  right  one. 

Mr.  J.  W.  Broadbent  also  supported  the  motion.  At  the  same  time  he 
was  prepared  to  go  further  than  this,  and  say  that,  if  Mr.  Carr  would 
not  take  active  proceedings,  the  Council  would  themselves  take  pro¬ 
ceedings.  If  Mr.  Carr  resigned,  was  that,  he  asked,  to  be  the  end  of  the 
business?  They  might  perhaps  think  harshly  of  Mr.  Carr;  but  if  he 
did  not  take  action,  it  might  be  said  that  he  could  not  prove  his  inno¬ 
cence.  If  it  was  a  question  of  money  with  Mr.  Carr,  then  the  Mayor 
could  not  do  more  than  he  had  engaged  to  do.  Even  if  the  action  was 
lost  on  technical  grounds,  Mr.  Carr  would  not  be  out  of  pocket.  It  was 
the  bounden  duty  of  Mr.  Carr  to  take  action ;  and  it  was  the  bounden 
duty  of  the  Council  to  insist  on  his  taking  action  or  resigning. 

The  Mayor  pointed  out  that  when  they  took  Counsel’s  opinion,  they 
took  it  on  the  point  whether  or  not  the  Corporation  could  take  action. 
As  far  as  Mr.  Carr  was  concerned,  the  amount  of  evidence  that  could  be 
brought  to  bear  on  the  question  proved  that  the  article  referred  to  Mr. 
Carr. 

Alderman  Longbottom  said  he  had  not  seen  the  article  in  the  Pall 
Mall  Gazette;  but  he  understood  that  the  Town  Clerk  had  taken 
Counsel’s  opinion  as  to  whether  or  not  it  was  actionable. 

The  Town  Clerk  read  the  opinion  of  Counsel  (Mr.  T.  D.  Wright),  which 
has  already  been  published;  hut  he  pointed  out  that  at  the  time  this 
opinion  was  taken,  Mr.  Carr  had  not  made  his  application  for  the  post  of 
Gas  Manager  to  the  Nottingham  Corporation,  and  no  one  could  then  be 
said  to  have  sufiered  specific  damage  from  the  article.  The  Town  Clerk 
then  went  on  to  say  that  he  did  not  apprehend  any  difficulty  in  agreeing 
to  the  terms  of  their  indemnity;  and  as  soon  as  it  was  signed,  Mr.  Fox 
stipulated  to  give  the  names  and  addresses  of  the  parties  against  whom 
malpractices  were  alleged.  When  the  Committee  met,  to  consider  as  to 
the  signing  of  the  indemnity,  one  of  their  number  said,  “  Why  should  not 
Mr.  Carr  commence  an  action  against  the  Pall  Mall  Gazette  ?  ”  He  (the 
Town  Clerk)  might  say  that  the  Committee  had  received  information  to 
this  extent-— namely,  that  three  names  would  be  mentioned  against  whom 
malpractices  were  alleged  ;  and  it  had  also  been  stated,  in  confidence,  that 
Mr.  Carr’s  name  would  be  one  of  the  three.  Therefore,  in  insisting  upon 
his  taking  action,  they  were  not  asking  him  to  put  on  a  cap  and  make  it 
fit  the  statements  of  the  Pall  Mall  Gazette.  He  would  also  point  out  that 
the  reference  to  Mr.  Carr  had  been  morally  sanctioned  by  the  public  and 
by  newspaper  comments  on  the  subject ;  and  he  read  extracts  from  an 
article  in  the  Journal,  in  which  the  allegations  were,  he  said,  taken  to 
reflect  directly  upon  Mr.  Carr.  What,  therefore,  would  be  thought  of  Mr. 
Carr  if  he  hesitated  to  take  proceedings  after  the  indemnity  which  had 
been  offered  him  ?  He  had  no  hesitation  in  saying  that  if  Counsel’s 
opinion  had  to  be  sought  at  the  present  stage,  it  would  certainly  be  that 
Mr.  Carr  ought  to  take  action  against  the  Pall  Mall  Gazette. 

Mr.  Jessop  pressed  for  an  answer  to  Mr.  Broadbent’s  question  as  to  what 
steps  the  Council  would  take  if  Mr.  Carr  resigned. 


The  Mayor  replied  that  the  question  was  one  which  it  would  not  be 
prudent  to  answer  at  the  present  stage ;  but  he  would  assure  the  Council 
confidently  that  they  would  get  to  the  bottom  of  the  affair.  In  reply  to 
further  questions,  he  said  that  they  would  get  the  three  names,  whether 
Mr.  Carr  took  action  or  not,  if  the  resolution  now  before  the  Council  were 
passed. 

Alderman  Pollard  pointed  out  that,  even  if  Mr.  Carr  resigned,  they  could 
still  give  the  indemnity  to  Mr.  Fox. 

Alderman  Midgley  thought  it  was  rather  hard  upon  Mr.  Carr,  seeing 
that  there  were  allegations  against  three  names,  that  he  should  be  singled 
out  and  asked  to  take  action.  He  was  in  a  bad  state  of  health  ;  and  the 
excitement  of  an  action  would  tell  adversely  upon  him.  He  had  long 
known  Mr.  Carr,  and  had  always  regarded  him  as  a  very  useful  public 
servant.  At  the  same  time,  the  statement  of  the  Mayor  was  a  very  fair 
one  indeed. 

The  Mayor  pointed  out  that  they  only  had  power  over  those  who  were 
their  servants ;  but  Mr.  Carr  did  not  urge  ill-health  as  a  reason  for  not 
taking  action.  He  (the  Mayor)  announced  that  if  the  Council  did  not 
pass  the  resolution,  he  would  sign  the  indemnity.  Therefore  it  would 
make  no  difference  in  that  respect  to  Mr.  Carr. 

Mr.  Osborn  observed  that  it  was  stated  outside  that  they  wanted  to 
make  Mr.  Carr  the  scapegoat. 

The  Mayor  repudiated  any  such  intention,  and  intimated  that  they 
would  certainly  be  put  in  possession  of  the  three  names  alluded  to.  He  also 
observed  that  if  half  as  much  had  been  said  about  himself  as  had  been 
said  about  some  persons,  he  should  have  taken  action  long  since. 

Mr.  G.  Clegg  supported  the  motion,  as  in  his  opinion  the  course  taken 
by  the  Committee  was  clearly  the  right  one.  Mr.  Carr  had  not  one  iota 
to  fear ;  and  as  to  the  effect  upon  his  health,  to  his  mind  the  having  to  bear 
the  reflections  that  were  cast  upon  him  was  far  worse  than  embracing  the 
opportunity  of  clearing  himself  before  the  public. 

After  some  few  further  remarks  by  other  members  of  the  Council,  the 
motion  proposed  by  the  Mayor  was  put  and  carried  unanimously. 


The  Halifax  Correspondent  of  the  Bradford  Observer  (from  which  the 
report  given  above  was  prepared),  writing  on  Thursday  last,  “  says :  “  The 
statements  made  at  the  meeting  of  the  Halifax  'Town  Council  on 
Wednesday  evening  have  produced  a  deep  and  satisfactory  impression 
among  the  ratepayers.  The  feeling  universal  throughout  the  district  is 
that  the  matter  must,  at  any  cost,  be  sifted  to  the  very  bottom.  Acting 
on  behalf  of  Mr.  William  Carr,  Gas  Manager  to  the  Corporation,  Mr. 
Walter  Storey,  solicitor,  has  written  to  the  Mayor  stating  that  Mr.  Carr 
has  decided  to  resign  rather  than  fight  an  action  which  must  prove 
abortive.”  The  Halifax  Courier,  of  Saturday’s  date,  however,  says :  “  It 
is  not  true,  as  has  been  publicly  stated,  that  the  Manager  of  the  Halifax 
Gas-Works  has  sent  in  his  resignation,” 


THE  WOLVERHAMPTON  CORPORATION  AND  THE  GAS 

COMPANY. 

At  Yestei-day’s  Meeting  of  the  Wolverhampton  Town  Council,  the 
Special  Gas  Committee  presented  the  following  report : — 

At  a  special  meeting  of  the  Council,  held  in  December  last,  your  Com¬ 
mittee  were  re-appointed  to  consider  the  question  of  the  supply  of 
artificial  light  for  the  use  of  the  inhabitants  of  this  borough,  and  to 
obtain  such  professional  advice  with  reference  thereto  as  they  might 
think  fit,  and  to  report  thereon  to  the  Council.  Your  Committee  deemed 
it  desirable  to  submit  a  series  of  questions  to  various  corporations  and 
gas  companies  in  the  country,  with  regard  to  their  respective  gas 
undertakings ;  and  a  large  number  of  replies  have  been  received.  It  was 
also  considered  necessary  to  ascertain,  as  far  as  possible,  to  what  extent 
electric  light  and  oil  were  being  used  in  those  places  for  lighting  the 
public  streets.  Your  Committee  have  to  report  upon  the  various  points 
as  follows ; — 

Oil-Lamps. 

With  regard  to  oil-lamps,  your  Committee  find  that  they  are  used  to  a 
very  limited  extent  only  for  street  lighting;  and  they,  therefore,  do  not 
propose  to  report  to  the  Council  the  details  of  the  information  which  they 
have  obtained  relative  thereto.  Your  Committee  have,  however,  every 
reason  to  believe  that,  owing  to  the  cheapness  of  oil,  and  the  greatly  im¬ 
proved  character  of  the  lamps  now  in  use,  oil  is  being  used  for  household 
purposes  to  a  larger  extent  than  formerly,  and  is  becoming  in  this  respect 
a  formidable  rival  to  gas. 

Electric  Light. 

At  Eastbourne,  Hastings,  and  Blackpool  electric  light  is  used  for  lighting 
some  of  the  principal  places,  streets,  and  thoroughfares;  but  your  Com¬ 
mittee  have  not  sufficient  information  from  those  boroughs  to  enable  them 
to  judge  as  to  the  relative  cost  of  gas  and  electric  light  for  the  areas 
supplied.  The  Corporations  of  Bristol,  Carlisle,  and  Huddersfield  have 
obtained  Provisional  Orders  for  the  supply  of  electric  light,  but  they  have 
not  been  acted  upon  ;  whilst  at  Norwich  and  Middlesbrough  electric  light 
has  been  tried  and  its  use  abandoned.  The  Town  Council  of  Bath  have 
recently  decided  to  light  about  fifty  streets  with  electric  light. 

Your  Committee  have  consulted  Messrs.  Elwell-Parker,  Limited,  of 
Wolverhampton,  with  regard  to  the  cost  of  lighting  the  streets  of  the 
borough  with  electricity,  who  cannot  at  present  recommend  the  Corpora¬ 
tion  to  undertake  the  lighting  of  the  streets  alone,  owing  to  the  length  of 
leads  necessary  to  be  used  for  the  purpose,  and  the  amount  of  labour  of 
laying  down  mains  necessary  for  this  comparatively  limited  amount  of 
lighting.  Messrs.  Elwell-Parker  are  of  opinion  that  “  if  Wolverhampton 
is  lighted  by  electricity,  it  must  be  arranged  to  be  done  upon  the  same 
plan  as  gas — that  is  to  say,  by  taking  off  the  mains  to  light  dwellings  or 
shops,  or  wherever  the  current  could  be  sold,  so  as  to  utilize  the  cables  to 
the  greatest  extent.”  In  case  of  carrying  out  such  a  plan  of  lighting, 
they  have  no  hesitation  “  in  recommending  the  Corporation  to  use  elec¬ 
tricity,  as  electrical  engineering  is  sufficiently  advanced  to  make  the  thing 
a  thorough  success,  and  to  give  a  good  return  for  capital  invested  at 
reasonable  rates  charged.  Even  in  small  installations,  where  not  more 
than  4000  lights  are  used,  it  will  compare  favourably  with  gas  at  3s.  6d. 
per  1000  feet.  If  a  40,000  lamp  installation  were  entered  into,  the  present 
price  of  gas  in  Wolverhampton  could  be  successfully  competed  with  by 
electricity.” 

Your  Committee  find,  on  comparing  the  estimate  of  cost  of  plant,  &c., 
which  they  have  received  from  Messrs.  Elwell-Parker,  Limited,  for  light¬ 
ing  60  miles  of  streets  in  the  borough,  and  for  providing  for  the  probable 
requirements  of  the  inhabitants,  with  that  of  Mr.  J.  N.  Shoolbred,  which 
was  submitted  to  the  Council  in  November,  1882,  and  which  provided  for 
the  lighting  of  a  small  area  in  the  centre  of  the  town  only,  that  an  enor¬ 
mous  reduction  has  been  made  in  the  cost  of  such  plant,  and  there  is  no 
doubt  that  on  the  further  development  of  electric  light,  still  greater  reduc¬ 
tions  will  be  made. 

Your  Committee  may  also  here  call  attention  to  the  Electric  Lighting 
Act,  1888  (51  and  52  Viet.,  c.  12),  amending  the  Electric  Lighting  Act, 
1882.  Under  this  Act  a  Provisional  Order  for  the  supply  of  electric 
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light  in  the  district  of  any  local  authority  is  not  to  he  granted,  except  with 
the  consent  of  the  local  authority,  unless  where  such  consent  is  refused 
the  Board  of  Trade  are  of  opinion  that  such  consent  ought  to  be  dispensed 
with,  when  they  are  to  make  a  special  report,  stating  the  grounds 
upon  which  they  have  dispensed  with  such  consent.  The  grant  of 
authority  to  any  undertakers  to  supply  electricity  within  an  area 
is  not  to  restrict  or  hinder  the  granting  of  a  License  or  Provisional 
Order  to  the  local  authority,  or  to  any  other  company  or  person 
within  the  same  area.  The  Act  also  gives  local  authorities  power  to 
purchase  the  undertakings  for  the  supply  of  electric  light  from  the  under¬ 
takers  within  six  months  after  the  expiration  of  a  period  of  42  years  from 
the  date  of  the  Act  confirming  the  Provisional  Order,  or  the  passing  of  the 
Special  Act,  or  within  six  months  after  the  expiration  of  every  subsequent 
period  of  10  years,  or  such  shorter  respective  periods  as  may  be  specified 
in  the  Provisional  Order  or  Special  Act.  These  periods  in  the  former  Act 
were  21  and  7  years  respectively.  The  sale  is  to  be  made  without  any 
additional  price  in  respect  of  compulsory  purchase  or  goodwill,  or  of  any 
profits  which  may,  or  might  have  been,  or  be  made  frorn  the  undertaking, 
or  of  any  similar  considerations  ;  but  subject  to  any  variation  of  the  terms 
which  may  he  made  by  the  Board  of  Trade.  It  is  generally  thought  that 
these  modifications  of  the  principal  Act  will  have  the  effect  of  stimulating 
and  extending  the  use  of  the  electric  light. 

Gas. 

Your  Committee  have  obtained  valuable  information  frorn  87  towns  on 
this  subject ;  but  in  attempting  to  make  a  general  comparison  between 
the  price  of  the  gas  supplied  in  these  towns  and  that  supplied  in  Wolver¬ 
hampton,  they  have  met  with  considerable  difficulty,  inasmuch  as  not 
only  does  the  price  of  gas  vary  considerably,  but  also  the  illuminating 
power  thereof.  Moreover,  in  some  towns  gas  consumers  get  advantages 
from  the  allowance  of  discount  for  cash  paymebts  ;  in  some  a  reduction  is 
made  to  large  consumers  ;  whilst  in  others  no  charge  is  made  for  the  hire 
of  meters.  Your  Committee,  however,  find  that  in  many  boroughs, 
apparently  not  more  favourably  situated  than  Wolverhampton,  the  gas 
consumers  are  on  the  whole  supplied  to  better  advantage  than  in  this 

borough.  ,  .  .  u 

Your  Committee  have  thought  fit  to  lay  the  gas  accounts  which  have 
been  filed  with  the  Clerk  of  the  Peace  of  this  Borough,  the  report  of  Mr. 
Edward  Carter  to  the  County  Quarter  Sessions  on  the  state  and  condition 
of  the  concerns  of  the  Wolverhampton  Gas  Company,  dated_1868,  together 
with  other  necessary  documents,  before  Messrs.  Howard  Smith,  Slocombe, 
and  Co.,  of  Birmingham,  who  are  thoroughly  versed  in  the  examination 
of  gas  accounts,  for  their  report  thereon.  Their  report  has  been  sub¬ 
mitted  to  the  Gas  Company,  who  have,  through  their  Solicitors,  Messrs. 
Manby  and  Son,  and  Messrs.  Neve  and  Cresswell,  replied  to  it;  and  such 
reply  has  been  sent  to  Messrs.  Howard  Smith,  Slocombe,  and  Co.,  for  their 
remarks  thereon.  A  copy  of  this  latter  document  has  also  been  sent  to 
the  Gas  Company,  from  whom  no  further  reply  has  been  received.  The 
chief  points  raised  by  Messrs.  Howard  Smith,  Slocombe,  and  Co.,  are 
seven  in  number,  and  your  Committee  propose  to  take  them  seriatim. 

1. — Share  Capital. 

Messrs.  Howard  Smith,  Slocombe,  and  Co.  call  attention  to  the  con¬ 
version  by  the  Gas  Company  of  the  loan  capital  of  £10,000  into  capital 
bearing  10  per  cent,  dividend,  and  raise  the  question  as  to  the  legality  of 
the  conversion,  and  its  effect  upon  the  finances  of  the  Company. 

The  Solicitors  to  the  Gas  Company  reply  that  the  legality  of  the  con¬ 
version  was  not  raised  in  Mr.  Carter’s  report  of  1808,  nor  before  the  Court 
of  Quarter  Sessions;  that  the  conversion  took  place  in  1861,  under  the 
powers  of  the  Companies’  Clauses  Act,  1845,  and  was  recognized  by  the 
Order  of  the  Board  of  Trade  in  1875.  Under  these  circumstances,  and 
owing  to  the  lapse  of  time  which  has  taken  place,  your  Committee  do  not 
propose,  unless  otherwise  instructed  by  the  Council,  to  pursue  this  point 
further. 

2. _ As  to  the  Payment  hy  the  Gas  Company  of  the  Dividends  ou  the 

10  per  cent.  Capital,  free'.of  Income-tax. 

Messrs.  Howard  Smith,  Slocombe,  and  Co.  say  “  that,  in  case  the  prac¬ 
tice  of  paying  the  10  per  cent,  dividend  free  of  income-tax,  is  illegal, 
there  is  a  sum  (at  the  present  rate  of  the  tax)  of  nearly  £250  per  annum 
paid  to  the  shareholders  annually,  which  ought  to  remain  in  the  funds  of 
the  Company.  If  the  tax  had  been  deducted,  as  it  should  have  been, 
during  only  say  the  last  12  years,  there  would  have  been  no  necessity  to 
reduce  the  reserve-fund  by  about  one-half,  for  the  purpose  of  assisting  the 
profit  and  loss  account,  as  was  done  on  the  31st  of  December,  1887.” 

The  Solicitors  to  the  Gas  Company  reply  “  that  the  Directors  are  pre¬ 
pared  to  stand  on  the  legality  of  the  course  they  have  adopted  in  paying 
dividends  free  of  income-tax;  that  the  question  was  dealt  with  in  Mr. 
Carter’s  report,  and  was  brought  before  the  Court  of  Quarter  Sessions, 
but  no  opinion  was  then  expressed  by  the  Court  which  would  justify  the 
unhesitating  opinion  of  Messrs.  Howard  Smith,  Slocombe,  and  Co.  in  the 
present  report.” 

The  Town  Clerk  is  of  opinion,  having  regard  to  the  decision  in  a  case 
(which  was  not  brought  to  the  notice  of  the  Court  of  Quarter  Sessions  at 
Stafford)  that  the  practice  is  illegal. 

3. — Capital  Outlay. 

Messrs.  Howard  Smith,  Slocombe,  and  Co.,  in  their  report  fully  criticize 
the  capital  outlay  made  by  the  Gas  Company,  and  state  “  that  the  filed 
accounts  certainly  demonstrate  considerable  variation  in  the  rate  of  pro¬ 
gress  of  the  capital  expenditure  during  the  last  20i  years.  They  suggest 
“  that  it  may  be  that  there  has  been  during  the  first  half  of  the  period  a  lack 
of  accurate  discrimination  between  capital  and  revenue ;  but  an  indepen¬ 
dent  answer  to  that  question  could  only  be  obtained  at  the  cost  of  an 
exhaustive  inquiry  into  details.” 

In  reply  to  this,  the  Solicitors  to  the  Gas  Company  say  “  that  the  varia¬ 
tion  in  the  rate  of  progress  of  the  capital  expenditure  during  the  20  years 
covered  by  the  report,  must  be  a  matter  for  which  the  Accountants  must 
have  been  prepared  from  their  examination  of  the  accounts  of  other  gas 
companies,  and  it  is  not  one  to  cause  surprise  or  remark.  The  capital  out¬ 
lay  on  works  for  the  manufacture  and  supply  of  gas  is,  both  as  a  matter  of 
necessity  and  economy,  unequal.  Since  the  report  of  Mr.  Carter,  in  1868, 
the  Board  have  been  careful  accurately  to  discriminate  between  capital 
and  revenue.” 

Your  Committee  do  not  propose  to  enter  more  fully  into  the  matter  in 
this  report,  although  they  consider  it  one  which  should  in  the  future 
receive  the  careful  attention  of  the  Corporation. 

4. — Cost  of  Coal. 

Messrs.  Howard  Smith,  Slocombe,  and  Co.  state  that  “  they  have 
made  some  calculations  with  a  view  of  comparing  the  cost  of  coal  at 
Wolverhampton  with  that  at  other  places  during  the  year  1885 — that  year 
being  the  last  in  respect  of  which  they  had  before  them  the  “  Analysis  of 
Metropolitan,  Suburban,  and  Provincial  Gas  Accounts,”  prepared  annually 
by  Mr.  Field  ;  and  they  find  that,  whereas  the  cost  of  coal  per  1000  cubic 
feet  of  gas  sold  during  the  year  1885  was  at  Wolverhampton  18’52d.,  the 
cost  at  Birmingham  was  only  ll'89d. — the  average  cost  of  the  nine 
provincial  corporations  analyzed  by  Field,  was  Is.  l'70d.,and  the  average 


of  the  ten  provincial  companies  analyzed  was  Is.  3T4d.  This  apparent 
excess  in  the  cost  of  coal  at  Wolverhampton  is,  however,  doubtless  due  to 
some  extent  to  the  fact  (evident  upon  the  accounts)  that  coal  is  used  there 
for  fuel  instead  of  coke.  But,  allowing  for  that  fact,  there  is  a  balance  of 
excessive  cost  apparent,  which  is  largely  counterbalanced  by  the  better 
revenue  from  coke;  this  being  at  Wolverhampton  exceptionally  good. 
The  revenue  from  coke  per  1000  cubic  feet  of  gas  sold,  at  the  places  quoted 
above,  is  as  under  : — 

Wolverhampton . 

Birmingham . '  '  o 

Nine  Provincial  Corporations  quoted  by  Field  .  .  2'43 

Ten  Provincial  Companies  quoted  by  Field  .  .  .  3'29 


But  the  whole  of  this  seeming  advantage  cannot  be  charged  against  Wol¬ 
verhampton  as  compared  with  the  other  places,  because  assuming  (as 
stated  above)  that  at  Wolverhampton  coal  is  used  for  fuel  instead  of  coke, 
all  the  coke  made  necessarily  remains  in  hand  for  sale,  thereby  increasing 
the  comparative  revenue.  Giving,  however,  full  credit  for  this  circum¬ 
stance,  it  is  probable  that  Wolverhampton  gains  something  between  2d. 
and  3d.  per  1000  cubic  feet  from  the  superior  price  obtamed  there  for  coke. 
This  favourable  realization  from  coke  aids,  of  course,  in  neutralizing  the 
apparently  excessive  cost  of  coal;  and  the  following  table  shows  what  the 
net  cost  of  coal  amounts  to,  after  deducting  coke  and  all  other  residuals  . 

Wolverhampton . 7'45d.  1  Per  1000 

Birmingham . 4-96  I  cubic  feet 

Average  of  nine  Provincial  Corporations  6-26  j  of  gas 

Average  of  ten  Provincial  Companies  .  7 '86  )  sold. 

In  reply,  the  Solicitors  of  the  Gas  Company  state  “  that  the  Company 
have,  during  the  period  covered  by  the  report,  used  coal  for  fuel  instead 
of  coke ;  and  have  therefore  had  a  larger  quantity  of  coke  for  sale,  and 
the  coke  made  has  been  of  a  superior  quality.  Wolverhampton  seems  to 
compare  unfavourably  with  most  of  the  corporations  and  companies 
named  in  the  report,  owing  to  a  large  extent  of  its  mains  and  service 
pipes  being  laid  in  ground  affected,  by  mining  operations— involving  an 
exceptional  loss  by  leakage ;  and  owing  to  many  of  the  districts  supplied 
with  gas  being  thinly  populated.  Birmingham  and  other  large  towns 
have  a  larger  day  consumption  of  gas,  which  much  reduces  Ihe  per- 
centage  of  gas  unaccounted  for.  The  comparison  instituted  is  based  not 
on  the  gas  made,  but  on  the  gas  sold.  The  table  given  above,  showing 
the  net  cost  of  coal,  cannot  be  considered  unsatisfactory  ;  as,  although  the 
estimate  is  based  on  gas  sold,  it  shows  that  the  cost  to  Y7olverhampton 
is  0'41d.  less  than  the  average  of  ten  provincial  companies.” 

In  reply  to  the  above  observations,  Messrs.  Howard  Smith,  Slocombe, 
and  Co.  state  “  that  they  have  no  opportunity  of  ascertaining  the  quantity 
of  gas  made — the  published  accounts  and  statistics  do  not  give  the  in¬ 
formation  ;  but  if  they  had  those  figures  before  them,  they  would  still 
have  considered  the  gas  sold,  according  to  the  plan  of  Field’s  tables,  the 
best  test  of  results.  It  is  true  that  the  net  cost  of  coal,  after  deducting 
residuals,  is  at  Wolverhampton  less  by  0'41d.  per  1000  feet  than  the 
average  of  ten  provincial  companies  quoted ;  but  that,  with  a  great  deal 
more,  is  evidently  due  to  the  advantage  Wolverhampton  gains  upon  coke. 
Notwithstanding  that  advantage,  however,  the  net  cost  per  1000  feet  at 
Wolverhampton  is  2-49d.  per  1000  feet  (equal  to  50  per  cent.)  more  than 
at  Birmingham  (7'45d.  against  6'96d.),  and  l'19d.  per  1000  feet  more  than 
the  average  of  the  nine  provincial  corporations  quoted  (7'45d.  against 
6'26d.).”  With  regard  to  the  suggestions  made  by  the  Solicitors  to  the 
Company,  as  to  the  leakage  hy  mining  operations,  Messrs.  Howard  Smith, 
Slocombe,  and  Co.  compare  Tipton  and  Dudley  with  Wolverhampton,  and 
point  out  “  that  the  gas  sold  at  Tipton  during  the  year  ended  March  26, 
1887,  was  equal  to  9213  cubic  feet  per  ton  of  coal  carbonized, 
and  the  return  for  Dudley,  year  1886,  gives  in  the  same  way 
8904  cubic  feet  per  ton,  against  8281  cubic  feet  for  Wolver¬ 
hampton  in  the  year  1886.”  As  to  the  sparseness  of  population,  the 
Accountants  point  out  “  that  it  must  be  very  considerable  indeed  to 
appreciably  affect  a  comparison  with  the  towns  referred  to  in  the  report ; 
and  the  value  of  the  Company’s  suggestion  on  this  point  could  only  be 
efficiently  tested  in  figures  by  a  comparison  of  the  capability  for  supply 
per  head  of  population  of  the  Wolverhampton  mains  with  that  of  the 
other  places  named.”  With  regard  to  day  consumption,  the  Accountants 
say  “that  this  cannot  be  tested  without  recourse  to  information  which 
is  not  published,  and  which  might  be  difficult  to  obtain.  If  they  could 
ascertain  the  quantity  passing  through  the  station-meters  at  Wolver¬ 
hampton  and  some  other  large  companies  during  the  hours  of  daylight 
and  darkness,  they  would  be  able  to  ascertain  how  far  this  statement  is 
well  founded.”  Speaking  generally,  they  would  have  thought  “  that  an 
important  manufacturing  town  like  Wolverhampton  would  not,  in  this 
respect,  compare  unfavourably  with  other  large  towns ;  and  they  ask  if 
the  comparison  were  to  the  disadvantage  of  Wolverhampton,  would  it 
really  be  a  matter  of  any  great  moment  if  the  mains  and  service  pipes 
were  in  good  condition  and  the  pressure  properly  regulated  to  the  require¬ 
ments?  ” 

5. — Yield  of  Gas  Sold  Per  Ton  of  Coal. 

Messrs.  Howard  Smith,  Slocombe,  and  Co.  state  that  they  find  the  yield 
of  gas  per  ton  of  coal  in  Wolverhampton  is  poor,  compared  with  that  at 
other  places.  For  the  purposes  of  calculating  the  yield  per  ton  (on  the 
basis  of  the  gas  sold)  they  have  taken  the  year  1886,  making  their  com¬ 
parison  upon  the  figures  given  in  the  Board  of  Trade  returns.  The  yield 
at  Wolverhampton  was  only  8281  cubic  feet  per  ton  of  coal  carbonized, 
whereas  the  yield  at  Birmingham  was  9306  cubic  feet  per  ton.  The 
average  yield  of  all  the  Staffordshire  companies,  other  than  Wolverhamp¬ 
ton  (most  of  them  small  concerns),  was  8297  cubic  feet  per  ton ;  and  the 
average  of  all  the  Staffordshire  corporations  (other  than  Walsall)  was 
9096  cubic  feet  per  ton.  They  state  that  “  they  excluded  Walsall  from 
the  calculation  because  the  apparent  yield  there  is  so  small  that  it  is  fair 
to  presume  some  mistake  has  been  made  ;  possibly  the  fuel  coal  has  been 
included  as  well  as  that  carbonized.”  Messrs.  Howard  Smith,  Slocombe, 
and  Co.,  in  concluding  this  important  division  of  their  report,  state  that 
“  they  think  they  have  now  shown  that  there  is  evidence  upon  the  accounts 
tending  to  suggest  a  want  of  economy,  or  manufacturing  skill,  or  both,  in 
the  principal  item  of  expenditure,  coal,  sufficient  at  least  to  call  for 
inquiry.” 

In  reply,  the  Solicitors  state  “  that  the  reason  which  the  report  gives 
for  the  exclusion  of  Walsall  from  the  calculations  applies  in  fact  to 
Wolverhampton ;  fuel  coal  having  been  included,  as  well  as  that  car¬ 
bonized,  in  the  quantity  stated  in  the  filed  accounts  for  1886.  The  Board 
repudiate  the  suggestion  that  the  accounts  furnish  evidence  of  a  want  of 
economy  or  manufacturing  skill.” 

Messrs.  Howard  Smith,  Slocombe,  and  Co.  say,  with  regard  to  this, 
“  that  the  reply  of  the  Company  under  this  head  is  based  upon  a  miscon¬ 
ception  of  their  report.  That  their  calculation  of  the  yield  of  gas  per 
ton  of  coal  carbonized  was  not  made  upon  the  figures  of  the  filed  accounts, 
which  do  not  distinguish  between  coal  carbonized  and  fuel  coal ;  but  (for 
Wolverhampton  as  well  as  all  the  other  districts  referred  to)  upon  the 
quantities  stated  in  the  Board  of  Trade  returns  to  have  been  carbonized 
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merely  altering;  the  total  of  gas  sold  at  Wolverhampton  to  agree  with  the 
quantity  shown  in  the  filed  accounts,  assuming  (as  now  appears  to  have 
been  the  fact)  that  the  filed  accounts  give  the  true  total.  They  excluded 
Walsall  from  the  Board  of  Trade  returns,  suspecting  that  the  return  in 
that  case  had  inadvertently  combined  coal  carbonized  and  fuel  coal  in  one 
total ;  and  having  no  means  of  resolving  the  doubt,  their  only  safe  way 
was  to  leave  Walsall  out  of  account  altogether.” 

N  B.— Inquiry  has  been  made  as  to  the  Walsall  return.  It  is  found  that 
a  mistake  has  been  made  in  it,  as  the  number  of  cubic  feet  of  gas  sold  per 
ton  of  coal  carbonized  was  9023  ;  thus  adding  confirmation  to  the  before- 
noted  calculation. 

6. — Fittings. 

Messrs.  Howard  Smith,  Slocombe,  and  Co.  state  “  that  if  the  items  of 
expenditure  and  income  in  the  filed  accounts  described  as  ‘  fittings  ’ 
relate,  as  they  presume  they  do,  only  to  the  fittings’  work  done  for  and 
charged  to  consumers,  that  branch  of  the  Company’s  business  would 
appear  to  have  been  singularly  unprofitable.  There  has  been  an  apparent 
loss  in  ever}’  one  of  the  ten  years  for  which  they  have  copies  of  the 
filed  accounts,  heaviest  in  the  last  two— the  loss  in  1886  and  1887  having 
been  at  the  rate  of  more  than  T500  per  annum.  If  rent,  interest  on 
capital,  and  proportion  of  management  charges  were  added  to  the  ex¬ 
penditure,  the  loss  would  be  much  more  serious  than  it  is.  On  income 
from  fittings  of  only  ^2044  18s.  9d.  in  1887,  it  is  hardly  conceivable  that 
such  a  loss  can  have  been  really  sustained;  and  it  would  be  well  to 
inquire  whether  the  expenditure  does  not  cover  payments  which  should 
properly  be  included  under  some  other  head.” 

The  Solicitors  reply  that  the  Company’s  meters  are  not  included  in 
this  item,  “  as  they  are  not  treated  as  capital,  but  as  part  of  the  Company's 
stock.  If  the  income  and  expenditure  in  respect  of  meters  are  added  to 
those  in  respect  of  fittings,  the  result  will  show  an  annual  profit  of  about 
£500,  instead  of  a  loss  to  that  amount.” 

With  regard  to  this,  Messrs.  Howard  Smith,  Slocombe,  and  Co.  say, 
“  they  do  not  quite  understand  the  reply  under  this  head  ;  but  if  the 
paragraph  means  that  some  portion  of  the  expenditure  in  relation  to 
meters  is  included  under  the  head  of  fittings,  it  is  obvious  that  the 
accounts  are  inaccurately  stated,  because  in  the  filed  accounts  of  each  year 
there  is  a  sum  charged  (quite  apart  from  fittings)  described  as  ‘  repairing, 
renewing,  and  refixing  meters.’  ”  These  charges  appeared  to  them  to  be 
about  what  might  be  anticipated  under  that  branch  of  the  expenditure, 
and  no  one  would  expect  to  find  a  second  and  a  heavy  charge  in  respect  of 
meters  concealed  under  the  head  of  ‘  fittings.’  ” 

7. — Bad  Debts. 

Messrs.  Howard  Smith,  Slocombe,  and  Co.  report  “  that  the  charges  for 
bad  debts  are  heavy  ;  about  double  the  average  cost  per  1000  feet  of  the 
Metropolitan  and  Suburban  Companies  quoted  in  Field’s  book  for  1885, 
and  about  four  times  the  average  of  the  Provincial  Corporations  and 
Companies  referred  to  by  him.  The  average  allowances  at  Wolver¬ 
hampton,  during  the  ten  years  from  1878  to  1887,  gives  about  ±‘630  per 
annum,  on  a  total  income  from  all  sources  of  less  than  ±57,000  per 
annum — equal  to  about  IJ  per  cent.  There  does  not  appear  to  be  any 
deposit  system  in  operation  in  Wolverhampton  ;  but,  even  without  that, 
for  a  monopoly  having  power  to  cut  off  in  any  case  of  arrear,  the  percent¬ 
age  seems  high. 

The  Solicitors  to  the  Gas  Company  reply  “  that  the  charges  for  bad 
debts  were  a  few  years  ago  exceptionally  heavy.  In  recent  years  the 
charges  under  this  head  have  considerably  diminished ;  and  the  average 
now  shows  a  much  less  percentage  than  that  stated  in  the  report.  The 
Directors  are  responsible  to  their  shareholders  for  the  financial  policy  of 
the  Company ;  and  they  are  satisfied  that  their  policy  with  respect  to  bad 
debts  and  other  similar  questions  has  been  dictated  by  prudence.” 

In  answer  to  this  Messrs.  Howard  Smith,  Slocombe,  and  Co.  say  “  that 
the  reply  admits  that  the  charges  under  this  head  were  some  time  ago 
exceptionally  heavy,  though  considerably  diminished  in  recent  years.”  As 
to  this  qualification,  they  remark  that  “  the  loss  by  bad  debts  is  still,  so  far 
as  the  filed  accounts  go,  in  excess  of  the  general  average,  and  considerably 
more  than  the  average  shown  by  the  provincial  corporations  and  companies 
quoted  by  Field.” 

General  Conclusions. 

Your  Committee,  in  concluding  their  inquiry,  desire  to  disclaim  any 
suggestion  of  antagonism  to  the  Gas  Company  in  respect  of  the  steps 
which  they  have  taken.  They  have  examined  in  an  impartial  manner  the 
evidence  brought  before  them ;  and  in  view  of  the  facts  of  the  case,  they 
are  bound  to  remark  that  the  position  occupied  by  the  Gas  Company,  by 
virtue  of  their  legal  monopoly,  as  regards  the  gas  consumers,  cannot  be 
accepted  as  satisfactory  to  the  public. 

Your  Committee  consider  that  this  assertion  is  supported  by  the 
evidence  adduced  before  them,  which  the  Council  will  note  is  entirely  of 
an  official  character,  being  based  upon  either  the  Board  of  Trade  returns, 
the  filed  accounts  of  the  Wolverhampton  Gas  Company,  or  direct  commu¬ 
nications  from  corporations  or  private  gas  undertakings.  It  is,  of  course, 
difficult,  if  not  impossible,  for  your  Committee  to  investigate  the 
details  of  gas  manufacture.  They  can,  therefore,  only  concern  them¬ 
selves  with  a  comparison  of  results;  and  hereby  the  conviction  is 
lurced  upon  them  that  the  public  of  Wolverhampton  are  not 
BO  well  served  by  the  local  Gas  Company  as  the  inhabitants  of  many 
other  boroughs.  While  not  prepared  to  express  a  decided  opinion 
upon  the  observation  that  “  there  is  evidence  upon  the  accounts  tending 
to  suggest  a  want  of  economy  or  manufacturing  skill,  or  both,  in  the  prin¬ 
cipal  item  of  expenditure,  coal,”  your  Committee  are  bound  to  emphasize 
the  fact  that  in  Wolverhampton  the  cost  of  coal  (both  in  the  gross 
and  less  residuals)  per  1000  feet  of  gas  sold  is  considerably  in  excess  of 
Birmingham  and  the  other  provincial  corporations  referred  to  ;  while  on 
the  other  hand,  the  explanation  of  this  discrepancy  ofiered  by  the  Gas 
Company  entirely  fails.  Again,  in  the  examination  of  another  very  prac¬ 
tical  point — viz.,  the  yield  of  gas  sold  per  ton  of  coal  carbonized — the 
Wolverhampton  Gas  Company  appears  to  great  disadvantage  as  com¬ 
pared  with  the  working  both  of  distant  and  local  undertakings.  This 
point  is  further  clearly  proved  by  the  comparison  of  Wolverhampton  with 
a  group  including  Birmingham  and  eight  Staffordshire  gas  undertakings, 
by  which  your  Committee  find  that  in  Wolverhampton  780  cubic  feet 
(equal  to  9 '42  per  cent.)  are  sold  per  ton  of  coal  carbonized  less  than  the 
average  sales  of  the  group  of  towns  examined.  It  is  not  less  clearly 
demonstrated  that  the  public  of  Wolverhampton  do  not  enjoy  the 
same  illumination  as  the  inhabitants  of  many  other  boroughs. 
Birmingham,  for  instance,  provides  I7’5  average  candles  tested  at 
various  parts  of  the  borough,  with  gas  at  a  price  rather  lower  than 
that  of  Wolverhampton ;  whereas  our  local  Company  only  provides 
15  candles  guaranteed,  or  lb'25  candles  as  ascertained  by  test.  It  has 
appeared  to  your  Committee  that  it  would  be  fair  to  make  comparison  of 
the  number  of  candles  of  illumination  provided  for  the  price  charged  in 
other  boroughs  with  the  same  calculation  in  Wolverhampton  ;  and  they 
have  therefore  taken  twenty  representative  cases,  in  which  by  dividing 
the  price  per  1000  feet  by  the  candles  of  illumination,  they  have  obtained 
a  figure  representing  the  value  per  candle.  This  figure  ranges  from  ITd. 


to  l'7d. — the  average  of  the  twenty  is  l'5d. ;  whereas  the  same  figure  in 
Wolverhampton  stands  at  l’8d.,  or  about  20  per  cent,  in  excess.  Your 
Committee  also  find  (as  previously  referred  to)  that  in  some  other 
boroughs  gas  consumers  are  charged  at  rates  variable  according  to  the 
amount  of  gas  consumed,  with  advantage  to  large  consumers ;  that  dis¬ 
counts  for  cash  payments  are  allowed ;  and  that  meter  hire  is  not  charged. 
Considering  that  the  gas  consumers  of  Wolverhampton  have  a  right  to 
expect  from  the  Gas  Company  at  least  an  equal  quality  of  gas  at  as  low  a 
price  as  that  supplied  in  other  towns,  and  with  equal  concurrent  advan¬ 
tages,  they  regret  to  observe  from  the  records  of  the  Town  Council  that 
hitherto  the  Gas  Company  have  not  met  the  reasonable  requests  of  the 
public  represented  by  the  Corporation  as  your  Committee  think  they 
should  have  done. 

But  your  Committee  feel  strongly  that  the  period  has  now  arrived  when, 
in  common  with  all  othercommercial  undertakings, the  Gas  Company  should 
recognize  the  necessities  of  the  times,  and  so  far  reorganize,  if  needful,  the 
details  of  their  business,  as  to  give  the  public  such  concessions  as  are  pos¬ 
sible  without  invading  the  profits  upon  their  capital  which  the  proprietors 
naturally  expect.  Your  Committee  are  strongly  convinced  that  both  these 
ends  can  be  attained ;  for  they  have  entirely  failed  to  discover  that  there 
is,  either  in  the  situation  or  the  circumstances  of  the  Wolverhampton  Gas 
Company,  anything  to  place  the  Company  in  a  more  disadvantageous 
position  than  any  of  their  neighbours. 

Your  Committee  also  think  it  desirable  to  direct  the  special  attention 
of  the  Council  to  the  opinion  of  the  Town  Clerk  as  to  the  illegality  of  the 
payment  by  the  Gas  Company  of  the  10  per  cent,  dividend  plus  income- 
tax,  and  also  to  the  remarks  made  by  the  Accountants  under  the  head  of 
“  fittings.”  They  consider,  as  to  the  latter  point,  that  the  explanation  of 
the  Gas  Company  is  very  unsatisfactory.  Referring  to  the  filed  accounts 
of  the  Gas  Company  for  the  year  ended  Dec.  31,  1887,  your  Committee 
find  that  the  expenditure  under  the  liead  of  “fittings,”  amounts  to 
±2567  9s.  Id.,  while  the  income  from  the  same  department  is  only  shown 
to  be  ±2044  18s.  9d.  — leaving  a  deficiency  of  ±522  lOs.  4d. ;  and  your  Com¬ 
mittee  fail  to  see  that  the  reference  by  the  Gas  Company  to  the  profit 
made  in  their  meter  account  is  in  any  respect  a  sufficient  explanation  of 
this  loss. 

Your  Committee  therefore  recommend  to  the  Council  that  a  deputation 
should  meet  the  Directors  of  the  Gas  Company,  and  endeavour  to  obtain 
concessions  upon  the  following  points  ; — 

1.  Reduction  in  the  price  of  gas,  with  rates  adapted  to  the  quantity 

consumed. 

2.  The  allowance  of  discount  for  all  monthly  cash  payments. 

3.  The  abolition  of  charges  for  hire  of  meters. 

4.  Cessation  of  payment  of  dividends  to  shareholders  on  the  10  per 

cent,  capital  income-tax. 

Your  Committee  also  recommend  that  the  Corporation  should  carefully 
examine  each  year  the  gas  accounts  filed  with  the  Clerk  of  the  Peace,  in 
order  to  ascertain  whether  there  are  any  special  features  in  it  to  which 
the  attention  of  the  Council  should  be  called  ;  and  should  also  make 
arrangements  for  periodically  testing  the  gas,  both  as  to  illuminating 
power  and  purity,  in  various  parts  of  the  borough. 


SUNDERLAND  GAS  COMPANY. 

The  Annual  Meeting  of  this  Company  was  held  last  Wednesday — Mr. 
E.  C.  Robson  in  the  chair. 

The  Chairman,  in  proposing  the  adoption  of  the  report  and  accounts  (a 
notice  of  which  appeared  in  the  Joubnab  last  week,  p.  431),  said  that  the 
central  fact  in  the  report  was  that  they  were  still  paying  a  10  per  cent, 
dividend.  They  not  only  did  that,  but  they  had  added  something  to  the 
reserve  fund,  which  they  would  see,  was  a  very  respectable  one.  They 
had  a  balance  left  of  ±10,000,  which  was  exceedingly  satisfactory,  and  the 
result  of  many  years’  savings.  They  would  probably  infringe  upon  that 
this  year,  by  making  a  considerable  addition  to  their  works  in  the  purify¬ 
ing  department.  They  purposed  spending  about  ±4000  in  the  erection  of 
four  new  purifiers.  When  this  was  done,  they  would  defy  comparison 
with  any  gas  plant  in  the  kingdom.  Their  capital  remained  the  same; 
but  he  would  like  to  draw  attention  to  the  difference  between  this  year 
and  ten  years  ago,  in  order  that  they  might  see  at  a  glance  the  progress  of 
the  Company.  In  1878,  their  revenue  from  gas  was  ±43,065 ;  whilst  in  the 
year  just  expired  the  amount  was  ±44,920.  In  the  past  year,  however, 
they  bad  made  half  as  much  more  gas  than  they  did  ten  years  ago.  The 
difference  had  not  gone  into  the  pockets  of  the  shareholders,  but  into  the 
public  purse;  and  if  the  quantity  of  gas  made  this  year  had  been  sold  at 
the  price  which  prevailed  in  1878,  their  revenue  would  have  come  to  ±25,000 
more.  With  regard  to  reductions,  they  had  several  times— he  thoughtthree 
times — reduced  the  price  of  gas  to  the  general  consumer  without  being 
asked.  The  Directors  had  gone  very  carefully  into  the  state  of  the 
accounts  and  their  revenue ;  and  they  were  going  to  lay  before  the  share¬ 
holders  a  table  of  reductions  in  the  price,  to  come  into  operation  on  Cot.  1 
next.  At  present  they  invoiced  the  gas  at  2s.  6d.,and  gave  a  discount ; 
and  they  now  proposed  to  invoice  it  at  2s.,  and  give  a  smaller  discount 
than  before.  This  would  reduce  the  price  to  the  small  consumers  from  2s. 
to  Is.  lid.  Above  50,000  cubic  feet,  the  price  would  be  Is.  lOd.,  subject  to 
Id.  discount,  or  Is.  9d.  net.  Above  200,000  and  under 500,000  feet,  the  price 
would  be  Is.  8d.,  subject  to  Id.  discount.  The  price  to  very  large  consumers 
— those  of  over  800,000  feet — would  be  Is.  fid.  net  only.  He  believed  with 
these  prices  they  would  defy  comparison  with  any  gas  concern  in  the 
country.  They  had  carefully  gone  into  the  matter,  and  saw  that  they 
were  no  less  likely  to  maintain  their  income.  The  public,  who  would  save 
±2200,  would  appreciate  the  reduction  ;  and  he  was  not  without  hope  that 
they  would  be  more  than  recouped  by  the  increase  in  the  use  of  gas. 

Mr.  Stokoe  seconded  the  motion. 

Mr.  Richardson,  referring  to  the  electric  light,  remarked  that  since  the 
light  had  been  introduced  into  Barnet,  the  shares  of  the  local  Gas  Com¬ 
pany  had  gone  up  ±5. 

The  motion  was  carried. 

The  usual  complimentary  votes  having  been  passed,  the  proceedings 
terminated. 


The  Gas  Supply  op  Blackpool. — Consequent  on  the  popularity  of 
Blackpool  as  a  seaside  resort  for  residents  in  the  Manchester  and  Liver¬ 
pool  districts,  the  usual  order  of  things  in  regard  to  gas  supply  is  largely 
reversed  here ;  and  an  abnormal  consumption  of  gas  takes  place  during 
the  month  of  August.  Mr.  John  Chew,  the  Engineer  and  Manager  of  the 
gas-works,  reported  at  last  Tuesday’s  meeting  of  the  Town  Council  that, 
on  Bank  Holiday  (Aug.  6),  the  town  was  in  danger  of  being  in  total 
darkness  on  account  of  the  large  consumption  of  gas.  On  Bank  Holiday, 
1887,  night  and  day  there  was  consumed  499,000  cubic  feet,  as  against 
557,000  cubic  feet  this  year.  On  Aug.  20,  1887,  540,000  feet  were  consumed, 
against  680,000  feet  in  1888.  For  the  four  days  Aug.  20  to  23,  1887,  the  con¬ 
sumption  amounted  to  2,196,000  feet ;  and  for  the  same  period  in  1888,  the 
demand  had  jumped  up  to  2,272,000  feet — showing  an  increase  of  nearly 
100,000  cubic  feet  in  the  four  days.  It  was  probable  that  in  a  very  short 
time  they  would  have  to  enlarge  their  works. 
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THE  SALFOED  COEPOEATION  AND  THE  COST  OF  THE 
HUNTER  TRIAL. 

At  last  Wednesday’s  Meeting  of  the  Salford  Town  Council,  a  report  was 
submitted  by  the  Consulting  Committee,  who  had  had  the  matter  in  hand 
with  respect  to  the  legal  charges  incurred  in  connection  with  the  prosecu¬ 
tion  of  Samuel  Hunter,  the  late  Gas  Engineer,  and  the  civil  proceedings 
arising  therefrom.  It  showed  that  the  total  expense  incurred  amounted 
to  ±2083  12s.  6d.,  made  up  as  follows  Criminal  proceedings  against 
Samuel  Hunter  ;  Counsel’s  fees,  ±920  8s.  6d. ;  travelling  expenses  and  per¬ 
sonal  allowances  of  members  of  the  Cornmittee  and  oSicials,  ±2bb  Os.  bd  , 
witnesses  and  other  expenses  in  obtaining  evidence,  ±220 ;  agency 
(on  account),  ±200  ;  law  stationery  and  extra  clerks’  assistance,  ±115  ibs.  bd. ; 
Solicitor’s  charges,  ±46  3s.  8d. ;  shorthand  notes,  ±47  83.  4d. ;  petty  cash 
disbursements,  ±58  178.  lld.-total,  ±1875  78.  2d.  Civil  proceedings  in  the 
case  of  the  Corporation  of  Salford  v.  Hunter  and  Hawkins  .  Counsels 
fees,  shorthand  notes,  travelling  expenses,  and  petty  cash  disbupements 
±208  5s.  4d.  Grand  total,  ±2083 128.  6d.”  The  Committee  further  stated  that 
the  accounts  in  Regina  v.  Hunter  are  now  in  the  hands  of  the  agents  for 
the  prosecution,  with  a  view  to  taxation  as  early  as  practicable.  After  tins 
has  been  done,  the  certified  costs  of  the  prosecution  will  be  repa,id  by  the 
county ;  and  the  additional  costs  incurred  by  reason  of  the  trial  taking 
place  at  the  Central  Criminal  Court  instead  of  at  Lancaster  will  be  borne 
by  Samuel  Hunter.  The  Committee  asked  for  the  authority  of  the  Council 
to  direct  the  General  Finance  Committee  to  pay  the  accounts  in  the  first 
instance,  as  well  as  the  sum  of  ±43  148.  7d.,  the  cost  of  defending  an  action 
brought  against  the  Corporation  by  Samuel  Hayward  and  dismissed,  and 
which  action  arose  out  of.the  proceedings  of  the  Gas-Works  Investigation 

Committee.  ,  ,  j  j  iv,  • 

The  Mayor  said  the  Consulting  Committee  had  now  ended  their 
labours ;  but  they  were  not  in  a  position  to  sign  any  order  for  the  pay¬ 
ment  of  money.  They  expected  to  recover  ±400  or  ±500  from  the  county. 
He  moved  that  the  accounts  be  transmitted  to  the  General  Finance  Com¬ 
mittee  for  examination  and  payment. 

Alderman  Walmsley  seconded  the  motion. 

Alderman  Husband  suggested  that  these  were  charges  which  ought  to 
be  cast  upon  the  Gas  Committee.  It  would  be  a  misfortune  if  they  were 
made  a  direct  charge  upon  the  rates. 

The  Mayor  said,  in  the  case  of  the  Investigation  Committee,  the 
Finance  Committee  paid  all  the  charges  out  of  their  funds  ;  but  if  it  were 
now  decided  that  these  legal  expenses  were  chargeable  to  the  Gas  Com¬ 
mittee,  he  presumed  that  whatever  sum  was  recovered  from  Hunter  would 
be  handed  over  to  that  Committee. 

Mr.  Jenkinson  asked  whether  it  was  true  that  Hunter’s  Solicitors  had 
offered  ±20,000  to  the  Corporation,  and  that  the  offer  was  refused.  It 
was,  he  said,  so  reported  outside. 

The  Mayor  said  that  while  the  civil  proceedings  against  Hunter  were 
pending,  they  could  not  discuss  what  offer  was  made,  or  whether  one 
was  made  at  all. 

Alderman  Husband  said  the  Consulting  Committee  were  bound  over  to 
secrecy,  and  could  not  divulge  anything  that  took  place. 

Mr.  Jenkinson  (to  the  Mayor) ;  Do  you  rule  that  an  answer,  yea,  or 
nay,  cannot  be  given  to  the  question  whether  ±20,000  was  offered  and 
refused? 

Mr.  Mandley  thought  that  before  the  Council  were  asked  to  vote  for 
the  resolution,  they  ought  to  have  heard  something  about  the  nature  of 
the  expenses  incurred,  and  something  with  respect  to  the  progress  that 
had  been  made  with  the  civil  action.  It  was  rather  too  bad  that  those 
who  were  deeply  interested  in  the  matter  should  be  kept  so  completely  in 
the  dark.  He  moved  as  an  amendment — “  That  before  sanctioning  the 
payment  of  the  accounts  incurred  in  the  civil  and  criminal  proceedings 
against  Samuel  Hunter,  the  Council  are  of  opinion  that  they  should  be 
furnished  with  a  statement  showing  in  detail  the  whole  of  the  charges, 
expenses,  and  gifts  relating,  directly  or  indirectly,  to  the  said  proceed¬ 
ings  ;  and  also  of  those  connected  with  the  criminal  proceedings  against 
Mr.  Ellis  Lever;  and  they  hereby  order  the  Borough  Treasurer  to  prepare 
such  statement  forthwith.”  He  said  that,  although  he  was  elected  to  the 
Consulting  Committee,  for  some  occult  reason  he  and  Mr.  Rycroft  were 
removed  from  it  by  the  direct  action  of  one  member  of  the  Committee. 
He  was  elected  to  the  Council  for  the  sole  purpose  of  bringing  to  light  the 
frauds  going  on  in  the  gas-works ;  and  he  was  determined  to  leave  the 
Councifthe  moment  his  work  was  finished.  Although  he  had  studied  the 
question  thoroughly,  he  was  put  off  the  Committee  ;  and  those  who  had 
systematically  and  with  the  greatest  obstinacy  and  persistence  white¬ 
washed  everything  that  was  done  by  the  late  Gas  Committee  and  by  Mr. 
Hunter  were  left  on.  He  wanted  to  know  what  was  the  state  of  the  pro¬ 
ceedings  against  the  men  who  had  systematically  tampered  with  the 
officials. 

The  Mayor  :  That  is  not  the  question  before  us.  I  must  ask  you  to 
confine  yourself  to  the  resolution  or  to  your  amendment. 

Mr.  Mandley  :  Are  we  to  pay  all  these  expenses  and  not  know  what 
they  are  for  ? 

The  Mayor  said  the  criminal  action  against  Hunter  was  now  over.  In 
connection  with  it  certain  expenditure  had  been  incurred ;  and  the  items 
were  open  to  the  inspection  of  members  of  the  Council.  The  Council  were 
asked  to  allow  the  Finance  Committee  to  peruse  the  accounts  ;  and  if  they 
found  them  correct,  to  pay  them.  That  was  the  whole  matter  before  the 
Council;  and  he  could  not  allow  them  to  go  discursively  into  matters 
relating  to  things  that  occurred  years  ago,  and  that  were  not  pertinent  to 
the  present  issue. 

Mr.  Mandley  :  Do  any  of  these  expenses  relate  to  any  of  the  proceed¬ 
ings  against  contractors  that  are  going  on  in  the  High  Court  of  Justice  ? 
The  Mayor  :  We  have  no  proceedings  against  contractors  at  present. 

Mr.  Mandley  :  What  becomes  of  our  statement  of  claim  against  the 
people  who  have  systematically  bribed  our  servants  ? 

The  Mayor:  That  is  in  connection  with  the  civil  action  which  is  now 
proceeding.  During  the  long  vacation  nothing  can  be  done. 

Mr.  Mandley  :  Does  this  account  cover  any  of  the  expenses  incurred  in 
the  High  Court  of  Justice  in  our  proceedings  against  these  other  people. 
The  Mayor  :  About  ±200,  I  fancy. 

Alderman  Robinson  said  that  none  of  the  contractors  had  as  yet  been 
proceeded  against  in  a  civil  court. 

The  amendment  was  not  seconded. 

Alderman  Walmsley  said  that  he  did  not  remember  accounts  being 
presented  to  the  Council  under  similar  circumstances  on  any  previous 
occasion.  There  was  a  supposed  Committee  before  whom  the  accounts 
were  presented ;  but  they  did  not  feel  in  a  position  to  take  upon  them¬ 
selves  the  responsibility  of  signing  any  document  involving  the  payment 
of  money.  The  accounts  were  then  presented  to  the  General  Finance 
Committee,  who  returned  them  to  the  Consulting  Committee.  That 
Committee  were  still  unminded  to  undertake  the  responsibility  of  passing 
accounts,  as  to  which  there  was  some  doubt ;  and  that  they  felt  the  only 
thing  to  be  done  was  to  refer  it  to  the  Council.  Mr.  Mandley  was  quite  mis¬ 
taken  in  saying  that  any  steps  were  taken  in  order  to  prevent  himself  and 
Mr.  Rycroft  having  any  part  in  the  proceedings  of  the  Consulting  Com¬ 
mittee.  The  Investigation  Committee  concluded  their  business,  and 


made  their  report.  At  a  subsequent  meeting  of  the  Council,  it  was  pro¬ 
posed  that  four  gentlemen  should  be  appointed  with  whom  the  Town 
Clerk  might  consult  with  regard  to  the  proceedings  then  being  taken 
against  the  Gas  Engineer.  It  was  agreed  by  the  Council  at  the  time  that 
these  gentlemen  should  not  be  called  a  “  Committee,”  because  Committees 
were  bound  to  report  to  the  Council  and  to  answer  questions  put  at  the 
Council  meetings ;  and  it  was  felt  that  it  was  not  desirable  that  state¬ 
ments  should  be  made  at  Council  meetings  with  respect  to  a  criminal  case 
that  was  pending.  The  accounts  that  had  been  presented  spoke  for  them¬ 
selves  ;  and  the  Consulting  Committee  were  satisfied  that  the  amount 
would  have  to  be  paid,  and  ought  to  be  paid.  With  regard  to  the  pro¬ 
ceedings  against  certain  contractors,  it  would  be  most  inexpedient  at  this 
stage  to  lay  completely  before  the  public  what  was  going  on. 

Alderman  M'Kerrow  said  it  was  a  gross  perversion  of  the  truth  to  re¬ 
present  the  matter  as  Mr.  Mandley  had  done.  Mr.  Hunter  would  not  have 
been  apprehended  and  convicted  had  the  original  Investigation  Committee 
continued  to  exist.  It  was  necessary  that  some  of  the  members  should  be 
removed  from  it. 

Mr.  Mandley  (excitedly) :  I  challenge  that  statement ;  I  would  have  had 
him  arrested  myself.  t.  t  j 

Alderman  Bowes  moved,  as  an  amendment,  that  the  accounts  be  referred 
to  the  Gas  Committee. 

Mr.  Husband  seconded  the  amendment. 

Mr.  Rycroft  said  these  expenses  had  been  incurred,  not  by  the  Com¬ 
mittee,  but  by  the  late  Town  Clerk.  It  was  a  perfect  scandal  that  in  a 
prosecution  in  which  there  was  no  legal  difficulty,  such  a  monstrous  sum 
as  ±920  should  be  paid  in  fees  to  Counsel.  As  to  the  civil  proceedings,  he 
had  learned  that  a  writ  and  statement  of  claim  had  already  been  issued. 

The  Mayor  :  I  object  to  these  remarks;  and  I  shall  rule  out  of  order 

anything  you  say  about  the  civil  proceedings  against  Hunter. 

Mr.  Rycroft  :  It  is  proposed  to  relegate  these  accounts  to^  the  Pinance 
Committee  to  pass  them.  What  materials  will  that  Committee  have  on 
which  to  judge  as  to  the  correctness  of  the  charges.  On  April  12,  1888, 

±20,000  was  offered -  . .  t  *1 

The  M.ayor  :  This  is  very  improper.  I  must  call  the  attention  of  the 
Council  to  it ;  and  they  must  support  me  in  my  position  as  Mayor,  or  I 
shall  put  in  force  rule  14. 

Mr.  Rycroft  :  It  is  a  most  extraordinary  thing  that  we,  as  members  of 
the  Council,  discussing  our  affairs,  cannot  give  information.  We  have 
had  some  extraordinary  rulings  in  this  Council  Chamber  ;  and  it  is  a 
matter  of  surprise  to  me  that  members  should  sit  down  and  be  told,  when 
they  are  asking  questions  about  their  own  affairs,  they  are  out  of  order. 
The  members  of  the  Council  are  entitled  to  know  about  their  own  affairs. 

Mr.  Mandley:  Not  in  Salford.  ,  ■ 

Mr.  Rycroft  :  If  such  an  offer  had  been  made  to  the  Consulting  Com¬ 
mittee,  I  should  have  thought  it  was  the  duty  of  the  Committee  to 
have  called  a  meeting  of  the  General  Purposes  Committee  to  consider 

the  matter.  ,  „  j  i.u 

The  Mayor  :  That  is  not  the  question  before  the  Council ;  and  as  the 
affair  is  now  suh  judice,  you  must  know  you  ought  not  to  speak  about 

^'^  The  amendment  was  then  put  to  the  meeting  and  rejected,  and  the 
original  resolution  was  carried. 


PROPOSED  EXTENSION  OF  THE  BURNLEY  GAS-WORKS. 

At  the  Monthly  Meeting  of  the  Burnley  Town  Council  last  Wednesday, 
Alderman  Greenwood,  in  moving  the  adoption  of  the  minutes  of  the  Gas 
Committee,  drew  attention  to  the  resolution  asking  for  additional  powers 
to  borrow  ±30,000  for  the  extension  of  the  gas-works.  He  stated  that  in 
May,  1884,  Mr.  S.  P.  Leather,  the  Gas  Engineer,  reported  strongly  on  the 
importance  of  taking  in  hand  the  question  of  extending  the  works;  and 
again  in  1887  be  spoke  of  the  necessity  of  such  a  step  being  taken.  The 
result  was  that  Mr.  Woodall  was  called  in  to  report  upon  the  whole  matter. 
Mr.  Woodall’s  report  stated  that  the  demand  for  gas  in  the  last  ten  years 
had  doubled;  while  the  population  of  the  town  had  doubled  every  twenty 
years  since  the  commencement  of  the  present  century.  The  consumption 
of  gas  had  thus  increased  at  exactly  double  the  ratio  of  the  increase  of 
the  population;  and  he  recommended  extensions  to  the  gas-works  which 
would  involve  an  expenditure  of  ±30,000.  The  Committee  recommended 
the  pulling  down  of  old  buildings  near  the  present  works  for  the  proposed 
extension,  and  had  secured  7909  yards  of  laud,  or  thereabouts,  at  78.  6d. 
per  yard,  for  the  purpose.  The  Committee  had  found,  however,  that  they 
could  not  erect  works  there  without— in  compliance  with  a  Standing 
Order  of  the  House  of  Commons — giving  notice  to  the  owners  of  pro¬ 
perty  within  300  yards  of  the  proposed  new  works,  and  he  (Alderman 
Greenwood)  believed  securing  their  consent.  Consequently,  they  could 
not  proceed  with  the  extension  until  they  obtained  the  requisite  sanction 
from  Parliament.  In  concluding,  he  submitted  the  following  tabulated 
statement  as  to  the  development  of  the  gas-works  :— 


Gasholder  space  .  .  . 

Consumption  per  year  . 
Largest  daily  consumption 
Smallest  „ 

Gas  meters . 

Cost  of  works  .... 
Debt  on  works  .... 
Do.  per  1000  c.  ft.  consumed 
Population  . 

Rateable  value 
Cost  of  works  per  ±10,000  I 
rateable  value  .  .  .  f 

Cost  of  proposed  extensions 
Annual  charge  per  cent. 


1885. 

1888. 

Increase. 

XUUl  c> 

Per  ( 

310,000 

2,292,000 

1,982,000 

640 

i, 540,000 

296,096,000 

260,566,000 

733 

2  >7,000 

2,009,000 

1,742,000 

652 

25,000 

231,000 

206,000 

824 

1,608 

11,351 

9,743 

606 

±31,299 

±171,637 

±140,338 

±448 

±31,299 

±104,566 

±73,257 

±234 

17s.  7d. 

7s. 

10s.  7<J.» 

— 

24,000 

80,000 

56,000 

233 

±44,681 

±244,000 

±179,319 

±400 

±7,005 

±4,750 

±2,265* 

±32 

±30,000 

±1,631 


*  Decrease.  Land  purchased  from  Canal  Company  (7909  yards  at  7s.  9d.),  ±3067. 
The  minutes  of  the  Committee  were  confirmed  after  a  brief  discussion. 


Threatened  Strike  of  Gas  Stokers.— A  strike  of  the  whole  of  the 
gas  stokers  in  the  employ  of  the  Bolton  Corporation  (about  140  in  number) 
has  just  been  averted.  Some  time  ago,  Mr.  Smith,  the  Manager,  suggested 
to  the  Gas  Committee  of  the  Town  Council  certain  alterations  in  the 
working  of  the  carbonizing  departments  at  their  respective  works,  which 
were  accepted,  but  with  considerable  modifications,  however.  By  the  new 
arrangement  the  stokers  were  to  work  twelve-hour  shifts,  instead  of  eiglit, 
as  previously ;  and  carbonize  4  tons  4  cwt.  of  coal,  instead  of  2  tons  2  cwt. 
The  rate  of  wages  was  to  be  as  before,  58.  for  the  shift.  As  compensation 
for  the  extra  four  hours’  labour,  and  the  double  quantity  of  coal  to  be 
lifted,  it  was  proposed  to  relieve  the  stokers  from  carrying  the  coal  from 
the  yard  into  the  retort-houses  and  also  wheeling  out  the  coke.  The  men 
refused  to  accept  the  new  conditions,  and  gave  notice  last  week  to  cease 
work  in  seven  days.  The  Gas  Committee  held  a  special  meeting  last 
Tuesday,  and  practically  gave  way  to  the  men’s  demands,  and  subsequently 
the  men  withdrew  their  notices.  The  men,  therefore,  continue  to  work 
virtually  as  before. 
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NOTTINGHAM  COEPORATION  GAS  SUPPLY. 

The  Statistics  of  the  Gas  Undertaking  for  the  Past  Tear 
t  Nottingham  Town  Council  on  Monday' last 

week  the  Mayor  (Alderman  Turney)  presiding— the  accounts  of  the  gas 
undertaking  for  the  year  ending  March  25  last,  with  the  report  of  the 
Gas  Committee,  were  presented.  ^ 

The  Gas  Committee,  in  the  course  of  their  report,  stated  that  the 
increase  of  gas  consumption  during  the  past  year  was  the  smallest  of 
which  they  had  record ;  being  only  1'03  per  cent.  This,  they  say,  mainly 
arises  from  the  number  of  empty  houses ;  due,  no  doubt,  to  the  present 
condition  of  trade.  It  was,  however,  very  satisfactory  to  have  to  report 
that  the  profit  on  the  year  exceeded  by  A‘7509  that  of  the  previous  year. 
The  quantity  of  gas  naade  was  1,405,149,000  cubic  feet,  against  1,383,267,000 
cubic  feet  last  year;  being  an  increase  of  21,882,000  cubic  feet.  This  Was 
accomplished  by  the  consumption  of  3517  tons  of  coal  less  than  last  year  • 
resulting  in  a  great  saving  of  labour  and  wear  though  of  course  there 
was  a  less  production  of  coke  and  residuals.  The  market  for  coke  and 
other  residuals,  the  Committee  asserts,  is  somewhat  looking  up  ;  so  that 
better  prices  may  be  hoped  for  in  the  future.  The  profit  on  the  chemical 
works  for  the  year  after  charging  thereto  the  residuals  at  the  current 
market  price,  and  ATOOO  per  annum  rent,  was  ^7467.  Some  outlay  is  at 
present  going  on  at  these  works  for  facilitating  operations  there.  The 
Committee  report  that  they  have  not  paid  over  to  the  credit  of  the  general 
district  rate  any  moneys  in  accordance  with  the  resolution  of  the 
lown  Council  passed  at  a  meeting  held  on  June  13,  1887.*  Thev 
anticipated  that  they  would  be  enabled  this  year  to  hand  over  to  the 
Council  a  much  larger  sum  from  the  profits  of  the  gas  undertaking  than 
^st  year ;  and  the  result  being  so,  they  have  arranged  with  the  Finance 
Committee  that  they  should  receive  out  of  profits  the  sum  of  il6  000  (the 
same  amount  as  last  year)  towards  the  current  rate,  and  should  receive 
the  further  sum  of  A7500  out  of  profits  on  account  of  moneys  payable 
under  the  above  resolution-the  balance  (£2500),  if  necessary,  to  be  paid  by 
the  Gas  Committee  during  the  current  year  out  of  the  reserve  fund  in¬ 
terest.  Ihe  Committee  also  allude  to  the  appointment  of  Mr.  W  R 
Chester,  of  Manchester,  in  succession  to  Mr.  Lewis  T.  Wright  as  the 
Engineer  and  Manager  of  the  undertaking.  Mr.  Chester,  they  remark,  is 
34  years  of  age,  and  has  followed  the  profession  of  gas  engineering  for 
the  Hst  18  years.  He  received  his  early  training  at  the  Vauxhall  works  of 
the  Phoenix  Gas  Company  He  has  been  eight  years  under  the  Gas  Com¬ 
mittee  of  the  Manchester  Corporation  ;  and  during  the  last  three  years, 
has  had  charge  of  their  extensive  new  works  at  the  Bradford  Road 
btation.  At  the  close  of  their  report  was  the  following  comparative 
statement  of  tne  gas  and  meter  rental  for  the  past  two  years 
Year  ending  Due  Due  Due  Due 

March  26.  Total. 

1887.  .  £25,949  ..  £22,637  ..  £52,012  ..  £53,571  ..£164171 

1888.  .  26,550  ..  23,070  ..  52,644  ..  63,572  ..  155,837 

Accompanying  the  report  of  the  Committee  was  one  presented  to 
them  by  their  late  General  Manager  (Mr.  Lewis  T.  Wright,  F  C  S  )  on  the 
works  and  manufacturing  operations  during  the  year.  It  was  as  follows 
Gentlemen,  The  increase  in  the  gas  consumption  during  the  vear 
ending  March  25,  1888,  has  been  very  slight  indeed,  yet  the  improved^gas 
manufacturing  arrangements  which  have  been  introduced  wtbin  toe 
last  five  years  have  borne  full  fruit  this  year ;  so  much  so  that  the  in¬ 
creased  consumption-viz.,  1-03  per  cent.-of  gas  has  been  effected  with  a 
reduction  of  expenditure  of  £1031.  The  following  table  will  show  the 
relation  between  the  total  expenditure  on  revenue  account  and  gas  sold 
during  the  last  few  years 

Year. 

1882  . 

1883  . 

1884  . 

1885  . 

1886  . 

1887  . 

1888  . 


£ 

121,325  .... 

9  months’  report  only 
127,831 
130,644 


Gas  scld. 
1,040,665,300 


124,258 

123,832 

122,801 


1.163.225.500 

1.213.259.700 

1.258.405.500 

1.299.750.700 
.  1,313,165,800 

It  Will  be  seen  whilst  the  gas  undertaking  has  been  growing  year  by 
year,  that  since  1885  each  year’s  expenditure  on  revenue  account  has  been 
less  than  that  of  the  preceding  year,  and  that  now  in  1888  the  total  ex¬ 
penditure  18  very  little  more  than  it  was  in  1882,  though  the  gas  sold  has 
increased  since  then  by  over  26  per  cent.  The  progressive  eflacienev  of 
your  works  during  this  period  has  only  been  obtained  by  vigorous  efforts 
on  the  part  of  all  meinbers  of  your  staff;  and  I  hope  you  will  be  able  to 
iiDa  8.  way  of  recogoiziug  these  services. 

I  am  glad  to  be  able  to  report  that  the  carbonizing  plant  is  in  an  effi¬ 
cient  state.  During  the  year  ending  March  25,  1888,  the  production  of 
gas  per  ton  has  been  10,528  cubic  feet,  against  10,097  cubic  feet  in  the 
previous  year.  It  is  by  means  of  this  increased  utilization  of  the  gas 

increased  consumption  of  gas,  of 
13,406,100  cubic  fe^,  has  been  met  with  the  decreased  consumption  of 
3517  tons  of  coal.  The  illuminating  power  has  been  well  maintained,  and 
averaged  18-77  candles  in  George  Street,  against  18-43  candles  in  the  pre¬ 
vious  year.  The  gas  unaccounted  for  still  remains  at  a  figure — viz.  6-55 
per  cent,  of  the  gas  made— which  is  very  favourable  for  a  gas  district  of 
such  area  and  character  as  yours. 

During  the  year  there  was  an  improvement  in  the  market  prices  of 
some  of  the  tar  PJodMts,  which  have  yielded  £4932  more  than  the  year 
ending  March  25,  1887.  Sulphate  of  ammonia  being  slightly  better 
accounts  for  an  increased  revenue  of  £718.  Coke,  which  was  certainly  a 
drug  a  year  ago,  is  now  scarce,  and  better  prices  are  being  obtained. 

■R  ^  f  three  gas-works  are:  Eastcroft,-  424; 

Radford,  378;  and  Basffird,896;  total,  1698— equal  to  a  production  of  over 
9^  miihons  per  diem.  This  large  producing  power  of  the  works  is  due  to 
the  increased  efficiency  of  the  carbonizing  plant ;  a  production  of  5500  cubic 
feet  per  diem  per  retort  being  now  easily  obtained  from  retorts  of  the 
same  dimensions  that  a  few  years  ago  produced  but  4600  cubic  feet 

The  total  mileage  of  mains  of  all  sizes  is  now  259-28 ;  there  having  been 
2  99  miles  added  to  the  canahza,tion  during  the  year.  The  number  of 
meters  fixed  on  March  25,  1888  (including  251  lamp  meters),  was  39  597  - 
being  a  decre^e  on  the  previous  year  of  385  meters.  Of  these  37  862 
belong  to  the  Gas  Department,  and  1735  to  the  consumers.  The  orders 
of  various  kinds  from  consumers  was  41,317,  against 
41,104  in  the  previous  year.  There  were  1546  new  gas-services  laid, 
against  1805  in  the  previous  year. 

last  it  was  estimated  that  there  were  in  use  in  the  gas 
district  the  following  gas-stoves  ;— Gas-ovens,  1071 ;  gas-fires,  1739  -  srnall 
boiling-stoves,  6562-total  9372.  Of  the  1071  gas-o’vfns,  700  were  ’rented 
from  the  Corporation.  These  gas  appliances  form  an  important  element 
in  the  use  of  gas. 

In  regard  to  the  Giltbrook  Chemical  Works,  with  plant  of  such  a  nature 
as  IS  used  in  these  works,  and  submitted  during  the  autumn,  winter  and 
spring  to  a  heavy  strain,  working  continuously  night  and  day,  the  wear 
and  tear  is  very  appreciable.  The  steam-boilers  this  summer  are  being 
re-flued;  and  all  the  plant  is  being  overhauled  and  repaired  for  the  next 

*  See  Journal,  Vol.  XLIX.,  p.  1133. 


season.  The  improvements  ordered  by  the  Committee  in  connection  with 
the  traffic  approaches  to  the  works  will  no  doubt  prove  of  much  service. 
The  following  analyses  accompany  Mr.  Wright’s  report: — 

Analyses  of  Accounts  for  the  Years  ending  March  25,  1887  and  1888. 

1  QOO  -1  Oon 


Coals  carbonized,  tons  .  . 

Gas  made,  cubic  feet  .  .  . 

„  sold,  do.  ... 

„  unaccounted  for,  do.  . 

M  „  per  cent 


1888. 
133,474 
1,405,149,000 
1,313,165,800 
91,983,200 
6-55 


1887. 
136,991 
1,383,267,000 
1,299,759,700 
83,507,300 
6-04 


1888. 


Amount, 


Per  Ton  Per  1000 
of  Coals  c.tt.Sold. 


xpenditure. 

Manufacture — 

Coals . 

Purification  .... 

Salaries . 

Wages  for  carbonizing 
Repairs  and  maintenanc 
Distribution — 

Salaries  and  wages 
Repairs,  &o.,  mains  am 
services  .... 
Repairs.  &o.,  stoves  . 
Repairs,  &o.,  meters  . 
Lamp  fittings  .... 
Rents,  rates,  and  taxes — 
Rents  and  acknowledg 

ments . 

Rates  and  taxes 
Management — 

Salaries . 

Collectors  .... 
Stationery,  printing,  &o. 
General  estab.  charges 

Auditors . 

Law  charges  .... 
Bad  debts . 


1887. 


Amount 


Per  Ton  ^  Per  1000 
of  Coals.'c.ft.Sold. 


Total  expenditure  .  .  122,801 

Receipts. 

Sale  of  gas — 

Private  consumption 
Public  lights.  .  . 

Rental  of  meters  . 

,,  stoves 
Residual  products — 

Coke  and  breeze  . 

Tar  and  its  products 
Sulphate  of  ammonia 
Refuse  lime,  &c. 

Distribution  materials 
Stoves,  gas-fires,  &o. 

Rents . 

Sundries  .... 

Annuities.  .  .  . 


Total  receipts 


£ 

s. 

d. 

s. 

a. 

£ 

s. 

a. 

61,648 

7 

8-87 

0 

9-44 

54,447 

7 

11-39 

3,471 

0 

6*24 

0 

•63 

3,782 

0 

6-62 

1,763 

0 

3-15 

0 

•32 

2,491 

0 

4-36 

19,542 

2 

1114 

0 

3-57 

20,024 

2  11-08 

1  18,704 

2 

9-63 

0 

3-42 

16,579 

2 

5-05 

j  5,006 

0 

9-00 

0 

•91 

4,876 

0 

8-55 

4,828 

0 

8-68 

0 

•88 

1  754 

0 

1-36 

0 

•14 

[  5,874 

0 

10-29 

4,413 

0 

7-93 

0 

•81 

3,221 

0 

5-64 

44 

0 

■08 

0 

•01 

68 

0 

•12 

531 

0 

•95 

0 

•10 

201 

0 

•35 

5,740 

u 

9-84 

0 

1-00 

5,610 

0 

9-83 

0 

4-78 

0 

•49 

2,684 

0 

4-70 

1,607 

0 

2-89 

0 

•29 

1,684 

0 

2.78 

616 

0 

1-11 

0 

-11 

810 

0 

1-42 

442 

0 

•80 

0 

•08 

498 

6 

•87 

164 

0 

•30 

0 

•03 

158 

0 

•28 

72 

0 

■13 

0 

•01 

65 

0 

•11 

1,075 

0 

1-93 

0 

•20 

860 

0 

1-51 

122,801 

18 

4-81 

1 

10-44 

123,832 

18 

0-95 

141,346 

21 

2-16 

2 

1-83 

139,335 

20 

4-11 

8,360 

1 

3-03 

0 

1-53 

8,693 

1 

3-27 

6,131 

0  11-02 

0 

1-12 

6,144 

0  10-76 

312 

0 

*66 

0 

•08 

121 

0 

•21 

10,813 

1 

7-44 

0 

1-98 

11,926 

1 

8-89 

8,525 

1 

3-33 

0 

1-56 

3,593 

0 

6-30 

11,121 

1 

8-00 

0 

2-03 

10,403 

1 

6-23 

911 

0 

1-64 

0 

•17 

442 

0 

•77 

1,776 

0 

3*19 

0 

•32 

\ 

666 

0 

1-20 

0 

•12 

j-  2,875 

0 

5-04 

475 

0 

•85 

0 

•09 

497 

0 

•87 

137 

0 

•25 

0 

•02 

67 

0 

•12 

32 

0 

•06 

0 

•01 

81 

0 

•05 

190,605 

28 

6-73 

2 

10-84 

184,127 

26  10*58  1 

1 

3.  d. 

0  10-05 


70 

46 

3-70 

306 

•90 

109 

■59 

•01 


0 

0  1 

0 

0 

0 

0 

0 

0 

0 


1  10-87 


2  1-73 
0  1.61 
0  1-14 
0  -02 

0  2-20 
0  -66 
0  1-92 
0  -08 

0  -53 

0  -09 

0  -01 
0  -01 

2  10-00 


Alderman  Barber,  in  moving  the  adoption  of  the  Gas  Committee’s 
report,  pid  he  thought  the  report  must  commend  itself  to  the  Council  as 
being  highly  satisfactory.  'The  Committee  had  very  much  to  regret  the 
small  increased  consumption  of  gas  during  the  year;  the  increase 
amounting  only  to  1  per  cent. — the  smallest  which  had  ever  had  to  be 
recorded.  This,  however,  was  no  fault  of  the  Gas  Department.  They 
regretted  to  say  that  it  arose  from  the  bad  state  of  trade  in  the  town.  He 
thought  that  the  figures  contained  in  the  report  were  sufficiently  clear  as 
to  render  it  unnecessary  for  him  to  occupy  the  time  of  the  Council  at  any 
length  in  going  into  details.  He  had,  however,  prepared  a  short  summary 
of  the  results  of  the  working  of  the  gas  undertaking,  which  he  would 
read.  In  the  year  ending  March  25  last,  they  paid  £2799  less  for  coal 
£311  less  for  purifying,  £738  less  for  salaries,  and  £482  less  for  wages 
There  was  an  increase  on  repairs  to  the  works  of  £2125.  This  left  a 
lessened  expenditure  on  the  department  of  £2205.  In  the  distribution 
department  they  had  paid  £129  more  for  salaries,  £1045  less  for 
repairs,  and  £l946  more  for  meters  and  stoves.  During  the  pre¬ 
vious  year,  however,  the  contract  for  meters  was  very  low;  and 
the  increased  expenditure  in  this  department  was  £1035.  They 
had  paid  £190  more  for  rates,  and  £243  less  for  general  manage¬ 
ment.  On  the  expenditure  side  of  the  account,  they  had  therefore  a 
total  of  £1440  more  on  the  one  hand,  and  £2471  less  on  the  other;  leaving 
a  reduced  expenditure  altogether  of  £1031.  On  the  other  side,  they  had 
received  £2011  more  for  gas,  and  £334  less  for  public  lighting.  They  had 
obtained  £12  less  for  meter-rents,  and  £191  more  for  the  rent  of  stoves  ; 
thus  making  toe  increased  receipts  £1856.  During  the  year  they  had 
received  £1112  less  for  coke ;  and  there  was  a  very  remarkable  thing  about 
this  to  which  he  wished  to  draw  their  attention.  During  the  period 
mentioned  the  gas  companies  in  England  were  “  rucked  ”  up  with  coke. 
They  lowered  the  price  of  their  coke  very  much  ;  and  their  stock  was 
large.  Since  March  25  the  Committee  had  been  enabled  to  get  from  Is. 
to  Is.  3d.  more  for  coke.  They  had  not  a  ton  of  coke  unsold ;  andthrough- 
out  England  whole  mountains  of  coke  had  disappeared.  Although  this 
might  not  show  an  improved  state  of  trade  in  Nottingham,  he  could  not  but 
think  that  the  great  consumption  of  coke  that  had  suddenly  arisen  must 
indicate  a  better  state  of  trade  throughout  the  country.  During  the  year 
the  Committee  had  received  £4932  more  for  tar,  £717  more  for  liquor,  and 
£469  more  for  oxide  and  lime ;  making  the  increased  receipts  under  this 
head  £5006.  They  had  received  £432  less  for  meters  and  materials  for 
distribution  ;  and  £22  less  for  rents.  The  total,  therefore,  of  increased 
receipts  was  £6478 ;  and  added  to  this,  they  had  a  diminished  expendi¬ 
ture  of  £1031 — leaving  an  increased  profit  of  £7509.  There  were  400  less 
meters  fixed  than  in  the  previous  year.  They  might  be  interested  to 
know  that  the  capital  of  the  Gas  Committee  now  stood  at  £28  per  million 
feet  of  gas  made  less  than  it  did  at  the  time  the  concern  was  taken  over 
from  the  Company,  notwithstanding  the  expenditure  of  between  £100,000 
and  £200,000  some  years  ago  on  the  new  retort-house  and  gasholders  at 
Basford  and  the  enlargement  of  the  Radford  works. 

Mr.  Fitzhcgh  seconded  the  motion. 

Alderman  Gilpin  observed  that  the  report  was  very  satisfactory  to  the 
Council ;  and  the  Committee  might  be  congratulated  on  the  result  of  their 
working  during  the  past  year.  He  would  like  to  ask  if  the  use  of  cooking- 
stoves  had  been  in  accordance  with  the  expectations  the  Committee 
previously  entertained. 

Alderman  Barber  replied  in  the  affirmative.  They  had  endeavoured  to 
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avoid  putting  themselves  in  competition  with  the  ironmongers  of  the 
town.  The  steps  they  had  adopted  had  drawn  public  attention  to  the  use 
of  cooking  by  gas ;  and  he  was  informed  that  ironmongers  in  the  town 
had  had  a  very  large  increased  sale  of  gas-stoves  in  consequence  of  the 
movement.  They  themselves,  too,  had  a  very  good  trade  in  stoyes. 

Mr.  Froggatt  inquired  if  any  reduction  was  made  for  depreciation.  He 
did  not  see  any  depreciation  charge  in  the  report,  which,  however, 
mentioned  that  the  depreciation  for  repairs  was  i£1704. 

Alderman  Barber  said  the  Committee  had  no  fund  to  provide  for  depre¬ 
ciation,  except  at  Giltbrook.  The  reason  they  had  that  fund  was  because 
a  certain  class  of  work  was  done  there  which  they  could  not  have  repaired. 
To  show  that  there  was  no  need  for  a  depreciation  fund,  they  never  spent 
less  than  ii20,000  a  year  in  keeping  up  the  works  to  their  standard  point. 
This  year  they  had  expended  altogether  ^26,000.  They  did  not  need  a  depre¬ 
ciation  fund,  therefore ;  because  their  works  were  better  at  the  end  of  the 
year  than  at  the  beginning. 

The  report  was  adopted. 


SALFOBD  COEPOBATION  GAS  SUPPLY. 

The  Past  Year’s  Working. 

In  last  Tuesday’s  Journal  (p.  428),  we  gave  a  few  extracts  from  the 
report  of  the  Salford  Corporation  Gas  Committee  for  the  year  ending 
March  25;  and  to-day  we  give  some  further  particulars  gathered  from  the 
report,  as  well  as  the  appendix  to  it — prepared  by  the  Engineer  and 
Manager,  Mr.  S.  Y.  Shoubridge. 

The  make  of  gas  increased  during  the  last  financial  year  by  6,532,000 
cubic  feet  over  the  corresponding  previous  twelve  months  ;  the  figures 
being  842,777,000  and  836,245,000  feet  respectively.  The  leakage  was, 
however,  during  the  same  time  reduced  from  50,080,800  to  46,566,600  feet, 
or  a  decrease  of  7'01  per  cent.  The  average  illuminating  power  of  the 
gas  at  all  the  stations  (as  tested  by  Mr.  Francis  Jones,  F.B.S.E.)  was 
equal  to  19'76  standard  sperm  candles;  being  fractionally  higher  (about 
one-third  of  a  candle)  than  was  returned  for  the  previous  year.  The  total 
gas  and  meter  rental  was  j£127,703— composed  of  private  consumers, 
£113,476;  public  lamps,  £11,000;  meter-rents,  £3227.  The  total  for  the 
preceding  year  being  £125,838,  an  increase  is  shown  of  £1865.  There 
were  28,437  consumers  supplied  with  gas  by  the  Corporation,  and 
6828  public  lamps.  During  the  year  2052  yards  of  new  mains  were 
laid,  and  1225  yards  of  new  mains  to  replace  others  of  less  dimensions. 
The  length  of  street  mains  in  use  in  the  borough  and  out-districts  on  March 
25  last  was,  therefore,  376,164  yards,  or  nearly  2131  miles.  The  amount 
of  coal  and  cannel  carbonized  during  the  year  was :  Coal,  49,601  tons  ; 
cannel,  34,264  tons — showing  a  proportion  of  59T5  and  40'85  per  cent.  The 
average  yield  of  gas  per  ton  of  the  mixture  was  10,049  cubic  feet.  The  gas 
used  on  the  works  and  in  the  offices  was  11,649,000  cubic  feet  (1’37  per 
cent,  of  the  gas  made),  as  against  14,523,000  cubic  feet  (T74  per  cent.)  for 
the  previous  year.  The  loss  by  leakage  decreased  from  5'99  per  cent,  in 
1886-7,  to  5'53  per  cent,  in  1887-8. 

The  abstract  of  accounts  accompanying  the  Committee’s  report  shows 
that  the  total  capital  expenditure  to  March  26  last  was  reckoned  as 
£548,881,  divided  into — land  acquired,  £23,945  ;  buildings  and  manufac¬ 
turing  and  storeage  plant,  £319,620;  main  and  service  pipes  and  works 
connected  with  same  £166,855 ;  meters,  £38,461.  As  stated  above,  the  gas 
and  meter  rental  realized  £127,703 ;  and  the  revenue  account  shows  that 
residuals  and  a  small  amount  (£190)  from  rents  raised  the  total  income  to 
£145,809.  Coke  brought  in  a  net  amount — allowing  £511  for  yard  labour 
— of  £7537  ;  tar,  £4070 ;  and  ammoniacal  liquor,  £6273.  A  sum  of  £61,525 
was  carried  to  the  credit  of  the  profit  and  loss  account;  the  expenditure 
on  revenue  account  being  £84,284,  made  up  as  follows  : — 


Manufacture  of  gas — 

Coals,  including  labour,  carriage,  and 


all  expenses  of  depositing  on  works  . 

£46,610 

2 

7 

Carbonization — wages  of  stokers  and 

foremen . 

11,050  11 

3 

Purification — wages  and  materials  .  . 

1,471 

4 

5 

Salaries  of  Superintendents  and  Ana- 

lysts  . 

666  13 

0 

Repairs  of  works  and  plant  .... 

9,060  15 

8 

£68,859 

6  11 

Distribution  of  gas — 

Salaries  of  superintendents,  inspectors. 

and  clerks  in  rental-office  .... 

£2,314 

0 

5 

Repairs  of  main  and  service  pipes  . 

973  16 

3 

Fixing  and  repairing  meters  .... 

946 

2 

4 

4,233  19 

0 

Repairing  public  lamps . 

65  19 

5 

Rents,  rates,  and  taxes . 

6,938  17 

4 

Management — 

Salaries . 

£1,206 

2 

8 

Collectors . 

1,800 

0 

6 

stationery  and  stamps . 

424 

9 

0 

Incidentals . 

589 

6  10 

4,019  19 

0 

Bad  debts— 

£84,118 

1 

8 

Amount  written  off . 

£1,148  17 

5 

Less  balance  of  bad  debt  fund  .  .  . 

982 

9 

2 

166 

8 

3 

£84,284 

9  11 

The  report  and  accounts  above  referred  to  were  presented  to  the 
ordinary  monthly  meeting  of  the  Salford  Town  Council  last  Wednesday, 
when,  in  moving  their  adoption,  Mr.  H.  Lord,  the  Chairman  of  the  Gas 
Committee,  said  he  hoped  the  members  of  the  Council  would  carefully 
look  through  the  report,  in  order  to  see  the  progress  that  had  been  made. 
He  pointed  out  that  a  very  important  saving  had  been  effected  in  the  con¬ 
sumption  of  gas  on  the  works.  No  less  than  £450  had  been  saved  last 
year  as  compared  with  the  previous  year.  The  motion  was  seconded  by 
Mr.  F.  S.  Phillips,  and  adopted. 


Maryborough  (Queensland)  Gas  Company. — The  Directors  of  this 
Company,  in  their  report  for  the  half  year  ending  June  30  last,  state  that 
the  operations  of  the  Company  continue  satisfactory.  The  amount  at 
the  credit  of  profit  and  loss  account  is  £1682  12s.  2d.,  which  the  Directors 
recommend  should  be  apportioned  as  follows  : — Dividend  for  the  half 
year  at  the  rate  of  10  per  cent,  per  annum,  £1251  7s.  6d. ;  for  reserve  fund, 
£100;  and  towards  replacement  of  retort-benches,  £200 — leaving  a  balance 
to  carry  forward  of  £131  4s.  8d.  Since  the  last  half-yearly  meeting,  a 
new  exhauster  with  engine  and  other  appliances  have  been  received,  and 
are  in  course  of  erection.  The  construction  of  the  new  retort-benches 
(which  has  been  carried  out  under  the  supervision  of  the  Engineer,  Mr. 
J.  Henderson,  C.E.)  is  also  nearly  completed.  It  is  anticipated  that  when 
this  new  plant  is  brought  into  use,  great  advantages  will  result  to  the 
Company.  The  number  of  consumers  is  gradually  increasing ;  and  con¬ 
siderable  additions  continue  to  be  made  to  the  mains  and  services. 


THE  EDINBUBGH  AND  LEITH  GAS  UNDEBTAKING. 
MESsrs.  Livesey  and  Lass’s  Beports  on  the  Works  and  Books  op 

THE  Company. 

As  intimated  by  our  Edinburgh  Correspondent  in  his  “Notes”  last 
week,  the  Gas  Commissioners  of  Edinburgh  and  Leith  have  just  issued, 
as  a  Corporation  document,  the  joint  and  independent  reports  prepared 
for  them  by  Mr.  George  Livesey,  C.E.,  and  Mr.  Alfred  Lass,  F.C.A.,  and 
on  the  receipt  of  which  by  the  Special  Gas  Committee  of  the  Corporations, 
it  was  agreed  to  confirm  the  provisional  agreement  for  the  purchase  of 
the  undertaking  by  the  towns. 

The  joint  report  (dated  June  28)  merely  states  that  having  considered 
the  matter,  and  examined  the  Company’s  works  and  books,  it  was  Messrs. 
Livesey  and  Lass’s  opinion  that  the  terms  of  purchase  set  forth  in  the 
provisional  agreement  were  “  fair  and  reasonable  in  the  interests  of  both 
the  contracting  parties.” 

Mr.  Livesey’s  Beport. 

This  document  (dated  July  16)  states  that  a  visit  of  inspection  was 
paid  to  the  works  by  Mr.  Livesey  on  June  28,  when  he  found  the  general 
arrangement  and  condition  of  the  works  to  be  very  good,  and  the  surplus 
power  in  almost  all  particulars  considerable.  The  report  then  continues  : 
As  in  the  case  of  the  Edinburgh  Gas  Company,  the  manufacture  is  on 
land  quite  separate  and  distinct  from  that  on  which  the  gasholders  are 
placed.  The  area  occupied  by  the  works  is  somewhat  greater  in  propor¬ 
tion  to  the  gas  made  than  at  Edinburgh  ;  being  rather  oyer  2i  acres  in 
extent.  The  maximum  day’s  make  last  winter  at  the  Baltic  Street  works 
was  1,986,000  cubic  feet;  while  the  maximum  sent  out  in  one  day  was 
2,075,000  feet.  The  gasholder  storeage  is  2,256,000  feet,  which  is  con¬ 
siderably  in  excess  of  what  is  necessary.  Where  the  gas  is  used  mainly  in 
shops  and  private  houses,  with  no  great  preponderance  of  mills  or  manu¬ 
factories  (as  in  Edinburgh  and  Leith),  it  is  not  necessary  to  provide 
storeage  capacity  in  excess  of  the  maximum  consumption  in  24  hours,  or 
(say)  equal  to  100  per  cent. ;  and  when  by  the  increase  of  consumption  this 
is  year  by  year  reduced,  it  is  found  that  the  proportion  may  come  down  to 
70  per  cent,  without  undue  inconvenience.  But  when  this  point  has  been 
reached,  an  additional  gasholder  should  be  erected,  or  existing  gasholders 
telescoped,  to  bring  up  the  storeage  to  at  least  100  per  cent,  of  the 
maximum  consumption.  According  to  this  rule,  the  Leith  Company  s 
storeage  of  2,256,000  feet  is  equal  to  70  per  cent,  of  a  maximum  consump¬ 
tion  of  3,223,000  feet ;  and,  therefore,  it  will  not  be  absolutely  necessary  to 
increase  the  storeage  until  the  maximum  consumption  of  last  winter 
(2,075,000  feet)  is  increased  by  upwards  of  50  per  cent.  I  do  nob  advise 
cutting  it  so  fine,  as  in  case  of  possible,  but  not  probable,  accident  to  one 
of  the  gasholders,  with  only  70  per  cent,  of  storeage,  there  would  result  a 
certain  amount  of  loss  and  great  inconvenience.  I  should,  therefore,  in 
good  time  telescope  the  two  single-lift  gasholders  at  Canoumills,  which 
would  add  about  400,000  feet  to  the  storeage,  and  the  cost  should  not 
exceed  £4000.  When  further  extensions  become  necessary,  another  gas¬ 
holder  of  similar  diameter,  and  50  per  cent,  greater  capacity  (if  made  of 
three  lifts,  which  is  now  common,  instead  of  two  lifts)  can  be  erected  on 
vacant  land  at  Blandfield.  The  contents  of  the  existing  gasholder  on  that 
site  are  1,125,000  feet.  It  is  quite  new,  having  been  built  in  1885.  The 
largest  gasholder  at  Canonmills  is  also  comparatively  new,  dating  from 
1872— contents  750,000  feet— while  the  two  others,  of  about  200,000  feet 
each,  single  lifts,  are  older  but  also  in  good  condition. 

The  gas  sold  by  the  Leith  Company  has  increased  from  241,017,000  feet 
in  1878-9  to  358,627,000  feet  in  1887-8— or,  as  nearly  as  possible,  50  per 
cent  in  the  nine  years  j  while  in  the  same  time  the  unaccounted-for  gas 
has  come  down  from  13'87per  cent,  to  7-63  per  cent.,  which  is  strong 
evidence  of  good  management,  and  that  the  distribution  of  gas  has  been 
well  attended  to.  ,  .  ,  . 

It  was,  of  course,  impossible  to  inspect  the  mams  supplying  the  various 
districts  with  gas.  But  the  small  amount  of  unaccounted-for  gas,  con¬ 
sidering  the  very  large  mileage  of  mains  in  proportion  to  the  gas  sold, 
shows  conclusively  that  they  are  in  good  order  ;  and  the  low  maximum 
pressures  worked  during  the  heaviest  consumption  of  a  winter  s  day, 
proves  that  the  mains  are  of  more  than  sufficient  capacity  for  the  efficient 
supply  of  gas  to  the  consumers.  The  pressures  above  referred  to  are,  I 
am  informed,  as  follows  : — Edinburgh  district,  18-lOtha  ;  Leith  district, 
18-10th8 ;  Stockbridge  district,  19-lOths ;  and  Granton  low-level  district, 
26-lOths.  With  these  facts  before  me,  and  having  no  reason  to  doubt  that 
the  Edinburgh  Company’s  mains  are  also  in  a  thoroughly  good  condition, 
I  have  no  doubt,  that  by  the  amalgamation  of  the  two  undertakings,  and 
the  consequent  re-arrangement  of  the  districts  supplied  from  the  respec¬ 
tive  works,  the  distribution  of  the  gas  will  be  rendered  even  more  efficient 
than  heretofore.  Duplicate  mains  will  be  removed ;  the  aggregate 
mileage  reduced  ;  leakage  still  further  diminished ;  and  the  supply  of  gas 
improved,  to  the  advantage  of  the  respective  Corporations  and  the  con¬ 
sumers. 

Turning  now  to  the  manufacturing  works,  they  are  in  appea  ranee  quite 
as  crowded  as  those  of  the  Edinburgh  Company,  as_  there  is  but  little 
space  uncovered  with  buildings.  To  some  extent  this  is  deceptive,  as  the 
area  is  practically  considerably  increased  by  the  use  made  of  the  large  and 
substantial  stone  buildings  that  formerly  enclosed  the  now  abolished 
gasholders.  The  whole  of  the  purifiers  are  placed  on  an  upper  floor  in 
part  of  these  buildings;  thus  rendering  the  ground  floor  available  for 
other  useful  purposes,  and  so  in  effect  raising  the  total  area  available  for 
the  manufacturing  station  to  about  3  acres.  The  site  is  eminently 
suitable  for  a  gas-works;  and  as  very  little  room  is  necessary  for  the 
storeage  of  coke — the  make  of  that  article  being  regulated  to  the  demand 
by  increasing  or  diminishing  the  use  of  shale  that  yields  but  little  coke 
the  whole  available  space  should  be  used  forthe  manufacture  andpurification 
of  gas,  which  may  be  very  largely  increased  on  the  land  belonging  to  the  Com¬ 
pany.  Mr.  Linton  has  a  plan  for  greatly  facilitating  the  railway  arrange¬ 
ments  by  abolishing  the  turntables,  and  bringing  the  railway  into  the  works 
by  a  curve,  which  can  be  done  by  removing  a  station  meter,  which  appears 
to  me  to  he  in  the  wrong  place,  to  a  more  suitable  position,  where  both 
meters  can  be  placed  side  by  side.  There  are  four  retort-houses,  fitted 
with  256  retorts,  heated  on  the  Siemens  principle,  and  124  on  the  old 
system  in  No.  2  house,  in  which  the  retorts  are  circular,  14  inches  diameter. 
In  the  other  houses — No.  1,  with  128,  No.  3,  with  56,  and  No.  4,  witli  72 
large  Q-shaped  retorts,  each  21  inches  wide  by  15  inches  high  and  8ft. 
6in.  long — the  manufacture  of  gas  can  be  conducted  on  the  Siemens  prin¬ 
ciple  with  much  less  fuel  of  a  poorer  kind  ;  arid  higher  and  more  regular 
heats  can  be  maintained  than  under  the  old  system.  Thus,  by  means  of  the 
larger  retorts  carbonizing  more  cannel  or  coal,  and  producing  more  gas 
with  charges  of  shorter  duration,  these  advantages  have  proved  so  great 
that  No.  2  house,  with  the  old  settings,  has  been  thrown  entirely  out  of 
use ;  and  I  believe  it  was  the  intention  of  the  Company  not  to  use  it  again 
until  fitted  up  on  the  Siemens  system.  Last  winter  the  greatest  number 
of  retorts  in  use  was  192;  thus  leaving  in  reserve  64  of  the  Siemens,  and 
the  entire  house  of  124  set  on  the  old  plan— or,  shortly,  192  retorts  in  use 
and  188  in  reserve,  in  the  depth  of  winter.  There  are  coal-stores  for  4000 
tons,  which,  considering  the  railway  facilities  and  the  nearness  of  the 
j  collieries,  is  ample  for  a  much  larger  make  of  gas  than  at  present. 

Passing  over  the  condensers,  engines  and  boilers,  and  exhausters  with 
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the  remark  that  they  are  of  the  best  for  their  respective  purposes,  in  good 
order,  and  like  the  retorts,  equal  to  the  production  of  over  CO  per  cent., 
more  gas,  I  come  to  the  purifying  plant,  which,  I  think,  is  capable  of 
improvement.  Mr.  Linton  is  evidently  of  the  same  mind,  as  he  has  begun 
the  remodelling  of  the  purifiers.  As  to  the  scrubber-washers,  I  raise  no 
objection,  though  it  is  doubtful  whether  they  are  better  than  the  old- 
fashioned  scrubber.  Still  they  are  efficient  instruments,  and  of  abundant 
power  for  the  work  to  be  done  now  and  for  some  time  to  come.  But  I  do 
not  like  the  five  sets  of  purifiers;  necessitating  the  dividing  of  the  gas 
into  separate  streams,  and  thus  increasing  the  difficulty  of  controlling  the 
process  of  purification.  For  a  make  of  two,  three,  four,  or  even  five 
million  feet  a  day,  I  prefer,  when  practicable,  passing  the  gas  through 
only  one  set  of  purifiers.  But  in  old  works  this  is  generally  not 
practicable.  As  the  make  increases,  additional  sets  of  purifiers  become 
necessary,  as  the  old  ones  often  cannot  be  enlarged.  But  the  time  comes 
at  last  when  a  clearance  will  be  found  to  be  advantageous  ;  and  this,  1 
think,  is  the  case  at  present  at  Leith,  where  the  four  smaller  sets  should 
be  either  abolished  or  converted  into  one  set  of  large  area — say  four  boxes, 
each  30  feet  by  25  feet,  or  an  area  of  700  or  800  feet  for  each  box,  disposed 
or  proportioned  as  may  best  suit  the  existing  building.  This  would  give 
a  total  area  about  the  same  as  at  present,  and  would  be  sufficient  for 
many  years  to  come. 

I  found  the  works  well  up  to  the  mark  in  all  the  details  so  necessary 
for  good  results,  and  cannot  conclude  this  report  without  saying  that  the 
whole  arrangement  and  management  does  great  credit  to  the  Engineer. 


Mb.  Lass’s  Eepobt. 

In  his  report  (dated  July  6),  Mr.  Lass  states  that  he  has  inspected  the 
books  of  the  Company  over  a  period  of  ten  years  ending  the  16th  of  May, 
1888.  He  examined  the  accounts  as  made  out  on  the  Company’s  own 
system — remodelled  in  conformity  with  the  Gas-Works  Clauses  Act,  1871, 
which  latter  was  the  form  in  which  the  accounts  were  put  in  evidence  in 
support  of  the  Bill  promoted  by  the  Company  last  year  in  Parliament. 
As  his  investigation  proceeded,  Mr.  Lass  found  that  the  Company  had 
from  time  to  time  during  the  ten  years  reduced  the  profits  by  charging  to 
revenue  account  certain  sums  which  should  have  been  charged  to  “  fixed 
plant  ”  account.  The  profits  were  also  further  reduced  by  charging 
various  other  sums  for  depreciation,  wear  and  tear,  &o.,  which  in  the  re¬ 
modelled  accounts  had  been  written  back ;  thus  restoring  the  profits  which 
had  been  originally  taken.  The  following  table  shows  the  profits  of  the 
Company  at  the  15th  of  May  in  each  of  the  specified  years,  on  the  two 
systems  of  account  keeping : — 

Profits  on  Trading,  Profits  on  Trading, 


as  per  as  per 

Company’s  Books.  Remodelled  Accounts. 
1878 . £12,461  ..  £14,926 


1879  .  12,489  ..  14,570 

1880  .  12,972  . .  19,084 

1881  .  10,903  . .  14,630 

1882  .  12,834  . .  16,181 

1883  .  13,850  . .  18,713 

1884  .  13,001  . .  19,602 

1885  .  12,922  . .  21.627 

1886  .  13,371  . .  19.376 

1887  .  19,475  ..  22,250 

1888  .  26,331  . .  — 


In  two  supplementary  tabular  statements,  Mr.  Lass  gives  the  details  of 
the  revenue  accounts,  and  shows  the  differences  between  the  profits  on 
trading  under  the  two  systems  of  account  keeping.  He  then  proceeds  to 
answer  the  two  questions  : — “  How  is  it  that  the  profits  in  1887  were 
£22,250,  and  in  1888,  £26,331  ?  ’’  and  “  Have  tiie  profits  for  1888,  amount¬ 
ing  to  £26,331,  been  unduly  inflated?”  In  reply  to  these  questions,  he 
first  points  out  that  in  1887  there  was  charged  for  abnormal  parliamentary 
expenses  £1901,  and  in  1881,  £1121,  but  for  which  the  profits  on  trading 
in  these  years  would  have  been  £24,151  and  £27,452  respectively.  To  this 
he  adds  a  table  showing  increases  in  receipts  (under  the  ordinary  heads)  of 
£1838,  £1425  of  which  was  increased  gas-rental,  and  £396  increased  re¬ 
ceipts  for  tar,  coke,  and  waste  lime ;  also  another  showing  a  total  decrease 
in  ordinary  expenses,  amounting  (after  subtracting  various  increases  in 
expenditure)  to  £1413,  the  chief  item  in  which  is  a  saving  of  £1984  in  the 
cost  of  coals.  The  total  is  thus  brought  out — 


Total  increase  in  receipts . £1888 

Total  decrease  in  expenses . 1413 


Total  increase  in  profits . £3301 

The  next  table  shows  the  gradual  increase  in  the  sale  of  gas  for  the 
eleven  years  from  1878  to  1888  ;  that  of  the  former  year  being  232,218,000 
cubic  feet,  and  that  of  the  latter  year,  358,627,000  cubic  feet. 

Another  table  shows  that,  while  in  1878  the  quantity  of  coal  carbonized 
was  27,594  tons,  the  quantity  so  treated  in  1888  was  39,744  tons ;  the 
figures  for  the  intervening  years  showing  an  almost  uniform  increase. 
On  this  point  Mr.  Lass  remarks  ;  “  On  reference  to  the  foregoing,  it  will 
be  seen  that  notwithstanding  an  increase  in  the  quantity  of  gas  sold  from 
349,767,000  cubic  feet  in  1887  to  358,627,000  cubic  feet  in  1888,  and  an 
increase  in  the  number  of  tons  of  coal  carbonized  from  39,203  to  39,744, 
yet  there  has  been  a  decrease  in  the  expenses  of  1888  compared  with  1887 
of  £1984  in  the  cost  of  coal,  and  a  further  decrease  of  £380  in  wages. 
These  decreased  expenses  are  the  direct  result  of  an  expenditure  on 
capital  account  in  converting  the  ordinary  furnaces  into  regenerative 
furnaces,  which  enables  a  cheaper  class  of  coal  to  be  carbonized  with 
more  beneficial  results.” 

The  following  calculations  show  the  working  of  the  undertaking  for  the 
year  ended  May  15,  1888: — 


Gas  made .  389,000,000  cubic  feet. 

Gas  sold .  355,865,000 


Gas  used  on  works .  2,762,0u0 


358,627,000 

Gas  unaccounted  for .  30,373,000 

- -  389,000,000  cubic  feet. 

Gas  made  per  ton  of  coal  carbonized .  9787  cubic  feet. 

Gas  sold  per  ton  of  coal  carbonized .  8954  „ 

Gas  sold,  per  cent,  on  make . 91’48 

Gas  used  on  works,  per  cent,  on  make  ,  ,  .  q-Yl 

Gas  unaccounted  for,  per  cent,  on  make  .  .  .  7-81 


Cost  of  coal . 

Less— realized  on  sale  of  resi¬ 
duals  . 

Cost  of  coal,  less  residuals  .  . 

Working  expenses . 

Coal  and  working  expenses,  less 

residuals . 

Gas-rental  and  meter-rents, 
realized . 

Profit . 


100-00 

14-83  pence  per  1000  cubic  feet  sold. 


4  33 

do. 

10-60 

do. 

15-49 

do. 

25-99 

do. 

4i-75 

do. 

17-76 

do, 

The  working  expenses  of  the  Leith  Company,  therefore,  amount  (says 
Mr.  Lass)  to  16'49d.  per  1000  cubic  feet  of  gas  sold;  while  those  of  the 
Loudon  and  other  Companies  amount  to  the  following  : — 

Average  London  Companies  .  .  .  .  12-89  pence  per  1000  cub.  ft.  sold. 

Do.  London  Suburban  Companies.  15-27  do. 

Do.  Gas  undertakings  (8)  in  hands 

of  Local  Authorities  .  .  .  11-61  do. 

Do.  Undertakings  (10)  in  hands  of 

Provincial  Gas  Companies  .  12-20  do. 


It  may,  therefore,  be  taken  that  the  answer  to  the  second  question  is  that 
“  the  working  expenses  charged  against  the  revenue  of  the  Leith  Com¬ 
pany  for  the  year  1888,  have  not  been  unduly  decreased  for  the  purpose 
of  inflating  the  profits.” 

With  reference  to  the  capital  employed  by  the  Leith  Gas  Company,  the 
following  calculations  have  been  made  : — 


Capital  employed  as  per  Company’s 
Accounts  . 

Do.  do.  as  per  Remodelled 
Accounts  .  .  . 


Per  Ton 
of  Coal 
Car¬ 
bonized. 
£204,905  or  £5  3  1 


Total. 


£265,329 


6  13  6 


Per  Million 
Cubic  Feet 
of  Gas 
Sold, 
or  £575 

7-45 


The  capital  employed  by  the  above-mentioned  Loudon  and  other  Com¬ 
panies  is  as  follows  : — 


London  Companies . £5  14  3  „  £594 

London  Suburban  Companies . 6  7  10  „  663 

Gas  undertakings  in  hands  of  Local  Authorities  .  6  3  2  „  666 

Undertakings  in  hands  of  Provincial  Gas  Com¬ 
panies  .  5  9  8  „  564 


Mr.  Lass  remarks  that,  on  this  showing,  “  it  may  be  considered  that 
such  expenditure  or  capital  employed,  compares  favourably  with  the 
expenditure  or  capital  employed  by  other  undertakings,  especially  looking 
at  the  following  evidence  given  by  the  Company’s  Engineer  {Mr.  Linton), 
viz. : — that  ‘  the  works  are  competent  for  a  manufacture  of  an  amount  of 
gas  much  beyond  the  present  output.’  ” 

The  average  profits  for  the  two  past  years  being  £25,801,  Mr.  Lass 
thinks  the  maintainable  profits  of  the  undertaking  may  fairly  be  taken  at 
£25,000  per  annum,  in  which  case  the  position  of  the  Corporations  will  be 
as  follows : — 


Annuities  at  9J  per  cent,  on  £150,000  . £14,000 

Interest  on  debentures,  4  per  cent,  on  £20,000  .  800 

Interest  on  bank  loan,  4  per  cent,  on  £11,700  .  468 

Interest  on  grassum,  4  per  cent,  on  £11,000  .  440 

Interest  on  working  capital,  4  per  cent,  on  (say)  £20,000  .  .  .  800 

Pensions  (assuming  that  the  whole  will  be  paid) .  1,050 

Sinking  fund  J  per  cent,  on  £399,000  (capitalized  value  of 
annuities  at  28|  years’  purchase,  which,  at  3J  per  cent.,  will 

provide  £399,000  in  60  years) .  1,995 

Sinking  fund,  1  per  cent,  on  £62,700  (which,  at  3J  per  cent., 
will  provide  £62,700  in  44  years) .  627 


£20,180 

Leaving  a  surplus  of  £4820  per  annum. 

The  interest  on  debentures,  bank  loan,  grassum,  and  working  capital  (cal¬ 
culated  at  4  per  cent.),  may,  however,  Mr.  Lass  considers,  probably  be 
reduced  to  3J  per  cent. 

After  showing  that,  by  the  agreement,  the  Company  acquired  a  sum  of 
£439,225,  equal  to  about  31 J  years’  purchase  of  a  dividend  at9J  per  cent,  on 
£150,000,  or  a  perpet’uity  at  3i  per  cent.,  Mr.  Lass  says  ;  “Looking  at  the 
whole  of  the  foregoing,  I  am  of  opinion  that  the  terms  contained  in  the 
provisional  agreement  for  the  purchase  by  the  Corporations  of  the  Leith 
gas  undertaking  are  fair  and  reasonable  to  both  contracting  parties,  and 
that  the  agreement  should  be  confirmed.” 


THE  GAS  SUPPLY  OF  MIDDLE SBEOUGH. 

Some  interesting  figures  have  recently  been  published  dealing  with  the 
supply  of  gas  by  the  Corporation  of  Middlesbrough,  comparing  the  cost 
of  the  production  of  gas  in  winter  and  summer  respectively — the 
difference  in  the  demand  being  particularly  marked  in  this  northern  town. 
Last  January  the  make  of  gas  reached  to  a  little  more  than  33  million 
cubic  feet;  while  in  June  the  quantity  was  slightly  over  12|  millions.  The 
total  manufacturing  charges  amounted  in  January  to  Is.  7’34d.  per  1000 
cubic  feet;  and  in  June  to  Is.  10’56d.  The  increase  is  found  in  most  of 
the  separate  items — wages  paid,  for  instance,  having  risen  from  3’37d.  to 
3’85d.  per  1000  cubic  feet.  On  the  other  hand,  residuals  yielded  a  little 
more,  to  the  extent  of  8-87d.,  as  against  7-31d.  per  1000  cubic  feet.  The 
net  price  of  the  gas  made  was,  therefore.  Is.  O’OSd.  in  January,  and 
Is.  l’69d.,  in  June.  It  is  remarked  that  “  the  difference  does  not  seem  very 
large;  but  had  the  receipts  for  residuals  been  on  an  equality,  it  would 
have  been  larger,  and  even  as  it  is,  when  spread  over  20  or  30  million 
cubic  fee.t,  is  important.”  In  January,  at  the  price  at  which  gas  was 
sold,  there  was  a  balance  of  more  than  Is.  per  1000  feet  left  to  pay  in¬ 
terest,  redemption,  and  profit;  while  at  June  there  was  rather  more  than 
lOJd.  only  to  be  so  applied.  In  regard  to  these  figures,  our  contemporary 
the  Engineer  says :  “  It  is  obvious  that  it  is  impracticable  to  obtain  as 
large  a  consumption  of  gas  in  the  summer  as  in  the  w’inter ;  but  it  is  also 
evident  that  what  is  needed  by  the  authorities  in  connection  with  gas¬ 
works  is  to  aim  to  raise  the  consumption  in  the  summer  months  by  the 
fostering  of  the  sale  for  purposes  of  heat,  light,  and  power.  The  winter 
demand  rises  yearly;  and  as  it  does,  it  enforces  a  larger  and  larger 
provision  for  manufacture,  storeage,  and  distribution,  and  these  facilities 
are  necessarily  idle  in  large  degree  in  the  summer.  To  utilize  these 
facilities,  especially  for  purposes  of  heat  and  power,  means  a  double  gain — 
it  means  a  consumption  in  the  summer,  and  it  also  means  a  day  consump¬ 
tion  at  a  time  when  the  facilities  would  be  otherwise  unused.  'The  utiliza¬ 
tion  of  the  large  resources  of  the  companies  and  corporations  producing 
gas  would  be  a  great  boon  to  the  commercial  world ;  and  it  is  to  be  aimed 
at  in  the  way  the  official  figures  we  have  above  summarized  point  out.” 


Belfast  Cobporation  Gas  Supply. — The  monthly  meeting  of  the  Bel¬ 
fast  Town  Council  was  held  on  the  1st  inst.,  when  the  Gas  Committee 
presented  a  statement  of  their  accounts  for  the  year  ended  June  30  last. 
They  showed  a  net  profit  of  £12,535  3s.  Id.,  after  providing  a  sinking  fund 
of  £7609  10s.  7d.,  and  for  depreciation  on  the  gas  stoves,  meters,  and 
lamps.  This  result  the  Committee  consider  very  satisfactory,  having 
regard  to  the  fact  that  the  price  of  gas  was  reduced  by  3d.  per  1000  cubic 
feet  from  the  beginning  of  the  financial  year — the  reduction  representing 
a  difference  of  nearly  £10,000  on  the  year’s  profit.  A  balance  of 
£5135  13s.  lid.  was  brought  forward  from  the  previous  year  to  the  credit 
of  profit  and  loss  account,  out  of  which  £3500  was  contributed  towards 
the  cost  of  the  erection  of  the  temporary  Albert  Bridge,  leaving  a  balance 
of  £1635  13s.  lid.,  which,  added  to  the  net  profit  on  last  year’s  working, 
brings  up  the  amount  to  £14,170  17s.  The  Committee  recommended 
that  £10,000  of  this  sum  should  be  transferred  to  the  reduction  of  capital 
account;  and  that  the  balance  be  carried  forward  to  next  year.  Alder¬ 
man  Sir  John  Preston  moved  the  adoption  of  the  report  and  accounts  ; 

I  and  this  was  agreed  to  without  discussion. 
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THE  GAS  SUPPLY  OF  DUBLIN. 

In  the  course  of  the  proceedings  at  the  Monthly  Meeting  of  the  Dublin 
City  Council  yesterday  week,  Mr.  Dennehy  called  attention  to  the  fact 
that  there  was  no  authority  in  the  statute  laws  or  bye-laws  of  the 
Corporation  that  would  warrant  or  empower  the  Paving  and  Lighting 
Committee  to  engage  any  person  at  the  rate  of  two  guineas  a  day  without 
having  been  previously  authorized  by  the  Council  to  do  so ;  and  he 
moved  that  the  Paving  and  Lighting  Committee  report  to  the  Council 
what  are  the  facts  and  circumstances  of  such  employment  or  engagement. 
Alderman  Meagher  stated  that  there  was  some  friction  between  the  Gas 
Company  and  the  Inspector  of  Public  Lighting.  The  latter  made  certain 
areports  which  were  controverted  by  the  Gas  Company;  and  as  the 
Committee  looked  forward  to  the  matter  being  tested  by  a  legal  issue,  it 
was  decided,  on  the  advice  of  the  Inspector,  that  his  opinion  should  be 
fortified  by  an  expert,  independent  of  the  Gas  Company  or  the  Corpora¬ 
tion,  and  accordingly  a  gentleman  was  so  employed.  The  Lord  Mayor 
said  the  standing  order  referred  to  salaries  of  persons  who  were  perma¬ 
nently  employed,  and  was  not  intended  to  refer  to  employment  of  a  casual 
or  temporary  character  in  an  emergency,  as  in  the  case  before  them.  If 
the  motion  w’ere  carried,  it  might  have  the  effect  of  seriously  harassing  or 
hampering  the  Corporation  if  the  Gas  Company  had  a  battalion  of 
•evidence,  whilst  they  (the  Corporation)  had  only  a  solitary  official.  Mr. 
Dennehy  agreed  to  withdraw  his  motion.  Alderman  Mulligan  subse- 
<iuently  moved — “That  the  Paving  and  Lighting  Committee  be  employed 
to  name  a  Sub-Committee  to  take  all  necessary  steps  with  reference  to  the 
supply  of  gas,  and  that  the  first  standing  order,  being  a  resolution  of  the 
Council  of  1851,  be  to  this  extent  modified  or  rescinded.’’  The  Committee, 
he  said,  deemed  it  expedient  to  appoint  a  Sub-Committee  to  look  after  the 
^as  supply,  and  to  report  from  time  to  time  with  regard  to  the  steps  they 
took.  Mr.  Mayne  remarked  that,  as  there  was  some  friction — as  Alderman 
Meagher  mentioned — between  the  Gas  Company  and  some  of  the  officers 
of  the  Corporation,  he  thought  the  Committee  were  perfectly  justified  in 
bringing  forward  this  motion,  which  would  provide  for  any  contingency 
that  was  likely  to  arise.  The  motion  was  adopted. 


TYNEMOUTH  TOWN  COUNCIL  AND  ELECTEIC  LIGHTING. 

At  the  Quarterly  Meeting  of  the  Tynemouth  Town  Council  on  Friday, 
•the  31st  ult.,  a  discussion  took  place  on  a  recommendation  of  the  Trade 
«.nd  Commerce  Committee  that  application  be  made  by  the  Council  for 
a,  Provisional  Order  for  lighting  the  public  buildings  and  streets  with 
electric  light.  In  January  last,  it  should  be  stated,  a  new  market  was 
■opened  by  the  Corporation  ;  and  this  is  illuminated  with  the  electric  light, 
tor  which  the  ratepayers  have  had  to  pay  dearly. 

Alderman  Gkeen,  in  introducing  the  subject,  proposed  that  the  terms 
of  the  Committee’s  recommendation  should  be  altered  as  follows  : — “That 
a  special  meeting  of  the  Council  be  convened  for  the  purpose  of  consider¬ 
ing  the  advisability  of  applying  for  an  Order  to  light  the  principal  streets 
and  public  buildings  with  electric  light.’’  He  said  that  he  wished  to  dissi¬ 
pate  the  notion  that  it  was  intended  to  enter  upon  any  larger  scheme  of 
electric  lighting  than  their  present  installation.  Their  object  was  simply 
to  utilize  the  power  they  already  possessed,  and  to  make  it  a  less  losing 
concern  than  it  was  at  present.  He  deprecated  the  idea  that  such  a  pro¬ 
posal  would  give  rise  to  alarm  in  the  borough  on  the  ground  of  cost. 

Mr.  Tate  seconded  the  motion. 

Mr.  Dodds  observed  that  from  the  first  he  had  regarded  the  introduc¬ 
tion  of  the  electric  light  into  the  market  as  ridiculous  nonsense.  He  was 
etill  of  that  opinion.  He  urged  upon  the  Council  to  let  their  first  loss  be 
the  greatest,  and  not  launch  upon  another  scheme,  the  cost  of  which  they 
could  not  foresee.  He  moved,  as  an  amendment,  that  the  whole  matter  be 
referred  back  to  the  Committee  for  further  consideration. 

Mr.  Eskdale,  in  seconding  the  amendment,  said  he  was  convinced  that 
to  rush  headlong  into  expenditure  over  further  electric  lighting,  would 
meet  with  the  unanimous  condemnation  of  the  ratepayers.  He  held  that 
Alderman  Green’s  scheme  meant  additional  apparatus,  and  not  merely 
the  utilization  of  the  surplus  electric  energy  and  driving  power  which  they 
already  possessed ;  and  he  was  persuaded,  judging  from  past  experience, 
that  the  promoters  would  not  hesitate  to  carry  any  new  power  they 
might  acquire  to  costly  extremes. 

After  some  further  discussion, 

Alderman  Gbeen,  said  the  powers  that  the  Corporation  already  possessed 
•did  not  enable  them  to  cross  a  street  for  the  purpose  of  extending  the 
■electric  light ;  and  he  insisted  that  his  intention  was  to  limit  the  applica¬ 
tion  of  the  new  illuminant  to  the  corporate  buildings,  to  portions  of  one 
or  two  of  the  principal  streets,  and  to  the  new  post-office, which  was  to 
be  erected  in  the  vicinity  of  the  market. 

The  motion  was  ultimately  adopted  by  ten  votes  to  five. 


THE  CHELTENHAM  TOWN  COUNCIL  AND  ELECTEIC 
LIGHTING. 

At  the  Meeting  of  the  Cheltenham  Town  Council  on  Monday  last  week, 
a  report  was  presented  by  the  Committee  appointed  to  consider  the  best 
mode  of  lighting  a  portion  of  the  town  by  electricity.  The  position  of 
the  question  may  be  thus  briefly  stated  :  About  eight  months  ago,  a  Com¬ 
mittee  was  appointed  to  report  upon  the  advisability  cr  otherwise  of 
introducing  the  electric  light  into  the  town.  The  Committee  led  the 
Council  to  commit  itself  to  the  expediency  of  putting  down  an  experi¬ 
mental  installation  over  a  restricted  area,  subject  to  its  being  carried 
•out  at  a  cost  not  disproportionate  to  the  superiority  of  the  light  over 
that  of  gas.  At  Monday’s  meeting,  Mr.  Darby  strongly  opposed  a  minute 
•of  the  Committee,  which  was  to  the  effect  that  the  electric  lighting 
being  adopted,  and  other  things  being  equal,  it  was  desirable  that  the 
supply  of  the  light  should  be  in  the  hands  of  the  town  rather  than 
•of  ■a  private  company;  and  for  the  purpose  of  ascertaining  the  relative 
■advantages  and  cost,  it  was  desirable  to  employ  an  expert.  He  said 
that  he  declined  to  vote,  with  the  information  before  the  Council,  in 
favour  of  the  Corporation  making  themselves  a  trading  body.  In  Bir¬ 
mingham,  he  said,  a  Provisional  Order  was  sought  for  at  a  cost  of  ^16,000, 
and  then  dropped,  on  account  of  the  limit  of  time  put  down  by  the  Electric 
Lighting  Act  of  1882.  He  concluded  by  moving  an  amendment  to  the 
Committee’s  report.  At  this  stage  of  the  proceedings,  a  letter  was  read 
from  the  Town  Clerk  to  the  Gas  Company  stating  that,  should  the  Cor¬ 
poration  determine  to  submit  the  electric  lighting  to  tender,  it  would  be  a 
satisfaction  to  them  to  be  in  a  position  to  accept  a  tender  from  the  Com¬ 
pany,  if  they  should  be  able  and  willing  to  tender.  A  long  discussion  fol¬ 
lowed  ;  and  eventually  it  was  agreed  that  the  Committee  should,  before 
any  further  step  was  taken,  bring  up  an  approximate  estimate  of  the  cost 
■of  lighting  the  experimental  area. 


The  tender  of  Messrs.  C.  and  W.  Walker,  of  Donnington  and  London, 
ihas  been  accepted  for  the  new  gasholder  to  be  erected  in  connection  with 
the  extension  of  the  Perth  Gas-Works.  The  cost  of  the  holder  will  be 
about  it9000 ;  and  it  will  probably  not  be  completed  till  the  autumn  of 
aiext  year. 


THE  THIELMEEE  WATEE-WOEKS  OF  THE  MANCHESTEE 
COHPOEATION. 

At  the  Monthly  Meeting  of  the  Manchester  City  Council  last  Wed¬ 
nesday,  the  Mayor  (Sir  John  Harwood),  in  answer  to  a  question 
addressed  to  him,  made  a  statement  as  to  the  present  position  of  the 
Thirlmere  water  scheme.  He  said  that  the  whole  of  the  Thirlmere 
accounts  would  have  to  he  recast,  and  placed  on  a  uniform  basis  with 
regard  to  the  repayment  of  the  loans.  Meanwhile,  he  might  say  that  the 
Water-Works  Committee  hoped  that  they  would  be  able  to  economize  so 
that  the  whole  of  the  interest  on  the  money  that  had  been  expended 
would  be  provided  without  imposing  any  undue  burden  on  anyone.  The 
Committee  would,  as  far  as  they  could,  distribute  the  entire  cost  on  every¬ 
body  who  took  the  water,  and  not  put  the  whole  burden  on  the  ratepayers. 
Alderman  Lamb  said  he  had  often  contended  that  the  water-works  never 
cost  the  ratepayers  a  single  penny ;  and  if  the  Thirlmere  works  had  had 
a  moiety  of  the  gas  profits,  he  did  not  think  the  ratepayers  would  have 
had  to  pay  a  penny  now.  The  Mayor  (resuming)  explained  that  the  Cor¬ 
poration  were  about  to  seek  the  sanction  of  Parliament  for  a  proposal  to 
raise  the  embankment  at  Thirlmere  to  the  height  of  20  feet  only  for  the 
present,  instead  of  the  50  feet  their  Act  empowered  the  Committee  to  do. 
The  Committee  were  of  opinion  that  this  change  in  the  elevation  would 
meet  all  requirements  for  the  next  ten,  twenty,  or  possibly  thirty  years. 
It  was  besides  in  harmony  with  the  wishes  of  all  persons  who  took  an 
interest  in  the  Lake  District  of  England  ;  and  would  be  conducive  to  the 
best  interests  of  the  Corporation. 


NOTTINGHAM  COEPOEATIUN  WATEE  SUPPLY. 

Annual  Eepobt  of  the  Committee. 

At  the  Meeting  of  the  Nottingham  Town  Council  yesterday  week — the 
Mayob  (Alderman  Turney)  presiding — the  report  and  statement  of 
accounts  of  the  water  undertaking  for  the  year  ending  March  25  last  were 
presented.  They  showed  that  there  had  been  an  increase  in  the  revenue 
of  i;1127,  and  a  decrease  in  the  expenses  of  ±‘561,  as  compared  with  the 
previous  year.  After  paying  the  annuities  and  interest  on  loans  and  con¬ 
solidated  stock  and  the  contribution  to  the  several  sinking  funds,  and 
putting  aside  ±1000  for  depreciation,  the  net  profit  available  for  disposal 
as  the  Council  might  see  fit  amounted  to  the  sum  of  ±749.  The  average 
profit  made  by  the  Corporation  since  the  transfer  in  1880  has  been  ±3180 
per  annum,  after  payment  of  annuities  and  interest. 

Alderman  Gbippeb  moved  the  adoption  of  the  Committee’s  report  and 
accounts.  He  said  that  it  was  satisfactory  to  note  that  they  were  this 
year  able  to  report  that,  while  the  income  had  increased,  the  expenses  had 
decreased.  The  report  specified  the  net  results  ;  and  therefore  he  was  not 
going  into  detail  to  point  out  the  whole  of  the  items.  The  number  of 
empties  had  increased  by  ±‘284  over  the  previous  year  ;  but  the  not-collect- 
able  had  decreased  by  ±126.  The  collectable  arrears  had  been  ±129 ;  so 
that,  putting  the  collectable  and  not-collectable  together,  they  stood  at  a 
similar  amount  as  in  the  previous  year.  After  having  paid  the  interest  on 
the  annuities  and  borrowed  money,  the  Committee  had  actually  saved, 
including  interest  accruing,  during  the  eight  years  they  had  had  the 
concern,  ±25,500  in  round  figures,  or  an  average  of  ±3180  per  annum  upon 
the  undertaking.  The  amount  in  different  years  had  naturally  varied. 
In  1886,  at  the  commencement  of  the  enlargement  of  the  works  at  Papple- 
wick,  they  had  a  considerable  reduction  in  the  profits,  inasmuch  as  they 
then  began  to  pay  the  interest  on  the  fresh  outlay,  from  which  they  had 
not  then  received  any  benefit.  They  were  now  receiving  a  yearly  increase 
from  that  outlay  ;  and  he  did  not  think  they  could  at  present  anticipate  a 
reduction  of  profits  to  so  low  a  point  as  in  1886.  Everything  was  now 
going  on  satisfactorily  ;  and  he  hoped  would  continue  to  do  so.  In  con¬ 
clusion,  he  said  he  thought  there  was  an  omission  in  the  resolution  he  had 
to  move.  There  ought  to  be  added  :  “  And  that  the  sum  of  ±700  be  paid  to 
the  Finance  Committee  in  aid  of  the  district  rate,  and  a  small  balance 
paid  to  the  depreciation  and  renewal  fund.” 

Mr.  M’Craith  seconded  the  motion,  which  was  adopted  unanimously. 


THE  LIVEEPOOL  COEPOEATION  AND  ME.  HAWKSLEY. 

At  the  Monthly  Meeting  of  the  Liverpool  Corporation  last  Wednesday 
—the  Mayob  (Mr.  T.  W.  Oakshott)  presiding — a  long  discussion  ensued  on 
the  presentation  of  the  Water  Committee’s'minutes,  with  regard  to  the 
award  in  the  recent  arbitration  with  Mr.  Thomas  Hawksley,  C.E.  The 
terms  of  the  award  of  the  Arbitrator  (Mr.  Bosanquet,  Q.C.)  were  given  in 
the  JouENAL  last  week,  p.  429. 

Alderman  Bowee,  in  moving  the  confirmation  of  the  Committee’s  pro¬ 
ceedings,  referred  at  length  to  the  circumstances  which  necessitated  the 
arbitration  with  Mr.  Hawksley.  With  these  our  readers  are  already  fully 
acquainted.  He  then  went  on  to  say  he  was  very  sorry  to  inform  the 
Council  that,  contrary  to  the  anticipation  of  their  Counsel  and  of  every¬ 
body  who  was  interested  in  the  arbitration  on  behalf  of  the  Corporation, 
there  had  been  a  larger  amount  awarded  against  the  town  than  they 
expected.  He  was  not  going  to  say  anything  against  the  award;  at  the 
same  time,  when  first  he  heard  of  it,  he  was  under  a  strong  impression 
that  the  Arbitrator  had  forgotten  the  last  sum  of  ±11,000  paid  to 
Mr.  Hawksley.  However,  that  was  not  so ;  and,  the  award  having  now 
been  made,  he  felt  that  the  right  thing  was  to  accept  the  position.  It  had 
been  stated  that  the  award,  or  the  cause  of  the  arbitration,  led  to  a  loss  to 
the  city  of  something  like  ±40,000.  He  would  remind  the  Council  that 
in  January,  1885,  Mr.  Hawksley  made  a  return  stating  that  the  probable 
total  expenditure  upon  the  works  would  be  ±2,163,750.  That  was  suppos¬ 
ing  the  works  had  been  carried  out  under  that  gentleman’s  directions. 
Taking  from  this  sum  ±277,750,  the  cost  of  laud,  &c.,  in  respect  of  which 
no  commission  was  to  be  paid,  there  remained  ±1,886,000,  on  which, 
according  to  Mr.  Ha wksley’s  return,  they  would  have  had  to  pay  him  com¬ 
mission.  Therefore  Mr.  Hawksley,  if  he  had  continued  at  the  work  and 
spent  that  amount,  would,  at  24  per  cent,  commission,  have  been  entitled 
to  ±47,160.  The  actual  state  of  the  case  was  that  the  amount  paid  to  Mr. 
Hawksley  was  ±20,617  ;  and  they  had  already  paid  to  him  the  amount  of 
the  award — ±14,123.  If  he  admitted  the  costs  of  the  arbitration  at  the 
large  sum  of  ±4000  (which  he  had  reason  to  believe  would  be  considerably 
above  the  amount),  it  would  show  that  they  would  have  spent  now 
±38,740.  In  other  words,  by  Mr.  Hawksley  breaking  off  his  work  in  the 
way  he  had  done,  the  Council,  having  all  his  plans  and  everything  with 
which  to  finish  the  work,  and  the  work  being  now  nearly  completed,  the 
town,  instead  of  losing  ±40,0CO  by  these  proceedings,  would  benefit  to  the 
extent  of  ±8420.  In  the  arrangement  first  entered  into  with  Mr.  Hawksley, 
it  was  suggested  by  him  that  Mr.  Deacon  should  receive  2  per  cent,  and 
Mr.  Hawksley  himself  3  per  cent,  commission.  If  this  had  been  carried 
out,  the  commission  of  both  Engineers  would  have  reached  the  sum  of 
±94  235 ;  Mr.  Hawksley’s  3  per  cent,  commission  amounting  to  ±56,595, 
andMr.’Deacon’s  share,  to  ±37,730.  Whereas  now  the  Corporation  would 
only  have  to  pay  under  the  agreement  and  the  award,  ±38,740.  To  this 
sum  there  must  be  added  ±12,500  paid  to  Mr.  Deacon  in  salary  and 
expenses  ;  making  the  total  ±51,345.  Therelore,  in  comparison  with  what 
Mr.  Hiwlif.lej  originally  asked  the  two  Eugiuebi  s  j  intly  should  take,  and 
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even  taking  tlie  award  against  them,  there  was  a  saving  to  the  Corpora¬ 
tion  of  ^42,985.  Much  as  he  regretted  that  the  incompatibility  between 
the  two  Engineers  sliould  have  been  increased  by  discussions  in  the 
Council,  and  much  as  he  regretted  that  circumstances  should  have  led  to 
the  separation  from  the  work  of  Mr.  Hawksley,  the  fact  was,  taking  the 
most  unfavourable  view  towards  the  Liverpool  Corporation,  that  a  saving 
had  been  effected  by  Mr.  Hawksley’s  leaving,  of  at  least  418000. 

Mr.  O’Haiie  complained  of  the  way  in  which  this  matter  had  been 
brought  before  the  Council.  He  thought  some  means  should  have  been 
taken  by  the  Water  Committee  to  avert  a  litigation  which  had  ended  so 
disastrously  to  them,  and  involving  between  ±’30,000  and  ±40,000.  If  it 
was  within  the  range  of  possibility  that  Mr.  Hawksley  would  succeed  in 
his  claim,  then  it  was  their  duty  as  public  servants  to  try  and  compromise 
the  claim,  and  meet  it  half  way,  rather  than  have  to  pay  from  ±30,000  to 
±40,000. 

Alderman  Bower  explained  that  not  only  was  Counsel’s  opinion  taken, 
but  the  Water  Committee  empowered  him  to  try  to  compromise  the  matter 
with  Mr.  Hawksley.  He  made  three  journeys  to  London  to  attempt  to 
arrange  the  matter  with  Mr.  Hawksley;  but  they  could  not  arrive  at  any 
compromise  at  all. 

Mr.  O’Hare  considered  in  a  case  of  this  kind  that  it  would  be  more  satis¬ 
factory  if  they  received  the  fullest  documentary  information  that  the 
Water  Committee  could  afford  them  ;  and  he  proposed  that  the  submission 
and  award  be  printed,  and  that  a  copy  be  sent  to  each  member  of  the 
Council. 

Sir  James  Picton  seconded  Mr.  O’Hare’s  motion. 

A  long  discussion  followed,  in  the  course  of  which  some  members  ex¬ 
pressed  the  opinion  that  a  mistake  had  been  made  at  the  outset  in  appoint¬ 
ing  two  Engineers  in  connection  with  the  Vyrnwy  works;  while  others 
protested  against  the  Water  Committee  being  blamed  for  what  had  taken 
place. 

The  Town  Clerk  afterwards  pointed  out  that  Mr.  O’Hare’s  motion 
would  not  obtain  for  him  the  information  he  desired. 

Mr.  O’Hare  thereupon  said  that,  after  the  long  discussion  they  had  had, 
he  would  withdraw  his  motion. 

The  proceedings  of  the  Committee  were  then  confirmed. 


The  Water  Supply  of  Belfast. — The  connection  between  Stoneyford 
and  the  Lagmore  reservoir  of  the  Belfast  Water  Commissioners  has  now 
been  completed.  The  culvert  is  7  miles  in  length ;  and  the  Contractors 
(Messrs.  Fitzpatrick  Bros.)  have  earned  the  bonus  of  ±1500  offered  for  its 
completion  within  a  specified  time.  The  Commissioners  are  now  con¬ 
sidering  a  scheme  for  the  filtration  of  the  entire  water  supply  at  a  cost  of 
about  ±60,00U, 

Lewes  Gas  Company. — The  report  submitted  at  the  half-yearly  meeting 
of  this  Company  last  Wednesday  stated  that  the  revenue  account  showed 
a  profit  for  the  half  year  of  ±1353  19s.  After  providing  for  interest  on 
mortgage  bonds,  the  balance  of  net  revenue,  as  shown  in  the  profit  and 
loss  account,  was  ±1652  63.  The  Directors  recommended  that  a  dividend 
of  4i  per  cent,  be  declared,  amounting  to  ±1209  12s.,  and  leaving  a  balance 
of  ±442  14s.  to  be  carried  forward.  The  report  was  adopted. 

Bath  Gaslight  Company. — A  very  satisfactory  increase  in  gas-rental, 
compared  with  the  corresponding  half  of  last  year,  was  experienced  by 
this  Company  during  the  six  months  ending  June  30.  The  amount 
received  for  gas  from  private  consumers  and  public  lamps  was  ±24,736  19s. 
Residuals  realized  ±3969  16s. ;  and  this  also  compared  favourably  with 
the  June  half  of  1887.  The  total  revenue  in  the  six  months  was 
±29,342;  and  the  expenditure,  ±20,324.  The  balance  of  net  profit  to  be 
carried  forward,  subject  to  the  half-year’s  dividends  to  June  30,  is  ±8711. 
The  Directors  reported  that  an  additional  lift  is  being  added  to  one  of  the 
holders.  At  the  meeting  of  the  shareholders  on  the  31st  ult.,  the  Directors’ 
report  was  adopted,  and  maximum  dividends  declared. 

Harrow  District  Gas  Company.— Reporting  upon  the  operations  of  this 
Company  during  the  half  year  ending  June  30  last,  the  Directors  state 
that  the  reduction  in  the  price  of  gas  at  Lady-day  of  3d.  per  1000  cubic 
feet  has  affected  the  rental  to  the  extent  of  about  ±30.  They  trust,  how¬ 
ever,  that  the  increased  consumption,  in  consequence  of  the  reduction,  will 
soon  re-establish  the  usual  rental.  The  balance  on  profit  and  loss  account 
is  ±1673  14s.,  out  of  which  the  Directors  recommend  the  declaration  of  a 
dividend  at  the  rate  of  7J  percent,  per  annum  on  the  original  “A”  capital, 
of  7  per  cent,  on  the  first  additional  “  B  ”  capital,  and  of  5i  per  cent,  on  the 
second  additional  ‘‘  C  ”  capital,  all  less  income-tax.  The  revenue  account 
shows  that  the  receipts  in  the  half  year  amounted  to  ±3965,  and  the  expen¬ 
diture  to  ±2415. 

The  Proposed  New  Water-Works  for  Padiham  and  Haptok. — Last 
Tuesday  a  special  meeting  of  the  Padiham  and  Hapton  Local  Board  was 
held  to  adopt  an  amended  estimate  of  the  cost  of  completing  the  new 
water-works  at  Churn  Clough;  and  to  authorize  an  application  to  the 
Local  Government  Board  for  permission  to  borrow  a  further  amount  of 
±26,100,  and  to  withdraw  the  application  for  ±32,000  agreed  to  last 
December.  The  Clerk  gave  a  brief  review  of  the  history  of  the  water¬ 
works  scheme  since  the  holding  of  the  Local  Government  Board  inquiry 
in  May,  and  the  interviews  which  the  Engineers  and  deputations  from 
the  Board  had  had  with  the  Inspectors  of  the  Local  Government  Board. 
He  also  pointed  out  the  suggestions  which  had  been  made  by  the  Inspec¬ 
tors  ;  and  the  consequent  change  in  the  estimate  arising  from  a  deviation 
from  the  original  scheme.  He  added  that  the  deputations  were  of  opinion 
that  the  matter  could  not  be  arranged  by  correspondence.  The  resolu¬ 
tion  proposed  to  be  adopted  was  to  withdraw  the  application  for  sanction 
to  borrow  ±32,000,  and  ask  for  ±26,100  for  the  completion  of  the  construc¬ 
tion  of  the  works  ;  and  this  was  agreed  to  by  the  Board  with  only  one 
dissentient. 

The  Public  Lighting  of  Chil’vers  Coton  (near  Nuneaton). — At  a  re¬ 
cent  meeting  of  the  Chilvers  Coton  Local  Board,  a  discussion  took  place  in 
reference  to  the  way  in  which  the  gas-rate  should  in  future  be  levied ;  it 
being  felt  by  those  who  have  been  accustomed  to  pay  it,  that  the  farmers 
in  the  outlying  portions  of  the  parish  (where  there  are  no  public  lamps) 
ought  to  contribute  something  towards  the  cost  of  the  lighting,  inasmuch 
as  they  derive  benefit  from  it  when  passing  through  the  lighted  area  in 
the  evening.  On  the  other  hand,  many  of  the  outsiders  object  to  contri¬ 
buting  towards  the  cost  of  the  public  lighting ;  contending  that  they  get 
no  benefit  therefrom.  The  Clerk  of  the  Board  was  accordingly  instructed 
to  communicate  with  the  Local  Government  Board,  asking  if  a  6d.  gas- 
rate  might  be  levied  over  the  present  lighting  area,  and  the  balance  taken 
from  the  general  district  rate ;  it  being  stated  that  this  would  probably 
be  satisfactory  to  the  outlying  ratepayers.  A  reply  has  just  been  re¬ 
ceived  from  the  Local  Government  Board,  in  which  it  is  pointed  out 
that,  under  section  211  of  the  Public  Health  Act,  1875,  the  proposal  of  the 
Local  Board  cannot  legally  be  carried  into  efiect.  The  Board  will  there¬ 
fore  continue  the  lighting,  for  the  ensuing  season,  as  heretofore;  the  cost 
of  it  falling  upon  those  residing  within  the  area  in  which  the  public  lamps 
have  been  erected. 


NOTES  FROM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

In  the  course  of  the  four  months  ending  with  August,  the  amount  of  gas- 
rental  collected  in  Dundee  was  ±9532,  which  is  ±246  more  than  the  sum 
collected  at  the  same  date  last  year.  At  a  meeting  of  the  Gas  Commis¬ 
sioners  on  Wednesday,  the  Finance  Committee  recommended  that  Mr. 
A.  I.  Strachan,  who  has  long  been  Chief  Clerk  in  the  office,  should  b© 
appointed  Treasurer,  in  room  of  the  late  Mr.  Matthew,  at  a  salary  of  not 
less  than  ±300 ;  and  they  asked  the  Board  to  remit  to  them  to  report  on 
the  Treasurer’s  duties,  and  as  to  the  changes  which  should  be  made  in  the 
office  stall  consequent  on  Mr.  Strachan’s  promotion.  The  recommenda¬ 
tions  W'ere  unanimously  agreed  to;  and  Mr.  Strachan’s  security  was  fixed 
at  ±1000. 

It  is  announced  that  an  oil-gas  works  is  being  erected  at  Cowdenbeath, 
a  mining  centre  in  Fifeshire.  About  25  years  ago,  there  were  only  one  or 
two  houses  by  the  roadside,  where  now  there  is  a  town  of  5(X)0  inhabitants. 
The  scheme  is  being  promoted  by  a  Mr.  Alexander.  This  gentleman 
recently  opened  a  shop  at  Cowdenbeath;  and,  being  convinced  of  the 
advantages  of  oil-gas  over  the  ordinary  paraffin-lamp,  he  at  once  brought 
the  matter  before  a  number  of  business  men  in  the  rising  village.  Assured 
of  support,  Mr.  Alexander  put  himself  into  communication  with  the  Patent 
Paraffin  Gas  Lighting  Company,  Limited,  of  Glasgow ;  and  the  erection 
of  the  works  was  shortly  afterwards  commenced.  The  gasholder,  it  is 
stated,  will  be  about  1200  cubic  feet  capacity,  which  may  appear  small  ; 
but  it  is  pointed  out  that  the  gas  is  about  60  oandle  power,  and  therefore 
the  1200  is  equal  to  2i  times  that  amount,  or  say  3000  cubic  feet  of  the 
ordinary  coal  gas  supplied  in  Scotland.  Already  about  200  yards  of  4-inoh 
pipes  have  been  laid ;  and  service-pipes  therefrom  to  several  persons  who 
have  contracted  for  a  supply  of  the  gas,  and  arrangements  have  been  made 
for  laying  a  3-iuoh  main  in  the  footpaths  on  both  sides  of  the  street. 

The  estimate  for  the  lighting  of  the  City  of  Edinburgh  for  the  current 
year  has  been  made  by  a  Town  Council  Committee;  and  it  amounts  to 
±14,445,  or  ±230  more  than  last  year. 

The  statement  of  accounts  to  be  presented  to  the  shareholders  of  the  St. 
Andrews  Gas  Company  at  their  meeting  next  Wednesday  shows  that  the 
income  during  the  year  ending  the  31st  ult.  was  ±3971  8s. ;  and  the  expen¬ 
diture  ±2908  93. — leaving  a  balance  of  ±1062  19s. 

Last  year  the  Police  Commissioners  of  Dalkeith  had  before  them  a 
proposal  to  acquire  the  gas-works,  and  rejected  it  as  being  too  risky,  in 
view  of  the  advance  of  electric  lighting.  They  have  now  appointed  a 
Committee  to  consider  the  question  of  introducing  electric  lighting  into 
the  borough.  The  gentleman  who  introduced  the  subject  urged  its 
advisability  on  the  ground  that,  with  a  large  gas-engine,  which  is  used  in 
pumping  water,  not  fully  employed,  there  was  a  surplus  of  power  which 
might  be  utilized  in  driving  dynamos.  The  query  which  naturally  arises 
in  one’s  mind  is  whether  if,  in  a  place  of  the  size  of  Dalkeith,  tha 
Commissioners  cut  off  their  consumption,  it  will  be  possible  for  the  Gas 
Company  to  go  on ;  and  in  this  event,  whether  it  might  not  have  been 
more  sensible  rather  to  acquire  the  gas-works  in  the  first  instance,  and 
then  have  considered  the  feasibility  of  introducing  electric  lighting. 

The  Water  Committee  of  the  Aberdeen  Town  Council,  at  their  meeting 
on  Tuesday,  had  under  consideration  the  estimate  of  the  income  and 
expenditure  for  the  year  1888-89.  Last  year  the  revenue  was  ±15,710; 
and  the  expenditure  ±15,805,  leaving  an  adverse  balance  of  ±95.  From 
the  previous  year,  however,  a  surplus  amounting  to  ±945  was  carried 
forward,  so  that  the  year  ended  with  a  balance  to  the  good.  For  the 
coming  year  the  estimate  shows  a  slight  increase  on  wages  ;  and  there  will 
be  an  increase  also  on  the  amount  paid  as  interest.  The  sinking  fund  will 
also  show  a  rise ;  and  it  is  calculated  that  at  the  present  rate,  which  the 
Committee  agreed  to  continue,  all  the  existing  surplus  will  be  required, 
and  that  next  year  will  close  with  an  adverse  balance  of  ±55. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

After  passing  over  August  as  a  holiday  month,  the  Glasgow  Corporation 
Gas  Commissioners  had  an  “innings”  at  the  Town  Council  meeting  on 
Thursday.  The  annual  report  of  the  Gas  Committee,  a  full  summary  of 
which  hasalready  been  given  in  the  Journal  (ante,  p.  301),  was  submitted 
by  Bailie  M'Laren,  Convener  of  the  Sub-Committee  on  Finance,  who 
moved  its  adoption.  In  the  course  of  his  remarks,  he  pointed  out  that  the 
proposed  reduction  in  the  price  of  the  gas  from  2s.  lO'd.  to  28. 8d.  per  lOOO 
cubic  feet  would  give  a  benefit  of  ±18,000  to  the  community  of  Glasgow 
and  the  suburbs.  He  also  stated  that,  during  the  past  five  years,  the  Gas 
Trust  had  reduced  the  price  of  gas  to  such  an  extent  that  the  consumers 
had  benefited  by  upwards  of  ±110,000.  Bailie  Maofarlane,  in  seconding 
the  motion,  remarked  that  the  average  illuminating  power  of  the  gas 
during  the  year  1H87-8  had  been  231  candles.  It  was  not  intended  to 
make  any  change  in  that  respect.  He  stated  that  while  the  works  gene¬ 
rally  were  in  a  very  fair  condition,  the  Committee  intended  to  remodel  the 
Tradeston  or  South-Side  works;  the  expense  involved  in  the  alterations 
and  extensions  to  be  spread  over  a  period  of  two  or  three  years;  and  for- 
this  purpose  the  sum  of  ±12,000  had  been  written  off  the  value  of  the 
Tradeston  works.  The  report  was  adopted ;  and  the  Committee’s  minutes 
were  approved  of. 

Bailie  Shearer  was  present  at  Thursday’s  meeting  of  the  Glasgow  Gas 
Trust ;  but  he  did  not  submit  the  motion  of  which  he  gave  notice  several 
months  ago,  to  the  efiect  that  he  would  ask  a  vote  of  itSOOO  from  the  gas 
surplus  profits  for  the  benefit  of  the  “  Common  Good  ;  ”  indeed,  he  seems 
to  have  quietly  acknowledged  that  the  Gas  Committee  had  taken  the 
“  wind  out  of  his  sails,”  as  they  had  so  dealt  with  the  year’s  profits  of  the 
gas  undertaking  as  to  leave  only  a  net  surplus  of  ±5201  2s.  2d.  to  carry 
forward  to  next  year’s  account. 

The  resolution  to  reduce  the  price  of  Glasgow  gas  to  23. 8d.  per  1000  cubic 
feet  will  at  once  take  efiect;  and  in  accordance  with  the  practice  of  past 
years,  the  Directors  of  the  Partick,  Hillhead,  and  Maryhill  Gas  Company 
will  at  once  “  follow  suit,”  and  also  supply  their  consumers  with  gas  at 
the  price  just  mentioned. 

Business  has  been  done  during  the  week  in  the  ordinary  shares  of  the 
Partick,  Hillhead,  and  Maryhill  Gas  Company  at  89s.  per  ±5  share. 

The  P’alkirk  and  Larbert  District  “Water  Trust  have  now  set  to  work  in 
right  earnest  to  carry  out  the  terms  of  the  Water  Act  that  was  passed  in 
the  last  session  of  IParliament.  Mr.  W.  R.  Copland,  C.E.,  of  Glasgow, 
who  prepared  the  scheme  for  the  consideration  of  Parliament,  has  been 
appointed  by  the  Trustees  to  carry  out  the  works  which  are  contemplated 
in  the  Act;  and  he  is  now  engaged  in  preparing  the  plans  and  specifica¬ 
tions,  which  are  expected  to  be  ready  in  November,  so  that  there  is  a 
reasonable  prospect  that  the  contractors  who  may  be  entrusted  with  the 
execution  of  the  necessary  works  will  be  ready  to  begin  operations  early 
in  the  ensuing  year.  Mr.  Copland  is  sanguine  enough  to  believe  that 
within  two  years  from  the  time  of  commencing  the  works  a  supply  of 
water  will  be  available  for  the  entire  district,  while  a  portion  of  the 
district  nearest  the  source  of  supply  may  be  having  the  water  at  an  earlier 
period.  Mr.  Wilson,  Town  Clerk,  of  Falkirk,  has  been  appointed  ad, 
interim  Clerk  to  the  Water  Trust. 


m 
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The  comvletion  of  the  Camphill  scheme  for  extending  the  water 
supply  of  Paisley  may  now  be  regarded  as  an  event  of  the  early  future. 
The  scheme  was  inaugurated  several  years  ago ;  and  from  the  fact  that 
the  Contractor,  Mr.  E.  B.  Stewart,  has  somewhere  about  200  men  em¬ 
ployed  on  the  works,  it  may  naturally  be  concluded  that  the  extension 
works  in  hand  is  a  very  important  undertaking.  When  it  was  decided  by 
the  Paisley  Water  Commissioners  to  construct  the  Camphill  reservoir, 
which  is  expected  to  bring  their  storeage  capacity  up  to  1519  million 
gallons  they  had  in  view  the  fact  that  they  would  be  able  to  make  such 
provision  for  the  manufacturers  of  the  town,  and  the  community  gene¬ 
rally,  that  they  would  be  beyond  the  chance  of  want  for  many  years  to 
come.  The  reservoir  is  formed  in  the  glen  through  which  the  Eye  Water 
flows.  The  embankment  thrown  across  the  glen  was  55  feet  high  when 
the  reservoir  was  opened  two  years  ago ;  and  it  is  contemplated  to  ra-ise 
it  another  25  feet.  The  collecting  ground  extends  to  an  area  of  about 

^^Messrl  Osborne  and  Stevenson,  of  Pollokshields,  Glasgow,  have  been 
successful  in  gaining  the  contract  for  the  construction  of  the  water-works 
extensions  for  the  town  of  Gourock;  their  tender  amounting  to  ±1650. 
The  works  are  to  be  commenced  at  once.  .  ,  .  , .  . 

The  Glasgow  pig-iron  warrant  market  has  been  more  active  within  the  past 
few  days  than  in  any  week  of  the  past  half  year.  There  is  a  large  amount  of 
legitimate  trade  passing,  and  several  special  brands  have  been  in  recjuisi- 
tion,  with  the  result  that  in  nearly  all  cases  prices  have  been  advanced. 
America  has  been  buying  more  freely  than  for  some  time  past.  The  stocks  | 
of  pig-iron  in  the  public  warrant  stores  have  only  increased  to  the  extent 
of  124  tons  during  the  week;  the  ordinary  make  being  practically  all 
absorbed.  On  Monday  the  price  of  Scotch  warrants  opened  at  41s.  4d.  per 
ton  cash  ;  and  up  to  42s.  3d.  per  ton  was  subsequently  reached.  “  Bears 
bought  largely  on  Wednesday  to  cover  oversold  accounts;  more  than 
50,000  tons  changed  hands,  and  42s.  3d.  per  ton  was  again  touched— the 
highest  rate  since  the  spring.  There  were  realizations  for  profits  on 
Thursday;  and  there  were  evidences  of  considerable  strength  in  the 
market.  Yesterday  the  tone  was  decidedly  weaker,  down  to  41s.  T^d.  per 
ton  cash  buyers  being  quoted  at  the  close.  Hematite  and  Cleveland  have 
been  very  strong  all  the  week.  . 

The  improving  tone  in  the  coal  trade  still  continues,  especially  in  the 
export  department ,  and  a  brisk  business  is  now  doing  at  the  Clyde  and 
Ayrshire  ports.  For  main  coal  the  quotation  has  reached  6s.  per  ton  f.o.b. 
at  Glasgow  coaling  cranes.  The  demand  for  furnace  qualities  is  on  the 
increase  ;  and  prices  are  responding  to  the  better  feeling  in  this  branch  of 
the  trade.  For  house  coal  there  is  a  good  steady  demand  ;  but  the  prices 
have  not  made  any  upward  move  in  consequence. 


CUEEENT  SALES  OF  GAS  PEODUCTS. 

Liverpool,  Sept.  8. 

Sulphate  of  Ammonia.— There  has  been  a  fair  “  spot "  demand,  but 
hardly  sufficient  to  raise  values ;  and  to-day  the  feeling  is  very  quiet 
again.  There  is,  therefore,  practically  no  change  in  the  quotations ;  the 
position  is  in  no  way  altered.  The  inquiries  for  future  delivery,  prin¬ 
cipally  from  the  end  of  the  year  to  March  next,  have  been  on  a  larger 
scale  ;  but  the  limits  are  too  low  to  tempt  makers,  and  so  the  orders  have 
been  taken  by  speculators.  The  anxiety  to  secure  forward  contracts,  at 
moderate  rates,  seems  to  be  generated  by  the  higher  quotation  of  nitrate 
for  Sept.-Got.  shipment;  and  freights  are  still  rising.  As  regards  the 
actual  position  of  this  commodity,  the  visible  supply  (including  stocks  and 
cargoes  afloat)  is  about  50,000  tons  in  excess  of  that  at  the  same  time  last 
year.  The  total  shipments  the  first  eight  months  of  this  year  were  370,000 
tons,  against  310,000  tons  for  same  period  of  1887  ;  while  the  consumption 
does  not  seem  to  have  materially  increased. 

London,  Sept.  8. 

Tar  Products.— has  been  no  important  change  in  the  position  of 
this  market  during  the  week.  The  demand  is  fairly  good,  considering  the 
time  of  year.  Prices  .may  be  taken  as  follows ; — Tar,  according  to 
position,  17s.  6d.  to  228  .  6d.  per  ton.  Benzol,  90  per  cent.,  3s.  IJd.  per 
gallon;  50  per  cent.,  2s.  4id.  Toluol,  Is.  9d.  per  gallon.  Solvent  naphtha. 
Is.  2d.  per  gallon.  Crude  naphtha,  30  per  cent..  Is.  per  gallon.  Light 
oil,  Sd.  per  gallon.  Creosote,  2d.  per  gallon.  Pitch,  128.  to  13s.  6d.  per  ton. 
Carbolic  acid  (crude),  38.  4d.  per  gallon.  Cresylic  acid,  9d.  per  gallon. 
Tar  salts,  15s.  per  ton.  Anthracene,  30  per  cent.,  “A”  quality,  Is.  6d. 
per  unit ;  “  B  ”  quality.  Is.  3d. 

Arrimonia  Products.— Th&te  is  a  slightly  better  feeling  in  the  sulphate 
market;  but  this  article  still  “  hangs  tire.”  It  has  changed  hands  during 
the  week  at  an  advance  of  several  shillings  on  the  previous  week’s  sales. 
Prices  ;  Sulphate  of  ammonia,  ±T1  5s.  to  ±11  7s.  6d.,  less  discount.  Gas 
liquor  (5°  Twaddel),  7s.  6d.  per  ton,  with  a  rise  or  fall  of  Is.  6d.  per 
degree.  Liquor  ammonia,  l|d.  per  lb.  Carbonate  of  ammonia,  3§d.  per  lb. 
Muriate  of  ammonia,  brown,  ±18  per  ton ;  white,  ±27.  Sal-ammoniac,  ±30 
per  ton. 

[From  the  Chemical  Trade  Journal,  Sept.  8.] 

Sulphate  of  Ammonia.— T'ii&  m&rk&t  is,  still  in  a  very  abnormal  state  i 
and  the  shyness  of  Continental  buyers  is  by  many  attributed  to  the  action 
of  Beckton  in  lowering  their  prices.  Liverpool  values  are  still  above  those 
obtainable  at  Hull;  and  there  is  still  but  little  offering  for  prompt 
delivery.  Leith  is  well  supplied  with  orders ;  aud  makers  are  eagerly 
following  the  course  of  the  market,  with  the  intention  of  making  their  Sep- 
tember-December  sales.  Beckton  prices  stand  at  ±11 5s. ;  Loudon  outside 
makes,  ±11  8s.  9d. ;  Liverpool,  ±11  10s. ;  Hull,  ±11  7s.  6d. ;  Leith,  ±11  5s. 

Tar  Products. — The  benzol  market  remains  much  in  the  same  inactive 
state  as  has  characterized  it  for  some  months  past.  The  fact  that  90’8 
benzol  has  not  risen  or  fallen  lately  is  due  to  there  being  not  a  tithe  of  the 
quantity  made  by  carbonizing  which  was  projected  at  this  time  last  year ; 
and  yet,  with  this  wonderfully  diminished  production,  it  has  scarcely  been 
able  to  hold  its  own.  We  have  no  hesitation  in  saying  that  should  ever 
the  quantity  be  required,  four  times  the  quantity  of  benzol  could  be  pro¬ 
duced  that  has  been  made  during  the  past  six  months.  The  price  of  90’3 
is  variously  quoted  from  2s.  lOd.  to  3s.,  and  50/90’8  at  23.  4d.  Pitch 
remains  without  change  in  value ;  but  it  has  been  in  fair  demand  lately  at 
old  rates. 


Lighting  op  the  Tees  with  Gas. — At  the  meeting  of  the  Tees  Con¬ 
servancy  Board  yesterday  week,  the  scheme  for  lighting  the  river  with 
compressed  gas,  which  has  received  the  approval  of  the  Commission  and 
of  the  Trinity  House  Brethren,  was,  on  the  recommendation  of  the  Works 
Committee,  ordered  to  be  proceeded  with  in  accordance  with  the  Engi¬ 
neer’s  report,  at  a  cost  not  exceeding  ±1800. 

South  Stockton  Gas  Supaly. — Some  time  ago  the  South  Stockton 
Local  Board  applied  to  the  Stockton  Corporation  to  have  the  price  of  gas 
in  South  Stockton  reduced  to  the  same  price  as  in  the  municipal  borough 
— namely,  from  2s.  8d.  to  28.  6d.  per  1000  cubic  feet.  The  Gas  Committee, 
at  the  meeting  of  the  Town  Council  last  Tuesday,  reported  that  they  could 
cot  see  their  way  to  make  the  suggested  reduction. 


Sale  of  Shares.— A  number  of  “A”  and  “  B  ”  shares  in  the  Clevedon 
Gas  Company  were  recently  disposed  of  by  auction  at  average  prices  of 
±16  7s.  6d.  aiid  ±14  10s.  6d.  respectively. 

Metropolitan  Gas  Company  op  Melbourne. — At  the  half-yearly  meet¬ 
ing  of  this  Company  held  on  July  27,  a  dividend  at  the  rate  of  17  per  cent, 
per  annum  was  declared;  ±20,000  was  added  to  the  reserve  fund  (raising 
it  to  ±133,750) ;  and  ±33,433  was  carried  forward. 

Eeductions  in  Price. — The  Osivaldtwistle  Local  Board  decided,  at 
their  meeting  yesterday  week,  that  the  price  of  gas  to  consumers  of 
400,000  feet  and  upwards  in  six  months  should  be  reduced  to  2s.  lOd.  per 
1000  cubic  feet,  and  to  consumers  of  less  than  that  quantity,  28.  lid.  per 
1000  cubic  feet,  with  5  per  cent,  discount  if  paid  for  on  or  before  the  last 

day  of  the  month  following  the  end  of  the  quarter. - The  proprietors  of 

the  Bungay  Gas-Worhs  have  notified  to  their  customers  that,  in  order  to 
encourage  the  further  consumption  of  gas,  the  price  will  be  reduced  from 

5s.  to  4s.  6d.  per  1000  cubic  feet,  on  and  after  the  Ist  prox. - The  Worh- 

ington  Local  Board,  at  their  last  meeting,  resolved  to  reduce  the  price  of 
gas,  on  the  Ist  prox.,  from  2s.  lid.  to  2a.  Sjd.  per  1000  cubic  feet. 

The  Introduction  of  Gas  in  Glasgow. — Our  Glasgow  Correspondent, 
writing  on  the  1st  inst.,  says:  “  Just  70  years  ago  to-day  (in  1818),  gas 
was  introduced  into  the  street  lamps  of  Glasgow  for  the  first  time.  A 
notice  of  the  event  appeared  in  the  Glasgow  Herald  (then  a  small  four- 
page  sheet,  published  bi-weekly,  at  7d.)  of  the  following  Friday.  The 
notice  ran  as  follows  ‘  For  the  last  three  evenings  a  part  of  Trongate, 
and  a  number  of  shops  in  the  town  were  lighted  with  gas.  The  appearance 
was  highly  beautiful,  particularly  last  night ;  and  when  the  Company  are 
enabled  to  carry  fully  into  execution  their  whole  plan,  we  anticipate,  from 
the  broadness  of  our  streets,  it  will  have  a  grand  efiect.  Some  malicious 
persons  having  removed  one  of  the  burners  on  Wednesday  evening,  a 
reward  of  ten  guineas  is  offered  for  such  information  as  may  lead  to 
their  conviction.’  ” 

Northern  Coal  Trade. — The  improvement  in  the  northern  coal  trade 
continues ;  and  there  have  been  contracts  decided  at  advanced  prices 
during  the  past  few  days.  Steam  coals  have  been  steady,  at  prices  which 
vary  from  7s.  6d.  to  7s.  9d.  f.o.b.  in  the  Tyne  for  best  qualities;  second 
qualities  being  lower.  For  gas  coals,  the  demand  is  large  and  growing. 
Some  interest  has  been  felt  in  the  decision  as  to  the  contracts  of  the  New¬ 
castle  Gas  Company.  Most  of  the  coal  was  offered  at  prices  varying  from 
6s.  to  6s.  6d.  The  Directors  of  the  Company  made  a  counter-offer  at  a 
price  which  is  3d.  per  ton  above  that  of  the  past  year,  or  about  6s.  IJd. ; 
but  this  offer  has  not  as  yet  been  accepted.  It  is  quite  probable,  however, 
that  this  will  be  about  the  price  on  the  average  ;  and  coal  delivered  at 
this  rate  must  be  held  as  cheap.  Other  contracts  show  a  slight  advance  ; 
so  that  it  must  now  be  concluded  that  an  advance  in  gas  coal,  both  sales 
and  contracted,  may  be  regarded  as  established.  Manufacturing  coal  is 
dearer;  but  household  coal  is  dull. 

Dover  Gas  Company. — At  the  half-yearly  meeting  of  this  Company  on 
Monday  last  week,  the  statement  of  accounts  presented  showed  that  the 
receipts  for  the  six  months  ending  June  30  amounted  to  ±13,448,  and  the 
expenditure  to  ±10,821 ;  leaving  a  balance  of  ±2627.  The  Chairman,  in 
moving  the  adoption  of  the  Directors’  report,  alluded  to  the  fact  that  not¬ 
withstanding  the  3d.  reduction  made  in  the  price  of  gas  in  January,  the 
profit  for  the  half  year  was  sufficient  to  pay  the  full  parliamentary  dividend. 
They  had  also  announced  a  further  reduction  of  2d.  per  1000  cubic  feet  as 
from  July  1  last.  With  reference  to  the  accounts,  the  reduction  in  price 
made  at  the  commencement  of  the  year  took  from  the  gas-rental  the  sum 
of  ±900 ;  but  with  the  increased  consumption  of  gas,  which  was  3'37  per 
cent.,  the  revenue  from  the  sale  of  gas  was  only  less  by  ±547  158.,  as  com¬ 
pared  with  the  corresponding  period  of  last  year.  Then  the  residuals  had 
increased  ±223  17s. ;  coke  and  tar  had  realized  ±100  more ;  sulphate  of 
ammonia,  ±123  extra  ;  stove-rentals,  ±12  9s. ;  and  the  interest  on  the  reserve 
fund  investment  was  more  by  ±41  Is.  2d.  The  total  revenue  had  increased 
by  ±270  17s.,  compared  with  the  corresponding  half  of  last  year.  The  total 
expenditure,  notwithstanding  the  increased  quantity  of  gas  sold,  was  less 
by  ±168.  The  manufacture  of  gas  and  residuals  under  the  management 
of  Mr.  E.  Herring  had,  he  said,  been  most  satisfactory.  The  report  was 
adopted ;  and  a  dividend  declared  at  the  rate  of  7J  per  cent,  per  annum, 
less  income-tax. 

Eesumption  of  the  Constant  Supply  of  Water  at  Liverpool.— Tester- 
day  week,  the  usual  meeting  of  the  Water  Committee  of  the  Liverpool 
City  Council  was  held,  when  the  proceedings  of  the  Executive  Committee 
included  the  following  report,  which  was  presented  by  Mr.  Parry,  the 
Engineer  of  the  Eivington  works  ; — “  The  volume  of  water  now  in  store  at 
Eivington  is  1547  million  gallons,  which  is  equal  to  about  three  months’ 
supply  at  the  present  rate  of  consumption.  Though  this  is  an  increase 
upon  the  volume  in  store  at  the  corresponding  date  last  year,  it  is  still  very 
considerably  less  than  the  usual  contents  of  the  reservoirs  in  the  month  of 
September.  Since  the  restoration  of  constant  service  in  the  year  1875,  the 
average  quantity  of  water  in  stock  at  the  beginning  of  September  has  been 
2679  million  gallons.  The  present  stock  of  water  is  therefore  1132  million 
gallons  below  the  average  of  the  last  twelve  years  ;  and  if  the  exceptional 
experience  of  last  year  were  repeated,  the  reservoirs  would  fall  to  an 
undesirably  low  level  in  the  coming  winter.  The  resources  of  the  Com¬ 
mittee  at  Eivington  are  thus  still  deficient ;  but  having  regard  to  the 
supplemental  supplies  which  have  been  provided,  and  especially  consider¬ 
ing  the  importance  to  the  community  of  restoring  a  constant  supply  at  the 
earliest  possible  date,  I  think  that  the  Committee  may  safely  resume  the 
constant  service  as  soon  as  due  notice  of  the  change  can  be  given.”  It 
was  resolved  that  the  constant  supply  should  be  resumed  on  the  following 
Thursday,  and  this  was  accordingly  done. 

Morecambe  Gaslight  Company. — At  the  annual  meeting  of  this  Com¬ 
pany  on  the  31st  ult.,  the  Directors  reported,  with  sincere  regret,  the 
death  of  their  Chairman  (Mr.  Alderman  Eoper),  in  whose  place  they  had 
appointed  Mr.  E.  Briggs.  They  also  stated  that  the  capital  account  had 
been  overdrawn  to  the  amount  of  ±639  17s.;  and  in  order  to  meet  this, 
they  proposed  making  a  call  of  ±1  per  share  on  the  800  old  shares  of  the 
Company.  The  revenue  received  during  the  past  year  was  ±3292  17s. ;  and 
the  expenditure  was  ±2213.  After  payment  of  mortgage  interest,  the 
profit  amounted  to  ±875  15s.,  which,  with  the  balance  from  last  year 
(±825  4s.),  made  a  total  of  ±1700  198.  An  interim  dividend  of  3J  per  cent, 
was  paid  on  March  1  last ;  and  a  similar  dividend  was  declared  at  the 
meeting— making  7  per  cent,  for  the  year,  free  of  income-tax.  In  moving 
the  adoption  of  the  report,  the  Chairman  stated  that  the  new  retort-house 
and  six  purifiers  which  they  had  been  erecting  were  now  completed.  The 
amount  expended  upon  them  was  ±4438  lOs.  9d.,  less  ±400,  which  has 
been  debited  to  revenue  account  in  consideration  of  the  old  purifiers 
and  old  bench  of  retorts  which  would  have  had  to  be  renewed  out  of 
the  revenue  ;  so  that  the  cost  of  the  extensions  stood  in  the  Company’s 
books  at  ±4038  168.  9d.  These  extensions,  he  said,  were  giving  every 
satisfaction,  and  would  enable  the  Company  to  send  out  double  the 
quantity  of  gas.  Votes  of  thanks  were  passed  to  the  Chairman  and 
Directors,  and  to  the  Manager  (Mr.  W.  Duff). 
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A  “  Substitute  fob  Gas  ”  to  be  Found  at  Castlefoed. — At  the  last 
ordinary  meeting  of  the  Castleford  Local  Board,  in  consequence  of  the 
Gas  Company  having  positively  declined  to  make  any  reduction  in  the 
price  of  gas  supplied  to  the  Board,  it  was  resolved,  on  the  recommendation 
of  the  Finance  Committee — “  That  the  Clerk  make  inquiries  as  to  the  feasi¬ 
bility  and  cost  of  providing  a  substitute  for  gas.” 

Chichester  Water-Works  Company.— A  very  favourable  report  was 
presented  by  the  Directors  at  the  recent  half-yearly  meeting  of  this  Com¬ 
pany.  It  stated  that  the  receipts  from  water-rents  during  the  last  three 
half  years  have  been  as  follows: — For  the  half  year  ending  June,  1887, 
£1143;  December,  1887,  £1187  ;  June,  1888,  £1184.  The  profits  for  the 
past  half  year  amounted  to  £753  11s.,  which,  together  with  the  balance  of 
profits  brought  forward  from  the  previous  half  year,  made  a  sum  of  £1701. 
Out  of  this  a  dividend  of  7s.  6d.  per  share  on  the  fully  paid-up  shares,  and 
of  6b.  per  share  on  the  partly  paid-up  shares  (£8  paid),  free  of  income-tax, 
was  declared  on  Feb.  ‘23  last,  amounting  to  £710.  After  carrying  £‘200  to 
the  reserve  fund,  there  remained  a  balance  of  £880,  from  which  the 
Directors  now  recommended  an  interim  dividend  of  8s.  9d.  per  share  on 
the  fully  paid-up  shares,  and  of  7s.  per  share  on  the  partly  paid-up  shares; 
being  at  the  rate  of  8|  per  cent,  per  annum,  free  of  income-tax.  The  report 
was  adopted. 

The  Gas  Question  at  Fleetwood. — The  Committee  recently  appointed 
at  a  meeting  of  Fleetwood  ratepayers,  to  inquire  into  the  methods  and 
cost  of  lighting  in  other  towns,  have  had  several  meetings  to  consider 
proposals  from  electric  lighting  and  other  companies ;  and  when  the 
sanction  of  the  Board  of  Commissioners  has  been  obtained  (and  it  will 
probably  be  granted  to-morrow,  Wednesday)  the  Committee  will  proceed 
to  towns  to  which  they  have  been  invited,  to  examine  modern  systems  of 
lighting.  The  inducements  to  adopt  the  electric  light  are  said  to  be 
locally  very  strong  ;  and  it  is  probable  that  for  street  illumination  the 
Committee  may  recommend  the  formation  of  a  Company  to  undertake  the 
lighting  of  the  town  by  electricity.  Failing  the  electric  light,  the  system 
patented  by  the  Automatic  Gas-Oil  Company  will  have  a  favourable  report 
from  the  Committee,  as  the  proprietors  of  this  process  have  offered  to 
enter  into  a  contract  to  light  the  town  as  effectively  as  at  present,  for 
25  per  cent,  less  than  is  being  paid  to  the  Gas  Company. 

Eefusino  to  Supply  Water. — At  the  Thames  Police  Court  on  Tues¬ 
day  last,  the  Secretary  of  the  East  London  Water-Works  Company  (Mr. 
I.  A.  Crookenden)  was  summoned  at  the  instance  of  Mr.  J,  H.  Johnson,  of 
St.  Ann’s  Wharf,  Limehouse,  for  refusing  to  supply  water  to  two  houses 
belonging  to  him.  The  complainant  said  that  the  reason  the  Company 
gave  for  refusing  a  supply  when  requested  to  do  so  was  that  he  declined  to 
put  in  storeage  cisterns.  Mr.  George  Kebbell,  on  behalf  of  the  Company, 
maintained  that  they  were  only  within  their  rights  in  not  giving  com¬ 
plainant  a  supply,  as  he  had  not  conformed  to  the  several  sections  of  the 
Acts  of  Parliament  bearing  on  the  matter.  Before  a  supply  was  given, 
the  Act  provided  for  the  putting  in  of  a  cistern  to  store  the  water ;  and 
if  it  was  not  done,  they  had  power  to  discontinue  the  supply.  Mr. 
Lushington  considered  that  the  complainant  was  entitled  to  a  supply,  but 
consented  to  have  the  case  adjourned  for  a  fortnight  to  have  the  fittings 
examined  ;  the  Company  in  the  meantime  undertaking  to  lay  on  a  supply 
without  prejudice. 

New  Water-Works  for  Limerick. — Last  Wednesday  the  ceremony  of 
turning  the  first  sod  of  the  new  water-works  which  the  Corporation  of 
Limerick  are  about  to  construct  at  Clareville  was  performed  by  the  Mayor, 
by  the  aid  of  a  silver  spade  which  was  presented  to  him  by  the  Engineers 
and  Contractors.  The  new  works,  it  is  stated,  will  cost  £35,000,  and  are 
based  on  a  turbine  scheme  devised  by  Messrs.  Cruise,  Browne,  and 
Fogarty,  Engineers,  of  Limerick.  Mr.  Dixon,  of  Dublin,  has  been  appointed 
Contractor  for  the  works  of  construction  to  the  extent  of  £16,000.  It  is 
estimated  that  the  works  will  take  from  eighteen  months  to  two  years  to 
complete;  and  the  cost  of  working,  after  completion,  is  put  down  at  £500 
annually.  The  scheme  is  in  the  first  instance  propulsion  and  elevation  by 
a  system  of  turbineson  the  Shannon,  near  the  Falls  of  Doonas.  The  water 
thus  raised  will  be  stored  at  Newcastle  Hill,  in  a  reservoir  having  a  capacity 
of  70  million  gallons.  The  reservoir  will  be  at  such  an  elevation  as  will 
secure  a  constant  supply  to  the  city  of  IJ  million  gallons  daily ;  and  the 

ressure  will  be  sufficient  to  force  the  water  over  the  top  of  the  highest 

ouse  in  Limerick.  After  the  ceremony,  the  Engineers  entertained  the 
representatives  of  the  Corporation  and  other  guests  at  luncheon. 
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GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 


PLEASE  ADDRESS  IN  FULL—  ^ 


HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT, 

TELEPHONE  No.  2688. 


Addres-s  foe  TELEGRAMS: 

‘‘  GWYNNEGRAM  LONDON.” 


LONDON,  W.C.,  ENGLAND. 


Thirty-three  Medals  at 
all  the  Great  International 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  ExhausterB,&o. 

Only  Medal  at  the  Liver¬ 
pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pnmping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 
duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 

passed  per  hour,  which 
are  giving  unqualified 
Satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  per  Minute, 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin- 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS 


GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hcut 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEFFIELD. 
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THE  BEITISH  ASSOCIATION  BEPORT  UPON  STANDARDS  OF 

LIGHT. 

It  would  be  pardonable  if  pbotometrists  had  forgotten  the 
existence  of  the  British  Association  Committee  on  Standards 
of  Light,  seeing  that  this  Committee  was  nominated  several 
years  ago,  and  has  never  done  anything  very  definite  towards 
settling  the  questions  which  its  members  have  taken  into 
consideration.  The  Committee  presented  their  final  report 
at  the  recent  Bath  meeting,  however,  and  have  thus  termi¬ 
nated  their  labours,  which  demand  some  notice  at  our  hands. 
Their  conclusions  are  not  of  a  startling  character,  since  they 
merely  confirm  those  stated  by  Mr.  Dibdin  in  his  report  to 
the  Metropolitan  Board  of  Works.  This  is  gratifying,  as  it 
is  rare  for  photometrical  research  committees  to  corroborate 
each  other.  Mr.  Dibdin’s  report  is,  therefore,  endorsed  by 
independent  authority  as  being  the  exposition  of  the  truth  as 
regards  photometrical  standards ;  and  perhaps  when  the 


London  County  Council  settles  into  work,  it  will  be  acted 
upon,  to  the  final  extinction  of  the  discredited  standard  candle. 
The  ground  covered  by  the  British  Association  Committee  is 
the  same  as  that  on  which  many  other  photometrists  have 
laboured  before  them.  They  took  samples  of  standard 
candles  of  different  makers,  including  one  special  kind  sub¬ 
mitted  for  examination,  and  they  compared  them  with  pen¬ 
tane  and  the  amyl-acetate  lamp.  With  regard  to  candles, 
they  arrived  at  the  conclusion  that  they  are  not  worthy  of 
being  called  a  standard,  for  the  same  reasons  that  have  often 
been  advanced  to  their  discredit.  Briefly,  it  is  found  that 
there  is  no  connection  whatever  between  the  parliamentary 
definition  of  a  standard  candle  and  its  illuminating  power. 
Spermaceti  does  not  mean  any  definite  chemical  composition 
— and,  besides,  candles  are  never  made  of  spermaceti  alone. 
There  is  no  definition  for  the  constitution  or  material  of  the 
wick ;  so  that  sc-called  standard  candles,  conforming  to  the 
terms  of  the  law,  can  be  made  which  nevertheless  vary  largely 
in  illuminating  power.  It  is  stated  in  the  report  that,  in  the 
preparation  of  spermaceti  for  candle  making,  considerable 
improvements  have  been  made  of  late  years,  which  introduce 
a  source  of  possibly  grave  error  in  photometry  by  the  standard 
candle.  The  manufacturer’s  object  is  to  separate  his  sperrna- 
ceti,  in  as  dry  a  condition  as  possible,  from  the  liquid  which 
accompanies  it  while  in  the  crude  state,  and  which  is  sperm 
oil.  Modern  processes  which  have  been  adopted  with  this 
view  have  resulted  in  the  separation  of  a  drier  solid,  with  a 
higher  melting  point,  than  was  obtainable  even  ten  years  ago. 
The  increased  difficulty  of  burning  this  dry  spermaceti  has 
necessitated  the  use  of  larger  wicks  in  the  candles,  which 
consequently  give  less  light  than  the  old  candles  consuming 
the  same  weight  of  material  with  small  wicks.  It  may  be 
remarked  here  that  this  conclusion  differs  from  that  arrived 
at  by  some  photometrists,  which  is  that  standard  candles 
give  more  light  now  than  formerly.  The  Committee 
emphasize  the  observations  that  the  illuminating  power  of 
candles  is  materially  affected  by  the  conditions  as  to  ventila¬ 
tion  under  which  they  are  burnt. 

The  Committee  naturally  have  something  to  say  about  the 
Violle  standard  of  light,  which  was  so  enthusiastically  adopted 
by  the  International  Congress  of  Electricians  that  met  in 
Paris  some  years  ago,  and  has  never  been  used  by  anybody 
but  its  author.  The  way  in  which  this  recommendation  of  the 
Congress  has  been  ignored  is  a  striking  commentary  upon  the 
futility  of  such  formal  certificates,  although  issued  by  the 
highest  authority,  when  unsupported  by  substantial  advan¬ 
tages.  Nobody  has  ever  been  able  to  make  use  of  the  Violle 
standard,  except  M.  Violle  himself ;  and  when  Mr.  Dibdin 
wished  to  try  it  in  the  course  of  his  own  exhaustive  inquiry, 
he  could  not  even  obtain  the  apparatus.  The  Violle  standard, 
however,  has  been  a  veritable  ignis  fatuus  for  photometrists. 
They  have  been  haunted  by  the  fancy  that  there  must  be  some¬ 
thing  in  it  to  have  attracted  the  patronage  of  the  Congress  of 
Electricians  ;  and  the  original  apparatus  being  unavailable, 
they  have  tried  a  variety  of  devices  for  throwing  the  light  of 
molten  or  solidifying  platinum  upon  an  ordinary  photo¬ 
metrical  screen.  The  results  have  not  been  satisfactory,  how¬ 
ever,  except  as  illustrations  of  the  practical  impossibility  of 
employing  light  radiations  from  the  surface  of  molten  metal. 
Very  much  to  his  own  satisfaction,  M.  Violle  has  demonstrated 
that  all  lights  of  combustion  must  of  necessity  be  fluctuating 
and  unreliable.  It  has  been  shown,  however,  by  abundant 
testimony,  that  this  objection  applies  even  more  strongly  to 
lights  of  radiation  from  molten  metallic  surfaces  ;  and  so 
the  platinum  unit  must  be  regarded  as  proved  by  the  majority 
of  witnesses  to  be  unworthy  of  further  consideration. 

The  Committee  had  the  advantage  of  the  use  of  Mr.  Dibdin's 
testing-room  and  his  four-way  photometer  at  Spring  Gardens 
— the  most  perfect  appliance  for  the  purpose  ever  used.  Here 
they  tried  against  each  other  standard  candles,  the  pentane 
standard,  the  new  pentane  lamp,  and  the  amyl-acetate  lamp. 
They  could  not  try  any  other,  for  the  simple  reason  that  there 
are  no  more  to  try.  It  was  at  one  time  hoped  that  a  standard 
light  could  be  obtained  from  an  incandescent  electric  lamp  ; 
but  this  hope  has  faded  with  extended  experience.  Conse¬ 
quently,  if  we  exclude  all  standards  of  the  Methven  type,  pro¬ 
duced  by  selecting,  by  means  of  a  screen,  the  steadiest  portion 
of  a  gas  or  oil-lamp  flame,  there  are  no  others  now  available 
besides  candles,  pentane,  and  amyl-acetate.  Between  these, 
selection  becomes  comparatively  easy.  The  candles  are 
rejected  on  account  of  the  range  of  their  variation  from  the 
average.  The  amyl-acetate  lamp  was  much  more  constant 
than  the  candles,  but  the  red  colour  of  its  light,  and  probably 
also  its  feebleness,  are  against  it.  It  will  in  all  probabihty 
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continue  to  be  used  for  some  photometrical  purposes,  however, 
because  of  its  extreme  handiness  and  simplicity,  in  which 
it  resembles  a  common  spirit-lamp.  Pentane  triumphed  on 
the  score  of  steadiness ;  and  is  accordingly  strongly  recom¬ 
mended  by  the  Committee,  who  “urge  most  earnestly  the 
“  importance  of  undertaking  such  action  as  is  possible  to 
“  ensure  the  immediate  rejection  by  the  Board  of  Trade  of 
“  the  parliamentary  caudle  as  a  standard  of  light,  and  the 
“  adoption  of  the  pentane  standard  in  all  future  work.”  They 
do  not  suggest  any  change  in  the  legal  name  of  the  standard 
of  light  for  the  United  Kingdom.  It  would  still  be  the 
“  standard  caudle,”  and  the  intelligible  and  convenient  term 
“  candle  power  ”  would  be  used  ;  but  the  unit  would  not  be 
indicated  for  photometrical  purposes  by  an  actual  candle, 
for  which  the  pentane  flame  would  be  substituted. 

For  gas  testing,  as  we  have  repeatedly  remarked,  whether 
pentane  or  candles  occupy  the  pride  of  place  as  the  legal 
standard,  the  convenient,  always-ready  Methven  unit  will 
remain  the  general  favourite.  The  British  Association  Com¬ 
mittee’s  report  does  not  make  any  mention  of  the  Methven 
device  ;  but,  for  all  that,  in  their  actual  work  with  Mr.  Dib- 
din’s  photometer  the  central  light  by  which  all  the  others  were 
compared  was  a  gas-flame  with  the  top  portion  screened  off. 
The  report  was  not  discussed  at  the  meeting  when  it  was  pre¬ 
sented,  which  is  rather  to  be  regretted,  as  discussion  might 
have  elicited  additional  information  from  the  author,  who  was 
present,  and  received  the  customary  vote  of  thanks.  The 
presentation  of  the  report  closes  the  chapter  of  contemporary 
investigations  respecting  standards  of  light  up  to  and  including 
the  pentane  era.  Henceforward  pentane  rules  supreme  as  the 
best  authorized  means  of  representing  the  light  of  a  legal 
candle  for  photometrical  purposes.  Something  better  may 
be  suggested  at  a  future  time ;  but  we  suppose  we  must 
declare  now  that  there  is  nothing  so  good  at  present  known  to 
science,  and  that  the  matter  must  be  allowed  to  rest  where  it 
is  until  a  well-accredited  rival  appears.  There  can  at  least  be 
no  justification  for  further  investigations  of  the  kind  now  con¬ 
cluded,  until  something  new  comes  forward  to  disturb  these 
conclusions.  There  can  be  no  possible  rivalry  between  the 
pentane  and  the  Methven  standards,  now  that  their  relative 
offices  have  been  settled  by  experience,  and  recognized  by  Mr. 
Dibdin’s  report.  The  pentane,  as  used  in  the  form  of  a  lamp, 
is  a  portable  standard,  available  for  photometrical  work  where 
gas  is  not  obtainable.  In  the  photometer-room  of  a  gas¬ 
works,  or  a  town  gas-testing  station,  the  Methven  screen, 
standardized  by  reference  to  the  pentane  flame,  is  convenienc  e 
itself.  This  is  the  practical  conclusion  of  the  whole  matter  ; 
and  it  is  to  be  hoped  that  next  time  the  subject  of  photo¬ 
metrical  standards  engages  pubhc  attention,  it  will  be  with 
reference  to  some  progressive  action,  and  not  to  investiga¬ 
tions  and  reports,  of  which  there  are  now  enough. 

ME.  CAKE  EESIGNS. 

The  Halifax  “gas  scandal”  has  entered  upon  a  new  phase 
by  the  resignation  of  Mr.  W.  Carr,  Manager  of  the  Corpora¬ 
tion  Gas-Works,  in  consequence  of  the  action  of  the  Town 
Council  commented  upon  in  these  columns  last  week.  The 
Town  Council  unanimously  resolved  that  Mr.  Carr  must  insti¬ 
tute  proceedings  against  the  Pall  Mall  Gazette  or  resign.  Two 
months  ago  the  Council  were  advised  that  no  sufficient  cause 
of  action  existed  for  anybody  against  the  newspaper  in  ques¬ 
tion  ;  but,  notwithstanding  this  opinion,  pronounced  by  their 
own  Counsel,  they  sought  to  force  Mr.  Carr  to  commence 
proceedings,  upon  peril  of  losing  his  appointment.  Mr.  Carr’s 
position  in  regard  to  the  matter  is  very  clearly  set  forth 
in  the  communication  from  his  Solicitors  (notifying  the  course 
taken  by  him  under  advice)  to  the  Town  Clerk,  and  which 
will  be  found  elsewhere.  It  is  herein  stated  that  “  notwith- 
“  standing  all  that  was  advanced  in  alleged  justification  of  the 
“  course  the  Council  were  taking,  our  client  is  still  advised 
“  that  no  action  can  possibly  lie  against  the  proprietors, 
“printers,  or  editor  of  the  Pall  Mall  Gazette;  and  therefore 
“  to  commence  the  proceedings  required  by  the  Council  is  out 
“  of  the  question.”  Consequently,  Mr.  Carr  accepts  the  only 
possible  alternative,  short  of  defying  the  Corporation  as  con¬ 
templated  in  our  last  week’s  notice  of  the  affair.  A  sentence 
in  his  Solicitors’  letter,  however,  reserves  the  right  of  en¬ 
forcing  against  the  Corporation  “  such  claims  as  the  action 
“  of  the  Council  may  enable  him  to  make.”  And  now,  what 
will  the  Corporation  do  ?  They  cannot  let  the  matter  rest 
where  it  is.  They  thought  it  would  be  a  simple  and  easy 
way  out  of  their  troubles  to  make  their  Gas  Manager  a  scape¬ 
goat  ;  but  now  that  he  has  preferred  to  sacrifice  his  appoint¬ 
ment  rather  than  undertake  a  task  pronounced  hopeless  by  his 


and  their  advisers,  what  course  remains  for  the  Council?  It 
seems  to  us  they  will  have  to  go  on  just  as  though  they  had 
never  thrown  Mr.  Carr  overboard  ;  but  with  the  additional 
load  of  a  manifest  act  of  injustice.  Once  more  it  has  been 
demonstrated  that  the  simplest  course  out  of  a  difficulty — 
by  shifting  it  on  to  somebody  else’s  shoulders — is  not  always 
the  best.  The  more  the  course  taken  by  the  Town  Council 
is  looked  at,  the  uglier  it  appears.  According  to  the  local 
newspapers  of  the  day  or  two  after  the  Council  meetmg  at 
which  the  ultimatum  to  Mr.  Carr  was  agreed  upon,  this  action 
met  with  the  general  approval  of  the  townspeople ;  and  it 
was  even  reported  that  there  was  experienced  in  the  town  a 
feeling  of  relief  at  the  imaginary  prospect  of  something  at 
last  being  done  to  clear  off  the  cloud  of  suspicion  that  has 
rested  over  the  Municipality  ever  since  the  publication  of  the 
Pall  Mall  Gazette  innuendo.  This  feeling  was  natural  under 
the  circumstances;  for  most  people  like  to  know  that 
“  something  is  being  done  ”  in  an  emergency,  and  are  not 
particularly  curious  at  first  as  to  whether  the  “  something” 
IS  the  right  thing  or  not.  In  this  case,  however,  the  action 
of  the  Council  has  “missed  fire”  so  completely,  and  Mr. 
Carr  is  so  clearly  in  the  right  in  the  position  which  he  has 
taken  up,  that  we  are  inclined  to  imagine  that  by  this  time 
not  a  few  of  the  doubtless  well-meaning  Town  Councillors 
who  agreed  to  the  minatory  resolution,  regret  their  hasty 
vote.  It  is  reported  now  that  public  opinion  in  the  town  has 
veered  round,  and  is  setting  as  strongly  in  Mr.  Carr’s 
favour  as  it  did  against  him  for  the  day  or  two  after  it 
was  shown  that  he  was  deserted  by  the  whole  body  of  the 
Town  Council.  The  fickle  wind  of  popular  applause  is  not 
to  be  counted,  however,  among  the  elements  out  of  which 
a  man’s  reputation  is  to  be  maintained ;  and  we  may 
be  sure  that  Mr.  Carr  and  his  advisers  are  not  under  any 
illusion  in  this  respect.  Whatever  may  be  hoped  or  feared 
in  the  town,  outsiders  will  not  refuse  to  listen  to  Messrs. 
Storey  and  Co.’s  plea  for  suspension  of  judgment  in  the 
matter.  Something  definite  is  certain  to  come  out  of  the 
maze  before  long.  We  notice  in  a  local  newspaper  that  Mr. 
Ellis  Lever  has  deemed  the  business  ripe  for  exhibiting  his 
personality  again,  in  his  favourite  character  of  the  Patron  of 
Purity  ;  having  come  forward  with  another  of  those  glitter¬ 
ing  offers  of  money  premiums  of  which  he  is  so  fond — to  be 
bestowed  in  this  case  upon  the  Halifax  Infirmary,  in  the 
event  of  the  vaguely-accused  persons  being  able  to  clear 
themselves.  We  do  not  at  all  like  giving  Mr.  Lever  this 
additional  “  advertisement ;  ”  but  the  aroma  of  the  seeth¬ 
ing  Halifax  “  stew  ”  would  not  be  perfect  without  the  Lever 
flavouring.  Meanwhile  we  cannot  withhold  an  expres-ion  of 
congratulation  to  Mr.  Carr’s  advisers  for  the  admirable 
position  they  have  taken  up  in  the  interest  of  their  client. 
His  acceptance  of  the  alternative  to  the  impossible  legal  pro¬ 
ceedings  dictated  by  the  Town  Council,  preserves  him  from 
antagonism  to  that  body,  and  is,  indeed,  an  expression  of 
respect  for  them.  At  the  same  time  it  leaves  them  precisely 
where  they  were  before,  and  under  the  same  responsibility 
for  dealing  at  first-hand  with  Mr.  Fox’s  allegations.  The 
Mayor  has  a  difficult  part  to  play.  He  is  naturally  enough 
reluctant  to  arm  Mr.  Fox  with  an  indemnity ;  and  yet  he  is 
told  that  nothing  can  be  done  without  it.  There  will  be 
plenty  of  interest  in  the  development  of  this  affair. 

THE  LIGHTING  OF  WOLVEEHAMPTON. 

In  our  last  week’s  issue  appeared  a  long  and  important 
report  of  the  Special  Gas  Committee  of  the  Wolverhampton 
Town  Council  relative  to  the  lighting  of  the  borough,  which 
will  be  found  worthy  of  attentive  study  by  those  who  desire 
general  information  respecting  modern  systems  of  artificial 
lighting,  as  well  as  by  the  ratepayers  of  the  town.  The 
Committee  took  into  consideration  the  use  of  oil-lamps 
and  electricity  as  possible  for  the  lighting  of  the  borough  , 
but  the  former  are  dismissed  with  very  little  notice  and  no 
favour.  Upon  the  possibilities  of  electric  lighting  the  report 
is  decidedly  ambiguous.  It  says  a  good  deal  in  support  of  the 
idea  that  the  town  might  be  lit  by  electricity  in  competition 
with  gas,  but  does  not  come  to  the  point  of  recommending 
the  Council  to  undertake  such  a  venture  on  their  own 
account ;  nor  does  it  contemplate  with  favour  the  alternative 
of  sanctioning  the  establishment  of  a  local  electric  lighting 
company.  This  timidity  on  the  part  of  the  Committee  is 
very  significant.  They  obtained  estimates  fiom  Messrs. 
Elwell-Parker,  Limited,  well-known  electricians  carrying  on 
business  in  the  town  ;  and  this  firm  actually  went  so  far  as 
to  recommend  the  Corporation  to  speculate  in  electric  light- 
j  ing  for  the  whole  district,  laying  down  for  this  purpose  plant 
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for  supplying  40,000  lamps,  in  which  case  they  asserted  that 
“  the  present  price  of  gas  in  Wolverhampton  could  be 
“successfully  competed  witli  by  electricity.  That  the 
Committee  who  obtained  this  information  should  have  been 
content  to  place  it  upon  record,  without  a  word  of  recom¬ 
mendation,  is  a  most  significant  commentary  upon  its 
practical  value.  It  may  be  gathered  from  the  report  as  a 
whole,  however,  that  the  Committee  considered  their 
principal  duty  to  consist  in  investigating  the  affairs  of  the 
Gas  Company,  with  a  view  to  discovering  some  way  oi  put¬ 
ting  pressure  upon  the  Directors  to  obtain  concessions  in  the 
matter  of  price  and  in  other  respects.  To  this  end  they 
placed  the  filed  accounts  of  the  Company  in  the  hands  ot 
Messrs.  Howard  Smith,  Slocombe,  and  Co.,  for  analysis^  and 
comparison  with  data  furnished  by  other  gas  undertakings. 
Before  submitting  their  Accountants’  report  to  the  Council, 
however,  they  showed  it  to  the  Solicitors  of  the  Company , 
and  obtained  their  explanations,  which  were  again  remitted 
to  the  Accountants  for  criticism.  The  report  consequently 
contains,  in  the  first  place,  the  Accountants  statements, 
followed  by  the  commentaries  of  the  Company ;  and  these 
again  are  capped  by  the  Accountants.  It  must  be  admitted 
that  the  investigation  did  not  result  in  the  discovery  of  any¬ 
thing  very  damaging  to  the  Company.  Their  worst  offence 
seems  to  have  been  the  payment  of  dividends  free  of 
income-tax ;  and  when  confronted  with  this  impeachment, 
the  Directors  simply  deny  that  they  have  been  in  the  wrong, 
and  declare,  almost  in  as  many  words,  that  they  inean  to 
go  on  doing  as  they  have  hitherto  done.^  As  to  this,  it  is 
necessary  to  tell  them  that  such  a  position  will  be  found 
untenable.  Although  there  is  nothing  else  of  a  definite 
character  alleged  against  the  Company,  they  are  accused  in 
very  serious  terms  of  grave  mismanagement  of  their  manu¬ 
facturing  and  commercial  concerns.  The  Committee  of  the 
Town  Council  believe  and  have  persuaded  the  Council  that 
the  Company  require  to  be  awakened  to  a  sense  of  their  duty 
to  the  community  whom  they  serve.  They  “  feel  strongly 
“  that  the  period  has  now  arrived  when,  in  common  with  all 
“  other  commercial  undertakings,  the  Gas  Company  should 
“  recognize  the  necessities  of  the  times,  and  so  far  re- 
“  organize,  if  needful,  the  details  of  their  business  as  to 
“  give  the  public  such  concessions  as  are  possible  without 
“  invading  the  profits  upon  their  capital  which  the  pro- 
“  prietors  naturally  expect.”  This  is  as  much  as  to  say 
that  fresh  blood  is  wanted  in  the  administration  of  the 
affairs  of  the  Company.  In  other  respects  the  recommenda¬ 
tions  of  the  report  are  very  mild. 

A  QUESTION  OF  METHOD. 

So  much  has  been  published  in  these  columns  at  different 
times  on  the  economy  of  generator  and  regenerator  furnaces, 
that  we  are  very  loth  to  begin  to  discuss  the  subject  again. 
The  point  which  we  desire  to  make  at  present,  however,  is  not 
a  controversial  one,  but  is  merely  a  statement  of  an  obvious 
truth.  It  is  that  nobody  has  ever  yet  been  able  to  give  the 
results  of  working  with  these  furnaces  in  comparison  with 
others  of  the  same  or  of  the  older  direct- acting  class,  in  a  way 
that  satisfies  everybody.  If  the  weight  of  fuel  required  for 
the  work  of  carbonization  is  carefully  calculated  out  as  a  per¬ 
centage  of  the  weight  of  coal  put  into  the  retorts,  somebody 
is  certain  to  object  that  this  must  have  been  gathered  from 
working  under  “  test  conditions,”  and  that  these  cannot  be  ex¬ 
pected  in  the  ordinary  way  of  retort-house  management,  year 
in  year  out.  It  will  also  be  remarked  that  nothing  is  more 
difficult  than  obtaining  absolutely  fair  returns  when  stokers 
and  firemen  know  that  their  superior’s  desire  is  fixed  upon 
securing  a  good  showing  for  any  experiment  upon  which  he 
has  set  his  mind.  If,  on  the  other  hand,  a  Gas  Manager  es¬ 
chews  all  test  weighings,  and  simply  declares  that,  whereas  he 
once  sold  so  much  coke  out  of  the  yard  before  adopting  a  cer¬ 
tain  system  of  retort -setting  or  heating,  he  has  since  sold  so 
much  more,  the  statement  is  found  fault  with  as  unscientific 
and  misleading.  Differences  in  the  yield  of  coke  from  various 
kinds  of  coal  are  “  thrown  at  his  head;  ”  and  in  the  end  he 
must  be  a  patient  man  if  he  does  not  sometimes  repent  having 
had  the  temerity  to  say  anything  about  his  working.  This 
comment  is  not  a  novel  one  ;  but  it  bears  repetition.  For  all 
that  may  be  remarked  to  the  contrary,  we  hold  to  the  opinion 
that  the  practical  “  sales  ”  test  is  a  good  one,  more  especially  in 
the  case  of  very  small  works.  When  a  Manager  of  such  an 
establishment  is  able  to  say,  for  example,  that  without  desiring 
to  compare  his  own  particular  fancy  in  retort-settings  with 
others,  to  their  detriment,  he  is  able  to  get  through  the  sum¬ 
mer  without  buying  fuel,  as  he  once  did,  and  even  to  sell  a 


certain  quantity  of  his  make  of  coke  at  such  times,  one  cannot 
help  thinking  that  this  is  ample  justification  for  his  satisfac¬ 
tion  with  his  working  under  the  new  conditions,  and  for  his 
publigation  of  them  for  the  benefit  of  less  fortunate  colleagues. 
In  saying  so  much,  we  do  not  mean  to  deny  the  value  of  more 
precise  tests ;  but  we  do  think  that  the  practice  of  complain¬ 
ing  that  when  a  man  widtes  a  paper,  or  gives  results  of  work¬ 
ing  for  what  they  are  worth,  he  has  not  done  so  in  some 
different  way,  can  be  pushed  to  such  an  extreme  as  to  deter 
others  from  contributing  useful  information.  If  errors  are 
committed,  or  bad  faith  suspected,  by  all  means  let  right  be 
done  by  valid  criticism.  We  offer  these  remarks  not  with 
any  view  to  personal  applications,  new  or  old,  but  purely  in 
the  interests  of  future  writers  of  technical  papers,  and  of 
Secretaries  of  Associations  in  difficulties  with  respect  to  the 
elicitation  of  such  communications  from  authors  who  rnay 
have  a  plain  story  to  tell,  but  do  not  like  the  idea  of  being 
dragged  into  controversies  respecting  their  manner  of  telling  it. 
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GAS  AND  WATEE  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  521.) 

Business  on  the  Stock  Exchange  was  again  very  active  all  last 
week;  and  the  settlement  was  a  heavy  one.  The  tendency  of 
almost  all  descriptions  has  been  upward,  with  the  exception  of 
American  Rails  ;  the  failure  of  one  of  the  chief  granger  lines  to 
earn  even  its  preference  dividend  for  the  last  bad  half  year  being  a 
serious  blow.  The  Bank  of  England  rate  was  raised  on  Thursday 
from  3  per  cent,  (at  which  it  had  stood  for  fiyo  weeks)  to  4  per 
cent.  It  was  only  last  week  that  we  wrote  anticipating  that  the 
rate  would  remain  unvaried ;  but  we  have  nothing  to  retract,  for 
the  change  was  a  general  surprise.  Business  in  the  Gas  depart¬ 
ment  has  been  on  the  whole  only  moderate,  although  a  few  issues 
have  been  more  than  usually  active.  The  changes  in  the  quota¬ 
tions  are  somewhat  irregular  and  capricious.  South  Metropolitan 
“  A  ”  and  Commercial  old  have  been  lowered  ;  the  former  2,  and 
the  latter  1.  But  at  the  same  time,  not  a  single  transaction  has 
been  marked  in  either  of  them.  South  Metropolitan  “  A’’^now 
figures  to  return  |  per  cent,  more  for  money  than  the  “  B;  ”  but 
we  do  not  know  why.  Gaslight  “  A  ”  has  been  extremely  steady 
all  the  week,  at  about  255  ;  all  transactions  marked  ranging  no 
more  than  a  fraction  higher  or  lower.  _  The  demand  for  debenture 
and  secured  issues  has  been  much  quieter.  Imperial  Continental 
has  risen  1 ;  having  changed  hands  repeatedly  at  210^.  In  Con¬ 
tinental  Unions,  the  fully-paid  shares  are  put  down  i,  and  the 
partly  paid  put  up  i,  which  brings  them  more  nearly  together  in 
point  of  value.  The  only  other  change  is  a  rise  of  1  in  Buenos 
Ayres  debentures.  Water  was  quiet  and  very  firm  during  the 
earlier  portion  of  the  week  ;  and  several  issues  made  considerable 
further  advances.  But  towards  the  close  there  was  some  disposi¬ 
tion  to  realize.  For  the  last  two  or  three  months,  the  stocks  have 
been  steadily  rising  ;  and  a  good  profit  can  be  made  out  of  them  at 

present  figures.  ,  ,  -  •  /-, 

The  daily  operations  were :  On  Monday,  the  business  in  Gas 
was  very  restricted,  and  offered  no  feature  of  note,  bouth  Metro¬ 
politan  “A”  receded  2;  but  Imperial  Continental  advanced  1. 
Nothing  at  all  was  done  in  Water.  Tuesday’s  Gas  business  was 
mainly  in  foreign  undertakings  ;  the  home  companies  being  scarcely 
dealt  in  at  all.  Buenos  Ayres  debentures  rose  1  ;  and  Continental 
Union,  partly  paid,  i.  But  Commercial  old  fell  1.  In  Water, 
Chelsea  advanced  2  ;  and  Lambeth  and  Southwark  ordinary,  1 
each.  There  was  no  increase  in  activity  in  the  Gas  department 
on  Wednesday;  and  all  prices  remained  unchanged.  Water  was  a 
shade  busier ;  and  Chelsea  rose  2  more.  New  River  debentures 
also  improved  1.  Thursday’s  business  in  Gas  was  only  moderate, 
and  prices  were  but  fair.  Continental  Union,  fully  paid,  receded  i. 
Water  was  about  the  same.  Lambeth  advanced  1  more,  and  was 
marked  at  top  price.  Southwark  ordinary  rose  2.  On  Friday, 
business  in  Gas  was  much  the  same  as  the  previous  day,  and  prices 
remained  at  the  same  level.  Water  was  extremely  active,  and  a 
good  many  issues  changed  hands;  but  the  figures  were  mostly  low. 
On  Saturday  there  was  a  little  done  in  Gas  at  fair  prices ;  but 
Water  was  an  absolute  blank.  All  quotations  remained  without 
further  change.  _ _ 

ELECTRIC  LIGHTING  MEMORANDA. 

PROFESSOR  AYRTON  ON  THE  ELECTRICAL  TRANSMISSION  OF  POWER— A  TOTAL 
ECLIPSE  AT  BARNET— RIVALRY  AT  LEAMINGTON— A  PANEGYRIC  ON  ELEC- 
TBICITY — THE  LIGHTING  OF  THE  MANCHESTER  EXHIBITION  LAST  YEAR. 

The  popular  lecture  which  is  always  a  feature  of  the  British 
Association  meetings  was  this  year  delivered  by  Professor  Ayrton  ; 
the  subject  being  the  “  Electrical  Transmission  of  Power.”  The 
lecture  (of  which  an  abstract  appears  elsewhere)  was  very  popular, 
for  there  is  nothing  like  electricity  for  amusing  an  audience  ;  and 
Professor  JAyrton  is  a  very  able  expositor.  He  knows  exactly  the 
sort  of  explanations  and  experiments  that  will  interest  a  popular 
audience  ;  and  he  gave  plenty  of  the  latter  at  Bath.  With  regard 
to  the  subject  which  furnished  a  title  for  his  lecture,  the  learned 
Professor  did  not  say  very  much  that  was  new.  He  claimed  for 
electrical  distribution  of  power  economy  of  fuel,  more  perfect  con¬ 
trol  over  each  individual  machine,  ability  to  bring  the  tool  to  the 
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work  instead  of  requiring  the  work  to  be  brought  to  the  tool, 
greater  cleanliness,  and,  lastly,  the  advantage  that  the  power  which 
during  the  daytime  is  used  for  driving  machinery  can  be  used 
during  the  night  for  giving  light.  These  claims  suggest  some 
reflection.  The  Professor  did  not  explain  how  it  is  that  the  electri¬ 
cal  distribution  of  power,  which  he  said  was  so  economical  of  coal, 
is  so  expensive  in  money.  He  did  little  more  than  hint  at  M. 
Deprez’s  disastrous  experiments  in  this  line,  which  were  too  much 
even  for  the  Paris  Kothschilds.  He  could  not  explain  why  the  gas- 
engine  and  the  hydraulic  motor  are  so  popular  in  London  and 
and  other  great  centres,  while  electric-motors,  at  least  as  old  as 
the  latter,  are  so  rarely  heard  of.  And,  with  regard  to  his  last 
claim,  what  does  it  mean,  except  that  all  work  with  electro-motors 
must  cease  at  dusk  ?  This  may  be  a  desirable  result  from  the 
humanitarian  standpoint ;  but  it  was  not  precisely  from  this  point 
of  view  that  Professor  Ayrton  was  recommending  electrical  distri¬ 
bution.  On  the  whole,  the  lecture  may  be  fairly  described  as  bril¬ 
liant  ;  but  it  left  the  subject  pretty  much  as  it  was,  ending,  as  it 
began,  with  a  display  of  electrical  fire-works.  Professor  Ayrton 
would  scarcely  like  to  be  told  that  the  Bath  public  enjoyed  his  dis¬ 
play  much  as  though  it  had  been  an  indoor  copy  of  Brock’s  or 
Pain’s  pyrotechny ;  but  such  a  rendering  would  not  be  far  from 
the  truth. 

Poor  Barnet !  Only  a  week  ago  it  was  proclaimed  in  a  score  of 
newspapers  as  being  the  most  enterprising  little  town  in  the  king¬ 
dom,  on  account  of  the  Local  Board  having  taken  up  with  electric 
lighting  for  the  streets ;  and  now  the  inevitable  extinction  has 
come  already.  “  Owing  to  an  unfortunate  accident,”  as  one  of  the 
newspapers  remarks,  “  the  electric  light  which  was  installed  with 
success  at  Barnet  a  fortnight  ago  suddenly  collapsed  on  Wednes¬ 
day  night,  and  the  town  was  left  in  total  darkness  for  some  hours.” 
The  old  story.  Of  course,  the  system  was  not  to  blame.  It  was 
only  a  new  and  improved  dynamo  that  struck  work  at  an  incon¬ 
venient  time,  on  account  of  the  overheating  of  a  bearing.  Still, 
notwithstanding  all  the  pains  of  the  electrical  contractor  and  his 
newspaper  apologists,  the  interesting  fact  remains  that  he  plunged 
Barnet,  that  “  go-ahead  town,”  in  total  darkness  for  several  hours. 
We  have  no  desire  to  unduly  magnify  this  awkward  episode,  which, 
if  it  had  been  the  only  one  of  its  kind,  might  have  escaped  notice. 
Seeing  how  persistently  electric  lighting  machinery  disappoints  its 
patrons  at  awkward  times,  however,  one  is  bound  to  notice  its 
return  to  its  old  tricks,  even  when  tried  in  new  places. 

There  is  a  fresh  development  of  the  electric  lighting  question  at 
Leamington.  A  London  firm  have  written  to  the  Corporation 
offering  to  introduce  into  the  town  what  is  called  the  “  Water- 
house  ”  system  of  electric  lighting,  apparently  in  competition  with 
the  local  Chamberlain  and  Hookham  Company.  We  do  not  know 
what  this  particular  system  of  electric  lighting  may  be.  Westing- 
house  we  know;  but  who  is  or  what  is  Waterhouse  ?  However, 
the  dazzling  prospect  is  held  out  to  Leamington  that  if  the  Cor¬ 
poration  will  favour  this  particular  system,  the  town  will  “  stand 
on  a  par  with  Berlin  and  other  cities  on  the  Continent.”  The 
style  of  the  letter  does  not  give  a  reader  any  very  high  opinion  of 
the  writers  ;  but  this  is  perhaps  mere  prejudice.  There  is  a  grand 
vagueness  about  the  project  also,  for  beyond  remarking  that  “  the 
most  successful  manner  of  lighting  is  to  use  arc  lamps  for  street 
lighting,  and  50  or  100  candle  power  incandescent  lamps  for  shop 
lighting,  and  16-candle  power  lamps  for  domestic  purposes,”  the 
promoters  say  nothing  to  indicate  what  their  system  is.  Still  less 
do  they  show  concerning  its  cost,  for  there  is  not  a  single  reference 
or  hint  of  the  money  side  of  the  question,  which  is  gracefully 
kept  in  the  background.  Very  little  notice  was  taken  of  the  offer 
of  this  public-spirited  London  firm.  It  was  perhaps  considered 
that  it  would  have  looked  better  if  they  had  directed  their  atten¬ 
tion  in  the  first  place  to  other  towns  where  there  would  not  have 
been  the  suspicion  of  rivalry  with  other  electricians  struggling 
to  make  a  paying  business  under  unfavourable  conditions. 

Mr.  John  Stent  has  published  a  little  book  entitled  “Electricity 
versus  Gas,”  “  as  a  small  contribution  to  aid  in  extending  the  know¬ 
ledge  of  electric  lighting  in  this  country,  and  to  promote  intelligent 
confidence  in  electricity  as  the  certain  illuminant  of  the  future,  for 
the  whole  world.”  If  one  asks  who  is  Mr.  Stent,  that  he 
should  come  forward  at  this  time  of  day  in  his  self-appointed 
character  of  “  promoter  ”  of  electrical  knowledge,  the  answer  is 
not  easily  forthcoming.  The  book  is  a  long  panegyric  of  electricity 
and  disparagement  of  gas,  but  with  what  object  it  has  been  written 
and  published  remains  a  mystery.  It  is  conspicuously,  even  pain¬ 
fully  vague.  There  is  not  one  reference  in  its  feeble  pages  to  any 
particular  system,  so  that  it  is  scarcely  an  advertisement;  while 
the  eulogistic  tone  of  every  reference  to  electric  machines,  lamps, 
&c.,  removes  it  from  the  rank  of  purely  scientific  and  technical 
manuals.  Indeed,  it  is  the  perfection  of  commonplace  writing ; 
for  there  is  little  use  made  anywhere  of  figures,  and  there  is  not  a 
statement  in  the  whole  book  which  conveys  any  fresh  information, 
or  discloses  a  new  view  of  its  subject  to  a  reader  of  ordinary 
intelligence  and  scientific  training.  Why  are  such  books  written? 
It  is  a  question  more  easily  put  than  answered.  Mr.  Stent  asks 
sixpence  for  his  book ;  but  we  cannot  truthfully  say  that  it  con¬ 
tains  sixpennyworth  of  information  for  anybody.  It  is  not  a  work 
that  one  can  usefully  quote  from ;  but  we  cannot  resist  the 
temptation  of  giving  one  passage  from  the  author’s  peroration. 
“  In  discovering  and  applying  electricity  to  the  service  of  man,” 
he  exclaims  in  a  fine  phrensy,  “we  have  found  the  heir  to  the 
sun,  and  his  regent  when  his  rule  is  suspended.  In  electricity  we 
have  reached  an  ultimate  beyond  which  there  is  no  successor. 
The  work  of  the  savants  of  our  time  is  to  enable  the  historian  of 


this  nineteenth  century  to  say :  ‘  Within  the  last  quarter  of  the 
century  electricity  became  the  common  light  of  the  United 
Kingdom,  and  of  all  the  civilized  nations  of  the  earth.’  ”  There¬ 
fore,  why  should  people  be  afraid  to  risk  their  money  in  electric 
lighting  speculations  ? 

The  report  of  the  Executive  Committee  of  the  Manchester  Koyal 
Jubilee  Exhibition — preliminary  copies  of  which  were  issued  to 
the  press  last  week — contains  some  particulars  of  interest  in 
relation  to  the  electric  lighting  of  the  building  and  grounds.  As  the 
Committee  remark,  the  installation  was  one  of  the  largest  yet 
erected  in  this  country ;  and  its  cost  was  on  an  equally  liberal 
scale.  The  cost  to  the  Committee  was  no  less  than  i 10,238  12s.  4d. 
For  this  sum  they  had  in  actual  use  512  arc  and  3570  incandescent 
lamps ;  the  former  being  in  use  for  556,  and  the  latter  for  560 
hours.  Eoughly,  therefore,  the  lighting  by  electricity  cost  the 
Committee  rather  less  than  ^20  an  hour.  This  was  not,  however, 
the  [sole  cost;  for  it  does  not  include  the  extra  lamps  which  exhi¬ 
bitors  contracted  for,  to  light  their  own  special  exhibits  and  add  to 
the  attractiveness  of  their  individual  parts  of  the  show.  Nor  was 
the  electric  light  the  sole  illuminating  agency  employed.  Through¬ 
out  the  machinery  section  and  some  of  the  other  departments,  gas 
was  extensively  used  ;  while  in  the  grounds  there  were  no  fewer 
than  10,000  various  coloured  oil-lamps.  With  reference  to  the  in¬ 
stallation,  it  appears  that  tenders  were  invited  from  all  the  leading 
firms  of  electrical  engineers  ;  and,  after  considering  them,  the  Com¬ 
mittee  accepted  that  of  the  Anglo-American  Brush  Electric  Light 
Corporation  for  the  arc  lights,  and  that  of  the  Manchester  Edison- 
Swan  Company  for  the  incandescent  lamps.  The  actual  number 
of  arc  lights  contracted  for  was  546  ;  and  these  were  arranged  in  24 
circuits.  But  one  of  the  circuits  was  afterwards  cut  out,  and  the 
number  of  lights  reduced  to  the  512  already  mentioned.  They  were 
to  be  in  use  600  hours  ;  but  they  were  actually  employed  for  only 
556.  The  incandescent  lights  were  used  in  the  art  galleries  and 
for  other  internal  lighting ;  and  they  were  in  use  for  560  out  of  the 
600  hours.  During  the  whole  of  the  time,  say  the  Committee,  no 
electrical  failures  occurred ;  and  the  lighting  was  extremely  satis¬ 
factory.  All  which  goes  to  prove  that  the  Manchester  people  were 
extremely  fortunate ;  and  that,  where  cost  is  not  a  matter  for 
serious  consideration,  good  results  may  be  achieved  by  electrical 
engineers. 

THE  LAWRENCE  GAS  AND  OTHER  SIMILAR  SCHEMES. 
The  time  of  competitive  proprietary  gas  schemes  has  come  again, 
just  as  though  electric  lights  were  a  dream  of  the  night.  As 
we  glance  though  our  piles  of  technical  journals  published  at 
home  and  abroad,  we  here  and  there  stumble  upon  announce¬ 
ments  that  recall  the  palmy  days  of  Dr.  Eveleigh  and  the  New 
Gas  Company.  The  “  fatal  facility  ”  with  which  a  luminous  aeri¬ 
form  fluid  can  be  prepared  by  passing  air,  or  a  combustible  but 
non-luminous  gas,  through  volatile  mineral  oils  and  spirits  is  at 
the  pi-esent  day  a  source  of  as  much  delusion  among  men  as  it 
ever  was ;  so  that  scarcely  a  month  passes  without  bringing  its 
newspaper  declaration  that  Mr.  Brown,  Mr.  Jones,  or  Mr.  Robinson 
has  succeeded  in  inventing  a  wonderful  gas  which  is  called  by  his 
name,  but  which  the  dispassionate  observer  finds,  upon  the  mos 
superficial  investigation,  to  be  nothing  more  than  a  mixture  born 
in  a  carburetter  of  more  or  less  fantastic  design.  Last  February 
we  had  occasion  to  publish  in  these  columns  a  warning  upon  the 
subject  of  the  then  newest  of  these  proprietary  gases,  which  was 
being  advertised  in  London  under  the  name  of  the  Lawrence 
“  Patent  Automatic  ”  gas.  We  explained  how  advantage  was  taken 
of  the  supreme  ignorance  of  the  average  reporter  of  everything 
connected  with  gas,  to  foist  this  patent  “  gas  ”  upon  the  public 
as  something  altogether  new  and  deserving  of  attention ;  and 
in  short  did  our  best  to  prick  the  bubble  that  a  mere  handful  of 
sharp  City  men  were  trying  to  blow  out  of  the  stale  soapsuds 
provided  by  a  probably  cunning,  but  certainly  uninstructed  Yankee 
“  inventor.”  We  did  not  succeed  in  putting  a  stop  to  the  progress 
of  this  Lawrence  gas  speculation ;  for  at  the  present  time  it  appears 
to  be  in  full  swing.  Large  consumers  of  gas  in  London  are  being 
canvassed  by  the  agents  of  the  Lawrence  Gas  Company  for  per¬ 
mission  to  establish  the  machines  of  the  Company  upon  their 
premises.  We  have  before  us  a  printed  form  of  agreement  which 
consumers  are  asked  to  sign;  and  must  admit  that  it  does  not 
contain  anything  objectionable.  It  is  in  the  form  of  a  requisition 
addressed  to  the  Company  for  one  of  their  machines,  to  be  fixed, 
free  of  cost  in  any  event,  upon  the  consumer’s  premises.  In  con¬ 
sideration  of  this  service,  the  subscriber  agrees  to  pay  to  the 
Company  “  one-half  of  the  amount  saved  to  us  in  our  gas  bills, 
after  deducting  from  the  total  amount  saved  the  cost  of  the 
material  furnished  by  you  to  the  machine  ;  said  amount  of  saving 
to  be  determined  by  a  comparison  with  bills  for  gas  of  twelve 
months  previous  to  the  setting  of  your  machine,  due  reference  also 
being  had  to  the  number  of  burners  used.”  By  way  of  induce¬ 
ment  to  fall  in  with  this  enticing  aiTangement,  the  prospective 
client  of  the  Lawrence  Gas  Company  is  favoured  with  copies  of 
reports  upon  the  so-called  gas  from  a  Mr.  Adolphe  M.  Levy,  who 
signs  himself  “  civil  engineer,”  and  from  no  less  a  personage  than 
Dr.  John  Hopkinson,  F.R.S.,  dated  June  1  last. 

As  for  Mr.  Levy,  he  is  not  worth  much  notice ;  and  it  would  be  use¬ 
less  to  sift  all  his  elaborate  calculations,  whereby  it  is  shown  that, 
to  carburet  common  coal  gas  with  gasoline  results  in  a  saving  of  be¬ 
tween  45  and  50  per  cent,  to  the  consumer.  Dr.  Hopkinson,  however, 
is  another  kind  of  person.  He  has  been  regarded  as  a  scientific 
Engineer  of  the  highest  standing ;  and  when  such  a  man  proffers 
1  a  report  upon  a  gas-lighting  device,  it  is  but  giving  him  his  due  to 
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take  some  notice  of  what  he  has  to  say.  Dr.  John  Hopkinson,  C.E., 
F.E.S.,  &c.,  &c.,  is  doubtless  a  witness  who  should  be  respected. 
He  has  for  several  years  past  laid  himself  out  for  that  particular 
class  of  business  which  consists  in  reporting  upon  patented  de¬ 
vices,  and  giving  expert  evidence  in  patent-law  cases.  He  hunts, 
if  we  may  be  allowed  the  expression,  with  Sir  Frederick  Bramwell, 
Mr.  Imray,  and  their  like  ;  and  he  probably  finds  the  pursuit  very 
profitable.  We  are  prepared  to  admit  the  necessity  for  such  men — 
which  is  going  a  long  way — and  to  honour  them  when  they  succeed 
in  the  delicate  task  of  combining  a  reputation  for  honesty  with  the 
requisite  commercial  faculty  of  viewing  a  question  largely  according 
to  their  instructions,  When,  however,  one  of  them,  purely  as  a 
matter  of  business,  reports  upon  such  a  very  peculiar  article  as  the 
Lawrence  “  gas-economizer,”  it  is  time  to  inquire  somewhat  parti¬ 
cularly  how,  in  such  a  case,  the  expert  manages  to  preserve  the 
combination  already  mentioned,  upon  which  his  value  as  a  witness 
depends.  Kegarded  from  this  standpoint,  Dr.  Hopkinson’s  report 
upon  the  Lawrence  gas  is  painful  reading,  since  it  inspires  one 
with  the  opinion  that  no  professor  of  science  can  do  himself  credit 
by  dabbling  in  these  matters.  People  will  very  soon  learn  what  to 
think  of  Dr.  Hopkinson  if  he  continues  to  father  such  statements 
as  the  one  which  we  have  before  us,  and  which  is  nothing  more 
than  an  artfully-worded  warranty  of  a  special  commodity,  just  as 
valuable,  or  the  contrary,  as  those  analysts’  certificates  which  are 
advertised  in  recommendation  of  pickles  and  sauces,  and  depend¬ 
ing  for  its  marketable  value  solely  upon  the  writer’s  name  and 
position  in  the  world  of  science. 

To  begin  with,  then.  Dr.  Hopkinson’s  report  professes  to  be  upon 
something  called  the  Lawrence  gas-economizer — that  is,  upon 
some  special  kind  of  apparatus.  It  appears  from  the  body  of  the 
report,  however,  that  the  photometrical  observations  upon  which 
the  chief  conclusions  relating  to  the  value  of  the  Lawrence  appli¬ 
ances  are  based,  were  made  upon  gas  carburetted  in  a  mere  box 
of  trays  containing  shavings  steeped  in  gasoline — that  is  to  say, 
upon  the  effect  of  carburetting  gas  with  gasoline  ;  for  nobody  can 
pretend  that  there  is  anything  special  in  such  an  apparatus  as  was 
employed  in  this  instance.  The  question  arises.  What  is  this 
Lawrence  “  economizer  ”  which  Dr.  Hopkinson  was  called  in  to 
examine  and  expected  to  recommend  ?  In  his  own  words,  it  is  an 
apparatus  “  intended  to  enrich  gas  by  passing  the  gas  over  wood 
shavings  soaked  in  gasoline.  The  gas  evaporates  a  portion  of 
the  gasoline  in  passing  over  it,  and  becomes  enriched  thereby.  No 
external  heat  is  applied  to  the  chamber  in  which  the  gasoline  is 
contained  ;  and  in  this  respect,  so  far  as  I  know,  the  apparatus 
differs  from  previous  apparatus  of  the  same  kind.”  When  Alice 
was  having  those  remarkable  colloquies  with  the  very  outspoken 
creatures  whom  she  met  in  Wonderland,  she  remarked  to  the 
Duchess  that  she  did  not  know  any  cats  that  grinned  ;  and  the 
Duchess  very  promptly  and  pertinently  replied,  “  You  don’t  know 
much ;  that’s  a  fact.”  Dare  one  say  the  same  with  regard  to  the 
position  of  such  a  truly  authoritative  personage  as  Dr.  John 
Hopkinson,  F.K.S.,  &c.,  with  relation  to  gas-carburetters?  Why, 
carburetting  gas  is  a  notion  as  old  as  gas  making.  Innumerable 
forms  and  varieties  of  carburetters  have  been  tried  at  one  time  or 
another  during  the  last  half-century  ;  and  by  far  the  great  majority 
have  not  depended  on  external  heat.  If  Dr.  Hopkinson  does  not 
know  this,  he  should  not  have  said  anything  on  the  subject. 

When  he  comes  to  photometrical  tests.  Dr.  Hopkinson  sinks  his 
own  individuality,  and  becomes  merely  the  mouthpiece  of  the 
Lawrence  gas  people.  Thus,  he  talks  of  a  No.  0  Bray’s  union-jet 
burner  as  a  “standard  ”  for  Lawrence  gas  ;  and,  for  comparison, 
places  its  duty  with  the  common  coal  gas  supplied  to  the  City  of 
London  (which  by  the  way,  he  prices  at  3s.  per  1000  cubic  feet) 
beside  that  which  it  gives  with  freshly-carburetted  Lawrence  gas 
— this  latter  being  produced  by  passing  the  former  through 
shavings  soaked  in  fresh  petroleum  spirit,  of  specific  gravity  0'638, 
placed  in  a  box  on  the  gas-pipe  a  few  feet  from  the  photometer. 
If,  according  to  the  old  truism,  figures  can  be  made  to  prove  any¬ 
thing,  so  can  photometry  when  suitably  “  worked.”  This  photo¬ 
metrical  exercise  of  Dr.  Hopkinson’s,  conducted  “by  the  desire  of 
the  Directors  of  the  Lawrence  Light,  Heat,  and  Power  Company, 
of  London,  Limited” — and  apparently  according  to  principles 
prescribed  by  them — is  simply  a  parody  upon  the  photometry  of 
gas.  Dr.  Hopkinson’s  deliberately-expressed  conclusion  upon  the 
whole  matter  is  “  that  with  Lawrence  gas  made  in  the  small 
apparatus,  whether  jacketed  or  unjacketed,  compared  with  City 
gas  burned  at  equal  power  in  good  burners,  the  use  of  the  Law¬ 
rence  gas  effects  a  material  economy.”  Upon  this  we  make  bold 
to  declare  that  the  conclusion  thus  formally  stated  is  not  borne  out 
by  the  data  given  in  the  report,  which  are  wholly  inadequate,  and 
not  proper  for  the  support  of  any  such  opinion.  By  the  way,  Dr. 
Hopkinson  has  nothing  to  say  about  the  asserted  “  automatic  ” 
character  of  the  Lawrence  apparatus.  The  report  is  as  hollow 
and  worthless  as  the  project  it  is  made  to  advertise.  “  There  is 
nothing  in  the  Lawrence  so-called  ‘  economizer  ’  to  distinguish  it 
from  thousands  of  other  similar  devices  that  have  long  since  been 
forgotten.  It  is  no  better  than  a  thing  that  any  gasfitter  is  at 
liberty  to  make  and  supply  to  anybody.  There  is  nothing  new  in 
the  idea  of  enriching  gas  with  the  vapour  of  gasoline ;  and  there  is 
nothing  to  be  gained  by  it,  because,  although  the  illuminating 
power  of  the  gas  so  treated  can  be  raised  threefold,  it  costs  thrice 
as  mirch  as  the  uncarburetted  gas,  to  say  nothing  of  the  trouble, 
danger,  and  annoyance  of  the  process.”  Such  is  our  “  report  ” 
upon  this  Lawrence  gas — economizer  and  all ;  and  we  challenge 
any  gas  engineer  who  knows  the  facts  to  say  whether  this  state¬ 
ment  is  not  nearer  the  truth  than  that  of  Dr.  Hopkinson. 


Mr.  Lawrence  must  look  to  his  laurels,  however,  for  he  is  not 
alone  in  the  field.  Lately  an  individual  evidently  hailing  also  from 
the  great  Eepublic  where  gas  comes  naturally  out  of  the  ground, 
came  to  the  office  of  the  Journal  with  a  mysterious  parcel  under 
his  arm,  and  expressed  a  desire  to  give  a  display  of  a  “  new  system 
of  lighting.”  The  parcel  when  unpacked  proved  to  be  a  suspicious- 
looking  copper  box,  to  which  were  fixed  an  india-rubber  tube  and  a 
brass  pipe  terminating  in  a  gas-burner.  With  a  most  impressive 
air,  the  proud  inventor  displayed  his  treasure,  the  result,  as  he 
declared,  of  long  years  of  labour  and  study.  “  Now,  Sir,  I  will 
show  you  the  result,”  he  said — and  the  man,  putting  the  end  of  the 
indiarubber  pipe  to  his  mouth,  solemnly  began  to  blow  into  the  box 
while  he  struck  a  match  and  lit  the  carburetted  air  as  it  issued 
from  the  gas-burner.  Then,  allowing  the  flame  to  die  quite  out,  he 
waited  smilingly  for  the  exclamations  of  astonishment  and  delight 
which  he  seemed  to  expect  from  his  small  but  interested  audience. 
There  was  silence  for  awhile ;  and  then  someone  ventured  to 
ask  “Is  that  all  you  have  to  show  us  ?  ”  The  poor  man’s  self- 
satisfaction  gave  place  to  amazement,  and  this  speedily  passed 
into  rage.  He  tried,  in  a  slow  torrent  of  indignant  explanation,  to 
maintain  the  greatness  of  his  discovery ;  but  ultimately  retired, 
probably  in  hopes  of  finding  a  more  appreciative  auditory  else¬ 
where.  And  in  a  recent  issue  of  the  American  Manufacturer  we 
find  a  very  cloudy  and  indifferently- written  account  of  a  wonderful 
invention  of  the  same  kind,  whereby  a  Mr.  Johnston,  “  who  was 
one  of  the  pioneers  of  water  gas,”  after  30  years’  experience,  has 
succeeded  in  making  a  “gas”  containing  97  per  cent,  of  air  and 
3  per  cent,  of  petroleum  vapour,  which  is  cheaper  than  natural  gas 
for  every  imaginable  purpose.  There  is  no  difficulty  in  making 
the  “  gas,”  since  the  process  consists  in  forcing  air  by  means  of  a 
pump  through  a  row  of  vertical  “  converters  ”  containing  petroleum  ; 
the  air  from  the  top  of  one  vessel  being  taken  to  the  bottom  of  the 
other,  and  so  on — one  of  them  being  heated  by  a  hot-water  jacket. 
Crude  oil  is  used ;  and,  according  to  the  published  reports,  “  the 
average  cost  of  the  heating  gas,  where  reasonable  quantities  are 
produced,  will  be  2  cents  per  1000  cubic  feet.  The  illuminating 
gas  under  similar  conditions  will  cost  4  cents  per  1000  cubic  feet.” 
Where  is  Lawrence  gas  now  ?  It  will  be  nowhere  in  the  race  when 
Mr.  Johnston  comes  over  from  Pittsburgh  to  look  for  the  neces¬ 
sary  capitalist  in  Fenchurch  Avenue  or  thereabouts. 

Seriously,  however,  all  this  goes  to  show  that  there  is  yet  an 
astonishing  reserve  of  ignorance  and  credulity  in  the  world  with 
respect  to  gas  matters,  which  affords  a  splendid  opportunity  for 
self-delusive  schemers  to  establish  their  footing  among  a  certain 
class  of  financiers.  Then,  when  some  money  has  been  embarked 
upon  the  project,  in  ignorance  or  defiance  of  the  experience  of  others 
who  have  gone  before,  there  is  no  difficulty  in  procuring  the  services 
of  experts,  with  any  number  of  letters  after  their  names,  to  report 
favourably  upon  just  so  much  of  this  “  system  ”  as  they  are  paid  to 
see.  This  is  all  a  part  of  that  modern  science  and  material  pro¬ 
gress  which  we  have  heard  so  much  about  during  the  last  week  or 
so  in  connection  with  the  meeting  of  the  British  Association  ;  but 
it  is  an  aspect  of  it  to  which  optimistic  newspaper  writers  and 
readers  do  not  usually  pay  sufficient  attention. 


Among  the  money  grants  submitted  to  the  General  Committee  of 
the  British  Association  for  approval  at  their  recent  meeting,  was 
one  of  TlOO  for  investigating  the  subject  of  electrical  standards. 

The  death  is  announced  of  Mr.  Peter  Griess,  whose  name  will 
be  familiar  to  many  of  our  readers  as  one  of  the  discoverers  of  coal-tar 
colours.  The  deceased  gentleman,  who  was  staying  at  Bournemouth, 
passed  away  suddenly  and  unexpectedly. 

In  order  to  test  the  liability  of  the  Company  for  the  results  of 
the  accident,  one  of  the  men  injured  by  the  explosion  that  occurred 
in  May  last  in  the  gasholder  house  of  the  Montreal  Gas-Works 
(as  reported  in  the  Journal  at  the  time),  has  brought  an  action  to 
recover  $1200  as  compensation. 

The  Japan  Daily  Mail  for  the  25th  of  July  last  contained  a 
short  notice  of  the  meeting  of  the  Tokio  Gas  Company,  Limited 
(of  which  Mr.  W.  Newbigging,  son  of  Mr.  T.  Newbigging,  C.E., 
of  Manchester,  is  the  Engineer  and  Manager),  which  was  held  on 
the  22nd  of  that  month.  A  report  on  the  general  business  and 
financial  position  of  the  undertaking  in  the  first  half  of  the  present 
year  was  submitted  ;  and  a  dividend  for  the  six  months,  at  the 
rate  of  10  per  cent,  per  annum,  was  declared. 

The  appointment  of  Mr.  Irving  to  the  position  of  Eesident  Engi¬ 
neer  of  the  Stapleton  Eoad  works  of  the  Bristol  United  Gaslight 
Company  was  intimated  in  these  columns  last  week  ;  and  we  now 
learn  from  the  Secretary  of  the  Company  (Mr.  J.  V.  Green)  that 
the  Board  have  selected  Mr.  E.  J.  Lloyd  for  the  similar  position  at 
the  Avon  Street  works.  Mr.  Lloyd  was  formerly  Manager  of  the 
Dudley  Gas-Works  ;  but  is  at  present  Gas  Engineer  at  the  York 
Street  works  of  the  Leeds  Corporation. 

The  Engineer  and  Iron  Trades’  Advertiser  describes  a  method 
of  removing  rust  from  iron  by  immersing  the  articles  in  a  bath  con¬ 
sisting  of  a  nearly  saturated  solution  of  chloride  of  tin.  The  length 
of  time  during  which  the  objects  are  allowed  to  remain  in  the  bath 
depends  on  the  thickness  of  the  coating  of  rust ;  but  in  ordinary 
cases  twelve  to  twenty-four  hours  are  sufficient.  The  solution 
ought  not  to  contain  a  great  excess  of  acid  if  the  iron  itself  is  not 
to  be  attacked.  On  taking  them  from  the  bath,  the  articles  are 
rinsed  in  water  and  afterwards  in  ammonia.  The  iron,  when  thus 
treated,  has  the  appearance  of  dull  silver ;  but  a  simple  polishing 
will  give  it  its  normal  appearance. 


m 


THE  JOURNAL  OF  GAS  LIGHTING.  WATER  SUPPLY.  &  SANITARY  IMPROVEMENT.  [Sept.  18, 1888. 


Hotes. 


Petroleum  and  Naphtha  Engines, 

Messrs.  A.  Shirlaw  and  Co.,  of  Birmingham,  tlie  makers  of 
the  Spiel  petroleum-engine,  have  issued  a  statement  compar¬ 
ing  the  performance  of  their  engine,  which  works  with  petroleum 
or  shale  spirit,  with  that  of  an  engine  using  common  petroleum. 
Although  the  engine  selected  for  comparison  is  not  named, 
it  is  evidently  the  Priestman  petroleum  engine,  for  which  so 
much  has  recently  been  claimed.  It  is  stated  that,  although 
the  Spiel  motor  uses  by  preference  naphtha  or  shale  spirit 
which  can  be  readily  obtained  at  lid.  per  gallon,  it  will  work 
with  petroleum.  The  supposed  danger  of  employing  naphtha  is 
said  to  be  exaggerated,  since  the  Fire  Insurance  Companies  do  not 
make  any  extra  rate  where  the  Spiel  engines  are  employed.  With 
regard  to  the  comparative  working  of  the  engines,  it  appears  that 
the  motor  using  common  petroleum  made  IGO  revolutions  per 
minute ;  developing  G'dd-horse  power  on  the  brake,  and  consuming 
1'71  pints  of  oil  per  bi'ake  horse  power  per  hour.  The  cost  per 
brake  horse  power  per  hour  is  given  as  l'389d. ;  the  figures  being 
taken  from  a  report  by  Sir  William  Thomson,  and  referring  to  an 
engine  with  a  cylinder  10  inches  diameter  and  15-inch  stroke. 
With  the  Spiel  naphtha  motor,  it  seems  that  14  brake  horse  power 
were  developed  with  a  speed  of  IGO  revolutions  per  minute,  from 
an  engine  with  a  cylinder  9^  inches  diameter  and  18-inch  stroke ; 
consuming  0’90  pint  of  naphtha  per  brake  horse  power  per  hour, 
and  costing  0'843d.  per  horse  power,  with  spirit  at  T^d.  per  gallon. 
In  reply  to  this  comparison,  the  makers  of  the  Priestman  engine 
remark  (in  effect)  that  it  is  easy  to  get  striking  results  from  a 
naphtha-engine  ;  and  that  they  waited  two  years  before  putting  their 
engine  upon  the  market,  in  order  that  they  could  recommend  it  as 
capable  of  working  with  common  petroleum  oil  such  as  can  be 
bought  anywhere  by  the  barrel,  instead  of  depending  upon  the  use 
of  volatile  spirit.  It  is  evident,  however,  that  the  supremacy  of 
the  gas-engine  as  a  convenient  source  of  power  is  being  contested 
on  all  sides ;  and  these  figures  are  published  here  to  show  what  is 
claimed  by  the  makers  of  oil  and  spirit  motors. 

A  Testing  Machine  for  Road  Metalling. 

The  durability  of  road  metalling  and  paving  material  is  a 
question  that  cannot  be  settled  by  reference  to  the  tensile  or 
crushing  strength  of  the  substances  used.  Mr.  W.  F.  Stock,  the 
Public  Analyst  for  the  county  of  Durham  and  the  borough  of 
West  Hartlepool,  has  therefore  devised  a  method  of  testing  stones 
intended  for  pavements ;  and  it  is  described  in  a  recent  issue  of 
the  Engineer.  The  author  remarks  that  what  is  wanted  is  a 
quick  test,  whereby  the  value  of  a  quarry  or  consignment  of  stone 
for  road  making  may  be  ascertained.  Mr.  Stock  recommends 
that  in  such  cases  the  stone  should  be  analyzed,  in  order  to 
determine  the  probability  of  its  destruction  by  oxygen  and  car¬ 
bonic  acid.  The  specific  gravity  is  to  be  determined,  to  give  the 
covering  capacity.  The  porosity  of  the  stone  largely  indicates  its 
power  of  resisting  frost.  No  teste  of  tensile  or  crushing  strengths 
are  regarded  by  the  author  as  of  any  practical  value.  What  is 
wanted,  he  argues,  is  to  know  the  capability  of  the  material  for 
resisting  the  action  of  light  blows  combined  with  abrasion.  To 
effect  this  he  has  constructed  a  machine  consisting  of  a  cast- 
iron  cylinder,  to  contain  the  material  required  to  be  tested, 
mounted  by  trunnions  upon  a  frame,  on  which  it  is  capable  of  being 
revolved  in  a  longitudinal  direction.  The  cylinder  is  12  inches 
long,  and  G  inches  diameter,  closed  by  blank  lianges  at  each  end. 
A  stud  on  the  axle  actuates  a  revolution  counter  indicating  up 
to  100,000.  The  rock  to  be  tested  is  worked  into  inch  cubes  with 
smooth  finished  faces.  Nine  of  these  cubes  are  dried  in  a  water- 
oven  for  two  hours,  and  then  carefully  weighed  and  placed  in  the 
cylinder  of  the  test  machine  with  nine  cul)es  of  hardened  steel  of 
0'8  inch  face.  A  number  of  these  steel  tubes  should  be  procured 
at  one  time,  all  forged  and  hardened  to  their  best.  Their  faces 
must  be  smoothed  ;  their  angles  sharp ;  and  they  should  be  hard 
enough  to  scratch  crown  glass  easily.  Forty  ounces  of  distilled 
water  are  now  added  to  the  contents  of  the  cylinder,  which  is  then 
closed  and  revolved  through  3520  turns  (or  two  miles  of  travel  for 
the  cylinder),  at  a  uniform  speed  of  40  revolutions  per  minute.  At 
the  end  of  the  run.  the  stones  are  removed,  washed  in  distilled 
water,  dried  again  in  the  water-oven,  and  reweighed  to  ascertain 
the  loss.  The  result  shows  that  granites  may  lose  from  7  to  8  per 
cent.  ;  while  a  quarizose  slate  will  lose  12  per  cent,  by  weight.  A 
standard  may  thus  easily  be  set  up  for  the  stones  available  in  any 
district.  A  machine  of  this  kind  might  be  found  useful  for  other 
purposes  besides  testing  road  metal. 

The  Strength  of  Cement. 

Mr.  Walter  S.  Church,  one  of  the  Assistant  Engineers  of  the 
New  Croton  Aqueduct,  for  the  supply  of  water  to  the  City  of  New 
York,  has  published,  in  graphic  form,  the  results  of  the  official 
tests  of  all  the  cements  used  in  this  work  up  to  July  last.  Great 
quantities  of  cement  of  many  different  brands  have  been  employed. 
The  records  of  55  brands  of  Portland  cements  show  higher  breaking 
strains,  and  a  more  rapid  increase  of  tensile  strength  up  to  an  age 
of  nine  months,  than  the  native  American  cements  with  which  they 
are  compared.  Their  average  reaches  711  lbs.  per  sijuare  inch  at 
nine  months.  A  great  feature  of  the  diagrams  is  the  effect  of  the 
admixture  of  sand  in  lowering  the  tensile  strength.  Mortars 
gauged  as  one  of  cement  to  one  of  sand  only  showed  nn  average 
strength  of  398  lbs,  at  the  end  of  six  months,  as  against  GG3  lbs.  per 


square  inch  with  the  neat  cement.  The  quality  of  the  workman¬ 
ship  in  the  New  Croton  Aqueduct  has  been  tested  in  an  unusual 
manner  by  the  piercing  of  holes  through  the  masonry  at  different 
points,  at  intervals  of  one  and  two  years  after  its  completion,  in 
search  of  defects  in  the  quality  of  the  mortar,  workmanship,  &c. 
As  a  whole,  the  result  has  been  found  to  be  satisfactory.  The 
careful  tests  which  were  insisted  upon  with  regard  to  the  cement 
frequently  caused  the  rejection  of  large  lots  of  the  material,  both 
native  and  foreign.  The  American  brands,  as  a  rule,  attained  a 
tensile  strength  of  123  lbs.  per  square  inch  during  the  first  week, 
and  gained  177  lbs.  per  square  inch  during  the  next  two  months ; 
after  which  the  gain  of  strength  is  much  slower.  At  the  end  of 
eighteen  months,  they  reach  401  lbs. ;  and  at  the  close  of  two 
years,  424  lbs.  per  square  inch.  It  thus  appears  that  good  native 
American  cements,  used  neat,  are  about  equal  in  strength  to 
average  Portland  cement  mortars  when  gauged  as  one  of  cement 
to  one  of  sand. 

A  Cheap  Non-Conducting  Preparation  for  Steam-Pipes. 

A  non-conducting  coating  for  steam-pipes,  &c.,  used  for  the  past 
ten  years  with  perfect  satisfaction  by  a  Boulogne  engineering 
firm,  is  described  in  a  recent  issue  of  the  Revue  Industrielle  as 
being  conveniently  applied  and  cheap ;  while  it  can  be  prepared 
by  any  steam  user.  It  consists  of  a  mixture  of  wood  sawdust  with 
common  starch,  used  in  a  state  of  thick  paste.  If  the  surfaces  to 
be  covered  are  well  cleaned  from  all  trace  of  grease,  the  adherence 
of  the  paste  is  perfect  for  either  cast  or  wrought  iron  ;  and  a  thick¬ 
ness  of  25  mm.  will  produce  the  same  effect  as  that  of  the  most 
costly  non-conductors.  For  copper  pipes  there  should  be  used  a 
priming  coat  or  two  of  potter’s  clay,  mixed  thin  with  water  and  laid 
on  with  a  brush.  The  sawdust  is  sifted  to  remove  too  large  pieces, 
and  mixed  with  very  thin  starch.  A  mixture  of  two-thirds  of 
wheat  starch  with  one-third  of  rye  starch  is  the  best  for  this 
purpose.  It  is  the  common  practice  to  wind  string  spirally  round 
the  pipes  to  be  treated,  keeping  the  spirals  1  centimetre  apart,  to 
secure  adhesion  for  the  first  coat,  which  is  about  5  mm.  thick. 
When  this  is  set,  a  second  and  third  coat  are  successively  applied  ; 
and  so  on  until  the  required  thickness  is  attained.  When  it  is  aU 
dry,  two  or  three  coats  of  coal  tar,  applied  with  a  brush,  protect  it 
from  the  weather.  It  is  stated  that  20  frs.  worth  of  starch  will 
go  as  far  in  this  way  as  1000  frs.  spent  in  any  known  commercial 
non-conductors  of  beat. 

The  Composition  of  Cement  Pavements. 

Although  cement  is  frequently  employed  in  the  composition  of 
floorings  or  pavements  intended  to  resist  the  wear  and  tear  pro¬ 
duced  by  the  friction  of  feet  or  wheeled  vehicles,  there  is  very  little 
information  available  respecting  the  resisting  qualities  for  this 
purpose  of  different  mixtures.  It  appears,  remarks  the  Moniteur 
de  la  Ceramique,  that  resistance  to  wear  upon  the  surface  does  not 
greatly  depend  upon  the  resistance  of  the  cement  to  rupture  or 
breaking  as  determined  by  the  usual  methods.  In  other  words, 
it  is  not  necessarily  the  most  tenacious  cement  which  is  also  the 
hardest.  The  nature  and  quality  of  the  sand  are  equally 
influential  in  controlling  the  result ;  but  if  a  series  of  tests  is 
made  with  the  same  sand,  upon  a  great  number  of  different 
cements,  the  particular  effect  of  the  sand  itself  will  be  eliminated, 
and  the  resistance  of  the  cement  will  alone  remain  to  be  considered. 
M.  Bohme  has  accordingly  endeavoured  to  ascertain,  upon  this 
principle,  what  is  the  precise  proportion  of  cement  to  sand  that 
gives  the  best  results,  regarded  as  a  paving  material.  The  data 
which  he  has  obtained  from  the  comparison  of  28  different 
agglomerants  go  to  show  that  this  proportion  varies,  according  to 
the  nature  of  the  agglomerant,  from  1  to  1,  to  1  to  2.  In  the 
majority  of  cases,  the  best  mixture  will  be  found  to  be  1  of  cement 
to  of  sand.  Such  is  the  proportion  which  will  give  certain 
satisfaction  in  the  case  of  a  cement  the  properties  of  which  have 
not  been  specially  studied.  This  resistance  to  friction  of  pure 
cement  is  in  the  mean  the  same  as  that  of  a  mortar  composed  of 
1  of  cement  to  3'5  of  sand.  The  comparative  equality  of  strength, 
however,  is  not  the  same  for  different  mixtures.  Indeed,  it  may 
be  said  to  vary  through  a  wide  range.  In  instances  cited  by  M. 
Bohme,  it  was  as  the  minimum  1  to  2,  and  as  the  maximum  1  to  5. 


The  Committee  recently  appointed  by  the  Paris  Board  of  Health 
to  inquire  into  the  dietetic  properties  of  saccharine  have  expressed 
the  opinion  that  it  should  be  debarred  from  use  in  articles  of 
general  consumption,  as  being  prejudicial  to  public  health.  Its  use 
in  brewing  has,  it  will  be  remembered,  already  been  prohibited 
in  the  United  Kingdom. 

The  people  of  Pittsburgh,  who  have  of  late  years  been  con¬ 
gratulating  themselves  on  having  a  cheap  and  cleanly  fuel  in 
natural  gas,  are  now  regarding  it  as  a  not  unmixed  blessing ;  for 
the  natural  gas  corporations  have  combined  and  raised  the  price  of 
the  fuel  above  that  of  coal,  and  one  institution  (the  Dixmont 
Hospital)  has  been  compelled  to  return  to  the  use  of  coal. 

Herr  Hempel  states  that  liquids  can  be  evaporated  about  six 
times  more  rapidly  (with,  however,  the  combustion  of  about  three 
times  the  amount  of  gas  per  hour)  than  on  a  steam-bath,  by  employ¬ 
ing  a  Siemens  inverted  regenerative  burner  placed  just  above  tbe 
surface.  The  liquids  do  not  enter  into  ebullition  ;  so  all  spirt¬ 
ing  is  avoided.  Experiments  show  that  no  appreciable  amount  of 
sulphuric  acid  is  absorbed  by  the  liquids  during  evaporation ;  and 
that,  whilst  hot,  the  iron  parts  of  the  burner  are  not  attacked  by 
acid  vapours. 
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GADD’S  SPIRAL-FRAMED  GASHOLDER. 

As  intimated  in  our  “  Correspondence  ”  columns  to-day,  Mr.  W. 
Gadd,  of  Manchester,  has  filed  the  complete  specification  of  his 
patent  for  spiral-framed  gasholders ;  and  as  it  has  now  been 
accepted  by  the  Patent  Office  authorities,  we  are  enabled  (by  the 
courtesy  of  the  inventor)  to  publish  a  description  of  the  proposed 
arrangements  in  Mr.  Gadd’s  own  words. 

According  to  the  specification,  then,  the  improvements  relate  to 
the  construction  of  gasholders ;  and  have  for  their  object  the  sup¬ 
porting  of  the  same,  in  their  workiug  position,  in  such  a  manner 
as  to  enable  the  external  or  upper  guide-framing  hitherto  employed 
for  the  purpose  to  be  dispensed  with,  and  yet  to  give  the  requisite 
stability,  although  such,  or  a  modified  form  of  framing,  may  be 
employed  in  connection  with  the  improvements  when  desired. 

To  accomplish  this  and  to  effect  my  improvements  (says  the 
patentee),  I  form  the  interior  of  the  tank  or  well  in  which  a  holder 
for  the  containing  of  gas  is  allowed  to  rise  and  fall,  in  a  special 
and  peculiar  manner — that  is  to  say,  affixed  to,  or  let  into  the 
face  of  the  tank  or  well,  or  forming  part  thereof,  or  in  recesses 
therein  for  the  purpose ;  and  extending  from  top  to  bottom 
thereof  or  thereabouts,  are  rails  of  metal  or  other  suitable  substance, 
or  it  may  be  recesses  or  grooves,  which  are  formed  in  the  shape 
of  quick  helices  or  spirals,  or  curved  inclines,  and  (by  preference) 
making  in  their  total  length  one-quarter  turn  of  the  circle,  when  the 
holder  employed  is  very  high  and  telescopic.  But  a  quicker  or  slower 
helix,  or  spiral,  or  incline  may  be  adopted,  according  to  the  cir¬ 
cumstances  and  design  of  the  same,  and  which  will  be  deter¬ 
mined  by  the  angle  of  inclination  adopted  ;  45°  and  60°  from  the 
horizontal  being  examples  of  working  angles,  but  other  angles 
may  be  employed.  Arranged  at  intervals  around  the  circumference 
of  the  holder,  close  to  the  bottom  edge  thereof,  or  at  sirch  dis¬ 
tance  therefrom  as  is  desirable,  and  coinciding  with,  or  fitting  on 
to  the  helical  ;or  spiral  rails  or  curved  inclines  attached  to  or 
forming  part  of  the  tank  aforesaid,  are  flanged  or  other  wheels, 
or  anti-friction  rollers,  of  any  suitable  size  or  form,  which  are 
made  to  run  loosely,  by  preference,  and  may  be  free  to  slide  to  a 
certain  extent  laterally  upon  their  respective  axles,  to  allow  for 
expansion  or  contraction  of  the  holder.  Or  blocks  or  sliding- 
pieces  or  equivalent  devices  may  be  employed  in  lieu  of  wheels  or 
rollers,  or  both  may  be  combined,  and  the  flanges  may  be  on  either 
or  both  edges.  As  these  flanged  or  other  wheels,  rollers,  or  blocks, 
or  equivalent  devices,  rest  and  move  upon  the  helical  or  spiral 
rails  or  curved  inclines  before  mentioned,  by  preference  both  over 
and  under,  or  between,  it  will  be  seen  that,  as  the  holder  becomes 
raised  by  being  filled  with  gas,  a  screw-like  motion  is  imparted  to 
it — causing  it  to  partially  turn  as  it  rises,  and,  in  similar  manner, 
allowing  it  to  fall  by  gravity  as  the  volume  of  gas  is  reduced. 

The  stability  of  the  holder  lies  in  the  fact  that  it  is  constantly, 
at  all  working  heights,  supported  at  its  base  or  lower  edge  or  ring ; 
and  thus  presents  a  position  of  firm  i-esistance  to  wind  pressure 
and  other  lateral  strains,  under  conditions  somewhat  similar  to  that 
of  a  holder  placed  on  the  groimd  upon  its  lower  edge  or  rim. 

The  flanged  or  other  wheels,  rollers,  sliding-blocks,  or  equivalent 
devices  may  either  be  fixed  tangentially  with  the  side  of  the  holder, 
and  so  run  upon  the  top,  or  top  and  bottom  surfaces  of  the  rails  ; 
or  they  may  be  arranged  radially  with  the  holder,  but  at  the  angle 
of  spiral.  Or  (and  by  preference)  the  two  kinds  may  be  combined, 
and  the  rolling  surface  of  the  rails  adapted  thereto,  or  in  any 
other  suitable  manner  ;  and  the  rollers,  or  sliding-pieces,  or  equiva¬ 
lent  devices,  when  placed  tangentially,  may  be  employed  above 
and  beneath  the  rails  alternately,  or  in  couples  or  otherwise — 
the  rails  being  constructed  in  double  line,  or  double-headed  or 
faced  for  the  purpose. 

The  improvements  are  also  applicable  to  telescopic  gasholders, 
by  employing  similar  helical  or  spiral  rails,  curved  inclines,  or 
grooves,  within  and  attached  to  the  lower  or  outer  lift  or  lifts 
thereof,  upon  or  within  which  the  rollers  or  equivalent  devices 
attached  to  the  inner  lift  may  work  or  move. 

As  a  modification  of  the  invention,  the  helical  or  spiral  rails, 
grooves,  or  inclines  may  be  employed  upon  a  framing  or  cylinder 
within  the  lower  or  outer  lift  or  holder  itself ;  the  wheels,  rollers, 
or  equivalents  being  affixed  to  the  inner  wall  or  face  of  the 
holder  or  lower  lift.  Or  the  holder  or  inner  lift  or  lifts  may  all 
or  in  part  be  reversed  in  their  arrangements  of  helical,  spiral,  or 
inclined  rails  or  grooves,  and  their  wheels  or  rollers ;  so  that  the 
latter  are  affixed  to  the  tank  and  outer  lift  or  lifts,  or  in  connec¬ 
tion  therewith,  while  the  rails,  inclines,  or  grooves  are  fixed  to, 
or  form  part  of  the  holder  or  inner  lift  or  lifts. 

Fig.  1  represents  an  elevation,  with  half  plan  of  a  single-lift 
gasholder,  raised  to  about  its  full  height  (and  with  the  tank  or 
well  shown  in  section),  of  one  arrangement  in  accordance  with 
this  invention  ;  and  figs.  2  to  8  show  examples  of  some  variations 
of  detail  in  the  application  of  the  method  described. 

A  is  the  holder ;  and  B  the  tank  or  well,  within  which  the 
holder  rises  and  falls — riding  on  the  helical,  spiral,  or  inclined 
rails  or  surfaces  E.  C  are  the  tangential,  and  D  the  angled  radial 
rollers,  which  in  fig.  1  are  shown  arranged  separately  from,  and 
alternately  with  the  tangential  rollers  C.  By  such  an  arrange¬ 
ment,  they  may  either  roll  on  the  face  of  the  tank  or  well,  or 
upon  plates  or  rails  placed  at  the  required  angle  or  spiral  thereon. 
But  the  two  kinds  of  rollers  may  be  arranged  together,  as  shown 
in  fig.  2,  wherein  the  rail  may  be  formed  of  channel  or  other 
iron,  having  a  tangential  roller  on  each  side,  with  the  angled  | 


Fig.  1. 


radial  roller  between.  Or  the  angled  radial  rollers  may  be  dis¬ 
pensed  with  by  employing  flanges  on  the  tangential  rollers  ;  or 
other  means  may  be  employed  for  keeping  the  holder  centrally, 
or  the  wheels  thereof  on  the  rails. 

In  the  interests  of  safety,  the  patentee  greatly  prefers  to  employ 
either  two  sets  of  rollers— one  above,  and  the  other  below  the 
inclined  or  spiral  rails — or  double  rails  with  one  or  more  sets  of 
rollers  between,  in  order  to  enable  the  same  to  securely  grasp,  or  to 
be  grasped  by  the  rails  at  various  points  around  the  edge  of  the 
holder ;  but  nevertheless  it  may  be  possible,  in  some  cases,  to  dis¬ 
pense  with  the  under-set  of  rollers,  or  the  over-set  of  rails,  as  the 
weight  of  the  holder  may  be  sufficient  to  cause  the  rollers  to  follow 
the  inclines  of  the  rails. 

In  fig.  3,  the  two  sets  of  rollers  are  placed  one  below  the  other, 
instead^of  in  line  ;  and  one  of  them  is  shown  flanged.  In  fig.  4, 
two  rails  to  each  roller  are  shown,  or  it  maybe  an  inclined  recess  in 
the  tank  or  well  face,  by  which  variation  the  locking  action  or  grasp 
is  obtained  by  one  set  of  rollers.  Figs.  5  and  6  show  two  forms  of 
sliding  blocks  or  pieces,  which  may  be  employed  in  lieu  of  rollers, 
and  either  in  conjunction  or  not  with  the  angled  radial  rollers.  To 
enable  allowance  to  be  made  for  imperfections  in  the  construction 
of  the  helical,  spiral,  or  inclined  rails,  or  for  the  effects  of  expansion 
or  contraction  therein,  the  studs  attached  to  the  curb  or  ring  of  the 
holder,  carrying  the  tangential  rollers,  may  be  arranged  to  have 
radial  play  wdthin  the  central  boss  on  which  the  rollers  turn,  as 
shown  in  fig.  7,  in  which  the  tangential  roller  C  turns  on  the  boss 
C^,  having  "formed  therein  the  slot  CHo  enable  the  projection  or 
stud  A’-,  attached  to  the  ring  of  the  holder,  to  pass  through  ;  or  other 
devices  for  radial  action  may  be  employed.  A  similar  arrangement 
is  shown  for  the  sliding-pieces  in  figs.  5  and  6.  .  .  . 

Fig.  8  (see  next  page)  is  a  part  section  showing  the  application  of 
the  invention  to  a  telescopic  holder,  wherein  the  outer  or  lower  lift 
is  provided  with  rails  in  manner  similar  to  the  tank  or  well,  for  the 
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purpose  of  allowing  the  inner  lift  to  rise  and  fall  thereon.  In  like 
manner,  a  third  lift  may  be  employed,  or  more. 

Further  variations  in  detail  may  be  made,  and  modifications  of 
the  invention  may  be  effected,  by  attaching  the  rails  to  the  holders, 
and  placing  the  rollers  around  the  edge  of  the  tank  or  well,  whereby 
the  entire  arrangement  is  reversed  ;  or  combinations  of  the  two 
methods  may  be  employed.  Also  the  invention  may  be  turned 
about,  so  to  speak,  by  affixing  the  curved  rails  to  a  framing  placed 
within  the  tank,  but  inside  the  holder  ;  and  then  attaching  the 
rollers  to  the  inner  surface  of  the  holder,  instead  of  to  the  outer. 
Also  upper  framing  of  the  usual  or  modified  form  may  be  employed 
in  conjunction  with  the  mode  of  construction  described.  These 
and  other  variations— such  as  the  number  and  form  of  the  spiral 
guides  or  rails,  the  number  and  form  of  the  rollers  or  sliding- 
blocks,  and  also  of  the  radial  angled  rollers — may  be  made  without 
departing  from  the  peculiar  character  of  the  invention. 

The  claims  for  the  invention  are  three  in  number — viz.,  “  1.  The 
construction  of  tanks  or  wells  for  gasholders,  or  the  outer  lift  or 
lifts  of  such  holders  when  telescopic,  or  both,  with  helical,  spiral, 
or  inclined  rails,  grooves,  or  recesses,  built  into  or  attached  to  the 
wall  or  face  thereof,  with  the  object  of  carrying  the  holder,  or  one 
or  more  lifts  thereof  as  the  case  may  be,  by  means  of  tangential 
rollers,  sliding-pieces,  or  mechanical  equivalents,  attached  to  the 
lower  ring  or  curb,  or  other  convenient  part  of  such  holder,  lift  or 
lifts,  for  the  purpose,  and  in  manner  substantially  as  shown  and 
described.  2.  The  construction  of  gasholders,  single  or  telescopic, 
with  tangential  or  angled  radial  rollers,  or  both,  or  sliding-pieces 
or  mechanical  equivalents,  attached  to  the  bottom  curb  or  ring  of 
such  holder  or  one  or  more  lifts  thereof,  or  both,  as  the  case  may 
be,  with  the  object  of  causing  the  same  to  ride  and  rise  and  fall 
upon  or  within  helical,  spiral,  or  inclined  rails,  recesses,  or  grooves 
built  into,  forming  part  of,  or  attached  to  the  wall  of  the  tank  or 
well  or  outer  lift  or  both,  for  the  purpose  and  in  manner  substan¬ 
tially  as  shown  and  described.  3.  The  construction  and  employ¬ 
ment,  for  gas  storing  purposes,  of  holders  and  tanks  or  wells  of  the 
special  character  substantially  as  shown  and  described.” 


The  Use  of  Saccharine  in  France. — A  circular  has  been 
addressed  by  the  French  Director-General  of  Customs  to  the  heads 
of  all  the  Custom  houses  in  the  Empire  requesting  them  to  follow 
the  movement  of  the  importation  of  saccharine,  either  pure  or  in  a 
mixed  state,  and  to  take  note  of  the  quantities  which  are  hence¬ 
forth  introduced.  He  asks  that  they  should  inform  him  of  these 
introductions,  and  forward  as  many  particulars  as  possible  as  to 
the  product,  its  value,  &c.  There  was  appended  to  the  circular 
a  copy  of  a  letter  sent  last  February  by  the  Director-General  of 
indirect  taxes  to  the  various  agents,  calling  their  attention  to  the 
subject  of  the  introduction  of  saccharine  into  commerce,  and 
requesting  to  be  informed  of  any  facts  which  would  lead  to  the 
supposition  that  saccharine  is  used  in  place  of  ordinary  sugar. 

Still  Another  Use  for  Coke. — There  were  shown  in  Man¬ 
chester  last  week  some  interesting  experiments  with  the  portable 
“  Sunlight”  lamp,  now  being  put  on  the  market  by  the  Gaseous 
and  Liquid  Fuel  Supply  Company,  Limited,  of  Manchester.  The 
apparatus  (as  described  in  Industries)  consists  of  a  steel  boiler  or 
retort,  under  which  a  moveable  box  containing  the  fuel  is  arranged. 
A  wrought-iron  chimney  furnishes  the  necessary  draught ;  and 
inside  this  chimney  a  thin  tube  ascends,  which  is  fitted  with  a  stop- 
valve  and  a  small  combustion  chamber  at  the  part  protruding  from 
the  chimney.  A  pressure-gauge,  a  safety-valve  arranged  to  blow 
off  at  a  pressure  of  40  lbs.  per  square  inch,  and  an  oil-inlet  closed 
by  a  screw  plug,  are  also  provided.  The  whole  of  the  apparatus  is 
mounted  on  wheels,  making  it  very  portable.  To  work  the  lamp, 
the  screw  plug  is  removed  and  the  retort  filled  with  oil ;  and  the 
plug  is  then  screwed  in  tight,  and  the  fuel  under  the  retort  ignited. 
The  stop-valve  remains  closed  until  a  pressure  of  about  5  lbs.  per 
square  inch  is  reached  ;  then  it  is  opened  ;  and  after  allowing  the 
air  to  escape,  the  gas  is  lighted,  giving  a  brilliant  flame,  the 
intensity  of  which  may  be  regulated  by  the  stop-valve.  The  lamp 
shown  gave  a  light  of  about  2500  candles  while  consuming  2 
gallons  of  common  blast-furnace  oil  per  hour,  and  1  to  1^  cwt.  of 
coke  in  ten  hours.  The  light  was  very  brilliant  and  steady; 
illuminating  the  area  of  a  circle  of  about  200  yards  radius  in  such 
a  manner  that  one  could  easily  read  at  that  distance.  There  was 
no  smoke  or  smell  perceptible,  as  the  oil  is  converted  into  gas 
before  being  burnt.  One  man  easily  manipulated  the  lamp  and 
wheeled  it  in  any  desired  direction. 


SOUTH-WEST  OF  ENGLAND  DISTRICT  ASSOCIATION 
OF  GAS  MANAGERS. 

The  Half-Yearly  Meeting  of  this  Association  was  held  on  Tuesday 
last,  at  Weston-super-Mare.  After  an  inspection  of  the  gas-works, 
under  the  guidance  of  the  Manager  (Mr.  J.  H.  Gray),  the  business 
meeting  was  held  at  the  Queen’s  Hotel — the  President  (Mr.  H. 
Sainsbury,  of  Trowbridge)  in  the  chair.  Mr.  Gray  briefly  welcomed 
the  Association  to  Weston  in  behalf  of  his  Directors,  who,  on 
account  of  the  holiday  season,  and  also  some  local  meetings,  were 
unavoidably  absent. 

The  Hon.  Secretary  and  Treasurer  (Mr.  Norton  H.  Humphrys, 
of  Salisbury)  read  the  notice  convening  the  meeting  ;  and  the 
minutes  of  the  last  meeting  were  taken  as  read,  on  the  motion  of 
Mr.  R.  Ashton,  seconded  by  Mr.  H.  G.  Crowe. 

The  accounts  for  the  year  ending  Aug.  31  last  were  adopted,  on 
the  motion  of  the  President,  seconded  by  Mr.  James  Lowe. 

The  President  announced  that  the  following  list  of  applications 
for  membership  had  been  approved  by  the  Committee;  and  he 
proposed  its  adoption  : — Mr.  S.  Bark,  Godaiming ;  Mr.  W.  C. 
Bennett,  Tiverton ;  Mr.  C.  V.  Bennett,  Wells  ;  Mr.  C.  W.  Folkard, 
Bournemouth  ;  Mr.  J.  Griffin,  Fareham ;  Mr.  E.  C.  Riley,  Great 
Western  Railway  Gas-Works,  Swindon  ;  Mr.  H.  F.  Vincent,  Frome. 
Mr.  T.  W.  R.  White,  of  Sherborne,  seconded  the  proposition ; 
and  it  was  unanimously  carried. 

The  election  of  officers  for  the  ensuing  year  was  then  proceeded 
with.  Mr.  Ashton  and  Mr.  Lowe  volunteered  to  act  as  Scrutineers  ; 
and  announced  the  result  of  the  voting  to  be  as  follows  : — 

President : — Mr.  J.  H.  Cornish,  of  Bridgwater. 

Vice-President : — Mr.  H.  G-  Crowe,  of  Wellington. 

Members  of  Committee : — Mr.  R.  Beynon,  of  Torquay ;  and 
Mr.  J.  H.  Lyon,  of  Cosham. 

Auditor  : — Mr.  J.  Nicholls,  of  Crewkerne, 

Hon.  Secretary  and  Treasurer : — Mr.  N.  H.  Humphrys. 

Mr.  Cornish  and  Mr.  Crowe  having  acknowledged  the  compliment 
offered  to  them  in  their  election  as  President  and  Vice-President 
respectively,  suggestions  were  invited  as  to  the  place  of  next  meeting 
and  Mr.  Cornish  proposed  that  it  should  be  held  at  Bridgwater. 
Mr.  White  seconded  the  proposition ;  and  it  was  unanimously 
carried. 

The  President,  referring  to  the  difficulty  in  obtaining  papers  for 
the  meetings,  said  it  had  been  proposed  that  the  Committee  should 
name  subjects  on  which  the  members  might  prime  themselves  to 
speak.  He  invited  suggestions  from  the  members ;  also  offers  of 
papers  for  the  next  meeting.  Mr.  J.  J.  Jervis,  of  New  Swindon, 
subsequently  submitted  the  following  subjects : — (1)  To  what 
extent  are  the  advantages  claimed  for  separate  sections  of  hydraulic 
main  realized  ?  (2)  The  testimony  of  users  of  anti-dip  valves. 

(3)  Scoop- charging.  (4)  Scurfing  retorts.  He  undertook  to  collect 
some  information  on  the  first  question  himself. 

The  President’s  Address. 

The  President,  in  the  course  of  a  few  opening  remarks,  referred 
to  the  growth  of  membership  in  District  Gas  Managers’  Asso¬ 
ciations  generally  ;  mentioning  the  newly-formed  North  of  Ireland 
and  the  proposed  Eastern  Counties  Associations,  and  wishing  to  all, 
both  old  and  new,  increased  success  and  usefulness.  He  had 
pleasure  in  drawing  attention  to  the  fact  that  10  new  members  had 
been  elected  in  the  South-West  Association  during  the  past  year — 
a  larger  number  than  in  any  previous  year — and  that  it  now 
included  74  members,  more  than  double  as  compared  with  the  list 
produced  at  the  first  half-yearly  meeting  held  at  Sherborne  ten 
years  ago.  Having  alluded  to  the  removal  of  Mr.  W.  W.  Monk,  who 
has  gone  to  Australia,  and  Mr.  Walter  Thomas,  now  resident  at 
Vancouver,  British  Columbia,  he  glanced  at  the  recent  discussions 
on  the  question  of  gasholder  framing ;  resulting  in  Mr.  Livesey’s 
successful  experiment  at  Rotherhithe,  and  the  invention  by  Mr. 
Gadd,  of  Manchester.  He  concluded  with  a  few  remarks  of  a 
general  nature. 

Mr.  Jervis’s  Paper. 

Mr.  J.  J.  Jervis,  of  New  Swindon,  offered  some  remarks  on 
“  Plydraulic  Mains  and  Retort-Bench  Bracing.”  He  said  that  he 
did  not  propose  to  direct  attention  to  the  size,  shape,  or  material 
of  the  hydraulic  main  ;  but  simply  to  its  position.  This  was 
almost  universally  fixed  upon  as  the  top  of  the  retort-bench — a 
good  place  for  smoke,  dirt,  heat,  and  the  general  discomfort  of  the 
workmen  who  had  to  attend  to  anything  in  connection  with  it. 
The  retort-bench  formed  a  ready  and  inexpensive  foundation  for 
the  hydraulic ;  but  whether  such  was  best  for  a  reservoir  that 
should  be  kept  perfectly  level  and  rigid,  was  open  to  question. 
Some  engineers  had  contended  that  the  thick  tar  found  in  the 
hydraulic  was  not  due  to  the  heat  of  the  retorts.  From  “  King’s 
Treatise  on  Coal  Gas,”  he  learnt  that  some  had  tried  increasing 
the  size  of  the  hydraulic,  or  elevating  it  some  distance  above  the 
retorts.  Others  had  tried  a  continual  stream  of  gas  liquor,  or 
occasional  doses  of  hot  water  from  the  boiler,  as  a  preventative  of 
the  formation  of  pitch.  The  drawing  off  of  the  tar  from  the  bottom 
of  the  main  instead  of  the  top  had  also  been  practised ;  but  yet 
the  prevention  of  pitchy  accumulation  had  not  been  completely 
attained.  It  was  caused  by  the  retention  of  the  tar  in  the  main, 
and  by  the  passage  of  hot  gas  through  this  comparatively  stationary 
tar,  which  evaporated  the  more  volatile  constituents.  It  was  the 
hot  gas,  and  not  the  radiated  heat  from  the  setting  that  did  the 
mischief.  By  making  the  hydraulic  so  shallow  as  only  to  allow 
about  2  inches  of  tar  below  the  bottom  of  the  dip-pipe,  it  was  stated 
that  the  tar  kept  perfectly  fluid ;  there  was  no  thick  tar  or  crystals 
of  ammonia ;  not  a  single  stopped  dip-pipe  ;  and  rarely  a  stopped 
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ascension  pipe.  Whilst  not  disputing  that  the  choking  of  ascen¬ 
sion  and  dip  pipes  might  be  due  to  the  close  proximity  of  the 
hydraulic  to  the  retort-bench,  and  that  therefore  nothing  would  be 
gained  by  shifting  it,  he  thought  that  the  top  of  the  retort-bench 
was  not  a  desirable  situation  for  the  hydraulic.  Again  referring  to 
“  King’s  Treatise,”  he  found  it  set  forth  that  the  standards  support¬ 
ing  the  hydraulic  should  have  a  substantial  bearing  on  the  piers 
separating  the  ovens.  But  he  questioned  whether  a  substantial 
bearing  on  the  piers,  which  were  part  and  parcel  of  the  beds,  and 
liable  to  movement  with  their  expansion  and  contraction,  was 
possible.  The  party  walls  needed  renewal  at  times,  and  then 
there  was  anxiety  and  risk  ;  strutting,  slinging,  and  other  means 
being  resorted  to,  in  order  to  maintain  the  hydraulic  in  safety. 
All  this  might  be  avoided  by  supporting  it  on  girders  or  columns 
independent  of  the  brickwork  ;  and  he  had  adopted  this  plan.  At 
his  works  the  hydraulic  was  supported  on  girders  and  columns 
absolutely  free  of  the  retort-bench  ;  and  the  whole  alteration  for 
seven  beds  of  fives  cost  less  than  T40.  This  idea  was  not  new. 
In  fact,  it  was  old,  and  had  been  condemned,  on  the  ground  of  the 
prejudicial  effect  of  the  heat  when  drawing  and  charging,  and  the 
inconvenience  of  the  projecting  columns.  But  he  found  that  the 
heat  when  drawing  and  charging  was  felt  less  on  the  platform 
which  he  had  placed  in  front  of  the  bench  for  the  support  of  the 
hydraulic  than  in  the  orthodox  position  of  the  hydraulic  ;  and  the 
platform  was  far  more  convenient  for  the  workmen  than  the  hot 
brickwork  on  the  top  of  the  setting.  It  had  been  standing  for  six 
years ;  and  although  made  of  wood,  and  only  3  feet  above  the 
highest  mouthpiece,  it  had  never  caught  fire. 

The  arrangement  of  separate  chimneys  to  each  bed,  and  the  fact 
that  the  beds  were  of  different  heights,  interfered  with  the  use  of 
buckstaves  and  bracing  in  the  usual  manner  ;  and  he  resolved  to 
do  without  them.  In  “  King’s  Treatise,”  again,  it  was  stated  that 
some  considered  tie-bars,  &e.,  to  be  unnecessary,  because  they  were 
liable  to  expand  with  the  heat,  and  were  sometimes  burnt  away 
altogether.  But  it  was  further  stated  that  if  they  were  fixed  in 
proper  position  either  above  the  brickwork,  or  if  embedded  well 
out  of  the  reach  of  the  heat  from  the  flues,  there  was  no  danger  of 
burning  away  ;  also,  that  they  must  be  braced  transversely  as  well 
as  longitudinally,  if  they  were  to  endure  the  wear  and  tear  of  many 
seasons,  and  prevent  the  piers  from  bulging,  which  would  produce 
openings  and  crevices  that  would  admit  air  and  injure  the  draught. 
He  might  therefore  ask  if  a  long  tie-bar  did  not  allow  a  great  deal 
of  expansion  ?  Also  whether,  apart  from  the  hydraulic,  the  middle 
or  inside  beds  were  not  supported  by  their  neighbours  one  against 
the  other  ;  and  therefore  if  it  would  not  suffice  to  buttress  the  end 
beds  only  ?  And  when  a  retort-setting  was  taken  down,  if  the 
temporary  strutting  usually  put  up  was  intended  only  to  support 
the  hydraulic,  or  on  account  of  expansion.  Was  not  the  matter  of 
checking  the  expansion  by  means  of  tie-bars  a  question  of  degree 
only  ;  for  the  heated  brickwork  must  “  go  ”  somewhere,  and  he 
thought  the  only  consideration  was,  “  which  way  ?  ”  The  point 
he  had  therefore  to  decide  was  whether,  after  relieving  himself 
from  care  about  the  hydraulic,  he  need  trouble  about  bracing  the 
retort-bench  ?  After  four  years  work  without  bracing,  he  found  that 
the  inside  walls  remained  plumb,  and  the  end  ones  only  went  over 
about  2  inches  in  a  height  of  9  feet.  The  face  ends  of  the  piers  had 
come  forward  about  3  inches,  which  would  have  been  a  bad  job 
for  the  hydraulic  if  it  had  been  supported  on  them.  The  expan¬ 
sion  of  the  retorts  was  not  more  than  formerly,  but  still  he  was 
convinced  that  some  bracing  was  better  than  none  at  all,  as  it 
would  curb  the  expansion  to  some  extent,  and  so  he  determined  to 
brace  up  again  over  all.  As  before  mentioned,  the  formation  of  his 
bench  did  not  admit  of  the  usual  kind  of  bracing  ;  and  he  also 
M'ished  to  avoid  the  necessity  for  strutting  when  re-setting.  He  hit 
upon  a  plan  by  which  each  bed  was  held  together  independently  of 
its  neighbours.  Each  pier  projected  2  inches  at  front  and  back,  to 
allow  of  the  fixing  of  angle-irons  which  were  held  together  by 
diagonal  tie-bars  across  the  top.  The  cost  of  this  arrangement 
was  less  than  .£45  for  the  seven  beds. 

The  President  having  opened  the  discussion  with  a  few  remarks, 
Mr.  Walter  Fiddes,  of  Bristol,  said  that  he  had  tried  some  settings 
of  through  retorts  without  bracing,  but  cracks  appeared  ;  and  he 
found  it  advisable  to  put  up  buckstaves  and  tie-bars.  He  had  also 
experienced  considerable  advantage  from  having  large  lumps  of 
fire-clay  of  special  pattern  made  for  placing  on  the  piers  before 
the  arches  were  turned,  to  take  the  springing  of  the  arch.  Cast- 
iron  buckstaves  would  snap  suddenly  ;  whereas  wrought-iron  ones 
buckled  and  gave  way  gradually.  He  found  that  the  expansion 
of  the  bracing  when  taking  up  a  setting  was  about  3  inches, 
and  the  arch  would  rise  or  lift  to  the  extent  of  2  inches ;  so 
that  it  was  necessary  to  gradually  let  out  the  screws  when 
lighting  up,  and  the  reverse  when  letting  down.  After  trying 
various  devices,  he  preferred  this  plan,  also  adopting  arrange¬ 
ments  to  let  the  heat  down  as  gradually  as  possible — svrch  as 
stopping  all  access  of  air,  &c.  By  this  means,  he  was  able  to 
get  the  retorts  to  last  1200  or  1400  days,  counting  working  time 
only.  He  had  used  separate  short  chimneys  to  each  bed  for  40 
years  ;  and  strongly  recommended  them  as  securing  better  heats 
with  less  fuel.  Mr.  J.  Lowe,  of  Weymouth,  said  that,  having 
been  troubled  with  the  breaking  of  cast-iron  buckstaves,  he  had 
used  wrought-iron  ones  made  of  two  second-hand  railway  metals 
clamped  together.  These  could  be  bought  at  80s.  per  ton  or  so ; 
and  a  10-feet  buckstave  woirld  only  cost  about  21s.  They  answered 
admirably.  Where  14-inch  party  walls  were  used,  and  the 
bottom  retorts  were  set  close  to  the  outside,  it  was  necessary 
to  keep  the  ascension-pipes  out  a  few  inches  from  the  setting 


sufficient  to  just  clear  the  buckstave.  Mr.  S.  W.  Durkin,  of  South¬ 
ampton,  had  long  felt  the  need  for  supporting  the  hydraulic  in¬ 
dependently  of  the  setting,  especially  in  the  case  of  long  benches ; 
and  it  was  necessary  to  re-level  at  each  time  of  lighting  up.  Some 
years  ago  he  was  much  troubled  with  thick  tar ;  but  by  adopting  a 
simple  plan  for  taking  the  tar  off  from  the  bottom  of  the  hydraulic, 
he  had  quite  cured  that.  He  also  connected  a  pipe  from  the  liquor 
pump  with  the  hydraulic  ;  and  was  thus  able  to  wash  out  the  whole, 
overflows  and  all,  with  liquor  every  day.  He  remembered  when 
iron  retorts  were  used ;  and  they  did  not  strain  the  benches  so 
much  as  the  clay  through  retorts,  which  were  brought  more  imme¬ 
diately  in  contact  with  the  arches.  In  some  double  benches  of 
iron  retorts,  the  tie-bars  were  built  in  the  brickwork  ;  and  when 
taken  out  it  was  found  they  had  entirely  rotted  away.  After  trying 
various  kinds  of  cast-iron  Wckstaves,  all  of  which  gave  trouble  by 
sudden  breakage,  he  adopted  wrought-iron  ones  ;  and  these  lasted 
well.  He  had  some  that  had  been  in  use  for  20  years.  He  quite 
agreed  with  Mr.  Jervis  that  the  brickwork  would  “  go  ”  some¬ 
where  ;  and  he  condemned  the  plan  of  burying  tie-bars  in  brick¬ 
work.  They  should  always  be  in  sight  and  clear  of  everything. 
The  President,  in  closing  the  discussion,  said  that  he  had  for  some 
time  taken  his  tar  from  the  bottom  of  the  hydraulic  ;  and  perhaps 
that  was  why  there  was  little  trouble  with  pitch  at  his  works. 
Where  tie-bars  passed  through  brickwork,  he  had  tried  to  protect 
them  by  surrounding  them  with  drain-pipes  ;  but  still  they  would 
occasionally  break  at  the  point  of  fiercest  heat. 

News  fkom  an  Old  Member. 

At  this  stage  of  the  proceedings,  the  Honorary  Secretary  read  a 
letter  from  a  former  member,  Mr.  Walter  Thomas,  now of  Vancouver, 
British  Columbia,  in  which  he  described  his  experiences  in  estab¬ 
lishing  a  gas-works  in  the  town.  He  had  been  compelled  to  erect 
the  greater  part  of  the  works  with  his  own  hands,  not  having 
skilled  labour  ;  but  they  were  now  in  working  order,  and  success¬ 
fully  competing  with  electricity. 

Mr.  Davis’s  Paper. 

Mr.  W.  Davis,  of  Poole,  next  read  a  paper,  entitled  “  A  Remedy 
for  Naphthalene.”  In  the  course  of  it,  he  remarked  that  some 
years  ago  he  had  to  work  a  set  of  four  purifiers,  each  10  ft. 
square,  which  were  so  fixed  that  the  inlet-pipes  from  a  hydraulic 
centre-valve  had  to  fall  into  the  vessels.  Consequently,  whenever 
these  were  emptied,  there  was  an  accumulation  of  tarry  matter  to 
be  cleaned  out.  Matters  were  further  aggravated  by  the  fact  that 
the  scrubber  was  small  (only  18  feet  high  by  6  feet  in  diameter), 
and  only  about  25  feet  away  from  the  centre-valve ;  so  it  was  only 
to  be  expected  that  a  large  quantity  of  condensible  matter  should 
be  carried  forward,  and  deposited  at  the  bottom  of  the  purifiers. 
As  an  improvement  on  this  state  of  things,  some  16-inch  pipes 
that  happened  to  be  in  stock  were  utilized  to  form  a  sort  of  con¬ 
denser,  being  packed  from  bottom  to  top  with  9  inch  by  ^  inch 
boards,  cut  to  the  length  of  the  diameter  of  the  pipe,  and  placed 
crossways.  A  large  rubbing  surface  for  the  gas  was  thus  afforded ; 
and  this  appliance  was  fixed  between  the  scrubber  and  the  centre- 
valve.  It  was  found  to  bo  effective  in  removing  condensible 
matter,  and  also  proved  to  be  useful  in  another  and  unanticipated 
way.  Great  trouble  had  previously  been  experienced  with  naph¬ 
thalene  ;  the  connecting  pipes  of  the  station  meter  being  fre¬ 
quently  choked,  and  the  inlet  and  the  outlet  pipes  of  the  holders 
were  also  a  constant  source  of  trouble  from  the  same  cause.  After 
the  fixing  of  these  pipes — which  he  termed  “  depositors  ” — the 
trouble  from  naphthalene  entirely  ceased.  On  studying  the  sub¬ 
ject  of  the  formation  of  naphthalene  in  gas-pipes,  he  concluded 
it  must  be  formed  by  synthesis  ;  the  presence  of  moisture  being  a 
factor  in  its  production. 

During  the  discussion,  the  President  remarked  that  he  was  not 
so  much  troubled  with  naphthalene  as  formerly.  When  a  part  of 
the  condenser  was  out  of  use,  he  had  known  the  meter-connections 
to  be  choked  in  a  month.  But,  by  attending  to  gradual  condensa¬ 
tion,  although  using  the  same  kind  of  coal  and  under  the  same  cir¬ 
cumstances  of  working,  he  had  prevented  it,  and  had  not  expe¬ 
rienced  any  stoppage  on  his  works  for  quite  20  years.  Mr.  J .  H. 
Cornish,  of  Bridgwater,  was  much  troubled  with  naphthalene  some 
years  ago.  The  holder-connections  were  both  choked ;  and  he 
admitted  .steam  to  clear  them,  which  caused  the  pipes  to  leak  in¬ 
side  the  tank,  and  put  him  to  a  great  expense.  But  after  adoptirig 
a  foul  main,  and  more  gradual  condensation,  he  completely  got  rid 
of  naphthalene.  Mr.  R.  Beynon,  of  Torquay,  said  that  he  had  not 
quite  succeeded  in  getting  rid  of  naphthalene;  but  intended  to 
enlarge  his  foul  main.  During  the  winter  of  1885,  he  experienced 
great  trouble  in  the  mains  and  services.  He  was  then  advised  to 
cover  his  condenser,  which  was  an  annular  one.  The  next  winter 
he  covered  up  the  condenser  with  sacking.  The  result  was  that, 
where  he  formerly  had  a  dozen  complaints  or  so  per  day,  he  now 
had  only  one  or  two.  He  now  found  most  trouble  in  the  autumn 
— from  August  to  November.  This  he  ascribed  to  the  greater 
ranges  of  temperature  which  obtain  at  this  period  of  the  year.  Mr. 
Crowe,  of  Wellington,  wished  to  ask  Mr.  Jervis  if  the  alteration  in 
his  hydraulic  had  caused  any  trouble  with  naphthalene.  A  friend 
of  his  worked  with  the  hydraulic  placed  down  the  middle  of  the 
retort-house  between  two  rows  of  retort-benches  ;  and  he  was  much 
troubled  in  this  manner,  and  blamed  the  position  of  his  hydraulic 
for  it.  Mr.  Jervis  said  that  he  did  not  know  what  naphthalene 
was.  Mr.  A.  Thomas,  of  Cowes,  observed  that  some  years  ago  he  was 
periodically  annoyed  by  the  complete  stoppage  of  a  particular 
length  of  main  about  half  a  mile  from  the  works.  He  could  cure 
it  for  the  time  by  pouring  hot  water  in,  or  with  the  force-pump. 
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He  afterwards  erected  a  foul  main,  and  enlarged  the  condenser  at  the 
works,  and  this  completely  cured  it.  Mr.  Durkin  remarked  that  he 
found  trouble  from  naphthalene  in  the  autumn,  or  whenever  there 
was  hot  sunshine  in  the  day  and  cold  nights.  Last  winter  a  16-inch 
pipe  on  the  works  was  choked.  It  was  deep  in  the  ground  ;  and 
he  thouglit  a  tidal  influence  kept  its  surroundings  damp  and  cold. 
He  had  great  belief  in  the  foul  main,  and  doubted  whether  the  one 
he  had  was  large  enough.  Mr.  Fiddes  cited  a  case  of  two  mains 
near  the  Houses  of  Parliament  in  London,  which  ran  parallel,  one 
of  which  gave  great  trouble  from  naphthalene,  while  the  otherwas 
always  clear.  In  the  past  he  had  had  great  difficulty  with  it ;  but 
since  six  larger  mains  had  been  used — 24-inch  in  place  of  9-inoh  or 
10-inch — this  was  greatly  obviated.  He  remembered  that  at  one 
works  it  was  a  regular  practice  to  clean  out  the  holder-connections 
every  Sunday.  In  one  case  the  pipes  remained  clear  for  six  years  ; 
and  then  stopped  quite  suddenly.  He  used  vapour  of  naphtha,  con¬ 
veyed  to  the  bottom  of  the  pipes  by  a  14-ineh  wrought-iron  pipe 
carried  down  inside,  to  dissolve  the  deposit ;  and  by  this  means, 
the  pipes  could  be  cleared  in  two  hours.  He  had  observed  that 
when  the  temperature  of  the  water  in  the  holder  tanks  fell  below 
56’,  there  was  a  deposit  of  naphthalene  formed.  If  they  escaped  at 
the  works,  they  had  it  in  the  mains  and  services.  When  the  main 
was  exposed  to  moisture  in  low  ground,  the  deposit  was  liable  to 
accumulate ;  and  he  had  also  observed  that  the  streets  lamps 
would  dwindle  from  this  cause  in  regular  lines — sometimes  in  a 
north-easterly  direction,  sometimes  in  another.  This  led  him  to 
think  that  magnetic  influences  might  have  something  to  do  with 
the  formation.  Mr.  Davis,  in  reply,  thought  that  his  argument 
as  to  the  effect  of  moisture  in  the  formation  of  naphthalene  had 
been  well  supported  in  the  discussion. 

Gasholders  with  Spiral  Guides. 

Mr.  W.  Gadd,  of  Manchester,  then  explained  his  system  of  con¬ 
structing  gasholders  without  the  usual  guide-framing  ;  illustrating 
his  remarks  by  two  models,  representing  a  single-lift  and  a  three- 
lift  holder  respectively.  He  stated  that  he  proposed  to  support  the 
holder  entirely  from  the  bottom  curb.  The  rollers  were  placed 
tangentially  by  preference,  but  could  be  radial  if  desired  ;  and  the 
guides,  instead  of  being  vertical,  were  disposed  at  an  angle  of  from 
45°  to  60° — forming,  in  fact,  a  deep  thread  of  a  screw.  Each  roller 
was  a  point  of  support,  so  that  the  holder  was  held  in  just  as  many 
places  round  the  ring  as  there  were  rollers.  Each  point  of  support 
formed  a  solid  bearing,  rendering  the  whole  as  stable  as  if  resting 
on  the  floor.  The  entire  structure — holder  and  tank — might  be 
pushed  over  as  if  in  one  piece.  The  holder  formed  a  cantilever  of 
the  elbow  kind  ;  the  height  being  the  extent  of  one  limb,  and  the 
diameter  that  of  the  other.  Therefore,  if  the  wind  pressure  was 
concentrated  near  the  top,  the  resisting  leverage  would  still  be 
much  longer  than  the  acting  leverage.  In  this  respect  it  was  just 
the  contrary  to  holders  supported  in  the  usual  way  ;  for  the  shal¬ 
lower  he  made  the  holder,  the  stronger  it  was.  He  then  illus¬ 
trated  the  power  of  his  frame  to  resist  unequal  loading  (such  as  an 
accumulation  of  snow  on  one  side  of  the  holder)  by  means  of  weights, 
and  pointed  out  that  under  any  circumstances,  the  strain  on  the 
guides  was  perfectly  vertical.  There  could  be  no  tilting,  because 
the  guides  pointed  in  opposite  directions  on  opposite  sides  of  the 
tank ;  and  therefore  the  rollers  were  gripped,  as  between  the  blades 
of  a  pair  of  shears.  The  principle  of  his  invention  was  not  affected 
by  the  manner  in  which  the  rollers  and  guides  were  designed — for 
instance,  the  rollers  might  be  fixed  on  the  tank  and  the  guides  on 
the  holder,  if  preferred. 

A  conversational  discussion  took  place  on  the  action  of  the 
models,  and  the  applicability  of  the  invention  generally,  at  the 
close  of  which  the  President  thanked  Mr.  Gadd  for  his  kind¬ 
ness  in  attending  the  meeting,  and  expressed  the  opinion  that 
the  models  before  them  were  a  type  of  what  the  gasholder  of  the 
future  would  be. 

Mr.  Thomas’s  Paper. 

Mr.  A.  Thomas,  of  West  Cowes,  read  a  paper  describing  ‘  ‘  A 
Pressure-Gauge  having  no  Fixed  Joints.”  He  commenced  by 
referring  to  the  importance  of  pressure-gauges  on  gas-works, 
and  proceeded  to  notice  the  defects  inherent  to  those  generally 
in  use — such  as  liability  of  the  glass  tubes  to  breakage,  difficulty 
of  cleaning,  and  high  cost.  In  order  to  get  rid  of  these  objec¬ 
tions,  he  had  made  many  experiments,  which  had  resulted  in  the 
production  of  the  apparatus  specimens  of  which  were  before  the 
meeting.  They  consisted  simply  of  two  glass  tubes  one  inside  the 
other,  with  metal  mountings,  a  specially-designed  scale,  graduated 
either  upwards  or  downwards,  and  having  no  fixed  joints. 

Mr.  J.  J.  Jervis,  said  he  had  very  much  pleasure  in  testifying 
to  the  efficiency  of  Mr.  Thomas’s  gauge,  having  used  one  similar 
to  it  for  six  years,  which  he  exhibited  to  the  meeting.  Mr.  Lowe 
also  showed  a  similar  gauge,  consisting  of  a  glass  tube  graduated, 
and  immersed  in  a  narrow  glass  cylinder,  which  he  said  he  had 
used  in  connection  with  the  exhauster  for  five  years,  to  indicate 
either  vacuum  or  exhauster.  He  liked  the  principle  very  much  ; 
and  strongly  recommended  it.  Mr.  Durkin  also  made  a  few 
remarks.  The  President  observed  that  Mr.  Thomas  had  certainly 
shown  them  a  gauge  that  was  a  great  improvement  on  the  usual 
form  of  the  apparatus. 

Concluding  Business. 

Mr.  Lowe  proposed  a  vote  of  thanks  to  the  gentlemen  who  had 
come  before  them  with  papers  and  descriptions  of  apparatus  that 
day,  and  thus  contributed  to  make  it  a  very  successful  meeting  ; 
and  he  specially  referred  to  Mr.  Gadd,  who  had  travelled  from  Man¬ 
chester  at  a  day’s  notice.  Mr.  White  seconded  the  proposition, 


and  it  was  carried  by  acclamation.  Mr.  Gadd  having  appropriately 
responded,  the  services  of  the  President  during  the  past  year  were 
acknowledged  by  a  hearty  vote  of  thanks,  on  the  proposition  of  Mr. 
T.  Hardick,  of  Salisbury,  seconded  by  Mr.  Crowe.  In  reply,  the 
President  proposed  a  vote  of  thanks  to  the  Honorary  Secretary 
and  Treasurer,  which  was  seconded  by  Mr.  Durkin,  supported  by 
Mr.  White,  and  carried  unanimously.  Mr.  Huraphrys  acknowledged 
the  vote  ;  and  the  business  portion  of  the  meeting  terminated. 

The  members  and  visitors  subsequently  dined  together,  under 
the  chairmanship  of  the  President.  An  excellent  dinner  was  served 
in  a  room  elegantly  decorated  for  the  occasion  ;  and  after  the  re¬ 
moval  of  the  cloth,  the  usual  toasts  were  given  and  responded  to. 


THE  BRITISH  ASSOCIATION  AND  STANDARDS 
OF  LIGHT. 

It  may  be  remembered  that  a  Committee  appointed  by  the 
British  Association  for  the  Advancement  of  Science  have  for  some 
time  had  under  consideration  the  subject  of  standards  of  light.  A 
report  was  presented  to  the  Association  at  their  meeting  in  Man¬ 
chester  last  year,  when  the  Committee  stated  that  they  had  been 
anxious  to  carry  out  experiments  on  the  various  standards  in  use, 
but  had  been  unable  to  complete  their  investigations  owing  to  want 
of  funds.  The  General  Committee  thereupon  granted  a  sum  of 
.flOO  for  the  purpose;  and  the  matter  stood  over  for  further  inquiry. 
The  report  of  the  Committee  containing  the  results  of  the  experi¬ 
ments  they  have  since  conducted  was  read  by  Professor  George 
Forbes  at  the  meeting  of  the  Association  at  Bath  on  Monday  last 
week.  The  full  text  of  the  document  has  not  yet  been  published  ; 
but  we  are  in  a  position  to  lay  before  our  readers  some  of  the 
results  recorded  therein. 

The  Committee  confirm  the  conclusions  arrived  at  by  Mr.  W.  J. 
Dibdin  in  the  report  presented  by  him  to  the  Metropolitan  Board 
of  Works.*  They  have  included  the  following  sources  of  light  in 
their  numerous  experiments : — Ordinary  candles,  made  by  Messrs. 
Miller  and  also  by  Messrs.  Brecknell  and  Turner  ;  spermaceti 
candles  of  large  diameter,  six  to  the  pound  made  by  Messrs.  Miller; 
the  pentane  standard  ;  the  pentane  lamp ;  and  the  amyl-acetate 
lamp.  The  results  of  118  experiments  with  each  of  these  supply 
matter  for  the  first  appendix  to  the  report. 

With  regard  to  the  use  of  candles  as  a  standard,  it  is  stated  by 
the  Committee  that  the  objections  are  numerous  ;  but,  as  they  are 
well  known,  only  some  of  the  more  glaring  are  mentioned — such, 
for  instance,  as  the  fact  that  both  the  spermaceti  and  the  wick 
are  of  indefinite  chemical  composition,  so  that  so-called  “  standard  ” 
candles,  conforming  to  the  definitions  of  the  Act  of  Parliament, 
can  be  made  which  vary  largely  in  light-giving  power.  The  Com¬ 
mittee  note  with  emphasis  tliat  the  illuminating  power  of  a  candle 
in  a  closed  photometer,  or  in  any  small  ill-ventilated  room,  is  con¬ 
siderably  less  than  in  an  ordinary  room.  They  also  point  out  that 
the  illuminating  power  of  the  candle  is  subject  to  fluctuations  from 
minute  to  minute,  owing  to  the  variation  in  length  and  form  of 
the  wick,  and  to  the  filling  and  emptying  of  the  cup  of  the  candle 
according  to  the  movements  of  the  surrounding  air.  There  is  a 
point  in  the  manufacture  of  spermaceti  which  is  here  noted. 
Manufacturers  endeavour  to  remove  the  liquid  portions  of  the 
spermaceti  (what  is  called  “  sperm  oil”),  and  obtain  the  “  dry  ” 
spermaceti  as  free  from  it  as  possible.  The  resulting  product 
has  a  higher  melting  point ;  and  therefore  burns  with  less  facility. 
The  manufacturers  have  now  so  far  succeeded  in  this  direction 
that  candles  have  to  be  made  with  larger  wicks  ;  the  result  being 
that  they  give  less  light  for  a  given  consumption  than  candles  with 
smaller  wicks.  Thus  the  effect  of  the  improvement  in  spermaceti 
has  been  that  standard  candles  give  less  light  than  they  gave  ten 
years  ago,  and  probably  still  less  than  they  gave  at  earlier  dates, 
when  the  average  consumption  of  candles  of  six  to  the  pound  was 
140  grains  per  hour. 

Professor  Violle’s  standard  of  molten  platinum  is,  in  the  opinion 
of  the  Committee,  not  a  practical  standard  of  light,  although  they 
are  quite  prepared  to  agree  to  the  adoption  of  the  light  emitted  by 
a  square  centimetre  of  molten  platinum  as  a  unit,  but  not  as  a 
standard  of  light. 

There  appears  to  be  no  prospect  of  any  reliable  electric  standard 
of  light,  inasmuch  as  with  incandescent  lamps  variations  in  the 
light  are  caused  by  the  blackening  of  the  glass  bulbs  surrounding 
the  carbon  filament  and  by  the  wasting  of  the  filament.  Moreover, 
the  amount  of  radiation  from  the  carbon  depends  upon  the  extent 
of  its  surface  as  well  as  upon  the  treatment  to  which  it  has  been 
subjected. 

With  regard  to  the  amyl-acetate  lamp,  the  Committee  remark 
that  it  is  very  constant ;  but  its  red  colour  is  a  serious  objection  to 
its  use.  This  conclusion  has  been  arrived  at  as  the  result  of  a  very 
large  number  of  experiments. 

Mr.  Vernon  Harcourt’s  pentane  standard  the  Committee  con¬ 
sider  as  reliable  and  convenient ;  fulfilling  the  conditions  required 
in  a  standard  of  light,  inasmuch  as  it  has  no  wick,  and  consumes 
a  material  of  definite  chemical  composition.  The  experiments 
show  that  no  alteration  of  light  occurred  when  the  specific  gravity 
of  the  pentane  was  0'632  or  0  628,  instead  of  the  specified  value 
0’630.  The  Committee  note  that  the  pentane  standard  is  not  the 
only  possible  standard  which  could  be  made  possessing  the  neces¬ 
sary  qualifications,  but  it  is  the  only  one  that  has  come  under  their 
notice ;  and  therefore  they  urge  most  earnestly  the  importance  of 
undertaking  such  action  as  is  possible  to  ensure  the  immediate 
rejection  by  the  Board  of  Trade  of  the  parliamentary  candle  as  a 

*  See  Journal,  Vol.  L.,  p.  290 


507 


Sept.  18, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


btandard  of  light,  and  the  adoption  of  the  pentane  standard  in  all 
future  work. 

In  Appendix  I.,  the  results  of  the  photometric  observations  made 
with  the  various  sources  of  light  are  given  ;  whilst  Appendix  II. 
deals  with  the  results  of  experiments  made  with  incandescent 
platinum.  The  photometrical  observations  were  rnade  with  Mr. 
Dibdin’s  four-way  photometer.  As  a  standard  of  light,  the  flame 
of  an  Argand  burner  consuming  coal  gas  enriched  by  being  passed 
over  pentane  was  employed.  It  was  kept  at  a  height  of  3  inches, 
and  only  light  from  the  middle  of  the  flame  fell  on  the  discs. 
Candles  were  burnt  at  the  first  arm ;  the  pentane  lamp  at  the 
second  (alternate  reading  being  taken);  the  third  arm  had  the 
amyl-acetate  lamp  ;  and  the  fourth,  the  pentane  standard.  Readings 
with  the  last  two  were  also  made  alternately  by  a  second  observer 
simultaneously  with  the  readings  from  the  flrst  and  second  arms 
the  observers  from  time  to  time  changing  their  posts.  In  118  com¬ 
plete  candle  tests,  8G  differed  by  1  per  cent,  from  the  day’s  average ; 
57  differed  by  2  per  cent. ;  19  by  5  per  cent. ;  and  variations  of  9 
and  10  per  cent,  were  occasionally  registered.  With  the  amyl- 
acetate  lamp  a  difference  of  2  per  cent  was  obtained  four  times  out 
of  118.  The  pentane  lamp  differed  twice  by  only  1  per  cent,  from 
the  average ;  and  the  pentane  standard  only  once.  Incandescent 
platinum,  tried  in  various  ways,  proved  extremely  troublesorne, 
and  was  even  then  very  unsatisfactory  as  a  source  of  illumination 
for  purposes  of  measurement. 

No  discussion  followed  the  reading  of  the  report,  although  it 
was  invited  ;  but  a  vote  of  thanks  was  unanimously  accorded  to 
its  author. 

GASEOUS  FUEL. 

As  briefly  intimated  in  last  week’s  Journal,  among  the  papers 
read  before  the  Mechanical  Science  Section  of  the  British  Associa¬ 
tion,  at  the  recent  meeting  in  Bath,  was  one  by  Mr.  J.  Emerson 
Dowson,  M.  Inst.  C.E.,  on  the  value  of  gas  as  fuel. 

The  author  stated  that  at  the  York  meeting  of  the  Association 
in  1881,  he  explained  an  apparatus  for  making  cheap  heating  gas 
by  passing  steam  and  air  through  incandescent  fuel.  Since  then 
the  apparatus  has  been  considerably  improved ;  and  the  gas  made 
in  it  has  been  much  used,  not  only  for  driving  engines  but  for 
heating  in  many  industrial  processes.  The  composition  of  the  gas 
necessarily  depends  somewhat  on  the  quality  of  the  coal  used,  and 
on  the  condition  of  the  fire  ;  the  average  composition  being  much 
the  same,  whether  the  gas  is  made  at  the  rate  of  1000  cubic  feet 
per  hour  in  a  small  generator  or  at  the  rate  of  15,000  cubic  feet  per 
hour  in  a  large  one.  In  1881,  it  was  necessary  for  gas-engines  to 
use  five  volumes  of  this  generator  gas  for  one  of  ordinary  lighting 
gas  to  develop  the  same  power.  But  since  then  some  important 
modifications  have  been  made  in  the  “Otto”  engines;  and  it  is 
now  necessary  to  use  only  four  volumes.  In  1881,  only  one  engine 
of  3J-horse  power  had  been  worked  with  the  author’s  gas  ;  but 
since  then  a  large  number  of  engines  have  been  worked  with  it 
one  indicating  over  80-horse  power.  For  more  than  four  years 
Messrs.  Crossley,  the  English  makers  of  the  “  Otto  ”  engines,  have 
used  this  gas  exclusively  at  their  works  for  an  average  power  of 
150-horse  power  ;  and  after  a  careful  trial  extending  over  35  weeks, 
they  have  found  that  the  fuel  consumption  was  only  1‘3  lbs.  per 
indicated  horse  power  per  hour.*  At  these  large  works  there  is  no 
chimney  except  in  the  blacksmiths’  shop.  Beturns  sent  by  eleven 
users  of  “  Otto  ”  engines  working  regularly  in  different  places  with 
the  author’s  gas,  and  averaging  35-horse  power  each,  show  an 
average  fuel  consumption  of  about  1’3  lbs.  per  indicated  horse 
power  per  hour,  which  is  less  than  half  that  required  for  the  best 
steam-engines  of  equal  power.  The  results  of  other  tests  were 
given  ;  and  seeing  that  all  have  been  obtained  under  practical 
working  conditions,  the  record  is  certainly  satisfactory.  Many 
letters  have  also  been  received  testifying  to  the  ease  with  which 
the  gas  plant  can  be  managed. 

The  author  considers  himself  justified  in  saying  that  gas-power 
is  now  fairly  launched  in  competition  with  steam-power  ;  and  he 
thinks,  with  the  late  Professor  Fleeming  Jenkin,  that  eventually 
the’ former  will  to  a  great  extent  supersede  the  latter.  The  author 
also  thinks  it  tolerably  sure  that  even  better  results  than  those 
already  recorded  will  be  obtained  when  an  engine  is  really  designed 
to  give  the  best  effect  with  generator  gas.  It  is  well  known  that  in 
the  “  Otto  ”  engines,  each  new  charge  of  gas  is  diluted  with  a  por¬ 
tion  of  the  products  of  combustion  from  the  previous  charge  ;  and 
this  answers  very  well  for  ordinary  lighting  gas.  But  as  generator 
gas  (such  as  the  author’s)  has  only  about  one-fourth  the  explosive 
power  of  the  other  gas,  it  is  a  disadvantage  to  dilute  it  with  pro¬ 
ducts  of  combustion  ;  and  he  feels  confident  that  makers  of  engines 
will,  sooner  or  later,  find  it  expedient  to  design  all  engines  of  large 
power  specially  for  cheap  generator  gas.  The  best  fuel  to  use  for 
making  the  gas  is  anthracite,  as  it  does  not  yield  tar  or  other  con¬ 
densable  products,  and  does  not  cake  in  the  generator.  Ordinary 
gas  coke  can  also  be  used  with  certain  precautions. 

Several  instances  were  given  of  the  use  of  this  gas  for  heating  of 
various  kinds.  At  the  Gloucester  County  Asylum  it  has  been  used 
daily  for  about  five  years.  All  the  kitchen-work  for  the  staff  and 
inmates  is  done  with  it ;  and  there  is  no  ordinary  fire  in  the 
kitchen.  About  300  quartern  loaves  are  baked  with  the  gas  every 
day,  at  a  cost  of  about  Is.  only  for  fuel.  The  gas  is  also  used  for 
two  12-horse  power  (nominal)  “  Otto”  engines,  which  pump  water 
and  drive  a  dynamo  for  electric  lighting.  This  gas  is  used  on  a 

*  This  figurSjWas  wrongly  given  in  our  brief  report  last  week  as  13  lbs. ; 
and  the  error  has  been  pointed  out  by  Mr.  Dowson  for  correction. 


large  scale  at  the  cocoa- works  of  Messrs.  Van  Houten  and  Son, 
Messrs.  Cadbury,  and  Messrs.  Russ-Suchard  and  Co.  Messrs. 
Onderwater  and  Co.,  of  Dordrecht,  use  it  for  heating  the  drying- 
chambers  in  their  starch-works.  Messrs.  Guittet,  of  Herblay,  have 
for  some  years  used  it  for  making  varnish  ;  and  they  not  only 
effect  a  considerable  economy,  but  they  avoid  all  risk  of  fire,  which 
is  a  great  consideration  in  varnish-works.  This  gas  is  also  used 
by  the  Society  Nestle  for  soldering  their  condensed-milk  tins;  and 
more  recently  it  has  been  adopted  by  Messrs.  Huntley,  Bourne, 
and  Stevens,  of  Reading,  not  only  for  soldering,  but  for  heating  a 
large  number  of  ovens  in  which  japanned  and  varnished  goods 
are  stored.  Messrs.  Hillman,  Herbert,  and  Cooper  use  this  gas  at 
their  Coventry  works  and  in  Germany,  for  brazing  with  blow-pipes 
the  joints  of  bicycles  and  tricycles,  as  well  as  for  enamelling.  On 
the  Continent  several  firms  use  this  gas  for  singeing  silk  yarns  and 
textile  fabrics.  It  is  also  used  by  several  linen  manufacturers  in 
the  north  of  Ireland  for  tentering,  which  they  formerly  did  with 
hot  air.  The  cost  of  the  gas  somewhat  depends  on  that  of  the  fuel ; 
but,  speaking  generally,  the  equivalent  of  1000  cubic  feet  of  ordinary 
lighting  gas  costs  from  6d.  to  Is. 

In  the  course  of  the  discussion  on  the  paper.  Sir  F.  Bramwell 
spoke  of  the  quantities  of  coal,  especially  slack  and  refuse,  which, 
on  account  of  their  cheapness,  were  consumed  in  engines  ;  and  he 
characterized  this  as  a  careless  waste  of  a  valuable  inheritance. 
Any  invention  that  stopped  this  waste  of  coal,  and  made  it  im¬ 
possible  for  an  ignorant  and  careless  man  to  use  more  than  a 
certain  amount  of  fuel,  was,  he  considered,  a  great  source  of  good. 
Mr.  Fletcher  asked  Mr.  Dowson  whether  he  had  considered  the 
possibility  of  saving  the  ammonia  produced  with  the  gas.  Pro¬ 
fessor  Shaw  remarked  that  carbonic  oxide  was  largely  present  in 
the  generator  gas ;  and  that  this  was  a  most  dangerous  poison. 
He  thought  it  reflected  great  credit  on  Mr.  Dowson  that  no  acci¬ 
dents  had  happened  where  his  plant  had  been  installed.  Mr. 
Williams  said  he  had  read  that  in  one  town  in  the  United  States, 
where  this  generator  gas  had  been  used,  more  deaths  were  caused 
by  it  than  by  ordinary  gas  in  the  whole  of  the  States.  Mr.  Dowson, 
in  reply,  said  that  the  quantity  of  ammonia  was  so  infinitesimally 
small  when  the  gas  was  made  from  anthracite  (which  was  the 
material  generally  used),  that  it  would  not  pay  to  seek  for  it. 
There  was  no  disguising  the  fact  that  there  was  danger  attending 
the  use  of  carbonic  oxide ;  but  there  was  also  danger  with  elec¬ 
tricity  and  gunpowder  when  improperly  handled.  The  best  thing 
to  do  was  to  recognize  the  danger,  and  to  take  due  precautions. 
It  was  very  satisfactory  to  find  that  in  such  an  Institution  as  the 
Gloucester  County  Asylum  the  gas  had  been  in  use  for  five  years 
without  any  trouble  being  experienced. 


Development  of  the  Russian  Oil  Trade. — In  the  course  of 
an  article  recently  contributed  to  the  Newcastle  CJivonicle  by  Mr. 
Charles  Marvin,  on  the  subject  of  the  expansion  of  Russia  in  the 
Black  Sea,  he  referred  as  follows  to  the  trade  of  the  oil  region  : 

“  Four  years  ago  there  was  not  an  oil-tank  at  Batoum.  I  have 
lately  received  from  there  large  photographs  of  some  of  the  47  now 
in  position,  holding  collectively  20  million  gallons  of  oil.  I  ifteen 
tank  steamers,  constantly  running,  and  some  of  them  holding 
1  million  gallons  of  oil,  are  insufficient  for  the  growing  demands 
of  the  trade.  Nor  is  this  activity  confined  to  Batoum.  From 
Poti  an  export  of  manganese  oil  has  sprung  up  rapidly  approach¬ 
ing  100,000  tons  a  year.  Soukhum  Kale,  twice  the  scene  of  a 
desolating  Turkish  descent,  seems  destined  to  share  this  general 
prosperity.  A  project  is  afoot  to  connect  it  by  a  branch  line  with 
the  Trans-Caucasian  Railway,  and  provide  the  latter  with  three 
outlets  instead  of  two.”  The  article  was  written  just  after  the 
opening  of  the  Novorossisk  Railway,  which  taps  the  Black  Sea 
petroleum  region,  and  provides  Russia  with  a  new  outlet  for  oil 
and  liquid  fuel,  auxiliary  to  the  Caspian  supply  now  finding  its 
way  to  Europe  via  Batoum. 

Sir  F.  Bramwell’s  Inaugural  Address.— Confirmatory  of  the 
opinion  expressed  in  our  own  columns  last  week  as  to  the 
character  of  the  address  with  which  Sir  Frederick  Bramwell 
“edified”  the  British  Association  at  the  recent  Bath  meeting,  the 
Builder  says:  “It  is  natural  that  daily  newspaper  critics  should 
felicitate  Sir  F.  Bramwell  on  having,  in  the  words  of  one  journal, 
made  the  presidential  address  of  the  British  Association  ‘  in¬ 
telligible  to  ordinary  readers  ;  ’  and  if  the  British  Association  were 
an  institution  for  the  popularization  of  science,  this  praise  would, 
no  doubt,  be  much  to  the  point.  Sir  F.  Bramwell’s  address  was 
certainly  intelligible  to  anyone,  and  formed  a  somewhat  dramatic 
and  occasionally  humorous  summary  of  the  bearing  of  engineering 
and  constructive  improvements  on  the  conduct  of  everyday  life 
and  occupation  ;  but  to  our  thinking  something  higher  than  this 
is  to  be  looked  for  in  the  opening  address  of  the  British  A.ssocia- 
tion  for  the  ‘  Advancement  of  Science.’  The  annual  meetings  of 
the  Association  tend  to  become  more  and  more  a  kind  of  mere 
scientific  amusement  in  the  eyes  of  many  of  those  who  attend 
them — a  form  of  mild  dissipation ;  and  however  much  this  may  be 
practically  and  unavoidably  so  in  regard  to  a  proportion  of  the 
audience,  it  is  not  desirable  that  Presidents  ot  the  Association 
should  assist  this  tendency  by  reducing  the  presidential  address 
to  a  piece  of  popular  gossip  on  some  of  the  superficial  aspects  of 
science.  The  address  in  question  was,  no  doubt,  amusing  to  many 
of  those  who  listened  to  it,  but  it  was  not  calculated  to  maintain 
the  status  and  dignity  of  the  annual  meetings  of  the  Association  ; 
and  we  hope  its  character  will  not  be  taken  as  a  precedent  for 
future  addresses,” 
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A  NEW  PIPE  EXTEACTOR. 

The  extraction  of  cast-iron  gas  and  water  mains  from  the  lines 
in  which  they  lie  in  the  trenches,  is  always  a  tedious  business  ; 
but  it  is  greatly  expedited  and  cheapened  by  the  simple  device 
shown  in  the  accompanying  illustration,  which  is  the  invention 
of  Mr.  James  W.  Helps,  Engineer  of  the  Croydon  Gas  Company. 
The  implement  comprises  a  hinged  clip  for  the  main  (which  must, 
of  course,  be  kept  in  different  sizes  to  suit  the  diameters  of  pipes 
to  be  dealt  with),  and  a  forged  block  with  a  hand-screw,  shown  in 


position  at  D  in  fig.  2.  The  method  of  application  is  as  follows : 
Having  uncovered  a  few  lengths  of  main,  the  whole  or  a  part  of 
one  pipe  must  be  removed  by  the  usual  method  of  cutting  out,  so 
as  to  make  a  break  in  the  line.  The  free  end  of  the  main  is 
then  slung  as  shown  at  A  (fig.  2),  so  that  it  can  be  sprung  by  the 
lever  B,  worked  from  the  road  level,  sufficiently  high  to  permit  of 
the  introduction  of  a  stout  block,  as  at  C,  underneath  the  end  of 
the  next  pipe.  The  clip,  with  the  screw  drawn  back,  is  then 
tightly  clasped  round  the  spigot  end  of  the  second  pipe,  near  to 
the  face  of  the  socket  to  be  disconnected,  as  shown  in  fig.  2.  The 
free  end  of  the  main  is  then  again  raised  by  the  lever  (or  by 
tackle  if  it  is  a  very  large  pipe),  and  allowed  to  drop  suddenly 
upon  the  block  C.  The  effect  of  this  jar,  repeated  once  or  twice  if 
necessary,  will  be  to  loosen  the  joint  and  draw  the  socket  away 
from  the  top  side.  The  screw  is  then  turned  until  it  bears  against 
the  face  of  the  socket,  and  the  process  of  lifting  and  dropping 
the  main  is  repeated.  The  effect  of  this  will  be  to  still  further 
loosen  the  pipe,  which  will  be  prevented  by  the  screw  from  re¬ 
gaining  its  original  position  ;  and  will  therefore  be  drawn  out 
somewhat  at  the  bottom.  A  repetition  of  the  process  of  lifting 
and  dropping  the  pipe,  and  tightening  the  screw  by  hand  whenever 
there  is  room  for  it  to  advance,  will  infallibly  force  the  end  pipe 
off  the  spigot  without  injury  to  either  piece.  The  lead  will,  of 
course,  be  easily  recovered.  In  turning  the  screw,  no  force  is 
necessary ;  the  hand  being  quite  sufficient,  as  its  object  is  not  to 
push  off  the  socket,  but  only  to  take  up  the  slack  caused  by  the 
repeated  jarrings.  Pipes  can  be  drawn  in  this  way  in  one-third 
or  one-fourth  the  time  required  for  the  ordinary  process  of  cutting 
out,  besides  saving  all  breakages  of  tools,  &c.  The  device  is  in 
constant  use  at  Croydon  and  elsewhere,  and  will  be  found  of  great 
advantage  wherever  any  length  of  main  has  to  be  drawn. 


New  Gas  Analysis  Apparatus. — At  the  recent  meeting  of  the 
British  Association  at  Bath,  Dr.  W.  W.  J.  Nichol  showed  a  gas 
analysis  apparatus,  consisting  of  two  parallel  tubes  communicating 
by  means  of  stopcocks  at  the  top  and  bottom  respectively. 
One  of  the  tubes  is  the  measuring,  the  other  the  absorbing 
vessel.  The  apparatus  may  be  readily  used,  and  is  suited  for  an 
analysis  where  accuracy  approaching  that  obtained  with  the  Bunsen 
apparatus  is  desired. 

The  Mineral  Production  of  the  United  States. — Advance 
proofs  have  been  received  by  The  Times  from  Mr.  David  T.  Day, 
Chief  of  the  Division  of  Mining  Statistics  and  Technology,  United 
States  Geological  Survey,  containing  a  summary  of  the  statistics 
of  the  mineral  production  of  the  United  States  in  1887.  The 
digest  summarizes  results  which  will  also  appear,  in  a  more  ex¬ 
tended  form,  together  with  detailed  statistics  and  descriptive  and 
technical  matter,  in  the  forthcoming  volume  entitled  “  Mineral 
Resources  of  the  United  States,  1887.”  The  aggregate  value  of 
the  production  in  1887  is  stated  to  have  reached  1538,056,345. 
The  weight  and  value  of  the  metallic  products  are  given  ;  and  then 
foUow  the  non-metallic  mineral  products,  which  are  treated  in 
like  manner.  The  following  are  three  of  the  items  which  fall 
under  the  latter  head,  and  the  figures  in  regard  to  which  may  be  of 
interest  to  our  readers: — Coal  of  all  descriptions,  123,965,255  short 
tons  (increase  over  1886,  16,283,046  tons),  valued  at  the  mines  at 
$173,530,996  (increase,  $26,418,241).  Petroleum,  28,249,543  bar¬ 
rels  of  42  gallons  each,  value  $16,949,726;  the  increase  over  1886 
being  only  139,428  barrels,  with  a  decrease  in  the  average  value 
of  llj  cents  per  barrel.  The  production  of  natural  gas  in  the 
United  States  in  1887  was  equivalent  to  9,055,000  short  tons  of 
coal  displaced.  This,  at  an  average  value  of  $1  50c.  per  ton,  would 
make  the  value  of  the  eoal  displaced  by  natural  gas  (which  is  the 
measure  of  the  value  of  the  gas)  $13,582,500.  In  1886  the  corres¬ 
ponding  quantity  was  6,353,000  tons,  worth  $9,847,150. 


ELECTRICAL  MATTERS  AT  THE  BRITISH  ASSOCIATION 

MEETING, 

In  addition  to  the  references  to  electric  lighting  matters  made  at 
the  recent  meeting  of  the  British  Association  at  Bath  by  tha 
President  (Sir  F.  Bramwell),  in  his  Inaugural  Address,  and  by  the 
President  of  the  Mechanical  Science  Section  (Mr.  W.  H.  Preece), 
in  his  address  to  that  Section — both  noticed  in  the  Journal  last 
week — several  other  subjects  in  this  department  of  science  were 
brought  forward,  which  may  now  be  dealt  with  together. 

The  Electrical  Transmission  of  Power. 

The  first  matter  to  claim  attention  is  the  discourse  delivered  by 
Professor  W.  E.  Ayrton  in  the  Drill  Hall,  on  the  evening  of  Friday, 
the  7th  inst.,  on  “  The  Electrical  Transmission  of  Power.”  The 
gathering  was  fully  as  large,  and  almost  as  brilliant,  as  on  the 
occasion  of  the  delivery  of  the  presidential  address ;  and  the 
elaboration  of  the  subject  by  the  lecturer  gave  rise  to  a  most 
successful  series  of  experiments,  in  which  many  striking  and 
wonderful  effects  were  produced  by  the  electric  machines  and  other 
apparatus  exhibited  on  the  platform  and  on  the  intervening  space 
between  it  and  the  audience.  The  President  of  the  Association 
(Sir  F.  Bramwell)  occupied  the  chair ;  and,  in  introducing  the 
lecturer,  paid  a  graceful  tribute  to  his  services  in  the  cause  of 
scientific  education  and  science  generally. 

Professor  Ayrton  began  his  address  by  asking  “  What  is  power, 
and  why  should  we  wish  to  transmit  it  ?  ”  Power,  he  said,  had 
one  very  definite  meaning  in  science,  and  several  rather  vague 
meanings  in  practice.  By  power,  an  engineer  understood  the  rate 
of  doing  work.  To  factories,  power  was  indispensable.  The  looms, 
the  lathes,  or  whatever  the  machinery  used  in  the  factory  might 
be,  must  either  be  worked  by  hand  or  by  foot  in  the  old  style,  or  it 
must  be  connected  with  the  steam,  gas,  or  water  engine  in  the  new. 
In  America  there  are  6000  electric  motors  working  machinery  ;  in 
Great  Britain  hardly  100.  But  it  was  not  only  in  transmitting  the 
power  from  the  steam,  gas,  or  water  engine  of  a  factory  to  the 
various  machines  working  in  it,  that  electricity  could  be  utilized. 
An  incredible  amount  of  power  was  daily  running  to  waste  in  this 
and  other  countries,  because  many  of  the  rapid  streams  of  water 
were  too  far  away  from  towns  for  their  power  to  have  been  hitherto 
utilized.  Assuming,  as  a  low  estimate,  that  a  large  well-made 
steam-engine  burnt  only  2  lbs.  of  coal  per  horse  power  per  hour, 
the  coal  consumption  which  would  bel  equivalent  to  the  waste  of 
power  at  Niagara  would  exceed  150  million  tons  per  annum,  which 
at  only  5s.  or  6s.  per  ton  meant  some  J40,000,000  sterling  wasted. 
It  was  a  wed-established  fact  that  large  steam-engines  could  be 
worked  more  economically  than  small  ones  ;  and  that  therefore,  if 
it  were  possible  to  economically  transmit  the  power  from  a  few 
very  large  steam-engines  to  a  number  of  small  workshops,  there 
would  be  a  great  saving  of  power  as  well  as  of  time. 

There  were  four  methods  of  transmitting  power  to  a  distance  : 
(1)  By  a  moving  rope  ;  (2)  by  air  compressed  or  rarefied  at  one  end 
of  a  pipe  operating  on  an  air-motor  at  the  other  end  ;  (3)  by  water 
forced  through  a  pipe  working  a  water-motor ;  (4)  by  electricity. 
For  short  distances  of  about  a  mile  there  was  no  system  of  trans¬ 
mitting  power  in  a  straight  line  along  the  open  country  so  cheap 
to  erect,  and  so  economical  of  power,  as  a  rapidly-moving  endless 
rope.  But  the  other  systems  gave  much  greater  facilities  for  dis¬ 
tributing  the  power  along  the  line  of  route,  were  much  less  noisy, 
and  far  surpassed  wire-rope  transmission  in  economy.  Distribu¬ 
tion  of  power  by  water  pressure  was  the  plan  that  had  hitherto 
found  most  favour  in  this  country.  The  economy  of  this  system 
was  so  marked,  and  the  success  that  had  attended  its  use  so  great, 
that,  did  he  not  feel  sure  that  electricity  offered  a  grander  system 
still,  it  would  be  with  fear  and  trembling  that  he  should  approach 
his  subject.  Some  six  years  B.go  Punch  Arevi  the  Giant  Steam  and 
the  Giant  Coal  looking  aghast  at  the  sucking  babe  Electricity  in  its 
cradle.  That  babe  was  a  strong  boy  now.  Let  the  Giant  Water 
look  to  his  laurels  ere  that  boy  became  a  man.  For  the  electric  trans¬ 
mission  of  power  even  now  bade  fair  to  surpass  all  other  methods 
in  economy  in  the  consumption  of  fuel,  more  perfect  control  over 
each  individual  machine,  ability  to  bring  the  tool  to  the  work 
instead  of  the  work  to  the  tool,  and  greater  cleanliness.  There 
was  one  more  advantage  possessed  by  this  method  of  transmitting 
power  to  which  no  other  could  lay  claim.  The  power  which  during 
the  daytime  might  be  mainly  used  for  driving  machinery,  could,  in 
the  easiest  possible  way,  be  used  dming  the  night  for  giving  light. 
By  turning  a  handle  one  way,  the  electric  current  coming  by  one 
wire  and  returning  by  another,  worked  the  electric  motor ;  by 
turning  it  the  other  way,  the  current  which^came  and  returned  by 
the  same  wires  as  before,  kept  the  electric  lamp  glowing.  It  might 
be  said  that  the  transmission  of  power  by  coal  gas  fulfilled  this 
condition ;  but  so  also  did  the  transmission  by  a  loaded  coal 
waggon.  In  both  these  cases,  however,  it  was  fuel  itself  that  was 
transported,  and  not  the  power  obtained  by  burning  it  at  a  distant 
place. 

From  this  point,  the  lecturer  proceeded  to  examine  in  detail  the 
electric  transmission  of  power.  This  power,  he  remarked,  of  pro¬ 
ducing  an  action  at  a  distance  of  many  yards,  or  it  might  be  many 
miles,  by  aid  of  electricity,  without  the  visible  motion  of  any  sub¬ 
stance  in  the  intervening  space,  was  by  no  means  new.  But 
until  about  ten  years  ago,  the  facility  that  electricity  gave  for 
producing  signals  almost  instantaneously  at  a  great  distance,  was 
the  main  thing  thought  of.  The  electric  power  consumed  for  send¬ 
ing  telegraph  messages  was  so  small,  the  amount  of  power  lost 
en  route  comparatively  so  valueless,  that  the  telegraph  engineer 
had  no  need  to  trouble  himself  with  those  considerations  that 
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govern  us  to-day  when  we  are  transmitting  power  large  enough 
to  work  a  factory  or  an  electric  tramway.  In  the  last  three  of 
the  systems  on  his  list,  some  form  of  power — such  as  flowing  water 
or  the  potential  energy  stored  up  in  coal,  wood,  zinc,  or  other  fuel 
had  initially  to  be  utihzed.  This  power  was  given  to  some  form 
of  air,  water,  or  electric  pump,  which  would  transfer  the  power 
to  the  air,  water,  or  electricity  by  which  it  was  conveyed  to  the 
other  end  of  the  system.  There  it  was  re-converted  into  useful 
mechanical  power  by  means  of  an  air,  water,  or  electric  motor. 
The  lecturer  then  described  the  improvements  effected  in  motors. 

It  had  been  shown,  he  said,  that,  since  the  power  developed  by 
the  generator  and  motor  depended  on  the  product  of  the  current 
into  the  electric  pressure,  while  the  loss  when  power  is  trans¬ 
mitted  through  a  given  wire  depended  on  the  square  of  the  cur¬ 
rent,  and  was  independent  of  the  electric  pressure,  the  economical 
transmission  of  power  by  electricity  on  a  large  scale  depended  on 
the  use  of  a  very  large  electric  pressure  and  a  small  current,  just  as 
the  economic  transmission  of  such  power  by  water  depended  on  the 
use  of  a  very  large  water  pressure  and  a  small  flow  of  water. 

Proceeding  to  speak  of  the  methods  by  which  electrical  trans¬ 
formation  may  be  effected.  Professor  Ayrton  said  that  in  America 
alternate-current  transformers  were,  owing  to  the  remarkable 
enterprise  of  Mr.  Westinghouse,  used  to  light  120,000  incandes¬ 
cent  lamps  in  68  towns.  The  efiflciency  of  a  well-made  alternate- 
current  transformer  was  very  high ;  being  no  less  than  96'2  per 
cent,  when  the  transformer  was  doing  its  full  work,  and  89 ’5  per 
cent,  when  it  was  doing  one-quarter  of  its  full  work.  It  certainly 
seemed  most  remarkable,  and  reflected  the  highest  praise  on  the 
constructors  of  electrical  machinery,  that  motor  power  could  he 
converted  into  electrical  power,  electrical  power  at  low  pressure 
into  electrical  power  at  high  pressure,  or  electrical  power  at  high 
pressure  into  electrical  power  at  low  pressure,  or,  lastly,  electrical 
power  into  motor  power,  in  each  case  with  an  efficiency  of  94  per 
cent.  As  a  further  illustration  of  the  commercial  importance  of 
electric  transformation,  the  lecturer  showed  some  experiments  on 
electric  welding — one  of  the  latest  developments  in  electrical 
engineering.  To  weld  a  bar  of  iron  1  square  inch  in  section 
requires  a  gigantic  current  of  some  13,000  amperes.  To 
convey  this  current  even  a  few  yards  would  be  attended  with 
great  waste  of  power ;  consequently,  while  an  enormous  current 
is  passed  through  the  iron  to  be  welded,  only  a  comparatively 
small  current  is  transmitted  along  the  circuit  from  the  dynamo 
to  the  welding  apparatus.  [Mr.  Fish,  the  representative  of  Pro¬ 
fessor  Elihu  Thomson,  of  America,  to  whom  this  apparatus  is  due, 
then  showed  the  welding  together  of  two  bars  of  square  tool  steel, 
the  edge  of  each  bar  being  f  inch  ;  the  operation  being  entirely 
completed  in  15  seconds.  For  this  experiment  an  alternate  current 
of  20  amperes  was  produced  by  a  dynamo  placed  at  some  distance 
from  the  building ;  and  this  current  was  converted,  by  the  trans¬ 
former  on  the  platform,  into  one  of  9000  amperes — large  enough 
for  12,000  incandescent  lamps,  if  they  were  placed  parallel  and  the 
current  divided  among  them.  He  then  welded  some  thicker 
bars ;  and  lastly  two  pieces  of  aluminium.] 

After  describing  in  detail  the  improvements  made  of  late  years 
in  dynamos  and  motors,  the  lecturer  called  attention  to  the  per¬ 
fection  to  which  the  system  of  economical  distribution  with 
accumulators,  originally  proposed  by  Sir  William  Thomson  in  1881, 
has  been  brought  by  Mr.  King,  the  Engineer  to  the  Electrical 
Power  Storeage  Company.  On  this  point  he  remarked  that  in  less 
than  twenty  years  from  Gramme’s  practical  realization  of  Pacinotti  s 
invention,  we  have  power  transmitted  over  considerable  distances 
by  electricity,  with  only  a  total  loss  of  25  per  cent. ;  whereas  the 
combined  loss  in  an  air-pump  and  air-motor,  or  in  a  water-pump 
and  water-motor,  is  40  per  cent.,  irrespective  of  the  additional  loss 
by  friction  or  leakage  occurring  en  route.  We  could  not  help  feel¬ 
ing,  he  continued,  that  we  were  rapidly  arriving  at  a  new  era  ;  and 
that  it  would  not  merely  he  for  the  inauguration  of  the  quick  trans¬ 
mission  of  our  bodies  by  steam,  or  the  quick  transmission  of 
our  thoughts  by  telegraph,  but  for  the  economical  transmission 
of  power  by  electricity,  that  the  Victorian  Age  would  be  remeni- 
bered.  To  burn  coal  to  work  dynamos,  and  to  use  the  electric 
current  to  light  our  houses  and  our  streets,  was  clean  and 
economical ;  to  use  the  current  to  warm  our  rooms  was  clean  but 
wasteful,  on  account  of  the  inefficiency  of  the  steam-engine.  But 
when  the  dynamos  were  turned  by  water  power  which  would  other¬ 
wise  be  wasted,  the  electric  current  might  be  economically  used, 
not  merely  to  give  light,  but  also  to  give  heat.  And  when  the 
electric  transmission  of  power  became  still  more  perfect  than  at 
present,  even  to  burn  coal  at  the  pit’s  mouth,  where  it  was  worth 
Is.  a  ton,  might,  in  spite  of  the  efficiency  of  the  steam-engine  being 
only  one-tenth,  be  the  most  economical  way  of  warming  distant 
towns  where  coal  would  cost  20s.  a  ton.  Let  them  think  what 
this  would  mean.  It  would  mean  no  smoke,  no  dust,  a  reform 
effected  commercially  which  the  laws  of  the  land  on  smoke  pre¬ 
vention  were  powerless  to  bring  about — a  reform  effected  without 
the  intervention  of  the  State,  and  therefore  dear  to  the  hearts  of 
Englishmen. 

But  of  all  the  many  commercial  uses  to  which  the  electric 
current  might  he  put,  probably,  after  the  electric  light,  electric 
traction  had,  Professor  Ayrton  went  on  to  remark,  most  public 
interest.  While  it  cost  6d.  or  7d.  to  run  a  car  one  mile  with  horses, 
it  only  cost  3d.  or  4d.  to  propel  it  electrically.  The  lecturer  pro¬ 
ceeded  to  describe  the  “  series  ”  system  of  propelling  electric  rail¬ 
ways,  at  work  in  America  at  Denver  (Colorado) ;  stating  that  a 
“  series  ”  electric  tramway  12  miles  long,  on  which  40  cars  are  to 
be  run,  is  in  course  of  construction  in  Columbus  (Ohio).  The  first 


track  on  which  electric  trams  were  run  in  series  was  the  experi¬ 
mental  “  Telpher  Line,”  erected  in  Glynde  in  1883,  under  the 
superintendence  of  the  late  Professor  Fleerning  Jenkin,  Professor 
Perry,  and  himself,  for  the  automatic  electric  transport  of  goods. 

In  addition  to  the  small  waste  of  power  and  consequent  dirnmished 
cost  of  constructing  the  conductors  that  lead  the  current  into  and 
out  of  the  passing  trains,  the  system  had  another  very  marked 
advantage.  Some  years  ago  it  was  pointed  out  that  when  an 
electric  train  was  running  downhill,  or  when  it  was  desired  to  stop 
the  train,  there  was  no  necessity  to  apply  a  brake  and  waste  the 
energy  of  the  moving  train  in  friction,  because  the  electric  inotor 
could,  by  turning  a  handle,  be  converted  into  a  dynamo,  and  the 
train  could  be  slowed  or  stopped  by  its  energy  being  given  up  to  all 
the  other  trains  running  on  the  same  railways,  so  that  the  trains 
going  downhill  helped  the  trains  going  uphill,  and  the  stopping 
trains  helped  the  moving  trains.  Economy  was  one  feature  that 
gave  electric  traction  the  right  to  claim  attention ,  safety  was 
another— human  fallibility,  in  fact,  was  eliminated.  It  might  be 
interesting  to  mention  that  the  last  difficulty  in  telpherage,  whicli 
consisted  in  getting  a  proper  adhesion  between  the  drivmg-wheels 
of  the  locomotive  and  the  wire  rope,  had  now  been  overcome. 
After  several  years  of  experimenting  we  had  in  telpherage,  lie 
ventured  to  think,  at  last  a  perfectly  trustworthy,  and  at  the  same 
time  a  most  economical  method  of  utilizing  distant  steam  or  water 
power  to  automatically  transport  our  goods,  and  m  time  it  might 
even  be  our  people,  over  hills  and  valleys  without  roads  or  bridges, 
and  without  interfering  with  the  crops  or  the  cattle  or  the  uses  to 
which  the  land  might  be  put  over  which  the  telpher  trams  pursued 
their  snakelike  way.  We  had,  in  fact,  the  luxury  of  balloonmg 
without  its  dangers. 

Electric  Lighting  in  America. 

This  was  the  subject  of  a  paper  read  by  Professor  Forbes  jh  the 
Mechanical  Science  Section  on  the  10th  inst.  He  observed  that 
on  landing  in  England,  people  were  particularly  struck  everywhere 
with  the  dimness  of  the  lighting  in  our  public  thoroughfares.  In 
America  they  could  not  go  to  a  single  town  without  seeing  abund¬ 
ance  of  arc  lighting  in  the  streets.  He  did  not  speak  simply  o 
the  influential  towns,  such  as  New  York,  Philadelphia,  or  Boston, 
but  in  many  of  the  out-of-the-way  places  in  most  distant  parts  ot 
the  States.  Where  gas  had  never  penetrated,  there  the  electric 
liaht  had  fixed  its  position,  and  was  being  used  frequently,  ihe 
chief  progress  in  central  station  work  had  been  in  three  directions 
— (1)  arc  lighting ;  (2)  incandescent  lamps  with  the  wire  sy^em  ; 
and  (3)  incandescent  lamps  with  converters  on  the  Gaulard-Gilffis 
system.  The  number  of  arc  lights  was  now  about  300,000.  He 
particularly  commended  to  notice  the  growth  of  incandescent 
electric  lighting.  He  said  it  had  been  estimated  that  there  were 
2i  million  incandescent  lamps  used  in  the  United  States ;  and  lie 
believed  the  factories  at  that  moment  were  capable  of  turning  out 
10,000  of  such  lamps  every  day.  The  annual  increase  in  the  number 
of  incandescent  lamps  in  the  States  must  be  counted  by  millions 
per  annum.  The  growth  of  central  station  '-lighting  was  m  great 
measure  attributable  to  the  efforts  of  Mr.  Westinghouse.  This  gen¬ 
tleman  had  devoted  himself  very  earnestly  to  the  improvement  ot 
this  system.  Towns  in  America  did  not  now  order  the  separate 
apparatus  for  starting  a  central  station,  but  were  supplied  with  the 
whole  station  complete  ten  days  after  ordering.  At  the  present 
moment  about  300,000  lamps  were  being  lighted  by  Mr,  Westing- 
house’s  alternating  current  plant.  It  had  been  said  that  m  Eng¬ 
land  they  did  not  go  ahead  so  much  as  people  did  m  America  ; 
and  he  attributed  much  of  the  hindrance  to  Enghsh  progress  to 
the  iniquitous  Electric  Lighting  Act.  Proceeding  to  comment  on 
the  American  system,  Mr.  Forbes  pointed  out  the  small  use  made 
of  accumulators  in  the  States,  where  they  were  regarded  as  very 
unreliable  in  their  action.  Electricity  of  high  potential  was  sup¬ 
plied  by  the  stations ;  and  by  the  introduction  of  an  induction 
apparatus,  it  was  converted  into  a  harmless  strength  for  consumers 
use.  Dealing  with  the  various  forms  of  electric  machinery  and 
its  adjustment,  Mr.  Forbes  urged  the  advantage  of  several  medium¬ 
sized' dynamos,  rather  than  putting  the  whole  work  on  to  one 
large  machine,  which  would  be  uneconomical  when  working  at  less 
than  its  maximum  power.  He  advocated  the  use  of  50-volt  lamps 
rather  than  those  of  100  volts,  as  being  the  result  of  American 
experience.  American  engineers  had,  he  said,  arranged  to  produce 
1000  volts,  instead  of  2000,  which  was  the  custom  in  England. 

Electrical  Distribution  and  Measurement. 

These  subjects  were  dealt  with  in  papers  read  before  the  same 
Section  by  Mr.  H.  Edmunds  and  Mr.  W.  Bayley  Marshall— the 

latter  for  the  author,  Mr.  W.  Lowrie.  ~  ^  a 

Mr.  Edmunds  first  glanced  at  the  questions  of  direct  supply,  and 
then  at  secondary  generators.  He  showed  that  both  these  systems 
were  dependent  upon  the  regular  work  of  the  machinery  at  the 
central  station.  To  remove  this  difficulty,  his  system  of  using 
secondary  batteries  had  been  brought  into  use.  Groups  ot  cells 
were  placed  in  various  portions  of  the  district  to  be  lighted ;  eacn 
group  being  divided  into  a  given  number  of  sections.  If  the  p-oup 
was  divided  into  four  sections,  it  was  arranged  that  three  should 
be  sufficient  to  supply  the  local  demand,  while  the  fourth  was  being 
charged  from  the  central  station.  The  newly-charged  section  was 
switched  on  to  the  local  supply,  and  another  section  charged  ;  and 
thus  a  constant  supply  was  maintained.  The  action  was  auto¬ 
matic — the  strength  not  being  allowed  to  fall  below  a  certain  point. 
The  author  claimed  that  the  systern  was  advantageous,  owing  to 
the  even  pressure  of  the  current  supplied  to  the  lamps,  the  moderate 
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yize  of  the  conductors,  the  safety,  and  the  absence  of  risk  of  failure 
of  supply. 

Mr.  Lowrie,  in  his  paper  on  “  The  Measurement  of  Electricity  in 
a  House-to-House  Supply,”  described  a  method  designed  by  him 
and  his  colleagues  for  the  purpose  of  measuring  alternate  currents 
as  used  for  house-to-house  distribution  with  the  converter  system. 
He  said  it  was  well  known  that  with  such  a  system  it  was  possible 
to  get  a  current  first  in  one  direction  and  then  in  the  oppo¬ 
site  direction,  and  any  chemical  effect  of  the  one  current  was 
destroyed  in  the  reverse  action.  Messrs.  Lowrie,  Hall,  and  Kolle 
proposed  to  insert  in  the  main  an  accumulator,  having  an  electro¬ 
motive  force  of  2  volts.  This  force  during  one  half-alternation 
aided  the  ordinary  current ;  during  the  other  half  it  opposed  it. 
Thus  if  the  original  electro-motive  force  was  100  volts,  this  became 
when  aided  102  volts ;  when  opposed,  98  volts.  If  a  depositing 
cell  were  placed  in  circuit,  deposition  would  at  one  time  take  place 
due  to  the  electro-motive  force  of  102  volts,  and  during  the  reverse 
action  of  only  98  volts  ;  leaving  the  action  of  4  volts  over  one-half 
the  time — that  is,  of  2  volts  over  the  whole  time — and  this  gave 
the  means  of  exact  measurement  required. 

In  proposing  a  vote  of  thanks  to  the  readers  of  the  papers,  the 
President  (Mr.  W.  H.  Preece)  said  he  desired  to  protest  against  the 
idea  that  the  inaction  in  regard  to  electric  lighting  in  this  country 
was  solely  due  to  the  Electric  Lighting  Act  of  1882.  This  Act  was 
in  no  sense  or  shape  an  interference  with  the  action  of  corporations. 
Some  fifty  or  sixty  corporations  obtained  Provisional  Orders  under 
the  Act,  but  never  carried  out  the  powers  conferred  by  their  Orders. 
The  fact  was  that  electric  lighting  had  not  even  yet  become  suffi¬ 
ciently  advanced  for  corporations  to  be  justified  in  investing  the 
money  of  the  ratepayers  in  it.  It  was  impossible  not  to  be 
impressed  with  the  wonderful  activity  of  the  Americans  ;  but  he 
considered  that  in  this  country  it  was  best  to  work  slowly  and  with 
certainty,  as  was  being  done  at  the  present  time.  In  a  year  or 
two  they  would  be  able  to  learn  all  that  was  necessary  in  England  ; 
and  they  would  then  go  ahead,  and  establish  a  system  infinitely 
better  than  anything  now  existing. 


THE  SCHULKE  GAS-LAMP. 

Among  the  many  regenerative  lamps  to  which  attention  has 
been  lately  drawn,  one  that  appears  worthy  of  special  notice  is  the 
Schiilke  lamp.  The  good  principles  underlying  the  construction 
of  the  lamp  have  more  than  once  been  pointed  out  by  us  ;  but  it 
has  been  principally  in  connection  with  lamps  of  the  larger  types. 
Too  little  attention  has  hitherto  been  paid  to  the  perfecting  of 
small  regenerative  lamps,  to  replace  the  ordinary  flat-flame  burners 
of  everyday  life;  and  serious  objections  have  been  found  to  nearly 
all  those  which  have  aimed  at  this  end.  The  Schiilke  system  has 
been  adopted  in  this  latest  form  of  the  lamp  ;  but  the  details  have 
been  considerably  modified  and  improved  by  the  Woodhouse  and 
Eawson  Manufacturing  Company,  who  have  been  at  work  many 
months  on  the  small  type  of  lamp,  with  a  view  to  producing  an 
efficient,  durable,  and  cheap  lamp  of  small  consumption.  The 
regenerative  portion  of  the  lamp  consisting  of  pure  nickel, 
porcelain,  fire-clay,  and  asbestos  would  appear  to  promise  it  a  long 
life  ;  while  the  burners  which  are  the  ordinary  flat-flame  steatite 
type  are  shown  by  experience  to  be  more  lasting,  and  to  give 
less  trouble,  than  any  form  of  perforated  ring-burner.  The  air 
spaces  ai'e  all  full  and  large,  so  that  choking  is  impossible  ;  while 
the  size  of  the  lamp  is  probably  less  than  that  of  any  other  lamp 
of  equal  consumption.  Owing  to  the  form  of  burner  employed, 
the  flames  are  of  remarkable  steadiness,  and  in  draughty  passages, 
and  similar  positions,  scarcely  a  flicker  can  be  seen.  The  4-feet 
type  of  lamp  has  been  carefully  tested  by  one  of  our  leading 
authorities  ;  and  it  has  given  a  duty  of  between  5^  and  6  candles 
per  cubic  foot  of  gas  consumed — without  reflectors  of  any  kind, 
and  burning  gas  of  the  quality  usually  supplied  in  London.  This 
result  is  remarkably  high,  and  will  probably  lead  to  the  adoption 
of  a  still  smaller  type  where  less  illumination  is  required. 

The  Schiilke  Gas-Lamp  Company,  whose  offices  are  at  No.  11, 
Queen  Victoria  Street,  E.C.,  are  now  turning  their  attention  to  the 
question  of  lamps  for  street  lighting ;  having,  we  learn,  worked 
out  a  simple  and  easy  plan  of  lighting  the  lamp  by  the  ordinary 
method,  and  so  overcoming  one  of  the  principal  stumbling  blocks 
to  the  employment  of  the  regenerative  system  for  the  lighting  of 
public  thoroughfares. 


The  Replenishment  ob'  Underground  Water  Supplies. — This 
was  the  subject  of  an  instnictive  paper  read  at  the  recent  meeting 
of  the  British  Association  at  Bath  by  Mr.  Bailey  Denton,  C.E., 
F.G.S.  The  author  drew  attention  to  the  capabilities  existing  of 
replenishing  the  subterranean  supplies  of  the  water-bearing  strata  by 
shafts  sunk  down  to  the  line  of  their  saturation  ;  taking  the  Thames 
and  its  basin  to  illustrate  his  views.  He  referred  to  an  opinion  given 
in  his  evidence  before  the  Royal  Commission  on  Water  Supply  in 
1867,  that  iftownsonthe  banks  of  rivers  were  to  lift  their  sewage 
and  foul  liquids  on  to  absorbent  lands  lying  100  to  160  feet  above 
them,  they  would  not  only  free  the  rivers  from  pollution,  but  help  to 
maintain  their  overflow  with  certainty.  Winchester,  Basingstoke, 
and  other  towns  situated  on  the  chalk,  had  adopted  this  mode  of  sew¬ 
age  disposal  without  injurious  effect ;  and  the  author  submitted 
that  while  such  instances  testified  to  the  purifying  powers  of  aerated 
chalk,  they  afforded  proof  that  when  superfiuous  waters  were  let 
down  into  the  water-bearing  strata  from  above,  they  would^;ro  tanto 
spread,  and  naturally  raise  the  line  of  saturation  and  the  outflow  of 
springs. 


RESERVOIR  GALLERIES  AND  CONDUITS  IN  NAPLES. 

In  a  recent  number  of  the  Engineering  and  Building  Record 
of  New  York,  an  article  appeared  on  the  above  subject,  translated 
from  a  paper  by  M.  Flamant,  in  the  Annales  des  Fonts  et  Chaus- 
sees.  The  particulars  given  below  are  taken  therefrom. 

Among  the  works  executed  in  1882-4  for  the  distribution  of  the 
Naples  water  supply,  the  special  features  of  the  reservoirs  are 
sufficiently  interesting  to  be  here  described.  Instead  of  building 
them  at  great  cost  of  solid  masonry,  advantage  has  been  taken 
of  the  sand-rock  formation  to  excavate  in  the  heart  of  the 
mountain  vast  galleries  which  serve  for  reservoirs.  In  this  way 
complete  solidity  was  assured  and  simplicity  of  construction,  as 
well  as  the  great  advantage  of  protecting  the  enormous  quantities 
of  water  from  the  influences  of  exterior  temperature,  since  the 
receptacles  were  constructed  at  a  great  depth  below  the  surface  of 
the  ground. 

The  most  important  of  these  reservoirs — that  for  low  and  mean 
services  is  dug  in  the  hill  of  Capodimonte,  and  is  composed  of  five 
grand  parallel  galleries  at  a  mean  depth  of  164  feet.  They  are 
85'4  feet  high  by  30'33  feet  wide,  separated  by  a  solid  wall  of  rock 
30'33  feet  in  thickness.  The  three  first  galleries  are  each  836  feet 
long  ;  and  the  united  length  of  the  other  two  is  1217'4  feet — making 
a  total  of  3725  feet  wide. 

The  depth  of  the  water  being  26'25  feet,  gives  a  total  capacity  of 
21,187,000  gallons.  The  surface  of  the  galleries  up  to  i‘64  feet 
above  the  water  is  covered  with  Grenoble  cement  from  ^  inch  thick 
above  to  2  inches  below,  applied  in  two  coats,  of  which  the  second 
is  composed  of  equal  parts  of  sand  and  cement.  Aeration  is  secured 
by  seven  air-shafts.  The  working  apparatus  is  placed  in  three 
service  galleries,  separated  by  partitions  of  natural  rock,  superim¬ 
posed  above  each  other,  and  having  a  direction  perpendicular  to  that 
of  the  reservoir  galleries.  The  high-service  reservoir  is  similar,  but 
has  a  capacity  of  only  5,295,000  gallons. 

These  reservoirs  are  supplied  by  the  Cancello  syphon,  which 
discharges  26,500,000  gallons  of  water  daily.  It  is  composed  ot 
three  conduits,  one  of  2'3  feet  internal  diameter  for  the  upper 
reservoir,  and  two  others,  each  2'02  feet,  for  the  lowest  mean 
services.  The  length  of  the  first  is  14  miles ;  and  it  discharges 
60’3  gallons  per  second.  Each  of  the  other  two  is  11'6  miles  ;  and 
they  together  discharge  245  gallons  per  second. 

These  conduits  are  exceptional  from  the  great  pressures  they 
sustain  at  their  lowest  points  where  the  heads  are  610  feet  and 
361  feet  for  the  small  and  large  ones  respectively.  The  thickness 

HD 

was  calculated  by  the  usual  formula  e  = - where  e  is  the  thick- 

2  R 

ness  in  millimetres  and  H  the  head  and  D  the  diameter — both  in 
metres  ;  R  being  the  maximum  strain  per  square  millimetre,  taken 
at  2485  lbs.  per  square  inch.  For  the  27^-inch  conduit,  a  thickness 
of  ^  inch  was  used  for  all  heads  up  to  295  feet,  gradually  increasing 
for  greater  heads  until  a  thickness  of  1‘46  inches  was  reached  for 
the  maximum  head  of  613  feet.  Similarly,  for  the  31^-inch  conduit 
the  thickness  was  0'8  inches  for  all  heads  up  to  295  feet,  with  a 
maximum  thickness  of  1'02  inches  for  ahead  of  377  feet. 

The  pipes  were  furnished  by  the  Terni  shops,  and,  except  where 
it  exceeded  25  atmospheres,  were  proved  at  the  shops  to  a  pressure 
of  double  the  working  strain  ;  and  after  being  set,  each  section  was 
again  tested  to  a  pressure  five  atmospheres  greater  than  the  com¬ 
puted  head  for  that  place.  The  conduits  were  put  in  operation 
by  means  of  an  8-inch  pipe  parallel  to  the  274-inch  conduit,  and 
connecting  its  highest  and  lowest  points.  Each  conduit  can  be 
operated  independently  of  the  others.  The  water  is  introduced 
from  below  ;  and  the  air  escapes  through  vents  at  all  the  summits, 
and  at  distances  not  exceeding  1640  feet  apart  in  the  horizontal 
portions.  The  sections  of  the  pipes  weighed  upwards  of  two  tons 
each ;  but  the  difficult  operation  of  laying  them  was  successfully 
accomplished,  and  they  have  been  working  without  any  accident 
since  1885. 


The  Proposed  Gas  Managers’  Association  i’or  the  Eastern 
Counties. — We  learn  from  Mr.  H.  Wimhurst,  of  Sleaford  (who 
is  acting  as  Honorary  Secretary  pro  tern.),  that  the  preliminary 
meeting  of  gentlemen  interested  in  the  scheme  for  founding  a  Gas 
Managers’  Association  for  the  Eastern  Counties  will  be  held  at 
Peterborough  to-morrow  week  (the  26th  inst.)  at  1  o’clock. 

Water  Supply  Projects  for  Japan. — The  Belgian  Charge 
d’Aff'aires  at  Yokohama  has  announced  a  project  for  the  distribu¬ 
tion  of  water  in  a  number  of  Japanese  towns.  The  town  of  Yoko¬ 
hama  was  last  year  benefited  by  a  system  of  water  supply,  the 
plans  and  carrying  out  of  which  were  placed  in  charge  of  General 
Palmer,  an  English  engineer,  engaged  specially  for  this  purpose 
by  the  Governor.  The  enterprise  was  apparently  successful ;  and, 
encouraged  by  the  example  set  before  them,  the  municipal  autho¬ 
rities  of  several  other  large  towns  have  been  studying  the  means 
of  executing  similar  works.  In  fact,  at  Kobe,  Osaka,  and  Hako¬ 
date,  the  preparatory  plans  and  estimates  have,  it  is  stated,  already 
been  arranged.  At  Tokio  also,  the  capital  of  the  Empire,  a  similar 
project  is  under  consideration  ;  but  it  is  uncertain  whether  the 
Government  itself  will  undertake  the  carrying  out  of  a  system  of 
water  supply,  or  entrust  the  work  to  a  company.  The  principal 
difficulty  at  present  seems  to  be  the  means  of  raising  the  necessary 
funds  ;  and  it  is  estimated  that  a  sum  of  6  milliou  yens  (or  about 
i:i, 000,000)  will  be  required.  Tokio  actually  has  a  population  of 
1,000,000  people;  and,  according  to  the  present  project,  the  water 
supply  would  have  to  be  based  on  a  population  of  2,000,000. 
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of  patents. 

Gas-Laiips. — Pdgh,  E.  W.,  of  Pendleton,  near  Manchester,  No.  13,862  ; 
0>  t.  13,  1887.  [lid.]  _  ,  u  * 

This  invention  is  applicable  more  particularly  to  pillar  and  bracket 
lamps  ;  the  object  of  the  invention  being  to  adapt  such  lamps  to  burning 
gas  on  the  “  regenerative  ”  principle.  It  is  also  applicable  to  suspended 
lamps  and  lamps  for  outside  use. 


Fig.  1  represents  a  vertical  section  of  a  pillar  or  street  lamp  with  a 
polygonal  glass  body,  air-tight  excepting  at  the  top  and  bottom.  To 
supply  air  to  the  top  of  the  flame  above  the  burner  B,  a  number  of  tubes 
C  are  employed,  opening  outwards,  and  radiating  towards  a  vertical  central 
tube  D  (of  larger  diameter),  which  passes  downwards  to  a  small  distance 
above  the  top  of  the  burner.  Over  the  entrance  to  the  mouth  or  outward 
ends  of  these  radiating  tubes  is  fitted  a  shield  or  baffle-plate  E,  to  protect 
the  inlets  from  any  sudden  rush  of  wind.  Under  the  burner  or  burners 
a  central  tube  F  is  fitted,  similar  to  the  one  above,  and  terminating  just 
below  the  burner.  This  is  to  supply  air  beneath  the  flame.  Below 
this  tube  (the  lower  end  of  which  is  open)  a  shield  is  formed  at  the  bottom 
of  the  lamp,  so  as  to  protect  the  entrance  to  the  tube — which  is  the  air- 
inlet — against  rough  winds  or  sudden  rushes  of  air.  This  shield  is  made 
of  metal  rings  or  plates,  some  of  which  are  fastened  to  a  disc  above,  and 
alternate  ones  to  the  bottom  of  the  lamp.  The  edges  of  these  discs  pass 
each  other,  but  allow  a  sufficient  space  for  the  passage  of  the  air  into 
the  mouth  of  the  tube  F  beneath  the  burner  or  burners.  The  gas-supply 
pipe  K  in  this  case  passes  upwards  through  the  bottom  of  the  lamp  to 
the  burner ;  or  it  may  pass  downwards  from  above,  as  in  some  of  the 
other  forms  of  lamp.  In  the  former  case  the  supply-pipe  is  carried  up 
above  the  burner,  the  upper  part  being  of  a  smaller  diameter  ;  and  this 
part  is  enclosed  in  an  outer  pipe  L,  so  arranged  that  the  gas  is  compelled 
to  pass  up  to  the  top  of  the  inner  pipe,  and  down  the  hollow  space  between 
the  two  pipes,  before  it  can  arrive  at  the  burner  B.  In  this  way  the  gas 
becomes  heated  before  it  mixes  with  the  warm  air  supplied  by  the  tubes 
D  and  F  ;  and  the  brilliancy  of  the  light  is  increased. 

In  a  modification  of  the  above  (represented  in  fig.  2)  suitable  for  sus¬ 
pension  from  the  ceiling  of  an  apartment  or  building,  for  the  purpose  of 
diminishing  the  shadow  on  the  ceiling,  the  reflector  which  is  usually 
employed  inside  the  glass  around  the  upper  margin,  is  dispensed  with  ; 
and  the  glass  is  made  more  globular  than  hitherto.  This  reduces  the 
diameter  of  the  top  of  the  lamp,  and  consequently  the  shadow  on  the 
ceiling ;  and  to  complete  the  effect,  the  tube  or  warm-air  cell  D,  which 
is  above  the  burner  B,  is  brought  to  a  greater  depth  than  usual  in  the 
globe — thereby  causing  the  rays  of  light  to  spread  more  freely. 


Gas-Lamps. — Pugh,  E.  W.,  of  Pendleton,  near  Manchester.  No.  13,940  ; 
October  14,  1887.  [8d.l 

This  invention,  relating  principally  to  outside  pillar  and  bracket 
lamps,  consists  of  a  method  of  constructing  such  lamps  so  as  to  adapt 
them  to  the  regenerative  principle. 


The  illustration  represents  a  vertical  section  of  an  outside  bracket 
suspended  lamp  with  polygonal  outer  glass  or  body,  and  radiating  tubes 
B  corresponding  with  the  angles  of  the  glass  body,  and  open  at  both 
ends.  The  outer  ends  of  these  tubes  are  open  to  the  atmosphere,  while 


the  inner  ends  are  connected  to  a  larger  central  tube  C,  which  passes 
downwards  and  terminates  just  above  the  top  of  the  burner  D,  so  as  to 
supply  air  to  the  upper  side  of  the  flame.  Other  radiating  tubes  E  are 
carried  downwards  from  the  same  point  along  the  angles  of  the  glass 
body,  and  communicate  with  another  similar  central  tube  F,  which  is 
carried  upwards  from  the  bottom  of  the  lamp  to  supply  air  to  the  lower 
side  of  the  flame.  Over  the  entrances  to  the  mouths  of  these  radiating 
tubes,  a  shield  G  is  formed,  so  as  to  protect  the  inlets  from  currents  of  air. 
Above  the  upper  central  tube,  is  a  chimney  H,  to  allow  the  products  of 
combustion  to  escape.  In  this  form  of  lamp,  the  heat  from  the  flame 
acts  upon  the  upper  central  tube  ;  and  thus  warms  both  the  air  and  the 
gas  in  the  supply-pipe  I  before  they  arrive  at  the  burner. 

In  some  cases  in  suspended  lamps,  where  the  gas-supply  pipe  is 
brought  down  from  above,  there  is  placed  at  the  lower  end  of  the  gas- 
pipe  an  enlargement  forming  a  cell  or  regenerator  for  heating  the  gas, 
and  also  serving  to  spread  the  flame  and  reflect  the  light.  In  this 
modification  the  upper  central  tube  0  and  radiating  tubes  B  and  E  are 
dispensed  with.  All  the  air  enters  at  the  bottom,  and  is  there  divided. 
A  portion  passes  up  an  inner  tube,  and  through  the  centre  of  the  circular 
burner  to  the  upper  part  of  the  flame ;  while  the  othp-  portion  passes 
upwards  between  the  tubes,  and  supplies  the  lower  side  of  the  flame. 
The  burner  is  provided  with  a  hollow  wall ;  and  the  gas  passes  into  it 
through  cross  tubes. 

The  patentee  also  describes  the  application  of  this  principle  to  a  pillar 
lamp,  wherein  the  gas-supply  pipe  is  carried  up  from  beneath.  In  this 
case  the  air  also  enters  from  below  ;  one  portion  passing  upwards 
through  the  centre  of  the  burner  around  the  gas-pipe.  The  upper  part 
of  this  gas-pipe  is  enclosed  within  a  second  pipe,  the  top  of  which  is 
enlarged  so  as  to  form  a  cell  or  regenerator  for  heating  the  gas.  It  also 
serves  to  spread  the  top  of  the  flame.  A  slight  distance  above  the  cell 
is  placed  a  cap  ;  leaving  a  space  between  for  the  circulation  of  air,  so  as 
to  keep  the  gas  from  becoming  over-heated.  This  cap  also  forms  a 
reflector  for  the  light.  The  burner  is  further  fitted  with  a  cross-pipe, 
through  which  the  gas  passes  from  the  outer  gas-pipe  after  it  has  gone 
through  the  regenerator  ;  so  that  the  gas  becomes  further  heated  before 
it  issues  from  the  burner,  and  mixes  more  freely  with  the  heated  air. 


G.as-Engines. — Barker,  T.  B.,  of  Birmingham.  No.  14,027 ;  Oct.  15, 
1887.  [8d.] 

This  invention  consists  primarily  of  certain  improvements  on  patent 
No.  1388  of  1881,  which  described  mechanism  for  igniting  the  mixture 
of  gas  and  air  in  the  cylinder  of  the  engine,  consisting  essentially  of  a 
rotating  disc  having  a  series  of  equidistant  radial  slots.  The  rotary 
motion  of  the  disc  is  intermittent,  and  is  produced  by  a  pawl  acting  on 
a  ratchet  formed  on  the  periphery  of  the  disc ;  and  the  ignition  of  the 
charge  is  effected  when,  by  the  motion  of  the  disc,  one  of  the  radial 
slots  in  the  disc  is  brought  between  a  stationary  ignited  gas-jet  and  a 
passage  opening  in  the  charged  cylinder. 

The  first  part  of  the  present  invention  has  reference  to  this  igniting 
mechanism  ;  and  it  has  for  its  principal  object  to  prevent  the  noise 
attending  the  working  of  the  mechanism  as  originally  constructed. 
Accordingly  the  radiating  slots  in  the  rotating  disc  are  made  of  much 
larger  capacity  than  in  the  original  invention  ;  the  slots  constituting 
small  gas  chambers.  Instead  of  the  slots  simply  opening  a  commu¬ 
nication  between  the  igniting  gas-flame  and  the  charged  cylinder  of  the 
engine,  each  slot  as  it  approaches  the  igniter  flame  is  caused  to  receive 
a  charge  of  gas ;  and  in  passing  the  flame  the  charge  becomes  ignited. 
By  the  motion  of  the  disc,  the  charged  slot  (the  gas  in  which  has  been 
ignited)  is  rapidly  brought  to  the  opening  in  the  charged  cylinder  of  the 
engine,  the  detonating  mixture  in  which  is  ignited  by  the  flame  carried 
by  the  slot.  By  this  arrangement,  the  ignition  of  the  mixture  in  the 
cylinder  is  effected,  practically  speaking,  noiselessly.  The  igniting  flame 
is  situated  in  a  small  chamber  formed  in  a  fixed  plate  or  disc,  against 
which  the  rotating  slotted  disc  works  approximately  gas-tight. 

The  second  part  of  the  invention  has  for  its  object  to  bring  to  rest 
the  rotating  slotted  disc  when,  by  the  action  of  the  governor,  the 
cylinder  of  the  engine  is  not  being  charged  with  gas.  For  this  purpose, 
a  lever  is  so  connected  with  the  governor  that,  as  the  balls  of  the 
governor  rise,  the  long  arm  of  the  lever  rises  ;  and  as  they  fall  the  arm 
descends.  The  short  arm  of  the  lever  is  connected  with  an  incline,  to 
which  it  communicates  a  sliding  motion.  As  the  balls  of  the  governor 
ascend  and  cut  off  the  supply  of  gas  to  the  cylinder  of  the  engine,  the 
incline  is  made  to  advance  under  the  end  of  the  pawl,  which  actuates 
the  rotating  slotted  disc,  and  raises  the  pawl  out  of  range  of  the  ratchet 
teeth  on  the  periphery  of  the  disc.  The  disc  is  consequently  not  actuated 
by  the  pawl ;  and  the  wear  and  tear  of  the  disc  is  arrested  and  the 
waste  of  the  igniting  charges  of  gas  prevented.  When  by  the  diminished 
speed  of  the  engine,  the  governor  balls  descend  and  restore  the  supply  of 
gas  to  the  cylinder,  the  incline  by  which  the  pawl  was  supported  out  of 
action  is  at  the  same  time  withdrawn ;  and  the  pawl  again  coming  into 
action,  the  igniting  mechanism  is  operated.  The  supply  of  gas  to  the 
cylinder  and  the  working  of  the  igniting  mechanism  thus  take  place 
simultaneously. 

Jointings  op  Pipes. — Feather,  T.,  of  Mirfield.  No.  9278  ;  June  26,1888. 

[6d.] 

The  illustration  shows  longitudinal  sections  of  portions  of  the  two 
outer  ends  of  a  pipe  constructed  according  to  this  invention. 


These  outer  ends  form  a  socket  as  well  as  a  spigot  for  each  other  ; 
and  they  are  of  somewhat  a  bevelled  shape,  in  order  to  form  a  kind  of 


512 


THE  JOURNAL  OF  GAS  LIGHTING.  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [Sept.  18, 1888. 


seating  for  the  corresponding  parts.  On  the  pipe  B  are  formed  two 
three,  four,  or  more  lugs  or  ears  D  to  which  are  attached  the  hooks  E, 
made  so  that  they  will  easily  engage  with  the  projecting  parts  F.  In 
order  to  enable  the  parts  to  thus  engage  with  each  other,  openings  G  are 
made,  so  as  to  allow  the  convergent  ends  of  the  hooks  to  pass  through  ; 
and  by  means  of  the  parts  F  having  their  edges  somewhat  of  voluted  or 
spirally-inclined  form,  when  the  pipes  A  and  B  are  placed  in  such  rela¬ 
tive  position  that  the  hooks  E  have  passed  through  the  openings  G,  it  is 
only  necessary  to  partially  rotate  one  or  the  other  of  the  pipes  to  cause 
them  to  be  properly  joined. 


Carburetting  Gas-Lamps. — Kitson,  A.,  of  Philadelphia,  Pa.,  U.S.A. 

No.  10,043  ;  July  10,  1888.  [8d.] 

This  invention  is  particularly  adapted  for  enriching  a  heavy  com¬ 
bustible  gas  with  the  vapours  of  solid  crystalline  hydrocarbon. 

Heretofore  (says  the  patentee)  in  enriching  gas-lamps,  where  solid 
hydrocarbons  have  been  used,  it  has  been  customary  to  liquefy  the  top 
layer  of  the  hydrocarbon  in  the  vessel,  by  conveying  heat  to  it  directly  — 
by  the  heated  gas,  by  conduction  by  means  of  heated  metal  inserted 
in  the  material,  or  by  liquefying  the  entire  mass  of  hydrocarbon  in  the 
vessel ;  whilst  the  gas  requiring  to  be  enriched  has  hitherto  been  brought 
in  contact  with  the  top  layer  of  hydrocarbon,  where  it  has  mixed  with 
the  volatilized  matter.  Considerable  time  also  must  always  elapse  after 
lighting  the  burners,  before  the  process  of  carburation  commences ;  and 
in  cases  where  the  gas  pressure  has  been  very  low,  the  process  has 
failed  to  act  completely,  while  with  a  consumption  of  less  than  3  feet  per 
hour,  no  lamp  hitherto  constructed  has  been  able  to  operate  successfully. 
Again,  says  the  patentee,  while  it  is  quite  desirable  to  enrich  low-grade 
combustible  gases  (such  as  producer  gas,  or  mixtures  thereof  with  water 
gas)  for  illuminating  purposes,  it  has  been  found  impracticable  to 
accomplish  this  object  with  the  carburetting  attachments  now  in  use, 
since  they  are  constructed  to  conduct  gas  up  to  the  burners  from  the 
carburetting  vessel,  and  are  for  enriching  coal  gas  requiring  only  a  small 
addition  of  illuminants.  Coal  gas  possesses  sufficient  affinity  for  the 
vapours  of  naphthalene  used  in  these  lamps,  to  carry  the  proper  propor¬ 
tion  thereof  up  to  the  burners  ;  but  producer  gas  is  not  only  almost 
without  illuminating  qualities,  but  contains  a  comparatively  large  per¬ 
centage  of  nitrogen  and  other  heavy  gas,  which  have  no  affinity  for  the 
hydrocarbon  vapours,  and  will  not,  therefore,  be  enriched  in  the  ordinary 
lamp  to  a  sufficient  degree  to  yield,  in  combustion,  the  necessary  illumi¬ 
nating  power. 

The  object  of  the  present  invention  is,  therefore,  to  provide  means  (in 
addition  to  the  gas  itself)  for  conducting  hydrocarbon  vapours  directly 
into  the  burner  tube  and  down  to  the  burner ;  also  to  provide  a  method 
of  carburation  which  will  operate  effectively  with  every  kind  of  com¬ 
bustible  gas,  which  will  work  well  on  very  low  gas  pressures,  and  which 
will  carburet  a  small  as  effectively  as  a  large  quantity  of  gas.  Another 
object  is  to  simplify  the  construction  of  the  lamp,  make  it  compact  and 
convenient  to  manipulate,  and  further  to  provide  for  quickly  starting  the 
carburetting  operation  after  lighting  the  gas  at  the  burner. 

According  to  one  j)lan  of  operation,  the  bottom  layer  of  crystalline 
hydrocarbon  is  caused  to  be  liquefied  by  heat ;  and  a  thin  stream  of  the 
liquid  is  conducted  by  gravity  into  a  tube  or  chamber,  containing  a 
capillary  material,  which  is  heated  by  the  flame  of  the  burner,  and 
through  which  the  gas  to  be  enriched  or  carburetted  passes  on  its  way 
to  the  illuminating  burner.  In  this  chamber,  leading  to  the  burner,  the 
liquid  becomes  instantly  vapourized  by  the  heat ;  and  the  resulting 
vapour  is  carried  on  down  to  the  burner.  According  to  another  plan  of 
operation  in  connection  with  a  slightly  modified  construction  of  lamp, 
provision  is  made  for  melting  a  portion  of  the  solid  hydrocarbon,  and 
conducting  the  liquid  by  a  fibrous  capillary  conductor  into  the  heated 
descending  tube,  wherein  the  vapours  given  off  from  the  capillary  con¬ 
ductor  mingle  with  the  gas  to  be  enriched,  and  flow  readily  therewith 
down  to  the  burner.  As  soon  as  the  burner  is  lighted,  the  small  amount 
of  hydrocarbon  lodged  in  the  vapourizing  chamber,  or  the  capillary  con¬ 
ductor  in  the  burner-tube,  is  vapourized  ;  and  the  carburetting  operation 
immediately  commences. 


APPLICATIONS  FOR  LETTERS  PATENT. 

12,864. — Price,  H.  A.,  and  Turner,  H.  C.,  “  Improvements  in  atmo¬ 
spheric  gas-burners  for  lump  asbestos  fires  in  register  and  other  stoves.” 
Sept.  6. 

12,880. — Hempel,  E.  J.,  “An  improved  device  for  opening,  closing, 
and  securing  the  glass  shades  or  globes  of  Wenham  lamps,  and  lighting 
and  otherwise  manipulating  the  same.”  Sept.  6. 

12,901. — Bough,  W.  B.,  and  Greene,  T.  A.,  “  Improvements  in  air- 
feeds  for  gas-burners.”  Sept.  6. 

12,940. — Barker,  G.,  “  Improvements  in  Argand  lamps.”  A  com¬ 
munication  from  James  P.  Bixby.  Sept.  7. 

13,023. — Chandler,  S.,  sen..  Chandler,  S.,  jun.,  and  Chandler,  J., 
“  Improvements  in  and  applicable  to  gas-lamps.”  Sept.  8. 

13,050. — Langberg,  0.,  “  Improvements  in  apparatus  for  generating 
illuminating  gas  and  gaseous  fuel,  and  for  burning  the  latter.” 
Sept.  10. 

13,051. — Foulon,  P.  j.,  and  Constantine,  G.  B.,  “  An  improved  Argand 
lamp  burner.”  Sept.  10. 

13,056. — Turner,  H.  C.,  and  Price,  H.  A.,  “  Improvements  in  gas- 
burners  for  incandescent  fires.”  Sept.  10. 

13,057. — Livesey,  G.  T.,  “Improvements  in  gasholder  guiding  appa¬ 
ratus.”  Sept.  10. 

13,074. — Kusnezofe,  W.,  “  Improvements  in  apparatus  for  the  purifi¬ 
cation  of  gas.”  Sept.  10. 

13,147. — Doms,  L.,  “  Improvements  relating  to  the  carburetting  or 
naphthalizing  of  gas,  and  to  devices  or  apparatus  therefor.”  Sept.  11. 

13,160.— Hill,  A,,  “Improvements  in  atmospheric  gas-burners.” 
Sept.  12. 

13,181.  —  Beard,  R.  R.,  “  Improvements  in  gas  regulators  or 
governors.”  Sept.  12. 

13,235. — Wankltn,  J.  A.,  and  Byrom,  W.  A.,  “  Improvements  in  gas- 
engines.”  Sept.  13. 

13,238. —  Thomson,  A.,  “Improvements  in  mechanical  stokers.” 
Sept.  13. 


ComspntTjena. 

[IFe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


SPIRAL-FRAMED  GASHOLDERS. 

Sir, — In  the  last  issue  of  the  Journal,  a  correspondent  has  described 
a  discovery  he  has  made  of  a  special  variation  of  my  invention  of  the 
spiral-framed  gasholder  for  dispensing  with  the  external  or  upper  fram¬ 
ing  altogether.  In  this  rather  obvious  variation,  your  correspondent 
proposes  to  simply  reverse  the  method  described  by  Mr.  Newbigging  in 
his  paper  read  at  Doncaster,  on  the  25th  of  August  last,  by  which  act 
that  gentleman  voluntarily  did  me  a  great  kindness,  in  a  very  masterly 
manner. 

I  quite  agree  with  your  correspondent  as  to  the  possibility  (and  per¬ 
haps,  in  some  cases  the  advisability)  of  so  proceeding  with  my  inven¬ 
tion  ;  only,  unfortunately  for  him,  his  suggestion  is  somewhat  late  in 
the  field,  as  I  have  described  that  and  other  variations  in  the  specification 
filed  in  the  Patent  Office,  and  which  is  now  accepted.  I  send  you  here¬ 
with  a  copy  of  this  specification  wherein  you  will  find  the  particular  varia¬ 
tion  referred  to  by  your  correspondent.* 

There  are  other  variations,  which  may  prove  interesting,  even  if  they 
be  not  often  employed.  But  they  may  nevertheless  anticipate  those 
ingenious  attempts  which  are  often  made  to  evade  a  patent,  and  thus 
open  up  the  possibility  of  obtaining  the  results  of  great  study,  labour, 
and  cost,  without  involving  the  necessity  of  paying  the  inventor  or  his 
enterprising  associate  the  legitimate  reward  for  the  same.  I  say  this, 
however,  without  in  the  slightest  degree  imputing  any  such  motive  to 
your  frank  correspondent.  -rir 

Manchester,  Sept.  13,  1888. 


GAS  ANALYSIS. 

Sir, — I  am  obliged  to  Mr.  Whieldon  for  his  criticism  of  my  article  on 
the  above  subject.  Stated  shortly,  he  says  : — (1)  Is  not  the  gas-bottle 
too  large  ?  (2)  Is  not  the  surface  exposed  to  the  confining  liquid  more 

with  this  bottle  that  with  a  smaller  one  ?  (3)  Can  percentages  above  25 

per  cent,  be  determined  ?  (4)  Does  not  the  gas-bottle  closely  resemble 

Mr.  Wanklyn’s  ?  (5)  Are  the  connections  of  India  rubber?  (6)  Are  not 

the  solutions  exposed  to  the  air  for  a  considerable  time  ?  (7)  Are  not 

the  injurious  solutions  sucked  off  by  the  mouth?  (8)  The  solutions  are 
similar  to  Professor  Wanklyn’s  ?  (9)  The  gas,  when  tested  for  ammonia 

is  exposed  to  the  absorbing  influence  of  water ;  and  in  the  test  for  sul¬ 
phuretted  hydrogen,  it  is  washed  and  the  washings  lost.  (10)  Why  is 
naphtha  preferred  to  bromine  and  fuming  sulphuric  acid?  (11)  Is 
potash  or  ammonia  used  for  titrating  sulphuric  acid  ?  (12)  It  is  difficult 

to  read  absorption.  (13)  Corrections  for  temperature  and  pressure  would 
be  erroneous  where  the  gases  are  estimated  by  absorption.  (14)  Can 
hydrogen  and  marsh  gas  be  tested  for  by  this  bottle  ? 

In  reply  I  may  say  ;  (1)  The  size  of  the  bottle  is  of  little  importance 
so  long  as  it  is  not  unwieldy.  (2)  The  surface  exposed  to  the  confining 
liquid  is  not  greater  in  proportion  to  the  gas  present  than  with  a  smaller 
bottle.  (3)  I  might  have  added  that,  for  percentages  above  25  per  cent., 
a  separate  measure  is  required,  connected  in  the  same  manner  as  the 
burette  shown  at  M  [see  sketch  given  with  article] .  The  water-lines  should 
be  equalized  by  raising  or  lowering  this  measure.  (4)  If  my  gas-bottle 
very  much  resembles  Mr.  Wanklyn’s,  surely  it  does  not  detract  from  its 
usefulness.  (5)  The  connections  are  made  of  indiarubber  tubing ;  and 
there  is  no  difficulty  with  them.  (6)  The  solutions  are  not  exposed  to 
the  air  for  more  than  two  minutes.  The  burette  is  only  used  when  it  is 
necessary  to  measure  the  solutions.  (7)  If  it  is  necessary  to  suck 
off  the  injurious  absorbents,  then  an  aspirator  of  some  kind  can 
be  used.  (8)  The  absorbents  used  by  me  are  not  new  ;  but  they  are 
not  in  general  use.  (9)  The  gas  is  only  exposed  to  the  surface 
of  the  water  for  a  very  short  time.  I  think  Mr.  Whieldon  must  have 
misread  the  test  for  sulphuretted  hydrogen.  (10)  I  prefer  naphtha  be¬ 
cause  it  is  not  nearly  so  injurious  as  bromine  and  fuming  sulphuric  acid. 

(11)  Either  potash  or  ammonia  can  be  used;  but  I  prefer  ammonia. 

(12)  The  bottle  is  held  in  the  stand,  and  can  be  lowered  into  the  trough 
with  great  ease ;  and  if  the  trough  is  placed  on  a  level  stand,  the  bottle 
must  be  vertical.  (13)  The  bulk  of  the  gas  should  certainly  be  corrected 
to  standard  temperature  and  pressure,  as  well  as  the  results  obtained  by 
absorption.  (14)  I  should  think  hydrogen  and  marsh  gas  might  be  tested 
for  by  this  bottle ;  but  I  have  not  yet  done  so.  Will  Mr.  Whieldon 
explain  what  he  means  by  “  at  a  slight  under-pressure.” 

In  conclusion,  I  would  say  that  this  class  of  bottle,  although  not  abso¬ 
lutely  accurate,  is  found  to  be  sufficiently  so,  and  is  very  convenient  for 
all  tests  made  on  the  works.  William  G.  Hicks. 

Ramsgate,  Sept.  14,  1888. 


OBLIGATIONS  OF  THE  CHAIRMEN  OF  GAS  COMPANIES. 

Sir, — Kindly  spare  me  space  for  a  brief  notice  of  the  article  in  the 
Financial  News  (which  you  have  reproduced)  on  the  subject  of  my  letter 
to  you  hereon. 

While  thoroughly  endorsing  my  views  in  general,  the  article  mis¬ 
quotes  my  statement.  The  Financial  News  makes  me  say  that  “  the 
cost  of  coal  was  lower  in  the  half  year  immediately  preceding  the  period 
which  the  Chairman  was  discussing,  as  well  as  in  the  half  year  ending 
June  30 — a  period  to  which  Colonel  Makins  made  special  reference.” 
This  is  sheer  nonsense.  If  the  “  cost  of  coal  ”  had  been  lower  at  the 
two  antecedent  periods  referred  to,  there  would  have  been  no  reduction, 
but,  on  the  contrary,  an  increase.  My  statement  was  (as  shown  by  the 
figures)  that  the  “  reduction  ”  in  the  net  cost  of  coal  had  been  exceeded 
in  the  two  previous  half  years — which  is  a  very  different  thing.  That 
the  Financial  Neios  should  have  committed  such  an  error  is,  to  me,  quite 
as  startling  as  was  the  subject  of  my  remarks. 

Surely  such  an  authority  should  have  figures  at  their  fingers’  ends,  and 
not  be  obliged  to  fall  back  upon  the  halting  device  of  saying  “  if  the 
statist  is  right.”  I  can  only  conclude  that  the  “  calculating  boy  ”  of  the 
Financial  News  was  incapable  of  finding  the  differences  respectively, 
between  78'55d.  and  63'82d.,  76‘08d.  and  62'54d.,  and  63'82d.,  and 
53’38d.  (the  figures  for  the  June  half  years  of  1886-7-8,  and  the 
December  half  years  of  1886  and  1887),  and  of  seeing  for  himself  that 

See  “  Technical  Becord  ”  to-day,  p..603. 
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14-73d.  and  13‘54d.  were  greater  than  10-44d. — all  these  being  arrived  at 
by  simple  subtraction.  Otherwise  the  Financial  News  must  have  taken 
my  figures,  without  verification,  upon  the  principle  that  any  stick  is 
good  enough  wherewith  to  beat  a  dog. 

Further  the  Financial  News  is  good  enough  to  regard  me  as  a  share¬ 
holder  in  the  Chartered  Company  whose  wits  and  memory  were  too 
defective  to  permit  me  at  the  meeting  to  catch  the  Chairman  tripping — 
notwithstanding  my  distinct  disclaimer.  If  that  were  true,  my  state¬ 
ments  would  have  no  weight  at  all  in  support  of  its  own  views.  As  a 
matter  of  fact,  when  I  wrote  to  you,  I  had  never  either  seen  or  spoken  to 
the  Governor  of  the  Chartered  Gas  Company,  nor  yet  to  the  Chairman 
of  the  South  Metropolitan  or  any  other  Gas  Company,  to  my  knowledge. 
I  am  in  the  strictest  sense  of  the  words,  a  typical  “  Outsider,”  as  I  am 
not  a  shareholder  in  any  Company  whatsoever.  Pace  the  Financial  Neivs, 
therefore,  I  still  claim  to  be  neither  more  nor  less  than  what  I  have 
signed  myself— to  wit,  an  Outsider. 

Sept.  12,  1888. 


THE  EDGEKTON  PHOTOMETEICAL  SLOT. 

Sir, — In  your  issue  of  July  24,  under  “Notes,”  you  describe  an 
‘‘  Edgerton  ”  slot-chimney,  and  say;  “  It  is  admitted  that  the  principle 
of  the  Edgerton  standard  is  identical  with  the  Methven  standard,  which 
must  have  suggested  it.”  I  think  you  are  in  error  as  to  the  Methven 
slot  suggesting  the  Edgerton  standard.  I  believe  that  Mr.  Edgerton 
antedated  Mr.  Methven  in  the  use  of  an  opaque  chimney  with  slot,  for 


testing  gas  against  itself. 

In  1877,  in  the  New  Orleans  Gas-Works,  I  used  this  standard  myself ; 
it  having  been  prepared  by  Mr.  Edgerton.  He  tells  me  that  his  first 
burner  with  an  opaque  sleeve,  with  slot  over  the  chimney,  was  made 
in  1875  ;  and  I  have  in  my  possession  a  photograph  of  it,  taken  in  that 
year. 

Mr.  Edgerton  has  told  me  that  in  1875  he  exhibited  the  standard  at 
the  meeting  of  the  American  Gaslight  Association,  in  New  York,  at 
which,  I  believe,  Mr.  D.  Bruce  Peebles,  of  Edinburgh,  was  present.  _ 

I  respectfully  request  that  you  will  give  this  correction  a  place  in 

^°Philadelphia,  Aug.  30,  1888.  Walton  Clark. 


INQUIRY  CIRCULARS  AGAIN. 

Sir, — The  following  questions  were  sent  to  me  in  a  circular  form 
without  even  a  stamped  envelope  for  reply  ; — 

1.  Do  you,  in  supplying  the  return  of  the  profits  of  your  gas-works, 

make  a  deduction  in  the  assessment  for  gas  used  by  the  Corpo¬ 
ration  for  public  lighting  purposes  ? 

2.  Do  you  make  a  deduction  for  depreciation  of  plant  and  machinery 

apart  from,  and  in  addition  to,  the  annual  outlay  for  repairs 
and  maintenance  of  works. 

3.  What  is  the  rate  per  cent,  on  the  value  of  the  plant  and  machinery 

you  deduct  for  depreciation  ? 

4.  What  descriptions  of  gas  apparatus,  plant,  and  machinery,  do 

you  include  in  the  valuation  upon  which  the  deduction  is 
based  ? 

I  hope  that,  as  circulars  of  this  description  are  received,  they  will  be 
exposed  before  being  consigned  to  the  waste-paper  basket ;  so  that  pro¬ 
fessional  men  who  understand  their  business  may  have  a  fair  chance  of 
continuing  to  earn  their  living.  Engineer. 

Sept.  12, 1888. 


SMALL-BORE  WATER-METERS. 

Sir, — I  notice  a  large  number  of  |-inch  water-meters  are  offered 
for  sale  by  one  of  the  Corporation  Water-Works  in  England.  Being 
interested  in  the  use  of  small  meters,  it  would  confer  a  benefit,  not  only 
on  myself,  but  many  of  your  readers,  if  interchange  of  opinion  might  be 
obtained  through  the  Journal  on  the  merits  of  employing  small-bore 
meters.  I  see  the  last  patent  applied  for  for  a  water-meter  is  supplied  by  a 
J-inch  service-pipe  ;  and  these  are  about  to  be  introduced  into  a  foreign 
water-works  for  the  general  supply  to  the  inhabitants.  My  own  experi¬ 
ence  of  J-inch  meters  proves  that,  with  moderately  hard  unfiltered  water, 
the  J-inch  apertures,  and  the  small  working  parts,  soon  become  corroded 
— rendering  so  small  a  machine  useless.  Matmo 

Sept.  12,  1888.  mains. 


The  Supply  of  Oil  Gas  at  Colinbsurgh.—“  Utility  ”  (whose  letter 
on  this  subject  was  published  last  week,  with  an  editorial  note  ap¬ 
pended  to  it)  writes  to  justify  the  opinion  he  gave  of  the  “  news  article  ” 
which  appeared  on  page  427  of  the  Journal  of  the  4th  inst.,  to  the 
effect  that  it  was  of  our  own  construction  and  “  somewhat  prejudicial 
to  the  gentleman  whose  name  was  freely  used  therein.”  Our  corre¬ 
spondent  writes  :  “  The  ‘  article  ’  begins  by  referring  to  your  readers  as 
our  readers ;  and  next,  you  say  there  has  been  ‘  communicated  to  one 
of  the  Edinburgh  newspapers,’  ‘  results,’  which  you  do  not  give.  But 
you  go  on  to  ‘  broadly  ’  give  your  deductions  from  those  results,  else¬ 
where  reported ;  and,  in  doing  so,  you  place  the  unsupported  testimony 
of  an  ordinary  unskilled  gas  consumer  against  the  tabulated  facts  and 
experience  of  a  gentleman  who  has  by  force  of  circumstances  made  oil¬ 
gas  manufacture  and  distribution  a  practical  study,  and,  further,  one 
who,  being  a  lawyer  and  banker,  his  judgment  and  figures  are  entitled 
to  the  respect  usually  accorded  to  an  intelligent  mind.”  The  word 
“broadly  ”  (in  connection  with  the  deductions  from  the  experiments  in 
question)  was  made  use  of  in  the  original  correspondence  by  Mr. 
Dawson — the  very  gentleman  whose  cause  our  correspondent  is  taking 
up  ;  and  who,  it  may  be  remarked,  has  evidently  not  been  misled,  as 
“  Utility  ”  would  have  us  believe  that  he  has  been,  by  the  way  in  which 
the  communications  to  the  Scotch  newspapers  were  referred  to  in  our 
columns. 


The  Walsall  Gas  Undertaking. — At  the  meeting  of  the  Walsall  Town 
Council  on  Monday  last  week,  on  the  recommendaton  of  the  Gas  Com¬ 
mittee,  authority  was  given  to  raise  415000  of  additional  capital  for  the 
purposes  of  the  gas  undertaking,  and  towards  defraying  the  cost  of  the 
new  gasholder  and  tank. 


HIGH  COURT  OF  JUSTICE— CHANCERY  DIVISION. 

Wednesday,  Sept.  12. 

(Before  Mr  Justice  Denman,  Vacation  Judge.) 

BLAKER  V.  HERTS  AND  ESSEX  WATER-WORKS  COMPANY,  LIMITED. 

Mr.  Ingpen,  appearing  for  the  plaintiff  (who  sued  on  behalf  of  himself 
and  all  other  debenture  holders  in  this  Company),  to-day  moved  for  the 
appointment  of  a  Receiver  and  Manager  of  the  undertaking  of  the  de¬ 
fendants.  In  1883,  the  Company  issued  debentures  to  the  amount  of 
^6250;  these  being  a  first  charge  upon  the  undertaking,  land,  works, 
plant,  property,  and  effects,  both  present  and  future  of  the  Company. 
The  principal  of  each  debenture  was  payable  on  July  1,  1888,  and  inte¬ 
rest  at  the  rate  of  5  per  cent,  half-yearly ;  but  default  had  been  made 
in  payment  of  the  principal,  and  one-half  year’s  interest  was  in  arrear. 
The  whole  of  the  share  capital  had  been  fully  paid-up  ;  and  it  was  neces¬ 
sary,  in  order  to  carry  on  the  undertaking,  that  the  Company  should 
obtain  large  advances  of  money.  In  1885  an  Act  was  passed  extending 
the  borrowing  powers  of  the  Company  by  an  issue  of  ±T2,250of  deben¬ 
tures.  This  power  the  Company  was  desirous  of  exercising;  but,  of 
course,  they  could  not  give  a  prior  charge  to  that  of  the  plaintiffs,  who 
refused  to  assist  in  the  carrying  out  of  the  arrangements  for  obtaining 
fresh  capital. 

Mr.  Bray,  who  appeared  for  the  Company,  said  ho  was  willing  to  con¬ 
sent  to  the  appointment  of  a  Receiver. 

Mr.  Ingpen  said  he  was  instructed  to  ask  for  the  appointment  of  a 
Manager  as  well  as  a  Receiver.  The  Company  had  suggested  that  the 
debenture  holders  should  exchange  their  debentures  for  those  of  the  new 
issue.  But  this  proposal  had  not  been  acceded  to  ;  and  the  Directors  had 
sent  out  a  circular  in  which  they  stated  that  nothing  could  be  done  unless 
the  existing  debenture  holders  would  exchange  their  debentures,  and  that 
the  only  alternative  appeared  to  be  the  winding  up  of  the  Company,  as  it 
was  impossible  to  go  on  with  the  business  without  more  plant  and  money. 
As  the  Company  could  not  carry  on  its  business,  the  debenture  holders 
had  a  right  to  take  possession,  and  carry  on  the  concern  with  a  view  to 
protect  the  property  over  which  they  had  a  first  charge.  Under  these 
circumstances,  he  asked  for  the  appointment  of  Mr.  Evans  as  Receiver 
and  Manager. 

Mr.  Bray  submitted  that  it  was  not  the  practice  of  the  Court  to  appoint 
a  Manager. 

Justice  Denman  pointed  out  that  the  Directors  had  admitted  they 
could  not  carry  on  the  business  of  the  Company 

Mr.  Bray  suggested  that  the  Secretary  should  be  appointed,  in  which 
case  the  expenses  would  be  considerably  reduced. 

Justice  Denman  said  he  was  of  opinion  that  the  plaintiffs  were  entitled 
to  have  a  Receiver  and  Manager  appointed ;  but  the  proper  course  was 
to  refer  the  matter  of  the  appointment  to  chambers,  and  this  he  should 
adopt. 


Damage  to  Water-Mains  by  a  Thunderbolt.— During  a  fearful  thunder¬ 
storm  which  raged  over  Toulon  and  its  environs  on  the  night  of  the  25th 
ult.  a  thunderbolt  fell  upon  the  buildings  of  the  General  Water  Company, 
which  are  situated  about  three-quarters  of  a  mile  from  the  city.  It 
penetrated  into  the  principal  main  of  the  town  as  well  as  into  the  two 
mains  for  serving  the  town  of  Seyue,  which  are  both  on  the  road  to 
Dardennes.  The  large  reservoirs  below  were  completely  emptied,  on 
account  of  the  bursting  of  the  great  central  pipe  ;  and  the  water  precipi¬ 
tating  into  the  valley  has  caused  considerable  damage. 

Keswick  Gas  Company. — The  report  of  the  Directors  of  this  Company 
which,  with  the  accounts  for  the  year  ending  June  30  last,  was  submitted 
to  the  shareholders  at  their  first  ordinary  general  meeting  after  the  pass¬ 
ing  of  the  Company’s  Act  (which  received  the  Royal  Assent  on  the  28th 
of  J une) ,  held  on  the  4th  inst.,  stated  that  there  was  a  balance  to  the  credit 
of  the  profit  and  loss  account  of  4:732,  which,  added  to  4:347  brought  for¬ 
ward,  made  a  sum  of  4il079  available  for  distribution.  A  dividend  at  the 
rate  of  bi  per  cent,  per  annum  was  declared,  and  a  bonus  of  1  per  cent, 
per  annum  added.  'This  absorbed  41618 ;  leaving  a  sum  of  41461  to  be  carried 
forward. 

An  Elephant  in  a  Gas-Works. — A  large  elephant,  belonging  to  Messrs. 
Sanger  and  Son’s  circus,  temporarily  stationed  at  St.  Ives,  Hunts,  broke 
out  of  its  quarters  last  Thursday  morning,  and  committed  a  great  deal  of 
damage.  It  broke  down  two  or  three  gates  and  some  fencing,  demolished  a 
brick  wall,  and  entered  the  premises  of  the  St.  Ives  Gas  Company,  where, 
by  withdrawing  a  plug,  it  wasted  about  2000  feet  of  gas.  Finding  its  way 
to  the  retort-house,  it  gave  the  man  in  charge  a  tremendous  scare  ;  and  he 
lost  no  time  in  placing  a  good  distance  between  himself  and  the  unwel¬ 
come  visitor.  Alter  doing  considerable  damage  in  the  neighbourhood  of  the 
works,  the  animal  was  captured  with  some  difficulty,  and  taken  back  to 
the  circus. 

Stockton  an  Midddlesbrough  Water  Supply. — At  the  meeting  of 
the  Stockton  and  Middlesbrough  Water  Board  on  Monday  last  week,  the 
annual  accounts  of  the  Board,  which  were  presented,  showed  that  the 
total  expenditure,  exclusive  of  rent,  rates,  and  taxes,  had  been  417625  IBs. lid. 
which  was  a  considerable  decrease  as  compared  with  previous  years.  The 
cost  of  pumping  per  1000  gallons  during  the  current  half  year,  exclusive 
of  uncontrollable  expenditure  in  the  shape  of  rates  and  taxes,  has  been 
0'579d.,  or  a  decrease  of  O'OSld.  on  the  cost  under  the  Company  in  1874-5. 
The  usual  report  from  Mr.  J.  Mansergh,  the  Board’s  Engineer,  was  sub¬ 
mitted,  showing  that  satisfactory  progress  was  being  made  at  the  Hury 
reservoir,  and  the  various  other  works  in  course  of  construction. 

Northern  Coal  Trade. — The  condition  of  the  steam-coal  trade  does 
not  show  great  variation  during  the  last  few  days;  the  price  being 
maintained  at  about  7s.  6d.  for  best  Northumbrian  qualities.  Small  steam- 
coal  is  abundant,  and  the  price  is  weak.  In  the  Durham  coal  trade  there 
is  considerable  activity.  As  expected,  the  Newcastle  gas-coal  contract  has 
been  placed  at  an  advance  which  may  average  about  3d.  per  ton.  Some 
parts  of  it  have  been  given  out  at  last  year’s  average  rate ;  but  on  the 
whole  it  may  be  said  that  the  price  is  now  6s.  1  Jd.  delivered.  But  this  is 
not  a  very  high  rate;  and  if  it  be  supposed  that  the  railway  carriage 
averages  6d.  per  ton,  it  will  be  seen  that  the  coal-owner  does  not  obtain  a 
very  large  price.  Gas  coal  is  increasing  in  demand  with  some  rapidity 
just  now ;  and  there  are  all  the  indications  of  a  good  season’s  trade.  Many 
of  the  leading  contracts  for  this  class  of  coal  are  now  fixed,  and  some  of 
the  most  important  collieries  have  about  booked  the  extent  of  their  output ; 
so  that  it  is  possible  the  prices  will  be  dearer  for  the  coal  that  is  not  con¬ 
tracted  for.  Manufacturing  coal  is  now  being  arranged  for  for  next  year ; 
and  most  of  the  works  which  use  Durham  coal  have  had  to  pay  from  3d. 
to  6d.  per  ton  more  than  the  last  time  of  contracting.  In  some  other 
branches  the  coal  trade  shows  an  improving  tendency.  Household  coal, 
however,  is  an  exception ;  and  the  finer  weather  will  further  depress  this 
class  of  coal. 
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THE  CHARGES  AGAINST  THE  HALIFAX  GAS-WORKS 
OFFICIALS. 

Resignation  of  Mb.  W.  Cabk. 

It  will  be  remembered  that  at  the  meeting  of  the  Halifax  Town  Council 
on  the  6th  iust.,  as  reported  in  the  Joubnal  last  week,  the  Corporation  Gas 
Engineer  (Mr.  W.  Carr)  was  called  upon  to  take  proceedings  against  the 
Pall  Mall  Gazette  for  the  statement  made  in  the  columns  of  that  paper 
in  .Tune  last  in  regard  to  the  coal  contracts  of  the  Corporation,  or  to  send 
in  his  resignation.  It  was  stated  in  a  paragraph  at  the  end  of  our  report 
that,  according  to  the  Halifax  Correspondent  of  the  Bradford  Observer, 
Mr.  Carr  had  decided  on  adopting  the  latter  course.  As  will  be  seen  by 
the  following  correspondence,  which  has  been  forwarded  to  us  for  publica¬ 
tion  by  Mr.  Carr’s  Solicitors  (Messrs.  Storey,  Bedford,  and  Willans),  this 
statement  was  correct.  In  asking  us  to  insert  the  letters,  Messrs.  Storey 
say  they  may  “  confidently  appeal  to  the  public  to  suspend  their  judgment 
in  the  matter  for  the  present,  and  wait  until  they  have  furnished  to  them 
something  more  solid  and  reliable  than  mere  innuendo.” 

[Enclosures.] 

Keighley  Walton,  Esq.  Halifax,  Aug.  31,  1888. 

Dear  Sir, — Both  before  and  since  our  Mr.  Storey’s  conversation  with  you 
and  the  Mayor  this  morning,  we  have  given  our  best  consideration  to  the 
proposal  made  by  the  Committee  that  our  client,  Mr.  Carr,  should 
commence  an  action  against  the  proprietor  of  the  Pall  Mall  Gazette  for 
libel.  As  our  Mr.  Storey  stated  to  you,  we  have  all  aiong  advised  our 
client  that  an  action  would  not  lie;  and  in  this  we  are  borne  out  by  the 
very  opinion  of  Counsel  which  you  have  taken  on  behalf  of  the  Corpora¬ 
tion.  This  being  so,  we  fail  to  perceive  what  good  could  be  done  by  taking 
proceedings  which  must  inevitably  prove  abortive.  Our  client  is  prepared 
to  meet  any  direct  charge  which  may  be  formulated ;  but  he  would  be 
wanting  in  self-respect  were  he  to  take  umbrage  at  a  paragraph  in  a  news¬ 
paper  which  points  at  no  one  particularly,  and  should  therefore  be  treated 
with  supreme  indifference.  If  there  is  anything  which  can  be  said  to  reflect 
unfavourably  on  our  client’s  conduct  as  the  Corporation’s  Gas  Manager, 
let  it  be  known,  and,  if  untrue,  it  shall  be  met  at  once;  or  if  there  is  any 
charge  to  be  made,  let  our  client  have  the  particulars,  and  he  will  then  be 
in  a  position  to  meet  his  accusers  face  to  face.  This  is  the  position  he 
takes ;  and  sooner  than  depart  therefrom,  he  would  prefer  tendering  his 
resignation  to  the  Council,  to  be  dealt  with  as,  after  due  consideration, 
may  be  thought  advisable.  We  think,  in  the  course  we  have  taken,  we 
have  advised  our  client  for  the  best,  and  do  not  hesitate  to  accept  any 
responsibility  which  may  consequently  rest  upon  us. 

(Signed)  Storey  and  Co. 

Keighley  Walton,  Esq.  Halifax,  Sept.  6,  1888. 

Dear  Sir, — This  matter  [the  “  gas  scandal”]  is,  we  understand,  to  be 
discussed  in  Committee  (Council)  this  evening.  Should  the  necessity 
arise  for  our  Mr.  Storey  to  attend  before  the  Committee  for  the  purpose 
of  explaining  our  client’s  position,  he  will  be  ready  to  do  so. 

(Signed)  Stobey  and  Co. 

Keighley  Walton,  Esq.  Halifax,  Sept.  12,  1888. 

Dear  Sir, — Our  client,  Mr.  Carr,  has  conferred  with  us  in  reference  to 
the  resolution  of  the  Council  passed  on  the  5th  inst.,  calling  upon  him 
either  to  commence  an  action  against  the  Pall  Mall  Gazette  or  resign  his 
position  as  Gas  Manager.  Notwithstanding  all  that  was  advanced  in 
alleged  justification  of  the  course  the  Council  were  taking,  our  client  is 
still  advised  that  no  action  can  possibly  lie  against  the  proprietors,  printers, 
or  editor  of  the  Pall  Mall  Gazette;  and  therefore  to  commence  the  pro¬ 
ceedings  required  by  the  Council  is  out  of  the  question.  We  addressed  a 
letter  to  you  on  the  31st  ult.,  which  we  are  surprised  to  find  was  not  com¬ 
municated  to  the  Council,  and  consequently  could  not  be  taken  into 
consideration  by  the  members  of  that  body.  Further  than  this,  although 
you  knew  our  Mr.  Storey  was  prepared  to  attend  before  the  Council, 
for  the  purpose,  if  necessary,  of  explaining  our  client’s  position,  he  was 
not  called  upon,  but  excluded  from  the  Council  Chamber  during  the 
discussion  ;  thus  leaving  our  client  practically  unrepresented.  Under 
these  circumstances,  and  for  the  reason  given  in  our  letter  to  you,  our 
client  has  no  alternative  left  him  but,  through  us,  to  resign  his  posi¬ 
tion  as  Gas  Manager ;  this  being  the  only  dignified  course  a  man  of 
Mr.  Carr’s  position  and  reputation  can  take.  In  accepting  the  altern¬ 
ative  given  him,  our  client  reserves  to  himself  the  right  of  enforcing 
against  the  Corporation  such  claims  as  the  action  of  the  Council  may 
enable  him  to  make.  (Signed)  Stobey  and  Co. 

Town  Clerk’s  Office,  Halifax,  Sept.  13, 1888. 

Messrs.  Storey,  Bedford,  and  Willans,  Solicitors. 

Dear  Sirs, — I  am  in  receipt  of  your  letter  of  yesterday’s  date.  Your 
letter  of  the  Slst  ult.  was  handed  to  the  Mayor,  who  used  his  own  discre¬ 
tion  as  to  its  being  read  to  the  Council.  You  are  mistaken  in  stating  that 
I  knew  your  Mr.  Storey  was  prepared  to  appear  before  the  Council.  I  did 
not  receive  your  letter  until  after  the  close  of  the  Council  meeting ;  but  I 
am  authorized  by  the  Mayor  to  state  that  such  a  course  would  not  have 
been  permitted.  (Signed)  Keighley  Walton. 

Keighley  Walton,  Esq.  Sept.  13,  1888. 

Dear  Sir. — We  note  the  contents  of  your  letter  of  this  morning,  which, 
with  copies  of  our  letters  to  you,  we  propose  inserting  in  the  newspapers, 
so  that  the  public  may  know  the  exact  position  our  client,  Mr.  Carr,  has 
taken.  (Signed)  Stobey  and  Co. 


The  following  paragraph  appeared  in  the  Bradford  Observer  last 
Friday: — “It  is  now  generally  expected  that  the  Mayor  will,  as  soon  as 
practicable,  sign  the  indemnity  to  Mr.  Thomas  King  Fox,  of  the  Silkstone 
Colliery  Company,  near  Barnsley ;  and  Mr.  Fox  will  then  forthwith, 
according  to  the  terms  of  the  indemnity,  give  the  names  and  addresses  of 
the  persons  against  whom  he  alleges  malpractices,  together  with  details 
and  particulars  of  such  charges.  There  is  a  considerable  undercurrent  of 
sympathy  in  the  district  with  Mr  W.  Carr,  and  the  ratepayers  are  very 
loud  in  expressing  their  opinion  that  the  matter  should  be  sifted  to  the 
bottom,  and  that  Mr.  Carr’s  resignation  should  not  in  any  sense  be 
allowed  to  operate  to  the  advantage  of  other  persons  against  whom  mal¬ 
practices  are  alleged, and  who,  it  is  understood,  are  quite  equal  financially 
to  the  task  of  vindicating  their  characters  and  reputations.” 


CRYSTAL  PALACE  DISTRICT  GAS  COMPANY. 

The  Ordinary  Half-Yearly  Meeting  of  this  Company  was  held  last 
Friday,  at  the  Albion  Tavern,  Aldersgate  Street,  E.C. — Mr.  Frederic 
Lane  Linging  in  the  chair. 

The  Secretary  (Mr.  Magnus  Ohren,  Assoc.  M.  Inst.  C.E.)  read  the 
notice  convening  the  meeting;  and  the  Directors’ report  and  the  state¬ 
ment  of  accounts,  an  epitome  of  which  appeared  in  the  Journal  for  the 
4th  inst.,  were  taken  as  read. 

The  Chairman  in  moving — “  That  the  report  of  the  Directors  and  the 
balance-sheet,  examined  and  signed  by  the  Auditors,  be  received,  adopted, 
and  entered  on  the  minutes,”  said  that  the  Directors  etitertained  the 
hope  that  the  results  of  the  past  half-year’s  working  had  met  with  the 
shareholders’  approval ;  for  not  only  had  they  been  enabled  to  earn  the 
dividends  upon  the  whole  of  their  capital,  but  were  able  to  carry 
the  sum  of  i3686  to  the  next  half  year.  The  figures  in  the  accounts 
stood  somewhat  thus :  Their  profit,  including  the  interest  upon 
the  reserve  fund,  amounted  to  J;i7,311,  and  the  dividend  would 
absorb  i;i3,625;  leaving  the  balance  he  had  mentioned  to  be  carried 
forward.  This  balance,  added  to  that  brought  from  tlie  half  year  ending 
Deo.  31,  1887,  gave  them  an  availalile  floating  asset  of  very  nearly  ^£8000; 
and  therefore  the  Board  thought  they  were  supported  in  the  announce¬ 
ment  of  a  further  reduction  in  the  price  of  gas  to  2s.  8d.  per  1000  cubic 
feet,  to  take  effect  from  the  close  of  the  present  quarter.  Should  the  coal 
dues  cease  to  exist  in  the  course  of  next  year,  there  would  come  to  the 
revenue  of  the  Company  a  sum  more  than  sufficient  to  enable  them  to 
lower  the  price  to  2s.  7(1.  per  1000  cubic  feet.  This  asset,  which  the  Board 
hoped  would  be  realized,  would,  in  their  particular  case,  go  to  the  gas  con¬ 
sumer,  because,  as  the  shareholders  were  aware,  by  the  Acts  of  the  Com¬ 
pany  they  had  no  sliding  scale  ;  and  therefore  they  were  unable  to  raise 
the  dividend  as  they  reduced  the  price  of  gas.  Perhaps  it  might  not  un¬ 
fairly  be  assumed  that  the  shareholders  indirectly  benefited  by  these 
reductions,  because  lowering  the  price  of  gas  necessarily  stimulated  con¬ 
sumption.  Increased  consumption,  of  course,  required  more  plant ;  and 
tins  additional  plant  compelled  the  Directors  to  call  upon  the  share¬ 
holders  to  provide  the  money  to  enable  them  to  carry  out  the  work. 
Thus  he  considered  that  indirectly  the  shareholders  benefited  to 
a  certain  extent.  Perhaps  in  the  history  of  gas  manufacture  there  never 
was  a  time  like  the  present  when  it  was  so  advisable  for  those  who  had  the 
control  of  gas  interests  to  endeavour  to  reduce  the  price  of  gas  to  the 
lowest  possible  point;  and  he  knew  full  well  that  the  directors  of  gas  com¬ 
panies  and  their  chief  officers  were  imbued  with  this  feeling,  and  he  knew 
they  had  exerted  themselves  in  every  possible  way  to  carry  it  out.  They 
need  not  be  at  all  alarmed  at  electricity  or  those  cheap  oils  which  were 
coming  into  competition  with  gas.  At  the  same  time,  he  thought  it  would 
be  sheer  folly  for  them  to  ignore  the  fact  that  the  electric  light  was  now  a 
light  of  continuity,  which  it  had  not  been  up  to  within  a  recent  period. 
But  it  was  a  costly  light ;  and  therefore  only  within  the  control  of  those 
who  were  indifferent  to  the  expense.  As  regards  petroleum,  however,  this 
he  knew  was  coming  into  competition — not  so  much  perhaps  in  the  Metro¬ 
polis  as  it  was  in  the  provinces,  to  his  knowledge.  Although  he  alluded  to 
these  things — and  it  was  well  to  keep  them  in  sight — he  had  unbounded 
faith  in  gas.  He  believed  it  would  maintain  its  position,  and  continue 
in  that  healthy  prosperity  which  now  surrounded  it.  Upon  a  former 
occasion,  when  he  had  the  privilege  of  addressing  the  shareholders,  he 
referred  to  their  coal  arrangements ;  and  he  did  so  because  coal  was 
necessarily  of  very  vital  importance  to  the  Company.  He  then  mentioned 
certain  savings  the  Board  had  been  enabled  to  make;  and  he  was  glad 
to  say  he  could  continue  upon  this  score,  and  now  announce  that  they  had 
effected  a  further  saving  in  the  cost  of  the  coals  in  the  shape  of  freight. 
With  the  shareholders’  permission,  he  would  take  the  two  previous  years, 
and  compare  them  with  the  present  half  year.  Their  coals  cost  them  in 
the  year  ending  December,  1886,  15s.  IJd.  per  ton ;  and  for  the  year  ending 
December,  1887,  14s.  5Jd. ;  but  for  the  half  year  under  consideration  they 
had  only  cost  them  13s.  lid.  He  did  not  know  whether  they  would  be 
able  to  effect  another  saving  under  this  head ;  but  the  shareholders  might 
be  assured  of  this,  that  if  they  could  do  so  they  would.  There  was  one 
paragraph  in  the  report  that  he  should  like  to  briefly  dwell  upon — that  was 
the  one  in  regard  to  the  retirement  of  Mr.  Henry  Palfrey  Stephenson  from 
the  chairmanship  of  the  Company.  Mr.  Stephenson  unhappily  had  been 
declining  in  health  for  some  time  ;  and  there  was  no  doubt  that,  had  his 
own  wishes  been  consulted,  he  would  have  retired  from  the  chair  some 
twelve  months  or  more  ago.  But  out  of  deference  to  the  expressed  desire 
of  his  colleagues,  he  consented  to  continue  in  the  office  until  the  spring 
of  this  year,  when  the  time  came  for  the  re-election  of  the  Chairman 
for  the  following  year.  Mr.  Stephenson  appealed  to  the  Board  in  very 
strong  terms,  and  begged  them  not  to  nominate  him  to  the  position, 
as  his  health  was  such  that  he  could  not  possibly  undertake  its  duties. 
Most  reluctantly  they  consented,  but  asked  him  to  take  upon  himself 
the  duties  of  Deputy-Chairman ;  and  this  he  agreed  to  do.  As  Mr. 
Stephenson  was  not  there,  it  would  not  be  deemed  bad  taste  on  his 
(the  Chairman’s)  part  if  he  made  a  little  further  allusion  to  him.  He 
might  state  to  those  gentlemen  who  were  unacquainted  with  the  early 
history  of  the  Company,  that  Mr.  Stephenson  was  one  of  its  first 
Directors,  and  Dr.  Hetley  was  another.  There  was  no  doubt  that 
Mr.  Stephenson  in  those  early  days  placed  the  Company  upon 
a  solid  foundation ;  and  he  had  shown  an  amount  of  energy  and 
loyalty  to  its  interests  which  he  (the  Chairman)  did  not  hesitate 
to  say,  had  never  been  surpassed.  His  intellect,  happily  for  him 
was  as  strong  as  ever.  He  need  not  say  how  gratified  they  were  as 
Directors  to  know  that  they  v/ould  retain  the  services  of  one  whom  they 
so  esteemed  and  respected.  Turning  to  the  accounts,  he  said  he  did  not 
know  that  he  need  take  up  much  of  the  shareholders’  time  in  referring  to 
them.  However,  he  would  just  allude  to  one  or  two  matters  of  interest. 
As  to  coals,  they  had  in  this  item  a  saving  of  £11Z,  as  compared  with  the 
corresponding  period  of  last  year  ;  and  then  on  the  credit  side  of  the 
account  they  had  an  increased  rental  of  £  1622.  The  other  items  on  the  debit 
side  of  the  account  were  such  as  would  necessarily  vary;  and  they  did  so  in 
this  half  year.  Under  the  head  of  repairs  to  retorts,  &o.,  there  was  certainly 
an  increase  of  something  like  £700.  Most  of  those  present  were  well 
acquainted  with  gas  matters,  and  were  aware  that  in  a  gas-works  it  was 
impossible  to  get  these  amounts  the  same  half  year  by  half  year;  and 
therefore  there  was  an  increase  in  the  six  months  under  review.  This 
also  applied  to  meters,  stoves,  &c.  With  these  exceptions,  there  were  no 
items  he  need  allude  to  on  the  debit  side  of  the  account.  When  he  turned 
to  the  credit  side,  under  the  head  of  residual  products,  they  would  find 
that  coke  was  £2566  in  excess  of  the  corresponding  period  of  1887.  Sulphate 
of  ammonia  and  ammoniacal  liqunr  had  also  increased  by  £342.  These 
two  items  made  a  sum  of  nearly  £3000;  and  he  was  pleased  to  state  that 
they  had  not  had  such  results  under  the  head  of  residual  products  for 
some  time  past.  The  coals  carbonized  had  increased  by  1125  tons;  and 
they  had  sent  out  12,380,000  cubic  feet  of  gas  (or  equal  to  3'63  per  cent.) 
over  the  corresponding  period  of  last  year.  'The  Directors  were  anxious 
about  this  matter;  and  they  had  hoped  to  show  a  better  result.  They 
believed  they  would  do  so  in  the  present  and  future  half  years.  As  the 
shareholders  were  aware,  the  Company’s  district  was  a  residential  one. 
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with  a  large  number  of  excessively  high-rented  houses.  Many  of  these 
had  beeu  untenanted,  from  circumstances  which  the  shareholders  could 
quite  understand.  But  the  houses  were  now  letting  at  lower  rents  ,  and 
therefore  as  the  tenants  came  in,  so  would  the  Company  receive  some 
benefit.  Their  capital  per  ton  of  coals  carbonized  was  as  healthy  as  pre¬ 
viously.  It  was  only  Ids.  7d.  The  gas  unaccounted  for  over  the  halt 
year  was  only  2-30  per  cent.  Among  those  present  were  g-as  engineers  ot 
eminence,  who  he  was  sure  would  appreciate  the  working  of  the  Company  s 
Engineer  (Mr.  C.  Gandon,  M.  Inst.  C.E.)  during  the  half  year.  ^ 

Mr.  George  Lts’esey  seconded  the  motion,  which  was  carried 

unanimously.  ,  i  j- 

The  Chairman  then  proposed — “  That  a  dividend  for  the  half  year  ending 
the  30th  of  June  last  be  now  declared,  at  the  following  rates  per  annum  . 
— viz.,  6  per  cent,  on  the  preference  stock,  7  per  cent,  on  the  ordinary  7 
per  cent,  stock,  10  per  cent,  on  the  ordinary  10  per  cent,  stock,  and  7  per 
cent,  on  the  new  ordinary  7  per  cent,  shares,  all  less  income-tax,  and  that 
the  warrants  for  the  same  be  forwarded  by  post  to  the  proprietors,  or  their 
authorized  agents,  on  or  before  the  21st  iust.  ’ 

Mr.  James  Glaisher,  F.R.S.,  seconded  the  motion,  which  was  ^reed  to. 
Mr.  Hhr\tio  Brothers  moved  the  following  resolution  :  “  That  the 

thanks  of  the  meeting  be  given  to  the  Directors  for  their  able  management 
of  the  affairs  of  the  Company.”  He  remarked  that  he  was  sure  all  those 
who  had  heard  the  lucid  statement  of  the  Chairman  must  have  come  to 
the  conclusion  that  the  works  had  been  very  ably  managed  during  the  past 
half  year.  For  a  district  like  theirs,  which  extended  over  a  very  large 
area,  it  was  astonishing  to  him,  as  an  old  gas  man,  to  learn  that  the  leakage 
was  only  2§  per  cent. 

Mr.  Liyesey  :  The  average  is  4*5  for  the  year.  ^ 

Mr.  Brothers  said  he  was  speaking  of  the  half  year  under  review.  The 
only  thing  that  struck  him  was  that,  in  these  prosperous  times,  he  hoped 
the  Directors  would  take  care  that  the  works  were  kept  in  good  order.  He 
also  trusted  that  the  Board  would  treat  their  ofacers  in  a  liberal  and 
generous  spirit.  Their  Secretary  (Mr.  Ohren)  was  a  very  able 
as  to  their  Engineer  (Mr.  Gandon),  he  was  convinced  that  they  could  not 
have  a  better  one. 

Mr.  R.  Hesketh  Jones,  J.P.,  said  he  had  much  pleasure  in  second^ing 
the  resolution.  As  to  the  remarks  of  Mr.  Brothers,  he  had  to  slightly 
differ  from  him  when  he  appealed  to  the  Board  as  to  maintaining  the 
works  in  good  order.  He  (Mr.  Jones)  thought  the  half  year  under  review 
indicated  that  the  Directors  had  done  so,  inasmuch  as  they  had  expended 
some  Jl700  additional  for  repairs  and  maintenance  of  works.  In  speak¬ 
ing  of  this  additional  expenditure,  the  Chairman  adopted  a  somewhat 
apologetic  tone,  which  he  (Mr.  Jones)  did  not  think  was  at  all  necessary. 
The  motion  was  carried  unanimously.  j  u  -j!  at 

The  Chairman,  in  acknowledging  the  compliment,  observed  that  if  Mr. 
Brothers  would  favour  them  with  a  visit  to  the  works  as  an  Engineer,  he 
would  see  that  they  were  in  the  most  perfect  state  of  preservation.  The 
Directors  frequently  went  through  the  works;  and  he  could  assure  the 
shareholders  that  they  would  be  kept  up  to  the  highest  degree  of  efficiency, 
while  care  would  be  taken  not  to  incur  any  unnecessary  expense.  Con¬ 
tinuing,  he  moved  a  vote  of  thanks  to  the  Auditors  (Messrs.  A.  T.  Layton 
and  C.  Newton)  and  the  officers  of  the  Company.  He  remarked  that,  as 
there  had  been  a  large  exchange  of  stock,  in  consequence  of  the  Royal 
College  of  Surgeons  having  sold  out  the  shares  left  to  them  by  Sir 
Erasmus  Wilson,  and  there  might  be  some  new  shareholders  in  the  room, 
he  would  take  the  opportunity  of  letting  them  know  how  highly  the 
Board  appreciated  the  services  of  their  officers.  Mr.  Ohren  had  been 
connected  with  the  Company  for  upwards  of  30  years,  and  a  more  efficient 
officer  he  thought  did  not  exist.  Mr.  Gandon,  their  Engineer,  came  to 
them  with  the  highest  recommendations  ;  and  from  that  time  to  the 
present  there  had  not  been  a  single  instance  when  they  bad  to  say  to 
him:  “Why  have  you  done  this;  or  why  did  you  not  do  this?  '  As 
regards  the  staff  under  the  supervision  of  the  Secretary  and  the  Engineer, 
he  believed  they  had  as  good  officers  as  it  was  possible  for  any  company 
to  have. 

Mr.  Westcott  seconded  the  motion,  which  was  agreed  to  nein  co7i. 

Mr.  C.  Newton  briefly  replied  on  behalf  of  the  Auditors  and  the  other 
officers  of  tiie  Company ;  speaking  in  high  terms  of  praise  of  the  manner 
in  which  Mr.  Ohren  kept  the  Company’s  books. 

The  proceedings  then  terminated. 


SHEFFIELD  UNITED  GAS  COMPANY. 

The  Report  and  Accounts  for  the  Half  Year  ending  June  30. 

The  report  of  the  Directors  of  this  Company  for  the  six  mouths  ending 
June  30  last,  which,  with  the  accounts,  will  be  presented  at  the  half-yearly 
general  meeting  of  shareholders  on  the  1st  prox.,  states  that  there  was  in 
this  period  a  satisfactory  increase  in  the  receipts  both  for  gas  and  resi¬ 
duals,  and  that  the  financial  position  of  the  undei  taking  is  such  that,  after 
'  the  payment  of  the  maximum  dividend,  and  placing  11s.  7d.to  the 

reserve  fund,  there  will  te  i;1138  8s.  lid.  to  be  carried  to  the  credit  of  the 
current  half  year.  The  Directors  recommend  the  payment  of  such  divi¬ 
dend,  which  will  amount  to  ^6750  on  the  “  A”  stock,  4:10,412  13s  6d.  on 
the  “  B  ”  stock,  4^11,453  10s.  on  the  “  C  ”  stock,  and  4^3438  Pis.  on  the  “  E 
shares  (4;8  10s.  each,  4;*6  per  share  paid) ;  amounting  together  to 
^32,094  15s.  fid.  The  Directors  report  that  the  policy  of  placing  meters  in 
consumers'  houses,  without  making  any  charge  for  fixing,  has  been  suc¬ 
cessful.  The  number  of  additional  meters  fixed  during  the  twelve  mouths 
ending  in  June  last  was  1777,  against  678  fixed  in  the  previous  year.  The 
Board  have,  as  from  Oct.  1, 1888,  reduced  the  price  of  gas  in  the  outlying 
districts  of  Dore  and  Totley  to  2s.  2d.  per  1000  cubic  teet;  thus  makingthe 
maximum  price  to  private  consumers  uniform  throughout  the  whole  of 
the  area  supplied  by  the  Company.  Under  the  Sheffield  Gas  Act,  1886, 
power  w'as  given  to  raise,  by  the  creation  of  new  ordinary  shares,  any  sums 
not  exceeding  in  the  whole  4i350,0j0.  This  power  has  up  to  the  present 
time  been  exercised  to  the  extent  of  only  4:229,070;  and  the  Company 
can  under  it  still  create  share  capital  to  the  extent  of  ^£120, 930. 
The  Board  recommend  that  shares  of  the  nominal  value  of  £6 
each  be  created  for  ^120,696,  part  of  the  balance,  and  be  offered 
at  par  to  the  existing  shareholders,  in  proportion,  as  near  as  may 
be,  to  the  stocks  Jaud  shares,  or  either,  held  by  them.  The  accounts 
accompanying  the  report  show  that  of  the  ^641,895  of  cajfital 
calledup,  £633, 741  has  been  expended;  leaving  a  balance  of  £8154.  The 
amount  received  for  gas  and  the  rental  of  meters  and  stoves  was  £81,409  19s,, 
residuals  produced  £26,415  8s.  Id. ;  and  a  few  miscellaneous  items  bring  up 
the  total  receipts  to  £108,765  13s.  lOd.  The  sum  of  £58,470  2s.  Id.  was 
expended  on  the  manufacture  of  gas  (£32,787  being  for  coals),  and 
£4944  16s.  Id.  on  its  distribution ;  rates  and  taxes  came  to  £6230  8s.  5d. ; 
and  management  and  miscellaneous  expenses  m^ke  a  total  of  £74,U32  13s.  6d. 
— leaving  a  balance  of  £34,933  Os.  4d.  to  be  carried  to  the  profit  and  loss 
account.  The  balance  of  this  account  available  for  dividend  is  £36,123  16s. 
The  Company’s  reserve  fund  now  amounts  to  £64,159,  The  quantity  of 
coal  carbonized  was  77,515  tons  (12,845  tons  being  cannel) ;  and  the  residuals 
produced  were  :  Coke  and  breeze,  47,650  tons  ;  tar,  5256  tons  ;  ammoniacal 
liquor,  2,422,000  gallons. 


BRISTOL  UNITED  GAS  COMPANY. 

The  report  of  the  Directors  of  this  Company,  to  be  submitted  to  the 
proprietors  at  their  half-yearly  general  meeting  on  the  19Lh  prox.,  shows 
that  there  has  been  a  profit  of  £30,628  on  the  working  of  the  under¬ 
taking  in  the  six  months  ending  June  30  last,  as  compared  with  £21,140 
realized  in  the  corresponding  period  of  the  past  year.  There  has  been 
an  iijcrease  in  the  quantity  of  gas  sold,  yielding  an  additional  revenue 
of  £3208.  The  amount  produced  by  the  sale  of  residual  products  also 
shows  an  advance  amounting  to  £4037 ;  and,  by  careful  economy,  a  con¬ 
siderable  saving  has  been  effected  in  the  expenditure.  The  Directors 
remind  the  shareholders  that,  with  a  view  to  the  development  of  the  use 
of  gas  for  cooking,  heating,  and  motive,  as  well  as  for  illurninating  pur¬ 
poses,  a  comprehensive  exhibition  of  gas  apparatus,  containing  the  most 
modern  appliances,  was  held  in  May  last,  at  which  lectures  illustrative  of 
the  use  of  gas  were  given  daily.  As  evidence  of  its  success,  they  mention 
that  upwards  of  709  cooking-stoves  have  since  been  issued  upon 
addition  to  others  sold.  The  Directors  record  the  retirement  of  their 
Engineer,  Mr.  Walter  Fiddes,  after  44  years’  service;  and  say  they  have 
awarded  him  a  retiring  allowance  of  £500  per  annum.  The  usual  dividend 
at  the  rate  of  10  per  cent,  per  annum  on  the  nominal  capital  of  the  Com¬ 
pany  entitled  thereto  is  recommended,  subject  to  deduction  of  income-tax. 
The  quantity  of  coal  carbonized  during  the  six  months  reported  upon  was 
70,642  tons  ;  the  gas  made  being  672,490,000  cubic  feet, of  which  615,154,500 
feet  are  accounted  for.  The  residuals  produced  were  :  Coke,  48,800  tons; 
breeze,  6261  tons ;  tar,  615,354  gallons  ;  ammoniacal  liquor,  1,483,180  gallons. 

FALMOUTH  GAS  COMPANY. 

The  Annual  General  Meeting  of  this  Company  was  held  on  Friday,  the 
7th  inst.— Mr.  R.  M.  Tweedy  in  the  chair.  ^ 

The  Secketary  (Mr.  R.  J.  Lukey)  having  read  the  notice  of  meeting, 
the  report  and  accounts,  which  were  briefly  dealt  with  in  the  Journal  a 
fortnight  ago,  were  presented.  ,  n  , ,  ,  , . 

The  Ch-\ir3I.an,  in  moving  the  adoption  of  the  report,  remarked  that  the 
Company  had  passed  through  a  very  eventful  year  ;  and  there  had  been 
many  repairs  and  several  important  additions  to  the  works.  He  hoped 
now  that  all  the  heavy  work  had  been  finished,  that  in  the  future 
there  would  not  be  so  many  repairs,  as  the  works  were  now  in  good  con- 
dition.  The  Assessment  Committee  had  sought  to  raise  the  assessment 
on  the  gas-works ;  but  the  Directors  could  not  see  their  way  to  paying 
more,  especially  as  the  amount  proposed  to  be  added  was  £200  per  year. 
It  had  been  referred  to  the  County  Court  Judge  (Mr.  Morgan  Howard)  for 
arbitration:  and  he  had  not  yet  made  his  award.  What  was  just  and 
right  they  would  pay.  Mr.  J.  W.  Buckley  had  come  from  Southport  to 
manage  their  works,  and  he  had  had  to  give  considerable  a,ttention  to  im¬ 
proving  the  retorts  and  to  the  repairing  of  the  mains  ;  and  when  he  came 
to  know  the  district  better,  he  hoped  to  decrease  the  leakage,  which  was 
much  higher  than  it  should  be.  The  profits  were  not  so  great  this 
as  last;  being  £1290,  as  against  £1502.  A  considerable  portion  of  the 
alteration  was  due  to  the  increase  in  the  price  of  coal;  the  amount  spent 
being  £1825,  as  against  £1581.  There  had  also  been  an  increase  in  the 
insurance  policy.  The  amount  received  for  gas  had  been  about  £170  more 
than  last  year  ;  but  the  expenditure  for  repairs  and  depreciation  had  been 
very  heavy.  They  had  not  written  off  so  much  for  depreciation  this  year 
as  they  should  have  done,  as  they  hoped  that  next  year  the  amount 
would  be  less,  and  then  they  could  equalize  matters  a  little. 

Mr.  Harvey  seconded  the  motion,  and  it  was  carried. 

The  Chairman  then  proposed  a  dividend  of  5  per  cent,  for  the  half  year  , 
with  a  bonus  of  6d.  per  share. 

Mr.  Nicholls  seconded  the  proposition,  which  was  agreed  to ;  an 
amendment  brought  forward  in  opposition  to  the  payment  of  the  bonus 
being  withdrawn  by  the  mover.  ,  -nr 

The  retiring  Director  (Mr.  W.  S.  Olver)  having  been  re-elected,  Mr.  W. 
J.  Coward  and  Mr.  S.  Tresidder,  jun.  (the  retiring  Auditors),  were  re¬ 
appointed  to  their  positions;  the  last-named  gentleman  securing  1297 
votes  against  1252  obtained  by  Mr.  Taylor,  who  was  put  forward  as  his 

°^A°vote*of  thanks  was  passed  to  the  Chairman,  and  the  proceedings  closed. 

Bristol  Water  Comp.any.— At  the  meeting  of  this  Company  on  Satur- 
day  the  8th  inst.,  an  interim  dividend  was  declared  for  the  half  year 
ending  the  30th  of  June  last  on  the  £25,  £20,  £6,  and  £4  10s.  ordinary 
shares,  at  the  rate  of  8J  per  cent,  per  annum. 

The  Quality  of  the  New  Gainsbeo’  Water  Supply. —An  analysis  of 
water  taken  from  the  deep  bore-hole  at  Gaiusbro’  has  recently  been  made 
by  Dr.  Percy  Frankland.  He  finds  that  the  water  is  palatable,  and  con¬ 
tains  only  a  trace  of  organic  matter  ;  it  is  also  free  from  any  suspicion  of 
previous  contamination  with  sewage  or  other  refuse  animal  substances. 
He  says  it  is  a  water  eminently  free  from  all  risk  of  communicating 
zymotic  disease;  and  concludes  an  exhaustive  report  by  saying  (1)  that  as 
regards  freedom  from  organic  matter,  and  from  evidence  of  animal  c  m- 
tamination,  it  cannot' be  surpassed ;  (2)  that  in  its  present  condition  it  is 
very  hard,  and  that  after  treatment  with  lime  it  would  still  remain  a  hard 
water,  although  the  hardness  would  be  thereby  reduced  to  about  one-half 
its  present  amount;  and  (3)  tliat  the  proportion  of  magnesia  contained  in 
it  may  be  objected  to,  but  that  this  objection  could  only  be  justihably 
pressed  if  another  water  of  praoticallv  equal  organic  purity,  aud  coatainmg 
little  or  no  magnesia,  were  to  be  substituted  for  it.  Tne  water  contains 
35'4°  of  hardness;  lb'b°  being  temporary,  and  18'6°  permanent.  Tne 
quantity  of  solid  matters  per  gallon  is  49'97  grains.  The  sample  was  taken 
at  a  depth  of  1200  feet  in  the  new  red  sandstone. 

Sewage  Works  for  Wolverhampt  in. — Last  Thursday,  the  Chairman 
of  the  Sewerage  Committee  of  the  Wolverhampton  Corporation  (Alder¬ 
man  J.  Gibbons)  laid  the  memorial  stone  of  tlie  new  works  which  are  being 
carried  out  at  the  Baruhurst  Sewage  Farm,  near  Tettenhall,  about  three 
miles  outside  the  town.  The  works  consist  mainly  of  brickwork  precipita- 
tion  tanks,  which  are  being  made  for  the  quiescent  treatment  of  the  liquid 
sewage  after  it  has  beeu  dealt  with  oy  lime.  The  scheme  has  been  uiMer- 
takeu  to  prevent  a  repetition  of  the  expensive  claims  which  liave  been 
brought  against  the  Corporation  by  the  owners  of  landed  property  lying 
along  the  oiirseof  the  Pendeford  Brook  tor  damages  caused  by  the  fouling 
of  the  watercourse  by  the  entrance  into  it  ot  unfiltered  sewage.  Tfie  works 
now  under  construction  will  cost  about  £5690  ;  but  the  total  cost  of  the 
scheme  will  be  something  like  £8000  or  more,  since  part  ot  the  project 
consists  in  separating  the  storm  water,  whioli  will  be  allowed  to  flow 
into  the  Smethstow  aud  Stow  Heath  Brooks,  which  are  the  natural 
channels  for  it.  The  works  consist  of  excavating  some  5300  superficial 
yards  of  agricultural  laud  to  a  depth  of  6  feet,  aud  in  some  portions  to 
6  ft.  6  in.,  aud  the  division  of  tlie  space  so  excavated  into  six  tanks,  eacn 
150  feet  by  5J  feet,  whicli  will  be  built  of  Tipton  bricks,  with  walls  2  feet 
thick,  and  resting  upon  foundations  ot  1  foot  or  more  of  concrete  and  2  feet 
of  brickwork.  Taking  the  working  depth  as  5  feet,  each  tank  will  hold 
about  234,375  gallons;  aud  they  will  be  able  to  treat  2,000,000  gallons  ot 
sewage  per  24  hours,  which  is  the  quantity  ot  the  average  dry-weather 
flow  on  to  the  farm. 
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THE  GAS  SUPPLY  OF  HASTINGS. 

Meeting  of  the  Gas  Company— The  Corporation  and  Gas  Testing. 

The  Half-Yearly  General  Meeting  of  the  Hastings  and  St.  Leonards  Gas 
Company  was  held  on  Thursday,  the  6th  inst. — Mr.  J.  Brown  in  the 
chair. 

The  Secretary  (Mr.  W.  B.  A’oung)  having  read  the  notice  convening 
the  meeting,  the  report  and  statement  of  accounts,  an  abstract  of  which 
appeared  in  the  Journal  for  the  28th  ult.,  were  taken  as  read. 

The  Ch.airman,  in  moving  the  adoption  of  the  report,  said  the  share¬ 
holders  would  recollect  that  at  the  meeting  last  September  it  was  agreed 
to  reduce  the  price  of  gas  2d.  per  1000  cubic  feet  from  the  1st  of  January ; 
and,  in  addition,  to  pay  another  J  per  cent,  on  the  whole  of  the  shares  of 
the  Company.  He  estimated  then  that,  even  if  there  were  no  increase  in 
the  working  of  the  Company,  if  they  did  not  make  any  more  profit  than 
in  previous  half  years,  there  would  still  only  be  a  deficiency  of  £92.  As  a 
matter  of  fact,  however,  there  had  been  an  increase  of  upwards  of  9 
million  cubic  feet  of  gas  consumed  beyond  that  which  was  consumed  in 
the  corresponding  period  last  year.  Therefore,  instead  of  being  £92  to  the 
bad,  they  were  nearly  £T800  to  the  good.  The  receipts  were  nearly  £2000 
more  than  for  the  corresponding  six  months  of  1887  ;  and  so  they  had  not 
to  trouble  themselves  about  any  deficiency,  but  could  carry  forward  a  large 
amount  to  the  reserve  fund.  The  profits  on  the  residuals  had  likewise 
increased  to  the  extent  of  £766.  Therefore,  the  question  came  again  before 
them  :  What  were  they  to  do  with  the  additional  profit.  The  Directors 
had  come  to  the  conclusion  that,  as  the  profits  continually  increased 
almost  in  arithmetical  progression,  they  should  do  something  with  the 
money  instead  of  putting  it  in  the  reserve  fund;  and  they  decided  that 
the  time  had  come  when  they  might  further  reduce  the  price  of  gas. 
They  had  determined,  from  the  1st  of  January  next,  to  lower  the  price 
another  2d.  per  1000  feet.  While  this  would  carry  an  extra  J  per  cent, 
profit  to  the  shareholders,  he  should  like  to  point  out  that  it  was  the  gas 
consumers  who  obtained  the  greatest  advantage.  When  2d.  per  1000  feet 
was  taken  off  the  price  of  gas,  it  represented  nearly  £1200;  whereas  the 
increase  of  dividend  only  amounted  to  £400.  One  matter  to  which  he 
wished  to  call  their  attention  was  the  way  in  which  a  great  many  people 
compared  the  Hastings  Gas  Company  with  other  companies  as  to  the 
amount  of  dividend  declared.  But  in  these  matters  they  must  take  each 
company  on  its  own  footing,  as  there  were  many  ways  in  which  one 
differed  from  another.  One  of  the  principal  features  in  the  case  of 
the  Hastings  Company  was  the  large  amount  which  had  to  be  paid 
as  duty  to  the  Corporation,  and  which  amounted  to  about  £3200  a 
year.  If  the  Company  could  get  rid  of  this,  they  would  then  be  quite 
able  to  reduce  the  price  of  their  gas  3d.  per  1000  cubic  feet.  There  was, 
he  believed,  scarcely  a  case  in  the  country  in  which  the  raw  material  of 
manufacture  was  taxed  to  the  extent  of  45  per  cent,  on  the  prime  cost. 
There  was  another  point  about  the  coal  duty  to  which  he  desired  to  draw 
their  attention.  It  had  been  going  on  for  some  time ;  but  he  could  not 
find  out  anything  about  the  origin.  They  had  to  pay  2s.  5Jd.  a  ton  on 
the  coal  brought  in ;  but  they  only  received  Is.  8d.  a  ton  for  coke 
taken  out.  He  had  been  to  the  Town  Clerk  about  it,  and  also  to  the  Col¬ 
lector  of  Coal  Dues  ;  and  they  could  not  say  anything  as  to  why  it  was  so. 
If  they  paid  2s.  5Jd.  when  coal  was  brought  in,  he  thought  they  should 
receive  the  same  amount  when  it  was  taken  out.  As  it  was,  they  lost 
9Jd.  on  every  ton  of  coal  they  sent  out  of  the  town,  and  this  was  a  very 
serious  drawback.  It  placed  them  at  great  disadvantage  when  competing 
with  coal  merchants  outside  the  town.  The  proprietors  would  perhaps 
remember  that  in  Loudon  an  agitation  had  been  going  on  against  the  coal 
duties  ;  but  there  it  was  only  a  question  of  Is.  Id.  It  would  make  a 
great  difference  to  the  Hastings  Gas  Company  if  the  coal  duty  in  the  town 
could  be  got  rid  of.  There  was  another  point,  and  that  was  the  testing  of 
the  gas.  They  were  well  aware  that  the  Corporation  had  lately  taken  up 
the  case  of  the  consumers,  and  had  appointed  an  inspector  of  their  own 
to  test  the  gas.  He  objected  to  the  conduct  of  the  Corporation  in  this 
matter.  If  the  Council  had  the  interest  of  the  consumers  at  heart,  and 
brought  a  man  down  to  Hastings,  the  least  they  could  do  would  be  to 
publish  the  reports,  and  let  people  know  what  he  said.  But  the  Corpo¬ 
ration  had  not  done  so.  Because  the  report  was  a  good  one,  they  kept 
it  quiet.  If  it  had  been  a  bad  one,  the  report  would  very  soon  have  found 
its  way  into  the  papers.  It  had  been  kept  till  the  27th  of  June,  and  not 
published.  He  did  not  think  this  was  fair.  The  Council  wanted  to  get 
a  second  report,  to  see  it  it  was  a  bad  one ;  but,  as  it  happened,  it  was 
better  than  the  first.  Still  they  had  not  published  it.  He,  however, 
should  do  so.  He  had  the  reports  in  his  hand,  and  he  was  going  to  read 
from  them.  That  of  the  27th  of  June  stated  that  the  illuminating  power 
of  the  gas  was  15 '53  candles;  the  standard  of  the  Company  being  15 
candles.  The  sulphur  was  11  6  grains,  whereas  the  Act  allowed  25  grains. 
The  ammonia  was  1'4  grains.  The  report  also  stated  that  there 
was  a  slight  trace  of  sulphuretted  hydrogen.  He  strongly  objected  to 
this.  Mr.  Botley,  the  Engineer  and  Manager,  and  the  other  analysts 
in  their  employ  said  that  there  never  was  a  trace  of  sulphuretted 
hydrogen  ;  and  tests  had  been  made  for  some  months  past,  and  yet 
no  trace  could  be  found.  The  Corporation  Gas  Examiner,  however, 
had  been  clever  enough  to  find  it.  But  he  (the  Chairman)  maintained  that 
this  gentleman  did  not  test  the  gas  fairly;  for  he  left  the  test-paper  for 
sulphuretted  hydrogen  in  the  gas  for  20  hours,  whereas  the  Act  of  Parlia¬ 
ment  stated  that  it  should  only  be  left  in  for  three  minutes.  The  report 
for  the  28th  of  August  had  not  yet  been  published.  It  showed  that  the 
illuminating  power  was  15'41  candles ;  the  sulphur,  only  9'8  grains  ;  and 
the  ammonia,  0'6  grain.  This  was  almost  nothing ;  and  there  was  no  trace 
of  sulphuretted  hydrogen.  He  thought  that,  so  far  as  the  Company  were 
concerned,  they  had  come  triumphantly  out  of  the  test.  He  did  not  think, 
however,  that  the  Corporation  had  acted  fairly  in  keeping  back  the  reports 
instead  of  publishing  them.  It  was  a  public  matter ;  and  the  results  should 
be  made  known. 

Mr.  Stubbs  (the  Mayor)  expressed  the  opinion  that  the  Chairman  had 
gone  a  little  out  of  the  way  to  attack  the  Lighting  Committee  of  the  Cor¬ 
poration.  As  far  as  the  Council  were  concerned,  they  were  willing,  on  be¬ 
half  of  the  inhabitants  of  the  borough  at  large,  to  appoint  a  gas  inspector, 
as  they  felt  that  it  would  be  for  the  public  benefit.  There  was  nothing  to 
compel  them  to  publish  the  inspector’s  reports ;  and  they  only  waited  for  the 
money  to  enable  them  to  do  so.  Personally  he  thought  they  should  be  pub¬ 
lished.  With  regard  to  the  coal  dues,  that  was  a  very  difficult  question,  but 
be  did  not  think  Mr.  Brown’s  arguments  would  carry  weight.  It  was  a  great 
benefit  to  the  town  that  there  should  be  coal  dues ;  and  if  the  money  was 
not  raised  in  this  way,  it  would  come  out  of  the  rates.  It  was  a  question 
for  all  to  consider  whether  it  was  not  an  advantage  that  there  should 
be  some  revenue  from  coal.  What  was  left  after  the  manufacture  of  gas 
was  really  a  profit  to  the  Company;  and  therefore  he  thought  the  share¬ 
holders  should  not  grumble  because  they  had  to  pay.  As  to  the  reserve 
fund - 

The  Secretary  ;  It  is  a  floating  balance. 

Mr.  Stubbs  agreed  that  it  was;  but  he  said  he  should  like  to  see  it  in  a 
rather  better  position.  Floating  balances  varied  from  day  to  day.  The 
shareholders  could  not,  he  thought,  see  from  the  balance-sheet  where  it 
was,  or  that  it  was  in  such  a  position  that  they  could  draw  a  cheque 


on  it.  It  would  be  much  better,  in  the  next  accounts,  to  show  of  what 
the  balance  consisted,  so  that  it  might  be  put  in  tangible  shape.  He 
had  great  pleasure  in  seconding  the  motion  for  the  adoption  of  the 
report,  which  he  should  like  to  he  put  a  little  more  clearly. 

Mr.  Walder  observed  that  the  report  was  drawn  up  in  accordance  with 
the  Act  of  Parliament.  If  the  shareholders  cared  to  take  the  trouble, 
tiiey  could  learn  from  the  balance-sheet  the  position  of  the  Company. 
Nohody  could  be  dissatisfied  with  the  report.  Dividends  of  bj  and  llj 
per  cent,  were  paid  ;  and  there  was  to  be  a  reduction  in  the  price  of 
gas  next  January.  Whether  or  not  it  would  be  possible  to  grant  the 
consumers  any  greater  concession  in  price,  the  Chairman  knew  better 
than  he  did.  The  reduction  promised  was  a  small  matter,  seeing  that 
they  had  £23,000  to  deal  with.  He  thought  it  extraordinary  that  the  duty 
paid  by  the  Company  on  their  coal  should  be  nearly  half  its  prime  cost; 
hut  he  considered  that,  on  the  whole,  the  shareholders  might  congratulate 
themselves  on  the  position  of  the  undertaking. 

The  Chairman  (referring  to  the  remarks  of  the  Mayor)  said  he  thought 
that  if  his  Worship  had  looked  into  the  accounts,  he  would  have  seen  that 
they  were  audited,  and  that  the  balance-sheet  showed  all  about  the  reserve 
fund. 

Mr.  Stubbs  :  I  want  it  shown  in  a  more  tangible  form. 

The  report  was  then  unanimously  adopted. 

The  retiring  Directors  (Messrs.  Thorpe,  Gray,  and  Weston)  were  then 
re-elected;  and  Mr.  F.  Ransom  was  appointed  an  Auditor  in  place  of  Mr. 
F.  Bennetts,  who  had  retired  on  account  of  ill-health,  and  to  whom  a  vote 
of  thanks  was  accorded  for  his  services. 

The  usual  complimentary  vote  of  thanks  was  accorded  to  the  Chairman, 
and  the  proceedings  closed. 


At  the  Meeting  of  the  Hastings  Town  Council  on  the  following  day— the 
Mayor  (Mr.  Stubbs)  presiding — the  Lighting  Committee  reported  that 
since  the  appointment,  on  thelst  of  June  last,  of  Mr.  W.  C.  Young,  F.I.C., 
F.C.S.,  as  Gas  Examiner,  he  had  twice  tested  the  gas  at  the  works  of  the 
Hastings  and  St.  Leonards  Gas  Company,  and  had  reported  the  result  as 
follows : — June  25  :  Illuminating  power,  15'53  candles  ;  sulphur,  11’6  grains 
per  100  cubic  feet ;  ammonia,  1'4  grains  per  100  cubic  feet ;  slight  trace  of 
sulphuretted  hydrogen.  Pressure,  at  9  p.m.,  June  25,  2  8  inches  ;  June  26, 
at  3.50  p.m.,  1'5  inches.  Aug.  25  and  2'7  :  Illuminating  power,  15'41 
candles;  sulphur,  9-8  grains  per  100  cubic  feet ;  ammonia,  0'6  grain  per 
100  cubic  feet ;  no  trace  of  sulphuretted  hydrogen  ;  day  pressure,  1'5 
inches  ;  night  pressure,  3  inches.  Mr.  Young  stated,  in  regard  to  his  first 
report,  that  as  the  Company’s  Act  requires  the  gas  to  be  wholly  free  from 
sulphuretted  hydrogen,  they  had  failed  in  this  respect.  He  added; 
“  The  sulphur,  ammonia,  and  sulphuretted  hydrogen  tests  extend  over  a 
period  of  20  hours  ;  so  that  the  above  results  represent  the  average  amount 
of  impurities  contained  in  the  gas  supplied  between  about  eight  p.m. 
on  the  25th,  and  four  p.m  on  the  26th  of  June.” 

Mr.  Jenner,  in  moving  the  reception  of  the  report,  remarked  that  he 
was  placed  at  a  slight  disadvantage  in  not  having  seen  that  morning’s 
local  journal,  which  gave  a  report  of  the  Company’s  meeting  on  the  pre¬ 
vious  day.  He  understood  the  Lighting  Committee  were  dealt  with  some¬ 
what  harshly.  He  believed  one  great  fault  they  were  charged  with  was 
that  they  did  not  bring  forth  the  report  of  the  Gas  Examiner  soon 
after  it  was  received  by  the  Committee.  The  reason  was  simply  this  : 
The  Committee  did  not  receive  the  report  of  the  test  until  after  the 
agenda  papers  had  been  returned  for  the  Council  meeting.  It  would  have 
been  somewhat  out  of  order  if  it  had  been  brought  forward  without  having 
been  noticed  on  the  agenda.  They  certainly  had  no  idea  whatever  of 
keeping  back  the  report  because  it  was  a  good  one.  He  believed  the  Chair¬ 
man  of  the  Company  had  said  that  if  it  had  been  a  bad  one  they  would 
have  given  it  at  once.  This  would  not  have  altered  the  case  at  all.  But 
that  afternoon  they  had  the  advantage  of  having  the  reports  side  by  side, 
together  with  the  requirements  of  the  Gas  Act.  Now,  he  was  of  opinion 
that  both  reports  were  very  satisfactory  indeed.  The  Act  required  the 
Company  to  supply  gas  of  15-candle  illuminating  power.  In  the  first 
report  they  had  15'53  candles.  This  was  very  gratifying  indeed.  The 
sulphur  w’as  considerably  below  the  amount  allowed  by  the  Act;  it  was 
11’6  grains,  compared  with  25  grains  per  100  cubic  feet.  The  presence  of 
ammonia,  about  which,  he  believed,  there  was  no  restriction,  was  very 
small.  The  most  objectionable  part  was  the  sulphuretted  hydrogen.  The 
Act  required  that  it  should  be  quite  absent.  In  the  one  report  there  were 
slight  traces  of  it ;  but  in  the  second  none.  The  illuminating  power  of 
the  gas  in  the  second  report  was  not  quite  so  good  ;  but  the  difference  was 
very  slight,  and  the  quality  was  considerably  above  the  standard  required. 
The  sulphur  had  been  reduced  from  11'6  to  9  8  grains,  and  the  ammonia 
to  0'6  grain.  He  thought  this  report  was  a  very  satisfactory  one,  and 
one  which  would  compare  most  favourably  with  the  gas  supply  of  any 
town  in  the  kingdom.  It  was  also  satisfactory  because  it  showed  that  the 
Directors  of  the  Gas  Company  had  acted  upon  the  information  contained 
in  the  first  report.  As  to  the  pressure,  it  was  considerably  beyond  that 
required  by  the  Act.  If  the  pressure  was  really  acting  injuriously  upon 
the  gas  consumers,  it  was  their  own  fault,  because  they  could  regulate  the 
supply  if  they  chose  to  do  so.  He  was  glad  that  the  returns  were  as  satis¬ 
factory  as  they  had  turned  out  to  be.  He  trusted  the  Company  would  feel 
that  the  thing  had  worked  so  admirably  that  they  might  be  induced  to 
still  further  reduce  the  price  of  gas  at  no  very  distant  time.  He  was  quite 
sure  their  interests  would  not  suffer  by  such  a  course. 

Mr.  Revill  seconded  the  motion.  He  said  he  agreed  in  the  main  with 
what  had  fallen  from  the  Chairman  of  the  Lighting  Committee ;  but  he 
wished  to  know  whether  there  was  any  regulation  with  regard  to  the 
pressure  of  gas  in  the  mains.  He  had  heard  many  large  consumers  say 
that,  although  the  price  was  less  than  formerly,  the  charge  for  the 
quantity  consumed  did  not  diminish  in  any  way,  and  that  this  was 
accounted  for  by  the  extra  pressure  put  on  by  the  Company.  He  thought 
this  was  a  point  which  should,  if  possible,  be  taken  in  hand  by  the  Com¬ 
mittee. 

Mr.  B.  F.  Meadows  read  the  clause  in  the  Company’s  Act  relating  to  the 
pressure — viz.,  that  it  should  be  not  less  than  6-lOtha  in  the  day,  and 
8-lOths  at  night. 

Mr.  Revill  :  There  is  a  minimum,  and  not  a  maximum. 

Mr.  Jenner  remarked,  as  to  the  publication  of  the  reports,  that  he  would 
endeavour  in  future  to  have  each  one  brought  up  at  the  Council  meeting 
following  the  date  of  its  presentation. 

The  report  was  adopted. 


The  Cost  of  the  Transfer  of  the  Sheffield  Water-Works  to  the 
Corporation.- — The  minutes  of  the  Water  Committee  of  the  Sheffield 
Corporation  which  were  presented  at  the  meeting  of  the  Town  Council 
last  Wednesday,  included  a  detailed  account  of  the  parliamentary  costs 
incurred  in  promoting  the  Sheffield  Corporation  Water  Act  and  opposing 
the  Sheffield  Water  Bill  of  last  year,  and  of  the  costs  of  the  polls  of  owners 
and  ratepayers  on  the  Corporation  Bill.  The  account  shows  payments 
amounting  in  the  aggregate  to  £12,544,  in  addition  to  £1900,  the  cost  of 
the  proceedings  under  the  Borough  Funds  Act.  A  sum  of  £2862  was 
returned  as  the  cost  of  witnesses. 
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STRIKE  OF  GAS  STOKERS  AT  SAEFORD. 

The  stokers  employed  at  the  Regent  Road  Gas-Works  of  the  Salford 
Corporation  (about  80  in  number)  have  left  their  employment  in  conse¬ 
quence  of  the  introduction  of  changes  in  the  work  of  the  retort-houses  by 
Mr.  Shoubridge,  the  new  Engineer  and  Manager.  It  appears  that  under 
the  old  arrangement,  a  stoker’s  daily  task  was  to  charge  a  certain  number 
of  retorts  with  coal  amounting  in  all  to  2  tons  5  owt.,  and  draw  and  quench 
the  coke.  In  addition  to  this  he  had  to  wheel  the  coke,  which  amounted 
to  about  27  cwt.,  to  the  heap  in  the  yard,  to  wheel  in  his  coal,  and  attend 
to  one  of  the  furnaces  ;  so  that  the  weight  handled  per  shift  was :  Coal 
loaded  up,  wheeled  into  the  retort-house,  and  charged  into  the  retorts, 
2  tons  5  owt. ;  coke  wheeled  out,  1  ton  7  cwt. ;  furnace  refuse  wheeled  out 
(say),  2  cwt.  For  this  work  he  received  5s.  The  new  arrangement  con¬ 
sisted  in  subdividing  the  work  into  four  classes — (1)  stokers,  who  simply 
charged  and  drew  the  retorts,  and  quenched  their  coke;  (2)  coal  wheelers  ; 
(3)  coke  wheelers;  and  (4)  firemen,  for  the  furnace  work  proper.  The 
firemen  and  stokers,  being  skilled  men,  were  paid  the  same  rate 
as  before — namely,  5s.  per  day.  The  coke  w  heelers,  who  handled 
about  5  tons  of  coke,  received  4s.  3d.  per  day.  The  wheeling  of  the  coal 
was  done  at  a  piecework  rate  per  ton.  It  is  considered  by  the  Manager 
that  the  new  system  is  really  better  for  the  men  than  the  old  one,  because 
the  stokers  and  firemen  are  not  obliged  to  go  out  of  the  retort-house  during 
their  work,  whereas  before  they  were  compelled  to  leave  the  retorts  every 
few  minutes,  and  wheel  their  coke  into  the  yard  in  all  states  of  the  weather. 
Notwithstanding  that  the  quantity  of  material  handled  is  really  less  than 
under  the  old  system,  the  men  assert  that  it  is  physically  impossible  for 
them  to  work  under  the  new.  One  feature  of  the  latter  system  is  that  the 
work  is  done  in  six  shifts,  each  lasting  about  three-quarters  of  an  hour. 
The  stoker  then  rests  for  about  an  hour  and  a  quarter,  when  he  begins 
another  spell  in  the  same  way;  so  that  he  gets  altogether  about  five  hours’ 
work  and  seven  hours’  rest  in  the  twelve-hour  shift.  The  men  gave  the 
Gas  Committee  seven  days’  notice,  which  expired  in  some  cases  at  six 
o’clock  on  Thursday  night,  and  in  others  at  six  o’clock  on  the  following 
morning.  Before  the  expiration  of  the  notices  a  proposal  was,  we  under¬ 
stand,  made  that  they  should  withdraw  them,  in  order  to  afford  time  for 
discussion  of  the  matter  in  dispute.  This  they  declined  to  do  ;  and  the 
Committee  have  therefore  been  obliged  to  obtain  other  men  to  carry  on 
the  work.  A  large  number  of  applications  have  been  received  from  stokers 
indifferent  parts  of  the  country;  and  the  Committee  do  not  anticipate 
any  difficulty  in  filling  the  vacant  places. 


THE  BURY  CORPORATION  GAS-WORKS  ACCOUNTS. 

The  Borough  Auditor  for  Bury  (Lancs.)  has  presented  to  the  Town 
Council  his  report  for  the  year  ending  March  31  last,  in  the  course  of 
which  he  gives  the  following  tabulated  statistics : — 

The  rental  for  the  past  year,  including  meter-rents,  is  .  £27,696  19  0 

Residual  products,  &c .  8,978  12  2 

£36,675  11  2 

The  cost  of  manufacture  and  distribution  and  expen¬ 
diture  on  buildings  and  plant  charged  to  revenue 
amounts  to .  28,079  3  6 

Leaving  a  gross  profit  of . £8,536  7  8 

From  this  is  deducted — 

Interest  on  loans  and  stock . £3,644  16  7 

Rebate  on  stock  issued .  100  0  0 

Sinking  fund .  3,140  9  0 

And  carried  to  reserve  fund,  raising  it  to 

the  maximum  of  £5000  .  1,605  11  10 

-  8,490  17  5 


Leaving  a  net  profit  of  ...  .  £105  10  3 

One  moiety  of  which,  £52  15s.  2d.,  is  taken  to  general  rate,  and  the  other 
moiety  is  added  to  the  previous  year’s  revenue  balance.  This  method  of 
treating  the  profits  (says  Mr.  Merchant)  is  in  pursuance  of  a  resolution 
passed  by  the  Council  on  the  Ist  of  December,  1887.  The  books  and  the 
bills  sent  to  consumers  show  the  amount  due  for  gas  at  2s.  lid.  per  1000 
feet ;  and  a  deduction  of  4d.  per  1000  for  share  of  profits.  This  4d.  has  not, 
however,  been  taken  out  of  the  profits ;  therefore  the  rate  should  have  been 
stated  simply  as  2s.  7d.  per  1000.  This  anomaly,  he  says,  is  no  doubt 
explained  by  the  resolutions  as  to  the  price  of  gas  for  the  year  having  been 
passed  before  the  Council  had  finally  dealt  with  the  year’s  statement  of 
accounts. 


THE  GAS  QUESTION  AT  BIRKENSHAW. 

Last  Thursday,  in  compliance  with  a  numerously  signed  requisition 
of  occupiers  and  property-owners  to  the  Chairman  of  the  Birkenshaw 
Local  Board,  a  well-attended  meeting  was  held  in  the  Temperance  Hall, 
“  for  the  purpose  of  considering  the  gas  question,  the  offers  made  by 
the  Gomersal  Gas  Company  to  supply  gas  to  the  consumers  in  the 
district,  the  present  excessive  prices  charged  by  that  Company,  and 
the  advisability  of  adopting  other  means  of  lighting  the  district,  either 
through  the  aid  of  another  company,  or  otherwise,  as  rnay  be  deter¬ 
mined.”  The  Chairman  of  the  Board  (Mr.  T.  Pitts)  presided.  Mr.  B. 
Crowther,  as  Chairman  of  the  Gas  Committee,  read  some  correspon¬ 
dence  which  had  passed  between  the  Gomersal  Gas  Company  and  the 
Local  Board  in  their  endeavours  to  get  suitable  reductions.  Special 
attention  had  been  given  to  the  question  by  the  Local  Board  ;  and  they, 
along  with  some  of  the  largest  consumers  in  the  district,  had  waited 
upon  the  Gomersal  Company,  who  had  issued  a  revised  scale  which 
was  only  an  advantage  to  the  largest  consumers.  These  terms  were 
considered  unsatisfactory.  The  terms  which  the  Gomersal  Company 
had  offered  to  the  Board  were  then  submitted,  as  follows : — Under  100,000 
cubic  feet  per  annum,  lid.  discount  per  1000,  3s.  3d.  net  price ;  100,000 
to  500,000  cubic  feet.  Is.  2d.  discount,  3s.  net ;  500,000  to  1,000,000  cubic 
feet.  Is.  5d.  discount,  2s.  9d.  net;  1,000,000  to  1,500,000  cubic  feet.  Is.  8d. 
discount,  2s.  6d.  net ;  1,500,000  cubic  feet  and  upwards.  Is.  lid.  discount, 
2s.  3d.  net.  On  receipt  of  the  amended  terms,  the  Board  and  the  large 
consumers  referred  to  decided  unanimously  that,  whilst  thanking  the 
Company  for  the  smalt  concessions,  they  could  not  accept  them  as  a  sa,tis- 
factory  settlement,  and  advised  the  Company  to  effect  a  further  reduction. 
What  the  consumers  asked  for  was  a  reduction  of  3d.  per  1000  feet  on  the 
two  scales.  The  Gomersal  Gas  Company  had  replied,  stating  that, 
inasmuch  as  they  had  made  reductions  amounting  to  Is.  3d.  per  1000  cubic 
feet  during  the  last  few  months,  which  they  did  not  consider  a  slight  con¬ 
cession,  and  having  carefully  gone  through  the  case,  the  Directors  could 
not  make  any  further  alteration.  They  quoted  a  number  of  gas  companies 
and  local  boards  whose  charges  were  in  excess  of  the  Gomersal  prices,  but 
had  carefully  avoided,  so  the  speaker  said,  quoting  either  the  prices  of  the 
Drighlington  and  other  companies  whose  scales  of  charges  were  less  than 
their  own.  Mr.  Crowther  advised  the  meeting  to  agree,  if  possible,  with  the 
Gomersal  Company ;  and  if  this  could  not  be  done,  they  ought,  he  said, 
to  consider  the  question  of  providing  their  own  gas-works,  though  the 
Board  would  only  act  in  accordance  with  the  expressed  wishes  of  the 
meeting.  After  several  consumers  had  spoken  in  opposition  to  the  Gomer- 
sal  prices,  it  was  resolved — “  That  in  the  opinion  of  this  meeting  the  revised 


terms  of  the  Gomersal  Company  cannot  be  accepted  as  satisfactory,  and 
that  the  Local  Board  be  urged  to  strongly  adhere  to  the  resolution  adopted 
by  them,  and  not  to  light  the  public  lamps  in  the  district  until  a  conces¬ 
sion  be  made.”  A  further  resolution  was  adopted,  urging  the  Local  Board 
to  ask  Mr.  Matthew  Hillas,  of  Tong  (who,  it  may  be  remembered,  receives 
a  supply  from  the  Bradford  Corporation),  if  he  would  be  prepared  to  serve 
Birkenshaw  as  well  as  Tong  Street.  It  was  stated  that  several  of  the 
consumers,  including  members  of  the  Local  Board,  had  discontinued  to  use 
gas  ;  and  these  expressed  their  determination  to  adhere  to  this  practice. 
Thanks  were  given  to  the  Chairman  and  the  various  speakers,  and  the 
meeting  closed.  _ 


THE  WOLVERHAMPTON  CORPORATION  AND  THE  GAS 

COMPANY. 

The  Speci.vl  Committee’s  Report. 

At  the  Meeting  of  the  Wolverhampton  Town  Council  on  Monday  last 
week — the  Mayor  (Alderman  J.  Jones)  presiding — the  report  of  the  Special 
Sub-Committee  appointed  “to  consider  the  question  of  the  supply  of 
artificial  light  for  the  use  of  the  inhabitants  of  the  borough,  and  to  obtain 
such  professional  advice  with  referentie  thereto  as  they  might  think  fit, 
was  presented.  The  report  was  given  in  the  Journal  last  week. 

Mr.  Ironmonger,  the  Chairman  of  the  Committee,  moved — “  That  the 
report  of  the  Special  Gas  Committee,  this  day  presented  to  the  Council, 
be  adopted;  and  that,  in  accordance  with  the  recommendations  therein 
contained,  a  deputation,  consisting  of  the  Streets  Committee  and  the 
Chairman  of  the  Special  Gas  Committee,  be  and  they  are  hereby 
empowered  to  meet  the  Directors  of  the  Gas  Company,  with  a  view  of 
obtaining  the  concessions  embodied  in  the  report,  or  such  other  terms  as 
they  may  consider  satisfactory,  relative  to  all  or  any  of  the  matters  dealt 
with  in  the  report,  and  to  cause  the  corporate  seal  to  be  affixed  to  any 
agreement  which  may  be  necessary  to  give  effect  to  any  negotiations 
between  the  Committee  (as  representing  the  Council)  and  the  Gas  Com¬ 
pany,  and  that,  in  case  satisfactory  terms  cannot  be  arranged  with 
the  Gas  Company,  the  whole  question  be  referred  to  the  General  Pur¬ 
poses  Committee  to  take  such  action  thereon  as  they  shall  think  fit. 
He  said  that  he  did  not  propose  to  trouble  the  Council  with  very 
many  remarks  concerning  the  report,  as  it  was  of  sufficient  length  itself. 
It  dealt  with  the  question  fully,  and  gave  the  views  of  certain  exi  erts  who 
had  been  consulted,  together  with  the  criticism  of  the  Gas  Company. 
Since  the  publication  of  the  report,  he  had  received  further  information, 
which  he  would  lay  before  the  Council,  and  which  was  confirmatory  of 
what  was  stated  in  the  report.  After  referring  to  the  paragraphs  in  the 
report  which  dealt  with  the  mode  of  lighting  by  electricity,  he  remarked 
that  the  Committee  had  obtained  very  valuable  information  from  87  towns. 
He  had  before  him  certain  bills  and  charges  issued  by  various  corporations 
and  companies.  From  them  he  found  that  at  Nottingham  the  price  of 
gas  Iper  1000  cubic  feet  was  from  2s.  2d.  to  2s.  4d. ;  whilst  the  price  at 
Wolverhampton  was  2s.  6d,  with  16’25-candle  light.  There  were  four 
points  to  which  he  wished  to  call  their  attention — namely,  the  price  of  gas, 
the  illuminating  power,  meter-rent,  and  discount  for  cash  payment.  The 
consumers  in  Wolverhampton  did  not  obtain  discounts,  and  had  to  pay 
meter-rent.  At  Nottingham  the  quality  of  gas  supplied  was  equal  to  18J 
candles  ;  but  there  was  no  discount  given,  and  meter-rent  was  charged. 
At  Bradford  the  price  was  2s.  3d.  per  1000. cubic  feet ;  the  candle  power  18^  ; 
and  discount  was  allowed  according  to  the  quantity  of  gas  supplied  the 
discount  varying  from  2^  to  12?^  per  cent.  At  South  Shields  the  price  was 
2s.  3d.  per  1000  cubic  feet,  with  a  discount  of  from  7§  to  20  per  cent. 
At  Wigan  it  was  3s.  Id.,  subject  to  a  discount  of  43.  in  the  pound ;  and 
the  illuminating  power  of  the  gas  was  equal  to  19^  candles.  At  Leeds  the 
price  was  Is.  lOd.;  illuminating  power  19’10  candles;  and  the  discount  5 
per  cent,  for  cash  in  a  month,  or  2J  per  cent,  in  two  months.  The  charge 
at  Leicester  was  28.  4d.  net;  and  the  illuminating  power,  18  candles.  At 
Walsall,  2s.  6d.  net ;  and  the  illuminating  power  was  16i  candles.  At 
Tipton  the  price  was  2s.  5d. ;  illuminating  power,  17i  candles ;  and  the 
discount,  5  per  cent.  At  West  Bromwich  2s.  5d.  was  charged ;  with  an 
illuminating  power  of  16J  candles  ;  and  5  per  cent,  discount.  Birmingham 
charged  2s.  3d. ;  the  illuminating  power  was  17i  candles ;  and  the  discount 
was  5  per  cent.  At  the  four  last-named  places— viz.,  Walsall,  Tipton, 
West  Bromwich,  and  Birmingham,  there  was  no  charge  for  meters.  He 
thought  when  they  looked  at  the  question  of  meter-rent,  it  was  one  which 
should  be  very  seriously  considered.  The  meter  was  for  the  protection 
of  the  Gas  Company;  therefore,  he  thought,  they  should  not  ask  the  gas 
consumers  to  pay  for  that  protection.  The  returns  he  had  given  were  in 
favour  of  Wolverhampton  ;  but  in  some  cases  they  were  less  favourable  as 
regards  quality  and  price.  There  was  nothing  in  the  situation  or  circum¬ 
stances  to  prevent  Wolverhampton  doing  as  well  as  other  boroughs. 
There  was  another  item  worthy  of  consideration,  and  that  was  the  pay¬ 
ment  by  the  Gas  Company  of  10  per  cent,  dividends  free  of  income-tax. 
This  was  a  matter  which  was  gone  into  in  1866  when  the  concern  and 
business  of  the  gas  undertaking  was  inquired  into  at  the  Quarter  Sessions. 
From  1852  to  1866  the  Company  paid  on  behalf  of  the  shareholders  no  less 
than  A'3610  16s.  9d.  in  income-tax.  The  amount  paid  by  the  Company 
upon  the  last  half  year  out  of  their  profits  represented  two-thirds  of  a 
penny  per  1000  cubic  feet;  and  this  would  have  done  something  towards 
a  penny  reduction  in  the  present  price  of  gas.  They  were  told  that 
£2672  had  recently  been  taken  from  the  reserve  fund  to  make  up  the 
deficiency  on  profits,  which  sum  would  represent  l'88d.  per  lOOO  feet, 
almost  equal  to  a  reduction  of  2d.  This  was  of  sufficient  importance  to 
call  for  the  attention  of  the  Corporation,  especially  when  they  were 
assured  by  the  Town  Clerk  that,  in  his  opinion— having  regard  to  the 
decision  in  a  case  which  had  been  brought  before  the  Quarter  Sessions  • 
it  was  illegal.  Upon  that  he  (Mr.  Ironmonger)  was  prepared  to  stand. 
Then  there  was  another  matter  which  was  oi  great  importance,  and  that 
was  with  regard  to  the  working  of  the  Company.  He  contended  they  had 
a  right  as  consumers,  and  especially  the  Corporation,  as  protectors  of  the 
public,  to  see  that  the  Company  did  not  abuse  the  privileges  given  to 
them  by  Act  of  Parliament.  Certain  privileges  had  no  doubt  been  put 
into  the  hands  of  the  Company ;  and  evidently  it  was  the  intention 
of  the  Legislature  in  limiting  the  dividend  that  the  utmost  care 
should  be  exercised  in  the  manufacture  and  distribution  of  gas,  so 
that,  when  they  had  earned  their  10  or  6  per  cent,  as  the  case 
may  be,  they  should  devote  the  additional  profit  to  the  benefit  of 
the  consumers.  The  Accountants  engaged  by  the  Committee,  who  had 
had  a  long  experience,  had  made  some  very  strong  remarks  about  the 
matter.  With  regard  to  the  cost  of  coal  and  the  yield  of  gas,  the  Wolver¬ 
hampton  Gas  Company  did  not  compare  favourably  with  the  other  boroughs 
and  companies  which  were  called  in  review.  The  average  cost  of  coal  per 
1000  cubic  feet  of  gas  for  eight  corporations  quoted  was  12’57d.,aud  13  80d. 
for  ten  private  companies ;  whereas  the  Wolverhampton  Gas  Company 
reached  17’60d.  By  the  latter  Company  coal  was  used  for  fuel  instead  of 
coke ;  and  the  revenue  from  coke  was  a  material  element  in  the  calcula¬ 
tion.  Taking  the  same  eight  corporations,  the  average  cost  of  coal,  less 
residuals,  averaged  7’31d. ;  the  ten  companies, Y’62d. ;  whereas  the  Wolver¬ 
hampton  Company  ran  up  to  12'26d.  When  they  had  looked  at  the  accounts 
of  their  neighbours  for  1887,  they  found  that  Walsall  stood  at  7d,  and 
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Birmingham  at  5'59d. ;  so  the  comparison  made  between  Wolverhampton 
and  Birmingham  in  the  reports  for  1836  was  borne  out  by  the  same  com¬ 
parison  in  1887.  In  regard  to  the  gas  sold,  Wolverhampton  stood  better 
in  1887  than  in  1886 ;  but  even  now  was  still  a  very  large  percentage  behind 
the  figures  representing  other  towns,  both  local  and  distant,  b'rom  the 
Board  of  Trade  returns  for  1885,  Wolverhampton  looked  peculiar,  com¬ 
pared  with  the  filed  accounts  presented  to  the  Clerk  of  the  Peace.  The 
latter  showed  the  amount  of  coal  carbonized  to  have  been  51,600  tons; 
whilst  the  former  showed  the  quantity  to  have  been  41,220  tons,  or  a 
difference  of  10,380  tons.  It  seemed  strange  that  the  Gas  Company  should 
have  sent  out  ligures  showing  such  a  large  discrepancy.  Then  there  was 
a  great  difference  in  the  figures  relating  to  the  amount  of  gas  sold. 
According  to  the  Wolverhampton  filed  accounts,  the  quantity  was 
338,826,000  cubic  feet  in  1885 ;  and  from  the  Board  of  Trade  returns  it  was 
349,000,000  cubic  feet — showing  an  e.'jcess  of  10  million  cubic  feet.  He  did 
not  bring  these  forward  as  accusations — they  might  be  mistakes;  and  he 
only  mentioned  them  as  being  a  passing  discrepancy  worthy  of  notice. 
The  question  of  fittings  was  a  mystery.  He  took  it  that  the  rental  of  the 
meters  had  nothing  to  do  with  the  fittings;  and  the  explanation  of  the 
Gas  Company  was  unsatisfactory  in  this  respect.  The  general  conclu¬ 
sions  of  the  Committee  fully  expressed  all  their  wishes ;  but  there  was 
one  point  with  respect  to  illuminating  power  which  demonstrated  the 
ingenuity  of  the  Company  when  they  had  to  deal  with  a  Committee  who 
had  not  fully  gone  into  the  matter.  The  Company  had  said  that  if  in 
Wolverhampton  the  gas  was  tested  at  the  works,  as  they  stated  it  was  in 
Birmingham,  the  results  would  be  equally  favourable  to  those  of  Bir¬ 
mingham.  This  statement  satisfied  the  Streets  Committee ;  but  the  fact 
was  that  the  Birmingham  gas  was  tested  in  different  parts  of  the  borough, 
and  the  statement  of  the  Company  therefore  fell  to  the  ground.  The 
Company  had  simply  ignored  and  snapped  their  fingers  at  the  Corpora¬ 
tion  ;  and  probably  were  at  that  moment  perfectly  calm  and  at 
ease  about  this  matter,  thinking  that  the  Corporation  had  been  giving 
themselves  unnecessary  trouble.  He  hoped  the  recommendation  of  the 
Committee  would  be  adopted,  and  that  the  Company  would  accept  the 
suggestion  that  the  time  had  arrived  when,  in  common  with  all  other 
commercial  undertakings,  they  should  recognize  the  demands  of  the  times 
and  act  accordingly.  He  thought  that  2s.  per  1000  feet,  with  5  percent, 
discount,  and  no  charge  for  the  meters,  would  be  a  fair  price  ;  and  there 
was  a  feeling  that  the  Company  might  do  this,  and  still  maintain  their 
dividend  and  put  something  to  their  reserve  fund.  The  Committee  had 
done  their  duty  in  inquiring  into  the  matter;  and  he  trusted  the  Com¬ 
pany,  in  their  own  interest  and  that  of  the  public,  would  accept  the  expres¬ 
sion  of  public  opinion  as  now  marked  by  the  Council.  It  was  the  duty  of 
the  Corporation  to  make  arrangements  for  periodically  testing  the  gas  in 
different  parts  of  the  borough.  They  had  a  very  large  claim  irrespective 
of  all  other  consumers.  They  paid  no  less  than  ±'4000  a  year,  and  ought 
to  be  served  at  a  considerable  reduction  in  the  price  of  gas.  This  was 
their  personal  business  ;  but  they  had  a  much  larger  scope,  and  that  was 
the  protection  of  the  inhabitants  of  the  borough. 

Mr.  Marston  seconded  the  motion. 

Mr.  S.vUNDERS  thought  the  Council  were  very  much  indebted  to  the 
Committee  for  their  report,  which  he  should  support.  But  he  considered 
the  question  arose  whether  the  Corporation  could  not  entertain  the  idea 
of  lighting  independently  of  the  Gas  Company.  He  was  of  opinion  that 
the  Company  should  pay  their  own  income-tax. 

Alderman  Gibbons  said  the  Committee  deserved  great  credit  for  having 
prepared  the  report;  but  they  seemed  to  have  gone  into  a  lot  of  det  dls 
almost  unnecessarily.  They  would  never  be  able  to  influence  the  Gas 
Company  until  they  could  compete  against  them.  He  thought  the  Com¬ 
mittee  ought  to  have  paid  more  attention  to  the  electric  light.  He  would 
not  dream  of  lighting  60  miles  of  streets  by  electricity ;  but  he  thought 


that  the  centre  of  the  town  might  be  so  lighted.  He  was  sure  tradesmen 
would  take  to  it,  if  it  would  compete  against  the  gas;  and  it  would  add 
greatly  to  the  attraction  of  the  town. 

Mr.  Williams  did  not  think  the  Committee’s  report  would  at  all  influence 
the  Gas  Company.  He  had  heard  the  question  argued  out  before  by  the 
Streets  Committee,  who  had  done  all  they  could  to  secure  a  reduction; 
but  the  reply  of  the  Company  to  their  arguments  was  that  if  they  re¬ 
duced  their  charge  to  the  Corporation,  they  would  have  to  increase  it  to 
the  ratepayers  to  make  up  for  it.  He  did  not  think  the  Committee  had 
followed  out  their  instructions.  Those  instructions  were  that  they  should 
inquire  into  the  artificial  modes  of  lighting  the  borough.  The  question 
of  the  electric  light  had  not,  in  his  opinion,  been  fairly  dealt  with.  The 
Chairman  of  the  Committee  had  said  he  could  give  the  amount  which  it 
would  cost  to  put  down  an  installation  of  the  electric  light.  Why  did  he 
not  do  so?  The  first  paragraph  of  the  report  was  about  oil-lamps.  In  1788 
that  would  have  been  a  proper  matter  for  consideration — (laughter) — but 
he  did  not  think  they  ought  to  go  back  to  such  things  as  that  now.  He  did 
not  consider  the  report  worth  the  paper  it  was  printed  on.  The  Company 
would  never  take  any  notice  unless  some  alternative  scheme  were  brought 
forward. 

Mr.  Cousins  thought  the  report  of  the  Committee  must  commend  itself 
generally  to  the  Council.  If  the  Company  were  not  prepared  to  deal  with 
the  Committee  in  a  reasonable  manner,  then  would  be  the  time  for  them 
to  adopt  a  plan  such  as  that  foreshadowed  by  Mr.  Williams. 

Alderman  Wright  considered  the  Committee  had  not  dealt  with  the 
matters  they  were  appointed  to  deal  with.  They  had  done  a  good  deal  to 
prove  an  indictment  against  the  Gas  Company,  which  came  to  compara¬ 
tively  little.  His  view  of  the  matter  was  that  if  the  Corporation  were  to 
deal  with  the  Gas  Company,  it  must  be  on  the  lines  suggested  by  Aider- 
man  Gibbons.  They  must  find  something  the  price  of  which  was  below 
gas  at  2s.  per  1000  cubic  feet.  He  believed  that  the  electric  light  was  at 
present  so  hampered  by  patents  that  they  would  not  be  able  to  sufficiently 
popularize  or  cheapen  it  to  make  it  compete  with  gas.  If  they  could  in¬ 
duce  the  Gas  Company  to  reduce  the  price  of  gas,  he  should  not  grumble; 
but  he  was  afraid  that  they  had  no  more  chance  of  doing  so  than  they  had 
previously.  The  allowance  of  discount  was  a  very  fair  thing;  but  whether 
or  not  they  would  get  it  was  another  matter.  If  the  Company  did  not 
charge  meter-rent,  the  money  would  be  put  on  in  another  way.  He  did 
not  care  so  much  for  a  reduction  of  the  price  of  gas,  as  2s.  6d.  per  1000 
cubic  feet  was  not  such  a  ruinous  price;  but  he  would  like  to  have  the  gas 
purer.  He  was  afraid  that  nothing  would  come  out  of  the  report  of  the 
Committee. 

Alderman  Dickinson  thought  the  report  might  be  very  useful  in  that 
it  contained  a  good  deal  of  information  as  to  the  working  of  gas  com¬ 
panies.  If  what  Mr.  Ironmonger  had  said  was  true,  it  seemed  a  reflection 
upon  the  management  of  the  Wolverhampton  Gas  Company ;  and  the 
Company  would  have  to  meet  these  matters  publicly,  and  in  a  straight¬ 
forward  manner.  They  would  not  be  content  to  go  on  paying  10  per  cent, 
if  the  business  was  badly  managed.  It  was  absolutely  necessary  that  the 
Company  should  be  managed  as  efficiently  and  as  economically  as  possible. 
If  the  concessions  asked  for  were  granted,  he  thought  there  ought  to  be 
representatives  of  the  Council  in  the  Gas  Company  to  look  after  the  inte¬ 
rests  of  the  Council.  The  Company  already  recognized  the  principle  in 
so  far  as  to  send  in  a  report.  He  was  of  opinion  that  it  was  unfair  that 
the  public  should  pay  income-tax  in  connection  with  the  Company. 

Mr.  Tate  considered  that  the  thanks  of  the  town  were  due  to  the  Com¬ 
mittee  for  the  report  they  had  presented.  He  believed  the  introduction 
of  electric  lighting  would  bring  the  Gas  Company  to  a  better  sense  of 
their  situation. 

The  resolution  was  then  amended  to  read,  “  subject  to  the  approval  of 
the  Council,”  and  was  carried  unanimously. 


BEAUTIFUL  TAB. 

Song  of  an  Enthushstic  Scientist. 

Air — "•Beautiful  Star." 

[Prom  Punch.'] 

Beautiful  Tar,  the  outcome  bright 
Of  the  black  coal  and  the  yellow  gas  light. 

Of  modern  products  most  wondrous  far. 

Tar  of  the  gas-works,  beautiful  Tar ! 

Tar  of  the  gas-works,  &c. 

In  fancy’s  ear  thou  seem’st  to  say, 

“  Follow  me  close,  I  am  bound  to  pay. 

On  me  experiments  freely  try  ; 

For  if  there’s  a  multum  m  parvo,  ’tis  I.” 

Tar  of  the  gas-works,  &o. 

Men  told  us  once,  with  a  cheek  quite  calm. 

Of  the  things  that  the  Arabs  could  get  from  the 
palm  ; 

But  that  fraud  botanic  is  distanced  far 
By  the  modern  marvel,  the  black  Coal  Tar. 

Tar  of  the  gas-works,  &c. 


House  and  garments,  victuals  and  drink. 

The  nomad  got  from  the  palm,  I  think; 

But  as  source  of  beauty,  and  bliss,  and  balm. 
Coal  tar  from  the  palm-tree  must  bear  the  palm. 

Tar  of  the  gas-works,  &c. 

Protoplasm  ?  Oh,  that’s  played  out ; 

The  true  protoplasm  is  Tar,  do  doubt. 

As  “promise  and  potency,”  Tar  must  take 
What  vulgar  sciolists  call  “  the  cake.” 

Tar  of  the  gas-works,  &'c. 

There’s  hardly  a  thing  that  a  man  may  name 
Of  use  or  beauty  in  lile’s  small  game. 

But  you  can  extract  in  alembic  or  jar 
From  the  “  physical  basis  ”  of  black  Coal  Tar. 

Tar  of  the  gas-works,  &c. 

Oil  and  ointment,  and  wax  and  wine. 

And  the  lovely  colours  called  aniline ; 

You  can  make  anything,  from  a  salve  to  a  star, 
If  you  only  know  how  to,  from  black  Coal  Tar. 

Tar  of  the  gas-works,  &o. 


’Tis  found  the  basis  of  all  things  sweet ; 
Sugar  is  settled,  and  beet  is  beat; 

The  Western  root  and  the  Eastern  cane 
With  ubiquitous  Coal  Tar  contend  in  vain. 

Tar  of  the  gas-works,  &c. 

You  can  carry  the  stuff  in  your  pocket  or  hat. 
And  it  will  not  hurt  you,  or  make  you  fat; 

Of  saccharine  matters  the  wholesomest  far 
Is  the  stuff  extracted  from  black  Coal  Tar, 

Tar  of  the  gas-works,  &c. 

The  very  bees  mistake  it  for  honey ! 

’Tis  a  fount  of  pleasure,  a  mine  ot  money; 
And  the  Bounty  question  without  a  jar 
Will  soon  be  settled  by  black  Coal  Tar, 

Tar  of  the  gas-works,  &c. 

Triumph,  O  Tar!  Stuff  half  divine  I 
The  world's  whole  interests  soon  will  twine 
Around  thine  essence  the  subtlest  far. 

Tar  of  the  gas-works,  black  Coal  Tar — 

Tar  of  the  gas-works,  black  Coal  Tar  1 


Australian  Gaslight  Company. — The  report  of  the  Directors  of  this 
Company  for  the  six  months  ending  June  30  last  stated  that  the  net 
profits,  with  the  balance  brought  fortvard,  amounted  to  4149,450,  out  of 
w'hich  a  dividend  at  the  rate  of  7J  per  cent,  was  recommended.  This 
would  absorb  .^46,463;  leaving  a  balance  of  ^02987  to  be  carried  forward. 
The  Engineer  (Mr.  T.  J.  Bush)  reported  the  plant  to  be  in  good  order; 
and  the  erection  of  the  new  retort  house  and  holder  at  Mortlake  was  pro¬ 
ceeding  to  his  satisfaction. 

Public  Lighting  Dispute  at  Beavdley. — The  week  ending  on  the  8th 
inst.  was  one  of  almost  complete  darkness  in  the  streets  of  Bewdley 
during  the  night  time,  for,  owing  to  the  dispute  which  has  existed  between 
the  Corporation  and  the  Directoj’s  of  the  Gas  Company  in  regard  to  the 
charge  to  be  made  for  lighting  the  public  lamps,  there  was  no  illumina¬ 
tion  of  the  streets,  with  two  exceptions  (one  near  the  Town  Hall),  which, 
however,  served  to  make  the  surrounding  darkness  more  painfully  evident 
and  keenly  felt.  The  difference  between  the  two  bodies  was  one  of  3s. 
per  lamp;  and  the  Corporation  expressed  their  determination  either  to 
enforce  their  own  terms  or  resort  to  oil-lamps.  A  modus  vivendi  has, 
however,  been  arrived  at ;  and  on  the  evening  of  the  8th  inst.  all  the  lamps 
were  lighted,  much  to  the  satisfaction  of  the  residents  and  the  safety  of 
the  bo  ough.  The  Directors  of  the  Gas  Company  had  not  increased  their 
charge ;  but  the  Corporation  felt  that  the  time  had  come  when  some  con¬ 
cession  should  be  made.  The  price  previously  paid  was  T,1  3s.  for  a 
season  of  eight  months ;  the  lamps  not  being  lighted  on  two  nights  before, 
and  for  an  equal  period  after  the  full  moon.  This  was  at  least  equivalent 
to  a  charge  of  414  48.  for  the  year,  which  was  looked  upon  as  much  above 
the  average  charge  made  in  other  towns. 


The  Bolton  Gas  Committee  and  their  Stokers. — As  already  intimated 
in  the  Journal,  the  Gas  Committee  of  the  Bolton  Corporation  have  come 
to  an  arrangement  with  the  stokers  ou  the  question  of  the  terms  of  their 
employment  and  the  mode  of  carrying  out  the  work.  It  was  reported 
to  the  Council  last  Wednesday,  that  the  Committee  had  resolved  that 
the  Engineer  should  be  allowed  to  arrange  for  the  [employment  of 
some  of  the  stokers  on  eight  hours’ ser\ ice,  and 'Others  on  twelve  hours’ 
service,  at  his  discretion ;  and  that  this  arrangement  had  been  agreed  to 
by  the  stokers. 

The  Oil  Lighting  at  Erith.— At  the  meeting  of  the  Erith  Local  Board 
on  Monday  evening  last  week,  among  other  accounts  ordered  to  be  paid 
was  one  of  i£l88  6s.  lid.  to  the  Defries  Public  Lighting  Company,  on 
account  of  oil-lamps,  &o.  It  was  stated  that  some  of  the  lamps  were  not 
lighted  on  several  nights ;  and  a  conversation  arose  with  reference  to  the 
o  irrespondence  which  had  taken  place  between  the  Clerk  and  the  Defries 
Company  on  this  matter.  In  the  contract  which  had  been  signed  by  the 
Company,  it  was  stated  that  a  penalty  of  28.  6d.  per  night  shall  be  imposed 
for  each  lamp  that  was  not  lighted;  and  the  Company  objected  to  this 
penalty  being  enforced,  as  they  said  the  lamps  had  been  wilfully  put  out, 
after  being  lighted,  by  some  evil-disposed  person.  The  Chairman  said  an 
inspection  had  been  made  by  order  of  the  Board,  by  persons  specially 
appointed,  between  eight  and  eleven  o’clock  ou  two  nights,  and  on  each  of 
ttiese  nights  five  or  six  lamps  were  not  lighted.  The  lamp  at  the  Public 
Hall  was  not  alight  four  nights  in  succession  ;  and  as  the  light  there  could 
not  be  got  at  except  by  using  a  ladder,  it  could  not  be  tampered  with  in 
the  way  suggested  by  Messrs.  Defries.  The  question  of  dealing  with  the 
Company  in  this  matter  was  deferred  for  decision  in  Committee. 
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THE  TOWN  OF  COWPEN  IN  DAEENESS. 

An  Extraobdinabt  Demonstration. 

Last  Tuesday  night  there  was  witnessed  in  the  Northumbrian  town  ot 
Cowpen  one  of  the  most  extraordinary  demonstrations  which  have  ever 
taken  place  in  that  part  of  the  country.  It  was  a  public  protest,  on  the 
part  of  the  inhabitants,  against  the  conduct  of  the  Local  Board  in  throw¬ 
ing  the  town  into  darkness,  in  consequence  of  a  dispute  they  have  been 
engaged  in  with  the  Gas  Company  as  to  the  terms  on  which  the  latter 
are  to  light  the  public  lamps.  It  is  unnecessary  to  enter  into  paruoula,rs 
of  the  quarrel ;  suffice  it  to  say  that  the  result  is  that  there  is  no  public 
light  of  any  kind  in  the  township,  and  therefore,  in  the  language  ot  a 
local  paper,  “pedestrians  of  the  night  run  the  chance  of  breaking  their 
necks  at  every  whipstitch.”  As  a  matter  of  fact,  the  daughter  o  a 
working  man  in  the  town  had  her  foot  seriously  injured  owing  to  t  e 
darkness  of  the  streets  ;  and  it  was  owing  to  a  suggestion  of  her  father 
that  a  public  demonstration  was  made.  The  idea  was  taken  up  by  two 
or  three  of  the  tradesmen,  and  the  affair  organized  by  them.  It  is  easily 
understood  that  business  men,  with  shops  on  the  principal  thorongntares 
should  feel  indignant  at  the  action  of  the  Board,  which  is  dahv  de¬ 
priving  them  of  a  large  section  of  their  previous  patronage.  On  hriday 
and  Saturday  nights  this  is  especially  found  to  be  the  case;  and  miners 
will  not  come  into,  and  spend  their  money  in  a  town  in  a  state  of  the  most 
absolute  darkness.  A  copious  stream  of  ready  cash  is  thus  diverted  in 
•other  directi(>ns  every  week-end.  It  has  been  stated^  by  one  tradesman 
that  the  town  suffered  a  loss  of  £C00  in  a  fortnight  owing  to  the 
decreased  expenditure  caused  by  the  non  lighting  of  the  streets.  I  he 
first  indication  of  what  was  going  on  was  the  appearance  in  almost  every 
shopkeeper’s  window,  on  the  night  preceding  the  demonstration,  of  a 
long  yellow  bill,  couched  in  amusing  phraseology ,  inviting  the  inhabitants 
to  take  part  in  a  “  grand  installation  ceremony  of  the  new  liKbt.  to  take 
place  on  the  next  night ;  the  procession  to  start  from  the  Market 
at  8.30.  The  order  of  the  procession  was  set  out  at  great  length,  i  he  hrst 
contingent  was  to  consist  of  four  showman’s  naphtha  lamps  ;  the  second, 
of  a  metal  band  of  juvenile  artists  ;  the  third,  stable  lanterns;  the  murth, 
ships’  port  and  starboard  lights  ;  the  fifth,  railway  signal  and  danger 
lamps;  the  sixth.  Daw  lamps  and  “ Betties  ;  ”  the  seventh,  household 
lanterns ;  the  eighth,  50  superfine  dips  ;  the  ninth,  turnip  lanterns,  in  a 
note  appended  to  the  order  of  procession  it  was  stated  that  a  stopping 
halt  ”  would  sometimes  be  made,  when  search  parties  would  be  sent  out 
to  “try  and  discover  the  missing  brains  of  the  Cowping  Lokil  Broad.  it 
was  further  set  forth  as  follows  “  The  procession  will  proceed  by  way 
of  the  principal  streets  in  Waterloo  and  Cowpen  Quay,  returning  to  the 
Market  Place,  where  a  resolution  highly  eulogistic  of  the  enlightened  policy 
of  the  Will-o’-the-Wisps  who  boss  Cowping,  and  of  the  electrical  conduct  of 
some  of  the  fellows,  will  be  submitted  for  the  enthusiastic  and  loyal 
acceptance  of  the  assembled  millions.  Every  man-jack  who  has  the  un¬ 
speakable  satisfaction  of  possessing  a  lantern  of  any  sort  is  requested  to 
bring  it  properly  trimmed,  but  not  lighted,  to  the  Hedley  Fountain  at  8.15. 
Don’t  forget  to  bring  a  match  ;  or  if  you  can  afford  it,  two.  Be  desperate 
and  fetch  T-W-0  matches.  The  signal  to  light  up  will  be  given 
at  8.30  punctually,  and  will  consist  ot  one  loud,  dead-awakening  howl 
from  the  splendid  metal  band.  Trim  your  lamps  and  be  ready! 
The  local  paper  from  which  the  foregoing  particulars  have  been  taken 
states  that  although  many  who  perused  the  bill  were  not  inclined 
to  take  seriously  what  it  set  forth,  a  sufficient  amount  of  curiosity  was 
aroused  to  induce  some  thousands  of  spectators  to  assemble  on  the 
following  evening  in  the  Market  Place,  which  bi?  half-past  seven  was  in¬ 
conveniently  crowded.  The  spectators,  growing  impatient,  amused  them¬ 
selves  by  taking  up  the  names  of  certain  members  of  the  Board,  and 
howling  at  them  ;  so  that  it  was  deemed  advisable  to  commence  proceed¬ 
ings.  Just  before  eight  o’clock,  from  70  to  100  miners  went  down  to  a 
private  house  in  the  town,  where  about  300  torches  had  been  stacked,  and 
each  man  brought  away  two  or  three  with  him.  As  the  town  clock  struck 
the  hour,  the  men  in  the  van  of  the  procession  lighted  up ;  those  behind 
quickly  imitating  them.  In  less  than  five  minutes,  we  are  told,  the  street 
was  “  one  tremendous  blaze  of  light,  and  a  seething,  struggling  mob,  con¬ 
sisting  of  thousands  of  people,  was  discovered  following  on  behind  the 
torch-bearers.”  Fortunately,  the  crowd  was  orderly  and  good-humoured  ; 
and  having  perambulated  the  town,  the  procession  dispersed,  without  any 
breach  of  the  peace  being  committed,  or  any  mischief  done.  A 
good  deal  of  horse-play  was,  of  course,  indulged  m;  and  this 
was  to  be  expected.  Altogether,  however,  there  is  no  doubt  that  the  de- 
monstration  was  a  sound  and  emphatic  protest  by  the  tradesmen  of  the 
town  against  the  action  of  the  Local  Board ;  the  Directors  of  the  Gas  Com¬ 
pany  having  had  nothing  whatever  to  do  with  it.  It  should  be  men¬ 
tioned  that  the  Local  Board  have  been  entertaining  a  project  for 
liehting  the  town  by  means  of  electricity ;  and  a  futile  attempt  was  made 
by  a  few  members  who  have  identified  themselves  with  the  scheme  to  get 
up  a  counter-demonstration.  A  placard  bearing  the  inscripticn,  ^^The 
iClectric  Lighting  Brigade — Death  to  King  Bunkum  and  Tin-ribs,  was 
borne  along  by  a  lad,  followed  in  an  aimless  manner  by  about  a  dozen 
children.  This  noble  army  endeavoured,  as  far  as  their  feeble  lungs  would 
allow  them,  to  send  up  a  cheer.  But  they  had  to  give  way  before  the 
stronger  forces,  and  were  seen  later  on  with  tattered  banner,  torn  pina¬ 
fores,  and  besmeared  faces.  As  to  this  electric  lighting  project,  it  seerns 
that  the  negotiations  have  come  to  a  complete  deadlock.  The  Electric 
Company  require  the  Board  to  enter  into  a  seven  years’  lighting  contract ; 
to  guarantee  the  annual  payment  to  the  Company  of  a  sum  of  ±920,  or 
thereabouts ;  a  local  Company  to  be  formed  to  take  over  the  contract,  &c. 
on  the  lines  of  Barnet ;  the  local  Company  to  be  allowed  seven  years  for  the 
purchase,  at  £920  a  year,  of  the  plant,  &c.,  with  which  the  Electric  Com- 
pany  will  equip  the  concern  j  and  on  the  payment  of  this  ±6000  odd  tne 
Electric  Company  will  finally  hand  over  the  concern  to  the  localCompany. 
The  Board  cannot  say  that  they  have  the  support  of  the  local  press  m  this 
matter;  for  the  last  issue  of  the  Examiner  contains  a  couple  of 

columns  of  matter  specially  bearing  on  the  Barnet  experiment,  in 
which  this  unfortunate  undertaking  is  held  up  as  a  raution  to 
the  Cowpen  authority.  The  article  concludes  as  follows  “Me  do  not 
know  that  we  shall  now  trouble  ourselves  much  further  about  the  craze  of 
the  Cowpen  Board  upon  this  subject.  We  have  done  a  good  deal  to 
enlighten  the  mental  darkness  of  the  members,  and  have  by  no  means 
exhausted  ourselves  of  all  we  could  say,  and  of  all  that  it  seems  desirable 
the  members  of  the  Board  should  know— for  they  evidently  know  precious 
little  of  what  they  so  lightly  have  taken  in  hand.  But  we  must  now  leave 
them  mainly  in  the  hands  of  their  indignant  constituents.  They  are  not 
sustained  by  public  opinion  in  their  course  of  action  ;  and  if  members 
have  personal  animosity  against  the  Gas  Comiiany,  it  is  the  most  un¬ 
warrantable  thing  in  the  world  that  they  should  use  the  official  position 
in  which  the  latepaytrs  have  placed  them,  to  carry  out,  a  scheme  that  has 
510  better  element  in  it  than  private  revenge.”  It  is  believed  that  another 
and  larger  demonstration  will  take  place  next  Thursday  night,  when 
something  like  500  torches  will  be  employed.  It  will  remain  to  be  seen 
what  steps  the  Local  Board  will  take  in  face  of  this  forcible  expression  of 
ijublic  opinion  on  their  proceedings.  In  closing  onr  notice  of  this  extra¬ 
ordinary  affair,  it  may  be  well  to  mention  again  that  these  demonstraii  ns 


are  not  got  up  in  favour  of  gas,  but  simply  as  a  protest  against  the  darknes 
in  which  the  Local  Board  have  chosen  to  involve  the  district.  The  leaders 
of  the  movement  declare  that,  so  far  as  they  are  concerned,  it  is  imma¬ 
terial  whether  the  place  is  lighted  by  electricity,  gas,  oil,  or  even  farthing 
candles ;  but  they  are  determined  that  it  shall  be  lighted,  and  they  intend 
to  “  demonstrate  ”  until  it  is.  Let  the  Board,  then,  at  once  return  to  gas, 
satisfy  their  constituents,  and  put  an  end  to  all  this  turmoil. 


METROPOLIS  WATER  SUPPLY. 

According  to  the  returns  furnished  to  the  Registrar- f-eneral  ^  bv  the 
London  Water  Companies,  the  av-rage  quantity  of  water  supplied  daily 
to  the  Metropolis  in  the  past  month  was  172,869,385  gallons,  as  against 
177,602,556  gallons  in  the  corresponding  month  of  1887.  The  number  of 
houses  served  last  month  was  741,399,  or  233  gallons  per  house,  and  29'9 
gallons  per  head  of  the.  population.  In  August,  1887,  the  number  of 
houses  siitiplied  was  728,469  ;  and  the  quantity  of  water  allowed  for  each 
person  31-3  gallons.  Of  the  entire  bulk  of  water  supplied  last  month, 
85,944,463  gallons  were  drawn  from  the  Thames,  and  86,924,922  gallons 
from  the  Lea  and  other  sources. 

Dr.  E.  Frankland,  in  the  course  of  his  report  to  the  Registrar-General 
on  the  quality  of  the  Metropolitan  water  supply  last  month,  makes  the 
following  remarks  : — “The  average  proportion  of  organic  matter  in  the 
Thames  wat^^r  sent  out  hy  the  Chelse^^,  West  Mifldlesex,  Southwark, 
Grand  Junction,  and  Lambeth  Companies,  which  had  in  the  previous 
month  exhibited  an  increase,  suffered  in  August  an  almost  equally  marked 
diminution  ;  the  latter  being  most  conspicuous  in  the  samples  of  the  West 
Middlesex  and  Grand  Junction  Companies’  supplies.  All  the  samples  were 
clear  and  bright.  The  water  principally  derived  from  the  Lea,  and  dis¬ 
tributed  by  the  New  River  and  East  London  Companies,  contained  leas 
organic  matter  than  any  of  the  Thames  supplies.  Both  samples  were  clear 
and  bri<rht.  The  deep- well  waters  of  the  Kent  and  Colne  Valley  Com¬ 
panies  and  of  the  Tottenham  Local  Board  of  Health  contained,  as  usual, 
only  a  very  small  proportion  of  organic  matter ;  and  the  Colne  Valley 
Company  by  softening  their  supply  with  lime  thereby  rendered  it  also  of 
excellent  quality  for  washing  and  all  other  domestic  purposes.  The  sample 
of  the  Colne  Valley  Company’s  supply  was  very  slightly  turbid,  apparently 
due  to  the  presence  of  a  trace  of  carbonate  of  lime  in  suspension. 


EAST  LONDON  WATER-WORKS  COMPANY. 

Half-Yearly  Report  of  the  Debectoes. 

The  report  of  the  Directors  of  this  Company  to  be  presented  to  the  pro¬ 
prietors,  together  with  the  accounts,  at  the  half-yearly  general  assembly 
on  the  2nd  prox.,  is  as  follows  ; — 

The  accounts  for  the  half  year  ending  the  24th  of  June  last  are  here, 
with  submitted.  The  comparative  revenue  and  expenditure  are — 

1888— Revenue  from  all  sources  for  half  year  ending 

Midsummer . . . ^  125,927  8  0 

lg87_Do.  do.  do.  ....  124,554  d  6 


Increase 


1887—  Expenditure  for  half  year  ending  Midsummer- 

Maintenance  . IQ  K 

Management . 9,68b  li  5 

1888—  Expenditure  for  half  year  ending  Midsummer-- 

Maintenance . £39,892  5  0 

Management .  8,832  0  3 


£2,373  4  6 


£50,980  1  9 


48,724  5  3 


Decrease .  £2,255  16  6 

The  Directors  deem  this  increase  of  revenue  as  being  moderately  satis¬ 
factory  having  regard  to  the  deplorable  condition  of  some  branches  of 
industrV  iu  the  Company’s  district.  The  decrease  of  expenditure  is  ex¬ 
ceptional,  and  arises  from  certain  work  carried  out  by  the  Company 

appearing  to  the  credit  of  “  Maintenance.  ’  .  ,  .v  i- 

The  expenditure  on  capital  account  (£17,558)  arises  from  the  continua¬ 
tion  of  the  works  in  hand,  and  which  are  now  in  a  forward  condition 
The  new  triple-expansion  engines  at  Waltham  Abbey  have  been  tested,  and 
found  to  wok  satisfactory  ;  and  the  well  and  the  tunnek  in  the  chalk  will, 
it  is  hoped,  be  completed  during  the  present  month.  The  sinking  of  the 
large  wells  at  Walthamstow  and  Lea  Bridge  is  being  pushed  forward  as 
rapidly  as  the  difficult  nature  of  the  work  will  admit  . 

The  quantity  of  water  pumped  was  7,182,563,971  gallons,  as  against 
6  952,914,841  gallons  in  the  corresponding  period  of  last  The  new 

services  laid  on  numbered  1945,  as  against  1938  in  1887.  The  total  num¬ 
ber  now  in  supply  is  161,732.  The  whole  of  the  water  delivered  by  the 
Company  has  been  certified  as  pure  and  well  filtered  ,  .  .  -  - 

A  further  sum  of  £53,000  of  debenture  stock  will  be  issued  by  tender  in 
December  next,  under  the  terms  of  the  Company’s  Act. 

The  Directors  regret  to  announce  the  resignation  of  their  old  friend  and 

colleague  Mr  Thomas  Mashiter,  who  held  a  seat  at  the  Board  for  39  years, 

but  whose  failing  sight  prevents  him  continuing  to  exercise  the  active  p  irt 
he  has  always  taken  in  the  administration  of  the  Company  s  affairs.  The 
vacancy  thus  created  will  be  filled  up  at  the  meeting. 

It  is  recommended  that  a  dividend  upon  the  ordinary  stock  of  3i  per 
cent  for  the  half  year  (less  income-tax)  be  declared,  payable  on  the  9th  of 
October.  This  will  absorb  £60,219  6s.  9d. ;  leaving  an  unappropriated 
balance  of  ^011,087  38.  Id. 

Commencement  of  a  Main-Drainage  Scheme  for  Belfast. —  Last 
Wednesday  the  ceremony  of  cutting  the  first  sod  of  the  new  main-drainage 
works  which  are  about  to  be  constructed  for  Belfast  was  performed  by  Mr. 
W  M'Cammond,  J.P.,the  Chairman  of  the  Town  Improvement  Committee 
of  the  Corporation,  in  the  presence  of  a  large  assemblage  of  persons,  ihe 
section  of  the  work  now  commenced  will  cost  about  £35,000 ,  the  entme 
undertaking,  of  which  the  Borough  Purveyor  (Mr  J^.  Bretland)  is  the 
Engineer,  being  expected  to  entail  an  outlay  of  ±300,000. 

Staffordshire  Potteries  Water-Works  Company. — Last  Friday  week  a 
special  meeting  of  this  Company  was  held  at  Hanley,  for  the  purpose  of 
authorizing  the  raising  of  additional  capital  by  the  issue  of  new  ordinary 
stock.  The  Chairman  (Mr.  J.  Bull)  briefly  explained  the  purpose  for 
which  the  meeting  had  been  convened.  The  Directors,  he  said,  proposed 
to  offer  £30  000  by  the  issue  of  ordinary  stock,  which  amount,  it  was 
estimated,  would  be  sufficient  to  meet  their  requirements  up  to  “6^^  June 
or  the  end  of  the  year.  Out  of  the  general  account  it  was  estimated  that 
parliamentary  and  other  expenses  would  reach  £15,000 ;  and  in  addition  to 
Giis  the  extensions  at  Hatton  would  amount  to  about  £10,000.  So  that 
the  sum  proposed  to  be  raised  would  fully  provide  for  what  was  required. 
He  propokd— “  That  the  Company  be  authorized  to  raise  the  sum  of  ±30,000 
by  the  issue  of  new  ordinary  stock,  to  be  o^red  bv  piitJic  fiction  m 
pursuance  of  the  Staffordshire  Potteries  Water-M  orlis  Acr  1888.  In 
reply  to  a  shareholder,  the  Chairman  said  the  new  stock  would  rank  pre- 
ciaelv  the  same  as  the  old  stock  for  dividend  up  to  7  tier  cent.,  which 
would  ue  the  maximum.  The  motion  was  carried  unanimously. 
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LONDON  WATER  COMPANIES’  DIVIDENDS. 

The  closer  anyone  looks  into  the  financial  constitution  of  the  Metro- 
politanWater  Companies,  the  more  convinced  will  he  be,  says  the  Financial 
Neius,oi  the  inconvenience  arising  from  their  lack  of  uniformity  in  regard 
to  capitalization  and  the  distribution  of  dividends.  Nowadays,  it  is  true. 
Parliament  keeps  a  watchful  eye  upon  the  provisions  of  the  Special  Acts 
which  are  from  time  to  time  obtained  by  the  Companies  ;  but  no  amount 
of  modern  vigilance  can  remove  the  effects  of  the  laxity  which  prevailed 
in  bygone  years. 

The  West  Middlesex  Company  can  boast  of  an  Act  passed  in  1806,  when 
it  was  provided,  on  the  incorporation  of  the  Company,  that  the  sub¬ 
scribers  should  “  be  entitled  to,  and  receive  the  entire  and  net  distribution 
of  an  equal  proportionate  part  ”  of  the  profits,  according  to  the  amounts 
of  their  several  contributions.  This  method  of  distribution  was  continued 
when,  in  1810,  and  again  in  1813,  enlarged  powers  were  conferred  upon 
the  Company.  Even  in  1852,  when  the  most  important  of  this  Company’s 
Special  Acts  was  obtained,  no  express  provision  was  made  as  to  dividends. 
The  capital  was  then  fixed  at  i£506,300,  divided  into  8300  shares  of  i61 
each.  Eight  years  later,  power  was  taken  to  raise  further  capital  to  the 
extent  of  £180,000,  either  on  mortgage  or  by  the  issue  of  new  shares, 
preferential  or  otherwise.  At  the  same  time  it  was  enacted  that  if  in 
any  year  the  profits  were  not  sufficient  to  pay  the  full  preferential 
dividend  for  such  year,  the  deficiency  should  not  be  made  good  out  of  the 
profits  of  a  subsequent  year,  nor  out  of  any  other  funds  of  the  Company. 
Capital  issued  under  a  subsequent  Act,  that  of  1869,  stands  upon  a 
different  footing.  The  sum  of  £300,000  then  authorized,  might  be  issued 
either  as  ordinary  or  preferential,  and,  as  regards  debenture  stock,  the 
Act  provided  that  the  Company  might  attach  “  such  fixed  and  perpetual 
dividend  as  they  think  fit.” 

Of  course,  the  involved  provisions  which  are  to  be  found  in  some  of 
these  Special  Acta  are  to  be  attributed  to  the  peculiar  notions  and  the 
grammatical  idiosyncrasies  of  dead-and-gone  Parliamentary  Agents. 
Lucidity  and  uniformity  were  not  the  objects  which  these  gentlemen 
seem  to  have  had  in  view.  The  terms  of  the  Special  Acts  obtained  by  the 
Grand  Junction  Company  appear  to  us  to  compare  favourably  with  some 
of  those  to  which  we  have  drawn  attention.  This  Company’s  Act  of 
1855  enacts  in  plain  phraseology,  that  the  prescribed  rate  of  profit  shall  be 
as  follows ; — “  As  regards  the  sum  of  £546,000,  £10  in  the  £100  by  the 
year;  and  as  regards  the  residue  of  the  capital,  £7  10s.  in  the  £100  by  the 
year.”  This  is  language  which  whosoever  reads  can  understand ;  and 
references  to  the  general  law  at  once  become  superfluous.  The  Special 
Act  of  1868,  which  brought  the  capital  of  the  Grand  Junction  Company 
up  to  £1,000,000,  is  no  less  successful  in  telling  proprietors  what  their 
rights  are  in  regard  to  dividend ;  and  the  same  may  be  said  of  the 
Act  obtained  in  1878.  It  was  then  necessary  to  introduce  certain  qualifi¬ 
cations  ;  and  it  was,  therefore,  provided  that  if  in  any  year  the  net  revenue 
applicable  to  dividends  should  be  insufficient  to  pay  the  full  rates  pre¬ 
viously  prescribed,  the  revenue  should  be  applied  in  the  first  place  in 
payment  of  dividend  on  all  the  ordinary  paid-up  capital  up  to  7  per  cent. ; 
next  in  payment  of  a  further  dividend  up  to  10s.  per  cent,  on  the  ordinary 
paid-up  capital  created  under  the  earlier  Acta ;  and  the  balance  in  pay¬ 
ment  of  dividend  upon  ordinary  paid-up  capital  entitled  to  a  higher  rate 
than  7J  per  cent. 

The  Lambeth  Company’s  Acts  also  are  not  difficult  to  understand  ;  and 
we  observe  that  power  was  conferred  upon  the  Directors  to  declare  interim 
dividends,  so  long  as  they  shall  not  reduce  in  any  way  the  Company’s  capi¬ 
tal.  The  Special  Act  of  1871  has  no  direct  bearing  on  the  adjustment  of 
capital  or  the  distribution  of  profits. 

It  now  only  remains  to  refer  to  the  financial  foundations  of  the  Chelsea 
Company.  The  capital  and  stock  of  this  undertaking  are  mainly  regulated 
by  the  Special  Act  of  1852 — that  is  to  say,  the  general  provisions  of  the 
Water-Works  Clauses  Act  of  1847  were  then  incorporated.  In  1864,  when 
further  powers  were  acquired,  no  express  reference  was  made  to  the  Gene¬ 
ral  Act  as  affecting  the  new  capital  then  to  be  created.  But  in  1875  it  seems 
to  have  been  thought  expedient  to  frame  the  Special  Act  differently; 
and,  accordingly,  we  find  that  the  provision  of  the  General  Act  of  1847, 
with  respect  to  the  amount  of  profit  to  be  received  by  the  proprietors, 
was  then  incorporated.  Thus,  it  will  be  seen  that,  in  regard  to  the 
Chelsea  Company,  the  general  law  as  to  the  prescribed  rate  of  dividend 
has  been  adopted  in  the  Acts  of  1852  and  1875 ;  and  in  the  Acts  which  do 
not  in  terms  incorporate  the  general  law,  there  are  no  express  regulations 
as  to  dividends.  It  seems  to  follow,  therefore,  that  the  distribution  of 
profits  is  regulated  entirely  by  the  provisions  of  the  Water-Woiks  Clauses 
Act  of  1847. 


The  Ashford  (Kent)  Gas  Company  and  the  Local  Board. — There  is 
some  suggestion  of  the  purchase  by  the  Local  Board  of  the  works  of  the 
Ashford  (Kent)  Gas  Company,  whose  annual  meeting  was  recently  held, 
when  a  dividend  of  7i  per  cent,  was  declared,  and  a  considerable  amount 
of  the  available  profit  applied  towards  the  reduction  of  the  debenture 
debt. 

Mr.  Samuel  Hayward  and  the  Salford  Corporation.— Mr.  Hayward 
has  called  our  attention  to  a  letter  addressed  to  one  of  the  local  papers  in 
reference  to  the  recent  proceedings  in  the  Salford  Town  Council  regarding 
the  costs  in  the  action  brought  by  him  against  the  Town  Council.  In  the 
course  of  the  letter,  he  says :  “  The  statement  that  the  action  brought 
against  the  Salford  Corporation  by  Samuel  Hayward  ‘  was  dismissed’  is 
not  correct.  The  action  was  commenced  by  me  in  August  last  year,  and 
continued  up  to  May  last.  It  was  only  in  the  early  part  of  that  month 
that  I  learned  the  main  defence  of  the  action  was  that  the  agreement  to 
engage  my  services  to  assist  the  Investigation  Committee  was  not  under 
the  Corporation  Seal.  It  was  a  quibble  simply.  On  learning  this  I  wrote 
to  the  then  Town  Clerk,  pointing  out  to  him  that  the  main  charges  in  my 
account  received  his  approval  before  being  rendered;  and  it  was  hardly 
decent  for  him  to  set  up  such  a  defence  ” 

The  Electric  Lighting  Experiment  at  Leamington. — At  the  close  of 
the  meeting  of  the  Leamington  Town  Council  on  Monday  evening  last 
week,  an  animated  discussion  took  place  in  Committee  on  the  vexed  ques¬ 
tion  of  the  electric  lighting  of  the  town,  for  which,  it  will  be  remembered, 
Messrs.  Chamberlain  and  Hookham.  of  Birmingham,  are  the  contractors. 
After  the  letter  of  Messrs.  Shippey  Bros.,  to  which  reference  is  made  in 
our  “  Electric  Lighting  Memoranda  ”  to-day,  had  been  discussed,  Aider- 
man  Gilbert  moved  a  resolution  to  the  effect  that  Messrs.  Chamberlain 
and  Hookham  be  requested  to  meet  the  Council  in  14  days  from  that  date, 
to  explain  fully  what  course  they  intend  to  take  to  improve  what  is  now 
considered  to  be  the  insufficient  lighting  of  the  main  thoroughfare  of  the 
borough.  It  is  said  that  this  resolution  was  not  seconded  until  after  con¬ 
siderable  discussion ;  and  then  Dr.  Thursfield  moved  an  amendment  that 
an  expert  be  called  in  to  determine  the  quality  of  the  light  now  being 
supplied,  and  whether  it  is  of  the  illuminating  power  specified  in  the  con¬ 
tract.  A  second  amendment  was  moved  to  the  effect  that  an  estimate  be 
invited  from  Messrs.  Chamberlain  and  Hookham  for  the  erection  of  eight 
arc  lamps  to  be  fixed  on  the  Parade  as  an  experiment.  This  was  carried 
after  two  hours’  discussion. 


NOTES  FROM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

This  has  been  the  week  of  valuation  courts  and  the  fixing  of  assess¬ 
ments.  Of  the  former  only  three  oases  have  come  before  the  public  in 
my  district;  and  of  the  latter,  so  far  as  I  can  gather,  except  in  special  cir¬ 
cumstances,  the  tendency  appears  to  be  to  lighten  taxation — one  of  the 
elements  enabling  this  to  be  done  being  the  reduced  charge  for  public 
lighting.  The  appeal  by  the  Stirling  Gas  Company  against  the  raising  of 
the  valuation  of  their  works  and  plant  from  £1300  to  £1600,  without  there 
being  any  change  of  circumstances,  is  the  most  important  of  the  valuation 
cases.  The  Magistrates  fixed  the  valuation  at  £1500 ;  and  notice  of  appeal 
was  given.  There  is  frequently  a  disposition  on  the  part  of  Magistrates, 
sitting  as  a  valuation  court,  to  try  and  humour  both  the  assessor  and  the 
appellant  by  fixing  a  sum  midway  between  the  disputed  points ;  and  this 
appears  to  have  been  done  in  the  present  case.  The  weakness  of  the  decision 
seems  to  be  that  tenants’  profits,  over  which  there  has  in  other  cases  been 
so  much  discussion,  have  been  left  out  of  account.  The  Assessor  allowed 
deductions  for  maintenance  and  interest  on  capital ;  and  then  took  the 
balance  of  gross  profits  as  the  sum  at  which  a  tenant  would  rent  them. 
The  Magistrates  allowed  £100  more  than  the  Assessor.  But  even  that 
would  be  an  inadequate  return  to  a  tenant;  and  therefore,  if  the  case  is 
taken  to  a  Superior  Court,  there  should  be  no  difficulty  on  the -part  of  the 
Company  in  making  good  their  contention.  Another  case,  that  of  Strath- 
miglo,  in  Fifeshire,  was  heard  at  Cupar  on  Tuesday.  It  was  a  small  affair; 
the  Company  asking  that  their  works  should  be  valued  at  £56  instead 
of  £72.  The  ground  of  the  appeal  was  declining  business;  the  actual 
profit  for  the  past  year  having  been  only  £40.  This  year,  it  was  stated, 
if  there  should  be  any  profit,  it  has  been  agreed  not  to  divide  it.  The 
Court  reduced  the  valuation  to  £60.  At  Burntisland,  owing  to  the 
opening  of  other  docks  in  the  Firth  of  Forth,  there  is  a  declining  business 
at  the  port.  The  Valuation  Court  accordingly  reduced  the  valuation  of 
the  harbour ;  but,  on  what  grounds  it  is  difficult  to  say,  they  advanced 
the  valuation  of  the  gas-works  and  plant  from  £420  to  £626  10s. — an 
increase  of  £206  10s.  'The  works  have  not  been  improved  during  the  year. 
This  looks  as  though  the  authorities  were  attempting  to  make  up  for  their 
loss  of  revenue  from  the  harbour  by  laying  it  on  to  the  gas-works.  If 
this  be  their  object,  it  is,  in  one  aspect,  a  tribute  to  the  vitality  of  the 
gas  industry  that  it  should  be  selected  to  bear  the  extra  burden;  but,  on 
the  other  hand,  it  is  another  instance,  already  too  common,  of  crippling 
the  gas  supply  in  the  interest  of  other  public  objects. 

Another  question,  akin  to  the  valuations  of  gas-works,  which  cropped  up 
at  the  Stirlingshire  Valuation  Court  is  the  valuation  of  electric  lighting 
plant.  The  proprietor  of  Blair  Lodge  School  has  this  season  greatly 
enlarged  his  premises,  at  a  cost  of  more  than  £7000,  of  which  sum  £1400 
is  set  down  as  the  cost  of  introducing  electric  lighting  into  the  institution. 
In  respect  of  the  improvements,  the  Assessor  proposed  to  raise  the 
valuation  from  £285  to  £360.  Even  such  an  enlightened  man  aS  Sheriff 
Scott-Moncrieff  thought  the  electric  lighting  should  not  be  assessed, 
because  (wonderful  reason  ! )  it  was  a  luxury,  and  was  not  a  source  of 
profit.  'The  Assessor  pointed  out  that  it  saved  the  price  of  gas.  With 
this  explanation,  the  Sheriff  became  quiescent ;  and  the  cost  of  introducing 
electric  light  must  be  held  to  be  included  in  the  lump  sum  of  £320,  which 
the  Court  fixed  as  the  valuation. 

The  Perth  Gas  Commission,  at  their  meeting  on  Monday,  instructed 
their  Clerk  to  advertise  for  loans  of  money  to  the  amount  of  £10,000  at 
3  per  cent.,  to  defray  recent  parliamentary  charges  and  the  cost  of  extend¬ 
ing  the  gas-works,  and  also  to  ascertain  the  terms  on  which  an  insurance 
company  would  advance  the  money,  repayable  within  30  years. 

It  is  announced  from  Dalkeith  that  the  Police  Commissioners,  finding, 
on  inquiry,  that  the  gas-engine  which  is  employed  to  pump  water  for  the 
supply  of  the  town  does  not  possess  sufficient  surplus  power  to  drive  a 
dynamo,  the  proposal  to  introduce  electric  lighting  has  been  abandoned. 
The  Gas  Company  is  not,  however,  to  he  allowed  to  occupy  the  field  so 
peacefully  as  hitherto.  At  Monday’s  meeting  of  the  Commission,  Bailie 
Murdoch,  in  view  of  the  fact  that  the  electric  light  proposal  had  fallen 
through,  moved  a  resolution  to  the  effect  that,  considering  the  very  inferior 
quality  of  gas  presently  supplied  by  the  Dalkeith  Gas  Company,  the  Com¬ 
missioners,  as  representing  the  public,  and  as  being  considerable  con¬ 
sumers,  would  respectfully  urge  upon  them  in  future  to  supply  gas  of  a 
purer  and  better  illuminating  kind.  Mr.  Urquhart  seconded  the  motion  ; 
and  after  some  conversation  it  was  approved — Provost  Gray  remarking 
that  he  thought  it  too  strong,  but  would  not  move  an  amendment,  as  he 
was  sure  the  Gas  Company  would  give  every  attention  to  the  subject. 

An  extraordinary  general  meeting  of  the  shareholders  of  the  Armadale 
Gas  Company,  Linlithgowshire,  was  held  on  Tuesday,  to  consider  whether 
the  Company,  by  reason  of  their  liabilities,  could  continue  business ;  and, 
if  necessary,  to  pass  a  resolution  to  have  the  concern  wound  up.  Mr.  J. 
Aitken,  Airdrie,  who  presided,  said  that  for  the  last  two  years  the  Company 
had  not  been  a  paying  one ;  the  reason  for  this  being  bad  management, 
and  consequent  loss  of  consumers.  They  had  been  steadily  falling  into 
debt ;  and  this  year  the  outlook  was  blacker  than  ever.  He  thought  it 
best  for  them  to  sell  out,  and  run  no  more  risk.  Mr.  Macdonald  and  Mr. 
Brown  pressed  strongly  for  another  trial  of  the  works  for  a  year ;  and 
urged  the  necessity  there  was  for  a  supply  of  gas  in  the  town.  After 
much  discussion,  the  meeting  unanimously  agreed  that  the  Company  be 
kept  going  for  another  year. 

At  the  annual  meeting,  on  Wednesday,  of  the  St.  Andrews  Gas  Company, 
a  dividend  of  £2  per  share  was  declared,  and  the  price  of  gas  reduced  from 
3s.  9d.  to  3s.  7d.  per  1000  cubic  feet. 


(from  our  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

The  Wishaw  Police  Commissioners,  at  their  monthly  meeting  on 
Monday,  had  a  long  and  lively  discussion  on  a  motion  to  have  Craigneale 
and  adjoining  portions  of  the  burgh  provided  with  30  or  41  oil-lamps. 
When  the  lighting  of  the  thoroughfares  of  these  districts  was  formerly 
under  consideration,  gas  was  objected  to  on  account  of  the  expense 
involved.  The  ratepayers  in  these  districts  contribute  their  due  share  of 
the  burghal  taxation ;  and  yet  they  have  hitherto  been  denied  any 
participation  in  the  public  lighting  provided  by  the  rates  which  they 
have  been  called  upon  to  pay.  The  discussion  was  eventually  brought  to 
a  close  by  an  amendment  being  adopted  to  the  effect  that  the  Burgh 
Engineer  be  instructed  to  ascertain  the  cost  of  lighting  the  districts  in 
question  by  oil  and  by  gas.  The  chief  difficulty  in  this  case  is  that  the 
districts  are  not  yet  provided  with  gas-mains;  and  some  time  ago  it  was 
estimated  that  the  extension  of  the  gas  supply  to  Craigneale,  <fcc.,  would 
cost  £668  12s. 

A  somewhat  similar  question  engaged  the  attention  of  the  Paisley  Police 
Board  last  Monday.  Certain  outlying  districts  of  the  town  aye  not  lighted  ; 
and  the  ratepayers  had  naturally  raised  complaints  to  the  “  powers  that 
be.”  When  moving  the  adoption  of  the  Watching  and  Lighting 
Committee’s  minutes,  Mr.  Weir  referred  to  the  matter.  He  said  that 
the  Commissioners  knew  their  duty  to  the  ratepayers  in  connection  with 
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the  lighting  of  the  outlying  districts  of  the  town ;  but  the  ratepayers 
should  know  that  the  Commissioners  were  not  to  blame  for  seeming 
negligence,  because  they  had  waited  to  see  if  the  builders  of  the  nw 
nroperties  in  the  district  referred  to  would  put  down  proper  footpaths 
before  they  erected  lamps.  It  was  a  pity,  he  said,  that  the  Commissioners 
had  not  more  authority  in  the  matter.  Some  discussion  took  place  on 
the  subject ;  and  the  opinion  of  the  meeting  was  that  the  builders  were 
not  fulfilling  their  duty  in  erecting  their  tenements  without  forming 
proper  roadways  and  pavements.  It  was  agreed  that  temporary  lighting 

should  be  provided  during  the  forthcoming  winter  months. 

A  Valuation  Appeal  Court  for  the  Upper  Ward  of  Eenfrewshire  was 
held  in  Paisley  last  Monday.  One  of  the  appeals  brought  under  considera¬ 
tion  was  made  on  behalf  of  the  Pollokshaws  Gas  Comply,  against  tl^ir 
gas-works  being  put  on  the  valuation  roll  at  ^686.  Mr.  Gillies  asked  that 
the  valuation  should  be  fixed  at  i'SOO ;  and  the  Company  would  not  be  put 
to  the  trouble  of  coming  before  the  Court  year  after  year.  The  true  value, 
lie  held,  was  to  take  what  the  subjects  might  fairly  be  expected  to  let  tor 
one  year  with  another ;  and  this  could  best  be  ascertained  by  taking  a 
■centage  of  the  cost  of  buildings  and  the  plant,  instead  of  the  profits  made, 
which  dependt-d  greatly  on  the  price  of  the  raw  material  and  of  the  gas 
consumed.  After  considering  the  case,  the  Court  decided  to  reduce  the 
valuation  to  £500.  On  the  application  of  Mr.  Gillies,  a  case  was  granted. 

On  the  same  day,  at  an  Appeal  Court  held  at  Dunoon,  an  appeal  was 
heard  from  the  Dunoon  Gas  Company.  The  Directors  asked  that  the 
valuation  of  their  works  should  be  reduced  from  £600  to  £450.  Mr.  Munro, 
who  represented  the  Company,  said  that  Mr.  Maxtone,  the  Assessor,  had  in¬ 
creased  the  valuation  of  the  gas-works  by  £150 ;  and  he  was  very  much 
astonished  at  it,  because  he  thought  the  Court  last  year,  when  an  appeal 
was  heard,  had  finally  disposed  of  the  case.  The  Court  were  then  unani¬ 
mous  in  their  decision  that  the  valuation  of  the  works  should  be  £450. 
There  was  no  change  in  the  circumstances ;  and  yet  Mr.  Maxtone  pro¬ 
posed  to  increase  the  amount  by  £150.  If  things  went  on  in  this  way  it 
would  cripple  the  Company  altogether.  Mr.  Maxtone  replied  that  last 
year  the  Company  pleaded  so  much  poverty  that  they  quite  overcame  him  ; 
and  £100  was  taken  ofi.  This  year  they  wanted  £150.  Acting  on  his  basis 
cf  calculation,  Mr.  Maxtone  showed  that  the  valuation  of  the  works  came 
to  £600;  and  taking  it  on  the  principle  laid  down  by  Lord  Fraser— viz., 
per  cent,  on  the  cost  of  the  works — the  valuation  came  to  £700.  Mr. 
Munro  pointed  out  that  in  certain  large  towns  the  gas-works  were  only 
assessed  on  about  £300.  In  support  of  his  case  the  Assessor  used  a  some- 
w'hat  unusual  argument — viz.,  that  the  increased  valuation  would  be 
better  for  the  Company  when  they  came  to  hand  over  the  gas-works  to 
the  Corporation.  It  naturally  excited  some  laughter;  and  Provost  Lyall, 
who  was  present,  remarked  that  it  would  be  some  time  before  the  Cor¬ 
poration  would  be  prepared  to  buy  the  works.  Eventually  the  Court 
restricted  the  valuation  to  £550  ;  and  Mr.  Munro  asked  a  case  for  appeal, 
which  was  granted. 

The  Glasgow  pig-iron  warrant  market  has  again  been  very  strong  this 
week.  Scotch  warrants  advanced  in  price  from  41s.  7d.  per  ton  cash  on 
Monday  to  428.  7d.  yesterday  afternoon ;  the  close  being  42s.  6d.  cash 
buyers.  The  price  of  hematite  iron  fluctuated  between  45s.  and  45s.  9Jd. 
per  ton,  and  in  Cleveland  iron  the  range  was  between  34s.  3d.  and  348.  9id. 
per  ton  cash ;  the  close  being  respectively,  45s.  8d.  and  34s.  9d.  cash  buyers. 
A  further  advance  has  taken  place  in  the  prices  of  most  of  the  Scotch 
special  brands.  Some  considerable  sales  of  Scotch  pig  iron  have  been 
made  during  the  week  on  American  account. 

A  further  improvement  in  the  local  coal  trade  is  reported,  more  especially 
in  the  export  department.  Prices  all  round  are  firming  up  ;  and  to  such 
an  extent  that  the  miners  are  beginning  to  put  in  a  claim  for  an  advance 
of  wages.  _ _ 


CDEEENT  SALES  OF  GAS  PEODUCTS. 

Liverpool,  Sept.  15. 

Sulphate  of  Amwjonm.— The  scanty  orders  during  the  present  week 
make  one  fearful  lest  the  season’s  requirements  should  all  be  completed. 
The  lateness  of  the  harvest  gave  hopes  of  the  demand  coming  later,  yet 
in  full  vigour ;  but  it  appears  now  almost  as  if  we  were  to  be  disappointed. 
From  what  can  be  gathered  generally  from  consumers,  they  are  all  ready  to 
buy  forward,  but  only  at  what  they  term  cheap  prices ;  while  in  the  event 
of  the  market  remaining  steady,  they  express  determination  to  wait  until 
the  time  of  absolute  necessity.  Producers  on  the  other  hand  are  indifferent 
about  making  forward  sales,  as  no  advance  on  to-day’s  values  can  be  ob¬ 
tained,  and  the  great  firmness  of  nitrate  supports  them  in  their  views  that 
sulphate  cannot  permanently  be  lower.  The  future  seems,  therefore  very 
uncertain  ;  and  it  remains  to  be  seen  how  the  course  of  the  market  will 
shape,  when  the  production,  which  will  be  increasing  again  shortly,  comes 
to  be  disposed  of.  There  is  very  little  alteration  in  the  figures ;  and  the 
market  remains  steady  at  £11  5s.  to  £11  7s.  6d.,  according  to  ports  and 
delivery.  - 

London,  Sept.  15. 

Tar  Products  remain  at  much  the  same  as  last  week’s  prices.  Benzol, 
perhaps,  is  scarcely  so  strong ;  but  anthracene  and  the  other  articles  are 
in  good  demand.  Prices  may  be  taken  as  follows : — Tar,  according  to 
position,  17s.  6d.  to  22s.  6d.  per  ton.  Benzol,  90  per  cent.,  3s.  per  gallon  ; 
50  per  cent.,  2s.  44d.  Toluol,  Is.  9d.  per  gallon.  Solvent  naphtha.  Is.  2d. 
per  gallon.  Crude  naphtha,  30  per  cent..  Is.  per  gallon.  Light  oil, 
3d.  per  gallon.  Creosote,  2d.  per  gallon.  Pitch,  12s.  to  13s.  6d.  per  ton. 
Carbolic  acid  (crude),  3s.  4d.  per  gallon.  Cresylic  acid,  9d.  per  gallon. 
Tar  salts,  158.  per  ton.  Anthracene,  30  per  cent.,  “A”  quality.  Is.  6d. 
per  unit ;  “  B  ”  quality,  la.  3d. 

Ammonia  Products. — Sulphate  of  ammonia  is  firmer  ;  and  no  doubt, 
with  the  sharp  rise  which  has  taken  efiect  in  nitrate  of  soda,  sulphate 
will  derive  some  substantial  advantage.  Prices  :  Sulphate  of  ammonia, 
£11  7s.  6d.  to  £11  lOs.,  less  discount.  Gas  liquor  (5°  Twaddel),  7s.  6d. 
per  ton,  with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  IJd. 
per  lb.  Carbonate  of  ammonia,  SJd.  perlb.  Muriate  of  ammonia,  brown, 
£18  per  ton ;  white,  £27.  Sal-ammoniac,  £30  per  ton. 


[From  the  Chemical  Trade  Journal,  Sept.  15.] 

Sulphate  of  Ammonia. — The  sulphate  of  ammonia  market  is  very  quiet 
indeed  ;  and  so  far  as  present  delivery  is  concerned,  the  demand  is  dead 
— the  few  parcels  changing  hands  being  bought  by  dealers  in  fulfilment  of 
previous  sales  made  by  them.  To-day’s  price  at  Hull  and  Leith  ranges 
from  £11  58.  to  £11  6s.  3d. ;  and  although  Beckton  is  again  quoted  at 
£11  5s.,  London  outside  makes  have  fallen  to  £11  5s.  also. 

Tar  Products. — The  benzol  market  remains  much  in  the  same  condition 
as  it  stood  last  week.  Perhaps,  if  any  change  has  occurred,  it  is  in  the 
shape  of  increased  steadiness  in  90’8  benzol,  which  may  to-day  be  quoted 
at  38.,  and  2s.  4d.  to  28.  5d.  for  50, 90’8.  There  is  still  a  good  demand  for 
solvent  naphtha  and  creosote  for  Lucigen  light  purposes.  The  anthracene 
market  is  firm ;  and  Is.  5d.  to  Is.  6d.  may  be  quoted  as  to-day’s  value  for 
A  ”  quality  in  London.  “  B  ”  quality  is  selling  at  Is.  2d.  to  Is.  8d.  The 
pitch  market  remains  as  stated  in  our  last  week's  report;  there  being  no 
change  in  this  direction. 


Oil  Lighting  in  Kent. — The  local  authorities  of  Northfleet  have  had  a 
similar  experience  with  their  contractors  for  lighting  the  public  lamps 
with  oil  to  that  of  the  Erith  Local  Board,  referred  to  elsewhere  ;  and  com¬ 
plaints  as  to  bad  lights  through  neglect  on  the  part  of  the  trimmers  have 
of  late  been  very  prevalent.  The  Northfleet  authorities  have  decided  to 
give  notice  to  the  contractors  that  if  the  lighting  is  not  properly  and 
efficiently  ca.-ried  out,  fines,  according  to  the  terms  of  the  contract,  will  be 
enforced.  The  local  authority  of  Snodland,  owing  to  a  misunderstanding 
with  the  Gas  Company,  have  commenced  to  light  with  oil  the  streets  under 
their  control. 

The  Public  Lighting  of  M.iblborough. — At  a  recent  meeting  of  the 
Marlborough  Town  Council,  a  letter  was  read  from  the  Gas  Company, 
submitting  proposals  for  the  lighting  of  the  lamps  in  the  borough  all  the 
year  round,  from  one  hour  after  sunset  to  one  hour  before  sunrise,  for  70s. 
per  lamp  per  annum,  or  else  for  the  adoption  of  the  average  meter  system. 
The  Town  Clerk  submitted  a  statement  showing  the  comparative  expenses 
and  hours  of  lighting  in  various  towns  in  the  district,  from  which  it 
appears  that  the  rate  at  Marlborough  (4s.  7d.  per  1000  feet)  is  about  the 
average.  The  present  cost  per  lamp  in  Marlborough  was  stated  to  be 
£3  7s.  6d.  per  annum.  The  Council  eventually  resolved  to  adopt  the 
average  meter  system. 

The  Testing  of  the  Oldhaji  Gas.— At  a  meeting  of  the  Oldham  Cor¬ 
poration  Gas  Committee  held  last  Wednesday,  the  Chairman  (Alderman 
Hall)  reported  that  Mr.  Estoourt,  the  Borough  Analyst,  who  had  been 
appointed  by  the  Committee  to  make  an  independent  inspection  of  the 
gas,  had  recently  tested  it  at  the  Oldham,  Higginshaw,  and  Eoyton 
stations,  and  that  he  had  found  the  illuminating  power  was  as  follows  : — 
Oldham,  1910  candles ;  Higginshaw,  20  candles.  At  Eoyton  the  apparatus 
was  being  repaired.  The  gas  at  all  the  stations  was  quite  free  from  sul¬ 
phuretted  hydrogen.  At  Oldham  and  Eoyton  it  was  free  from  ammonia ; 
but  at  Higginshaw  the  gas  was  found  to  contain  a  small  trace.  A  discussion 
ensued  as  to  the  advisability  of  retaining  Mr.  Estcourt’s  services.  It  was 
stated  that  the  engagement  entered  into  was  in  April  last  year;Mr.  Est- 
court  being  appointed  to  make  two  tests  in  the  year,  and  to  receive  20 
guineas  for  his  services ;  and  it  was  added  that  he  had  made  the  last  test 
entirely  on  his  own  responsibility.  The  Chairman  said  that,  though  per¬ 
sonally  he  was  in  favour  of  the  project  when  Mr.  Estcourt  was  appointed, 
he  did  not  now  think  that  the  Committee  had  derived  any  benefit  from  it. 
He  moved  that  the  Town  Clerk  write  Mr.  Estcourt  that  his  engagement 
had  expired  ;  and  this  was  agreed  to. 
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4  9 

3 

100,000 

20 

30  May 

10 

Bahia,  Limited . 

20 

23—25 

8  0 

0 

200,000 

5 

11  May 

Ilf 

Bombay,  Limited  .... 

5 

7—74 

5  0 

0 

40,000 

5 

7* 

Do.  New . 

4 

5 — 54 

• . 

5  9 

1 

880,000  Stok. 

29  Aug. 

Brentford  Consolidated  .  . 

100 

220—225 

. . 

5  4 

5 

110,000 

8| 

Do.  New . 

100 

161—166 

5  5 

5 

220,000 

20 

13  Sept. 

10* 

Brighton  &  Hove,  Original  . 

20 

43—45* 

. . 

4  13 

4 

820,000 

20 

12  Apr. 

in 

British . 

20 

46—48 

4  13 

9 

60,000 

10 

13  Sept. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

19—21* 

5  4 

9 

89,000 

10 

8 

Do.  7  p.  0.  . 

10 

13-14* 

. . 

5  14 

3 

828,750 

10 

30  May 

8 

Buenos  Ayres  (New)  Limited 

10 

144-154 

5  3 

2 

200,000 

100 

2  July 

6 

Do.  6  p.  c.  Deb.  . 

100 

109—111 

+  i 

5  8 

1 

150,000 

20 

10  Aug. 

7 

Cagliari,  Limited  .... 

20 

25—27 

5  3 

8 

650,000 

Stck. 

12  Apr. 

132+ 

Commercial,  Old  Stock  .  . 

100 

273—278 

-i 

4  18  11 

180,000 

loir 

Do.  New  do. . 

100 

214—219 

.  . 

4  18 

2 

121,234 

28  June 

Do.  44  p.  e.  Deb.  do. 

100 

123—128 

3  10 

3 

557,320 

20 

14  J  une 

12 

Continental  Union,  Limited 

20 

45—46 

-4 

5  4 

4 

242,680 

20 

12 

Do.  New ’69  & ’72 

14 

30—31 

+  1 

5  8 

1 

200,000 

20 

9 

Do.  7  p.  c.  Pref.. 

20 

35-37 

.  . 

4  17 

3 

75,000 

Stck. 

28  Mar. 

10 

Crystal  Palace  District  .  . 

100 

205—215 

.  . 

4  13 

0 

234,060 

10 

27  July 

13 

European,  Limited  .  .  . 

10 

254—264 

4  18 

1 

120,000 

10 

13 

Do.  New.  .  . 

74 

184—19* 

.  . 

5  0 

0 

354,060 

10 

13 

Do.  do.  .  .  . 

5 

124-134 

.  . 

4  16 

3 

6,468,600 

Stok. 

29  Aug. 

13 

Gaslight  &  Coke,  A,  Ordinary 

100 

252—256 

5  1 

6 

100,000 

4 

Do.  B,  4  p.  0.  max. 

100 

9H — 10b 

.  . 

3  17 

8 

665,000 

10 

Do.  C,  D,  &  E,  10  p.c.Pf. 

100 

260—265 

.  . 

3  15 

6 

30,000 

6 

Do  F,  5  p.  0.  Prf.  . 

100 

125—130 

.  . 

3  16  11 

60,000 

7* 

Do.  G,  74  p.  0.  do.  . 

100 

182-  187 

.  . 

4  0 

2 

1,800,000 

7 

Do.  H,  7  p.  0.  max. 

100 

167—172 

,  . 

4  1 

4 

463,000 

10 

Do.  J,  10  p.  0.  Prf.  . 

100 

258 — 263 

.  . 

3  16 

1 

1,061,150 

14  June 

4 

Do.  4  p.  c.  Deb.  Stk. 

100 

120—123 

.  . 

3  5 

0 

294,850 

4i 

Do.  44  p.  c.  do. 

100 

125—130 

.  . 

3  9 

3 

650,000 

11  May. 

6 

Do.  6  p.  c.  do. 

100 

175—178 

.  . 

3  7 

5 

8,600,000 

Stck. 

10 

Imperial  Continental  . 

100 

208—211 

+1 

4  14 

9 

75,000 

5 

14  June 

6 

Malta  &  Mediterranean,  Ltd 

5 

5—54 

.  . 

5  9 

1 

660,000 

100 

3  Apr. 

5 

Met.of  Melbourne, 5  p.c.  Deb. 

100 

114—116 

.  . 

4  6 

2 

541,920 

20 

14  June 

6 

Monte  Video,  Limited  .  . 

20 

20—21 

.  . 

5  14 

3 

150,000 

5 

30  May 

-0 

Oriental,  Limited  .... 

5 

9i-9i 

.  . 

5  2 

7 

60,000 

5 

28  Mar. 

7 

Ottoman,  Limited  .  ,  ,  . 

5 

6—7 

5  0 

0 

People’s  Gas  of  Chicago— 

420,O0C 

100 

2  May 

6 

1st  Mtg.  Bds.  .  .  . 

100 

107—110 

.  . 

5  9 

1 

600.00C 

100 

1  June 

6 

2nd  Do.  .  . 

100 

95—100 

.  . 

6  0 

0 

100,000 

10 

26  Apr. 

10 

San  Paulo,  Limited  .  .  . 

10 

16—17 

5  17 

8 

500,000 

Stck 

29  Aug. 

15^ 

South  Metropolitan,  A  Stock 

100 

306—311 

-2 

4  19 

8 

1,350,000 

12 

Do.  B  do.  . 

100 

243—247 

.  . 

4  17 

2 

141,500 

13 

Do.  C  do.  . 

100 

245—255 

.  , 

5  1  11 

650,000 

28  June 

5 

Do.  5  p.  c.  Deb.  Stk.. 

100 

135—140 

3  11 

5 

60,000 

5 

29  Aug. 

11 

Tottenham  &  Edm’ntn,  Orig. 

5 

11—13 

•  • 

4  4 

0 

*Ex  div 

WATER  COMPANIES. 

717,467 

Stok 

28  June 

9 

Chelsea,  Ordinary  .... 

100 

260—265 

+  4 

3  7  11 

1,720,560 

Stok 

12  Apr. 

7 

East  London,  Ordinary  .  . 

100 

197—202 

3  9 

4 

700,000 

50 

14  June 

9 

Grand  Junction . 

50 

124—128 

,  , 

3  10 

4 

708,000 

Stck 

10  Aug. 

104 

Kent . 

100 

269—274 

3  16 

7 

1,043,800 

100 

28  June 

9 

Lambeth,  10  p.  c.  max.  , 

100 

260—265 

+  2 

3  7 

11 

406,200 

100 

74 

Do.  74  p.  c.  max.  .  . 

100 

204—209 

3  11 

9 

200,000 

Stck 

28  Mar. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

118—122 

,  , 

3  5 

7 

500,000 

100 

27  July 

124 

New  River,  New  Shares  . 

100 

347—352 

.  , 

3  8  10 

1,000,000 

Stck 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

124—128 

+  1 

3  2 

6 

902,300 

Stck 

14  June 

6 

S’thwk  &  V’xhall.lOp.o.max. 

100 

165— 17C 

+  3 

3  10 

7 

126,500 

100 

6 

Do.  74  p.  c.  do. 

100 

157—162 

,  , 

3  14 

1 

1,155,066 

stck 

14  June 

10 

West  Middlesex  .  .  .  . 

100 

264—269 

•  * 

3  14 

4 

t  Next  dividend  will  be  at  this  rate. 
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THE  QUALITY  OF  THE  LONDON  GAS  SUPPLY 

During  the  Four  Weeks  ended  Sept.  11. 


[From  returns  to  the  Metropolitan  Board  of  Works  by  Mr.  W.  J.  Dibdin,  F.I.O.,  F.C.S.] 


Companies — Districts. 

Illuminating  Power. 

(In  Standard  Sperm  Candles.) 

Sulphur. 

(Grains  in  100  Cubic  Feet  of  Gas.) 

(Grains 

Ammonia. 

in  100  Cubic  Feet  of  Gas.) 

Maxi¬ 

mum. 

Mini¬ 

mum. 

Means. 

Maxi¬ 

mum. 

Mini¬ 

mum. 

Means. 

Maxi¬ 

mum. 

Mini¬ 

mum. 

Means. 

Aug. 

21 

Ang. 

i.8 

Sept. 

4 

Sept. 

11 

Aug. 

21 

Aug. 

28 

Sept. 

4 

Sept. 

11 

Aug. 

21 

Aug. 

28 

Sept. 

4 

Sept. 

11 

The  Gaslight  and  Coke  Company— 

Nottiug  Hill* . 

— - 

— 

Camden  Town . 

17 

2 

15-9 

16-4 

16-7 

16 

3 

16 

6 

13 

4 

8 

8 

9 

0 

9 

9 

10 

7 

11 

8 

0 

3 

0 

0 

0 

2 

0 

1 

0 

1 

0-0 

Dalston . 

17 

1 

16-2 

16-7 

16 

6 

16 

6 

16 

4 

13 

2 

10 

0 

11 

7 

12 

2 

11 

6 

11 

8 

0 

2 

0 

0 

0 

0 

0 

1 

0 

1 

0-2 

17 

2 

16-2 

16-7 

16 

7 

16 

4 

16 

3 

7 

3 

3 

9 

5 

5 

6 

6 

6 

2 

5 

6 

0 

8 

0 

2 

0 

3 

0 

4 

0 

5 

0-5 

Chelsea  (Fulham) . 

17 

1 

16-3 

16-8 

16 

8 

16 

7 

16 

6 

12 

2 

8 

8 

11 

5 

11 

6 

10 

7 

10 

4 

0 

4 

0 

0 

0 

4 

0 

0 

0 

0 

0-1 

Do.  (Nine  Elms) . 

17 

0 

16-6 

16-8 

16 

7 

16 

8 

16 

7 

12 

3 

8 

6 

9 

4 

10 

7 

9 

2 

10 

6 

0 

4 

0 

0 

0 

0 

0 

3 

0 

2 

0-3 

Kingsland  Bead . 

17 

2 

16-6 

16-9 

17 

0 

16 

8 

16 

9 

15 

0 

10 

1 

11 

7 

12 

1 

11 

7 

11 

8 

0 

4 

0 

0 

0 

1 

0 

Q, 

0 

1 

0-1 

Charing  Cross  (48-inch  main)  .  .  . 

17 

0 

15-9 

17-0 

16 

8 

16 

4 

16 

1 

9 

6 

5 

7 

9 

2 

6 

7 

8 

4 

8 

5 

0 

4 

0 

0 

0 

1 

0 

1 

0 

2 

0-3 

Do.  (district  main)  .  .  . 

16 

8 

15-8 

16-4 

16 

4 

16 

5 

16 

1 

12 

5 

6 

4 

8 

9 

10 

5 

9 

1 

8 

7 

0 

3 

0 

0 

0 

2 

0 

1 

0 

2 

0-2' 

St.  John’s  Wood . 

17 

5 

16-3 

16-6 

16 

8 

16 

5 

16 

5 

13 

2 

9 

1 

9 

8 

11 

4 

11 

1 

10 

8 

0 

8 

0 

3 

0 

5 

0 

5 

0 

5 

0-4 

Lambeth  Koad . 

16 

8 

16'2 

16-5 

16 

5 

16 

6 

16 

5 

12 

7 

7 

9 

9 

1 

10 

2 

8 

9 

9 

3 

0 

6 

0 

2 

0 

5 

0 

3 

0 

3 

0-2 

Holloway . 

16 

8 

15-9 

16-3 

16 

6 

16 

3 

16 

2 

13 

6 

9 

6 

10 

4 

12 

0 

11 

7 

11 

4 

1 

0 

0 

0 

0 

3 

0 

3 

0 

7 

0-5 

Westminster  (cannel  gas) . 

21 

7 

20-0 

20-6 

20 

3 

20 

9 

20 

3 

10 

9 

8 

3 

9 

6 

9 

4 

9 

8 

9 

9 

0 

6 

0 

0 

0 

2 

0 

3 

0 

4 

0-4 

South  Metropolitan  Gas  (jompany — 

Peckham . 

16 

8 

16-1 

16*5 

16 

7 

16 

4 

16 

4 

10 

2 

8 

2 

9 

5 

9 

2 

9 

0 

8 

9 

0 

2 

0 

0 

0 

0 

0 

0 

0 

1 

0-0 

Tooley  Street . 

16 

8 

16-1 

16'5 

16 

6 

16 

4 

16 

4 

12 

1 

8 

4 

10 

5 

10 

7 

9 

7 

9 

9 

0 

2 

0 

0 

0 

0 

0 

0 

0 

1 

O'O 

Clapham . 

16 

7 

16'2 

16-6 

16 

6 

16 

4 

16 

4 

12 

4 

7 

3 

10 

8 

11 

2 

9 

6 

10 

0 

0 

6 

0 

0 

0 

0 

0 

1 

0 

0 

0-0 

Lewisham . 

17 

2 

16-2 

16-3 

16 

6 

16 

5 

16 

6 

10 

0 

7 

2 

9 

6 

8 

5 

8 

4 

8 

6 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0-0 

Blackfriars  Bead . 

16 

7 

16-0 

16-2 

16 

3 

16 

3 

16 

2 

12 

7 

8 

8 

12 

1 

10 

9 

9 

ti 

9 

6 

0 

8 

0 

0 

0 

2 

0 

2 

0 

2 

0-2. 

Commercial  Gas  Company — 

Old  Ford . 

17 

6 

15-7 

16-6 

16 

3 

16 

4 

16 

7 

9 

0 

4 

5 

8 

0 

7 

4 

7 

8 

7 

0 

0 

6 

0 

0 

0 

2 

0 

2 

0 

0 

0-a 

St.  George’s-in-the-East . 

17 

1 

15-9 

16-4 

16 

7 

16 

5 

16 

5 

14 

6 

6 

9 

9 

4 

10 

2 

9 

1 

11 

4 

0 

4 

0 

0 

0 

2 

0 

2 

0 

3 

0-3 

*  Station  closed  during  alterations. 

Sulphuretted  Hydrogen. — None  on  any  occasion.  Bkessure. — In  excess  on  all  occasions. 

ifote. — The  standard  illuminating  power  for  common  gas  in  the  Metropolis  is  16  sperm  caudles,  and  for  cannel  gas  ‘20  sperm  candles.  Sulphur 
not  to  exceed  17  grains  in  100  cubic  feet  of  gas  ;  ammonia  not  to  exceed  4  grains  in  100  cubic  feet  of  gas.  Pressure  between  sunset 
and  midnight  to  be  equal  to  a  column  of  1  incli  of  water;  between  midnight  and  sunset,  6-lOths  of  an  inch. 


GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 

PLEASE  ADDRESS  IN  FULL— 

HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WDRKS,  VIGTDRIA  EMBANKMENT, 

TELEPHONE  No.  2698. 


Address  for  TELEGRAMS: 
"GWYNNEGRAM  LONDON.” 

LONDON,  W.C.,  ENGLANOc 


Thirty-three  Medals  at 
all  the  Great  International 
Exhibitions  have  been 
awarded  to  GWYNNE  ^ 
Co. for  Gas  ExhaU8ters,&o. 

Only  Medal  at  the  Liver¬ 

pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 

duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 

passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  per  Minute, 


Can  be  made,  when 
desired,  on  theig 
New  Patent  prin¬ 
ciple  to  pass  Gas. 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 

GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


he  abov  e  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO. ‘8  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  2(X),000  cubic  feet  pep  bcnr- 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEFFIELD. 


OXIDE  OF  IRON. 

The  Gas  Purification  and  Chemical 

Company,  Limited, advise  tbeirfriends  that  their 
only  representatives  for  the  Sale  of  Oxide  are  Mr.  Andrew 
Stephenson  and  such  Sub-Agents  as  may  be  accredited 
from  the  Head  OfBce.  They  furtberstatethatthe  royal¬ 
ties  possessed  by  them  extend  over  an  area  of  more 
than  850,000  acres,  andare  heldfor  a  longterm  of  years. 
They  employ  their  own  overseers  and  labonrers,  and 
there  are  no  intermediate  profits  between  them  and 
the  consumer. 

Address  161  to  163,  Palmerston  Buildings,  Old  Broad 
Street,  London,  E.C. 

John  Wm.  O'Neill, 

Managing  Director. 


Andrew  stephenson,  Agent  for 

the  Gas  Purification  and  Chemical  Company, 
Limited,  158,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 

CANNEL  COAL.  &0. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOTTISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No,  80,  Bt.  Andrew  Square,  Edinburgh,  I 
No.  64.  Bernard  Street,  Leith,  )  dcotlahd. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  68,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “Eirwal, London.” 


Alex.  WRIGHT  &  Co  ,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address :  “  PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

See  Advertisement  on  Page  III.  of  the  Wrapper  of 
last  week’s  issue. 


WC.  HOLMES  &  Co.,  Huddersfield, 

•  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete,  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c.,  Improved  Valves,  Engines,  and  Exhausters. 
A  so  for  (jollingwood’s  Regenerative  Retort-Settings. 

***  See  Advertisement  p.  626  of  this  week’s  issue. 
Cablegrams  :  ”  Ignitor  London.  ”  Telegrams:  ”  Holmes 
Huddersfield." 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street,  London,  E.C. 

TUBES. 

For  Gas,  steam,  and  Water;  Galvanized 

White  Enamelled,  and  Hydraulic  Tubes  and  Coils 
John  Spencer,  Globe  Tube  Works,  Wednesbury, 
and  14,  Great  St.  Thomas  Apostle,  London. 

SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS.  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  fov 
making  SULPHATE  OF  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  OQ 
application. 


SULPHURIC  ACID. 

Hugh  Wallace  &  co..  Chemical 

Manufacturers  (the  old-established  firm),  supply 
the  above,  which  is  specially  adapted  for  making  While 
Sulphate  of  Ammonia.  The  latter  purchased  in  any 
quantities  at  highest  market  prices,  or  contracts  for 
the  year. 

For  price  and  terms  apply  Botolph  House,  Eastcheap, 
London,  E.C. 
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DISTRICT  ASSOCIATIONS  OF  GAS  MANAGERS. 

The  announcement  that  the  preliminary  meeting  of  gentlemen 
interested  in  the  formation  of  an  Eastern  Counties  Associa¬ 
tion  of  Gas  Managers  is  to  be  held  at  Peterborough  to-morrow, 
coming  as  it  does  close  upon  the  first  regular  meeting  of  the 
North  of  Ireland  Association  of  Gas  Managers,  arouses  some 
reflections  upon  the  general  question  of  the  utility  of  these 
local  societies,  which  may  be  conveniently  discussed  upon 
the  present  occasion.  All  human  institutions  have  their  good 
and  bad  aspects ;  and  District  Associations  of  Gas  Managers 
are  not  exempt  from  this  law.  Upon  the  relative  balance  of 
good  and  evil  in  the  constitution  and  operation  of  an  institu¬ 
tion  depends  the  verdict  of  the  world  as  to  its  worthiness. 
It  is  a  necessary  attribute  of  hfe,  both  of  an  institution  and  of 


the  people  interested  in  it,  that  this  critical  balance  continually 
fluctuates,  so  that  the  popular  verdict  which  may  be  recorded 
at  any  time  accordingly  only  holds  good  for  the  era  of  its 
delivery.  The  most  superficial  glance  over  history  shows  us 
a  succession  of  changes  in  men  and  in  their  institutions. 
Organizations  like  the  mediceval  trade  guilds  can  be  seen,  in 
the  graphic  pages  of  Green,  Froude,  or  Freeman,  to  assume 
shape,  perform  certain  services,  arrive  at  the  zenith  of  their 
power  and;  influence,  and  finally  to  grow  old  and  die. 
The  popular  verdicts  that  would  be  given  respecting 
the  worthiness  of  these  institutions  at  difterent  periods 
would  naturally  vary  ;  until  at  last  it  would  have  to  be 
confessed  that  they  had  lost  their  reason  for  existence, 
although  their  forms  might  survive  for  ceremonial  purposes. 
It  is  a  fact  that  should  be  borne  in  mind,  however,  that  the 
need  for  the  mutual  association  of  men  engaged  in  the  same 
calling  is  witnessed  to  by  the  history  of  every  civilized  nation  ; 
and  the  fact  must  be  regarded  as  counterbalancing  the  asser¬ 
tion  of  the  old  saw  which  declares  that  “  two  of  a  trade  can 
“  never  agree.”  These  social  organizations  of  various  orders 
and  divisions  of  the  community  for  purposes  of  their  own, 
have  assumed  many  different  forms  in  past  ages  ;  and  their 
objects  have  been  as  diverse  as  their  constitutions.  Originally 
created  for  mutual  protection,  responsibility  to  the  com¬ 
munity  for  the  characters  and  work  of  their  members  was 
grafted  upon  them  ;  and  at  last  they  in  many  cases  exercised 
extensive  judicial  functions,  and  in  many  respects  did  more 
harm  than  good  to  the  arts  which  they  were  supposed  to 
protect  and  to  those  men  who  practised  them.  Thus  in¬ 
flation  led  to  collapse  ;  and  the  guild  system  for  the  regula¬ 
tion  of  trades  fell  into  desuetude.  The  idea  upon  which  the 
system  was  based  remained,  however,  and  there  never  were 
so  many  professional  and  trade  societies  of  all  sorts  as  there 
are  at  present  in  all  parts  of  the  world.  Man  tends  to 
become  a  more  social  animal  the  higher  he  develops  his 
civilization  ;  and  therefore,  although  in  becoming  a  manu¬ 
facturer  or  trader  he  no  longer  needs  the  material  protection 
of  a  guild,  he  does  need  to  associate  with  his  fellows  in  the 
same  line  of  business,  for  more  reasons  than  can  be  easily 
summarized. 

If  one  were  to  ask  in  general  terms  whether  gas  engineers 
and  managers  need  to  associate  like  men  of  other  callings, 
the  answer  could  only  be  in  one  sense.  Going  more  into 
particulars,  and  asking  whether  the  experiment  of  asso¬ 
ciation  as  actually  made  had  been  successful,  the  response 
would  be  again  in  the  affirmative  ;  and  the  fact  of  recent 
additions  to  the  number  of  District  Gas  Managers  Asso¬ 
ciations  would  be  cited  in  support  of  this  view.  Yes  ;  there 
can  be  no  doubt  that  the  idea  of  gathering  together  the  gas 
managers  quartered  in  different  geographical  divisions  of  the 
kingdom  has  been,  and  continues  to  be,  popular  ;  and  there 
is  no  apparent  reason  why  it  should  not  be  fruitful  of  good 
in  the  future  as  it  has  been  in  the  past.  Regarding  the 
matter  fi’om  the  point  of  view  of  geography,  our  American 
cousins  may  plead  with  undeniable  force  that  their  circum¬ 
stances  furnish  the  occasion  for  association  by  districts  in  a 
fashion  that  we  on  this  side  of  the  Atlantic  cannot  repeat.^ 
In  the  coming  years  there  will  probably  be  an  association  of 
gas  managers  for  every  State  of  the  Union  and  for  every 
Province  of  the  Dominion ;  whereas  we  cannot  split  up  our 
small  territory  into  many  more  sections  than  are  now 
recognized.  There  is  perhaps  room  within  our  borders  for 
one  °or  two  more  District  Associations  ;  but  the  process  of 
subdivision  cannot  be  usefully  carried  too  far.  The  formal 
constitution  of  an  association  of  professional  men  for  mutual 
improvement  in  technical  matters  necessitates  a  certain  width 
of  basis,  and,  if  it  may  be  so  defined,  density  of  foundation. 
Where  this  fails,  the  constitution  weakens,  and  finally 
crumbles.  An  example  in  point  is  afforded  by  the  aban¬ 
donment  by  the  West  of  Scotland  Association  of  their 
formal  organization,  while  the  members  still  meet  informally. 
The  little  Waverley  Association  is  another  example,  and  the 
only  one  in  the  country,  of  a  group  of  gas  managers  who 
keep  together  in  a  friendly  and  only  semi-formal  way  ;  meet¬ 
ing  twice  a  year  for  the  conversational  discussion  of  technical 
matters,  but  recognizing  the  inapplicability  to  their  case  of 
a  cumbrous  organization. 

While  a  District  Association  cannot  exist  in  too  restricted 
an  area,  however,  it  fails  of  its  purpose  if  it  embraces  too  wide 
a  stretch  of  country.  In  connection  with  the  recent  meeting 
of  the  North  of  Ireland  Association,  there  was  manifested  an 
amiable  desire  on  the  part  of  some  of  the  members  to  extend 
their  boundaries  for  the  purpose  of  including  some  of  their 
friends  in  the  South.  Now,  without  seeking  to  discourage  a 
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perfectly  natural  wish  for  the  creation  of  an  Irish  Association, 
if  such  exists,  we  take  leave  to  cite  this  indicated  extension  as 
an  instance  of  what  the  managers  of  a  District  Association 
ought  to  avoid.  The  fundamental  idea,  we  take  it,  of  an 
organization  of  this  kind  is  that  it  should  be  confined  to  its 
geographical  place  ;  and  in  this  country  we  should  think  that 
a  good  general  guide  for  fixing  the  range  of  the  places  of 
meeting  would  be  the  consideration  that  the  great  majority 
of  the  members  should  be  able  easily  to  go  to  and  return 
from  the  meetings  in  one  day.  A  District  Association  that 
compels  its  members  to  sleep  away  from  home  in  order  to 
attend  its  gatherings,  transgresses  the  fundamental  law  of  its 
existence.  It  must  be  territorial  or  nothing.  It  should  bind 
the  gas  managers  of  the  district,  great  and  small,  into  such 
fraternity,  that  the  young  man  struggling  upward  from  the 
very  lowest  rungs  of  the  ladder  may  feel  fellowship  with  the 
engineer  of  world-wide  reputation  ;  and  with  this  object  every¬ 
thing  tending  to  make  a  poorly-paid  man  feel  shut  out  from 
the  company  of  his  more  fortunate  colleagues  should  be  rigidly 
put  down.  The  offices  in  the  District  Associations  should 
not  be  restricted  to  the  men  who  can  afford  to  spend  their 
money  in  entertaining  the  society.  Some  presidents  and 
other  members,  out  of  the  goodness  of  their  hearts,  may  give 
dinners  to  their  colleagues  ;  but  if  this  is  done  in  a  spirit  of 
ostentation,  it  becomes  a  crying  evil.  We  have  no  desire  to 
lay  down  a  hard-and-fast  rule  in  a  matter  of  such  delicacy  ; 
but  our  meaning  is  not  difficult  to  understand  by  anyone 
acqirainted  with  the  inner  working  of  these  societies. 

Finally,  those  about  to  start  a  new  District  Association 
have  the  opportunity  for  examining  the  constitutions  and 
records  of  the  older  organizations  of  the  kind,  and  improving 
upon  their  examples.  If  we  might  offer  a  suggestion  for  the 
consideration  of  tlie  promoters  and  first  officers  of  new  District 
Associations  of  Gas  Managers,  it  would  be  that  they  should 
avoid  formality  as  far  as  is  consistent  wdth  the  preservation 
of  order.  There  is  no  reason  why  all  societies  of  the  kind 
should  be  constructed  upon  one  uniform  plan,  or  why  so 
much  of  the  time  of  the  members,  who  come  together  usually 
for  half  a  day  at  most,  should  be  taken  up  with  routine  busi¬ 
ness  that  would  be  necessary  for  a  larger  society,  but  is  ob¬ 
viously  superfluous  for  a  friendly  meeting  of  a  dozen  or  a  score 
of  professional  men.  There  is  a  good  deal  of  superstition, 
moreover,  about  the  desirability  of  papers  for  these  meetings. 
Papers  of  any  worth  are  not  easily  obtained  ;  and  the  multi- 
phcation  of  district  societies  will  not  tend  to  improve  matters 
in  this  respect.  There  need  be  no  difficulty  in  getting  the 
members  to  “  talk  gas  ”  in  an  instructive  fashion,  however, 
if  the  ball  of  discussion  is  set  rolling  in  the  proper  way.  Why, 
for  instance,  should  it  not  be  an  understood  thing  that 
at  a  certain  meeting  the  members  will  be  expected  to  talk 
about  carbonization,  at  another  about  locally  available  sup¬ 
plies  of  coal,  at  the  next  about  purifying  methods,  and  so  on  ? 
The  interchange  of  ideas,  which  is  one  of  the  chief  objects  of 
these  local  meetings,  would  be  effected  in  this  way  quite  as 
usefully,  and  with  much  less  trouble  to  the  Secretary,  than 
where  he  has  to  depend  upon  the  production  of  a  paper  in 
order  to  set  the  members  talking  among  themselves.  Take 
another  case — that  of  a  gas  manager  who  has  encountered  in 
his  work  some  obstacle  or  difficulty  which  he  is  for  the  time 
unable  to  overcome.  He  goes  to  the  meeting,  sits  through 
the  paper  or  the  other  business  as  patiently  as  he  may,  and 
perhaps  it  is  not  until  after  the  formal  business  is  over,  and 
he  finds  himself  in  a  snug  corner  next  to  a  friend  to  whom  he 
looks  up,  that  he  unburdens  his  soul,  and  obtains  the  helpful 
counsel  of  which  he  stands  in  need.  Now,  why  should  not 
that  interested  inquirer  have  an  opportunity  for  stating  his 
case,  either  upon  a  slip  of  paper  handed  to  the  Secretary,  to 
be  read  out  anonymously,  or  in  person  ?  We  could  name 
many  instances  of  this  process  of  quiet  inquiry  and  instruction 
following  upon  a  formal  meeting  in  which  nothing  half  so 
interesting  had  been  brought  forward. 

We  have  remarked  that  District  Associations  of  Gas  Mana¬ 
gers  have  their  bad  as  well  as  their  good  aspects  ;  and  if  we 
mention  one  of  them,  it  is  not  with  any  desire  to  refer  to  any 
particular  society,  old  or  new,  but  merely  in  order  to  point 
out  a  danger  which  may  be  avoided  with  a  little  care.  It  is 
perhaps  the  “  natural  defect  of  the  good  quality  ”  of  these 
District  Associations  that  they  sometimes  appear  to  heighten 
a  feeling  of  exclusiveness  or  clannishness  that  but  for  them 
would  in  time  die  out  of  certain  localities.  It  is  a  good  thing 
to  bring  the  men  of  one  district  together  in  amity  ;  but  it  is 
a  very  bad  thing  if,  in  agreeing  among  themselves,  the  same 
body  of  men  grow  to  mutually  flatter  themselves  that  they 
are  a  (peculiar  people,  much  cleverer,  or  better,  or  of  more 


importance  than  any  other  set  of  men  pursuing  the  same 
calling  in  the  country.  Yet  there  can  be  no  doubt  that  local 
patriotism,  if  it  may  be  so  called,  has  this  effect  when  unduly 
indulged  in.  We  do  not  for  a  moment  seek  to  imply  that 
gas  managers  are  more  prone  to  this  exaggeration  of  local 
sentiment  than  other  members  of  the  community ;  the 
contrary  is  nearer  the  truth.  But  if  and  wherever  the 
tendency  exists,  the  great  drawback  of  territorial  societies  is 
that  they  are  apt  to  foster  it.  Gas  managers,  indeed,  are  the 
last  men  who  can  afford  to  allow  themselves  to  be  identified 
with  a  particular  district.  There  are  a  few  among  them  who 
hold  what  may  almost  be  called  family  appointments,  so 
naturally  do  they  descend  from  father  to  son ;  but  we  have 
not  noticed  that  these  happily-provided-for  individuals  are 
necessarily  more  parochial  in  their  ideas  than  others  who  are 
always  on  the  look-out  for  better  appointments.  The  great 
bulk  of  gas  managers  must  keep  themselves  free  to  remove 
from  any  part  of  England  to  the  remotest  corners  of  the 
civilized  world,  according  as  their  interests  demand.  Hence 
they  dare  not  tie  themselves  too  rigidly  to  any  British 
district,  but  should,  for  their  own  sakes,  form  and  preserve  a 
cosmopolitan  freedom  of  spirit  which  must  make  them  good 
companions  for  congenial  souls  everywhere.  Like  seafaring 
men,  and  only  in  a  little  less  degree,  gas  managers  should 
live  as  citizens  of  the  world,  in  abhorrence  of  everything 
savouring  of  local  prejudice  and  littleness,  which,  as  the 
unclean  thing,  ought  never  to  be  named  among  them. 

A  POPULAR  PROTEST. 

As  will  have  been  seen  by  a  report  published  in  the  last  issue 
of  the  Journal,  the  populace  of  Cowpen,  Northumberland, 
have  been  indulging  in  a  somewhat  rough,  but  decidedly 
emphatic  demonstration  of  disapproval  of  the  conduct  of  their 
local  governors,  who,  by  quarrelling  with  the  Gas  Company, 
have  deprived  the  town  of  public  lights.  The  agitation  is 
being  kept  up  by  a  newspaper,  which  is  trying  desperately  to 
prevent  the  Local  Board  from  rushing  headlong  into  the  toils 
of  fair-speaking  electricians.  With  this  view  the  “  shocking 
“  example  ”  of  Barnet  is  naturally  made  the  most  of ;  and  the 
people  of  Cowpen  are  told  that  their  town  will  be  made  to 
appear  ridiculous  in  the  eyes  of  the  country  if  the  Local  Board 
are  permitted  to  continue  in  their  infatuated  course.  The 
matter  is,  naturally,  of  great  importance  to  dwellers  in  the 
locality  ;  but  outsiders  will  be  likely  to  think  that  the  question 
of  electricity  or  gas  for  street  lighting  will  not  be  settled 
either  at  Barnet  or  at  Cowpen.  The  instance  of  the  North¬ 
umbrian  township  is  interesting,  however,  as  a  specimen  of 
what  is  very  rarely  seen  in  the  country — the  assertion  on 
the  part  of  the  general  body  of  the  public  of  their  right 
to  a  service  of  which  they  had  been  deprived  by  their 
ruling  body.  Time  was  when  riots  were  the  only  means 
whereby  the  body  of  the  people  were  able  to  indicate 
to  the  governing  class  that  they  were  out  of  touch  with 
the  majority.  That  “  much-maligned  politician,  Mr.  John 
“  Cade,”  as  some  half-joking  modern  publicist  has  called  him, 
i-epresented  a  whole  ream  of  leading  articles,  together  with 
dozens  of  monster  meetings  and  an  infinity  of  talk.  Now-a- 
days  we  do  not  rebel  and  hang  sheriffs  ;  but  we  write  to  the 
newspapers.  There  are  occasions,  however,  when  the  rude 
directness  of  the  common  people  acts  very  much  upon  the 
straight  old  lines ;  and  the  Cowpen  demonstration  in  favour  of 
light  for  the  streets  differs  only  in  object  and  in  gentleness, 
but  not  in  principle,  from  abroad  riot  of  the  days  of  the  Corn 
Laws.  The  usual  methods  of  protest  open  to  the  people 
appeared  to  be  too  indirect  or  ineffective  ;  and  so  they  exer¬ 
cised  in  the  mildest  possible  way  ‘‘  the  sacred  right  of  insur- 
“  rection,  by  going  down  into  the  streets  with  torches  and 
“  rough  music.”  The  incident  is  worthy  of  remark.  It 
indicates  that,  in  the  opinion  of  these  blunt  Northumbrian 
folk,  the  lighting  of  their  streets  is  a  duty  which  their  Local 
Authority  must  discharge,  irrespective  of  incidental  squabbles 
with  the  Gas  Company.  The  demonstration,  as  we  under¬ 
stand,  was  not  so  much  in  favour  of  gas  as  a  protest  against 
the  fatuity  that  left  the  streets  in  darkness.  “  Quarrel  with 
“  the  Gas  Company  as  much  as  you  please,”  we  can  imagine 
the  people  in  the  streets  saying  to  the  Local  Board ;  “but 
“  keep  the  thoroughfares  lighted.”  It  is  possible  that  the 
members  of  the  Local  Board  were  so  engrossed  with  their 
quarrel  with  the  Company  that  they  failed  to  realize  how  the 
public  in  general  would  regard  the  extinction  of  the  street 
lamps.  But  they  have  now  had  a  lesson  upon  this  subject 
which  they  are  not  likely  to  forget.  The  torchlight  proces¬ 
sion  passed  off  for  the  occasion  very  quietly,  and  no  harm  was 
done.  Another  time,  however,  or  elsewhere,  the  result  might 
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be  different ;  and  then  the  Local  Authority  concerned  would 
find  themselves  under  the  burden  of  serious  responsibility. 

THE  IMPORTANCE  OF  LITTLE  INVENTIONS.  _ 

The  publication  in  our  columns  last  week  of  a  description  oi  a 
patented  device  for  the  speedy  and  econornical  extraction  oi 
cast-iron  main-pipes  from  the  lines  in  which  they  he  in  the 
ground,  reminds  one  of  the  multiplicity  of  small  invenhons 
whereby  the  work  of  making  and  distributing  gas  has  been 
improved  and  facilitated  of  late  years.  This  is  a  subj^t  that 
might  very  well  be  worked  up  into  a  paper  for  a  Listnct 
Association  of  Gas  Managers,  by  anybody  who  would  take 
the  trouble  to  compare  the  tools  and  processes  in  use  now 
with  those  available  (say)  twenty/years  ago.  We  deliberately 
exclude  from  this  review  all  changes  in  manufacturing  pro¬ 
cesses  which  ordinarily  form  subjects  for  papers  and  memoirs, 
and  confine  our  attention  to  the  small  details  that  nobody  would 
think  of  bringing  into  notice  jalone.  How  many  and  various 
are  the  novelties  of  this  kind  that  distinguish  a  well- 
equipped  gas-works  of  to-day  fi’om  the  same  establishinent 
as  conducted  by  the  worthy  men  of  the  past  generation ! 
We  published  an  article  some  time  ago  upon  the  import- 
tance  of  saving  the  “  drop  of  solder  ”  in  manufacture  , 
showing  that  all  industrial  progress  is  due  to  these  intrin¬ 
sically  insignificant  advances.  A  neat  method  of  fastening 
a  retort-lid,  a  device  for  taking  up  the  wear  of  a  hinge 
or  a  bearing,  a  trifling  alteration  of  a  governor  valve— all 
these  things  mean  progress  of  the  most  substantial  kind. 
If  one  goes  into  a  warehouse  and  looks  over  an  assort¬ 
ment  of  fittings,  how  often  does  it  happen  that  the  attention 
is  caught  by  something  which  is  an  evident  inaproveinent 
upon  a  well-known  pattern  ;  and  we  are  told  that  it  is  a  little 
invention  just  introduced  by  someone  who  knows  the 
requirements  of  the  trade !  There  is  nothing  theatrical 
about  these  small  advances ;  they  do  not  ^  revolutionize 
anything ;  and  the  benefit  derivable  from  any  individual  one 
of  the  class  may  be  very  slight.  In  the  mass,  however, 
they  tell  upon  the  art  or  industry  in  which  they  are  used. 
It  is  often  said— so  often  that  the  saying  is  sadly  thread¬ 
bare — that  he  is  a  benefactor  of  his  species  who  makes 
two  blades  of  grass  grow  where  one  grew  before.  If  this 
time-worn  old  saw  is  used  to  illustrate  the  value  of  what 
Sir  Frederick  Bramwell  has  recently  called  the  “  next-to 
“  nothing,”  it  fails ;  because  to  double  the  production  of 
forage  for  a  given  area  is  not  a  small  thing,  but  a  great 
feat.  To  drive  home  our  meaning,  we  should  say  that  the 
man  who  can  increase  the  length  of  a  blade  of  grass  by 
one-sixteenth  of  an  inch  is  a  benefactor  to  the  world.  He 
has  thereby  laid  the  foundation  for  a  possible  new  variety 
of  grass,  more  productive  than  the  old,  which  may  make 
all  the  difference  between  wealth  and  ruin  to  the  future 
agriculturist.  So  in  machinery,  the  inventor  of  a  new 
and  improved  piece  of  detail,  however  small,  so  that  it 
serves  its  purpose  better  than  that  which  went  before,  is  a 
true  leader  in  industrial  art. 
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As  a  rule,  ex  parte  statements  are  to  be  distrusted ;  and 
probably  it  would  be  rash  to  make  an  exception  in  favour  of 
the  vituperative  remarks  of  the  gentleman  who  a  day  or  two 
ago  attacked  the  Chelsea  Water  Company  at  the  Westminster 
Police  Court.  The  applicant  worked  himself  up  to  a  high 
pitch  of  indignation  not  only  against  the  Chelsea  Company, 
but  against  the  Metropolitan  Water  Companies  in  general. 
He  complained  of  “  a  most  iniquitous  and  high-handed  pro- 
“  ceeding  ”  in  the  particular  case  referred  to  ;  declared  that 
he  had  been  treated  with  scant  courtesy  at  the  Company’s 
office  ;  and  inveighed  in  general  terms  against  “  these  great 
“  monopolist  Companies,”  who,  it  was  suggested,  did  what 
they  pleased  with  the  down-trodden  and  oppressed  consumer. 
Such  is  the  formidable  indictment  which  was  preferred  before 
Mr.  Biron,  Q.C.,  last  week.  It  is  not  the  first  time  the  London 
Water  Companies  have  been  violently  scolded  in  a  Metro¬ 
politan  Police  Court ;  and  we  doubt  not  that  the  same  thing 
will  at  intervals  occur  again.  When  some  irate  landlord  or 
consumer  airs  his  exaggerated  grievances  in  the  presence  of 
a  Police  Magistrate,  the  reporters  eagerly  jot  down  his  florid 
sentences ;  and  in  due  course  the  dailies  have  recourse  to 
the  familiar  head-line  of  “The  Water  Companies  and  the 
“  Public.”  Doubtless,  now  and  again,  the  Companies  are  to 
blame.  It  is  not  given  to  mortals,  or  to  companies,  to  be 
invariably  in  the  right ;  but  experience  undoubtedly  shows 


that,  in  nine  cases  out  of  ten,  the  ex  parte  statements  of  the 

grievance-mongers  will  not  bear  the  test  of  full  and  impartial 
investigation.  There  are  two  sides  to  every  question,  even 
where  a  Water  Company  are  concerned  ;  and  we  should  be  by 
no  means  surprised  if  a  very  different  light  could  be  thrown 
upon  the  particular  facts,  if  facts  they  w'ere,  which  were 
stated  at  the  Westminster  Police  Court  in  the  absence  of 
the  Chelsea  Company’s  officials.  In  the  meantime  all  this 
noisy  flourish  is  calculated  to  deceive  the  imblic  and  to 
unfairly  prejudice  the  Company  whose  conduct  was  com¬ 
plained  of ;  the  more  so  as  the  applicant,  after  pouring  out 
the  vials  of  his  wrath,  coolly  stated  that  he  could  not  attend 
again,  as  he  w'as  about  to  go  to  Scotland.  This  certainly 
looked  as  if  he  were  not  labouring  under  any  abiding  sense 
of  injustice,  although  he  gladly  availed  himself  of  an  oppor¬ 
tunity  of  blowing  off'  the  steam  engendered  by  his  dispute 
with  the  officials  of  the  Water  Company.  What  the  appli¬ 
cant  wanted  indeed,  if  he  could  get  it,  was  a  peremptory  order, 
based  on  his  own  version  of  what  had  taken  place,  for  the 
Company  to  reinstate  the  pipe  which  they  had  disconnected. 
Of  course,  Mr.  Biron  had  no  power  to  comply  with  such  an 
application,  though  apparently,  and  perhaps  naturally, his  sym¬ 
pathies  were  with  the  applicant.  The  learned  Magistrate, 

'  whose  somewhat  hasty  exposition  of  the  Married  Women’s 
Property  Act  called  forth  some  criticism  on  a  recent  occa¬ 
sion,  paused  before  expressing  any  definite  opinion  as  to  the 
rights  of  the  Company  on  the  one  hand  and  of  the  consumer 
on  the  other.  Discretion  prevailed  ;  and  Mr.  Biron  declined 
in  this  instance  to  undertake  off-hand  the  interpretation  of 
the  law  in  regard  to  the  matter  before  him.  We  think  his 
Worship’s  reticence  was  commendable,  for  our  Metropolitan 
Magistrates  are  sometimes  hurried  into  rash  statements,  and 
are  too  generally  expected  to  act  as  the  “guide,  philosopher, 
“  and  friend  ”  of  all  sorts  of  applicants  on  every  conceivable 
subject.  Nevertheless,  the  law,  so  far  as  it  is  to  be  found  in 
the  Water-Works  Clauses  Act,  1847  (which  some  of  our 
indignant  contemporaries  convert  into  the  Water  Companies 
Consolidation  Act) ,  is  tolerably  plain  and  intelligible.  Section 
74  of  the  Act  provides  that  if  the  person  supplied  with  water, 
and  liable  to  pay  for  it,  neglect  to  pay  the  rate  at  any  of  the 
prescribed  times  of  payment,  the  flow  of  water  into  the 
premises  in  respect  of  which  the  rate  is  payable  may  be  stopped 
by  cutting  off  the  pipe  to  such  premises,  or  by  such  means 
as  “the  undertakers”  may  think  fit.  Section  70  enacts 
that  the  rates  shall  be  paid  quarterly  ;  and  that  the  first  pay¬ 
ment  shall  be  made  “  at  the  time  when  the  pipe  by  which  the 
“  water  is  supplied  is  made  to  communicate  with  the  pipes  of 
“  the  undertakers,  or  at  the  time  when  the  agreement  to  take 
“  the  water  ft-om  the  undertakers  is  made.”  These  provisions 
are  simple  enough,  and  are  necessary  in  the  general  interests 
of  the  public  as  well  as  of  the  Companies.  Of  the  special 
powers  possessed  by  the  Chelsea  Company  under  their  own 
Act,  we  will  not  undertake  to  speak.  We  are  not  expressing 
any  opinion  on  the  particular  case  which  was  brought  to  Mr. 
Biron’s  notice,  though,  as  we  have  indicated,  we  should 
expect  to  find  that  the  powers  of  the  Company  have  not  in 
reality  been  exceeded. 

The  report  of  the  Gas  and  Water  Committee  of  the 
Corporation  on  the  question  of  the  constant  supply,  to  which 
we  made  reference  some  weeks  ago,  came  before  the  Court 
of  Common  Council  on  Thursday,  and  gave  rise  to  a  dis¬ 
cussion  of  which  a  full  account  is  given  in  another  part  of 
our  columns.  The  Corporation  have  seen  fit  to  adopt  this 
somewhat  remarkable  report,  whereby  the  City  is  made  to 
plead  that  a  constant  supply  of  water  is  a  luxury  in  which  it 
cannot  afford  to  indulge.  Perhaps  it  may  be  suggested  that 
water  is  not  a  popular  beverage  with  the  City  magnates,  who 
are  familiar  with  something  of  a  more  exalted  character  than 
aqua  qnira  at  their  civic  banquets.  A  constant  supply  of 
champagne  or  turtle  soup  would  perhaps  be  more  keenly 
appreciated.  But  there  are  people,  nevertheless,  within  the 
City  boundary,  who  have  a  desire  for  something  which  they 
deem  more  convenient  and  satisfactory  than  an  intermittent 
supply  of  water.  It  happens,  however,  that  what  may  be 
termed  an  active  demand  is  small.  Out  of  fourteen  parishes 
which  have  spoken  their  minds  on  the  subject,  ten  are  in 
favour  of  the  constant  supply,  and  four  are  against  it.  There 
remain  98  who  say  nothing.  So  far  as  we  can  remember, 
the  spread  of  the  constant  supply,  comprehending  now 
more  than  one-half  the  houses  in  the  districts  of 
the  Metropolitan  Water  Companies,  has  been  brought 
about  by  the  Companies  and  the  consumers  irrespec¬ 
tive  of  the  Local  Authorities.  Also  in  regard  to  the 
hydrants,  excepting  the  City  proper,  the  extent  to  which 
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these  have  been  introduced  is  mainly  due  to  the 
initiative  of  the  Water  Companies.  In  their  efforts  to  extend 
the  constant  service,  the  Companies  have  frequently  to 
encounter  obstacles  where  they  might  rather  have  looked  for 
assistance.  Some  of  the  Authorities,  in  days  that  are  now 
happily  gone  by,  were  accustomed  to  argue  that  hydrants 
would  be  superfluous  unless  they  rendered  fire-engines  un¬ 
necessary.  So  an  idea  now  prevails  in  many  quarters  that, 
where  there  is  a  constant  supply,  there  ought  not  to  be  any 
need  for  storeage  cisterns-  The  East  London  Company,  in 
the  interests  of  the  consumer,  and,  as  we  believe,  in  accord¬ 
ance  with  the  law,  require  that  there  shall  he  a  storeage 
cistern  as  well  as  a  waste-preventer.  This  is  looked  upon 
by  some  misguided  people  as  a  gross  piece  of  tyranny,  and 
the  notion  is  shared  by  Mr.  Lushington,  the  Magistrate  at 
the  Thames  Police  Court,  who  has  just  decided  that  a  waste- 
preventer  holding  two  gallons  of  water  is  all  -that  the  law 
requires.  Certainly  it  is  not  all  that  the  consumer  needs, 
as  recent  events  have  proved  in  the  East  London  district. 
But  the  decision  of  the  Magistrate  goes  against  the  Company, 
who  will  now  have  to  carry  the  case  to  a  Superior  Court, 
where  it  is  to  be  hoped  a  little  common  sense  will  prevail. 

The  sewage  scheme  of  the  Manchester  Corporation  forms 
the  subject  of  an  inquiry  which  is  being  conducted  in  the 
Town  Hall,  Manchester,  by  Mr.  S.  J.  Smith,  C.E.,  one  of 
the  Inspectors  of  the  Local  Government  Board.  The  oppo¬ 
sition  presents  a  formidable  front,  if  we  may  estimate  its 
strength  by  the  array  of  Counsel  who  appear  on  behalf  of 
the  objecting  parties.  The  opponents  consist  of  numerous 
local  authorities  outside  the  city  area ;  and  a  large  number 
of  persons  owning  or  occupying  property  in  the  neighbour¬ 
hood  of  the  proposed  outfall  works.  The  application  to  the 
Local  Government  Board  is  for  power  to  borrow  £450,000 
for  a  scheme  of  sewerage  and  sewage  disposal,  and  £40,000 
for  the  purchase  of  land.  The  sewage  of  the  city  is  to  be 
gathered  up  in  two  intercepting  sewers,  converging  into 
one  at  the  city  boundary,  and  proceeding  thence  to  a  point 
four  miles  distant,  where  the  sewage  is  to  be  treated  chemi¬ 
cally,  so  as  to  throw  down  the  matters  in  suspension.  The 
liquid  is  then  to  be  filtered  through  GO  acres  of  land,  on  the 
plan  of  intermittent  downward  filtration ;  the  effluent  pass¬ 
ing  into  the  River  Irwell,  and  thence  into  the  Manchester 
Ship  Canal.  The  effluent  must  be  of  a  character  to  satisfy 
the  Canal  Company  ;  and  an  agreement  has  been  entered  into 
for  the  purpose.  The  area  of  the  City  of  Manchester  is 
nearly  GOOO  acres  ;  and  the  population,  378,000.  The  present 
daily  water  supply  is  thirteen  gallons  per  head  for  domestic, 
and  seven  gallons  for  trade  purposes.  There  are  18,800 
water-closets,  G6,000  dry-earth  closets,  and  no  cesspools. 
The  sewerage  plan  is  devised  for  a  population  of  500,000  ;  and 
a  daily  water  supply  of  44  gallons  per  head.  The  rainfall  is 
35  inches  per  annum,  and  the  proposed  sewers  are  estimated 
to  carry  off  a  maximum  of  100,254,000  gallons  per  day.  At 
the  outfall  works,  the  sewage  will  pass  through  a  series  of 
tanks  ;  precipitation  being  effected  by  means  of  lime  and 
sulphate  of  alumina,  or  “  the  best  known  precipitant.” 
There  is  to  be  an  overflow,  by  means  of  which,  if  necessary, 
the  whole  of  the  effluent  could  be  passed  direct  into  the 
Ship  Canal.  Mr.  Allison,  the  City  Surveyor,  says  he  has 
designed  the  sewers  of  such  dimensions  that  they  would 
suffice  for  the  requirements  of  Manchester,  even  if  the  present 
pail  system  were  to  be  done  away  with  and  superseded  by 
water-closets.  The  daily  volume  of  wet  sludge  produced 
by  the  precipitation  process  is  reckoned  at  120  tons,  to 
be  dried  down  in  four  days  to  25  tons.  Such  are  the  leading 
features  of  a  plan  which  appears  to  possess  considerable 
dimensions,  though  it  has  to  encounter  the  objection  of  being 
too  restricted,  as  it  ignores  certain  outlying  localities  con¬ 
tiguous  to  the  route  of  the  outfall  sewer.  There  is  a 
“  Greater  Manchester”  which  pleads  to  be  included.  There 
is  also  a  demur  on  the  customary  plea  of  nuisance,  and  it  is 
urged  as  a  hard  matter  that  people  who  go  out  of  Man¬ 
chester  in  pursuit  of  health  should  afterwards  have  the  sewage 
brought  to  their  doors.  Another  objection  has  reference  to 
the  filtering  area,  which  is  declared  to  be  too  small.  This 
part  of  the  question  is  obviously  affected  by  the  efficiency  of 
the  chemical  process  which  precedes  the  action  of  the  filter- 
beds.  The  City  Surveyor  does  not  believe  that  any  more 
land  is,  or  will  be,  necessary.  He  rather  expects  that 
four  or  five  years  hence  “  chemical  science  will  be  so 
“  far  advanced”  that  the  Corporation  will  have  no  use  even 
for  the  GO  acres.  Dr.  Frankland  has  also  given  evidence  in 
support  of  the  scheme,  and  believes  the  area  for  the 
filter-beds  to  be  ample.  Concerning  the  effluent,  he  says  it 


would  not  be  pure  enough  to  drink,  or  so  pure  as  he  should 
prescribe  for  an  effluent  that  would  be  turned  into  a  river 
from  which  toAvns  took  their  water ;  but  it  would  be  suffi¬ 
ciently  purified  for  the  purpose  for  which  it  was  to  be  used. 
We  observe  that  Dr.  Frankland  speaks  as  if  the  whole  95 
acres  of  land  at  the  works  would  be  available  for  filter-beds. 
According  to  the  Coventry  ratio,  to  which  he  makes  refer¬ 
ence,  GO  acres  would  about  suffice  for  the  present  population 
of  Manchester,  leaving  no  margin  for  increase.  In  cross- 
examination,  Dr.  Frankland  seems  to  have  the  GO  acres  in 
view,  and  says  it  would,  of  course,  be  better  if  the  Corpora¬ 
tion  had  a  larger  area  at  their  disposal.  With  respect 
to  irrigation,  it  is  said  that  no  such  scheme  is  practicable  for 
Manchester.  The  issue  of  the  inquiry  will  be  awaited  with 
much  interest.  It  is  a  great  “  sewage  fight.”  Dr.  Pank- 
hurst,  who  is  one  of  the  opposing  Counsel,  declares  himself 
ready  to  prove  that,  while  the  drainage  scheme  of  the  Cor¬ 
poration  is  “  an  admirable  one,”  the  plan  proposed  for  the 
disposal  of  the  sewage  involves  “  a  terrible  mistake.” 
Officials,  medical  and  otherwise,  from  Bradford,  Coventry, 
Leeds,  and  Bolton,  have  given  evidence  in  defence  of  the 
plan  for  the  treatment  of  the  sewage,  founded  on  their  local 
experience.  Mr.  James  Mansergh,  C.E.,  approves  of  the 
entire  project— the  sewers,  the  outfall,  and  the  sewage 
works.  The  line  of  cross-examination  with  regard  to  these 
witnesses  suggests  that  the  sludge  would  be  likely  to  prove 
offensive  to  the  neighbourhood.  Dr.  Charles  Meymott  Tidy 
appeared  on  behalf  of  the  Corporation,  and  declared  that 
the  plan  they  were  seeking  to  adopt  would  be  “of  enormous, 
“public  benefit.”  The  case  for  the  Corporation  closed  on 
Saturday,  and  the  examination  of  local  witnesses  in  opposi¬ 
tion  has  now  commenced. 


Mr.  Helps’  System  of  Pipe  Extraction. — In  the  article  in 
the  Journal  last  week  (p.  508)  describing  the  appliance  invented 
by  Mr.  J.  W.  Helps,  Engineer  of  the  Croydon  Gas  Company,  for 
extracting  cast-iron  gas  and  water  mains  from  the  lines  in  which 
they  lie  in  the  trenches,  it  was  by  inadvertence  omitted  to  be  stated 
that  the  system  has  been  patented,  and  therefore  cannot  be  used 
without  Mr.  Helps’s  authority. 

The  Management  of  the  Leeds  Gas-Works. — At  a  meeting  of 
the  Gas  Committee  of  the  Leeds  Corporation  last  Thursday,  the 
resignation  of  Mr.  E.  J.  Lloyd,  Resident  Engineer  at  the  York 
Street  Gas-Works,  who,  as  announced  last  week,  has  been  appointed 
Engineer  and  Manager  of  the  Avon  Street  works  of  the  Bristol 
Gas  Company,  was  accepted.  Mr.  Townsley,  of  the  Meadow  Lane 
works,  has  been  appointed  to  the  position  vacated  by  Mr.  Lloyd. 

Presentation  to  Mr.  G.  G.arnett,  M.  Inst.  C.E. — On  Mon¬ 
day  afternoon  last  week,  the  Mayor  of  Ryde  (Mr.  R.  Colenutt), 
accompanied  by  the  Town  Clerk  (Mr.  J.  W.  Fardell)  and  sever^ 
members  of  the  municipal  body,  waited  on  Mr.  George  Garnett, 
M.  Inst.  C.E.,  Engineer  and  Secretary  of  the  Ryde  Gas  Company, 
at  his  residence,  for  the  purpose  of  presenting  him  with  an  illumi¬ 
nated  address  on  behalf  of  the  Corporation.  The  Mayor,  in 
making  the  presentation,  referred  to  the  many  good  works  with 
which  Mr.  Garnett  had  been  associated  in  connection  with  the 
town,  and  especially  to  his  generosity  in  giving  the  Corporation  a 
handsome  mace — a  gift  which  he  was  sure  the  whole  town  very 
much  appreciated.  He  expressed  the  hope  that  Mr.  and  Mrs. 
Garnett  might  live  for  many  years  to  look  upon  the  testimonial 
which  it  was  his  pleasure  to  present.  Mr.  Garnett  thanked  the 
Mayor  and  the  representatives  of  the  Corporation,  and  expressed 
his  high  appreciation  of  their  gift,  which  he  said  he  should  show 
to  his  friends  with  great  pleasure.  He  hoped  that  when  looking 
thereon,  others  might  be  induced  to  follow  his  example.  If  they 
did  so,  they  would  find  the  truth  of  the  Scriptural  adage  that  it 
was  more  blessed  to  give  than  to  receive.  The  address,  which 
is  a  beautiful  work  of  art,  was  engrossed  by  one  of  the  staff  in  the 
Borough  Surveyor’s  office.  Its  presentation  was  in  virtue  of  a. 
resolution  passed  by  the  Council  on  the  10th  of  July  last,  just 
after  the  gift  of  the  mace  by  Mr.  Garnett.  It  sets  forth  that  it  is 
a  testimony  of  the  appreciation  by  the  Corporation  of  the  public 
spirit  with  which  Mr.  Garnett  had  helped  every  movement 
“  having  for  its  object  the  dignity  and  prosperity  of  the  borough.’' 
The  address,  which  is  sealed  with  the  borough  seal,  and  signed 
by  the  Mayor  and  Town  Clerk,  is  surmounted  by  the  borough 
arms,  and  has  a  capital  representation  of  the  mace  introduced 
amongst  the  other  artistic  embellishments.  Referring  to  the 
presentation,  the  Isle  of  Wight  County  Press  last  Saturday  said  : 
“  Very  few  citizens  can  show  so  good  a  record  of  public  service  as 
Mr.  George  Garnett.  He  was  one  of  the  originators  of  the  Munici¬ 
pality  of  Ryde ;  and  now  he  has  been  the  means,  directly  and 
indirectly,  of  equipping  its  Corporation  with  a  chain  of  office,  a 
mace,  and  a  loving  cup.  .  .  As  Chairman  of  the  Ryde  School  Board, 
too,  he  has  done  a  splendid  work.  Generous  in  all  public  matters, 
he  has  privately  done  much  good.  The  whole  town  wiU  cordially 
re-echo  the  words  of  the  Mayor  of  Ryde  in  presenting  the  richly- 
deserved  testimonial  from  the  Corporation,  and  will  wish  him  many 
a  year  of  life  in  which  to  lookback  with  satisfaction  upon  his  work 
in  Ryde,  and  to  be  the  centre  from  which  other  beneficent  deeds 
may  arise.” 


Sept.  25, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING.  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


5i3 


®0mmmtarus,  antr 


GAS  AND  WATEE  COMPANIES  IN  THE  STOCK  MAEKET. 

(Foe  Stock  and  Share  List,  see  p.  562.) 

Business  on  the  Stock  Exchange  during  the  past  week  has  been 
active  ;  although  the  happening  of  Jewish  holidays  in  the  course 
of  it  made  things  quieter  for  a  time.  The  general  tendency,  after 
a  little  hesitation  at  first,  has  been  good ;  and  most  descriptions 
have  moved  upwards  except  the  Fimds,  which  have  been  affected 
by  dearer  money.  Money  has  been  in  demand,  and  the  market  is 
firm,  A  further  rise  in  the  rate  would  not  come  altogether  as  a 
surprise  ;  but  it  will  depend  on  the  course  of  financial  affairs 
between  now  and  next  Thursday.  The  Gas  market  has  been  rather 
<]uieter.  But  few  changes  have  occurred  in  the  quotations ;  and 
these  are  somewhat  irregular.  The  tendency  of  the  Metropolitan 
Companies  has  been  easier.  Gaslight  “  A  ”  opened  steady  on 
Monday,  but  gradually  fell  away,  and  closed  at  its  worst  on 
Saturday ;  the  final  mark  being  252.  In  South  Metropolitan,  the 
A  ”  and  “  C  ”  have  not  been  dealt  in  at  all ;  but  there  have  been 
a  few  transactions  in  “  B.”  Prices  have  varied  very  little ;  but 
the  quotation  is  2  lower,  A  couple  of  transactions  in  Commercial 
old  were  all ;  and  the  quotation  is  unchanged.  In  the  Suburban 
and  Provincial  Companies,  business  has  been  very  quiet — except 
Alliance  and  Dublin,  which  has  met  with  more  attention,  and 
changed  hands  at  good  figures;  the  time  for  payment  of  the 
dividend  being  near.  A  transaction  in  Crystal  Palace  7  per  cents., 
which  is  a  rarity,  was  marked  at  152.  This  would  be  equivalent 
to  about  217  for  the  10  per  cents.,  or  rather  better  than  the 
nominal  quotation.  Of  the  foreign  undertakings.  Imperial  Con¬ 
tinental  is  quoted  1  higher ;  but  the  transactions  marked  were  at 
no  better  prices  than  the  week  before.  Continental  Union  prefer 
ence  is  also  1  better,  and  both  Bombay  issues  have  risen 
The  Ottoman  Company  meet  to-day  to  declare  a  dividend  at  the 
old  rate  of  7  per  cent.  There  has  been  more  animation  in  Water  ; 
and  several  further  improvements  have  been  made  in  the  quota¬ 
tions.  The  advance  in  Lambeth  is  most  noticeable.  The  10  per 
cent,  shares  are  now  almost  treading  on  the  heels  of  New  Eiver, 
which  used  to  lead  the  rest  by  a  considerable  distance.  Why  Kent 
should  be  left  so  far  behind  the  others  is  a  mystery,  as  it  is  by 
no  means  the  worst  or  the  worst-managed  Company. 

The  daily  operations  were  :  Quiet  business  in  Gas  on  Monday  ; 
but  the  prices  were  extremely  good.  Water  was  pretty  active, 
with  a  rise  of  2  in  New  Eiver,  and  1  each  in  Kent  and  Lambeth, 
On  Tuesday,  Imperial  Continental  was  the  busiest  of  the  Gas 
issues ;  ILtle  else  being  touched.  Continental  Union  preference 
rose  1.  Water  was  quieter,  hut  very  firm  ;  and  West  Middlesex 
rose  1.  Wednesday’s  Gas  business  was  only  moderate,  and 
offered  nothing  to  remark  but  a  fall  of  2  in  South  Metropolitan 
“  B.”  Water  was  duU  and  unchanged.  On  Thursday,  business  in 
Gas  was  again  limited.  Imperial  Continental  advanced  1.  Water 
as  before.  On  Friday,  there  was  business  done  in  several  Gas 
issues  ;  but  very  little  in  any  one.  Bombays  rose  Water  was 
more  active,  and  good  prices  were  marked.  Southwark  ordinary 
improved  1.  Gas  was  quiet  on  Saturday,  with  a  weak  tendency — 
especially  in  Gaslight  “A,”  which  receded  1.  Nothing  at  all  was 
done  in  Water. 


ELECTEIO  LIGHTING  MEMOEANDA. 

PROFESSOR  FORBES  UPON  THE  WESTINGHOUSE  SYSTEM  —  THE  ELECTRIC 
LIGHT  IN  ITS  PLACE — THE  PROPOSED  ELECTRIC  LIGHTING  SCHEME  FOR 
BIRMINGHAM. 

The  communication  from  Professor  George  Forbes,  F.E.S.,  to  the 
Mechanical  Section  of  the  British  Association,  upon  “  Electric 
Lighting  in  America,”  was  looked  forward  to  with  considerable 
interest.  This  was  fully  understood  by  Professor  Forbes  him¬ 
self;  and  in  introducing  his  subject,  he  assumed  the  duty  of  a 
scientific  reporter  upon  the  progress  of  central-station  lighting  in 
the  United  States  during  the  past  four  years,  since  the  Associa¬ 
tion  visited  America.  He  went  on  to  remark  that,  the  moment 
one  lands  in  the  States,  one  is  struck  hy  the  popularity  of  electric 
lighting ;  and  he  says  that  this  impression  is  maintained  after 
leaving  the  great  cities,  and  making  the  acquaintance  of  out-of-the- 
way  towns.  Of  late  years,  however,  the  greatest  progress  that  has 
been  made  in  central-station  lighting  in  America  is  the  work  of 
Mr.  Westinghouse,  who  has  made  the  Gaulard  and  Gibbs  system 
a  commercial  success.  As  an  illustration  of  the  extent  to  which 
Mr,  Westinghouse’s  electric  lighting  business  has  expanded. 
Professor  Forbes  states  that  he  has  at  the  present  moment  set  up 
110  complete  central  stations,  with  191,000  lamps.  Professor 
Forbes  declares  that  he  is  no  blind  worshipper  of  American  enter¬ 
prise  in  general,  or  of  Mr.  Westinghouse’s  methods  in  particular. 
He  admits  that  much  of  the  best  electrical  plant  and  machinery 
are  English  ;  and  does  not  think  that  the  Electric  Lighting  Act, 
although  he  calls  it  iniquitous,  is  altogether  to  blame  for  the  stagna¬ 
tion  of  the  electric  lighting  business  in  this  country.  He  is  rather 
inclined  to  think  that  the  cause  of  the  progress  of  electric  lighting 
with  inferior  appliances  in  the  States  is  to  be  found  in  the  spread 
of  “  technical  instruction  among  the  moneyed  classes.”  This  is  a 
high-flying  explanation  indeed.  People  more  awake  to  small 
considerations  than  Professor  Forbes  appears  to  be,  might  be 
inclined  to  add  to  this  explanation  a  reference  to  prices  of  gas  in 
America,  and  to  the  forbearance  of  the  public  with  regard  to  the 
quality  of  the  lighting.  Capitalists  have  helped  electric  lighting 
spechlators  in  this  country,  to  their  cost ;  but  with  little  of  the 
encouragement  they  appear  in  some  instances  to  have  received  in 


the  States.  However,  to  return  to  Professor  Forbes’s  story.  He 
gives  due  praise  to  the  American  electricians,  and  especially  to  the 
Westinghouse  Company,  for  their  forethought  in  manufacturing 
all  their  plant  and  machinery  according  to  predetermined  types 
in  regular  sizes  :  so  that  every  part  is  interchangeable,  and  nothing 
has  to  be  specially  designed  for  filling  orders  as  they  come  in.  It 
is  claimed  for  the  Westinghouse  system  that  it  shows  in  the 
lamps  70  per  cent,  of  the  power  given  to  the  driving  belts  by 
the  engine — a  very  good  return  for  converters  and  alternating 
dynamos.  Altogether  Professor  Forbes’s  paper  is  interesting 
and  fairly  instructive,  notwithstanding  the  reserve  with  which  the 
author  treats  the  question  of  capital  and  working  expenses  in  con¬ 
nection  with  central-station  lighting,  and  his  evident  disinclina¬ 
tion  to  recommend  the  Westinghouse  system  for  England. 

Among  the  papers  contributed  to  the  Mechanical  Science  Section 
of  the  British  Association,  was  one  by  Mr.  E.  Percy  Sellon  upon 
the  use  of  the  electric  light  in  the  night  navigation  of  the  Suez 
Canal,  which  we  refer  to  here  in  ordef  to  show  that  we  are  always 
prepared  to  recognize  what  there  is  good  and  useful  in  any  descrip¬ 
tion  of  electric  lighting.  Experience  has  abundantly  proved  that 
electric  lamps  for  ship  use,  and  for  a  variety  of  marine  purposes, 
are  as  conspicuously  in  their  place  as  they  are  out  of  it  in  the  case 
of  ordinary  street  lighting,  and  for  other  applications  over  which 
speculators  persist  in  wasting  money  which,  in  general,  does  not 
belong  to  them.  An  example  in  point  is  supplied  by  the  history  of 
the  opening  up  of  the  Suez  Canal  for  night  transit,  which  has 
practically  increased  the  carrying  capacity  of  the  Canal  by  50  per 
cent. — although  it  would  not  be  correct  to  ascribe  all  the  credit  for 
this  to  the  electric  lamps  borne  by  the  ships,  seeing  that  the  Canal 
Company  have  co-operated  in  the  matter  by  putting  down  a 
number  of  light  buoys  in  the  Bitter  Lakes,  and  erecting  guiding 
lights  along  the  banks,  supplied  with  gas  from  extensive  works  at 
Ismailia.  The  saving  of  time  passing  through  the  Canal  for  stea¬ 
mers  carrying  electric  lights  for  night  navigation  is  about  24  hours, 
which  is  worth  ^70  to  i£80  to  first-class  passenger  steamers. 

After  a  long  period  of  quiescence,  during  which  it  may  be  sup¬ 
posed  that  plans  have  been  perfected  and  negotiations  completed, 
there  is  again  a  sound  of  the  proposed  electric  lighting  scheme  for 
Birmingham  which  Messrs.  Chamberlain  and  Hookham  took  in 
hand  some  months  ago.  According  to  a  statement  appearing  in 
a  local  newspaper,  the  promoters  are  at  last  quite  ready  to  make 
their  formal  applications  to  the  Board  of  Trade  and  the  Corpora¬ 
tion,  and  are  sanguine  of  success  in  a  commercial  sense.  It  is 
further  stated  that  the  supply  of  electricity  is  to  be  by  meter  at  the 
rate  of  8d.  per  unit ;  which  is  equivalent  to  gas  at  6s.  8d.  per  1000 
cubic  feet.  At  this  rate,  the  average  cost  of  an  18-candle  power  in¬ 
candescent  lamp  would  be  a  little  under  ^d.  per  hour,  and  of  an 
ordinary  arc  lamp  4d.  per  hour.  There  is  to  be  no  restriction  as 
to  wiring  houses,  which  consumers  will  be  graciously  permitted  to 
get  done  (at  their  own  expense)  by  any  electrical  fitting  firm  they 
may  select ;  or  the  Company  wifi,  undertake  the  work  if  desired. 
The  average  cost  of  the  internal  wiring  is  estimated  at  about  £1 
per  lamp,  j)lus  an  initial  charge  of  £2  10s.,  which  appears  to  be 
contemplated  as  a  sort  of  entrance  fee.  The  necessary  electroliers 
and  glass  shades  are  estimated  to  cost  7s.  6d.  each,  and  the  lamps, 
which  ai’e  to  be  charged  for  at  48.  each  and  are  estimated  to  last 
1200  hours,  are  also  to  be  provided  by  the  consumer.  Thus  it  is 
evident  that  Messrs.  Chamberlain  and  Hookham’s  customers  will 
have  a  good  deal  to  pay,  in  one  way  or  another,  for  the  blessings 
of  electric  lighting,  if  they  ever  rejoice  in  them.  It  is  to  be 
noticed  that — probably  by  way  of  compliment  to  the  Corporation 
gas — the  normal  incandescent  lamps  are  estimated  to  afford  an 
average  illuminating  power  of  18  candles,  instead  of  the  16-candle 
power  usually  assigned  to  these  lamps  in  places  where  the 
gas  is  not  quite  so  brilliant.  Taking  this  statement  of  the  con¬ 
templated  rates  of  charge  for  electric  lighting  in  Birmingham  as 
authoritative,  however,  can  any  reasonable  man  require  further  in¬ 
formation  as  to  the  causes  why  the  system  has  not  become  more 
popular  in  this  country  ?  We  would  direct  Professor  Forbes’s 
attention  to  this  point.  Here  is  a  case  of  one  of  the  chief  towns 
of  the  Kingdom,  which  is  at  the  present  moment  nearly,  if  not 
quite,  destitute  of  the  blessing  of  electric  light.  Is  this  due  to  the 
Electric  Lighting  Act,  or  to  some  other  cause  ?  It  is  proposed  to 
supply  the  deficiency,  however  ;  and  the  first  fact  that  stares  one 
in  the  face  from  this  project  is  that  the  electric  light  is  to  cost  at 
least  three  times  as  much  as  gas  in  the  town.  In  addition  to  this, 
the  consumer  is  to  do  everything,  and  is  expected  to  commit  him¬ 
self  to  heavy  outlay  for  fittings,  in  spite  of  the  consideration  that 
of  all  the  town  electric  lighting  schemes  that  have  been  started  in 
different  parts  of  the  country  during  the  past  five  or  six  years,  those 
still  in  operation  may  almost  be  counted  upon  the  fingers  of  one 
hand.  It  is  worse  than  useless  for  electricians  and  their  unreason¬ 
ing  friends  to  hurl  abuse  at  the  Electric  Lighting  Act  until  they 
are  prepared  to  explain  considerations  such  as  the  above,  which  are 
more  significant  with  respect  to  the  real  position  of  electric  light¬ 
ing  in  this  country  than  all  the  glozing  lectures  and  papers  that 
were  ever  written  to  bolster  up  the  new  system  of  lighting. 


The  Petroleum  Trade. — Captain  J.  J.  Vandergrift,  President 
of  the  United  Oil  and  Gas  Trust,  in  an  interview  with  a  reporter  of 
the  Pittsburg  Commercial  Gazette,  furnished  some  highly  interest¬ 
ing  information  as  to  the  condition  of  the  oil  trade  in  Western 
Pennsylvania  and  also  the  future  of  the  Ohio  petroleum  trade.  He 
claims  that  by  next  year  there  will  not  be  enough  oil  produced  in 
this  State  to  supply  the  demand  of  consumers;  and  for  this  reason 
the  world  will  have  to  go  elsewhere  to  obtain  its  full  supply. 
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NEW  GASHOLDER  PATENTS. 

From  information  that  has  reached  us  from  various  quarters,  we 
are  able  to  state  that  several  applications  have  been  and  are  to  be 
made  to  the  Patent  Office  for  devices  for  guiding  gasholders  without 
lofty  guide-framing ;  so  that  in  a  short  time  gasholder  builders 
who  may  be  inclined  to  make  a  speciality  of  economical  construc¬ 
tion  upon  this  principle  will  have  a  considerable  range  of  choice 
of  methods.  This  is  a  matter  that  illustrates,  in  a  very  striking 
way,  the  force  of  example,  and  it  may  also  bo  read  as  a  lesson 
upon  the  canon  of  patent  law  which  forbids  the  patenting 
of  a  principle.  The  idea  of  dispensing  with  what  we  have 
called  superior  guide-framing  for  gasholders  is  so  clear  that  it 
strikes  one  as  almost  amounting  to  an  invention  of  itself ;  but 
when  properly  considered,  this  idea  will  be  found,  upon  inquiry, 
to  be  only  properly  definable  as  a  discovery.  Thus  it  enables 
us  to  show  the  essential  difference  between  a  discovery  and  an 
invention  ;  seeing  that  the  establishment  of  the  principle  that 
lofty  guide-framing  is  not  necessary  for  gasholders  is  a  discovery, 
while  the  devising  of  the  means  whereby  this  principle  can  be 
carried  into  effect  is  invention.  This  consideration  leads  on  to 
another  reflection,  upon  the  question  which  so  grievously  afflicts  in¬ 
ventors — the  respective  rights  and  claims  of  the  original  inventor  and 
the  later  improver.  This  is  a  matter  that  interests  the  world  at  large, 
which  is  often  more  indebted  to  the  improver  than  to  the  first 
inventor ;  but  it  is  something  upon  which  opinions  and  interests 
are,  and  will  always  remain,  hopelessly  divided.  Yet  it  is  possible 
to  do  justice  between  the  first  inventor  and  the  crowd  of  improvers 
whom  he  is  apt  to  stigmatize  undiscriminatingly  as  copyists  and 
infringers,  by  keeping  in  view  the  distinguishing  qualities  of  a 
discovery  and  an  invention.  It  frequently  occurs  that  the  two  ideas 
are  confounded  in  one  example ;  so  that  it  is  difficult  to  say  off¬ 
hand  which  is  discovery  and  which  invention — which  is  the  prin¬ 
ciple,  and  which  the  application  of  it.  Such  confusion  commonly 
happens  when  the  publication  of  an  invention  is  the  first  intima¬ 
tion  to  the  majority  of  the  community  that  a  new  discovery  has 
been  made  in  the  arts.  Take,  for  example,  the  matter  of  incan¬ 
descent  electric  lamps.  Here  was  a  case  in  which  the  discovery 
that  fine  filaments  or  wires  of  carbon  (rendered  vividly  incan¬ 
descent  by  the  internal  friction  of  a  strong  current  of  electricity, 
and  preserved  from  combustion  by  being  enclosed  in  a  vacuum 
glass)  could  be  made  use  of  for  lighting  purposes,  was  almost  in¬ 
extricably  mixed  up  with  the  invention  of  means  whereby  such 
lamps  could  be  made.  The  man  who  first  described  these  lamps 
and  gave  them  the  form  and  general  character  which  they  after¬ 
wards  retained,  but  which  were  previously  unknown,  naturally 
regards  himself  as  the  rightful  owner  of  the  whole  thing — 
discovery  as  well  as  invention ;  and  he  can  hardly  be  brought 
to  see  that  the  man  who  comes  after  him,  and  merely  im¬ 
proves  upon  the  manner  in  which  his  discovery  can  be 
carried  into  effect,  has  any  rights  at  all.  Take,  again,  the 

case  of  the  discoveiy  of  the  effect  of  heating  air  and  gas 
upon  their  luminosity  attending  the  combination  in  combus¬ 
tion.  It  is  not  many  years  ago  that  the  idea  that  any  good  what¬ 
ever  could  be  effected  by  such  means  was  generally  scouted.  A 
British  Association  Committee  reported  that  heating  air  and  gas 
up  to  the  melting  point  of  the  materials  composing  the  burners 
with  which  they  experimented,  had  no  appreciable  effect  upon  the 
illuminating  power  of  the  flame.  Yet,  at  the  time  when  this 
authoritative  declaration  was  published,  the  beginnings  of  the 
modern  regenerative  lamp  were  actually  in  course  of  development. 
We  all  know  to  what  a  pitch  this  development  has  been  brought 
by  the  successive  improvements  upon  the  original  embodiments  of 
the  discovery.  In  these  two  cases,  however — of  the  incandescent 
electric-lamp  and  the  regenerative  gas  lamp — it  is  possible  to  say 
that  the  original  inventor  of  the  means  was  also  the  discoverer 
of  the  principle  ;  or  if  he  was  not  strictly  entitled  to  this  distinc¬ 
tion,  that  at  least  was  to  him  due  the  bringing  into  prominence 
and  favour  of  the  idea  carried  out  in  his  invention.  It  is  not  so 
in  the  case  of  the  attempts  now  being  made  to  dispense  with 
superior  gasholder- framing.  Mr.  W.  Gadd,  in  the  specification 
which  we  published  last  week,  is  perhaps  the  first  patentee  in  the 
field.  But  he  does  not  lay  claim  to  any  credit  for  the  general 
idea  to  carry  out  which  his  invention  is  designed ;  and  he  will 
not,  therefore,  be  aggrieved  if  a  score  of  other  patentees  with 
similar  objects  to  his  own,  but  holding  different  views  as  to  the  most 
hopeful  way  of  securing  them,  should  besiege  the  Patent  Office 
during  the  next  few  months.  We  have  reason  to  believe  that 
some  inventors  have  now  plucked  up  heart  for  patenting  notions 
of  this  kind  that  they  have  cherished  more  or  less  hopefully  for 
years  ;  while  more  than  one  perfectly  futile  scheme  will  see  the 
light  that  has  been  talked  over  and  dismissed  as  impracticable  by 
half-a-hundred  engineers.  In  brief,  the  abolition  of  gasholder  guide- 
firaming  is  a  question  of  the  day  that  will  not  escape  in  some  of 
its  developments  the  reproach  of  being  a  “  fad  ”  of  the  hour. 

It  is  in  connection  with  this  subject  that  we  desire  to  utter  a  word 
of  warning.  We  believe  thoroughly,  for  reasons  that  need  not  be 
repeated,  that  with  due  precautions  a  gasholder  can  be  guided 
from  the  base ;  but  we  are  not  yet  prepared  to  state  what  these 
precautions  are  to  be.  It  is  necessary  to  remark  that  nobody  has 
yet  demonstrated  to  general  satisfaction  what  is  the  amount  of 
stress  that  would  be  thrown  upon  the  bottom  rollers  of  a  holder, 
supposing  that  there  was  nothing  else  to  keep  the  holder  stable. 
To  take  Mr.  Gadd’s  case  first,  as  being  most  immediate,  and  to 
frame  the  inquiry  in  its  simplest  terms,  we  pose  the  following 
question  :  A  single-lift  gasholder  is  100  feet  in  diameter,  and  24  feet 
high,  and  weighs  6G  tons — What  is  the  strain  upon  the  bottom 


rollers  according  to  Mr.  Gadd’s  plan  ?  So  far  as  we  can  see,  there 
do  not  exist  the  elements  required  to  furnish  the  solution  to  this 
question.  This  opinion  may  be  wrong;  but  we  should  like  to  see 
the  problem  worked  out.  Or  again,  as  the  solution  which  we  look 
for  as  of  the  first  importance  does  not  depend  upon  the  acceptability 
of  Mr.  Gadd’s  device,  let  it  be  sought  for  on  the  lines  of  the 
Eotherhithe  experiment :  If  it  is  not  necessary  to  carry  up  external 
guide-framing  to  the  full  height  of  the  holder,  in  order  to  ensure 
its  stability,  how  high  should  it  go  ?  And  what  will  be  the  method 
for  determining  the  stresses  passing  through  the  rollers  that  are 
retained  ?  No  attempt  has  been  made  to  deal  with  such  questions 
as  these  ;  but  answers  should  be  found  for  them  if  the  new  departure 
in  gasholder  design  is  to  be  credited  with  other  than  an  empirical 
character.  It  may  be  possible  to  erect  gasholders  up  to  say  80  feet 
diameter,  with  a  system  of  guiding  utterly  wrong  in  principle,  but 
made  serviceable  by  a  lavish  use  of  material.  It  is  when  holders 
become  large  that  the  question  of  combining  efficiency  with 
economy  in  construction  grows  pressing,  and  any  deviation  from 
true  principle  becomes  dangerous  as  well  as  costly.  After  regarding 
the  subject  from  all  sides,  therefore,  and  having  regard  to  the  magni¬ 
tude  of  the  interests  involved,  we  repeat  the  desire  already  expressed 
in  these  columns  for  something  like  a  crucial  experiment  in  connec¬ 
tion  with  a  gasholder  required  to  be  demolished,  the  conditions  of 
stability  of  which  could  be  ascertained  at  a  comparatively  small 
expense.  It  is  impossible  to  lay  down  in  advance  the  conditions 
under  which  such  an  experiment  should  be  conducted  ;  but  any  gas 
engineer  in  a  position  to  initiate  such  an  investigation  would 
deserve  the  thanks  of  his  fellows  by  setting  himself  to  solve  one  or 
two  questions  of  gasholder  stability  in  a  practical  fashion.  As  one 
of  our  correspondents  has  pointed  out,  however,  experiments  are 
apt  to  mislead,  unless  intelligently  conceived  and  properly  inter¬ 
preted.  It  would  therefore  be  a  study  to  propound  the  conditions 
of  an  acceptable  experiment.  In  the  meanwhile,  we  desire  to 
impress  upon  all  inventors  of  means  for  dispensing  with  gasholder 
framing,  the  potent  fact  that  they  have  not  yet  made  good  their 
ground,  lest  they  should  be  carried  away  by  the  prevailing  fashion, 
and,  with  a  bound  over  all  intervening  obstacles,  regard  that  system 
of  construction  as  easy  which  only  a  short  time  since  would  have 
been  dismissed  as  impossible. 

It  may  be  interesting  to  state  that  the  Rotherhithe  gasholder  has 
continued  in  regular  work  ever  since  it  was  first^inflated  with  the 
additional  lift.  The  guide-framing  is  considered  to  be  actually 
stronger  than  it  would  have  been  if  it  had  been  raised  to  the  full 
height,  because  it  is  composed  of  cast-iron  columns  ;  and  there  is  a 
limit  to  the  height  to  which  a  framing  of  this  kind  can  be  usefully 
carried.  A  cantilever  may  be  disguised  as  a  column  up  to  a  certain 
point ;  but  beyond  that  the  deception  becomes  impossible.  This 
consideration  is  of  the  kind  which  we  had  in  view  when  we  stated 
that  small  holders  could  be  constructed  after  erroneous  principles 
which  would  not  hold  good  with  larger  examples.  Columns  may 
be  used  in  the  old-fashioned  way  for  holders  up  to  what  a  few  years 
ago  would  have  been  regarded  as  a  large  size — that  is,  up  to 
double-lift  holders  of  200  feet  diameter.  To  depend  upon  cast-iron 
columns  for  holders  of  three  or  four  lifts  in  height,  and  exceeding 
200  feet  diameter,  would  evidently  be  to  spend  a  great  deal  of  money 
upon  a  method  of  construction  which,  even  if  it  could  be  made 
passably  secure,  would  illustrate  the  devotion  of  the  maximum  of 
material  to  the  minimum  of  strength. 


FINDING  WATER  BY  DIVINATION. 

The  sirbject  of  this  article  is  of  a  class  that  rarely  finds  admission 
into  the  necessarily  severe  columns  of  a  technical  journal ;  and 
that  we  should  propose  to  devote  any  of  our  space  to  a  discussion 
of  it  is  an  example  of  the  truism  that  “  extremes  meet."  For 
whatever  may  be  said  about  engineering  in  general,  by  critics 
occupying  all  the  range  from  the  position  just  filled  by  Sir 
Frederick  Bramwell  to  that  taken  up  by  Mr.  Euskin — that  is  to 
say,  from  a  perfervid  admirer  who  can  see  no  evil  in  the  Engineer, 
to  the  scorner  who  does  not  find  anything  good  in  him — it  cannot 
be  remarked  with  truth  that  civil  engineering  is  a  mystic  craft,  or 
that  it  demands  occult  powers  in  its  practitioners.  Yet  there  is  a 
point,  which  it  is  our  present  purpose  to  exhibit,  at  which  the 
matter-of-fact  practice  of  the  civil  engineer  comes  into  contact  with 
something  as  utterly  inexplicable  as  any  of  the  mysterious  powers 
professed  by  the  ancient  Magi,  or  narrated  in  Eider  Haggard’s 
most  thrilling  romance.  We  mean  the  use  of  the  so-called  “  divin¬ 
ing  rod  ’’  for  finding  underground  springs  or  streams  of  water.  It 
is  possible  that  some  of  our  readers,  having  reached  thus  far,  may 
be  disposed  to  turn  from  this  article  in  disgust  at  the  mere  idea  of 
our  proposing  to  discuss  seriously  such  a  piece  of  “  downright 
humbug,”  as  the  use  of  this  method  of  discovering  springs  of  water 
has  been  called  in  our  hearing,  by  men  who  have  never  seen_  it. 
It  is  possible,  however,  for  a  witness  to  testify  faithfully  respecting 
something  which  he  has  seen,  even  though  he  cannot  explain  it. 
Scientific  research  would  lose  all  its  charm  if  there  were  no 
mysteries  to  be  first  noted  and  then  cleared  up ;  and  a  fact  which 
appears  altogether  unaccountable  when  first  seen  by  itself,  may  in 
due  course  fall  into  its  proper  place  in  a  chain  of  phenomena  com¬ 
pleted  at  a  later  time  by  the  discovery  of  a  last  link  which  makes 
harmony  and  reason  out  of  what  was  previously  a  bewildering 
jumble  of  disconnected  observations.  This  argument  is  all  very 
good,  it  may  be  objected,  so  long  as  it  applies  to  facts ;  but  it  is 
open  to  a  critic  to  contend  that  we  have  not  yet  made  good  the  first 
premises,  and  shown  that  the  divining  rod  is  a  fact  and  not  a  means 
whereby  wide-awake  charlatans  occasionally  succeed  in  deluding 
the  credulous.  It  will  therefore  be  as  well  to  mention  that  in 
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what  we  shall  have  to  state  in  the  following  account  of  the 
divining  rod,  we  explain  nothing  and  guarantee  nothing  beyond 
the  plain  narration  of  what  was  witnessed  by  a  party  of  visitors 
to  Lisburn  on  the  occasion  of  the  recent  meeting  of  the  North  oi 
Ireland  Gas  Managers’  Association  in  that  prosaic  town. 

It  will  be  more  convenient,  however,  to  recount  by  way  ot 
preface  what  is  generally  reported  of  the  nature  and  use  ot 
the  divining  rod  for  finding  water.  Sufficient  information  for  the 
purpose  may  be  found  collected  in  two  articles  wnich  appeared  in 
Chambers's  Journal  for  Feb.  18  and  July  21  of  the  current  year. 
The  first  quotes  an  account  of  a  remarkable  experiment  m 
Suffolk,  published  in  the  East  Anglian  Daily  TiTues,  conducted 
by  a  Mr.  Lawrence,  from  Bristol,  with  the  object— which  appears 
to  have  been  obtained— of  determining  the  best  site  for  a  public 
well  for  the  village  of  Wattisham.  The  account  runs  as  follows  :— 
The  articles  used  for  the  purpose  of  indicating  the  presence  of  water 
underground  were  a  piece  of  steel  spring  about  a  foot  in  length,  and  a 
V-shaped  hazel  stick.  The  yard  behind  Wattisham  Hall  was  first 
selected  for  the  trials.  With  the  piece  of  spring  held  in  a  bowed  shape  in 
front  of  him,  and  firmly  grasped  with  both  hands,  the  operator  slowly 
stepped  about  the  yard.  In  a  very  short  time,  and  at  one  particular  spot 
not  far  from  the  house,  the  spring  began  to  twist  and  curve  about  m  the 
most  uncontrollable  manner.  With  the  hazel  stick  tightly  held  apex 
downwards,  he  again  stepped  towards  the  same  spot,  when  the  upward 
movements  and  twists  of  the  stick  were  so  violent  as  to  break  m 
Lawrence  predicted  that  at  this  spot  a  plentiful  supply  of  water  would  be 
found.” 

This  description  of  the  method  of  divination  is  corroborated  by 
the  writer  in  Chambers's  Journal,  by  reference  to  another  experi¬ 
ment  witnessed  by  him  near  Bath,  with  the  exception  that  in  this 
case  only  the  hazel  rod  was  used.  The  statement  continues  .  It  is 

certainly  most  interesting  to  observe  the  sudden  and  apparently 
uncontrollable  movement  of  the  wand,  as  held  by  the  diviner,  in 
certain  spots,  whilst  it  remains  perfectly  inert  in  others,  and  again, 
perhaps,  moves  very  slightly.  ...  In  the  case  indicated  ._  .  . 
water  was  found.”  This  account  sufficiently  describes  the  divining 
rod  itself,  and  the  method  of  using  it ;  while,  of  course,  it  leaves 
the  explanation  of  its  action  wholly  in  the  dark.  The  appearance 
of  this  article  attracted  other  communications  upon  the  same 
subject  which,  as  already  stated,  were  published  five  months  later. 
One  of  these  names  John  Mullens*  and  Lawrence  as  the  chief 
“  diviners  by  the  rod  ”  of  the  age— how  queer  this  sounds  ! — and 
claims  virtual  infallibility  for  the  first,  who  is  described  as  ‘‘  a 
working  mason  on  a  gentleman’s  estate,  and  an  unpretending 
honest  man,  who,  if  desired,  sinks  and  builds  his  own  wells  and 
charges  nothing  if  the  water  is  not  found.”  Mullens  convinced 
the  Vicar  of  the  parish— naturally,  an  incredulous  person— by 
tracing  out  the  running  sewer  from  the  vicarage  house  for  a  long 
distance  through  the  garden ;  not  a  hint  of  it  being  discernible 
above  ground,  and  its  position  being  known  only  to  the  Vicar  him¬ 
self.  “  He  discovered  our  water-mains  and  branches  here,  where- 
ever  he  crossed  them  in  the  course  of  his  journeys,  greatly  to  the 
surprise  of  an  engineer  from  Sheffield  who  constructed  our  reser¬ 
voirs.”  Another  correspondent  describes  the  use  of  the  rod,  con¬ 
sisting  of  “  a  small  branch  of  white-thorn  about  18  inches  long  in 
the  shape  of  the  letter  Y.  When  the  man— who  was  a  mason- 
tried  to  find  water,  he  walked  slowly  over  the  ground  clasping  the 
rod  firmly  with  both  hands  near  to  the  forked  branches^ ;  and  when 
the  branches  moved  upwards,  he  said  there  was  a  spring  of  water 
below,  and  gave  his  opinion  as  to  the  depth  of  it  from  the  surface. 

I  was  sceptical  about  the  rod,  and  thought  he  moved  it  by  some 
sleight-of-hand ;  but  in  the  course  of  the  day  I  was  convinced  it 
was  not  so.”  There  is  more  to  the  same  effect ;  but  enough  has 
been  cited  to  show  that  practitioners  with  the  rod  have  in  different 
places  convinced  capable,  and,  in  the  beginning,  sceptical  observers, 
of  their  trustworthiness. 

Now  for  our  own  piece  of  evidence.  At  Lisburn,  upon  the  occa¬ 
sion  of  the  meeting  of  the  North  of  Ireland  Association  of  Gas 
Managers,  we  met  Mr.  John  Stears,  of  Hull,  who  claimed  to  be 
peculiarly  gifted  with  the  power,  whatever  it  maybe,  of  discovering 
not  only  water  but  also  iron  underground,  by  virtue  of  the  rod.  It 
was  about  eleven  o’clock  in  the  morning,  when  Mr.  Stears 
volunteered  to  exhibit  his  remarkable  powers— first  privately,  and 

*  Since  this  article  was  in  type,  the  following  paragraph  has  appeared 
in  several  of  the  London  newspapers  : — An  extraordinary  series  of  experi- 
ments  have  been  conducted  on  the  site  of  the  Hastings  new  workhouse.  A 
point  which  has  been  warmly  disputed  in  connection  with  the  ground  has 
been  as  to  whether  or  not  water  was  to  be  found  there.  It  was  at  last 
decided  to  employ  a  “  diviner,”  named  Mullins,  to  test,  by  the  phenomenon 
of  a  divining-rod,  the  capacity  of  the  site  in  the  matter  of  water  supply. 
Mullins  sent  exceptional  testimonials ;  having  found  abundance  of  water 
by  divining  for  Lord  Winchilsea,  Lord  Stanhope  of  Sevenoaks,  Lord  Lee, 
the  Earl  of  Dysart,  the  Bradford-on-Avon  Corporation,  &c.  From  the  fear 
of  drawing  together  an  inconveniently  large  crowd  upon  the  grounds,  the 
experiments  were  kept  very  private  ;  but  the  matter  became  known  to  the 
local  press  representatives,  of  whom  several  were  present,  in  addition  to 
the  Chairman  of  the  Board  (Mr.  Winter,  J.P.),  the  Building  Committee, 
and  the  Board  officials.  Mr.  Mullins  was  apparently  highly  successful. 
His  plan  was  to  walk  with  a  hazel-twig  suspended  between  the  fingers ; 
and  when  nearing  certain  points  in  the  ground,  the  twig  would 
become  agitated,  and  twist  right  round  in  the  “  diviner’s”  hand.  In 
order  to  prevent  imposition,  several  sceptical  persons  held  the  ends  of 
the  twig  very  tightly  in  their  hands  whilst  Mr.  Mullins  was  experiment¬ 
ing;  but  even  then  it  moved  as  usual,  and  in  some  instances  snapped 
asunder  in  evading  the  attempts  at  resistance.  According  to  the  “  diviner,” 
there  is  an  ample  supply  of  water ;  and  he  calculates  that  at  the  highest 
points  of  the  field  there  will  be  no  necessity  to  dig  more  than  60  or  80  feet, 
whilst  at  some  other  points  it  might  be  found  at  30  or  40  feet.  The  Com¬ 
mittee  of  Guardians  expressed  themselves  highly  satisfied  with  the  present 
stage  of  the  experiments ;  but  the  well-sinking  trials  will  be  awaited  with 
great  interest. 


afterwards  to  a  nuirber  of  gas  managers  attending  the  meeting.  A 
forked  hawthorn  twig,  about  14  inches  long,  and  V-shaped,  was  cut 
from  a  hedge  and  roughly  trimmed  of  its  leaves.  Mr.  Stears, 
holding  a  limb  of  the  fork  in  each  hand,  with  the  apex  to  the  front, 
slightly  inclined  downward  from  the  horizontal,  walked  at  an 
ordinary  pace  across  the  roadway.  Very  soon  after  quitting^  the 
curb  the  twig  bent  violently  in  his  hands,  which  were  quite  rigid, 

“  Here  is  the  gas-main,”  he  remarked.  The  revelation  was  so 
startling  that  other  tests  were  demanded,  which  the  operator  con¬ 
tinued  to  give  for  a  space  of  nearly  an  hour  in  different  parts  of 
the  roadway  before  an  interested  crowd  of  witnesses,  many  evi¬ 
dently  ‘‘  convinced  against  their  will.”  Mr.  Stears  found  in  tins 
way  gas  and  water  mains,  underground  drains,  and  springs ;  the 
indications  in  the  cases  of  the  two  kinds  of  mains  being  sub¬ 
stantiated  by  reference  to  competent  authorities.  It  should  be 
stated  that  Mr.  Stears  was  comparatively  a  stranger  m  the  town, 
and  that  the  movements  of  the  twig,  however  caused,  were  not 
such  as  he  could  have  made  by  his  own  hands,  which  were,  more¬ 
over,  held  several  times  by  sceptical  witnesses,  who  could  neither 
stop  the  agitation  of  the  twig  nor  detect  any  movement  in  the 
muscles  of  the  operator.  A  hooked  fish  does  not  cause  springing 
of  the  tip  of  a  fishing-rod  more  apparently  independently  of  the 
volition  of  the  fisherman,  than  did  this  mysterious  influence,  what¬ 
ever  it  was,  of  the  end  of  the  twig  held  firmly  by  Mr.  Stears.  The 
same  action  was  afterwards  repeated  with  a  piece  of  soft  copper 
wire.  The  movement  of  the  twig  was  so  curious,  however,  that 
one  of  the  witnesses  carried  it  off  for  examination,  but  without 
result.  Without  attempting  to  explain  anything,  therefore,  we  are 
able  to  declare,  on  the  faith  of  many  more  eye-witnesses  than 
would  be  required  to  hang  a  man,  that  on  this  particular  morning 
in  Lisburn  Mr.  John  Stears  did  hold  in  his  hands  a  freshly-cut 
twig,  which  did  show  very  remarkable  jerkings  and  bendings  up  and 
down.  So  much  is  positive.  Then  it  was  stated  upon  competent 
authority  that  gas  and  water  mains  underlay  the  roadways  at  the 
points  where  these  manifestions  occurred.  Not  one  of  many  inte¬ 
rested  and  incredulous  spectators  who  were  allowed  to  approach  and 
watch  the  operator,  and  even  to  hold  his  hands,  could  detect  a-ny 
movement  upon  his  part  which  would  account  for  the  movement  of 
the  twig ;  and  nothing  of  the  sort  could  be  discovered  by  any  ot  the 
tests  which,  upon  the  spur  of  the  moment,  were  applied  for  this 
purpose.  Further  than  this  our  testimony  does  not  go.  It  is  only  fair 
to  Mr.  Stears,  however,  to  state  that  he  has  since  expressed  perfect 
willingness  to  prove  his  powers  in  this  line  to  anyone,  and  to  sub¬ 
mit  to  any  reasonable  test  conditions.  He  does  not  profess  to  ex¬ 
plain  his  powers  in  any  way.  He  says  that  he  discovered  his  own 
possession  of  it  accidentally,  and  has  for  some  years  tried  to  fi'^d  it 
in  other  people  with  whom  he  has  been  brought  into  contact,  oorne 
— a  very  small  percentage — have  something  of  the  power,  but  he 
has  never  met  with  anybody  who  possesses  it  in  as  high  a  degree  as 
himself,  seeing  that  he  can  find  both  water  and  iron. 

Mr.  Stears  informs  us  that  while  in  Lisburn  he  traced  all  the 
drains  and  pipes  [at  a  school,  and  was  informed  by  the  super¬ 
intendent  that  he  was  correct  in  every  case.  He  has  also,  as  he 
states,  found  a  spring  in  a  gas-works,  which  was  used  to  fill  the 
gasholder  tanks.  The  tank  was  sunk  in  a  rather  dry  site,  so  that 
although  there  was  a  little  drainage  water,  the  sump-hole  punrp 
could  not  be  kept  in  regular  work.  Water  being  urgently  required, 
the  divining  rod  was  called  into  requisition ;  and  the  well-sinker 
was  instructed  to  go  to  work  at  a  spot  indicated,  although  he  pro¬ 
tested  that  it  would  be  useless.  However,  at  a  depth  of  15  feet 
water  was  found  ;  and  when  the  well  was  deepened  to  21  ft.  6  m. 
a  spring  was  tapped  which  kept  the  pump  supplied  day  and 
until  the  tank  was  filled.  Mr.  Stears  has  furnished  us  with  full 
details  of  the  operation,  and  a  plan  of  the  site. 

This  is  the  whole  of  the  story,  of  which  our  readers  may  make 
what  they  please.  We  only  vouch  for  so  much  as  we  have  seen. 
If  there  is  trickery  in  the  practice,  it  should  be  discoverable  ,  it 
not,  it  is  a  truly  remarkable  phenomenon,  which  we  are  not  bound 
to  reject  because  we  cannot  account  for  it  by  any  reference  to 
known  laws  of  Nature.  The  more  experience  man  gains,  the  less 
hasty  is  he  in  recording  opinions  respecting  matters  which  cannot 
be  understood.  Anybody  who  will  take  this  subject  in  hand,  how¬ 
ever,  and  investigate  and  report  upon  it  in  a  scientific  spirit,  will 
confer  a  benefit  upon  science.  It  is  unendurable  that  amid  all  our 
colleges  and  technical  institutes  and  high  schools,  men  should  go 
at  large  professing  occult  powers  with  reference  to  such  a  common 
matter  as  that  of  the  discovery  of  underground  springs  and  water¬ 
courses,  and  should  deceive  the  public,  if  there  is  deception  in  the 
practice.  If,  on  the  other  hand,  it  is  a  true  power  of  Nature 
which  it  is  extremely  hard  to  believe — why,  let  it  be  recognized  as 
such,  and  let  it  receive  its  due  acknowledgment. 


The  Burlington  (Iowa)  City  Council  have  decided  that  hereafter 
plumbers  and  gas-fitters,  and  all  others  whose  calling  obliges  them 
to  open  the  public  streets  for  the  purpose  of  tapping  any  gas  or 
water  main,  sewer,  drain,  &c.,  shall  take  out  a  licence,  to  last  one 
year,  and  to  cost  tlie  recipient  $25.  Having  received  the  licence, 
the  holder,  prior  to  opening  any  street  for  the  purpose  of  making  a 
pipe,  drain,  or  sewer  connection,  is  required  to  furnish  a  bond,  the 
sum  of  which  is  to  be  determined  by  the  nature  of  the  situation 
and  surroundings,  in  regard  to  the  possible  amount  of  damage  that 
might  be  caused  by  any  neglect  on  the  part  of  the  contractor  or 
licensee.  A  permit  for  each  opening  has  to  be  obtained,  the  fee  for 
which  is  to  be  $1.  The  ordinance  contains  many  other  provisions, 
some  of  which  are  of  a  very  stringent  character. 
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The  Production  of  Creosote  from  Pine  Wood. 

The  extension  of  railroads  to  the  Southern  States  of  America 
having  created  a  large  demand  for  creosote  for  the  preservation  of 
timber,  works  have  been  established  especially  for  its  production 
from  pine  wood  ;  and  in  a  recent  number  of  Invention,  some  par¬ 
ticulars  were  given  of  the  process  employed.  It  differs  from  the 
ordinary  method  of  charcoal  burning,  inasmuch  as  air  is  entirely 
excluded,  external  heat  is  applied,  and  a  larger  quantity  of  oily 
products  are  obtained,  which  in  the  ordinary  way  are  lost  in  sup¬ 
porting  combustion.  The  first  condensable  products  are  water  and 
acetic  and  other  acids ;  afterwards  alcohol  and  phenoloid  bodies  ; 
and,  lastly,  the  heavy  hydrocarbons  used  in  creosoting.  Gases  are 
evolved  in  the  following  order  : — Carbon  dioxide,  carbon  monoxide, 
methane,  ethane,  ethine,  and  (at  high  temperature)  hydrogen,  due 
to  the  decomposition  of  hydrocarbons.  The  retorts  are  made  of 
cast  or  wrought  iron  or  steel ;  the  two  latter  materials  being  espe¬ 
cially  used  for  large  retorts,  and  the  former  preferably  for  small 
ones.  They  are  generally  made  cylindrical,  between  3  and  7  feet  in 
diameter,  and  from  5  to  30  feet  or  more  in  length.  The  furnace 
gases  are  passed  under  a  protecting  brick  arch  below  the  retort 
(which  is  consequently  first  heated  by  radiation),  and  are  then 
brought  back  over  the  retort.  The  most  resinous  pines,  preferably 
those  with  a  deep-red  section,  are  chosen  for  giving  the  largest  yield 
of  oily  products  ;  the  old  trees  which  have  been  previously  tapped 
for  turpentine  being  especially  prolific.  The  fuel  for  carrying  on 
the  process  is  the  gas  from  the  distillation  as  soon  as  it  will  burn, 
either  direct  or  preferably  drawn  through  scrubbers,  and,  if  neces¬ 
sary,  stored  in  a  gasholder,  although  at  the  commencement  wood 
or  charcoal  is  used.  The  temperature  for  the  first  12  hours  is  kept 
at  about  290°  C.,  afterwards  gradually  increasing,  and  finishing  off 
at  about  450°  C. ;  there  being  left  behind  a  poor  charcoal,  having 
the  following  percentage  composition  . — Moisture,  3'41 ;  ash,  0'54; 
carbon,  63'80  ;  volatile  matter,  32'24.  The  following  figures  are 
the  averages  of  16  charges,  and  represent  the  yields  in  ordinary 
working  : — Weight  of  wood,  4573  lbs. ;  light  oil,  ’875  to  '950  sp.  gr., 
13'8  galls.;  pine  oil,  '950  to  1040  sp.  gr.,  73'5  galls. ;  pyroligneous 
acid,  1‘020  sp.  gr.,  185  galls. ;  charcoal,  1511  lbs.  The  distil¬ 
lates  are  allowed  to  settle,  when  the  oil  floats  on  the  acid.  It 
has  a  specific  gravity  from  '97  to  1'03,  retains  a  little  acid,  and  con¬ 
tains  also  some  volatile  oil.  The  flashing  point  is  50°  C.  Its 
main  application  is  for  creosoting ;  and  for  this  it  is  partly  frac¬ 
tionated  till  the  lighter  and  deleterious  bodies,  amounting  to  about 
15  to  20  per  cent,  of  the  whole,  are  removed. 

Electro-Calorimetry. 

At  the  recent  meeting  of  the  British  Association  at  Bath,  Messrs. 
W.  Stroud  and  W.  W.  Haldane  presented  a  paper  on  the  above 
subject,  in  which  they  stated  that  further  experiments  had  been 
made  with  the  electrical  method  of  measuring  the  speciflc  heats  of 
liquids  described  at  the  meeting  of  the  Association  at  Manchester 
last  year.  The  apparatus  they  have  now  adopted  consists  of  two 
calorimeters — cylindrical  vessels  composed  of  thin  hard-rolled 
sheet  brass.  In  each  vessel  is  a  resistance  coil  of  insulated  pla¬ 
tinized  wire,  fitted  by  means  of  a  screw-plug  of  ebonite.  One 
calorimeter,  called  the  standard  (the  left-hand  one),  contains  a 
thermometer ;  whilst  the  other  is  the  working  vessel,  provided  with 
a  screw-plug  for  the  admission  of  a  pipette,  used  in  changing  the 
quantity  of  liquid.  Connecting  the  two  vessels  is  a  thermopile, 
made  of  iron  and  German-silver  wire.  All  the  fittings  are  by 
screws,  with  leather  washers,  or  by  india-rubber  tubing  ;  so  that 
leakage  and  evaporation  are  entirely  avoided.  Instead  of  the  com¬ 
plicated  methods  formerly  adopted  for  agitating  the  contents  of  the 
calorimeters,  the  very  simple  and  exceedingly  effective  one  of 
shaking  the  vessels  themselves  has  been  employed.  For  this  pur¬ 
pose  the  calorimeters  are  enclosed  within  a  suitable  box,  so  as  to 
be  easily  rocked  or  shaken.  The  authors  discussed  fully  the  ways 
of  adjusting  the  rates  of  rise  of  temperature  when  electrically 
heated,  so  that  these  rates  might  be  made  as  nearly  as  possible 
equal.  This  may  be  effected  by  shunting  one  of  the  coils,  or  by 
adjusting  the  amount  of  liquids  in  the  calorimeters ;  the  latter 
method  being  found  to  be  the  best.  For  the  elimination  of  small 
errors,  methods  analagous  to  those  adopted  in  accurate  weighing 
may  be  employed. 

Eeappearance  of  Old  Gas-Making  Processes. 

The  tendency  displayed  by  the  natural  gas  companies  of  Western 
Pennsylvania  and  the  Ohio  Valley  to  raise  their  rates  for  gas  sup¬ 
plied  to  manufacturers,  has  caused  attention  to  be  directed  to  oil¬ 
gas  processes,  a  great  variety  of  which  are  now  seeking  public 
favour.  A  recent  issue  of  the  American  Manufacturer  contains 
descriptions  of  two  so-called  new  processes  of  this  order.  One  of 
these  is  being  introduced  by  the  Naysmith  Fuel  Gas  Company,  of 
Pittsburgh.  It  comprises  a  system  of  iron  retorts,  set  after  the 
fashion  of  ordinary  coal-gas  retorts.  Two  horizontal  tiers  of  these 
retorts,  each  having  over  it  in  the  arch  a  cast-iron  superheater  in 
shape  hke  a  V-pipSi  constitute  a  bench.  One  superheater  is  for 
steam,  and  the  other  for  air,  which  are  brought  to  the  front  of  the 
bench,  and  there  admitted  into  one  leg  of  the  superheating  pipe, 
passing  through  it  to  the  other  leg,  where  the  currents  of  hot  air 
and  steam  each  encounter  a  small  stream  of  crude  petroleum.  Thus 
carburetted,  the  vapours  pass  through  the  retorts,  which  are  main¬ 
tained  at  a  temperature  of  about  900°  Fahr.,  where  the  gas  is  fixed. 
From  a  condensation-box  attached  to  the  last  retorts,  the  gas  is  led 
straight  to  the  holder.  A  portion  of  the  gas  is  used  as  fuel  for 


heating  the  retorts  and  raising  steam.  The  process  is  reported  to 
make  gas  at  half  the  cost  of  natural  gas,  using  Lima  crude  oil  as 
the  raw  material ;  but  the  particulars  published  are  very  meagre. 
The  other  system  is  that  owned  by  the  Brooks  Gas  Process  Com¬ 
pany.  In  tliis  case  the  bench  contains  six  sets  of  retorts ;  each  “set  ” 
consisting  (as  well  as  may  be  understood  from  an  exceedingly  poor 
description)  of  four  horizontal  branches  subject  to  the  heat  of  the 
furnace.  A  boiler  supplies  steam  for  conversion  into  gas,  and  to 
drive  an  air-blower.  There  is  also  a  cooler  for  condensing  the  gas 
before  it  passes  into  the  holder ;  but  there  are  no  washers  or  puri¬ 
fiers.  Crude  petroleum  is  pumped  into  overhead  tanks,  and  thence 
flows  through  pipes  into  the  front  end  of  the  retorts.  Here  it  meets 
with  steam ;  and  the  oil  and  steam  become  mechanically  mixed. 
“  It  then  passes  into  the  next  section  ;  and  meets  the  disintegrators, 
where  chemical  action  begins  to  take  place,  and  is  forced  through 
one  disintegrator  after  another,  with  constant  impinging  against 
the  inside  of  the  retorts,  until  it  has  passed  through  all  the  disin¬ 
tegrators  and  sections  into  the  regenerative  chamber,  where  the 
chemical  union  becomes  complete,  and  is  then  fixed  or  non-con¬ 
densable  gas.  It  now  passes,  with  the  right  manipulation,  through 
coolers  into  the  holder,  and  is  ready  to  be  sent  through  the  mains 
a  24-candle  power  gas  of  exceeding  brilliancy.”  Mixed  with  ten¬ 
fold  its  bulk  of  air,  this  gas  is  stated  to  resemble  natural  gas.  From 
all  this  it  will  be  seen  that  old  processes  under  new  names  are  being 
tried  once  more,  with  a  view  to  compete  with  natural  gas. 


Waverley  Association  of  Gas  Managers. — The  fifty-fifth  half- 
yearly  meeting  of  this  Association  was  held  in  the  Tower  Hotel, 
Hawick,  on  Thursday,  the  13th  inst. — Mr.  J.  Smith,  Manager  of 
the  Hawick  Gas-Works,  presiding.  There  was  a  fair  attendance 
of  members.  The  Secretary  (Mr.  G.  Taylor)  read  the  minutes  of 
the  previous  meeting,  which  were  approved  of,  and  showed  that 
the  funds  were  in  a  healthy  condition.  After  a  short  address  by 
the  Chairman,  in  the  course  of  which  he  mentioned  that,  through 
the  use  of  gas  cooking-stoves,  the  consumption  of  gas  in  Hawick 
during  the  summer  had  been  increased  by  about  3  million  cubic 
feet,  various  subjects  connected  with  the  manufacture  and  use  of 
gas  were  discussed.  Mr.  Taylor  was  then  presented  by  the  Chair¬ 
man,  in  the  name  of  the  Association,  with  a  valuable  gold  medal, 
of  artistic  design,  for  his  past  services  as  Secretary  to  the  Associa¬ 
tion.  The  medal  was  in  the  form  of  a  wet  gas-meter.  A  shield  on 
one  side  bore  the  following  inscription : — “  Presented  to  George 
Taylor,  Esq.,  by  the  Waverley  Association  of  Gas  Managers,  as  a 
mark  of  esteem  for  his  services,  1888  ;  ”  and  on  the  other  side  was 
a  shield  bearing  a  monogram  formed  of  the  letters  “  G.  T.,”  en¬ 
circled  by  the  name  of  the  Association.  After  the  business,  the 
members,  joined  by  a  number  of  friends,  dined  together  ;  the  posi¬ 
tions  of  Chairman  and  Croupier  being  ably  filled  by  Mr.  Smith,  of 
Hawick,  and  Mr.  W.  Hobson,  of  Selkirk.  During  the  day  the 
members  of  the  Association  visited  the  Hawick  Gas-Works,  under 
the  guidance  of  Mr.  Smith,  and  congratulated  him  on  their  very 
efficient  condition.  It  was  arranged  to  meet  at  Portobello  in  April, 
and  at  Melrose  in  September  next. 

The  Halifax  Gas  Scandal. — Our  correspondent  at  Halifax 
(writing  yesterday)  says:  “  The  position  of  affairs  at  Halifax  in 
respect  to  the  so-called  gas  scandal  is  almost  unaltered  from  last 
week.  The  only  item  worth  mentioning  is  that  both  parties — that 
is,  the  Mayor  and  Town  Clerk,  on  one  side,  and  Mr.  T.  K.  Fox  and 
his  Solicitor,  on  the  other — are  agreed  upon  the  terms  of  the 
indemnity  ;  and  the  document  now  only  awaits  signature.  It  was 
expected  that  the  Mayor  would  have  appended  his  signature  on 
Thursday,  as  an  interview  took  place  on  that  day  between  Mr. 
Ehodes  (Mr.  Fox’s  Solicitor)  and  the  Mayor  and  Town  Clerk  ;  but, 
after  a  consultation,  it  was  decided  to  defer  the  signing  until  the 
monthly  meeting  of  the  Town  Council  to  be  held  on  Wednesday  of 
next  week.  It  is  to  all  appearance  thoroughly  understood  by  the 
members  of  the  Town  Council  that  the  matter  shall  be  proceeded 
with,  and  the  allegations  sifted  to  the  bottom.  Alderman  Eiley, 
the  Chairman  of  the  Gas  Committee,  declares  that  he  knows 
nothing  of  any  malpractices  or  irregularities,  and  strongly  disap¬ 
proves  of  the  manner  in  which  the  subject  was  discussed  by  the 
Council  in  public  during  his  absence  from  home.  On  the  other 
hand,  the  general  feeling  among  the  ratepayers  is  something  like 
this :  The  Mayor  having  publicly  stated  at  the  Council  meeting 
that  three  persons  would  be  implicated  in  the  allegations  to  be  made 
when  the  indemnity  is  signed,  they  ask,  Why  should  Mr.  Cap — 
who  has  carried  out  his  duties  as  Gas  Manager  with  signal  ability 
— be  singled  out  to  bear  the  brunt  of  the  battle,  and  the  other  two 
escape  ?  The  Mayor’s  answer  to  this  is  that  Mr.  Carr  alone 
amongst  the  three  is  a  servant  of  the  Corporation  ;  and  they  could 
compel  him  only  to  take  proceedings  after  the  indemnity  was 
signed.  The  course  taken  with  respect  to  Mr.  Carr  has  undoubtedly 
strengthened  the  determination  of  the  ratepayers,  and  of  a  great 
portion  of  the  Town  Council,  that  the  indemnity  shall  be  given, 
and  the  allegations  (whatever  they  are)  stated  in  open  Council 
meeting,  and  thereby  given  to  the  public.  I  hear,  however,  on  good 
authority,  that  the  Mayor  is  inclined  to  the  course  of  signing  the 
indemnity  forthwith.  He  is  just  now  at  Scarborough  ;  but,  as  he 
is  known  to  have  had  a  long  interview  with  Mr.  F  ox  and  Mr.  Ellis 
Lever,  when  a  large  number  of  documents  were  brought  under  his 
notice,  and  certain  information  of  a  private  nature  given  to  him,  he 
may,  acting  upon  such  information  as  he  possesses,  decide  to 
precipitate  matters,  and  bring  the  subject  to  a  crisis  in  time  for  the 
Council  meeting.  Mr.  Carr  terminates  his  engagement  with  the 
Corporation  at  the  end  of  the  present  week.” 
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THE  GUIDE-FEAMING  OF  GASHOLDEES. 

[The  introductory  lines  to  the  letter  by  “  Theory  and  Practice  ” 
in  the  Journal  for  Aug.  21  would  probably  have  recalled  our 
readers’  minds  to  the  series  of  articles  on  the  above  subject  com¬ 
menced  in  our  pages  towards  the  close  of  last  year,  and  the  publica¬ 
tion  of  which  has  been  unavoidably  interrupted.  We  are  now, 
however,  in  a  position  to  complete  the  articles  ;  and  we  give  to¬ 
day  the  notes  to  the  third  of  the  series,  which  appeared  on  the 
31st  of  January  last,  together  with  the  corrections  of  a  few  errors 
which  have  inadvertently  crept  in,  reserving  for  an  early  issue  the 
concluding  instalment  of  this  interesting  communication. — 
Ed.  J.  G.  L.] 

Note  I. 

Iron  shortens  or  lengthens  about  T^S^Tnjth  part  of  its  length,  for 
every  ton  per  square  inch  strain  upon  it.  This  property  of  the 
elasticity  of  iron  is  very  apparent  in  a  large  gasholder.  For 
example,  we  will  take  the  shortening  of  the  top  curb  of  a  gas¬ 
holder  200  feet  diameter.  The  circumference  in  inches  would  be 
7540,  one-twelve-thousandth  of  which  is  0'628  of  an  inch.  Therefore 
the  curb  would  shorten  0'628  of  an  inch  for  every  ton  strain  ;  and  as 
top  curbs  are  frequently  strained  up  to  4  tons  per  square  inch 
(sometimes  a  very  great  deal  more),  the  total  shortening  would  be 
at  least  2J  inches,  which  means  a  reduction  in  the  diameter  of 
more  than  f  inch.  It  follows,  therefore,  that  the  top  rollers  are 
off  the  guide  face  by  f  inch  all  round,  when  the  holder  is  right 
up,  and  the  curb  is  fully  strained.  The  strain  on  the  top  curb  is, 
of  course,  due  to  the  pull  of  the  top  sheets ;  and  this  varies 
according  to  the  pressure  of  gas  within.  Wlien  the  holder  is 
“  down,”  there  is  practically  no  strain  on  the  curb  ;  and  it  is  there¬ 
fore  at  its  full  diameter.  The  roller  carriages  may  be  adjusted 
so  that  the  rollers  are  absolutely  tight  against  the  guides  when  in 
this  position ;  but  immediately  the  holder  rises,  the  pull  of  the 
sheeting  compresses  the  ring,  and  so  draws  off  the  top  rollers — 
making  “play” — and  each  time  the  holder  picks  up  weight  (that 
is,  cups),  the  curb  shortens  and  the  rollers  leave  the  guides  still 
more.  This  cannot  be  allowed  for  by  adjusting  the  rollers  when 
the  holder  is  at  its  full  height,  because  when  the  holder  descends 
and  the  curb  swells  in  diameter,  the  strains  on  the  rollers  would 
be  enormous,  besides  over  straining  the  framing. 

Of  course,  this  property  of  shortening  under  compression  and 
lengthening  under  tension  is  applicable  to  the  whole  structure  ; 
the  above  has  been  chosen  merely  as  an  illustration.  Therefore 
we  see  at  once  that  there  is  no  such  thing  as  absolute  and  perfect 
fit  in  a  huge  structure  like  a  gasholder ;  and,  consequently,  it  would 
be  very  unwise  to  construct  holders  with  only  a  few  feet  of  guide¬ 
framing,  as  they  depend  upon  perfect  fit  and  absolute  rigidity  in  all 
their  parts.  It  is  this  same  principle  that  makes  it  necessary  to 
have  the  lifts  of  the  gasholder  at  least  one-fifth  of  the  diameter 
in  depth,  to  prevent  tilting,  and  to  economize  material. 

Again,  the  difference  in  temperature  between  winter  and  summer 
will  cause  the  lengths  of  the  various  parts  to  vary.  They  may  be 
j^^th  part  of  their  length  shorter  in  winter  than  in  summer.* 
These  variations,  due  to  elasticity  and  temperature,  modify  to  a 
certain  extent  the  cantilever  treatment  of  the  guide-framing, 
because  of  the  impossibility  of  getting  each  part  to  perfectly  do 
the  duty  and  fill  the  office  expected  of  it. 


Note  J. 

The  pressure  of  the  bottom  rollers  against  the  tank  guides  varies 
according  to  the  height  of  the  guide -framing.  If  the  guide-framing 
be  carried  to  the  full  height,  the  pressure  of  the  gasholder  against 
it  is  shown  in  fig.  28 ;  the  wind  being  uniformly  distributed 
throughout  the  whole  height  of  the  holder,  and  acting  in  a  hori¬ 
zontal  direction.  The  pressure  is  distributed  amongst  the  rollers 
on  the  three  lifts  approximately)  as  shown.  We  say  approximately 
because,  should  the  I’ollers  on  the  middle  lift  be  too  weak,  or  yield 
a  little  to  the  strain,  it  would  throw  more  pressure  on  the  rollers 
above  and  below.  If  the  guide-framing  be  carried  to  the  height 
of  two  lifts  only,  the  pressure  may  be  taken  as  in  fig.  29.  If  the 
framing  stop  short  at  the  outer  lift,  the  pressures  are  indicated  in 
fig.  30. 


In  all  cases  D  represents  the  diameter  of  the  holder ;  and  d  the 
depth  of  one  lift — both  in  feet.  The  pressure  is  the  resultant 
pressure  in  pounds  distributed  on  the  one  circle — not  the  pressure 
on  each  roller.  The  arrows  indicate  the  direction.  The  pressures 
given  are  those  due  to  the  wind  only.  The  effect  due  to  the 
weight  of  snow,  can  easily  be  added,  if  desired. 

It  has  been  suggested  that  the  gasholder  has  a  tendency  to  fall 


*  See  Barlow’s  “  Strength  of  Materials,”  p.  280. 


against  the  wind,  because  its  centre  of  gravity  is  above  the  centre 
of  pressure  of  the  wind.  This  can  never  happen  as  long  as  the 
base  is  restricted  from  advancing.  It  is  impossible  to  cause  the 
heavy  headed  stick  shown  in  fig.  31  to  fall  backwards  when  struck 
in  the  direction  indicated  by  the  arrow  P,  although  its  centre 


of  gravity  is  above  the  point  struck.  It  is  bound  to  fall  forwards- 
owing  to  the  restricted  base.  A  gasholder  is  an  analogous  case. 
When  subject  to  a  sudden  gust  of  wind,  it  has  a  momentary  ten¬ 
dency  to  fall  backwards,  or,  more  correctly,  to  thrust  the  bottom 
curb  suddenly  forward,  hard  against  the  guides.  But  as  it  meets 
with  resistance,  the  top,  of  course,  goes  forward  ;  and,  if  the  wind 
is  a  steady,  constant  push,  the  pressures  given  out  will  be  approxi¬ 
mately  as  indicated  in  the  foregoing  diagrams. 


Note  K. 

Even  in  the  case  of  a  simple  plate  girder,  the  exact  calculation 
of  the  buckling  tendency  is  practically  impossible— the  extpt  of 
stiffening  necessary  for  the  web  has  been  determined  by  experience, 
and  is  quite  foreign  to  all  ordinary  formula  relating  to  the  strength 
of  girders,  which  formula  only  provide  for  the  strength  of  flanges 
and  web  to  resist  the  load,  omitting  the  buckling  tendency  alto¬ 
gether.  Speaking  on  this  subject,  Weyrauch  states  that  “  experi¬ 
ments  have  long  shown  that  the  plate-girder  fails  first  by  side 
buckling ;  the  forces  thus  arising  elude  any  systematic  investiga¬ 
tion.  ”  *  If  this  be  true  for  a  simple  plate-girder,  how  much  more 
so  for  a  complicated  structure  like  a  gasholder.  In  a  single  column 
or  strut,  subject  to  direct  load,  the  determination  of  the  buckling 
tendency  is  very  difficult.  How  much  more  so,  then,  for  a  column 
built  up  of  a  group  of  columns,  latticed  together,  and  subjected  to 
forces  acting  indirectly  upon  them  and  in  various  planes  and  direc¬ 
tions.  The  formulae  given  in  the  article,  therefore,  are  to  be  pre¬ 
ferred  to  a  deep  mathematical  investigation  based  on  merely  theo¬ 
retical  conditions,  and  which  is  likely  to  be  very  much  wider  from 
the  truth. 

Note  L. 

The  general  formula  for  the  strength  of  a  cylindrical  cantilever 

•  I C  w 
IS  ,  =  vV. 

r  Ij 

Where  I  =  the  moment  of  inertia  of  the  section. 

C  =  the  ultimate  (tensile)  resistance  of  the  material  per 
square  inch  (say,  wrought  iron,  20  tons ;  cast 
iron,  10  tons  ;  and  steel,  30  tons), 
r  =  radius  (external). 
ri  =  radius  (internal). 

L  =  length  of  cantilever. 

W  =  breaking  weight  in  tons. 

Or,  filling  in  the  value  of  I  for  a  circle, ^ 

^  “  tTH 

All  other  rules  found  in  text-books  are  based  upon  this,  though 
the  way  in  which  they  are  expressed  may  vary.  Humber, 
Molesworth,  and  others,  give  rules  which  can  be  proved  to  agree 

with  the  above.  .  .  ,  ,,  ,  ,  t 

For  very  thin  cylinders,  however,  it  is  not  thought  necessary  to 
burden  the  formula  with  the  two  radii,  as  the  difference  is  so  slight 
Eankine,  Clark,  Fairbairn,  Trautwine,  and  others  therefore  sub¬ 
stitute  the  following  approximation, 

ADC  -7854  D^  t  C 

or  - 


Where 


4  L  ’  ”  L 

A  =  the  sectional  area  in  square  inches, 

D  =  the  diameter  of  the  cylinder, 
t  =  the  thickness. 

As  regards  the  constant  C,  Fairbairn  found,  from  several  experi¬ 
ments,  that  it  was  about  13  tons  per  square  inch  for  wrought  iron 

(Trautwine  gives  21  tons).  .  ,  ,  .  ,  ,  •  it. 

Experiments  have  been  made  with  thin  wrought-iron  tubes, 
varying  from  12  inches  to  24  inches  diameter,  and  from  gV  to  | 
inch  thick  ;  and  it  was  found  that,  as  the  thickness  is  reduced,  the 
strength  decreases  at  a  greater  ratio,  and  that  the  strength  does 
not  advance  exactly  as  the  diameter,  but  at  a  somewhat  less  ratio. 

The  general  formula  when  applied  to  the  experimental  24-mch 
diameter  beam  gives  a  breaking  weight  about  double  of  that  at 
which  the  tube  actually  broke ;  and  the  experiments  go  to  prove 
that,  as  the  diameter  increases,  the  formula  becomes  more  a,nd 
more  unreliable — the  divergence  accelerating  rapidly ;  this  being 
due  to  the  fact  that  the  formula  does  not  provide  for  buckling  or 
lateral  stiffness.  Mr.  B.  Baker,  Mr.  D.  Kinnear  Clark,  and  others, 
draw  attention  to  this  omission  in  the  general  formula.]- 

In  the  case  of  an  iron  ship,  the  skin  is  more  than  strong  enough 
to  take  the  direct  strain  upon  it ;  but  over  and  above  this,  it  is 
stiffened  by  stays.  According  to  Eankine,  the  space  between  the 
stays  should  not  exceed  (say)  40  times  the  thickness  of  the  skin , 

*  See  “  Strength  and  Determination  of  the  Dimensions  of  Structures  of 
Iron  and  Steelf  ”  by  Dr.  J.  J.  Weyrauch ;  ”  also  Box,  on  Strength  of 
Materials,  ”  gives  numerous  examples  proving  this. 

t  See  “  Rules  and  Tables  for  Mechanical  Engineers,  p.  512. 
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otherwise  the  skin  would  yield  by  buckling.'''  The  same  applie 
to  very  hollow  beams.  They  must  be  stiffened  up,  or  they  will 
yield  by  buckling;  and  for  this  the  ordinary  formula  makes  no 
provision.  We,  therefore,  see  its  inapplicability  to  the  gasholder 
for  determining  the  strains.  Something  more  is  wanted  to  go 
hand  in  hand  with  it,  and  that  is  an  allowance  for  buckling,  distor¬ 
tion,  or,  as  it  is  sometimes  called,  tvrinkling,  which  allowance  has 
been  made  in  these  articles. 

Note  M. 

The  columns  on  the  lifting  or  tensile  half  of  the  cantilever  are, 
of  course,  aided  by  their  own  weight,  and  the  weight  of  the  allied 
framing.  The  columns  near  the  axis  have  very  little  lifting  force 
upon  them.  Consequently  their  own  weight  more  than  balances 
it ;  but  as  the  columns  recede  farther  from  the  axis,  the  lifting 
strain  increases  until  it  exceeds  the  weight  of  the  column.  The 
actual  upward  lift  on  the  outermost  column  is,  of  course,  the 
difference  between  the  calculated  lift,  and  its  own  weight ;  assum¬ 
ing  the  structure  to  be  a  perfect  cantilever.  The  columns  on  the 
crushing  side  of  the  cantilever  guide-framing  are,  of  course, 
further  strained  by  the  addition  of  their  own  weight.  As  the 
wind  may  blow  from  any  quarter,  all  the  columns  must  be  of  equal 
strength,  as  each  in  turn  may  be  the  most  severely  strained  one. 

The  strength  of  a  column  is,  of  course,  increased  to  a  much 
greater  extent  by  adding  to  the  sectional  area  than  it  is  impaired 
by  the  additional  weight.  Again,  the  heavier  the  structure,  the 
greater  is  the  dead  weight  to  set  in  motion  by  the  capsizing  forces. 
It  is  to  this,  added  to  their  individual  transverse  strength,  that  the 
columns  in  the  old  style  of  guide-framing  mainly  owe  their 
stability. 

Errata. 

First  Article  (Vol.  L.). 

Page  792,  Conclusion  4  read  as  follows : — That  a  telescope  gasholder  is 
even  worse,  unless  the  guide-framing  exceeds  one-seventh  of  Ihe  diameter 
in  height,  owing  to  lever  tower. 

Page  793,  line  16  (first  column),  for  “  inner  lifts  ”  read  “  inner  lift.” 

In  the  same  column,  line  67,  for  “  moments  round  X  ”  read  “  moments 
round  O.” 

Page  793,  line  44  (second  column),  for  “  the  eihght  of  the  outer  lift  ”  read 
“  the  height  of  the  outer  lift.” 

Second  Article  (Vol.  L.). 

Page  963.  In  figs.  7  and  8  the  arrows  representing  wind  pressure  are 
shown  of  equal  length,  they  should  vary  in  length  ;  being  greatest  in  the 
centre,  and  falling  off  on  either  side  gradually. 

Page  964,  line  14  from  bottom  (second  column),  for  “  =  14i  tons  ”  read 
“  28,286  lbs.,  say  12J  tons.”  The  rule  following  to  be  altered  thus  :  “  Or 
approximately,  three  times  the  diameter,  multiplied  by  the  depth  of  one 
lift  —  the  compression  on  the  bottom  curbs  (in pounds)  due  to  the  racking 
effect  of  wind  pressure,  when  the  inner  lift  only  is  above  the  guide-fram¬ 
ing  in  a  treble-lift  holder ;  leaving  therefore  in  this  case  about  32  tons  for 
snow  effect.” 

Page  965,  line  36  (first  column),  substitute,  for  “  amounts  to  ”  the 
following: — “ Is  approximately  25  times  the  diameter,  multiplied  by  the 
depth  of  one  lift,  in  a  three-lift  holder  with  two  lifts  towering  above  the 
guide-framing,  which,  in  this  case,  is  25  x  200  X  45  =  225,000  lbs.,  or 
fully  100  tons.” 

Line  5  from  bottom,  substitute  for  “  this  ”  “  which.” 

Third  Article  (Vol.  LI.). 

Page  189,  fig.  23,  substitute  ‘‘  4d.”  for  JD.  on  the  right-hand  side. 

Page  190,  line  38  from  the  top  of  second  column,  lor  “movement” 
read  “  moment.”  In  the  formulas  23  lines  from  bottom  for  “  d^  ”  put  “  dj^  ” 
in  both  cases.  Page  191,  line  29  from  foot  (first  column),  read  “  columns  ” 
for  “column.”  Page  192,  line  16  from  foot  (first  column),  for  “  fig.  25  ” 
read  “fig.  26.” 


MODIFICATION  OF  HAKCOUKT’S  COLOUR  TEST. 

By  H.  Leicester  Greville,  F.I.C.,  &c. 

Chemist  to  the  Commercial  Gas  Company. 

An  article  on  this  subject,  by  Mr.  William  G.  Hicks,  appeared  in 
the  Journal  for  the  11th  inst. ;  and  as  I  have  had  some  ten  years’ 
practical  experience  in  the  use  of  the  Harcourt  teste,  and  have 
myself  introduced  some  modifications  of  the  original  apparatus,  I 
should  hke  to  contribute  a  few  remarks  on  the  subject. 

In  the  first  place,  I  cannot  see  in  what  possible  way  the  method 
of  determining  the  various  impurities  in  coal  gas  described  by  Mr. 
Hicks  are  modifications  of,  or,  indeed,  in  any  way  connected  with 
the  Harcourt  colour  tests.  The  only  connecting  link,  as  far  as  I 
can  judge,  is  the  lamp  for  the  determination  of  sulphur  compounds. 
The  term  “  colour  test  ”  speaks  for  itself,  and  is  essentially  a  correct 
title  for  Mr.  Harcourt’s  tests.  Carbon  disulphide,  sulphuretted 
hydrogen,  and  carbonic  acid  are  all  determined  by  the  use  of 
colour  standards,  with  the  result  of  placing  in  the  hands  of  com¬ 
paratively  unskilled  people  a  method  of  testing  which,  although 
not  strictly  accurate,  is  sufficiently  correct  for  guidance  in  practical 
gas  purification,  and  is  indeed  for  this  purpose  invaluable.  Mr. 
Hicks  does  not  propose  to  use  these  colour  standards  in  his  so- 
called  modifiation  of  the  tests ;  and  his  methods  are  simply 
those  already  well  known  to  chemists.  The  determination  of  am¬ 
monia  by  means  of  passing  a  known  quantity  of  gas  through  test 
acid,  and  subsequently  titrating  by  test  alkali,  is  that  in  daily 
use  as  the  Referees’  test ;  and  the  direct  passage  of  the  gas 
through  a  known  quantity  of  test  acid  in  a  tube,  using  an  aspi¬ 
rator  to  draw  the  gas  through  the  liquid  and  measure,  is  a  method 
I  have  employed  as  a  rough  test  for  many  years  past.  It  is  only 
practically  available  where  the  proportion  of  ammonia  in  the  gas 
is  comparatively  large.  The  estimation  of  carbonic  acid  by  means  of 
barium  hydrate  is  a  well-known  method  which  has  been  frequently 
described.  The  process  recommended  for  the  estimation  of  sul¬ 
phuretted  hydrogen  is  open  to  very  grave  objection,  owing  to  the 
well-known  solubihty  of  the  gas  in  aqueous  solutions.  I  gather 

*  See  Eankine  on  “  Shipbuilding.” 


from  Mr.  Hicks’s  description,  that  the  amount  of  sulphuretted 
hydrogen  present  in  a  certain  volume  of  gas  is  inferred  from  the 
saturation  of  a  known  volume  of  an  aqueous  solution  of  lead 
acetate  of  definite  strength,  calculated  on  the  basis  of  the  known 
reaction  between  lead  and  sulphuretted  hydrogen.  Before,  how¬ 
ever,  sulphuretted  hydrogen  passed  through  the  solution  so  as  to 
be  indicated  on  the  lead  paper  can  be  taken  as  a  guide  to  the  comple¬ 
tion  of  the  reaction,  not  only  would  the  lead  in  the  solution  have 
to  be  converted  into  sulphide,  but  the  water  present  would  have 
to  be  charged  with  sulphuretted  hydrogen,  and  the  effect  of  this 
would  be  to  considerably  under-estimate  the  true  amount  of 
sulphuretted  hydrogen  present.  The  error  from  this  source  would 
also  be  a  variable  one  with  variations  of  temperature  and  pres¬ 
sure  ;  the  absorption  of  sulphuretted  hydrogen  by  water  increasing 
largely  as  the  temperature  decreases.  The  objection  to  the  method 
of  sulphuretted  hydrogen  determination  recommended  by  Mr. 
Hicks  applies  with  still  greater  force  to  his  determination  of 
carbon  disulphide,  as  the  volume  of  liquid  employed  would  pro¬ 
bably  be  as  large,  while  the  amount  of  sulphuretted  hydrogen 
originally  present  would  be  smaller,  and  the  percentage  error 
would  thus  be  proportionally  increased. 

With  regard  to  temperature  and  pressure  corrections  in  deter¬ 
minations  of  this  character,  I  must  confess  to  have,  as  a  rule, 
ignored  them,  as  the  methods  of  operation  are  not,  in  my  opinion, 
sufficiently  correct  to  necessitate  such  refinement.  Mr.  Hicks,  it 
is  true,  obtained  as  much  as  6J  inches  of  exhaust  in  his  aspirator  ; 
but  this  could  only  have  arisen  from  the  employment  of  two  tubes 
of  solution,  which  is  really  unnecessary  if  the  precautions  are  taken 
of  pressing  the  capillary  tube  down  to  the  bottom  of  the  liquid,  so 
as  to  divide  the  gas  into  minute  bubbles,  and  of  aspirating  the 
current  of  gas  at  a  sufficiently  slow  rate. 

My  own  modifications  of  the  Harcourt  test  were  fully  described 
in  the  Journal  for  Oct.  12,  1886  (p.  652);  but  since  the  publication 
of  the  details,  some  useful  improvements  have  been  effected.  The 
apparatus  as  now  manufactured  by  Messrs.  A.  Wright  and  Co.,  of 
Westminster,  is  complete  in  a  box,  which  can  be  carried  about 
from  place  to  place,  and  used  as  required.  The  box  is  so  arranged 
that  all  the  separate  details  of  lamp,  test-tubes,  and  measure 
aspirator  are  in  their  proper  places.  When  in  use,  the  front  of  the 
box  slides  out,  exposing  the  apparatus,  but  at  the  same  time  pro¬ 
tecting  the  lamp  from  draught ;  while  a  small  hinge  flap  at  the  back 
allows  the  passage  of  light  to  the  sight-box  with  its  two  tubes— viz., 
the  colour  standard,  and  that  containing  the  lead  solution.  A  test 
completed,  the  whole  apparatus  can  be  removed  to  another  spot ; 
and  a  fresh  test  taken  without  the  delay  of  moving  the  appara- 
atus  piece  by  piece,  and  with  the  additional  advantage  of  not 
requiring  any  special  arrangements  for  shielding  the  lamp  from 
draught  or  rain. 


An  Artesian  Boring  at  Ealing. — Adjoining  the  new  reservoir 
recently  completed  by  the  Grand  Junction  Water  Company  at 
Ealing,  which  was  described  in  the  Journal  for  the  7th  ult.  (p.  241), 
artesian  boring  operations  are  being  carried  out  by  Messrs.  Le 
Grand  and  Sutcliff,  and  the  chalk  formation  has  just  been  struck 
at  a  depth  of  321  feet  from  the  surface.  The  base  of  the  London 
clay  was  reached  at  249  feet,  below  which  came  72  feet  of  the 
Woolwich  and  Reading  beds. 

Electric  Lighting  in  Berlin. — Experiments  are  now  being 
made  in  Berlin  with  the  electric  light  for  street  illumination ;  the 
first  thoroughfare  in  which  it  has  been  introduced  being  the  well- 
known  avenue  Unter  den  Linden.  This  is  lighted  by  108  arc 
lamps,  suspended  from  chains  running  between  cast-iron  poles  24 
feet  in  height.  The  latter  are  round,  and  ornamented  with  heads 
of  lions  and  the  Imperial  arms  at  the  base,  and  an  eagle  at  the 
top.  In  the  central  avenue  the  distance  between  the  lamps  is 
about  100  feet ;  but  in  other  parts,  except  at  the  crossing  of  the 
Friedrichstrasse,  more.  The  motive  power  is  supplied  by  four 
dynamos  stationed  in  the  adjacent  Mauerstrasse  ;  and  the  strength 
of  each  lamp  is  2000-candle  power. 

The  Manufacture  of  Compressed  Fuel. — An  addition  to  the 
various  machines  which  have  of  late  years  been  devised  for  con¬ 
verting  into  an  article  of  commerce  the  dust  or  slack  of  coal,  has 
just  been  made  by  the  introduction  of  an  appliance  invented  by 
Messrs.  Mowll  and  Messenger,  of  Dover.  The  new  machine  is  of 
comparatively  small  size  ;  the  briquettes  made  by  it  measuring 
only  41-  inches  long  by  2^  inches  wide  and  2J  inches  deep,  and 
weighing  1:^  lbs.  each.  In  making  these  briquettes,  the  coal  dust 
is  first  mixed  with  10  per  cent,  of  crushed  pitch ;  and  the  mixture  is 
fed  into  a  vertical  mill,  in  which  the  ingredients  are  thoroughly 
incorporated  by  stirrers.  At  the  bottom  of  the  miU  the  ingredients 
encounter  a  jet  of  steam,  which  melts  the  pitch,  and  brings  the 
mixture  into  a  plastic  condition.  The  mixture  is  then  fed  into  a 
revolving  mould  ;  and  the  charge  receives  its  initial  pressure,  from 
a  horizontal  plunger.  The  mould  then  makes  a  slight  turn,  and 
the  partially  compressed  charge  encounters  another  plunger,  which 
gives  it  the  final  pressure.  Another  slight  turn  brings  the  com¬ 
pressed  charge  to  an  ejector,  which  pushes  it  out  of  the  mould  into 
a  trough,  from  which  the  briquettes  are  removed  by  a  boy  on  to  a 
tray  to  be  taken  away  for  stacking.  They  are  ready  for  use  in 
about  an  hour  from  the  time  they  have  been  delivered  from  the 
press.  The  action  of  the  machine  is  continuous  ;  and  the  rate  of  ordi¬ 
nary  working  is  about  14  briquettes  per  minute,  or  five  tone  per 
day  of  12  hours,  which  can  be  increased  to  six  tons  if  necessary  by 
working  at  a  higher  speed.  The  machine  can  be  operated  by  un¬ 
skilled  labour,  or  be  driven  by  horse  or  steam  power. 
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SOUTH-WEST  OF  ENGLAND  DISTEICT  ASSOCIATION 
OP  GAS  MANAGEES. 

Half-Yearly  Meeting  at  Weston-super-Mare.  ^ 

The  Twenty-second  Half-Yearly  Meeting  of  this  Association  was 
held  on  Tuesday,  the  11th  inst.,  at  Weston-super-Mare.  The 
President  (Mr.  H.  Sainsbury,  of  Trowbridge)  occupied  the  chair  , 
and  there  were  present  a  large  number  of  members  and  friends 
The  formal  business,  as  reported  in  the  Journal  last  week, 
having  been  disposed  of. 

The  President  delivered  a  brief  address,  as  follows  ; — 
President’s  Address. 

Gentlemen, — It  is  to  me  a  source  of  great  satisfaction  to  find  on 
the  agenda  paper  of  this  meeting  that  “  opening  remarks  ”  only 
are  expected  from  the  President,  and  not  the  formidable  “  inaugural 
address.”  In  looking  over  the  proceedings  of  our  past  meetings,  I 
was  also  pleased  to  observe  that  the  remarks  made  by  former 
occupants  of  this  chair  had  been  brief,  and  purely  introductory  to 
the  business  of  the  meeting.  _  ... 

It  is  a  pleasure  to  all  who  take  an  interest  in  these  Associations 
to  hear  of  their  increasing  number  and  rapid  growth  of  member¬ 
ship  ;  showing  as  it  does  the  willingness  of  our  brethren  to  work  no 
longer  in  isolation  and  self-sufficiency,  but  to  carry  out  the  great 
and  divine  law  of  “  bearing  one  another’s  burdens,”  and  impart  to 
others  the  wisdom  which  has  been  bestowed  upon  us.  In  the 
Journal  of  Gas  Lighting  for  Aug.  21  last,  I  notice  there  is  a  re¬ 
port  of  the  first  annual  meeting  of  the  North  of  Ireland  Association 
of  Gas  Managers;  and  in  the  succeeding  number  a  paragraph 
announcing  the  proposed  formation  of  a  similar  Association  for  the 
Eastern  Counties  of  England.  We  wish  these  new  Associations, 
as  well  as  those  of  older  growth,  much  success  and  increasing 
usefulness.  We  have  had  the  pleasure  of  admitting  to 
our  ranks  a  larger  number  of  new  members  this  year 
than  in  any  previous  year  since  the  formation  of  the  Associa¬ 
tion  ;  three  having  been  admitted  at  the  March  meeting 
held’  at  Trowbridge,  and  seven  to-day.  On  reading  the 
report  of  our  first  half-yearly  meeting  held  at  Sherborne 
ten  years  ago,  I  find  our  number  of  members  was  then  only  31. 
Now  we  stand  at  74  ;  or  rather  more  than  double  the  membership 
we  had  then.  We  are  glad  to  know  that  death  has  not  entered  our 
ranks  since  we  last  met ;  but  we  have  lost  two  valued  members  by 
removal  to  foreign  parts.  Mr.  W.  W.  Monk,  of  Bournemouth,  has 
gone  to  Melbourne,  Australia ;  and  Mr.  Walter  Thomas  (who  was 
with  his  father  at  West  Cowes,  Isle  of  Wight),  to  British  Columbia. 
May  they  both  prosper  in  their  new  undertakings.  The  latter 
gentleman  has  forwarded  to  our  Honorary  Secretary  a  few  interest¬ 
ing  particulars  of  his  new  surroundings,  which  will  presently  be 
read  to  the  meeting.  . 

A  few  months  ago  the  theory  of  a  new  departure  m  the  guide¬ 
framing  of  gasholders  was  ably  discussed  in  the  columns  of  our 
trade  journals.  The  last  few  weeks  have  witnessed  the  successful, 
if  only  partial,  accomplishment  of  this  scheme.  Mr.  Livesey,  with 
his  accustomed  energy  and  pluck,  has  made  the  experiment ;  and  at 
the  Eotherhithe  station  of  the  South  Metropolitan  Gas  Company, 
a  three-lift  gasholder  may  be  seen  without  the  usual  guide-framing 
beyond  the  second  lift.  May  we  not  look  upon  this,  and  also  the 
somewhat  different  plan  invented  by  Mr.  Gadd,  and  described  by 
Mr.  Newbiggmg  in  his  paper  read  before  the  Manchester  District 
Institution  of  Gas  Engineers,  as  a  type  of  what  will  in  the  future 
be  the  method  of  constructing  and  guiding  our  holders. 

We  have  before  us  to-day  three  important  subjects  for  considera¬ 
tion.  Mr.  Jervis  has  again  kindly  stepped  forward  to  give  us  a  few 
remarks  upon  “  The  Hydraulic  Main,  and  Eetort-Bench  Bracing 
— two  points  which  have  often  tried  the  patience  and  ingenuity  of 
many  gas  managers.  Brickwork  will  expand  with  heat,  and  it  is 
with  difficulty  that  the  hydraulic  main,  when  placed  on  the  beds, 
can  be  kept  level,  and  so  ensure  an  even  dip  in  all  the  pipes ;  while 
the  obstacles  in  the  way  of  so  bracing  the  retort-benches  without 
exposing  some  portion  of  the  tie-rods  to  a  great  heat  are  known  to 
most  of  us.  We  hope  Mr.  Jervis  will  give  us  the  true  solution  of 
this  problem.  Our  old,  but  troublesome  friend,  naphthalene,  will 
be  alluded  to  by  Mr.  Davis,  of  Poole  ;  and  as  he  is  going  to  tell 
us  what  he  found  to  be  a  remedy  for  it,  may  all  who  are  similarly 
perplexed  try  his  plan,  and  obtain  the  same  relief.  Mr.  Thomas, 
of  West  Cowes,  has  the  happy  knack  of  inventing  new  or  im¬ 
proved  appliances  to  meet  the  varying  difficulties  which  are  found 
in  our  works.  A  year  or  two  since,  he  brought  out  a  very  capital 
“  regulator  ”  for  tar-fires ;  while  to-day  he  wiE  describe  “  A  Pres¬ 
sure-Gauge  having  no  Joints.”  Many  of  the  pressure-gauges  at 
present  made,  when  used  with  foul  gas,  often  clog  in  the  small 
passages  with  tarry  matter.  Mr.  Thomas  has  doubtless  experienced 
this  obstruction ;  and  has  improved  upon  the  gauges  already  in 
use  to  remove  this  and  other  defects.  I  feel  assured  that  the  fore¬ 
going  subjects,  together  with  the  usual  business  of  the  Association, 
will  occupy  all  the  time  at  our  disposal ;  but  should  the  opportunity 
occur,  we  shall  be  glad  to  hear  remarks  on  any  other  subject  cal¬ 
culated  to  advance  the  interests  of  the  Association,  that  members 
may  bring  forward ;  a  free  interchange  of  opinions  being  essential 
to  our  well-being. 

We  cannot  assemble  at  these  autumn  meetings  without  looking 
orward  with  hope,  yet  anxiety,  to  the  coming  winter.  In  the 
spring  we  are  full  of  plans  for  improving  our  apparatus  during 
the  summer  ;  but  in  the  autumn  these  are  largely  completed,  and 
waiting  for  the  test  of  increased  make  and  increased  consumption. 


All  are  hoping  to  sell  more  gas,  and  to  manufacture,  if  possible, 
at  a  less  cost.  Trade  seems  to  be  somewhat  improving  through¬ 
out  the  country ;  and,  if  this  is  so,  we  trust  it  will  mean  a  larger 
consumption  of  gas.  Eesiduals,  too,  are  looking  up  in  every 
department ;  and  we  may  hope  to  realize  more  from  them  than 
during  the  last  winter.  Some  of  you  have  ere  this  had  your 
summer  holiday,  and  are  now  braced  up,  and  better  fitted  for  the 
work  lying  before  you.  Others  who  have  not  will  do  well,  if  pos¬ 
sible,  to  spend  a  few  days  in  this  popular  watering-place  of  the 
west,  and  inhale  the  breezes  from  off  the  Atlantic  Ocean.  As  the 
winter  comes  on,  the  conscientious  gas  manager  has  little  time  for 
recreation  and  change.  All  his  powers  of  body  and  mind  need  to 
be  concentrated  on  his  work ;  for  he  must  more  or  less  unite  in 
himself  the  various  duties  of  engineer,  chemist,  and  accountant,  as 
well  as  take  the  general  supervision  of  bis  workmen.  Much 
wisdom  and  self-control  are  needed  to  carry  on  our  different  works 
successfully  ;  and  to  those  who,  like  myself,  feel  their  insufficiency 
for  these  things,  I  would  say  in  this,  as  well  as  in  higher  and  more 
sacred  matters,  let  us  apply  to  the  Fountain  of  all  Wisdom,  “  who 
giveth  to  all  men  liberally  and  upbraideth  not.” 

Mr.  J.  J.  Jervis  (New  Swindon)  read  a  paper  entitled 
THE  HYDEAULIC  MAIN,  AND  EETOET-BENCH  BEACING. 

In  the  short  paper  I  am  about  to  read,  I  do  not  propose  to 
enter  into  any  matters  relative  to  the  sizes  or  shapes  of  the 
hydraulic  main  ;  or  whether  it  should  be  of  wrought  or  cast  iron, 
or  dispensed  with  altogether,  and  give  place  to  a  whole  family  of 
automatic  valves,  anti-dips,  &c.  I  purpose  only  to  speak  of  its 
position,  or  where  it  should  be  fixed  by  those  who  choose  to  retain 
it.  Nearly  aU  anti-dip  disciples  make  use  of  the  hydraulic ;  so 
that  any  discussion  this  question  may  raise  will  be  of  interest  to 
them,  and  my  sole  object  in  reading  a  paper  to-day  is  to  form  a 
text  for  some  discussion. 

The  position  of  the  hydraulic  main  is  almost  univei’sally  over 
the  retort-benches — in  a  splendid  place  for  all  possible  dirt,  smoke, 
heat,  and  the  general  discomfort  of  the  workman  who  have  to 
attend  to  anything  in  connection  with  it — more  especially  in  the 
pleasing  duty  of  “  pipe-jumping,”  should  chokes  occur.  Of  course, 
the  retort-bench  offers  a  ready  and  inexpensive  foundation  for  the 
hydraulic  standards  or  crutches ;  but  it  may  be  open  to  question 
whether  such  a  base  as  is  offered  by  the  retort-stack  is  the  best 
for  a  reservoir  which  we  desire  to  keep  as  level  and  rigid  as  pos¬ 
sible.  Some  engineers  contend  that  it  is  not  objectionable  for  the 
hydraulic  to  be  close  over  the  retort-bench,  and  that  the 
thick  solid  tar  found  in  the  vessel  is  not  caused  by  the  heat 
of  the  retorts.  In  “  King’s  Treatise  on  Coal  Gas,”  it  is 
stated  that :  “  Various  means  have  been  tried  to  prevent  or 
clear  out  this  accumulation  of  thick  tar ;  one  being  an  en¬ 
largement  of  the  hydraulic  itself,  till,  in  one  ease  that  I  [Mr. 
G.  Livesey]  have  seen,  each  length  would  make  a  small  Cornish 
boiler.  Then  the  elevation  of  the  hydraulic  from  two  to  four  or 
five  feet  above  the  brickwork  with  the  object  of  removing  it  beyond 
the  reach  of  heat ;  it  being  considered  that  the  heat  from  the 
setting  converted  the  tar  into  pitch.  A  stream  of  gas  liquor  has  in 
some  cases  been  caused  to  flow  through  the  main ;  and  for  a  long 
time  I  had  a  quantity  of  hot  water  from  the  steam-boiler  put  into 
the  main  once  or  twice  a  week.  But  this  did  very  little  permanent 
good.  The  making  the  main  deeper,  and  square  at  the  bottom,  has 
been  suggested.  Means  for  drawing  off  the  tar  from  the  bottom, 
instead  of  the  top,  have  been  devised  and  used  with  varying  success  ; 
but  by  no  plan,  so  far  as  I  am  aware,  has  the  prevention  of  this 
accumulation  been  certainly  or  completely  obtained.  The  causes 
of  its  production  are  twofold — first,  the  retention  of  the  tar  in  the 
main ;  and,  second,  the  heat  of  the  gas  from  the  retort  in  passing 
through  this  comparatively  stationary  tar  evaporating  its  volatile 
constituents  ;  for  it  is  the  hot  gas,  and  not  the  radiated  heat  from 
the  setting,  that  does  the  mischief."  And  further  on,  after  describing 
how,  by  making  the  hydraulic  shallower,  and  only  allowing  about 
2  inches  of  tar  below  the  bottom  of  the  dip-pipe,  it  states  that  the 
tar  kept  “  perfectly  fluid  ;  ”  there  was  “  no  pitch  or  thick  tar,  and 
no  crystals  of  ammonia  ;  .  .  .  not  a  stopped  dip-pipe  all  the 

winter,  and  stopped  ascension-pipes  were  of  much  more  rare 
occurrence.”  Perhaps,  then,  it  may  be  a  fair  argument  to  say  that 
the  choking  of  ascension  and  dip-pipes  is  not  due  to  the  close 
proximity  of  the  hydraulic  to  the  retort-bench  ;  and  that,  therefore, 
on  that  account  there  is  nothing  to  be  gained  by  shifting  it.  Still 
I  think  the  top  of  the  retort-bench  a  most  undesirable  place. 

Again,  “  King’s  Treatise  ”  says  that  the  saddles  or  standards  sup¬ 
porting  the  hydraulic  should  have  a  substantial  bearing  on  the 
bench,  and  their  position  is  over  the  piers  separating  the  ovens. 
But  IS  a  substantial  bearing  obtained  on  those  walls  that  are  part 
and  parcel  of  the  beds,  and  shift  accordingly  with  their  expansion 
and  contraction  ?  These  party  walls  need  renewal  at  certain 
periods,  and  then  there  is  anxiety  and  risk.  Strutting,  slinging, 
and  other  means  are  resorted  to,  to  maintain  the  hydraulic  in 
safety,  which  might  be  avoided  were  the  main  supported  on  girders 
or  columns  independent  of  the  brickwork.  This  was  chiefly  the 
cause  of  my  placing  the  hydraulic  at  our  works  on  girders  and 
columns  in  front  and  absolutely  free  of  the  retort-bench  ;  so  that 
any  alterations  or  renewals  of  the  brickwork  could  be  carried  out 
with  perfect  freedom  from  anxiety  as  to  the  safety  of  the  hydraulic. 
The  drawings  I  have  here  show  how  I  have  placed  the  main.  It 
was  done  in  a  simple  and  cheap  manner  ;  the  whole  alteration,  ex¬ 
tending  over  seven  beds  of  fives,  costing  under  £40. 

The  idea  of  supporting  the  hydraulic  other  than  on  the  brick 
work  is  not  a  new  one ;  in  fact,  it  is  an  old  and  condemned  plan 
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In  “King’s  Treatise”  we  find  it  stated  :  “The  hydraulic  main  is 
usually  supported  ty  cast-iron  stands  or  crutches  .  .  .  . 

mounted  on  short  brick  piers,  placed  over  the  piers  of  the  ovens,  so 
that  the  main  is  at  a  short  distance  away  from  the  front  of  the 
settings,  and  beyond  the  influence  of  the  excessive  heat. 
In  the  early  period  of  gas  lighting,  the  hydraulic  main 
was  cylindrical,  and  supported  on  cast-iron  pillars,  placed  in  front 
of  the  settings  ;  but,  owing  to  the  prejudicial  heat  rising  from 
the  front  of  the  bench  when  drawing  the  retorts,  and  the  incon¬ 
venience  of  the  projecting  columns,  this  system  is  generally 
abandoned.  From  six  years’  experience,  I  demur  to  the  indict¬ 
ment,  both  as  to  the  prejudicial  heat  and  the  inconvenience  of  the 
projecting  columns.  The  heat  arising  when  drawing  and  charging 
is  felt  less  on  the  platform  than  in  the  orthodox  position  of  the 
hydraulic.  The  platform  shown  in  the  drawing  is  very  handy  for 
the  workmen,  and  was  much  better  for  them  than  walking  about 
on  hot  bricks.  Anyway,  whether  the  hydraulic  is  fixed  over  the 
brickwork  or  on  girders,  it  is  but  due  to  the  men  that  some  pro¬ 
vision  should  be  made  for  as  cool  a  platform  as  possible.  The 
wooden  battens  of  my  platform  are  pretty  dry  by  this  time  I 
expect,  but  they  have  not  fired  once  during  the  six  years  they  have 
been  in  use  with  the  “  excessive  heat,”  although  the  platform  is 
only  3  feet  above  the  highest  mouthpiece. 


Having  shifted  the  hydraulic  main  off  the  brickwork,  I  fancied 
there  was  not  so  much  need  to  tie  the  piers  between  the  beds  by 
buckstaves  back  and  front.  The  separate  chimney  system  to  each 
bed  (which  is  now  being  tried,  I  believe,  at  Bath,  and  which  we 
have  followed  for  the  past  14  years)  interfered  with  bracing  from 
end  to  end  by  angle-bars  at  the  corners  of  the  entire  stack ;  and  I 
could  not,  by  placing  buckstaves  against  the  end  waUs  of  the  bench, 
tie  over  the  beds,  as  they  were  of  different  heights.  Under 
the  circumstances,  I  resolved  to  do  without  bracing  at  all ; 
but  whether  or  not  the  proceeding  was  wise  remains  to  be 
determined.  There  is  some  consolation,  however,  in  noting  that 
in  this  matter  as  in  others,  there  are  divers  opinions,  and  that 
there  are  some  gas  engineers  who  still  do  without  bracing.  Even 
in  “  King’s  Treatise  ”  it  is  said  that  some  “  engineers  contend 
that  transverse  tie-bars  and  buckstaves  are  unnecessary,  because 
at  times  the  bars  are  burnt  away  at  the  centre  and  the  heat 
causes  them  to  expand.  But  if  the  tie-bars  are  fixed  in  the  proper 
position,  either  above  the  brickwork  of  the  bench,  or  carefully 
embedded  in  it  out  of  the  reach  of  the  heat  of  the  flues,  there  is 
no  danger  of  these  burning  away.  Unless  well  bound  together 
transversely  as  well  as  longitudinally,  a  bench  will  not  endure  the 
wear  and  tear  of  many  seasons’  working  ;  the  piers  between  the 
arches  will  inevitably  bulge,  and  openings  and  crevices  will  appear 
between  the  ovens,  admitting  air  and  injuring  the  draught.”  Such 
is  the  text ;  and  the  matter  of  bracing  seems  to  be  so  simple  that 
there  need  be  no  fools. 

There  are  one  or  two  questions,  however,  that  might  be  asked. 
Does  not  a  long  tie-bar — that  is,  from  end  to  end  of  bench — allow 
of  a  good  bit  of  expansion  of  brickwork  ?  Except  on  account  of 
the  hydraulic  main,  do  the  middle  or  inside  beds  of  retorts  require 
longitudinal  aid,  inasmuch  as  they  have  thesupportof  their  neigh¬ 
bours  one  against  the  other  ?  Is  it  sufficient  therefore  to  buttress 
or  otherwise  stay  the  end  beds  only  ?  And  when  an  arch  is  taken 
down,  is  the  temporary  strutting  on  account  of  the  hydraulic, 
or  purely  on  account  of  expansion  ?  Is  the  matter  of  checking  the 
expansion  by  tie-bars  a  question  only  of  how  much  ?  The  heated 
brickwork  must  go  somewhere  ;  and  the  only  consideration,  I  take 
it,  must  be  which  way  ?  If  the  arches  cannot  spread,  they  must 
rise ;  and  if  the  front  walls  cannot  come  forward,  the  rear  ones 
will  go  backwards. 

The  point  I  wanted  to  decide  was  whether  after  all,  when  I  had 
relieved  myself  of  care  in  regard  to  the  hydraulic,  I  need  trouble 


anything  about  bracing  the  retort-bench.  I  found  from  four  years’ 
experience  without  any  bracing  that  the  inside  piers  remained 
plumb  ;  and  the  end  one  only  went  over  about  2  inches  in  a 
height  of  9  feet.  The  face  ends  of  the  pier  walls  had  come  for¬ 
ward  about  3  inches,  which  would  have  been  a  bad  thing  for  the 
hydraulic  had  it  stood  on  crutches  there.  The  expansion  of  the 
retorts,  back  and  front,  was  not  more  than  previously ;  but,  alto¬ 
gether,  I  was  convinced  that  some  bracing  is  better  than  none 
at  all,  even  though  it  be  only  from  end  to  end  over  all.  There  will 
be  more  or  less  expansion  with  the  best  bracing  ;  but  there  will  not 
be  the  excessive  expansion  there  is  possible  where  no  ties  are  made 
use  of.  The  retorts  “  go  ”  with  the  brickwork  ;  and  the  cracks  in 
them  are  not  so  readily  repaired  as  in  the  walls,  &c.  I  therefore 
determined  to  again  brace  up  ;  but  brace  over  all  I  could  not. 
Mouthpieces  at  different  levels  in  front,  separate  chimneys  to  each 
bed  behind,  and  unequal  heights  on  the  top,  precluded  the  use  of 
long  ties. 


As  in  retort  renewals  I  generally  clear  the  arch  right  out,  I 
wished  to  avoid  all  necessity  of  strutting,  and  have  as  clear  and 
cool  a  working  space  as  possible.  I  meditated  some  accommodating 
bracing.  “  Necessity  is  the  mother,  &c. ;  ”  and  the  drawing  here¬ 
with  shows  my  “  invention.”  It  may  be  thought  complex  and 
unnecessary ;  but,  of  course,  I  deem  it  just  the  thing.  Anyway  it 
has  been  satisfactory  so  far.  Each  bed  is  independent  of  its 
neighbour ;  and  any  bed  may  be  cleared  right  away  without 
occasioning  any  alteration  of  the  tie-rod,  &c.  The  short  tie-rods 
will  not  allow  of  so  much  expansion  as  longer  ones  ;  and  the 
placing  back  of  the  face  of  the  bed  2  inches  to  form  a  corner  for 
the  angle-bar,  does  not  interfere  with  the  setting  of  the  retorts. 
The  “  go  ”  of  the  expansion  of  the  retorts  is  directed  by  the  angle- 
bars  to  the  back  wall  rather  than  to  the  front ;  and  the  mouth¬ 
pieces  and  ascension  pipes  consequently  keep  plumb.  The  cost  of 
bracing  the  seven  beds  in  this  manner  was  under  £45. 

Discussion, 

The  President  thought  that  the  meeting  had  just  heard  a  very 
practical  paper.  Mr.  Jervis  had  given  good  reasons  for  removing 
the  hydraulic  to  beyond  the  front  of  the  retort-bench  ;  and  it  seemed 
to  have  answered  well  in  his  case.  At  the  same  time,  some  managers 
were  not  much  troubled  with  thick  tar.  At  Trowbridge  he  had 
not  cleaned  out  his  hydraulic  for  several  years  ;  and  yet  had  not 
found  that  thick  tar  accumulated  to  any  considerable  extent.  He 
had  personally  inspected  the  arrangement  described  by  Mr.  Jervis, 
and  could  testify  that  the  woodwork  did  not  burn  away. 

Mr.  W.  Fiddes  (Bristol)  said  he  had  tried  to  do  without  bracing 
with  through  settings,  20  feet  in  length  ;  but  they  split  and  separated 
from  the  piers,  at  about  3  feet  from  the  front  of  the  setting.  It 
was  therefore  necessary  to  put  up  buckstaves  and  tie-bars.  He  also 
found  considerable  improvement  by  putting  on  the  top  of  the  pier 
before  turning  the  arch,  a  sort  of  “  bond  timber  ”  made  of  very  large 
fire-clay  lumps,  each  about  2  feet  in  length,  splayed  to  take  the 
springing  of  the  arches.  The  plan  served  to  tie  in  the  brickwork 
to  a  considerable  extent ;  but  not  sufficiently  so  to  dispense  with  the 
buckstaves  and  tie-rods.  It  was  difficult  to  get  buckstaves  that 
would  hold.  The  cast-iron  ones  would  snap  suddenly,  without 
warning ;  and  those  made  of  wrought  iron  buckled  and  gave  way 
gradually.  Of  course,  as  soon  as  a  buckstave  failed,  it  was  neces¬ 
sary  to  renew  it,  or  damage  to  the  setting  would  speedily  follow. 
When  a  setting  was  lit  up,  it  expanded  about  3  inches  in  the  direc¬ 
tion  of  the  length,  and  2  inches  in  height.  So  whenever  the  heat 
of  the  retorts  was  increased,  the  rule  should  be  to  slack  the  nuts 
of  the  tie-rods,  and  vice  versa.  In  order  to  meet  this  variation, 
he  had  tried  bell-cranks  and  a  system  of  counter-weights  to  take 
the  leverage.  But  this  failed.  Then  he  substituted  lead,  or  lead 
and  tin  washers,  thinking  they  might  squeeze  together  gently. 
This,  however,  was  not  so  successful  as  careful  attention  to  the  nuts, 
letting  out  half  a  thread  or  so  each  morning  and  night  until  the 
maximum  expansion  was  obtained  when  lighting  up.  In  cooling 
down,  the  furnace  was  filled  with  fuel,  the  damper  shut,  and  the 
ash-pit  and  door  carefully  covered  up,  so  that  no  cold  air  could 
enter.  The  retort-lids  were  all  carefully  screwed  up  ;  and  when 
this  plan  was  followed,  two  or  three  weeks  elapsed  before  the  setting 
got  cool.  The  retorts  lasted  from  1200  to  1400  actual  working  days. 
When  letting  down,  it  was  a  good  plan  to  seal  up  the  mouths  of 
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the  retorta  with  4^-inch  brickwork,  to  prevent  loss  of  heat ;  and 
the  same  might  be  done  with  new  settings  adjacent  to  those  m  us^ 
For  about  40  years  he  had  worked  with  separate  chimneys  to  each 
bed,  very  short,  not  more  than  2  or  3  feet  above  the  top  of  the 
stack.  By  this  means,  he  secured  better  heats  with  less  fuel ,  and 

therefore  always  adopted  that  plan.  ,  .  ,  ^  t. 

Mr.  J.  Lowe  (Weymouth)  remarked  that,  bavmg  had  great 
trouble  with  cast-iron  buckstaves,  even  when  “  bellied  so  as  to 
be  stronger  in  the  centre,  he  hit  upon  a  cheap  and  efiective 
wrought-iron  buckstave.  It  was  made  of  two  second-hand  railway 
irons,  strongly  clamped  together.  The  cost  of  these  discarded 
rails  was  only  about  80s.  per  ton  for  small  quantities,  and  soine- 
what  less  for  large  ;  so  that  a  10-feet  buckstave  cost  him  about  a 
guinea.  Made  in  this  manner  they  were  about  5  inches  square  , 

BO  that  with  14-inch  partition  walls,  and  retorts  close  to  the  side 
wall  of  the  setting,  it  might  be  necessary  to  keep  the  ascension- 
pipes  out  a  little,  in  order  to  clear  them.  ,  ,  , 

Mr.  S.  W.  Durkin  (Southampton)  said  he  had  long  been  ot 
opinion  that  some  simple  plan  for  bringing  the  hydraulic  out  from 
above  the  top  of  the  stack  was  advisable.  As  at  present  faxed,  it 
seemed  altogether  in  the  wrong  place,  particularly  where  there 
were  long  rows  of  beds.  When  letting  some  of  the  beds  down,  it 
was  necessary  to  have  the  hydraulic  main  levelled  ;  and  the  same 
when  re-lighting,  when  working  with  the  shallowest  possible  seal, 
as  he  was  now  doing,  as  the  hydraulic  should  be  perfectly  1®''®  • 
Mr.  Jervis’s  plan  would  enable  the  hydraulic  to  be  kept  level. 
Formerly  he  was  much  troubled  with  thick  tar  ;  but  S'  f®Y  y®^’® 
since  he  adopted  a  plan,  which  he  had  already  described  to  the 
Association,  for  taking  off  the  tar  from  the  bottom  of  the  h^raulic. 

It  was  a  simple  arrangement,  with  no  weir  overflows,  lie  used 
through  retorts  20  feet  in  length,  with  a  hydraulic  at  each  end  ; 
and  in  both  the  tar  was  taken  off  at  two  points.  He  also  made  a 
connection  between  the  hydraulic  mains  and  the  liquor-pump 
outside  ;  and  every  day  he  pumped  some  liquor  through  the  rnains 
and  overflows,  and  this  washed  away  any  accurnulations  oi  thick 
tar.  By  this  means,  also,  the  dips  were  sealed  in  hquor,  and  not 
in  tar ;  the  gas  was  washed  by  passing  through  the  hot  liquor  ;  and 
the  whole  kept  clear.  Eecently  he  had  overhauled  a  hydraulic 
which  had  not  been  opened  for  two  years ;  and  found  ^®i'y  hfff® 
thick  tar  in  it.  Temperature  had  something  to  do  with  the  forma¬ 
tion  of  thick  tar  in  the  main,  as  there  was  a  tendency  in  me 
direction  in  cold  localities,  when  the  main  was  over  beds  that 
were  out  of  use.  He  was  therefore  pleased  with  the  success  of 
his  arrangement,  as  saving  the  great  trouble  and  labour  involved 
in  getting  deposits  of  pitch  out  of  the  hydraulic.  Referring  to 
retort-bracing,  he  said  that  he  remembered  using  nothing  m  years 
gone  by  but  iron  retorts  ;  and  these  never  strained  the  benches  so 
much  as  clay  retorts,  which  were  brought  more  immediately  in 
contact  with  the  arches.  In  some  settings  of  iron  retorts,  the 
tie-bars  had  actually  been  built  into  the  brickwork ;  and  mien 
taken  down  for  re-building,  it  was  found  that  the  tie-bars 
were  quite  carbonated  and  rotted  away — being  merely  kept 
in  position  by  the  brickwork.  He  had  used  a  rather  mgenious 
form  of  buckstave.  It  was  made  of  cast  iron,  with  a  groove 
in  which  a  fish-plate  of  wrought  iron  was  fitted.  These 
were  displaced  by  cast-iron  T-shaped  buckstaves,  “  fish-bellied 
in  section,  which  did  not  answer,  as  they  were  liable  to  snap 
suddenly  with  a  loud  report.  Even  when  made  thicker,  and  there¬ 
fore  stronger  in  section,  this  objection  still  obtained.  Wrought-iron 
buckstaves  were  then  introduced  ;  and  he  had  some  that  had  been 
in  use  for  20  years.  They  were  still  perfectly  sound,  except  at  the 
lower  end,  where  they  were  corroded  by  the  water  used  in  ex¬ 
tinguishing  coke.  He  had  arranged  a  cast-iron  channel  to  keep 
the  water  away  and  protect  this  part  of  the  buckstaves.  The  tie- 
bars  were  nearly  all  on  the  outside  of  the  brickwork  transverse 
as  well  as  longitudinal ;  and  he  condemned  the  plan  of  burying 
tie-bars  in  brickwork.  They  should  all  be  in  eight.  He  quite 
agreed  with  Mr.  Jervis  that  brickwork  would  “go”  somewhere. 
If  tied  at  the  top,  it  would  go  at  the  centre  ;  and  if  the  transverse 
tie-bars  held  on,  the  walls  would  expand,  and  the  bars  would  bend, 
but  they  would  not  break.  He  need  scarcely  add  that  if  they  did 
break,  it  would  be  a  serious  matter,  and  would  destroy  the  draught 
and  injure  the  retorts.  Mr.  Jervis’s  system  of  tying  was  interest¬ 
ing  ;  but  whether  it  could  be  adopted  to  through  retorts,  he  was 
not  prepared  to  say. 

The  President  remarked  that  it  was  a  pleasure  to  all  to  hear 
Mr.  Lowe’s  voice  again  and  to  see  him  present  again  after  his 
long  illness  and  consequent  absence  from  the  last  two  meetings.  In 
regard  to  the  paper,  tar  at  Trowbridge  was  taken  off  from  the  bottom 
of  the  hydraulic,  and  perhaps  that  was  the  reason  why  he  had  very 
little  trouble  with  thick  tar.  He  quite  agreed  that  the  bars  should 
be  outside  the  brickwork ;  and  he  had  tried  protecting  them  by 
enclosing  them  in  drain-pipes,  but  still  they  would  break  off  at  the 
point  of  fiercest  heat. _ 

Mr.  W.  Davis  (Poole)  next  submitted  the  following  paper  ; — 

A  REMEDY  FOR  NAPHTHALENE. 

Having  been  requested  by  our  respected  President  to  give  a 
short  extract  from  my  experience  as  a  manager,  and  as  I  consider 
it  is  the  duty  of  every  member  of  this  Association  to  promote  the 
interests  of  our  profession  by  promulgating  all  the  information  he 
can,  it  has  occurred  to  me  that,  by  briefly  stating  my  experience 
with  that  great  pest  to  many  gas  managers — viz.,  naphthalene — I 
may  interest,  even  if  I  cannot  much  instruct  my  brethren  in  the 
profession. 

Some  years  ago  I  had  the  management  of  a  works  where  there 


were  four  purifiers  10  feet  square  ;  and  they  were  fixed  m  such  a 
position  that  the  inlet-pipes  from  the  hydraulic  centre-valve  had  a 
fall  into  the  purifiers.  Consequently,  when  these  were  emptied,  it 
was  frequently  necessary  to  clear  the  condensed  matter  from  the 
bottom ;  and  what  made  matters  worse,  the  scrubber  was  a  very 
small  one— about  18  feet  high  by  6  feet  diameter— through  which 
ammoniacal  liquor  was  continually  being  passed  m  the  usual  way. 
The  distance  between  the  scrubber  and  the  centre-valve  was  only 
about  25  feet.  Therefore,  it  was  only  natural  that  a  large  quantity 
of  condensable  moisture  would  be  carried  forward,  and  deposited  m 
the  bottom  of  the  purifiers.  In  order  to  obviate  this,  as  I  happened 
to  have  four  16-inch  pipes  (12  feet  long)  in  stock,  I  put  them 
up  in  the  form  of  a  condenser.  These  pipes  were  fitted  trorn 
bottom  to  top  with  9-inch  by  ^-inch  boards,  cut  in  lengths  ot 
the  diameter  of  the  pipe,  and  placed  cross-ways  ;  thus  giving  a 
large  rubbing  surface  for  the  gas  in  its  passage  to  deposit  tfae 
moisture  carried  forward  from  the  scrubber.  This,  I  was  pleased 
to  find,  had  the  desired  effect.  It  also  produced  an  effect  t^hat  i  Had 
not  anticipated.  I  had  previously  been  very  much  troubled  with 
naphthalene ;  the  inlet  and  outlet  of  the  station  meter  having  been 
frequently  choked  up  with  it,  and  also  the  pipes  leading  to  the 
holders.  The  inlet  and  outlet  pipes  of  the  holders  were  likewise  a 
constant  source  of  trouble.  After  the  introduction  of  these  pipes 
(which  I  have  since  termed  “  depositors  ”)  I  was  not  troubled  with 
naphthalene.  This  led  me  to  investigate  the  cause  of  the  naphtha¬ 
lene  formation.  As  many  crystals  contain  what  is  termed  the 
“  water  of  crystalization,”  I  at  first  came  to  the  conclusion  that  i 
had  made  a  discovery  ;  but  after  consulting  a  very  clever  chemist,  i 
found  that  these  crystals  do  not  contain  that  water.  \Ve  then  came 
to  the  conclusion  that  the  crystals  were  produced  by  synthesis,  and 
that  the  presence  of  moisture  caused  its  production.  Whetoer  or 
not  this  is  really  the  secret  of  its  formation,  it  is  a  fact  that,  by 
carrying  out  this  arrangement  in  works  that  I  have  since  erected, 

I  have  not  been  troubled  with  naphthalene. 

Discussion. 

The  President  said  that,  speaking  generally,  naphthalene  was 
not  now  so  troublesome  as  in  former  years.  He  had  known  the 
inlet  and  outlet  of  the  station  meter  to  be  choked  in  about  a  month, 
at  a  time  when  a  part  of  the  condenser  had  been  out  of  use.  But, 
by  working  the  condenser  regularly,  and  keeping  the  whole  of  it  at 
work,  he  had  not  seen  a  stoppage  with  naphthalene  for  more  than 
20  years,  although  he  had  continued  to  use  the  same  kind  of  ccml 
and  to  work  under  similar  circumstances.  As  to  the  effect  on  the 
public  lamps,  he  remembered  that  once,  after  a  continuance  of 
hard  frost  and  bright  sunshine,  on  a  certain  Sunday  night,  the 
lamplighters  could  not  light  a  single  lamp  in  the  main  street. 
This  was  not  due  to  naphthalene,  but  to  moisture  frozen  m  the 
pipes,  and  melted  by  the  sunshine  alternately  j  so  that  it  gradually 
found  its  way  to  the  bend  at  the  bottom  of  the  lamp-post. 

Mr.  J.  H.  Cornish  (Bridgwater)  observed  that  some  years  ago 
he  had  much  trouble  with  naphthalene ;  both  the  inlet  and  the 
outlet  of  the  holder  being  choked.  He  employed  steam  to  remove 
the  deposit,  and  this  caused  the  pipes  to  expand  and  occasioned  a 
leakage  into  them  from  the  inside  of  the  tank,  which  could  not  be 
remedied  without  emptying  it.  A  plunger  was  then  used  instead 
of  steam,  to  clear  the  pipes  ;  and  this  proved  effective,  at  the  same 
time  dispensing  with  the  disadvantage  just  named.  Me  could  recall 
instances  when  more  than  half  the  public  lamps  were  out.  But  by 
adopting  a  large  foul  main,  three  times  the  length  of  the  retort- 
house,  and  by  more  gradually  condensing  the  gas,  he  completely 
got  rid  of  trouble  from  naphthalene. 

Mr.  N.  H.  Humphrys  (Salisbury)  remarked  that  there  was  no 
doubt  as’to  the  fact  that  naphthalene  deposits  were  caused  by  im¬ 
proper  or  too  rapid  condensation  of  the  gas  ;  but  he  thought  there 
were  instances  on  record — some  had  been  cited  before  the  Associa¬ 
tion — of  naphthalene  being  formed  frorn  gas  that  had  been  properly 
condensed  and  purified  in  accordance  with  the  latest  state  of  know¬ 
ledge  on  these  subjects.  This  seemed  to  support  the  view  expressed 
by  Mr.  Davis,  that  under  certain  circumstances  naphthalene  might 
be  formed  by  synthesis  ;  and  it  would  be  interesting  to  have  further 
information  on  the  point.  . 

Mr.  E.  Beynon  (Torquay)  said  he  had  not  succeeded  m  com¬ 
pletely  overcoming  the  naphthalene  difficulty,  and  was  going  to 
erect  a  larger  foul  main.  In  1885  he  was  only  troubled  m  the 
winter— from  December  to  February.  He  had  an  ordinary  annular 
condenser ;  and  a  friend  advised  him  to  cover  it  up  during  the 
next  winter.  In  1886,  he  covered  it  with  sulphate-bags.  This 
was  effective  to  the  extent  that,  whereas  he  formerly  had  a  dozen 
complaints  per  day,  they  came  down  to  one  or  two.  But  now  he 
suffered  mostly  in  the  autumn  between  August  and  November, 
and  most  seriously  in  the  mains  and  services.  This  he  ascribed  to 
the  greater  ranges  of  temperature  prevailing  at  that  period  of  the 
year.  He  read  in  the  Journal  of  Gas  Lighting,  that  Mr.  Duxbury, 
of  Darwen,  had  experienced  much  the  same  thing.  He  con¬ 
sidered  that  it  was  to  the  regulation  of  the  condenser  that  they 

must  look  for  a  cure.  ,  ,  ,  ,  ,  ,  i.  •  j 

Mr.  H.  G.  Crowe  (Wellington)  remarked  that  he  had  a  triend 
who  was  troubled  with  naphthalene.  In  this  case  the  hydraulic 
main  was  carried  down  the  centre  of  the  retort-house ,  and  there 
was  a  bench  of  retorts  on  each  side— the  one  hydraulic  serving  for 
both  sets  of  benches.  His  friend  attributed  the  naphthalene  to  the 
position  of  the  hydraulic.  He  inquired  whether  Mr.  J ervis  had 
found  the  alteration  he  had  described  in  his  hydraulic  had  any 
effect  as  to  naphthalene  ? 

Mr.  Jervis  ;  I  do  not  know  what  naphthalene  is. 
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Mr.  A.  Thomas  (West  Cowes)  said  that  some  little  trouble  from 
this  source  had  fallen  to  his  lot  in  times  gone  by.  In  the  case  of 
one  particular  length  of  main  about  half  a  mile  from  the  works, 
every  winter  it  would  gradually  fill  up  until  the  supply  was  entirely 
stopped.  The  first  year  he  cut  orit  a  long  length  of  the  pipe,  and 
found,  to  his  surprise,  that  it  was  quite  clear.  The  jarring  had 
caused  its  dispersion.  Afterwards  he  tried  drilling  a  hole  and 
pouring  hot  water  down  the  main,  which  proved  a  cure.  He  also 
found  that  the  application  of  a  force-pump  would  remove  it.  But 
after  he  had  started  new  works  with  a  foul  main  and  good  con¬ 
denser,  he  lost  sight  of  the  naphthalene.  He  therefore  concluded 
that  the  foul  main  and  the  condenser  furnished  the  cure ;  and  that 
previously  his  gas  had  not  been  properly  condensed. 

Mr.  S.  W.  Durkin  (Southampton)  said  that  naphthalene  was  an 
old  friend  of  his.  The  farmers  complained  of  the  present  season, 
but  more  equable  temperatures  had  prevailed,  which  were  favour¬ 
able  to  those  who  were  troubled  in  this  way.  He  was  generally 
harassed  by  naphthalene  in  the  autumn,  or  whenever  great  differ¬ 
ences  of  temperature  prevailed,  such  as  alternations  of  bright  sun¬ 
shine  and  cold  nights.  Yet  for  nearly  twelve  months  he  had 
hardly  known  what  it  was.  He  had  a  set  of  men  whose  duty  it 
was  to  attend  to  complaints  of  this  sort,  and  he  scarcely  knew 
what  to  give  them  to  do.  Last  winter  he  went  on  very  well  till 
after  Christmas ;  and  then  he  had  a  16-inch  pipe  choked  on  the 
works,  and  this  sorely  perplexed  him.  This  particular  piece  of 
main  happened  to  be  laid  deeply  in  the  ground  ;  and  he  imagined 
there  was  some  tidal  influence  which  kept  its  surroundings  cold 
and  damp,  and  so  caused  the  formation.  He  had  a  great  belief  in 
the  foul  main,  and  thought  it  possible  that  his  present  provisions  in 
this  respect  were  not  large  enough  ;  and  when  a  larger  foul  main 
was  fixed,  he  hoped  to  see  the  naphthalene  disappear  altogether. 
As  a  proof  of  the  fact  that  temperature  had  a  great  deal  to  do 
with  the  formation  of  the  naphthalene,  he  might  add  that  he 
never  knew  any  to  form  near  the  station  meter,  which  was  kept 
at  an  equable  temperature.  Attention  to  this  point,  he  believed, 
would  avoid  trouble  at  the  meter. 

Mr.  W.  Fiddes  (Bristol)  remembered  that  on  one  occasion  several 
years  since,  he  was  with  the  late  Mr.  George  Lowe  in  London 
when  they  were  opening  the  ground  to  discover  the  cause  of  a 
stoppage  in  the  gas-mains  that  supplied  the  Houses  of  Parlia¬ 
ment.  There  was  an  18-inch  branch  main,  from  which  two 
4-inch  mains  were  taken  off,  and  ran  parallel  to  each  other  for 
some  distance.  One  of  these  parallel  mains  was  continually 
having  to  be  stripped  in  order  to  clear  away  naphthalene,  but 
not  a  particle  was  ever  found  in  the  other.  He  had  had  a 
great  deal  to  do  with  naphthalene  deposits  himself,  and  was 
inclined  to  think  that  large  main-pipes  greatly  reduced  this 
pest.  Some  years  ago  they  had  smaller  connecting-pipes  about 
the  works ;  but  now  it  was  the  custom  to  use  larger  ones  ;  and 
24-inch  pipes  had  been  laid  down  in  place  of  9  or  10  inch.  At 
one  station  it  was  the  rule  to  clean  out  the  inlet  and  outlet  pipes 
of  the  holders  every  Sunday.  He  had  known  7-inch  holder  con¬ 
nections  completely  choked,  and  12-inch  ones  not  much  better  ; 
but  now  he  used  pipes  not  less  than  24  inches  in  diameter  for 
holder  connections,  and  had  not  been  troubled  with  naphthalene 
for  a  considerable  time.  In  one  particular  case,  a  holder  outlet- 
pipe  remained  perfectly  clear  for  six  years,  and  then  choked 
suddenly ;  so  that  the  gas  could  not  get  out  of  the  holder.  To 
remove  it  he  used  a  small  boiler,  and  a  1^-inch  pipe  carried  down 
to  the  syphons  inside.  Some  naphtha  was  heated  in  the  boiler ; 
and  the  vapour  dissolved  the  naphthalene,  and  brought  it  down 
in  a  liquid  state,  so  that  it  could  be  readily  pumped  out  of  the 
syphons.  By  this  means  the  pipes  could  be  readily  cleared  in 
two  hours.  He  thought  that  the  naphthalene  formed  over  the  top 
of  the  pipe  something  in  the  form  of  a  mushroom  ;  and  after  a  time 
broke  up  and  fell  down  the  pipe — thus  causing  the  sudden  stoppage. 
The  average  temperature  of  the  water  in  the  holder  tanks  would 
be  something  like  56° ;  and  he  had  observed  that  if  the  tem¬ 
perature  fell  much  below  this,  they  were  sure  to  be  troubled  with 
naphthalene,  if  not  in  the  holder  connections,  in  the  mains  or 
services.  The  lights  in  the  street  lamps  would  be  reduced  to  the 
size  of  rushlights ;  and  the  stoppage  would,  strange  to  say,  follow 
regular  lines  in  the  direction  of  the  points  of  the  compass — 
running  north-west  one  time,  and  in  another  direction  at  another 
time.  Wherever  the  main  was  situated  in  low,  damp,  and  there¬ 
fore  cold  ground,  he  found  the  deposit  take  place.  He  also  dis¬ 
covered  that  the  deposit  favoured  points  of  junction  of  dissimilar 
metals — such  as  a  lead  service  joined  to  a  cast-iron  main.  It 
might  therefore  be  questioned  whether  the  magnetic  influence  of 
the  earth,  or  electrical  influences,  had  anything  to  do  with  the 
deposit.  This,  of  course,  was  merely  a  suggestion.  There  was  no 
naphthalene  where  cannel  gas  was  supplied  ;  in  that  case  it  appeared 
to  go  into  the  tar  rather  tban  the  gas.  But  where  Somersetshire 
coal  was  used,  it  seemed  to  go  into  the  gas.  The  subject  was 
most  complicated  ;  and  it  was  only  by  careful  observation  that  a 
sure  remedy  could  be  discovered. 

Mr.  Davis,  in  reply,  said  he  had  often  heard  it  remarked  that 
a  very  short  paper  would  bring  about  a  good  discussion ;  and  it 
was  a  pleasure  to  him  to  see  that  the  few  remarks  he  had  hastily 
thrown  together,  had  elicited  so  much  information.  He  thought  his 
argument,  that  moisture  was  somehow  concerned  in  the  deposit, 
was  fully  borne  out  by  the  various  speakers.  Twenty  years  ago  the 
theory  was  first  propounded,  that  the  tar  and  gas  should  be  kept 
together  in  the  foul  main  for  a  time,  in  order  either  to  fix  the  naph¬ 
thalene  in  the  gas,  or  to  take  it  out  in  the  tar.  He  adopted  this  plan 
at  the  works  where  he  was  then  engaged ;  but  he  left  there  before 


the  effect  could  be  ascertained.  He  heard,  however,  that  it  was 
not  altogether  a  success.  At  his  next  works  the  condensing  and 
purifying  plant  was  small  in  proportion  to  the  quantity  of  gas 
made.  He  tried  to  reduce  the  moisture ;  and  in  so  doing,  de¬ 
creased  the  naphthalene  to  such  an  extent  that  it  did  not  give 
trouble  anywhere  except  at  the  holder  connections.  Singular  to 
say,  the  inlet  choked  in  the  spring,  and  the  outlet  in  the  autumn ; 
but  they  never  choked  together.  These  were  the  facts ;  but  he 
could  not  explain  them.  Perhaps  in  the  autumn  the  heat  of  the 
sun  had  more  power,  and  the  temperature  was  higher ;  so  that 
the  naphthalene  was  vapourized  and  carried  to  the  outlet.  At  this 
season  of  the  year,  too,  it  had  been  remarked  that  naphthalene 
was  liable  to  form  in  the  mains.  Perhaps  the  heat  of  the  sun 
vapourized  the  water  in  the  holder  tanks,  which,  being  carried 
forward  with  the  gas,  aided  or  stimulated  the  formation  of  naph¬ 
thalene.  He  did  not  know  whether  electricity  had  anything  to  do 
with  it.  It  might  have,  as  water  would  tend  to  convey  electricity. 
But  he  had  come  to  this  conclusion :  If  the  gas  met  with  mois¬ 
ture  anywhere  between  the  retort  and  the  burner,  and  was  after¬ 
wards  exposed  to  cold  or  damp,  then  naphthalene  was  formed.  It 
would  be  remembered  that  M.  Bremond  had  proposed  to  desiccate 
the  gas  by  means  of  lime — a  plan  that  was  found  effectual  in  pre¬ 
venting  naphthalene. 

{To  he  continued.) 


THE  “  INDUSTRIAL  ”  HIGH-POWER  BURNER. 

At  the  last  Meeting  of  the  Society  Technique  du  Gaz  en  France, 
M.  Potier  introduced  to  the  notice  of  the  members  a  new  high- 
power  burner  suitable  for  public  lighting.  It  bears  the  name  of  the 
“  Industrial  ”  burner  ;  and  two  forms  of  it  are  shown  in  the  accom¬ 
panying  illustrations,  which  are  taken  from  those  which  were 
given  with  the  description  of  the  appliance  contained  in  a  recent 
number  of  the  Journal  des  TJ sines  a  Gaz.  Fig.  1  is  a  type  of 
burner  constructed  for  a  consumption  of  15  cubic  feet  of  gas  per 
hour ;  fig.  2  is  a  larger  one,  consuming  about  26  cubic  feet  per  hour, 
and  is  shown  fitted  in  a  street  lantern.  The  illuminating  power  of 
the  former  is  10  Carcels,  or  95  candles ;  that  of  the  latter,  22 
Carcels,  or  about  210  candles.  The  special  feature  of  the  appliance 
is  the  covered  chimney  surrounding  the  gas-supply  pipe,  which 
starts  from  the  bottom  of  the  burner  and  issues  above  the 


recuperator,  or  rather  at  the  upper  part  of  the  chimney.  Within 
the  chimney  there  is  set  up  a  current  of  air,  which  keeps  the 
gas  inlet-pipe  sufficiently  cool  to  prevent  any  decomposition 
of  the  gas  or  obstruction  of  the  tube  and  burners  by  soot. 
The  recuperator,  which  consists  of  two  concentric  cylinders, 
A  and  B,  connected  by  means  of  horizontal  tubes  0,  is  composed 
of  nickel.  The  products  of  combustion  meet  in  the  cylinder  A, 
whence  they  pass  by  the  tubes  C  into  the  chimney  D.  The  neces¬ 
sary  supply  of  air  is  admitted  by  the  openings  E,  and  makes  its 
way  into  the  recuperator  through  a  number  of  tubes  F  placed 
upon  the  two  cones.  The  air,  already  partially  heated  by  contact 
with  the  casing  H,  as  well  as  by  its  passage  through  the  tubes  F, 
finally  becomes  superheated  in  passing  to  the  exterior  of  the  tubes 
C,  which  are  arranged  zigzag  fashion,  on  its  course  to  the  lower 
portion  or  cup  of  the  lamp  G,  where  the  burners  are  placed.  The 
central  pipe  is  protected  from  the  action  of  the  gas-flames  by 
means  of  a  porcelain  tube  I.  To  light  the  lamp,  all  that  is  neces¬ 
sary  is  to  turn  the  tap  into  a  certain  position,  and  apply  a  taper  to 
the  lower  end  of  the  small  bent  tube  shown  in  fig.  1,  when  the 
gas  will  burn  at  the  top.  By  continuing  to  turn  the  tap,  the  group 
of  burners  becomes  ignited,  and  the  flash-jet  is  extinguished.  The 
glass  of  the  lamp  may  be  easily  removed  for  cleaning ;  and  no 
shadow  is  projected  by  the  lower  portion. 
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THE  LIGHT-GIVING  POWER  OP  DIFFERENT  GAS- 
BURNERS. 

In  the  concluding  notice  of  the  papers  read  at  the  congress  oi 
the  Societe  Technique  du  Gaz  en  France  (held  at  Boulogne-sur- 
Mer  in  June  last)  which  appeared  in  the  Journal  for  July  /4, 
mention  was  made  of  a  communication  presented  by  M.  Bouvier 
on  the  subject  of  the  light-giving  capacity  of  various  kmds  ot  gas- 
burners.  The  paper  has  since  been  published  in  full  m  Le  yaz , 
and  from  it  we  take  the  following  particulars.  The  author  s  ex¬ 
periments  were  made  with  the  burners  generally  m  use ;  tnep 
lighting  power  being  compared  with  the  Bengel  burner  the  i^ris 
standard.  Each  one  was  tested,  by  means  of  a  Dumas  and  Reg- 
nault  photometer,  at  a  variable  distance  frpm  the  screen  illumi¬ 
nated  by  a  Carcel  lamp,  and  under  the  conditions  rnost  favourable 
for  each  type  of  burner.  The  tests  were  made  in  the  winter  tune, 
in  a  dark  chamber  of  about  2100  cubic  feet  capacity,  provided  with 
a  ventilating  hood  above  the  photometer ;  and  there  were  never 
more  than  two  operators  present  at  one  time.  The  consumption 
of  105  litres  (3-7  cubic  feet)  of  gas  being  that  of  the  Pans  standard 
burner,  yielding  the  light  of  1  Carcel  (9'6  candles),  the  capacity  of 
each  burner  is  stated  on  this  basis.  Some  of  the  principal  results 
arrived  at  are  given  in  the  following  table  :  


Description  of  Burner. 

Consumption 

Ilium.  Power  in  Carcels. 

in  Litres. 

Actual. 

Per  105  Litres. 

Open-Flame  Burners. 
Hollow-top  steatite  batswing.  No.  7 
of  the  large  series  used  by  the 
City  of  Paris,  with  regulator  . 
Larger  burner  (No.  8)  of  the  same 

series . .  • 

Argand  Burners  with  Chimney. 
Porcelain  20-hole  burner  (No.  4)  . 
London  steatite  Argand,  24  holes  . 
Porcelain  40-hole  burner  . 
Flat-top  steatite  40-hole  burner  . 
42-hole  burner,  with  central  disc  . 

125 '00 

200-00 

189-00 

184-00 

171-90 

186-31 

286-40 

1-020 

1-740 

1- 980 

2- 010 
2-100 
2-417 
4-000 

0-857 

0-912 

1-100 

1-160 

1-283 

1-362 

1-466 

By  way  of  comparison,  the  author  quotes  some  of  the  published 
results  of  tests  of  two  gas-burners  of  the  regenerative  type  the 
Cromartie  and  the  Wenham ;  and  they  show  conclusively  the 
superiority  of  this  class  of  burners  as  lighting  appliances. 

Summing  up  his  observations,  the  author  states  that  the  open- 
flame  burners  employed  for  the  purpose  of  public  lighting  are 
capable,  if  they  are  judiciously  selected  and  used,  of  yielding  results 
within  about  10  per  cent,  of  those  obtained  with  the  Paris  standard 
burner ;  while  the  enclosed  burners  of  the  ordinary  and  quasi- 
intensive  types  exceed  the  standard  by  from  10  to  45  per  cent. 
One  result  of  a  test  of  the  latest  form  of  Clamond  burner  is  given. 
This  appliance  gave  a  light  equal  to  4  Carcels  with  a  consumption 
of  180  litres  of  gas,  or  2-33  Carcels  with  the  ordinary  consumption 
of  the  standard  burner. 

Some  trials  of  petroleum  lamps  were  also  made  by  the  author. 
He  selected  two  kinds  of  the  “  Lampe  Belgej;  ”  each  having  circular 
wicks  with  flame-spreaders,  and  marked  to  give  the  light  of  30 
candles  with  a  consumption  of  90  grammes  (1388  grains)  of 
refined  petroleum  per  hour.  In  one  case  “  Solar  ”  oil,  at  80c.  per 
litre  retail,  was  used  ;  and  with  a  consumption  of  70  grammes  per 
hour,  costing  5-63c.,  the  light  of  1-69  Carcels  was  produced.  In 
the  other,  refined  petroleum,  costing  55c.  per  litre,  was  enaployed, 
as  against  an  ordinary  Carcel  lamp  burning  purified  colza  oil  at  the 
rate  of  10  grammes  an  hour,  with  the  following  results : — First 
hour :  Consumption  of  oil,  87'7  grammes ;  light  yielded,  3’01 
Carcels.  Second  hour :  Consumption  of  oil,  89'5  grammes  ;  light 
yielded,  2-97  Carcels.  Average  consumption  of  oil,  88'6  grammes, 
valued  at4-87c. ;  light  yielded,  2'99  Carcels.  Of  course,  the  price 
of  the  oil  is  subject  to  variation  according  to  locality. 

The  result  of  the  author’s  experiments  shows  that  suppliers  of 
gas  may  easily  obtain  the  light  of  the  Carcel  with  a  consumption  of 
115  to  120  litres  of  gas  by  batswing  burners  (notably  those  used  for 
public  lighting)  consuming  from  125  to  200  litres  of  gas  per  hour  ; 
and  an  equal  quantity  of  light  with  an  expenditure  of  80  litres  of 
gas  in  the  case  of  enclosed  burners  consuming  from  200  to  250 
litres  per  hour.  The  luminous  intensity  of  the  usual  high-power 
burners  is,  as  already  shown,  very  great — the  Carcel  being  produced 
with  a  consumption  of  only  40  litres  of  gas.  Looking  at  this 
matter  in  the  light  of  the  competition  of  electricity  and  petroleum, 
the  author  points  out  the  advisability  of  suppliers  of  gas  making 
a  judicious  selection  of  the  best  burners  for  the  use  of  consumers; 
this  being  one  of  the  simplest  and  least  expensive  methods  of 
retaining  their  patronage.  If  they  can  demonstrate  that,  by  the 
employment  of  proper  burners,  the  same  quantity  of  light  as  is 
afforded  by  an  ordinary  incandescent  electric  lamp  can  be  obtained 
with  the  consumption  of  150  instead  of  200  litres  of  gas — and  the 
author’s  experiments  prove  that  this  can  be  accomplished — they 
will  not  have  much  cause  to  fear  the  competition  of  the  newer 
system  of  illumination. 


LIGHTHOUSE  ILLUMINATION  BY  ELECTRICITY. 

A  correspondent  has  recently  sent  to  The  Times  an  interesting 
account  of  the  electric  lighting  arrangements  which  have  lately 
been  completed  and  brought  into  operation  in  the  magnificent 
lighthouse  on  St.  Catherine’s  Point,  in  the  Isle  of  Wight.  It 
appears  that  prior  to  the  1st  of  May  last  the  light  exhibited  at  this 
station  was  described  in  the  Admiralty  list  as  a  fixed  dioptric 
light  of  the  first  order.  In  other  words,  it  was  a  steady  light  pro¬ 


duced  hy  means  of  a  six-wick  concentric  oil-burner  and  refracting 
lenses ;  the  intensity  of  the  naked  flame  being  equal  to  about  730 
candles.  This,  it  may  be  mentioned,  was  a  considerable  improve¬ 
ment  on  the  means  of  lighting  employed  when  the  lighthouse  was 
first  established  in  1840,  and  when  only  a  four- wick  fountain  lamp 
and  inferior  apparatus  were  in  use  ;  while  before  the  last-named  date 
there  were  only  fires  or  lights  on  the  downs  above  the  Point  a 
kind  of  lighting  which  was  both  uncertain  and  unsatisfactory. 

At  present  an  electric  light  is  being  shown,  the  full  intensity 
of  which  was  recently  stated  by  Captain  Sydney  Webb,  the 
Deputy-Master  of  the  Trinity  House,  to  be  equal  in  illuminating 
power  to  rather  more  than  7,000,000  candles.  Every  half  minute 
— for  the  light  now  revolves — a  mighty  flash  of  five  seconds’  dura¬ 
tion,  such  as  would  have  electrified  the  early  navigatom,  sweeps 
around  the  sea,  and  is  visible  at  distances  that  seem  incredible. 
To  effect  this  improvement,  there  has  been  added  to  the  establish¬ 
ment  a  commodious  engine-room  containing  three  steam-engines 
of  12-horse  power  each,  and  two  magneto-electric  machines  of  the 
De  Meritens  type.  Two  of  the  engines  are  intended  to  work  for 
liMiting  purposes,  although  only  one  is  used  in  connection  with 
one  of  the  machines  in  clear  weather.  The  third  engine  is  meant 
to  work  the  fog-signal,  which,  coincidently  with  the  change  in 
the  light,  has  been  greatly  increased  in  power.  In  the  lantern, 
carbons  of  very  large  sectional  area  (not  circular,  but  fluted)  are 
used ;  and  the  optical  apparatus  is  of  16  sides  or  panels.  As  a 
precaution  against  breakdown,  everything  is  in  duplicate  at  least, 
with  an  oil-light  in  reserve  as  well. 

In  connection  with  the  foregoing  particulars,  the  writer  gives  a 
short  sketch  of  the  progress  of  coast  illumination  from  the  earliest 
attempts  made  to  ensure  the  safety  of  the  mariners  by  means  of 
beacon  fires.  First,  there  was  the  wood  pile  on  the  lonely  hill¬ 
top,  possibly  maintained  at  the  instance  of  some  humanely  dis¬ 
posed  individual ;  then  the  coal  fire  in  the  watch-tower,  in  a 
cradle  of  a  peculiar  disposition,  closed  at  the  top  and  towards 
the  land,  and  open  towards  the  sea,  with  iron  bars  in  the  nature  of 
network,  but  without  glass  ;  then  the  tallow  candles,  three  to  the 
pound,  as  at  Winstanley’s  Eddystone ;  then  the  flat-wick  lamp 
supplied  with  sperm  oil— the  latter  too  great  a  luxury  in  these  times 
—and  aided  by  rude  reflectors  ;  then  the  cylindrical  wick  Argand 
lamp,  supplemented  by  paraboloidal  reflectors  ;  then  the  concen¬ 
tric-wick  lamps  and  lenses  of  Fresnel ;  and,  finally,  with  optical 
apparatus  improved  both  in  design  and  manufacture,  the  Trinity 
lamps  of  Sir  James  Douglass,  and  the  high-power  gas-burners  of 
Mr.  Wigham — vegetable  oil,  mineral  oil,  and  gas  in  the  meantime 
coming  into  general  use.  It  will  be  remembered  that  as  the  result 
of  the  exhaustive  experiments  in  connection  with  the  investigations 
into  the  relative  merits  of  electricity,  gas,  and  oil  as  lighthouse 
illuLQinants,  conducted  at  the  South  Foreland  a  few  years  ago,  and 
a  full  account  of  which,  by  Mr.  Harold  B.  Dixon,  M.A.  (who  was 
appointed  to  carry  out  the  photometrical  observations),  will  be 
found  in  the  volume  of  the  Journal  for  the  second  half  of  1885, 
the  conclusion  was  arrived  at  “  that,  for  the  ordinary  necessities  of 
lif^hthouse  illumination,  mineral  oil  is  the  most  suitable  and 
economical  illuminant,  and  that  for  salient  headlands,  important 
landfalls,  and  places  where  a  very  powerful  light  is  required,  elec¬ 
tricity  offers  the  greatest  advantages.”  The  most  southerly  point 
of  the  Isle  of  Wight,  and,  as  such,  one  of  the  most  important 
positions  for  a  lighthouse  on  the  shore  of  the  English  Channel, 
has  been,  it  would  seem,  very  properly  selected  for  an  electric  light 
station.  The  only  other  lighthouses  on  the  coast  of  England  itself 
at  which  the  light  is  produced  by  means  of  electricity  are  Souter 
Point,  on  the  coast  of  Durham,  between  the  mouths  of  the  Tyne 
and  the  Wear,  where  the  traffic  by  sea  is  thick  and  the  smoke  from 
the  collieries  and  factories  an  element  in  the  matter ;  the  South 
Foreland,  where  the  two  lights,  so  well  known  to  passengers  across 
the  Straits  of  Dover,  were  established  as  far  back  as  1634  for  the 
then  threefold  purpose  of  leading  clear  of  the  Goodwin  Sands, 
through  the  Downs,  and  up  and  down  the  English  Channel ;  and 
at  the” Lizard,  on  the  Cornish  coast,  where  two  more  lights  mark 
the  southernmost  headland  of  that  part  of  the  Channel  a  locality 
which  was  earning  an  unenviable  notoriety  for  wrecks  during  logs. 
All  these  are  powerful  lights,  allowing  often  a  glare  in  the  sky  to 
be  seen  from  far  beyond  the  extreme  range  of  the  lights  them¬ 
selves.  But,  powerful  as  they  are,  they  may  be  almost  said  to 
pale  before  the  present  St.  Catherine’s  light ;  for  it  has  ten  times 
t^he  intensity  of  the  best  of  them— the  one  on  Souter  Point.  In 
fact,  it  is  one  of,  if  not,  as  is  believed,  actually  the  most  intensely 
brilliant  light  in  existence. 


Death  of  Mr.  C.  Copland,  of  Hull.— We  regret  to  have  to 
record  the  death,  on  the  morning  of  the  16th  inst.,  in  his  59th  year, 
of  Mr.  Charles  Copland,  whose  name  was  at  one  time  closely 
associated  with  the  gas  supply  of  Hull.  Mr.  Copland  was  by  pro¬ 
fession  a  civil  engineer  ;  and  some  years  ago  he  held  an  appoint¬ 
ment  in  connection  with  the  Phcenix  Gas  Company.  In  1654  he 
relinquished  this  in  order  to  become  Engineer  of  the  British  Gas¬ 
light  Company,  of  the  whole  of  whose  stations  he  had  charge  ,  Rud 
he  then  took  up  his  abode  in  Hull.  In  1870  he  left  the  service  of 
the  Company  with  numerous  testimonials,  and  joined  Dr.  Long- 
staff  and  his  son  in  the  management  of  the  well-known  firm  oi 
Messrs.  Blundell,  Spence,  and  Co.  (Mr.  Copland  having  married 
one  of  Mr.  Henry  Blundell’s  daughters).  This  firm  was  shortly 
afterwards  converted  into  a  limited  liability  company;  Mr.  Cop¬ 
land  being  one  of,  the  original  Directors — a  position  which  he 
resigned  about  five  years  ago  on  account  of  failing  health. 
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Treating  Naphthalene  fob  Use  in  Carburetting  Applunces. — Fenner, 
H.  J.,  and  G.  H.,  of  Blackheath.  No.  14,085 ;  Oct.  17, 1887.  [lid.] 
This  invention  relates  to  the  arrangement  of  apparatus  designed  for 
use  in  the  manufacture  of  naphthalene  into  convenient  shape  for  filling 
into  apparatus  employed  in  carburetting  gas  for  illumination  ;  the  inten¬ 
tion  being  to  mould  it  when  in  a  molten  state  into  “  marbles,  balls,  or 
forms  substantially  round.”  The  apparatus  employed  for  the  purpose 
consists  of  plates  arranged  in  series  (capable  of  assemblage  and  separa¬ 
tion),  in  order  to  receive,  form,  and  release  the  naphthalene  supplied  in 
a  molten  state  thereto,  in  combination  with  means  for  applying  pressure, 
guidance,  and  refrigeration. _ 


Eegenerative  Gas-Lamps. — Walker,  C.  M.,  of  Dulwich,  S.E.  No.  14,118  ; 

Oct.  18,  1887.  [8d.] 

This  is  an  improvement  on  the  lamps  described  in  patents  Nos.  7660 
and  12,952  of  1887  ;  the  object  of  the  inventor  being  to  make  a  genera¬ 
tor  in  the  form  of  a  single  tube — preferably  of  a  single  casting  of  metal 
or  other  substance.  Inside  the  generator  is  formed  a  collar  to  receive 
the  chimney  or  flue,  the  bottom  of  which  is  solid,  and  pierced  with  a 
hole,  through  which  the  gas-supply  pipe  passes  downwards.  It  also 
has  lateral  holes,  connected  to  similar  holes  in  the  wall  of  the 
generator,  for  the  passage  of  the  products  of  combustion ;  the  spaces 
between  these  connections  being  used  as  air  passages.  The  outer  casing 
of  the  lamp  is  fixed ;  leaving  sufficient  room  for  the  passage  of  the 
products  of  combustion  to  the  flue.  Inside  this  is  fixed  a  circular 
deflector  extending  somewhat  below  the  seating  of  the  glass  door  ;  and 
upon  the  end  of  the  gas-pipe  is  attached  a  ring-burner  having  a  double 
socket,  as  described  in  the  earlier  patent  No.  12,952.  In  one  form  of 
the  lamp,  the  air-tube  of  the  burner  is  uged  to  hold  the  glass  door  in  its 
position  by  means  of  an  under  screw,  which  keeps  the  glass  tight  up 
against  the  rim  of  the  outside  case  of  the  lamp. 


Gas-Lamps.— Boult,  A.  J. ;  communicated  from  G.  Lebrun,  and  P. 
Fougeron,  of  Paris.  No.  16,933;  Dec.  8,  1887,  [8d.] 

The  construction  of  these  lamps  will  be  understood  from  an  inspection 
of  the  engravings — vertical  sections  of  two  forms  of  lamps. 


The  air  necessary  for  the  combustion  of  the  gas  in  the  lamp  shown 
in  fig.  1  is  introduced  into  the  globe  through  openings  formed  in  the 
crown  A,  surmounting  the  globe  B.  and  connected  with  a  central  vertical 
tube  by  horizontal  tubes,  the  centre  one  of  which  is  provided  at  the 
bottom  with  a  perforated  plate  situated  directly  over  the  horizontal 
flame.  The  products  of  combustion  are  carried  off  by  a  chimney  C 
surmounted  preferably  by  a  deflector.  The  burner  D  terminates  in  an 
elongated  point  or  pin,  which  fits  into  a  recess  formed  in  the  centre  of 
the  perforated  plate  through  which  the  air  passes  to  the  flame.  The 
burner  proper  consists  of  a  ring  of  steatite  or  similar  material,  secured 
exactly  in  the  centre  of  the  apparatus,  and  concentric  with  the  per¬ 
forated  plate.  F  is  the  plate  on  which  the  globe  B  rests,  and  into  it  is 
screwed  the  tube  carrying  the  burner  D  ;  so  that  the  height  of  it  can 
be  adjusted  for  the  purpose  of  fitting  the  upper  part  of  the  lamp  her¬ 
metically  on  to  the  globe  at  Z.  The  plate  F  is  formed  with  two 
openings ;  one  (in  the  centre)  being  screw-threaded  for  the  reception  of 
the  burner  tube,  and  the  other  for  the  purpose  of  lighting  the  lamp. 
This  latter  opening,  when  the  lamp  is  burning,  is  closed  by  a  move- 
able  plate  G  formed  with  a  similar  opening.  If  it  is  desired  to  intro¬ 
duce  the  air  necessary  for  the  combustion  of  the  gas  from  below  the 
flame  (as  in  fig.  2),  the  globe-carrying  bracket  F  is  perforated,  and 
the  air  passes  through  the  perforations  and  through  a  glass  tube  H 
into  an  upper  chamber  I,  whence  it  descends  to  the  flame  through  the 
perforated  bottom  of  the  chamber.  To  light  the  lamp,  the  bracket  F 
is  formed  with  an  opening,  closed  either  by  a  slide  (as  in  fig.  1)  or  by 
a  hinged  door  falling  by  its  own  weight.  The  centreing  of  the  parts  of 
the  lamp  may  be  done  by  fitting  the  central  tube  K  of  the  upper  air 
chamber  I  into  a  corresponding  recess  formed  in  the  metal  part  L  of 
the  burner. 


Atmospheric  Gas-Bdrner. — Saul,  D.  H.,  of  Shoreditch,  London,  E. 

No.  2324  ;  Feb.  16,  1888.  [6d.] 

This  invention  relates  to  a  form  of  atmospheric  gas-burner  (for 
heating  asbestos  or  other  fuel)  especially  applicable  to  slow-oombustion 
grates.  It  consists  of  a  bent  air  chamber  or  tube  which  passes  under 
the  bottom  bar  of  the  grate,  and  to  which  is  affixed  an  oblong  burner 
capable  of  being  closed  with  a  lid  when  required. 


Supports  fob  Gas-Globes. — Lake,  W.  E. ;  communicated  from  E. 
Jacobs,  of  New  York.  No.  10,355  ;  July  17, 1888.-  [8d.] 

This  invention,  relating  to  supports  for  globes  and  chimneys  used  in 
connection  with  gas  or  lamp  burners,  consists  essentially  (1)  of  a  ring 


sustained  around  the  burner,  and  a  series  of  spring  slides  adapted  to 
move  in  guides  on  the  ring,  and  having  at  their  outer  end  suitable 
shoulders  to  catch  the  customary  annular  bead  or  flange  around  the 
globe  or  chimney  ;  and  (2)  of  the  ring  sustained  around  the  burner,  and 
made  in  two  sections,  adapted  to  be  moved  toward  or  from  each  other, 
and  having  shoulders  to  catch  the  bead  at  the  lower  edge  of  the  globe, 
with  suitable  springs  whereby  the  sections  of  the  ring  are  given  a  spring 
tension  toward  each  other  and  against  the  lower  edge  of  the  globe  or 
chimney  supported  above  or  around  the  burner. 

APPLICATIONS  FOE  LETTEES  PATENT. 

13,341. — ScHARP,  P.,  “  Improvements  in  gas-batteries.”  Sept  15. 

13,345. — Brown,  M.  J.,  “  An  improvement  for  increasing  the  illumi¬ 
nating  power  of  Argand  gas-burners  and  mineral-oil  lamps.”  Sept.  15. 

13,355. — Kneen,  W.,  “  Improvements  in  liquid-meters.”  Sept.  15. 

13,389. — Saul,  D.  H.,  “  An  improved  atmospheric  gas-burner  for 
burning  coke,  coal,  or  any  inflammable  fuel,  or  heating  any  substance 
to  an  incandescent  heat,  that  may  be  used  in  gas-fires.”  Sept.  17. 

13,414. — Boult,  A.  J.,  “  Improvements  in  gas  motors.”  A  com¬ 
munication  from  MM.  Larrivee  and  Aengenheyster.  Sept.  17. 

13,425. — Obchelhaeusee,  W.  von,  “  Improvements  relating  to  gas- 
engines.”  Sept.  17. 

13,431. — Faustmann,  C.,  and  Mathias,  N.,  “Improved  means  for 
lighting  and  extinguishing  street  gas-lamps.  Sept.  17. 

13,477. — Porter,  G.,  “  Improvements  relating  to  lamps  for  burning 
enriched  or  carburetted  gas.”  Sept.  18. 

13,499. — Suggate,  F.  C.,  “  Gasholders.”  Sept.  19. 

13,567. — Bbaithwaite,  C.  L.,  jun.,  and  Braithwaite,  I.,  “  Improve¬ 
ments  in  apparatus  for  controlling  and  regulating  the  discharge  of 
water  or  other  liquid  at  any  required  head  or  pressure  below  that  of  the 
initial  pressure.”  Sept.  20. 

13,579. — Stokes,  A.,  “  Self-guiding  gasholders.”  Sept.  20. 

13,610. — Lake,  H.  H.,  “  Improvements  in  and  relating  to  apparatus 
for  lighting  and  extinguishing  gas-lamps.”  A  communication  from 
N.  H.  Shaw  and  Ai  Bee  Shaw.  Sept.  20. 


PATENTS  WHICH  HAVE  BECOME  VOID. 

[after  the  fourth  year.] 

8208. — Cutler,  E.,  “  Gas-kilns.” 

8211. — Holt,  H.  P.,  “  Gas  motor  engine.” 

8232. — SoMBART,  C.  M.,  “  Gas-engines.” 

8344, — Newton,  H.  E.  (Klonne),  “  Making  coal  gas.” 

8565. — Eogers,  J.  E.,  “  Gas-engines,” 

8579. — Shaw,  J.,  “  Gas  motor  engines.” 

8637. — Crossley,  F.  W.,  “  Gas  motor  engines.” 

8680. — Kelly,  E.  E.,  and  another,  “  Sulphate  of  ammonia,  &c.” 
8755. — Edwards,  T.  E.,  and  others,  “  Gas  furnaces.” 

8950. — George,  E.,  “  Gas-stoves.” 

8960. — Ainsworth,  W.,  “Gas-engine  cylinders.” 


The  Price  op  Gas  in  Oldbury. — According  to  one  of  the  Birmingham 
papers,  the  gas  consumers  in  Oldbury  are  greatly  dissatisfied  at  the  in¬ 
crease  made  by  the  Local  Board  in  the  charge  for  gas,  as  well  as  at  certain 
conditions  which  the  Gas  Committee  seek  to  impose  upon  their  cus¬ 
tomers.  It  is  stated  that  the  proprietor  of  the  Gaiety  Music  Hall,  in 
Birmingham  Street,  has  had  the  whole  of  his  establishment  fitted  up  with 
oil-lamps,  and  recently  invited  the  tradesmen  of  the  town  to  witness  the 
effect.  A  shopkeeper  in  Church  Street  some  months  ago  also  discontinued 
the  use  of  gas.  These  experiments  with  oil  are  being  watched  with  a 
great  deal  of  interest  by  a  large  number  of  tradesmen  ;  and  if  they  prove 
to  be  successful,  others  are  expected  to  follow  their  example. 

The  Strike  of  Gas  Stokers  at  Salford. — The  strike  of  gas  stokers 
at  Salford,  to  which  reference  was  made  in  the  Journal  last  week,  termi¬ 
nated  on  the  17th  inst. ;  a  basis  of  agreement  being  arrived  at  by  employers 
and  men.  A  meeting  of  the  Gas  Committee  was  held  in  the  morning,  at 
which  a  deputation  from  the  men  was  received.  The  matter  was  dis¬ 
cussed,  and  a  proposal  laid  before  the  deputation,  with  a  view  to  meeting 
the  objections  raised.  This  was  afterwards  submitted  to  the  main  body 
of  the  men  by  the  deputation,  who  attended  a  meeting  of  the  Committee 
held  in  the  evening  at  the  Town  Hall  to  communicate  the  views  of  the 
men  upon  the  Committee’s  proposition.  The  proceedings  at  this  meeting 
lasted  for  upwards  of  four  hours;  the  result  being,  as  above  stated,  that 
an  agreement  was  arrived  at.  It  was  arranged  that  the  men  should 
resume  work  at  six  o’clock  last  Tuesday  evening ;  and  this  was  accor¬ 
dingly  done.  Subsequently,  however,  they  complained  that  the  duties 
were  too  heavy  to  be  borne  for  any  lengthened  period.  On  Saturday 
morning,  therefore,  they  appointed  a  second  deputation,  who  had  an  inter¬ 
view  in  the  Mayor’s  parlour  with  the  Mayor  (Alderman  Dickius),  Mr.  H.  Lord 
(Chairman  of  the  Gas  Committee),  and  Mr.  Shoubridge  (Gas  Engineer 
and  Manager).  The  conference  lasted  about  half  an  hour,  and  resulted 
in  the  Mayor  promising  that  a  special  meeting  of  the  Committee  should 
be  called  for  yesterday  morning  to  decide  whether  any  alteration  should 
be  made  in  the  present  arrangement,  and  whether  any  further  concessions 
should  be  granted  in  the  men’s  favour. 

Gas  Managers  and  “  Outside  ”  Engagements. — At  the  meeting  of  the 
Smethwick  Local  Board  last  Friday  week,  certain  matters  affecting  the 
Manager  (Mr.  B.  W.  Smith),  which  had  been  under  investigation  by  the 
Gas  Committee,  were  reported  upon.  It  appears  that  Mr.  Smith  had 
been  acting  as  professional  adviser  to  Messrs.  Lloyd  and  Lloyd,  at  the 
Coombs  Wood  works ;  but  in  doing  so  he  considered  he  was  acting  within 
the  liberty  usually  allowed  to  gas  engineers.  As  he  had  expressed  regret 
for  having  done  this  without  the  permission  of  the  Committee,  and  stated 
that  in  future  he  would  take  care  to  confine  his  services  solely  to  the  Local 
Board,  the  Committee  recommended  that  his  action  be  overlooked.  They 
further  recommended  that  the  Manager  he  instructed  to  take  steps  to  at 
once  reorganize  his  staff,  in  order  to  carry  on  the  gas-works  on  the  most 
economical  lines.  Mr.  Brooks  moved  the  reception  of  the  report.  Mr. 
Carr  remarked  that  Mr.  Smith  had  been  for  something  like  two  years  a 
salaried  officer  of  Messrs.  Lloyd  and  Lloyd ;  laying  down  their  gas  plant, 
superintending  its  erection,  and  attending  to  the  manufacture  of  gas.  He 
contended  that  this  would  take  him  away  to  a  great  extent  from  the 
business  of  the  Board,  for  which  he  received  a  most  liberal  salary.  He 
thought  the  Manager  should  have  had  more  sense  than  to  accept  the 
appointment ;  and  he  felt  sure  that  if  he  had  asked  the  Committee  to  allow 
him  to  do  so,  they  would  not  have  given  him  permission.  He  moved,  as 
an  amendment — “  That  Mr.  Smith  either  be  requested  to  resign  his 
situation  as  Manager  of  the  gas-works,  or  that  notice  be  given  to  him  to 
do  so  according  to  the  terms  of  his  engagement.”  After  some  discussion, 
the  amendment  was  put  and  lost,  and  the  report  adopted. 
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[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 

GAS  ANALYSIS. 

Sib,— A  few  of  the  minor  points  referred  to  in  my  criticisms  of  Mr. 
Hicks’s  apparatus  have  been  satisfactorily  explained,  but  they  are  real  y 
of  little  importance  ;  and  in  order  to  secure  the  adoption  of  the 
he  should  L  able  clearly  to  show  some  advantages  over  the  a,pparatus 
in  general  use.  There  should  be  some  undoubted  gam  in  ^ime  sim- 
plichy,  or  accuracy ;  and  it  appears  to  me  that  it  would  have  been  better 
Ff,  in  his  original  description,  the  writer  had  compared  his  results  point 
by  point  with  those  obtained  by  existing  methods,  in  order  to  demon¬ 
strate  such  advantages,  if  any.  ,  .  .  T  •  ..nnvov 

Mr  Hicks  requests  me  to  explain  the  meaning  I  intended  to  convey 
bv  “  a  slight  underpressure.”  The  term  is  very  common  ;  but  I  will 
endeavour  to  make  my  meaning  quite  clear.  Where  levelhng  tubes  are 
used,  it  is  customary  to  lower  the  water-level  somewhat  to  facilitate  the 
collection  of  the  runnings  of  the  confining  liquid  from  the  sides  of  the 
measuring  vessel.  Fully  three  minutes  should  be  allowed  for  this  collec¬ 
tion  before  taking  a  reading ;  otherwise  the  error  at  each  reading  may 
amount  to  0-5  per  cent,  or  more.  Such  an  error  would  evidently  affect 
the  calculations ;  for  in  one  of  the  examples  given,  there  is  an  assumed 
diminution  of  0-3  per  cent,  by  absorption  in  the  ammonia  test,  and  if 
time  were  not  allowed  for  collection  of  runnings,  instead  of  the  operation 
resulting  in  a  diminution,  there  would  be  an  apparent  augmenUtion  of 
(say)  0-2  per  cent.  I  hope  I  have  now  made  my  meaning  sufficiently 

^Ybeheve  it  would  be  found  that  hydrogen  and  marsh  gas  could  not  be 
determined  by  this  apparatus.  It  is  obvious  that  ammonia,  sulphuretted 
hvdrogen,  and  carbonic  acid  must  not  be  tested  for  in  apparatus  that 
necessitates  their  confinement  over  water-— that  is  to  say,  where  any¬ 
thing  like  an  approach  to  accuracy  is  required  ;  for  one  yol^ume  of  water 
at  15°  C.  absorbs  an  equal  volume  of  carbonic  acid,  which  is  the  least 
soluble  of  the  three,  the  volume  of  sulphuretted  hydrogen  absorbed 
being  3-23,  and  that  of  ammonia  727-20.  The  estimation  of  ammonia 
in  coal  gas  with  the  best  apparatus  is  extremely  liable  to  error.  In  the 
present  case  the  gas  is  exposed  to  water  during  collection  of  the  sample, 
when  regulating  the  water-lines,  and  also  when  standing  to  equalize  the 
temperature.  It  may  be  for  only  a  short  time,  as  Mr.  Hicks  remarks  ; 
but  it  is  long  enough  to  vitiate  his  tests.  Sulphuretted  hydrogen 
has  more  exposure  than  ammonia;  and  the  operation,  besides  being 
practically  valueless,  if  carried  out  as  recommended,  spoils  the  re¬ 
mainder  of  the  sample.  Carbonic  acid  must  also  sufier  sufficiently 
during  its  exposure,  which  is  still  more  prolonged,  to  render  the  result 

Where  the  results  can  be  at  the  most  only  approximately  accurate,  it 
would  appear  useless  to  take  elaborate  precautions,  and  make  innni^s- 
imal  corrections.  In  fact,  I  cannot  really  see  that  the  apparatus  has 
any  single  advantage  over  the  better  class  of  apparatus  in  use,  unless  it 
be  in  the  lowness  of  cost  price — a  matter  not  of  much  consequence. 

Commercial  Gas-Worhs,  Stepney,  E.  W.  Whieldon. 

Sept.  21,  1888. 


Aemidale  Gas  Company,  Limited.— In  the  report  presented  by  the 
Directors  of  .the  Company  to  the  shareholders,  at  their  half-yearly  rneeting 
held  on  the  31st  of  July  last,  they  expressed  their  intention  of  reducing 
the  price  of  gas,  as  from  the  1st  of  the  following  month,  to  13s.  4d.  and 
lls  8d  net  per  1000  cubic  feet  for  lighting  and  cooking  purposes  respec- 
tivelv  The  working  of  the  undertaking  in  the  six  months  ending  in  June 
resulted  in  a  balance  of  f473.  A  dividend  of  8  per  cent,  was  declared; 
and  it  was  decided  to  add  £150  to  the  reserve  fund. 


The  Public  Lighting  op  Tunstall. — At  the  last  meeting  of  the ’Tun- 
stall  Local  Board,  the  Clerk  read  a  letter  received  from  the  Defnes  Safety 
Lamp  and  Oil  Company,  Limited,  containing  an  ofier  for  the  lighting  of 
the  town  by  oil  in  place  of  gas.  'The  lamps  were  to  be  lighted  at  sunset 
and  extinguished  at  sunrise,  or  within  an  hour  thereof,  for  a  period  of 
three  years,  and  each  lamp  to  give  a  light,  including  reflected  light,  of 
30-candle  power  ;  the  cost  to  he  £2  12s.  6d.  per  lamp  per  annum.  'The 
Company  quoted  Erith  as  a  place  which  they  had  successfully  (f)  lighted, 
and  where  the  lighting  by  oil  was  a  great  improvement  on  that  by  gas. 
The  matter  was  referred  to  the  Highway  Committee.  Subsequently  the 
tender  of  the  British  Gaslight  Company,  Limited,  for  supplying  the  public 
lamps  with  gas  for  one  year  from  Aug.  1,  1888,  was  accepted  on  the  follow¬ 
ing  terms  :— £3  for  every  lamp  supplied  with  a  batswing  burner ;  £4  lOs. 
for  every  lamp  having  three  batswing  burners ;  and  as  to  lOO-candle 
power  lanterns,  to  which  a  meter  is  attached,  on  an  average  consumption, 
at  the  rate  of  2s.  4id.  per  1000  cubic  feet,  with  additional  charges  of  13s. 
per  lamp  for  lighting  and  cleaning,  and  4s.  4d.  per  lamp  per  annum  for 
reducing  the  light  at  11  p.m. 

Stbatpobd-on-Avon  Water  Supply.— Last  Tuesday  Colonel  Ducat,  R.E 
one  of  the  Inspectors  of  the  Local  Government  Board,  held  an  inquiry  at 
the  Town  Hall,  Stratford-on-Avon,  with  reference  to  an  application  of  the 
Town  Council  for  leave  to  borrow  a  further  sum  of  £1700--making  alto¬ 
gether  about  £22,500— for  the  purpose  of  water  supply.  Among  those 
present  were  the  Mayor  (Sir  A.  Hodgson)^  Messrs  Lunn  and  Thompson 
(Councillors),  the  Town  Clerk  (Mr.  T.  Hunt),  and  other  officials.  Replying 
to  the  Inspector,  the  Town  Clerk  said  that  up  to  Lady-day  last  the  Corpora¬ 
tion  had  spent  on  the  water-works  exactly  £21,368  12s.  8d.  The  expenditure 
had  in  fact,  exceeded  the  amount  of  loans  already  sanctioned,  to  the 
extent  of  about  £900;  and  the  Corporation  found  that  it  would  require 
about  £1700  to  pay  off  existing  liabilites,  and  provide  for  sundry  expenses 
and  the  cost  of  connections  and  meters.  The  water-works  were  opened 
about  two  years  ago ;  and  although  no  compulsion  was  used,  the  consump¬ 
tion  of  water  was  increasing  satisfactorily.  The  Inspector  pointed  out  that 
the  interest  on  the  money  already  borrowed  was  between  £700  and  £bUU 
per  annum,  which  was  considerably  more  than  was  derived  from  the  water 
charges.  Mr.  Lunn  said  the  balance  was  made  up  out  of  the  general 
district  rate.  The  Inspector  inquired  the  total  amount  of  loans  already 
granted  for  sanitary  purposes,  and  the  assessable  value  of  the  dis¬ 
trict.  The  Town  Clerk  replied  that  the  outstanding  loans  under  the 
Public  Health  Act  amounted  to  £33,787  Is.  6d. ;  and  the  rateable  value  of 
the  borough  was  £31,678  16s.,  of  which  amount  £27,376  12s.  3d  was  for 
sanitary  purposes.  Occupiers  of  land  paid  only  one-fourth  of  the  rate 
levied  on  houses.  After  making  other  inquiries,  the  Inspector  intimated 
that  he  would  report  to  the  Local  Government  Board  on  the  subject  ot 
the  application. 


WESTMINSTER  POLICE  COURT.- Thursday,  Sept.  20. 

[Before  Mr.  Bibon.) 
cutting  off  a  supply  of  water. 

Mr.  J.  Blachheard,  of  119,  Brompton  Road,  applied  to  his  Worship  for 
advice  respecting  the  action  of  the  Chelsea  Water  Company,  who  had 
cutoff  the  water  supply  to  one  of  his  houses.  No.  5,  Worcester  Street, 
Pimlico  ;  the  tenant  at  the  time  having  left  not  quite  a  fortnight,  after  an 
occupation  of  twelve  years,  and  the  rate  being  paid  up  to  Midsummer  last. 
Applicant  had  been  himself  supplied  by  the  Company  for  27  years;  and  the 
lady  who  had  just  left  bis  house,  after  such  a  long  occupation,  had 
removed  to  another  in  the  district,  and  therefore,  continued  to  be  a 
customer  of  the  Company.  No  demand  had  been  made ;  and  despite  tHe 
remonstrance  of  a  neighbour,  the  supply  was  disconnected,  and  m  applica¬ 
tion  directly  afterwards  made  for  258.  to  put  the  water  on  again.  It  was 
a  most  iniquitous,  high-handed  proceeding ;  and  when  he  complained  at 
the  office  he  was  treated  with  scant  courtesy,  and  told  that  the  best 
thing  he  could  do  was  to  pay  the  money.  He  had  freely  expressed 
his  opinion  that  it  was  only  a  trick  to  put  the  landlord  to  the  expense 
of  having  a  stopcock  fixed  in  the  road  or  under  the  pavenient,  so  that 
the  officials  would  be  in  a  position  to  exercise  more  control  when  they 
thought  proper.  This  was  the  real  secret ;  and  he  asserted  that  the  Com¬ 
pany  only  wanted  the  merest  subterfuge  or  excuse  to  cut  off  the  supply , 
being  dissatisfied  with  the  existing  connections,  for  which  the  landlords 

^^^Mr.^BiRON  looked  into  the  Company’s  Act  and  also  the  Water-Works 
Clauses  Act,  1847,  and  then  remarked  that  the  question  might  be  depen¬ 
dent  on  the  interpretation  of  Acts  incorporated  with  the  Company  s 
Special  Act  of  1852.  The  powers  acquired  by  the  Company  under  that 
statute  were  very  large  indeed  ;  but  it  hardly  seemed  to  him  that  section 
69,  which  provided  for  cutting  off  a  water  supply,  was  applicable  to  such 
a  case  as  had  been  stated.  He  could  not,  however,  undertake  off-hand  to 

express  a  very  positive  opinion.  .  _ 

Applicant :  While  I  was  at  the  office,  other  people  came  in,  and  were 
equaUy  dissatisfied  with  their  treatment.  We  are  nothing  more  nor  less 
than  in  the  hands  of  these  great  monopolist  Companies  ;  and  they  seem 
to  do  as  they  like  with  us.  Surely  the  time  has  arrived  for  fresh  legis¬ 
lation  in  the  interest  of  the  public.  Cannot  you  order  the  Company  to 
put  on  the  supply  again  without  the  monstrous  charge  of  25s.  c 
^  Mr.  Bibon  :  I  say  that  I  am  inclined  to  think  they  have  no  power  to  cut 
off  the  supply ;  but  I  should  certainly  look  at  the  Acts  more  carefully 
than  I  can  do  now,  in  the  course  of  a  busy  afternoon,  before  I  will  issue 
process.  I  will  look  carefully  at  the  law,  and  you  can  renew  your  appli¬ 
cation  when  I  sit  again.  If  I  find  I  have  the  power,  I  will  certainly 

^^Applicant  thanked  his  Worship,  but  said  he  could  not  attend  again  as 

he  was  going  to  Scotland.  ,  , .  , 

Mr  Bibon  said  if  that  were  the  case  the  question  must  remain 
undecided.  All  he  could  do,  under  the  circumstances,  would  be  to  let 
one  of  the  warrant  officers  wait  on  the  Secretary  of  the  Company,  and 
ask  him  to  be  good  enough  to  explain  the  reason  of  their  procedure,  and 
the  section  of  the  Act  under  which  they  had  acted. 

THAMES  POLICE  COURT.— Wednesday,  Sept.  19. 

[Before  Mr.  Lushington.) 

conviction  of  the  east  LONDON  WATER  COMPANY  FOR  REFUSING  TO 
SUPPLY  WATER. 

To-day  Mr.  I.  A.  Crookenden,  the  Secretary  of  the  East  London  Water 
Company,  was  summoned  at  the  instance  of  Mr.  John  Henry  Johnson,  o 
St.  Ann’s  Wharf,  Limehouse,  for  refusing  to  lay  on  a  supply  of  water  to 

*'^The°evfdenoe  "oT  tL^*compiainant  showed  that  he  had  recently  erected 
two  houses  in  Northey  Street,  Limehouse.  He  had  laid  on  the  pipes  and 

fittings  in  the  usual  way,  and  such  as  the  oTthe 

use  in  64  other  properties  within  the  jurisdiction  of  the  Court.  On  the 
25th  of  July  he  applied  to  the  Bast  London  Water  Company  to  have  the 
water  laid  ra,  and  paid  the  necessary  fees  and  the  rate,  for  which 
the  receipts.  The  Company’s  men  came  to  his  place,  and  then  went  awa,y 
again,  wUhout  having  connected  the  service.  He  had  since  repeated  his 
application  several  times,  but  without  success  ;  and  he  then  took  out  the 
sFLmons  against  the  Company.  The  reason  given  by  the  Company  was 
that  he  had  declined  to  put  in  cisterns.  As  there  were  already  cisterns  to 
^hfhouFes  irquestion,  and  there  were  waste-preventing  cisterns  over  he 
closets,  he  objected  to  storeage  cisterns.  He  had  64  cases  in  which  the 
name  thing  would  apply,  if  he  was  wrong  on  this  point.  ,  ,,  , 

Mr  G  Kebbell,  who  appeared  on  behalf  of  the  Company,  argued  that 
they  were  within  their  rights,  and  justified  in  not  giving  complainant  a 
supplv,  as  he  had  not  conformed  to  the  several  sections  of  the  Act  of 
PaFLment  bearing  on  the  matter.  The  Act  provided  tiiat  before  a  supply 
was  put  on,  a  cistern  to  store  the  water  should  be  fitted  up  ;  and  if  this  was 
not  done,  they  had  power  to  discontinue  the  su^ly.  'The  waste  preventer 
did  not  hold  more  than  two  gallons  of  water.  He  called  f 
sections  of  the  Act,  showing  it  to  be  the  intention  of  the  Legislature  that 
there  should  be  a  cistern,  properly  affixed,  where  there  was  a  constant 
supply  He  maintained  that  the  contrivance  which  the  complainant  had 
putFtf  was  not  a  cistern.  The  domestic  supply  in  this  ca.se  was  drawn 
From  the  main ;  while  the  complainant’s  vessel  or  receptacle  was  only  for 
the  closets.  It  was  in  the  interests  of  the  community  that  there  should  be 
uroner  cisterns  affixed  to  each  house,  in  case  of  a  water  famine.  ^ 

^  Mr.  Lushington  held  that  the  complainant  s  apparatus  was  a  cistern 
with  a  waste-preventer  inside  it.  'Therefore,  it  was  a  sufficient  receptac  e 
for  water,  and  complainant  had  a  right  to  a  supply. 

For  refusing  to  supply  water  on  the  28th  of  August  the  Company  were 
fined  £5,  and  20s.  for  each  of  the  nine  following  days  that  the  water  was 

■■  oIbM,  il  1..  ple..ed  .pply 

for  a  case,  and  that  the_  application  would  have  due  consideration  if 

“  ot4i«i^«S^rFX®LdThat  this  would  entail  a  great  fi^rdship  on  him 
Mr.  Kebbell  observed  that  complainant  would  be  sorry  he  had  won 
the  case  by  the  time  they  reached  the  House  of  Lords. 


Ottoman  Gas  Company,  Limited.  —  The  Directors  of  this  Company 
report  that  the  gas-rental  for  the  fialf  je^r  ®“ding  June  30  last  amounts 
to  £7424  7s.  8d.,  and  the  net  profit  to  £2682  lOs.  9d.,  wbich,  added  to  the 
balancrbrought  forward,  makes  the  sum  of  £3166  2s.  lid.,  out  of  which 
they  recommend  a  dividend  at  the  rate  of  7  per  cent,  per  annum  on  both 
Ses  of  shares.  This  will  absorb  £2625;  and  leave  a  balance  of 
£631  2s.  nd.  to  be  carried  forward. 
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THE  ASSESSMENT  OF  THE  STIELING  GAS  COMPANY’S 

WORKS. 

In  our  Edinburgh  Correspondent’s  “  Notes  ”  last  week,  brief  reference 
was  made  to  the  appeal  by  the  Stirling  Gas  Company  against  the  raising 
of  the  valuation  of  their  works  and  plant  from  ildOO  to  i£1600,  without, 
as  the  appellants  contended,  any  change  in  the  conditions  of  the  under¬ 
taking  to  justify  the  increase.  The  matter  was  argued  before  the  Valua¬ 
tion  Court  for  Stirlingshire  on  the  10th  inst. — Provost  Yellowlees  pre¬ 
siding — with  the  result,  as  already  stated,  that  the  amount  was  fixed  at 
1-1500.  This  is  .£100  less  than  the  Assessor  (Mr.  Currie)  arrived  at;  but 
as  it  is  understood  that  the  decision  of  the  Magistrates  is  to  be  appealed 
against  by  the  Company,  a  more  extended  notice  of  the  proceedings  than 
that  given  by  our  correspondent  may  be  of  interest  to  our  readers. 

Mr.  R.  Whyte  appeared  for  the  appellants;  and  Mr.  Buchanan  repre¬ 
sented  the  Assessor. 

After  a  preliminary  objection  had  been  disposed  of,  the  legal  gentlemen 
and  the  Assessor  had  a  private  conference,  which,  however,  failed  to 
result  in  an  agreement  being  come  to  as  to  the  amount  of  the  valuation, 
and  the  discussion  of  the  case  was  proceeded  with. 

Mr.  Buchan.an,  on  the  suggestion  of  Mr.  Whyte,  explained  the  principle 
on  which  the  Assessor  had  fixed  £1600  as  the  valuation  of  the  works.  He 
said  that,  under  the  Valuation  Act,  the  Assessor  was  instructed  to  value 
subjects,  where  they  were  occupied  by  the  proprietors,  in  such  a  way  as  to 
ascertain  what  they  would  produce  if  let  to  a  tenant.  The  Stirling  Gas 
Company  had  intimated  to  the  Assessor,  through  their  Treasurer,  their 
total  income.  From  this  the  Assessor  had  deducted  the  whole  of  the  ex¬ 
penses  which  a  tenant  would  take  into  consideration  making  an  offer  for 
a  lease  of  the  gas-works.  The  Assessor  and  the  Treasurer  had  agreed  in 
regard  to  the  whole  of  the  items  to  be  deducted,  with  the  exception  of  the 
Secretary’s  salary.  Auditors’ fees,  allowance  for  gas-meters,  and  insurance 
on  heriditable  property.  The  salary  and  the  fees  were  disallowed  by  the 
Assessor  in  consequence  of  the  decision  of  the  Court  of  Session  in  the 
Dundee  case.  The  allowance  for  meters  was  refused  on  the  ground  that 
the  income  derived  from  them  was  not  included  in  the  total  revenue  re¬ 
turned  by  the  Treasurer  of  the  Company,  and  because,  as  a  matter  of  fact, 
a  tenant  in  taking  the  works,  would  not  consider  the  question  of  meters  at 
all — the  gas  consumers  paying  as  meter-rent  a  sum  sufficient  to  cover  the 
outlay  which  the  tenant  would  have  to  make  in  purchasing  the  meters. 
The  insurance  was  disallowed,  because  the  proprietors  of  heritable  sub¬ 
jects  were  in  no  case  permitted  to  deduct  from  the  rent  paid  by  a  tenant, 
the  insurance  paid  for  the  subjects. 

Mr.  Whyte  said  that  Mr.  Buchanan’s  explanation  had  very  much  cleared 
the  way  and  simplified  matters,  because  it  prevented  the  necessity  of 
going  over  the  whole  case.  Evidently  the  only  difference  between  them 
was,"  first,  whether  the  Assessor  should  allow  the  Secretary’s  salary  and 
the  Auditors’  fees,  amounting  to  £14  2s.,  as  being  part  of  the  expenses  of 
management ;  secondly,  whether  insurance  was  a  proper  deduction ; 
and,  thirdly,  whether  any  allowance  should  be  made  to  the  Company  for 
the  meters  as  forming  part  of  the  floating  capital  of  the  Company.  He 
also  found,  fromiMr.  Buchanan’s  explanation  that  the  Assessor  had  gone 
on  the  principle  laid  down  in  the  Falkirk  Gas  Company’s  case,  decided 
by  Lords  Lee  and  Fraser,  in  the  Court  of  Session  Valuation  Appeal 
Court,  in  1883.  The  “  rubric  ”  of  the  case  was  short,  and  was  to  the 
following  effect : — A  private  Gas  Company,  who  were  proprietors  of 
their  works  and  pipes,  were  assessed  on  the  principle  of  deducting 
from  the  income  derived  from  their  customers  the  necessary  expenditure, 
tenants’  profits  (estimated  at  15  per  cent,  on  two-thirds  of  the  expendi¬ 
ture),  and  5  per  cent,  interest  on  their  floating  capital.  It  was  decided  that 
this  method  of  valuation  was  wrong.  Lord  Fraser  held  that  the  proper 
manner  in  which  to  value  such  a  subject  was  to  deduct  from  the  income 
of  the  Company  the  annual  expenditure,  and  a  sum  for  tenants’  profits, 
which  ought  to  be  estimated  at  a  percentage  on  the  net  profits,  and  a  per¬ 
centage  on  capital  invested  in  moveable  property  ;  the  remainder  being 
the  annual  value  for  the  purposes  of  assessment.  Lord  Lee  held  that  a 
percentage  on  the  capital  value  of  such  works  forms  a  fit,  though  not  an 
exclusive  rule  of  assessment,  and  that  in  the  particular  case  an  allowance 
of  8i  per  cent,  on  the  capital  value  of  the  works  would  have  been  a  proper 
method  of  valuation.  Regarding  the  first  and  second  heads.  Lord  Fraser, 
in  the  Falkirk  case,  said  that  the  tenant  was  entitled  to  the  following 
deductions  : — The  expenses  of  making  and  distributing  the  gas,  of  repair¬ 
ing  buildings,  gasholders,  and  mains,  and  of  collection  ;  charges  incurred 
by  the  Company  for  management;  insurance  ;  interest  on  tenants’  capital ; 
and  rates  and  taxes.  It  would  be  observed,  remarked  Mr.  Wiiyte,  that 
Lord  Fraser  specially  mentioned  insurance  as  being  a  proper  deduction; 
and  under  the  head  of  “  Expenses  of  collection  and  management,”  the 
Secretary’s  salary  and  Auditors’  fees  certainly  fell.  The  view  which  Mr. 
Buchanan  took  of  insurance  was,  he  considered,  a  very  limited  one.  The 
insurance  was  not  simply  to  provide  against  destruction  by  fire  of  cer¬ 
tain  articles  of  wood  or  other  combustibles  about  the  works,  but  to  pro¬ 
vide  against  explosion,  which  might  happen  in  a  business  of  the  charac¬ 
ter  of  gas  making.  It  had  been  found  extremely  difficult — in  fact,  almost 
impossible— to  get  an  insurance  company  to  take  such  risks  without  the 
payment  of  an  enormous  premium;  and  the  Stirling  Gas  Company  had 
established  a  fund  for  the  purpose.  If  insurance  was  a  proper  deduction, 
as  Lord  Fraser  said  it  was,  it  should  be  allowed,  whether  the  premium 
was  paid  to  an  outsider  or  effected  by  a  special  fund.  In  the  report  of  the 
Falkirk  case,  1  per  cent,  was  spoken  of  as  a  fair  rate  of  insurance  ;  and, 
considering  the  risks,  it  certainly  was.  On  a  capital  of  £15,000,  1  per  cent, 
would  come  to  £150 ;  and  this  sum  ought  to  be  deducted  for  insurance. 
Lord  Fraser  specially  mentioned  meters  as  being  part  of  the  floating 
capital.  He  said  :  “A  tenant,  in  order  to  carry  on  a  works,  must  invest  a 
considerable  sum  in  moveable  capital  belonging  to  himself,  upon  which  he 
was  entitled  to  a  percentage,  which  must  be  considerable,  because  of  the 
perishable  nature  of  the  articles.  For  example,  meters,  which  w’ere  in 
the  possession  of  the  Company,  were  moveables,  without  which  they  could 
not  carry  on  their  trade.  The  return  from  them  could  not  be  included  in 
the  annual  value,  because  they  were  not  heritage,  as  was  decided  in  the 
former  case  of  the  Falkirk  Gas  Company;  but  these,  though  not  included 
in  the  annual  value,  represent  floating  capital  which  an  intending  tenant 
must  possess.”  In  giving  effect  to  his  mode  of  deductions.  Lord  Fraser 
allowed  5  per  cent,  on  the  floating  capital.  The  Assessor  in  this  case 
only  made  an  allowance  upon  £4000,  which  did  not  include  the  cost  of 
meters,  in  which  a  capital  of  £6000  was  invested.  Apart  altogether  from 
the  clear  statement  contained  in  Lord  Fraser’s  decision,  it  was  perfectly 
apparent  that  tne  business  of  a  gas  company  could  not  be  conducted  with¬ 
out  meters.  They  were  moveable  and  not  heritable  ;  and  hence  were  not 
liable  to  be  taxed.  He  (Mr.  Whyte)  had  prepared  two  statements — one 
according  to  Lord  Fraser’s  opinion  on  the  subject,  and  one  based  on  the 
dictum  of  Lord  Lee.  According  to  the  views  of  Lord  Fraser,  the  assess¬ 
able  value  of  the  gas-works  would  be  £1235  Is.  5d. ;  by  Lord  Lee’s  method, 
it  would  be  £1275. 


Mr.  Buchanan,  in  reply,  pointed  out  that  Lord  Fraser  gave  his  opinion 
that  a  Gas  Company  ought  to  be  assessed  very  much  on  the  principle  laid 
down  by  the  Judges  in  the  Dundee  case.  Lord  Lee,  on  the  other  hand, 
decided  that  the  proper  way  to  arrive  at  the  valuation  of  gas-works — 
although  it  had  not  been  done  in  any  previous  case — was  that  there  should 
be  a  certain  percentage  on  the  capital  value  of  the  concern.  Curiously 
enough,  the  result  arrived  at  by  both  Judges  was  very  much  the  same; 
but  while  it  settled  the  assessment  in  the  Falkirk  case,  it  did  not  decide 
any  principle,  and  the  Falkirk  case  could  not  be  quoted  as  an  authority  in 
the  assessment  of  gas  companies.  On  the  other  hand,  the  Dundee  case 
was  decided  after  a  very  elaborate  proof  and  debate  ;  and  the  Judges, 
knowing  that  their  decision  was  to  form  the  basis  for  valuing  gas-works 
in  future,  considered  the  case,  and  issued  a  written  decision,  which  was 
quoted  at  length  in  the  decisions  he  had  read. 

Mr.  Whyte  made  a  short  reply,  in  the  course  of  which  he  pointed  out 
that  the  Dundee  case,  upon  which  the  Assessor  seemed  to  rely,  was  decided 
in  1881 ;  and  that  in  the  Falkirk  case,  decided  in  1883,  the  Judges  had  fully 
in  view  the  decision  in  the  previous  case,  and  had  agreed  in  holding 
it  to  be  wrong,  although  they  were  not  at  one  themselves  as  to  what 
the  right  principle  was.  Immediately  after  the  decision  in  the  Falkirk 
case,  the  Assessor  readjusted  the  valuation  of  the  Stirling  Gas-Works,  on 
the  footing  of  the  principle  laid  down  by  Lord  Fraser ;  but  he  seemed  now 
to  wish  to  depart  from  this,  and  fix  some  principle  of  his  own.  On  the 
basis  laid  down  by  both  Lord  Fraser  and  Lord  Lee,  the  valuation  was  ex¬ 
cessive;  and  it  was  not  for  that  Court  to  say  the  Judges  were  wrong. 

Provost  Yellowlees  remarked  that  he  did  not  think  it  was  for  them  to 
say  whether  one  Judge  was  right  or  another  wrong,  but  there  was  a  way 
by  which  they  might  arrive  at  a  fair  valuation  ;  £15,000  was  looked  upon 
by  all  parties  as  a  proper  amount.  This  at  10  per  cent,  would  be  £1500 ; 
he  moved  that  the  valuation  be  fixed  at  that  figure. 

After  some  conversation  on  the  subject,  the  motion  was  agreed  to  ;  the 
Pbovost  remarking  that,  in  framing  their  valuation  so  as  to  make  the 
£1500,  the  Court  had  not  fixed  any  principle. 


ARBROATH  CORPORATION  GAS  SUPPLY. 

Proposed  Extension  of  the  Works. 

At  the  Meeting  of  the  Arbroath  Gas  Commission  last  Thursday — Provost 
Anderson  presiding — the  proposed  extension  of  the  gas-w'orks  formed  the 
subject  of  a  long  discussion.  It  will  be  remembered  that  at  the  previous 
meeting  of  the  Commission  (see  ante,  p.  346)  a  resolution  to  proceed  with 
the  extension  of  the  works,  at  a  cost  of  about  £7000,  was  carried  by  a 
majority,  on  an  amendment  moved  by  Provost  Anderson  to  a  motion  for 
delay ;  and  that  the  opposition,  through  Mr.  Michie,  thereupon  gave 
notice  of  a  motion  to  rescind  this  resolution. 

Mr.  Michie  (who  read  his  speech)  said  his  first  reason  for  the  action 
he  had  taken  was  that  the  Manager,  Mr.  R.  S.  Carlow,  had  assured  the 
Board  only  recently,  when  the  last  of  a  series  of  permanent  improvements 
on  the  works,  costing  from  £5000  to  £7000,  was  effected,  that  no  further 
expenditure  would  be  required  for  many  years.  Mr.  Carlow’s  words  at 
that  time  were  that  the  Corporation  were  in  possession  of  one  of  the 
finest  little  gas-works  in  Scotland.  Y’'et  now  he  came  forward  and  asked 
tliem  to  be  removed  to  another  site,  as  the  present  one  was  unsuitable. 
Were  they  not  astonished  at  this,  after  being  told  only  18  months  before 
that  the  works  were  complete,  and  would  not  require  anything  for  many 
years  to  come  ?  His  second  reason  for  opposing  the  extensions  was  that 
he  did  not  consider  the  proposed  increase  of  storeage  accommodation  at 
all  necessary,  and  that  they  had  never  heard  a  word  about  defective 
pressure  in  the  lower  districts  of  the  town  until  last  winter.  In  conclu¬ 
sion,  he  moved,  in  the  terms  of  his  notice,  that  the  resolution  passed 
at  the  last  meeting  be  rescinded. 

Mr.  Sandeman  seconded  the  motion.  He  said  the  longer  he  considered 
the  proposed  extensions,  the  more  he  became  convinced  that  they  were 
unnecessary.  In  regard  to  the  principal  reason  urged  for  the  extension  of 
the  works — the  insufficiency  of  pressure  in  the  lower  parts  of  the  town — 
he  had  consulted  several  householders  residing  in  the  neighbourhood  of 
the  Harbour,  and  they  had  informed  him  that  there  was  quite  sufficient 
pressure  there.  Even  the  officials  in  the  lighthouse  had  stated  that  they 
had  an  abundant  supply  of  gas.  He  had  obtained  figures  (which  he  quoted) 
showing  that  Arbroath  stood  in  a  favourable  position,  as  compared  with 
other  towns,  in  the  matter  of  storeage  accommodation  ;  and  in  view  of 
this  he  considered  it  useless  to  try  to  frighten  the  community  into  an  expen¬ 
sive  extension  scheme  by  holding  before  them  the  possibility  of  the  town 
being  suddenly  thrown  into  darkness  through  failure  in  the  gas  supply.  He 
reminded  the  Commission  that  the  consumption  of  gas  was  falling  off,  and 
that  the  result  of  increasing  the  expenditure  on  the  works  would  inevitably 
be  an  increase  in  the  price  of  gas.  Gentlemen  who  spoke  as  if  it  were 
absurd  to  entertain  the  fear  that  the  manufacturers  in  Arbroath  would 
adopt  the  electric  light,  were  not  well  read  in  what  was  taking  place  around 
them  ;  for  only  the  other  day  he  saw  a  report  which  showed  that  the  Forfar 
Gas  Corporation  had  lost  £275  during  the  past  year  by  the  introduction  of 
the  electric  light  into  the  factories.  He  knew  also  that  the  light  had  been 
adopted  in  factories  in  Brechin,  Montrose,  and  Bervie,  not  to  speak  of 
Dundee,  where  it  was  extensively  used  in  mills,  factories,  and  building- 
yards.  In  view  of  these  facts,  the  Commissioners  ought  carefully  to  con¬ 
sider  what  they  were  doing. 

Mr.  Kenny,  while  sympathizing  with  Mr.  Michie  and  Mr.  Sandeman  in 
their  objections  to  spending  £7000  or  £8000,  moved,  as  an  amendment,  the 
previous  question,  as  a  protest  against  the  method  which  had  been  pursued 
in  bringing  about  the  discussion.  At  the  same  time,  he  hoped  that  when 
the  matter  was  sent  back  to  the  Committee  of  Management,  they  would 
see  their  way  to  postponing  action  until  the  spring  months. 

Mr.  Melvin  seconded  the  amendment,  characterizing  Mr.  Michie’s  con¬ 
duct  as  void  of  common  sense,  and  contrary  to  all  the  rules  of  fairness 
which  prevailed  in  the  carrying  on  of  public  business. 

Mr.  Wilson  said  he  understood,  when  he  left  the  country  about  a  year 
ago,  that  the  gas-works  were  fully  equipped  for  a  number  of  years  to  come ; 
and  therefore  he  was  surprised,  when  he  returned,  to  hear  an  expenditure 
of  about  £8000  spoken  of  as  being  necessary.  He  had  looked  into  the 
matter  very  carefully,  and  had  come  to  the  conclusion  that  the  works 
were  by  no  means  complete  for  two  or  three  years’  service.  He  did  not 
impute  blame  to  anyone,  but  considered  that  a  mistake  had  been  made 
somewhere.  He  was  convinced  that  the  Corporation  must  proceed  with 
the  extensions.  He  held,  however,  that  the  Corporation  ought  to  provide 
a  large  depreciation  fund  to  meet  such  heavy  expenditure.  He  had  full 
confidence  in  the  ability  of  their  Manager  to  carryout  the  extensions  ;  and 
the  mere  fact  that  Mr.  Carlow  had  been  able  to  lower  the  price  of  gas  in 
the  face  of  a  rising  price  for  coals,  was  quite  sufficient  to  meet  all  that 
Mr.  Sandeman  had  advanced. 

Provost  Anderson  detailed  the  various  steps  which  had  been  taken 
leading  up  to  the  meeting  that  day,  in  order  to  show  why  the  majority 
considered  it  necessary  to  carry  out  the  additions  to  the  works.  Inci¬ 
dentally  he  pointed  out  that  an  estimate  by  Mr.  Carlow,  showing  that  new 
gas-works  could  be  erected  on  a  low-level  site  for  about  £15,000,  had  proved, 
even  to  Mr.  Carlow’s  own  mind,  utterly  fallacious,  and  had  been  abandoned ; 
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it  having  been  found  that  a  figure  nearer  i£30,000  would  be  required.  Pro- 
•eeding,  he  said  it  had  been  contended  that  the  Commissioners  would  not, 
in  the  event  of  their  resolving  to  remove  the  works,  ^ 

Parliament  to  authorize  their  doing  so.  He  admitted  that  they  mignt 
adopt  the  Burghs  Gas  Supply  (Scotland)  Act ;  but  even  m  the  event  of 
their  doing  so,  he  contended  that  they  would 

debt  and  annuities  from  the  old  to  the  new  works  Independent  of  all  this 
however,  he  held  that  if  they  were  to  get  on  with  any  business  at  all,  they 
were  bound  to  make  up  their  minds  what  course  they  would  ^ 

they  ought  not  to  delay  longer  in  carrying  out  the  resolution  of  the  Board, 
unless  some  particularly  good  reasons  for  rescinding  it  were  ,  , 

Mr.  Dickson,  while  expressing  his  intention  to  support  the  amendmen^ 
argued  that  it  would  be  more  economical  to  erect  new  ^ 

site  than  to  lay  out  money  on  extensions  of  the  old  ones.  He  adduced 
figures  in  support  of  his  contention.  He  said  the  Commission  h^  an 
opportunity  now  of  getting  rid  of  their  admittedly  bad  site,  and  it  might 
never  occur  again.  There  were  plenty  of  places  to  be  had ,  and  he  palcu 
lated  that  they  would  receive  as  much  for  the  ground  now  occupied  by 
the  works  as  would  purchase  a  new  and  more  suitable  site. 

Provost  Andebson  pointed  out  that  Mr.  Dickson  had  not  show  how  he 
proposed  dealing  with  the  sinking  fund  in  connection  with  the  new 

Mr^biCKSON  held  that  it  was  not  necessary  for  him  to  do  so  as  he  did 
not  propose  that  the  old  works  should  be  abandoned  all  at  once,  but 
should  be  gradually  absorbed  in  the  new  works. 

Provost  Andebson  replied  that  this  proposal  was  utterly  unworkable, 
inasmuch  as  they  could  not,  for  example,  have  the  retorts  at  the  old  site 
and  the  purifiers  and  other  plant  at  the  new  one.  ,  ,  ,  .  „ 

Mr.  Clunie  said  the  Sub-Committee  of  which  he_  had  been  a  member 
were  thoroughly  in  favour  of  new  works,  on  condition  that  Mr.  Carlow  s 
estimate  of  ^15,000  was  not  exceeded,  and  that  a  suitable  site  could  be 
obtained.  The  estimate,  however,  had  been  proved  to  be  far  under  tbe 
mark ;  and  the  Sub-Committee  had  failed  to  obtain  a  satisfactory  site. 

Mr.  Michie  having  replied,  c . 

A  vote  was  taken,  with  the  following  result For  the  motion,  5,  for 
the  amendment,  11.  The  resolution  previously  come  to,  to  proceed  witb 
the  works,  therefore  stands. 


GLASGOW  COBPORATION  GAS  SUPPLY. 

Official  Inspection  of  the  Wobks.  , 

The  official  inspection  of  the  Glasgow  Corporation  Gas-Works  took 
place  last  Thursday;  and  the  event  proved  to  be  of  such  considerable 
interest  to  the  members  of  the  Gas  Trust  generally,  that  it  is  not  un¬ 
likely  to  become  an  annual  one.  In  the  early  part  of  the  day  .Bailie 
M'Laren,  who  is  at  present  the  Acting  Convener  of  the  Gas  Committee, 
together  with  a  number  of  his  immediate  colleagues  (Bailie  M  b  arlane, 
ex  Bailie  Crawford,  and  others),  visited  the  Dalmarnock  works,  over  which 
they  were  conducted  by  Mr.  W.  Foulis,  M.  Inst.  C.  E.,  the  Gene^l  Manager 
of  the  Gas  Trust,  and  Mr.  Manwell,  the  Works  Manager.  Everything 
was  found  to  be  in  a  highly  satisfactory  condition  there.  The  matter 
which  received  most  attention  from  the  Committee  was  the  enclosing  of  a 
large  additional  piece  of  ground  lately  acquired  by  the  Trust  in  the  imme¬ 
diate  vicinity  of  the  works,  for  their  subsequent  extension.  I  he  party 
next  visited  the  Tradeston  works,  which  pe  about  to  undpgo  entire 
reconstruction,  in  accordance  witb  the  provisions  of  the  Act  of  Parliament 
passed  last  session.  Under  the  guidance  of  Mr.  Foulis,  the  members  in¬ 
spected  the  arrangements  involved  in  the  reconstructional  opwations, 
including  the  new  bridge  which  is  to  be  built  over  the  Caledonian  Pailway 

at  Maxwell  Eoad.  ,  „  ,  •  j  i.  -  „ 

Later  in  the  day  the  other  members  of  the  Trust,  accompanied  by  various 
leading  Corporation  officials,  left  the  Queen  SHeet  station  by  special 
train  to  join  their  colleagues  of  the  Gas  Committee  at  the  Dawsholm 
works,  which  were  to  be  inspected  by  the  whole  party  and  with  some 
detail.  Mr.  Foulis  was  again  the  chief  conductor  ;  being  assisted  in  ^ceiv- 
ing  the  visitors  by  Mr.  David  Terrace,  the  Manager  of  the  works.  Before 
proceeding  with  the  inspection  proper,  the  party  parpok  of  luncheon 
— Bailie  M‘Laren  presiding,  and  Bailie  M'Farlane  occupying  the  yice-miair. 
The  Chairman  apologized  for  the  absence  of  the  Lord  Provost  (Sir  J.  Epg, 
Bart.)  and  ex-Bailie  Ure,  the  Convener  of  the  Gas  Committee.  -l-he 
former,  he  said,  was  enjoying  a  well-earned  holiday  on  the  Continent;  a,nd 
the  latter  was  suffering  from  illness.  Referring  to  the  official  duties  which 
the  Committee  and  the  other  members  of  the  Gas  Trust  were  that  day 
discharging,  he  remarked  that  the  Committee  had  already  inspected  the 
works  at  Dalmarnock  and  Tradeston,  and  that  the  Dawsholm  establishment, 
where  they  were  assembled,  was  the  largest  and  most  complete  of  the  gas¬ 
works  belonging  to  the  Corporation.  In  speaking  of  the  magnitude  of  the 
operations  carried  on  in  connection  with  the  Glasgow  gas  undptaking  he 
stated  that  they  carbonized  270,000  tons  of  coal  per  annum,  and  employed 
upwards  of  20C0  workmen  in  the  height  of  the  season  ;  while  the  works 
as  they  stood  were  capable  of  producing  16  million  cubic  feet  of  gas  per  day. 
It  was  at  present  intended  to  expend  about  i;160,000  in  the  erection  of 
almost  entirely  new  works  at  Tradeston  ;  and,  when  completed,  they  were 
expected  to  be  capable  of  making  10  million  cubic  feet  of  gas  per  day.  In 
order  to  manufacture  this  enormous  quantity  of  gas,  1000  tons  of  coal  per 
day  would  be  required.  Obviously,  it  was  a  great  advantage  to  have  rail¬ 
way  sidings  at  the  works,  together  with  all  the  appliances  necessary  tor 
bringing  forward  and  dealing  with  this  large  quantity  of  coal.  The 
present  producing  power  of  the  works  at  Dawsholm  involved  a  daily  con¬ 
sumption  of  800  tons  of  coal.  The  works  there  were  capable  of  being 
extended  to  double  their  capacity  ;  and  this  showed  that  the  Committee 
had  great  views  in  regard  to  the  increase  of  the  gas  supply  to  that  city. 
During  the  past  summer  there  had  been  the  most  extraordinary  increase 
that  they  had  had  for  many  years.  He  might  safely  say  that  it  was  12  per 
cent,  above  the  consumption  last  year ;  so  that  they  had  not  taken  steps 
too  soon  to  provide  for  a  larger  supply  than  that  of  the  present  time. 
Subsequently  the  party,  under  the  guidance  of  Mr.  Foulis  and  Mr.  Terrace, 
made  a  complete  tour  of  the  works  ;  beginning  with  the  gasholders,  three 
in  number,  each  160  feet  in  diameter  and  60  feet  high,  in  two  lifts,  and 
having  a  total  combined  capacity  of  close  upon  4  million  cubic  feet.  The 
retort-house  was  next  visited  ;  and  the  Siemens  system  of  regenerative 
firing  was  fully  explained.  The  condensing,  washing  and  scrubbing,  and 
purifying  departments  were  then  inspected;  and  numerous  points  M 
interest  were  explained  to  the  visitors  as  they  passed  along.  The  thorough 
removal  of  the  ammonia  in  the  scrubbers,  and  the  perfect  extraction  of  the 
carbonic  acid,  sulphuretted  hydrogen,  &c.,  in  the  purifying  tanks,  excited 
much  curiosity  in  the  minds  of  those  Gas  Commissioners  who  had  not 
been  previously  initiated  into  the  mysteries  of  gas  making  and  purifying. 
The  station  meters,  governors,  exhausters,  photometers,  &c.,  afterwards 
received  a  due  share  of  attention ;  and  every  one  of  the  visitors  was  much 
gratified  with  the  explanations  given.  Other  portions  of  the  works  were 
visited ;  and  then  the  party  passed  through  the  adjoining  chemical  works, 
which  belong  to  the  Gas  Trust,  but  are  leased  to  Messrs.  Arrol  and  Co., 
for  dealing  with  the  residual  products.  With  this  the  pleasant  round  of 
inspection  terminated 


BRISTOL  UNITED  GAS  COMPANY. 

The  Half-Yearly  General  Meeting  of  tins  Company  was  held  last 
Wednesday,  at  the  Offices,  Canons’  Marsh,  Bristol— Mr.  J.  Colthubst  in 

'^'^The  notice  comening  the  meeting  having  been  read,  the  report  of  the 
Directors,  the  principal  portions  of  which  were  given  in  the  Joubnal  last 

The  Chaibman,  in  moving  the  adoption  of  the  report,  said  the  Directors 
were  pleased  to  be  able  to  give  the  shareholders  a  favourable  one  at 
that  meeting.  The  profit  for  the  six  months  covered  by  it  had  been 
j£30,628  15s.  3d.,  as  against  ^21,140  in  the  corresponding  period  of  last 
vear  He  desired  to  call  their  attention  to  the  changes  that  had  taken 
place  since  the  year  1884,  when  a  considerable  reduction  was  made  in  the 
price  of  gas.  Two  alterations  in  price  followed  closely 
and  it  was  found  that  the  figures,  which  stood  in  June,  1^884,  at  ^£30,645, 
fell  to  £14,951  in  June,  1886.  The  shareholders  would  probably  remember 
that  their  late  Chairman,  Mr.  W.  Spark,  called  attention  to  these  ^cts, 
and  pointed  out  that  they  had  to  draw  upon  their  reserve  fund  to  make 
up  the  dividend  to  the  usual  figure.  Mr.  Spark,  however,  expressed  the 
belief  that  the  figures  would  right  themselves  in  time,  that  the  Company 
would  recoup  itself,  and  that  they  would  soon  have  a  similar  profit  to  that 
to  which  they  had  been  accustomed.  This  prediction  had  been  realized  , 
Lr  whilst  in  1884  their  profit  for  the  half  year  was  .^30,645,  in  the  past  six 
months  the  sum  stood  at  £30,628.  So  they  would  see  that  the  figures 
were  nearly  similar.  These  figures  were  made  up  by  th®  wcr^eaaed 
quantity  of  gas  used  and  by  the  sale  of  residual  products,  which  m  1886 
we  at  their  very  lowest.  The  price  of  tar  had  improved  somewhat ,  and 
with  regard  to  ammoniacal  liquor,  while  the  price  had  not  materially  im 
proved  the  quantity  had  increased  and  made  up  the  difference.  The 
attention  of  Ve  shareholders  was  also  called  ^ 

economy  that  had  been  effected  in  the  expenditure.  He  found  that 
although  they  had  used  more  coal  during  the  past  six  months,  yet,  l^roug 
the  chLges  that  had  taken  place  in  regard  to  freights,  they  had  effected 
a  considerable  saving.  Less  material  had  been  used  in  the  works,  less 
money  had  been  spent  on  the  mains,  and  less  in  wages;  and  all  these 
economies  had  helped  to  make  up  the  substantial  difference  shown  in  the 
report.  The  Board  also,  feeling  the  desirability  of  increasing  the  “se  of 
gas  for  other  purposes  than  lighting,  held  a  public  exhibition  of  gas  cook- 
fng  and  heating  apparatus  at  the  Drill  Hall,  Clifton.  The  show  was  an 
excellent  one  ;  and  as  the  result  of  the  exhibition,  their  supply  of  cooking 
stoves  had  ri^en  to  upwards  of  700.  This  had  naturally  inc/eas^  the 
Lpply  of  gas.  The  Directors  had  to  record  the  r^irement  of  Mr.  Walter 
FidLs,  wL  for  44  years  was  in  their  service  as  Engineer;  and  they  ha,d 
voted  him  a  retiring  allowance  of  £500  per  annuin.  They 
necessary  to  considerably  alter  their  arrangements  in  regard  to  the  duties 
at  their  several  stations ;  and,  as  a  necessity,  it  was  thought  desirable  to 
make  a  change  in  regard  to  the  Chief  Engineer.  It 

Fiddes  had  served  them  so  long  and  so  well,  upon  his  leaving  them  e 
should  be  awarded  a  retiring  allowance,  as  was  done  in  the  case  of  their 
former  Engineer  ;  and  the  sum  fixed  upon  was  £500.  In  the  report  they 
saw  that  it^was  proposed  to  rescind  a  resolution  of  1853, 
meetings  for  March  and  September,  in  order  that  they  might  be  held  m 
Februafy  and  August.  He  explained  that  formerly  their 
made  half-vearlv  But  recently  they  had  altered  their  system,  and  had 
Te  col^ecti^rmade  quarterly  ;\nd'the  change  enabled  tl^®^Directors  to 
declare  the  dividend  at  an  earlier  period  than  usual.  Pjoposed 

now  to  hold  their  meetings  about  a  month  earlier  than  they  had  been 

Mr  S  Jones  seconded  the  motion,  which  was  carried  unanimously. 

On  the  proposition  of  the  Chaibman,  seconded  by  Mr.  Jones,  a  dividend 
at  the  rate  of  10  per  cent,  per  annum  was  declared. 

The  Chaibman  next  moved—"  That  the  resolution  Passed  at  the  ha 
yearly  meeting  of  proprietors  on  Aug.  5,  1853,  by  which  it  was  d^ided 
that  toe  half-yearly  meetings  of  the  proprietors  should  be  held  in  Marc 
and  September,  be  now  rescinded.”  j  j 

Mr.  R.  W.  Giles  seconded  the  motion,  and  it  was  adopted.  _ 

Mr.  J.  C.  WiTHEBs  asked  whether  there  was  a  prospect  of  toe  price  of 

gas  being  further  reduced.  ,  .  j  -r,-  * 

^  Dr.  Tuckett  moved  a  vote  of  thanks  to  the  Chairman  and  Directors  for 
their  attention  to  the  affairs  of  the  Company.  The  balance-sheet  was,  he 
said,  the  best  the  Directors  had  issued  for  a  long  time. 

Mr.  H.  J.  Allis,  in  seconding  the  motion,  spoke  of  the  very  satisfactory 
profit  made  during  the  past  half  year. 

The  motion  having  been  agreed  to,  .  „  ,  ,  .  ,,  _ 

The  Chaibm.an  replied,  saying  that  his  colleagues  and  himself  appre¬ 
ciated  the  kind  expressions  used  towards  them,  and  that  it  would  simu¬ 
late  them  to  increase  their  efforts  on  behalf  of  the  shareholders.  With 
regard  to  the  question  as  to  further  reducing  the  price  of  gas,  he  would 
point  out  that  the  Directors  were  in  the  position  of  trustees  between  the 
toareholders  and  the  public ;  and  although  it  was  their  duty  to  secure 
for  the  former  the  10  per  cent,  dividend,  they  also  felt  that,  in  whatever 
way  they  could  possibly  improve  the  quality  of  t'^®^  ^S^t 
price,  it  would  always  conduce  to  the  interests  of  the  undertaking  to  do 
so.  Without  giving  any  specific  answer  to  the  question,  they  might  b 
assured  the  Board  would  not  lose  sight  of  the  matter. 

The  proceedings  then  terminated. 


Wateb  Supply  in  the  Fen  Disteict. — At  the  meeting  of  the  Holbeach 
Board  of  Guardians  last  Friday,  a  resolution  was  passed  approving  of  the 
South  Lincolnshire  Fen  Water  Act,  passed  last  session,  and  expmssing  an 
opinion  that  the  supply  of  water  would  be  a  great  advantage  to  the  inhabi¬ 
tants  of  toe  Union,  and  that  toe  Rural  Sanitary  Authority  would  do  all  in 
their  power  to  encourage  the  scheme. 

Scheme  fob  the  Supply  of  Wateb  to  HopwEiL.- Last  Tuesday 
evening  an  important  meeting  was  held  at  the  Assembly  Hall,  Holywell, 
when  the  claims  of  a  scheme  for  supplying  toe  large  and  populous  district 
embraced  in  Holywell,  Greenfield,  and  Bagillt  were  advocated  by  several 
well-known  gentlemen.  A  Company  has  been  formed,  with  a  capital  of 
£20,000,  to  carry  out  the  scheme  ;  and  assistance  has  been  promised  ^  the 
Duke  of  Westminster,  the  Earl  of  Denbigh,  Lord  Mostyn,  Sir  Pyers 
Mostyn,  and  other  prominent  landlords.  The  source  of  the  supply  is 
Milwr,  about  IJ  miles  from  Holywell ;  and  the  water,  after  passing  through 
filter  beds,  will  be  stored  in  two  large  reservoirs.  The  Engineer  of.  tbe 
scheme  is  Mr.  H.  E.  Taylor,  C.E.,  of  Chester,  nnd 

similar  capacity  in  connection  with  the  Hawarden  Water  Com^ny  ,  and 
he  considers  it  likely  to  be  a  very  successful  one.  Alderman  W.  Brown, 
Mayor  of  Chester,  presided;  and  among  addresses  was  one  by  Mr. 
C.  E.  Matthews,  of  Birmingham.  He  strongly  urged  the  inhabitants  to 
support  the  scheme.  He  pointed  out  that  it  was  the  last  one  likely  to  be 
brought  forward;  and  if  not  accepted,  the  Board  of  Health  would  provide 
a  proper  supply  of  water  and  charge  it  on  the  rates,  as  the  present  supply 
had  been  condemned  by  them.  A  resolution  was  passed  approving  the 
scheme,  and  a  number  of  shares  were  afterwards  subscribed  for  by  the 
tradesmen  and  inhabitants. 
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THE  PRICE  OF  GAS  AT  ROCHDALE. 

A  Meeting  of  the  ratepayers  of  Rochdale  was  held  last  Thursday,  for  the 
purpose  of  discussing  the  general  rating  of  the  borough,  and  protesting 
against  the  recent  increase  of  the  salaries  of  certain  Corporation  servants. 
The  following  resolution  was  moved  and  seconded: — “That  this  meeting 
is  of  opinion  that  the  past  expenditure  of  the  borough  is  extravagant ;  that, 
in  the  interests  of  the  ratepayers,  a  revision  of  the  existing  financial 
arrangements  is  urgently  needed;  and  that  the  price  of  gas  should  be  sub¬ 
stantially  reduced  to  local  consumers.’’  Attention  was  called  to  the  fact 
that  the  price  of  gas  is  3s.  2d.  per  1000  cubic  feet  in  Rochdale,  and  only  2s. 
in  Bury  ;  and  it  was  contended  the  surplus  was  to  a  large  extent  illusory, 
and  at  all  events  ought  not  to  be  left  to  the  Corporation  to  be  used  in  some 
extravagant  manner.  Alderman  Taylor,  replying  to  the  mover  and 
seconder  of  the  resolution,  said  the  price  of  gas  had  been  steadily  reduced 
in  the  town.  When  he  first  began  to  consume  gas,  it  was  lls.  per  1000 
cubic  feet.  Then  it  was  reduced  by  degrees  to  12s.,  10s.,  8s.,  and  at  last  to 
6s.  It  was  also  decided  that  whenever  the  profits  should  reach  or  exceed 
5  per  cent.,  another  reduction  should  take  place.  This  had  been  done 
whenever  possible.  What  was  the  position  ?  There  were  carbonized  at 
the  gas-works  between  30,000  and  40,000  tons  of  coal  every  year,  for  which 
about  9s.  per  ton  was  paid.  A  year  or  two  ago  the  price  was  10s.  If  a  rise 
of  Is.  per  ton  in  the  price  of  coal — and  it  was  quite  possible  that  this 
might  occur — took  place,  what  would  be  the  result  ?  Suppose,  for  instance, 
40,000  tons  of  coal  were  consumed,  a  rise  of  Is.  per  ton  would  amount  on 
the  whole  to  i‘2000.  In  that  case  they  would  not  have  their  5  per  cent. 
At  present  the  supply  of  gas  to  the  public  lamps  was  not  paid  for  ;  it  was 
given.  There  was  another  benefit  which  the  inhabitants  of  Rochdale 
possessed.  When  the  gas-works  were  purchased,  a  great  effort  was  made 
to  ensure  the  poorest  cottager  being  provided  with  gas.  There  were  now  in 
Rochdale  nearly  20,000  meters  at  work ;  and  leaving  the  factories  out  of  the 
question,  the  population  to  be  supplied  was  80,000.  There  were  more  people 
in  Rochdale  supplied  with  gas  than  in  almost  any  other  town  in  Lancashire, 
or  perhaps  in  England.  Another  advantage  the  town  had  had  recently  was 
in  the  treatment  of  residuals.  The  Council  had  not  been  extravagant  at 
all  in  the  matter  of  the  gas  undertaking ;  but  had  been  very  careful  in  the 
expenditure.  He  was  anxious  that  the  ratepayers  should  not  at  one  coup 
reduce  the  price  to  anything  like  the  charge  at  Bury.  The  Gas  Committee 
had  recommended  the  Council  to  reduce  the  price,  and  he  believed  a 
further  reduction  would  take  place.  But  if  the  town  did  get  a  reduction, 
and  they  had  no  profit  whatever,  would  they  willingly  pay  the  £14,000  a 
year  loss  on  the  water  undertaking  ?  They  had  to  do  it.  [A  Voice:  “We 
must  take  it  off  the  salaries,’’  and  loud  cheers.]  Why,  the  whole  of  the 
salaries  would  not  amount  to  this  sum,  nor  half  of  it.  It  was  a  poor  way 
of  economizing  to  pay  one’s  servants  a  less  sum  than  they  were  worth. 
Mr.  E.  Nuttall  contended  that  the  Corporation  could  reduce  the  price  7d. 
per  1000  cubic  feet,  and  still  make  a  fair  profit.  Mr.  Allan  Mills  pointed 
out  that  this  would  mean  an  increase  of  the  rates  to  a  corresponding 
amount ;  but  it  was  most  desirable,  in  the  interests  of  direct  taxation.  If 
any  ratepayer  wished  to  avoid  paying  the  Is.  3d.  in  the  pound,  the  amount 
of  which  he  was  relieved  by  the  gas  profits,  he  had  only  to  make  use  of 
some  other  sort  of  light.  The  owner  of  a  large  warehouse  rated  at  £100 
per  annum  would  perhaps  only  expend  £2  annually  in  gas.  The  effect  of 
this  would  be  that  the  large  ratepayer  would  get  out  of  paying  100  one- 
and-threepences  in  the  pound,  because  his  rates  were  reduced  by  the  profits 
on  the  gas.  And  who  were  paying  these  rates  ?  The  cottage  consumers. 
It  was  unfair  that  any  man  in  the  town  should  be  able  to  avoid  paying  in 
this  manner.  Mr.  H.  Cunliffe  held  that  the  larger  consumers  really  pro¬ 
duced  the  profit.  Mr.  E.  Evans  stated,  on  the  authority  of  a  member  of 
the  Gas  Committee,  that  the  tenders  for  supplying  the  Rochdale  Corpor¬ 
ation  with  coal  for  making  gas,  when  before  the  Committee,  were  not 
dealt  with,  or  entered  into,  in  a  businesslike  way.  It  was  stated  by  his  in¬ 
formant  that  the  very  same  class  of  coals  as  those  accepted  were  offered  by 
another  tenderer  at  Is.  per  ton  less.  The  resolution  was  passed  with  a 
few  dissentients.  The  following  resolution  was  also  carried : — “  That  this 
meeting  strongly  condemns  the  action  of  the  Town  Council  in  their  recent 
increase  of  official  salaries,  in  defiance  of  the  wishes  of  the  ratepayers  as 
expressed  at  the  meeting  held  in  the  Town  Hall,  and  pledges  itself  not  to 
support  any  candidate  at  the  forthcoming  November  elections  who  voted 
for  those  increases,  and  who  thus  set  the  ratepayers  at  defiance.’’ 


RIO  DE  JANEIRO  GAS  SUPPLY. 

It  will  be  in  the  recollection  of  our  readers  that  about  two  years  ago 
the  gas  supply  of  Rio  de  Janeiro  was  transferred  by  the  Brazilian  Gov¬ 
ernment  from  the  English  Company  who  had  for  a  number  of  years  held 
the  concession  to  a  Belgian  syndicate ;  the  works  being  handed  over  to 
the  latter  body  on  the  1st  of  September,  1886.  We  have  received  some 
extracts  from  a  report  which  has  been  presented  to  the  Minister  of 
Commerce,  Public  Works,  &o.,  by  the  General  Inspector  of  Gas  Lighting, 
in  regard  to  the  lighting  of  the  city  during  the  past  year  ;  and  we  take 
therefrom  the  following  particulars : — The  Inspector  states  that  the  new 
conditions  under  which  gas  is  supplied  are  advantageous  both  to  the 
State  and  the  private  consumers,  not  only  in  the  matter  of  price,  but  also 
in  regard  to  the  quality  of  the  lighting,  which  has  been  improved.  The 
consumption  of  gas  in  the  street  lamps,  which  was  formerly  95 "5 
litres  (about  2§  cubic  feet)  per  hour,  and  for  which  the  Municipality 
paid  6'8  centimes  (0'068d.),  is  now  100  litres,  which  cost  6'4c. 

The  Public  Departments  and  private  consumers  paid  respectively 
70c.  and  75c.  per  cubic  metre  of  gas  (15s.  9d.  and  163.  lOd. 
per  1000  cubic  feet)  under  the  old  arrangement;  but  under  the 

new  one  they  do  not  pay  more  than  60c.,  or  13s.  fid.  Comparing 

the  prices  charged  under  the  old  contract  with  those  of  the  new,  as 

applied  to  the  total  consumption  of  gas  last  year,  the  economy  effected 
is  stated  to  amount  to  the  sum  of  204,927  frs.,  or  about  £8000.  The  in¬ 
crease  in  the  consumption  of  gas  during  the  year  was  11‘12  per  cent.; 
being  2’5  per  cent,  for  public,  and  8'7  per  cent,  for  private  lighting.  The 
additional  private  consumption  was  caused  by  631  new  customers,  and 
was  quite  a  natural  result  of  the  reduction  in  the  price.  Under  the  new 
arrangement,  the  intensity  of  the  light  has  also  been  increased  to  the 
extent  of  more  than  a  candle ;  and  this  higher  illuminating  power,  it  is 
stated,  has  always  been  kept  up.  Certain  complaints  have  been  made  on 
the  subject  of  this  increased  intensity,  as  not  being  that  prescribed  by 
the  contract,  and  as  necessitating  the  employment  of  twice  the  number 
of  private  burners  to  obtain  the  same  quantity  of  light  as  that  furnished 
by  the  English  Company.  These  complaints,  the  Inspector  states,  have 
no  foundation  ;  and  seeing  that  all  the  gas  supplied  is  of  the  same 
quality,  the  light  produced  by  the  street  lamps  cannot  be  greater  than 
that  found  in  the  private  houses.  For  the  outlay  of  all  the  consumers 
to  be  double,  the  Company  would  have  to  manufacture  twice  the  quantity 
of  gas  which  was  actually  distributed ;  whereas  the  meter  at  the  works 
shows  an  increase  of  barely  8 ’27  per  cent,  upon  that  of  the  previous  year. 
It  must  therefore  be  to  other  causes  that  the  complaints  must  be  attri¬ 
buted.  In  the  first  place,  many  leakages  exist,  due  to  the  bad  workman¬ 
ship  of  the  gas-fitters ;  then,  secondly,  burners  are  employed  of  inferior 
quality.  In  order  to  avoid  complaints,  however,  and  to  enable  the  con¬ 


sumers  to  obtain  a  good  light  with  economy,  the  new  Company  supply 
and  fi.x  gratuitously  burners  of  all  sizes,  selected  with  great  care.  The 
Inspector  points  out  that  most  of  the  inhabitants  fail  to  give  sufficient 
attention  to  their  daily  consumption  of  gas;  and  some  even  compare  the 
bill  for  a  winter  quarter  with  a  preceding  three  months  in  the  summer 
season.  Finding  the  former  higher  than  the  latter,  they  at  once  make  a 
complaint,  without  having  noticed  the  difference  in  the  length  of  the 
nights.  A  great  number  of  these  complaints  against  the  new  Company 
are  of  the  same  nature  as  those  brought  forward  in  the  time  of  the  English 
Company,  and  are  quite  familiar  to  the  Government.  Certain  irregu¬ 
larities  have,  nevertheless,  been  discovered;  and  these  have  necessitated 
the  intervention  of  the  Lighting  Inspector. 


THE  PRICE  OF  GAS  IN  LANCASHIRE. 

The  Borough  Treasurer  of  Blackburn  (Mr.  J.  H.  Bailey)  has  lately  pub¬ 
lished  an  important  and  comprehensive  return  relating  to  the  finances  of 
Lancashire  towns,  from  which  the  following  particulars  are  extracted : — 


Name  of 
Place. 

Popula¬ 

tion. 

Rateable 

Value. 

Total 

Price  of  Gas. 

Gas  Profits. 

Rates 
in  the 
Pound. 

Small 

Cons. 

Large 

Cons. 

Dis¬ 

count. 

Total. 

Equals 
a  Rate 
per  £. 

Accrington 

31,435 

39,600 

£ 

120,872 

s. 

4 

d. 

2 

5.  d. 

3  6 

s.  d. 

3  3 

5d. 

£ 

d. 

Ashton-u-Lyne 

141,426 

4 

6 

2  4 

2  4 

— 

— 

— 

Bacup 

25,034 

52,000 

79,486 

3 

11 

3  7 

3  3 

5  p.  c. 

— 

— 

Barrow  .  . 

223,210 

155,117 

3 

10 

3  6 

3  6 

— 

4,170 

Blackpool  . 

20,000 

4 

2 

2  6 

2  6 

— 

3,800 

6 

Bolton  . 

110,000 

53,000 

407,086 

4 

10 

3  0 

3  0 

6d. 

11,500 

7 

Bootle  . 

242,445 

3 

9 

2  8 

2  8 

— 

— 

— 

Burnley 

73,000 

224,966 

3 

11 

2  6 

2  6 

3d. 

3,554 

3i 

Bury  .  . 

55,000 

222,025 

4 

10 

2  1 

2  1 

Id. 

52 

Chorley .  . 

21,000 

66,588 

5 

0 

3  9 

3, 6  3/3 

3d. 

2,885 

lOJ 

Clitheroe  . 

11,300 

33,580 

3 

7 

3  6 

3/5  3/2 

2J  p.  c. 

— 

— 

Darwen.  . 

32,000 

110,179 

4 

9 

3  0 

2/9,  iO 

2i  p.  c. 

2,907 

Heywood  . 

24,000 

95,000 

4 

0 

4  0 

4  0 

5d. 

— 

Lancaster  . 

24,649 

93,739 

3 

0 

2  6 

2  6 

3d. 

— 

— 

Manchester 

377,529 

2,435,404 

4 

9 

2  8 

2  8 

— 

32,440 

3  1-5 

Oldham.  . 

138,220 

573,436 

3 

Oi 

2  10 

2/9  2/7 

6d. 

13,809 

5i 

Preston.  . 

103,234 

334,174 

5 

2 

3  2| 

3  2J 

10  to  20 

— 

Rochdale  . 

72,789 

255,298 

5 

3 

2  10 

2  10 

— 

12,128 

llj 

St.  Helens  . 

57,403 

252,552 

4 

1 

2  10 

2  10 

2il0p.c. 

1,574 

li 

Salford  . 

196,894 

766,084 

5 

0 

2  10 

2  9 

— 

20,895 

6ii 

Southport  . 

37,000 

230,624 

3 

8 

3  0 

3  0 

6  p.  c. 

7,207 

74 

Stalybridge 

27,000 

93,866 

4 

2 

2  10 

2/8  2/9 

— 

— 

Stockport  . 

70,000 

224,667 

4 

0 

2  5 

2  5 

— 

5,769 

6  1-6 

Warrington 

48,000 

63,000 

141,546 

5 

6 

3  6,5/. 

3/6,  5/- 

6d.,  Is. 

— 

— 

Wigan  . 

163,954 

5 

8 

3  1 

3  1 

10  20 

— 

— 

Blackburn . 

120,000 

408,834 

4 

8 

3  1 

2  10 

5  p.  c. 

The  Public  Lightino  of  Chelsea. — According  to  the  report  of  the 
Chelsea  Vestry  for  the  year  ending  March  25  last,  the  total  number  of 
lamps  in  the  whole  district  was  1346 ;  the  price  of  gas  being  2s.  fid.  per 
1000  cubic  feet.  The  new  lamps  erected  during  1887-8  numbered  13,  and 
15  were  discontinued.  There  were  |907  defective  lights  reported  to  The 
Gaslight  and  Coke  Company,  of  which  825  were  caused  by  deposits  of 
naphthalene  and  72  by  water.  The  number  of  repairs  to  lamps  and  lan¬ 
terns  was  1566.  In  the  Vestry’s  testing-room,  330  governors  were  tested 
during  the  year. 

Anolo-Greek  Petroleum  Works  and  Wells  Company,  Limited. — 
This  Company  was  registered  last  week  with  a  capital  of  £300,000,  in  £10 
shares,  with  the  objects  of  acquiring  certain  properties  and  concessions 
of  petroleum  wells  situate  in  Greece ;  working,  letting,  selling,  or  other¬ 
wise  dealing  with  the  same,  or  any  part  thereof ;  carrying  on  the  manu¬ 
facture  of  all  the  products  drawn  from  the  wells,  and  the  petroleum  trade 
in  all  its  branches ;  manufacturing  gas,  and  carrying  out  gas-works  of 
every  description ;  making  railways,  tramways,  roads,  or  other  means  of 
carriage  or  conveyance,  piers,  landing-places,  and  other  works  and  build¬ 
ings  incidental  to  the  Company’s  business. 

The  New  Water  Supply  at  Burnham  (Somerset).— It  is  satisfactory  to 
know  that  the  inhabitants  of  Burnham,  who  agitated  so  long  for  an 
improved  water  supply  (and  apparently  not  without  good  reason),  are 
showing  their  appreciation  of  the  new  works  which  the  Local  Board  have 
just  had  constructed  at  considerable  outlay.  At  the  meeting  of  the  Board 
held  last  Thursday,  it  was  reported  that  the  residents  were  applying  so 
fast  to  have  the  water  laid  on  to  their  houses  that  the  Surveyor  could 
scarcely  keep  up  with  the  demand.  Already  309  houses  out  of  499  have 
been  connected.  The  people  are  now  beginning  to  admit  that  there  was 
no  good  well  water  in  the  neighbourhood  ;  and  they  acknowledge  that  the 
source  whence  the  Board  derived  their  supply — the  Winscombe  Springs — 
is  the  best  available. 

Metropolis  Water  Supply. — In  the  course  of  their  report  to  the  Official 
Water  Examiner  for  the  Metropolis  (General  A.  De  Courcy  Scott,  R.A.) 
on  the  composition  and  quality  of  daily  samples  of  water  supplied  to 
London  last  month,  Messrs.  Crookes,  Odling,  and  Tidy  say  :  “  As  might 
have  been  expected,  'the  unusual  and  irregular  meteorological  conditions 
of  the  past  few  months  have  had  a  certain  influence  on  the  waters  of  the 
Thames  and  Lea.  We  shall  have  to  comment  on  this  circumstance  here¬ 
after.  We  content  ourselves  now  with  remarking  that  the  water  supplied 
to  (London  during  a  very  exceptional  summer  has  been  uniformly  good 
and  wholesome.  Of  the  182  samples  examined  by  us  during  the  month  of 
August  (excepting  three  sample's  of  the  East  London  Company’s  supply 
which  were  recorded  as  ‘  very  slightly  turbid  ’),  the  whole  were  found  to 
be  perfectly  bright,  and  free  from  any  trace  of  suspended  matter.” 

Cheltenham  Gas  Company. — At  the  half-yearly  meeting  of  this  Company 
held  last  Thursday,  the  Chairman  (Mr.  W.  H.  Gwinett),  in  moving  the 
adoption  of  the  Directors’  report,  said  that  the  accounts  for  the  past  six 
months  were  very  satisfactory  ;  the  profit  realized  admitting  of  the  pay¬ 
ment  of  the  usual  statutory  dividend.  The  revenue  had  increased,  and 
so  had  the  profits,  as  compared  with  the  corresponding  period  of  last  year. 
This  was  due  partly  to  additional  consumption,  reduced  working  expenses, 
and  the  adoption  of  improved  manufacturing  processes.  The  new  gas¬ 
holder  in  course  of  erection  was  practically  finished,  and  was  at  present 
under  test,  previous  to  being  brought  into  use  during  the  coming  winter. 
On  behalf  of  the  Directors,  the  Chairman  expressed  their  indebtedness  to 
Mr.  R.  O.  Paterson,  their  excellent  Engineer  and  Manager,  under  whose 
superintendence  the  holder  had  been  constructed.  A  question  was  asked 
as  to  the  proposed  adoption  of  the  electric  light  in  a  portion  of  the  borough, 
and  whether  any  communication  on  the  subject  had  been  received  from 
the  Town  Council.  The  Chairman  said  there  had  been  a  communication, 
and  the  matter  was  receiving  the  attention  of  the  Directors.  The  report 
was  adopted ;  and  the  full  statutory  dividend  having  been  declared,  the 
meeting  was  brought  to  a  close. 
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PEOPOSED  CONSTANT  WATEE  SUPPLY  IN  THE  CITY. 

At  the  Meeting  of  the  Court  of  Common  Council  of  the  City  ot  Eonaon 
on  Thursday  last— the  Loed  Mayoe  (Alderman  P.  De  Keyser)  the  chair 
— a  lengthy  report  was  presented  by  the  Gas  and  Water  Comrnit  ,F 
the  petition  of  St.  Giles’s  Vestry,  Cripplegate,  and  letters  from  three  othe 
parishes  in  the  City,  asking  the  Corporation  to  direct  the  issue  o 
calling  upon  the  Water  Companies  supplying  the  City  P’^oy^e  a  con- 
stant  supply  of  water.  The  report  stated  that  the  Fi  J 

had  expressed  their  willingness  to  confer  with  the  SpeciM 
and  subsequently  the  Sub-Committee  were  informed  that  Gompa,ny 
were  willing  to  give  the  constant  supply  if  required,  provided  the  ygyy 
tions  of  the  Metropolis  Water  Act,  1871,  were  previously  coinplied  with. 

It  was  ascertained  that  the  average  cost  in  St.  Pancras  in  g  , 

&o.,  was  £5  for  each  owner;  but  that  the  cost  in  the  City  probably 

be  more.  The  number  of  fire  hydrants  would  also  have  to  be  doiibled. 
The  Sub-Committee  had  reported  further  that  they  had  received  a  letter 
from  Mr.  Archibald  Dobbs,  who  stated  that  the  citizens  “ 

the  petition  in  favour  of  a  constant  supply  were  ,  i 

afterwards  attended  before  the  Sub-Committee  and  gave  addition^  mfor- 
mation.  The  report  stated  that  very  few  complaints  reach  the  New  Eiver 
Company  as  to  short  supply-on  an  average,  about  two  a  these 

were  usually  owing  to  a  defect  of  some  fitting  or  th^e  stopcock  being  shut. 
Eesolutions  in  favour  of  the  constant  service  had  been  received  from  six 
parishes  ;  four  had  sent  resolutions  against ;  and  four  had  passed  resolu¬ 
tions  in  favour,  without  communicating  the  fact  to  the  Committee.  Thus 
only  15,  including  Cripplegate,  out  of  the  112  City  parishes  had  expressed 
an  opinion  on  the  subject.  The  Committee  believed  it  would  be  obviously 
unfair  to  apply  the  constant  service  to  the  Crfy , 

suggested  that,  if  it  were  decided  to  adopt  it  at  all^,  it  should  be  oidy  to 
those  parishes  which  had  expressed  a  desire  for  such  supply.  The  Com¬ 
mittee  recommended  that  it  was  not  expedient,  in  the  mtereste  of  the 
petitioners  and  the  citizens  generally,  to  take  any  steps  in  the  direction 

Mr.  H.  Mead  (Chairman  of  the  Gas  and  Water  Committee),  in  moving 
the  adoption  of  the  Committee’s  report,  said  that  out  of  14  ot  the  iiZ 
narishes  of  the  City,  ten  were  in  favour  of  a  constant  water  supply,  and 
four  against.  The  remainder  of  the  parishes  had  expressed  no  opinion. 
The  parishes  in  favour  of  a  constant  supply  constituted  a  very  small 
number  of  the  ratepayers  to  set  such  large  machinery  at  work,  which 
would  afiect  35,000  inhabitants  by  putting  them  to  great  expense,  ihe 
Committee  had  taken  the  matter  into  very  careful  consideration  ;  and  had 
had  an  interview  with  the  Water  Companies,  who  informed  the  Committee 
that  they  were  quite  willing  to  give  a  constant  supply,  provided  all  the 
requirements  of  the  Act  of  Parliament  authorizing  it  were  complied 
with.  The  Companies  also  stated  that,  under  certain  circumstances 
within  their  power,  they  would  supply  individu^  firms  with  a  constant 
supply  for  the  purposes  of  trade  or  otherwise.  The  Committee  had  also 
considered  the  advantages  and  disadvantages  of  a  constant  water  supply, 
and  had  come  to  the  opinion  that  the  disadvantages  outweighed  the  advan¬ 
tages.  The  ratepayers  would  be  put  to  considerable  inconvenience  and 
expense  ;  the  cost  of  the  new  fittings  being  estimated  for  the  whole  of  the 
City  to  amount  to  something  like  T300,000  to  £400,000.  The  report  showed 
that  the  average  cost  of  the  fittings  necessary  for  a  constant  water  supply 
in  St.  Pancras  was  £5  for  each  house.  This,  he  thought,  perfectly  justi¬ 
fied  the  Committee  in  coming  to  the  conclusion  not  to  recommend  the 
Court  to  agree  to  the  application  of  the  memorialists.  .  , 

Mr  E  Stapley  observed  that  the  Committee  had  no  document  or  letter 
from  the  Water  Companies  in  which  they  agreed  to  give  any  individual 
firm  a  constant  supply.  The  Committee,  however,  made  a  point  of  a 
promise  to  this  efiect  from  the  Companies.  Now  he  (Mr.  Stapley)  had 
made  an  application  on  the  strength  of  the  Committee  s  report  to  the  Com¬ 
pany  that  supplied  his  district ;  and  they  denied  having  made  any  such 
promise.  Therefore  one  of  the  great  arguments  put  forward  by  Mr.  Mead 
fell  to  the  ground.  It  also  seemed  to  him  (Mr.  Stapley)  that  Mr.  Mead  was 
very  much  out  in  his  estimate  as  to  the  expense  of  the  fittings  for  a  con¬ 
stant  supply.  The  Vestries,  he  believed,  would  very  soon  report  favour¬ 
ably  on  the  constant  supply  system,  because  of  the  g^at  convenience  this 
would  be  to  a  large  number  of  persons  in  the  City.  _  With  a  constant  sup¬ 
ply,  they  would  be  able  to  turn  ofi  their  water  at  night  with  the  certainty 
of  being  able  to  turn  it  on  again  early  next  morning,  and  ^t,  as  now,  have 
to  wait  sometimes  till  11  or, 12  o’clock  in  the  forenoon.  He  would  be  the 
last  to  urge  the  Corporation  to  put  the  City  to  a  great  expense  for  new 
fittings  if  the  inhabitants  decided  against  it ;  but  the  Companies  should 
be  made  to  understand  that,  if  they  would  provide  a  cousttnt  service  to 
individual  firms  who  requested  it,  a  good  deal  of  the  objection  to  the  Com- 
panics  would  be  removed.  The  Company  he  spoke  of  however,  distinctly 
denied  making  any  such  promise  as  the  Chairman  of  the  Committee  had 

Mr.  H.  H.  Bbidgman  said  the  chief  point  in  the  Committee  s  report 
was  the  great  expense  for  new  fittings.  It  was  not  the  Water  Compames 
business  to  inform  people  what  the  cost  would  be ;  and  he  was  sure  that, 
if  any  individual  firm  or  parish  desired  a  constant  supply,  the  New  Eiver 
Company  would  give  it,  provided  the  requirements  of  the  Act  were  com¬ 
plied  with.  Seeing  that  only  a  few  of  the  Vestries  had  asked  for  it,  he 
thought  the  Committee  were  quite  right  in  their  report  not  to  recommend 
the  Court  to  put  the  whole  City  to  the  expense  of  new  fittings.  The  Cor¬ 
poration,  under  the  circumstances,  should  not  apply  their  powers  tonmke 
the  New  Eiver  Company  afiord  a  constant  supply,  becMse,  although  it 
had  been  stated  that  £9  or  £10  would  be  the  cost  of  new  fittings,  he  found 
in  one  instance  the  cost  was  £50.  .  i,  j  u 

Mr.  H.  Geeene  observed  that  the  parish  of  St.  Giles  had  come  ^fore 
the  Court  of  Common  Council  in  1885  and  again  in  1888,  asking  the  Court 
to  take  the  necessary  steps  to  call  upon  the  Water  Companies  to  give  a 
constant  supply  to  the  inhabitants  of  the  City.  Had  they  requested  teiem 
to  do  this  for  their  own  particular  parish,  the  Court  would  have  dealt 
with  it  in  a  very  difierent  manner ;  but  as  they  desired  the  Court  to  put 
their  powers  in  motion  for  the  purpose  of  a  constant  supply  to  the  whole 
of  the  City,  they  had  a  very  important  question  to  consider.  The  Com¬ 
mittee  had  come  to  the  conclusion  not  to  recommend  it ;  and  he  was 
bound  to  say  that,  even  in  those  parishes  which  wished  a  constant  supply, 
there  was  a  very  considerable  difference  of  opinion  among  the  inhabitants. 
Looking  at  the  matter  all  round,  it  might  fairly  be  said  the  Committee 

had  done  its  duty.  ,  ,  ^  l  tit 

Mr.  A.  Double  thought  this  was  not  the  way  to  treat  the  W^d  of 
Cripplegate  or  the  City  ;  and  he  was  of  opinion  that  the  Committee  should 
have  ascertained  the  wishes  ot  the  water  consumers  of  the  City  before 
presenting  their  report.  He  therefore  moved  that  the  consideration  of 
the  report  should  be  adjourned,  to  enable  the  Committee  to  obtain  the 
views  of  the  water  consumers  of  the  City  on  the  question.  _He  ventured 
to  think  that,  as  London  was  the  wealthiest  city  of  the  world,  it  was  simply 
monstrous  that  it  should  be  without  a  constant  supply |  of  water.  As 
to  the  expense  of  fittings,  he  wished  to  point  out  that  a  large  number  ot 
the  buildings  in  the  City  were  of  modern  construction  ;  and  the  fattings 
were  in  fair  condition.  Therefore  the  expense  of  fittings  would  be  com¬ 
paratively  small.  With  regard  to  the  willingness  of  the  New  Eiver 


Company  to  grant  a  constant  supply  to  individuals,  a  short  time  since  he 
had  some  correspondence  with  the  Company;  and  the^v  said,  in  a  letter 
to  him,  that,  for  various  reasons,  it  would  not  be  possible  to  comply  wito 
the  wish  of  individual  consumers  for  a  constant  service,  but  that  the  Uom 
pany  would  give  careful  consideration  to  any  suggestions  ^ 

district.  There  was  nothing  in  the  Committee  s  report  o'; 
guarantee  a  constant  supply  to  any  individuals— in  fact,  he  doubted  the 

willingness  of  the  New  Eiver  Company  on  this  question. 

Mr.  A.  Beookman  remarked  that  St.  Giles’s  was  a  manufacturing  district , 
and  if  a  constant  supply  of  water  were  provided,  there  might  be 
the  pipes  and  the  whole  place  would  be  flooded.  However,  he  indorsed 
Mr.  Stapley’s  remarks  that  it  was  a  great  inconvenience  not  to  have  water 
in  the  morning.  If  the  matter  went  before  the  Committee  agaii^  this 
question  might  well  be  considered;  and  a  proposal  made  to  the  Water 

^°Mr^^H!^CLARKE  said  the  whole  question  was  in  a  nut-shell.  _  When  the 
Vestries  desiring  a  constant  supply  obtained  a  concensus  of  opinion  of  the 
inhabitants  of  their  districts  and  arrived  at  the  initial  cost,  then  the  Court 
would  enable  them  to  get  a  constant  service. 

Mr.  E.  W.  ScoBELL  asked  how  the  estimate  of  £300,000  for  fittings  was 

^"^Mr^MEAD  replied  that  there  were  over  30,000 

St.  Pancras  the  cost  of  fittings  was  £9  a  house.  g® 

considerably  more  expensive  to  put  in  the  new  pipes  m  the  City,  because 
of  the  breaking  up  of  pavements.  He  estimated  that  it  would  be  at  least 

^^Mr°G.’  N.  Johnson  thought  a  constant  supply  should  not  be  forced  on 

^^The°amendment  to  refer  the  report  back  found  no  seconder,  and  the 
motion  was  adopted. 


EDINBUEGH  WATEE  SUPPLY. 

Proposed  Uiilization  of  Additional  Sources  of  Water. 

At  the  Meeting  of  the  Edinburgh  and  District  Water  Trust  held  o"  the 
3th  inst.— Provost  Aitken  presiding-the  following  memorandum  was 
submitted  by  the  Engineers  (Messrs  Leslie  and  Eeid),  on  the  subject  of  a 
proposal  to  utilize  the  Manor  Water  as  a  supplementary  source  of  supply 
for  the  city  and  suburbs:  —  ,  .  •  j 

In  view  of  the  probability  of  an  additional  supply  of  water  being  required 
at  no  distant  date  for  Edinburgh,  Leith,  Portobello,  and  the  districts 
adjacent,  the  Water  Trustees  visited  the  Manor  Valley  on  the  2lst  of  July 
last,  for  the  purpose  of  inspecting  the  ''^Wre  of  the  gathering-ground , 
and  to  satisfy  themselves  as  to  the  suitability  of  that  (Bstriot  for  affording 
an  additional  supply;  and  we  understand  that  the  7n/e  ^Mnk 

satisfied  as  to  the  excellence  and  purity  of  the  water.  ^®  *^®.^®J°'®j^ ^ 
it  would  not  be  amiss  were  we  now  to  present  a  statement,  for  “e  guidance 
of  the  Trustees,  as  to  the  difierent  schemes  which 

posed  for  utilizing  the  waters  of  the  Manor  Valley  for  the  supply  of  Edm 
burgh  and  the  surrounding  district.  ^  ^ 

The  Manor  Water  as  a  source  of  additional 
by  Mr.  James  Leslie  in  1870,  when  he  stated  that  the  district  would 
give  for  town  use  and  compensation  19,600,000  gallons  a  day,  which,  after 
Slowing  for  compensation,  would  give  13,000,000  gallons  a  day  for  the 
use  of  the  town.  The  water  seems  to  be  very  pure  and  good ,  and  there  is 
Tgood  site  for  a  reservoir  at  Posso.”  The  cost  of  the  scheme  was  esti¬ 
mated  at  £390,120 ;  and  it  was  further  pointed  out  in  ^  *^® 

supply  available  for  town  use  might  possibly  be  increased  by  forming  a 
reservoir  further  down  the  Manor  Valley  for  supplying  compensation 
water  to  the  stream.  In  1873  the  Mid-Lothian  Water  Company  obtained 
an  Act  for  bringing  in  a  supply  of  5,000,000  gallons 
Manor  Valley,  for  the  purpose  of  supplying  the 

generally,  with  the  power  to  treat  with  the  Edinburgh  and  District  Water 
Trustees  to  supply  them  with  a  portion  of  the  water  J 

plated  the  abstraction  of  the  spring  water  only,  and 
elevation  to  avoid  the  necessity  of  tunnelling  on  the  line  of  the  pipe-track  , 
and  a  reservoir  was  proposed  for  compensation,  to  be  constructed  on  the 

site  near  Posso,  selected  by  Mr.  Leslie  in  1^70.  e  T7AiY,\^nr>rr\i 

In  1874  the  Water  Trustees,  along  with  the  Corporation  of  Minburgh,^ 
promoted  a  Bill  to  obtain  additional  supplies  of  water  from  the  Moorfoots  , 
Lt  as  the  provisions  of  the  Bill  to  some  extent  came  '''^0  ®^^'®*  with  the 
powers  conferred  on  the  Mid-Lothian  Water  Company,  it  was  ®ousidered 
expedient,  in  order  to  avoid  their  opposition  in  Parliament,  to  pay  them 
TsC  of  £10,000,  in  consideration  of  which  the  Company’s  powers  were 
allowed  to  lapse.  The  fact  that  Parliament  had  already  f 
to  abstract  water  from  the  Manor  Valley  for 

and  of  Edinburgh,  Leith,  and  Portobello,  will  no  doubt  weigh  m  favour  oi 
any  future  scheme  from  this  source,  more  especially  '^^®“  .'V®  *'®?®“' 
bered  that  the  Edinburgh  Water  Trustees  have  ^ready  supplied  to  a  large 
extent  the  very  districts  which  the  Mid-Lothian  Water  Company,  intended 

to  provide  for  in  their  Act  of  1873.  U4.  '  r.f  ivronnv 

Numerous  analyses  have  from  time  to  time  been  obtained  of  the  Manor 
Water  ;  and  they  all  agree  as  to  its  purity  and  suitability  for  domestic  sup¬ 
ply.  Dr.  E .  Frankland,  Professor  of  C'nemistry  in  London,  in  his  evi^n®® 
Lfore  the  Committees  of  Parliament  in  support  of  ‘'Jj® 

Bill  of  1873,  said,  as  the  result  of  chemical  analy  ses,  I  found  both  samples 
of  the  most  excellent  quality,  fit  for  all  doinestic  purposes,  very  pure  a 
soft  and  free  from  all  suspicion  of  animal  contamination,  iney  v/ere 
Mso’coTourlTs  anTpaUt^ble';  ”  and,  he  added :  “  You 
water  supply  for  domestic  use  for  the  supply  of  a  town  T®" 

United  IHngdom  through.”  There  are  no  manufacturing  or  other  interests 

on  the  Manor  Water  which  are  likely  to  offer  o''l?®‘'?']f  Yn  mPnTion°that 
met  by  water  compensation  in  the  usual  way.  It  is 

the  town  of  Peebles  recently  obtained  a  small  supply  of  water  from  the 
Manor  by  means  of  a  7-inch  pipe  ;  and  that,  m  any  ®®''®“®p°p. 

Edinburgh  from  this  source,  the  interests  of  the  town  of  Peebles  would 

’'®For  the  informaS'  of  the  Trustees,  we  may  mention 

foot  scheme  was  resolved  upon  in  1873 ;  and  the  sanction^  ^at  sMrce 

obtained  for  it  in  1874.  The  estimated  available  ?«PPly 

is  about  9  million  gallons  per  day,  which,  along  with  the  Pentland  water, 

makes  a  total  available  quantity  of  Ifa  million  gallons  per  day.  The  exeou 

tion  of  the  main  portion  of  the  works  was  cornpleted  in  1879  and  toe 

Moorfoot  water  was  first  introduced  in  March  of  that  year.  At  that  tt 

the  estimated  population  supplied  was  about  293,000  ;  '® 

378,000.  The  supplies  for  trade  purposes  have  also 

gallons  to  about  2  million  gallons  per  day  during  ^hat  time  The  total 
consumption  has  risen  from  7  million  gallons  per  day  in  1879  t®  16  millions 
at  the  present  time;  thus  leaving  a  margin  of  only  a 
day  to  meet  the  wants  of  the  district  until  an  additional  supply  be  intro 

^Txperience  has  shown  that  in  a  district  with  such  '“efl"®-!!!!®®  °1  l®y®l 
as  that  supplied  by  the  Trustees,  and  having  such  large  ^ej^ands  for  ship¬ 
ping,  sanitary,  and  trade  purposes,  a  constant  service  ®®'''f'°l  °® 
tained  with  a  consumption  of  much  less  than  40  gallons  per  head  p  y. 
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Should  the  Trustees  consider  the  Manor  worthy  of  further  consideration, 
we  would  suggest  the  expediency  of  having  the  estimates  as  to  the  quantity 
of  water  obtainable  and  the  cost  of  executing  the  works  carefully  revised, 
so  as  to  enable  the  Trustees,  if  considered  advisable,  to  make  a  comparison 
between  this  and  any  other  scheme. 

Bailie  Archibald,  in  moving  that  the  memorandum  be  remitted  to  the 
Works  Committee  for  consideration  and  report,  said  it  appeared  to  him — 
and  he  believed  the  community  were  of  the  same  opinion— that  it  was  time 
the  Trustees  considered  the  question  of  an  additional  supply  of  water. 
They  had  the  fact  brought  before  them  in  1879,  when  the  water  was  first 
turned  on,  that  they  had  an  estimated  available  supply  of  9  million  gallons 
per  day  from  the  Moorfoots.  They  had  used  up  8  million  gallons  of  this, 
and  had  now  a  surplus  of  a  million.  The  total  estimated  available  supply 
from  the  Pentlands  and  Moorfoots  was  put  down  at  16  million  gallons,  of 
which  the  Pentlands  supplied  7  millions.  To  show  that  the  Engineers 
were  not  over  the  mark  in  their  estimate,  they  would  see  that  during  the 
past  fortnight  the  actual  supply  had  been  15,324,000  gallons  per  day  ;  so 
that  they  were  coming  very  close  upon  their  total  available  supply.  If 
they  had  any  reason  to  believe  that  the  city  of  Edinburgh,  the  town  and 
port  of  Leith,  the  burgh  of  Portobello,  and  the  places  that  were  supplied 
with  water  outside  this  area,  were  likely  to  stand  still,  and  that  the  demand 
for  water  would  not  increase,  they  might  rest  perfectly  safe  with  their 
present  quantity.  But  there  was  no  reason  to  think  that  such  would  be 
the  case;  and  it  was  not  desirable  that  it  should  be  so.  In  looking  over 
the  records  of  the  Trust,  he  found  that  all  the  estimates  of  increasing 
population  and  demand  for  water  had  been  greatly  under-stated.  An 
eminent  Water  Engineer  in  Scotland,  in  a  report  to  the  Trust  in  1870, 
stated  that  20  million  gallons,  in  addition  to  the  supply  from  the  Pentlands 
of  7  million  gallons,  would  give  the  increasing  population  of  Edinburgh 
and  district  a  supply  of  50  gallons  per  head  per  day  for  100  years.  Now, 
8  million  gallons  from  the  Moorfoots  had  been  used  in  nine  or  ten  years  ; 
so  that  the  estimate  should  now  be  revised.  As  to  where  they  should  go 
for  a  further  supply,  he  did  not  seek  to  bind  the  Trustees;  but  he  had 
considerable  sympathy  with  the  Manor  scheme— first,  because  it  was 
nearer  Edinburgh  than  St.  Mary’s  Loch  or  the  Talla  (alternative  places) ; 
and,  secondly,  because  the  water  was  of  undoubted  quality  and  purity. 
The  only  other  question  they  had  to  consider  was  as  to  the  reasonableness 
of  the  price.  Mr.  Leslie  had  estimated  in  1870  that,  allowing  6  million 
gallons  for  compensation,  13  million  gallons  would  be  available  for  the 
town’s  supply  from  Posso.  If  the  Manor  scheme  were  treated  in  the 
same  way  as  the  South  Esk,  they  might,  by  constructing  a  compensation 
reservoir  lower  down  the  Manor  stream,  get  from  the  Posso  supply 
17  million  or  nearly  18  million  gallons  of  water  per  day.  They  had  also 
to  consider  that,  even  supposing  they  were  fortunate  enough  to  pass  a  Bill 
during  the  session  of  1889,  it  would  be  from  six  to  seven  years  before  the 
works  would  be  completed  and  they  could  get  any  additional  water.  If 
they  were  now  to  have  two  dry  seasons,  their  supply  would  be  short  of 
the  demand ;  and  he  certainly  did  not  think  the  present  quantity 
would  be  adequate  for  the  next  seven  years.  It  was  clearly  their  duty, 
therefore,  to  take  the  initial  steps  to  see  what  they  could  do  to  increase 
the  supply. 

Mr.  Colston  seconded  the  motion. 

Bailie  Cranston  expressed  the  opinion  that  St.  Mary’s  Loch  would  be 
a  more  suitable  source  of  additional  supply  than  the  Manor  Water. 
They  would  get  four  or  five  times  the  quantity  from  the  loch ;  and  there¬ 
fore  he  thought  it  should  not  be  put  aside  without  consideration.  Its 
distance  was  certainly  greater  from  Edinburgh  than  the  Manor  Water; 
but  this  could  be  overcome  by  an  additional  expenditure  on  pipes. 

Dean  of  Guild  Gowans  said  he  knew  the  Manor  district  very  well ;  and 
there  was  no  doubt  the  water  was  very  pure.  They  would  have  to  make 
a  new  reservoir  and  new  embankments ;  but  possibly  tliey  could  do  this 
cheaper  than  by  going  to  St.  Mary’s  Loch.  They  must  not,  however,  for 
the  sake  of  cheapness,  overlook  the  advantages  of  an  inexhaustible  supply. 
He  would  not  support  the  St.  Mary’s  Loch  scheme  if  it  were  not  found  to 
be  the  best  of  the  projects  before  them  ;  but  they  must  always  remember 
that  they  could  get  as  good  water  there  as  anywhere  else,  and  that  it 
could  be  had  in  unlimited  quantities.  He  proposed  a  motion  recom¬ 
mending  the  adjournment  of  the  matter  for  the  purpose  of  allowing  the 
Engineers  to  report  upon  other  schemes. 

Bailie  Turnbull  seconded  the  amendment. 

Mr.  Brown  asked  if  the  Engineers  were  perfectly  satisfied  that  they 
had  completely  exhausted  the  Pentlands  and  the  Moorfoots. 

Mr.  Leslie  replied  that  these  sources  were  practically  exhausted. 

Bailie  Archibald  said  he  had  made  a  calculation  as  to  the  available 
supply.  They  had  16  million  gallons  from  the  present  sources;  17  million 
gallons  were  estimated  from  the  Manor  scheme ;  and  as  the  Manor  was 
the  headquarters  for  St.  Mary’s  Loch  and  the  Talla — and  a  tunnel  could  be 
made  to  connect  these  sources — they  might  add  30  million  gallons  for  St. 
Mary’s,  and  22  million  gallons  for  the  'Talla  and  the  head  waters  of  the 
Tweed ;  making  a  total  of  85  million  gallons,  which  would  supply  a  popu¬ 
lation  of  2  million  people  with  42  gallons  per  head  per  day. 

Dean  of  Guild  Gowans  then  altered  his  motion  to  read  as  follows : — 
“  That  it  be  remitted  to  the  Works  Committee,  with  the  aid  of  the  Engi¬ 
neers,  to  bring  up  a  report  on  the  various  available  sources  of  water  supply, 
keeping  in  view  the  quantity  of  water  which  may  be  required  in  after¬ 
time,  including  the  Manor,  St.  Mary’s  Loch,  Talla,  and  Tweed,  and  in  the 
case  of  St.  Mary’s  taking  a  sample  of  water  down  Yarrow.” 

Bailie  Archibald  withdrew  his  motion  ;  and  that  of  the  Dean  of  Guild 
was  unanimously  adopted. 


BEADFOED  COEPOEATION  WATEE  SUPPLY. 

The  New  Pumping  Station  at  Heaton. 

The  new  pumping  station  which  the  Bradford  Corporation  commenced 
about  three  years  ago  at  Heaton,  for  the  general  improvement  of  the 
water  sup;  ly  of  the  district  served  by  the  Corporation,  by  bringing  the 
high  and  low  level  systems  into  connection,  is  now  practically  completed. 
Although  the  work  has  only  been  in  progress  for  the  above-mentioned 
period,  the  subject  had  engaged  the  attention  of  the  Water  Committee 
for  something  like  seven  years  previous  to  their  decision  to  commence 
operations.  We  give  below  a  few  particulars  of  the  new  station,  which, 
with  the  attendant  works,  has  been  erected  from  the  plans  and  specifica¬ 
tions  of  Mr.  A.  E.  Binnie,  M.  Inst.  C.E.,the  Corporation  Water  Engineer, 
with  the  assistance  of  Mr.  Vaughan,  of  the  Borough  Surveyor’s  office,  in 
the  design  of  the  architectural  portion  of  the  work.  But  first  of  all  it 
may  be  interesting  to  give  the  raison  d'itre  of  the  new  station. 

Bradford  and  its  suburbs  are  supplied,  as  probably  some  of  our  readers 
are  aware,  with  water  flowing  from  gathering-grounds  and  reservoirs 
situated  at  such  altitudes  as  to  allow  of  the  water  running  by  the  force  of 
its  own  weight  into  every  house  and  place  where  it  is  required.  And 
because  certain  parts  of  the  town  and  surrounding  district  are  much  higher 
than  the  rest,  these  have  hitherto  been  served  entirely  from  a  separate 
system — the  supply  for  the  lower  levels  being  obtained  from  tributaries 
of  the  Wharfe  and  Aire ;  that  for  the  higher  levels  mainly  from  the  upper 
waters  of  the  Eiver  Worth  and  the  Harden  Beck.  These  systems  have 


so  far  been  entirely  unconnected,  and  therefore  in  no  way  auxiliary  one 
to  the  other.  Inasmuch  as  the  low-level  system  supplies  the  central 
portion  of  the  town,  which  is  most  completely  covered  with  buildings, 
and  in  which  in  the  nature  of  things  actual  increase  of  population  does 
not  go  on  very  rapidly,  the  growth  of  the  demand  upon  the  sources  of 
supply  has  not  advanced  at  so  rapid  a  rate  as  in  the  higher  districts, 
where  the  extension  of  the  town  and  district  has  been  more  progressive. 
The  consequence  is  that  the  high-level  system,  which  is  a  much  smaller 
undertaking,  is  now,  relatively  to  the  demand,  the  less  efficient.  Thus, 
while  the  combined  capacity  of  the  low-level  works  is  equal  to  about  190 
days’  supply,  that  of  the  high-level  works  is  less  than  150  days’  supply  ; 
being  a  trifle  over  six  months  in  the  one  case,  and  less  than  five  months 
in  the  other — amounts  which,  it  may  be  observed  in  passing,  are  seriously 
below  what  engineers  hold  to  be  a  safe  minimum  for  gravitation  systems 
depending  upon  the  fluctuations  of  rainfall.  In  the  summer  of  1884,  and 
again  in  1887,  it  was  found  to  be  absolutely  necessary  to  supplement  the 
high-level  supply  from  the  resources  of  the  low-level  service  by  temporary 
pumping  apparatus.  But  as  there  was  no  main  pipe  connecting  the  two 
systems,  the  pumping  had  to  be  done  through  small  service-mains  only 
6  inches  in  diameter,  at  a  great  waste  of  money  for  fuel,  and  with  not 
a  little  grumbling  on  the  part  of  those  people  who  resided  in  the 
neighbourhood  of  the  four  temporary  pumping  stations.  The  principal 
object,  therefore,  which  has  been  attained  by  the  newly-completed 
connection  may  be  said  to  be  the  strengthening  or  enlargement  of  the 
high-level  system  by  the  power  of  assisting  it  from  the  resources  of  the 
more  extensive  and  less  strained  low-level  system.  But  while  the  connec¬ 
tion  of  the  two  systems  will  thus  prove  of  great  advantage  to  the  former, 
it  has  also  a  very  important  bearing  upon  the  position  of  the  latter. 
The  gathering-grounds  of  the  two  systems  are  widely  separated,  and 
by  no  means  subject  to  the  same  meteorological  conditions;  and 
it  may  happen  that  an  abundant  rainfall  may  fill  up  the  high- 
level  reservoirs,  while  those  on  the  low-level  remain  compara¬ 
tively  empty.  Such  an  event  is,  of  course,  unlikely ;  but  it  occasionally 
occurs  that  the  high-level  system  has  the  heavier  rainfall.  In  such 
a  case  the  low-level  service  can  be  assisted  by  running  water  down  the 
main  from  the  high-level]  service  reservoir  at  Horton  to  Heaton,  which 
is  the  service  reservoir  for  the  low-level  system.  A  more  important  con¬ 
sideration,  however,  is  that  this  ability  to  draw  upon  the  high  level  for 
the  supply  of  the  low  gives  the  inhabitants  an  element  of  certainty  in 
their  supply  which  they  have  not  previously  felt. 

Another  purpose  efiected  by  the  connection  of  the  two  systems  may  be 
briefly  mentioned.  The  inhabitants  of  the  borough  are  unanimous  now 
in  condemning  the  principle  upon  which  the  high-level  system  is  based. 
The  cost  of  constructing  reservoirs  and  catchwater  conduits  at  altitudes 
more  than  1000  feet  above  sea-level,  and  upon  sites  not  naturally  adapted 
for  the  purpose,  is  necessarily  very  great,  and  out  of  all  proportion  to  the 
advantages  obtained  ;  and  in  any  future  scheme  for  the  extension  of  the 
supply,  the  water  will  be  collected  and  stored  at  more  moderate  levels,  and 
consequently  at  a  lower  proportionate  cost.  But  this  means  that  in  the 
future  any  enlargement  of  the  high-level  supply  must  be  obtained  by 
pumping  from  the  lower  level.  In  this  way  the  Heaton  pumping  station 
may  be  set  down  as  an  extension  of  the  high-level  service  when  required 
to  the  extent  of  2  million  gallons  a  day ;  or,  to  put  it  another  way,  it 
practically  amounts  to  an  enlargement  of  the  high-level  storeage  equal  to 
100  days’  supply  at  the  present  rate  of  consumption.  In  determining  the 
scale  of  the  works  of  connection,  regard  has  been  had  to  all  the  foregoing 
considerations. 

The  pumping-engines  which  have  been  fitted  up  are  only  an  instalment 
of  the  entire  system.  Although  the  pumping  main  is  equal  to  conveying 
4  million  gallons  of  water  per  diem  from  Heaton  to  Horton,  it  was  not 
necessary  to  put  up  engines  of  this  capacity  just  yet;  and  therefore  those 
which  have  been  erected,  and  which  are  in  duplicate,  are  designed  to  lift 
1  million  gallons  each  per  working  day.  They  are  of  the  Worthington 
type,  and  bave  been  built  by  Messrs.  James  Simpson  and  Co.,  Limited,  of 
Pimlico,  who  have  supplied  similar  engines  to  several  of  the  London 
Water  Companies,  as  well  as  to  water-works  in  all  parts  of  Europe.  One 
set  of  these  engines,  recently  built  by  the  firm  for  the  West  Middlesex 
Water  Company,  lift  22J  million  gallons  of  water  in  24  hours,  or  2J  times 
the  whole  consumption  of  Bradford.  The  engines  are  compound,  direct- 
acting,  and  have  no  rotary  parts.  Each  engine  has  two  high  pressure  and 
two  low-pressure  steam  cylinders,  arranged  tandem  fashion,  and  two 
double-action  pumps.  The  diameter  of  the  high-pressure  cylinders  is  20 
inches;  of  the  low-pressure  ones,  40  inches; of  the  pump-rams,  11  inches; 
the  length  of  the  stroke  being  in  every  case  2ft.  6in.  The  engines  are 
provided  with  an  ingenious  arrangement  of  double  plungers,  which  have 
the  effect  of  greatly  steadying  the  stroke.  Power  is  derived  from  two 
three-flued  Lancashire  boilers,  30  feet  in  length  and  8  feet  in  diameter ; 
and  the  flues  are  two  of  them  3  feet,  and  one  2ft.  6in.  diameter.  To  the 
bridge  at  the  rear  of  the  fire-grate  they  are  fitted  with  Pox’s  corrugated 
flues.  The  engine-house  is  a  substantial  and  not  inelegant  structure  of 
stone,  41ft.  6in.  by  35  feet  internal  area.  It  is  flanked  by  the  boiler-house, 
50  feet  by  40  feet,  and  by  a  mechanics’  shop  and  a  coal-house,  each  23  feet 
square.  The  boiler-house  is  large  enough  to  contain  a  third  boiler  of  the 
same  dimensions  as  those  already  fixed.  What  may  be  described  as  the 
basement  of  the  engine-house  is  well  lighted  from  an  area  extending  round 
three  sides,  the  walls  of  which  are  faced  with  white  tiles.  The  chimney 
is  180  feet  high ;  the  main  part  of  the  shaft  being  octagonal.  The  contract 
for  the  engines  was  £5282 ;  that  for  the  buildings,  £5186. 


WOODEN  WATEE-MAINS. 

[From  the  Standard.^ 

The  exhumation  not  long  ago  of  sundry  wooden  tubes  or  pipes  in  front 
of  the  new  Law  Courts  in  the  Strand,  has  drawn  attention  to  some  of  the 
bygone  conditions  of  the  water  supply  of  the  Metropolis.  That  wooden 
water-pipes  were  also  used  in  the  provinces  in  past  years  is  well  known  ; 
and  the  records  of  the  Hertford  Corporation  contain  sundry  entries  of 
money  paid  for  the  construction  and  repair  of  such  pipes  during  the 
sixteenth  century.  To  lay  down  a  cast-iron  main  for  the  conveyance  of 
water  would  seem  a  very  simple  and  obvious  contrivance.  Yet  the  his¬ 
tory  of  the  water  supply  shows  that  it  has  required  a  long  course  of 
experience  to  bring  the  mode  of  distribution  to  its  present  point  of  refine¬ 
ment.  There  has  been  the  leaden  age,  the  wooden  age,  for  a  brief  period 
the  stone  age,  and  now  at  last  the  age  of  iron. 

It  seems  like  a  curious  anticipation  of  the  present  schemes  of  Local 
Government  and  the  possession  of  the  Metropolitan  Water  Supply  by  a 
municipal  authority,  that  quite  at  the  commencement  of  the  thirteenth 
century  the  Corporation  of  London  intercepted  certain  springs  feeding  the 
watercourse  known  as  the  Tye  Bourne,  and  gathered  them  into  reservoirs 
situated  near  Marylebone  Lane.  From  this  point  the  water  was  con¬ 
ducted  in  a  6  inch  lead  pipe  to  Charing  Cross,  along  the  Strand 
and  Fleet  Street ;  crossing  the  Fleet  by  means  of  the  bridge  which 
then  existed  at  that  spot,  and  proceeding  up  Ludgate  Hill  to  Cheap- 
side,  where  it  was  discharged  into  the  conduit  at  the  western  end  of 
that  thoroughfare.  This  water  was  derived  from  the  gravel  beds 
forming  the  subsoil  of  Marylebone ;  and  in  those  days  was  doubtless  free 


561 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


Sept.  25,  1888.] 

from  any  dangerous  contamination.  The  degree  of  f  ® 
it  would  also  prevent  any  risk  of  lead  poisoning.  ^he  present  time  a 
portion  of  the  water  supply  of  the  Metropolis  ®  ifd  the 

beds  which  underlie  the  banks  of  the  Thames  f^ove  London  and  ^t^ 
Water  Companies  are  endeavouring  to  increase  the  d^ant  ty  _ 

this  source.  ^  These  Marylebone  W.ater-Works-if  we  ^^^^erm  them 
were  the  property  of  the  Corporation;  the  owner  of  the  ^  ^f 

springs  issued  being  induced,  nnd^  Royal  in  -old  for  bv  certain 

the  water  to  the  civic  authority.  The  lead  pipe  was  paid  for  by  c^ertam 

merchants  of  Ghent,  Bruges,  and  Antwerp,  f  toliron  the 

“ThrB‘n‘p?irof''water^to'tU5eS^^^^  by  means  of  conduit^ 

ConduR  Street,  Lamb’s  Conduit  Street,  and  C^duit  Vale  Towards  the 
«^/^oa  r^f  fViP  flixtpenth  century,  recourse  was  had  to  the  inarnes ,  ana  as 
the  main  drainage  worta^^^^  altogether  out  of  the  reckoning  the 

river  at  Londof  Bridge  was  deemed  I  source  sufficiently  P^e  for  a 
domestic  water  supply.  This  was  the  beginning  of  a  new  order  of  things, 
and  brought  with  it  what  may  be  called  the  age  of  wood.  An  enterpriBing 
Dutchman,  named  Peter  Morrys,  having  obtained  the  5?  .London 

poration,  erected  a  tidal  water-wheel  under  one  of  the  arches  of 

Bridge,  by  means  of  which  he  worked  a  force-pump,  raising  water  from 
tte  Thames,  and  driving  it  through  leaden  .o^  wooden  pipes  laid  in  &e 
streets,  whence  branch-pipes  conveyed  water  W^ter 

fairlv  the  germ  of  the  system  which  now  governs  the  Metropolitan  ^ter 
Supply  The  tidal  wheels  under  London  Bridge  were  inc^ased  in  numbe 
to  meet  the  growing  demand,  until  at  last,  in  1820,  the  works  at  the 
Lidge  supplied  as  much  as  26  million  hogsheads  of 
vear^  ABtoe  London  Bridge  water-works  came  into  operation  soon  after 
1682^  it  is  possible  that  wooden  pipes  300  years  old  are  to  be  found  in  some 
parts  of  the  City.  But  although  the  supply  went  as  far  west  as  Fleet 
Street  it  is  not  certain  that  the  Dutchman  s  wooden  pipes  extended 
bevond  Temple  Bar.  When  the  London  Bridge  water-works  were  discon- 
&d%on“eVnt  on  the  pulling  down  of  tbe  old  bridge,  he  New  River 
Company  made  an  equitable  arrangement  with  the  proprietors,  and  ab 
Sd  the  D^hman’s  arrangement  into  their  own.  The  area  served 
by  the  New  River  Company  extends  along  Fleet  Street  into  the  Strand , 
and  wooden  pipes  have  been  dug  up  in  Fleet  Street,  apparently  con¬ 
tinuous  with  those  opposite  the  new  Law  Courts.  ,  , ,  j.  iv.  ■\T„.rr, 

^  It  was  not  long  after  Peter  Morrys  set  up  his  water-wheels  that  the  New 
River  project  was  started,  in  some  degree  introducing  a  oompeGoS  s^P  y- 
It  was  a  great  achievement  to  bring  the  pure  spring  waters  from  the 
neighbourhood  of  Ware,  in  Hertfordshire,  into 
well ;  but  it  was  also  felt  to  be  a  difficult  matter  to  distribute  *6  water  to 
the  various  parts  of  the  Metropolis  where  it  was  needed.  This  was 
doM^’  says  the  record  of  the  time,  “  with  all  possible  diligence,  by  pipes 
Telm  a/d  lead,  but  for  the  most  part  f  m  from  ^bich  pipes  many  high 
streets  and  lanes  within  the  City  are  plenti  ully  . served  ;  J^nnsideraton 
serving  is  exemplified  by  the  circumstance  that  in  10]6.  1“  ‘  “ 

ofa  certain  sum  to  be  paid  yearly.  Sir  Hugh  Myddleton  granted  to  a 
citizen  and  his  wife  a  lease  for  21  years  “  of  a  pipe  or  quill  of  4-inoh  bore 
for  the  service  of  their  yarde  and  kitchine  by  means  of  two  swan-necked 
cocks  ”  Such  a  supply  as  could  be  obtained  through  a  pipe  of  the  size 
of  a  goose-quill  ”  wL  that  which  the  King  obtained  f*^®™ 
in  recognition  of  the  Royal  assistance  in  getting  a  grant  of  the  water  at 
Marvlebone  Perhaps  the  supply  was  constaut,  in  which  case  it  would 
Sthe  p'esLt  in^termittenrs^stem;  and,  when  f^®  -f 
tinuously,  a  goose-quill  will  yield  a  considerable  quantity.  In  the  fore- 
goffiriea^se  gLnted  by  Hugh  Myddleton,  the  “  quill  ”  is  ®P®®.‘fi®d  asking 
i  inch  in  diameter,  which  shows  that  the  term  had  a  technical  meaning 
when  not  otherwise  expressed. 

Some  singular  relics  of  the  old  water  supply  of  London  ’^®^  “ 

the  International  Health  Exhibition,  at  South  Kensington,  m  ^^® 

New  River  Company  sent  a  pail  made  out  of  an  old  wooden  pipe  dug  up 
in  Southampton  Row,  as  also  one  of  the  actual  pipes.  The  East 
Company  threw  some  light  on  the  manufacture  by  exhibiting  a  set  of 
cutters  used  in  boring  the  wooden  mams.  These  f®®^®  ^ 

about  100  years  old.  The  Grand  Junction  Company  sent  a  specimen  of 
a  wooden  water-main  “  as  formerly  in  use  in  the  London  streets,  dug  up 
about  seven  years  previously.  The  Southwark  and  Vauxhall  Company  e  - 

bited  some  old  wooden  pipes  and  stop-valves  taken  out  of  the  , 

Redcross  Street,  Southwark,  and  supposed  to  have  been  fixed  about  the 
year  1814— a  somewhat  late  period.  The  West  Middlesex  Company  sent 
specimens  of  stone  pipes,  “as  used  by  the  Company  until  1807  for  sup 
plying  the  water  into  the  district.”  The  same  Company  Mso  furnished 
Specimens  of  the  wooden  pipes.  They  abandoned  both  stone  and 
wood  in  1807.  Stone  was  tried  as  a  substitute  for  wood,  in  the  hope 
that  it  would  prove  less  liable  t®. 

worse  of  the  two,  owing  to  the  yielding  of  the  30int8  under  pressure. 
The  West  Middlesex  Company  appear  to  have  entertained  consider¬ 
able  hope  at  one  time  that  stone  pipes  would  answer,  ]udging  by  the  tact 
that  they  laid  down  a  quantity  in  varmus  parts  of  ffieir  distri^R,  t 
diameters  ranging  from  2  to  12  inches  The  Hertford  records  show  th^ 
wooden  pipes  were  sometimes  strengthened  by  means  of  iron  Foops.  E 
was  used  at  Hertford,  as  in  London ;  and  the  process  of  boring  is  me  - 
tinned.  The  date  of  1814,  when  the  Hertford  Corporation  resolved  on 
using  iron  pipes  instead  of  wooden  ones,  corresponds  very  closely  to  the 
time  when  the  same  change  took  place  in  London.  The  necessity  of  having 
mains  of  large  diameter,  and  the  general  requirement  for  watm  at  high 
pressure,  would  help  to  render  wood  an  obsolete  material.  TFe  East 
London  Company  laid  iron  pipes  at  the  commencement  of  the  pr^ent 
century,  in  lieu  of  the  old  wooden  ones  of  the  Shadwell  and  West  Ham 
Companies;  the  complaint  being  that  the  wooden  mams  were  totally 
inadequate  to  withstand  the  pressure.”  But  the  cost  of  substituting  iron 
for  wooden  pipes,  together  with  the  erection  of  some  powerful  pumping 
machinery,  was  felt  as  a  heavy  burden  by  the  Southwark  and  Vauxhall 
Company  about  half  a  century  ago. 

INCOKPOEATIOK  OF  Chelmsfobd.— A  movement  was  Set  on  ^®°^  f®“® 
months  ago  to  obtain  a  Charter  of  Incorporation  for  the  town  of  Chelms¬ 
ford  ;  and  although  it  was  opposed  by  many  of  the  largest  ratepayers,  an 
overwhelming  majority  of  the  inhabitant  householders  was  in  its  favour. 
In  [February  last  the  Hon.  T.H.  W.  Pelham  held  a  three  days  inquiry 
into  the  matter;  and  on  the  15th  ult.  Mr.  Furbank,  the  chief  promote 
of  the  project,  received  a  communication  from  tbe  Privy  Council  that  the 
Queen  had  been  pleased  to  grant  the  Charter.  The  event  was  celebrated 
in  the  borough  last  Wednesday  in  an  enthusiastic  manner. 


NOTES  FROM  SCOTLAND. 

(feom  oue  edinbueoh  coeeespondent.) 

'■  Edinburgh,  Saturday. 

The  Edinburgh  and  Leith  Water  Commissioners  are  earning  “  golden 
opinions”  on  account  of  their  continued  reduction  of  the  water-rate.  This 

is^he  second  year  in  which  they  have  ’^pF®'^®'^  ^^®/^^®*X”The°Lco 
penny  in  the  pound.  This  is  not  done  with  a  view  to  cook  the  accents 
of  the  Trust  before  going  in  for  a  scheme  of  extension  Mr.  Cokton  made 
that  clear  in  his  speech  yesterday,  in  moving  the  adoption  ot  tbe  rep®“; 

The  statement  submitted  by  Mr.  OlRer,  the  ^“tm'm  Treasurer  showed 
that  for  1888-9  the  estimated  expenditure  was  ^^82, 304,  and  ^ 

domesGc  rate  of  6id  per  £,  a  shop  rate  of  2d.  per  and  a  public  rate  of 
irperl,the%°ecei|ts  would  be  J£82,776.  In  1887-8  fe  estimated  expen¬ 
diture  was  j£82,622;  and  the  amount  actually  spent  ^®®  ^ 

pRtimated  receints  for  the  year  from  a  domestic  rate  of  7d.  per  ^  ^ 

shoTaXXlic  rate  of  2d^  and  Id.  in  the  £  respectively  were  £84,610  ; 

feeacLalreceiptsamountedto£87,925-thus8how^^^^^ 

for  last  vear  exceeded  the  estimated  amount  by  nearly  ±3000,  while  tne 
actuaferpenffiture  was  less  than  the  amount  obtained  from  assessments 

‘^Tprop*  al  Sg  been  made  that  the  local  gas-works  should  be  taken 

over  by  the  Corporation  of  St.  Andrews,  aV®"®®P®^'^®’f„^]‘®®f 
paper  calling  attention  to  the  cost  of  gas  in  18  Scotch  towns  of  about  the 
same  size  as^St.  Andrews.  Of  these,  5  towns  already  own  the  gas-works  , 
and  13  are  supplied  by  Companies.  It  is  interesting,  in  view  of  the 
generally  prevafent  beUef  that  Corporations  supply  gas  at  a  cheaper  rate 
Complnier  to  find  that,  in  nearly  all  the  instances  given,  the  cost 
in  the  caTe^of  Corporatffins  is’ higher  than  in  that  of  Complies.  In  the 
13  towns  supplied^by  Companies,  the  averageeprice  of  gas  is  4s.  per 
1000  cubic  feet ;  and  in  the  6  towns  supplied  by  Corporations,  the  average 

^’^T^'^tbrofth  Gas  Corporation  had  a  somewhat  excited  meeting  on 
Thursdt?over  M^  Michffi°s  proposal  to  rescind  their  former  resolution 
to  immediately  go  on  with  the  extension  of  the  gas-works.  A  majority 
has“e“olved  to  carry  out  the  work  ;  but  they  do  not  appear  to  know  their 
own  S  and  iR  is^understood  that  no  progress  is  to  be  made  until  after 

“Thurstf  in  toTBill  Chamber  of  the  Court  of  Session,  Lord  Fraser 
hadfbefore  him  a  case  in  which  Messrs.  S.  Clark  and  Co.,  Stove  Manufac- 
turers  of  Park  Street,  Islington,  asked  that  Mr.  W.  Bmce  Dick,  carrying 
oSiness  under  the  name  of  the  London  Fire  Appliance  Company  in 
Buchanan  Street,  Glasgow,  should  be  interdicted  from  infringing  letters 
patent  dated  Sept.  19,  1881,  granted  to  the  complainer  for  improvements 
m  eas  and  oil  steles,  or  apparatus  for  heating  and  lighting  purposes.  In 
sufport  of  the  application  it  was  said  that  the  invention  had  Feen  found 
to^be  very  useful ;  and  that  the  stoves  manufactured  by  the  complamers 

to  which  it  had  been  appFed  had  found  a  large  and  ready 

recently  they  were  doing  a  good  business ;  and  they  averred  that  the  pro 
ceedin/s  complained  of  had  seriouly  checked  their  sale  and  injured  t  e 
business  They  alleged  that  the  respondent  was  manuf^turing  and  seUing 
to  Hs  fwn  name  or  that  of  the  London  FRe  Appliance  Company  of  which 
he  is  sole  partner,  gas  and  oil  stoves,  in  the  construction  of  which  the  said 
patented  inventions  are  used  without  their  ®’®<^Fority  or  licence,  and  was 
thus  infringing  their  patent  rights.  Tbe  respondent  resisted  tFe  appU 
caSon  on  the  ground  that  the  complamers  averments  are  irrelevant 
and  wanting  in  specification,  and  that  the  letters  patent  are  invalid  in 
respect  that  the  alleged  invention,  or  a  material  part  thereof,  is  not  com¬ 
petently  the  subjecLmatter  of  the  grant  of  letters  patent  5 
fication  does  not  sufficiently  distinguish  between  what  is  new  ®®d  what  is 
old  in  the  invention ;  that  the  complainer  is  not  the  first  J^™® 
tor  •  and  that  the  invention  was  publicly  known  and  used  prior  *0  the  d  te 
of  his  letters  patent.  He  says  that  the  stoves  were  extensively  made  and 
sold  by  severaTfirms  in  London  and  Warrington,  and  that  the  complainer 
Clark  was  for  some  time  Manager  of  one  of  these  companies  After 
debate,  Counsel  agreed  that  the  respondent  should  lodge  a  minute  under^ 
taking  to  keep  an  account  of  all  sales  of  the  articles  in  ffispute ,  a 
respeft  of  this^minute,  the  Lord  Ordinary,  upon  caution  being  Fy 

the^respondent  for  all  profits  arising  out  of  the  sales,  ’^®?®®®^/^^®  *  ' 

diet  and,  as  regards  the  complamers,  passed  the  note  without  caution. 

The  Stirlinf  Water  Commission  on  Tuesday  were  able  to  announce  a 
reduction  of  the  water-rate  by  3d.  per  £;  making  a  decrease  of  6d.  per  £ 

^  T^ie  Bervie  Gas  Company  have  reduced  the  price  of  gas  5d.  per  1000 
cubic  feet ;  making  it  8s.  9d.,  which  is  still  a  very  high  figure 

The  Bo’ness  Gas  Company  have  contracted  with  the  Police  Commis 
sioners  to  supply  gas  for  the  public  lamps  on  218  nights  m  the  year  at  the 
ratrof  16s.  each  for  lamps  burning  to  eleven  p.m.  during  the  week  and 
twelve  p.m.  on  Saturday  nights,  and  28s.  each  for  lamps  burning  all  nig  . 
This  is  a  reduction  of  about  Is.  6d.  per  lamp. 

The  Keith  Gas  Company,  it  is  reported,  have  recently  made  consider 
able  improvements  in  their  works,  and  have  reduced  the  price  of  gas  fro 
7s.  Id,  to  6s.  8d.  per  1000  cubic  feet. 

(FROM  OUR  GLASGOW  COERESPONDENT.) 

Glasgow,  Saturday. 

At  a  meeting  of  the  Gourock  Burgh  Commissioners  on  Tuesday,  it  was 
resolved  to  reduce  the  price  of  gas  to  private  consumers  24d.  per  1000 
cubic  feet— that  is  to  say,  from  4s.  7d.  to  43.  44d. ;  and  it  was  at  the  same 
time  agreed  to  increase  the  charge  for  gas  supplied  to  the  public  lamps  by 
3id  per  1000  feet— from  4s.  Id.  to  43.  44d. ;  so  that  henceforth  the  price  in 
both^cases  will  be  the  same.  During  the  year  1874-5  the  P“®®  ^®  P^®^® 
consumers  was  5s.  lOd.,  and  for  the  public  lamps  43.  f '  P®^  1°°° 
reduction  of  5d.  per  1000  feet  was  made  on  June_  1,  1876,  to  ordinary 
consumers;  but  the  charge  for  public  lamps  ’^®“®‘®®‘l  ““Ranged  At 
the  close  of  the  year  another  reduction  of  6d.  was  c®'!®®^®'^ ‘°  *be  pnyate 
consumers;  the  price  being  thus  brought  down  to  5s.  P®^  10°°  J®®*^!^^ 
for  the  gas  consumed  in  the  public  lamps  still  remaining  at  4s.  6d.  per  1000 
feet  These  two  prices  were  continued  till  May,  1882,  when  6d.  per  1000 
cubic  feet  was  taken  off  in  each  case ;  the  prices  being  4s.  7d.  and  4s.  Id. 
respectively.  No  further  alteration  was  made  in  the  charges  till  tne 
reduction  in  the  one  case  and  the  increase  in  the  other  were  made  at  the 
last  meeting  of  the  Police  Commissioners— not  even  when  the  gas  supply 
of  the  town  was  taken  over  by  tbe  Commission's  on  May  31,  loob. 

It  may  be  mentioned  that  Mr.  D.  M.  Nelson,  Gas  Engineer,  of  Glasgow, 
has  just  been  appointed  by  an  eminent  firm  of  foreign  merchants  to 
superintend  the  execution  of  a  very  extensive  cast-iron  pipe  contract- no 
less  it  is  said,  than  200,000  yards  of  pipes— for  gas  supply  abroad. 

The  shares  of  the  Partick,  Hillhead,  and  Maryhill  Gas  Company  have 
this  week  again  been  in  demand.  Business  was  done  in  them  on  the 
Glasgow  Stock  Exchange  yesterday  at  88s.  6d.  per  £5  share.  Mention^ 
this  circumstance  leads  me  to  state  that  no  f'J’^tFer  progress  has  been 
made  with  the  negotiations  for  the  acquisition  of  the  Company  s  proper^ 
on  behalf  of  the  Glasgow  Corporation  Gas  Trust.  It  is  but  fair  to  say, 

*  A  report  of  the  discussion  is  given  on  p.  556. 
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however, that  the  negotiations  up  to  the  present  have  been  conducted  wholly 
on  the  authority  of  the  Gas  Committee,  and  without  the  official  know¬ 
ledge  of  the  Gas  Commissioners  generally.  The  matter  is  now  in  the 
“  simmering  ”  stage. 

At  last  Monday’s  meeting  of  the  Glasgow  Town  Council,  sitting  as 
the  Police  Authority,  there  were  submitted  the  minutes  of  the  Watching 
and  Lighting  Committee,  in  which  it  was  recommended  that  the  salary  of 
Mr.  Hamilton,  Inspector  of  Lighting,  should  be  increased  from  T30C)  to 
A‘350  per  annum.  Ex-Bailie  Dickson  moved  the  approval  of  the  minutes, 
and  asked  that  the  Standing  Orders  should  be  suspended,  so  that  the 
recommendation  might  be  agreed  to.  Mr.  Paton  said  that  he  did  not 
object  to  the  increase  of  Mr.  Hamilton’s  salary,  but  he  thought  that 
the  usual  practice  adopted  in  such  cases,  of  allowing  the  recommenda¬ 
tion  to  stand  over  for  a  fortnight  should  be  followed  on  this  occasion. 
Bailie  M'Farlane  interposed  the  Standing  Orders.  Bailie  Gray,  who 
presided  (in  the  absence  of  the  Lord  Provost),  pointed  out  that  as  the 
Standing  Orders  had  been  interposed,  the  recommendation  to  increase 
the  salary  must  stand  over  till  the  next  fortnightly  meeting.  It  is  not 
anticipated  that  there  will  be  any  difficulty  in  getting  the  proposal 
carried,  as  it  is  very  generally  admitted  that  Mr.  Hamilton  has  been  a 
most  useful,  zealous,  and  efficient  public  servant.  Any  person  who 
remembers  what  the  public  street  lighting  was  (say)  ten  or  a  dozen 
years  ago,  and  can  compare  it  with  the  present  condition  of  things,  will 
agree  with  me  in  what  I  have  said  of  the  Inspector  of  Lighting. 

The  half-yearly  meeting  of  the  Dalmuir  and  Old  Kilpatrick  Gas  Com¬ 
pany  was  held  last  Saturday,  when  the  Directors  reported  that,  after 
meeting  all  expenses,  they  were  able  to  recommend  that  a  dividend  of 
5  per  cent,  be  declared.  ,  The  recommendation  was  agreed  to.  It  is 
intended  to  reduce  the  price  of  gas  5d.  per  1000  cubic  feet. 

Many  readers  of  these  “  Notes  ”  will  doubtless  learn  with  regret  and  sur¬ 
prise  of  the  sudden  death  of  Mr.  James  Eoyd,  the  Manager  of  the  Oban  Gas- 
Works,  which  took  place  at  his  residence  last  Tuesday  morning.  After 
breakfast  he  was  noticed  by  his  daughter  to  fall  back  in  his  chair ;  his 
death  being  almost  instantaneous.  Dr.  M'Kelvie,  who  was  at  once 
summoned,  certified  the  cause  of  death  to  be  heart  disease.  Though 
slightly  ailing  for  some  time,  Mr.  Boyd  had  been  able  to  attend  to  his 
duties ;  and  the  news  of  his  death  came  upon  his  numerous  friends  and 
acquaintances  as  a  shock.  The  deceased  had  been  the  Manager  of  the 
Oban  Gas-Works  for  the  long  period  of  21  years.  Being  of  a  most  kindly 
and  genial  disposition,  he  made  firm  friends  of  all  persons  with  whom  he 
was  brought  into  intimate  contact ;  and  his  loss  will  be  widely  felt.  He 
has  left  two  daughters,  for  whom  much  sympathy  is  expressed. 

Prices  in  the  Glasgow  pig  iron  market  have  fluctuated  very  much  during 
this  week  ;  but  the  tone  has  been  decidedly  firm  throughout.  In  the 
beginning  of  the  week  the  market  was  strong ;  business  being  done  on 
Tuesday  at  423.  lOJd.  per  ton  for  Scotch  warrants — the  highest  price  for 
the  past  six  months ;  but  during  the  rest  of  the  week  the  price  was 
irregular,  owing  partly  to  operators  taking  profits  and  to  “  bearing.”  On 
the  following  day  the  price  touched  423.  per  ton  cash  ;  and  the  close  yester¬ 
day  was  42s.  2d.  per  ton  cash  sellers.  The  price  of  hematite  iron 
fluctuated  during  the  week  between  468.  and  458.  3Jd.  per  ton,  and  that  of 
Cleveland  iron  between  35a.  Id.  and  348.  7d. ;  both  being  somewhat  better 
at  the  close  yesterday  afternoon. 

The  coal  trade  continues  active  in  all  its  departments  ;  and  the  improved 
feeling  in  the  trade  is  stimulating  production  in  several  directions.  Prices 
are  firming  up ;  and  an  advance  of  Is.  per  ton  is  expected  on  house  coal 
within  the  next  week  or  two. 


CUEEENT  SALES  OF  GAS  PBODUCTS. 

Liverpool,  Sept.  22. 

Sulphate  of  Ammonia. — Business  was  done  at  the  beginning  of  the  week 
at  i'll  6s.  3d.,  f.o.b.  Hull ;  but,  in  consequence  of  a  good  French  inquiry, 
ill  7s.  6d.  has  since  been  readily  paid  for  spot  parcels,  and  at  the  close 
there  are  still  buyers  thereat.  It  is  evident  that  the  fine  harvest  weather 
has  cheered  the  spirits  of  consumers  ;  and  that  the  orders,  at  any  rate  as 
far  as  France  is  concerned,  have  come  in  more  freely  than  was  expected. 
The  present  demand,  however,  will  hardly  make  up  for  the  shortcomings 
in  respect  to  the  exports  to  that  country  during  this  year.  Germany  and 
Belgium,  most  strangely  do  not  appear  to  move  much  as  regards 
present  delivery  ;  but,  on  the  other  hand,  the  inquiries  from  these 
countries  for  spring  delivery  are  active.  Little  business  passing,  however, 
owing  to  the  difference  between  the  buyers  and  sellers.  It  is  difficult  to 
gauge  the  market  at  present ;  but  should  the  present  bright  weather  con¬ 
tinue  to  prevail,  it  will  retard  the  increase  of  the  liquor  supply  which 
usually  occurs  on  the  approach  of  October. 

-  London,  Sept.  22. 

Tar  Products  are  in  better  demand,  and  firm  in  price.  There  is  no 
great  activity  in  benzols ;  but  last  (week’s  prices  are  maintained.  An¬ 
thracene,  creosote,  and  pitch  are  all  in  good  request,  at  improving  prices. 
Prices  may  be  taken  as  follows : — Tar,  according  to  position,  17s.  6d.  to 
22s.  6d.  per  ton.  Benzol,  90  per  cent.,  3s.  per  gallon  ;  50  per  cent.,  28.  4Jd. 
Toluol,  Is.  9d.  per  gallon.  Solvent  naphtha.  Is.  2d.  per  gallon.  Crude 
naphtha,  30  per  cent..  Is.  per  gallon.  Light  oil,  3d.  per  gallon.  Creosote, 
2d.  per  gallon.  Pitch,  12s.  to  13s.  6d.  per  ton.  Carbolic  acid  (crude), 
38.  4d.  per  gallon.  Cresylic  acid,  9d.  per  gallon.  Tar  salts,  153.  per  ton. 
Anthracene,  30  per  cent.,  “A”  quality.  Is.  6d.  per  unit;  “  B  ”  quality. 
Is.  3d.  per  unit. 

Ammonia  Products. — Sulphate  is  recovering  from  the  lower  prices  of  a 
few  days  ago,  and  is  quoted  at  i’ll  7s.  6d.  to  ATI  10s.,  less  discount. 
Other  products  are  as  follows  : — Gas  liquor  (5°  Twaddel),  7s.  6d.  per  ton, 
with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  IJd.  per  lb. 
Carbonate  of  ammonia,  3Jd.  per  lb.  Muriate  of  ammonia,  brown,  AiS  per 
ton ;  white,  A27.  Sal-ammoniac,  A30  per  ton. 


[From  the  Chemical  Trade  Journal,  Sept.  22.] 

Sulphate  of  Ammonia. — The  market  is  very  dull;  and  dealers  appear  to 
be  the  only  buyers  at  the  moment.  It  is,  however,  rumoured  that  Hull 
business  has  been  done  at  All  63.  3d.  for  prompt,  which  buyers  are  willing 
to  pay  ;  and  there  are  several  sellers  at  this  price.  There  is  a  very  large 
-nquiry  for  spring  delivery,  which  bodes  well  for  the  future,  but  makers 
decline  to  sell  far  ahead  at  the  present  prices,  and  even  speculators  do  not 
seem  inclined  to  commit  themselves  to  any  large  transactions.  Leith  and 
Beckton  prices  may  be  taken  as  All  5s.;  while  outside  London  makes  are 
value  for  All  83.  9d. 

Tar  Products.  —  Benzols  remain  without  change ;  and  the  prices 
quoted  for  last  week — viz.,  23.  lOd.  to  3s.  for  90’8  and  2s.  4d.  for  60;90’s — 
may  be  taken  as  about  the  figure  for  to-day.  The  demand  still  continues 
good  for  solvent  naphtha  at  old  rates ;  while  creosote  is,  if  anything,  a 
shade  firmer  than  before.  Anthracene  is  still  firm  at  Is.  6d.  for  “  A  ” 
quality,  London  ;  the  value  for  “  B  ”  being  as  before.  Is.  2d.  There  is  a 
very  fair  demand  for  pitch :  and  some  considerable  quantity  of  accumu¬ 
lated  stocks  has  been  moved  off  during  the  last  month  or  so.  With  the 
single  exception  of  benzol,  which  is,  in  spite  of  the  maintenance  of  price, 
in  an  unhealthy  state,  the  tar  products  market  may  be  said  to  be  in  a 
satisfactory  position  ;  and  so  long  as  benzol  prices  are  artificially  inflated, 


distillers  may  reckon  on  a  fair  margin  of  profit,  even  on  the  basis  upon 
which  many  recent  tar  contracts  have  been  secured. 


Sale  op  Shares  in  the  Uxbridge  Gas  Company. — Last  Thursday’ 
Messrs.  Morten  and  Sons  sold  by  auction,  at  Uxbridge,  a  number  of  AlO 
shares  in  the  Uxbridge  and  Hillingdon  Gas  Company.  'The  sale  included 
21  original  shares,  paying  10  per  cent,  per  annum ;  9  of  the  1861  shares, 
paying  7§  per  cent. ;  and  19  of  the  shares  of  1873,  paying  7  per  cent.  The 
biddings  for  the  last  began  at  AlO,  and  the  first  lot  of  two  shares  was  sold 
at  A12  lOs.  each ;  but  others  fetched  as  much  as  A13  15a.,  A14,  and  A14  5s. 
The  shares  of  1861  fetched  from  A 14  10s.  to  A14  15s. ;  and  the  original 
shares  went  at  A18  lOs.  each. 

Launceston  (Tasmania)  Gas  Company. — The  Directors  of  this  Company 
report  that  the  business  in  the  half  year  ending  June  30  last  made  satis¬ 
factory  progress.  New  consumers  were  supplied,  and  the  use  of  gas  was 
extended.  In  order  to  keep  pace  with  the  increasing  demand,  mains  of 
larger  size  were  pot  down  in  various  parts  of  the  town,  whereby  the  supply 
was  greatly  improved.  The  coal  and  cannel  carbonized  during  the  six 
months  covered  by  the  report  amounted  to  2244  tons  ;  the  quantity  of  gas 
produced  being  24  million  cubic  feet.  The  Directors  recommended  a 
dividend  at  the  rate  of  12  percent,  per  annum,  and  this  was  declared  ;  an 
interim  payment  of  6i  per  cent,  having  been  made  in  February  last. 
The  amount  now  standing  to  the  credit  of  the  profit  and  loss  account  is 
A3449  16s.  The  Directors  announce  a  further  reduction  in  the  price  of 
gas,  from  June  1  next,  to  7s.  Id.  per  1000  cubic  feet.  The  Company’s 
Engineer  is  Mr.  T.  S.  Cleminshaw. 

Northern  Coal  Trade. — In  the  steam  coal  branch  of  the  Northern 
coal  trade  there  is  still  a  fair  amount  of  business;  but  the  prices  continue 
low — about  7s.  6d.  for  beat  Northumbrian  qualities.  The  demand  shows 
some  signs  of  flagging;  but  it  will  possibly  flicker  up  again  before  the 
closing  of  the  Baltic  ports.  In  the  gas  coal  trade  there  is  great  anima¬ 
tion  ;  and  the  tendency  of  some  of  the  miners  to  restrict  the  output  will 
increase  the  scarcity  which  is  beginning  to  be  felt  for  this  class  of  coal. 
Tenders  are  asked  for  the  supply  for  the  Darlington  Gas-Works ;  and  it 
is  expected  that  higher  prices  will  have  to  be  paid  than  on  the  last  occa¬ 
sion.  There  is  still  a  large  demand  for  gas  coal  for  export];  and  the 
growth  of  the  British  demand  is  now  felt  every  week  regularly.  The 
price  of  gas  coals  is  maintained.  Manufacturing  coal  is  also  much  dearer 
— possibly  about  6d.  per  ton ;  and  the  activity  at  many  of  the  factories 
causes  a  growing  inquiry  for  this  class  of  coal.  Household  coal  is  de¬ 
pressed  by  the  finer  weather.  Coke  is  brisk,  and  sells  at  higher  figures. 
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ruaiing  ...  - _ without  purpose,  as  it  issued 

tumultuously  and  uselessly  as  a  volcanic  eruption  from  the 
well  sunk  in  vain  search  for  oil  or  brine,  flinging  its  flames 
aimlessly  down  the  wind,  a  wonder  to  gaping  witnesses 
natural  gas  has  been  captured  and  enclosed  in  pipes.  At 
first  almost  given  away  to  anybody  who  would  undertake  t(9 
show  how  it  might  be  utilized  in  place  of  solid  fuel,  natural 
gas  has  now  found  its  value,  like  every  other  useful  thing  m 
the  world ;  and  the  dreams  of  manutacturers  who  thought 
to  obtain  fuel  in  this  shape  for  nothing  have  been  rudely 
broken.  Natural  gas  must  now  be  paid  for  at  rates  approxi¬ 
mating  to  its  fuel  value  as  compared  with  coal.  The  con¬ 
sequence  of  the  long  experiments  that  have  been  made  with 
it  however,  while  it  could  be  had  for  the  asking,  m  connection 
with  a  variety  of  manufactures,  is  that  artificers  who  have 
once  grown  used  to  it  do  not  relish  the  idea  of  returning 
to  coal.  The  raising  of  rates  for  natural  gas  in  some 
localities,  and  the  indications  in  others  that  this  remark¬ 
able  production  of  natural  forces  is  not  likely  to  prove 
permanently  available,  have  inspired  engineers  with  a  desire 
to  discover  a  substitute  for  it.  Hence  the  popularity  of  oil-gas 
fuel  schemes,  not  one  of  which  would  have  been  looked  at  a 
second  time  if  natural  gas  had  not  prepared  the  field  for  them. 
The  wastefulness  with  which  natural  gas  was  at  first  used  in  the 
arts,  and  for  domestic  purposes,  was  a  preparation  for  the  more 
economical  methods  required  for  dealing  with  a  manufactured 
fuel  of  the  same  order.  If  natural  gas  had  always  been  dear 
and  scarce,  or  if  even  the  most  moderate  degree  of  care  m 
the  use  of  it  had  been  essential  for  its  success  as  a  tuel,  it 
would  not  have  ousted  coal  from  its  traditional  place. 
Apparently  as  free  and  boundless  as  sunshine,  however, 
natm’al  gas  conquered  all  prejudice  against  such  a  strange 
form  of  fuel,  and  won  its  way  with  the  most _  obstinate 
puddlers,  glass  melters,  and  steam  users  of  its  native  region. 
This  stao-e  was  necessary.  If  any  British  Gas  Company 
afford  to  promise  the  inhabitants  of  their  district  a 


and  unrestricted  supply  of  gas  for  lighting,  heating. 


that 

thou! 


OIL-GAS  FUEL  SCHEMES. 

If  another  confirmation  were  wanted,  the  truth  that  history 
repeats  itself  would  be  enforced  by  what  is  at  present  passing 
in  respect  of  the  revival  of  interest  in  oil-gas  processes.  For 
some  years,  while  electricians  were  “  making  ducks  and 
“  drakes  ”  of  other  people’s  money,  all  kinds  of  illuminating 
and  heating  gases  were  popularly  supposed  to  be  on  the  verge 
of  extinction.  Now  however,  the  tide  has  turned  ;  and  when 
one  takes  up  a  technical  periodical  published  in  the  land  of 
Edison,  Brush,  and  Westinghouse,  where  the  rashest  specula¬ 
tion  in  manufacturing  methods  seems  to  rule  triumphant,  it 
is  not  a  new  electric  lighting,  but  a  novel  gas- making  scheme 
that  calls  weekly  for  favourable  notice.  In  the  ordinary  way 
we  are  compelled  to  take  account  of  the  contents  of  the 
leading  American  engineering  journals,  in  order  to  learn 
what  is  going  on  in  the  country  whence  the  historical  electric 
light  “  scare  ”  was  imported ;  and  it  is  a  striking  fact  that  for 
some  time  past  these  publications  have  had  little  to  say  about 
electric  lighting,  but  have  been  filled  with  descriptions  of  oil¬ 
gas  schemes.  The  reason  is  obvious.  Natural  gas,  while 
still  maintaining  its  position  in  Pittsburgh  and  other  places, 
has  done  its  pioneering  work.  The  natural  gasiform  fuel, 
which  was  once  a  wonder  of  the  world,  has  been  tamed 
and  brought  into  the  service  of  mankind.  No  longer 


could  aflbrd  to  promise 

free  and  unrestricted  si  ^  ^  „  „  -  ,  i  i  i  a 

and  developing  power  for  a  year,  they  would  be  able  to 
secure  a  greatly  increased  rental  for  the  following  year ; 
because  gas,  once  adopted,  would  in  very  many  cases  be 
retained.  So  it  has  been  with  natural  gas.  By  the  very 
prodio-ality  of  its  occurrence  it  won  favour,  which  has  been 
retained  in  spite  of  the  return  of  economical  considerations. 

Therefore,  the  transition  from  natural  gas  to  be  had  for 
nothing  to  natural  gas  that  must  be  paid  for  at  its  comparative 
fuel  value,  is  not  more  reasonable  than  the  appearance  of 
manufactured  fuel  gases  of  various  descriptions  to  compete 
with  the  natural  fuel  in  its  latter  days.  As  one  of  the  American 
technical  journals  puts  it :  “  Manufacturers  have  so  fully  appre- 
“  dated  the  value  of  a  gaseous  fuel,  that  a  recurrence  to  coal  is 
“  out  of  the  question — it  is  now  a  choice  of  gases.”  Conse¬ 
quently,  a  variety  of  gas-making  processes,  naturally  enough 
depending  upon  crude  petroleum  as  the  raw  material,  are 
forward  on  all  sides  ;  and  nobody  seems  to  reflect 
not  one  of  them  is  entitled  to  be  called  new.  It  is  as 
fo  the  novelty  of  the  demand  for  something  of  the 
kind'^covered  the  supply.  This  ignorance  of  what  has  been 
done  in  their  own  country  in  the  way  of  producing  gas  from 
oil  is  only  what  might  be  expected  of  the  writers  m  the 
ordinary  American  newspapers  ;  but  we  have  looked  in  vain 
for  any  trustworthy  statement  upon  the  subject  from  experts 
worthy  of  respect.  Week  by  week  gas-making  processes, 
dubbed  by  strange  proprietary  titles,  are  described  and 
warmly  recommended  by  newspaper  writers,  who  assure 
readers  that  every  one  in  turn  is  the  solution  of  the  problem 
that  everybody  has  been  looking  for  ;  and  nobody  attempts 
to  instruct  the  public  concerning  the  rights  of  the  subject. 
There  is  never  anything  new  in  these  devices.  They  all 
rest  upon  the  gasification  of  petroleum  in  tubular  retorts,  and 
the  dilution  of  the  products  with  heated  steam  or  air,  or 

both _ a  notion  as  old  as  the  hills.  We  take  the  contents  of 

a  single  advertisement  page  of  the  American  Manufacturer, 
and  herein  we  find  no  less  than  five  oil-gas  pro¬ 
cesses  offered  to  the  bewildered  inquirer.  There  is  the 
“  Brooks  ”  process,  recommended  to  Gas  Companies  for 
competition  with  electric  light,  and  to  manufacturers  as 
a  substitute  for  natural  gas.  Then  there  is  the  “  Eureka ’’ 
process,  the  name  of  which  is  almost  enough  to  condemn  it, 
but  which  is  stated  to  be  cheaper  than  natural  gas.  Next 
comes  the  “  Loomis  ”  process,  claimed  to  be  the  “  cheapest 
“  gas-generating  system  in  the  world.”  This  is  a  generator 
system,  using  coal  however  ;  and  it  therefore  scarcely  comes 
within  our  present  notice.  The  “  Naysmith  process  is  an 
example  very  much  to  the  point ;  the  gas  being  advertised  as 
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“  made  from  oil,  steam,  and  air,  and  costs  less  than  natural 
“  gas.”  Last  comes  the  North-West  Gas  Improvement  Com¬ 
pany,  licensees  of  Dr.  J.  J.  Johnston’s  process  of  manufac¬ 
turing  gas  from  crude  oil  at  “less  than  the  ordinary  cost 
“  of  natural  gas.  Illuminating  gas  at  4  cents  per  1000  cubic 
“  feet.”  We  take  the  occasion  for  declaring  that  there  is 
nothing  in  any  of  these  advertised  oil-gas  processes  that  they 
should  be  distinguished  by  any  man’s  name.  A  small  iron 
retort,  a  barrel  of  oil,  a  furnace,  and  the  necessary  pipe  con¬ 
nections,  are  all  that  is  needed  to  make  gas  as  good  as  can 
be  produced  by  the  best  of  them  ;  and  the  gas  when  manu¬ 
factured  can  be  diluted  to  taste  with  steam  or  air.  There 
is  nothing  proprietary  in  all  this.  Neither  is  there  any 
limit  to  the  bulk  of  “  gas  ”  that  can  be  made  from  a 
given  quantity  of  oil  and  steam  or  air,  on  the  homoeopathic 
principle  that  the  more  the  dose  is  diluted  the  more  effec¬ 
tive  will  it  become.  The  only  possible  difference  there  is 
between  the  new  oil  fuel  gases  that  are  recommended  as 
substitutes  for  natural  gas  and  the  illuminating  oil  gases  that 
were  tried  and  abandoned  years  ago  is  the  very  small  one 
that  the  former  are  more  diluted  than  the  latter.  Are  they 
really  worth  anything,  however  ?  That  is  the  question  for 
the  public.  We  answer  roundly  in  the  negative.  The  various 
patterns  of  apparatus,  by  whatsoever  name  known,  are  only 
calculated  to  deceive  purchasers  at  first,  and  to  be  consigned 
to  the  waste  heap  after  a  short  and  troublesome  existence. 

It  is  very  easy  to  support  this  statement  with  reasons  well 
known  to  everyone  who  has  essayed  the  delusive  experiment 
of  making  gas  from  petroleum  in  closed  retorts.  Half  of  the 
raw  material  is  deposited  in  the  form  of  carbon  on  the 
interior  surfaces  of  the  retorts,  wdiere  it  acts  as  a  non¬ 
conductor  of  heat ;  clogging  the  retorts  and  preventing  gasi¬ 
fication  even  while  the  outside  temperature  is  increased  to 
the  melting  point  of  the  iron.  Frequent  cleaning  is  necesary, 
or  gas  making  cannot  be  continued.  Then  it  is  impossible 
to  continuously  superheat  steam — to  the  point,  that  is  to  say, 
when  it  will  not  condense  again — in  closed  iron  pipes.  The 
metal  quickly  oxidizes,  or  the  steam  passes  unaffected.  As 
to  the  utility  of  introducing  air  into  the  gas,  while  in  course 
of  production,  it  is  no  more  competent  to  form  gas  then  than 
it  is  if  mixed  with  the  hydrocarbons  in  an  atmospheric 
burner  at  the  point  of  ignition.  The  only  means  by  which 
steam  and  air  can  be  made  instrumental  in  producing 
a  real  gas  is  in  open  converters  such  as  are  employed 
in  water-gas  processes.  Everything  else,  in  the  character  of 
retort,  superheater,  or  what  not,  is  a  delusion.  If  natural 
gas  is  to  be  replaced  by  a  manufactured  gaseous  fuel,  this 
must  be  made  in  generators  or  producers,  resembling  nothing 
which  enters  into  the  scheme  of  the  crude  oil  processes  under 
examination. 

We  have  been  thus  particular  in  exposing  the  futility  of 
these  oil-gas  schemes,  not  wholly  in  the  interest  of  the 
American  manufacturers  to  whom  they  are  in  the  first  place 
addressed,  and  who  are  not  likely  to  be  deceived  by  them  to 
any  notable  extent,  although  strongly  recommended  by  their 
own  technical  organs.  It  is  quite  possible,  however,  that, 
like  “Lawrence”  gas  and  other  similar  revivals  of  exploded 
delusions,  a  few  of  them  may  cross  the  Atlantic,  and  receive 
the  iinpriinatur  of  some  of  those  lights  of  English  science  who 
are  always  open  to  sell  certificates  of  character  for  any  scheme 
that  is  sufficiently  strongly  supported  in  the  City.  We  notice 
the  rise  of  this  movement  in  favour  of  oil  gas  for  fuel  in  order 
that,  if  such  development  should  be  in  store  for  it,  our  readers 
may  not  be  taken  by  surprise. 

THE  ACCOUNTS  OF  THE  COMMERCIAL  GAS  COMPANY. 
The  report  of  the  Directors  and  the  statement  of  accounts 
of  the  Commercial  Gas  Company  for  the  six  months  ended 
June  30  last  have  been  issued,  in  view  of  the  half-yearly 
general  meeting  which  is  to  be  held  next  Friday.  Before 
dealing  with  the  matter  of  the  report  and  accounts,  we  may 
be  permitted  to  express  the  satisfaction  with  which  we  notice 
that  they  are  still  signed  by  Mr.  K.  Bradshaw,  as  Chairman ; 
and  we  hope  that  Mr.  Bradshaw’s  health  is  sufficiently 
restored  to  enable  him  to  assume  the  chair  as  usual  at  the 
meeting.  The  report  is  the  baldest  statement  of  the  chief 
figures  of  the  accounts.  It  recites  that  there  has  been  a  net 
profit  of  £y2,16G  on  the  half-year’s  working  of  the  under¬ 
taking  ;  making,  with  £1044  received  for  interest,  a  gross  sum 
of  £53,210,  which  the  undivided  balance  brought  forward 
swells  to  £97,293,  as  the  amount  from  which  the  dividend 
and  other  charges  may  be  taken.  Deducting  interest  on 
debenture  stock,  there  remains  a  balance  of  £94,505,  of  which 
£44,801  is  available  for  division.  The  handsome  dividends 


already  announced,  of  £13  15s.  per  cent,  upon  the  old, 
and  £10  15s.  per  cent,  upon  the  new  stock  of  the  Company, 
are  then  recommended.  The  report  says  absolutely  nothing 
respecting  the  condition  of  the  Company’s  business  ;  and  one 
is  left  to  find  out  whether  the  consumption  of  gas  in  the 
district,  or  any  other  of  the  circumstances  of  the  undertaking, 
show  improvement,  stagnation,  or  decline.  Twelve  months 
ago  the  accounts  for  the  corresponding  period  of  1887  showed 
a  net  profit  of  £43,008 ;  so  that  there  has  been  a  great 
improvement  in  this  respect — the  price  of  gas  having  been 
the  same.  In  the  present  accounts,  gas-rental  stands  at 
£116,947,  as  against  £112,170  a  year  ago.  Eesiduals  also 
are  returned  at  £37,523,  as  compared  with  £34,533.  The 
gross  revenue,  therefore,  shows  an  improvement  of  £7755. 
On  the  other  side  of  the  account,  coals  have  cost  £57,694,  as 
against  £59,009,  which  is  very  satisfactory  economy.  The 
manufacture  of  gas  altogether  cost  the  Company  £85,972, 
instead  of  £87,490.  Distribution  is  a  little  more,  but  some 
of  the  other  charges  show  a  slight  diminution ;  so  that 
altogether  the  expenditure  has  been  reduced  from  £106,545 
to  £105,141.  For  this,  96,080  tons  of  coals  were  carbonized, 
including  3426  tons  of  cannel ;  as  compared  with  95,063  tons 
of  coals,  including  3638  tons  of  cannel,  for  the  first  half  of  1887. 
The  cannel  shows  a  slight  decrease,  but  we  cannot  help  think¬ 
ing  that  there  is  still  plenty  of  room  for  improvement  in  this 
respect.  The  gas  sold  amounted  to  918,668,000  cubic  feet, 
or  an  increase  of  4-53  per  cent.,  which  cannot  but  be  regarded 
as  remarkably  good.  It  is  a  long  time  since  the  Company 
had  so  large  an  increase  ;  and  we  trust  it  is  a  good  sign  both 
for  the  future  of  the  undertaking  and  the  prosperity  of  that 
part  of  Loudon  in  which  its  business  lies.  Meteorological 
influences  may  have  had  something  to  do  with  the  sudden 
expansion  of  the  consumption  of  gas  within  the  Company’s 
district,  which  we  have  on  a  previous  occasion  described  as 
being  within  a  ring  fence.  After  all  has  been  said  upon  this 
score,  however,  it  remains  open  to  remark  that  trade  in  the 
East-end  of  London  cannot  be  in  a  very  bad  way  when  the 
consumption  of  gas  shows  this  strong  growth.  From  aU  this 
it  will  be  seen  that  the  proprietors  of  the  Commercial 
Company  have  every  reason  to  be  satisfied  with  the  condition 
and  prospects  of  their  property ;  and  they  will  be  able  to  pass 
the  high  rate  of  dividend  recommended  by  the  Board  with 
the  comfortable  feeling  that  it  has  been  well  earned. 

THE  EASTERN  COUNTIES  GAS  MANAGERS’  ASSOCIATION. 
An  Eastern  Counties  Association  of  Gas  Managers  was  founded 
last  Wednesday  at  Peterborough  ;  thus  crowning  with  a  well- 
deserved  success  the  public-spirited  endeavours  of  Mr.  Wim- 
hm-st,  of  Sleaford,  who,  with  Mr.  J.  Barton,  of  Peterborough, 
and  Mr.  J.  Carter,  of  Lincoln,  undertook  and  performed  with 
much  address  the  troublesome  preliminary  work  required  for 
the  establishment  of  such  an  organization.  Mr.  Wimhurst 
and  his  colleagues  issued  a  circular-letter  to  gas  managers 
resident  in  the  district  to  be  covered  by  the  proposed  Associa¬ 
tion  ;  and  although  they  only  received  24  entirely  favourable 
replies,  they  decided — and  it  is  to  be  hoped  wisely — that  this 
was  a  sufficient  basis  upon  which  to  start  the  society.  It  is, 
of  course,  impossible  to  forecast  the  career  of  the  institution 
which  was  created  in  such  a  hopeful  spirit  last  week ;  but  we 
are  at  least  free  to  assert  that  its  beginnings  have  been  as 
promising  as  the  most  sanguine  of  founders  could  desire.  Mr. 
Barton,  in  the  remarks  (reported  elsewhere)  which  he  made 
respecting  the  desirability  of  an  Association  for  the  district, 
struck  the  right  chord  ;  and  he  was  well  supported  by  Mr. 
Wimhurst,  who  formally  moved,  in  singularly  frank  and 
appropriate  terms,  the  resolution  in  favour  of  founding  such 
an  Association.  The  rules  of  the  new  body  are  closely 
modelled  upon  those  of  the  Midland  Association ;  and,  by 
what  may  be  regarded  as  the  fundamental  law  of  its 
existence,  it  is  enacted  that  “  the  Association  shall  consist  of 
“Engineers,  Managers,  or  Secretaries  exclusively  engaged 
“  upon  gas-works,  in  the  service  of  Gas  Companies  or  Local 
“  Authorities.”  Thus  there  is  to  be  only  one  order  of 
members,  and  from  this  traders — and,  in  short,  all  the 
outside  world,  as  the  Secretary  put  it — are  to  be  excluded. 
The  style  in  which  the  formal  work  of  passing  rules  and 
choosing  the  first  office-bearers  was  performed,  augurs  well 
for  the  future  of  the  Association.  Mr.  "W.  Barratt,  of 
Grantham,  was  elected  first  President ;  and  there  can  be  no 
doubt  that  the  choice  is  a  thoroughly  judicious  one.  It  will 
not  be  Mr.  Barratt’s  fault  if  the  roll  of  members  is  not 
greatly  lengthened  before  he  quits  the  chair.  The  first 
ordinary  meeting  is  to  be  held  on  the  third  Wednesday  in 
March  next,  at  Grantham ;  and  thenceforward  there  will  be 
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two  meetings  a  year,  in  March  and  September.  It  is  wise  not 
to  overburden  the  young  organization  with  too  frequent  meet¬ 
ings,  especially  as  the  towns  from  which  its  members  hail 
are  scattered  over  a  wide  expanse  of  country,  and  eac  i 
gathering  will  mean  practically  a  day’s  work  forthe  majoii  y. 
It  is  gratifying  to  know  that  the  suggestion  on  the  vexed 
subiect  of  papers  for  these  District  Association  meetings, 
which  we  offered  in  last  week’s  Journal,  has  been  well 
received  by  some  of  the  founders  of  the  new  society,  it  is  to 
be  hoped,  of  course,  that  the  Secretary  wdl  be  able  to  obtain 
a  fair  supply  of  papers  for  some  at  least  ot  the  meetings ,  but 
it  is  very  certain  that  it  would  be  found  a  mistake  to  rely  so 
exclusively  upon  formal  papers  that  the  occasional  paucity  ot 
this  kind  of  attraction  to  the  meetings  could  be  regarded  as 
depriving  them  of  all  interest.  We  wish  the  new  Association 
all  possible  success,  and  trust  it  may  prove  an  influence  lor 
good  in  the  district  over  which  that  influence  will  extend. 


AFFAIRS  AT  HALIFAX. 

Matters  at  Halifax  seem  to  be  ripening,  and  by  this  tune 
next  week  the  local  public  ought  to  be  in  possession  of  some¬ 
thing  deflnite  in  connection  with  the  so-called  “  scandal 
that  has  vaguely  excited  them  for  the  past  three  mouuis. 
Mr.  W.  Carr  left  the  service  of  the  Corporation  on  Saturday 
last ;  and  to-morrow  the  Mayor  is  to  lay  before  the  Town 
Council  the  terms  of  the  undertaking  which  has  been 
arranged  between  himself,  as  representing  the  Corporation, 
and  Mr.  T.  K.  Fox.  It  has  taken  a  long  time  to  settle  the 
provisions  of  this  interesting  document,  the  purport  of  which 
we  publish  elsewhere,  together  with  other  information  relating 
to  the  development  of  this  extraordinary  business.  As  we 
have  already  remarked,  Mr.  Carr’s  “  strategic  movement  to 
“  the  rear  ”  has  left  the  Mayor  and  his  advisers  pretty  much  as 
they  were ;  since  it  throws  upon  them  the  responsibility  of 
taking  action.  It  has  had  the  good  effect  of  bringing  the  sense 
of  this  reponsibility  home  to  them,  however,  as  we  learn  that 
the  Mayor  is  fully  determined  to  take  steps  to  clear  up  the 
matter,  either  in  his  official  capacity  or  as  a  private  citizen. 
This  is  as  it  should  be  ;  for  the  one  solicitude  of  honest  men 
in  and  out  of  Halifax  at  the  present  juncture  must  be  that 
right  should  be  done.  Meanwhile,  we  do  not  mean  to  depart 
from  the  attitude  of  strictest  reserve  which  we  have  taken  up 
in  regard  to  the  merits  of  the  affair,  until  the  verdict  of  a  com¬ 
petent  final  tribunal  has  been  placed  upon  record.  This  deter¬ 
mination,  however — which  is,  after  all,  no  more  than  the 
course  pointed  out  by  the  sense  of  common  justice  as 
between  man  and  man — will  not  prevent  our  expressing 
freely  an  opinion  upon  the  methods  by  which  the  develop¬ 
ment  of  this  business  may  be  forced  forward.  Up  to  the 
present  time  there  has  been  little  to  give  satisfaction  in  the 
conduct  of  most  of  the  parties  concerned.  Some  allowance 
must,  of  course,  be  made  for  town  councillors  placed  in  such 
a  delicate  position  as  that  occupied  for  some  time  past,  while 
these  matters  have  been  coming  to  a  head,  by  the  members 
of  the  Halifax  Corporation.  Hounded  on  by  public  clamour 
to  “  do  something,”  uncertain  what  course  to  adopt,  doubt¬ 
less  agitated  by  opinions  which  they  dare  not  openly  avow, 
and  some  perhaps  uneasily  conscious  through  it  all  of  the 
near  approach  of  the  November  elections,  the  distracted  town 
councillors  have  been  beset  with  difficulties  to  which  all  their 
political  troubles  and  vexations  of  ordinary  times  must  seem 
like  child’s  play  in  comparison.  But  they  may  be  certain  of 
one  thing,  which  is  that  public  opinion  outside  as  well  as 
in  the  town  looks  to  them  to  remove  this  shadow  upon  the 
fair  name  of  their  corporate  organism,  and  that  speedily,  lest 
those  now  free  from  blame  fall  under  the  same  reproach. 


We  are  pleased  to  learn  that  Mr.  Alderman  Wood,  Chairman  of 
the  Gas  Committee  of  the  Leicester  Corporation,  has  been  unani¬ 
mously  selected  by  his  colleagues  on  the  Council  for  nomination 
for  the  office  of  Mayor  at  the  forthcoming  election.  _  Mr.  Wood  is 
by  no  means  the  senior  member  of  the  Council  his  first  election 
only  dating  back  to  1880  ;  but  he  has  exhibited  such  conspicuous 
ability  in  all  his  municipal  work,  that  he  has  made  himself 
specially  worthy  of  selection  to  fill  the  highest  office  in  the  borough. 
His  choice  was,  however,  influenced  to  a  very  large  extent  by  his 
success  as  Chairman  of  the  Gas  Committee.  In  the  supervision  of 
the  gas  undertaking  he  has  displayed  ability  and  energy  that  com¬ 
mand  cordial  recognition  ;  and  when  to  these  qualities  are  added 
the  remarkable  regularity  and  tact  with  which  he  discharges  his 
duties,  it  will  be  acknowledged  that  the  decision  of  the  Council  has 
been  a  wise  one.  Mr.  Wood’s  interest  in  gas  matters  is  by  no 
means  confined  to  the  undertaking  with  which  he  is  immediately 
concerned ;  and  to  all  connected  with  the  gas  industry,  and  espe¬ 
cially  to  gas  engineers  and  managers,  he  has  always  shown  him¬ 
self  to  be  a  staunch  friend. 


lUatfr  anb  Samtarg  ^flairs. 

The  eighth  annual  issue  of  the  valuable  “  Analysis  ”  in  which 
Mr.  Alfred  Lass  deals  with  the  accounts  of  the  Metropolitan 
Water  Companies,  has  just  been  issued.  The  completeness  and 
accuracy  of  this  important  work  render  it  all  that  could  be 
desired,  as  showing  the  position  of  the  Companies  in  regard 
to  their  finances  and  their  operations.  The  figures  are  vast, 
and  bear  witness  to  the  energy  with  which  the  water  supply 
of  the  Metropolis  is  administered.  If  we  go  back  to  the  first 
year  of  Mr.  Lass’s  “Analysis,”  we  find  the  London  Water 
Companies  furnishing  a  supply  to  a  population  of  less  than 
four-and-a-half  millions.  This  now  becomes  very  nearly  a 
million  more.  The  volume  of  water  has  risen  in  the  mean¬ 
time,  from  an  average  of  rather  more  than  142  million 
gallons  per  day  to  nearly  164  millions.  The  constant  supply 
is  now  given  to  more  than  372,000  houses,  in  place  of  less 
than  161,000.  The  capital,  which  was  £12,690,000,  is  now 
£14,350,000  ;  but  economy  has  been  so  well  practised  that 
the  amount  per  1000  gallons  has  become  57-66d.,  instead  of 
58'60d.  Bates  and  taxes,  exclusive  of  income-tax,  have  made 
a  sensible  advance — rising  from  about  £90,000  to  £142,000. 
The  cost  of  filtration  is  nearly  doubled  ;  while  pumping  shows 
a  moderate  rise.  The  net  profit  per  1000  gallons  displays 
no  very  great  advance  ;  being  3'68d.,  as  compared  with  3  51d. 
Comparisons  of  this  kind  may  be  pursued  to  almost  any  extent, 
and  will  serve  to  throw  light  on  many  questions  connected  with 
the  progress  of  the  London  Water  Supply.  Taken  by  itself, 
apart  from  any  comparison,  the  present  issue  affords  a  fund 
of  particulars  which  may  be  of  special  use  to  the  new  body 
which  is  about  to  take  the  reins  of  local  government  in  the 
Metropolis.  How  soon  the  members  of  the  County  Council 
of  London  will  turn  their  attention  to  the  Metropolitan 
Water  Companies,  is  of  course  problematical ;  but  when  they 
choose  to  enter  on  the  subject,  they  will  do  -well  to  study  the 
tables  of  Mr.  Lass.  The  responsibilities  and  troubles  of  the 
Companies  are  also  indicated  by  the  presence  of  two  Acts 
of  Parliament  at  the  close  of  the  book ;  the  latest  being  that 
which  is  designed  to  “  limit  the  powers  of  the  Water  Com- 
“  panies  ”  in  cutting  off  the  supply  when  they  cannot  get  then- 
money.  As  in  the  former  issues,  the  legal  position  of  the 
Companies  is  shown,  with  regard  to  their  rates  of  supply  and 
other  matters  ;  quotations  being  made  from  their  Special 
Acts.  The  statutory  powers  as  to  dividends  are  given,  as  set 
forth  by  Sir  John  Lambert.  Information  is  thus  at  hand  for 
the  private  consumer,  as  well  as  for  those  who  take  an  interest 
in  the  Metropolitan  Water  Question  on  public  grounds. 


Messrs.  H.  and  C.  Davis  and  Co.,  of  the  Metropolitan  Gas- 
Stove  and  Engineering  Works,  Camberwell,  have  opened  new 
show-rooms  at  No.  59,  Queen  Victoria  Street,  E.C. 

In  La  Semaine  des  Constructeurs  there  is  published  a  recipe  for 
preserving  cast  iron  from  rust  while  giving  it  a  pleasing  surface. 
The  casting  is  to  be  thoroughly  cleaned,  and  then  washed  in  dilute 
acid.  When  dry  the  surface  is  to  be  well  rubbed  with  a  metallic 
brash  or  a  file,  and  then  painted  several  coats  with  raw  (crude  ?) 
petroleum  ;  care  being  taken  to  let  each  coat  dry  thoroughly  before 
the  next  is  applied.  When  the  last  coat  is  dry,  it  is  to  be  well  rubbed 
with  a  stiff  hair  brash,  and  the  result  will  be  a  beautiful  dull'polish 
that  w'ill  resist  a  high  degree  of  heat,  and  will  not  be  attacked  by 
rust.  The  polish  may  be  indefinitely  preserved  and  improved  by 
the  occasional  application  of  a  single  coat  of  petroleum  followed  by 
brushing,  exactly  as  in  the  ordinary  course  of  black-leading.  If 
there  is  any  value  in  this  process,  it  ought  to  supersede  the  objec¬ 
tionable  Berlin  blacking  for  stoves  of  all  kinds. 

The  latest  speculation  in  the  way  of  distributing  heat  and 
power  from  a  central  station  is  the  venture  of  the  National 
(American)  Superheated  Water  Company,  in  the  city  of  Boston, 
Massachusetts.  The  partial  success  of  the  American  steam-heat¬ 
ing  companies  has  been  the  incentive  to  this  new  departure  \  but 
it  is  claimed  that  the  distribution  of  heat  by  means  of  hot  water 
is  more  economical  than  steam.  Supposing  that  it  is  desired  to 
maintain  a  coil  at  a  temperature  of  350°  Fahr.,  by  means  of  water 
at  400°  Fahr.,  and  that  a  cubic  foot  of  water,  weighing  at  this 
temperature  53'63  lbs.,  is  introduced  into  the  coil  for  this 
purpose,  in  cooling  down  through  50°  this  water  will  liberate 
54-63  X  50  X  1-0174  =  2728  units  of  heat.  The  circulation  of 
a  cubic  foot  of  water  requires  as  much  time  as  9-87  cubic  feet  of 
steam.  The  isothermic  volumes  having  the  ratio  of  1  :  13-7, 
and  the  ratio  of  velocities  being  1  :  9-87,  it  follows  that  the  con¬ 
sumption  of  steam  must  be  1-35  times  that  of  water  in  order  to 
produce  the  same  effect.  The  mechanical  work  gives  the  final 
measure  of  the  expenditure  caused  by  the  flow  of  a  fluid  ;  and  it 
varies  according  to  the  cube  of  the  velocity  of  the  circulation  of  the 
fluid.  If,  therefore,  the  values  1  and  1-35  are  cubed,  we  obtain,  for 
the  distribution  of  equal  quantities  of  heat,  a  relative  expenditure  of 
1  :  2-5  for  water  and  steam. 
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GAS  AND  WATEK  COMPANIES  IN  THE  STOCK  MAEKET. 

(For  Stock  and  Share  List,  see  p.  604.) 

Prices  have  fluctuated  in  most  markets  during  the  past  week ; 
the  expectation  of  dearer  money  being  the  forcing-down  factor. 
The  Bank  Directors  made  no  change  in  the  rate  on  Thursday ;  but 
money  is  in  strong  demand,  and  gold  is  being  steadily  drawn 
away,  so  that  the  Directors  may  be  compelled  to  put  the  rate  up 
this  week.  Business  on  the  Stock  Exchange  has  been  pretty 
brisk;  but  the  adjustment  of  an  unusually  heavy  settlement  has 
engrossed  most  attention.  In  the  Gas  Department  there  has  been 
about  the  same  degree  of  activity  as  the  week  before.  Taking  the 
Metropolitan  Companies  first,  the  leading  feature  has  been  the 
continued  weakness  of  Gaslight  “  A.”  The  stock  was  not  dealt  in 
at  all  on  Monday ;  but  on  Tuesday  the  opening  mark  was  253. 
From  this  point  it  fell  away  gradually,  till  on  Saturday  it  was 
done  at  249^ — the  quotation  showing  a  drop  of  2.  Electrical  in¬ 
fluences  are  probably  the  cause  of  this;  and  if  the  gas  “  bears  ” 
can  manage  it,  we  may  perhaps  soon  have  another  run  against 
the  stocks.  If  so,  the  wise  man  will  keep  cool  and  watch  his 
opportunity  to  buy.  The  “B”  is  2  higher,  and  now  stands  at  a 
far  higher  relative  price  than  the  “  G  ” — the  anomaly  of  which  we 
have  pointed  out  before.  South  Metropolitans  have  hardly  been 
touched  ;  two  or  three  transactions,  at  moderate  figures,  being 
aU.  The  same  may  be  said  of  Commercial.  The  Directors’ 
report  and  accounts  were  to  hand  on  Saturday,  and  were  found 
to  be  quite  as  satisfactory  as  had  been  anticipated,  if  not  even 
more  so.  The  market  quotation,  however,  was  not  affected.  The 
Foreign  Companies  have  been  stronger  than  the  Home.  Imperial 
Continental  has  been  in  good  demand  and  very  active  ;  and  the 
price  has  risen  1  more.  Buenos  Ayres  debentures  are  also  in 
increasing  favour,  and  improved  a  point.  All  stocks  marked  ex 
div.  show  out  better  on  adjustment  of  quotation.  The  Water 
Companies  were  more  active  in  the  earlier  part  of  the  week  ;  but 
they  quieted  down  later  on.  Prices  have  been  well  sustained,  but 
have  not  advanced. 

The  daily  operations  were  :  Only  moderate  business  in  Gas  on 
Monday  ;  and  prices  did  not  run  more  than  up  to  average.  Buenos 
Ayres  debenture,  however,  rose  1.  Good  business  in  Water,  at 
firm  figures.  Gas  was  rather  more  active  on  Tuesday,  but  showed 
no  particular  strength.  Gaslight  “B”  advanced  2.  Water  business 
was  quieter.  On  Wednesday,  dealings  in  Gaslight  “A”  were  the 
bulk  of  the  business  in  gas.  Weakness  was  apparent;  and  the 
quotations  fell  1.  Business  in  Water  was  next  to  nothing.  On 
Thursday,  Imperial  Continental  was  most  favoured  ;  and  it  rose  1. 
Other  issues  presented  nothing  remarkable.  A  few  transactions  in 
East  London,  and  one  in  Lambeth,  comprised  the  Water  business. 
On  Friday,  there  were  a  few  dealings  in  Gaslight  “  A,”  at  moderate 
prices ;  but  better  figures  were  obtained  for  some  of  the  secured 
issues.  Very  little  else  was  dealt  in.  In  Water,  the  only  trans¬ 
action  was  one  in  New  River.  On  Saturday,  Gaslight  “  A  ”  showed 
further  weakness  ;  and  the  quotation  fell  1.  Nothing  at  all  was 
done  in  Water, 


ELECTRIC  LIGHTING  MEMORANDA. 

HE  AFFAIRS  OF  THE  MAXIM-WESTON  COMPANY — MU.  GEORGE  OFFOR  AND  HIS 
INTERVIEWERS — A  GLOWING  PICTURE. 

The  Directors  of  the  Maxim-Weston  Electric  Company,  Limited, 
have  issued  a  statement  of  the  affairs  of  the  Company  for  the  in¬ 
formation  of  the  hardly-used  shareholders,  in  which  (as  published 
in  the  Financial  News)  some  very  peculiar  things  are  said  about 
the  behaviour  of  the  late  Chairman  and  Managing  Director,  Mr. 
Hugh  Watt,  M.P.  The  present  Board  have  only  been  in  office  a 
short  period ;  but  have  seen  enough  of  the  Company’s  business 
to  know  that  the  position  of  the  concern  is  very  different  from  what 
it  was  represented  to  be  in  Mr.  Watt’s  time.  The  assets,  according 
to  the  report  of  the  firm  of  accountants  employed  to  investigate 
the  books,  appear  to  amount  to  £81,997  ;  but  of  this  no  less  than 
£40,737  is  for  patents.  No  provision  had  been  made  for  the 
gradual  extinction  of  this  item,  which,  in  the  accountants’  opinion 
ought  to  be  depreciated  at  the  rate  of  at  least  £2500  a  year.  Then 
it  appears  that  there  is  a  lot  of  the  Company’s  manufactured  goods 
in  the  hands  of  agents,  very  little  having  been  sold  ;  but  credit  in 
full  has  been  taken  in  the  books  for  it  all,  as  though  the  value  was 
so  much  actual  book  debts.  Altogether,  the  report  of  the  account¬ 
ants  as  given  abundantly  bears  out  their  conclusion  that  “  the 
results  of  the  trading  have  not  been  truly  stated  in  the  past,  by 
reason  of  the  non-provision  for  bad  debts,  and  by  the  over-valua¬ 
tion  of  the  stocks.”  The  new  Directors  claim  to  have  reduced  the 
management  expenses  by  £1000  a  year ;  and  they  expresss  the 
opinion  that,  notwithstanding  the  present  unsatisfactory  position 
of  the  Company,  “  with  honest  and  attentive  management,  a  good 
and  profitable  business  may  be  carried  on.”  To  do  this,  however, 
sufficient  working  capital  must  be  found  to  replace  the  money 
muddled  away  in  the  past.  The  question  is  whether  anybody  has 
sufficient  confidence  in  the  concern  to  advance  the  necessary  funds 
to  keep  it  going.  The  experience  of  the  shareholders  has  been  a 
bitter  one  ;  and  it  is  no  relief  to  them  to  know  that  they  are  only 
a  few  among  the  many  confiding  investors  who  have  reason  to 
repent  having  put  their  money  into  electric  lights.  It  should  be 
noted  that  Mr.  Watt  denies  the  accuracy  of  the  statement  published 
in  the  Financial  News,  so  far  as  it  relates  to  him  ;  and  his  solicitors 
have  written  to  that  newspaper  to  state  that  the  questions  between 


him  and  the  Company  ”  are  about-becoming  the  subject  of  proceed' 
mgs  m  a  Court  of  Law.”  Said  we  not  rightly  some  time  ago  tha*- 
electricians  cannot  keep  out  of  the  Law  Courts,  and  can  always  find 
money  for  litigation  if  for  nothing  else  ? 

Mr.  George  Offer  seems  to  have  lately  succeeded  to  the  office 
of  peripatetic  advertiser  of  electric  lighiing,  vice  Mr.  Robert  Ham¬ 
mond,  compulsorily  retired.  Mr.  Offor  has  profited  by  the 
experience  of  his  predecessor,  and  goes  to  work  in  a  more 
economical  way.  Instead  of  carting  about  the  furniture  for  a 
drawing-1  oom,  and  arranging  these  effective  but  costly  “  pro¬ 
perties  in  lecture-halls  hired  for  the  purpose  of  carrying  on  the 
electric  light  propaganda,  Mr.  Offor  simply  allows  himself  to  be 
interviewed  by  the  patient  reporters  of  enterprising  provincial 
newspapers.  The  advantages  of  this  arrangement  to  all  parties 
are  obvious.  The  newspaper  gets  in  a  dull  season  as  much  of 
the  new  and  readable  matter  as  the  editor  chooses  to  find  room 
for  ;  the  reporter  does  good  business  ;  and  Mr.  Offor  gets  a  capital 
advertisement  for  nothing.  He  probably  enjoys  the  freedom  of 
the  intepiew  system,  by  which  the  communicator  is  able  to  fill 
his  visitor  s  note  book  with  anything  he  pleases,  reserving 
the  right  of  throwing  all  blunders  upon  the  innocent  scribe. 
Mr.  Offor  is  at  present  connected  with  the  firm  of  Woodhouse 
and  Eawson,  Limited,  after  a  varied  experience  of  other  and 
less  successful  electrical  companies.  His  cue  for  the  time  being 
is  to  disparage  all  direct  systems  of  lighting  from  the  dynamo, 
and  to  recommend  the  battery  transformer  system  “  by  means 
of  which  electricity  may  be  laid  down  to  your  houses  just  as  gas 
is,  only  with  much  greater  safety,  facility,  and  healthfulness,”  as 
he  told  a  reporter  of  the  Netucastle  Daily  Chronicle.  Mr.  Offor 
informed  his  auditor,  and  through  him  the  public,  that,  with 
20,000  lamps  in  regular  use  in  Newcastle,  the  electric  light  could 
be  supplied  at  a  charge  equivalent  to  3s.  per  1000  cubic  feet  for 
gas.  This  was  a  bold  statement,  even  for  Mr.  Offor ;  but  even  so 
it  failed  to  favourably  impress  the  local  public,  which  obtains 
high  quality  gas  for  Is.  lOd.  per  1000  cubic  feet.  Indeed,  the  effort 
was  completely  thrown  away;  for  not  even  the  Editor  of  the 
newspaper  which  published  Mr.  Offer’s  statements  believed  that 
electricity  could  be  supplied  in  the  town  at  anything  like  his 
estimate  of  about  34d.  per  Board  of  Trade  unit,  or  even  if  this 
could  be  done  that  it  would  secure  much  custom  in  face  of  gas 
at  less  than  two-thirds  the  price. 

A  London  weekly  journal  supposed  to  be  printed  in  the  interests 
of  inventors,  and  consequently  given  to  imitations  of  the  style 
and  matter  of  the  Scientific  American  and  its  fellows,  recently 
came  out  with  the  following  effusion,  the  source  of  which  is  not 
given.  “When,”  asks  this  contemporary,  “  will  London  or  Liver¬ 
pool  present  a  picture  like  the  following : — From  the  shore  of 
Staten  Island  New  York  on  a  dark  night  looks  like  fairyland;  a 
thousand  electric  lights  dancing  from  out  of  a  sea  of  inky  gloom, 
with  here  and  there  a  cross,  and  there  a  crown,  near  which  fire¬ 
flies  of  huge  dimensions  start  here  and  there  with  phosphor  fires 
aglow  ;  the  streets  a  shimmer  with  silver,  with  calcined  towers 
lumined  against  the  unfathomable  gloom  beyond.  Staten  Island, 
as  you  approach  it,  is  like  a  mountain  touched  by  an  enchanter’s 
wand;  the  electric  lights  about  the  Nero  show,  and  the  docks  at 
St.  George,  shining  on  the  hill  behind  them,  the  blue  and  red  and 
green  fires  streaming  high  above  like  a  cloud  of  brilliant  colouring.” 
This  is  quite  too  delicious,  both  to  read  and  think  about.  The  pas¬ 
sage  is  manifestly  taken  “  all  standing”  from  a  New  York  news¬ 
paper,  but  is  incomplete.  If  one  could  lay  hands  upon  the  original, 
it  would  be  found  to  tail  off  into  an  artless  recommendation  of  some 
place  of  public  resort,  admission  to  which  is  obtainable  for  a  small 
payment,  and  from  which  the  deliriously  beautiful  panorama  des¬ 
cribed  may  be  seen  to  the  best  advantage.  With  one  phrase  of  the 
composition  we  cordially  agree.  It  is  that  in  which  the  poetic 
writer  describes  the  electric  light  as  “  dancing  from  out  of  a  sea  of 
inky  gloom.”  That  is  precisely  the  effect  which  was  produced  by 
the  arc  lamps  once  used  to  light  the  Thames  Embankment  and 
certain  of  the  City  bridges  over  the  river,  to  the  confusion  of  pilots 
responsible  for  taking  craft  up  and  down  the  stream  after  dark.  It 
may  look  pretty  from  a  long  way  off ;  but  it  is  eminently  a  case  in 
which  “  distance  lends  enchantment  to  the  view.”  London  and 
Liverpool  have  both  tried  these  marvellous  “  dancing  ”  lights,  and 
neither  city  likes  them.  It  is  amusing  to  see  how,  when  electric 
lighting  is  to  be  vaunted,  all  unfavourable  experience  is  ignored. 


Death  of  Mr.  Griffith  Thomas. — The  death  is  announced  as 
having  taken  place  on  the  20th  ult.,  at  his  residence  at  Englefield 
Green,  in  his  82nd  year,  of  Mr.  Griffith  Thomas,  the  Deputy- 
Chairman  of  the  Commercial  Gas  Company. 

The  Artesian  Boring  at  Ealing. — We  learn  that  Messrs.  Le 
Grand  and  Suteliff  have  now  reached  a  depth  of  350  feet  with  their 
artesian  boring  at  Ealing,  to  which  reference  was  made  in  the 
Journal  last  week,  and  that  already  there  are  indications  of  a  good 
supply,  as  water  has  risen  to  within  55  feet  of  the  surface. 

North  of  England  Gas  Managers’  Association. — The  twenty- 
third  half-yearly  meeting  of  this  Association  will  be  held  at  the 
Gas  Offices,  West  Hartlepool,  on  Friday,  the  12th  inst.,  under  the 
presidency  of  Mr.  T.  Bower,  Engineer  and  Manager  of  the  West 
Hartlepool  Gas  Company.  An  address  will  be  delivered  by  the 
President,  and  a  paper  on  “  Modern  Methods  of  Increasing  Gas¬ 
holder  Storeage”  will  be  read  by  Mr.  J.  Wright,  of  Stockton.  If 
time  permits,  a  short  sea  trip  will  be  made  round  the  port ;  after 
which,  at  the  invitation  of  the  President,  the  Association  will 
dine  at  the  Royal  Hotel,  West  Hartlepool. 
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THE  FUTURE  OF  ARTIFICIAL  LIGHTING. 

It  is  an  old  observation  that  invention  goes  in  cycles,  the  reason 
for  which  is  obvious.  Somebody  startles  the  world  with  a  novel 
device,  perhaps  embodying  a  discovery,  or  only  showing  how  a 
well  understood  object  may  be  attained  by  a  new  and  simple  pro¬ 
cess.  Forthwith  general  attention  is  directed  to  the  same  line  of 
effort ;  and  the  single  innovator  is  followed  by  a  pack  of  imitators 
and  rivals.  It  must  frequently  occur  to  a  thoughtful  observer 
of  the  dev'elopment  of  the  arts  and  industries,  when  he  sees 
patentees  flocking  after  one  another  with  modifications  of  a  par¬ 
ticular  idea,  until  the  very  name  of  the  subject  of  their  attentions 
becomes  a  weariness  to  the  flesh,  that  even  at  such  times  patient 
workers  in  obscure  places  may  be  preparing  the  next  surprise  for 
the  world  ;  and  he  is  often  tempted  to  imagine  what  may  be  the 
nature  of  the  forthcoming  attraction.  Inventors’  crazes  follow  one 
another  with  such  regularity,  that  an  observer  is  sure  to  be  right  in 
dwelling  upon  the  probability  that  a  new  departure  of  some  kind 
must  be  in  preparation  while  its  predecessor  is  still  engrossing  the 
public  attention.  In  invention,  however,  the  only  safe  thing  to 
look  for  is  the  unexpected.  It  is  impossible  to  forsee  the  line  that 
inventive  effort  will  take  ;  but  it  is  tolerably  certain  to  break  out 
in  the  least  likely  places.  In  gas  engineering  we  have  witnessed 
many  waves  of  invention  flow  and  ebb  of  late  years ;  and  nobody 
can  say  when  or  where  the  next  will  arise.  Gas  inventions  may 
for  our  immediate  purpose  be  divided  into  two  great  classes,  in  both 
of  which  there  has  of  late  been  considerable  activity.  One  class 
will  embrace  all  the  inventions  connected  with  gas  making  and 
gas-making  appliances,  which  generally  originate  with  professional 
men  more  or  less  identified  with  the  industry.  The  other  includes 
all  devices  designed  for  the  utilization  of  gas  ;  and  in  this  field  the 
inventors  do  not  belong  to  any  particular  order  of  the  community. 
Professional  gas  engineers  do  not  bulk  largely  in  the  list  of  patentees 
of  successful  gas-burners,  engines,  stoves,  and  similar  commodities. 
This  is  rather  a  remarkalile  fact ;  and  it  would  be  possible  to  draw 
from  it  some  very  uncomplimentary  conclusions  as  to  the  interest 
commonly  taken  by  gas  engineers,  properly  so  called,  in  the  uses 
of  the  article  to  the  production  of  which  the  best  of  their  energies 
are  devoted. 

The  object  of  this  article  is  not  to  indulge  in  general  reflections 
of  this  kind,  however  ;  but  to  discuss  one  or  two  points  connected 
with  the  present  use  of  gas  for  illuminating  purposes.  In  this 
branch  of  gas  utilization  there  have  been  cut  two  well-defined 
grooves,  which  apparently  include  all  progressive  efforts.  One  is 
the  improvement  of  the  lighting  power  of  gas  by  heating  it  and 
the  air  required  for  combustion,  preferably  by  the  recuperative 
process ;  the  other  is  the  production  of  light  from  gas  by  so-called 
incandescence  methods.  There  has  been  plenty  of  effort  devoted 
to  increasing  the  amount  of  lighting  duty  that  may  be  obtained 
from  the  combustion  of  coal  gas  ;  and  this  endeavour  has  been  very 
conspicuously  crowned  with  success.  But  it  has  all  gone  in  one 
or  the  other  of  these  ruts.  We  have  always  favoured  the  heat 
recuperative  principle  as  applied  to  gas-lamps ;  and  we  have  never 
felt  convinced  of  the  value  of  its  rival,  brilhant  as  its  promise  has 
been.  The  time  has  come,  however,  to  ask  whether  it  must  be 
taken  as  settled  that  the  production  of  the  best  light  that  can  be 
possibly  obtained  from  gas  must  be  by  one  or  the  other  of  these 
methods.  To  say  truth,  it  is  becoming  wearisome  to  see  how 
patentees  continue  to  flutter  round  the  high-power  lamp,  like  so 
many  infatuated  moths.  To  partly  change  the  figure  it  may  be 
said  of  this  craze  that  the  crowd  of  inventors,  again  like  moths, 
persistently  waste  their  time  and  strength  in  struggling  to  get  at 
this  gaudy  flower,  the  honey  of  which  has  been  abstracted  long 
ago  by  others  who  were  earlier  afield.  Only  the  poorest  susten¬ 
ance  remains  for  the  late  comers.  Can  they  not  discover  some 
new  pasturage  ? 

There  are  indications  that  some  of  the  keenest  minds  among 
the  votaries  of  physical  science  are  at  the  present  time  engaged 
in  the  study  of  the  fundamentals  of  the  production  of  artificial 
light ;  and  it  would  not  be  surprising  if  the  next  great  move 
in  the  application  of  science  to  this  object  should  be  of  a  nature 
to  astonish  electricians  not  less  than  gas  engineers.  For  some  time 
past  the  halo  that  once  surrounded  electric  lamps,  both  arc  and 
incandescent,,  has  disappeared  before  the  scrutiny  of  the  philo¬ 
sopher.  There  are  many  now  who  flatly  refuse  to  electricity,  as 
at  present  applied,  that  claim  to  be  regarded  as  the  “  light  of  the 
future,”  which  has  consoled  its  partizans  amid  so  many  present 
disappointments.  They  have  come  to  regard  electric  lighting  as 
little  higher  in  the  scheme  of  development  than  gas,  and  to  deny 
finality  to  any  such  round-about  method  for  converting  the  energy 
of  coal  into  light.  The  gas  maker  has  been  called  unscientific, 
because  he  merely  converts  the  raw  material,  coal,  into  gas 
which,  when  purified,  is  distributed  for  the  purpose  of  affording 
light  by  its  combustion  with  air.  The  electrician  has  called  him¬ 
self  scientific,  because  he  burns  the  coal  for  raising  steam,  and 
uses  the  steam  for  actuating  an  engine,  whose  power  he  converts 
into  electric  energy,  and  this  again  into  heat  and  light  for  his 
lamps.  If,  according  to  Mr.  W.  H.  Preece,  1000  watts  have  been 
delivered  from  a  dynamo  driven  by  an  engine  requiring  a  fuel 
consumption  of  only  2lbs.  of  coal  for  this  duty,  and  if  modern 
incandescent  lamps  only  absorb  3  watts  per  candle  power,  it 
follows  that  these  21bs.  of  coal  thus  used  are  capable  of  giving  the 
light  of  333^  candles  by  electrical  incandescence.  Converted  into 
gas,  21bs  of  the  best  coal  cannot  be  credited  with  yielding  more 
than  9  cubic  foot  of  nominally  16-candle  gas,  which  in  the  best 
regenerative  lamps  will  not  give  more  than  90-candle  power  of 
actual  light.  Thus  stated,  and  neglecting  all  other  considerations, 
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electric  lighting  is  capable  of  giving  a  higher  duty  from  the  raw 
material — i.e.,  it  is  more  scientific — than  gas  lighting.  Of  course, 
to  arrive  at  such  a  conclusion,  which  is  not  borne  out  by  reference 
to  actual  experiments  in  which  practical  and  commercial  consi¬ 
derations  assume  their  natural  importance,  one  must  be  content 
for  the  time  to  shut  one’s  eyes  to  everything  but  the  purely  philo¬ 
sophical  aspect  of  the  problem  of  lighting.  Continuing  in  this 
point  of  view,  however,  we  shall  find  that  electric  lighting  is  only 
just  barely  more  acceptable  than  gas  lighting.  The  natural 
philosopher  looks  down  upon  all  known  methods  of  procuring  light 
by  combustion  or  incandescence  as  indirect,  empiric,  wasteful,  and, 
in  short,  altogether  despicable  in  the  scientific  eye.  Light,  he  tells 
us,  is  due  to  rapid  vibrations  of  the  ether  which  fills  cosmic  space. 
If  we  turn  upon  him  and  ask  what  he  means  by  this  term  ether, 
which  physicians  use  in  a  different  sense,  we  only  gain  a  shallow 
victory.  He  will  perhaps  admit  that  he  has  imagined  the  rnatter 
itself,  and  has  named  it ;  but  he  will  utterly  rout  us  and  silence 
all  objections  by  asking  in  turn,  if  there  is  nothing  to  undulate  how 
it  is  that  the  light  of  the  sun  reaches  us  through  the  void  that 
separates  his  atmosphere  from  ours  ?  Thus  reduced  to  impotency, 
we  must  listen  to  the  philosopher’s  remarks  with  what  patince 
we  can  muster.  He  will  go  on  to  assure  us  that  to  him  the  word 
ether  means  in  this  connection  nothing  more  than  ”  that  which 
undulates.”  We  may  call  it  what  we  please  ;  the  only  thing  the 
natural  philosopher  will  insist  upon  being  that,  so  long  as  the 
undulatory  theori’  of  hght  holds  good,  we  accept  the  existence  of 
his  hypothetical  substance  as  explaining  how  light-waves  travel 
through  interplanetary  space.  Light  being  an  undulatory  move¬ 
ment,  therefore,  the  question  is  how  to  produce  this  movement. 
It  is  the  extremist  pitch  of  vibratory  movement,  to  which  the 
sharpest  vibrations  of  air  that  we  recognize  as  sound  are  sluggish. 
Flames,  incandescent  wires,  give  light  because  they  set  up  some  of 
these  very  rapid  vibrations  of  the  ether ;  but  the  number  and  value  of 
the  vibrations  that  we  can  see  are  the  merest  fraction  of  all  the 
vibrations  in  which  the  potential  energy  of  the  matter  concerned 
is  consumed.  Dr.  Oliver  J.  Lodge  has  been  discoursing  eloquently 
upon  this  subject  in  terms  which  we  reproduce  elsewhere.  His 
words  are  worthy  of  the  most  careful  study,  and  suggest  infinite 
reflections.  They  recall  to  us,  in  the  most  forcible  way,  the  truth 
that  in  producing  light,  either  by  electricity  or  by  direct  combus¬ 
tion,  we  waste  by  far  the  greater  part  of  the  material  which  we 
consume  for  this  purpose.  We  cannot  separate  light  from  heat, 
much  as  it  would  be  to  our  advantage  to  do  so.  Heat  without  light 
we  may  have,  as  in  a  can  of  hot  water.  Light  with  comparatively 
little  heat  we  may  also  have,  as  in  the  case  of  the  incandescent 
electric  lamp.  To  produce  the  latter,  however,  there  has  been  a 
great  deal  of  heat  developed  in  the  boiler  furnace ;  and  the  lamp  is 
in  reality  only  a  part  of  this  transported  to  a  distance  at  a  heavy 
charge  for  carriage.  With  a  gas-burner  we  have  both  light  and 
heat ;  but,  having  developed  a  minimum  of  heat  for  the  visible 
effect,  we  know  that,  if  we  increase  this  heat  by  a  comparative 
trifle,  the  light  will  be  augmented  in  a  very  much  greater  ratio. 
This  concentration  of  heat,  and  corresponding  increase  of  the 
visible  vibrations,  obtains  its  present  superlative  in  the  electric 
arc,  where  the  energy  of  a  horse  power,  which  may  be  spread 
over  a  square  foot  of  furnace  area  at  a  low  temperature,  is  con¬ 
centrated  into  a  space  of  three-eighths  of  an  inch  square.  Yet  the 
philosopher  is  not  satisfied  with  this.  He  calls  it  still  wasteful ; 
and  will  not  be  satisfied  with  anything  short  of  the  presentment  of 
light  vibrations  separated,  as  cream  is  separated  from  milk,  from 
the  great  heat  vibrations  on  the  summit  of  which  they  float  into 
our  cognizance. 

Will  this  ideal  of  a  cold  light  ever  be  realized  ?  Who  can  say  ? 
Strange  things  have  been  done  ere  now,  before  and  since  the  time 
when  Comte,  who  pretended  in  his  way  to  know  everything  that 
man  could  do,  made  himself  an  example  of  presumption  by  laying 
down  the  proposition  (which  then  appeared  incontrovertible)  that 
we  should  never  be  able  to  ascertain  what  the  stars  are  composed 
of.  The  eye  of  the  philosopher  is  turned  once  more  upon  the 
lowly  glow-worm,  and  the  strange  West  Indian  lantern-fly.  Why 
and  how  do  these  creatures  show  their  light  ?  That  is  the 
question  upon  the  answer  to  which  the  future  of  artificial  lighting 
is  held  to  depend.  What  is  the  mechanism  of  this  cold  incandes¬ 
cence  which  land  and  marine  insects  display  in  such  perfection  ? 
The  jelly  fish  is  as  cold  as  the  water  in  which  it  floats,  and  of 
which  it  is  chiefly  composed  ;  yet  when  agitated  in  the  dark,  it 
emits  a  startling  flash — how  ?  Here  then,  according  to  the  newest 
philosophy  of  the  subject,  the  “  light  of  the  future  ”  is  hidden  away. 
Without  effort,  and,  so  far  as  we  can  tell,  with  little  or  no  waste, 
the  so-called  phosphorescence  of  insects  is  kept  up.  It  is  possible 
that  this  peculiar  light  really  is  due  to  the  excitation  of  luminous 
waves,  [without  the  simultaneous  production  of  those  heat-waves 
which  cost  us  so  much  to  make,  and  which  we  do  not  want.  If  so, 
how  is  it  done  ?  The  subject  is  very  fascinating,  possibly  because  it 
seems  so  hopeless  to  seek  a  solution  to  the  problem  it  presents. 

For  the  immediate  present,  however,  as  we  began  with  the 
consideration  of  gas  lighting,  so  we  will  conclude  with  the  same. 
If  the  reflections  set  forth  in  this  article  teach  anything,  it  is  that, 
while  increasing  the  light  vibrations  of  a  centre  of  gas  consumption 
by  heightening  its  temperature,  a  profitable  field  for  effort  may  be 
found  in  concentrating  the  effect.  How  this  concentration  may  be 
practised  cannot,  of  course,  be  stated.  This  must  be  the  opportunity 
for  the  inventor.  It  is  sufficient  to  show  that  in  concentration  may 
be  found  the  next  great  advance  in  the  development  of  the  illumi¬ 
nating  power  of  gas-flames ;  and  that  this  is  the  truth  may  be 
gathered  from  the  various  analogies  cited. 
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THE  HALIFAX  GAS  SCANDAL. 

Although  no  official  statement  has  been  made  during  the  past 
week  respecting  the  “gas  scandal”  at  Halifax,  matters  are 
speedily  approaching  a  crisis,  and  public  feeling  in  the  district  has 
become  very  strong  indeed.  The  opinion  prevalent  among  the 
ratepayers  generally  is  overwhelmingly  in  favour  of  the  Mayor 
signing  the  indemnity.  He  has  decided  to  bring  the  subject 
before  the  Town  Council  to-morrow  (Wednesday)  evening;  and 
will  ask  the  members  to  pass  a  resolution  approving  of  his  append¬ 
ing  his  signature.  The  matter  wiU  be  discussed  in  presence  of 
the  reporters ;  and  his  Worship  will,  it  is  expected,  be  prepared 
to  state  at  the  meeting  certain  grave  reasons  justifying  the  course 
he  wishes  to  take.  But  our  local  correspondent  has  good  reasons 
for  thinking  that  Alderman  James  Booth  (the  Mayor)  has  fully 
made  up  his  mind  to  go  beyond  this ;  and  should  a  majority  of 
the  Council  disapprove  of  his  signing  the  indemnity,  he  will  at 
at  once  accept  the  whole  responsibility,  and  sign  it  on  his  own 
account.  He  is  even  fully  prepared,  if  needs  be,  to  go  to  the 
extent  of  resigning  his  office  and  appealing  to  the  ratepayers. 
The  indications,  however,  are  that  a  large  majority  of  the  Town 
Council  will  support  him. 

During  the  week,  for  about  four  days,  Mr.  Ellis  Lever’s  private 
secretary  was  at  the  Town  Hall,  examining  and  comparing  papers 
and  documents  relating  to  the  coal  contracts  ;  and  there  is  a  pre¬ 
vailing  opinion  in  the  district,  which  is  somewhat  angrily  dis¬ 
cussed  in  many  quarters  of  the  town,  that  it  is  now  high  time  that 
some  specific  charges  should  be  made,  if  there  are  any  to  make, 
and  that  the  matter  should  be  brought  to  daylight.  On  Friday, 
Mr.  Ellis  Lever,  Mr.  T.  K.  Fox,  and  their  solicitor,  had  a  long 
interview  with  the  Town  Clerk  ;  and  it  is  understood  all  round 
that  specific  charges  will  be  made,  and  made  public,  by  Thursday 
morning  next.  There  are  three  persons  against  whom  Mr.  Fox 
is  prepared  to  prefer  certain  specific  charges.  One  of  these  is  a 
prominent  member  of  the  Halifax  Town  Council,  and  another  is 
an  extensive  “  middle-man  ”  in  the  coal  business.  The  name  of  the 
third  has  already  been  openly  stated  to  be  Mr.  William  Carr.  It 
is  believed  to  be  Mr.  Fox’s  intention  to  bring  charges  against  these 
gentlemen  both  individually  and  conjointly. 

The  full  text  of  the  indemnity,  the  terms  of  which  were  stated 
in  the  Journal  last  week,  have  now  been  fully  agreed  upon.  It  is 
as  follows : — 

This  Indenture,  made  the  day  of  one  thousand  eight  hundred 
and  eighty-eight,  between  James  Booth  of  Halifax,  in  the  county  of  York, 
Esquire,  the  Mayor  of  the  said  borough  of  Halifax,  of  the  one  part,  and 
Thomas  King  Fox,  of  Silkstone,  near  Barnsley,  in  the  said  county,  commer¬ 
cial  traveller,  of  the  other  part. 

Whereas  the  Corporation  of  Halifax  are  the  proprietors  of  the  works 
which  supply  the  borough  of  Halifax  with  gas,  and  the  same  are  worked 
and  managed  by  them  or  their  officials.  And  whereas  the  said  Thomas 
King  Fox  has  written  certain  letters  to  Keighley  Walton,  Esquire,  the 
Town  Clerk  to  the  said  borough  of  Halifax,  concerning  the  supply  of  coals 
to  the  said  gas-works.  And  whereas  the  said  Corporation  expressed  a 
desire  to  have  the  said  statements  in  the  letters  of  the  said  Thomas  King 
Fox  fully  and  thoroughly  investigated,  and  requested  him  to  furnish  them 
with  any  information  he  might  have  in  his  possession  relating  to  the  same, 
which  the  said  Thomas  King  Fox  declined  to  do  unless  he  received  a  com¬ 
plete  indemnity  against  all  fines, costs, charges  and  6xpensee,which  he  might 
incur,  or  moneys  he  might  have  to  pay  in  obtaining  proof  of,  and  in  prov¬ 
ing  the  same,  provided  he  successfully  established  the  truth  of  the  same. 
And  whereas  the  said  James  Booth  has  unconditionally  accepted  the  offer 
of  the  said  Thomas  King  Fox,  and  has  agreed  to  give  him  his  personal 
indemnity  and  undertaking  hereinafter  contained. 

Now  this  Indenture  witnesseth  that,  in  consideration  of  the  premises, 
it  is  hereby  covenanted,  agreed,  and  declared,  by  and  between  the  said 
parties  hereto,  as  follows  : — 

1.  The  said  Thomas  King  Fox  shall,  on  the  signing  hereof,  state  in 
writing  to  the  said  James  Booth  the  name  or  names  of  the  person  or 
persons  referred  to  in  his  letters  as  the  objects  of  the  charges  therein 
referred  to,  and  will  make  libellous  charges  of  such  a  nature  as  will  entitle 
the  parties  named  to  bring  an  action  or  actions  against  the  said  Thomas 
King  Fox. 

2.  On  the  said  Thomas  King  Fox  so  stating  the  name  or  names  of  the 
said  person  or  persons,  and  the  charges  so  referred  to  as  aforesaid,  the  said 
Corporation  shall,  if  the  said  person  or  persons  be  a  servant  of  the  said 
Corporation,  insist  upon  the  person  or  persons  named  bringing  a  civil 
action  for  libel  within  one  calendar  month  from  the  date  hereof  against 
the  said  Thomas  King  Fox,  and  if  the  said  person  or  persons  be  not  a 
servant  of  the  Corporation,  shall  call  upon  the  said  person  or  persons 
named  to  bring  a  civil  action  against  the  said  Thomas  King  Fox,  for  the 
purposes  of  having  the  said  charges  fully  and  completely  investigated  and 
inquired  into  before  a  Judge  of  the  Queen’s  Bench  Division  of  the 
High  Court  of  Justice  and  a  Special  Jury,  or  Judge  of  the  Division  with¬ 
out  a  Jury,  as  the  said  Thomas  King  Fox  shall  think  fit  and  the  Court 
allow.  The  said  Thomas  King  Fox  shall  not  plead  any  privilege  as  a 
defence  to  any  such  action,  butshall  justify  the  said  charges.  But  if  criminal 
proceedings  are  taken  against  the  said  Thomas  King  Fox,  he  shall  be  at 
liberty  to  plead  that  the  charges  were  made  in  confidence,  and  as  a  privi¬ 
leged  communication  ;  it  being  the  intention  of  the  parties  hereto  that  the 
charges  should  form  the  subject  of  investigation  in  a  Civil  Court. 

3.  In  the  event  of  the  plaintiff  or  any  of  the  plaintifis  in  the  said  pro¬ 
ceedings  to  be  taken  as  aforesaid  failing  to  obtain  a  verdict  and  judgment 
for  damages  of  ^10  or  upwards  and  costs,  or,  in  the  event  of  criminal 
proceedings,  an  acquittal  or  verdict  of  not  guilty,  then  and  in  every  such 
case  the  said  James  Booth  hereby  for  himself,  his  executors  and  adminis¬ 
trators,  expressly  covenants  with  the  said  Thomas  King  Fox  that  he  the 
said  James  Booth,  his  executors  or  administrators,  will  save  harmless  and 
keep  fully  indemnified  the  said  Thomas  King  Fox,  his  estate  and  effects, 
from  all  costs  (as  well  between  solicitor  and  client  as  between  party  and 
party),  charges,  disbursements,  and  expenses  of  what  nature  or  kind 
soever,  which  he  or  his  duly  authorized  solicitors  and  agents  shall  properly 
incur  (as  well  before  as  after  action  brought)  in,  about,  or  relating  to 
obtaining  information,  the  preparation  or  conducting  of  his  defence  to 
the  said  proceedings,  and  the  bringing  of  the  same  to  trial,  in  a  full, 
complete,  and  proper  manner ;  it  being  the  full  intention  and  meaning  of 
these  presents  that  the  said  Thomas  King  Fox  shall  not  be  put  to  or  incur 
any  expense  personally  in  the  event  herein  provided  for,  and  that  what¬ 


ever  expense  he  may  incur  or  be  put  to  he  shall  be  fully  recouped, 
reimbursed,  and  indemnified  by  the  said  James  Booth. 

4.  And  the  said  James  Booth,  on  behalf  of  the  said  Corporation  of 
Halifax  and  their  officials,  covenants  and  undertakes  that  every  reasonable 
opportunity  and  facility  shall  be  given  to  the  said  Thomas  King  Fox  and 
his  solicitors  for  inspecting  all  the  Corporation  books  relating  to  the  gas¬ 
works,  and  also  all  tenders,  contracts,  and  papers  relating  to  or  affecting 
the  working  and  management  of  the  said  gas-works,  and  will  place  no 
obstruction  whatsoever  in  the  way  of  the  said  Thomas  King  Fox,  but,  on 
the  contrary,  will  give  him  every  opportunity  and  facility  for  making  a 
complete  and  thorough  investigation  into  the  matters  complained  of  as 
hereinbefore  mentioned. 

6.  In  case  the  said  plaintiff  or  plaintiffs  in  the  said  action  for  libel  shall 
obtain  a  verdict  and  judgment  for  damages  of  ATOor  upwards,  and  costs, 
or  in  the  event  of  criminal  proceedings  a  verdict  of  guilty  against  the  said 
Thomas  King  Fox,  then  in  such  case  the  indemnity  herein  contained  shall 
be  null  and  void;  otherwise  the  same  shall  remain  in  full  force  and  effect. 

6.  Provided  also,  and  it  is  hereby  agreed,  that  the  said  James  Booth  shall 
pay  to  the  said  Thomas  King  Fox  the  sum  of  one  hundred  pounds,  and 
for  agreed  costs,  charges,  and  expenses  before  action,  and  if  no  proceedings 
be  taken  against  the  said  Thomas  King  Fox  within  one  month  from  the 
date  hereof,  then  the  said  James  Booth  shall  forthwith  pay  the  said  sum  of 
one  hundred  pounds  to  the  said  Thomas  King  Fox  or  his  solicitors. 

In  witness  whereof  the  said  parties  to  thesejpresents  have  hereunto  set 
their  hands  and  seals,  the  day  and  year  first  before  written. 


Estimating  the  Volume  of  Gas  in  Pipes  or  Flues. 

The  subject  of  the  difficulty  attending  the  estimation  of  com¬ 
bustion  or  generator  gases  by  means  of  mechanical  appliances  has 
lately  been  dealt  with  by  the  Chemilier  Zeitung.  It  appears  that 
hot  gasses  are  liable  to  destroy  the  apparatus  ;  ash  and  dust  may 
render  them  inefficient;  and,  further,  they  ought  to  occupy  the 
whole  cross-section  of  the  flue,  as  in  the  various  parts  of  the  flue 
the  gas  will  have  a  different  velocity.  In  Munich  the  estimation 
of  the  volume  of  the  smoke  gases  from  the  kilo,  of  coal  is  done 
in  the  following  manner: — If,  for  instance,  the  combustion  gases 
have  a  percentage  composition  of  6' 12  of  carbonic  acid,  0'89  per 
cent,  of  carbonic  oxide,  O'lO  per  cent,  of  hydrogen,  14-21  per  cent, 
of  oxygen,  and  81-60  per  cent,  of  nitrogen,  and  if  the  coal  used 
contains,  according  to  combustion,  81-6  per  cent,  of  carbon,  then 
one  cubic  metre  of  the  gas  (contained  as  carbonic  acid  or  carbonic 
oxide),  at  0"  C.  and  760  mm.  pressure,  contains  0-5364  kilo. 
[0-0612  0-0089]  X  0-5364  kilo.  —  37-60  grammes  of  carbon. 

Now,  1  kilo,  of  coal  contains  81-6  per  cent.  =  816  grammes  of 
carbon,  and  will  therefore  yield  816  -F  37-6  —  21-7  cubic  metres 
of  dry  smoke  gases.  These  figures  are  sufficient  to  estimate  the 
loss  of  heat  from  1  kilo,  of  the  fuel. 

The  Problem  of  Artificial  Lighting. 

In  the  course  of  a  series  of  articles  setting  forth  the  modern  view 
of  electricity.  Professor  Oliver  J.  Lodge  arrives  at  the  conclusion 
that  “  light  is  an  electrical  disturbance,  and  that  light  waves  are 
excited  by  electrical  oscillations;”  which  conclusion  he  believes 
must  ultimately  have  a  practical  import.  Professor  Lodge  remarks 
that  our  present  systems  of  making  light  artificially  are  wasteful 
and  ineffective.  We  want,  he  says,  a  certain  range  of  oscillation 
— between  7000  and  4000  billion  vibrations  per  second  ;  no  other 
is  useful  to  us,  because  no  other  has  any  effect  upon  our  retina. 
But  we  do  not  know  how  to  produce  vibrations  at  this  rate.  We 
can  cause  strings  to  vibrate  one  or  two  hundred  or  a  thousand 
times  per  second,  with  the  result  of  emitting  a  pure  tone  of  definite 
pitch  ;  but  to  get  much  faster  rates  of  vibration,  we  have  to  fall 
back  upon  atoms.  We  can  make  atoms  vibrate  by  what  we  call 
heating  the  substance  ;  but  the  vibrations  are  then  infinite  in 
number  and  mode,  and  only  a  few  of  them  are  of  use  to  us.  As  we 
do  not  yet  know  how  to  separate  the  vibrations  that  are  useful  to 
us  from  the  great  majority,  we  are  obliged  to  excite  them  all 
together,  at  an  obviously  unnecessary  expense.  We  take  a  lump 
of  matter — say,  a  carbon  filament  or  a  piece  of  quicklime — and  by 
raising  its  temperature,  we  impress  upon  its  atoms  higher  and 
higher  modes  of  vibration ;  not  transmuting  the  lower  into  the 
higher,  but  superposing  the  higher  upon  the  lower,  until  at  length 
we  get  such  rates  of  vibration  as  our  retina  is  constructed  for,  and 
we  are  satisfied.  The  process  is  evidently  wasteful,  and  indirect 
and  empiric.  We  want  a  smalljrange  of  rapid  vibrations  ;  and  we 
know  no  better  than  to  make  the  whole  series  leading  up  to  them. 
It  is,  says  Dr.  Lodge,  “  as  though,  in  order  to  sound  some  little 
shrill  octave  of  pipes  in  an  organ,  we  were  obliged  to  depress  every 
key  and  every  pedal,  and,  to  blow  a  young  hurricane.”  If  this 
remark  applies  to  the  incandescent  electric  lamp  and  to  lime  light, 
it  also  applies  with  even  greater  force  to  lights  of  combustion,  in 
which  a  great  amount  of  radiation  is  produced  but  is  not  wanted  ; 
the  only  result  really  desired  being  the  minute,  almost  infinitesimal 
fraction  of  the  whole  effect  which  enables  us  to  see.  In  short,  the 
production  of  light-waves,  without  any  others,  is  held  out  by  Pro¬ 
fessor  Lodge  as  the  problem  of  artificial  lighting  for  the  future. 

The  Qualities  of  a  Good  Eope. 

In  an  article  on  rope-making  credited  to  a  German  periodical, 
but  quoted  in  Iron,  it  is  remarked  that  the  appearance  of  a  hemp 
rope  affords  to  an  experienced  eye  very  fair  indications  of  its 
quality.  A  good  hemp  rope  is  hard,  but  pliant,  yellowish  or 
greenish  grey  in  colour,  with  a  well-defined  silvery  or  pearly  lustre. 
A  dark  or  blackish  tint  indicates  that  the  hemp  has  suffered  from 
fermentation  while  curing ;  and  brown  spots  show  that  the  rope 
was  spun  while  the  fibres  were  too  damp,  and  is  consequently  weak 
and  soft  in  the  stained  places.  Sometimes  a  rope  may  be  made  up 
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of  inferior  hemp  on  the  inside,  while  upon  this,  as  a  core,  good 
yarns  are  overlaid.  This  fraud  may,  however,  be  detected  by  un¬ 
laying  a  portion  of  the  rope  ;  and  it  generally  betrays  itself  m  use, 
if  not  otherwise  discovered.  Another  variety  of  inferior  rope  is 
that  made  of  short  fibres  ;  or  the  strands  may  be  of  unequal  length 
or  unevenly  spun.  In  the  first  case  the  rope  has  a  woolly  or  lough 
appearance,  on  account  of  the  number  of  projecting  ends  of  fibres  ; 
and  in  the  latter  case  the  irregularity  in  laying  is  easily  perceived 
upon  inspection  by  anyone  who  knows  what  a  good  rope  should 
look  like.  The  combustion  test  for  ascertaining  the  purity  ot 
Manilla  rope  has  been  published,  but  may  be  usefully  repeated 
here.  It  consists  in  unravelling  some  of  the  fibre  of  the  rope  to  be 
tested,  and  forming  it  into  a  loose  ball,  which  is  to  be  completely 
burnt  upon  a  clean  surface  such  as  an  iron  plate.  Pure  Manilla 
hemp  burns  to  a  dull  greyish-black  ash  ;  Sisal  leaves  a  whitish- 
grey  ash ;  combinations  of  Manilla  and  Sisal  show  themselv'es  by 
gradations  of  the  greys. 

The  Calorimetry  of  Coal — A  Correction. 

In  the  Journal  for  Jan.  10  last,  there  appeared  a  “  Note  ” 
upon  a  calorimetric  experiment  with  English  coal  conducted  by 
MM.  Scheurer-Kestner  and  Meunier-Dollfus,  made  at  the  request 
of  Mr.  Bryan  Donkin.  The  results  of  the  experiments  are  given 
as  they  were  printed  in  the  Comptes  Rendus.  It  has  since  been 
discovered,  however,  that  this  statement  is  wrong,  owing  to  the 
fact  that,  by  an  error  of  calculation,  the  initial  temperature  of 
the  feed  water  was  deducted  twice.  The  net  duty  of  the  coal 
being  10-44  of  water  at  0°C.  per  unit  of  fuel,  the  total  quantity 
of  heat  absorbed  by  the  kilogramme  of  evaporated  water  was 
651  calories  instead  of  632-5.  Consequently,  the  number  of 
calories  contained  in  a  kilogramme  of  water  is  6796,  and  not 
6603.  The  corrected  statement  of  the  distribution  of  heat  is 


THE  GUIDE-FRAMING  OF  GASHOLDERS. 

Fourth  Article. 

As  some  time  has  elapsed  since  the  appearance  of  the  third 
article  on  the  above  subject,  it  may  be  as  well  to  briefly  recapi¬ 
tulate  what  has  already  been  advanced. 

The  first  article  was  an  inquiry  into  the  general  principles 
involved  in  the  stability  of  gasholders,  and  the  effect  produced  by 
shortening  the  guide-framing.  It  was  proved  that  in  any  gas¬ 
holder  the  depth  of  each  lift  must  be  equal  to  at  least  one-seventh 
of  the  diameter ;  and  that  under  certain  conditions  it  may  be 
admissible  to  reduce  the  height  of  the  guide-framing  to  that  of 
the  depth  of  the  outer  lift  only,  but  no  shorter. 

The  second  article  treated  of  the  first  condition  necessary  for  the 
stability  of  gasholders  having  reduced  guide-framing— viz.,  that 
each  lift  must  he  rigid  in  itself,  and  unable  to  distort  under  the 
strains  induced.  We  gave  rules  for  determining  the  magnitude 
and  character  of  the  extra  strains  induced  by  this  method  of  con¬ 
struction,  illustrated  by  examples ;  and  found  as  general  results 
that  in  three-lift  gasholders  the  guide-framing  must  reach  at  least 
as  high  as  the  top  of  the  middle  lift  when  fully  up  (fig.  32),  other¬ 
wise  the  holder  w'^ould  be  unsafe,  and  that  double-lift  gasholders 
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7924  calories,  or  87  06  per  cent. 
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Total  .  .  9099  calories  lOO’OO  per  cent. 

The  correction  appears  as  a  preface  to  the  full  report  of  the 
experiments  presented  as  a  memoir  to  the  Societe  Industrielle 
of  Mulhouse,  which  has  been  printed  separately  as  an  extract 
from  the  Bulletin  of  the  Society. 


Gas-Fires. — Messrs.  T.  Fletcher  and  Co.,  of  Warrington,  ha-ye 
brought  out  this  season  a  series  of  entirely  new  gas-fires,  both  in 
principle  and  design.  The  heat,  before  passing  into  the  chimney, 
circulates  in  a  radiating  canopy,  with  internal  convoluted  and 
studded  flues.  This  radiator  utilizes  the  waste  heat  very  effec¬ 
tively,  and  the  whole  stove  becomes  a  powerful  radiating  medium. 
In  larger  sizes,  the  same  principle  is  further  carried  out  by  the 
waste  heat  being  conveyed  down  the  side  of  the  stove,  through  a 
hollow  fender,  and  up  a  return  flue  to  the  outlet  at  the  back.  The 
stoves  are  finely  finished  in  Italian  Renaissance  style,  and  pre¬ 
sent  a  very  handsome  appearance. 

Prohibition  of  the  Importation  of  Saccharine  into  Portugal. 
— A  despatch  dated  the  18th  ult.  has  been  received  from  Sir  G. 
Bonham,  Her  Majesty’s  Charge  d’ Affaires  at  Lisbon,  enclosing 
copies  and  translation  of  a  decree  which  had  been  published  in  the 
Official  Gazette,  prohibiting  the  importation  into  Portugal  and  the 
islands,  except  under  certain  specified  conditions,  of  saccharine, 
and  of  any  articles  of  food  into  the  composition  of  which  it  enters. 
The  following  is  a  copy  of  the  translation  of  the  decree  in  ques¬ 
tion  : — “Article  1.  The  importation  of  saccharine,  whether  pure 
or  mixed  with  any  article,  and  likewise  any  articles  of  food  that 
may  contain  the  same,  into  the  continental  part  of  the  kingdom, 
or  into  the  adjacent  islands,  is  prohibited,  except  under  the  con¬ 
ditions  set  forth  in  the  following  article.  Article  2.  Chemists 
will  be  allowed  to  import  this  product  after  having  obtained  the 
permission  of  the  Government,  who  must  take  the  advice  of  the 
General  Board  of  Customs.  For  the  intents  and  purposes  of  this 
article,  importers  will  have  to  make  a  petition,  stating  the  amount 
of  saccharine  which  they  wish  to  import,  and  through  which 
custom  house  they  wish  to  do  so.” 

Water  Purification  by  Iron. — In  a  pamphlet  written  by  Mr. 
E.  Devonshire,  Assoc.  M.  Inst.  C.E.,  the  Resident  Engineer  and 
Manager  of  the  Antwerp  Water  Company,  he  gives  an  account  of 
three  years’  experience  of  water  purification  by  means  of  iron  in 
Anderson’s  revolving  iron  purifier  ;  this  being  the  period  during 
which  the  system,  in  its  complete  form,  has  been  in  operation  at 
Antwerp.  The  process,  which  has  frequently  been  referred  to  in 
our  columns,  is  fully  described  by  the  aid  of  some  well-executed 
lithographed  diagrams  of  the  various  appliances  employed ;  and 
the  analytical  results  of  the  treatment  of  the  water  are  given  in  the 
second  part  of  the  pamphlet.  The  author  states,  as  the  result  of 
his  observations,  that  waste  or  scrap  iron,  when  used  in  revolving 
purifiers,  is  not  less  efficient  than  spongy  iron  (the  material  origi¬ 
nally  employed),  while  it  is  more  suitable  in  form,  and  cheaper  in 
application.  The  little  book  is  issued  by  Messrs.  Easton  and 
Anderson,  of  London  and  Erith,  and  merits  the  attention  of  water 
engineers  from  the  fact  that  it  contains  particulars,  gleaned  from 
the  author’s  personal  experience  of  the  working  of  the  process  he 
describes,  vhidi  they  may  find  of  much  practical  value. 
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could  be  made  with  the  guide-framing  stopping  short  at  the  outer 
lift,  providing  the  depth  of  each  lift  is  fully  one-fourth  oi  the 

diameter  (fig.  33).  j  t*- _ 

In  the  last  or  third  article,  we  considered  the  second  condition 
necessary  for  the  stability  of  gasholders  with  foreshortened  guide¬ 
framing — viz.,  i\ia,ithe  guidefrayning  itself  must  be  perfectly  rigid 
and  unyielding,  otherwise  it  will  admit  of  the  projecting  hit  or 
lifts  swaying  over  dangerously.  We  resolved  that  it  -was  practically 
a  matter  of  strength,  or  of  determining  the  strains,  and  then 
desit^ning  the  guide-frame  to  meet  them.  We  divided  gasholder 
guide-framing  into  two  distinct  classes — viz.,  the  simple  cylinder 
and  the  multipost  types.  (See  Note  _N.)  We  then  demonstrated 
the  principles  to  be  observed  in  finding  the  strains,  and  deduced 
simple,  practical  rules  for  gasholders  of  the  former  or  perfect  canti¬ 
lever  class  (figs.  32,  33,  and  34.) 


Fig  .3  5 . 

We  will  now  treat  of  the  second  class  or  independent  post  type 
(fig.  35),  and  then  apply  the  rules  to  a  few  examples  ;  concluding 
with  a  summary  of  the  whole  question. 

gasholders  of  the  multipost  type. 

In  determining  the  strains  on  gasholders  of  this  type,  we  are 
met  with  the  difficulty  of  variety  in  design.  We  have,  indeed, 
everything  from  the  simple  gasholder  with  vertical  posts  and  no 
connecting  girders  or  ties  whatever,  to  that  having  one,  two,  three, 
and  occasionally  four  tiers  of  girders ;  the  girders  being  sometimes  ot 
wrouMit  iron,  deep,  strong,  and  well-attached  to  the  columns,  or 
they  may  be  poor  frail  things,  insufficiently  attached,  perhaps  ot 
cast-iron  open  work,  practically  useless  except  for  ornament  and 
the  bare  appearance  of  strength.  Then,  again,  the  girders 
be  either  upright,  or  lying  on  their  sides  so  as  to  form  a  stitt 
ring;  or  both  plans  may  be  blended  in  one  structure.  Ihen,  tlie 
columns  or  standards  may  be  of  any  variety  of  shape— round, 
tripod,  or  T  shape;  I  shape,  dianaond,  or  square  (figs.  36,  37,  and 
38,  on  next  page) — all  having  their  peculiarities  and  influence  on 
the  strength  of  the  structure  as  a  whole.  They  may  be  of  cast 
iron,  wrought  iron,  or  steel ;  arranged  in  pairs  or  singly ;  either 
with  or  without  diagonal  rods  between  them  ;  and  perhaps  with 
horizontal  bracing  at  the  top— Paddon’s  ties.  We  then  have  the 
excess  of  strength  in  the  gasholder  bell  in  cups  and  curbs  lending 
horizontal  stiffness  to  the  frame.  (See  Note  0.)  All  this  makes 
it  very  difficult  to  give  general  rules  which  will  apply  with  equal 
truth  to  every  variety ;  but  we  may  lay  down  the  followirig  pm}' 
ciples  to  aid  us  in  classifying  the  different  features  and  their 
influences. 
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The  strength  of  gasholders  may  be  considered  to  vary  as — 

1.  The  number  of  columns  or  standards. 

2.  The  transverse  strength  of  one  column  taken  independentlv 

of  the  rest. 

3.  The  total  overturning  pressure. 

4.  The  number  of  tiers  of  girders  and  their  stiffness,  and  the 

extent  of  the  bracing  (if  any)  between  the  columns. 

5.  Surplus  strength  of  gasholder  bell,  in  cups  and  curbs— stiff¬ 

ness  generally — to  resist  distortion.  The  more  cups  and 
curbs,  the  greater  the  resistance  to  distortion. 

6.  The  workmanship,  material,  nature  of  junction,  and  design 

of  details  generally.  ” 

\Ve  can  construct  formulae  embodying  these  variations  which 
will  give  the  bending  moment  each  column  or  standard  is  called 
upon  to  resist.  It  is  then,  of  coui'se,  very  easy  to  proportion  the 
column  to  meet  this  bending  moment,  as  will  be  shown  when  we 
apply  the  formulae  to  examples. 

Let  D  =  the  diameter  of  the  outer  lift  (feet). 

d  =  the  total  depth  of  gasholder  when  right  up  (feet), 

N  =  number  of  columns. 

C  =  constant,  varying  according  to  design  and  wind 
pressures,  thus:  For  gasholder  having  guide-framing  the 
full  height — 

3  lifts  and  3  tiers  girders  =  300 
8  „  2  „  „  =  250 

2  „  2  „  „  =  200 

2  „  1  „  „  =  150 

f  »»  1  ,,  —  100 

In  applying  these  constants,  they  must  be  modified  as  follows  : — 
If  the  gasholder  be  well  sheltered  from  wind  all  round,  25  per 
cent,  may  be  added  to  them.  If,  on  the  other  hand,  it  is  exposed 
to  great  wind  pressure,  25  per  cent,  should  be  deducted  ;  and  in 
special  cases,  where  erected  on  the  coast  (and  unprotected  in  any 
way  frona  furious  gales),  they  may  be  reduced  as  much  as  50  per 
cent.,  as  it  is  absolutely  necessary  to  err  on  the  side  of  safety,  to 
allow  for  contingencies  even  under  the  best  supervision. 

Having  modified  the  constant  according  to  wind  pressure,  call  it 
Cj ;  and  then  still  further  modify  it  as  follows  : — 

If  diagonal  ties,  add  from  J  to  ^  Ci,  according  to  strength 
and  attachment  of  same. 

If  curbs  and  cups  are  very  strong,  add  3^  Ci. 

If  girders  are  shallow,  and  not  well  attached  or  bracketed  to 
columns,  deduct  J  Ci  to  ^  Cj. 

If  standards  la,ck  lateral  or  side  stiffeners,  deduct  J  Ci. 

If  workmanship  or  materials  are  of  inferior  character,  deduct 
J  Cj  to  J  Cj.  (This  embraces  unfair  holes  and  bad  rivet- 
ing ;  loose  fitting  bolts,  instead  of  rivets ;  work  unduly 
strained  by  drawing  together  ;  ties  not  taut ;  junctions 
and  details  generally  badly  designed  and  proportioned  ; 
guides  out  ot  plumb  ;  rollers  badly  adjusted,  &c.,  &c.) 

Then  M  the  bending  moment  at  foot  of  one  column  or  standard 
(in  foot-tons)=  D  x  d^ 

N  X  C 


Haying  determined  this,  we  know,  of  course,  that  the  moment 
of  resistance,  R,  of  the  column  or  standard  must  be  equal  to  it. 

R,  for  ordinary  round  cast-iron  columns  =  approximately, 

foot-tons. 

I'D 

Where,  A  =  the  sectional  area  of  column  (in  square  inches), 

,,  di  =  the  diameter  of  column  (in  feet). 

R,  for  latticed  standards,  or  web  plate  standards  of  symmetrical 
cross-section,  wrought  iron  =  5  A  dj,  steel  =  8  A  di. 

Where,  A  =  effective  sectional  area  of  back  flange  (square  inches), 
,,  di,  =  depth  of  standard  from  front  to  back  (feet). 

Note.— The  constants  5  and  8  may  well  be  reduced  if  the  standard  be  of 
the  lattice  type  and  the  “  pitch  ”  of  the  lattices  is  excessive. 

Cast-iron  standards,  with  open  webs  and  various  thicknesses  of  metal 


are  in  every  way  inferior  to  wrought  iron ;  so  that  we  need  not  consider 
them.  The  same  remark  applies  to  cast-iron  girders. 

Where  the  section  of  a  web-plate  standard  is  unsymmetrical,  it  requires 
special  treatment.  The  resistance  of  one  flange  must  be  multiplied  by  its 
distance  from  the  centre  of  gravity  of  the  cross  section  of  the  standard 
(assumed  neutral  axis),  then  double  of  this  product  will  give  approximately 
the  resistance  of  the  standard  to  bending  (R). 

Gasholders  with  reduced  guide-framing  should  have  diagonal 
ties  added  to  the  guide-framing,  of  sufficient  strength  to  bring  them 
under  the  cantilever  cylinder  type  described  in  the  third  article  ; 
and  the  several  lifts  must  be  stiffened  up  to  meet  the  extra  strains, 
as  directed  in  the  second  article,  also  tangential  as  well  as  radial 
rollers  should  be  adopted  to  assist  in  getting  a  good  fit  and  grip 
between  the  holder  and  the  guide-framing. 


Note  N. 

Other  forms  of  gasholders,  besides  those  treated  of  in  these 
papers  have  been  proposed ;  bxit  they  have  not  met  with  much 
favour.  Notably,  the  gasholder  having  the  guide-framing  attached 
to,  and  supported  by,  the  tank  only  (see  fig.  41),  and  having  a 
domed  bottom  tank,  as  described  by  Professor  Otto  Intz.*  Also 


the  central  column  gasholder  and  the  annular  gasholder  (see  figs. 
42  and  43)  treated  of  by  Barker,  Wyatt,  Meigel  and  Couffinal, 
and  others.  There  are  so  many  things  against  them  that  they  are 
not  likely  to  make  very  rapid  strides.  We  may  at  some  future 
time  consider  these  forms  of  gasholders  more  minutely. 

Note  0. 

Gasholders  without  any  connection  between  the  standards  are 
never  made  now;  so  we  need  not  consider  them.  Gasholders 
with  twin  columns  are  rare  ;  for  all  practical  purposes,  in  deter¬ 
mining  the  strains,  the  columns  may  be  treated  as  equally  divided 
round  the  circle,  instead  of  being  in  pairs ;  and  then  the  rules 
which  apply  to  the  ordinary  construction  will  likewise  apply  for 
this.  It  is  an  expensive  and  unnecessary  mode  of  construction 
The  object  in  making  them  in  pairs  appears  to  be  to  get  strength 
with  several  light  columns,  in  preference  to  half  the  number  of 
heavy  ones,  as  well  as  to  avoid  cutting  up  the  gasholder  into  so 
many  narrow  bays.  Frail  cast-iron  girders  with  open  webs  may 
also  be  struck  out,  as  being  unreliable  and  out  of  date. 


The  Management  of  the  Maryport  Gas-Works. — The  Mary- 
port  Trustees  have  appointed  Mr.  E.  Smithard,  of  Derby,  as  suc¬ 
cessor  to  Mr.  D.  Irving  in  the  management  of  their  gas-works ; 
the  latter  gentleman  having,  it  may  be  remembered,  been  selected 
to  fill  the  position  of  Resident  Engineer  of  the  Stapleton  Road 
works  of  the  Bristol  Gas  Company.  There  were  originally  52 
applications  for  the  Maryport  appointment  (which  was  advertised 
in  the  Journal  for  the  11th  ult.)  ;  and  these  were  brought  down 
to  three — the  final  selection  being  as  above  stated. 

The  Quality  of  the  New  Gainsborough  Water  Supply. — Dr. 
Percy  F.  Frankland  has  called  our  attention  to  a  slight  error  in  the 
last  line  but  one  of  the  paragraph  under  the  above  heading  which 
appeared  in  the  Journal  for  the  18th  ult.  It  was  there  stated  that, 
according  to  his  analysis  of  the  water,  the  total  solid  matter  in  it 
was  grains  “  per  gallon.”  These  figures  relate  to  “  parts  per 
100,000,”  as  do  those  contained  in  the  preceding  line  of  the  para¬ 
graph.  This  would  be  equivalent  to  34'98  grains  per  gallon,  which 
compares  well  with  a  report  which  Dr.  C.  Meymott  Tidy  has  sub¬ 
mitted,  giving  the  quantity  as  36'77  grains,  nearly  the  whole  of 
which  consists  of  the  carbonates  and  sulphates  of  lime  and  mag¬ 
nesia,  with  some  chlorides  of  sodium  and  magnesium.  As  regards 
dissolved  organic  matter.  Dr.  Tidy  adds  that  the  water  must  be 
considered  as  one  of  great — almost  exceptional — purity. 

Society  of  Engineers. — Last  Tuesday  the  members  of  this 
Society,  with  a  number  of  friends,  paid  a  visit  to  the  locomotive, 
carriage,  and  waggon  works  of  the  South-Western  Railway  Com¬ 
pany,  at  Nine  Elms.  Among  the  party  were  Mr.  A.  T.  Walmisley 
(President) ;  Messrs.  J.  R.  Baillie,  H.  Adams,  and  R.  Harris  (Vice- 
Presidents)  ;  Messrs.  Perry  F.  Nursey,  C.  Gandon,  and  H.  Robinson 
(Past-Presidents) ;  Messrs.  Chris.  Anderson,  J.  H.  Cunningham, 
W.  A.  Valon,  and  J.  W.  Wilson,  jun.  (Members  of  Council)  ;  Mr. 
Alfred  Williams  (Hon.  Sec.  and  Treasurer)  ;  and  Mr.  G.  A.  Pryce 
Cuxson  (Secretary).  These  famous  works,  which  cover  45  acres  of 
ground,  were  originally  designed  by  the  late  Mr.  Joseph  Beattie, 
and  at  that  time  considered  very  complete,  have  been,  owing  to 
the  increase  of  traffic  and  stock,  considerably  altered  and  enlarged 
by  Mr.  William  Adams,  the  present  Superintendent,  and  employ 
between  2000  and  2500  men.  The  party  were  entertained  at 
luncheon  by  Mr.  Adams. 

•  See  Appendix  to  Ttie  Gas  Institute  Transactions,  1885. 
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EASTERN  COUNTIES  GAS  MANAGERS’  ASSOCIATION. 

A  meeting  of  gentlemen  having  the  management  of  gas-works 
in  the  Eastern  Counties  was  held  at  the  Gas-Works,  Peterborough, 
last  Wednesday,  in  accordance  with  the  circulars  recently  issued 
by  Mr.  H.  Wimhurst,  of  Sleaford  {ante  pp.  369,  510),  to  consider 
the  feasibility  of  forming  a  Gas  Managers’  Association  for  the 
Eastern  Counties.  Mr.  William  Barratt  (Grantham)  having  been 
elected  to  the  chair. 

The  Secretary  pro  tern.  (Mr.  H.  Wimhurst)  read  the  circular 
convening  the  meeting,  which  he  had  issued  with  the  co-operation 
of  Mr.  J.  Barton,  of  Peterborough,  and  Mr.  J.  Carter,  of  Lincoln. 
They  had,  he  said,  received  replies  in  favour  of  the  formation  of 
an  Association  from  the  following  gentlemen  : — Mr.  W.  Brown,  of 
Brandon  ;  Mr.  Jackson,  of  Skegness  ;  Mr.  W.  Palgrave  Brown,  of 
Southtown  (Yarmouth) ;  Mr.  T.  Greaves,  of  Melton  Mowbray ; 
Mr.  A.  J.  Yorston,  of  Ely;  Mr.  W.  H.  Willis,  of  Yarmouth;  Mr. 
A.  H.  Rose,  of  Wainfleet ;  Mr.  J.  Carter,  of  Lincoln;  Mr.  J. 
Barton,  of  Peterborough ;  Mr.  W.  J.  Best,  of  St.  Ives  ;  Mr.  B.  H. 
Vores,  of  East  Dereham  ;  Mr.  E.  J.  Brockway,  of  Oakham;  Mr. 
C.  Wright,  of  Saffron  Walden  ;  Mr.  J.  T.  Jolliffe,  of  Ipswich  ;  Mr. 
J.  Kemp,  of  Haverhill ;  Mr.  C.  W.  Grim  wood,  of  Sudbury ;  Mr.  F. 
Weller,  of  Southtown;  Mr.  W.  H.  Stout,  of  Boston;  Mr.  W. 
Wells,  of  Stamford  ;  Mr.  J.  Heydon,  of  Mansfield;  Mr.  A.  Mead, 
of  Chelmsford  ;  Mr.  W.  Barratt,  of  Grantham  ;  Mr.  H.  Wimhurst, 
of  Sleaford ;  Mr.  C.  Dixon,  of  Horncastle.  There  were  in  all  24 
favourable  replies.  He  had  also  received  replies  from  other  gen¬ 
tlemen,  which  he  read.  Some  of  the  writers  were  undecided  at 
present ;  a  few  were  unfavourable  to  the  proposal ;  others  con¬ 
sidered  themselves  situated  in  out-of-the-way  places  ;  while  one 
or  two  intended  waiting  to  “  see  what  steps  The  Gas  Institute 
would  take  in  their  present  difficulty.” 

The  Chairman  remarked  that,  having  heard  the  communications 
pro  and  eon.,  he  presumed  the  matter  they  were  to  settle  was 
whether  or  not  there  was  to  be  an  Association.  They  had  heard 
what  had  been  stated  by  those  who  were  unfavourable  to  the 
project ;  and  uow  he  should  be  glad  to  hear  what  any  gentleman 
present  had  to  say  with  regard  to  it — whether  or  not  it  was  neces¬ 
sary  to  establish  an  Association  for  the  district.  Personally,  he 
considered  it  essentially  necessary.  He  thought  they  must  have  all 
come  to  the  conclusion  that  it  was  time  something  was  started  to 
get  them  out  of  the  difficulty  in  which  they  were  now  placed.  It 
had  been  a  matter  of  surprise  to  him,  and  he  had  mentioned  it 
more  than  once  to  his  brother  managers,  that  that  part  of  the 
country — he  would  stand  corrected  if  he  was  wrong — had  only 
been  once  represented  in  what  he  might  call  the  parent  society, 
and  that  was  by  the  gentleman  who  was  at  Grimsby,  and  whom 
Mr.  Jowett  succeeded.*  This  state  of  things  he  thought  ought  not 
to  exist  at  all ;  it  appeared  to  him  to  be  rather  one-sided — perhaps 
more  one-sided  than  it  should  be.  He  should  be  glad  to  hear  what 
gentleman  present  had  to  say  as  to  the  necessity  of  an  Association 
being  established. 

Mr.  W.  J.  Best  (St.  Ives)  asked  what  the  “  Eastern  Counties  ” 
comprised. 

The  Secretary  replied  that,  in  sending  out  the  circulars,  he  had 
included  the  whole  of  Lincolnshire,  Cambridgeshire,  Norfolk, 
Suffolk,  parts  of  Essex  and  Huntingdonshire,  Northamptonshire, 
and  a  little  corner  of  Nottinghamshire.  He  also  went  up  as  far 
as  Doncaster,  as  he  did  not  know  whether  they  might  not  get 
Mr.  Bridge.  Altogether,  he  sent  out  about  250  circulars. 

Mr.  J.  Barton  (Peterborough)  said  he  thought  the  time  had 
arrived  when  they  ought  to  form  an  Association  for  the  Eastern 
Counties.  When  he  first  came  to  Peterborough,  he  felt  very 
lonely  indeed.  He  did  not  know  his  neighbours  ;  and  he  did  not 
suppose  he  had  been  to  half-a-dozen  works  since  then — some  four 
years  ago.  When  they  had  not  an  Association,  they  had  not  so 
much  freedom ;  they  could  not  go  and  inspect  gas-works  and 
make  friends  with  the  manager  when  they  did  not  know  him. 
They  wanted  a  sort  of  introduction.  If  they  had  an  Association, 
it  would  bring  them  together,  and  they  could  talk  over  affairs, 
compare  notes,  and  exchange  ideas.  No  doubt,  as  they  went 
along,  they  would  visit  different  works  ;  and  no  matter  how  small 
the  works  might  be,  they  would  pick  up  something  new.  He 
thought  when  they  became  associated  together  in  this  way,  it  did 
a  very  great  deal  of  good.  They  would  have  to  arrange  rules  that 
day.  They  wanted  to  begin  right ;  and  if  they  began  right,  they 
would  end  right.  He  considered  they  had  sufficient  promise  to 
warrant  them  in  starting  an  Association. 

Mr.  Best  said  that  he  had  felt  like  Mr.  Barton.  When  he 
first  came  into  the  Eastern  Counties,  he  did  not  know  many  gentle¬ 
men.  They  had  virtually  to  introduce  themselves ;  and  conse¬ 
quently  he  knew  very  few  managers  indeed  in  the  Eastern  Counties. 
At  the  same  time,  he  failed  to  see  any  utility  in  joining  The  Gas 
Institute.  He  thought  it  was  a  long  way  to  their  meetings  ;  while, 
with  a  local  Association,  they  could  go  to  some  of  the  neighbour¬ 
ing  towns,  and  compare  notes  with  their  fellow-managers.  As  far 
as  he  was  concerned,  he  should  say  by  all  means  have  an  Associa¬ 
tion  for  the  Eastern  Counties. 

The  Secretary  remarked  that,  ten  years  ago,  he  felt  himself  in 


*  The  speaker  was  not  quite  accurate  in  this  statement  ;  as  we  find,  on 
reference  to  the  Transactions  of  The  Gas  Institute,  that  Mr.  G.  Ernest 
Stevenson,  formerly  of  Peterborough,  was  a  member  of  the  Council  from 
1881  to  1884.— Ed.  J.  G.  L. 


a  similar  position  to  those  who  had  already  spoken.  At  that  tim  e 
he  went  to  his  friend  Mr.  Stout,  and  asked  him  whether  they  cou 
not  start  an  Association  for  the  Eastern  Counties,  as  he  found  them 
in  all  parts  of  the  country.  Mr.  Stout,  however,  felt  that  at  Ins 
time  of  life  he  could  not  embark  in  anything  of  the  kind  ;  le 

referred  him  (the  Secretary)  to  Mr.  G.  E.  Stevenson,  then  of  Peter¬ 
borough.  For  some  cause  or  other,  he  did  not  piff  himselt  m  coni- 
munication  with  Mr.  Stevenson.  He  had  felt  a  difficulty  himself  m 
not  being  able  to  meet  his  fellow-managers.  If  they  would  a  ow 

him,  he  should  have  pleasure  in  proposing  that  they  form  them¬ 
selves  into  an  Association  comprising  the  districts  he  had  already 
named.  He  thought  they  would  be  able  to  “  paddle  along,  and  m 
a  short  time  get  several  more  members.  Mr.  White,  of  Sl^rborne, 
told  him  that,  when  they  started  the  South-AVest  of  l^glan 
Association  they  only  had  18  members ;  and  in  their  (the  Las  ern 
Counties)  case  they  had  a  larger  guarantee.  If  they  decided  to 
start  the  Association,  he  had  drawn  up  some  rules  for  considera¬ 
tion.  They  were  on  the  lines  of  the  Midland  Association  ru  es, 
which  he  considered  the  best ;  excluding  as  they  did  a  good  deal  ot 
the  outside  world — such  as  traders  and  others.  He  had  p  easure 
in  proposing  that  an  Association  should  be  formed. 

Mr.  T.  Greaves  (Melton  Mowbray)  seconded  the  proposition. 

Mr.  J.  Carter  (Lincoln)  considered  that  the  amount  ot  ppport 
which  had  already  been  promised  to  the  projected  Association  was 
quite  sufficient  to  warrant  them  in  laying  the  foundation  ot  what 
he  hoped  would  be  a  considerable  structure  before  very  long,  in 
his  own  mind,  he  did  not  agree  with  those  who  had  any  idea  ot 
withdrawing  sympathy  or  support  from  what  had  been  referred  to 
as  the  parent  body  of  gas  managers.  He  thought  there  was  plen  y 
of  room  for  one  central  body  and  for  District  Associations  as 
well.  It  seemed  to  him  very  essential  that  they  should  continue 
their  support  to  The  Gas  Institute,  because  it  was  important  that 
there  should  be  some  thoroughly  general  representative  body 
to  speak  with  authonty  upon  gas  matters. 
there  were  undoubtedly  local  circumstances  which  they  e 
or  less  weighty,  and  which  could  be  more  thoroughly  iscusse  y 
a  body  of  gentlemen  who  themselves  had  to  manage  works  situated 
within  certain  localities.  They  would  find  an  Association  ex¬ 
tremely  useful.  They  were  all  concerned  in  the  inanagement  ot 
the  same  business,  and  their  deliberations  and  their  visits  to  one 
another’s  works  would,  no  doubt,  do  something  to  improve  and 
perfect  their  education. 

The  proposition  was  then  carried  unanimously. 

Rules.  .  . 

The  Chairman  said  that,  having  decided  to  forin  an  Association, 
the  Secretary  would  read  the  rules  which  he  had  drawn  up. 

The  Secretary  having  read  the  rules  he  had  prepare  ,  y 
were  discussed  seriatim,  and  certam 

By  Rule  1,  the  title  of  the  Association  is  The  Eastern  Counties 
gL  Managers’  Association.”  Rule  2  says  :  ”  That  this  Association 
shall  consist  of  engineers,  managers,  or  secretaries  exclusively 
engaged  upon  gas-works,  in  the  service  of  gas  companies  or  local 
authOTitiesJ’  Rule  5  declares  that  there  shall  not  be  less  than  four 
members  of  Committee.  The  tenth  rule  states  that  the  meetings 
are  to  be  held  on  the  third  Wednesday  m  March  and  the  third 
Wednesday  in  September  each  year. 

The  First  Members. 

On  the  motion  of  Mr.  F.  Weller  (Southtown,  Yarmouth),  it  was 
decided  to  enrol  the  gentlemen  who  had  promised  to  support  the 
Association— see  list  given  above— as  members.  -The  name  ot 
Mr.  F.  A.  Ward,  of  Amersham,  was  afterwards  adUeU. 

Election  of  Office-Bearers. 

Mr.  Greaves  proposed  that  the  Chairman  that  day  should  be 
elected  the  first  President  of  the  Association.  He  did  not  think 

tbcv  could.  bSiVO  r  better  mRU.  j  t>  * 

Mr.  Barton  thought  that  Mr.  Barratt  would  make  a  good  Presi¬ 
dent,  as  he  had  had  a  great  deal  of  experience. 

The  motion  was  carried  nem.  con.  ^ 

The  President  briefly  acknowledged  the  honour  conferred  upo 
him,  and  assured  the  members  that  he  would  do  the  best  he  could 

*^'^OnUie  motion  of  Mr.  Wimhurst,  seconded  by  Mr.  Carter,  Mr. 

®  M™  of  Mr.  Wimhurst  a.  S.cre- 

tary  and  Treasurer.  _  , 

Mr.  Heydon  seconded  the  motion,  which  was  earned. 

Messrs.  Best,  Carter,  Greaves,  and  Heydon  were  next  elected  to 
serve  as  the  Committee;  and  Messrs.  Weller  and  Yorston  were 
appointed  to  the  position  of  Auditors. 

Place  of  First  General  Meeting. 

The  President  suggested  that  Grantham  should  be  the  p  ace  o 
the  first  general  meeting  ;  and  thereupon 

The  Secretary  proposed  that  the  first  general  meeting  shou  d 
be  held,  on  the  third  Wednesday  in  March  next,  at  Grantham. 

Mr.  Weller  seconded  the  proposition,  which  was  carried. 

Papers. 

The  Secretary  observed  that  they  would  require  one  or  two 

l.e  ve,y  much  f-m^^ 
advanced  in  the  current  issue  of  the  Journal  of  Gas  Lightin 
—that  it  should  not  be  a  sine  qua  noR  that  there  j 

He  considered  that  free-and-easy  discussions  upon  “^t^s  of 
interest  to  all  the  members  would  do  them  more  good  than  lon„ 
papers, 
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Mr.  Greaves  concurred  in  Mr.  Carter’s  remarks. 

Mr.  WiMHURST  said  that  at  all  events  they  would  have  the 
Inaugural  Address  by  the  President  at  the  next  meeting. 

Votes  of  Thanks. 

Mr.  Carter  moved  that  a  vote  of  thanks  be  given  to  Mr.  Wim- 
hurst  for  the  patient  labour  he  had  bestowed  on  the  formation  of 
the  Association  ;  as  well  as  to  the  President  for  presiding,  and  to 
Mr.  Barton. 

Mr.  Yorston  seconded  the  motion,  which  was  heartily  con- 
tirmed. 

A  vote  of  thanks  having  been  passed  to  the  Directors  of  the 
Peterborough  Gas  Company  for  the  loan  of  the  room,  the  pro¬ 
ceedings  were  broirght  to  a  close. 

Some  of  the  members  afterwards  made  a  toirr  round  the  gas¬ 
works  ;  being  accompanied  by  Mr.  Barton,  who  very  courteously 
afforded  all  desired  information. 


SOUTH-WEST  OF  ENGLAND  DISTKICT  ASSOCIATION 
OF  GAS  MANAGERS. 

The  Half-Y'early  Meeting  at  Weston-super-Mare. 

We  conclude  to-day  the  extended  report  of  the  proceedings  at 
the  recent  meeting  of  the  South-West  of  England  Association  of 
Gas  Managers.  At  the  close  of  the  discussion  on  Mr.  Davis’s 
paper,  on  “  Naphthalene,”  the  attention  of  the  members  was 
directed  to  the  subject  of 

Gasholders  with  Spiral  Guides. 

The  President  said  that  Mr.  W.  Gadd,  of  Manchester,  had 
been  kind  enough  to  bring  models  of  his  patent  system  of  gas¬ 
holder  construction  to  show  the  members  ;  and  he  would  now  ask 
that  gentleman  to  explain  them  to  the  meeting. 

Mr.  Gadd  said  that  he  would  briefly  describe  his  invention, 
beginning  with  the  model  of  the  single-lift  holder.  He  would 
cause  it  to  rise  ;  and  it  would  be  seen  that  it  was  guided  from  the 
bottom  entirely,  there  being  no  columns  or  girders  above  the 
ground.  Yet  it  was  held  rigidly  all  round  the  bottom  ;  each  guide 
forming  a  holding  point.  Taking  a  hat,  he  might  illustrate  the 
ordinary  way  of  supporting  a  holder  with  columns  and  framing,  by 
supporting  the  hat  on  a  stick  from  the  centre  of  the  crown  inside  ; 
but  in  his  system,  the  hat  would  be  held  down  at  points  equi¬ 
distant  round  the  rim.  The  rollers  played  in  lines  preferably  tan¬ 
gential  ;  but  this  was  in  no  wise  a  part  of  his  system.  They  could 
be  radial  if  desired.  The  guides  in  the  tank,  instead  of  being  ver¬ 
tical,  were  disposed  at  an  angle,  forming  a  spiral,  or  quick  thread 
of  a  screw.  The  angle  might  range  from  45"  to  60°  ;  and  anything 
between  these  limits  was  workable-  Each  roller  formed  a  point  of 
support ;  so  that  the  holder  was  held  in  just  as  many  places  round 
the  ring  as  there  were  guides.  In  the  model  before  them  there 
were  six.  Each  roller  formed  a  solid  bearing;  rendering  the  holder 
as  stable  as  if  it  was  resting  on  the  floor.  There  was  first  a  slight 
play  on  the  bearings ;  and  then  the  whole  structure,  holder 
and  tank,  could  be  turned  bodily  over  as  if  one  piece — 
the  holder  being  gripped  by  the  guides  as  in  a  vice.  The 
holder  formed  a  cantilever  of  the  elbow  kind  —  the  height 
being  the  extent  of  one  limb,  and  the  diameter  that  of  the  other  ; 
so  that  if  the  wind  pressure  was  concentrated  at  the  top,  the  resist¬ 
ing  leverage  would  still  be  much  longer  than  the  acting  leverage. 
Another  advantage  obtained  was  that  the  pressure  was  rendered 
vertical.  The  shallower  the  holder,  the  more  capable  of  resistance 
did  it  become  ;  and  in  this  respect  it  was  just  contrary  to  the  ordi¬ 
nary  system.  He  could  make  a  very  shallow  frying-pan-like  holder 
that  would  be  perfectly  stable.  To  illustrate  the  effect  of  unequal 
loading,  such  as  an  accumulation  of  snow  on  one  part  of  the  top, 
he  would  place  a  pile  of  lead  weights  near  the  circumference  ;  and 
it  would  be  seen  that  the  holder  rose  and  fell  vertically,  without 
tilting  or  straining.  This  showed  that  under  any  circumstances 
the  strain  on  the  guides  was  perfectly  vertical.  There  could  be  no 
tilting,  because  the  guides  pointed  in  opposite  directions  on  oppo¬ 
site  sides  of  the  tank ;  and  therefore  the  rollers  were  gripped  as 
between  the  blades  of  a  pair  of  shears.  He  then  showed  the  work¬ 
ing  of  the  three-lift  model  holder.  The  principle  of  his  invention, 
he  went  on  to  say,  was  not  affected  by  the  manner  in  which  the 
rollers  and  guides  were  designed  ;  for  instance,  the  rollers  might 
be  fixed  on  the  tank,  and  the  guides  on  the  holder  if  preferred. 
The  rollers  could  be  built  in  the  tank,  in  recesses  of  solid  masonry, 
or  the  same  might  serve  for  the  guides.  In  fact,  the  actual  working 
arrangements  might  be  modified  in  any  practical  way.  The  whole 
depended  on  the  screw  action.  The  three-lift  holder  might  be 
compared  to  three  screws,  one  inside  the  other.  The  interior 
framing,  especially  of  telescopic  holders,  would  have  to  be  modified 
considerably  to  meet  his  system.  The  uprights  could  be  made 
triangular  in  form,  with  base  at  the  bottom  of  the  curb,  which 
would  give  more  strength,  and  at  the  same  time  use  no  more 
weight  of  metal.  The  rollers  could  be  double  flanged,  single 
flanged,  or  made  in  pairs  without  any  flanges,  having  the  guide 
between  them. 

Mr.  Walter  Fiddes  (Bristol)  said  he  remembered  that,  when  he 
was  a  boy  his  father  made  a  model  holder  without  columns  and 
girders,  guided  by  a  central  column,  having  a  coarse  screw  on  it 
for  the  rollers  to  work  in.  He  asked  if  Mr.  Gadd  had  any  ideaofthe 
increased  pressure  that  would  be  given  Viy  a  holder  on  his  system, 
as  compared  with  the  ordinary  ones  ?  Suppose,  as  was  often  the 
case,  that  100,000  cubic  feet  of  gas  per  hour  were  being  delivered 
into  the  holder,  and  300,000  feet  per  hour  were  passing  out  at  the 
same  time.  Circumstances  would  differ  from  the  ordinary  working. 


because  there  would  be  the  effect  of  the  lateral  motion,  and  also 
the  fact  that  the  bottom  must  be  heavier.  The  conversion  of  all 
wind  pressure,  &c.,  into  a  downward  vertical  strain  would  tend  to 
influence  the  degree  of  pressure  given  by  the  holder.  A  heavy 
wind  would  increase  the  pressure.  In  connection  with  wind 
pressure,  he  would  ask  if  the  sucking  or  vacuum  on  the  lee  side, 
as  well  as  the  direct  force  on  the  windward  side,  had  been  taken 
into  consideration.  This  was  very  considerable,  and  acting  in  the 
same  direction  practically  increased  the  wind  pressure.  He  had 
known  the  barometer  on  the  lee  side  of  a  holder,  during  a  strong 
wind,  to  stand  8-lOths  of  an  inch  lower  than  on  the  wind  side.  So 
the  real  wind  pressure  was  really  represented  by  that  experienced 
on  the  windward  side,  plus  the  exhaust  on  the  lee  side.  There  was 
much  difference  of  opinion  with  reference  to  wind  pressure,  the 
range  over  which  it  should  be  taken,  &c. ;  and  he  thought  that 
very  few  really  understood  the  force  of  wind. 

The  President  believed  that  the  models  before  them  to  some 
extent  represented  the  gasholders  of  the  future,  though  all  might 
not  live  to  see  them.  Mr.  Gadd  had  kindly  attended  the  meeting 
at  only  a  day’s  notice  ;  and  he  had  given  a  very  interesting  descrip¬ 
tion  of  his  invention. 

Mr.  Gadd  thought  that  the  difference  of  pressure  between  a 
holder  on  his  system  and  one  on  the  ordinary  plan  would  not  be 
appreciable.  Certainly  in  bis  case  there  was  a  slight  lateral  motion 
to  overcome  ;  but  when  the  holder  was  floating  in  water  like  a  ship, 
the  force  required  for  this  would  be  very  slight.  A  boat  could  be 
pulled  along  in  still  water  with  very  small  force,  and  twisted  round 
with  still  less  ;  and  there  was  only  the  slight  twisting  action  to  be 
overcome  in  his  holder.  This  might  make  it  a  trifle  lighter  in  rising 
and  a  trifle  heavier  in  falling ;  but  he  could  say  that  it  was  so 
slight  as  to  be  quite  inappreciable  in  the  models,  and  he  had  tried 
one  model  6  feet  in  diameter.  It  was  simply  a  matter  of  the  fric¬ 
tion  of  the  core  of  gas  on  the  water  and  iron,  and  also  of  the  part 
of  the  iron  that  was  immersed  on  the  water.  As  to  the  force  of  the 
wind,  the  Tay  Bridge  disaster  showed  our  want  of  knowledge  on 
the  subject ;  but  he  had  calculated  on  the  data  usually  accepted  by 
engineers.  No  doubt  there  was  a  violent  wind  action  exerted  over 
a  small  space  at  times.  He  thought  his  experiments  showed  that 
the  degree  of  stability  afforded  by  his  plan  was  far  greater  than  that 
of  ordinary  columns  and  guide-framing.  He  hoped  before  long 
to  institute  a  series  of  tests,  carried  out  to  point  of  fracture,  which 
would  effectually  determine  this  point.  He  would  be  quite  satis¬ 
fied  to  submit  his  system  to  any  test  of  that  kind,  to  see  whether 
a  greater  force  would  be  required  to  determine  fracture  than  in  the 
ordinary  holder. 

Mr.  A.  Thomas  (West  Cowes)  read  the  following  description  of 

A  Pressure-Gauge  having  no  Fixed  Joints. 

Pressure-gauges,  as  you  are  aware,  although  only  small  articles, 
are  very  important  ones  in  gas-works.  We  frequently  look  at 
them  as  we  pass  from  one  part  of  the  works  to  another,  and  become 
so  used  to  seeing  the  water-line  at  about  one  height  that  I  think  if 
it  altered  only  half  an  inch  we  should  detect  it.  The  pressure- 
gauge  is  the  manager’s  friend,  as  it  gives  him  timely  warning  of 
any  coming  stoppage.  It  is  the  “  weather-glass”  of  a  gas-works 
— the  foreteller  of  coming  trouble  ;  and  although  the  manager 
dreads  the  stoppage  especially  in  winter,  yet  he  is  pleased  to  know 
of  its  approach  before  it  actually  takes  place.  What  could  we  do 
without  the  pressure-gauge ;  and  yet  what  appliance  is  there  so 
frequently  out  of  order.  In  saying  this,  I  allude  to  gauges  used 
for  foul  gas.  How  often  has  it  occurred  that,  when  some  of  the 
men  have  reported  that  something  is  wrong  at  the  condenser  or 
scrubber,  or  that  gas  is  “  blowing  ”  at  such  a  point,  and  we  go  to 
the  gauge  to  find  out  what  increase  of  pressure  there  is,  we  cannot 
even  see  the  water  in  the  glass,  it  being  so  foul.  Then  comes  the 
scolding  of  the  man  whose  place  it  is  to  keep  the  gauges  clean  ;  but 
all  the  scolding  in  the  world  does  not  rectify  the  matter.  It  must 
be  cleaned  ;  and  how  often  the  glasses  are  broken  in  doing  so  ? 
Then  a  gauge  has  to  be  brought  from  some  other  part  of  the  works, 
and  valuable  time  is  spent  in  removing  and  refixing.  The  question 
is  asked,  “  Why  is  the  gauge  not  kept  clean  ?  ”  and  the  real  cause 
is  found  to  be  that  the  men  dread  the  cleaning,  as  the  glasses  so 
frequently  break  with  the  least  touch.  I  believe  the  men  would 
prefer  working  up  to  their  elbows  in  tar  than  have  to  clean  some 
of  the  gauges  in  use  at  the  present  day  ;  and  the  question  with  me 
has  been.  Why  are  gauges  so  complicated  and  delicately  made  ? 

The  pressure-gauges  of  the  present  day  that  I  have  seen  are 
altogether  behind  the  times.  Efforts  have  been  made  to  beautify 
their  outward  appearance  ;  but  very  little  has  been  done  to  simplify 
them.  Many  of  them  are  so  tender  that  the  least  touch  breaks 
them  ;  and  some  will  break  even  without  a  touch.  So  long  as 
glass  is  fixed  to  brass  or  any  other  metal,  just  so  long  will  the 
gauges  be  a  trouble  and  a  nuisance  to  both  man  and  master. 

Some  years  ago,  when  at  Alton,  I  had  a  serious  stoppage  on  the 
works  ;  and  when  I  went  to  the  gauge  to  examine  the  pressure,  the 
glass  was  so  foul  that  I  could  not  see  the  water-line,  and  trying  to 
clean  it  in  a  hurry,  as  a  matter  of  course,  I  broke  it.  It  being  ne¬ 
cessary  to  know  the  pressure  at  once,  I  obtained  a  long  bottle  ;  and, 
putting  a  piece  of  glass  tube  into  it,  used  it  as  a  pressure-gauge,  and 
from  that  I  took  my  first  idea  of  the  gauge  you  have  now  before  you. 
I  do  not  for  a  moment  claim  that  using  two  glass  tubes,  one  inside 
the  other,  is  new,  in  whatever  form  they  may  be;  but  the  general 
arrangement  of  the  gauge,  together  with  the  rule  being  in  the  centre, 
acting  for  two  gauges,  is  new — at  least,  the  Patent  Office  admitted 
it  was  so,  for  they  granted  a  patent  for  it.  The  gauge  is  made  of 
glass  tubes  one  inside  the  other.  The  brass  mountings  are  steel 
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bronzed,  or  can  be  plated.  The  rule  is  made  of  boxwood  ;  and  the 
wooden  back  is  polished.  ,  , 

I  think  with  the  ordinary  gauges  there  are  as  many  glasses  broken 
by  expansion  and  contraction  of  the  metals  surrounding  them,  as 
there  are  by  the  men  when  cleaning  them  ;  but  in  the  case  ot  tne 
one  before  you,  there  is  no  possibility  of  breakage  from  uiidue  ex¬ 
pansion  or  contraction,  for  the  reason  that  there  are  no  fixed  joints. 
What  I  have  aimed  at,  in  producing  the  present  gauge,  has  been  to 
do  away  with  the  trouble  the  ordinary  gauges  give  m  cleaning,  ana 
the  risk  of  breakage  when  doing  so.  This  I  think  you  will  admit, 

I  have  accomplished.  Then,  again,  I  have  aimed  at  making  a 
gauge  that  can  be  easily  cleaned  by  an  ordinary  man  or  boy  upon 
the  works,  and  one  that  requires  no  skilled  labour  to  fax.  J-fais  i 
think  you  will  also  admit  I  have  done. 

The  kind  of  gauge  required  for  use  in  a  gas-works  where  tlie 
pressure  of  crude  gas  has  to  be  ascertained,  is  one  that  stands  out 
bold  and  clear,  and  in  which  the  water-line  can  be  plainly  seen. 
Such  a  gauge  you  have  before  you.  We  want  a  gauge  that  can  be 
handed  about  without  the  fear  of  breakage— a  something  without 
the  delicacy  of  the  present  style  of  gauge ;  so  that,  if  it  should  be 
broken  by  accident,  it  can  easily  be  repaired.  Another  thing  abou 
a  gauge  is  that  it  should  be  so  made  that  it  can  be  taken  from  one 
place  to  another  for  use,  if  required,  without  any  trouble  in  taking 
down  or  refixing  ;  and  with  my  gauge,  all  that  it  is  necessary  to  do 
is  to  loosen  the  flexible  tube,  lift  it  from  the  nail,  and  it  is  ready 
for  use  in  a  moment  where  required.  1 1  n 

While  I  am  mentioning  the  fixing  of  gauges,  I  should  like  to 
say  that  when  preparing  the  pipes  for  them,  it  is  best  to  bring 
them  up  the  walls  on  either  side,  and  fix  the  tap  below  the  gauge, 
and  finish  with  a  T  3  inches  above  the  gauge,  taking  the  sup^y 
from  the  side  outlet,  and  fix  a  small  tap  upon  the  top  of  the  X- 
If  this  is  done,  you  will  have  a  supply  of  air  between  the  lower 
tap  and  the  water  in  the  glass  tube,  instead  of  crude  gas  ;  and  it 
these  taps  are  turned  once  a  day,  so  as  to  allow  the  Vv'ater  to  run 
level,  the  gauges  will  operate  for  a  long  time  without  getting  dis¬ 
coloured,  as  you  will  have  air  only  pressing  upon  the  water.  Nine 
inches  of  flexible  tube  is  sufficient  for  each  gauge. 

Then  another  thing  about  a  gauge  is  its  cost.  I  am  fold  that 
the  price  charged  for  12-inch  gauges  and  upwards  is  Is.  6d.  per 
inch.  This,  however,  does  not  apply  to  gauges  under  12  inches  ; 
for  the  one  upon  the  table  is  a  6-inch,  and  cost,  I  believe,  14s.  6d. 
When  you  examine  it,  I  do  not  think  you  will  consider  it  is  dear.  It 
is  a  fair  sample  of  an  ordinary  gauge,  well  made,  and  manufactured 
by  a  good  firm ;  but  there  it  is,  both  glasses  are  broken,  and  that 
without  the  help  of  man.  It  was  broken  by  expansion  or  contrac¬ 
tion  while  hanging  in  the  office.  I  may  say  it  broke  itself  ;  but, 
the  one  I  bring  before  you  to-day  is  not  guilty  of  such  tricks,  for 
in  it  nothing  is  set  fast,  yet  sufficiently  fixed  to  produce  a  good, 
useful,  and  reliable  gauge.  As  they  are  made  chiefly  for  use  where 
the  pressure  of  crude  gas  has  to  be  indicated,  and  where  it  is 
necessary  to  have  both  inlet  and  outlet  before  you,  they  are  made 
in  pairs,  and  commence  at  12  inches,  though  shorter  can  be  ma,de 
if  required  for  the  inlet  and  outlet  of  governors,  where  excessive 
pressure  is  not  likely  to  be  met  with. 

The  question  of  marking  the  rule  has  been  raised.  Some  gentle¬ 
men  think  it  should  commence  at  the  bottom,  others  that  it  should 
bet^in  at  the  top.  I  have  some  made  both  ways,  and  have  come  to 
the  conclusion  that  it  would  be  better  to  mark  them  at  the  inches 
with  the  figures  10  to  20,  and  so  on,  from  one  end  of  the  rule  to  the 
other.  To  have  a  zero  upon  a  rule  is  a  farce  ;  for  if  you  \yater  the 
o'auge  to  zero  to-day,  how  long  does  it  stay  there.  Which  of  us 
here  can  remember  if  the  water  was  at  zero  when  we  left  the  works 
to  attend  this  meeting,  and  which  of  us  will  complain  if  it  is  not 
at  zero  when  we  return.  If  the  inch  lines  are  carried  across,  and 
the  half-inch  lines  half-way  across,  you  then  have  all  that  is  neces¬ 
sary  for  ordinary  working  purposes,  without  the  tenths  being  upon 
the  rule.  I  am  now  speaking  of  the  manufacturing  department. 
For  “  finished  ”  gas,  I  admit  that  tenths  are  required  ;  but  as  it  costs 
nothing  to  put  them  on,  perhaps  it  is  as  well  to  let  them  appear. 

Discussion. 

Mr.  J.  J.  Jervis  (New  Swindon)  said  he  had  pleasure  in  testify¬ 
ing  to  the  efficiency  of  Mr.  Thomas’s  gauge;  having  used  one 
similar  to  it  at  his  own  works  for  the  last  six  years.  But  he  put 
india-rubber  stoppers  at  the  bottom  of  the  large  tubes  in  preference 
to  making  them  solid.  In  this  form  the  water  was  never  blown 
out;  and  he  would  not  think  of  returning  to  the  old  U-tube  gauge. 
He  exhibited  the  gauge  referred  to,  which  was  made  years  ago 

from  his  own  design.  ,  ,  ,  ,  ,  i.  j  u  j 

Mr.  H.  G.  Crowe  (Wellington)  remarked  that  he  too  had  had  a 
gauge  on  a  similar  principle,  consisting  of  a  glass  tube  immersed 
in  an  hydrometer  glass,  in  use  for  some  years.  It  was  made  by 

Mr.  Lowe.  ,  i  j 

Mr.  J.  Lowe  (Weymouth)  thought  that  Mr.  Thomas  had  put  a 
new  dress  on  a  very  old  friend.  He  had  known  the  principle  for 
25  years.  About  five  years  ago,  he  was  induced  to  desigii  a  new 
gauge  for  his  exhauster-house;  and  he  fell  back  on  this  plan, 
adopting  with  it  the  method  of  making  a  rubber  joint  for  a  steam- 
gauge.  He  had  only  used  this  arrangement  (which  he  exhibited  to 
the  meeting)  on  the  exhauster.  It  consisted  of  an  hydrometer 
glass,  and  an  inner  tube,  kept  in  position  by  metal  clarnps,  and 
graduated  in  inches.  The  gas  supply  was  connected  to  this  by  the 
steam-joint  above  named.  He  preferred  that  the  inner  glass  tube 
should  be  of  the  kind  lately  adopted  for  boilers  ;  having  an  opaque 
half  with  a  thin  red  line,  as  this  clearly  showed  the  water-level. 
The  advantage  of  this  form  of  gauge  was  that  it  showed  the  vacuum 


as  well  as  the  pressure  on  the  one  tube.  It  could  be  very  easily 
fixed,  or  made  up  to  any  length;  and  his  was  provided  with  an 
air-cock  on  the  top.  It  was  easily  cleared  ,  and  he  strongly  reconi- 
mended  it  as  superior  to  the  ordinary  form  of  gauge._ 

Mr.  S.  W.  Durkin  (Southampton)  said  he  had  tried  one  oi  Mr. 
Thonias’s  gauges,  and  used  it  in  conjunction  with  one  of  the  ordinary 
U -shape.  With  regard  to  the  latter,  he  was  occasionally  troubled 
by  the  glass-tubes  breaking.  He  connected  up  with  rabber  joints ; 
and  if  the  ordinary  gauge  had  a  plug  at  each  end  of  the  tube,  there 
was  not  much  difficulty  in  keeping  it  clean. 

Mr.  W.  Fiddes  (Bristol)  said  that  this  form  of  gauge  was  very 
old.  One  pattern,  made  of  tin,  would  have  been  seen  by  many 
present.  There  was  an  outer  cylinder  5  or  6  inches  m  diameter, 
and  an  inner  tube;  the  gas  being  admitted  to  the  space  surround- 
in^r  the  tube.  There  was  a  float,  having  a  wire  pointer  which 
extended  above  the  inner  tube,  and  worked  in  conjunction  with  an 
index,  and  also  a  little  whistle  which  sounded  when  a  certain 
pressure  or  exhaust  was  exceeded. 

The  President  said  that,  while  there  was  nothing  new  under 
the  sun,  Mr.  Thomas  had  certainly  shown  an  apparatus  which 
was  a  great  improvement  on  the  ordinary  form  of  puge.  One 
would  hardly  think  a  simple  pressure-gauge  could  be  the  subject  ot 
so  much  discussion.  With  regard  to  the  escape  of  gas  in  blowing, 
he  observed  that,  in  Mr.  Lowe’s  arrangement,  a  very  considerable 
quantity— enough  to  cause  an  explosion— could  get  out  m  this  way. 
In  the  old  gauge  the  tubes  were  smaller,  so  there  would  not  be 
so  much  loss.  Therefore  the  smaller  the  diameter  of  the  centre 

tube,  the  better.  .  ,  ,  -  i 

Mr.  Thomas  was  glad  so  much  attention  had  been  given  to 
gauges,  which  had  always  seemed  to  him  to  be  rather  neglected. 
As  to  the  principle,  he  had  used  it  for  the  last  18  years  or  more  ; 
but  having  a  little  spare  time  lately,  he  devoted  it  to  designing  a 
simple  and  cheap  form  which  could  be  easily  cleaned  and  was  not 
liable  to  be  broken. _ 

Votes  of  Thanks. 

This  being  the  last  item  on  the  programme  of  business, 

Mr.  Lowe  said  he  was  very  pleased  to  propose  a  cordial  vote  of 
thanks  to  the  gentlemen  who  had  contributed  to  the  proceedings 
at  the  meeting ;  and  he  would  couple  with  the  vote  the  name  of 
Mr.  Gadd,  who  had  travelled  a  long  distance  in  order  to  be  present 
and  explain  his  most  interesting  invention.  _ 

Mr.  T.  W.  R.  White  (Sherborne)  seconded  the  proposition  with 
pleasure,  as  the  proceedings  that  day,  he  was  sure,  had  furnished 
most  useful  information  to  all  present.  He  had  been  pleased  not 
only  with  the  papers,  but  with  the  discussions,  and  the  practical 
exposition  given  by  Mr.  Gadd,  who  also  had  greatly  enhanced  the 
interest  attaching  to  his  invention  by  the  exhibition  of  models, 
which  were  so  much  more  easy  to  understand  than  diagrams. 

The  proposition  was  unanimously  carried. 

Mr.  Gadd  said  that,  as  a  visitor,  he  was  pleased  to  respond  on 
behalf  of  himself  and  those  gentlemen  who  had  contributed  papers. 
It  was  a  pleasure  to  him  to  be  present ;  and  he  desired  to  acknow¬ 
ledge  the  courtesy  and  kindness  he  had  received. 

Mr.  T.  Hardick  (Salisbury)  proposed  a  vote  of  thanks  to  the 
President  for  the  energetic  and  able  manner  in  which  he  had  con¬ 
ducted  the  affairs  of  the  Association  during  the  past  year. 

Mr.  Crowe  seconded  the  proposition,  which  was  agreed  to. 

The  President,  responding  to  the  vote,  said  that  he  deeply  felt 
the  kindness  of  the  Association,  in  the  first  place  in  putting  him 
into  the  honourable  position  of  President,  and  subsequently  for 
the  kind  support  extended  to  the  very  inefficient  way  m  which  he 
had  carried  out  his  duties.  No  one  could  exceed  him  in  desiring 
the  success  of  the  Association  ;  and  he  had  endeavoured  to  secure 
it  so  far  as  his  abilities  would  peimit.  If  he  had  failed,  it  was  not 
because  he  had  not  tried,  and  if  he  had  succeeded,  it  was  with  the 
aid  of  the  members  generally.  One  duty  he  had  to  fulfil  before 
sitting  down,  and  that  was  to  propose  a  very  hearty  vote  of 
thanks  to  the  Honorary  Secretary  and  Treasurer,  who  was  a  right 
hand  to  the  President.  In  fact,  he  thought  the  President  was  only 
a  sort  of  ornamental  head. 

Mr.  Durkin  seconded  the  motion,  remarking  that  he  was  sure 
the  Honorary  Secretary  had  helped  the  Association  on  in  every 
possible  way. 

The  proposition  having  been  carried,  ,  i  ■ 

Mr.  Humphrys  replied,  expressing  his  gratification  at  the  kindly 
appreciation  extended  to  his  endeavours,  and  warning  the  members 
not  to  depend  too  much  on  their  officers,  but  to  bear  in  mind  that 
the  success  of  Associations  such  as  these  depended  principally  on 
the  exertions  of  each  member  in  attending  the  meetings  whenever 
possible,  in  providing  papers,  taking  part  in  the  discussions,  and 
suggesting  subjects  for  consideration. 

The  meeting  then  terminated. 

We  learn  from  the  American  Gaslight  Journal  that  a  son  of 
Mr.  E.  P.  Spice,  C.E.,  of  Westminster,  has  been  appointed  Gas 
Inspector  at  Brooklyn,  N.Y. 

The  absconding  Town  Clerk  of  Salford  (Mr.  J .  Graves)  having 
been  adjudicated  bankrupt  on  the  petition  of  a  lady  creditor  foi 
i;818  6s.,  the  first  statutory  meeting  of  creditors  took  place  on  the 
25th  ult.,  at  the  offices  of  the  Official  Receiver  in  Bankruptcy  in 
Manchester.  Proofs  to  the  amount  of  i;'3805  had  been  lodged  ; 
among  them  being  the  £655  15s.  6d.  claimed  by  the  Corporation  of 
Salford.  A  trustee  was  appointed,  and  a  day  fixed  for  the  public 
examination.  It  was  stated  that  if  the  debtor  did  not  appear,  a 
warrant  would  be  applied  for  to  arrest  him. 
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THE  LIGHT-GIVING  POWER  OF  GERMAN  CANDLES 
OF  VARIOUS  MAKES. 

A  recent  number  of  the  Journal  des  Usines  a  Gas  contained  the 
tabulated  results  of  some  experiments  very  carefully  carried  out  by 
Herren  A.  Bunte  and  Scheithauer,  with  the  object  of  ascertaining 
the  illuminating  power  of  various  kinds  of  candles  of  German 
make.  The  figures  given  below  show  the  conclusions  arrived  at  by 
the  experimenters,  as  far  as  regards  stearine  candles  of  the  best 
quality  (of  which  the  characteristic  is  the  perfect  whiteness  of  the 
material),  and  paraffin  candles  of  an  opal-white  colour.  The  heights 


Dimensions  and  weights —  ,  -  — 

Length,  in  centimetres .  28'6  .  .  25’7 

Diameter,  do .  2’0  .  .  2  0 

Average  weight,  in  grammes .  79'1  ,  .  74  9 

Wicks  and  combustible  material — 

Weight  per  metre,  in  grammes .  0  908  ..  1’29 

Fusion  and  solidification  points,  in  centi¬ 
grade  degrees .  64°-66°  .  .  SO^-Sl® 

Consumption  per  hour,  in  grammes  .  .  .  8'570  .  .  9'636 

Heights  of  flame,  in  millimetres — 

Maximum .  50  .  .  51 

Minimum .  47  .  .  48 

Ordinary .  48  . 50 

Luminous  intensity  in  English  candles — 

Maximum .  1'18  .  .  1'28 

Minimum .  I’Ol  .  .  1’20 

Mean .  1-09  .  .  1'23 

Consumption  per  candle  per  hour,  in  grammes  .  .  7’868  .  .  7’835 

Number  of  candle-hours  per  kilogramme  ....  127’000  .  .  127’600 


of  flame  were  measured  by  the  Kruss  method  ;  and  readings  were 
I  taken  every  half  minute  during  a  quarter  of  an  hour.  The 
luminous  intensity  was  ascertained  by  means  of  a  Bunsen  photo¬ 
meter  ;  the  unit  of  light  being  a  Hefner- Alteneck  amyl-acetate 
lamp,  equivalent,  on  an  average,  to  the  English  candle.  It  will 
be  seen  from  the  figures  how  difficult  it  is  to  assign  an  exact  light¬ 
giving  value  to  a  candle,  of  which  the  weight,  hourly  consumption, 
and  luminous  intensity  vary  (within  very  wide  limits)  with  the 
make,  and  consequently  render  anything  like  effective  comparison 
impossible. 


Stearine  Candles.  Paraffin 

—  - ^  Candles. 


1900 

25-6 

28-0 

29-6 

24-0 

2-40 

2-1 

2-0 

2-1 

2-0 

77-86 

78-6 

78-1 

96-1 

70-3 

2-15 

1-58  . 

1-24  . 

1-68 

1-13 

55°-58°  . 

54°-56°  . 

50°-53°  . 

51°-56°  .  . 

54°-56° 

10-89 

9-84  . 

9-57  . 

10-36  .  . 

8-46 

73 

60 

57 

63  .  . 

63 

57 

53 

52 

57  .  . 

55 

67 

57 

55 

60  .  . 

60 

2-10  . 

1-20  . 

1-33  . 

1-40  .  . 

1-50 

1-60  . 

1-08  . 

1-13  . 

1-13  .  . 

1-23 

1-79  . 

1-13  . 

1-24  . 

1-32  .  . 

1-35 

6-08  . 

8-71  . 

7-72  . 

7-84  .  . 

6-273 

16400  . 

114-80  . 

129-50  . 

127-40  .  . 

159-400 

A  DISTRICT  SURVEYOR  ON  THE  SUPPLY 
OF  WATER. 

At  the  last  Annual  Meeting  of  the  Association  of  Municipal  and 
Sanitary  Engineers  and  Surveyors,  held  in  London,  a  paper  on  the 
subject  of  “  Water  Supplj'”  was  presented  by  Mr.W.  Santo  Crimp, 
Assoc.  M.  Inst.  C.E.,  F.G.S.  The  following  is  an  abstract  of  the 
communication : — 

The  author  commenced  by  saying  that  pure  water  is  an  absolute 
necessity  for  the  domestic  uses  of  mankind ;  and  where  persons 
congregate  together  in  large  towns,  the  problem  of  its  supply  is 
frequently  one  difiicult  of  solution.  The  quantity  necessary  for  the 
various  uses  of  the  community  is  the  first  aspect  of  the  question. 
During  the  seven  years  1880-7,  the  average  volume  of  water  sup¬ 
plied  per  head  per  day  in  London  was  31’32  gallons  ;  the  maximum 
rate  of  supply  was  34'53  gallons  ;  and  the  minimum,  28'12  gallons. 
The  maximum  rate  of  supply  is  in  the  months  of  July  and  August ; 
whilst  the  minimum  is  during  December,  January,  February,  and 
March.  It  will  be  observed  that  the  mean  rate  of  supply  is 
exceeded  by  very  nearly  10  per  cent,  during  the  summer ;  whilst  in 
winter  the  consumption  is  about  10  per  cent,  below  the  mean.  To 
be  accurate,  the  range  between  the  minimum  and  maximum  is,  as 
nearly  as  possible,  22  per  cent. 

Whilst  an  ample  supply  should  be  furnished,  waste  should  be 
strenuously  guarded  against,  since  waste  of  water  is  waste  of 
money ;  and  indeed  during  periods  of  prolonged  drought,  serious 
inconvenience,  if  not  actual  disaster,  may  result  from  a  want  of 
care  in  husbanding  the  stores  of  water  available  for  the  use  of  man. 
The  following  table  will  show  what  has  already  been  done  by  the 
adoption  of  the  very  excellent  system  for  detecting  waste  devised  by 
Mr.  Deacon : — 


Table  of  Water  Supply  to  Towns. 


Town. 

Daily  Supply 
before  \Vaste  was 
stopped,  in 
Gallons  per  Head. 

Present  Supply  in 
Gallons  per 
Head. 

Atlierton . 

no  record 

11-4 

Abergavenny . 

42-0 

17-2 

Bath . 

36-0 

12-0 

Birkenhead . 

24-0 

17-7 

Bolton . 

32-5 

14-8 

Bradford . 

22-5 

14-3 

Carlisle . 

42-5 

24-0 

Chelsea  Water  Company . 

40-0 

16-0 

Chorley . 

not  known 

7-8 

Chester . 

31-0 

13-5 

Clevedon . 

40-0 

20-0 

Exeter . 

60-0 

25-0 

East  London  Water  Company  . 

26-5 

16-1 

Gloucester . 

32-0 

17-0 

Glasgow . 

51-3 

40-8 

Hereford . 

53-0 

24-0 

Hertford . 

38-5 

17-5 

Lambeth  Water  Company  .... 

35-0* 

24 -8t 

Lancaster . 

51-3* 

34-3t 

Liverpool . 

33-5* 

17-01 

New  Eiver  Water  Company  .... 

26 -4t 

14-0§ 

Norwich . 

40 -Of 

15 -0§ 

Portsmouth . 

35 -Of 

18-3ij 

Southampton . 

Southwark  and  Vauxhall  Water  Com- 

60-01 

39-5§ 

pany . 

38 -Of 

22-2ii 

Stamford . 

24-0* 

18 -Of 

Salisbury . 

50-0* 

31-61 

Averages . 

38-6 

20-13 

*  Intermittent.  I  Constant.  §  Exclusive  of  Trade. 

The  table  shows  that  the  proportion  of  waste  is  much  higher 
than  had  been  anticipated ;  and  in  towns  of  the  ordinary  class,  14 
gallons  only  are  used  by  each  person  daily,  and  allowing  6  gallons 


for  trade  purposes,  the  total  is  20  gallons  per  head  per  day.  The 
consumption  of  water  is  not,  as  before  pointed  out,  constant  month 
by  month.  In  the  summer  there  is  an  increased  demand  on  the 
mains  for  water  for  laying  the  dust  on  the  streets,  and  for  sewer¬ 
flushing,  and  other  purposes.  Then  the  water  is  not  drawn  from 
the  mains  at  a  regular  rate  throughout  the  whole  24  hours.  During 
some  of  the  night  hours  very  little  water  is  required,  whilst  in 
the  forenoon  water  is  constantly  being  drawn  for  domestic  and 
other  purposes.  In  laying  down  mains,  therefore,  not  only  must 
increase  of  population  be  provided  for;  but  the  main  must  be 
sufficient  in  size  to  admit  of  the  maximum  daily  demand  being 
satisfied.  Disastrous  results  might  follow  on  the  breaking  out  of  a 
fire  during  the  hours  of  maximum  draught,  should  the  pressure  not 
be  maintained.  If  the  mean  yearly  consumption  be  20  gallons  per 
head,  10  per  cent.,  must  be  added  for  the  summer  requirements  ; 
making  22  gallons  per  head.  Then  this  volume  will  be  doubled 
during  the  hours  of  greatest  consumption  ;  hence  the  main  must 
be  capable  of  delivering  about  44  gallons  per  head,  if  the  generally 
approved  system  of  “  constant  supply  ”  be  adopted. 

The  chief  objections  urged  against  the  supply  of  water  being 
“  intermittent  ”  are  that  the  cisterns  and  other  receptacles  which 
are  necessary  for  storing  a  day’s  supply,  often  become  foul  by 
reason  of  their  position  in  the  roof,  under  floors,  or  elsewhere,  where 
they  are  difficult  of  access.  Dr.  Letheby  stated,  in  giving  evidence 
before  the  Rivers  Pollution  Commissioners,  that  the  water  drawn 
direct  from  the  mains  would  be  cooler  and  less  liable  to  pollution, 
since  the  “  receptacles  of  the  poorer  people  were  often  close  to 
privies,  dirty  cellars,  &c.”  The  chief  objections  to  a  constant 
supply  (as  recorded  in  the  report  of  the  Commissioners)  were  :  (1) 
the  leakage  from  fittings ;  (2)  insufficiency  of  strength ;  (3)  the 
greater  consumption  during  the  forenoon,  rendering  larger  mains 
a  necessity,  and  larger  pumps  where  a  service  reservoir  was  not 
employed  ;  (4)  the  greater  draught  in  the  forenoon  reducing  the 
pressure  in  the  mains  at  the  higher  levels ;  (5)  an  accident  to,  or 
repair  of  a  main,  cutting  off  the  house  supply  altogether,  there  being 
;  no  house  cisterns  to  keep  up  the  supply.  The  Commissioners  con¬ 
sidered  that  a  sufficient  answer  to  these  anticipated  difficulties 
existed  in  the  fact  that  at  that  date  72  towns  had  adopted  the 
constant-supply  system.  Indeed,  the  better  kind  of  fittings  used 
with  constant  supplies  had  led  to  a  great  saving  of  water.  The 
average  supply  per  house  per  day  of  the  72  tabulated  towns  was 
134'4  gallons,  or  about  24'4  gallons  per  head  ;  whilst  in  the  case  of 
24  towns — including  London — supplied  intermittently,  204  gallons 
were  supplied  to  each  house  per  day,  or  37  gallons  per  head. 

Turning  to  the  general  sources  of  water  supply,  the  author  said 
that  the  primary  source  is  rain,  and  then  went  on  to  speak  of  the 
various  modes  of  collecting  it.  The  water  yielded  by  gathering- 
grounds  is  frequently  of  a  peaty  colour,  owing  to  the  colouring 
matters  in  the  dead  plants  being  dissolved  out  just  as  ordinary 
water  may  be  discoloured  by  placing  in  it  a  wisp  of  hay.  The 
rains  following  prolonged  droughts  are  specially  affected ;  and 
means  are  sometimes  adopted  for  the  separation  of  highly  coloured 
streams  from  the  general  supply.  The  vegetable  organic  matter  is 
lessened  by  exposure  to  atmospheric  oxidation  in  lakes  and 
reservoirs  ;  and,  therefore,  the  larger  these  are  in  proportion  to  the 
water  drawn  from  them,  the  purer  will  the  water  become.  It  has 
sometimes  occurred  that  the  soft  waters  collected  in  lakes  and 
reservoirs  possess  the  property  of  dissolving  lead  from  the  services 
by  which  it  is  taken  from  the  mains  into  the  houses.  Loch 
Katrine  water  is  especially  active  in  this  respect.  The  question 
was  very  fully  examined  by  the  Rivers  Pollution  Commissioners  ; 
and  they  arrived  at  the  conclusion  that,  in  order  to  secure  im¬ 
munity  from  attacks  upon  lead,  it  is  necessary  that  these  soft 
waters  should  contain  a  certain  proportion  of  phosphate  of  hme. 
They  also  stated  in  their  report  that  new  untarnished  lead  pipes 
are  acted  upon  much  more  violently  than  those  which  have  been 
in  use  for  some  time  ;  a  protecting  film  soon  being  deposited  upon 
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those  surfaces  in  contact  with  the  water.  Pipes  lined  with  tin  in 
such  a  manner  that  the  tin  does  not  form  an  alloy  with  the  leau, 
but  remains  pure,  are  not  aflected  by  the  attacks  of  soft  watei.  _  In 
the  case  of  shallow  well  waters,  the  action  upon  lead  and  galvanized 
iron  is  in  some  instances  of  a  continuous  and  violent  kind,  ouch 
a  case  was  tliat  of  the  Oakfield  well  at  Wimbledon,  mentioned  in 
the  report  referred  to,  in  which  an  analysis  of  the  water  showed  it 
to  be  deficient  in  carbonic  acid,  and  wholly  free  from  phosphates. 

Eeturning  to  the  “  gathering-ground,”  the  water  falling  as  ram 
soon  forms  little  streams.  These  unite  as  their  courses  tend  to 
the  lower  levels,  until  low  down  the  valley,  their  aggregation  is 
seen  in  the  roaring  torrent,  or  the  placidly  flowing  river.  At 
what  point  in  the  valley  should  the  water  be  intercepted  .  it 
there  is  a  natural  lake  of  sufficient  size,  its  waters  may  be  ab¬ 
stracted,  or  its  area  may  be  added  to  by  means  of  an  embank¬ 
ment  or  wall,  should  that  course  be  necessary.  If  no  lake  exists, 
a  natural  one  must  be  formed  by  means  of  a  wall  or  an  embank¬ 
ment  ;  but  in  selecting  the  point  for  its  construction,  an  accuiate 
knowledge  of  the  geological  strata  of  the  immediate  locality  must 
be  ascertained.  If  the  strata  are  of  a  rocky  nature,  with  fissures, 
it  may  be  necessary  to  carry  the  retaining  medium  to  a  very  con¬ 
siderable  depth,  in  order  to  prevent  the  escape  of  the  water,  and 
the  possible  destruction  of  the  embankment.  The  bottom  of  the 
reservoir  must  also  be  made  water-tight  so  far  as  is  practicable  , 
and  very  great  care  must  be  taken  in  the  design  of  the  outlet 
arrangements.  In  short,  as  the  most  disastrous  results  to  life  and 
property  might  follow  the  failure  of  a  reservoir  dam  as  at  Shef¬ 
field  in  1864— it  is  impossible  to  exercise  too  much  care  in  all  the 
details  affecting  its  design  and  construction. 

Possibly  the  gi-eatest  difficulty  in  connection  with  proposed 
water-works  of  the  kind  under  discussion  is  that  of  ascertaining 
the  volume  of  water  that  will  be  yielded  by  a  given  gathering- 
ground,  or  watershed.  If  the  surface  is  largely  composed  of  steep, 
rocky,  impervious  formations,  the  water  will  be  rapidly  delivered 
into  tiie  valleys,  with  the  retention  by  the  surfaces  of  a  compara¬ 
tively  small  quantity.  Should  the  area,  on  the  other  hand,  be  of 
a  flat  character,  with  much  vegetation,  large  quantities  of  water 
will  be  retained  by  the  plants,  particularly  in  the  case  of  thick 
deposits  of  peat ;  the  water  remaining  in  the  pores  of  which,  and 
on  the  various  surfaces,  evaporates  on  the  cessation  of  the  wet 
weather.  Some  of  the  water  might  also  be  lost  by  percola¬ 
tion,  should  porous  strata  be  present.  In  the  case  of  great  chalk 
formations,  it  is  rarely  that  any  water  flows  off  the  Burfa,ce. 
Dr.  Dalton,  who  has  given  many  years  of  study  to  the  question 
of  the  volumes  of  water  available  for  water  supply  proportionately 
to  the  rainfall  of  this  country,  states  that  the  amount  is  about  one- 
third  of  the  total  rainfall.  At  Loch  Katrine  in  1854,  the  rainfall 
for  the  year  was  103  inches,  four-fifths  of  which  were  discharged 
by  the  loch  ;  one-fifth  being  lost  by  evaporation,  percolation,  and 
absorption.  It  will,  however,  be  much  more  correct  to  assume 
that  the  losses  through  the  various  causes  will  be  certain  in  arnount 
yearly,  than  to  calculate  that  it  will  be  proportional  to  the  rainfall. 
Dr.  Pole  estimated  that  the  losses  would  vary  from  12  to  18  inches 
in  depth  per  annum,  accordingly  as  the  gathering-ground  rnight 
be  of  steep  impermeable  rock,  or  of  flatter  permeable  formations. 
In  calculating  the  size  necessary  for  a  storeage  reservoir,  the  mean 
annual  rainfall  of  the  district  in  which  it  is  to  be  situated  must  be 
ascertained ;  and  as  the  yearly  fluctuations  of  the  rainfall  are  very 
considerable,  provision  must  be  made  for  impounding  a  supply 
sufficient  for  the  wants  of  the  community  during  periods  of  drought. 
Dr.  Pole,  in  his  work  on  “Water  Supply,”  stated  that,  in  the  judg¬ 
ment  of  experienced  practitioners,  150  days’  storeage  should  be 
provided  in  wet  districts,  and  200  days  in  dry.  In  very  wet 
districts  the  storeage  to  be  provided  might  be  less. 

Objections  have  been  frequently  urged  to  the  abstraction  of  raw 
river  water  for  domestic  supplies,  in  consequence  of  the  fouling  of 
the  streams  by  sewage  and  by  other  matters.  As  diphtheria  and 
typhoid  fever  are  most  readily  communicated  by  means  of  water, 
every  endeavour  should  be  made  to  obtain  a  supply  free  from 
suspicion.  Five  of  the  London  W^ater  Companies  take  their  sup¬ 
plies  direct  from  the  Thames  ;  and,  with  the  great  improvements 
in  the  construction  of  Alters  during  recent  years,  experience  shows 
that  such  water  may  be  rendered  wholesome  and  fit  for  domestic 
purposes.  Wimbledon  is  supplied  by  two  of  the  Companies,  and 
for  years  tlie  death-rate  has  averaged  about  12  per  1000  ;  there 
being  no  wide  fluctuations  such  as  are  indicative  of  defective 
sanitary  conditions. 

Eeferring  to  the  filtration  of  water,  the  author  said  that  the  rate 
of  filtration,  to  be  efi’ective,  should  not  exceed  2^  gallons  per  square 
foot  of  filter  per  hour,  or  540  gallons  per  square  yard  per  24  hours. 
Subsidence  of  the  suspended  matters  was  desirable  before  the  water 
was  admitted  to  the  filters,  in  order  to  prevent  the  pores  of  the 
filters  being  choked.  The  filters  must  be  kept  in  a  cleanly  con¬ 
dition  ;  the  top  inch  or  so  of  sand  being  periodically  removed  and 
replaced  by  clean  sand.  As  the  London  water  supply  for  the  year 
1886  averaged  30-47  gallons  per  head  per  day,  each  square  foot  of 
filter  served  for  the  filtration  of  the  water  required  for  two  persons, 
or  one  acre  would  be  necessary  for  87,000  persons.  As,  however, 
portions  of  the  filtering  area  were  always  undergoing  cleaning 
operations,  the  area  of  filter  actually  provided  was  necessarily  in 
excess  of  the  estimated  amount. 

Passing  on  to  consider  the  quality  of  water,  the  author  said  it 
must  be  remembered  that  water  procured  from  wells  was  simply 
that  portion  of  the  rainfall  which  passed  downwards  through 
porous  strata,  and  was  stored  in  the  crevices  and  pores  of  the 
various  formations  suitable  for  its  reception.  When  the  strata 


passed  through  by  the  water  were  of  limestone,  a  portion  was 
dissolved  ;  and  waters  derived  from  these  formations  were  said  to 
be  hard — in  other  words,  they  contained  various  salts  in  solution, 
in  consequence  of  which  they  had  a  harsh  feeling  when  used  for 
personal  ablution,  and  much  soap  was  destroyed  in  artificially 
softening  them.  He  went  on  to  explain  that  water  is  said  to  be 
“  temporarily  ”  hard,  or  “  permanently  ”  hard,  according  as  the 
water  may  contain  the  bicarbonates  of  lime  and  magnesia,  or  the 
sulphates  of  the  same  minerals.  The  term  “temporary”  hard¬ 
ness  is  used  because  the  water  so  hardened  may  be  softened  by 
boiling ;  the  salts  being  decomposed  into  free  carbonic  acid  and 
the  carbonates  of  lime  and  magnesia,  which  latter  are  sparingly 
soluble.  When  water  cannot  be  softened  in  this  way— as  when  it 
is  hardened  by  the  sulphates  of  lime  or  magnesia— it  is  said  to  be 
“  permanently  ”  hard.  All  hard  waters  may  be  softened  by  distil¬ 
lation,  as  the  salts  will  not  pass  over  with  the  vapour  ;  but  water 
so  softened  has  a  flat,  unpalatable  taste,  owing  principally  to  the 
absence  of  carbonic  acid  gas,  and  to  the  presence  of  volatile 
or^Einic  mattGr.  TIig  rGinGdy  is  to  filtGr  tliG  distillGd  watGr  tlirouj^u 
animal  charcoal;  but  the  process  is  a  costly  one.  Water  is 
commonly  softened  by  boiling,  and  the  separation  of  the  harden¬ 
ing  salts  may  be  effected  by  constant  ebullition  for  half  an 
hour.  The  salts  which  are  present  as  bicarbonates  are  decom¬ 
posed  into  insoluble,  or  sparingly  soluble,  carbonates  of  lime,  mag- 
nesia,  or  iron  ;  carbonic  acid  gas  being  expelled  by  the  process  of 
boiling.  Water  so  softened  is  frequently  muddy,  in  consequence 
of  the'^  dissolved  solids  becoming  changed  into  visible  suspended 
matters.  In  order  to  raise  the  temperature  of  1000  gallons  of 
water  to  the  boiling  point,  and  to  maintain  it  in  this  condition 
for  half  an  hour,  2^  cwt.  of  coal  would  be  required.  This  method 
of  softening  water  is  therefore  an  expensive  one.  The  process  of 
softening  water  by  means  of  lime,  as  devised  by  Dr.  Clark,  is  the 
cheapest  yet  known,  and  is  in  extensive  operation  at  many  water¬ 
works  situated  on  the  great  limestone  formations.  The  process, 
however,  is  only  applicable  to  those  waters  which  owe  their  hard¬ 
ness  to  the  carbonates  of  hme  and  magnesia ;  that  is,  to  waters 
which  are  said  to  be  temporarily  hard.  The  chemical  action  is  a 
simple  one.  The  chalk  or  other  hardening  salt  exists  in  water  as  a 
bicarbonate,  which  is  soluble  ;  lime  is  added  to  the  water  to  be 
softened,  and,  combining  with  a  portion  of  the  free  carbonic  acid, 
forms  carbonate  of  lime  ;  the  bicarbonate  present  in  the  water  is 
decomposed— into  carbonate  also— by  the  withdrawal  of  a  portion 
of  the  carbonic  acid,  and  the  water  so  treated  becomes  turbid  from 
the  production  of  nearly  insoluble  salts-  Settling- tanks  are  pro¬ 
vided  in  which  the  suspended  solids  may  subside  ;  and  the  softened 
water,  as  then  distributed  for  use,  contains  only  about  4°  of 
hardness.  Mechanical  filters,  as  in  the  “  Porter-Clark  ”  process, 
have  more  recently  been  introduced  for  the  purpose  of  separating 
the  suspended  solids  produced ;  thus  rendering  unnecessary  the 
settlino'-tanks  at  first  used.  Chalk  water  with  174°  of  hardness 
would  contain  1  lb.  of  chalk  in  400  gallons.  In  order  to  precipitate 
the  chalk,  9  oz.  of  lime,  dissolved  in  40  gallons  of  water,  would  be 
necessary.  The  lime  would  combine  with  the  free  carbonic  acid 
to  produce  1  lb.  of  chalk  also ;  and  the  precipitate  would  be  2  lbs. 
of  chalk,  assuming  the  chemical  action  to  be  complete.  As  1  cwt. 
of  lime  only  costs  8d.,  it  is  to  the  great  benefit  of  the  community 
that  hard  waters  should  be  softened  by  means  of  this  material  at 

the  works.  r  -i 

With  regard  to  the  internal  distribution  of  water  after  its 
collection  and  filtration,  the  author  thought  this  question  was 
one  which  did  not  require  to  be  considered  at  very  great  length. 
The  sizes  of  the  various  subsidiary  mains  would,  he  said,  be 
regulated  by  the  probable  demand.  In  his  district,  the  smallest 
branch-mains  used  are  3  inches  in  diameter ;  this  size  ^  being 
considered  sufficient  for  the  greatest  demand  likely  to  arise  in  the 
case  of  a  fire  breaking  out  in  a  side  street.  The  mains  should  be 
jointed  with  lead  only,  if  turned  and  bored  joints  were  not  used  ; 
as  the  use  of  tow  or  gaskin  had  led  to  the  pollution  of  the  water 
supply.  This  was  notably  the  case  in  a  main  laid  by  the  South¬ 
wark  and  Vauxhall  Company  in  1869.  The  mains  must  be  furnished 
with  the  necessary  valves,  hydrants,  and  means  for  washing  out. 
Pumping  machinery  should  be  provided  in  duplicate,  in  order  to 
allow  for  a  possible  breakdown,  should  it  be  necessary  to  pump  the 
required  water.  The  service  reservoir  is  a  necessary  adjunct  of 
a  water  supply  scheme,  in  order  to  regulate  the  fluctuations  of  the 
demand,  and  to  contain  a  store  for  sudden  emergencies.  According 
to  Dr.  Pole,  such  reservoirs  should  contain  from  one  to  one  and  a 
half  day’s  supply,  and  should  be  covered,  in  order  to  exclude  dirt, 
and  diminish  the  risks  of  pollution. 

The  author  closed  his  communication  with  a  few  remarks  on 
the  prevention  of  waste  ;  dwelling  on  the  importance  of  the  house 
fittings  being  of  the  best  quality  and  type,  and  so  an-anged  as  to 
prevent  contamination  of  the  main  supply.  He  pointed  out  that 
the  regulations  made  under  the  Metropolis  Water  Act,  1871, 
were  very  valuable  from  a  sanitary  point  of  view  ;  and  in  the  hope 
that  they  might  be  of  service  to  members  of  the  Association,  he 
included  them  in  his  paper. 


The  works  of  the  Eye  Gas  Company  have  been  let  to  Mr.  T. 
Faulkner,  formerly  Manager  of  the  Stowmarket  Gas-Works,  who 
will  take  possession  on  the  1st  prox. 

Mr  E.  D.  Walker,  the  present  Chairman  of  the  Gas  Com¬ 
mittee  of  the  Darlington  Corporation,  who  is  retiring  from  the 
representation  of  one  of  the  wards,  has  announced  his  decision  to 
leave  the  Council  at  the  end  of  the  present  month. 
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Gas-Lamps. — Cole,  H.  W.  and  A.  F.,  of  Stourport.  No.  11,669 ; 
Aug.  27,  1887.  [8d.] 

This  invention  relates  to  improvements  in  the  construction  of  the  air 
passages  of  regenerative  gas-lamps,  so  as  to  render  them  applicable  for 
ventilating  and  lighting  purposes  generally. 


In  figs.  1  and  2,  the  gas  is  arranged  to  pass  down  the  pipe  A  to  the 
burner  B ;  and,  issuing  out  through  the  holes  of  the  burner,  forms  a 
round  flame.  The  heat  and  products  of  combustion  from  the  flame,  on 
passing  up  the  combustion  chamber  C  to  the  chimney  D,  surround  and 
impinge  on  the  shoulders  and  walls  of  the  hot-air  chamber  or  box  E, 
and  also  on  the  shoulders  and  around  the  hot-air  passages  Ei ;  thereby 
highly  heating  the  same.  The  air  to  supply  the  top  side  of  the  flame 
enters  through  the  passages  El  round  the  circular  or  tangential  pas¬ 
sages  in  the  chamber  or  box  E,  and  down  the  centre  tube  F,  to  the  top 
of  the  flame.  The  surface  so  exposed  to  the  action  of  the  flame  highly 
heats  the  air  on  its  course  from  the  passages  El  to  the  burner  B.  Air  is 
supplied  to  the  under  side  of  the  flame  through  the  air-holes  G,  in  the 
usual  manner;  the  air  descending  the  sides  of  the  glass  H,  and  then 
rising  heated  to  the  flame.  By  the  passages  E  being  circular  or  tangen¬ 
tial,  a  whirling  motion  is  imparted  to  the  heated  air  passing  there¬ 
through  ;  and  the  heated  air  being  properly  regulated,  ensures  practically 
perfect  combustion,  and  a  steady  and  brilliant  light.  The  gas  is  lighted 
by  moving  the  catch  I,  and  opening  the  ring  L,  which  holds  the  glass 
in  position  ;  or  else  by  opening  a  plug  or  cover  N,  as  shown  in  the 
bottom  of  the  glass  at  M. 

The  lamp  in  figs.  1  and  2  is  shown  as  having  two  circular  or  tangen¬ 
tial  hot-air  passages  ;  but  the  number  and  size  of  such  passages  will  be 
varied  according  to  the  size  of  the  lamp  and  the  amount  of  heating  sur¬ 
face  required.  For  instance,  in  the  lamp  fig.  3,  three  passages  are 
employed. 

The  centre  tube  F  in  fig.  2  is  shown  the  same  diameter  throughout ; 
but  it  may  be  made  to  partly  taper,  as  in  fig.  4  at  Fl,  or  made  taper  its 
whole  length. 

In  the  modification  fig.  4,  a  hot-air  chamber  or  box  E  is  used,  which 
is  heated  in  the  same  manner  as  the  lamp  in  figs.  1,  2,  and  3 ;  and  it  is 
supplied  with  air  through  the  passages  El  into  the  chamber  or  box  E. 
The  air,  as  it  is  being  heated,  takes  a  circular  course,  in  the  direction  of 
the  arrows,  through  the  chamber  or  box  E,  down  the  centre  tube  F,  to 
the  burner  B.  The  tube  F  is  by  preference  tapered  as  shown  at  Fl ;  and 
a  few  holes  can  be  drilled  at  Eg,  if  desirable,  to  admit  more  air  to  the 
tube  F,  and  also  to  prevent  dust  accumulating.  Air  passes  through  the 
holes  G  to  supply  the  underside  of  the  flame  with  air ;  and  the  heat 
from  the  flame  passes  up  the  combustion  chamber  C  to  the  chimney  D. 
The  number  and  size  of  the  air  passages  El,  supplying  the  chamber  or 
box  E  with  air,  will  be  varied  according  to  the  size  of  the  lamp. 


Gas-Engines. — Day,  C.,  of  Sheffield.  No.  13,916;  Oct.  13,1887.  r8d.] 

This  invention  relates  to  improvements  in  gas-engines  of  single  or 
twin-cylinder  type,  using  a  practically  homogeneous  mixture  of  air  and 
gas,  and  working  on  the  four-cycle  principle. 

It  has  for  its  object,  first,  to  enable  the  residual  gases  of  combustion 
to  be  wholly  swept  out  of  the  working  cylinder,  by  a  “  scavenger  ” 
charge  of  pure  air,  whilst  the  working  piston  is  making  its  exhaust 
stroke.  For  this  purpose,  there  is  combined  with  the  working  cylinder, 
an  air  pump  working  in  such  manner  that  the  delivery  of  air  therefrom 
to  the  working  cylinder  takes  place  coincidently  with  the  discharge  of 
waste  gases  during  the  exhaust  stroke  of  the  working  piston  ;  the  air 
being  delivered  from  the  pump  to  the  cylinder  directly  in  front  of  the 
working  piston  in  such  a  direction  as  to  force  out  of  the  working 
cylinder  as  much  as  possible  of  the  residual  gases  of  the  previous 
explosion,  so  that  there  shall  only  remain  in  the  cylinder  pure  air  to  be 
mixed  with  the  next  incoming  charge  of  gas  and  air.  To  this  end  the 
air-pump  cylinder  is  in  connection  with  the  working  cylinder  through 
an  ordinary  lift  discharge-valve  which  may  either  be  lightly  loaded  and 
open  automatically,  or  be  worked  by  suitable  gear.  The  scavenger 
charge  of  air  is  forced,  under  slight  pressure,  into  the  working  cylinder, 
preferably  through  the  working  piston  itself,  which  has  for  that  purpose 
a  passage  through  its  back  end  in  communication  (by  a  longitudinal 
groove  in  its  side)  with  the  port  leading  from  the  air-pump  discharge-  | 
valve.  By  this  means,  the  gases  of  combustion  will  be  expelled  through  j 
the  exhaust-valve  of  the  working  cylinder,  partly  by  the  working  piston  | 
and  partly  by  the  scavenger  charge,  which  is  forced  into  the  working 
cylinder  during  the  exhaust  stroke  in  such  a  way  as  to  carry  before  it. 


and  expel  from  the  cylinder,  the  residual  gases  from  the  previous 
explosion.  By  this  means  the  combustion  chamber  will  contain  at  the 
end  of  the  exhaust-stroke  nearly  pure  air  instead  of  gases  of  combustion. 
To  ensure  the  intimate  and  homogeneous  mixture  of  the  inhaled  charge 
of  combustible  gas  and  air  with  the  air  remaining  in  the  combustion 
chamber  from  the  previous  scavenger  charge,  the  inlet  port  of  the  com¬ 
bustion  chamber  is  covered  with  a  fine  rose,  through  which  the  charge 
passes  (at  a  high  velocity)  in  fine  jets  directed  towards  different  parts  of 
the  combustion  chamber ;  the  resulting  explosive  mixture  being  thus 
practically  homogeneous. 

The  invention  has,  secondly,  for  its  object  to  regulate  the  speed  of  the 
engine  in  which  a  scavenger  charge  of  pure  air  is  used.  As  the  com¬ 
bustion  chamber  contains  only  pure  (or  nearly  pure)  air  at  the  com¬ 
mencement  of  the  inhaling  stroke,  the  inhaled  combustible  charge  must 
be  more  than  usually  rich  in  gas  in  order  that  the  gas  and  air — including 
the  residual  scavenger  charge — may  be  present  in  the  proper  proportions 
in  the  cylinder  to  constitute  an  efficient  firing  mixture.  When  the 
maximum  power  of  the  engine  is  required,  the  explosive  mixture  is 
relatively  rich ;  and  in  order  that  the  speed  may  be  regulated  within 
certain  limits,  the  engine  is  made  to  automatically  reduce  the  quantity 
of  gas,  or  of  air  and  gas,  inhaled.  Before,  however,  the  mixture  in  the 
cylinder  becomes  so  impoverished  that  it  will  not  fire  with  good  effect, 
the  engine  is  made  to  cut  off  the  gas  supply  entirely ;  and  the  engine 
will  then,  without  loss,  miss  fire  by  the  exhaustion  of  unexploded  gas, 
until  the  speed  of  the  engine  is  reduced  sufficiently,  whereupon  the 
normal  working  will  be  resumed. 


Softening  and  Purifying  Water  — Porter,  J,  H.  and  G.,  of  Queen 

Victoria  Street,  London,  and  Porter,  J.,  of  Leicester.  No.  13,943  ; 

Oct.  14,  1887.  [8d.] 

This  invention  is  designed  primarily  to  facilitate  the  adoption  of 
Clark’s  process  for  the  softening  and  purification  of  water  for  the  supply 
of  towns,  in  the  same  way  as  at  present  available  on  a  small  scale. 

In  carrying  out  the  process  for  the  water  supply  of  towns,  such  as 
Canterbury,  Caterham,  and  other  places,  large  reservoirs  or  tanks  (each 
capable  of  containing  one  day’s  consumption)  are  necessary,  by  reason 
of  the  many  hours  required  for  the  clearing  of  the  water  by  the  precipi¬ 
tation  and  subsidence  of  the  finely-divided  chalk  and  other  matters  pro¬ 
duced  in  the  process.  In  lieu  of  such  large  duplicate  reservoirs  or  tanks, 
the  patentees  propose  to  employ  one  of  smaller  dimensions,  or  utilize  a 
portion  only  of  a  large  storeage  reservoir,  and  expedite  and  perfect  the 
clearing  of  the  chalky  water  by  causing  it  to  pass  into  a  series  of  filter¬ 
ing  partitionsextending  across  the  reservoir  or  tank.  To  construct  these 
filtering  partitions  in  an  economical  manner,  and  to  admit  of  the  con¬ 
venient  cleansing  of  the  filtering  surfaces  and  of  their  renewal  when 
necessary,  a  series  of  wires  or  rods  under  tensile  strain  are  stretched 
across  the  reservoir  or  tank,  with  upright  supports  at  intervals  to  main¬ 
tain  the  wires  or  rods  in  a  horizontal  position.  On  one  or  both  sides  of 
the  skeleton  thus  provided,  there  is  placed  a  backing  of  matting  or 
fabric,  metallic  or  textile  ;  and  this  is  secured  to  the  wires  or  rods  with 
a  covering  of  filtering  cloth  arranged  for  easy  removal  when  desired. 
In  this  way  the  inner  fabric  serves  to  convey  through  its  interstices  or 
channels,  or  by  what  may  be  called  capillary  action  or  attraction,  the 
clear  water  that,  having  deposited  the  chalk  or  other  matter  in  suspen¬ 
sion  upon  the  surfaces  of  the  outer  cloths,  has  passed  through  them 
to  the  inner  sides.  The  lower  edges  of  the  inner  matting  are  confined 
between  the  lips  or  flanges  of  an  outlet  channel  or  pipe  ;  and,  where  the 
top  of  the  partition  is  below  the  surface  of  the  water  in  the  reservoir  or 
tank,  the  filtration  may  be  expedited  by  connecting  the  outlet-pipe  with 
the  suction  of  a  pump. 


Liqdid-Metees. — Tylor,  J.  J.,  of  Newgate  Street,  London.  No.  14,652  ; 

Oct.  27,  1887.  [8d.] 

This  invention  relates  to  inferential  liquid-meters ;  and  has  special 
reference  to  the  kind  of  meter  described  in  patent  No.  10,443  of  1885. 
The  object  of  the  invention  is  to  provide  means  whereby  the  range  of 
correct  registration  of  meters  of  this  kind  is  increased  beyond  what  can 
be  obtained  by  any  form  of  brake  heretofore  used,  and  to  increase  the 
sensitiveness  of  the  meters  themselves.  Illustrations  are  given  of  two 
vertical  sectional  elevations  of  meter  eases  constructed  in  accordance 
with  the  present  improvements. 


The  invention  consists,  firstly,  in  forming  the  internal  surface  of  the 
circular  chamber  D,  in  which  the  registering  fan  or  wheel  F  revolves, 
with  a  series  of  alternate  projections  P,  and  hollows  or  grooves  Q,  which 
retain  the  outer  layer  of  water  in  the  fan  chamber  D,  in  such  a  manner 
that  it  has  a  retarding  or  brake-like  effect  upon  the  revolving  wheel  or 
fan  F,  whereby  the  latter  is  prevented  from  moving  at  a  speed  which  is 
inconsistent  with  the  quantity  of  water  passing  through  the  rneter.  The 
projections  and  hollows  may  either  be  formed  on  the  cylindrical  sides  of 
the  chamber  D,  as  shown  at  P  Q,  or  on  the  bottom,  as  at  P^  Q^,  or  on 
both  sides  and  bottom;  and  they  may  be  placed  in  a  vertical  or 
radial  direction,  or  at  any  suitable  angle  with  reference  to  the  direction 
of  the  stream  of  water.  Meters  constructed  in  this  way  enable  the  cur¬ 
rent  of  liquid  passing  through  the  meter  to  act  centrally  upon  the 
measuring  fan,  whereby  the  side  action,  and  consequent  wear  and  tear 
on  the  toe-pieces,  occurring  the  meters  with  oval  cases  having  only  two 
brake  surfaces  is  obviated  ;  the  brake  action  due  to  the  projections  and 
hollows  being  equal  at  every  point  of  the  circumference.  The  measuring 
fans  of  meters  so  constructed  may  also  be  run  much  faster,  it  is  claimed, 
and  with  less  noise  than  those  of  meters  as  ordinarily  made ;  and  this 


Oct.  2,  1888.] 
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increased  speed  of  the  measuring  fan  gives  a  greater  range  of  correct 
registration. 

The  invention  consists,  secondly,  in  forming  the  parts  of  the  registering 
fan  or  wheel  F  near  the  axis,  so  that  each  part  slopes  alternately  in  an 
opposite  direction.  In  this  way  the  tendency  of  the  fan  to  be  raised  off 
its  toe-piece,  or  to  be  pressed  down  thereon  by  reason  of  all  the  parts  of 
the  blades  near  the  axis  being  sloped  in  one  direction,  is  obviated. 


APPLICATIONS  FOE  LETTEKS  PATENT. 

13,651.— Ldtschaunig,  A.,  and  Wabeen,  H.  N.,  “Improvements  in  or 
relating  to  gas  lighting.”  Sept.  21.  ^ 

13,696.— Scott,  C.  H.,  “  Improvements  in  brick-kilns  fired  by  gas. 
Sept.  22. 

PATENTS  WHICH  HAVE  BECOME  VOID. 

[after  the  fourth  year.] 

9033. — Caink,  T.— “  Lighting  gas,  &c.” 

9065. — Salisbury,  S.  C.,  “  Making  of  gas.” 

9072.— Boyd,  E.  W.,  “  Gas  or  oil  stove.” 

9084.— Boult,  A.  J.  (Hanlon),  “  Illuminating  gas.” 


The  Public  Lighting  of  Bromley. — At  a  meeting  of  the  Bromley 
Local  Board  last  Thursday,  it  was  decided  to  erect  twelve  additional 
lamps,  to  be  lighted  with  oil,  as  an  experiment. 

The  Price  op  Gas  in  the  Manchester  Out-Districts.  —  At  the 
meeting  of  the  Newton  Heath  Local  Board  of  Health  last  Thursday,  the 
Chairman  (Mr.  J.  M.  Elliott)  repotted  that,  as  representing  the  Board,  he 
attended  a  meeting  of  Local  Authorities  held  at  the  Grand  Hotel,  Man¬ 
chester,  on  the  previous  day,  as  to  the  price  of  gas  supplied  by  Manchester 
to  districts  beyond  the  city.  It  was  stated  that  the  Manchester  Corporation 
last  year  made  a  profit  of  i;70,727  out  of  the  supply  of  gas,  to  which  the 
out-districts  contributed  i£26,550.  The  whole  of  the  1170,727  went  to  Man¬ 
chester,  and  no  portion  was  returned  to  the  out-townships.  It  was  con¬ 
tended  that  a  fair  and  equitable  charge  would  be  2s.  3d.  per  1000  cubic 
feet  in  Manchester,  and  2s.  6d.  outside;  and  at  these  rates  there  would 
remain  a  considerable  profit  in  favour  of  Manchester.  The  meeting 
decided  to  wait  upon  the  Corporation  by  deputation,  with  the  view  of 
arriving  at  a  mutual  and  satisfactory  arrangement. 

Northern  Coal  Trade. — The  northern  coal  trade  continues  active, 
except  in  the  steam  coal  branch.  At  this  season  of  the  year,  steam  coal 
usually  begins  to  show  signs  of  falling  off  in  the  demand.  At  present 
about  78.  6d.  is  the  current  price  for  best  qualities.  In  gas  coal  the  inquiry 
is  growing,  and  many  of  the  largest  collieries  find  that  the  amount  needed 
is  more  than  at  this  season  of  any  previous  year.  The  demand  for  gas 
for  fuel  and  power  is  being  extended;  and  this,  coupled  with  the  increased 
quantity  needed  for  lighting  purposes,  causes  an  additional  inquiry  for 
gas  coal  as  a  whole.  There  was  no  change  in  the  price  last  week.  Manu¬ 
facturing  coal  is  very  firm,  and  most  of  the  contracts  which  expire  are 
renewed  at  advances  varying  from  3d.  to  fid.  per  ton,  according  to  the 
lowness  or  otherwise  of  the  price  in  the  current  contracts.  The  bunkering 
coal  trade  is  stronger ;  but  prices  do  not  rise  for  this  class  of  coal  as  for 
manufacturing  and  gas  coal.  The  demand  for  coke  of  all  classes  increases, 
especially  for  blast-furnaces  and  cement  works. 

Alliance  and  Dublin  Consumers’  Gas  Company.- According  to  the 
accounts  presented  to  the  shareholders  of  the  above  Company  at  their 
half-yearly  meeting  last  Saturday,  the  total  income  for  the  six  months 
ending  June  30  last,  including  the  balance  of  interest  on  the  invested 
funds,  amounted  to  ill9,084,  against  an  expenditure,  including  debenture 
interest,  of  i;83,260  ;  leaving  a  net  profit  of  T35,834.  Adding  to  this  sum 
the  balance  of  T1326  brought  forward,  there  was  T37,159  available  for 
division.  The  Directors  recommended  dividends  of  104  and  7§  per  cent,  per 
annum  on  the  respective  shares,  payment  of  which  would  absorb  T35,725  ; 
leaving  a  balance  of  412434  to  he  carried  forward.  Compated  with  the 
corresponding  period  of  1887,  there  was  an  increase  of  T1762  in  the 
receipts  for  gas,  and  of  £1981  in  those  for  tar  and  ammoniacal  liquor  ;  but 
the  value  of  coke  having  considerably  decreased,  there  was  a  loss  of  £1476 
under  this  head.  The  amount  of  coal  carbonized  during  the  six  months 
was  68,431  tons;  and  the  quantity  of  gas  made  was  610,960,000  cubic  feet, 
of  which  532,688,000  cubic  feet  were  sold.  The  residuals  were  :  Coke, 
70,366  chaldrons  ;  breeze,  1954  chaldrons ;  tar,  593,946 gallons  ;  ammoniacal 
liquor,  1,493,308  gallons.  Of  the  tar,  12,236  gallons  were  utilized  in  the 
manufacture  of'gas. 

The  Tynemouth  Corporation  and  Electric  Lighting. — At  a  recent 
meeting  of  the  Watch  Committee  of  the  Tynemouth  Town  Council, 
letters  on  the  subject  of  electric  lighting  were  read  from  the  Local  Govern¬ 
ment  Board,  the  Clerk  to  the  Barnet  Local  Board,  and  several  of  the 
electric  lighting  companies.  It  was  resolved  that  the  matter  should  be 
left  in  the  hands  of  the  Watch  Committee,  with  the  addition  of  two 
members  of  the  Council,  for  them  to  report  to  the  Council ;  the  Borough 
Engineer  in  the  meantime  to  prepare  a  plan  showing  the  public  build¬ 
ings  in  the  vicinity  of  the  market  which  it  had  been  suggested  should 
be  lighted  by  the  electric  light.  A  special  meeting  of  the  Town  Council 
has  been  convened  by  the  Mayor  (Mr.  G.  Dodds)  for  Thursday  next,  for 
the  purpose  of  considering,  and,  if  so  ordered,  of  adopting  a  resolu¬ 
tion  approving  of  the  intention  of  the  Council,  as  the  Local  Authority 
under  the  Electric  Lighting  Act,  to  apply  to  the  Board  of  Trade  for  a 
Provisional  Order  to  authorize  the  supply  of  electricity  for  public  and 
private  purposes  within  their  district,  and  also  to  consider  the  terms  of 
the  Order.  The  question  of  extending  the  electric  light  in  the  borough  is 
one  that  is  now  engrossing  public  attention,  and  the  outcome  of  the  special 
meeting  of  the  Council  is  awaited  with  considerable  interest. 

Torquay  Gas  Company. — At  the  half-yearly  meeting  of  this  Company 
held  last  Thursday,  at  the  Company’s  new  offices,  Torquay,  under  the 
presidency  of  Mr.  W.  H.  Kitson,  the  Chairman,  it  was  stated  that  the 
receipts  for  the  half  year  amounted  to  £11,189,  and  the  expenditure  to 
£7155  ;  leaving  a  balance  of  £4034.  The  Chairman  having  welcomed  the 
shareholders  to  the  .Company’s  new  premises,  alluded  to  the  accounts  ; 
remarkiug  that  the  Company  was  in  a  much  better  position  now  than  it 
had  been  for  some  time — the  balance  in  hand  after  paying  the  dividend 
being  £1081,  as  against  a  few  shillings.  There  was  an  increase  of  nearly 
£1000  in  the  sale  of  gas.  He  then  spoke  in  defence  of  the  Directors  on 
the  question  of  allowing  a  discount  to  the  Local  Board  on  the  gas  con¬ 
sumed  for  public  lighting — a  matter  which  had  been  the  subject  of  some 
correspondence;  and  showed,  from  statistics,  that  in  the  majority  of 
towns  throughout  the  country  the  authorities  were  charged  at  the  same 
rate  as  the  private  consumers.  He  also  proved  that  although  the  amount 
allowed  1o  be  charged  by  Act  of  Parliament  was  Ss.  fid.  per  1000  cubic  feet, 
the  Directors  had  always  kept  the  price  as  low  as  possible — 3s.  fid.  being 
the  present  charge.  He  moved  the  payment  of  dividends  at  the  rates  of 
10  and  7  per  cent,  per  annum ;  and  the  proposal  was  adopted. 


Comspontrena. 

[fFe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


MODIFICATION  OF  HAECOUET’S  COLOUE  TEST.— GAS 
ANALYSIS. 

Sib, — I  have  read  Mr.  Leicester  Greville’s  article  on  the  above  subject 
published  in  this  week’s  Journal. 

Shortly  he  remarks  :  (1)  That  there  is  no  connection  between  my 
apparatus  and  Mr.  Harcourt’s.  (2)  My  methods  are  simply  those 
already  well  known  to  chemists.  (3)  The  determination  of  ammonia  by 
means  of  passing  a  known  quantity  of  gas  through  test  acid  is  in  daily 
use  as  the  Eeferees’  test ;  that  the  direct  passage  of  the  gas  through 
the  solution  makes  this  a  rough  test,  which  is  only  practically  available 
where  the  proportion  of  ammonia  is  comparatively  large.  (4)  The  esti¬ 
mation  of  carbonic  acid  by  means  of  barium  hydrate  is  a  well-known 
method.  (5)  The  process  for  the  estimation  of  sulphuretted  hydrogen 
is  open  to  very  grave  objection,  owing  to  the  well-known  solubility  of 
the  gas  in  aqueous  solutions.  (6)  With  regard  to  temperature  and 
pressure  corrections  in  determinations  of  this  character,  he  must  con¬ 
fess  to  have  as  a  rule  ignored  them,  as  the  modes  of  operation  are  not, 
in  his  opinion,  sufficiently  correct  to  necessitate  such  refinement,  and 
Mr.  Hicks  obtained  6J  inches  exhaust  from  using  two  tubes,  which  is 


really  unnecessary. 

In  reply,  I  may  say  ;  (1)  That  the  platinized  pumice  bulb  and  the  test- 
glasses  are  the  same  as  used  by  Mr.  Harcourt ;  but  the  methods  of  using 
them  are  certainly  not  like  his.  Does  Mr.  Greville  really  think  that  an 
unskilled  person  can  more  easily  judge  the  colour  of  solutions  to  be  of 
the  same  tint,  or  discriminate  between  a  strong  contrast  such  as  red  and 
blue  or  a  colourless  liquid  and  a  bright  red  liquid  ?  (2)  The  test  solu¬ 
tions  are  not  in  general  use,  they  being  gas  normal  solutions ;  and  the 
method  of  using  these  solutions  in  the  test-glasses  is  new,  as  far  as  I  am 
aware.  (3)  The  first  part  of  this  is  answered  by  No.  2 ;  and 
as  to  the  direct  passage  of  the  gas  through  the  solution  in 
fine  bubbles,  I  am  of  opinion  that  it  must  be  better  than 
passing  the  gas  through  beads  wetted  with  the  acid.  (4)  Mr. 

Greville  makes  no  objection  to  the  test  for  carbonic  acid.  (5)  I  must 
distinctly  state  that  the  water  in  which  the  acetate  of  lead  is  dissolved 
has  but  little  retaining  effect  on  the  sulphuretted  hydrogen,  to  prove 
which  I  have  made  the  following  experiment : — I  placed  in  the  test- 
glass  B  (which  is  employed  for  sulphuretted  hydrogen)  an  amount  of 
distilled  water  equal  to  the  acetate  of  lead  solution  usually  used  (about 
70  cc.).  I  then  connected  it  to  the  inlet  of  the  purifiers,  and  to  the 
aspirator ;  but  before  I  had  time  to  open  the  tap  of  the  aspirator,  two 
or  three  small  bubbles  of  gas  passed  through  the  water  (due  to  the 
pressure  in  the  main),  and  the  lead  paper  was  immediately  discoloured 
(6)  Mr.  Greville  must  please  himself  about  these  corrections ;  but  I 
might  state  that  the  variations  due  to  temperature  and  pressure  are 
greater  than  those  due  to  the  use  of  aqueous  solutions.  I  have  tried  a 
great  many  experiments  with  this  apparatus,  and  have  found  that  two 
vessels  are  necessary.  •  I  have  worked  with  Mr.  Sheard’s  apparatus  for 
carbonic  acid  (which  I  consider  a  most  perfect  test)  against  mine  with 
one  vessel  and  with  two.  With  one  the  result  was  nearly  a  third  less 
than  with  Mr.  Sheard’s ;  but  with  two  glasses  both  results  were  the 
same.  I  might  add  that  the  current  of  gas  should  be  slow,  especially 
with  the  sulphuretted  hydrogen  test. 

The  last  paragraph  of  Mr.  Greville’s  article  may  be  taken  as  the  key 
to  the  whole.  He  says  in  effect  that  my  apparatus  does  not  come  up 
to  his  modification  of  Harcourt’s  colour  test  ?  This,  however,  is  only  a 
matter  of  opinion  from  a  not  unprejudiced  source,  which  each  reader 
of  the  Journal  will  better  decide  for  himself. 

In  reply  to  Mr.  Whieldon’s  letter,  also  published  in  this  week’s 
Journal,  I  may  say  that,  now  he  has  explained  what  a  “  slight  under¬ 
pressure  ”  means,  this  can  be  done  by  lowering  the  water  in  the  neck. 
The  0-3  per  cent,  of  ammonia  mentioned  in  the  article  was,  as  stated,  an 
assumed  figure  taken  for  illustration,  and  not  as  a  positive  ;  hence  Mr. 
Whieldon’s  mistake. 

Further,  he  remarks  that  the  effect  of  surface  contact  with  the  water 
is  to  vitiate  the  tests  ;  and,  again,  he  does  not  see  the  use  of  corrections 
for  temperature  and  pressure.  This  is  very  fast  and  loose.  If  he  really 
thinks  corrections  are  needed  for  surface  contact  with  water,  how  much 
more  so  for  temperature  and  pressure,  where  the  range  of  error  is  greater 
and  more  uncertain  ?  While  for  water  contact,  if  any  error  exists,  it  can 
be  correctly  ascertained  and  allowed  for  ;  the  maximum  quantity  of  gases 
absorbed  by  water  having  been  already  stated  by  Mr.  Whieldon. 

In  conclusion,  I  may  say  that  the  results  obtained  by  my  bottle  have 
been  carefully  checked  by  those  from  Mr.  Wanklyn’s ;  and  iu  every  case 
they  have  agreed.  This  does  not  bear  out  Mr.  Whieldon’s  opinion  that 
the  results  by  my  apparatus  would  be  practically  valueless. 

I  may  say  with  regard  to  the  cost  of  the  apparatus,  which  Mr. 
Whieldon  says  is  of  no  consequence,  that  to  the  Commercial  Gas  Com¬ 
pany  this  may  be  so,  as  doubtless  they  can  afford,  and  may  possess 
whatever  they  desire  without  reference  to  cost ;  but  while  this  may  be  of 
no  very  great  consequence  to  them,  to  private  individuals  or  small  coni- 
panies,  who  are  compelled  to  study  economy  in  small  matters,  I  think  it 

is  of  the  utmost  importance.  William  G.  Hicks. 

Ramsgate,  Sept.  28, 1888. 


The  Public  Lighting  of  Exeter. — The  Exeter  Gas  Company,  replying 
to  the  Town  Council’s  request  to  determine  tlie  existing  contract  for  light¬ 
ing  the  public  lamps  at  Michaelmas,  said  the  Directors  were  willing  to 
have  a  yearly  contract  as  heretofore,  or  would  enter  into  a  contract  for 
seven  years  for  the  whole  of  the  lighting  area  of  the  city,  at  2s.  9d.  per  1000 
cubic  feet,  provided  the  Council  would  use  lamps  of  a  higher  power  for  the 
principal  streets ;  the  basis  of  the  old  agreement  to  remain  in  other 
respects  the  same  as  before.  It  was  mentioned  that  a  communication  had 
been  received  from  the  Defries  Safety  Lamp  Company,  informing  the 
Council  that  they  were  prepared  to  tender  for  supplying  as  many  of  the 
Company’s  lamps  as  might  be  required,  including  all  labour,  for  £2  12s.  per 
lamp  per  annum;  the  lamps  to  be  alight  from  sunset  to  sunrise.  The 
Surveyor  was  requested  to  obtain  a  sample  lamp,  and  any  other  lamp  he 
might  consider  suitable,  and  report  to  the  Committee.  After  some  dis¬ 
cussion,  it  was  decided  to  accept  a  contract  with  the  Gas  Company  for 
another  year. 
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COMMERCIAL  GAS  COMPANY. 

The  following  is  the  report  of  the  Directors  of  this  Company,  which, 
with  the  accounts  for  the  half  year  ending  June  30  last  (the  principal  por¬ 
tions  of  which  are  given  below),  will  be  presented  at  the  ordinary  general 
meeting  of  the  proprietors  to  be  held  on  Friday  next : — 

The  revenue  account  shows  a  net  profit  for  the  half  year  of  ±‘52,166  9s.  ; 
making,  with  ±1044  Is.  3d.  received  for  interest,  ±53,210  10s.  3d.  This, 
added  to  the  amount  brought  forward  from  previous  half  years,  makes 
±97,293  3s.  9d.  Deducting  therefrom  ±2727  16s.  4d.  for  interest  on  deben¬ 
ture  stock,  there  remains  standing  to  the  credit  of  the  net  revenue  account 
a  balance  of  ±94,565  8s.  6d.,  of  which,  having  regard  to  the  sliding  scale 
and  the  price  of  gas  charged  during  the  half  year,  ±44,800  is  available  for 
dividend.  The  Directors  recommend  the  payment  of  dividends  at  the 


rates  of  ±13  15s.  per  cent,  per  annum  upon  the  old  stock  of  the  Company, 
and  of  ±10  15s.  per  cent,  per  annum  upon  the  new  stock,  both  less  income- 
tax.  The  balance  of  the  net  revenue,  ±49,765  8s.  5d.,  will  be  carried 
forward  to  the  next  half  year. 

The  accounts  accompanying  the  report  consist  of  the  usual  statements  ; 
those  relating  to  the  capital  of  the  undertaking  (Nos.  1  to  3)  showing  only 
one  change  as  compared  with  the  preceding  half  year.  The  statement 
of  capital  stock  (No.  1)  stands  as  it  did  on  Dec.  31  last— viz.,  ±680,000 
paid  up,  out  of  a  total  of  ±830,000  authorized.  The  statement  of  loan 
capital  (No.  2)  also  stands  as  before — viz.,  ±121,234  borrowed,  out  of 
±300,000  authorized.  The  total  capital  called  up  at  the  end  of  the  past 
half  year  was,  therefore,  ±801,234.  The  capital  account  (No.  3)  shows  a 
total  expenditure  of  ±808,098  19s.  Id.,  of  which  ±2037  19s.  Id.  was  laid  out 
on  new  works,  mains  and  services,  meters,  and  stoves  in  the  six  months 
covered  by  the  report.  The  amount  by  which  this  account  has  been  over¬ 
drawn  has,  therefore,  been  increased  from  ±4826,  on  Dec.  31  last,  to 
±6864  19s.  Id.  The  remaining  statements  are  as  follows  : — 


No.  4.— REVENUE  ACCOUNT. 


To  Manufacture  of  gas — 

Coals,  including  dues,  carriage,  unloading,  and 

trimming  (see  account  No.  8) . ±57,694  12  7 

Salaries  of  Engineers,  Superintendents,  and 

other  Officers  at  works .  1,993  9  8 

Wages  (carbonizing) .  13,498  17  8 

Purification,  including  ±1293  2s.  9d.  for  labour  .  2,919  0  9 

Repairs  and  maintenance  of  plant  and  works. 


materials  and  labour  (less  ±246  Os,  lOd.  re¬ 
ceived  for  old  materials) .  9,866  9  9 

Distribution  of  gas —  ±85,972  10 

Salaries  and  wages  of  Officers  (including  Rental 

Clerks) . ±2,195  17  0 

Repairs,  maintenance,  and  renewals  of  mains, 
service-pipes,  and  fittings,  including  labour  .  1,648  13  2 

Repairs  and  renewals  of  meters  and  stoves  .  .  1,656  15  5 

Public  lamps —  5,501  6 

Lighting  and  repairing . 2,102  2 

Rent,  rates,  and  taxes . 4,618  14 

Management — 

Directors’  allowance . ±1,250  0  0 

Company’s  Auditors .  75  0  0 

Salaries  of  Secretary,  Accountant,  and  Clerks  .  1,039  9  6 

Collectors’  salaries  and  commission  ....  1,576  2  3 

Stationery  and  printing .  391  6  4 

General  charges .  559  1  2 

-  4,890  19 

Bad  debts .  983  17 

Law  charges .  20  7 

Superannuations .  923  14 

Official  officers .  98  5 


6 


7 

6 

10 


3 

11 

8 

8 

0 


By  Sale  of  gas— 

Common  gas,  per  meter,  at  2s.  6d.  per  1000 


cubic  feet . ±107,911  19  1 

Public  lighting  and  under  contracts,  common 

gas .  9,035  19  1 

(See  statement  No.  10.)  - 

Meter-rental . ±2,291  9  10 

Stove-rental .  404  0  9 


Residual  products — 

Coke,  less  ±2655  6s.  lOd.  for  labour  ....  ±21,768  13  6 
Breeze,  less  ±343  14s.  3d.  for  labour.  .  .  .  408  14  9 

Tar .  5,526  3  6 

Ammoniacal  liquor  and  sulphate .  9,819  14  3 


Miscellaneous  receipts — 

Rents .  ±117  12  1 

Transfer  fees .  24  0  0 


±116,947  18  2 
2,695  10  7 


37,523  6  0 

141  12  1 


±105,141  17  10 

Balance  carried  to  profit  and  loss,  net  revenue  account  (No.  6)  .  52,166  9  0 


±157,308  6  10 

±157,308  6  10 

No.  5. — PROFIT  AND  LOSS  (Net  Revenue  Account). 

No.  6.— RESERVE  FUND. 

Interest  on  debenture 

stock . ±2,727  15  4 

Balance  available  for  divi¬ 
dend,  carried  to  balance- 
sheet .  94,565  8  5 

Balance,  Dec.  31,  1887  .  .  ±88,032  13  6 

Less  amount  of  dividend 
paid  for  half  year  end¬ 
ing  Deo.  31,  1887  .  .  43,950  0  0 

Balance  on  June  80, 1888  .  ±44,379  5  1 

Balance  on  Dec.  31, 1887  .  ±44,379  5  1 

±44,379  5  1 

±44,379  5  1 

±44,082  13  6 

Balance  from  revenue  ac¬ 
count  (No.  4)  .  .  .  .  52,166  9  0 
Dividends  and  interest  .  1,044  1  3 

No.  7.— INSURANCE  FUND. 

Balance  on  June  30, 1888.  ±34,000  0  0 

Balance  on  Deo.  81,  1887  .  ±34,000  0  0 

±97,293  3  9 

±97,293  3  9 

±34,000  0  0 

±34,000  0  0 

No.  8.— STATEMENT  OF  COALS. 


Description  of  Coal. 

In  Store, 
Dec.  31, 
1887. 

Received 
during 
the  Half 
Year. 

Carbonized 
during 
the  Half 
Year. 

In  Store, 
June  30, 
1888. 

Common . 

Cannel . .  .  .  . 

Tons. 

20,887 

1,233 

Tons. 

87,576 

4,867 

Tons. 

92,654 

3,426 

Tons. 

21,809 

2,674 

28,120 

92,443 

96,080 

24,483 

No.  9.— STATEMENT  OF  RESIDUAL  PRODUCTS. 


In  Store, 
Deo.  31, 
1887. 

Made 
during 
the  Half 
Y^ar. 

Used 
during 
the  Half 
Year. 

Sold 
during 
the  Half 
Year. 

In  Store, 
June  30, 
1888. 

Coke— chaldrons  of  36  bushels* 
Breeze  do.  do. 

Tar— gallons . 

Ammon,  liq. — butts  of  108  gals. 

5.533 

1.0H5 

156,800 

5,107 

125,788 

11,461 

991,424 

35,570 

36,208 

36,376 

94,980 

12,393 

984,824 

133 

133 

163,400 

4,301 

Under  “  Weights  and  Measures  Act,  1878.” 


No.  10.— STATEMENT  OP  GAS  MADE,  SOLD,  Etc. 


Description 

of 

Gas. 

Quantity 

Made. 

Meter  Register. 

Quantity  Sold. 

Quantity  used 
on  Works, 

&c. 

Total 
Quantity 
accounted  for. 

Public  Lights  all 

under  Contracts 
(estimated). 

Private  Lights 
(per  Meter). 

Total 

Quantity  Sold. 

Quantity  not 
accounted  for. 

Number  of 
Public  Lights. 

Thousands. 

Thousands. 

Thousands. 

Thousands. 

Thousands. 

Thousands. 

Thousands. 

Common . 

977,908 

55,365 

863,303 

918,668 

10  767 

929,425 

48,483 

5,072 

BALANCE-SHEET. 


To  Net  Revenue — 

For  balance,  per  account  No.  6 . . 

Reserve  Fund — 

For  balance,  per  account  No.  6  .  .  . . 

Insurance  Fund— 

For  balance,  per  account  No.  7 . .  ...  . 

Unclaimed  dividends . 

Deposits . 

Interest  on  debenture  stock . 

Sundry  tradesmen  and  others,  for  amount  due  for  coals,  stores, 
and  sundries . . 


±94,565 

44,379 

34,000 

1,811 

8,661 

164 

11,603 


8 

5 

0 

12 

9 

8 

14 


5 

1 

0 

9 

7 

2 

6 


By  Capital — 

For  balance,  per  account  No.  3 . 

Cash  at  Bankers . .  . 

Cash  in  hand  for  current  expenditure  .  .  .  . 

Amount  invested  in  Consols . . 

Stores  in  hand — 

Coals . 

Coke  and  breetle . . 

Ammoniacal  liquor  and  tar . 

Sundries . 

Accounts  due  to  the  Company — 

Gas-rental,  quarter  ending  June  30,  1888  . 

Arrears  outstanding  ........ 


For  coke  and  other  residual  products  . 
Sundries  . . 


±195,185  18  6 


. ±6,804  19  1 

.  28,576  13  9 

.  1,300  0  0 

.  78,879  5  1 

±16,228  0  0 
45  0  0 
7,641  3  9 
5,805  9  2 

- 29,719  12  11 

±43,121  16  11 
1,822  11  8 

-  44,944  8  2 

±4,956  6  9 
444  12  9 

-  5,400  19  6 


±195,185  18  6 


Oct.  2,  1888.] 
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OTTOMAN  GAS  COMPANY,  LIMITED. 

The  Ordinary  General  Meeting  of  this  Company  was  held  last  Tuesday, 
at  the  London  Offices,  No.  9,  Queen  Street  Place.  E.C. — Mr.  E.  Hobner  in 
ttio  cti8/ir 

The  Sbcbetaby  (Mr.  A.  J.  King)  read  the  notice  convening  the  naeet- 
ing  ;  and  the  Directors’  report,  and  the  accounts  for  the  half  year  ending 
June  30,  reference  to  which  was  made  in  the  Journal  last  week,  were 

taken  as  read.  ,  t^-  i  v. 

The  Chairman,  in  moving — “  That  the  report  of  the  Directors  be 
received  and  adopted,”  referred  briefly  to  the  position  of  the  concern. 
He  thought  the  shareholders  would  find  from  the  accounts  that  toe  Com¬ 
pany  had  not  gone  back  in  any  way;  but,  on  toe  contrary,  that  they 
were  quite  as  sound — perhaps  rather  more  so — than  they  were  at  the 
close  of  the  June  half  of  1887.  The  most  important  feature  was  that  they 
had  ^1258  more  cash  in  hand  than  they  had  at  the  end  of  the  cor^- 
sponding  period.  This  he  considered  exceedingly  satisfactory.  The 
wages  and  materials  had  cost  about  the  same.  The  item  of  lamplighting 
was  i£36  less.  Salaries  and  office  expenses  had  cost  them  i£285  less.  He 
called  attention  to  these  things  to  show  that  great  pains  were  taken  by 
their  Engineer  and  Manager  (Mr.  H.  W.  Andrews)  to  do  the  best 
that  was  possible  for  the  Company  at  Smyrna.  On  public  lights  they  had 
received  11147  more ;  but  the  payments  by  general  consumers 
unfortunately  ^54  less.  The  other  items  all  stood  very  well  indeed. 
The  gas  made  per  ton  of  coal  amounted  to  10,308  cubic  feet ; 
and  the  unaccounted-for  gas  was  8J  per  cent.  He  thought  they  might 
congratulate  themselves  on  the  way  in  which  the  concern  was  going  on, 
notwithstanding  the  very  depressed  state  of  afiairs  in  the  East,  especially 
in  Smyrna.  Great  credit  was  doubtless  due  to  their  officers  for  this  con¬ 
dition  of  things. 

Mr.  A.  J.  Dove  seconded  the  motion,  and  it  was  carried. 

The  Chairman  next  moved  the  declaration  of  a  dividend  at  the  rate  of 
7  per  cent,  per  annum  on  both  classes  of  shares,  free  of  income  tax. 

Mr.  A.  CL.4RKE  seconded  the  motion,  which  was  agreed  to. 

The  Ch-ubman,  in  proposing  a  vote  of  thanks  to  the  officers  of  the 
Company,  said  that  it  was  perfectly  clear  that  great  difficulties  occurred 
in  such  as  place  as  Smyrna.  Mr.  Andrews  had  recently  had  very  arduous 
circumstances  to  contend  with.  Only  lately  he  had  been  twice  back  from 
Smyrna  on  the  Company’s  affairs.  The  Directors,  seeing  that  he  had 
done  so  much  for  the  Company,  had  determined  at  their  meeting  that 
morning  to  present  him  with  TIOO. 

Mr.  A.  Clarke  seconded  the  proposition ;  and  it  was  heartily  acquiesced 
in  by  the  shareholders. 

Mr.  Anhrews,  in  reply,  said  it  afforded  him  great  pleasure  to  be  at  the 
meeting.  He  was  returning  to  Smyrna  the  next  day ;  and  he  should, 
especially  after  the  substantial  manner  in  which  the  shareholders  had 
acknowledged  his  services,  start  back  with  renewed  vigour  and  energy. 
Alluding  to  the  position  of  the  Company,  he  said  he  thought  they  would 
all  like  a  little  more  dividend ;  but  Smyrna  had,  as  the  Chairman  had 
mentioned,  been  passing  through  a  most  depressed  time.  However,  there 
was  no  doubt  that  the  tide  had  now  turned.  It  was  true  that  the  con¬ 
sumers’  rental  was  somewhat  reduced:  but  he  confidently  hoped  they 
would  overcome  this  little  difficulty.  It  was  a  source  of  great  happiness  to 
him  to  receive  the  approval  of  the  shareholders ;  and  the  Board  had 
always  treated  him  with  the  greatest  kindness  and  cordiality.  Of  their 
Secretary  (Mr.  King)  he  could  not  say  a  word  too  much.  The  15  years  he 
(Mr.  Andrews)  had  been  connected  with  the  Company  seemed  a  long  term  ; 
but  Mr.  King  had  been  with  the  Company  longer. 

Mr.  Shand  moved  a  vote  of  thanks  to  the  Chairman  and  Directors,  and 
expressed  great  satisfaction  at  the  economies  which  had  been  introduced 
by  Mr.  Andrews. 

Mr.  E.  L.  Andrews  seconded  the  motion,  which  was  earned  nem.  con. 

The  Ceiaibman  acknowledged  the  vote,  and  the  proceedings  terminated. 


HAEEOW  DISTEICT  GAS  COMPANY. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  at  Harrow 
on  Monday  last  week — Mr.  J.  Glaisheb,  F.E.S.,  in  the  chair. 

The  Engineer  and  Secretary  (Mr.  J.  L.  Chapman)  read  the  notice  con¬ 
vening  the  meeting,  and  the  report  and  accounts,  which  were  referred  to 
in  the  Journal  for  the  11th  ult.  were  presented. 

The  Chairman,  in  moving  the  adoption  of  the  report,  said  if  the  share¬ 
holders  compared  the  balance-sheet  with  that  for  the  corresponding  half  of 
1887,  they  would  see  how  similar  they  were,  both  as  to  the  creditor  and  the 
debtor  sides.  It  implied  great  uniformity  of  work — a  uniformity  more 
than  he  liked,  for  the  progress  was  not  such  as  one  might  expect  in  a 
suburban  district  like  theirs.  In  other  districts,  gas  companies  had 
doubled  their  work  in  about  ten  years ;  but  they  had  not  done  so,  although 
they  had  been  in  existence  fifteen  years.  What  could  be  the  reason  ? 
What  blighting  influence  was  at  work  in  their  beautiful  district  of  Harrow : 
for  beautiful  it  was.  When  there  was  the  talk  of  the  Metropolitan  Eail- 
way  coming  to  Harrow  how  often  he  spoke  to  the  shareholders  about  the 
change  that  was  to  take  place.  The  railway  had  come,  but  the  hope  that 
he  had  indulged  in  was  a  “  hope  deferred.”  Still  he  did  not  despair.  It 
was  impossible  for  so  beautiful  a  district  not  to  improve.  In  looking^  to 
see  whether  there  was  any  progress,  he  considered  first  the  consumption 
of  coal,  and  took  it  for  four  half  years.  In  1886  it  was  1265  tons ;  in  1886, 
1308  tons ;  in  1887,  1388  tons ;  and  now  it  was  1394  tons.  This  showed 
only  6  tons  increase  over  the  corresponding  half  of  last  year  ;  but  still  it 
was  an  increase.  At  this  rate,  he  would  not  see  the  figures  doubled  in 
his  time.  There  was,  however,  an  indication  in  the  balance-sheet  that  they 
were  in  progress.  Then  as  to  the  price  of  coals,  he  found  that  in  1885 
they  paid  18s.  2d.  per  ton  ;  in  1886,  18s.  3d.;  in  1887,  17s.  9d.;  and  now  it 
was  17s.  3d.  This  was  very  important  to  them;  and  the  Directors  would 
keep  their  eyes  open,  and  see  if  they  could  not  purchase  it  at  a  still  cheaper 
rate.  They  obtained  more  gas  from  their  coals  last  year  than  they  did 
previously,  and  the  leakage  was  less ;  so  that  there  were  several  indications 
that  they  were  progressing.  Their  desire  was  to  bring  down  the  price 
of  their  gas  to  please  everybody,  or  at  any  rate  the  majority  ;  and 
this  they  would  do  as  soon  as  it  was  in  their  power.  They  had 
to  contend  with  the  electric  light,  though  he  did  not  think  it  was 
very  important.  It  was  a  luxury  indulged  in  by  those  to  whom 
money  was  no  object.  But  it  happened  that  money  was  an  object 
to  most  people ;  and  therefore  most  people  could  not  have  the  electric 
light.  Then  there  was  petroleum.  'This  was  a  nice  light,  but  it  gave 
a  good  deal  of  trouble.  When  people  took  up  petroleum  they  were 
generally  pleased  with  it  at  first;  but  the  trouble  it  necessitated 
soon  caused  an  alteration  in  their  feelings.  Gas,  on  the  other  hand,  was 
extremely  convenient,  and  caused  no  trouble  whatever  to  the  consumer. 
Then  they  had  to  contend  with  their  residuals.  Their  coke  in  1885  realized 
£312 ;  in  1886,  £355 ;  in  1887,  £373 ;  and  in  1888,  £370.  He  was  rather 
surprised  at  the  falling  off ;  but  they  were  in  a  difficulty  at  the  present 
moment  because  there  was  a  great  quantity  being  sent  over  to  the  north 
side  from  the  south  side  of  London  ;  the  figures  in  respect  of  tar  were : 
1885,  £131 ;  1836,  £104 ;  1887,  £38 ;  and  1888,  £53.  All  their  tar  was  now 
used  on  the  works ;  and  by  doing  this  they  saved  coke,  for  which  they 


received  more  money.  Eor  their  ammonia  they  realized  twice  as  much 
as  they  did  in  1885.  Taking  the  totals  of  all  the  residuals,  they  had 
£485  in  1885,  £520  in  1886,  £490  in  1887,  and  £510  in  1888.  Therefore, 
viewing  the  balance-sheet  critically,  as  he  had  endeavoured  to  do,  he  was 
more  hopeful  after  examination  than  he  was  before.  He  was  at  first 
rather  depressed,  but  when  he  looked  at  the  several  items  he  was  cheered 
again.  He  afterwards  asked  himself,  “  Had  they  earned  the  dividend  ? 
Yes.  “Did  they  do  it  last  year?”  No;  they  had  to  draw  on  their  un¬ 
divided  balance.  This  confirmed  the  hopeful  view  he  took  after  examin¬ 
ing  the  accounts  carefully.  Some  cheering  news  had  been  given  him  that 
morning,  when  he  was  told  by  one  of  his  brother  Directors  that  six  or 
seven  of  his  large  houses  had  recently  been  let  in  Harrow.  This  was 
what  he  wanted  to  see.  If  every  house  was  taken  in  the  place,  there  would 
be  a  greater  demand  for  gas,  and  the  Company’s  prospects  would  be 
improved.  Though  not  prospering  at  the  rate  of  similar  undertakings, 
the  Company  had  in  it  success ;  and  he  hoped  before  long  the  hope 
that  had  been  indulged  in  for  so  many  years  would  be  realized. 

The  Deputy-Chairman  (Mr.  John  Chapman)  seconded  the  motion, 
remarking  that  he  quite  agreed  with  what  Mr.  Glaisher  had  said 
especially  with  the  hopeful  part  of  his  speech,  when  he  referred  to  the 
houses  that  had  recently  been  let  in  Harrow.  Certainly  things  began  to 
look  a  little  brighter.  He  agreed  with  their  worthy  Chairman  that  such 
a  beautiful  place  as  Harrow  ought  not  to  have  so  many  empty  houses. 
Notwithstanding  the  threatening  circumstances  around  them,  he  trusted 
that  they  would  yet  see  Harrow  prosperous  and  happy.  He  was  sorry 
tb©  report  did  not  show  a  more  flourishing  state  of  affairs ;  but  he  hoped  it 
was  a  stepping-stone  to  something  brighter  in  the  future. 

Mr.  Broadbebry  referred  to  the  differential  prices  charged  by  the  Com¬ 
pany,  which  he  thought  were  likely  to  cause  unpleasantness.  As  soon  as 
the  accounts  would  allow  it,  he  hoped  the  Company  would  fix  one  general 
price  for  their  gas. 

The  Chairman  said  the  subject  had  been  before  the  Directors  several 
times ;  and  as  soon  as  they  could  clearly  see  their  way  to  do  it,  it  would  be 
done.  At  present,  however,  they  must  “  cut  their  coat  according  to  their 
cloth.” 

The  motion  was  then  carried. 

Subsequently  dividends  were  declared  as  follows  : — 7i  per  cent,  on  the 
original  capital,  7  per  cent,  on  the  first  additional  capital,  and  64  per  cent, 
on  the  second  additional  capital,  all  less  income-tax. 

On  the  motion  of  Mr.  C.  Horsley,  J.P.,  seconded  by  Mr.  A.  H.  Baynes, 
F.E.A.S.,  a  vote  of  thanks  was  unaninously  passed  to  the  Engineer  and 
Secretary  and  to  the  Auditors. 

Mr.  J.  L.  Ch,4PMAn,  in  responding,  said  that  he  was  extremely  glad  that 
the  shareholders  were  pleased  with  the  balance-sheet.  With  petroleum 
sold  in  the  streets,  it  was  not  so  easy  as  in  the  days  gone  by  to  carry  on 
their  works ;  but  he  believed  with  the  Chairman  that  oil  had  only  a 
passing  popularity.  The  Chinese  Government,  he  noticed,  were  striving 
at  toe  present  time  to  prevent  the  importation  of  kerosene  into  the 
country,  as  having  a  more  deleterious  effect  than  the  opium  traffic.  He 
did  not  think  it  would  suit  the  public  taste  long  in  this  country.  They 
had  held  their  own  better,  he  thought,  than  they  could  have  expected. 
He  trusted  that  with  the  reduced  price  of  gas  they  would  get  more  con¬ 
sumers,  and  so  be  enabled  to  go  ahead  more  rapidly  than  they  had  done 
in  the  past. 

Mr.  J  Band.all,  in  responding  for  the  Auditors,  said  it  was  always  a 
pleasure  to  go  over  the  accounts;  the  only  thing  he  regretted  was  that 
the  figures  were  not  larger.  He  could  tell  the  shareholders  that  the  price 
of  oil  was  likely  to  go  up  ;  and  that  would  be  better  for  them,  for  they 
would  have  less  to  compete  against.  Let  them  reduce  the  price  of  gas  as 
much  and  as  soon  as  they  could.  Their  progress  was  slow,  but  it  was 
sure.  . 

Mr.  Broadbebry  then  moved  a  vote  of  thanks  to  the  Chairman  ana 
Directors  for  their  able  conduct  of  the  business  of  the  Company. 

Mr.  Nowakowski  seconded  the  motion,  and  it  was  carried  unanimously. 

The  CmuRMAN  briefly  acknowledged  the  compliment,  and  the  proceed¬ 
ings  terminated. 


sheewsbuey  gas  company. 

The  Annual  General  Meeting  of  this  Company  was  held  last  Thursday 
— Mr.  A.  G.  Brookes  in  the  chair. 

The  Secretary  and  Manager  (Mr.  W.  Belton,  Assoc.  M.  Inst.  C.E.) 
having  read  the  notice  convening  the  meeting,  the  report  of  the  Directors 
was  taken  as  read.  It  stated  that  the  available  balance  of  profit  amounted 
to  £5564  17s.  9d.,  out  of  which  the  Directors  recommended  that  the  autho¬ 
rized  dividend'should  be  declared.  There  was  a  small  increase  in  the 
consumption  of  gas  during  the  year,  and  also  a  slight  improvement  in  the 
returns  for  residuals.  The  unaccounted-for  gas  was  4'38  per  cent.  The 
reserve  fund  now  amounts  to  £6876  4s.  7d.  and  is  invested  in  2i  per  cent. 
Consols.  The  Directors  have  deemed  it  advisable  to  revise  the  prices 
charged  for  the  rental  of  meters,  and  have  reduced  them  to  about  half  the 
amount  hitherto  charged;  the  reduction  to  take  effect  from  June  last. 

The  Ch-aerman,  in  moving  the  adoption  of  the  report,  said  it  was  satis¬ 
factory  that  the  Company  would  not  have  to  raise  more  capital  for  some 
time,  because  they  had  a  considerable  balance  in  hand  and  the  expendi¬ 
ture  was  very  low.  The  shareholders  would  observe  that  there  had  been 
an  increase  of  rather  more  than  2  per  cent,  in  the  sale  of  gas  during  toe 
year ;  the  total  quantity  consumed  being  115J  million  cubic  feet.  The 
unaccounted-for  gas  had  only  been  4'38  per  cent. ;  and  it  spoke  well  for 
the  admirable  way  in  which  the  works  were  conducted  that  the  loss  should 
be  so  small.  He  had  been  in  the  habit  of  reading  the  Journ.il  of  Gas 
Lighting,  and  found  that  there  were  very  few  gas  companies  in  England 
who  could  boast  of  so  small  a  loss.  The  sale  of  residuals  had  improved  ; 
but  the  price  had  been  low  for  some  years.  Notwithstanding  this,  they  had 
managed  to  survive  difficulties.  With  regard  to  toe  reductions  they  had 
made  in  the  rental  of  meters,  alluded  to  in  the  report,  they  amounted  to 
about  one-half  toe  amount  the  Company  had  formerly  charged  ;  and  the 
Directors  believed  that  this  concession,  which  gave  the  consumers  about 
£250,  would  be  a  source  of  general  satisfaction.  They  had  the  more 
pleasure  in  making  these  reductions  because  it  greatly  relieved  the  smaller 
consumers,  whom  he  thought  the  Company  would  be  always  willing  to 
help.  It  was  of  much  consequence  to  them,  as  the  shareholders  would 
agree  with  him  when  he  mentioned  the  fact  that  occasionally  in  a 
quarterly  payment  the  charge  for  a  meter  was  sometimes  greater  than  for 
the  gas  itself.  He  was  sure,  therefore,  that  this  concession  would  meet 
with  their  approbation  quite  as  much  as  any  action  of  the  Directors  on 
their  behalf.  He  thought  he  could  fairly  congratulate  them  upon  the 
excellent  condition  of  their  property,  and  the  prospects  of  continued 
success.  They  had  an  increasing  reserve,  which  at  present  amounted  to 
more  than  £6876,  and  the  balance  of  profit  was  increasing.  Taking  these 
matters  into  consideration,  he  thought  the  shareholders  would  agree  that 
the  position  of  the  Company  was  most  satisfactory. 

Mr.  Humphreys,  in  seconding  the  motion,  said  it  gave  great  pleasure  to 
the  Directors — and  he  was  sure  also  to  the  shareholders — that  they  were 
able  to  render  so  satisfactory  an  account  of  their  stewardship.  As  the 
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Chairman  had  remarked,  it  was  stated  in  the  report  that  they  intended  to 
make  considerable  reductions  in  the  rental  of  meters,  which  was  highly 
satisfactory.  Whilst  protecting  their  own  interests,  they  were  enabled  at 
the  same  time  to  further  the  interests  of  the  public  in  general,  not  only  by 
the  reduction  in  the  charges  for  meters,  but  also  by  other  prospective 
reductions  in  the  price  of  gas  itself. 

The  motion  was  carried  unanimously. 

A  dividend  at  the  rate  of  7i  per  cent,  per  annum  was  then  declared. 

The  retiring  Directors  and  Auditor  having  been  re-elected, 

A  cordial  vote  of  thanks  was  accorded  to  the  Chairman  and  Directors 
for  the  able  manner  they  had  conducted  the  affairs  of  the  Company. 

The  Chairman,  in  acknowledging  the  compliment,  said  he  was  not  sur¬ 
prised  at  the  success  of  the  Company  when  he  took  into  consideration 
the  admirable  management  they  had.  In  his  candid  opinion,  he  believed 
that  as  a  Manager  in  every  capacity  Mr.  Belton  could  not  be  surpassed.  To 
him,  therefore,  was  the  credit  due. 

Mr.  Bentley  then  proposed  a  vote  of  thanks  to  Mr.  Belton ;  referring 
in  flattaring  terms  to  the  manner  his  duties  had  been  discharged. 

Mr.  Bowen  seconded  the  motion,  and  it  was  cordially  agreed  to. 

Mr.  Belton  having  returned  thanks,  the  services  of  the  Auditors  were 
suitably  acknowledged,  and  the  proceedings  closed. 


THE  EISE  AND  PROGEESS  OP  THE  SOUTHAMPTON  GAS 

COMPANY. 

In  a  recent  edition  of  the  Southern  Echo  there  appeared  an  article  con¬ 
taining  an  interesting  account  of  the  rise  and  progress  of  the  Southampton 
Gas  Company,  from  which  we  take  the  following  particulars  : — The  works 
were  originally  in  the  hands  of  Messrs.  Barlow  Bros.,  who  disposed  of  the 
property  to  the  Company  in  1823,  when  the  district  could  not  boast  of 
more  than  14,000  or  15.000  inhabitants.  As  may  well  be  supposed,  the 
extent  of  the  works  and  the  character  of  the  manufacturing  processes  em¬ 
ployed  were  very  different  from  what  they  are  at  the  present  day.  The 
area  was  restricted,  and  the  plant  crude;  and  consequently  the  operations 
were  costly.  It  appears  that  the  supply  to  the  consumers  was  regulated 
by  the  class  of  burner  selected  and  the  number  of  hours  the  gas  was  used. 
For  an  Argand  burner  the  annual  cost  of  gas  ranged  from  to  T8  ;  for  a 
similar  burner  of  larger  size,  the  annual  cost  ranged  from  T4  to  TIO  10s. ; 
for  a  small  burner,  used  in  a  passage  or  fanlight,  the  charge  was  TS, 
£2  10s.,  or  £6,  according  to  the  number  of  hours  ;  for  a  batswing  or  “  tulip” 
burner,  out  of  doors,  the  price  was  4:5  if  used  from  dusk  till  eleven  o’clock, 
£5  16s.  8d.  if  used  till  twelve  o’clock,  and  TIO  if  kept  alight  till  sunrise. 
"Where  the  gas  was  consumed  either  on  Sunday  or  in  the  morning,  one- 
sixth  was  added  to  the  price.  Persons  whose  consumption  was  irregular 
were  recommended  by  Messrs.  Barlow  to  be  supplied  by  measure,  at  the 
rate  of  15a.  per  1000  cubic  feet.  The  terms  of  payment  were  very  exacting ; 
all  consumers  being  required  to  engage  a  burner  for  twelve  months,  and 
to  make  their  payments  in  advance.  The  proprietors  would  not  supply 
gas  unless  the  burners  were  fixed  by  themselves  and  paid  for,  together 
with  the  fittings  and  pipes  running  into  the  house.  On  Saturday  night 
the  lights  were  allowed  to  burn  till  eleven  o’clock  without  additional 
charge  to  the  consumer.  “  The  regulations  of  Messrs.  Barlow  might,” 
says  the  writer  of  the  article,  “have  been  practicable  in  the  days  of  our 
forefathers,  but  they  wear  a  ludicrous  aspect  when  compared  with  our 
modern  notions  of  the  law  of  supply  and  demand.  Under  such  conditions, 
it  was  natural  that  gas  should  not  occupy  a  very  prominent  place  in  the 
regard  of  the  public.”  'When  the  under  aking  passed  into  the  hands  of  the 
Southampton  Gas  Company,  economies  were  periodically  introduced, 
until  the  Directors  were  able,  in  1886,  to  reduce  the  price  of  gas  to 
the  limit  of  4s.  6d.  per  1000  cubic  feet,  and  now  3s.  is  charged  in 
the  town.  The  population  stands  at  about  70,000;  and  the  Company 
own  mains  which,  in  the  aggregate,  are  nearly  lOU  miles  in  length.  Gas 
is  not  only  supplied  to  Southampton  proper,  but  to  the  outlying  districts. 
In  these  the  Company  now  charge  38.  6d.  per  1000  cubic  feet,  or  2s.  below 
the  maximum  price  allowed  by  Parliament.  They  served  1314  public 
lamps,  and  have  a  total  of  nearly  5500  consumers  on  their  books.  The 
Company  became  incorporated  in  the  year  1848;  additional  powers  being 
obtained  in  1865  and  1876.  The  total  authorized  capital,  share  and  loan, 
is  T286,660,  of  which  4-189,858  of  the  share  capital  has  been  paid  up. 
The  Company  have  also  availed  themselves  of  their  borrowing  powers  to 
the  extent  of  ±’36,660,  and  have  realized  ±19,424  in  the  shape  of  premiums 
on  the  sale  of  shares  by  public  auction.  There  has  of  late  years  been 
an  enormous  increase  in  the  quantity  of  gas  sold.  In  December,  1849, 
the  works  were  capable  of  producing  in  24  hours  116,000  cubic  feet  of  gas. 
In  the  corresponding  month  of  1887,  IJ  million  cubic  feet  of  gas  were 
produced.  This  great  increase  will  represent  the  gradual  progress  made 
by  the  Company,  especially  in  regard  to  their  works.  It  cannot  be  said, 
however,  that  the  income  of  the  Company  has  augmented  to  an  extent 
corresponding  with  the  opening  out  of  new  districts.  The  writer  then 
proceeds  to  give  a  description  of  the  Company’s  works. 


The  Luton  Corporation  and  the  Gas  and  "Water  Works. — A  special 
meeting  of  the  Luton  Town  Council  was  held  last  Friday  to  receive  the 
report  of  the  Committee  appointed  to  consider  the  advisability  of  the 
Corporation  purchasing  the  water  and  gas  works.  The  Committee  were 
not  in  a  position  to  make  any  recommendation  with  regard  to  the  gas 
undertaking;  but,  after  considering  the  figures  placed  before  them  con¬ 
cerning  the  water-works,  the  Council  resolved  to  take  the  necessary 
steps  to  purchase  the  concern. 

A  Question  of  Public  Lighting  in  North  Wales. —  The  ratepayers 
of  Rhosllanerchrugog,  near  Euabon,  had  an  exciting  debate  last  'Wed¬ 
nesday  evening  on  the  subject  of  lighting  the  streets  with  gas.  The 
matter  occupied  the  attention  of  the  'Vestry  in  June  last  year;  but 
no  decision  was  come  to — the  question  being  ordered  to  stand  over  for  a 
year.  There  was  a  pretty  general  agreement  among  the  assembled  rate¬ 
payers  on  Wednesday  as  to  the  necessity  of  having  lights  in  the  main 
thoroughfares;  and  the  Gas  Compauy  had  expressed  their  willingness 
to  act  liberally  with  the  parties.  It  was  estimated  that  40  lamps,  in 
addition  to  those  in  front  of  some  of  the  shops,  and  a  large  one  promised 
by  the  Company,  would  be  sufficient;  and  for  these  the  charge  would  be 
±80  per  annum.  This,  according  to  the  rateable  value,  would  entail  a 
rate  of  2id.  in  the  pound,  or,  with  the  cost  of  collection,  perhaps  3d.  ’Ihis, 
it  was  considered,  the  ratepayers  would  not  be  able  to  bear  in  addition  to 
the  present  taxation.  It  was  contended  by  some  speakers  that  the  40  lamps 
proposed  would  be  altogether  inadequate  ;  while  others  maintained  that 
they  would  be  in  exeess  of  the  requirements  of  the  place.  After  much 
confused  discussion,  a  motion  was  submitted  to  deter  the  matter  for 
another  year.  To  this  an  amendment  was  moved  to  adjourn  it  for  a  fort¬ 
night.  The  proceedings  at  this  point  became  uproarious — conflicting 
resolutions  of  various  kinds  being  made  with  bewildering  haste,  and  the 
opposition  party  showing  signs  of  great  excitement.  Eventually  the 
motion  was  carried  by  a  majority  of  40;  and  thus  the  town  will  be  left 
in  darkness  for  another  twelvemonth. 


BIRMINGHAM  CORPORATION  GAS  SUPPLY. 

Workmen’s  Holidays. — Increase  op  Salaries  of  Officials. 

At  the  Meeting  of  the  Birmingham  Town  Council  to-day,  the  Gas  Com¬ 
mittee  will  present  the  following  report:— The  Gas  Committee  report 
that  the  memorialists  for  holidays  to  workmen  have  been  informed  that 
holidays  will  in  future  be  granted  as  follows: — A  holiday  of  one  week 
(equal  to  6i  days)  in  each  year,  during  the  summer  months,  to  the  fire¬ 
men,  stokers,  maohinemen,  coke  wheelers,  coal  trimmers,  coal  wheelers, 
and  odd  men — such  men  being  described  as  carbonizers,  or  men  working 
in  the  retort-houses — who  have  been  employed  not  less  than  ten  months 
in  the  year  ending  June  30 ;  it  being  understood  that  such  holiday  is  to  be 
an  actual  holiday  or  rest  from  work,  and  that  no  money  compensation  is 
to  be  paid  in  lieu  thereof.  A  holiday  on  Christmas  day,  Whit  Monday , 
and  the  first  Monday  in  August,  or  other  days  in  lieu  thereof,  to  all  work¬ 
men  who  have  been  in  the  direct  employment  of  the  department  for  three 
months  continuously  prior  to  each  holiday,  other  than  the  carbonizers,  to 
whom  the  previous  regulation  applies ;  it  being  understood  that  such 
holiday  is  to  be  an  actual  holiday  or  rest  from  work,  and  that  no  money 
compensation  is  to  be  paid  in  lieu  thereof.  The  annual  cost  of  these 
holidays  is  estimated  at  ±580.  In  compliance  with  a  minute  of  the 
Council,  the  Committee  report  the  salaries  of  officials  of  the  department 
which  have  been  increased  during  the  present  year.  [Among  these  are, 
Mr.  E.  Smith,  Secretary,  from  ±1000  to  ±1250;  Mr.  W.  H.  Powell,  Assis¬ 
tant-Secretary,  from  ±250  to  ±300;  and  Mr.  Charles  Hunt,  Engineer,  from 
±950  to  ±1200 ;  the  remainder  being  small  advances  to  various  clerks.] 
The  cost  of  repair  of  meters  for  the  half  year  ended  June  30  last  was 
±2870  Bs.  9d.,  and  the  number  repaired  was  4514.  The  quantity  of  coke  in 
stock  on  Sept.  20  was  1072  tons,  as  against  469  tons  at  the  corresponding 
period  of  last  year.  The  quantity  of  gas  sold  in  the  quarter  ended  June 
30  was  618,980,900  cubic  feet,  as  against  594,663,600  cubic  feet  in  the  cor¬ 
responding  quarter  of  1887  ;  being  an  increase  of  24,317,300  cubic  feet,  or  a 
little  over  4  per  cent.  The  number  of  new  services  laid  during  the  quarter 
ended  June  30  was  371,  as  against  344  in  the  corresponding  quarter  of 
1887,  being  an  increase  of  27. 


LEICESTER  CORPORATION  GAS  SUPPLY. 
Half-Y’^early  Report  of  the  Gas  Committee — Reduction  of  Meter- 
Rents — Increase  of  the  Engineer’s  Salary. 

At  the  Meeting  of  the  Leicester  Town  Council  last  Tuesday — the  Mayor 
(Mr.  T.  Wright)  in  the  chair — the  half-yearly  report  of  the  Gas  Committee 
was  presented.  The  Committee  reported  that  the  net  profit  of  the  under¬ 
taking,  after  payment  of  interest  on  the  capital,  for  the  six  mouths  ending 
June  30  last,  was  ±14,881  17s.  8d.,  of  which  ±2520  had  been  paid  as  the 
amount  of  the  sinking  fund  for  the  same  period.  The  net  amount 
realized  by  the  manufacture  of  residual  products  was  ±6841  lOs.  2d.,  and 
by  the  gas-fitting  business  ±447  43.  2d.  During  the  half  year,  43,099 
tons  of  coal  were  carbonized  ;  the  quantity  of  gas  made  being  437,494,000 
cubic  feet,  as  against  425,050,000  cubic  feet  for  the  corresponding  half  of 
last  year,  or  an  increase  of  2’92  per  cent.  The  average  illuminating  power 
of  the  gas  had  been  a  little  more  than  3  sperm  candles  in  excess  of  the 
parliamentary  standard.  The  new  chemical  works  in  the  Aylestoue  Road 
were  working  in  a  most  satisfactory  manner,  having  been  in  full  operation 
for  upwai-ds  of  twelve  months.  The  extension  of  the  Aylestoue  Road 
works  was  progressing  satisfactorily ;  and  there  was  every  probability  of 
the  new  works  being  completed  within  three  years  from  the  commence¬ 
ment,  as  anticipated.  The  Committee  have  had  under  consideration  the 
question  of  making  some  reduction  in  the  scale  of  charges  for  the  use  of 
meters.  Those  chiefly  used  by  consumers  were  3-light ;  and  the  Com¬ 
mittee  recommended  that  the  rents  of  these  should  be  reduced  from  Is.  to 
8d,  per  quarter,  which  would  represent  a  reduction  of  about  ±1000  a  year 
in  the  income  of  the  department.  They  had  received  an  application  from 
Mr.  A.  Colson,  Assoc.  M.  Inst.  C.E.,  the  Engineer  and  Manager,  for  an 
increase  of  salary ;  and,  having  regard  to  the  satisfactory  manner  in 
which  he  had,  during  a  service  of  nearly  six  years,  discharged  his  duties, 
and  considering  the  increased  work  and  responsibilities,  they  recommended 
that  his  salary  be  increased  by  ±150  per  annum. 

Alderman  Wood,  in  moving  the  adoption  of  the  financial  portion  of  the 
report,  said  it  was  a  matter  of  increasing  gratification  to  the  Council  that  the 
profits  of  the  Gas  Department  showed  such  continued  progress.  The  profit 
of  the  half  year  just  closed  was  the  largest  ever  realized,  except  in  two 
cases,  since  the  works  had  been  under  the  control  of  the  Corporation.  If 
they  considered  the  fact  that  the  price  of  chemicals  now  was  only  some¬ 
thing  like  half  of  what  it  was  in  1881,  when  in  no  single  year  up  to  that 
were  they  able  to  announce  for  a  whole  year  a  profit  equal  to  that  of  the 
past  half  year,  it  would  be  seen  that  the  present  result  was  exceptionally 
gratifying.  The  half-year’s  working  showed  a  net  profit  of  ±12,361  178. 8d., 
against  ±9759  lOs.  lOd.  for  the  half  year  ending  J une  30, 1887,  or  an  increase 
of  ±2602  6s.  lOd.  This  had  not  been  obtained  by  any  great  saving  m  the 
price  of  coal.  The  average  price  had  been  the  same  as  in  the  corresponding 
period  of  last  year ;  but  they  had  spent  ±500  more  on  coal,  and  had  pro¬ 
duced  from  it  ±1900  more  revenue.  This  was  very  satisfactory  ;  and 
he  thought  it  right  to  say  it  was  due,  in  a  measure,  to  the  full  workingof 
the  regenerative  furnaces  which  had  come  into  operation  entirely  during 
the  half  year,  and  which  had  enabled  the  Engineer  to  produce  so  much 
more  gas  from  a  given  quantity  of  coal.  They  had  spent  during  the  half 
year  ±120  more  in  purification.  One  significant  fact  was  that,  although 
they  had  had  this  increased  revenue  and  larger  demand  upon  the  depart¬ 
ment,  the  wages  had  been  less  by  ±95.  The  works  had  been  fully  ™a,in- 
tained.  They  had  spent  ±4394  in  repairs  and  maintenance,  against  ±3370 
in  the  preceding  half  year ;  so  that  the  Council  could  judge  that  the 
works  were  kept  in  a  thoroughly  efficient  condition.  One  unfor¬ 
tunate  item  of  expenditure  was  the  increased  charge  for  rates  and  taxes. 
The  Council  were  aware  that  a  few  months  ago  the  assessment  was  raised 
in  St.  Mary’s  parish  ;  and  this  would  become  a  burden  on  the  department 
to  the  extent  of  ±1200  a  year.  The  total  revenue  during  the  half  year  was 
±64,201,  against  ±58,901 ;  showing  an  increase  of  ±5300.  After  deducting  the 
extra  charges,  they  had  a  net  increase  of  profit  of  ±2602.  The  sources  from 
which  the  profit  was  derived  were  as  follows  : — Tne  consumption  of  gas 
had  increased  nearly  3  per  cent. ;  and  they  had  realized  ±1963  more  for  gas 
than  last  year.  From  the  rental  of  meters  and  stoves  they  gained  ±49 
more  ;  and  from  the  sale  of  coke  and  breeze,  ±514  more  But  the  chief 
item  of  increase  had  come  from  the  chemical  works ;  the  advance  there 
being  ±2.578.  He  wished  to  impress  upon  the  Council  the  fact  that  this 
was  not  due  to  any  material  rise  in  the  value  of  the  products,  but  simply 
to  the  better  plant  they  had  to  manufacture  with,  and  the  careful  super¬ 
vision  of  Mr.  Colson,  the  Engineer,  who  had  had  this  department  entirely 
under  his  control.  The  gas-fittings  department  had  brought  an  increased 
profitof  ±134.  They  had  spent  on  the  extension  works  during  the  half 
year  ±12,555  ;  upon  new  mains  (which  meant  extensions  of  mains)  ±1480; 
and  on  new  meters,  ±417— making  a  total  expenditure  on  capital  account 
of  ±14,461.  Consequently  their  interest  charges  were  growing  every  half 
year.  But  in  spite  of  this  the  general  result  of  the  department  was 
very  gratifying.  One  item  which  would  materially  affect  the  balance  sub¬ 
mitted  to  the  Council  was  the  stock.  He  thought  it  was  well  that  he 
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Bhould  assure  the  Council  that  the  stock-taking  was  done  in  the  most  care- 
ful  and  generous  manner;  and  he  believed  there  was  a  very  large  reserve 
fund  in  that  stock.  They  had  now  completed  10  years  of  the  working  ot 
the  Gas  Department ;  and  he  said  it  was  a  tribute  to  those  gen  emen 
who  took  a  leading  part  in  prevailing  on  the  Council  and  the  town  to  pur¬ 
chase  the  gas-works  (A.lderman  Windley  and  Wmterton,  an 
Alderman  Grimsiey).  During  this  period  the  Corporation  had  realized  a  net 
profit  of  £210,000,  £5000  of  which  had  been  placed  to  a  reserve  fund 
£15,000  to  the  gas  renewal  fund,  £28,560  to  a  sinking  fund,  and  £146,700  had 
been  handed  to  the  Borough  Treasurer  in  reduction  of  the  rates 
Mr.  Lennabd  seconded  the  motion.  He  said  he  was  not  s 
the  best  thing  for  the  town  and  Council  that  these  enormous  profits 
should  be  made,  because  perhaps  they  were  not  so 

other  departments  as  they  would  be  if  the  money  came  direc  y  .,  ., 
rates.  But  whilst  the  present  policy  was  sanctioned  by  the  Council,  it 
was  the  duty  of  the  management  to  make  the  best  they  could  ot  it. 
should  like  to  see  some  reduction  made  very  soon  in  the  price  of  gas 
which  would  to  a  certain  extent  curtail  the  profits.  But  during  the  next 
two  or  three  years  they  would  have  to  spend  £80,000  or  £90,000  of  capital, 
which  would  cost  upwards  of  £3000  a  year  for  interest,  and  would  not  bring 
in  a  penny  of  revenue.  After  this  expenditure  had  been  incurred  ®ay,  i 
five  years— they  would  begin  to  reap  a  very  much  larger  profit  than  tney 
were  doing  now,  because  they  would  be  working  on  enlarged  premises, 
which  would  cost  them  about  a  third  of  the  capital  of  the  present  premises, 
and  then  he  thought  the  question  of  price  should  again  claim  attention. 

He  confirmed  the  Chairman’s  statement  as  to  the  liberal  method  ot  taking 
the  stock,  and  said  that  the  happy  result  of  the  half-year’s  working  was 
arrived  at  through  the  new  works,  the  skill  and  close  attention  ot  tue 
Engineer,  and  to  the  loyalty  and  hearty  co-operation  of  the  whole  statt. 

Alderman  Bennett  said  the  return  for  every  ton  of  coal  carbonized 
was  greater  in  Leicester  than  anywhere  else  in  the  country ;  and  tne 
difference  produced  by  working  up  the  residuals  and 
owing  to  the  skill  in  which  it  was  done,  resulted  in  a  profit  ot  ±7UUU 

during  the  year.  ^  ^  t  £  xi  n  n 

Mr.  G.  Green  expressed  his  appreciation  of  the  work  ot  the  Gas  Gom- 
mittee  and  the  management,  but  reminded  the  Council  that  when  they 
took  over  the  gas-works  it  was  thought  they  would  ease  themselves  (A  a 
great  deal  of  what  was  then  paid  as  dividend  to  the  shareholders.  But 
now  they  not  only  paid  the  premium  they  had,  but  also  that  upon  the 
purchase  of  the  lease  and  the  interest  on  the  capital,  besides  providing  a 
sinking  fund  which  would  repay  the  capital  in  50  years  1  and  beyond 
this  they  earned  a  profit  of  something  like  20  per  cent.  He  protested 
that  the  profits  were  much  too  large ;  and  if  in  five  years  time  they 
were  going  to  increase  the  profits,  it  was  indirect  taxation.  It  fell  heavily 
on  the  great  bulk  of  the  consumers.  On  every  £1  they  pa,id  for  gas, 
there  was  Is.  profit ;  and  he  submitted  that  some  relief  should  be 
in  less  than  five  years.  The  trifling  relief  of  £1000  proposed  to  be 
allowed  on  meter-rents  was  not  worth  considering.  ,  .  .  u  i 

The  Mayor  called  attention  to  the  fact  that  the  greater  part  of  the  last 
speech  had  been  devoted  to  a  question  which  was  not  now  before  the 
Council.  Unless  there  was  some  definite  motion  to  alter  the  system  ot 
dividing  the  profits,  the  discussion  of  the  subject  was  irregular. 

Alderman  Kkmpson  pointed  out  that  a  great  portion  of  the  profits  was 
devoted  to  reducing  the  rates,  and  therefore  the  ratepayers  derived  the 
benefit.  „  .  . 

Alderman  Windley  thonght  they  should  not  find  fault  with  the  one 
department  of  the  Corporation  which  was  doing  good  to  the  town,  ihe 
gas-works  more  than  realized  the  expectation  of  those  who  took 
over  ;  and  the  desire  of  the  Committee  had  always  been  to  obtain  the  best 
plant  and  the  most  economical  and  skilful  management.  If  the  result  o 
this  was  to  produce  large  profits,  it  was  a  matter  for  congratulation.  A 
the  same  time  the  subject  of  profits  had  engaged  the  attention  of  the 
Committee  at  their  last  meeting.  The  question  of  lighting  all  tlie  courts 
of  the  town  would  not  be  overlooked  ;  and  it  was  also  suggested  that  a 
considerably  improved  method  of  lighting  many  of  the  streets  might  be 
adopted,  at  a  lower  rate  to  the  Corporation  than  the  ordinary  charge. 

Alderman  Wood  said  the  fact  had  been  lost  sight  of  that  reductions 
had  been  made  from  time  to  time  in  the  price  of  gas,  on  the  recommen¬ 
dation  of  the  Committee.  Whilst  £146,000  had  been  applied  to  the 
lowering  of  the  borough  rate,  about  an  equal  sum  had  been  applied  in  the 
reduction  of  the  price  of  gas.  It  was,  however,  a  fair  matter  of  considera¬ 
tion  to  see  in  what  direction — and  possibly  in  favour  of  the  consumer 
they  could  make  some  alteration  ;  and  this  matter  would  not  escape  the 
attention  of  the  Committee.  He  hoped  also  that  the  Cominittee  would  see 
their  way  to  improving  the  lighting  of  the  town  by  reducing  the  charge 
for  the  public  lamps. 

The  motion  was  then  adopted.  ,  , 

Alderman  Wood  then  moved  that  the  rent  of  3-light  gas-meters  be 
reduced  from  Is.  to  8d.  per  quarter;  remarking  that  this  would  entail 
an  annual  cost  to  the  Gas  Department  of  about  £1000.  At  various  ward 
meetings  in  the  town  it  had  been  repeatedly  suggested  that  the  meter 
question  should  receive  attention  ;  and,  after  considering  it  for  five  or  six 
months,  the  Committee  had  arrived  at  a  unanimous  recommendation. 
They  had  14,735  of  these  meters  on  hire,  which  cost  the  department  about 
6d.  each  per  annum  for  repair,  and  about  2d.  each  for  removal  and 
re-removal  This  was  a  cost  of  about  8d.  per  meter  to  the  ratepayers; 
leaving  a  net  revenue  of  about  3s.  4d.  each  per  annum.  By  the  proposed 
reduction  the  net  rent  tor  this  class  of  meters  would  be  2s.,  which  would 
compare  favourably  witli  the  rents  paid  for  the  larger  descriptions  of 
meters.  A  greal  deal  might  be  said  in  favour  of  retaining  the  rent  at  the 
old  price  ■  but  the  Council  should  consider  that  the  consumers  using 
3-light  meters  were  working  men,  who  deserved  whatever  remission  could 
possibly  be  made. 

Mr.  Lennard  seconded  the  motion. 

Alderman  Bennett  opposed  the  recommendation,  observing  that  it 
the  object  were  to  secure  the  popularity  of  the  masses  at  the  expense  of 
the  remainder  of  the  ratepayers  generally,  no  simpler  plan  could  have 
been  adopted;  but  this  was  the  last  consideration  which  would  actuate 
Alderman  Wood  and  those  co-operating  with  him.  He  feare^  however, 
that  they  did  not  appreciate  the  actual  facts  of  the  case.  Out  of  the 
14,735  3-iight  meters,  a  large  number  were  rented  outside  the  borough  ; 
and  the  cost  of  fixing  varied  from  Is.  6d.  to  5s.,  according  to  distance. 
Many  of  these  consumers  lived  in  small  houses,  at  weekly  rents.  It  was 
the  duty  of  the  Council  to  consider  the  interests  of  the  ratepayers  as  a 
whole ;  but  the  suggestion  now  made  seemed  lacking  in  fairness.  They 
proposed  to  reduce  the  rent  of  the  3-light  meters  to  a  little  over  9  pier 
cent.  Whilst,  during  the  past  few  years,  they  had  reduced  the  price  of 
gas  8d.  per  1000  cubic  feet,  he  thought  it  exceedingly  unfair  to  limit  the 
benefit  now  proposed  to  one  section  of  the  community,  who  would  not 
appreciate  it.  .  ,  .  . 

Mr.  Lennard  denied  that  the  Committee  desired  to  obtain  popularity  in 
the  manner  suggested.  They  had  been  brought  face  to  face  with  a  gross 
anomaly  as  regards  the  charges  for  meters.  Gf  the  19,000  odd  meters  out 
on  hire,  14,735  were  3-light  meters,  which  had  paid  them  19  per  cent.,  as 
against  10  per  cent,  received  from  the  5-light  meters ;  and  what  was 


now  proposed  was  to  place  both  classes  on  the  same  basics.  There  were 
two  or  three  alternative  polices,  one  of  which  was 
for  the  meters,  as  was  done  at  Birmingham  and  in  Glasgow 
case  the  extra  cost  must  be  placed  on  the  price  of  gas  ;  and  if  t^ey  were 
to  sink  this  revenue  of  £4300,  and  throw  it  on  to  the  gas,  the  cost  would 
LerebVbe  increased  Id.  per  1000  cubic  feet.  He  regarded  the  ““y®® 
posed  as  a  wise  one  ;  seeing  that  meters  were  simply  trade  utensils  used  m 
the  business  of  the  department.  So  far  from  the  smaller  consumers  being 
benefited  at  the  expense  of  the  larger  ones,  he  contended 
ones  paid  a  portion  of  the  expense  which  should  fall  on  the  Matter.  As, 
however,  tlie  Committee  were  not  prepared  to  abolish  the  charges 
altogether,  the  next  best  thing  was  to  charge  a  reasonable  rate  he,  for 

one^regarded  10  per  cent,  as  a  good  return.  He  pointed  out  that  while 
the  renters  of  the  3-light  meters  paid  rates  indirectly  through  their  rents, 
they  did  not  directly  receive  the  benefits  of  the  gas  profits,  seeing  that  at 
least  10  000  of  the  14,000  houses  of  this  class  were  compounded  for.  Con¬ 
sequently,  as  the  landlords  received  the  benefats  and  the  tenants  gained 
noBiing,  the  reduction  now  proposed  would  go  to  those  who  most  ueeded  it. 
As  to  the  statement  that  residents  outside  the  borough 
preater  expense  and  have  to  pay  a  large  sum  for  fixing,  it  should  bere- 
membered^that  they  also  paid  an  additional  4d.  P®'' ^^OO  cubic  feet  for 
their  gas  For  all  these  reasons,  he  failed  to  see  why  the  Council  should 
any  longer  make  an  unfair  use  of  the  monopoly  vested  'u  them. 

An  amendment  to  the  effect  that  the  meter-rents  should  be  reduced  to 
6d  eaX  warpropLed  and  seconded;  but,  on  Alderman  Wood  stating 
that  the  question  would  probably  be  considered  lu  Committee  on  a  larger 
basis  it  was  withdrawn,  and  the  motion  carried  unanitnously. 

Alderman  Wood  next  moved  that  the  salary  of  Mr  A  Colson,  the 
Engineer  and  Manager  of  the  gas-works,  be  increased  by  £150  per 
ann^um.  He  said  that  in  making  this  recommendation  the  Committee 
felt  they  were  only  proposing  a  simple  act  of  justice  to  one  who  la 
devoted^ the  whole  of  his  ability  and  energy  to  the  welfare  of  t^^®  G?-® 
Department.  Mr.  Colson  entered  the  service  of  the  Corporation  about  six 
vea^s  since-  and  2i  years  ago  he  received  an  advance  of  £150  per  annum 
L  his  salary  When  he  was  appointed  Gas  Engineer  in  succession  to 
Mr  Eobinso^n,  he  simply  took  over  the  control  of  the  gas  manufacture. 
Before  he  had  been  with  them  very  long,  it  was  found  necessary  to  umke 
an  extension  of  the  retort-house  and  erect  new  chemical  works,  the  respon¬ 
sibility  of  which  he  accepted ;  and  he  had  carried  out  the  work  most 
satisfactorily,  without  a  single  accident,  or  an  error  m  the  estimates. 
Since  that  time  they  had  embarked  on  further  extensions,  which  would 
ultimately  cost  £150,000,  and  which  had  so  far  been  solely  superintended 
by  Mr  Co^lson  in  a  most  satisfactory  manner.  It  should  also  be  mentioned 
that  some  18  months  ago  Mr.  Colson  voluntarily  took  over  the  inanagement 
of  t“eS  Depar^tment  in  succession  to  Mr.  Tunbridge,  who  resigned 
This  department  also  had  been  most  satisfactorily  managed ,  the  results 
beiup  greater  than  were  ever  before  realized.  In  view  of  these  responsi- 
bilitres^the  Committee  felt  that  the  application  madefor  an  increase  of  sal¬ 
ary  was  a  just  one;  and  it  received  their  unanimous  recommendation. 
Having  spoken  further  in  testimony  of  the  devotion  to  duty  displayed  oy 
Mr.  Colson,  the  speaker  expressed  a  hope  that  the  increase  would  be  sanc- 

Mr!^LENNAM,^n  seconding  the  motion,  pointed  out  ^ 

of  the  Council  were  recently,  on  the  occasion  of  their  visit,  afforded  an 
opportunity  of  judging  for  themselves  as  to  the  success  of  the  works  and 
th^  ability  of  the  Manager.  It  should  also  be  remembered 
tion  with"  the  new  works,  which  involved  an  expenditure  of  £150,000  o 
£160  000  he  had  saved  £6000  or  £7000  as  architect  and  engineer.  Under 
these  circumstances,  he  trusted  the  recommendation  would  be  adopted. 

The  motion  was  carried  unanimously. 


COVENTRY  CORPORATION  GAS  SUPPLY. 

Reduction  in  the  Price  of  Gas. 

At  the  Meeting  of  the  Coventry  City  Council  last  Tuesday— the 
Deputy-Mayor  (Alderman  Maycock)  pres.ding-a  report  was  presented 
by  the  Gas  Committee,  recommending  that,  as  frona  the  dOth  ult.,  the 
pLe  of  gas  should  be  reduced  within  the  municipal  boundary  from  3s. 
to  2s  9d  per  lOOJ  cubic  feet,  and  outside  the  boundary  from  3s.,  38.  6d., 
4°,anr4s^  6d.,  to  3s.,  3s.  3d.,  and  3s.  9^-,  .according  to  the  dm^ 
from  the  city.  To  large  consumers  consuming  from  200,000  to  300,000 
cubic  feet  per  quarter,  an  abatement  of  Id.  per  1000  cubic  *^® 

allowed  ;  to  consumers  of  300,000  to  403,000  feet,  an  a.batement  of  2d.  per 
1000;  and  to  consumers  of  above  400, OUO  feet,  3d.  per  1000.  ^ 

Mr.  Andrews,  the  Chairman  of  the  Committee,  in  moving  th®  adop¬ 
tion  of  the  report,  said  he  thought  every  member  of  the  Council  was 
aware  that  their  investment  in  the  purchase  of  the  gas  "“^ertaking  ha 
turned  out  to  be  a  great  financial  success  ;  so  much  so,  indeed,  that  the 
last  report  showed  that,  after  meeting  all  ^i®  insta  meuts  of  the  sniking 
fund,  there  remained  a  surplus  profit  of  no  less  than  °n  fift 

months’  trading.  It  was  estimated  that  during  the  current  year  if  the 
amonntof  gas  consumed  in  Coventry  was  the  same  pre¬ 

ceding  twelve  months,  the  suplus  profit  would  be  about  £3000  a  ter 
naving  all  expenses.  the  question  arose  as  to  the  method  they 
s^liould  adopt  ^in  dealing  with  the  surplus.  They  could  not  do  as 
they  pleased^  with  it,  because  they  were  bound  by  the  Coventry  Corjm- 
ration  Gas  Act,  which  prescribed  exactly  what  they  were  to  do  with  it. 
They  had  the  choice  of  three  alternatives.  They  might  reduce  the  prme 
of  gas  •  or  increase  the  annual  payments  on  account  of  the  sinking  fund 
so  as  to  complete  the  purchase  of  the  works  in  a  shorter  period  than  the  60 
years  prescribed  by  the  Act ;  or  they  might  apply  th®  profits  m  ^h®  relief 
of  the  general  district  rate.  But  there  was  this  difference  between  the 
methods-that  if  they  allowed  the  matter  to  go  on  until  the  end  of  the 
vear  to  be  dealt  with  at  that  time,  the  Act  compelled  them  to  let  the 
whoie^of  the  profits  go  to  the  district  rate  fund.  So  that  if  the  Committee 
wished  to  reduce  the  price  of  gas,  the  matter  must  not  be  al‘°wed  to 
drift  but  must  be  dealt  with  in  advance.  I  his  was  the  reason  of  the 
present  report.  The  Committee  were  of  opinion  that  the  gas  consumers, 
who  had  provided  them  with  so  haudson.e  a  surplus,  had  the  first  claim 
uoon  their^consideration.  The  new  tariff  was  based  upon  the  broad  prin¬ 
ciple  tLt  those  citizens  who  had  taken  upon  themselves  the  responsibility 
of  the  purchase  of  the  gas-works,  aud  who  had  risked  their  hnauces  and 
property  in  so  doing,  were  entitled  to  have  the  gas  at  a  cheaper  rate  than 
Ltsiders  who  had  taken  no  immediate,  and  would  bear  no  share  of  f^tm-e 
responsibility.  It  was  therefore  proposed  to  make  the  price  “^  ^as  rather 
lower  in  the  city  than  outside.  In  other  words,  under  the  new  tariff,  no 
premises  would  be  entitled  to  be  supplied  with  gas  at  G.'®  lower  rate,  unless 
they  were  also  charged  with  the  district  rate  Tiie  e^stmg  ^as  tajifi  was 
the  result  of  growth  during  a  long  period,  and  was  full  of  anomalies. 
The  proposed  tariff  was  a  much  simpler  one;  and,  as  tar  as  P®®®'®'®’ 
attempt  was  made  to  remedy  existing  anomalies  It  provided  that  the 
price  of  gas  within  the  municipal  boundary  should  for  the  futore  be  2s.  9d., 
Ind  outside  3s.  3d.  per  lOUU  cubic  1®"  difference  o  6d  There 

were  however,  two  exceptions  to  this  rule,  one  being  that  three  scnaU 
outlying  districts  which  used  a  small  quantity  of  gas  and  which  require 
a  long  length  of  main  to  supply  them,  would  under  the  new  tariff  pay  an 
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additional  6d. ;  making;  3s.  9d.  per  1000  cubic  feet.  At  present  two  of  these 
districts  paid  is.  Od.,  and  the  other  4s.  ;  so  that  there  would  be  a  reduc¬ 
tion  of  3d.  in  one  case  and  9d.  in  the  other  two.  In  the  other  there  would 
be  no  reduction  there  ;  the  inhabitants  of  the  places  concerned  would  pay 
the  same  price  as  at  present— 3s. — because  the  Committee  believed 
it  would  be  impolitic  to  advance  the  price  anywhere.  As  to  the 
concession  to  be  allowed  to  large  consumers,  at  present  when  a  consumer 
burned  more  than  500,000  cubic  feet  in  a  quarter,  a  concession  of  2d.  per 
1000  cubic  feet  was  made.  A  very  large  quantity  of  gas  was  at  present 
consumed  in  manufactories — to  a  much  greater  extent  than  most  people 
were  aware  of.  The  Committee  believed  that,  in  a  large  manufacturing 
city  like  Coventry,  cheap  gas  was  a  necessity  to  their  manufacturers,  in 
order  to  enable  them  to  maintain  their  position  against  competition  else¬ 
where — that,  in  fact,  cheap  gas  was  one  of  the  necessities  of  modern  civi¬ 
lization.  Therefore  an  increased  concession  was  proposed  to  be  made  to 
large  manufacturers.  Instead  of  granting  them  tlie  old  reduction  of  2d. 
per  1000  cubic  feet  when  in  any  single  quarter  they  happened  to  consume 
more  than  500,000  cubic  feet,  it  was  proposed  when  they  consumed 
200,000  cubic  feet  to  make  them  an  allowance  of  Id.  if  they  did  not  exceed 
300,000  cubic  feet;  on  between  300,000  and  400,000  cubic  feet,  2d.  ;  and  on 
400,000  cubic  feet  and  upwards,  3d.  Another  object  in  these  concessions 
was  to  hold  their  ground  against  the  competition  which  had  lately  been 
introduced  in  the  form  of  Dowson  gas — a  cheaper  kind  of  gas  which  could 
be  used  by  the  Coventry  manufacterers  in  the  same  way  as  coal  gas.  One 
firm  had  already  introduced  the  new  gas — manufacturing  it  themselves — 
with  the  result  that  there  was  an  enormous  decrease  in  the  quantity 
they  consumed  from  the  gas-works.  It  was  believed  that  by  granting  fur¬ 
ther  concessions  to  the  manufacturers  who  used  large  quantities  of  gas, 
they  would  succeed  in  throwing  the  balance  in  favour  of  coal  gas  against 
the  Dowson  gas.  The  Committee  believed  this  recommendation  to  be  a 
sound  one,  in  view  of  the  well-known  fact  that  it  was  a  universal  experi¬ 
ence  that  the  cheaper  gas  was  supplied  the  larger  would  be  the  consump¬ 
tion  ;  and  they  had  ever  believed  it  would  tend  to  increase  the  consump¬ 
tion  in  Coventry.  Such  being  the  case,  it  would  react  in  this  way — that 
as  gas  could  be  manufactured  much  more  cheaply  on  a  large  than  on  a 
small  scale,  with  increased  consumption  there  would  be  a  further  tendency 
for  the  price  to  be  lowered.  Beferriug  to  the  amount  required  to  meet 
the  proposed  concessions,  he  said  the  reduction  in  price  would  absorb 
i'2091 ;  and  the  concessions  to  be  made  on  large  quantities,  T378— making 
a  total  of  £2469.  This  would  leave  at  the  end  of  the  year  between  £500 
and  £600  to  be  dealt  with  as  the  Council  might  think  fit.  The  question 
might  iarise  with  some  members  of  the  Council,  as  to  whether  this 
operation  was  not  a  rather  hazardous  or  risky  one.  He  would  at  once 
reply  that  there  was  no  risk  at  all  about  it.  So  far  as  he  could  see,  there 
were  only  two  points  upon  which  any  risk  was  likely  to  be  run.  The  first 
was  that  they  might  imagine  that  during  the  coming  winter,  through  bad 
trade  or  some  other  cause,  there  might  be  a  decreased  consumption  of 
gas  in  the  city,  which  would  probably  throw  out  their  finances  a  little. 
In  reply  to  this  he  might  remark  that  the  consumption  for  the  six 
months  of  the  current  year  already  passed  showed  an  increase 
of  7  per  cent,  in  the  quantity  consumed  ;  so  that  at  present  there  was  no 
probability  of  a  decreased  consumption.  But  even  if  there  were,  the  7  per 
cent,  would  probably  more  than  compensate  for  it.  So  that  in  any  case 
they  might  take  it  for  granted  that  the  total  consumption  in  the  current 
year  would  not  he  less  than  for  last  year.  The  other  point  upon  which  they 
might  imagine  there  would  be  risk,  was  the  chance  of  a  slight  advance  in 
the  price  of  coal.  But  even  if  there  was,  there  would  be  a  corresponding 
increase  in  the  selling  price  of  the  residuals.  They  would  obtain  more 
for  their  coke ;  so  that  there  was  very  little  fear  on  this  point.  But, 
further,  in  case  of  any  mishap  with  their  finances,  they  had  their  reserve 
fund  to  fall  back  upon,  which  had  been  built  up  to  the  full  amount  of 
£5000.  Then  there  was  the  fact  that  they  were  getting  6s.  more  per  ton 
for  tar,  and  Is.  3d.  more  for  coke.  Then  they  had  also  the  fact  that  gas 
could  be  made  cheaper  in  large  than  in  small  quantities  ;  and  that  during 
the  first  six  months  of  the  present  year  the  tariff  had  been  the  old  instead 
of  the  new  one.  The  Council  would  therefore  see  that  there  was  nothing 
to  fear  in  the  proposed  reduction,  and  that  the  move  which  the  Gas  Com¬ 
mittee  had  made  was  a  favourable  one. 

Mr.  Sutton  seconded  the  motion. 

Alderman  Dalton  said  before  the  resolution  was  put  to  the  Council  he 
should  like  to  congratulate  Mr.  Andrews  on  having  drawn  such  a  rosy 
picture,  and,  in  the  main,  one  with  which  he  entirely  agreed.  Mr.  Andrews 
had  alluded  to  two  or  three  reasons  why  they  should  not  consider  the  step 
a  risky  one  ;  but  he  had  left  out  entirely — because,  perhaps,  it  had  not 
occurred  to  him — a  very  important  reason  why  the  proposals  might  be 
considered  risky.  This  he  should  be  happy  to  point  out  to  Mr.  Andrews 
privately,  for  he  was  quite  sure  there  were  risks  in  store  that  had  not  been 
alluded  to. 

The  report  was  adopted. 


Alfketon  Water  Supply. — When  it  became  necessary  some  years  ago 
for  the  Sanitary  Authority  of  Alfreton  to  construct  water- works  to  supply 
the  parish,  it  was  decided  to  construct  a  reservoir  and  use  the  water  from 
the  Butterley  pump,  near  Ashover.  The  original  estimate  was  £20,000 ; 
but  an  expenditure  of  £40,000  has  not  yet  resulted  in  obtaining  a  supply 
worthy  of  the  name.  The  Lyndnay  reservoir — the  most  costly  part  of 
the  works — has  proved  comparatively  worthless,  having  failed  to  hold  any 
large  quantity  of  water.  The  matter  is  at  present  under  the  considera¬ 
tion  of  the  Alfreton  Local  Board. 

The  Rochdale  Gas  Coal  Contracts. — A  special  meeting  of  the  Rochdale 
Gas  Committee  was  held  last  Wednesday,  to  consider  the  charge  made  by 
Mr.  E.  Evans  at  the  town’s  meeting,  as  reported  in  last  week’s  Journal 
(p.  558).  Mr.  Evans’s  statement  was  to  the  effect  that  an  exactly  similar 
class  of  coal  to  that  accepted  by  the  Committee  was  offered  at  Is.  per  ton 
less  than  the  price  paid  to  the  Wigan  Coal  and  Iron  Company,  who 
obtained  the  contract.  The  member  of  the  Committee  on  whose  authority 
Mr.  Evans  made  his  statement  attended  the  meeting,  and  volunteered  to 
send  an  explanatory  letter  to  the  papers  ;  and  this  the  Committee  thought 
would  be  satisfactory.  In  his  letter,  the  gentleman  in  question — a  Mr. 
Parker — says ;  “  In  my  statement  I  intended  to  convey  to  him  (Mr.  Evans) 
that  in  dealing  with  the  tenders  the  Committee  did  not  give  them  the 
attention  which  the  importance  of  the  subject  demanded.  My  objection 
was  to  the  position  taken  by  a  member  of  the  Committee  proposing  that 
a  deputation  be  appointed  to  wait  upon  the  Wigan  Coal  and  Iron  Company 
‘  to  make  the  best  terms  they  could  ’  before  any  of  the  other  tenders  were 
considered.  I  protested  against  this  proceeding,  with  the  result  that  some 
slight  consideration  was  given  to  a  few  of  the  other  tenders,  with  the 
further  result  that  the  original  motion  was  carried,  and  the  contract 
entered  into.  My  protest  was  made  from  a  knowledge  of  the  fact  that  some 
of  the  collieries  offered  a  coal  at  Is.  per  ton  less  which  was  of  a  similar 
quality,  and  in  my  opinion  equal  in  every  respect  for  gas-making  purpos  es.” 
It  is  anticipated  that  reference  will  be  made  to  the  subject  at  the  Council 
meeting  to-morrow,  and  an  explanation  given  by  the  Chairman  of  the 
Committee  (Alderman  Petrie). 


EDINBURGH  AND  LEITH  GAS  COMMISSION. 

At  the  Meeting  of  the  Edinburgh  and  Leith  Gas  Commission  on  Mon¬ 
day  last  week — Lord  Provost  Clark  presiding — various  matters  which 
came  under  consideration  call  for  brief  notice. 

The  Finance  Committee  reported  that  the  assessable  rental  of  the  pipes 
of  the  Commission  in  Edinburgh  had  been  fixed  by  the  Assessor  at 
£26,617 ;  being  an  increase  of  £5966  on  last  year’s  rental.  In  Leith  the 
rental  was  put  at  £4703 ;  being  the  same  as  last  year.  In  the  county  of 
Mid-Lothian  it  was  put  at  £626  ;  being  an  increase  of  £140.  The  total 
assessable  valuation  was  thus  £31,946,  or  an  increase  on  last  year  of  £6106. 
The  Committee  recommended  the  Commission  to  acquiesce  in  the  valua¬ 
tion.  The  report  was  approved. 

The  minutes  presented  by  the  Finance  Committee  stated  that  the  Clerk 
had  been  instructed  to  obtain  delivery  of  Mr.  G.  Livesey’s  awards,  and 
remit  to  his  agents  his  fee  of  250  guineas  for  acting  as  Arbiter,  and  their 
own  account  of  £24  10s.  The  Clerk  read  a  summary  of  the  awards  as  to 
the  sums  to  be  paid  by  the  Commissioners  for  the  coal,  materials,  &c.,  at 
present  in  possession  of  the  two  Gas  Companies.  The  total  to  be  paid  to 
the  Edinburgh  Company  was  £15,808  Os.  8d.,  made  up  as  follows  : — For 
coal,  £9202  Is.  lOd. ;  materials,  £3256  3s. ;  meters,  £3159  8s.  4d. ;  and  gas 
within  holders,  £190  7s.  Od.  The  amount  to  be  paid  to  the  Leith  Company 
was  £5875  15s.  lid.  for  stores,  &o. ;  and  for  gas  supplied  to  consumers 
between  the  11th  of  May  and  the  31at  of  July,  £5973  3s.  9d.  These  sums 
made  together  £27,657  Os.  4d.  Authority  was  given  to  borrow  the  necessary 
amount  on  capital  expenditure  to  pay  the  amounts  named. 

The  Clerk  also  read  a  letter  from  Messrs.  Davidson  and  Syme,  W.S., 
requesting  payment  on  behalf  of  the  Edinburgh  Company,  of  the  above  sum 
of  £15,808  Os.  8d.  It  was  pointed  out  that  this  amount  was  by  the  recent 
Act  payable  as  at  the  date  of  transfer,  and,  therefore  carried  interest  at  5 
per  cent,  from  the  1st  of  August  until  paid.  The  agents  also  desired  payment, 
in  the  name  of  gas  supplied  to  consumers  and  meter-rents  from  the  spring 
quarter  to  the  31st  of  July,  less  10  per  cent.,  of  £10,593 10s  Id.  This  sum  was 
payable,  it  was  stated,  subject  to  deduction  of  discount  on  the  bank  charge 
for  advancing  the  money  between  the  date  of  payment  and  the  11th  of 
November.  The  Directors  were  desirous  of  having  all  matters  immediately 
settled,  as  they  considered  it  was  their  duty  to  the  shareholders  now  to 
divide  the  funds,  and,  for  various  reasons,  it  was  not  desirable  that  they 
should  be  making  interim  divisions.  Some  conversation  took  place  as  to 
the  liability  of  the  Commissioners  to  pay  the  interest  claimed ;  and  even¬ 
tually  the  whole  matter  was  remitted  to  the  Finance  Committee,  with 
powers. 

The  Clerk  read  a  petition  by  employes  at  the  Leith  works,  setting  forth 
that  in  May,  1886,  they  had  been  apprised  of  a  concurrent  reduction  of 
wages  in  all  the  principal  gas-works  throughout  the  kingdom,  and  they  had 
agreed  to  a  reduction,  under  the  impression  that  it  was  necessary  in  the 
circumstances.  The  ISdinburgh  Company’s  workmen  had,  however,  con¬ 
tinued  at  the  same  rate  of  wages  as  at  the’ date  mentioned  ;  and  the  peti¬ 
tioners  therefore  asked  a  readjustment  of  matters  in  keeping  with  their 
former  position — “  knowing,”  the  petition  stated,  “  that  beneficence  is 
accompanied  with  such  an  inward  satisfaction  that  the  duty  is  sufficiently 
rewarded  by  the  performance.”  Bailie  Garland  (Leith)  said  the  feeling 
seemed  to  be  that  the  request  was  a  reasonable  one,  and  that  the  workmen 
in  both  places  should  be  put  on  an  equal  footing;  but  ultimately  the 
matter  was  sent  to  the  Works  Committee  for  consideration  and  report. 

The  Clerk  submitted  a  certified  statement  of  the  expenses  incurred  by 
the  burgh  of  Leith  in  connection  with  the  parliamentary  proceedings 
on  the  gas  question,  amounting  to  £1009  10s.  lid.  The  accounts  were  certi¬ 
fied  by  the  Provost  and  Town  Clerk  of  Leith ;  and  they  were  remitted  to 
the  Finance  Committee,  with  power  to  authorize  payment. 

Mr.  R.  Mitchell,  the  Superintendent  of  the  Edinburgh  works,  brought 
before  the  Commissioners  a  plan  of  proposed  alterations  in  the  carbonizing 
works  in  New  Street.  At  present  the  carbonizing  power  is  289  tons  per  24 
hours  ;  and  it  was  proposed  to  increase  the  number  of  retorts,  so  as  to  have 
a  carbonizing  power  of  480  tons  per  day.  The  result  of  the  alterations 
would,  it  was  stated,  be  a  saving  of  £4000  per  annum,  arising  from  economy 
in  labour.  The  matter  was  remitted  to  the  Works  Committee  for  con¬ 
sideration  and  report. 

A  few  other  matters  of  minor  importance  were  then  disposed  of,  and 
the  business  ended. 


THE  EXTENSION  OF  THE  WILTON  CORPORATION  GAS- 

WORKS. 

Local  Government  Board  Inquiry. 

Last  Wednesday,  Mr.  S.  H.  Terry,  Assoc.  M.  Inst.  C.E.,  attended  at  the 
Municipal  Offices,  Wilton,  to  hold  an  inquiry,  on  behalf  of  the  Local 
Government  Board,  respecting  an  application  made  to  them  by  the  Wilton 
Corporation  for  sanction  to  borrow  £7000  for  the  purposes  of  their  gas 
undertaking.  It  may  be  remembered  that  the  condition  of  the  gas-works 
was  reported  upon  about  four  months  ago  by  Mr.  Norton  H.  Humphrys, 
Assoc.  M.  Inst.  C.B.,  of  Salisbury,  who  had  been  called  in  by  the  Corpo¬ 
ration  for  the  purpose  ;  and  he  was  present  at  the  inquiry,  together  with 
the  Town  Clerk  (Mr.  H.  J.  King),  several  members  of  the  Town  Council, 
and  others  interested  in  the  matter. 

The  Town  Clerk  having  read  the  notice  of  the  application,  and  ex¬ 
plained  the  action  taken  by  the  Council  up  to  the  date  of  the  inquiry,  pro¬ 
ceeded  to  state  that  the  Corporation  had’  already  obtained  parliamentary 
powers  to  purchase  the  gas-works,  and  simply  wanted  money  to  complete 
it,  and  to  improve  the  works.  The  total  of  £7000  was  made  up  of  various 
items ;  that  for  the  estimated  cost  of  the  probable  expenditure  on  addi¬ 
tional  new  mains  and  for  mortgages  being  for  actual  work.  They  did  not 
anticipate  that  they  would  require  all  the  money  asked  for;  but  they  might 
do  so.  There  were  no  estimates  prepared  of  the  proposed  works. 

The  Inspector  remarked  that  he  did  not  think  the  Local  Government 
Board  would  allow  the  Corporation  to  borrow  money  on  probable  expen¬ 
diture,  even  if  he  sanctioned  it. 

The  Town  Clerk  said  he  purposed  calling  the  Engineer  to  describe  the 
present  condition  of  the  works,  and  wliat  the  Corporation  proposed  to  do. 
The  assessable  value  of  the  borough  in  1877  was  £8144  198.  6d. ;  and  there 
would  be  no  debt  in  1892,  except  the  gas- works  loan.  The  rates  aver¬ 
aged  3s.  3d. in  the  pound ;  but  in  1892  they  would  be  largely  reduced. 

Mr.  Humphrys  then  explained  at  great  length  the  work  intended  to  be 
carried  out.  He  said  the  present  maximum  demand  for  gas  was  25,000 
cubic  feet  per  day;  but  it  was  not  possible  to  make  more  than  20,000  feet. 
They  had  no  exhauster,  and  this  made  a  great  difference  in  the  cost  of 
production  ;  but  they  proposed  to  have  one — having  described  the  state  of 
the  retort-house  and  the  retorts,  he  said  that  the  present  arrangements  in 
regard  to  the  residual  products  were  very  unsatisfactory.  After  going 
into  further  technical  matters  he  condemned  various  parts  of  the  works. 

The  Inspector  :  Then  what  you  have  bought  is  practically  the  goodwill 
of  the  business  and  the  mains  in  the  streets  only. 

Witness'.  Well,  we  are  using  in  the  things  as  well  as  we  can.  One  of 
the  holders  is  very  good ;  it  is  31  ft.  6  in.  in  diameter  and  16  feet  high,  and 
will  contain  about  10,000  cubic  feet.  The  maximum  demand  is  25,000 
cubic  feet  per  diem. 

The  Inspector  :  Then  at  present  you  have  not  a  proper  quantity 


Oct.  2,  1888.] 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY.  &  SANITARY  IMPROVEMENT. 


001 


of  Btoreage  space.  There  must  be  some  very  extensive  leakages  in  the 

town,  I  should  think.  ,  ,  ,  ,  .i  j.  4.1 

The  Town  Clerk  :  There  have  been  no  end  of  leakages  reported  at  tne 

WO  rks 

The  Inspector  referred  to  the  other  holder,  which  was  condemned,  and 

asked  what  was  the  size  of  it.  tenon 

Witness  :  Its  diameter  is  about  30  feet ;  and  it  will  hold  about  6000  cubic 
feet  of  gas.  It  is  thoroughly  rusted,  and  was  leaking  considerably  when  1 

The  Inspector  :  You  want  more  storeage  capacity.  I  understand  the 
present  works  will  make  25,000  cubic  feet  of  gas  per  day. 

Witness  said  he  did  not  so  state.  The  25,000  feet  was  the  maximum 
demand  ;  but  in  the  condition  in  which  he  found  the  works,  they  could 
not  make  more  than  20,000  cubic  feet  per  day.  He  then  proceeded  further 
to  explain  the  proposed  alterations;  saying  that  there  would  be  three 
benches  of  five,  two,  and  three  retorts,  which  was  the  best  a,rrangement 
under  the  circumstances,  as  they  would  be  able  to  give  a  small,  a  medium, 
or  a  large  supply,  as  might  be  needed.  .  ,  j  •  „.q 

The  Inspector,  having  examined  the  plans,  inquired  if  anyone  desired 
to  address  him  in  opposition  to  the  application.  t  ., 

Various  questions  were  then  put ;  and  from  the  replies  a,nd  the  con¬ 
versation  which  followed,  it  was  ascertained  that  a  very  small  proportion 
of  the  inhabitants  were  consumers,  and  that  the  price  of  gas  was  rather 

The  Inspector  pointed  out  that  the  Corporation  would  probably  be  able 
to  reduce  the  price  considerably  ;  and,  having  the  works  in  their  hands, 
be  in  a  position  to  make  more  gas  for  the  same  money,  or  the  sarne 
quantity  of  gas  for  less  money.  They  would  also  be  able  to  induce  people 
to  use  more  gas  for  cooking  purposes  in  the  summer.  There  would  be  no 
charge  upon  the  ratepayers  for  the  gas-works.  They  would  be  self- 
supporting  ;  and  any  profit  which  might  accrue  would  be  applied  to  the 
reduction  of  the  price  of  gas,  maintenance  of  the  plant,  &c.,  and  the 
balance  would  be  devoted  to  the  district  rating  fund.  Under  their  I 
visional  Order,  the  Corporation  could  reduce  the  price  of  the  gas,  but 
were  not  obliged  to  go  lower  than  4s.  per  1000  cubic  feet. 

The  Town  Clerk,  in  answer  to  questions,  stated  that  the  Corporation 
hoped  to  reduce  the  rates  by  the  profits  on  the  gas  supply ;  and  that  they 
expected  to  be  able  to  do  the  public  lighting  for  nothing. 

After  some  further  conversation,  in  the  course  of  which  the  Inspector 
expressed  the  opinion  that  the  money  spent  in  increasing  the  holder 
capacity  was  well  laid  out,  the  inquiry  closed. 

The  Inspector,  the  Town  Clerk,  Mr.  Humphrys,  and  others,  then  went 

to  the  gas-works  and  examined  the  extensions  as  in  progress ;  Mr.  Terry 

being  favourably  impressed  with  what  he  saw.  It  is  understood  that  he 
will  make  the  usual  report,  and  will  recommend  that  the  sum  granted  be 
J06200 ;  holding  that  the  Local  Government  Board  will  not  be  able  to  sanc¬ 
tion  the  item  for  probable  expenditure. 


THE  SALFOED  GAS  COMMITTEE  AND  THE  STOKEES. 

The  Gas  Committee  of  the  Salford  Corporation  held  a  special  meeting  on 
Monday  last  week  to  consider  the  disaffection  which  exists  among  the 
stokers  employed  at  the  gas-works,  to  which  allusion  has  been  already 
made.  The  Mayor  (Mr.  Alderman  Dickins)  presided,  and  there  was  a 
large  attendance.  The  new  arrangement  to  which  the  men  object  requires 
that  each  stoker  shall  carbonize  72  cwt.  of  coal  per  day ;  but  he  is 
called  upon  to  wheel  his  coal  from  the  yard  to  the  retort-house.  The 
Committee  were  informed  that  in  Manchester  the  stokers  had  only  to 
carbonize  lOJ  cwt.  per  man  per  day  ;  and  they  have  not  to  wheel  their  own 
coke,  as  the  Salford  men  are  required  to  do  under  the  new  regulation.  A 
deputation  from  the  stokers,  in  the  course  of  their  interview  with  the  Com¬ 
mittee,  affirmed  that  the  work  sought  to  be  imposed  upon  them  was  too 
laborious,  and  that  the  new  system  would  not  confer  any  advantage  on  the 
Corporation.  What  they  wished  was  to  revert  to  the  old  plan  which  had 
worked  well  for  two  years — viz.,  that  each  man  should  carbonize  45  cwt. 
of  coal  per  day,  and  wheel  his  own  coal  and  coke.  After  the  deputation 
had  withdrawn,  the  Committee  had  a  long  discussion,  and  eventually  a 
resolution  was  passed  supporting  the  action  of  Mr.  Shoubridge,  the  Gas 
Engineer  and  Manager,  and  deciding  that  the  new  system  should  be  main¬ 
tained — at  any  rate  until  its  suitability  or  non-suitability  had  been  pro¬ 
perly  tested.  .  ,  ^ 

Later  in  the  day  the  following  statement  was  issued  by  the  Gas  Com 
mittee “  The  General  Gas  Committee  of  the  Salford  Corporation,  having 
held  a  meeting  this  morning,  at  the  Town  Hall,  the  Mayor  (Mr.  Alderman 
Dickins)  in  the  chair,  when  a  deputation  from  the  retort-house  workmen 
employed  at  the  Eegent  Eoad  Gas-Works  attended  to  represent  to  the 
Committee  that  the  modified  system  which  was  arranged  between  the  Com¬ 
mittee  and  the  men  on  Monday  last  (Sept.  17),  and  accepted  by  them  as  in 
every  way  satisfactory,  was  found  on  trial  to  be  impracticable.  The  Com¬ 
mittee  further  ascertained  from  the  deputation  the  grounds  upon  which 
the  men  declined  to  continue  working  on  such  modified  system  as  arranged  ; 
and  in  reply  to  questions  put  by  the  Mayor,  elicited  the  fact  that  the  men 
were  determined  to  resist  the  introduction  of  any  cha,nge  whatever,  and 
that  they  would  either  revert  to  the  old  plan  of  working  or  send  in  their 
notices.  The  Committee,  therefore,  are  desirous  that  the  facts  of  the  case 
should  now  be  placed  before  the  public.  Under  the  old  system  each  stoker 
loaded  up  and  wheeled  from  the  coal-shed  to  the  retort-house  2  tons  5  cwt. 
of  coal  or  cannel,  which  he  then  lifted  into  the  retorts ;  he  had  also  to  with¬ 
draw  and  quench  the  coke,  wheeling  19  cwt.  of  it  into  the  yard,  and  to  attend 
to  two  of  the  furnaces  that  heat  the  retorts,  and  remove  2  cwt.  of  refuse 
therefrom — handling  in  all  5  tons  11  cwt. — for  which  he  received  weekly 
wages  at  the  rate  of  5s.  per  shift  (a  day’s  work).  Under  the  modified 
system,  the  coal  is  brought  from  the  coal-store  by  a  separate  class  of  men 
called  coal  wheelers,  who  place  it  in  the  retort-houses  ready  for  the 
stokers.  The  stoker’s  work  consists  in  charging  12  retorts  with  a  total  of 
3  tons  12  cwt.  of  coal,  and  withdrawing,  quenching,  and  wheeling  out  the 
coke,  amounting  to  about  1  ton  6  cwt. ;  thus  handling  a  total  of  4  tons 
18  cwt.,  for  which  he  is  paid  at  the  same  rate  as  on  the  old  system — viz. 
5s.  per  day.  This  work  affords  the  men  every  alternate  hour  for  rest 
The  furnaces  which  heat  the  retorts  are  attended  to  by  a  separate  set  of 
men.  It  is  obvious,  therefore,  that  under  the  new  or  modified  system  the 
manual  labour  of  the  stokers  is  considerably  less  than  formerly.  After 
the  most  careful  consideration  of  all  the  circumstances  of  the  case,  the 
Committee  are  satisfied  that  the  complaints  of  physical  hardship  which 
the  modified  plan  is  said  to  impose  have  no  real  foundation  ;  and  upon 
inquiries  being  made  from  other  towns,  they  have  ascertained  that  the 
system  proposed  has  been  in  operation  (iu  one  place  for  upwards  of  15 
years)  without  the  slightest  complaint.  The  Committee,  having  had  from 
the  commencement  several  communications  with  the  men,  and  having 
endeavoured,  by  conceding  the  modifications  referred  to,  to  arrive  at  an 
amicable  settlement  of  the  dispute,  they  confidently  appeal  to  the  burgesses 
and  gas  consumers  to  support  them  during  the  present  difficulty.” 

The  Directors  of  the  Wakefield  Gas  Company  have  decided  in  future  to 
fix  gas-meters  free  of  charge  to  consumers. 


BIEMINGHAM  COEPOEATION  WATEE  SUPPLY. 

The  Proposed  Additional  Works. 

At  the  Meeting  of  the  Birmingham  Town  Council  to-day,  the  Water 
Committee  will  present  a  report,  in  the  course  of  which  they  make  the 
following  reference  to  the  proposal  (already  alluded  to  in  the  Journal)  to 
raise  further  mouey  for  carrying  out  permanent  works  in  connection  with 
the  water  undertaking: — Application  was  made  to  the  Local  Government 
Board  for  their  sanction  to  borrow  the  final  .£100,000  authorized  by  the 
Act  of  1875.  In  consequence  of  this  application,  Mr.  John  Thornhill 
Harrison,  M.  Inst.  C.E.,  an  Inspector  of  the  Board,  held  an  inquiry  at  the 
Council  House,  on  Thursday,  the  Slst  of  May  last.  The  reply  of  the  Local 
Government  Board  was  contained  in  a  letter  addressed  to  the  Town  Clerk, 
and  dated  July  10,  1888.  The  letter,  so  far  as  it  related  to  the  application 
of  the  Water  Department,  was  as  follows  : — “  The  Board  understand  that 
the  works  of  water  supply  in  respect  of  which  sanction  is  sought  to  a  loan 
of  £100,000  are  not  all  to  be  undertaken  at  once,  but  will  be  carried,  out 
during  the  next  five  years,  and  that  the  Town  Council  contemplate  raising 
the  proposed  loan  by  such  instalments  as  may  from  time  to  time  be  found 
necessary  for  defraying  the  cost  of  the  works  executed.  Under  these 
circumstances,  the  Board  are  not  prepared  to  sanction  at  on^  the  borrow¬ 
ing  of  the  whole  amount  of  £100,000.  If,  however,  the  Town  Council 
will  amend  their  application  by  limiting  it  to  the  sum  which  they 
will  require  to  defray  the  cost  of  works  to  be  undertaken  immediately,  or 
in  the  course  of  the  current  year,  and  will  at  the  same  time  furnish  the 
Board  with  detailed  estimates,  and  with  such  plans  as  may  be  necessary  to 
explain  the  character  and  situation  of  the  works,  the  Board  will  give  the 
matter  their  consideration.  The  Board  observe  that  section  26  of  the 
Birmingham  (Water)  Act,  1875,  provides  that  money  borrowed  under 
that  Act  after  the  expiration  of  five  years  from  the  date  of  its  posing  shall 
be  repaid  within  90  years  after  the  borrowing  is  efiected.  The  Board 
would  not  be  disposed  to  authorize  a  loan  for  so  long  a  period  in  respect  ot 
such  works  as  appear  to  be  contemplated  in  the  present  instance ;  and 
their  sanction  to  any  borrowing  under  the  Local  Act  would  only  be  g^veii 
on  an  undertaking  from  the  Town  Council  to  repay  the  money  within 
such  period  as  the  Board  should  determine.'*  This  reply  was  very  unsatis- 
factory  to  the  Committee,  both  because  it  seemed  to  imply  that  at  every 
stage,  before  any  part  of  the  contemplated  works  could  be  undertaken,  a 
separate  application  to  the  Local  Government  Board  would  be  necessary, 
and  also  because  the  shortening  of  the  period  for  repayment  of  the  loan 
would  cause  an  increased  burden  on  the  annual  revenue  of  the  depart¬ 
ment.  It  was  therefore  thought  desirable  to  make  an  attempt  to  induce  the 
Board  to  reconsider  their  decision  ;  and  communications  were  thereupon 
opened  with  their  officers  with  this  view.  The  result  of  these  commu¬ 
nications  has  been  that  the  Committee  have  been  informed  having 
regard  to  the  nature  of  the  contemplated  works,  the  Board  decline  to 
consent  to  a  loan  the  repayment  of  which  is  to  extend  over  a  period  longer 
than  30  years ;  but  that  on  the  understanding  that  the  period  will  be  t^ms 
restricted,  the  Board  will  be  prepared  to  sanction  the  borrowing  of^  a  sura 
of  £50,000  to  cover  the  cost  of  those  works  the  necessity  for  which  is  most 
pressing.  The  Committee  have  further  considered  the  new  works  it  wih 
be  necessary  to  undertake  shortly,  all  of  which  were  included  in  the  state¬ 
ment  submitted  to  the  Council  on  the  7th  of  February  last.  It  will  be  re¬ 
membered  that  an  extension  of  mains  to  Acock  s  Green  and  SolihuU  was 
among  the  objects  enumerated.  It  has  been  found  desirable  todeal  with 
the  supply  of'both  these  important  districts  without  delay.  In  the  caseot 
Acock’s  Green,  the  Committee  have  authorized  such  extension  to  be  made 
from  Coventry  Road  by  a  6-inch  main,  at  an  estimated  cost  of  £720.  it 
being  necessary  to  carry  the  main  across  the  Great  Western  Railway,  the 
Committee  have  entered  into  an  agreement  with  the  Railway  Company 
for  enabling  them  to  use  the  bridge  close  to  Acock's  Green  Station  for  this 
purpose.  With  reference  to  the  case  of  Solihull,  the  Committee  received 
a  memorial  signed  by  52  occupiers  of  houses  in  and  adjoining  that  town, 
asking  for  the  mains  to  be  carried  there ;  and,  after  full  consideration,  the 
Committee  have  decided,  subject  to  the  approval  of  the  Council,  to  continue 
a  9-inch  main  from  Acock’s  Green  to  Solihull,  at  au  estimated  cost  of 
£3451.  The  Committee  have  every  reason  to  antioipate  that  a  remune¬ 
rative  rental  will  be  received  in  consequence  of  the  inclusion  of  these  dis¬ 
tricts  within  the  area  of  supply. 


LEICESTER  CORPORATION  WATER  SUPPLY. 

Half-Yearly  Report  of  the  Water  Committee. 

At  the  Meeting  of  the  Leicester  Town  Council  last  Tuesday ^  the  Mayor 
{Mr.  T.  Wright)  in  the  chair — the  report  of  the  Water  Committee  for  the 
six  ’months  ending  June  30  last  was  presented.  It  showed  that  the  net 
profit  on  the  water  undertaking  of  the  Corporation  for  this  period  was 
£5620  5s.  8d.,  out  of  which  £1961  had  been  paid  to  the  sinking  fund ; 
leaving  a  net  balance  of  £3659  5s.  8d.  .  «  ,  .  ^  ^ 

Alderman  Winterton,  in  moving  the  adoption  of  the  report,  remarKed 
that,  though  it  did  not  contain  anything  of  a  very  striking  character,  he 
was  pleased  to  state  that  during  the  last  15  months  they  had  reduced  the 
waste  of  water  from  24  to  17  gallons  per  head  per  day  ;  and  he  hoped  fur¬ 
ther  improvement  would  be  effected  in  the  same  direction,  seeing  that 
they  would  thereby  be  enabled  to  postpone  for  a  considerable  period  the 
large  expense  of  providing  an  additional  supply.  Having  called  attention 
to  the  fact  that  the  Thornton  reservoir  had  been  cleaned  out  during  the 
year,  he  stated  that  at  the  commencement  of  the  year  the  reservoirs  were 
extremely  low,  consequent  on  the  drought  of  the  previous  summer  and 
the  lack  of, rain  in  winter;  and  thus  some  persons  were  well-nigh  panic- 
stricken  lest  the  water  supply  should  fall  short.  After  paying  for  the 
clearing  out  of  the  Thornton  reservoir,  the  Committee  were  able  to  show 
a  balance  in  hand  of  £3659  on  the  half  year.  They  could  not  make  any 
concession  in  price,  seeing  that  theirs  was  not  a  continuous  pront  like 
that  of  the  gas  undertaking  ;  and,  moreover,  when  they  incurred  the  cost  of 
providing  au  extra  supply,  these  profits  would  cease,  and  they  would  have 
to  come  to  the  Council  for  assistance.  Notwithstanding  that  they 
sending  out  many  hundred  millions  of  gallons  of  water  m  excess  of  the 
corresponding  period  of  last  year,  he  was  pleased  to  say  they  now  had  a 
supply  which  would  last  until  next  April ;  so  they  were  “  out  of  the  wood 
as  far  as  any  danger  of  running  short  in  the  future  was  concerr^d. 

Mr.  G.  Green  seconded  the  motion,  and  congratulated  the  Committee 
on  the  reduction  of  the  waste  of  water  to  the  extent  mentioned  by  Aider- 
man  Winterton.  He  claimed,  however,  that  this  reduction  must  be  ex¬ 
tended  over  the  last  five  years,  and  not  confined  simply  to  15  months, 
as  mentioned  by  the  Chairman  of  the  Committee.  • 

Alderman  Winterton  pointed  out  that  when  the  last  application  was 
made  to  Parliament  for  additional  powers,  it  was  based  on  a  calculation 
that  24  gallons  per  head  per  day  were  necessary ;  so  that  the  assertion  just 
made  by  Mr.  Green  was,  to  say  the  least,  very  mysterious.  He  (Aldernian 
Winterton)  was  the  first  to  advocate  in  the  Council  the  purchase  of  the 
water-works;  and  he  had  every  confidence  that  the  time  and  attention 
which  he  had  bestowed  on  the  undertaking  would  meet  with  reasonable 
recognition  by  the  Council. 

Th^e  report  was  adopted. 
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THE  FINDING  OF  WATER  AND  METALS  BY  DIVINATION. 
The  publioatiou  of  the  particulars  of  the  experiments  recently  con¬ 
ducted  at  Hastings  with  the  view  of  finding  water  by  means  of  the 
“  divining-rod,”  to  which  reference  was  made  in  the  Journal  last  week, 
in  connection  with  our  own  personal  experience  of  the  power  of  the 
“  rod  ”  to  indicate  the  presence  of  metals  beneath  the  soil,  has  aroused 
considerable  interest  as  to  this  extraordinary  property  of  the  hazel  twig. 
As  the  matter  is  one  in  which  our  readers  are  concerned,  we  reproduce 
a  leading  article  which  appeared  on  the  subject  in  the  Morning  Post  on 
Monday  last  week,  and  notice  briefly  some  correspondence  which  ensued. 
The  article  was  as  follows  : — 

The  use  of  the  divining-rod  has  been  supposed  to  rank  among  the  quaint 
superstitions  by  which  the  credulity  of  the  middle  ages  was  distinguished. 
It  will,  therefore,  be  a  surprise  to  the  majority  to  find  it  employed  for  the 
discovery  of  water  on  the  site  of  the  new  workhouse  at  Hastings,  under 
the  sanction,  as  reported,  of  the  Committee  of  Guardians,  who  are  be¬ 
lieved  also  to  be  highly  satisfied  with  the  result  of  the  experiments.  So 
far,  it  must  be  admitted  that  these  results  are  entirely  potential,  and 
consist  merely  in  the  confident  assertion  that  water  is  to  be  found  in 
several  places  at  depths  varying  from  30  to  80  feet  below  the  earth. 
The  “  diviner  ”  came  fully  armed  with  a  hazel  twig,  and  fortified  by  letters 
of  recommendation  from  several  landowners  to  whom  he  has  apparently 
rendered  substantial  service  in  discovering  wells.  The  hazel  twig  was 
duly  agitated  at  intervals;  and  unless  it  prove  to  be  a  false  prophet,  the 
inmates  of  the  new  workhouse  are  not  likely  to  suffer  from  any  lack  of 
water. 

It  does  not  seem  that  this  is  by  any  means  an  isolated  experiment, 
although  it  is  seldom  heard  of  in  the  south-east  of  England.  The 
divining  rod  is  still  employed  in  Wiltshire  for  the  purpose  of  detecting 
w’ater.  In  Vol.  XXII.  of  the  Quarterly  Review,  there  is  an  account  of  a 
well-authenticated  case  which  was  communicated  to  the  writer  of  an 
article  on  “  Popular  Mythology.”  A  lady  of  undoubted  integrity  is  there  re¬ 
lated  to  have  convinced  Dr.  Hulton  that  she  really  possessed  this  strange  gift 
by  the  practical  method  of  indicating  the  existence  of  a  spring  in  a  field 
belonging  to  him,  the  value  of  which  was  largely  increased  in  consequence. 
De  Quincey,  as  his  readers  will  remember,  affirms  that  he  had  often  seen 
the  experiment  practised  with  success  ;  and  says  that  in  a  vale  of  North 
Somerset  most  of  the  tea-kettles  are  filled  with  rabdoraanoy,  whatever 
science  may  have  to  say  to  the  contrary.  The  Guardians  of  Hastings, 
then,  can  claim  some  amount  of  respectable  precedent  for  their  curious 
proceeding,  although  De  Quincey  somewhat  weakens  his  own  advocacy 
by  the  subsequent  admissions  that  the  professors  of  the  divining-rod  were 
locally  known  as  “jousers” — a  word  which  he  thinks  is  indisputably 
connected  with  the  slang  verb  “  to  chouse.”  It  may,  of  course,  be  that 
any  doubt  of  the  genuine  nature  of  the  practice  did  not  refer  to  its  efficacy  in 
detecting  water,  but  to  the  extravagant  and  palpably  absurd  notions  which 
connected  the  divining-rod  with  the  discovery  of  crime.  In  the  middle 
ages,  and  particularly,  as  it  would  appear,  in  France,  the  “  diviner  ”  was 
a  favourite  species  of  police  agent,  and  was  employed  by  Government  for 
the  purpose  of  tracking  criminals.  The  hideous  injustice  resulting  from 
such  a  method  scarcely  needs  to  be  dwelt  upon.  Even  those  people  who 
really  believed  that  the  rod  would  in  their  hands  point  out  a  murderer  were 
no  more  sure  of  their  own  powers  than  is  the  spiritualistic  “  medium  ”  of 
to-day  ;  and  they  seem  to  have  been  equally  ready  in  feigning  knowledge 
which  they  did  not  possess,  as  the  preservation  of  more  than  one  celebrated 
case  clearly  proves.  It  is  true,  that,  once  embarked  on  this  precarious 
career,  they  could  scarcely  withdraw  from  it,  and  were  prompted  by  im¬ 
perious  fear  for  their  own  safety  to  risk  the  lives  of  others.  But  the 
general  consequence  to  society  of  these  baneful  superstitions  was  incal¬ 
culably  bad,  and  may  have  suggested  the.  ironical  advice  of  Montesquieu, 
that  if  a  man  was  accused  of  stealing  the  towers  of  Notre  Dame  his  best 
course  was  to  fly  at  once. 

The  more  enlightened  people  of  the  sixteenth  and  seventeenth  centuries 
strenuously  denied  the  possession  of  these  inquisitorial  powers  to  the 
divining-rod.  Many  of  them  were  equally  incredulous  as  to  its  having 
the  relatively  harmless  faculty  of  detecting  metals  beneath  the  earth’s 
surface.  Indeed,  from  classical  times  there  has  been  a  decided  disposi¬ 
tion  to  laugh  at  this  pretension,  which,  in  the  absence  of  any  witness  who 
has  attained  a  fortune  by  its  means,  is  not  wholly  unaccountable.  In  the 
days  of  Ennius,  the  art  could  be  thoroughly  acquired  at  the  moderate 
cost  of  one  drachm,  although,  ex  hypothese,  it  would  have  been  infinitely 
mnre  lucrative  to  keep  such  knowledge  secret.  The  same  thing,  however, 
might  obviously  be  said  concerning  the  “  tipsier  ”  of  to-day’s  racing 
world,  who  appears  gifted  with  tlie  power  of  making  everyone’s  fortune 
but  his  own.  In  the  famous  treatise  on  metals.  Agricola  is  very  severe  on 
the  workmen  who  used  divining-rods,  declaring  that  it  was  an  old 
magical  practice  only  to  be  tolerat -d  by  the  “  irreligious.”  The 
Cornish  miners  are  still  often  accused  of  using  the  h  zel  twig  to  dis¬ 
cover  metals;  but  all  the  patient  research  of  Mr.  Banng-Gould,  whose 
familiarity  with  the  West  is  well  known,  failed  to  discover  any  really  au¬ 
thenticated  instance  of  this  usage,  all  knowledge  of  which  was  repudiated  by 
the  mining  captains  who  were  questioned.  In  fact,  the  fallacious  character 
of  this  use  of  the  divining-rod  is  much  more  easy  of  detection  than  the 
others.  There  was  a  sort  of  glamour  attaching  itself  to  the  criminal 
investigations,  which  appears  to  have  blinded  even  worthy  and  intelligent 
people  to  their  demoralizing  character.  On  the  other  hand,  men  do  not 
by  any  means  invariably  dig  for  water  because  a  hazel  twig  showed 
symptoms  of  agitation  at  a  certain  point.  At  any  rate,  if  the  good  folk  at 
Hastings  are  going  to  dig  a  well  in  every  part  of  their  plentifully  watered 
field  indicated  by  the  “  diviner,”  the  occupants  of  the  future  workhouse 
will  run  a  distinct  risk  of  getting  drowned.  It  may  be  doubted,  however, 
whether  anyone  who  believed  in  the  attraction  of  the  precious  metals  for 
the  divining-rod  did  not  make  some  furtive  attempt  to  pry  below  the 
surface  literally  as  well  as  metaphorically.  In  that  case,  repeated  disap¬ 
pointments  have  brought  wisdom  ;  and  the  efficacy  of  the  rod  is  now  held 
to  apply  chiefly  to  cases  where  it  is  desired  to  discover  a  well.  The  results 
at  Hastings  will  be  somewhat  curiously  watched  by  a  generation  which  is 
disposed  to  regard  the  entire  proceeding  with  a  languid  amusement  rather 
than  with  any  stronger  feeling. 

To  the  student  of  comparative  history,  however,  the  survival  of  such  a 
practice  in  a  flourishing  English  town  at  the  end  of  the  nineteenth 
century  cannot  fail  to  be  a  matter  of  keen  interest.  The  rod  has  in  all 
religions  and  in  all  mythologies  alike  been  the  symbol  of  strength  and 
authority.  Its  Biblical  use  in  the  hands  of  Moses  and  Aaron,  and  its  sub¬ 
sequent  profanation  by  the  chosen  people,  need  not  be  commented  on. 
It  seems  that  rabdomancy  was  a  familiar  form  of  divination  among  the 
Greeks  ;  while  Cicero  speaks  of  it  as  equally  practised  by  the  Romans,  and 
Tacitus  found  traces  of  its  use  even  among  the  ancient  Germans.  With 
the  solitary  exception  of  its  supposed  efficacy  in  indicating  water,  the 
superstitions  which  attached  to  it  have  been  swept  away.  Whether  there 
is  some  grain  of  tiuth  in  this  magnetic  connection  between  wood  and 
water  in  the  hands  of  certain  ultra  sensitive  persons,  is  likely  to  be  a 
disputed  question.  Science  may  detect  impostures  by  the  score  ;  but  ex¬ 
perience  has  an  awkward  trick  of  confounding  it  with  instances  where 
i  vei  y  de.sired  condition  seem  fulfilled.  A:  a  1  events,  if  the  latest  “  diviner  ’’ 


proves  to  be  entirely  correct,  a  certain  amount  of  interest  will  be  raised  in 
the  question.  This  will  take  the  form  of  elaborate  disquisitions  and 
scientific  refutations  well  calculated  to  make  the  Hastings  Guardians 
doubt  whether  life  is  worth  living — at  least  as  a  rabdomancist.  If  some 
“diviner”  had  arisen  in  time  to  let  building  contractors  and  architects 
into  the  secret  of  the  watery  condition  of  the  subsoil  in  more  than  one 
lately  opened-out  part  of  London,  a  good  deal  of  labour  and  capital  would 
have  been  saved.  If  rabdomancy  is  again  to  become  one  of  the  learned 
professions,  it  will  at  least  be  desirable  that  its  exponents  have  a  correct 
estimate  of  the  value  of  mixing  the  useful  with  the  phenomenal. 

Referring  to  some  of  the  statements  contained  in  the  preceding  article, 
a  lady  wrote  as  follows  : — “I  have  studied  many  writers  on  chiromancy, 
astrology,  &c.,  for  some  years,  and  have  found  references  to  what  you 
term  ‘  rabdomancy’  (also  called  corilimancy),  explaining  that  to  be  suc¬ 
cessful  in  discovering  treasures  in  the  earth  the  branch  of  hazel  must  be 
gathered  astrologically,  and  be  chosen  of  a  forked  shape,  ei.her  like  a 
V  or  a  Greek  iipsilon,  and  that  this  mark  should  be  likewise  found  in  the 
hands  of  the  person  using  it.  Should  the  result  of  a  modern  test  be  satis¬ 
factory,  I  should  esteem  it  a  favour  if  Mr.  Mullins  (or  anyone  interested 
at  Hastings)  would  give  further  details  of  the  rod,  and  examine  his  hands 
minutely.”  Mr.  E.  Hales,  who  about  two  years  employed  Mr.  Mullins  to 
exercise  his  powers  on  an  estate  near  Tonbridge,  states  that  he  was  suc¬ 
cessful  in  finding  water  in  several  places.  Mr.  Hales  says :  “  My  daughter, 
who  accompanied  us,  was  very  suspicious.  Mullins,  therefore,  invited 
her  and  one  of  my  servants  each  to  grasp  the  two  ends  of  the  hazel  twig, 
which  was  forked  and  about  2  feet  long,  and  which  he  held  dear  the  fork 
with  his  thumbs  and  fingers,  and  when  he  passed  over  the  spots  where 
the  water  ran,  the  twig  was  so  violently  agitated  that  it  bent  until  it  broke 
in  their  hands ;  and  this  I  saw  myself.  Mullins  is  a  working  man  with¬ 
out  any  pretensions ;  and  he  says  that  very  few  persons  possess  this  faculty, 
and  that  after  a  few  hours’  exploring  it  takes  a  good  deal  out  of  him.  Mr. 
Hales  adds  that  Mr.  Mullins’s  power  only  extends  to  running  water. 
The  Rev.  H.  P.  Gurney,  Vicar  of  Uffington,  in  Berkshire,  states  that  he 
remembers,  when  a  boy,  accompanying  a  number  of  adventurers  over 
several  fields  on  his  father’s  estate  in  Cornwall,  and  seeing  them  use  the 
divining-rod  for  the  purpose  of  discovering  metals.  The  result  was  that 
a  company  was  formed  and  the  mineral  rights  on  the  estate  bought  of  his 
father  and  a  mine  commenced.  It  was  worked  for  two  or  three  years,  but 
was  then  abandoned.  He  adds  :  “  I  think  several  people  might  still  be 
found  in  Cornwall  ready  to  venture  their  money  on  the  indications  of  the 
divining-rod.”  Mr.  J.  Stears,  of  Hull,  whose  power  as  a  “  diviner  ”  of 
metals  we  recently  witnessed  at  Lisburn,  as  recorded  last  week,  says  : 
“  Those  who  have  not  seen  the  rod  in  use  laugh  at  the  idea.  After  using  the 
rod  for  19  years  successfully  in  finding  both  iron  pipes  and  underground 
streams  of  water,  I  may  venture  to  reply  to  your  article.  It  seems  that 
only  a  few  persons  are  able  to  use  the  rod ;  and  with  most  of  those  who 
have  the  power,  it  only  turns  for  water,  and  not  for  metals.  I  can  find 
both.  For  water,  the  rod,  which  is  v-shaped,  turns  from  me  until  the  point 
of  the  twig  which  was  downward  turns;  but  when  over  metal,  such  as 
gas-pipes,  the  rod  turns  towards  the  body,  and  then  rises  up  when  exactly 
over  the  pipe.  If  I  stand  upon  two  china  dishes,  all  power  is  lost ;  thus 
showing  the  power  to  be  electrical,  and  must  have  an  earth  connection. 
Much  has  been  written  on  the  subject,  but  always  by  those  who  cannot 
use  the  rod.” 


The  New  Water  Supply  at  Saltash.— A  quarter  of  a  century  having 
elapsed  since  the  Saltash  Town  Council  first  took  up  the  question  of  pro¬ 
viding  the  town  with  a  pure  and  constant  water  supply,  it  is  satisfactory 
to  find  that  in  less  than  six  mouths  the  inhabitants  will  have  their  wishes 
in  this  respect  gratified.  It  was  left  to  the  present  Council  to  push  the 
matter  forward  ;  and  a  supply  having  been  secured,  an  engineer  has  been 
appointed  to  carry  out  the  work.  At  a  meeting  of  the  Town  Council  last 
Thursday,  it  was  reported  by  the  Mayor  (Mr.  G.  Adams),  as  Chairman  of 
the  Water  Committee,  that  provisional  terms  had  been  arranged  with  the 
owners  of  the  land  at  the  source  of  the  supply.  The  Engineer  (Mr.  B. 
Nicholls,  C.E.,  of  Birmingham)  has  just  been  to  Saltash,  and  is  preparing 
plans,  which  will  be  ready  in  three  weeks  to  submit  to  the  Local  Govern¬ 
ment  Board.  The  works  are  expected  to  take  about  six  months  to  carry  out ; 
so  that,  under  favourable  circumstances,  the  water  should  be  flowing  into 
the  town  by  June  next. 

The  Proposed  Extension  op  the  Burnley  Gas-Works. —  Mr.  A 
Taylor,  one  of  the  Local  Government  Board  Inspectors,  opened  an  inquiry 
at  Burnley  last  Wednesday  in  regard  to  an  application  made  by  the  Town 
Council  of  the  borough  to  borrow  IlS.'^OO  for  the  extension  of  the  gas¬ 
works.  Mr.  Jas.  Emmett  (a  ratepayer)  intimated  at  the  opening  of  the 
proceedings  that  he  opposed  the  application.  The  Town  Clerk  (Mr.  W. 
Southern)  stated  that  he  had  sent  to  the  Local  Government  Board  a  state¬ 
ment  showing  the  purposes  for  which  the  money  was  wanted.  The  Gas 
Engineer  and  Manager  (Mr.  S.  P.  Leather)  spoke  as  to  the  development 
of  the  gas-works.  He  said  that  ten  years  ago  the  quantity  of  gas  made 
was  167  million  cuiiic  feet,  and  that  last  year  it  had  risen  to  3L0  millions. 
He  also  submitted  apian  of  the  new  works.  Mr.  Emmett  pointed  out 
that  uinvards  of  113000  had  been  handed  over  from  the  Gas  Department  to 
the  borough  fund  during  the  past  twelve  mouths,  and  still  they  were 
going  on  borrowing.  The  Inspector  said  he  had  nothing  to  do  with  that. 
He  always  understood  that  the  Corporation  could  not  make  extensions 
out  of  the  gas  profits,  but  that  these  must  be  carried  to  the  credit  of  the 
general  district  rate.  Mr.  Emmett  desired  to  draw  attention  to  the  rating 
of  the  borough,  but  was  ruled  out  of  order,  and  after  some  further  discus¬ 
sion  the  inquiry  closed. 

Sales  of  Shares. — At  a  recent  sale,  by  Messrs.  G.  Tinker  and  Son,  at 
the  Rose  and  Crown  Inn,  Lnngwood,  18  fully-paid  illO  shares  in  the  Long- 
wood  Gas  Company  (offered  in  four  lots)  realized  1119  and  J£l9  Is.  per 
share  respectively.  Subsequently,  20  similar  shares  were  put  up  in  four 
lots,  and  realized  i£19  and  ±T8  I’Zs.  6d.  per  share. — On  Monday  last  week, 
Mr.  J.  C.  Towner  sold  by  auction,  at  the  Gildridge  Hotel,  Eastbourne,  50 
original  UlO  shares,  39  “  B  ”  ±T0  shares,  and  28  “  C  ”  ilO  shares  in  the 
Eastbourne  Gas  Company.  The  first-named  shares  were  sold  at  prices 
ranging  from  ^26  2s.  6d.  to  1126  10s  each  ;  the  “  B  ’’  shares  fetched  £19 10s. 

and  £19  17s.  6d.  each ;  and  the  “  C  ”  shares,  £26  and  £26  2s.  6d. - On 

the  same  day,  Mr.  H.  C.  Walton  sold  £1960  of  stock  in  the  Preston  Gas 
Company,  bearing  a  maximum  10  per  cent,  dividend,  in  lots  of  £100  each. 

The  stock  realized  an  average  of  £222  per  lot. - Messrs.  Nicholson, 

Greaves,  and  Barber  sold  last  Tuesday  at  Sheffield,  £30  consolidated  “  B  ” 
stock  in  the  Sheffield  Gas  Company,  for  £91  ;  being  at  the  rate  of  303  per 

cent. - Last  Wednesday,  Messrs.  Renton  and  Renton  sold  iiy  auction,  at 

Harrogate,  £2000  of  “  B  ”  stock  in  X\\r  Harrogate  Gas  Company.  It  was 
offered  in  £100  lots,  and  included  the  dividend  (at  the  rate  of  Hi  per  cent.) 
accrued  since  July  1  last.  The  20  lots  were  knocked  down  at  the  following 
prices  : — Four  at  £241 ;  four  at  £242 ;  ten  at  £243  ;  and  two  at  £244 — 
total,  £4850,  being  an  average  of  £242  lOs.  per  lot.  The  stock  was  eagerly 
I  sought  for — the  attendance  of  buyers  being  large;  and  the  whole  was 
I  disposed  of  in  about  half  an  hour.  The  purchasers  will  receive  £4  12s.  9d, 
per  cent,  on  their  investments. 
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NOTES  FBOM  SCOTLAND. 

(from  OUB  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  Edinburgh  and  Leith  Gas  Commissioners  had  before  them  on 
Monday  the  heaviest  item  of  business  which  they  have  y®‘ 
since  tW  took  over  the  gas  supply,  m  the  8hape_  of  a  ^  • 

Mitchell,  the  Engineer  of  the  Edinburgh  works,  to  improve 
ing  department,  at  a  cost  of  i20,000.  I  suppose  I  am  f 
the  disparity  of  the  cost  of  production  m  t^e  two 

sioners  has  forced  them  to  the  conclusion  that  f  “^st  be  done  to 

modernize  the  Edinburgh  works,  m  order  to  6®^  be^er 
them.  The  Company  were  fully  aware  of  the  necessity  for  a  step  th 
direction  Their  Bill  of  two  years  ago,  empowering  them  to  remove 
their  works  to  Niddrie,  is  sufficient  testimony  to  that  tbe  case  ;  and 

the  prescience  of  the  Directors  would  by  this  time  have  b®®“ 
fruit,  had  not  the  negotiations  for  a  transfer  supervened.  If  the  Com 
pany’s  Bill  had  passed,  the  erection  of  the  new  ^ t  p 

Lgun  at  once;  and  for  that  everything  was  in 

in  narticular  having  ready  a  set  of  plans  for  a  most  complete  works  on  a 
scaffi  of  magnificenc®  that  would  have  been  worthy  f  ® 
the  Company  held  among  the  gas  undertaking  in  the  U“*‘®^Kingdom 
Mr  Mitchell’s  aspirations  were  not  then  realized;  the  old  works  must 
suffice  in  the  meantime,  and  accordingly  he  comes  forward  with  a  proposal 
to  improve  them  by  a  judidious  outlay.  The 

matter  to  the  Works  Committee  for  consideration  ;  and  this  body  had  it 
under  discussion  yesterday.  No  decision  has  been  ®.t  yeC 

cannot  tell  why  ;  but  I  should  not  wonder  if  some  of  the  Commis¬ 
sioners  find  it  a  bitter  pill,  after  all  the  fine  things  that  were  said  of 
the  Edinburgh  Company,  to  have  it  even  hinted  so  soon  that  a  large  out¬ 
lay  like  that  contemplated  would  be  desirable.  _  _  -c-j-  u  1,  o.,.! 

The  work  of  winding  up  the  two  Gas  Companies  m  Edmbimgh  and 
Leith  has  been  proceeding  apace  under  the  direction  of  the  official  ot 
the  Companies,  who,  though  in  the  employ  ?fth®  Commissioners  have 
remained  also  in  their  former  situations  with  the  Companies  for  the 
purpose  of  carrying  out  the  winding  up.  The  process  of  settling  up 
has  included  the  recovery  of  rental  from  many  consuiners  by  summons 
in  the  Small  Debts  Courts.  These  and  other  processes  of  a  more  Pleasant 
nature  have  been  so  far  completed  that  a  meeting  of  the  shareholders 
of  the  Edinburgh  Company  to  receive  a  staternent  of  the  funds  of  tne 
Company,  and  give  instructions  as  to  their  distribution,  has  been  called. 

The  movement  which  I  mentioned  last  week  as  being  on  foot  in  the 
direction  of  transferring  the  St.  Andrews  Gas  Company  s  undertaking  to 
the  Corporation  took  definite  shape  at  a  meeting  of  the  Town  Council  on 
Tuesday.  One  is  inclined,  after  what  was  said,  to  cherish  the  wish  that, 
before  seeking  to  assume  control  of  the  gas  supply,  the  meinbers  of  the 
Council  should  have  a  clearer  conception  of  what  their  future  duties  would 
be,  than  they  seem  to  haye.  For  instance,  Proyost  Pater^n,  in  proposing 
a  motion  that  it  was  expedient  to  adopt  the  Burghs  Gas  Supply  Act, 
instead  of  showing  how  St.  Andrews  would  be  afieoted  by  the  transfer, 
must  needs  wander  away  to  Manchester,  with  which,  in  passing,  1  may  say , 
there  could  be  no  comparison  whatever ;  and  from  there  began  to  dangle 
before  the  community  that  most  questionable  of  all  practices  in  Corporation 
gas  management  —the  plundering  of  the  gas  profits  to  save  the  rates.  Uf 
course,  he  displayed  his  bait  more  cunningly  than  I  have  just  expressed 
it.  The  words  he  used  were  :  “  The  results  would  be  such  as  to  astonisn 
the  ratepayers.  In  Manchester,  for  example,  they  had  been  able  to  pay  a 
large  proportion  of  the  rates  out  of  the  unestimated  profits  of  the  gas¬ 
works.”  A  day  may  come  when  public  men  will  be  found  managing  the 
gas  industry  in  its  own  interest ;  but  it  is  manifest  that  before  th^  a 
good  deal  of  education  will  have  to  be  undertaken  in  high  places.  Ihe 
Provost  thought  that  the  gas  undertaking  could  be  purchased  for  ±10,000. 
Another  member  of  the  Council  was  afraid  that,  looking  to  the  large 
dividends  which  had  been  paid  by  the  Company,  the  price  could  not  be 
less  than  ±20,000.  These  and  one  or  two  other  remarks  were  quite  legiti¬ 
mate  ;  and  there  was  a  prospect  of  the  discussion  closing  before  the 
speakers  descended  to  foolish  talking.  But  that  was  not  to  be.  Ihe 
inevitable  nonsense  about  the  electric  light  was  duly  “  trotted  out.  Mr.  (i. 
Bruce,  who  was  responsible  for  its  introduction,  I  am  afraid  does  not  read 
the  “Electric  Lighting  Memoranda  ”  in  the  Journal,  or  he  would  not 
have  inflicted  on  the  Council  his  gabble  about  the  electric  light  making 
“rapid  progress.”  “Were  they,” he  asked,  “to  be  condemned  to  burn  gas 
for  the  next  40  years,  when  they  might  have  a  better  and  cheaper  light 
within  a  very  few  years  ?  ”  Judging  from  the  experience  of  other  towns  m 
electric  lighting,  one  is  tempted  to  say  that  the  condemnation  which  Mr. 
Bruce  so  much  dreads  is  likely  to  be  the  opposite  of  the  very  terrible 
affair  which  he  contemplates  it  will  be.  Apart  from  every  other  consider¬ 
ation,  there  is  one  teat  by  which,  as  much  as  by  anything  else,  the  pro¬ 
spective  stability  of  gas  supply  maybe  gauged,  and  that  is  that  there  is  not 
yet  to  my  knowledge,  a  single  instance  on  record  in  which  a  gas  conipany 
took  the  initiative  in  the  matter  of  having  its  property  transferred  to  a 
local  authority.  From  this  it  would  appear  that  inside  the  gas  industry 
there  is  not  so  much  fear  of  loss  as  there  is  outside  it.  The  St.  Andrew  a 
Town  Council  seemed  to  be  a  good  deal  affected  by  the  arguments  of  the 
opposition,  as,  tbougb  tbe  motion  was  but  a  preliminary  one,  tney  only 
adopted  it  by  12  votes  to  9. 


the  perpetual  meter-rent,  which  is  said  to  be  very  unfair,  is  also  engaging 

attention ;  and  it  is  suggested  that  this  burden  should  be  reinoved. 

The  Glasgow  Corporation  Gas  Committee  have  lately  had  under  con- 
sideration  an  offer  from  Messrs.  C.M'Naught  and  Co.  for  the  purchase 
of  the  whole  of  the  output  of  coke  at  their  various  gas-works ;  but  it 
has  been  resolved  to  decline  to  entertain  the  offer,  there  being  a  inarkea 
unwillingness  on  the  part  of  the  Committee  to  disregard  the  claims  of 
local  consumers  generally,  and  especially  the  claims  of  the  poor  people 
near  the  works,  who  use  the  coke  as  their  ordinary  fuel.  While  speaking 
of  Glasgow  gas  affairs,  it  may  be  worth  while  to  mention  that  already 
there  has  been  recovered  fully  ±4000  more  than  the  amount  estirr^ted 
of  the  outstanding  gas-rents  referred  to  in  the  last  annual  balance-sheet. 
The  estimate  was  ±43,688;  the  amount  recovered  is  well  nigh  ±48,000. 

At  the  recent  sitting  of  the  Argyleshire  Valuation  Appeal  Court,  the 
Dunoon  Police  Commissioners  appealed  against  the  valuation  of  the 
burgh  water-works,  which  had  been  increased  from  ±400  to  ±800.  The 
question  was  argued  at  some  length  on  behalf  of  the  appellants  and  by 
the  Assessor ;  and  eventually  the  sum  fixed  was  At  the  sa^e 

Court,  the  Assessor’s  valuation  of  the  Sandbank  Water-Works,  which  had 
been  increased  from  ±126  to  ±220  was  appealed  against ;  it  was  reduced 

*^°'rhe^Glasgow  pig  iron  market  was  somewhat  unsettled  during  most  of 
this  week.  In  consequence  of  “  bears  ”  operating,  considerable  reductions 
in  price  took  place.  The  volume  of  trade,  however,  continues  to  be 
exceedingly  satisfactory ;  and  on  this  account,  it  is  not  antimpated  that 
there  can  be  any  extensive  fall  in  price  in  the  meantime.  Scotch  warrants 
were  sold  on  Monday  at  42s.  OJd.  cash  per  ton ;  and  yesterday  41s.  44d. 
cash  was  accepted.  The  fall  in  the  price  of  Cleveland  warrants  was 
from  343.  lid.  to  34s.  3d.  per  ton ;  and  the  prices  of  hematite  iron  declined 

from  45s.  3d.  to  44s.  IJd.  per  ton.  ,  ,  ,  ,  ^  j  u  v. 

Freightage  rates  being  somewhat  easier,  the  local  coal  trade  has  been 
less  firm  this  week ;  but  a  good  business  has  been  done,  and  the  trade 
looks  very  promising.  Brices  are  advancing  in  most  departments  ,  indeed, 
household  coal  is  about  to  be  increased  in  price  Is  per  ton.  It  is  not 
unlikely  that  the  miners’  wages  will  be  generally  raised  within  the  next 
week  or  two.  _ 


CUEBENT  SALES  OF  GAS  PBODUCTS. 

Liverpool,  Sept.  29. 

Sulphate  of  Ammonia.— Iho  week  closes  with  a  strong  tone,  due  mainly 
to  the  large  French  orders  which  are  unexpectedly  coming  in ;  and  while 
requirements  in  that  country  remain  to  be  filled,  it  may  be  taken  mr 
granted  that  prices  on  this  side  will  not  suffer,  although  it  is  anticipated 
by  dealers  that  values  will  be  easier  next  week.  To-day  ±11  10s.,  f.o.b. 
Hull,  is  being  readily  paid  for  shipment ;  but  meanwhile  buyers  decline 
to  pay  the  same  price  for  early  October  delivery.  In  consequence  of  the 
very  firm  tone  of  nitrate,  there  is  considerable  inquiry  for  spring  delivery, 
and  buyers  are  willing  to  pay  full  rates.  Producers  have,  however,  mean¬ 
while  assumed  a  passive  attitude. 

London,  Sept.  29. 

Tar  Products.— The  prices  current  last  week  are  those  ruling  at  present. 
The  feeling  in  anthracene,  pitch,  and  carbolic  has,  if  anything,  a  firmer 
tendency.  Prices:  Tar,  according  to  position,  17s.  6d.  to  22s.  6d.  per 
ton.  Benzol,  90  per  cent.,  3s.  per  gallon  ;  50  per  cent.,  2s.  44d.  lomol, 
Is.  9d.  per  gallon.  Solvent  naphtha.  Is.  2d.  per  gallon.  Crude  naphtha, 
30  per  cent..  Is.  per  gallon.  Light  oil,  3d.  per  gallon.  Creosote,  2d.  per 
gallon.  Pitch,  12s.  to  13s.  6d.  per  ton.  Carbolic  acid  (crude),  3s.  4d. 
per  gallon.  Cresylic  acid,  9d.  per  gallon.  Tar  salts,  15s.  per  ton.  Anthra¬ 
cene,  30  per  cent.,  “A  ”  quality.  Is.  6d.  per  unit ;  “  B  ”  quality.  Is.  3d. 

““Sulphate  of  ammonia  is  steady,  at  a  slightly  im¬ 
proved  price.  Prices  may  be  taken  as  follows Sulphate  of  ammonia, 
±11  lOs.  to  ±11  12s.  6d.,  less  discount.  Gas  liquor  (5°  Twaddel),  7s.  6d.  per 
ton,  with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  IJa.  per  lb. 
Carbonate  of  ammonia,  34d.  per  lb.  Muriate  of  ammonia,  brown,  ±18  per 
ton;  white,  ±27.  Sal-ammoniac,  ±30  per  ton. 


[From  the  Chemical  Trade  Journal,  Sept.  29.] 

Sulphate  of  Ammonia.— The  sulphate  market  is  firm  for  prompt 
delivery,  in  consequence  of  a  good  demand  from  France ;  and  prices  at 
Hull  have  advanced  from  ±11  7b.  6d.  and  ±11  8s.  9d.  to  ±11  10s.  to-d^. 
These  prices  can,  however,  only  be  realized  for  parcels  that  can  be 
shipped  this  week.  The  dealers  seem  to  be  all  more  or  less  short,  and 
apparently  have  much  difficulty  in  completing  their  deliveries  this 
month.  Liverpool  is  quoted  at  dOll  7s.  6d.  to  i;ll  10s.  j  Leith,  at  £11  8s.  9d.  \ 
Beckton,  £11  10s. ;  while  London  outside  makes  are  fetching  from 
±11  lOs.  to  ±11  11s.  3d. 

Tar  Products. —Benzoles  remain  without  sensible  alteration  in  price  ; 
and  even  the  short  production  of  the  past  few  months  does  not  seem_  to 
have  improved  the  situation.  90’8  and  50;90’s  may  be  stated  as  having 
the  same  value  as  described  in  last  week’s  circular ;  and  all  other  tar  pro¬ 
ducts  remain  in  statu  quo.  The  unfinished  products,  as  we  may  term 
them,  keep  up  their  price;  and  there  is  still  a  very  fair  business 
doing  in  medium  soft  pitch.  Benzole  from  coke-ovens  is  the  latest  infor¬ 
mation  which  comes  to  our  ears,  as  from  properly.constructed  ovens  as 
much  as  2  gallons  per  ton  of  coal  has  been  obtained  on  the  large  scale. 


(FROM  OUB  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

The  Dumbarton  Corporation  have  lately  agreed  to  take  ±300  from  the 
gas  profits  of  the  past  year,  for  the  purpose  of  meeting  the  expenditure 
involved  in  connection  with  tbe  Public  Parka.  From  year  to  year  the 
deficiency  in  the  income  derived  from  the  Clyde  Pier  has  been  met  out  of 
the  gas  profits ;  but  this  is  the  first  time  that  it  has  been  necessary  to 
subsidize  the  Public  Parks  from  the  same  source.  The  past  year’s  working 
of  the  gas  undertaking  was  very  successful.  There  was  a  considerable 
increase  in  the  consumption  of  gas ;  but  the  returns  show  that  it  was 
still  very  much  behind  that  of  the  last  year  of  good  trade  1884-85. 

It  has  been  resolved  by  the  Gas  Committee  of  the  Ardrossan  Police 
Commission  to  continue  the  price  of  gas  unchanged  for  the  present  year, 
notwithstanding  the  fact  that  there  was  a  surplus  of  income  over  expendi¬ 
ture  for  the  past  year  quite  sufficient  to  warrant  a  reduction.  It  has  been 
editorially  suggested  in  one  of  the  local  newspapers  that  the  ratepayers 
will  in  their  own  interest  take  the  matter  up,  and  that  if  they  are  unable 
to  bring  about  a  reduction  in  the  gas-rate,  should  at  least  insist  on  knowing 
the  reason  why.  It  is  urged  that  there  has  been  a  reduction  in  the  price  of 
coal,  and  that  there  is  an  advance  in  the  value  of  the  residuals ;  and  con¬ 
sequently  the  Gas  Committee  must  have  in  view  a  much  larger  surplus  at 
the  close  of  the  current  year,  The  increase  to  the  Commissioners  from 
the  residuals  is  said  to  be  fully  50  per  cent. ;  and  when  the  gas  supply 
was  in  the  hands  of  the  private  Company,  the  value  of  the  residuals  was 
about  one-fourteenth  part  of  the  cost  of  production,  whereas  it  is  now 
about  one-tenth.  The  writer  affirms  that,  without  any  risk  of  lessening 
the  benefit  to  posterity,  the  price  of  gas  in  Ardrossan  might  have  been 
fixed  at  3s.  lid.  per  1000  cubic  feet  for  the  year  1888-9.  The  question  of 


Antwerp  Water  Company,  Limited.— The  Directors  of  this  Company, 
in  their  half-yearly  report  to  June  30  last,  state  that  the  income  from 
all  sources  amounted  to  ±10,036,  and  the  net  revenue  to  ±4248.  Should 
the  profit  arising  from  the  second  half-year’s  working  be  equal  to  the 
present,  there  will,  it  is  stated,  be  sufficient  to  pay  an  increased  divi¬ 
dend  on  last  year.  The  5  per  cent,  debentures,  amounting  to  ±13,000, 
falling  due  on  Dec.  31  last,  will  be  renewed  at  4  per  cent. 

Barnet  in  Darkness  Again. — At  ten  o’clock  last  T'riday  night  the 
electric  lamps  at  Barnet  suddenly  went  out,  and  the  streets  were  left  in 
darkness  ;  the  only  light  to  be  seen  being  that  coming  from  the  windows 
of  hotels  and  private  houses.  The  night  was  very  dark  and  somewhat 
foggy  '  and  the  inconvenience  caused  to  pedestrians  by  the  sudden  depri¬ 
vation  of  light  was  severely  felt.  The  origin  of  the  mishap  was  not  known 
outside  the  electric  light  works,  beyond  the  scanty  information  vouch¬ 
safed  by  one  of  the  contractor’s  employes  that  something  was  wrong  with 
the  engine.  It  was  not  until  midnight  the  light  was  again  available. 

The  Gas  and  Water  Undertakings  of  the  Birkenhead  Corpob-i- 
TioN.— The  Birkenhead  Corporation  propose  applying  to  Parliament  next 
session  for  additional  powers,  and  the  opportunity  will  be  taken  to  obtain 
authority  for  the  purchase  of  land  for  the  extension  of  the  gas-works.  As 
the  attention  of  the  Gas  and  Water  Committee  has  been  called  to  the  fact 
that  the  period  within  which  the  new  water-works  authorized  to  be  con¬ 
structed  by  the  Birkenhead  Corporation  (Gas  and  Water)  Act,  1881,  will 
expire  on  Jan.  1,  1892,  the  Committee  have  resolved  that  it  will  be  desir¬ 
able  that  an  extension  of  time  for  the  construction  of  the  works  shall  also 
be  obtained. 


0(U 
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[Oct.  2,  1888, 


Reduction  in  Price. — The  Directors  of  the  Biddulph,  Bradley  Green, 
and  Black  Bull  Gas  Company  have  reduced  the  price  of  gas  from  5s.  to 
4s.  6d.  per  1000  cubic  feet,  and  will  allow  a  discount  of  5  per  cent,  on  all 
accounts  paid  within  a  month. 

CoRSHAM  (Wilts.)  Water  Supply. — A  Company  has  just  been  formed  to 
provide  the  town  of  Corsham,  in  Wiltshire,  with  a  constant  supply  of 
water.  The  capital  is  i'lOOO,  in  £5  shares.  It  is  proposed  to  bring  the 
water  from  Ash  Hill  and  Ash  Grove,  near  Bowood,  on  the  estate  of  the 
Marquis  of  Lansdowne ;  and,  owing  to  the  elevated  springs,  the  water  will 
be  carried  through  the  pipes  by  gravitation  alone. 

Scarcity  of  Water  at  Cheshunt. — Complaints  are  being  made  of  the 
scarcity  of  water  at  Cheshunt,  High  Beech,  and  Waltham.  At  a  meeting 
of  the  Waltham  Local  Board  last  week,  it  was  stated  that,  owing  to  the 
East  Loudon  Water  Company  having  sunk  wells  in  the  neighbourhood, 
to  meet  the  requirements  of  part  of  their  district,  the  supply  of  East 
Herts  had  diminished.  It  was  resolved  to  communicate  with  the  Com¬ 
pany  on  the  subject. 

The  Liversedge  Local  Board  and  the  Water  Question. — The  Local 
Government  Board  have  intimated  that  they  will  not  at  present  sanction 
the  payment  of  the  costs  incurred  by  the  Liversedge  Local  Board  in  con¬ 
nection  with  their  proposal  to  apply  to  Parliament  last  November  for 
independent  powers  of  water  supply.  The  head  authority  says  that  the 
accounts  must  go  before  the  auditor  in  due  course,  and  that  any  further 
communication  that  may  be  received  will  then  be  considered.  An  appli¬ 
cation  was  made  by  the  Clerk  to  the  Board  some  time  ago  ;  and  it  is  under¬ 
stood  that  the  refusal  is  in  consequence  of  letters  addressed  to  the  Local 
Government  Board  by  representatives  of  opponents  of  the  scheme. 

The  Proposed  Public  Lighting  of  Gravesend  with  Oil. — At  a  meet¬ 
ing  of  the  Gravesend  Town  Council  held  last  Wednesday,  the  Town  Clerk 
reported  that  a  difficulty  had  arisen  in  arranging  the  terms  of  the  con¬ 
tract  with  the  firm  who  had  tendered  for  lighting  the  public  lamps  of 
Gravesend  with  oil.  The  Corporation  considered  that  the  contractors 
should  remove  the  present  burners  and  plug  the  pipes  so  as  to  prepare 
the  lanterns  for  the  reception  of  the  oil  lamps.  The  other  parties  took 
an  opposite  view ;  contending  that  they  had  only  to  make  the  lanterns 
wind  proof.  From  this  view  they  declined  to  give  way;  and,  after  some 
discussion,  the  Corporation  decided  not  to  execute  the  contract. 

West  Gloucestershire  Water  Company. — At  the  half-yearly  meeting 
of  this  Company  held  at  Bristol  last  Saturday,  the  Chairman  (Mr.  A. 
Brogden)  stated  that  since  the  previous  meeting  350  additional  houses  had 
been  supplied  with  the  Company’s  water,  and  that  there  was  every 
prospect  of  a  steady  increase  in  the  number  of  customers.  Nine  miles  of 
additional  mains  had  been  laid  in  the  half  year,  for  supplying  populous 
places  within  the  Company’s  district,  including  Warmleyand  Keynsham. 
The  number  of  houses  now  within  reach  of  the  Company’s  mains  was 
2300,  one-fourth  of  which  the  Company  were  supplying.  The  revenue  had 
overtaken  the  working  expenses,  and  for  a  new  Company  their  position 
was  very  encouraging.  At  no  distant  date  the  shareholders  might  ex¬ 
pect  a  dividend.  'The  Directors’  report  was  unanimously  adopted. 

The  Well  at  the  Clapham  Workhouse.  —  The  Guardians  of  the 
Wandsworth  and  Clapham  Union  appear  to  be  somewhat  out  of  conceit 
with  their  attempt  to  provide  their  own  water  supply.  At  their  fort¬ 
nightly  meeting  last  Thursday,  the  Chairman  announced  that  there  was 
no  water  that  morning  for  domestic  use  in  the  house.  He  believed  there 
was  water  in  the  well,  but  it  appeared  the  action  of  the  pumps  was  so 
violent  that  it  exhausted  the  well  too  quickly.  As  to  the  Water  Com¬ 
pany’s  mains,  the  pressure  was  so  small  that  the  supply  from  this  source 
was  intermittent.  He  thought  that  if  they  had  an  engine  to  pump  at  a 
reduced  speed,  they  could  get  a  supply  day  and  night.  A  discussion  arose 
upon  these  statements.  Mr.  Plumridge  protested  that  it  was  nonsense  to 
attribute  a  short  supply  to  want  of  pressure  in  the  Company’s  main.  The 
pressure  was  enough  to  burst  the  pipes ;  but  the  water  was  shut  oS  in 
the  house.  The  fact  was  the  well  was  a  failure,  and  would  not  yield  the 
24,000  gallons  a  day  which  it  was  stated  it  would  do.  He  submitted  that 
it  would  be  cheaper  to  obtain  the  whole  supply  from  the  Water  Company, 
and  do  away  with  the  well.  Mr.  Grey  concurred  with  this  view,  and 
declared  he  would  not  vote  for  any  more  expenditure  on  the  well.  A 
motion  was  submitted  to  refer  the  matter  to  a  Special  Committee  ;  but  in 
the  end  it  was  sent  to  the  Workhouse  Committee  for  consideration. 
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GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES 


PLEASE  ADDRESS  IN  FULL—  If- Z 


HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT, 

TELEPHONE  No.  2698. 


Address  for  TELEGRAMS: 
“GWYNNEGRAM  LONDON.” 


LONDON,  W.C.,  ENGLAND. 


Thirty-three  Medals  at 

all  theGreatInternational 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  Exhausters, &c. 

Only  Medal  at  the  Liver¬ 

pool  International  Exhibi¬ 
tion,  188fi,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 
duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 
passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  per  Minute, 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin¬ 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 

sure. 

NO  OTHER  MAKER  CAN 
DO  THIS, 

GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  tlie 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.'S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hour 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gas-Works,  SHEFFIELD. 
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GAS  LIGHTING  AND  PUBLIC  SECUHITT. 

The  connection  between  gas  lighting  and  the  progress  of 
civilization  is  a  subject  w'orthy  of  the  closest  study  of  the 
sociologist.  Most  readers  of  Herbert  Spencer’s  interesting 
“  Introduction  to  the  Study  of  Sociology  ”  will  remember 
what  magnificent  use  the  writer  makes  of  one  of  the  great  facts 
of  modern  civilization— the  printing  of  The  Times— ihe  full 
significance  of  which  we  are  apt  to  overlook  because  the 
phenomenon  is  so  common  and  familiar.  If  a  similar  borok 
were  to  be  written  by  the  same  philosopher  (which  is  too 
much  to  expect),  what  splendid  service  he  might  evoke  in 
the  way  of  exposition  from  the  common  spectacle  of  a  street 
gas-lamp  !  It  is  remarkable  that  one  of  the  earliest  popular 
notices  of  gas  lighting  that  has  come  down  to  us,  is  in  the 
form  of  a  coloured  print,  of  the  kind  whereby  the  caricaturists 


and  pictorial  satirists  of  the  early  part  of  the  century  used  to 
register  the  public  sentiment  of  their  day,  in  which  the  artist 
anticipates  in  the  clearest  fashion  the  probable  purifying 
effect  of  improved  lighting  upon  the  morals  of  the  streets. 
The  footpad  and  the  strange  woman  are  in  this  picture 
represented  as  fleeing  from  the  new  light  into  regions  of 
obscurity  more  favourable  to  their  proceedings.  Wherever 
gas  lighting  has  penetrated,  the  authorities  responsible  for 
the  preservation  of  order  and  the  prevention  of  crime  in  cities 
have  recognized  that  a  gas-lamp  is  as  good  as  a  policeman — 
and  sometimes  considerably  better.  It  is  not  too  much  to 
say  that  the  striking  difference  in  the  condition  of  the 
streets  of  our  towns,  as  regards  the  safety  of  wayfarers,  which 
marks  the  present  as  compared  with  the  age  whose  manners 
are  described  by  Fielding  and  caricatured  by  Rowlandson,  is 
due  quite  as  much  to  gas  lighting  as  to  the  institution  of  the 
modern  police  force.  There  is  at  least  as  close  a  connection 
between  the  two  agencies  for  promoting  order  as  between  the 
originator  of  the  penny  postage  and  the  railways  which 
rendered  this  reform  practicable.  If  Stephenson  had  not 
gone  before,  Rowland  Hill  could  not  have  carried  out  his 
great  scheme ;  and,  similarly,  if  Murdoch  bad  not  preceded 
him,  Sir  Robert  Peel  would  have  organized  liis  police  force 
with  infinitely  greater  difficulty  and  much  less  success.  The 
gas-lamp  and  the  policeman  are  twin  forces  that  have  worked 
in  harmony  to  redeem  the  streets  of  our  towns  from  the  riot 
and  savagery  which  we  can  hardly  realize  when  we  read 
about  them  in  old  story-books,  and  should  not  endure  for  a 
week  if  the  condition  could  be  repeated  in  a  truly  realistic 
revival  of  an  “  Old  London”  or  an  “Ancient  Glasgow.”  It 
is  interesting  to  see  the  picturesque  street  architecture  of 
those  times  reproduced  for  our  amusement  at  national  exhibi¬ 
tions  ;  but  we  are  rightly  content  with  the  revival  as  a  mere 
piece  of  scene  painting.  We  fall  back  from  contemplating 
the  past  with  a  sense  of  satisfaction  (not  less  deep  or  real 
for  being  unexpressed  and  almost  unconscious),  upon  the 
reflection  that  we  can  walk  through  our  modern  streets 
without  requiring  the  attendance  of  link  boys  and  armed 
servants,  thanks  to  the  unpicturesque  gas-lamp  and  prosaic 
police  officer. 

These  reflections  spring  naturally  from  events  that  are 
passing  round  us  to-day.  During  the  last  few  weeks  London, 
and  through  London  the  whole  country,  has  been  thrilled  by 
the  recurrence,  in  a  ghastly  series,  of  horrible  street  outrages 
that  have  revealed  the  gulf  of  savagery  over  which  our  boasted 
civilization  has  been  thinly  stretched.  Decent  people,  while 
perusing  with  the  fascination  of  utter  horror  and  disgust  the 
published  accounts  of  the  recent  Whitechapel  murders,  have 
shrunk  appalled  from  the  revelation  of  this  survival  into 
their  midst  of  passions  and  practices  which  they  have  believed 
to  belong  to  a  past  age  and  a  barbarous  society.  It  would 
be  near  the  truth  to  say  that,  having  regard  to  the  peculiar 
circumstances  of  these  crimes,  the  general  sentiment  of  the 
mass  of  the  people  respecting  them  has  not  been  fear  so  much 
as  shame  and  horror.  The  least  thoughtful  among  us  must 
have  allowed  his  mind  to  dwell  for  an  instant,  with  heart- 
shaking  doubt  respecting  the  soundness  of  our  civilization, 
upon  the  reflection  that  in  walking  through  the  streets  one 
may  rub  shoulders  with  beings  whom  the  very  Gothg 
that  sacked  Rome  would  have  condemned  as  inhuman.  I 
comes  as  a  shock — and  in  one  sense  not  perhaps  an  unneces. 
sary  or  undesirable  one — to  the  somewhat  “namby-pamby’ 
liumanitarianism  of  the  day,  which  is  often  theoretically’ 
disposed  to  side  with  the  mob  against  the  forces  of  law, 
when  it  is  shown,  by  such  examples  as  these  slaughterings  in 
the  streets  of  London,  that  primeval  savagery  remains  among 
us  still,  and  would  break  out  if  it  had  the  chance.  Why  is 
it,  however,  that  this  sentiment  of  horror  is  so  little  mixed 
with  fear?  For  the  simple  reason  that  the  exemplar  of  the 
horrible  propensities  of  men  who  are  untouched  by  ordinary 
human  feelings  has  shown  a  reassuring  respect  for  the  arm 
of  law  and  the  light  of  civilization.  He  has  kept  out  of 
sight  of  the  policeman,  and  beyond  the  radius  lighted  by  the 
street-lamp.  The  Chief  Commissioner  of  Police  for  the 
Metropolis  has  replied  to  the  Whitechapel  Vestry,  who  tried 
to  bring  him  and  his  men  into  blame  for  permitting  this 
outbreak  of  crime  in  their  district,  to  the  effect  that  the 
Vestry  themselves  are  in  a  measure  responsible  for  creating 
the  conditions  by  which  the  crimes  have  been  rendered 
possible,  through  neglecting  to  light  the  bye -streets  and  no¬ 
thoroughfares  of  the  parish.  This  modern  instance  places  in 
the  strongest  possible  light  the  efficacy  of  the  street-lamp  as  a 
preventive  of  crime  ;  and  it  is  to  be  hoped  that  Sir  Ciiarles 
Wari'en’s  reproof  will  be  taken  to  heart  by  other  highway 
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authorities  who,  like  the  Whitechapel  Vestry,  have  neglected 
this  part  of  their  duty  to  the  public,  but  have  not  yet  re¬ 
ceived  so  lurid  an  illustration  of  the  dangers  of  such  neglect. 

We  have  never  lost  a  fitting  opportunity  for  reminding 
local  authorities  that  the  responsibility  thrown  upon  them  for 
lighting  their  towns  is  not  discharged  by  making  a  brilliant 
promenade  or  two  in  the  best  parts,  and  starving  the  back 
quarters.  Yet  who  does  not  know  that  this  is  a  general 
failing  of  local  authorities  ?  Hear  the  average  town  coun¬ 
cillor  talk  about  the  necessity  for  well  lighting  the  town,  in 
order  that  it  may  appear  to  good  advantage  in  the  eyes  of 
residents  and  visitors,  and  ask  him  what  he  means.  It  will 
be  found  that  his  mind  is  set  upon  brightening  up  the  High 
Street,  or  the  Parade,  or  the  neighbourhood  of  the  Council 
Chamber,  and  that  he  never  thinks  about  the  back  slums 
where  crime  lurks  beyond  the  reach  of  the  policeman’s 
lantern.  The  enterprising  and  public-spirited  gentleman 
who  moves  heaven  and  earth  to  introduce  electric  lighting 
into  his  native  town,  is  usually  quite  content  that  the  con¬ 
tractor  should  string  his  staring  lamps  along  the  main 
thoroughfares  ;  and  that  the  lighting — save  the  mark  ! — of 
the  smaller  streets  should,  by  way  of  balance,  be  entrusted 
to  miserable  oil-lamps.  We  do  not  hesitate  to  declare  that 
one  outrage  of  the  Whitechapel  stamp  in  any  town  so  mis¬ 
managed  in  the  matter  of  lighting  would  form  a  wonderful 
stimulus  to  the  local  appreciation  of  the  rights  and  wrongs 
of  public  street  lighting.  Take  the  recent  example  of  Bir¬ 
mingham,  where  the  lighting  of  the  courts  and  blind  alleys  of 
the  town  has  been  so  long  under  discussion.  Would  not  the 
question  have  received  a  speedier  solution  if  the  Whitechapel 
fiend  had  commenced  operations  in  these  obscure  localities  ? 
Yet  what  was  there  to  prevent  him  ? 

One  is  quite  justified  in  trying  to  extract  good  from  the 
worst  evils ;  and  therefore  we  insist  upon  the  importance  of 
these  Whitechapel  outrages  as  illustrating  an  aspect  of  public 
lighting  which  is  too  apt  to  be  overlooked.  Many  people 
have  come  to  regard  street-lamps  as  ornaments  to  a  town,  or 
at  least  as  very  much  in  the  nature  of  a  luxury.  While 
admitting  that  the  matter  has  this  luxurious  aspect,  and  going 
even  further  for  the  purpose  of  conceding  that  handsome 
streets  in  a  prosperous  modern  town  ought  to  be  lit  in  a 
style  befitting  their  daylight  appearance,  we  must  contend  for 
the  police  use  of  lamps.  Highway  authorities  may  beautify 
the  chief  street  promenades  of  their  town  to  their  hearts’ 
content,  whether  their  motive  be  municipal  vanity,  solicitude 
for  shopkeepers’  interests,  or  the  honest  desire  to  see  their 
town  look  well  by  night  as  by  day.  There  is  no  danger  of 
British  towns  authorities  being  too  extravagant  in  this  way, 
seeing  how  far  the  majority  of  them  fall  below  the  practice  of 
Continental  municipalities,  who,  with  poorer  and  dearer  gas, 
manage  to  keep  up  an  air  of  brilliancy  in  their  boulevards 
which  few  English  towns  can  rival.  Beyond  this  solicitude 
for  appearance  and  profit,  however,  comes  the  interest  of 
public  safety,  morality,  and  order.  Is  that  town  the  worthier 
that  has  the  more  gorgeous  boulevards,  or  hides  the  fewer 
slums  ?  This  is  one  of  the  great  questions  of  the  age.  London 
is  a  vast  Metropolis,  and  to  it  fiow  the  best  and  the  worst 
that  humanity  can  show.  All  towns  in  their  degree  possess 
the  same  power  of  attraction.  What  responsibility,  there¬ 
fore,  falls  upon  the  authorities  charged  with  the  surveillance 
of  these  places,  to  see  that  the  ever-present  criminal  shall  not 
find  any  facility  in  his  designs  from  the  parsimony  and  neglect 
of  the  powers  constituted  in  the  interest  of  the  well-disposed 
population  ! 

THE  COMMERCIAL  GAS  COMPANY’S  MEETING— MR.  H.  E. 

JONES'S  HINTS  FROM  AMERICA. 

The  half-yearly  general  meeting  of  the  Commercial  Gas, 
Company  was  held  last  Friday,  when  the  report  and  accounts 
were  received  and  adopted,  and  the  very  noteworthy  dividends 
of  13f  and  lOf  per  cent,  declared.  As  the  Chairman  (Mr. 
R.  Bradshaw)  remarked,  the  accounts  in  question  were  among 
the  most  satisfactory  ever  presented  to  the  proprietors,  who 
have  the  best  of  all  reasons  to  be  pleased  with  their  invest¬ 
ment,  and  to  be  gratified  at  the  progress  of  the  undertaking. 
Mr.  Bradshaw  was  in  fairly  good  health  ;  but  his  strength  was 
not  such  as  to  permit  him  to  indulge  in  a  long  speech.  The 
Commercial  shareholders  are  not  exacting  in  this  respect, 
however  ;  while  the  Board  continues  to  return  such  handsome 
dividends,  the  proprietors  will  not  demand  oratory  at  the 
ordinary  meetings.  It  is  only  chairmen  of  unprosperous  con¬ 
cerns  that  need  be  eloquent.  An  interesting  feature  of  the 
meeting  was  the  reference  made  by  the  Company’s  Engineer 
(Mr.  H.  E.  .Jones)  to  his  recent  tour  in  the  United  States,  and 
his  subsequent  remarks  respecting  his  impressions.  As  soon  as 


Mr.  Jones  stated  where  he  had  been,  there  was  a  request  pre¬ 
ferred  from  the  body  of  the  hall  that  he  would  tell  what  he 
thought  about  electric  lighting  in  America  ;  and  this  he  did  in 
a  few  memorable  words.  We  shall  not  spoil  the  effect  of  Mr. 
Jones’s  remarks  by  paraphrasing  them  here,  as  they  may  be 
perused  in  full  in  our  report  of  the  proceedings  of  the 
meeting.  He  succeeded  in  convincing  his  hearers  that 
even  in  the  United  States  gas  has  nothing  to  fear  from 
the  electric  light,  but  should  rather  be  grateful  to  it  for 
creating  and  spreading  a  demand  for  abundance  of  light. 
Gas  engineers  will  be  interested  to  hear  what  Mr.  Jones  had 
to  say  about  the  oil-gas  processes  in  vogue  across  the 
Atlantic,  especially  as  he  arouses  curiosity  by  his  way  of 
referring  to  some  of  these  systems  of  gas  making,  without 
allaying  it.  We  have  some  reason  to  believe,  however,  that 
Mr.  Jones  was  greatly  struck  by  the  capacity  exhibited  by 
certain  of  these  processes  for  producing  great  volumes  of  gas, 
in  a  very  short  time,  from  generators  which,  while  they  occupy 
very  little  space,  are  cheap  to  construct  and  maintain.  We 
understand  that  he  is  rather  inclined  to  think — but  upon 
this  point  we  should  prefer  to  have  further  and  more  definite 
information — that,  by  the  use  of  generators  of  this  class, 
gasifying  coke,  and  carburettiug  the  product  either  with  tar- 
oils  or  low-priced  mineral  oils,  the  present  disproportion 
between  the  winter  and  summer  gas-making  plant  in  most 
British  gas-works  might  be  reduced.  For  winter  reserves 
everywhere  generators  of  this  order  might  render  valuable 
service.  It  is  a  novel  and  striking  idea,  which  it  is  to  be  hoped 
may  be  enlarged  upon  by  Mr.  Jones  on  some  future  occasion. 
Altogether,  the  Commercial  Gas  Company’s  meeting  was  well 
worth  attending. 

A  CASE  FOR  SYMPATHY. 

One  regrettable  result  of  recent  scandals,  and  the  attempts 
made  in  certain  quarters  to  trade  upon  them,  has  been  the 
creation  of  a  very  widespread  feeling  of  suspicion  and  dis¬ 
trust.  In  theory,  every  man  is  innocent  until  proved  guilty. 
In  practice,  the  reverse  of  this  is  the  accepted  doctrine  of  the 
day  ;  and  any  story  impugning  the  honesty  of  those  concerned 
in  gas-works  administration — however  ridiculous  it  may 
appear  to  those  who  know  the  real  facts  of  the  case — is  sure 
to  be  eagerly  swallowed,  and  readily  believed,  by  those  less 
well  informed.  As  a  proof  of  this  it  is  only  necessary  to  call 
attention  to  what  has  been  taking  place  at  Rochdale  within 
the  past  few  weeks.  In  that  borough,  as  elsewhere,  the 
stormy  period  of  agitation  which  precedes  the  annual  muni¬ 
cipal  elections  has  just  begun,  and  a  number  of  eager  spirits 
who  know,  or  think  they  know,  of  a  short  cut  to  a  local 
millennium,  have  been  inveighing  against  the  powers  that  be, 
in  order  to  prove  how  much  better  they  could  themselves 
manage  if  only  they  had  the  opportunity.  One  of  the 
points  of  attack  was  the  Gas  Committee — who  have  given 
mortal  offence  by  presuming  to  increase  one  or  two  salaries — 
and  one  of  the  charges  against  them  was  that  they  negligently, 
if  not  fraudulently,  accepted  a  tender  for  coal  at  Is.  per  ton 
more  than  they  need  have  paid  for  the  same  article.  The  state¬ 
ment  was  made  with  some  circumstance  at  a  public  meeting  ; 
and  “a  member  of  the  Gas  Committee”  was  cited  as  the 
authority  for  it.  So  serious  a  charge  naturally  caused  con¬ 
siderable  sensation,  especially  amongst  those  who  saw  in  it, 
as  they  see  in  every  act  of  a  Gas  Committee,  the  possibility 
of  another  scandal.  A  meeting  of  the  Committee  seems  to 
have  been  at  once  called  ;  and  the  member  who  had  been  in 
some  sense  responsible  for  the  statement  offered  an  explana¬ 
tion,  which  is  reported  to  have  satisfied  the  Committee,  and 
which  he  volunteered  to  make  public  in  a  letter  to  the  news¬ 
papers.  On  being  published,  however,  the  letter  proved  to 
be,  in  effect,  a  reiteration  of  the  original  statement.  Even 
those  usually  friendly  to  the  Committee  seem  then  to  have 
thought  there  must  really  be  something  in  it,  and  a  demand 
was  naturally  made  for  a  full  explanation.  This  explanation  is 
now  forthcoming.  It  was  made  at  the  Council  meeting  last 
week,  and  is  reported  in  another  column.  As  might  have  been 
anticipated,  it  shows  that  great  outcry  was  made  about  very 
little ;  and  the  Committee  are  neither  the  rogues  nor  the 
fools  their  detractors  imagine.  What  really  happened  was 
that  out  of  a  considerable  number  of  tenders  three  were 
selected  as  offering  most  nearly  the  kind  of  article  the 
Committee  required ;  and  that  in  the  long  run,  for  reasons 
hereafter  explained,  one  of  the  tenders  at  9s.  Bd.  per  ton 
was  accepted,  rather  than  one  at  8s.  4d.  per  ton,  or  another 
whose  price  has  not  been  publicly  mentioned.  As  is  well 
known,  no  cannel  is  used  at  Rochdale.  Gas  of  18-candle 
power  is  manufactured  from  a  mixture  of  two-thirds  of  high- 
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class  coal,  such  as  the  Committee  have  now  bought  at  9s.  3d., 
and  one-third  nuts,  which  cost  7s.  6d. — the  net  price  of  the 
coal  being,  therefore,  8s.  8d.  per  ton.  The  coal  at  8s.  4d.  was 
thus  apparently  4d.  per  ton  cheaper  than  the  material  in  use; 
but  as  it  was  found  that  it  would  yield  only  17-candle  gas,  as 
against  the  18-candle  gas  required,  it  was  not  bought.  The 
other  low-priced  tender  was  also  rejected  after  100  tons  of 
the  material  had  been  used  in  a  working  test ;  and  the  Com¬ 
mittee  practised  the  truest  economy  by  buying  the  better,  if 
apparently  dearer,  article.  Another  count  in  this  tremendous 
indictment  was  that  the  Committee  decided  to  send  a  depu¬ 
tation  to  the  firm  whose  tender  they  accepted,  with  instruc¬ 
tions  “  to  do  the  best  they  could  with  them.”  The  meaning 
of  this  apparently  simple  procedure  was,  of  course,  that  an 
attempt  should  be  made  to  get  a  modification  of  the  terms  of 
the  tender,  if  possible  ;  but  it  was  sought  to  invest  it  in  the 
public  mind  with  some  suspicion  of  jobbery  or  wrong-doing. 
The  explanation  of  the  Chairman  of  the  Gas  Committee,  that 
the  deputation  succeeded  in  squeezing  out  of  the  contractors 
concessions  to  the  value  of  f 1000  in  favour  of  the  Corpora¬ 
tion,  should  surely  be  sufficient  to  dispose  of  this  latest  and 
most  flimsy  of  so-called  “scandals.”  The  case  is, however, 
a  fair  sample  of  the  kind  of  trouble  which  events  have  con¬ 
spired  to  bring  upon  the  heads  of  provincial  Gas  Managers 
and  Committees.  These  gentlemen  have  to  suffer  for  the  sins 
of  others,  and  so  are  deserving  of  much  sympathy  among  their 
brother  Managers. 

THE  HALIFAX  GAS  SCANDAL. 

The  Halifax  afl'air  has  developed  very  rapidly  during  the 
past  week.  At  the  Town  Council  meeting  on  Wednesday,  the 
Mayor  (Mr.  Alderman  Booth)  signed  the  indemnity  that  was 
required  by  Mr.  T.  K.  Fox,  and  made  a  very  remarkable 
speech,  the  substance  of  which  appears  elsewhere.  After  the 
indemnity  was  signed,  a  sealed  envelope,  understood  to 
contain  Mr.  Fox’s  allegations  in  set  form,  was  opened ;  and 
a  campaign  of  which  we  can  scarcely  yet  see  the  beginning, 
to  say  nothing  of  the  end,  was  thus  begun.  Mr.  Fox’s  state¬ 
ment  charged  Mr.  Alderman  Eiley,  the  Chairman  of  the  Gas 
Committee,  with  “  malpractices  ;  ”  it  accused  Mr.  Emor  G. 
Wrigley,  J.P.,  contractor  for  supplying  coal  to  the  Gas 
Committee,  of  fraud ;  and  Mr.  William  Carr,  the  late  Gas 
Manager,  of  corruption.  It  should  scarcely  be  necessary  to 
remark  that  the  greatest  caution  is  required  in  commenting 
upon  these  matters  at  this  juncture,  yet  several  newspapers 
have  referred  to  them  as  though  the  whole  case  were  proved 
by  the  Mayor’s  speech.  There  is  some  excuse  for  such  rash¬ 
ness,  in  the  reflection  that  any  prudent  man  in  the  Mayor’s 
position  would  have  referred  to  the  subject  in  more  guarded 
language  if  the  case  had  not  been  clear  as  daylight 
in  his  own  mind.  The  responsibility  for  this  strong 
speaking,  however,  rests  with  the  Mayor.  It  is  due  to 
him  that  we  should  publish  his  observations,  and  treat  them 
with  all  gravity.  We  are  ready  to  admit,  moreover,  that  the 
affair  now  looks  different,  as  against  the  parties  implicated, 
from  what  it  did  before  this  speech  was  made  ;  but  with  this 
we  must  stop.  It  is  reported  that  Mr.  Wrigley  has  placed  the 
matters  personal  to  himself  in  the  hands  of  his  solicitors  ; 
and  Mr.  Alderman  Eiley  has  done  the  same.  It  is  under¬ 
stood  that  Mr.  Wrigley  contemplates  taking  proceedings 
against  the  Mayor,  while  Mr.  Alderman  Eiley’s  attention  is 
directed  to  Mr.  Fox,  It  is  a  question  of  commercial  life  and 
death  with  Mr.  Wrigley  ;  and  Mr.  Alderman  Eiley’s  personal 
and  official  reputation  is  at  stake.  Mr.  Carr  has  not  made 
any  sign  up  to  the  present,  save  that  his  solicitors  have  again 
written  to  the  local  newspapers  to  beg  for  suspension  of  judg¬ 
ment.  Meanwhile,  it  is  announced  that  Mr.  Carr’s  successor 
at  the  gas-works  is  to  be  chosen  to-morrow.  There  is  nothing 
more  to  be  said  upon  the  subject,  now  that  the  lawyers  have 
been  set  to  work. 

GAS  AFFAIES  IN  SWANSEA. 

There  is  a  good  deal  of  what  diplomatists  call  “  tension  ”  in 
tlie  relations  between  the  Corporation  of  Swansea  and  the 
Gas  Company,  growing  out  of  certain  matters  that  were 
mentioned  in  these  columns  a  few  weeks  ago.  The  worst  of 
it  is  that  as  time  goes  on  the  bad  feeling  between  the  parties, 
who,  for  the  good  of  all  concerned,  had  better  be  friends, 
seems  to  intensify.  It  is  not  for  us  to  assign  the  blame  for 
this  deplorable  state  of  things ;  but  if  we  had  to  do  so,  we 
should  not  heap  it  all  upon  one  side.  The  Corporation 
opposed  the  Company  in  Parliament  last  session,  as  they  had 
a  right  to  do ;  and,  as  the  Company  allege,  in  consequence 
of  this  opposition  and  its  results  they  are  compelled  to  raise 
the  price  of  gas.  Always  an  unpopular  step,  this  action  of 


the  Company  at  the  particular  juncture  has  greatly  incensed 
the  Corporation,  acting  both  in  their  capacity  as  the  street - 
lighting  authority  and  as  representing  the  ratepayers  and 
the  gas  consumers  of  the  town.  The  Corporation  inherit 
ancient  statutory  powers  for  establishing  gas-works  ;  and 
Counsel’s  opinion  has  been  taken  upon  the  question  whether 
these  powers  remain  in  force,  so  that  the  Corporation  could 
set  up  competing  works.  The  case  was  laid  before  Mr.  E.  S. 
Wright,  who  has  replied  generally  to  the  effect  that  the  Cor¬ 
poration  may  set  up  gas-works  if  they  like.  Not  content 
with  this,  the  Corporation  Committee  who  have  had  this 
matter  in  hand,  have  had  a  report  prepared  by  the  Town 
Clerk  upon  the  question  of  electric  lighting  for  the  town,  and 
have  decided  to  recommend  the  Town  Council  to  at  once 
apply  for  a  Provisional  Order  under  the  Electric  Lighting 
Act.  It  will  be  seen  from  this  meagre  statement  of  the 
present  aspect  of  gas  affairs  in  Swansea  that  these 
might  be  upon  a  more  comfortable  footing.  It  is  not 
to  be  supposed  for  a  moment  that  there  is  any  meaning 
in  this  flourishing  of  old  statutes  in  the  face  of  the  Com¬ 
pany  ;  and  there  is  a  long  way  between  applying  for  a 
Provisional  Order  for  electric  lighting  and  getting  the  lights 
to  work.  Not  by  these  means  can  the  Corporation  inflict 
injury  upon  the  Gas  Company,  if  even  they  wish  to  do  so. 
That  the  desire  for  reprisals  exists,  although  it  is  to  be  hoped 
only  for  the  time,  seems  tolerably  clear.  Local  opinion 
accuses  the  Company  of  acting  arbitrarily  upon  their  powers, 
and  “  exhibiting  feeling,”  which  has  culminated  latterly  in 
neglecting  to  invite  the  Mayor  and  Corporation  to  the 
luncheon  which  customarily  follows  the  shareholders’  meet¬ 
ing.  Now  to  an  outsider  it  would  appear  that  when  there  is 
risk  of  a  little  misunderstanding  between  bodies  situated  like 
the  Swansea  Gas  Company  and  the  Corporation,  mutual 
invitations  to  luncheon  should  be  more  frequent  than  usual, 
rather  than  the  reverse.  We  do  not  suppose  that  the  Cor¬ 
poration  want  the  Company’s  luncheons  ;  but  if  the  Company 
have  deliberately  withheld  the  customary  courtesy  in  conse¬ 
quence  of  any  disagreement,  all  we  can  say  is  that  they  have 
not  acted  in  a  politic  manner.  If  oil  will  not  lubricate  tight- 
running  machinery,  vinegar  will  never  answer.  We  do  not 
assign  blame  to  anybody  ;  but  if  the  local  newspapers  are 
right  in  asserting  that  what  is  essentially  a  business  difficulty 
is  complicated  and  aggravated  by  displays  of  feeling  on  either 
side,  then  that  side  is  in  the  wrong.  We  do  not  share  the 
opinion  of  a  local  newspaper  that  the  policy  of  reprisals 
between  the  Company  and  the  Corporation  is  sure  to  benefit 
the  ratepayers.  It  is  rather  the  reverse.  If  the  Corporation 
venture  upon  electric  lighting,  or  any  such  retaliatory 
■measure,  they  will  repent  it,  and  the  ratepayers  will  suffer. 
The  Company  might  then  have  reason  for  crowing  over  a 
discomfited  adversary ;  but,  between  parties  who  have  to 
live  together,  the  less  there  is  of  triumphing  over  each  other’s 
blunders  the  better  for  both. 


The  Management  of  the  Salford  Corporation  Gas-Works. — 
Our  readers  will  see,  from  the  report  which  appears  elsewhere, 
that,  just  on  the  eve  of  the  recent  strike  of  stokers  at  the  Eegent 
Koad  works  of  the  Salford  Corporation,  Mr.  J.  F.  Halligan  resigned 
his  appointment  as  Manager  of  that  station.  We  understand  that 
no  successor  to  Mr.  Halligan  has  yet  been  appointed,  and  that  Mr. 
J.  T.  Sheard,  F.C.S.,  who  has  had  charge  of  the  works  all  through 
the  strike,  is  still  superintending  them. 

The  Electric  Lighting  Experiment  at  Leamington. — Our 
Leamington  Correspondent,  telegraphing  last  night,  said :  “  The 
Leamington  Town  Council,  at  their  meeting  to-day,  accepted  an 
offer  from  Messrs.  Chamberlain  and  Hookham,  of  Birmingham, 
to  erect  four  arc  lamps,  five  300-candle  incandescent  lamps,  and 
twenty-five  50-candle  power  lamps  on  the  Parade,  at  a  cost  of  i;33, 
one-third  of  which  the  contractors  will  pay,  and  supply  the  electric 
current  without  extra  charge.  These  changes  are  in  consequence 
of  the  incandescent  lamps  of  lower  candle  power  having  proved 
unsatisfactory.” 

Oil  V.  Gas  for  Small  Consumers. — We  desire  to  call  our 
readers’  attention  to  the  letter  of  Mr.  J.  S.  Cranmer,  Gas  Engineer 
to  the  Stratford-upon-Avon  Corporation,  which  appears  in  om' 
“  Correspondence  ”  columns,  in  which  he  asks  for  information  on 
the  very  important  question  of  the  competition  of  oil  with  gas 
among  the  smaller  consumers.  It  is  with  this  class  that  the 
paraffin  lamp,  with  all  its  attendant  dangers,  is  preferred  to  the 
gas-burner — ^possibly  on  the  ground  of  initial  cost  solely ;  and  it  is 
in  this  direction  that  the  efforts  of  gas  managers  are  being  put 
forth  to  extend  the  use  of  their  illuminant.  It  will  therefore  be 
for  the  general  good,  as  well  as  for  the  special  benefit  of  our 
correspondent,  if  those  of  our  readers  who  are  in  possession  of 
information  bearing  upon  the  subject  referred  to  in  his  letter,  will 
respond  to  his  invitation  to  communicate  it  to  him  through  our 
columns. 
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An  increase  of  £2973  in  the  revenue  of  the  East  London  Water- 
Works  Company  for  the  half  year  to  Midsummer  has  been 
described  in  the  Directors’  rejjortas  “  moderately  satisfactory.” 
At  the  shareholders’  meeting  last  week,  the  Chairman  (Mr. 
A.  W.  Gadesden)  explained  that  this  modest  form  of  expres¬ 
sion  was  due  to  the  Secretary,  who  was  desirous  of  seeing 
something  more  in  the  shape  of  an  advance.  Mr.  Crooken- 
den  may  be  supposed  to  look  back  to  the  three  years  imme¬ 
diately  preceding  1884,  when  the  annual  increase  ranged 
from  i'7000  to  £11,000.  A  check  was  put  on  this  growth, 
as  intimated  in  the  Chairman’s  speech,  by  the  intervention  of 
Mr.  Archibald  Dobbs  and  Mr.  Torrens.  In  1884  there  was 
an  actual  decrease  ;  but  since  that  date  the  revenue  has  been 
rising,  so  that  the  former  condition  of  things  is  nearly  restored. 
But  there  was  “a  time  before  the  flood” — not  altogether  to 
be  flrrgotten — when  the  fortunes  of  the  Company  were 
especially  low.  Starting  in  1807,  the  average  dividend  for 
the  next  fourteen  years  was  only  at  the  rate  of  per  cent, 
per  annum.  Prior  to  1822,  there  were  four  years  in  which 
no  dividend  was  paid.  In  those  days  very  little  was 
said  about  transferring  the  Metropolitan  Water  Supply  to 
a  public  authority.  Certainly  the  progress  made  has  been 
remarkable.  In  1809,  the  income  of  the  East  London 
Company  was  only  a  little  over  £10,000.  Now  the  single 
half  year  brings  in  £127,000.  In  the  ten  years  succeeding 
1809,  the  gross  revenue  of  the  Company  was  trebled.  It  is 
also  a  notable  fact  that  the  average  receipt  per  house  is  now 
somewhat  less  than  it  was  in  1819  ;  whereas  the  supply  of 
water  has  been  augmented.  The  varied  character  of  the 
circumstances  which  aflect  a  Water  Company  is  shown  by 
one  of  Mr.  Gadesden’s  statements,  in  which  he  refers  to  the 
fact  that  the  closing  of  two  sugar  refineries  within  the  last 
twelve  months  has  deprived  the  Company’s  revenue  of  between 
£4000  and  £5000  per  annum.  The  collapse  of  the  sugar- 
refining  industry  in  East  London  tells  severely  against  the 
Company,  owing  to  the  reduced  demand  for  water.  But  the 
domestic  demand  is  good,  and  accounts  for  £2000  out  of  the 
£2300  by  which  the  recent  half  year  transcends  the  corres¬ 
ponding  period  in  1887.  This  source  of  income  is  happily 
free  from  violent  fluctuations.  The  finances  of  the  Company 
have  been  further  assisted  by  the  exercise  of  economy, 
and  the  occurrence  of  several  favourable  circumstances,  in 
respect  to  the  working  expenses ;  the  decrease  of  the 
current  expenditure  being  almost  equal  to  the  increase  of 
the  revenue.  Hence  so  good  a  surplus  remains  in  hand,  that 
one  of  the  shareholders  considers  that  the  present  dividend 
ought  to  have  been  J  per  cent,  higher.  The  desired  divi¬ 
dend  of  7^  per  cent,  per  annum  is  probably  not  far  off ;  and 
a  revival  of  the  sugar  industry  would  render  material  help 
in  this  direction.  Among  the  existing  difficulties  of  the 
Metropolitan  Water  Companies,  we  may  mention  the  strange 
decisions  occasionally  given  by  the  Magistrates  in  the  Police 
Courts.  The  magisterial  decrees  often  wear  a  very  ad  cnp- 
tandurn  aspect.  The  Chairman  of  the  East  London  Com¬ 
pany  adverted  to  a  case  of  this  description,  on  which  we 
recently  offered  some  remarks.  That  houses  should  be  left 
without  proper  cisterns  to  receive  and  store  the  water,  is 
certainly  a  monstrous  perversion  of  what  is  intended  by  the 
constant  supply.  If  such  an  arrangement  receives  the  sanc¬ 
tion  of  the  law,  the  consumer  had  far  better  revert  to  a 
supply  on  the  intermittent  system,  with  its  accompanying 
reserve  under  his  own  control.  Without  this  provision,  the 
outbreak  of  a  fire,  or  the  execution  of  necessary  repairs,  may 
occasion  serious  inconvenience,  by  the  sudden  cessation  of  a 
supply  otherwise  constant,  and  rehed  upon  as  such. 


Last  Thursday  the  Prince  of  Wales  accompanied  King  Charles 
of  Eoumania  to  the  ceremony  of  inaugurating  the  new  works  which 
have  been  constructed  for  supplying  Bucharest  with  water. 

We  have  received  from  Bell’s  Asbestos  Company,  Limited,  of 
Southwark  Street,  S.E.,  a  copy  of  their  new  illustrated  catalogue 
of  asbestos  manufactures.  Although  it  is  not  ten  years  since  the 
art  of  spinning  this  valuable  mineral  fibre  by  machinery  was  dis¬ 
covered  by  Mr.  John  Bell,  the  present  Chairman  of  the  Company, 
it  is  astonishing  to  find,  from  a  glance  at  the  pamphlet  before  us, 
how  extensively  its  unique  qualities  of  incombustibility  and  im¬ 
perishability  have  caused  it  to  be  applied  in  the  manufacture  of 
materials  used  in  various  branches  of  engineering.  There  are 
several  forms  in  which  asbestos  comes  under  the  notice  of  our 
readers  ;  for  instance,  in  engine  packings,  paint,  putty,  and  cement. 
But  its  many  uses  are  fully  explained  and  illustrated  in  the  cata¬ 
logue,  which  has  been  compiled  with  considerable  care,  and  will 
be  found  serviceable  in  every  engineer’s  office. 


®ssaas,  Commtntarws,  anb  fitbiefos. 


GAS  AND  WATER  COMPANIES  IN  THE  SIOCK  MARKET. 

(For  Stock  and  Shake  List,  see  p.  051.) 

The  event  of  the  past  week  was  the  raising  of  the  B  uik  of  England 
rate  of  discount  to  5  per  cent.,  from  the  4  per  cent,  rate  which  had 
lasted  only  three  weeks.  It  is  nearly  two  years  since  the  rate  was 
last  raised  to  5  per  cent. — viz.,  on  the  lOtii  of  December,  188G; 
and  then  it  lasted  until  the  4th  of  February,  1887.  The  present 
advance,  though  not  altogether  unexpected,  powerfully  affected  the 
Stock  Exchange  markets  ;  and  nearly  all  descriptions  have  suffered 
an  abatement  in  price.  Apart  from  this,  there  has  been  no  dis¬ 
quieting  influence  in  action  either  at  home  or  abroad.  The  con¬ 
dition  of  the  Gas  market  has  been  very  similar  to  that  of  the  week 
before.  Slight  modifications  of  quotation  have  taken  place,  and 
the  reductions  are  confined  to  the  stock  of  the  Metropolitan  Com¬ 
panies  ;  while  what  little  upward  movement  has  been  made  is  all 
in  the  Foreign  category.  Gaslight  “  A  ”  furnishes  the  chief  inte¬ 
rest.  It  had  closed  weak,  the  week  before ;  and  it  opened  rather 
weaker  on  Monday.  Not  much  business  was  done  in  it ;  but  it 
fell  1^.  The  next  day  it  was  rather  worse  ;  but  from  that  point 
the  decline  was  checked,  and  signs  of  rallying  were  evident,  with 
brisk  business.  The  drop  was  not  recovered  by  the  end  of  the 
week  ;  but  the  stock  had  a  rather  better  appearance  at  the  close, 
though  it  is  not  quite  clear  what  the  next  move  may  be.  South 
Metropolitan  have  been  almost  dead ;  a  solitary  transaction  in  the 
‘‘  B  ”  being  all  the  business  of  the  week.  The  flat  tendency  has 
extended  to  Commercial;  and  the  old  stock  has  fallen  3.  The 
reason  for  this  is  not  obvious,  as  the  Company  have  been  doing 
better  business  this  year  than  for  several  years  past.  They  had  a 
highly  gratifying  general  meeting  on  Friday  ;  and  everything  was 
pleasant  all  round — a  prosperous  balance-sheet,  a  handsome  divi¬ 
dend,  and  the  welcome  sight  of  the  Chairman  in  his  place  again, 
looking  as  well  as  ever.  Among  the  Foreign  Companies,  Imperial 
Continental  continues  to  creep  up,  and  marks  a  further  rise  of  1. 
Malta  and  Mediterranean  has  been  unusually  brisk  ;  and  a  scent 
of  better  things  to  come  is  palpable  in  the  air.  Other  undertakings 
offer  nothing  whatever  of  interest.  There  is  more  activity  in 
Water  ;  and,  for  the  first  time  for  a  considerable  period  past,  there 
is  a  drop  in  the  quotations,  though  very  sliglit. 

The  daily  operations  were :  Restricted  business  in  Gas  on 
Monday.  Gaslight  “  A  ”  was  weak,  and  fell  1^  ;  but  Imperial 
Continental  was  1  higher.  Metropolitan  of  Melbourne  was  frac¬ 
tionally  better  on  ex  div.  quotation.  Water  quiet  and  unchanged. 
On  Tuesday,  Gas  was  quiet  again,  without  variation.  Water  was 
active,  and  several  issues  changed  hands  at  excellent  figures.  On 
Wednesday,  there  was  considerable  dealing  in  Gaslight  “  A,”  with 
a  better  tendency ;  but  the  quotation  did  not  move.  Commercial 
old  was  marked  at  271- — falling  3.  Water  was  less  active ;  and 
prices  were  about  the  average.  There  was  increased  activity  in 
Gaslight  “  A  ”  on  Thursday,  at  about  the  same  prices  as  the 
day  before.  Imperial  Continental  was  firm  and  active.  Very  httle 
business  in  Water,  and  prices  showed  a  marked  tendency  to  droop. 
Friday’s  business  in  Gas  was  much  the  same  as  the  day  before — 
all  issues  dealt  in  being  steady.  Business  in  Water  was  all  in 
Southwark,  and  at  moderate  figures.  New  River  fell  1^,  and 
Lambeths  fell  1  each.  On  Saturday,  Gas  was  quiet ;  but  prices 
for  the  most  part  were  good.  Water  was  not  dealt  in. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  AEPAIBS  OF  THE  MAXIM-WESTON  COMPANY— THE  LESSON  OF  BARNET — THE 
APPLICATION  OP  ELECTRICITY  TO  MINERS'  S.AFETY-LAMPS — MR.  H.  E.  JONES 
UPON  ELECTRIC  LIGHTING  AND  GAS  IN  AMERICA. 

The  sensation  of  the  week  in  business  circles  interested  in  electric 
lighting  was  the  publication  of  the  recent  history  of  the  Maxim- 
Weston  Company.  An  extraordinary  general  meeting  of  the  share¬ 
holders  was  held  on  Wednesday — the  new  Chairman  (Mr.  John 
Marks)  presiding — to  consider  a  resolution  for  reducing  the  capital 
of  the  Company  from  £125,000  in  shares  of  5s.  each,  to  £62,500  in 
shares  of  2s.  6d.  each,  by  cancelling  lost  capital.  In  moving  the 
resolution,  the  Chairman  made  a  general  statement  referring  to  the 
condition  of  the  concern,  and  reflecting  in  strong  terms  upon  the 
conduct  of  the  late  Chairman,  Mr.  Hugh  Watt,  M.P.  It  is  notorious 
that  the  present  Board  were  appointed  in  opposition  to  Mr.  Watt; 
and  he  seems,  in  consequence,  to  have  made  himself  as  disagree¬ 
able  as  he  could.  The  new  Directors  were  for  some  time  unable  to 
procure  access  to  the  Company’s  books ;  and  the  Secretary,  who 
was  one  of  Mr.  Watt’s  own  clerks,  refused  to  carry  out  their  in¬ 
structions.  A  deadlock  of  some  months’  duration  ensued,  which 
was  terminated  by  the  resignation  of  the  old  Chairman  and  the 
dismissal  of  the  Secretary.  As  soon  as  the  new  Directors  obtained 
possession  of  the  books  and  other  property  of  the  Company,  they 
had  a  valuation  made,  with  the  result  that  the  picture  of  the  Com¬ 
pany’s  state  as  presented  by  Mr.  Watt  was  found  to  be  altogether 
illusory.  The  cancellation  of  capital  in  question  on  Wednesday 
was  the  first  step  considered  necessary  by  the  Directors  to  put  the 
affairs  of  the  Company  upon  a  proper  basis.  Although  the  share¬ 
holders  must  have  been  bitterly  disappointed  at  the  condition  of  the 
concern  as  revealed  by  the  Board,  they  fell  into  the  proposed 
arrangement ;  and  the  lost  capital  was  accordingly  written  off.  The 
next  thing  they  will  have  to  do,  if  the  Company  is  to  be  saved,  is  to 
find  £23,500for  working  capital.  Meanwhile  Mr.  Watt  has  issued  a 
circular  stating  his  own  view  of  the  circumstances  attending  his 
retirement  from  the  control  of  the  Company’s  affairs,  and  has  pre¬ 
sented  a  petition  to  the  Court  for  the  winding-up  of  the  Company, 
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which  will  come  before  the  Vacation  Judge  to-morrow.  In  all 
probability  there  will  be  some  more  “washing  of  dirty  linen  in 
public” before  the  Maxim- Weston  undertaking  is  extricated  from 
its  present  straits. 

It  was  mentioned  in  the  Journal  last  week  (p.  603)  that  the 
enterprising  town  of  Barnet  had  had  another  experience  of  the 
shady  side  of  electric  lighting ;  the  whole  of  the  street  lamps  having 
gone  out  one  foggy  evening  and  remained  unlit  for  hours,  owing, 
as  it  was  stated,  to  a  breakdown  of  the  steam-engine.  We  observe 
that  the  newspapers  that  were  loudest  in  applauding  the  little 
suburban  town  for  its  “  public  spirit  in  adopting  the  light  of  the 
future,  while  London  lagged  hopelessly  behind,”  &c.,  make  no 
mention  of  these  little  inconveniences.  They  must  not  be  over¬ 
looked,  however,  by  the  best  friends  of  electric  lighting.  We  are 
not  so  ignorant  of  what  can  be  done  with  electric  lighting 
machinery,  as  to  argue  that  because  the  Barnet  lamps  occasion¬ 
ally  go  out  and  leave  the  streets  in  darkness,  therefore  no  better 
can  be  done  elsewhere.  The  temptation  to  exhibit  the  black  side 
of  the  Barnet  experiment  is  hard  to  resist,  seeing  how  ridicuously 
it  has  been  vaunted  in  some  newspapers,  the  conductors  of  which 
should  have  known  better.  In  reality,  however,  we  refer  to  these 
troubles  chiefly  to  show  that  the  electric  lighting  of  a  town,  in 
order  to  be  satisfactory,  must  be  deliberately  entered  upon,  and 
conducted  upon  a  properly  worked-out  plan.  It  is  all  very 
well  for  a  local  board  who  have  fallen  out  with  the  local 
gas  company  to  send  for  a  contractor  for  electric  lighting, 
and  after  parleying  with  him  for  a  week  or  two,  to  entrust 
him  with  the  lighting  of  the  streets  by  means  of  a  “  scratch  ” 
installation.  That  sort  of  thing  is  very  smart,  as  some  people 
understand  smartness,  but  it  has  the  disadvantage  of  not  standing 
wear  and  tear.  The  true  lesson  of  Barnet  is  only  the  lesson  of 
half-a-hundred  other  towns  in  the  kingdom  that  have  dabbled  in 
electric  lighting  to  their  loss  and  disappointment.  If  good  electric 
lighting  is  wanted  anywhere,  the  plant  must  be  properly  laid  down. 
Bradford,  for  example,  is  going  the  right  way  to  work  to  get  a 
satisfactory  result ;  and  if  disappointment  should  be  experienced 
there  also,  it  will  not  be  due  to  haste  and  want  of  sufl&cient  con¬ 
sideration  on  the  part  of  the  designers  of  the  lighting  plant. 

There  was  an  exhibition  of  miners’  electrical  safety-lamps  in  the 
Mechanical  Science  Section  of  the  British  Association  meeting 
this  year,  to  illustrate  a  paper  presented  by  Mr.  Nicholas  Watts. 
Among  others  were  shown  and  described  the  Swan  lamp,  which 
is  maintained  by  a  four-cell  secondary  battery  grouped  together 
in  a  block  of  gutta-percha,  which  is  enclosed  in  a  wooden  case. 
The  luminosity  is  from  1  to  If  candles  for  ten  hours ;  and  the 
lamp  weighs  7  lbs.  It  is  said  to  be  in  extensive  use  in  South 
Wales.  Then  the  Schanschieff  lamp  was  shown ;  this  being 
maintained  by  a  single  liquid  primary  battery.  The  luminosity  is 
(with  reflector)  2  to  3  candles  for  nine  hours.  Other  lamps  named 
were  the  Pitkin,  the  Portable  Electric  Syndicate,  and  the 
Vaughton,  with  secondary  batteries,  and  the  Walker  with  a  simple 
primary  battery.  All  these  lamps  cost  from  21s.  to  30s.  each,  and 
the  working  expenses  average  about  Id.  per  lamp  per  day.  Mr. 
Watts  seemed  to  think  well  of  the  prospects  of  lamps  of  this  order 
for  coal  miners’  use  ;  but  did  not  settle  the  question  whether  pri¬ 
mary  or  secondary  batteries  are  to  be  preferred.  Also  he  did  not 
think  the  position  of  the  lamp  on  the  stand  was  finally  settled. 

The  interesting  question  of  the  position  of  electric  and  gas 
lighting  in  the  United  States  has  been  discussed  by  many  authori¬ 
ties  ;  hut  the  latest,  and  not  by  any  means  the  least  valuable,  is  the 
brief  statement  volunteered  by  Mr.  H.  E.  Jones,  the  Engineer  of 
the  Commercial  Gas  Company,  at  the  meeting  of  the  proprietors 
last  Friday,  a  report  of  which  will  be  found  in  another  column. 
Mr.  Jones  went  about  with  his  eyes  open  ;  and  he  had  the  advan¬ 
tage  of  being  able  to  complete  his  own  observations  by  informa¬ 
tion  obtained  from  gas  engineers  in  all  parts  of  the  great  conti¬ 
nent,  who  were  able  to  supplement  his  passing  opinions  by  per¬ 
manent  records.  There  can  be  no  doubt  that  Mr.  Jones  is  a 
witness  of  truth  when  he  says  he  saw  everywhere  in  the  States 
electric  lighting  and  gas  and  oil  in  full  use  side  by  side.  This 
report  rounds  off  what  peripatetic  electricians  say  of  the  electric 
light  in  America.  They  have  habituated  us  to  hear  of  the  popu¬ 
larity  of  the  electric  lamps  in  American  towns,  small  and  great ; 
but  they  have  omitted  to  say  that  fashionable  electric  lighting  is 
contemporaneous  with  a  lively  business  in  gas  and  oil.  That  is 
what  Mr.  Jones  tells  us ;  and  the  message  is  worth  carrying  across 
the  Atlantic.  The  utmost  that  our  British  electricians  seem  to 
hope  for  is  that  they  may  in  time  realize  the  good  fortune  of  their 
American  compeers,  if  this  aspiration  is  to  be  granted,  it  is  to  be 
hoped  that  British  gas  companies  may  likewise  emulate  the  growth 
of  the  American  undertakings  referred  to  by  Mr.  Jones  as  increas¬ 
ing  their  gas  production  at  the  rate  of  20  per  cent,  per  annum. 
It  is  rather  to  be  regretted  that  Mr.  Jones  did  not  return  in  time 
to  give  his  view  of  the  matters  dealt  with  by  Professor  Forbes 
before  the  recent  British  Association  meeting.  Possibly,  however, 
Mr.  Jones  may  be  induced  to  say  a  little  more  upon  the  subject 
than  he  could  find  time  for  last  Friday. 

The  next  ordinary  general  meeting  of  the  Institution  of  Mecha¬ 
nical  Engineers  will  be  held  on  the  24th  and  25th  inst.,  at  25, 
Great  George  Street,  Westminster.  The  business  to  be  transacted 
includes  the  election  of  new  members  and  associates,  and  the  nom¬ 
ination  of  officers  for  election  at  the  next  annual  meeting.  Discus¬ 
sion  will  be  resumed  on  two  papers  read  at  the  last  meeting  ;  and 
two  new  papers  will  be  read  and  discussed — one  on  “The  Eathmines 
and  Eathgar  Township  Water-Works,”  by  Mr.  A.  W.  N.  Tyrrell. 


THE  PEESEEVATION  OF  GASHOLDEES  FEOM  EUST. 
The  attention  of  gas  engineers  has  been  much  drawn  by  recent 
discussions  to  the  fact  that  gasholders  are  unstable  structures. 
They  are  also  perishable  erections,  which  is  a  further  consideration 
that  engineers  cannot  afford  to  lose  sight  of.  Sooner  or  later  the 
best  constructed  holder  requires  re-sheeting;  and  long  before  it 
arrives  at  this  extremity,  it  has  demanded  periodical  attention  and 
occasional  patching.  Time  was  when  this  tendency  to  decay  was 
almost  wholly  confined  to  the  holder  itself ;  the  guide-framing, 
being  mostly  of  cast  iron,  was  to  all  intents  and  purposes  everlast¬ 
ing.  Since  guide-framing  has  been  made  chiefly  of  wrought  iron 
and  steel,  however,  this  condition  has  changed  ;  and  the  care  of 
the  engineer  for  the  preservation  of  his  work  has  extended  to  the 
fixed  as  well  as  to  its  moving  portions.  The  fact  has  been  gene¬ 
rally  recognized,  although  the  understood  tendency  of  wrought 
iron  and  steel  to  rust,  unless  thoroughly  protected  by  painting  or 
otherwise,  has  not  been  allowed  to  stand  in  the  way  of  their  em¬ 
ployment  in  these  structures.  The  utmost  regard  that  has  been 
paid  to  this  consideration  is  in  respect  of  discouraging  forms  of 
construction  which  would  prevent  periodical  painting.  It  has  been 
a  particular  rule  with  designers  of  gasholders  for  which  wrought 
iron  or  steel-guide  framing  has  been  chosen,  that  the  pieces  of  the 
latter  should  never  be  so  disposed  that  a  paint  brush  could  not  be 
applied  to  every  part.  Notwithstanding  all  this  care,  however,  the 
protection  of  the  material  of  gasholders  from  rust  is  a  serious 
trouble  ;  and  holders  often  cost  large  sums  annually  for  scraping 
and  painting,  which  nevertheless  does  not  long  preserve  them  from 
decay.  At  a  time  when  the  subject  of  gasholder  construction  is 
attracting  general  notice,  it  may  be  well  to  devote  a  little  space  to 
the  discussion  of  this  part  of  the  question,  which  must  always  be 
important  whether  external  guide-framing  is  modified  or  abolished  ; 
for  if  the  columns  and  stays  are  done  away  with,  the  sheeting  will 
remain,  and  this  is  the  most  perishable  part  of  the  work. 

Gasholders  wear  out  or  decay  sooner  or  later,  as  everybody 
knows ;  but  it  is  not  always  easy  to  state  the  real  causes  of  the 
observed  effects.  Old  holders  last  a  very  long  time  in  some  places 
and  under  certain  conditions ;  and,  in  fact,  commonly  fall  to  be 
removed  rather  because  their  room  is  required  for  the  provision  of 
larger  storeage  than  because  of  their  own  unfitness  for  work.  On 
the  other  hand,  quite  new  and  apparently  well-made  holders  may 
require  extensive  repairs  and  re-sheeting,  although  worked  under 
precisely  similar  conditions.  Some  holders  are  racked  almost  in 
pieces  by  strains  acting  on  the  side  and  top  sheeting,  as  is  shown 
by  distortions  of  their  shape  and  incurable  leaking.  This  may  be 
due  to  bad  design  in  the  first  place,  the  material  being  wrongly 
disposed ;  or,  of  course,  leaking  may  be  simply  owing  to  bad  work¬ 
manship  in  the  erection  and  rivetting.  In  some  cases,  however 
— and  it  is  these  we  especially  desire  to  discuss — the  sheeting  and 
guide-framing  (particularly  the  former)  rust  out  under  the  engi¬ 
neer’s  eyes  ;  the  progress  of  decay  commencing  with  local  blistering 
and  pitting,  and  ending  only  with  the  ruin  of  the  whole  structure. 
What  are  the  causes  and  cure  of  this  deplorable  decay  ? 

In  the  first  place,  regard  must  be  had  to  the  quality  of  the 
materials  used.  Most  engineers  can  recall  instances  of  old  holders 
that  have  never  had  much  attention  except  an  occasional  tarring 
outside — the  latter  sometimes  repeated  until  the  semi-plastic 
coating  hangs  upon  the  iron  in  dirty  creases,  looking  like  the  hide 
of  a  rhinoceros — and  are  yet,  so  far  as  the  metal  is  concerned,  in 
perfect  preservation.  Against  these  may  be  set  the  examples  of 
new  holders  decaying  as  already  mentioned.  Here  the  quality  of 
the  iron  becomes  the  first  subject  of  inquiry.  In  all  probability  the 
iron  in  the  old  holders  was  of  the  finest  brand  procurable  at  the 
time,  and  cost  perhaps  £25  and  upwards  per  ton  before  any  work 
was  done  to  it.  It  is  unnecessary  to  ask  what  the  new  iron 
may  have  cost.  The  old  holder  was  made  of  sheets  as 
fine  in  texture  as  copper,  and  as  ductile  and  free  from 
cinder.  The  modern  article  may  be  as  scaly  as  a  piece 
of  slate ;  so  that  it  contains  all  the  elements  necessary 
for  rapidly  disintegrating  as  soon  as  the  skin  is  pierced  and 
oxygen  can  get  at  the  interior.  We  do  not  hesitate  to  declare 
that  many  modern  holders  are  made  of  sheets  of  rubbish  that 
can  only  be  called  iron  by  misplaced  courtesy.  Even  when 
care  is  taken  to  specify  a  material  possessing  a  certain  tensile 
strength,  and  the  requirement  is  insisted  upon,  the  iron  that 
satisfies  the  mechanical  test  may  be  utterly  unfit  for  use  in  a 
structure  intended  to  possess  endurance  rather  than  strength. 
A  hard  dirty  iron,  coarsely  laminated,  may  withstand  a  con¬ 
siderable  pull  along  the  grain  when  new ;  yet  it  will  rot  like 
paper  as  soon  as  the  skin  is  broken  and  it  is  exposed  to  alter¬ 
nations  of  wet  and  dry  in  a  sulphurous  atmosphere.  Competi¬ 
tion  in  price  is,  of  course,  the  origin  of  the  practice  of  putting 
iron  of  this  character  upon  the  market.  It  is  idle  to  blame  the 
gasholder  builder  for  all  of  the  failing.  He  must  cut  down  his 
tender  in  order  to  obtain  work ;  and  he  is  compelled  to  buy  the 
cheapest  material  that  will  satisfy  the  specification.  It  is  no 
concern  of  his  how  long  the  structure  will  last  after  he  has 
received  his  last  payment  on  the  contract. 

In  point  of  fact,  the  treatment  which  the  sheets  of  iron  compos¬ 
ing  a  gasholder  receive  is  very  severe.  They  are  flattened  and 
punched,  and  the  seams  are  sometimes  heavily  strained  in  course 
of  the  rivetting  ;  then  the  metal  is  painted  or  tarred,  and  immersed 
in  dirty  water,  from  which  it  rises  to  be  dried  in  air,  or,  as  it  may 
be,  to  be  drenched  by  rain,  day  after  day  and  year  after  year.  It 
is  expanded  by  heat  or  shrunk  by  cold.  If  the  paint  dries  hard, 
it  cracks  when  the  iron  expands ;  and  the  water  attacks  the  iron 
beneath.  It  is  no  wonder  that  under  such  treatment  the  poor 
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laminated  iron  which  the  gasholder  builder  is  driven  to  buy  gives 
way,  and  blisters  and  gets  into  holes  under  its  coverings.  If  gas¬ 
holder  sheeting  is  wanted  to  last  any  length  of  time,  therefore,  the 
first  thing  to  insist  upon  is  that  the  metal  shall  be  of  good  quality 
— not  merely  strong  in  the  mechanical  sense,  but  pure  also. 
There  is  no  difficulty  about  this.  Good  iron  is  made  now,  as  it 
always  has  been  ;  and  although  there  is  no  necessity  for  making 
gasholders  of  charcoal  sheets,  a  reasonable  degree  of  purity  will 
always  favour  the  life  of  the  material  when  exposed  to  deteriorating 
influences.  Gasholder  sheets  require  to  be  fairly  hard,  to  preserve 
rigidity  of  form  ;  but  the  hardness  need  not  mean  scaliness.  It  is 
customary  for  the  sheets  to  he  specified  to  be  oiled  or  painted  at 
the  maker’s  works  before  delivery.  Anyone  who  has  walked 
through  a  gasholder  yard,  and  noticed  the  sort  of  stuff  that  is 
frequently  so  treated,  may  well  entertain  doubts  respecting  the 
utility  of  the  process.  Dirt  and  rust  are  not  always  carefully 
removed  before  the  imaginary  preservative  is  applied;  whereas,  to 
be  effectual,  this  process  requires  even  the  removal  of  the  scale. 
What  is  wanted,  therefore,  is  a  pickling  process  in  weak  acid,  and 
subsequent  brushing,  before  the  plates  and  bars  are  oiled  or 
coated.  Without  this  it  is  better  to  let  the  iron  rust,  and  throw 
off  the  scale,  if  it  will,  before  attempting  to  paint  it.  Half  the 
mischief  with  iron  is  traceable  to  this  one  cause — scale.  Even 
after  having  become  pitted  with  rust,  iron  may  be  saved  by  drying 
and  painting  ;  but  not  if  corrosion  goes  on  untouched  under  a 
delusive  hard  coating  of  scale.  Steel  should  always  be  cleaned 
from  scale  before  painting;  for,  as  it  is  much  more  easily  corroded 
than  iron,  it  needs  more  careful  treatment  from  the  first. 

Supposing,  now,  that  a  gasholder  has  been  well  made,  of  good 
and  tough  materials,  properly  cleaned  at  the  works,  and  coated 
with  a  skin  of  boiled  oil  before  being  dispatched  for  erection,  what 
is  the  best  thing  to  do  with  it  after  the  erection  is  finished?  We 
are  not  going  to  advertise  anybody’s  paint  or  process.  As  for 
paint,  practical  men  who  have  used  much  pigment  upon  ironwork 
know  pretty  well  what  to  expect  from  it,  and  are  not  over-much 
impressed  with  all  that  is  advanced  by  different  makers  in  recom¬ 
mendation  of  their  wares.  A  good  deal  has  been  published  of  late 
respecting  the  advantages  of  soapstone  as  the  solid  basis  of  paints 
intended  for  the  preservation  of  ironwork ;  but  experience  of  this 
compound  with  gasholders  is  wanting.  The  great  desideratum 
with  ironwork  paints  is  that,  while  they  should  dry  thoroughly  in 
a  comparatively  quick  time,  seeing  that  many  holders  must  be 
painted  while  in  use,  they  should  not  dry  so  much  as  to  lose  their 
natm-e,  or  become  scaly  or  powdery  with  time.  There  is  the  main 
difficulty.  Notwithstanding  all  that  is  advanced  on  behalf  of  the 
claims  of  some  paints  to  special  “  anti-corrosive  ”  qualities,  we 
hold  to  the  opinion  that  the  value  of  a  paint  is  a  question  entirely 
of  its  tenacity,  adhesiveness,  and  the  preservation  of  its  body  after 
drying.  The  “  anti-corrosive  ”  influence  of  the  solid  part  of  the 
constituents  of  a  paint  upon  the  material  which  it  covers  must  be 
chiefly  imaginary.  If  the  paint  will  only  preserve  itself,  and 
stick  to  the  iron,  it  does  all  that  paint  can  do.  No  matter  what 
may  be  the  chemical  composition  of  a  paint,  the  obligation  to  scrape 
it  off  if  it  blisters  and  leaves  the  iron  is  imperative  ;  and  the  same 
may  be  said  if  it  shows  a  tendency  to  crumble  to  powder.  Hence 
it  may  be  deduced  that  what  French  engineers  call  the  “agglo- 
merant  ”  is  after  all  the  mainstay  of  any  paint. 

The  cost  and  temporary  character  of  painting  for  preserving  iron¬ 
work  have  induced  some  engineers  to  fall  back  upon  coal  tar  as  a 
preservative  for  their  gasholders.  The  most  artificial  preparation 
of  tar  for  this  purpose  is  the  well-known  “  black  varnish  ;  ”  and 
excellent  stuff  it  is,  when  properly  made  and  well  laid  on.  It  is 
all  that  can  be  desired  for  the  inside  of  holders  ;  its  powers  of 
adhesion  and  preservation  being  perfect.  Unfortunately,  it  shares 
with  other  preparations  of  tar  the  unpleasant  tendency  to  turn  a 
dirty  sage-green  when  exposed  to  the  air.  A  remarkable  instance 
of  this  once  came  under  the  writer’s  notice.  The  cast-iron  columns 
of  a  large  new  holder  had  just  been  finished  with  a  coat  of  the 
varnish  when  there  came  a  heavy  thunderstorm,  which  burst  right 
over  the  works  with  frequent  lightning  and  sheets  of  rain,  lasting 
perhaps  an  hour.  When  the  rain  ceased,  the  glossy  black  columns 
were  seen  to  be  all  turned  this  dirty  light  sage-green  tint,  which  lay 
like  a  skin  on  the  surface  of  the  varnish  ;  and  the  appearance  of 
the  work  was  spoiled.  Tar  simply  boiled  to  expel  the  water, 
hardened  by  the  addition  of  a  little  lime,  and  made  drying  with 
naphtha,  is  commonly  used  for  gasholders,  and  is  very  good  for  its 
kind.  It  leaves  a  holder  black,  however,  which  is  not  an  advantage 
for  the  summer  ;  and  so  the  surface  is  sometimes  lightened  by  a 
wash  of  Portland  cement  mixed  very  thin  with  water  and  simply 
laid  on  with  a  whitewash  brush.  The  different  capacities  of  the 
iron,  tar,  and  cement  for  expansion  with  heat  are  apt  to  cause 
cracks,  however,  which  require  attention.  Still,  the  preparation  is 
a  very  useful  one. 

The  subject  of  the  preservation  of  gasholders  from  corrosion  is, 
however,  a  matter  that  can  only  be  fairly  treated  by  the  examina¬ 
tion  of  recorded  experiments  and  observations,  and  investigation  of 
details,  which  cannot  be  compressed  into  the  space  of  an  article. 
Many  engineers  possess  data  referring  to  the  covering  power  and 
durability  of  paints  and  varnishes,  upon  which  their  practice  in  this 
regard  is  based.  It  would  be  interesting  if  some  of  this  information 
could  be  collected,  and  made  generally  available  by  means  of  a 
communication  to  one  of  the  technical  societies. 


At  the  first  meeting  of  the  Council  of  the  Sanitary  Institute  last 
Friday,  at  the  Parkes  Museum,  Sir  Douglas  Galton,  K.C.B.,  F.R.S., 
was  unanimously  appointed  Chairman. 


FINDING  WATER  AND  METALS  BY  DIVINATION. 

The  remarkable  experiments  in  the  art  of  rhabdomancy,  to  which 
reference  was  made  in  a  recent  number  of  the  Journal,  justify 
some  further  examination.  If  modern  times  furnished  but  a 
single  example  of  this  mysterious  power,  it  would  scarcely  be 
worth  while  to  turn  to  past  records  for  additional  illustrations. 
But  investigation  is  excused,  if  not  demanded,  when  we  find  that 
in  the  course  of  a  few  months  rhabdomancy  has  been  successfully 
practised  by  different  adepts  in  widely-separated  parts  of  the  king¬ 
dom.  In  the  previous  article  on  this  subject  we  quoted  what  had 
occurred  (1)  in  Suffolk,  (2)  in  Sussex,  and  (3)  in  the  North  of 
Ireland.*  And,  moreover,  the  London  newspapers  have  quoted 
the  names  of  a  number  of  noblemen  and  gentlemen  on  whose 
estates  it  is  said  Mr.  Mullins  has  been  no  less  successful  than 
in  his  experiments  at  Hastings.  Thus  there  are  at  the  present 
time  at  least  three  men  in  England  who  claim  to  be  possessed 
of  a  power  which,  viewed  from  an  ordinary  standpoint,  and  by 
the  light  of  everyday  experience,  must  be  regarded  as  inexplicable. 
But  facts  are  always  stubborn  things  ;  and  facts  must  be  admitted 
by  those  who  have  witnessed  the  extraordinary  performances  in 
question,  even  though  they  are  unable  to  put  forward  any  accept¬ 
able  explanation  of  what  has  been  demonstrated  in  the  face  of  a 
“  cloud  of  witnesses.”  Having  had  these  modern  instances  forced 
on  our  notice,  let  us  glance  at  what  has  happened  in  the  past. 

But,  first  of  all,  the  question  arises,  what  is  the  meaning  of  the 
term  “  Rhabdomancy  ”  ?  The  answer  is  that  we  are  to  under¬ 
stand  by  the  use  of  this  word  the  power — partly  natural  and 
partly  acquired — claimed  by  some  individuals  of  discovering 
things  concealed  beneath  the  surface  of  the  earth,  more  par¬ 
ticularly  metals  and  running  waters.  This  art  is  said  to  be 
exercised  through  the  agency  of  certain  instruments,  of  which  the 
best  known  is  the  divining-rod.  There  are,  beside,  the  sidereal 
pendulum  and  the  bi-polar  cylinder ;  but  of  these  latter  we  do  not 
now  propose  to  speak.  According  to  an  Italian  work,  which  was 
translated  into  German  in  the  early  part  of  the  present  century, 
persons  who  possess  the  peculiar  gift  under  discussion  are  liable, 
when  in  the  vicinity  of  subterranean  channels  of  waters  or  of 
bodies  of  ore,  to  a  marked  alteration  of  the  pulse,  a  rapid  change 
in  temperature,  and  sometimes  to  convulsive  symptoms  which  are 
scarcely  distinguishable  from  those  produced  by  ordinary  electric 
shocks.  From  the  most  remote  period,  remarks  a  German 
writer,  indications  are  found  of  an  art  of  discovering  veins  of  ore 
and  water  concealed  in  the  bowels  of  the  earth  by  direct  per¬ 
ception  of  their  existence  unaided  by  ocular  demonstration.  In 
France  and  in  Switzerland  resort  to  this  art  has  been  far  more 
common  than  in  our  own  country,  and  has  been  subdivided  into 
metalloscope,  or  the  art  of  discovering  metals,  and  hydroscope,  or 
the  art  of  discovering  water.  It  was  in  the  middle  ages  that  the 
practice  of  rhabdomancy  attained  the  most  remarkable  develop¬ 
ment  ;  but,  although  many  of  the  feats  which  were  then  recorded 
may  be  held  to  have  been  accomplished  in  a  fraudulent  manner, 
there  are  other  examples  which  it  is  impossible  to  put  aside  as 
entirely  undeserving  of  credence.  Mr.  Baring-Gould,  in  whose 
interesting  work  on  ‘‘  Curious  Myths  of  the  Middle  Ages,”  many  of 
the  Jesuit  and  other  works  on  this  subject  are  carefully  cited,  quotes 
at  some  length  the  experiments  made  by  one  Bleton,  whose  powers 
as  a  detector  of  unseen  watercourses  attracted  the  widest  possible 
attention.  A  number  of  medical  men  set  themselves  to  subject 
this  expert  to  a  series  of  tests,  which,  in  their  judgment,  precluded 
the  possibility  of  fraud.  Bleton,  although  sometimes  using  a 
hazel-branch,  did  not  consider  it  indispensable  to  the  success  of 
his  experiments.  He  was  content  to  employ  a  stick  picked  up  from 
the  road,  provided  it  had  not  come  from  an  elder  tree.  It  was 
not  requisite  that  the  rod  should  be  fork-shaped.  If  the  rod  used 
were  straight,  it  was  customary  for  it,  when  held  by  the  operator, 
to  rise  slightly  at  the  extremities,  but  not  to  turn.  If  bent,  it 
revolved  on  its  axis  with  more  or  less  rapidity,  in  accordance  with 
the  volume  of  the  detected  water  and  the  force  of  its  current.  A 
further  phenomenon  in  regard  to  this  man’s  performance  was  that 
he  was  able  to  make  the  rod  turn  between  another  person’s 
fingers,  even  without  touching  or  seeing  it,  by  merely  approaching 
or  leaning  his  body  in  the  direction  of  the  stick,  provided  he  was 
at  the  time  standing  over  a  subterranean  watercourse.  But  if  the 
operator  were  insulated  on  glass,  silk,  or  wax,  his  sensations 
were  less  vivid,  and  the  stick  ceased  to  rotate.  It  appears  to  be 
certain,  however,  that  in  some  instances  Bleton’s  powers  abso¬ 
lutely  failed  him.  Concerning  another  human  hydroscope,  who 
was  born  near  Marseilles  in  the  year  1760,  Mr.  Baring-Gould 
mentions  some  singular  circumstances.  He  was  said  to  experience 
sensations  of  horror  when  near  water,  the  existence  of  which 
other  persons  had  not  the  slightest  reason  to  suspect.  Vincent 
Amoretti,  an  Italian,  also  was  reported  to  undergo  peculiar  sensa¬ 
tions  when  brought  into  proximity  to  water,  coal,  and  salt,  and 
was  skilful  in  the  use  of  the  divining-rod.  But,  to  come  nearer 
home,  reference  is  made  to  Vol.  XXII.  of  the  Quarterly  Beview,  in 
which  the  astonishing  performances  of  an  English  lady  are  circum¬ 
stantially  set  forth.  This  lady,  it  is  said,  indicated  to  a  Dr. 
Hutton  the  existence  of  a  spring  of  water  in  one  of  his  fields 
adjoining  Woolwich  College,  which,  in  consequence  of  this  dis¬ 
covery,  he  was  enabled  to  sell  to  the  College  at  an  enhanced  price. 
The  lady  in  question  exhibited  her  powers  not  once  but  on  many 
occasions,  and  in  the  presence  of  witnesses  whose  statements  the 

*  A  correspondent  has  written  to  the  Morning  Post  mentioning  the 
names  of  two  young  men  at  Abergele  who  are  said  to  be  very  successful  in 
“  divining  ”  both  for  water  and  minerals. 
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Quarterly  Revieiver  of  that  day  (1820)  held  it  to  be  impossible  to 
disbelieve. 

Many  somewhat  similar  instances  might  be  cited  from  the 
pages  of  certain  other  writers,  but  for  the  need  of  confining  our 
remarks  within  certain  limits.  Enough,  however,  has  been  said  to 
show  that  there  is  a  far-stretching  and  continuous  chain  of  evidence 
which  tends  to  prove  that  in  all  ages  rhabdomancy  has  had  its  re¬ 
presentatives.  The  claim  to  exercise  this  mysterious  power  is  no 
new  thing.  Precedents  are  abundant.  It  would  then  be  well  if, 
once  for  all,  the  doubts  and  difficulties  surrounding  the  question 
could  be  set  at  rest  by  systematic  and  practical  tests,  to  which 
there  is  reason  to  believe  every  one  of  the  three  rhabdomatists 
whose  names  have  been  mentioned  in  connection  with  recent  ex¬ 
periments  would  be  perfectly  willing  to  submit.  One  of  them  in 
particular — Mr.  John  Stears,  of  Hull,  whose  remarkable  feats  at 
Lisburn  we  described  in  our  previous  article — has,  in  his  letter 
to  a  contemporary  from  which  we  quoted  last  week,  challenged 
anyone  and  everyone  who  may  be  disposed  to  investigate  the 
phenomena  of  which  he  is  so  successful  an  exponent.  This 
challenge  ought  not  to  be  disregarded.  Mr.  Stears  plainly  says 
that  he  possesses  the  power  of  finding  both  metals  and  water, 
when,  to  ordinary  humanity,  they  are  out  of  sight  and  impercep¬ 
tible.  Is  this  true,  or  is  it  false  ?  If  the  former,  the  fact  should 
be  placed  beyond  all  doubt.  If  it  is  false,  the  deception  ought  to 
be  established ;  and  the  sooner  the  better.  Mr.  Stears  claims  to 
have  used  the  divining-rod  successfully  for  a  period  of  nineteen 
years.  Certainly,  no  one  has  come  forward  to  dispute  the  accu¬ 
racy  of  his  representations ;  while,  on  the  other  hand,  there  are 
plenty  of  persons  who  would  feel  constrained  to  bear  witness  to 
what  was  accomplished  by  him  at  Lisburn,  as  set  forth  in  these 
columns.  One  circumstance  which  Mr.  Stears  mentions  in  his 
letter  deserves  to  be  borne  in  mind  in  connection  with  the  tests 
formerly  applied  to  Bleton — viz.,  that  if  the  rhabdomantist  stands 
upon  two  china  dishes  all  his  power  is  lost.  Mr.  Stears  views  this 
as  a  conclusive  indication  that  the  gift  he  possesses  is  attributable 
to  electricity.  Herein  may  be  the  key  to  the  whole  matter,  or  at 
least  a  clue,  which,  in  so  highly  cultivated  an  age  as  ours,  should 
help  to  guide  to  a  true  and  rational  conclusion,  those  who  set  them¬ 
selves  to  probe  the  subject.  The  impartial  observer,  though 
naturally  averse  to  admit  the  existence  of  magnetic  forces  which  he 
does  not  understand,  will  nevertheless  pause  before  he  scouts  all 
theories  and  explanations  which  are  not  to  be  summed  up  in  the 
one  word  fraud.”  The  history  of  scientific  progress  should  at 
least  teach  us  to  approach  such  questions  with  open  mind.  Mesmer, 
in  his  day,  was  jeered  at,  and  his  professions  scornfully  pooh- 
poohed.  But  the  man  who  would  now-a-days  deny  the  existence 
of  mesmeric  force  would  be  set  down  as  an  ignoramus.  Mesmer 
adopted  the  part  of  a  charlatan,  and  perhaps  deserved  to  be  dis¬ 
credited.  In  like  manner  some  of  the  professors  of  rhabdomancy 
may  have  played  tricks  in  their  day  and  generation  ;  and  yet  it  is 
conceivable  that  rhabdomancy  is  not,  from  beginning  to  end,  a  false 
pretence  or  a  delusion.  We  hold  that,  in  the  interests  of  truth,  the 
subject  deserves  thorough  investigation. 


THE  GUIDE-FEAMING  OF  GASHOLDEES. 

Fourth  Articlu  (continued). 

We  will  now  apply  the  rules  for  the  strength  of  guide-framing  to 
a  few  actual  examples,  commencing  with  gasholders  of  the 


CANTILEVER  TYPE.  * 


Example  I. — South  Metropolitan  Gasholder,  Old  Kent  Road. 
Designed  by  Mr.  George  Livesey  (I  shape,  iveb-plate 
Standard,  see  Fig.  ‘61  c.) 


D  (the  diameter  of  gasholder)  =  214  feet. 

H  or  d.  (the  total  height  of  holder)  =  160  ,, 

N  (the  number  of  standards)  =  24  ,, 

B  (thedistancecentre  to  centre  of  standards)  =  284,, 

A  (the  elect  ive  sectional  area  of  back  flange  =  10  sq.  inches. 

Now  applying  formula  for  bending  moment,  due  to  distorting 
influences. 


B.  H." 
270 


284  X  160  X  160 
270 


=  2702  (inch-tons). 


The  standard  being  in  effect  a  plate  girder,  and  the  front  flange 
having  so  much  more  material  in  it  than  the  back  flange,  the 
neutral  axis  will  not  pass  midway  between  the  flanges,  but  through 
the  centre  of  gravity  of  the  cross  section  of  the  standard.  There¬ 
fore  in  determining  the  moment  of  resistance  of  the  standard,  we 
must  take  the  sectional  area  of  either  flange,  and  multiply  it  by  its 
distance  from  the  neutral  axis.  Twice  the  product  into  the  resist¬ 
ance  of  the  material  (per  square  inch)  will  give  the  moment  of 
resistance  (E)  very  nearly,  f 

In  this  particular  example  the  centre  of  gravity  of  the  cross  sec¬ 
tion  of  the  standard  is  easily  determined  to  be  19'3  inches  from  the 
bach  flange.  The  effective  sectional  area  of  the  bach  flange  is 
about  10  square  inches.  This  multiplied  by  twice  the  distance  from 
the  neutral  axis  =  10  X  19'3  X  2  =  386.  The  bending  moment  we 
found  to  be  2702  ;  which,  divided  by  the  above,  will  give  the  actual 
strain  upon  the  iron  per  square  inch,  or  7  tons  per  square  inch,  due 


*  See  Third  Article  (Vol.  LI.,  p.  189)  for  method  of  treatment. 
I  This  is  not  strictly  correct ;  but  it  is  very  near  the  truth. 


to  distorting  strains  set  up  in  the  holder  by  the  one-sided  applica¬ 
tion  of  the  wind  pressure,  and  through  it  communicated  to  the 
standards. 

Now,  applying  the  rule  for  dead  thrust,  we  have 

24fZ-^  +  D'^  _  (24  X  160  X  160)  +(214  X  ^) 

5040  N  5040  X  24 

=  54  square  inches  required.  The  spare  section  about  the  neutral 
axis  of  the  web  plate  in  the  standard  is  competent  to  meet  this 
dead  thrust ;  the  total  section  of  web  being  equal  to  10  square 
inches  fully. 

Strain  on  Ties  and  (S'trwts.— Eeferring  to  the  third  article,  we 
find  Si,  the  vertical  shear  = 

24tZ2  -I-  _  24  X  160  X  160  +  214  X  214  ^ 

10,000  ■  10,000 

which,  resolved  in  the  direction  of  tie  =  66  X  2‘05  =  135  tons. 

,,  „  ,,  strut  =  66  X  1'75  =  115  tons. 

There  are  five  bays  of  double  bracing  = 

1  +  2  +  3  +  4  +  5  =  15. 

Strain  in— 

First  or  top  set  =  A  X  135  =  9  tons  2  bars  4  x  |  =  4  sq.  ins. 

Second  ,,  „  =  -A  X  135  =  18  „  ,,  5  X  §  =  5  ,,  ,, 

Third  ,,  ,,  —  is,  X  135  =  27  „  „  6  X  i  =  6  ,,  , 

Fourth  ,,  ,,  =  A  X  135  =  36  ,,  ,,  7  X  i  =  7  ,,  ,, 

Fifth  or  bottom  =  A  ^  135  =  45  ,,  ,,  8  X  g  =  8  ,,  ,, 

The  strain  per  square  inch  is,  therefore,  24  tons  on  the  top  set ; 
and  increasing  to  fully  54  tons  per  square  inch  on  the  lowermost 
set,  which  is  quite  safe. 


Strdhis  on  the  struts  : — 

First  or  top  ring  =  -,‘4  X  115  =  (say)  8  tons. 

Second  „  =  A  X  115  =  „  10  ,, 

Third  ,,  =  A  X  115  =  ,,  23  ,, 

Fourth  ,,  =  A  X  115  =  ,,  30  „ 

Fifth  ,,  —  A  N  115  —  ,,  38  ,, 

The  effective  sectional  area  of  each  strut  is  something  like 
15  square  inches ;  so  that  in  the  lowermost  one,  it  is  only  about 
24  tons  compression  per  square  inch,  whereas  in  the  top  ring  it  is 
only  about  4  8“  (See  Note  P.) 


Example  11.— Large  Gasholder  at  Birmingham.  Designed  by 
Mr.  Charles  Hunt. 

D  =  233  feet,  d  or  H  =  150  feet.  N  =  26.  B  =  29  ft. 

K  =  60  ins.  A  =  16  square  inches  (effective). 


Applying  the  formula 


B  H  '^ 


we  have 


29  X  150  X  150 


=  6O4  tons. 


Allowing  a  strain  on  the  iron  of  5  tons  per  square  inch,  we  require 
say  12  square  inches  in  each  flange.  The  actual  effective  area  is 
16 ;  so  that  we  have  a  margin  of  4  square  inches  in  each,  or  a 
total  of  8  square  inches  to  meet  the  thrust  and  lift  strains.  These 
,  24  +  H-  24  X  150  X  150  +  233  X  233 

by  the  formula,  -  “  M40  X  26 


=  44  square  inches  required.  One  boom  only  is  therefore  sufficient 
to  meet  these  strains.  The  ties  in  this  case  attach  to  the  back  flange 
or  boom  of  the  standard ;  so  that  the  strains  they  induce  are  chiefly 
carried  or  transmitted  by  that  flange. 

As  regards  the  bracing  between  the  standards,  the  number  01 
panels  or  sets  of  struts  and  ties  are  the  same  as  in  the  last  example 

_ -piz.,  flve — and  on  applying  the  formulae,  it  will  be  found  that 

the  strains  are  almost  precisely  the  same,  bar  for  bar,  as  for  the 
previous  example ;  but  the  sections  of  iron  allowed  are  a  little 
stronger.  We  need  not  repeat  the  method,  as  it  would  practically 
agree  with  the  above. 

In  both  these  examples,  we  note  that  the  ties  and  strut  m  the 
upper  part  appear  much  stronger  than  needful  to  meet  the  estima¬ 
ted  strains  ;  but  this  is  correct  for  the  following  reasons 

(1.)  The  excess  of  strength  in  the  upper  struts,  together  with 
the  wind  ties  (sometimes  called  Paddon’s  ties),  help  to  resist  the 
tendency  of  the  framing  to  distort  out  of  shape  horizontally,  as 
they  act  like  so  many  stiff  rings  or  curbs.  This  help  is  most 
needed  at  the  top,  because  the  lower  portion  of  the  cylinder  of  the 
guide-framing  is  fixed  to  the  solid  tank,  and  cannot  therefoie 
distort  out  of  the  circle  ;  but  the  upper  part  depends  upon  the  stiff 
rin^s  not  only  in  the  holder,  but  in  the  framing  itself,  quite  as 
much  as  upon  the  stiffness  of  the  standards  acting  as  independent 
posts  or  cantilevers. 

(2.)  The  wind  pressure  and  other  overturning  forces  act  upon 
the  standards  through  the  roller  carriages,  which,  of  course,  are  at 
points  up  the  standard;  and  therefore,  properly  speaking,  the 
forces  are  not  uniformly  distributed.  A  great  deal  of  the  force  is 
given  out  by  the  top  rollers  at  the  top  of  the  framing,  making  the 
upper  part  of  the  standard  like  a  beam  loaded  at  one  end  only  ; 
and  therefore  increasing  the  strain  on  the  top  bays.  These  are 
good  reasons  for  the  apparent  excess  of  strength. 

Note  —It  is,  of  course,  an  easy  matter  to  determine  the  strains  due  to 
the  forces  acting  at  points  up  the  front  of  the  standards,  instead  of  being 
distributed  as  we  have  taken  them  ;  but  for  all  practical  purposes,  we  may 
take  as  a  reliable  rule  that  the  top  ties  should  not  be  less  than  half  the 
sectional  area  of  the  bottom  set— the  others  being  proportionally  treated. 
The  struts  should  be  of  equal  strength  and  stifiness  throughout,  so  as  to 
resist  distortion. 

Example  III. 

The  largest  gasholder  in  the  world  is  the  four-lift  one  erected  at 
the  East  Greenwich  works  from  the  designs  of  Mr.  George 
Livesey.  The  guide-framing  is  carried  to  the  full  height  of  the 
gasholder,  and  consists  of  28  wrought-iron  web-plate  standards  of 
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I  section  (see  fig.  37D),  braced  together  into  one  huge  cylinder  by 
six  tiers  of  struts  and  systems  of  diagonal  bracing. 

D  (the  diameter  of  gasholder)  =  (say)  250  feet. 

H  or  (Z  (the  total  efective  depth)  =  —  180  ,, 

N  (number  of  standards)  =  —  28  ,, 

B  (centre  to  centre  of  standard)  =  (say)  28  ,, 

Assuming  that  the  top  curb  is  able  to  offer  resistance  to  distor¬ 
tion  at  the  top,  aided  by  the  Paddon’s  ties,  we  have — 


M  = 


BH2  _  28  X  180  X  180 
270  270 


=  3360  inch  tons  =  the  bend¬ 


ing  moment  on  each  standard. 

The  cross  section  of  the  standard  displays  a  great  deal  more 
material  in  the  front  than  in  the  back  flange  ;  and,  being  a  web- 
plate  girder,  the  neutral  axis  will  fall  nearer  to  the  front  flange,  or 
about  20  inches  from  the  back  flange.  The  sectional  area  of  the 
back  flange  is  fully  11  square  inches  effective.  11  X  20  X  2  =  440. 


M  _  3360  rr./.  +  •  I 

- =  -  =  7  6  tons  per  square  inch. 

440  440  ^  ^ 


This  is  the  strain  on  the  flanges  of  the  standard,  due  to  the 
distorting  influence  of  the  maximum  wind  pressure  on  the  whole 
gasholder. 

The  dead  thrust  on  one  standard,  due  to  the  overturning  action 
of  the  wind,  requires  by  the  formula — 

(24  X  180  X  180)  -f  (250  X  250)  ,  „  .  , 

- 504Q  ^  28 -  ^  ^  ®  inches. 

The  sectional  area  of  the  web  is  9  square  inches.  The  metal 
about  the  neutral  axis,  together  with  the  concrete  filling  in  the  front 
guide,  will  therefore  fully  meet  this  strain  of  dead  thrust  on  the 
standard,  due  to  the  overturning  action  of  the  wind. 

We  still  have  the  bracing  to  treat  of.  Applying  the  formula  for 
vertical  shear — 


Inches. 
=  2i 
=  3 
=  3J 
=  4 
=  4i 
V=5 
in.  by  f  inch, 
after  allowing 


O  o  O 
2  — 


e  24^72  +  J)2  (24  X  180  X  180)  +  (250  X  250) 

10,000  =  ^ - i®co- - 

The  bracing  between  the  standards  consists  of  six  tiers  of  hori¬ 
zontal  struts  and  two  distinct  series  of  cross  ties ;  one  set  being  of 
steel  (represented  in  fig.  39  by  the  thick  lines), 
and  the  other  of  wrought  iron  (indicated  in 
the  illustration  by  thin  lines). 

We  will  deal  with  each  series  separately, 
and  as  resisting  the  whole  vertical  shear  (84 
tons).  Taking  the  main  steel  ties  first,  the 
84  tons  resolved  in  the  direction  of  these 
main  ties  =  116  tons.  As  there  are  six 
panels  of  ties  in  the  height,  we  have  : 
l-f2+3  +  4-f5  +  6  =  21. 

Square 

Strain  in — 

Top  tier  =  ^  of  116  =  5’5  tons.) 

Second  ,,  =  j)  of  116  =  ll'O 
Third  „  =  i)  of  116  =  16-6 
Fourth  ,,  =  of  116  =  22’2 
Fifth  „  =  5»,  of  116  =  27-6 
Bottom  „  =  ^  of  116  ~  33’2 

The  lowermost  ties  are  10 
The  effective  sectional  area, 
for  the  riveted  junction,  equals  (say)  5  square 
inches,  which  is  therefore  less  than  7  tons 
per  square  inch — a  very  safe  working  strain 
for  steel.  The  ties  decrease  an  inch  in 
width  every  bay  ;  the  topmost  being  5  in.  by 
I  in.  There  is  therefore  but  little  more 
than  2  tons  per  square  inch  on  the  top  ties  ; 
the  balance  of  strength  going  towards  pre¬ 
servation  of  form,  &c.,  as  already  explained. 

We  see  from  the  above  that,  providing 
the  standards  are  stiff  enough  in  themselves, 
the  main  steel  ties  are  all  that  would  be 
required ;  but  in  this  case  they  would  lack  lateral  stiffness,  unless 
braced  intermediately — the  pitch  of  the  main  steel  ties  being  about 
30  feet ;  and  we  must  remember  that  the  formula  applied  to  the 
standards  assumes  that  they  (the  standards)  are  thoroughly  lashed 
together  into  one  complete  cylinder. 

We  will  now  consider  the  whole  shear  (84  tons)  as  coming 
upon  the  secondary  ties  only.  Resolving  it  into  the  required 
direction,  we  have  156  tons,  and  halving  it,  because  there  are  two 
pairs  of  ties  in  each  panel,  we  get  78  tons  as  the  inclined  pull,  to  be 
split  up  amongst  the  six  panels,  or  strain  on 

Top  tiers  =  A  X  78  =  3'7  sectional  area  allowed  =  2i  sq.  ins. 
Second  , 

Third  , 

Fourth  , 

Fifth  , 

Sixth  , 


Fi^ 


.39 


,  =  X  78  =  7-4 

)) 

=  3  „ 

)) 

,  =  jV  X  78  =  ll'l 

n 

=  3i„ 

)) 

,  =  ^  X  78  =  14'9 

n 

n 

=  4  „ 

ii 

,  =  X  78  =  18-5 

)) 

=  4i  „ 

)i 

,  =  ^  X  78  =  22-2 

=  5  „ 

n 

The  strain  on  the  most  severely  strained  tie  is  thus  barely  4^  tons 
per  square  inch — a  very  safe  strain  for  wrought  iron  in  tension. 

We  see,  therefore,  that  we  have  two  distinct  series  of  ties,  each 
capable  of  standing  the  entire  strain.  No  doubt  the  object  has 
been,  not  only  to  give  the  standards  greater  support  laterally,  but 
likewise  to  provide  against  the  possibility  of  a  tie  snapping  ;  because 
if  one  tie  snaps,  it  might  upset  the  whole  structure — like  the 
snapping  of  one  link  in  a  chain.  In  the  cantilever  form  of  con¬ 
struction,  so  much  depends  upon  the  ties  being  taut,  and  not 
giving  way,  unless  the  parts  are  duplicated  as  in  this  instance. 

As  regards  the  struts,  by  applying  the  process  already  described, 
we  find  the  strain  on  the  bottom  one  =  22  tons  compression.  The 
section  of  the  strut  is  ample  and  well  adapted  by  its  form  to  resist 
this  thrust ;  so  we  need  not  enter  further  into  details. 


The  foregoing  are  examples  of  holders  having  the  guide-framing 
carried  to  the  full  height,  and  with  wrought-iron  framed  standards. 
The  next  example  will  be  one  where  the  guide-framing  stops  at  the 
middle  lift,  and  having  cast-iron  columns  braced  into  one  cylinder. 

Example  IV. — Rotlierhithe  Gasholder. 

D  =  153.  d.  or  H  =  75.  N  =  18.  B  =  30.  dj  (diameter  ol 
column)  =  36  inches.  Thickness  (say)  1  inch.  Two  tiers  of 
girders  to  act  as  struts,  with  strong  flat-iron  ties  between. 

Applying  the  formula,  we  find  that  the  sectional  area  of  one 
column  required  to  meet  the  distorting  strains  only  equals — 


1-6  B 


1-6  X  30  X  75  X  75 


=  58  square  inches. 


130  di  130  X  36 

Sectional  area  required  to  meet  direct  thrust  and  lift-strains  for 
one  column= 

24  d^  +  D2  _  24  X  75  X  75  +  153  X  153  _ 

3360  X  N  3360  X  18. 

Making  a  total  sectional  area  of  at  least  60^  square  inches  required 
when  the  columns  are  braced  together  so'  as  to  form  one  complete 
cylinder  cantilever.  Actual  sectional  area  of  the  column  is  about 
137  square  inches,  which  is,  therefore,  more  than  sufficient. 

In  working  the  strains  on  the  bracing,  we  must,  for  convenience, 
assume  the  guide-framing  as  reaching  the  full  height  of  the  holder, 
which  would  make  it  three  bays.  The  reason  for  this  being  that 
the  strain  on  the  bottom  set  of  diagonal  ties  is  the  same  as  if  the 
guide-frame  ran  to  the  full  height. 

24  d^  +  D2  24  X  75  X  75  +  153  X  153  ,  „  , 


SI  = 


This,  increased  in  the  proportion  that  the  tie  bears  to  the  pitch, 
equals  for  the  ties  (or  X)  25  tons,  and  for  the  struts  (or  Y)  19  tons. 


1  +  2  -f  3  =  6. 

Upper  ties  =  §  of  25  =  8J  tons  or  (say)  2  sq.  in.  required. 

Bottom  ties  =  J  of  25  =  12^  ,,  ,,  3  ,,  ,, 

Section  allowed  upper  tie  =  5  X  ^  flat  ,,  24  sq.  in.  effective. 

,,  ,,  bottom  ,,  —  fi  X  §  ,,  ,,  3  ,,  ,, 

Thrust  on  struts  =  and  9^  tons  respectively.  The  girders  are 

amply  strong  to  meet  this. 


Note  P. 

In  gasholders  of  the  cantilever  type,  which  depend  so  much  upon 
the  efficiency  of  the  bracing  between  the  standards,  the  ties  should, 
if  they  cannot  take  hold  of  both  flanges  of  the  standards  {i.e., 
front  and  back)  attach  to  the  heavier  flange,  if  possible  ;  other¬ 
wise  the  weaker  flange  has  to  transmit  the  force  through  the  web 
to  the  strong  one.  It  should  be  the  reverse— viz.,  what  the  strong 
flange  cannot  resist  itself,  it  should  pass  on  to  the  light. 


WATER  BY  MEASURE. 

By  Meter. 

This  is  a  question  which  is  constantly  being  agitated  in  London, 
but  nowhere  else  in  the  United  Kingdom.  Why  this  should  be 
so,  is  not  easily  understood  ;  seeing  that  the  rates  are  now  regu¬ 
lated  by  assessment,  defined  by  the  Water-Rate  Definition  Act, 
1885,  and  backed  by  the  Regulation  of  Powers  Act,  1887.  Surely 
the  accumulated  ignorance  of  our  present  legislators  cannot  be 
allowed  to  go  farther  in  harassing  Companies  which  have  acquired 
parliamentary  powers.  The  rates  charged  by  the  eight  London 
Water  Companies  are  now  less  than  those  of  the  Provincial  Water 
Companies,  and  should  satisfy  even  the  most  unprincipled  and 
unscrupulous  ratepayer. 

Those  who  clamour  for  water  by  measure,  can  advance  no 
reasonable  argument  in  favour  of  the  scheme,  other  than  confisca¬ 
tion  of  the  water  companies’  property,  or,  as  stated  by  themselves, 
the  acquisition  of  these  valuable  works  by  local  authorities  on 
behalf  of  the  people.  There  is  something  more  than  money  value 
in  dispensing  an  ample  supply  of  pure  water.  No  money  can 
determine  its  value  in  its  relation  to  the  prosperity  of  a  town. 
The  benefit  to  the  poiiulation  lies  in  the  benefit  conferred.  It  is 
true  the  majority  of  people  find  it  hard  to  understand  that  water 
has  a  commercial  value ;  but  there  is  a  far  higher  value  attached 
to  water  than  is  usually  understood  when  we  say  it  is  vended  at 
(say)  Is.  per  1000  gallons.  It  is  not  only  a  necessity,  but  a  luxury  ; 
and  must  be  paid  for  accordingly.  Circumstances  are  so  varied  in 
different  water-works,  that  it  is  difficult  to  make  a  rule  to  apply  to 
every  town ;  although  it  may  be  conceded  that  most  water  com¬ 
panies  could  supply  large  consumers  by  meter.  The  cost  of 
the  water  is  of  secondary  consideration ;  and  we  should  rather 
encourage  its  use,  and  reduce  the  charge  to  a  minimum,  in  order 
to  promote  its  extended  utilization  for  motors  and  other  trade  pur¬ 
poses.  Many  large  consumers  would  prefer  to  pay  a  fixed  price  for 
all  the  water  they  use  or  waste ;  and  I  see  no  reason  why  this 
could  not  be  allowed  in  numerous  instances.  An  inspector  of 
experience  will  not  be  much  in  error  in  his  calculation  of  the 
quantity  of  water  used  in  most  of  the  stereotyped  businesses 
requiring  a  meter ;  and  it  is  gratifying  to  find  how  readily  an 
arrangement  may  be  made  with  men  of  business  habits  desmng 
such  a  supply.  There  is  no  doubt  that  the  universal  adoption  of 
meters  to  every  service  would  reduce  the  quantity  of  water 
supplied;  but  it  is  equally  certain  that  it  would  reduce  the  revenue. 
Then  the  question  arises.  Why  should  water  companies  be  com¬ 
pelled  to  adopt  a  measure  calculated  to  cripple  the  value  of  the 
supply  not  only  for  domestic  use,  but  for  protection  against  fire  ? 
for  if  the  company  is  obliged  to  lose  5  per  cent,  on  its  domestic 
supplies,  it  must  be  recouped  in  some  other  form,  and  a  charge 
made  for  fire  protection  and  sanitary  uses. 

There  is  another  section  of  the  community  who  insist  on  the 
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use  of  meters ;  their  avowed  object  being  to  check  the  enormous 
waste  of  water.  This,  however,  can  he  accomplished  effectively, 
speedily,  and  economically  by  present  methods,  and  is  not  a  factor 
in  the  argument.  The  consumption  may  be  brought  down  to  20 
gallons  per  head  per  day  by  house-to-house  inspection ;  employing 
night  inspectors  who  are  appointed  to  separate  districts.  This  is  no 
new  system,  but  was  carried  out  thirty  years  ago,  precisely  in  the  same 
manner  as  described  by  “Inspector”  in  the  Journal  for  March  20 
last ;  and  so  it  need  not  be  again  explained  here.  There  is  much 
misunderstanding  in  the  term  “  house-to-house  inspection.’’  It  does 
not  mean  visiting  each  house  in  the  day-time ;  that  would  simply  be 
waste  of  time  and  money,  as  well  as  an  annoyance  to  ratepayers 
whose  fittings  are  in  good  order.  It  means  a  night  inspection, 
and  taking  a  record  of  all  leaks  discovered  after  midnight,  when  it 
may  reasonably  be  conjectured  that  all  use  of  water  is  at  a  stand¬ 
still.  Then  during  the  day  the  only  houses  visited  are  those  where 
waste  has  previously  been  suspected.  Of  course,  where  water  is 
pumped,  every  gallon  has  a  certain  value ;  and  waste  must  be 
restricted  in  the  most  efficient  manner.  Take  a  town  of  30,000 
inhabitants,  and  divide  it  into  five  districts,  each  commanded  by 
any  kind  of  meter  ;  the  whole  of  the  houses  can  be  visited  by  two 
inspectors  during  a  fortnight,  and  then  the  round  commences 
anew.  It  may  be  done  even  quicker  than  this  ;  for  by  finding  one 
or  other  of  the  districts  consuming  only  two  or  three  gallons  per 
head,  these  maybe  left,  and  the  inspector  may  proceed  to  investi¬ 
gate  other  districts  where  the  greater  waste  is  taking  place. 

It  is  stated  that  checking  waste  prevents  the  necessity  of  lay¬ 
ing  out  large  sums  of  money  for  extension  of  works ;  but  this 
assertion  is  always  made  in  the  interest  of  some  new  meter  or 
system  of  checking  undue  consumption.  Plymouth  has  required 
an  increased  quantity  of  water  for  some  time  past ;  and  the  meter 
advocates  claim  that  a  supply  by  meter  would  be  the  remedy. 
But  if  we  take  the  population  at  100,000,  and  supply  meters  to 
each  service  at  a  cost  of  ^650, 000,  added  to  which  there  must  still 
be  meters  for  checking  waste,  jjZws  also  the  interest  on  first  cost,  the 
cost  for  repairs,  maintenance,  inspection,  and  extra  collection,  &c.,  it 
will  then  be  seen  that  the  additional  storeage  reservoir  contemplated 
will  necessitate  a  smaller  outlay.  Which  is  the  preferable  plan  ?  The 
Council  have  wisely  decided  to  adopt  the  latter  ;  for  if  it  costs  a 
greater  sum  to  effect  a  saving  of  a  few  gallons  per  head  than  to 
procure  an  efficient  supply  for  an  important  town,  there  can  be  no 
two  opinions  as  to  the  desirability  of  procuring  an  adequate  supply, 
which  will  not  only  meet  the  present  difficulty,  but  give  an  ample 
supply  for  the  future.  Check  waste  by  all  means,  but  do  it  in  the 
cheapest  and  most  efficient  manner  as  previously  described ;  at  the 
same  time  provide  an  ample  supply  for  many  years  to  come,  and 
before  the  inhabitants  are  restricted  to  an  intermittent  service. 
Water  is  not  unlimited  in  its  supply ;  and  this  fact  will  be  realized 
sooner  perhaps  than  many  people  anticipate.  There  is  therefore 
the  greater  necessity  for  checking  waste  and  increasing  storeage, 
and  keeping  well  abreast  of  the  demands.  Then,  if  waste  can  be 
so  easily  discovered  and  checked  efficiently  and  economically,  it 
cannot  be  advanced  as  an  argument  in  favour  of  a  supply  by 
meter  ;  for  it  is  evident  that  meters  cannot  be  applied  universally 
and  indiscriminately.  There  cannot  be  hard-and-fast  lines  laid 
down  for  the  guidance  of  all  companies.  Each  must  be  allowed 
to  arrange  its  own  business,  to  adopt  the  charges  and  use  of 
meters  where  required,  and  to  meet  the  peculiarities  of  the  supply 
after  extended  tests  and  experiments. 

The  meter-rents  at  present  charged  are  mostly  too  low.  If  a 
minimum  rate  is  to  be  made,  it  must  be  in  excess  of  the  maximum 
quantity  used  by  each  class  of  houses  proposed  to  be  metered  ;  and 
then  there  will  be  a  profit  earned  from  those  who  do  not  use  the 
maximum  quantity.  If  meters  should  be  universally  applied, 
water  companies  should  be  protected  by  a  minimum  charge  to  pay 
for  the  wear  and  tear  of  the  instrument,  its  first  cost  and  necessary 
inspection,  reading,  account-keeping,  and  incidental  expenses,  as 
well  as  the  cost  of  conveying  the  water  to  the  consumer’s  premises. 
It  is  reasonable  to  suppose  that  if  a  minimum  rate  for  water,  and 
a  minimum  rate  for  the  instrument  is  to  be  imposed  on  the  com¬ 
panies,  that  the  amount  of  such  rating  would  be  submitted  to- 
competent  judges,  engineers  of  experience  in  water-w’orks  manage¬ 
ment  and  construction,  and  not  placed  in  the  hands  of  the  Board 
of  Trade.  Each  town  should  be  considered  apart;  and  its  expenses, 
capabilities,  and  requirements  weighed  by  those  capable  of  discern¬ 
ing  the  merits  of  the  case.  One-half  of  the  supply  may  be  obtained 
from  gravitation  works,  the  first  cost  being  the  whole  amount  to  be 
considered  ;  whilst  pumping  from  deep  wells  will  be  a  continuous 
expense. 

The  meter  that  would  be  suitable  for  a  town  with  a  high-pres¬ 
sure  supply  would  not  be  so  fora  town  with  a  low-pressure  supply, 
and  carrying  different  ingredients  in  the  water.  The  meter  must 
be  owned  by  the  company,  and  kept  in  proper  repair  by  them ; 
the  consumer  being  charged  a  reasonable  rate  for  repairs,  inspec¬ 
tion,  &c.  The  consumer,  as  a  matter  of  course,  would  purchase, 
if  allowed,  the  cheapest  instrument  in  the  market,  regardless  of 
quality  or  adaptability  for  the  work ;  and  after  it  is  fixed  a  short 
time  it  would  become  useless  and  worn  out.  There  should  be  a 
duplicate  meter  in  stock  to  fix,  whilst  the  old  one  is  away  for 
repairs,  as  the  supply  must  of  necessity  be  stopped  until  it  is 
returned.  But  if  in  the  wisdom  of  Parliament  the  consumer  may 
be  allowed  to  own  the  meter,  it  should  be  kept  in  repair  by 
the  company  ;  the  owner  paying  the  charge.  The  company  then 
would  be  in  a  position  to  fix  another  meter  during  the  time  the 
old  one  is  being  repaired  and  tested.  The  cost  of  the  meter  and 
its  dui’ability  is  a  serious  item  in  the  calculation.  Many  meters 


now  in  the  market  will  not  run  more  than  six  months  without 
repairs,  and  are  often  rendered  useless  after  two  years  continuous 
work.  Take,  for  instance,  a  water  containing  a  quantity  of  iron. 
In  less  than  the  time  stated,  the  meter  is  corroded  and  set  fast. 

Again,  the  charges  for  rent  of  the  meters  wiU  be  fixed  by  the 
authorities ;  and  the  companies  must  abide  by  the  decision  of 
men  who  have  had  no  experience.  Five  shillings  per  quarter  is  said 
to  be  the  rent  for  a  2-inch  meter — an  instrument  costing  ^924-— which 
should  be  cleaned  and  repaired  every  year,  and  the  life  of  which  may 
be  ten  years.  This  payment  for  the  hire  of  meters  working  under 
high  pressure  will  not  nearly  compensate  for  the  first  outlay  and 
maintenance.  The  question  of  payment  for  the  use  of  the  meters 
wiU  give  rise  to  further  litigation  in  the  Dobbs  line ;  and  that  class 
of  consumer  will  contend  that  the  company  have  no  right  to  charge 
for  the  use  of  the  measure,  it  being  a  part  of  the  works.  We 
may  just  as  well  ask  the  consumer  to  assist  in  paying  off  the 
portion  of  the  debentures  that  was  raised  to  provide  apparatus  for 
pumping  an  efficient  domestic  supply.  Again,  you  cannot  claim 
to  charge  a  minimum  rate,  as  in  some  cases  that  would  be  charging 
for  water  the  consumer  had  not  used ;  and  although  Parliament 
granted  a  scale  of  charges  to  provincial  water  companies,  they  wiU 
be  found  only  too  willing  to  violate  the  enactment  which  should  be 
held  as  sacred,  and  to  introduce  a  fair  “  Bill  ”  under  which  con¬ 
sumers  will  be  charged  only  for  the  water  they  consume.  This 
looks  very  well  to  the  uninitiated. 

The  perfect  meter,  suitable  for  all  situations,  and  capable  of 
working  under  all  conditions,  has  yet  to  be  found.  I  often  have 
brought  under  my  notice  “  the  most  reliable  meter  ever  invented,” 
The  patentee  says  he  will  leave  it  to  the  consumer  to  test  it ;  and 
he  is  always  sure  it  will  stand  anything  in  the  way  of  ordinary 
work.  I  have  generally  found  that  these  meters  give  out  during 
the  first  day’s  trial ;  showing  clearly  that  the  inventor  has  no 
experience  of  actual  water-works  requirements.  I  had  expected 
ere  this  that  a  report  of  the  valuable  tests  of  meters  recently 
made  at  Manchester  would  have  been  published  in  the  Journal. 
It  is  understood  that  the  “  Uniform  ”  meter  came  out  the  best  for 
all  purposes,  and  has  been  accepted.  The  chief  tests  were  to  work 
at  50  lbs.  pressure ;  at  full  flow  the  meter  to  pass  10  gallons  per 
hour ;  and  the  error  to  be  within  2  per  cent.  The  best  meter 
is  not  that  which  measures  water  by  drops,  neither  do  I  think  it 
necessary  that  extreme  accuracy  should  be  sought,  as  against 
other  requirements.  In  this  connection,  I  may  draw  attention  to 
the  article  on  “  The  Testing  of  Meters  ”  which  appeared  in  the 
Journal  for  Jan.  24  last. 

{To  be  continued.) 


Gas  Supply  in  Japan. — We  learn  from  Mr.  Watson  Smith, 
Lecturer  in  Chemical  Technology  at  the  Owens  College,  Man¬ 
chester,  that  he  has  recently  heard  from  his  friend  Mr.  W.  New- 
bigging  (son  of  Mr.  T.  Newbigging,  of  Manchester),  the  Manager 
of  the  Tokio  Gas  Company,  that  the  President  of  the  Company — 
Mr.  Shibusawa — has  recently  been  enabled  to  announce  that  a 
substantial  reduction  in  the  price  of  gas  will  take  place  on  the  1st 
prox.  The  President,  in  fact,  states  that  the  rate  per  1000  cubic 
feet,  which  has  hitherto  been  yen  3,  will  be  reduced  to  yen  2'70, 
and  that  a  discount  of  5  per  cent,  will  be  allowed  to  consumers 
who  pay  over  yen  30,  10  per  cent,  to  those  over  yen  50,  12  per 
cent,  to  those  over  yen  100,  and  15  per  cent,  to  those  over  yen 
150permonth.  A  “yen”  is  equal  to  about  2s.  9d.  of  English  money. 
This  surely  points  to  good  management ;  and,  though  an  indirect 
compliment,  is  none  tlie  less  a  very  practical  and  solid  one  to  the 
care  and  skill  of  the  Manager. 

Presentation  to  Mr.  Walter  Fiddes,  M.  Inst.  C.E. — On  the 
evening  of  Saturday,  the  29  th  ult.,  a  large  deputation,  representing 
the  employes  of  the  Bristol  Gas  Company  waited  upon  Mr,  Walter 
Fiddes,  at  his  residence,  for  the  purpose  of  presenting  him  with 
an  address  and  a  testimonial,  on  the  occasion  of  his  retirement 
from  the  Company’s  service.  The  address  set  forth  the  regret 
of  the  workmen  at  parting  with  their  old  chief,  their  apprecia¬ 
tion  of  his  character,  and  their  best  wishes  for  his  future  welfare. 
The  testimonial  was  in  the  form  of  an  elegantly  wrought  massive 
silver  salver,  bearing  the  following  inscription : — “  Presented  to 
Walter  Fiddes,  Esq.,  C.E.,  M.  Inst.  C.E.,  M.I.M.E.,  by  512  work¬ 
men  in  the  employ  of  the  Bristol  United  Gaslight  Company,  as  a 
token  of  their  respect  and  esteem  on  his  retirement  from  the  post 
of  Engineer  after  44  years  of  service.  September,  1888.”  Mr. 
Fiddes  replied  in  a  few  kindly  and  well-chosen  words,  thanking 
all  who  bad  contributed  to  do  him  this  unexpected  honour. 
There  was  a  slight  error  he  went  on  to  say,  in  the  inscription  on 
the  salver,  as  he  had  been  48  instead  of  44  years  in  the  service  of 
the  Company.  He  acknowledged  with  pride  and  pleasure  that  in 
his  work  he  always  had  the  hearty  co-operation  of  the  employes, 
without  which  the  best  engineer  would  be  valueless.  The  work 
had  not  been  slight.  When  he  “went  into  harness  ”  the  gasholders 
at  the  Company’s  works  held  but  a  few  thousand  cubic  feet  of  gas  ; 
their  aggregate  storeage  power  now,  on  his  retirement,  had  reached 
several  million  cubic  feet.  He  had  seen  introduced  nearly  all  the 
great  improvements  that  had  been  made  in  gas  manufacture ; 
and  during  his  time  the  price  of  gas  had  been  reduced  to  the 
extent  of  6s.  per  1000  cubic  feet.  In  conclusion,  he  advised  the 
deputation,  and  through  them  all  the  employes,  to  discharge  their 
duties  with  the  same  fidelity,  thoroughness,  and  union  with  those 
now  over  them  as  they  had  done  in  the  past,  and  so  build  up  and 
establish  securely  the  interests  of  the  great  Company  with  which 
they  were  connected. 
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GAS  AT  FIRES. 

A  short  time  since  a  congress  of  firemen  was  held  at  Fontaine¬ 
bleau,  for  the  discussion  of  matters  of  special  interest  to  members 
of  this  important  branch  of  the  public  service.  The  proceedings 
were  made  interesting  to  the  gas  profession  from  the  fact  that  a 
paper  was  read  by  M.  Gustave  Lefebvre,  the  officer  in  command  of 
the  brigade  at  Pontpoint  (Oise),  on  “  Gas  at  Fires,”  in  which  the 
author  pointed  out  certain  errors  and  absurdities  contained  in  the 
code  of  rules  compiled  for  the  use  of  firemen.  In  so  doing  he  gave 
his  colleagues  some  sound  advice  as  to  how  to  deal  with  gas  on  the 
outbreak  of  fire  ;  and  although  much  that  he  told  them  has  been 
put  forward  from  time  to  time  in  this  country  by  authorities  on  the 
subject — Captain  Shaw  and  others — it  may  not  be  out  of  place  to 
emphasize  in  our  columns  the  statements  of  these  gentlemen,  by 
bringing  to  their  support  the  opinions  of  a  co-worker  of  a  different 
nationality. 

In  the  code  of  rules  already  referred  to,  it  is  very  carefully  ex¬ 
plained  in  one  of  them  that  the  medium  usually  employed  for  the 
production  of  light  is  coal  gas  ;  that  this  gas  is  conveyed  from  the 
place  of  manufacture  to  the  point  of  consumption  first  by  means  of 
subterranean  pipes  of  sheet  iron  coated  with  bituminous  mastic, 
and  subsequently  by  exterior  pipes  of  lead  ;  and  that  prior  to  being 
consumed  it  is  measured  by  an  appliance  called  a  meter.  All  of 
these  details  were  doubtless  considered  to  be  of  vast  importance 
by  the  compilers  of  the  rules ;  but  M.  Lefebvre  questioned 
—and  very  properly — their  utility  to  a  fireman,  seeing  that 
no  particulars  are  given  as  to  the  appliances  which  are  cap¬ 
able  of  producing  accidents  with  which  he  might  on  some  occasion 
find  himself  mixed  up.  This  omission  the  author  proceeded 
to  supply  ;  explaining  the  manner  in  which  the  pipes  are  laid  in 
the  streets,  and  the  kinds  of  joints  employed  for  mains  and  services, 
and  indicating  the  places  where  leakages  are  likely  to  occur.  The 
search  for  escapes  in  the  trenches,  he  went  on  to  remark,  might 
cause  accidents  of  which  it  was  advisable  that  firemen  should  be 
forewarned.  He  pointed  out  that  the  escaping  gas  might  be 
ignited  by  a  main-layer’s  fire  standing  in  the  vicinity,  by  a  lighted 
match  carelessly  thrown  into  the  trench  by  a  smoker,  or  by  a  gas- 
jet  which  happened  to  be  burning ;  and  he  explained  how  the  flame 
could  be  extinguished — viz.,  by  means  of  earth  or  clay  thrown  upon 
it.  In  the  open  air,  there  was  not,  he  said,  much  to  fear  from  ex¬ 
plosions  ;  for  a  pipe  charged  with  gas  under  pressure  could  not 
explode,  nor  could  a  gas-meter  or  a  gasholder.  Accidents,  how¬ 
ever,  did  happen  ;  and  although  it  was  the  duty  of  the  gas  com¬ 
pany’s  servants  to  take  all  necessary  precautions  to  ensure  safety 
during  their  operations,  and  to  deal  with  any  outburst  of  fire  that 
might  occur,  it  was  customary  to  call  in  the  assistance  of  the  fire 
brigade  whenever  the  disaster  assumed  serious  proportions,  and 
it  was  therefore  advisable  for  the  men  to  be  made  acquainted  with 
the  dangers  to  which  they  were  exposed.  But  he  went  on  to  say 
that  the  inflammable  property  of  gas  was  not  the  only  thing  to  be 
feared.  Firemen  should  avoid  breathing  coal  gas  in  large  quantities  ; 
and  therefore  they  could  not  with  impunity  remain  at  the  bottom 
of  a  trench  6  or  7  feet  deep  where  gas  was  escaping  in  sufficiently 
large  quantities  to  immediately  vitiate  the  whole  of  the  surround¬ 
ing  atmosphere. 

Having  described  the  construction  of  a  gas-meter,  and  the 
method  of  connecting  it  with  the  street  main,  the  author  remarked 
tiiat  a  meter  had  been  very  erroneously  regarded  by  many  as  a 
dangerous  appliance — something  liable  to  explode  ;  but  he  assured 
his  colleagues  that  there  was  no  more  danger  in  a  meter  while  in 
use  than  there  was  in  a  gas-pipe  or  in  a  kitchen  stove.  The  gas 
contained  in  a  meter  in  operation  is  under  a  pressure  ranging  from 
8-lOths  to  about  3  inches  ;  and  supposing  anyone  were  to  punch  a 
hole  in  the  case,  and  apply  a  light,  no  explosion  would  result. 
The  gas  would  simply  burn  as  at  an  ordinary  jet,  the  meter  would 
continue  to  act,  and  the  gas  consumed  would  be  registered  by  the 
index  in  the  usual  way.  But  he  reminded  his  colleagues  that,  in 
speaking  of  a  meter  as  non-explosive,  he  had  referred  to  a  meter 
which  was  “  in  use.”  Of  course,  if  the  instrument  was  out  of  use 
for  several  days,  or  perhaps  months,  air  might  possibly  find  its 
way  in,  and,  mingling  with  the  gas,  produce  an  explosive  mixture, 
which,  on  the  approach  of  a  light,  would  ignite,  and  entail  serious 
results.  But  was  it  under  such  exceptional  conditions  as  these 
that  a  fireman  would  find  himself  in  proximity  to  a  gas-meter, 
supposing  him  to  be  called  to  a  fire  which  had  occurred  in  a  building 
lighted  by  gas  ?  Assuredly  not.  Consequently,  if  the  fire  were  to 
break  out  during  the  daytime,  and  gas  was  not  employed  for  lighting 
the  cellars  and  underground  portions  of  the  building,  the  meter- 
tap  might  be  turned  off.  If,  on  the  contrary,  the  outbreak  were  to 
occur  at  night,  the  first  thing  to  be  done  would  be  to  have  the 
meter-tap  open,  and  profit  by  the  light  afforded  by  the  gas  to  find 
the  direction  of  the  underground  passages,  the  sources  of  water 
supply,  and  suitable  spots  for  the  location  of  the  engines  and  the 
laying  of  the  hose.  In  a  fire,  gas  was  an  auxiliary,  not  an  enemy. 
What  a  number  of  victims  resulted  from  the  cry  raised  “  Turn  off 
the  gas  ”  on  the  occasion  of  the  disastrous  fire  at  the  Opera 
Comique  !  In  the  resulting  darkness,  how  greatly  intensified  was 
the  confusion,  and  how  difficult  it  became  to  rescue  the  sufferers ! 
What  harm,  asked  the  author,  would  the  gas  escaping  from  a  few 
small  pipes  have  done  in  the  midst  of  such  a  fiery  furnace  as  the 
body  of  the  theatre  presented  ?  What  good  might  it  not  have  done 
in  the  passages,  behind  the  doors,  in  the  refreshment-room,  on  the 
staircases  !  But,  unhappily,  thanks  to  popular  prejudice,  as  soon 


as  the  cry  of  “  Fire  !  ”  was  heard,  there  was  an  almost  simultaneous 
shout  of  “  Turn  off'  the  gas  !  ”  and  on  the  following  morning  the 
meters  were  actually  found  uninjured  in  their  places.  M.  Lefebvre 
related  an  incident  which  had  occurred  to  himself,  to  show  the  folly 
of  extinguishing  the  gas  at  a  fire.  He  was  engaged  with  a  number 
of  firemen  in  the  cellars  of  a  building  in  which  a  fire  had  broken 
out.  The  men  were  working  in  the  midst  of  dense  acrid  smoke, 
produced  from  smouldering  rags,  leather,  and  the  fumes  of  various 
kinds  of  fat.  A  few  gas-jets,  scarcely  visible  through  the  srnoke, 
afforded  the  men  a  certain  amount  of  help  ;  but  suddenly  the  lights 
were  extinguished.  An  over-zealous  workman  had  succeeded  in 
making  his  way,  through  the  smoke  and  the  streams  of  water 
issuing  from  the  hose,  to  the  gas-meter,  which  he  had  triumphantly 
shut  off;  returning  from  the  feat  thoroughly  drenched,  but  proud 
of  his  achievement,  and  fully  confident  that  he  had  saved  the 
building.  As  a  matter  of  fact,  he  had  simply  embarrassed  the  fire¬ 
men  in  the  discharge  of  their  very  heavy  duties. 

The  author  closed  the  portion  of  his  paper  of  which  the  foregoing 
is  an  abstract  by  asking  his  audience  whether  the  knowledge  of 
such  facts  as  those  which  he  had  just  placed  before  them  was  not 
of  far  more  practical  value  to  them  than  being  told,  as  they  were 
in  certain  of  their  rules,  all  about  the  construction  and  working  of 
a  gas-meter — as  to  its  internal  mechanism,  the  action  of  its  con¬ 
stituent  parts,  the  necessity  for  its  being  fixed  quite  level,  and  so 
forth— all  matters  which  would  perhaps  be  interesting  enough  to  a 
gas  inspector,  but  certainly  not  to  a  fireman.  He  said  he  thought 
his  colleagues  would  agree  with  him  that  such  details  might  well 
be  omitted,  and  the  space  occupied  by  more  useful  information. 

Passing  on  to  consider  the  subject  of  the  extinction  of  ignited 
explosive  mixtures,  the  author  remarked  that  the  instructions 
given  to  firemen  as  to  the  best  method  of  dealing  with  escapes  of 
gas  were,  to  his  mind,  not  altogether  satisfactory.  For  example, 
they  were  told  that  whenever  a  fire  is  fed  by  means  of  an  escape 
of  gas,  the  service-pipe  should  be  flattened  by  a  blow,  and  the  tap 
on  the  inlet-pipe  closed.  If  the  flow  of  gas  cannot  be  prevented  in 
this  way,  the  burning  gas  must  be  extinguished  with  wet  sponges, 
rags,  putty,  or  earth.  The  author  considered  that  it  would  be 
sufficient  to  flatten  the  pipe  simply,  without  turning  off  the  gas  at 
the  meter,  if  the  fire  occurred  at  night,  and  the  staircases,  passages, 
&c.,  were  lighted  by  gas,  inasmuch  as  the  men,  as  already  explained, 
would  be  assisted  in  their  work  by  the  light  afforded.  But  the  fire¬ 
man  of  1888,  he  went  on  to  remark,  needed  information  as  to  other 
illuminants  than  gas,  seeing  that  petroleum  and  its  derivatives  are 
now  largely  used  for  lighting  pui’poses.  Beyond  this,  they  should  be 
acquainted  to  a  certain  extent  with  the  nature  of  explosive  mixtures, 
so  as  to  be  in  a  position  to  give  satisfactory  answers  to  any  ques¬ 
tions  put  to  them  by  experts  called  in  to  investigate  the  circum¬ 
stances  attending  some  calamity  caused  by  an  outbreak  of  fire. 
Having  dealt  with  this  portion  of  his  subject  at  great  length,  and 
given  a  number  of  formulae  (based  on  data  furnished  by  Bunsen, 
Regnault,  Favre  and  Silbermann,  and  others),  the  author  stated, 
with  regard  to  explosive  mixtures  of  air  and  gas,  that  when  the 
gas  is  present  in  the  proportion  of  8'75  per  cent.,  a  dangerous 
mixture  is  produced ;  but  that  air  very  highly  charged  with  gas 
would  lose  its  explosive  property.  Practically,  therefore,  there 
would  be  less  danger  when  an  escape  of  gas  produced  such  an 
odour  as  to  frighten  everybody,  than  when  there  was  merely  a 
slight  smell.  Firemen,  and  other  people  besides,  ought  therefore 
to  be  on  their  guard  against  entering  with  a  naked  light  any  rooms 
where  the  odour  of  gas  is  distinctly  perceptible,  even  though  it 
may  not  be  particularly  strong.  But  while  escapes  ot  gas  are 
attended  with  danger,  the  liability  to  explosion  is  infinitely  greater 
wherever  petroleum  or  similar  vapours  are  present  in  considerable 
quantities.  These  vapours,  being  heavier  than  air,  make  their 
way  towards  the  ground.  Coal  gas,  on  the  other  hand,  is  much 
lighter  than  air,  and  consequently  rises  towards  the  ceiling  ;  and 
it  would  be  there  that  the  explosive  mixture  would  be  produced. 
Ignorance  of  these  facts  has  occasionally  caused  the  loss  of  a  fire¬ 
man’s  life ;  and  therefore  the  author  thought  they  should  be  more 
widely  disseminated  among  his  colleagues  than  hitherto. 


The  Assessment  of  Gas-Works. — As  a  proof  of  the  value  of 
resistance  to  excessive  assessments,  it  may  be  rnentioned  that  at 
Stockton-on-Tees  the  gas-works  of  the  Corporation  were  proposed 
to  be  rated  at  i:6175.  Representatives  of  the  Corporation  recently 
attended  before  the  Assessment  Committee,  when  the  latter  offered 
to  bring  down  the  amount  to  T5500.  Notice  of  appeal  was  given, 
when  the  Committee  further  offered  to  reduce  the  amount  to 
£5250;  and  eventually  it  was  fixed  at  i;5100,  or  i;1075  below  the 
sum  originally  proposed.  This  result  was  achieved  through  the 
labours  of  Mr.  T.  Newbigging,  C.E.,  of  Manchester,  who  acted  for 
the  Corporation. 

Death  of  Me.  .1.  H.  Smith,  of  Sutton-in-Ashfield. — We 
regret  to  learn  that  Mr.  James  H.  Smith,  Manager  of  the  gas  and 
water  undertakings  of  Sutton-in-Ashfield  Local  Board,  died  some¬ 
what  suddenly  on  Monday  last  week.  He  had  not  been  in  good 
health  for  some  time;  but  had  latterly  been  rather  better  than 
usual.  On  the  day  in  question,  he  visited  Mansfield  on  business, 
and,  not  feeling  well,  called  on  Mr.  Williams,  the  Master  of  the 
Mansfield  Workhouse  ;  but  almost  immediately  on  his  arrival,  he 
ruptured  a  blood  vessel,  and  died  the  same  evening.  Mr.  Smith 
was  about  40  years  of  age,  and  had  held  his  position  at  Sutton  for 
upwards  of  nine  years.  The  sad  event,  was  referred  to  at  the  meet¬ 
ing  of  the  Local  Board  last  Friday,  and  a  vote  of  condolence  with 
I  his  mother  and  friends  was  unanimously  passed. 


Oct.  9,  1888.] 
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THE  WATER-GAS  PLANT  AT  THE  LEEDS  FORGE. _ 

In  the  Journal  for  July  17  last,  when  noticing  the  presentation 
of  a  testimonial  to  Mr.  Samson  Fox,  C.E.,  the  founder  and 
Managing  Director  of  the  Leeds  Forge  Company,  Limited,  on  at- 
taining  bis  fiftieth  birthday,  we  mentioned  that  the  room  in  which 
the  event  took  place  was  lighted  by  water  gas  manufactured  on  the 
premises.  As  the  Company  claim  to  have  been  the  first  to  intro¬ 
duce  this  kind  of  gas  into  this  country  from  Arnerica,  it  may  he 
interesting  to  give  a  few  particulars  as  to  the  appliances  employed, 
as  contained  in  a  description  of  the  plant  which  has  recently  been 
issued  by  the  Company. 

It  should  be  mentioned  at  the  outset  that  the  use  of  water  gas 
for  lighting  purposes  was  not  the  primary  object  in  view  in  install¬ 
ing  the  new  plant  at  the  Leeds  Forge.  Towards  the  close  of  last 
year,  the  exigencies  of  the  metallurgical  operations  carried  on  there 
in  connection  with  the  manufacture  of  the  corrugated  boiler-plates, 
with  which  Mr.  Fox’s  name  is  associated  all  over  the  world,  deman¬ 
ded  fuel  of  a  higher  calorific  intensity  than  could  be  found  in  the 
generator  gas  obtained  from  the  Siemens  producer,  or  in  the  ordinary 
coal  gas  as  supplied  by  the  Corporation.  Beyond  this,  the  varying 
pressures  at  which  the  latter  gas  issued  from  the  mains  interfered 
seriously  with  the  operations  of  the  forge.  Mr.  Fox  thereupon 
determined  to  have  gas-works  of  his  own,  to  be  so  arranged  that 
the  most  suitable  pressure  for  the  work  to  be  done  should  be  con¬ 
stantly  maintained,  and  that  the  supply  should  be  bountiful.  Water- 
gas  plant,  with  which,  we  believe,  Mr.  Fox  was  very  favourably 
impressed  when  on  a  recent  visit  to  America,  was  therefore  decided 
upon,  and  instructions  giv'en  for  its  immediate  erection.  The  works 
were  commenced  on  Sept.  29,  1887 ;  and  [on  March  29,  1888,  the 
plant,  capable  of  producing  35,000  cubic  feet  of  gas  per  hour,  was 
started,  and  has  been  in  constant  operation  since  that  date  with 
perfect  success.  No  alteration  has  been  necessary  to  the  then 
existing  plant,  beyond  connecting  the  gas-pipes  from  the  water- 
gas  works  to  the  several  furnaces  and  machines.  The  plant  con¬ 
sists  of  a  generator,  with  means  of  producing  an  air-blast,  and 
provided  with  the  necessary  valves ;  a  scrubber  to  cool  and  cleanse 
the  gas  of  dust ;  a  small  gasholder  and  purifiers  in  proportion  to 
the  amount  of  gas  to  be  passed,  and  controlled  by  a  centre-valve. 

A  steam-boiler  has  to  be  added  to  the  plant  if  there  is  not  suffi¬ 
cient  steam  power  already  on  the  works. 

It  is  scarcely  necessary  to  describe  the  process  of  generating 
water  gas,  which,  as  is  well  known,  consists  simply  in  passing 
steam  through  incandescent  carbonaceous  matter.  In  the  generator 
the  water  is  decomposed  into  its  elementary  gases ;  the  oxygen 
combining  with  the  carbon  to  form  carbonic  oxide,  while  the 
hydrogen  remains  free.  The  combustible  percentage  of  water  gas 
is  claimed  to  be  about  95.  In  the  apparatus  for  the  production  of 
the  gas  the  principal  part  is  the  generator,  in  which,  as  already 
stated,  fuel  is  raised  to  a  high  temperature  by  the  aid  of  an  air- 
blast.  During  this  process,  a  gas  commonly  known  as  producer- 
gas — containing  about  28  per  cent,  of  combustible  gas,  mixed  with 
the  nitrogen  of  the  atmosphere  in  the  air-blast — is  generated. 
When  the  fuel  has  become  sufficiently  hot,  the  air-blast  is  stopped, 
the  outlet  by  which  the  producer  gas  has  escaped  is  closed,  the 
communication  between  the  generator  and  the  scrubber  opened, 
and  steam  allowed  to  enter  the  generator.  This,  passing  through 
the  incandescent  fuel,  becomes  decomposed,  and  a  fixed  gas,  of  the 
composition  above  stated,  results.  All  these  operations  are  easily 
effected ;  and  there  is  no  possibility  of  mistake  on  the  part  of  the 
operator.  The  process  lasts  about  four  minutes,  during  which 
time  something  like  4500  cubic  feet  of  gas  are  produced.  From  the 
generator  the  gas  passes  to  the  scrubber,  and  thence  to  the  gas¬ 
holder,  whence  it  is  taken  to  the  purifiers,  which  are  of  the  ordinary 
type.  The  fuel  employed  may  be  the  cheapest  kind  of  coke,  either 
mixed  with  coal  or  used  alone ;  the  consumption  per  hour  per 
generator,  when  in  full  work,  being  about  10  cwt.  The  production 
of  water  gas  per  ton  of  fuel  is  30,000  cubic  feet ;  and  each  generator 
is  capable  of  producing  between  17,000  and  18,000  cubic  feet  per 
hour.  The  cost  of  the  gas  will  depend  upon  the  make,  price  of  fuel, 
and  of  labour.  With  fuel  at  8s.  per  ton,  labour  at  3s.  6d.  per  man 
per  day,  and  the  generator  fully  employed,  the  gas  is  stated  to  cost 
about  4’4d.  per  1000  cubic  feet. 

As  already  mentioned,  the  water  gas  is  used  for  lighting  purposes 
on  the  works  ;  the  medium  employed  being  the  now  well-known 
Fahnejelm  “  comb,”  which  has  been  fully  described  in  our  columns. 
It  is  claimed  that  a  saving  to  the  extent  of  50  per  cent,  has  been 
effected  in  the  cost  of  lighting  by  the  adoption  of  the  new  gas ; 
while,  there  being  less  heat,  the  atmosphere  of  the  works  is  much 
more  agreeable  than  under  the  arrangements  previously  existing. 


The  salary  of  Mr.  Charles  Nickson,  Superintendent  of  the  Gas 
Department  of  the  Manchester  Corporation,  has  just  been  increased 
by  £50  per  annum. 

The  Vienna  correspondent  of  Industries  has  stated  that  for  the 
electric  light  installations  in  the  city — other  than  that  of  the 
Imperial  Continental  Gas  Association  for  the  Opera  House,  &c. — 
steam-engines  of  1982-horse  power  and  gas-engines  of  393-horse 
power  are  employed.  About  40  per  cent,  of  the  installations  use 
gas-engines. 

At  the  Salford  County  Court  on  Monday  last  week,  the  affairs 
of  Mr.  J.  Graves,  the  absconding  Town  Clerk,  to  which  reference 
has  already  been  made,  were  again  brought  forward.  The  debtor 
was  called,  but  did  not  answer.  The  Assistant  Official  Receiver 
thereupon  applied  for  an  adjournment  of  the  matter  sine  die ;  and 
this  was  granted — a  warrant  being  issued  for  the  debtor’s  arrest, 


flegistcr  of  Hatmts. 

Pentane  Standard  Lamp. — Harcourt,  A.  G.  V.,  of  Oxford.  No.  11,985  ; 
Sept.  3,  1887.  [8d.] 

In  the  Journal  for  Feb.  28  last,  we  gave  a  general  account  of  the  con¬ 
struction  of  this  lamp  and  the  mode  of  its  use  ;  but  by  the  publication 
of  the  patent  specification,  more  specific  particulars  are  available,  and 
these  we  purpose  giving  to-day,  illustrating  them  by  means  of  two  views 
of  the  lamp — sectional  front  and  side  views. 


The  lamp  consists  of  a  glass  vessel  A,  mounted  upon  a  stand  B,  pro¬ 
vided  with  levelling  screws  C.  To  the  vessel  is  fitted  a  cap  D  surmounted 
by  a  tube  E,  in  which  a  wick  is  wound  up  and  down  by  any  ordinary 
arrangement  of  a  double-spiked  wheel  F,  turned  by  a  handle.  Around 
the  upper  part  of  this  tube,  whose  diameter  may  be  about  i  inch  and  its 
length  6  or  7  inches,  is  a  second  tube  G.  about  1  inch  in  diameter  and  1 
inches  in  length,  which  serves  as  a  jacket  to  keep  more  constant  the  tem¬ 
perature  of  the  inner  tube,  and  to  guide  the  air  current,  upon  which  the 
steadiness  and  brightness  of  the  flame  depend.  The  two  tubes  are  joined 
by  flat  plates  H  above  and  below,  and  constitute  the  burner  of  the  lamp. 
Attached  to  the  inner  tube  by  branches,  is  a  gallery  J  carrying  a  metal 
chimney  K,  which  surrounds  both  the  burner  and  the  lower  part  of  the 
flame.  Above  the  burner,  the  part  Ki  of  the  chimney  is  reduced^  to  a 
diameter  intermediate  between  that  of  the  outer  tube  G  and  the  inner 
tube  E  of  the  burner ;  and  it  terminates  at  a  short  distance  above  the 
burner.  The  upper  part  of  the  flame  is  again  enclosed  by  a  continua¬ 
tion  L  of  this  metal  chimney,  which  is  of  the  same  diameter  a.s 
the  lower  part,  but  enlaiged  in  diameter  towards  its  upper  end.  This 
upper  portion  of  the  chimney  is  connected  with  the  lower  chimney 
by  curved  metal  bands  M— conveniently  two  in  number,  and  suffi¬ 
ciently  removed  from  the  flame  on  either  side  as  not  to  affect  it. 
Through  the  space  thus  left  between  the  upper  and  lower  metal 
chimneys,  the  central  part  of  the  long  flame  which  the  burner  produces 
is  alone  visible.  The  attachment  of  these  bands  connecting  the  upper 
to  the  lower  chimney  is  adjustable  by  set-screws  N,  so  that  the  opening 
through  which  the  central  part  of  the  flame  is  seen  may  be  made  longer 
or  smaller,  as  desired.  By  simple  means  (such  as  an  adjustment 
screw,  or  preferably  by  means  of  cylindrical  gauges  of  the  same 
diameter  as  the  tubes  which  they  separate),  this  opening  can  be  set 
quickly  and  accurately  to  such  sizes  as  will  give  exactly  the  light  of 
half-a-candle,  one  candle,  one-and-a-half  candles,  or  values  intermediate 
between  these,  as  required.  At  opposite  sides  of  the  lower  part  of  the 
upper  chimney  are  two  narrow  slots  O,  through  either  of  which  the  tip 
of  the  flame  may  be  seen  ;  and  the  construction  of  the  lamp  is  such 
that  the  light  emitted  through  the  opening  between  the  two  chimneys 
is  the  same  whenever  the  tip  of  the  flame  appears  opposite  the  slot, 
whether  towards  the  lower  or  the  upper  end.  The  bands  M  connecting 
the  two  chimneys  are  half  the  width  only  of  the  tube  that  surrounds  the 
flame.  When  the  lamp  is  vertical,  so  that  these  bands  are  in  a  plane 
perpendicular  to  the  horizontal  bar  of  the  photometer,  a  point  in  the 
plane  containing  the  edges  of  the  bands  nearest  to  the  photometric 
disc,  midway  between  these  edges,  and  at  the  height  of  the  centre  of  the 
aperture  through  which  the  luminous  flame  is  visible,  is  to  be  taken  as 
that  from  which  distances  are  to  be  measured.  This  point  represents 
the  zero  of  the  usual  photometer  scale.  In  order  to  easily  obtain  the 
plane  in  which  this  point  lies,  two  slots  S  are  cut  in  the  bands  on  the 
side  nearest  the  disc  ;  and  into  these  slots  a  flat  piece  of  metal  fits,^  m 
the  same  thickness  as  the  depth  of  the  slots.  The  point  from  which 
distances  are  measured  lies  on  the  surface  of  this  piece  nearest  to  the 
disc.  Suitable  attachments  are  provided  for  carrying  a  plumb-line  P, 
to  serve  in  setting  the  lamp  vertical,  and  for  carrying  a  small  piece  of 
coloured  glass  fitting  in  the  plumh-line  socket  T  so  as  to  stand  opposite 
to  the  slot  0.  By  reflection  from,  or  direct  vision  through,  this  glass  it 
may  easily  be  observed  when  the  tip  of  the  flame  is  within  the  slot.  ^ 

The  height  of  the  gauges  that  will  produce,  when  burning  “  pentane,” 
a  light  equivalent  to  a  half,  one,  or  one-and-a-half,  standard  English 
parliamentary  candles,  has  been  found  by  the  patentee  to  be  respec¬ 
tively  7J,  16,  and  27-5  mm. 

Gasholders.— Gadd.W.,  and  Mason,  W.F.,  of  Manchester.  No.  13,521 ; 

Oct.  6,  1887.  [8d.] 

The  specification  of  this  now  well-known  invention— inasmuch  as  it 
has  been  frequently  referred  to  in  recent  issues  of  the  Journal — appeared 
almost  verbatim  three  weeks  ago,  pp.  503-4. 

Gas-Cocks.— Foster,  T.,  of  Manchester.  No.  14,939;  Nov.  2,  1887- 

These  improvements  consist  in  the  construction  of  a  cook  or  tap  that 
may  be  used  independently  of,  or  in  combination  with,  an  ordinary  gas- 
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cook,  for  the  purpose  of  enabling  a  small  jet  or  flame,  consuming  a  pre¬ 
viously  arranged  fixed  quantity  of  gas,  to  be  left  burning  in  worshops  or 
other  places  during  meals,  or  at  times  when  the  full  amount  of  gas  is 
not  required.  The  object  of  the  invention  is  to  prevent  waste  of  gas  by 
a  large  flame  being  left  uselessly  burning,  and  also  to  avoid  the  risk  of 
escape  through  carelessness  by  turning  the  gas-jet  out  and  afterwards 
turning  the  tap  on  without  the  gas  being  ignited. 


Gas  Cooking-Ovens. — Greenwood,  T.,  of  Halifax.  No.  12,236  ;  Sept.  9, 
1887.  [lid.] 

This  invention  relates  to  improvements  on  patent  No.  12,460  of  1886  ; 
the  patentee  now  finding  that  the  two  inner  side  plates  of  the  oven  do 
not  require  bolting  to  the  snugs  on  the  back  plate,  but  only  on  the  front 
edges  of  the  snugs  on  the  door-frame.  The  back  plate  too  is  constructed 
to  slide  into  its  place  without  bolting  as  in  the  former  patent.  Also  all 
the  inner  plates  are  left  free  to  expand  or  contract,  as  there  is  only  a 
bolt  at  the  bottom  of  each  side  plate,  and  at  the  bottom  of  the  back 
outer  plate,  in  such  a  position  that  it  will  accommodate  itself  to  ex¬ 
pansion  and  contraction. 

Igniting  Apparatus  for  Gas  Motors. — Crossley,  F.  W.,  and  Anderson, 
F.  H.,  of  Manchester.  No.  15,010  ;  Nov.  3,  1887.  [8d.] 

This  invention  relates  to  the  construction  and  use  of  igniting  apparatus 
for  gas-engines,  so  arranged  as  to  admit  a  portion  only  of  the  combusti¬ 
ble  charge  into  a  tube  heated  externally  by  means  of  a  flame  kept  con¬ 
stantly  alight. 


Gas-Engines. — Abel,  C.D. ;  communicated  from  the  Gas  Motoren  Fabrik 
Deutz,  of  Deutz,  Germany.  No.  17,108  ;  Dee.  12,  1887.  [8d.] 

This  invention  relates  to  gas-engines,  which  operate  with  a  cycle  of 
four  strokes— viz.,  a  charging,  a  compression,  a  working,  and  an  expel¬ 
ling  stroke — such  as  engines  of  the  “  Otto  ”  type. 

In  such  engines,  the  slide  that  effects  the  ignition  of  the  compressed 
charge,  and  the  valve  that  allows  the  products  of  combustion  to  escape 
after  the  working  stroke,  have  heretofore  been  worked  by  means  of  a 
counter-shaft  driven  at  half  the  speed  of  the  crank-shaft,  in  order  that 
they  may  only  operate  respectively  at  the  end  of  every  alternate  instroke 
and  at  the  end  of  every  alternate  outstroke.  According  to  the  present 
invention,  the  counter-shaft  is  entirely  dispensed  with,  and  the  igniting- 
slide  and  escape-valve  are  worked  directly  from  the  crank-shaft ;  the 
igniting-slide  being  driven  by  an  eccentric  or  cam  on  the  crank -shaft, 
so  as  to  make  a  to-and-tro  stroke  at  each  revolution,  while  the  escape- 
valve  is  worked  by  a  cam  on  the  crank-shaft  so  arranged  as  to  be  auto¬ 
matically  slid  to  one  side  thereon  at  every  second  revolution,  and  thus 
only  effect  the  opening  of  the  escape-valve  once  every  two  revolutions. 
The  arrangements  employed  for  this  purpose  are  applicable  as  well  for 
horizontal  as  for  vertical  engines. 


APPLICATIONS  FOR  LETTERS  PATENT. 

14,008. — Aitkin,  H.,  “  Improvements  in  making  gas  from  coal  or 
other  bituminous  or  combustible  substances.”  Sept.  29. 

14,047.— Barkowski,  R.,  and  Andrews,  C.  J.  D.  (for  and  on  behalf  of 
the  Schiilke  Gas-Lamp  Company,  Limited),  “An  improved  lighting 
apparatus  for  gas-lamps.”  Sept.  29. 

14,049. — Wallwork,  R.,  and  Wells,  A.  C.,  “  Improvements  in  connec¬ 
tion  with  self-generating  gas  or  vapour  burners.”  Sept.  29. 

14,105. — SoQG,  W.  T.,  “  An  improved  mode  of  and  means  for  lighting 
by  gas.”  Oct.  1. 

14,174. — Hughes,  R.  H.  and  R.  S.,  “  Improvements  in  gas-lamps.” 
Oct.  2. 

14.177. — Chandler,  S.,  sen.,  Chandler,  S.,  jun.,  and  Chandler,  J., 
“  Improvements  in  and  relating  to  lamps.”  Oct.  2. 

14,198.— Smith,  S.  F.,  “An  improved  combined  ventilator  and  gas¬ 
bracket  for  walls.”  Oot.  3. 

14,248. — Crossley,  F.  W.,  Holt,  H.  P.,  and  Anderson,  F.  H.,  “  An 
improvement  in  gas  motor  engines.”  Oct.  3. 

14,261. — M‘ Allen,  C.  F.  A.,  “  Improvements  in  gas  motor  engines.” 
Oct.  4. 

14,266.— Johnson,  A.,  “  Oiling  the  screw  of  main  gas-valves.”  Oct.  4. 

14,283. — Luther,  W.  H.,  and  Rose,  G.,  “  Improvements  in  and 
relating  to  oil,  vapour,  or  gas  and  air  lamps  for  lighting  and  heating 
purposes.”  Oct.  4. 


Carlisle  Corporation  Gas  and  Water  Supply. — The  accounts  of  the 
gas  and  water  undertakings  of  the  Carlisle  Corporation  for  the  year  ending 
June  30  last  will  be  submitted  to  the  Town  Council  to-day.  We  learn  that 
the  gas  profits  amount  to  upwards  of  8300,  and  the  water  profits  to  £'4300; 
and  it  is  the  intention  of  the  Gas  and  Water  Committee  to  make  proposals 
to  give  the  consumers  some  advantage  from  the  continued  and  increased 
prosperity  of  the  two  undertakings.  We  understand  they  will  propose  to 
reduce  the  price  of  gas  from  2s.  6d.  to  28.  3d.  per  1000  cubic  feet,  and  in¬ 
crease  the  current  rate  of  discount  upon  the  water  accounts  from  IJd.  to 
2d.  in  the  shilling. 

Sale  op  Shares  in  the  Swansea  Gas  Company. — An  important  sale,  by 
Messrs.  J.  M.  Leeder  and  Son,  of  shares  in  the  Swansea  Gas  Company 
took  place  at  the  Mackworth  Arms  Hotel,  Swansea,  last  Friday  afternoon. 
There  was  a  large  attendance  of  buyers  and  others,  who  took  a  keen 
interest  in  the  bids.  The  auctioneer  referred  to  some  articles  adverse  to 
the  Company  which  had  appeared  in  one  of  the  local  papers,  and  also  to 
the  contemplated  lighting  of  some  of  the  public  lamps  by  electricity, 
which  certain  members  of  the  Corporation  threatened  to  introduce ;  but 
pointed  out  that  with  gas  sold  at  2s.  lOd.  per  1000  cubic  feet  to  the  public, 
and  at  38.  to  private  consumers,  the  shareholders  of  gas  companies  need 
not  be  soared  or  intimidated  by  such  threats.  They  were  made,  he  said, 
with  the  view  of  depreciating  the  Company’s  property,  in  order  that  the 
Corporation  might  at  a  not  far  distant  date  purchase  the  undertaking ;  but 
he  assured  them  that  the  Company  was  governed  and  managed  by  com¬ 
petent  and  businesslike  men,  who  were  not  to  be  frightened  by  the  attacks 
of  either  the  Corporation  or  the  Press.  He  then  proceeded  to  show  that 
the  present  7i  per  cent,  shares  of  £'25  each  were  selling  in  the  open  market 
at  from  £40  to  £41  each;  and  that,  taking  this  as  their  value,  the  7  per 
cent,  shares  to  be  then  sold  should  realize  £38  each.  The  shares  were  then 
put  up  in  lots  of  four,  and  the  first  few  realized  £37  158.,  £37  10s.,  and  £37 
per  share.  The  remainder  were  sold  at  £35  10s.  and  £35  6s.  per  share; 
the  latter  price  paying  about  6  per  cent,  to  the  investor.  The  total  amount 
realized  was  about  £9000. 


®0rresfrotttr£na. 


[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents,} 

THE  COMPETITION  OF  OIL  WITH  GAS  AMONG  SMALL 
CONSUMERS. 

Sir, — The  Gas  Committee  of  the  Stratford-upon-Avon  Corporation 
are  very  anxious  to  second  my  efforts  to  supply  gas  to  cottagers  and 
other  smalt  consumers  where  oil  is  our  strongest  competitor.  For  this 
purpose  I  am  desirous  of  obtaining  all  the  information  I  can,  bearing 
upon  the  subject.  As  it  is  not  so  much  a  question  of  collecting  the 
accounts  as  that  of  providing  interior  fittings  upon  which  I  wish  in¬ 
formation,  I  shall  be  glad  to  hear  of  any  plan  that  has  been  adopted 
elsewhere,  and  found  to  work  satisfactorily.  It  may  be  presumed  that 
under  our  Local  Act  we  possess  the  power  to  supply  gas-fittings  and 
carry  out  the  work  required  in  fitting  up  houses  ;  but  I  anticipate  a 
difficulty  in  arranging  with  the  owners  of  property.  An  agreement 
would  have  to  be  entered  into  between  the  parties  interested,  by  which 
the  owner  of  the  property  would  give  permission  to  the  Corporation  to 
fix  the  necessary  fittings,  and  also  provide  for  the  removal  of  the  same 
at  the  wish  of  either  party  to  the  agreement.  Upon  this  point  I 
consider  a  clear  understanding  should  exist.  It  would  therefore  be 
necessary  that  the  agreement  be  very  carefully  drawn  up  to  meet  the 
various  contingencies  likely  to  arise.  The  question  of  paying  a  small 
rental  for  the  hire  of  the  fittings  is  also  one  to  be  dealt  with.  This  I 
consider  should  be  sufficient  to  pay  the  interest  on  the  outlay  and  meet 
any  charge  which  may  occur  for  wear  and  tear  and  renewals. 

Any  information  on  the  above  question  will,  I  am  sure,  be  of  interest 
to  many  other  managers ;  as  it  is  by  adopting  this  or  some  similar  plan 
that  we  shall  be  able  to  compete  with  the  cheap  oils  now  so  generally  used 
by  occupiers  of  small  houses.  t  q  r 

Stratford-upon-Avon,  Oct.  6,  1888.  ^^'A^mer. 


THE  BOARD  OF  TRADE  RETURNS  FOR  1887.— THE  NEW 
REGULATIONS  AS  TO  GAS  COMPANIES’  CAPITAL. 

Sir, — I  shall  feel  much  obliged  if  you  will  kindly  permit  me  to  state 
in  the  Journal,  in  answer  to  numerous  correspondents,  that  the  above- 
mentioned  returns  are  not  yet  ready,  and  I  am  unable  to  say  when  they 
may  be  expected.  I  have,  however,  ordered  the  usual  number  of  copies ; 
and  immediately  they  are  delivered  to  me,  the  subscribers  to  the  Gas 
Companies’  Association  (or  anyone  else  at  the  same  time,  upon  giving 
me  due  notice)  may  rely  upon  receiving  copies. 

With  your  permission,  I  will  avail  myself  of  this  opportunity  to  state, 
for  the  information  of  those  Companies  who  contemplate  applying  to 
Parliament  in  the  ensuing  session,  that  the  recent  regulation  of  requiring 
all  new  capital  to  be  sold  by  auction,  together  with  the  sliding  scale,  has 
introduced  many  irregularities  into  gas  legislation  which,  until  the  Gas- 
Works  Clauses  Act  is  altered  and  enlarged,  will  require  to  be  dealt  with 
in  the  Special  Acts.  I  have  prepared  a  paper  to  show  what  these  are, 
but  it  is  too  long  to  ask  you  to  insert  it,  at  this  late  hour,  in  to-morrow’s 
issue ;  so  I  will  trust  to  your  indulgence  for  next.  Livesey 

Gas  Companies’  Association,  Palace  Chambers, 

Westminster,  S.W.,  Oct.  8, 1888. 


PIPE  EXTRACTORS. 

Sir, — In  your  issue  of  Sept.  18  you  describe  a  “  New  Pipe  Extractor ;  ” 
but  as  we  have  had  for  a  number  of  years  a  system  of  pipe  extraction  in 
use  here  which  is  I  think  equal,  if  not  superior  to  that  there  described, 
your  readers  may  be  interested  in  hearing  of  it— more  especially  as  you 
speak  of  the  “  ordinary  process  of  cutting  out,”  which  I  had  previously 
supposed  somewhat  out  of  date.  As  for  the  appliance  described  in  your 
columns,  whilst  no  doubt  it  will  serve  its  purpose  well,  I  do  not  think  it 
will  be  quite  so  speedy  as  the  arrangement  we  use  ;  there  being  n  i  power 
to  drive  the  joint  off.  I  am  afraid  that  in  the  case  of  turned  and  bored 
joints,  with  a  recess  in  the  front  of  the  socket  filled  with  lead,  the  process 
will  be  slow,  as  the  force  required  to  drive  these  joints  is  so  great  that 
either  the  clip  will  slip  or  the  joint  will  not  give  way  at  all. 

Our  arrangement  consists  of  a  hydraulic  jack  working  against  a  clip 
fixed  on  the  pipe  close  to  the  shoulder  of  the  next  socket  to  the  one  to 
be  driven.  Against  this  clip  a  block  of  wood  is  laid  on  the  pipe,  to  make 
up  the  distance  between  the  clip  and  the  foot  of  the  hydraulic  jack.  The 
head  of  the  jack  works  against  the  socket  to  be  driven  off ;  a  half-inch 
packing  being  placed  under  it,  so  that  the  jack  will  not  force  the  lead 
off  with  the  socket.  We  are  accustomed  to  raise  and  lower  the  pipe  by 
the  block,  to  aid  in  loosening  the  joint ;  working  the  jack  while  the  pipe 
is  being  lowered.  If  the  joint  is  an  obstinate  one,  and  does  not  drive  off 
at  once  with  the  force  of  the  jack,  the  loose  end  of  the  pipe  is  raised  and 
lowered  several  times.  But,  contrary  to  the  method  described  in  your 
columns,  we  generally  loosen  the  lowering  screw  of  the  jack  when  raising 
the  pipe  ;  thus  allowing  the  upper  side  of  the  socket  to  slip  back  slightly, 
as  we  find  this  tends  to  loosen  the  lower  side  of  the  joint.  In  most  cases 
the  pipe  is  completely  drawn  at  the  first  or  second  attempt ;  but  some¬ 
times  the  whole  force  of  a  15-ton  jack  is  required  to  drive  off  a  12-inch 


pipe. 

In  any  case,  however,  the  taking  out  of  mains  need  only  constitute  a 
small  fraction  of  the  work  when  a  large  main  has  to  be  laid  in  the  same 
trench.  But  if  it  is  done  by  the  process  of  cutting  out,  it  cannot  fail  to 
be  a  “  tedious  business,”  and  not  only  so  but  an  unworkmanlike  job 


when  done. 

Gas-Works,  Burnley,  Oct.  5,  1888. 


Jno.  P.  Leather. 


MODIFICATIONS  OF  HARCOURT’S  COLOUR  TEST. 

Sir, — I  have  no  wish  to  enter  into  a  lengthened  controversy  with 
Mr.  Hicks ;  but  there  are  one  or  two  points  in  his  letter  which  require  a 
little  notice. 

He  says  ;  “  Does  Mr.  Greville  really  think  that  an  unskilled  person 
can  more  easily  judge  the  colour  of  solutions  to  be  of  the  same  tint,  or 
discriminate  between  a  strong  contrast  such  as  a  red  and  blue  or  a 
colourless  liquid  and  a  bright  red  liquid?”  There  is,  of  course,  no 
doubt  whatever  that  the  latter  discrimination  is  the  easier  ;  but  this  is 
only  a  partial  statement  of  the  case.  What  I  really  do  think  is  that  the 
original  Harcoqrt  test,  taken  as  a  whole,  is  less  liable  to  error  in  the  hands 
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of  comparatively  unskilled  persons  than  the  more  essentially  chemical 
methods  advocated  by  Mr.  Hicks. 

With  regard  to  the  question  of  the  absorption  of  sulphuretted  hydrogen 
by  aqueous  solutions,  I  have  found,  as  a  result  of  several  experiments, 
that  a  very  appreciable  volume  of  gas  containing  sulphuretted  hydro^n 
has  to  be  passed  through  70  c.c.  of  distilled  water  before  a  stain  is  visible 
on  even  very  delicate  lead  paper  ;  the  error  being  apparently  the  greatest 
where  the  amount  of  sulphuretted  hydrogen  is  initially  the  highest. 
Mr  Hicks  seems  to  think  that  “novelty”  is  due  for  the  use  of  gas 
normal  solutions.”  If  he  wishes  to  claim  novelty  for  altering  the 
strength  of  a  test  solution  already  well-known  to  chemists,  I  suppose  he 

must  do  so.  j  i 

There  is  nothing  further  in  Mr.  Hicks’s  letter  calling  for  comment 
from  me,  except  that  I  regret  that  he  has  chosen  to  assume  that  my 
recent  criticisms  of  his  apparatus  are  due  to  the  fact  of  my  having 
myself  introduced  some  modifications  of  the  Harcourt  test.  I  can  only 
assure  Mr.  Hicks  that  personal  considerations  of  this  character  have  not 
exerted  the  least  influence  over  my  conduct.  Mr.  Hicks  writes,  when 
alluding  to  my  article:  “  He  says  in  effect  that  my  apparatus  does  not 
come  up  to  his  modification  of  Harcourt’s  colour  test.”  What  I  did  say 
was  that  I  did  not  regard  Mr.  Hicks’s  apparatus  as  a  modification  of  the 
Harcourt  colour  test ;  and  this  opinion  I  still  adhere  to.  Mr.  Hicks 
adds  :  “  This,  however,  is  only  a  matter  of  opinion  from  a  not  unpre¬ 
judiced  source,  which  each  reader  of  the  Jouenal  will  better  decide  for 
himself.”  I  entirely  assent  to  this  as  an  abstract  proposition  ;  for  it 
applies  equally  well  to  Mr.  Hicks  as  to  myself. _  The  whole_  discussion  is, 
of  course,  in  a  sense,  much  a  matter  of  opinion.  Mr.  Hicks  will  form 
his,  being  an  engineer  ;  I  have  formed  mine,  being  only  a  cheihist. 

H.  Leicester  Geeville. 

Commercial  Gas  Company,  Stepney,  Oct.  6,  1888. 


The  Oil  Lighting  at  Eeith. — The  oil  lighting  at  Erith  still  occa" 
sions  many  complaints.  Although  the  light  is  fairly  good,  one  may 
walk  about  the  district  when  the  lights  should  be  in  use,  and  find  many 
of  them  not  burning.  Messrs.  Hefries,  the  contractors,  contend  that  this 
is  caused  by  interference  with  the  lamps  ;  but  the  Lighting  Coinmittee 
will  not  admit  this  to  be  the  case,  and  attribute  the  non-illumination 
to  the  want  of  proper  organization  in  carrying  out  the  contract.  If  the 
lamps  are  in  future  found  unlighted  between  the  specified  hours,  the 
Board  intend  putting  in  force  the  penal  clauses  of  the  contract. 

The  Public  Lighting  op  Stroub. — At  the  meeting  of  the  Stroud  Local 
Board  last  Thursday,  a  letter  was  read  from  the  Stroud  Gas  Company,  in 
reply  to  one  from  the  Board  asking  for  a  reduction  in  the  charges  made 
for  lighting  public  lamps.  The  Company  consented  to  make  a  reduction 
of  3s.  a  year  on  the  ordinary  lamps,  but  stated  that  they  could  not  allow 
any  abatement  as  regards  the  Sugg  lamps.  If  the  lamps  lighted  at  present 
only  six  months,  at  a  charge  of  £2,  were  lighted  for  eight  months,  an 
extra  10s.  for  each  lamp  would  be  charged.  A  discussion  ensued ;  and 
it  was  ultimately  decided  to  light  all  the  lamps,  including  about  forty  to 
be  erected,  all  the  year  round  ;  the  increased  cost  being  stated  at  i.'40. 

The  Public  Lighting  of  Maidstone. — At  the  meeting  of  the  Maidstone 
Local  Board  last  Thursday,  Mr.  Barker  stated  that  great  complaints  had 
been  made  in  the  town  as  to  the  quality  of  the  gas,  and  the  high  price 
charged  by  the  Company  for  the  public  lighting.  Alderman  Doe  thought 
it  was  quite  time  the  Board  took  steps  to  see  whether  the  street-lamps 
were  supplied  with  gas  of  proper  illuminating  power.  For  some  time  past 
he  had  noticed  the  poor  light  afforded  by  the  lamps.  Inlcertain  thorough¬ 
fares  they  gave  such  a  dim  light  that  he  scarcely  saw  them.  He  contended 
that  as  the  Board  paid  a  large  sum  for  the  public  lighting,  they  ought  to 
have  the  work  done  properly.  It  was  resolved  that  a  Committee  should 
be  appointed  to  consider  the  matter. 

The  Glossop  Town  Council  and  the  Price  op  Gas. — At  a  meeting 
of  the  Lighting  Committee  of  the  Glossop  Town  Council  held  last  Wednes¬ 
day,  a  communication  was  read  from  the  Gas  Company  respecting  the 
gas  burned  by  five  special  lamps  for  the  past  six  years,  which  had  been 
supplied  gratuitously  to  the  Corporation,  and  was  considered  equal  to  a 
gift  of  i!60  per  annum.  The  Company  proposed  to  withdraw  from  this 
arrangement.  They  also  stated  their  intention  to  reduce  the  price  of  gas 
consumed  in  the  street-lamps  Id.  per  1000  feet,  and  2d.  per  1000  feet  for 
the  gas  used  in  the  Town  Hall  and  offices.  The  letter  was  discussed,  and 
it  was  decided  that  a  meter  should  be  attached  to  one  of  the  special  lamps, 
to  see  what  quantity  of  gas  was  burned. 

The  Northern  Coal  Trade. — There  is  decidedly  more  activity  in  the 
coal  trade  of  the  North,  and  the  tendency  is  towards  higher  prices,  whilst 
the  possibility  of  strikes  in  other  coal-fields  is  likely  to  bring  orders  here. 
For  steam  coal,  the  demand  is  better;  and  the  approach  of  the  closing 
of  some  of  the  Baltic  ports  makes  shippers  anxious  to  get  cargoes  away. 
In  the  gas  coal  trade  many  of  the  collieries  are  hampered  by  the  restric¬ 
tion  which  some  of  the  workmen  practise;  and  thus,  having  less  coal  to 
sell,  they  more  readly  obtain  the  higher  prices  they  have  asked  of  late. 
The  demand  for  gas  coal  is  still  improving,  and  must  be  expected  to  do  so 
for  some  two  months  yet;  but  the  export  demand  for  the  North  will  fall 
off  soon.  Manufacturing  coals  are  dearer  all  round.  The  activity  at  the 
shipbuildiug  yards  is  causing  a  larger  consumption  of  fuel,  and  it  is  also 
stimulating  the  production  of  iron,  which  is  one  of  the  largest  contributors 
to  the  prosperity  of  the  coal  trade.  Generally  speaking,  coal  in  the 
northern  district  promises  to  be  from  4d.  to  Is.  per  ton  dearer  for  next 
year’s  supplies. 

The  Price  of  Gas  in  the  Manchester  Out-Townships. — At  the  meeting 
of  the  Levenshulme  Local  Board  on  Monday  last  week,  the  Chairman 
(Mr.  J.  M.  Pollitt)  reported  that,  in  company  with  the  Clerk,  he  met 
the  representatives  of  the  various  Local  Boards  supplied  with  gas  by  the 
Manchester  Corporation.  From  figures  submitted,  it  appeared  that  the 
Corporation  were  making  a  very  large  profit.  So  far  as  the  out-town- 
ships  alone  were  concerned,  the  sum  charged  by  the  Gas  Committee  for 
the  gas  supplied  beyond  the  city,  including  street-lamps,  was  56103,775 ; 
and  of  this  it  was  estimated  that  no  less  a  sum  than  ^26,650  was  profit. 
Taking  the  city  and  suburbs  together,  it  appeared  that  after  allowing 
d633,623  for  depreciation  and  5629,832  for  interest,  there  remained  a  net 
profit  of  5676,240;  so  that  it  was  quite  clear  that  the  Corporation  had 
ample  funds  at  their  disposal  to  make  a  very  considerable  reduction  in 
the  price  charged.  The  opinion  of  the  meeting  seemed  to  be  that  unless 
the  Corporation  met  them  in  a  satisfactory  manner,  it  would  be  the  wisest 
policy  for  the  various  Local  Boards  to  make  their  own  gas,  singly  or  in 
groups,  according  to  position.  When  it  was  shown  that  a  town  like  Bury 
could  supply  gas  at  2s.  per  1000  cubic  feet  and  make  a  profit,  it  was  clear 
that  other  large  districts  around  Manchester  could  do  so  on  the  same  terms ; 
and  it  would  be  folly^to  go  on  paying  3s.  2d.  to  the  Corporation  if  gas  could 
be  produced  at  2s. 
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COMMERCIAL  GAS  COMPANY. 

The  Ordinary  Half-Yearly  Meeting  of  this  Company  was  held  last 
Friday,  at  the  Cannon  Street  Hotel. — Mr.  R.  Bradshaw  in  the  chair. 

The  Secretary  (Mr.  H.  D.  Ellis)  read  the  notice  convening  the  meeting  ; 
and  the  Directors’  report  and  the  statement  of  accounts, the  principal  por- 
tions  of  which  were  given  in  the  Journal  last  week  (p.  596),  were  taken 

as  read.  ,  .  ,  » ,  x 

The  Chairman  :  Gentlemen,  the  resolution  which  I  have  now  to  propose 
ig_“  That  the  report  and  accounts  be  read  and  adopted,  and  entered  on 
the  minutes.”  In  moving  this  resolution,  it  is  usual  to  make  a  fsw  re¬ 
marks  ;  but  I  am  compelled  to  ask  your  indulgence  to-day.  I  have  been 
suffering  from  illness  for  a  considerable  time— an  illness  which  prevented 
me  from  presiding  at  your  meeting  in  April  last— and  it  is  of  a  nature 
which  very  much  affects  my  breath,  and  consequently,  my  power  o 
speaking.  Although,  therefore,  it  has  never  been  my  custom  to  trouble 
you  at  any  great  length,  yet  to-day  you  must  excuse  me  if  I  am  even 
shorter  than  usual.  Happily,  there  is  nothing  for  me  to  say.  But  before 
dealing  with  the  report  and  accounts,  it  is  my  painful  duty  to  a^ounce 
the  death  of  our  colleague  Mr.  Griffith  Thomas,  who  was  lately  the  Deputy- 
Chairman  of  this  Company.  His  death  has  occurred  very  recently— since 
the  report  was  printed.  Mr.  Thomas,  as  probably  most  of  you  are  aware, 
was  connected  with  this  Company  from  its  early  stages— first,  as  a 
Solicitor,  and  subsequently  as  a  Director ;  and  hi^onnection  lasted 
those  early  stages  down  to  the  day  of  his  death.  He  was  the  last  one  left 
of  the  gentlemen  who  took  part  in  the  management  of  the  Company  in 
its  early  days.  Though  perhaps  of  late  years  he  has  not  taken  so  promi¬ 
nent  a  part,  yet,  in  days  gone  by,  he  rendered  very  great  and  valuable 
services  to  the  Company.  As  a  fact,  I  may  state  this— that  he  was  con¬ 
nected  with  the  Company  when  the  £5  shares  could  be  purchased  at  _2s.  bd. 
each.  He  lived  to  see  the  day  when  its  TlOO  stock  was  quoted  m  the 
market  at  .6281  10s.  I  am  sure  that  the  Directors  have  only  anticipated 
your  wish  in  passing,  as  they  have  done,  a  resolution,  recording  their 
appreciation  of  the  services  rendered  by  Mr.  Thomas,  and  expreswng  their 
deep  sympathy  with  the  members  of  his  family  in  the  loss  they  have  sus¬ 
tained.  I  have  now  the  pleasure  of  announcing  to  you  that  your  Directors 
have  elected  as  the  Deputy-Chairman  of  the  Company  my  friend  Mr. 
Ratcliff  (cheers).  This  is  an  appointment  I  felt  sure  would  meet  with  your 
most  cordial  approval.  In  turning  to  the  report  and  accounts,  I  think  i 
may  venture  to  say  that  the  latter  are  very  satisfactory.  I  think  1  ™ay 
say  that  they  are  more  satisfactory  than  any  accounts  ever  presented 
before.  I  think  if  you  will  refer  to  the  accounts,  and  compare  them 
with  those  of  the  corresponding  period  of  1887,  you  will  find  that 
every  item  of  importance  in  the  revenue  account  shows  a  gratitying 
increase;  while,  on  the  other  hand,  every  item  of  importance  in 
the  expenditure  shows  a  gratifying  decrease.  You  will  see  that  the  gas 
sold  amounted  to  918,668,000  cubic  feet,  against  878,810,000  feet--an 
increase  of  39,858,000  feet,  or  something  in  excess  of  ^4  per  cent  Ihere 
were  1017  tons  more  coals  carbonized  ;  the  figures  being  96,080  tons  m  the 
one  half  year  and  95,063  tons  in  the  other.  The  ga8-rental--the  most 
important  item  in  the  accounts,  perhaps— produced  ^116, 947,  against 
^112,176  ;  being  an  increase  of  £4771.  Stove  and  meter  rptal  showed  an 
advance  of  £96,  while  residuals  realized  £37,523,  as  against  £3^533— an 
increase  of  £2989,  to  which  coke  contributed  £1589;  breeze,  £62;  tar, 
£1026;  and  sulphate  and  ammoniacal  liquor,  £311.  You  see,  therefore, 
this  most  gratifying  feature-that  there  is  an  increase  in  every  item 
mentioned ;  the  gas-meter  rental  and  every  one  of  the  residuals  showing  an 
increase.  The  miscellaneous  receipts  exhibit  a  small  falling  off  oj  ±lbO, 
but  the  result  is  that  in  the  total  receipts  there  is  an  '.“crease  of  £7754- 
the  figures  being  £157,308  in  the  present  half  year,  against  £149,553  m  the 
corresponding  period  of  the  previous  year  On  ‘be  other  side  of  the 
accounts,  we  find  that  the  coals  cost  us  £57,694,  against  £59^009  a  saving 
of  £1315,  notwithstanding  the  larger  quantity  carbonized.  It  follows 
from  this  that  the  greater  quantity  cost  less  than  the  smalkr 
quantity.  I  think  the  saving  works  out  to  between  4d.  and  5d. 
a  ton-nearly  5d.  The  other  items  in  the  manufacture  of  gas  were 
pretty  much  the  same  as  last  time;  there  being  a  small  saving 
of  £208  The  other  items  are  very  much  the  same.  Distribution  ot  gas 
cost  £241  more  ;  owing,  no  doubt  to  the  larger  quantity  distribu  ted  I  am 
sorry  to  say  that  the  bad  debts  showed  an  increase  of  £191.  I  thinlt  we 
are  4rved  by  a  very  efficient  staff  of  collectors,  to  whom  we  hold  out 
every  inducement  to  get  in  the  accounts.  Probably,  some  of  the  increase 
in  this  item  is  due  to  the  bad  times  we  are  passing  through,  which  wa 
have  had  occasion  to  refer  to  in  past  half  years  ;  but  in  regard  to  which  I 
think  there  are  some  signs  of  amendment.  _  You  will,  I  think,  be  glad  to 
hear  that  the  law  costs  were  £30  less ;  and  in  the  item  of  superanrmation, 
we  saved  £125.  The  general  result  is  this— that  the  receipts  show  an 
increase  of  £7755  ;  and  the  expenditure  a  decrease  of  £1403. 
these  two  sums  together  they  amount  to  £9158,  which  represents  the 
increase  of  net  profit  in  the  past  half  year  over  ^d  above  the  net 
profit  made  in  the  corresponding  period  of  Ids’?.  The  T4e®*^io“ 
arises,  having  earned  this  £52,166,  what  shall  we  do  with  it  ?  We 
recommend  tL  payment  of  a  dividend  of  13|  per  9ent  on  the  and 
of  lOi  per  cent,  on  the  new  stock— the  highest  dividends  we  have  ever 
asked  you  to  accept.  The  payment  of  these  dividends  will  absorb 
£44  800;  and  the  debenture  stock  interest  being  also  paid,  there  is  a 
surplus  left  to  be  carried  forward.  That  surplus,  being  added  to  the 
balance  brought  forward  from  previous  half  years,  we  have  £49,765  to 
commence  the  present  half  year,  if  you  agree  to  the  payment  of  the 
dividends  which  the  Directors  recommend.  „  -  , . 

The  Deputy-Chairm.an  (Mr.  T.  W.  Ratcliff)  seconded  the  motion.  _ 

Mr.  Thornton  asked  whether  the  accounts  could  not  be  presented  in 
such  a  way  as  to  show  the  shareholders  not  only  the  results  of  the  Mf- 
year’s  working  to  which  they  related,  but  also  the  figures  of  the  corres¬ 
ponding  period  of  the  previous  year.  It  would  be  a  convenience  to  the 
shareholders  to  be  able  to  compare  the  results  of  the  two  periods. 

The  Chairman  :  The  accounts  are  in  the  statutory  form.  I  do  not  know 
whether  we  have  any  right  to  do  what  you  suggest.  I  know  t^at  they 
do  it  in  some  other  gas  companies  and  in  railway  companies.  I  “O  “ot 
know  that  there  would  be  any  objection  to  it  ;  but  if  you  had  all  informa¬ 
tion  given  to  you,  you  would  leave  me  nothing  to  say.  (Laughter.) 

The  motion  was  carried  unanimously.  -  ,  i-v>q 

On  the  motion  of  the  Chairman,  seconded  by  the  Deputy-Chairman,  the 

dividends  recommended  were  agreed  to.  it 

Mr  Coleman,  on  the  part  of  the  shareholders  and  himself,  congratulated 
the  Directors  on  the  results  of  the  half-year’s  working,  and  joined  with 
the  Chairman  in  the  sympathetic  expressions  he  bad  used  in  ^ference  to 
the  loss  which  the  Company  had  sustamed  by  the 

Thomas  It  had  been  said  that  no  good  could  come  out  of  the  East-Lna 
of  London ;  but  what  they  had  heard  to-day  proved  that  the  contrary  was 
the  case.  He  was  sure  that  they  all  approved  of  the  appointment  as 
Deputy-Chairman  of  their  excellent  friend  Mr,  Ratcliff— a  gentleman  he 


038 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [Oct.  9, 1888. 


had  known  throughout  a  long  life  connected  with  the  East-End.  In  con¬ 
clusion,  he  proposed  a  vote  of  thanks  to  the  Chairman  and  Directors. 

Mr.  Cecil  seconded  the  motion,  which  was  unanimously  adopted. 

The  Ch.ukman  :  I  beg  to  thank  you,  on  my  own  behalf  and  on  behalf  of 
my  colleagues,  for  this  handsome  vote  of  thanks  which  you  have  just  pro¬ 
posed.  I  gather  from  what  my  friend  Mr.  Coleman  says  that  he  and  the 
rest  of  the  shareholders  are  very  pleased  by  the  report  we  present.  I  need 
not  say  it  is  gratifying  to  us  to  be  able  to  present  such  a  report.  I  trust 
that  myself  and  colleagues  may  be  spared  for  many  half  years  to  meet  you ; 
and  I  also  hope  that  the  accounts  may  not  be  less  satisfactory  than  they 
have  been  to-day. 

Mr.  Ennis  referred  to  the  handsome  dividends  which  had  been  declared, 
and  observed  that  it  was  supposed  generally,  that  with  such  a  dividend 
affairs  were  easily  managed.  Those,  however,  who  were  behind  tlie 
scenes  in  a  measure,  and  who  knew  something  of  the  internal  working, 
knew  that  a  great  undertaking  like  the  Commercial  Gas  Company,  really 
wanted  watching  in  every  sense.  He  proposed  a  vote  of  thanks  to  the 
officers  for  their  services  in  the  half  year. 

Mr.  Gould  seconded  the  motion. 

The  Ch.ukman  :  I  have  very  much  pleasure  in  “  thirding  ”  the  motion  ” 
and  no  one  knows  better  than  the  Board  that  your  officers  thoroughly 
deserve  this  vote  of  thanks.  Of  course,  we,  as  Directors,  do  the  best  we 
can  for  you  ;  but  we  have  to  rely  on  our  officers.  I  think  I  may  say  that 
no  Company  is  better  served  by  its  officers  than  the  Commercial  Gas 
Company.  Our  Engineer  has  just  returned  from  America.  I  do  not 
know  whether  he  has  anything  of  interest  to  tell  you. 

The  motion  was  heartily  agreed  to. 

The  Engineek  (Mr.  H.  E.  .Tones,  M.  Inst.  C.E.) :  I  was  about  to  say 
that  perhaps  I  never  deserved  this  vote  so  little  as  at  the  present 
moment;  for  I  am  only  just  back  from  a  most  charming  holiday  of  a 
month’s  duration,  for  which  I  am  indebted  to  the  kind  indulgence  of  the 
Directors,  and  which  gave  me  an  opportunity  I  have  been  looking  for¬ 
ward  to  nearly  all  my  life  to  visit  the  great  continent  of  America.  I  have 
derived  a  great  deal  of  personal  pleasure  from  this  visit ;  although  I  had 
to  encounter  in  mid-ocean  an  equinoctial  gate,  which  shortened  my  life 
by  at  least  two  days  ;  for  I  got  nothing  in  those  two  days  but  a  great  deal 
of  tumbling  about.  I  saw  a  few  things  in  America  which  I  am  sure 
concern  you  all;  and  therefore,  at  the  risk  of  boring  yon,  I  would 
like  to  say  a  few  words  on  matters  which  apply  to  the  special  industry 
in  which  we  are  all  concerned,  I  saw,  in  some  of  the  remotest  parts,  away 
from  the  seaboard  and  the  chief  towns,  like  Boston  and  New  York,  not 
cities,  but  villages  lighted  by  the  electric  light ;  and  I  saw  at  the  same 
time  in  those  villages  a  tremendous  combustion  of  gas,  and  a  considerable 
amount  of  oil  being  burned.  I  put  myself  in  communication  with  the 
leading  spirits  connected  with  the  supply  of  gas  there ;  and  I  found  that 
all  these  three  industries  are  going  forward  together ;  and  in  the  case  of 
the  most  important  gas-works  I  visited,  their  increase  in  the  past  year 
had  been  not  less  than  20  per  cent.  At  the  same  time  they  admitted  that 
there  was  a  field  for  electricity;  and  one  of  its  functions  was  to  so  in¬ 
toxicate  people  with  the  luxury  of  light  that  they  went  straight  off  to  the 
gas  company  and  doubled  their  supply  of  gas.  I  came  across  another 
matter,  on  which  I  do  not  feel  at  liberty  to  dilate ;  but  I  do  think  my 
holiday  will  not  be  spent  to  your  disadvantage.  I  came  upon  a  process  for 
the  rapid  development  of  gas  of  a  high  quality,  which,  as  far  as  I  can  see 
at  present,  will  most  probably  be  of  use  even  to  an  English  Gas  Company. 
It  has  to  do  with  the  ever-abounding  and  increasing  supply  of  natural  oil 
which  is  rising  now  in  Russia  as  well  as  in  America,  and  which  tends  now 
to  alter  very  much  the  relations  of  the  supply  of  light  or  the  sale  of  any 
illuminating  agents.  I  will  not,  however,  go  further  now  than  to  say  that 
I  see  a  means  of  adapting  the  cheap  supply  of  oil  which  is  coming  very 
much  to  the  front  to  the  use  and  service  of  gas  making. 

The  Secret.ary  also  returned  thanks  for  the  vote ;  and  the  proceedings 
then  terminated. 


ALLIANCE  AND  DUBLIN  CONSUMEES’  GAS  COMPANY. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  on  Saturday, 
the  29th  ult.— Mr.  E.  Fottrell,  J.P.,  in  the  chair. 

The  Secretary  (Mr.  W.  F.  Cotton)  having  read  the  notice  convening 
the  meeting,  the  report  of  the  Directors,  an  abstract  of  which  was  given 
in  the  Journal  last  week,  was  taken  as  read. 

The  Chairman  said  the  report  and  statement  of  accounts  now  presented 
compared  very  favourably  with  those  for  the  corresponding  period  of  last 
year.  The  shareholders  would  find  in  the  accounts  the  exact  figures  for 
each  department  of  the  works;  and  therefore  it  would  be  unnecessary  for 
him  to  go  over  them.  He  would,  however,  call  their  attention  to  the  fact 
that  there  had  been  an  increase  in  the  quantity  of  gas  supplied,  which  was 
extremely  satisfactory.  Since  the  last  half  year,  there  had  been  an  increase  of 
183  in  the  number  of  their  customers.  This  caused  him  very  great  pleasure, 
because  it  showed  that,  notwithstanding  the  opposition  that  might  possibly 
be  given  to  them,  the  public  were  pleased  with  the  gas.  As  the  share¬ 
holders  knew,  the  Directors  had  in  certain  cases  for  some  time  allowed  a 
discount  to  consumers  using  gas  for  other  than  illuminating  purposes 
—that  was  to  say,  for  gas-engines  and  for  cooking.  They  had  now  come 
to  the  conclusion  that  in  all  cases  where  gas  was  being  employed  for  these 
outside  purposes,  they  would  grant  a  reduction  of  10  per  cent.  He  believed 
that  the  adoption  of  this  course  would  be  the  means  of  encouraging  people 
to  use  gas;  and,  no  doubt,  the  Company  would  reap  a  benefit  from  it 
during  the  current  half  year.  With  regard  to  the  residual  products,  it 
was  a  matter  for  congratulation  that  to  a  certain  extent  there  was 
an  increase  in  the  sale  of  tar  and  ammoniacal  liquor,  which  was,  he 
thought,  a  sign  of  a  slight  revival  of  trade.  The  principle  on  which 
they  had  sold  the  residual  products  was  that  of  the  sliding  scale ;  so 
that  whenever  an  improvement  took  place  in  trade  which  enhanced 
the  value  of  these  materials,  the  Company  obtained  an  advance  in 
the  prices  in  proportion  to  that  enhanced  value.  The  sale  of  coke 
i^d  not  been  so  satisfactory.  The  demand  was  greater  in  other  places 
than  m  Dublin;  and  although  they  had  an  inquiry  for  it  from  localities 
outside  Dublin,  they  found  it  extremely  difficult  to  get  a  freight  that 
would  enable  them  to  deliver  it.  With  this  exception,  everything  had 
gone  with  the  Company  to  their  entire  satisfaction.  The  shareholders 
were  aware  that  they  were  now  in  the  quarter  for  the  reduction  of  the 
price  of  gas  to  3s.  4d.  per  1000  cubic  feet.  He  had  no  doubt  that  the 
reduction  of  2d.  would  cause  an  increase  in  the  consumption  of  gas,  and 
would  yield  a  beneficial  result.  He  should  also  call  their  attention  to  this— 
that  in  the  coming  half  year  they  would  have  the  advantage  of  the  entire 
interest  of  the  reserve  fund  to  add  to  the  profit  and  loss  account,  which 
would  be  in  accordance  with  the  Act  of  Parliament.  He  might  add  that 
the  works  were  in  a  very  satisfactory  state.  There  was  one  thing  he 
would  allude  to  which  he  would  rather  have  passed  over  in  silence;  but 
it  was  necessary,  in  order  to  keep  themselves  straight,  that  he  should 
refer  to  the  correspondence  tliat  had  passed,  and  to  the  debates  that  had 
taken  place  at  the  Corporation  meetings.  As  early  as  April  last  some 
speeches  were  made  there  of  a  character  which  would  certainly  seem  to 
be  an  attempt  to  place  the  Directors  of  the  Company  in  an  unfair  light — 
in  fact,  they  were  accused  of  charging  for  more  gas  than  they  delivered. 


That  was  a  serious  accusation.  They  at  once  contradicted  it  through  a 
private  letter  from  their  Secretary,  and  not  through  the  press ;  and  the 
reply  they  received  was  to  a  certain  extent  an  apology,  and  a  statement 
that  the  assertions  made  were  not  borne  out.  But  the  charge  had  been 
repeated  again  and  again  ;  and,  in  fact,  it  had  come  to  this — that  it  had 
been  so  often  repeated  that  they  were  bound  to  notice  it.  In  looking  over 
the  reports  of  what  had  taken  place  at  the  Corporation,  he  found  that  a 
Committee  had  been  appointed  to  inspect  the  lighting  of  other  cities,  and 
that  this  Committee  had  reported  that  Dublin  needed  improvement,  as  its 
lighting  compared  unfavourably  with  other  places.  He  wished  to  point  out 
that  in  the  towns  which  were  compared  with  Dublin  there  were  gas-lamps 
at  every  50  yards.  This,  of  course,  gave  a  greater  quantity  of  light ;  but  the 
illuminating  power  of  the  Dublin  lamps  was  quite  as  good.  The  Committee 
of  the  Corporation  stated  in  their  report :  “We  feel  bound  to  observe  that  our 
city  has  need  of  improvement  in  this  respect;  the  public  lamps  having  the 
appearance  of  not  being  properly  maintained,  notwithstanding  the  heavy 
cost  incurred.”  He  did  not  know  what  the  Committee  meant  by  speaking 
of  the  “  heavy  cost  incurred.”  Gas  was  supplied  to  the  Corporation  on 
the  same  terms  as  to  private  customers — they  were  charged  exactly  for 
the  quantity  of  gas  they  consumed,  and  they  themselves  fixed  the  hours 
for  lighting  the  lamps.  The  lamps  were  the  property  of  the  Company  ; 
and  they  were  kept  up  at  about  half  the  cost  the  Corporation  would  have 
to  pay  for  maintaining  them.  The  Company  supplied  all  the  plant  free; 
and  the  Corporation  were  charged  merely  for  the  repairs  and  painting. 
It  was  very  unpleasant  for  him  to  have  to  refer  to  these  things.  The  Com¬ 
pany  had  been  long  maligned ;  and  they  were  determined  to  put  an  end  to 
these  disputes  between  themselves  and  the  Corporation.  They  had  tried 
by  interviews  and  by  letters  to  bring  about  a  settlement,  but  had  failed. 
They  had  therefore  come  to  the  conclusion  that  they  would  alter  the 
system  of  charging  the  Corporation  for  gas.  They  would  give  up  the 
meter  system,  as  the  Corporation  would  not  carry  it  out.  The  Company 
were  allowed  by  Act  of  Parliament  to  make  a  contract  for  the  lighting  of 
the  city.  They  had  previously  had  such  a  contract ;  and  they  should  go 
hack  to  it  again,  for  they  saw  nothing  else  in  order  to  avoid  the  repetition 
of  these  troubles  and  annoyances  with  the  Corporation.  They  should 
adopt  this  course  in  self-defence.  If  they  did  not  come  to  proper  terms 
with  the  Corporation,  the  Act  of  Parliament  gave  the  Corporation  the 
privilege  of  going  before  arbitrators,  and  having  the  matter  settled.  But 
the  Directors  were  determined  to  go  back  to  the  old  system.  They  would 
do  this  to  avoid  the  conflicts  that  were  going  on,  and  which,  instead  of 
decreasing,  were  increasing.  He  would  not  say  any  more  on  the  matter, 
for  fear  he  might  say  too  much.  He  believed  there  had  been  some  other 
interest  at  the  bottom  of  what  had  been  done.  By  the  time  they  met 
again,  the  system  of  their  dealings  with  the  Corporation  would  be  changed. 
He  concluded  by  moving  the  adoption  of  the  report  and  accounts. 

Mr.  C.  Lalor  seconded  the  motion. 

Mr.  T.  J.  Cotton  (the  Corporation  Lighting  Inspector)  said  he  would 
rather  the  task  of  answering  the  Chairman  had  fallen  to  a  more  suitable 
person  than  an  officer  of  the  Corporation.  The  Chairman  had  referred  to 
the  members  of  the  Corporation  ;  but  he  regretted  that  these  gentlemen 
occupied  the  position  of  buyer  and  seller,  and  therefore  were  unable  to 
answer  him.  This  was  an  anomalous  position  for  any  member  of  the  Cor¬ 
poration  to  be  placed  in  ;  but  so  it  always  would  be  as  long  as  the  law 
stood  as  at  present.  Some  of  the  observations  of  the  Chairman  were 
incorrect ;  and  he  questioned  the  good  taste  of  introducing  at  all  matters 
which  were  at  present  in  dispute  with  the  Corporation.  It  was  perfectly 
well  known  that  a  large  section  of  the  Corporation  were  of  opinion  that  the 
present  state  of  things  in  the  Gas  Department  must  cease — that  it  was  not 
free  and  independent.  The  Chairman  had  referred  to  circumstances  that 
occurred  several  mouths  ago,  when  an  imputation  was  made  against  the 
Company.  This  was  an  imputation  with  which  he  never  agreed,  and  did 
not  agree  up  to  the  present  time.  The  Chairman  omitted  to  mention  that 
the  Corporation  had  called  for  an  impartial  inquiry,  and  asked  for  permis¬ 
sion  to  test  the  regulating  apparatus.  How  did  the  Company  meet 
them  ?  The  Corporation  asked  for  permission  to  test  200  or  300  gover¬ 
nors,  which  would  occupy  a  week  or  more.  The  Company,  however, 
said  that  the  Corporation  should  do  nothing  of  the  sort — that  if  the 
governors  were  tested  at  all,  the  whole  of  them  should  be  tested,  which 
would  take  three  or  four  months  to  do.  If  the  Company  were  anxious  for 
an  impartial  inquiry,  why  did  they  not  allow  what  the  Corporation 
asked  for?  The  position  at  the  present  time  was  that  the  lamps  were 
the  property  of  the  Company,  and  not  of  the  Corporation ;  and  the  Com¬ 
pany  said  the  Corporation  had  no  right  to  touch  them  or  to  examine  the 
apparatus  by  which  the  gas  was  measured.  This,  he  maintained,  w'as  most 
unreasonable.  Again,  though  the  price  of  gas  was  reduced,  the  Corpora- 
ion  had  to  pay  about  20  per  cent.  •  more  than  they  had  to  do  ten 
years  ago.  The  Corporation  were  simply  doing  their  duty  in 
calling  attention  to  these  facts ;  and  the  Company,  instead  of 
meeting  them  as  commercial  men,  met  them  with  skilful  reports  and 
artfully  concocted  letters.  Let  them  meet  like  business  men.  He  did  not 
mean  to  make  any  charge  against  the  gentlemen  of  the  Board.  He  did 
not  think  the  Board  would  take  any  unfair  advantage  of  the  public  or  of 
the  Corporation  which  represented  the  public;  but  he  would  say  this — 
that  the  officers  of  the  Company  did  not  treat  the  Corporation  like  busi¬ 
ness  men.  A  large  section  of  the  Corporation  at  present  held  the  opinion 
that  the  officers  of  the  Company  regarded  the  Corporation  as  a  great 
milch  cow.  This  must  be  stopped.  They  should  measure  the  gas  cor¬ 
rectly,  so  that  they  would  not  force  the  Corporation  to  take  more  than  they 
wanted;  and  if  their  officers  tried  to  make  them  take  more,  they  would  do 
nothing  of  the  sort. 

Mr.  W.  Spillane  said  the  Chairman  had  omitted  to  say  anything  about 
the  question  of  the  coal  contract.  It  was  decided  at  the  last  meeting  that 
the  coals  should  be  bought  in  the  open  market. 

The  Chairman  acknowledged  this  was  an  omission  on  his  part.  He  said 
the  coals  had  been  advertised  and  contracted  for. 

Mr.  Spillane  said  he  was  aware  that  the  coals  were  advertised  for  ;  but 
what  he  wanted  to  know  was  the  terms  of  the  contract. 

The  Chairman  said  he  could  not  give  any  information  as  to  the  terms 
of  the  contract.  He  did  not  think  any  mercantile  company  should  be 
called  upon  to  disclose  such  a  matter ;  and  he  would  not  do  so.  He  might 
say  that  the  cost  of  soft  coal  was  12s.  lOd.,  and  of  cannel  coal  15s.  6d.  per 
ton. 

Mr.  Spillane  said  he  was  quite  aware  of  the  prices  paid  at  present ; 
but  what  he  wanted  to  know  was  what  would  be  paid  for  coals  under  the 
terms  of  the  contract  which  would  come  into  operation  in  October.  A 
substantial  reduction  was  to  be  made  in  the  price  of  gas — to  which  he  did 
not  object,  as  it  might  be  very  wise  economy  to  sell  it  as  cheap  as  pos¬ 
sible  ;  but  if  they  were  to  continue  to  keep  up  the  dividend  they  must 
have  a  considerable  reduction  in  the  cost  of  coal.  The  reduction  of  2d. 
per  1000  cubic  feet  of  gas  must  be  made  up  for  in  some  other  quarter ; 
and  it  would  amount  to  no  less  than  ^4000  or  ^5000  in  the  six  months. 
He  considered  12s.  lOd.  per  ton  an  enormous  price  for  soft  coal  in  Dublin. 
Only  ten  days  had  been  allowed  for  tendering  for  the  supply  of  300,000  tons 
of  coal ;  and  this  was  not  nearly  sufficient.  In  fact,  he  had  been  told  by 
several  English  gentlemen  that  they  had  not  had  an  opportunity  of  sending 
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in  tenders.  This  he  regarded  as  a  grave  error  of  judgment  on  the  part 
of  the  Directors. 

Mr.  Coffey  contended  that  the  matter  of  the  coal  contracts  was  one  on 
which  the  Directors  surely  ought  to  be  allowed  to  use  their  own  judg¬ 
ment  ;  and  he,  for  one,  was  confident  they  exercised  it  in  the  interest  of 
the  shareholders.  ,  .  ^  i  ^ 

Mr.  Milo  Burke  remarked  that  Mr.  Spillane  no  doubt  took  great 
interest  in  the  Company’s  coal  contracts ;  but  he  questioned  whether  his 

speech  would  do  any  good.  nr  c  -i 

Mr.  Gunn  said  thsy  had  had  all  this  inatter  of  tho  coal  from  Mr.  bpil- 
lane  at  the  last  meeting,  when  he  read  the  Directors  a  lecture  which  he 
(Mr.  Gunn)  did  not  know  whether  they  deserved  or  not.  Although  Mr. 
Spillane  was  very  severe,  and  told  them  a  great  deal  about  what 
ought  to  do,  he  was  very  reticent  as  to  his  own  transactions  in  another 
place.  It  would  be  very  interesting  to  know  the  figure  at  which  he  suc¬ 
ceeded  in  getting  coal  in  Limerick.  If  he  would  fupnish  more  details  as 
to  how  he  bought  coal  there — if  he  showed  that  he  bought  it  considerably 
cheaper  in  Limerick,  considering  the  greater  cost  of  carriage,  than  it  was 
obtained  in  Dublin,  and  disclose  the  name  of  the  merchants  from  whom 
he  bought  it— then  he  would  be  giving  some  good  advice.  But  to  say 
that  12s.  lOd.  per  ton  was  too  much  was  not  the  proper  way  to  treat  the 
matter.  He  (Mr.  Gunn)  confessed  that  he  did  not  know  whether 
12s.  lOd.  was  too  little  or  too  much  ;  but  if  Mr.  Spillane  or  anyone  else 
told  them  he  boufjht  coal  at  11s.  lOd.  per  ton,  then  he  thought  they  would 
have  reason  to  complain  of  the  manner  in  which  their  business  was  being 
carried  on.  In  the  absence  of  any  such  statement,  the  shareholders  must 
assume  that  the  Directors  were  doing  the  very  best  for  the  Company,  and 
that  they  were  purchasing  the  coal  at  the  lowest  possible  price.  With  re¬ 
gard  to  the  observations  of  Mr.  Cotton,  he  did  not  think  that  was  a  place 
for  having  a  dispute  of  the  sort.  He  denied  Mr.  Cotton’s  right  as  a  share¬ 
holder  to  ventilate  at  that  meeting  the  opinions  he  held  as  an  officer  of  the 
Corporation.  He  had  stated  that  the  Corporation  had  been  made  to  use 
more  gas  than  they  wanted  j  but  the  shareholders  had  also  heard  the 
statement  of  the  Chairman,  that  the  Corporation  had  the  power  of  turning 
on  and  shutting  off  the  gas  themselves.  He  (Mr.  Gunn)  thought  they 
shut  it  off  too  early.  The  fault  rested  with  the  Corporation.  They  ought 
to  treat  the  public  better,  and  keep  the  streets  lighted  longer.  Surely 
the  capital  of  Ireland  had  a  right  to  be  as  well  lighted  as  Manchester  or 
any  other  large  town  in  England.  He  noticed  that  the  Chairman  had 
said,  with  regard  to  the  gas  contract,  that  the  Corporation  could  have^the 
terms  settled  by  arbitration.  He  hoped  that  the  contract  entered  into 
by  that  means  would  be  of  a  satisfactory  character. 

The  Chairman  said  it  was,  perhaps,  only  right  to  set  Mr.  Spillane’s  mind 
at  rest.  He  had  great  pleasure  in  assuring  him  that  the  price  for  coals 
under  the  contract  w’ould  be  less — he  would  say  considerably  less  than 
they  were  now  paying  ;  and,  therefore,  without  venturing  to  prophesy,  he 
might  say  there  need  be  no  apprehension  as  to  the  dividends  being 
reduced.  .,  ,, 

Mr.  T.  .1.  Cotton,  referring  to  the  remarks  of  Mr.  Gunn,  said  that, 
attending  there  as  a  shareholder,  he  wished  to  be  in  harmony  with  the 
meeting;  but,  on  hearing  what  the  Chairman  said  about  the  Corporation, 
he  thought  he  had  a  right  to  reply  to  him. 

The  Chairman  said  with  regard  to  Mr.  Cotton’s  _  remarks  as  to  the 
Corporation’s  gas  contract,  he  thought  it  was  not  the  time  for  a  discussion 
of  that  sort.  There  had  been  a  great  deal  of  correspondence  carried  on, 
and  personal  rancour  displayed  in  the  matter  ;  and  the  Board  had  come 
to  a  resolution  to  alter  the  system.  If  the  Corporation  then  considered 
they  were  asked  too  much,  the  proper  course  would  be  to  go  to  arbi¬ 
tration. 

Mr.  T.  J.  Cotton  said  the  Company  had  no  power  to  alter  the  system. 

Mr.  Spillane  remarked  that  if  there  was  any  desire  to  hear  the  name 
of  a  place  where  the  coals  would  be  obtained  cheaper,  he  could  give  it. 

Mr.  Clay  said  this  was  not  the  question.  The  question  was  what  Mr. 
Spillane  was  paying  in  his  own  case. 

The  Chairman  said  he  knew  a  good  deal  about  other  gas  undertakings 
as  well  as  their  own  ;  and  he  was  sure  their  contract  for  coals  bore  com¬ 
parison  with  that  of  any  other  company,  considering  the  position  they 
were  in.  He  defied  anyone  to  assert  to  the  contrary. 

Mr.  Spillane  :  I  say  that  Cork  is  buying  coal  at  11s.  per  ton. 

The  motion  was  then  put,  and  carried  unanimously. 

On  the  motion  of  the  Ch.urman,  seconded  hy  Mr.  Alderman  Winst-anley, 
it  was  resolved  that  thedividends  recommended — lOi  per  cent,  per  annum 
on  the  old  shares,  and  7J  per  cent,  per  annum  on  the  new— be  declared. 

A  cordial  vote  of  thanks  having  been  accorded  to  the  Chairman  for  pre¬ 
siding,  and  for  his  labours  on  behalf  of  the  Company, 

Mr.  Claffey  proposed  a  similar  vote  to  the  officers ;  remarking  that  they 
were  very  efficient,  and  did  all  they  could  for  the  benefit  of  the  share¬ 
holders. 

Mr.  Coffey  seconded  the  proposition,  which  was  carried. 

Mr.  W.  F.  Cotton  having  briefly  returned  thanks,  the  proceedings 
terminated.  _ 

SHEFFIELD  UNITED  GAS  COMPANY. 

The  Ordinary  Half-Yearly  General  Meeting  of  this  Company  was  held 
on  Monday  last  week — Sir  F.  T.  Mappin,  Bart.,  M.P.,  in  the  chair. 

The  L.aw  Clerk  (Mr.  W.  Wake)  having  read  the  notice  convening  the 
meeting,  the  report  of  the  Directors,  with  the  accounts  for  the  six  months 
ending  June  30  last,  an  abstract  of  which  appeared  in  the  Journal  for  the 
18th  ult.,  was  presented. 

The  Chairman  moved — “That  the  Directors’  report  be  approved  and 
entered  on  the  Company’s  minutes,  and  that  a  copy  of  the  resolutions  of 
this  meeting  be  sent  to  each  shareholder.”  In  doing  so,  he  remarked  that 
the  shareholders  would  see  that  the  report  was  a  good  one,  and  as  satis¬ 
factory  to  them  as  it  was  to  the  Directors.  They  could  not  complain  if 
they  paid  a  dividend  at  the  rate  of  10  per  cent,  per  annum  for  the  half 
year,  and  had  a  surplus  balance  of  1(4029.  They  had  placed  £2895  lls.  7d. 
to  the  reserve  fund  (which  was  all  they  had  power  to  put  there),  and 
the  balance  had  been  carried  to  the  credit  of  the  present  half  year ;  and 
therefore  he  was  justified  in  saying  that  the  report  and  accounts  must  he 
satisfactory  to  them  all.  He  predicted  on  a  former  occasion  that  the 
Company  would  soon  be  in  a  better  position  than  it  was  at  that  time; 
and  this  prediction  had  been  verified.  For  the  first  half  of  1887  they  were 
able  to  add  £1908  to  the  reserve  fund;  and  for  the  second  half,  £1066. 
For  the  past  six  months  they  were  able  to  complete  that  fund,  and 
to  carry  forward  a  balance.  The  extension  in  the  consumption  of  gas 
continued  in  the  district  pretty  much  the  same  as  it  had  done  for 
some  years.  During  the  past  half  year  the  Company  had  received  £3037 
more  for  gas  than  in  the  corresponding  period  of  last  year.  Then 
meter  and  stove  rents  had  been  £167  more ;  and  in  the  receipts 
for  residuals,  they  had  been  equally  successful.  Coke  had  brought  the 
Company  £654  more ;  and  the  sales  of  tar  had  increased  by  £1311.  The 
returns  from  the  sale  of  sulphate  of  ammonia  had  increased  by  £1044. 
Thus  their  income  had  been  considerably  enhanced.  On  the  other  side 
of  the  accounts,  they  had  had  to  expend  £533  more  for  stokers’  wages ; 
repairs  of  various  kinds  to  the  works  had  cost  £2593  more ;  repairs  to 
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mains  and  streets,  £832  more  ;  and  repairs  of  meters,  £599  more — leaving 
the  balance  he  had  already  named.  From  his  observation  and  expe¬ 
rience,  he  did  not  think  that  at  the  end  of  the  current  half  year  they 
would  be  in  any  worse  position,  but  rather  a  better  one.  On  several 
occasions  are.uuest  had  been  made  for  a  reduction  in  the  price  of  gas  in 
the  Dore  and  Totley  district.  This  request  was  brought  before  the  Board 
at  a  meeting  when  the  nominee  Directors  representing  the  Sheffield  Town 
Council  were  present;  and  as  they  did  not  object,  the  Board  had  felt 
themselves  in  a  position  to  grant  the  request.  With  regard  to  the  quality 
of  the  gas,  he  believed  it  had  been  kept  up  to  the  same  standard  as 
hitherto.  During  the  half  year,  1038  tests  had  been  made,  which  showed 
an  average  illuminating  power  of  16'20  candles ;  and  if  this  had  been 
calculated  by  the  London  standard  burner,  it  would  have  equalled  an 
illuminating  power  of  17'70  candles.  The  storeage  of  the  Company  had 
been  considerably  increased,  and  was  now  equal  to  8,280,900  cubic  feet ; 
but  this  was  not  quite  a  day’s  consumption  sometimes,  and  further 
extensions  would  therefore  be  necessary  in  the  immediate  future.  The 
number  of  meters  out  and  in  use  on  June  30  was  44,191.  Of  these  24,574 
were  2-light  and  8763  were  3-light  meters  ;  so  that  their  business  was  on 
a  very  satisfactory  and  broad  footing.  They  had  so  many  customers  that 
he  did  not  think  they  would  experience  any  very  large  reduction  in  the 
consumption  of  gas,  whatever  development  took  place  in  regard  to  elec¬ 
tricity.  On  several  occasions  previously,  he  had  urged  users  of  gas  to 
attend  closely  to  their  fittings ;  and  he  desired  to  repeat  this  advice.  He 
was  sorry  to  say  that  in  the  manufacture  of  gas  they  were  still  troubled 
with  naphthalene.  They  had  done  all  they  could  to  discover  the  cause  of 
this,  and  to  remedy  it.  They  had  had  the  best  advice,  and  experiments 
had  been  tried  by  the  most  eminent  chemists  in  the  country ; 
but  as  yet  the  difficulty  was  unsolved,  not  only  by  the  Sheffield  Com¬ 
pany,  but  also  by  a  large  number  of  other  gas  companies  who  suSered 
occasionally  from  this  trouble.  At  one  of  the  Company’s  stations 
nothing  of  the  kind  occurred  ;  so  that  they  transferred  the  coals  that 
were  used  at  the  other  works  to  this  place,  and  still  there  was  no 
complaint  of  it.  The  results  were  the  same.  At  one  of  the  works  they 
appeared  to  produce  it,  and  at  the  other  they  did  not,  whether  they  used 
the  same  or  other  coals.  It  was  suggested — he  believed  by  an  old  official 
of  the  Company,  who  had  left  their  service — that  the  cause  was  that  at  one 
works  they  made  more  gas  per  ton  of  coal  than  at  the  other.  But  at  the 
works  where  they  produced  the  greatest  quantity  of  gas  per  ton  of  coal, 
they  did  not  find  any  naphthalene.  Therefore  this  suggested  cause  was 
not  the  correct  one.  There  was  one  subject  he  wished  to  mention,  which 
he  thought  would  have  the  hearty  sympathy  of  the  shareholders.  They 
were  bound  at  that  time  (perhaps  it  had  been  delayed  too  long — at  all 
events  it  had  been  delayed  long  enough)  to  pay  some  compliment  to  their 
esteemed  Law  Clerk.  All  who  knew  what  he  had  done  for  the  Sheffield 
Gas  Company  must  feel  that  this  gentleman  was  entitled  to  some  recogni¬ 
tion.  The  Directors  had  considered  that  the  best  mode  in  which  they 
could  show  their  appreciation  of  Mr.  Wake  and  his  services  was  to  have  his 
portrait  painted  by  some  eminent  artist  and  placed  in  the  Board-room  of 
the  Company.  The  Directors  did  not  intend  to  ask  the  shareholders  to 
defray  the  expenses  out  of  the  funds  of  the  Company,  as  they  thought  it 
would  be  a  greater  compliment  to  Mr.  Wake  to  meet  it  in  another  way. 
The  shareholders  would  be  invited  by  circular  to  contribute  to  the  fund, 
the  subscription  would  be  quite  voluntary  on  their  part,  and  be 
regarded  as  an  expression  of  their  good  will  to  their  esteemed 
friend.  Having  given  a  sketch  of  Mr.  Wake’s  connection  with  the 
Company  (which  commenced  in  the  year  1835),  the  Chairman  said  he 
thought  the  proprietors  would  have  no  hesitation  in  joining  with  the 
Board  in  presenting  Mr.  Wake  with  his  portrait,  and  in  asking  him  to 
allow  it  to  be  placed  in  the  Board-room  of  the  Company.  With  these 
remarks  he  begged  to  move  the  resolution  he  had  read. 

Sir  H.  Stephenson  seconded  the  motion. 

Mr.  F.  SiBRAY  congratulated  the  shareholders  on  what  he  believed  was 
one  of  the  most  satisfactory  reports  ever  presented  to  any  body  of  share¬ 
holders  in  that  room.  On  behalf  of  the  consumers  of  Dore  and  Totley, 
he  thanked  the  Board  for  the  concession  they  had  made,  and  assured 
them  that  it  would  be  heartily  appreciated. 

Mr.  Eoome  called  attention  to  the  statement  in  the  report  that  a  very 
large  increase  in  the  supply  of  meters  had  followed  upon  the  decision  of 
the  Directors  to  put  them  gratuitously  in  the  houses  of  consumers,  and 
said  it  seemed  that  every  effort  made  to  supply  the  public  was  met  by 
the  public  responding,  to  the  advantage  of  the  Company.  They  went 
largely  into  the  supply  on  hire  of  gas  cooking- stoves ;  and  he  asked  if  the 
same  principle  could  not  be  applied  to  warming  appliances  for  drawing, 
dining,  and  bed  rooms.  He  thought  such  a  plan  would  result  in  benefit 
to  the  public  and  also  to  the  Company. 

Mr.  Wilson  remarked  that  some  misunderstanding  existed  with  re¬ 
ference  to  the  statement  in  the  report  as  to  the  meters.  Did  the  1777 
additional  meters  fixed  during  the  past  twelve  months  relate  to  new  con¬ 
sumers,  or  did  they  simply  replace  old  meters  ? 

The  Chairman  said  the  meters  were  all  for  new  consumers ;  and  the  1777 
favourably  contrasted  with  the  678  additional  meters  which  were  fixed  dur¬ 
ing  the  previous  year.  This,  as  Mr.  Eoome  had  remarked,  was  very  much 
owing  to  the  Company  not  charging  for  fixing  ;  and  the  Directors  antici¬ 
pated  such  a  result  when  they  decided  on  making  the  change. 

Mr.  Wilson  :  Then  it  appears  the  electric  light  is  not  going  to  kill  us. 

The  Ch.airm.an  said  no.  'The  Directors  would  be  glad,  if  they  could,  to 
carry  out  Mr.  Eoome’s  suggestion  as  to  the  use  of  gas-stoves  in  bed-rooms. 
Whenever  it  was  possible,  they  would  be  glad  to  act  upon  any  suggestion 
from  the  shareholders  which  would  be  for  the  benefit  of  the  Company. 

The  motion  was  then  put,  and  carried  unanimously. 

The  Chairman  next  moved — “  That  the  following  dividends  be  now 
declared  for  the  half  year  ending  June  30 — viz.,  5  per  cent,  on  the  ‘  A  ’  ‘  B  ’ 
and  ‘  C  ’  stocks,  and  6s.  per  share  on  the  ‘  E  ’  shares  ;  and  that  the  same 
be  payable  on  ’Tuesday,  the  2nd  of  October.” 

Mr.  J.  Hobson  seconded  the  motion,  which  was  carried. 

Messrs.  Hobson,  Harrison,  and  Blake  were  then  re-elected  Directors  of 
the  Company,  and  the  business  of  the  ordinary  meeting  concluded. 

An  extraordinary  general  meeting  was  then  held,  “  for  the  purpose  of 
obtaining  the  sanction  of  the  shareholders  to  the  creation  and  issuing  of 
20,116  shares  of  the  nominal  amount  of  £6  each,  to  be  called  ‘  D  ’  shares ; 
and  for  the  purpose  of  passing  such  resolutions  as  may  be  necessary  for 
effecting  the  aforesaid  purpose.” 

The  Law  Clerk  having  read  the  notice  convening  the  meeting. 

The  Chairman  moved  a  resolution  sanctioning  the  issue  of  the  shares ; 
explaining  that  the  Directors  had  deemed  it  advisable  to  exercise  the 
powers  already  conferred  upon  them  by  Parliament  and  create  the  stock. 
They  would  be  able  to  give  to  each  holder  of  £100  stock — whether  or  not 
it  had  all  been  called  up — three  £6  shares  ;  and  they  proposed  to  call  up  on 
each  of  them  £1  4s.  He  would  not  predict  the  time  when  the  Directors 
would  make  another  call  on  the  new  shares ;  but  they  would  certainly 
call  up  the  whole  of  the  “  E  ”  shares  before  doing  so. 

Mr.  Hobson  seconded  the  motion,  and  it  was  agreed  to. 

A  vote  of  thanks  was  then  accorded  to  the  Chairman,  for  the  efficient 
service  he  had  at  all  times  rendered  to  the  Company. 
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The  CHAntMAN  said  it  was  a  great  pleasure  to  him  to  preside  at  the 
Company’s  meetings,  particularly  when  the  Directors  were  able  to  satisfy 
the  shareholders,  as  they  had  done,  not  only  on  that  but  on  former  occa¬ 
sions.  The  Directors  secured  the  best  scientific  help  they  could  get,  and 
the  best  officers.  They  hoped  their  new  Engineer,  Mr.  F.  W.  Stevenson, 
would  give  them  as  great  satisfaction  in  the  mode  in  which  he  would 
advise  them  as  they  anticipated  from  his  knowledge  and  experience.  He 
trusted  that  when  they  met  on  future  occasions  they  would  have  the  same 
satisfaction  in  their  success  and  progress  as  they  had  had  for  many  years 
past.  He  cordially  thanked  the  proprietors  for  the  compliment  they  had 
paid  him,  and  his  colleagues  for  their  efforts  on  behalf  of  the  Company. 

The  proceedings  then  terminated. 


EAST  LONDON  WATEE-WORKS  COMPANY. 

The  Half-Yearly  Assembly  of  this  Company  was  held  last  Tuesday, 
at  the  Offices,  St.  Helen’s  Place,  E.C. — Mr.  A.  W.  Gadesden,  J.P.,  D.L., 
in  the  chair. 

The  Secbetaky  (Mr.  I.  A.  Crookenden)  read  the  notice  convening  the 
meeting;  and  it  was  decided  to  take  as  read  the  Directors’  report  and  the 
statement  of  accounts  (see  ayite,  p.  519). 

The  Chairman  :  I  now  beg  to  make  a  few  remarks  upon  the  report ;  and 
I  will  make  them  as  short  as  I  possibly  can.  In  the  second  paragraph  of 
the  report,  you  will  see  that  the  increase  in  the  revenue  is  described  as 
“  moderately  satisfactory.”  I,  however,  was  going  to  ask  you  to  regard 
the  increase  as  very  satisfactory.  I  think  that  the  shareholders  will  take 
a  rather  more  sanguine  view  of  the  matter  than  the  Directors  appear  to 
have  done.  This  word  “  moderately  ”  has,  I  think,  crept  into  the  report 
through  the  ambitious  views  of  our  Secretary,  who  is  very  difficult  to 
satisfy,  and  who  is  certainly  not  satisfied  with  small  increases.  The 
second  part  of  that  paragraph,  however,  qualifies  the  word  “  moderately,” 
when  it  says,  “  having  regard  to  the  deplorable  condition  of  some  branches 
of  industry  in  the  Company’s  district.”  This  reference  is  in  allusion  to  the 
sugar-refining  industry,  those  engaged  in  which  were  formerly  large  con¬ 
sumers  of  our  water.  In  the  last  twelve  months  two  refineries  have  been 
closed,  which  paid  us  between  J4000  and  .£5000  a  year.  That  is  a  large  loss 
to  the  Company;  but,  notwithstanding,  our  revenue  has  increased.  I 
would  also  draw  attention  to  the  fact  that,  at  the  close  of  1887,  the  Com¬ 
pany  recovered  revenue  for  purely  domestic  supply  equal  to  that  we 
enjoyed  before  those  enterprising  legislators,  Messrs.  Dobbs  and  Torrens, 
had  entered  upon  their  labours.  I  am  pleased  to  tell  you  that  our  income 
from  domestic  supplies  continues  to  advance,  and  that  the  increase  in  the 
half  year  ended  Midsummer,  1838,  as  compared  with  the  same  period  of 
the  previous  year,  is  just  £2000;  so  that  you  may  say  that  the  increase 
which  appears  in  our  accounts  of  £2300  is  almost  entirely  due  to  the  addi¬ 
tional  domestic  supplies.  This,  I  think,  is  a  satisfactory  condition  of 
things.  Now,  turning  to  the  maintenance  account,  you  see  that  the  charges 
are  rather  less  this  half  year  than  usual.  This  arises  from  two 
causes ;  First  of  all,  we  have  enjoyed  very  great  immunity  from 
accidents  to  mains  and  machinery;  and  our  maintenance  charges 
have  had  the  benefit  of  this.  The  decrease  also  arises  in  part  from  a 
charge  for  the  fixing  of  hydrants  for  the  Metropolitan  Board  of  Works. 
Some  of  these  expenses  were  incurred  in  the  previous  half  year,  but  the 
whole  credit  for  them  has  come  into  the  present  half  year ;  accounting,  in 
a  measure,  I  think,  for  the  decrease  in  the  cost  of  maintenance.  Then, 
with  respect  to  the  past  half  year,  we  may  say  we  have  been  free  from 
the  anxiety  we  have  experienced  in  former  half  years  from  lack  of  water 
— in  fact,  if  w-e  have  had  any  anxiety  at  all  in  the  past  half  year,  it 
has  been  through  our  having  had  too  much  water.  We  have  gone  on  very 
well  indeed,  as  far  as  our  water  supply  is  concerned  ;  and  I  am  pleased  to 
say  that  the  quality  of  the  water  has  also  maintained  the  excellent 
character  it  gained  in  previous  half  years.  The  Secretary  has  put  into 
my  hands  the  report  of  the  Registrar-General,  who  says  :  “  The  water, 
principally  derived  from  the  Lea,  and  distributed  by  the  New  River  and 
East  London  Companies  contained  less  organic  matter  than  any  of  the 
Thames  supplies.  Both  samples  were  clear  and  bright.”  I  think  that 
this  is  very  satisfactory.  The  next  matter  I  will  trouble  you  with  is  a 
reference  to  the  progress  which  is  being  made  with  our  works.  With 
respect  to  the  Waltham  Abbey  works,  I  think  you  may  consider  them 
practically  completed.  The  engines  are  fixed,  and  have  been  working 
admirably  tor  some  weeks — in  fact,  they  leave  nothing  to  be  desired.  I 
believe  we  shall  get  as  large  a  duty  out  of  these  engines  as  has  been 
obtained  from  any  previously  fixed  by  any  Company.  We  have  not  quite 
done  driving  into  the  chalk,  so  as  to  get  the  largest  supply  we  possibly 
can ;  but  this  will  be  accomplished,  I  daresay,  in  two  or  three  weeks. 
Everything,  therefore,  is  ready  for  putting  the  works  into  operation. 
With  reference  to  the  works  at  Lea  Bridge,  they  are  also  proceeding  satis¬ 
factorily.  The  engines  are  finished,  and  will  be  shortly  at  work;  and  the 
continuation  of  the  sinking  operations  will  be  proceeded  with  as  soon 
as  we  get  the  water  out  of  the  present  shaft.  These  works  promise 
an  abundant  supply  of  water.  As  to  the  works  at  Walthamstow, 
considerable  difficulty  has  been  experienced.  They  have  not  gone 
on  so  well  as  we  had  hoped ;  but  there  is  nothing  in  the  works 
themselves  which  presents  any  unusual  difficulties.  We  have  had 
some  trouble  in  getting  the  cylinders  down ;  but  the  work  is  now 
proceeding  satisfactorily,  and  I  think,  in  a  comparatively  short  time,  we 
may  also  get  these  works  into  operation.  I  may  further  state  that  the 
pumping  of  water  from  the  gravel  at  Sunbury,  which  has  been  reported  at 
previous  meetings,  is  also  giving  very  good  results  indeed.  It  is  a  valuable 
supply  of  water  ;  and  the  volume  is  equal  to  slightly  more  than  2  million 
gallons  daily.  Altogether,  therefore,  you  may  consider  that  we  are  in  a 
fairly  satisfactory  position.  There  is  one  point  to  which  I  must  now  refer, 
which  is  of  a  less  pleasant  character  than  the  other  matters  I  have  spoken 
of.  I  allude  to  a  case  which  appeared  in  the  Police  Court  recently,  and 
respecting  which,  perhaps,  the  shareholders  may  expect  a  few  words  from 
me.  It  was  a  case  in  which  a  man  applied  to  us  for  a  supply  of  water,  and 
that  supply  was  refused  on  account  of  there  being  no  cistern  attached  to 
the  house  to  receive  the  water.*  I  will  just  give  the  shareholders  as  clear 
a  statement  of  the  case  as  I  possibly  can.  The  Company  require 
that  every  applicant  for  a  supply  of  water  shall  provide  a  proper 
cistern  to  serve  as  a  reserve  of  water.  All  our  Acts  involve  this 
requirement.  When  Mr.  Johnson  applied,  a  survey  of  his  house 
was  made  ;  and,  no  cistern  being  on  the  premises,  we  gave  him 
the  usual  notice  to  fix  one.  This  he  refused,  and  eventually  sum¬ 
moned  the  Company  for  non-supply.  In  addition  to  the  proper  cistern, 
every  house  must  be  provided  with  a  water-closet  service-box,  and  an 
efficient  waste-preventing  apparatus,  so  constructed  as  to  be  capable  of 
discharging  2  gallons  of  water  at  each  flush ;  and  this  flush  practically 
empties  the  service-box.  When  the  Magistrate  heard  the  case,  he  main¬ 
tained  that  this  service-box,  being,  in  effect,  a  cistern,  no  other  was  needed, 
and  ruled  that  the  plaintiff,  having  practically  complied  with  the  Act,  we 
were  in  the  wrong ;  and  lie  inflicted  a  penalty  of  £5  for  our  neglect, 
together  with  the  usual  £l  per  day  for  lack  of  water  to  an  empty  house, 


*  A  report  of  the  case  referred  to  was  given  in  the  Journal  for  the  25th  ult. 
(p.  555J. — Bn.  J.  G.  Ij, 


and  £I  Is.  costs,  together  £16  Is.  The  effect  of  this  decision  would  be,  in 
case  of  failure  of  supply,  which  must  occur  occasionally  through  fires, 
repairs  to  mains  and  consumers’  private  fittings,  that  the  house  would  be 
left  without  any  water.  It  is  to  be  regretted  that  the  Solicitor  represent¬ 
ing  the  Company  should  have  lost  his  temper  when  the  Magistrate’s 
decision  was  given.  The  remark  made  to  the  plaintiff  was  unfortunate; 
and  the  effect  of  the  indiscretion  has  been,  as  it  were,  to  place  the  Company 
in  the  wrong,  whilst  the  wrongdoer,  the  plaintiff,  is  regarded  as  a  martyr. 
We,  of  course,  cannot  leave  the  matter  in  its  present  state.  We  are  going 
to  appeal  against  the  decision  ;  and  we  think  there  can  be  no  doubt  as  to 
the  issue  of  the  appeal.  That  is  all  I  have  to  say  at  the  present  time.  As 
I  observed  before,  I  myself  regard  the  increase  in  our  revenue  as,  under 
the  circumstances,  satisfactory.  With  respect  to  the  resignation  of  our 
esteemed  friend  and  colleague  Mr.  Mashiter,  we  are,  of  course,  very  sorry 
indeed  that  he  should  have  thought  that  the  time  had  arrived  when  he 
ought  to  retire  ;  but  he  had  made  up  his  mind  that  he  would  do  so,  and 
we  could  not  alter  his  decision.  He  has  been  a  very  valuable  member  of 
the  Company  for  a  great  number  of  years,  and  his  experience  and  past 
knowledge  of  its  affairs  were  of  considerable  value  to  us.  I  can  only  repeat 
that  we  much  regret  his  resignation.  I  will  now  move — “  'That  the 
Directors’  report  and  the  accounts  submitted  to  the  meeting  be  received 
and  adopted,  and  that,  as  recommended  by  the  Directors,  a  dividend  of 
£3  lOs.  per  cent.,  leas  income-tax,  on  the  ordinary  stock  of  the  Company, 
be  declared,  payable  on  the  12th  of  October.” 

Mr.  Herbert  Dalton  seconded  the  motion. 

Mr.  P.  D.  Tuckett  said  he  had  no  desire  to  make  any  remark  in  a 
hostile  spirit;  but  some  of  the  shareholders  were  a  little  disappointed  at 
the  dividend,  for  the  accounts  seemed  to  show  that  another  J  per  cent, 
had  been  made.  It  would  only  take  a  further  £5000  to  pay  this  addition 
to  the  amount  proposed  ;  but  it  was,  of  course,  too  late  now.  The  revenue 
account,  however,  showed  an  increase  of  this  amount  as  compared  with 
the  same  period  of  the  previous  year,  and  there  was  a  sum  of  £11,000  in 
hand.  It  was  very  nice  that  they  were  going  to  receive  three  dividends 
in  one  year ;  and  they  must  all  feel  very  much  obliged  to  the  Directors  for 
the  greater  promptness  displayed  in  paying  the  dividend.  At  the  same 
time  he  did  not  think  this  was  a  sound  reason  for  not  declaring  a  larger 
dividend  if  this  could  be  done.  He  believed  that  the  proprietors  were 
greatly  indebted  to  the  Directors  and  officers  for  managing  the  affairs  of 
the  Company  as  they  had  done,  for  otherwise  they  would  not  have  gone 
on  as  well  as  they  had,  in  spite  of  hostile  legislation.  Many  proprie¬ 
tors,  however,  it  should  be  remembered,  had  bought  their  stock  by  tender, 
and  had  given  190  per  cent,  for  it,  in  the  modest  expectation  that  a  7J  per 
cent,  dividend  would  be  paid  on  it.  Owing,  however,  to  the  adverse 
legislation  to  which  the  Chairman  had  referred,  the  dividends  had  been 
cut  down  to  7  per  cent.,  which  was  barely  8i  per  cent,  on  the  price  they 
had  paid  for  the  stock.  He  thought  nothing  should  go  forth  which  would 
lead  to  the  supposition  that  the  proprietors  were  in  receipt  of  large 
dividends  ;  and  he  hoped  this  was  the  last  occasion  on  which  they  would 
have  a  distribution  at  the  rate  of  7  per  cent. 

Mr.  F.  Tendron  said  he  could  not  follow  the  figures  of  the  previous 
speaker.  The  amount  brought  from  the  profit  and  loss  account  to  the 
dividend  and  interest  account  was  £73,000  ;  and  deducting  interest  on  the 
debenture  stock,  they  had  a  sum  of  £61,700  available.  The  proposed 
dividend  would  take  £60,220,  and  there  would  only  be  a  surplus  of  £1500 
towards  paying  the  additional  §  per  cent,  suggested,  whereas  the  sum 
required  to  pay  such  increase  would  be  £4300.  Nothing  could  be  more 
unwise  on  the  part  of  a  Board  of  Directors  than  not  only  to  draw  upon  a 
balance  to  pay  a  dividend  larger  than  the  amount  earned,  but  to  discount 
the  future.  'They  had  no  certainty,  though  they  might  hope  to  see  the 
day  when  the  Company  would  pay  7i  per  cent.  It  was  very  necessary  for 
a  Company  like  theirs  to  have  a  certain  amount  of  undivided  profit  in 
hand.  He  thought  that  one  reason  why  persons  were  ready  to  buy  the 
stock  of  the  Company  at  200  was  that  7  per  cent,  was  reliable.  He  hoped 
the  Directors  would  not  think  of  paying  more  dividend  until  they  were 
perfectly  clear  they  could  maintain  the  higher  rate. 

The  Chairman  :  In  reply  to  what  has  been  said,  I  would  point  out 
that  it  would  be  injudicious  in  any  Board  of  Directors  to  suggest  an 
increase  of  dividend  unless  they  saw  their  way  to  a  continuation  of  it. 
The  safest  thing  for  a  shareholder  is  to  have  whatever  dividend  he  is 
pretty  certain  of  receiving.  Irregular  dividends  are  very  destructive  to 
the  success  of  any  undertaking.  I  therefore  think  the  Directors  were 
perfectly  right  in  proposing  that  we  should  pay  the  dividend  we  recom¬ 
mended,  of  7  per  cent. 

The  motion  was  carried  unanimously. 

Mr.  Tendron  stated  that  he  held  the  proxy  of  Mr.  Bevan,  of  the  firm  of 
Barclay,  Bevan,  and  Co.,  the  bankers  of  Lombard  Street,  for  the  special 
purpose  of  proposing  the  election  as  a  Director  of  Mr.  Mashiter’s  son, 
Mr.  Herbert  Helme.  Mr.  Mashiter  had  been  a  Director  for  39  years,  and 
during  that  time  had  seen  great  changes  in  the  history  of  the  Company. 
He  trusted  that,  in  his  retirement  Mr.  Mashiter  would  write  his 
experiences — a  proceeding  which  he  was  sure  would  be  of  great  service  to 
the  Company.  He  scouted  the  idea  of  anyone  stating  that  a  water 
company  had  a  monopoly.  In  the  39  years  during  which  Mr.  Mashiter 
had  served  them,  the  Company  had  also  been  enlarging  their  works,  and 
they  were  that  day  proposing  a  dividend  of  7  cent.  Was  there  any 
business  in  the  City  which  had  been  successfully  carried  on  for  a  period 
of  39  years,  even  allowing  for  vigorous  competition,  that  paid  so  small  a 
return?  Water  companies  were  great  benefactors  of  the  inhabitants; 
and  he  believed  that  a  pamphlet  of  the  kind  to  which  he  had  already 
referred,  written  by  Mr.  Mashiter,  would  tend  to  convince  the  public  that 
water  companies  were  their  servants  and  were  benefiting  the  public 
largely.  He  did  not  believe  that  the  attacks  which  were  made  on  the 
water  companies  emanated  from  their  customers,  but  that  they  came 
from  a  few  men  for  political  purposes,  or  that  their  assailants  were 
agitators.  He  was  glad  to  think  that  the  Press  was  taking  a  more  en¬ 
lightened  view  of  the  duties  of  water  companies. 

Mr.  Ilsley  seconded  the  motion. 

Mr.  Rokeby  Price  said  he  was  very  sorry  that  he  felt  it  his  duty  to 
oppose  the  motion.  He  thought  that  a  very  serious  principle  was  involved 
in  the  election — that  a  father  should  retire  and  his  son  succeed  him.  He 
proposed  that  the  election  of  a  Director  be  postponed  till  the  next  half- 
yearly  meeting,  so  that  suflioient  time  and  opportunity  might  be  afforded 
of  finding  a  successor  to  Mr.  Mashiter  among  the  proprietors  of  the 
Company. 

No  one  seconding  the  amendment. 

The  Chairman  put  the  resolution,  which  was  agreed  to. 

Mr.  Price  then  proposed  a  vote  of  thanks  to  the  Chairman  and 
Directors  for  the  able  way  in  which  they  had  conducted  the  business  of  the 
Company. 

Mr.  J.  T.  Blaby  seconded  the  motion. 

The  Chairman  having  acknowledged  the  compliment, 

Mr.  Ilsley  proposed  a  vote  of  thanks  to  the  officers. 

The  Chairman  seconded  the  motion  ;  observing  that  he  could  not  speak 
too  highly  of  their  Engineer  (Mr.  W.  B.  Bryan,  M.Inst.  C.  E.) 

The  motion  was  carried  unanimously. 
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Mr.  Blaby  :  Is  the  money  you  intend  to  borrow  to  extend  the  works 
further?  .  . 

The  Chaibman  :  I  am  much  obliged  to  you  for  mentioning  that  matter . 
We  have  in  hand  certain  works,  and  the  money  we  propose  to  borrow  will 
be  for  the  purpose  of  finishing  them.  I  hope  the  amount  will  be  quite 
sufficient  for  the  purpose.  ,  x  i-u 

The  Secretary  having  returned  thanks  for  the  compliment  paid  to  the 
officers  of  the  Company  the  proceedings  terminated. 


THE  SWANSEA  COEPOEATION  AND  THE  GAS  COMPANY. 

The  Town  to  be  Lighted  by  Electricity. 

In  view  of  the  decision  come  to  by  the  Swansea  Gas  Company  to  raise 
the  price  of  gas  supplied  for  both  public  and  private  purposes,  the  Gas 
Committee  of  the  Corporation,  at  their  meeting  last  Tuesday,  decided  to 
recommend  the  Council  to  apply  for  a  Provisional  Order  to  light  the 
town  by  means  of  electricity.  At  the  outset  it  was  explained  that  steps 
had  been  taken  to  see  whether  the  right  originally  vested  in  the  Corpora¬ 
tion,  by  an  Act  of  Parliament  obtained  in  1884,  to  erect  gas-works  in  the 
town  was  still  in  force.  The  Town  Clerk  (Mr.  J.  Thomas),  who,  in 
accordance  with  instructions,  had  obtained  Counsel’s  opinion  on  the 
subject,  placed  before  the  Committee  the  case  he  had  submitted  on  tbe 
question  to  Mr.  E.  S.  Wright.  In  the  statement  the  Town  Clerk  stated  : 
“There  are  existing  in  the  borough  of  Swansea  gas-works,  the  property 
of  the  Swansea  Gaslight  Company,  and  at  present  the  Corporation  pay 
the  Gas  Company  a  price  per  annum  for  the  lighting  of  all  the  public 
street  lamps  in  the  borough.  The  Corporation  are  now  desirous,  in  con¬ 
sequence  of  the  high  price  charged  by  the  Gas  Company  for  gas,  of  erecting 
works  themselves,  and  of  lighting  the  public  street  lamps  from  such  works.” 
After  recapitulating  certain  Acts  of  Parliament,  the  statement  concludes  : 

“  Counsel  is  requested  to  advise  generally  as  to  the  powers  of  the  present 
Council  of  the  borough  of  Swansea  to  establish  gas-works  under  the 
powers  of  the  Swansea  Improvement  Act,  1844,  and  more  particularly  upon 
the  following  points (1)  Supposing  the  site  for  gas-works  (two  acres) 
under  the  powers  of  the  Act  of  1844  is  too  small,  and  Counsel  is  of 
opinion  that  there  are  no  extended  powers  under  the  Public  Health  Act, 
1875,  allowing  the  Corporation  to  purchase  other  lands  for  this  purpose, 
may  the  Council,  having  chosen,  as  site  for  the  two  acres,  land  adjoining 
their  own  property,  utilize  their  own  land  in  addition  to  the  two  acres 
for  the  purposes  of  gas-works  ?  (2)  Whether  the  Council  have  now  the 

power  reserved  to  the  Local  Board  of  Health  by  virtue  of  the  Provisional 
Order  to  erect  gas-works  and  apparatus,  lay  pipes,  &c.,  and  supply  gas 
under  the  Swansea  Improvement  Act,  1844.  (3)  As  to  the  powers  of  the 

Corporation  to  borrow  money  under  the  Public  Health  Act  beyond  the 
£15,000  authorized  by  the  Swansea  Improvement  Act  of  1844,  sec.  49, 
giving  power  to  borrow,  being  repealed.  (4)  Whether  the  powers  of  the 
Swansea  Improvement  Act  as  to  lighting  are  confined  to  the  old  town  and 
franchise,  or  whether  the  same  have  been  extended  by  the  Provisional 
Order  incorporating  the  Public  Health  Act,  1848,  and  the  Public  Health 
Act,  1875,  now  replacing  that  Act.  (5)  Is  it  competent  for  the  Council, 
under  the  provisions  of  45  and  46  Vic.,  cap.  50,  sec.  137,  to  make  an  order 
extending  those  powers  to  the  whole  of  the  borough?”  The  opinion 
of  Counsel  was  in  the  following  terms  “  I  am  of  opinion  that  the 
powers  conferred  by  sections  145  and  146,  and  following  sections,  of  the 
Local  Act  of  1844,  upon  the  Commissioners  created  by  that  Act  are 
exercisable  by  the  Council  of  the  borough.  This  part  of  the  Local  Act 
was  kept  alive  by  the  Provisional  Order  of  1850,  which  abolished  the 
Commissioners,  and  repealed  many  of  the  provisions  of  the  Act  of  1844. 
The  5th  section  of  the  Provisional  Order  transfers  the  powers  so  preserved 
to  the  Corporation  as  Local  Board  of  Health,  and  empowers  the  exercise 
of  them  by  the  Corporation  in  the  same  manner  as  if  they  had  been 
powers  granted  by  the  Public  Health  Act,  1848.  The  Gas  Company’s  Act 
of  1861,  sec.  67,  expressly  saves  all  powers  possessed  by  the  Corporation 
as  the  Local  Board  of  Health ;  and  the  effect  of  the  Public  Health  Act, 
1875  (see  sections  313,  326,  341),  is  to  preserve  these  powers  to  the  Corpora¬ 
tion  as  the  Urban  Sanitary  Authority  under  that  Act.  As  to  the  specific 
questions  asked  :  (1)  I  am  of  opinion,  having  regard  to  the  limit  of  two 
acres  imposed  by  section  146  of  the  Local  Act,  and  to  the  fact  that  no 
modification  is  introduced  into  that  section  by  the  Provisional  Order  of 
1850,  that  the  Corporation  could  not  safely  exercise  for  this  purpose  the 
general  power  of  purchasing  laud  conferred  upon  them  by  section 
175  of  tbe  Public  Health  Act,  1875.  But  there  will  be  little  or  no 
risk  in  their  utilizing  for  gas-works’  purposes  land  which  is  already 
their  property,  provided  it  was  not  purchased  for,  and  has  not  been  appro¬ 
priated  to,  or  held  in  trust  lor  some  other  specific  purpose.  (2)  For  the 
reasons  given  above,  I  answer  this  question  in  the  affirmative.  (3)  I  am 
of  opinion  that  the  effect  of  sections  5  and  6  of  the  Provisional  Order  of 
1850  is  to  place  the  Corporation,  in  executing  the  unrepealed  provisions 
of  the  Local  Act  of  1844,  in  the  same  position,  and  to  confer  upon  them 
the  same  powers  as  to  borrowing,  &c.,  as  if  they  were  executing  the  pro¬ 
visions  of  the  Public  Health  Act.  They  may,  therefore,  with  the  sanction 
of  the  Local  Government  Board,  exercise,  for  the  purpose  of  carrying 
out  their  lighting  powers  under  the  Local  Act,  the  borrowing  powers  con¬ 
ferred  by  section  233  of  the  Public  Health  Act,  1876.  (4)  I  am  of  opinion 
that  the  lighting  powers  conferred  by  the  Local  Act  of  1844  are  extended 
by  the  Provisional  Order  of  1850  to  the  whole  municipal  borough.  The 
powers  are  exercisable  (by  sections  145  and  146  of  the  Local  Act)  ‘  within 
the  limits’  of  that  Act.  The  section  in  the  Act  defining  the  limits  (section 
188)  is  repealed  by  the  Provisional  Order,  which  at  the  same  time  (sec¬ 
tion  1)  defines  the  district  of  the  Corporation,  as  the  Local  Board  of  Health 
for  the  purposes  of  the  Public  Health  Act,  to  be  the  whole  municipal 
borough,  and  (by  section  5)  makes  the  preserved  powers  under  the  Local 
Act  exercisable  by  the  Corporation  as  such  Local  Board  in  the  same 
manner  as  if  such  powers  had  been  granted  by  the  Public  Health  Act. 
The  effect  is  that  both  the  old  powers  under  the  Local  Act  which  are  pre¬ 
served,  and  the  new  powers  given  for  the  first  time  by  the  Public  Health 
Act,  are  to  be  exercised  by  the  same  authority  over  the  same  area— viz., 
the  municipal  borough.  (5)  Section  137  of  the  Municipal  Corporations 
Act,  1882,  has,  in  my  opinion,  no  application  to  tbe  case.  The  Local  Act 
which  was  in  force  in  Swansea  in  1835  was  repealed  in  1844 ;  and  its  pro¬ 
visions  cannot  now  be  put  in  force.”  The  Town  Clerk  also  produced 
statistics  showing  the  relative  cost  of  lighting  the  town  by  means  of  gas, 
electricity,  and  oil.  The  cost  of  the  two  first-named  illuminants  was  about 
the  same ;  but  offers  to  supply  equal  illuminating  power  by  means  of  oil 
for  about  half  the  money  were  submitted.  After  some  discussion,  it  was 
decided,  as  above  stated,  to  recommend  electricity. 


Exmouth  Gas  Company. — At  the  half-yearly  meeting  of  this  Company 
held  last  Saturday  week,  the  Chairman  (Mr.  J.  Sloman)  congratulated  the 
shareholders  on  the  continued  prosperity  of  the  undertaking,  and  showed 
that,  notwithstanding  reduced  prices,  the  earnings  were  larger  than  those 
of  previous  half  years.  He  reported  that  the  new  gasholder,  erected  at  a 
cost  of  £3000,  was  completed  ;  and  paid  a  high  compliment  to  Mr.  Willey, 
of  Exeter,  by  whom  the  contract  had  been  carried  out. 


THE  CHAEGES  AGAINST  THE  HALIFAX  GAS-WOEKS 
OFFICIALS. 

At  the  Meeting  of  the  Halifax  Town  Council  last  Wednesday— the 
Mayor  (Mr.  .4.1derman  J.  Booth)  in  the  chair — the  charges  which  have 
lately  been  brought  against  certain  of  the  officials  of  the  Gas  Department, 
and  with  the  nature  of  which  our  readers  are  familiar,  gave  rise  to  a  long 
discussion.  Mr.  W.  Carr,  the  former  Gas  Engineer  and  Manager,  was 
present,  accompanied  by  his  Solicitor  (Mr.  W.  Storey);  and  there  was  a 
large  attendance  of  the  public.  , 

Alderman  Eamsden  moved—”  That  the  deed  of  indemnity  [see  ante,  p.586j 
now  submitted,  between  the  Mayor  and  Mr.  Thomas  King  Fox,  be 
approved,  and  the  Mayor  be  authorized  to  execute  the  same  on  behalf  of 
the  Council ;  and  that  the  Sub-Committee  be  requested  to  take  all  requisite 
steps  in  order  to  ensure  a  full  investigation  of  the  charges  referred  to. 
Alderman  J.  W.  Broadbent  seconded  the  motion. 

Alderman  Longbottom  asked  if  there  was  to  be  a  report  upon  the  “  gas 
scandal,”  and  pointed  out  that  the  ag'ewifti  paper  mentioned  a  report  of  the 
Special  Sub-Committee. 

The  Mayor  said  the  Council  were  asked  to  sign  something,  as  it  were, 
in  camera;  but  after  it  was  signed  he  thought  that  an  explanation  would 
be  given  which  would  justify  them  in  having  passed  a  resolution  of  that 
sort. 

Alderman  Longbottom  said  he  should  not  oppose  the  resolution,  because 
it  appeared  to  be  the  only  alternative  now  left  to  the  Council.  He  had 
previously  been  opposed  to  the  signing  of  the  indemnity,  because  he  had 
thought  that  there  was  a  more  economical  course  open  to  the  Corporation  ; 
but  now  he  understood  that  the  Sub-Committee  were  not  able  to  get  at 
any  definite  charges  against  any  specific  persons  unless  the  indemnity  was 
given.  He  only  wished  to  point  out  the  position  into  which  they  were 
about  to  be  placed.  The  Council  was  putting  itself  in  the  hands  of  the 
legal  adviser  of  a  gentleman  who  might  be  prepared  to  spend  any  amoimt 
of  money,  seeing  that  the  Corporation  purse  would  be  open  to  him.  He 
wished  to  say,  inasmuch  as  it  had  been  stated  outside  the  Council  he 
hoped  it  had  not  been  said  by  any  member— that  he  had  been  in  favour 
of  hushing  up  the  scandal,  that  whoever  had  made  that  statement  had 
said  something  that  was  entirely  opposed  to^  the  truth.  It  had  always 
been  his  wish  that  whoever  might  be  the  subject  of  these  charges  should 
be  brought  to  book,  and  punished,  if  punishment  were  deserved,  with  the 
strongest  penalty  that  could  be  inflicted.  With  regard,  to  the  indemni^, 
the  fact  that  Mr.  Fox  would  deposit  a  sum  of  i;‘500  in  the  bank  in  the 
name  of  his  solicitor  and  the  Town  Clerk,  to  await  the  issue  of  any  action 
which  might  be  taken  against  him,  made  a  very  considerable  difference 
to  the  question  of  whether  or  not  it  was  advisable  to  sign  it ;  and  he  could 
not  see  that  there  was  now  any  reason  why  they  should  not  approve  of 
the  indemnity.  He  was  told  that  certain  charges  were  to  be  made  and 
certain  names  were  to  be  mentioned.  He  moved — “  That  if  any  member  of 
the  Council  be  named  in  the  charges  now  about  to  be  read  by  the  Mayor 
iu  the  matter  of  the  gas  scandal,  such  member  be  withdrawn  froin^  the 
Committee  of  the  Council  until  such  charges  have  been  investigated.”^ 

Alderman  Eiley  (Chairman  of  the  Gas  Committee)  seconded  the  motion 
and  it  was  carried  unanimously. 

The  Mayor  then  said  that,  before  reading  over  the  charges,  he  thought 
it  was  due  to  the  Council  that  he  should,  in  as  few  words  as  possible,  give 
them  a  short  history  of  the  investigations  which  had  been  made  with 
regard  to  the  gas  scandal.  When  Mr.  Carr  called  upon  him  to  say  that  it 
was  his  intention  to  send  in  his  resijnation,  he  (the  Mayor)  put  the  point 
to  him  clearly  and  distinctly.  He  said  to  him,  “  Why  don’t  you  commence 
an  action  against  the  Pall  Mall  Gazette,  because  in  case  you  are  non¬ 
suited  through  the  fact  that  the  law  proceedings  that  you  take  would  be 
abortive,  it  would  cost  you  nothing,  because  I  should  pay  the  costs,  and 
you  would  show  to  the  public  at  large  that  you  are  trying  to  clear  your 
character?  ”  Mr.  Carr  replied,  “If  I  thought  the  Pall  Mall  Gazette 
would  not  defend  the  action,  I  would  at  once  commence  proceedings  ;  but 
I  know  that  they  would  defend  the  action,  and  I  am  not  prepared  to  go 
into  the  witness-box.”  He  (the  Mayor)  then  said,  “  But  why  should  you 
fear  to  go  into  the  wit  i  ess-box  ?  If  there  is  nothing  wrong,  there  is 
nothing  for  you  to  be  afraid  of.”  Mr.  Carr  replied,  “  Well,  I  have  made 
up  my  mind  that  I  shall  resign  ;  and  I  am  not  going  into  the  box.”  Then 
he  (the  Mayor)  said,  “  You  are  afraid  to  go  into  the  witness-box ;  ”  and  Mr. 
Carr  replied,  “  Well,  I  am  not  going.”  He  mentioned  that  conversation  as  an 
answer  to  a  letter  which  had  appeared  in  the  papers,  and  which  was  calcu¬ 
lated  to  throw  dust  in  the  eyes  of  the  people,  inasmuch  as  it  defended  Mr. 
Carr’s  course  in  refusing  to  take  action  on  the  ground  that  if  he  did  so  it 
would  prove  abortive.  This  was  not  the  real  reason  why  Mr.  Carr  had  not 
commenced  proceedings.  Mr.  Carr  knew  full  well  that  they  had  infor¬ 
mation  in  their  possession  that  he  had  been  bribed  to  a  considerable 
extent ;  and  he  (the  Mayor)  had  no  hesitation  in  saying  that  they  could 
prove  this  statement  up  to  the  hilt.  Going  a  little  farther,  he  thought 
it  would  be  a  surprise  to  many  members  of  the  Corporation  to  be  informed 
that  they  had  contracted  for  a  certain  class  of  coal,  and  had  received 
thousands  of  tons  of  coal  of  another  and  inferior  quality,  which  had  been 
paid  for,  though  there  was  a  difference  of  2s.  6d.  per  ton  in  the  price  of  the 
article  contracted  for  and  that  supplied.  This  was  not  a  mere  hearsay 
statement.  In  order  to  satisfy  himself  of  the  truth  of  it,  he  had  gone  to 
the  colliery  and  seen  the  coal  being  put  into  the  trucks.  He  assured  them 
that  if  it  was  possible  to  understand  language  at  all,  the  contracts  dis¬ 
tinctly  ordered  a  certain  class  of  coal ;  and  the  Corporation  were  certainly 
not  receiving  the  kind  of  coal  ordered.  In  addition  to  this,  as  far  as  he 
could  judge — though,  of  course,  an  investigation  of  the  kind  was  a  very 
difficult  matter— the  Corporation  had  paid  for  a  very  great  quantity  of 
coal  that  they  had  never  received.  When  he  informed  them  that  only 
1  per  cent,  of  the  coal,  only  one  truck  out  of  a  hundred,  had  been  weighed 
at  the  gas-works,  he  thought  they  would  see  at  once  that  there  had  been 
—what  should  he  call  it  ?— gross  neglect,  gross  and  unbusinesslike  conduct. 
The  Corporation  had  a  weighing-machine  over  which  the  trucks  of  coal 
had  actually  to  go,  and  only  one  truck  out  of  a  hundred  received  had 
been  weighed.  Yet  the  advice-notes  of  the  colliery  company  had  been 
copied  into  the  waggon-book  just  as  they  had  been  received  ;  and  this 
waggon-book  had  been  sent  forward  to  the  Accountant.  Of  course,  the 
advice-notes  would  correspond  with  the  invoice ;  and  when  the  invoices 
had  come,  they  had  been  checked  off  by  the  waggon-book,  and  the  account 
had  been  passed  and  paid.  So  that,  as  far  as  the  weighing  of  the  coal 
was  concerned,  the  neglect  in  not  weighing  it  opened,  he  considered,  flood¬ 
gates  for  fraud  and  robbery.  There  was  another  thing  that  had  caused 
some  inconvenience,  and  that  was  with  regard  to  tbe  test-book,  which 
should  contain  a  record  of  the  quality  of  the  coal.  He  was  told  there  was 
such  a  book,  and  it  was  a  fact  that  they  had  the  apparatus  for  testing  the 
coal,  and  he  supposed  that  it  had  been  tested  from  time  to  time  ;  but  still 
they  could  not  find  any  record  of  the  testing  of  the  coal  which  would 
guide  them  as  to  its  quality.  They  found  that  out  of  700  trucks  of  coal 
received  from  one  colliery  there  had  been  five  weighed  (cries  of  “  Shame  ”). 
He  believed  that  when  the  particulars  of  other  contracts  had  been  gone 
over  thoroughly — contracts  of  a  similar  character — they  would  find  that 
they  had  been  paying  from  Is.  to  Is.  6d.  per  ton  more  for  coal  than  they 
could  obtain  the  same  quality  for  at  other  collieries.  They  hoped  in  a 
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short  time  to  have  analyses  of  the  qualities  of  the  coal  they  had  been 
using:,  and  other  investigations  were  being  made.  The  following  letter 
had  been  received  from  Messrs.  Godfrey  Ehodes  and  Evans : — 

Commercial  Bank  Chambers,  Ha'i/ax, 
Keighley  Walton,  Esq.,  Town  Clerk.  Oct.  2,  1888. 

Dear  Sir,— As  requested,  we  herewith  send  you  the  engrossment  of  the  indemnity 
for  execution  hy  the  Mayor.  We  also  enclose  the  charges  by  Mr.  Fox,  duly  signed, 
in  separate  sealed  envelope,  which  has  not  to  be  opened  or  made  use  of  until  after 
the  indemnity  is  signed.  We  shall  be  glad  when  giving  notice  of  the  charges  to  the 
parties  concerned  if  you  will  draw  their  attention  to  the  terms  of  the  indemnity 
providing  for  any  proceedings  to  be  taken  by  civil  action,  and  not  by  way  of 
criminal  information.  We  may  say  our  client  has  reason  for  insisting  upon  this  ; 
otherwise  he  may  be  unable  to  give  evidence  of  facts  which  are  within  his  own 
knowledge.  Please  let  us  have  your  undertaking  to  send  us  the  indemnity  duly 
signed  or  to  return  us  the  sealed  envelope  enclosed  unopened. — Yours  truly, 

(Signed)  Godfrey  Rhodes  and  Evans. 

He  had  just  opened  the  sealed  envelope,  after  signing  the  indemnity,  and 
the  charges  were  set  out  as  follows  : — 

(1)  That  William  Carr,  the  Gas  Manager,  has  received  moneys  by  virtue  of  his 
position  in  relation  to  the  Halifax  Gas-Works,  and  h.as  illegally  appropriated  the 
same  to  his  own  private  purposes. 

(2)  That  Emor  Green  Wrigley,  of  Ashton-under-Lyne,  has  fraudulently  substituted 
another  and  inferior  coal  for  that  which  he  had  contracted  to  supply  to  Halifax 
and  other  gas-works. 

(3)  That  Alderman  James  Turner  Riley,  J.P.,  is  unfit  to  occupy  the  chairman¬ 
ship  of  the  Gas  Committee  of  the  Halifax  Corporation. 

(4)  That  the  said  William  Carr,  Emor  Green  Wrigley,  and  James  Turner  Riley 
have  been  guilty  of  malpractices  in  connection  with  the  Halifax  Gas-Works. 

(Signed)  Thos.  Kino  Fox. 

Alderman  Riley  said  he  could  only  repeat  what  he  had  said  in  the 
Council  Chamber  two  months  ago.  In  respect  of  any  malpractices,  or  in 
respect  of  any  commission  that  had  ever  been  paid  on  coal  that  had  gone 
into  the  Halifax  Gas-Works,  he  had  never  received  sixpence  in  his  life. 
If  he  had  received  a  single  sixpence,  he  had  received  a  million  of  money. 
He  made  that  assertion  fearlessly,  in  the  presence  of  forty  gentlemen, 
with  many  of  whom  he  had  been  associated  for  seventeen  years.  The 
Corporation  had  bought  very  large  quantities  of  coal  since  he  had  been 
Chairman  of  the  Committee ;  and  there  had  never  in  his  life  been  a  single 
colliery  proprietor,  or  a  single  representative  of  a  colliery  proprietor,  who 
had  said  to  him,  “  If  you  can  influence  the  Gas  Committee,  and  get  my 
firm  an  order  for  coal,  I  will  see  that  you  are  put  in  a  position  so  that  you 
shall  not  lose  anything  by  it,”  or  “  I  will  give  you  money  if  you  will  do 
so.”  Never  had  such  a  thing  happened  in  his  experience;  and  he  thought 
he  ought  to  make  that  public  statement  in  the  interests  of  the  gentlemen 
who  owned  the  collieries.  He  only  knew  two  gentlemen  who  supplied 
the  Corporation  with  coal ;  and  he  most  solemnly  assured  everyone 
there— and  he  asked  them  to  believe  him— that  he  had  never  received  a 
sixpence,  or  had  a  sixpence  offered  to  him,  in  his  life  for  any  such  pur¬ 
pose  as  was  suggested.  He  appealed  to  the  Corporation  to  wait  in 
respect  to  the  charges  and  statements  that  had  been  put  before  them 
that  day  by  the  Mayor.  And  he  would  like  to  ask  the  Mayor  if  he  had 
any  objection  to  read  the  correspondence,  showing  the  bungling  way  in 
which  he  (the  Mayor)  had  gone  about  the  matter — correspondence  from 
the  colliery  proprietors  relating  to  the  quantity  of  coal  which  he  (the 
Mayor)  had  stated  had  come  from  the  collieries  to  the  Corporation. 
With  respect  to  Mr.  Carr,  he  had  stated  two  months  ago  that  he  chose  to 
believe  him  to  be  free  from  corruption.  He  had  been  intimately  acquainted 
with  Mr.  Carr  for  twelve  years ;  and  during  the  whole  of  that  time  he 
had  never  found  him  to  be  an  untruthful  man.  When  this  scandal  was 
first  raised,  he  went  to  the  gas-works,  and  had  an  interview  with  Mr. 
Carr,  and  had  said  to  him,  ‘‘  Now,  you  and  I  have  been  associated  in  the 
management  of  these  gas-works  for  many  years,  and  I  want  you  to  give 
me  a  straightforward  answer  to  a  pointed  question.”  He  replied, 
“  I  will.”  He  (Alderman  Riley)  said,  “  Have  you  ever  received  any 
commission  on  any  coals  which  came  into  these  works?”  and  Mr.  Carr 
looked  him  straight  in  the  face,  and  said,  “  I  never  have.”  A  gentleman 
sitting  on  the  aldermanic  bench  had  similarly  questioned  Mr.  Carr,  and 
had  received  a  similar  reply.  He  preferred  to  believe  Mr.  Carr  to  be 
innocent  of  the  charges  until  he  was  proved  to  be  guilty.  There  were 
certain  circumstances  which  had  transpired  that  day  which  would  pos¬ 
sibly  appear  to  put  a  different  face  upon  the  matter ;  but  his  desire  was 
that  the  whole  matter  should  be  gone  into.  As  to  the  quality  of  the 
coal,  he  did  not  take  the  slightest  responsibility  on  that  account.  That 
was  a  question  of  manufacture.  If  the  Council  had  been  defrauded  out 
of  these  large  sums  of  money,  all  he  could  say  was  that  he  had  been 
defrauded  also,  and  most  grossly  deceived ;  but  he  did  not  take  the  slightest 
responsibility  with  regard  to  the  quality  of  the  coal.  He  had  spent  the 
best  part  of  his  life  for  twelve  years  in  the  work  of  the  gas  undertaking  ; 
and  if  he  had  had  thousands  of  pounds  invested  in  the  concern,  he  could 
not  have  taken  a  greater  interest  in  it  than  he  had  done.  Whether  they 
believed  it  or  not,  he  assured  them  that  this  was  true,  and  that  he  had 
been  very  proud  of  the  progress  of  the  works.  When  Mr.  Carr  first  came 
to  Halifax,  the  price  of  gas  was  4s.  per  1000  cubic  feet,  and  now  it  was 
only  Is.  9d.  per  1000.  He  thought  these  good  results  ought  to  be  highly 
satisfactory  to  every  member  of  the  Council,  and  to  every  consumer  of  gas 
in  the  borough.  As  to  the  weighing  of  the  coal,  he  had  heard  incidentally 
that  a  large  proportion  of  the  coal  which  was  going  into  the  gas-works 
was  not  weighed.  He  had  expressed  his  surprise  at  that ;  and  Mr. 
Carr  had  said  that  Mr.  Cleasby  would  explain  it.  He  (Alderman 
Riley)  had  tried  several  times  to  see  Mr.  Cleasby,  but  had  not 
succeeded  in  doing  so.  He,  however,  understood  that  it  had  been 
to  a  large  extent  caused  by  the  very  short  time  that  was  allowed  to  Mr. 
Carr  for  taking  the  waggons  into  the  sidings.  Whether  this  would  be  a 
good  and  sufficient  excuse  to  the  Corporation  remained  to  be  seen.  He 
again  said  emphatically  to  his  colleagues  in  the  Council,  and  to  the  rate¬ 
payers  through  the  press — he  emphatically  said  and  swore  there,  before 
the  Mayor  and  the  whole  of  the  Council — that  he  had  never  received  a 
single  sixpence,  and  had  never  had  it  offered  to  him  by  any  colliery  pro¬ 
prietor  who  had  done  business  with  the  Halifax  Corporation ;  and,  further, 
he  sincerely  believed  that  the  late  Gas  Manager,  who  was  then  sitting  in 
the  Council  Chamber,  had  never  received  a  sixpence  in  the  shape  of  com¬ 
mission  on  coal  or  anything  else. 

The  Mayob  :  What  about  Dempster  ? 

Alderman  Riley  said  the  Mayor  should  not  ask  him  about  that — he  was 
talking  about  the  coal.  He  would  not  believe  that  Mr.  Carr  had  received 
anything  untii  he  was  proved  guilty.  With  regard  to  his  own  actions,  he 
gave  them  a  positive  and  serious  denial  of  the  charges ;  and  surely  he 
knew  what  he  himself  had  done.  He  could  not  look  anyone  in  that  town 
in  the  face  if  he  had  done  what  was  imputed  to  him,  and  could  never  put 
his  head  outside  of  his  own  house  if  he  had  told  his  colleagues  in  the 
Council  a  palpable  and  deliberate  lie.  He  could  only  assure  them,  as  he 
had  assured  the  Mayor  and  the  Town  Clerk,  that  his  hands  were  perfectly 
clean  with  regard  to  the  matter. 

Alderman  Lonobottom  said  that,  however  the  statements  made  by 
Alderman  Riley  might  come  home  to  their  own  consciences,  he  was  afraid 
they  would  not  satisfy  a  great  number  of  people  outside  the  Council,  in 
the  face  of  the  written  statement  that  he  (Alderman  Riley)  and  other 


persons  had  been  guilty  of  malpractices.  Therefore,  the  only  course  left 
to  the  Council,  seeing  that  they  had  passed  a  resolution  that  the  indemnity 
to  Mr.  Fox  should  be  signed,  was  to  pass  another  calling  upon  Alderman 
Riley  to  commence  a  civil  action  against  the  person  who  had  made  these 
charges  against  him.  These  charges  were  of  the  most  serious,  and,  if 
untrue,  the  most  scandalous  character ;  and  he  should  hardly  think  that 
any  gentleman  would  have  such  a  stigma  as  that  attached  to  his  name 
and  character  without  justifying  himself  before  “  twelve  good  men  and 
true.”  But  he  thought  that,  seeing  that  they  had  given  an  indemnity  on 
one  side,  they  should  also  give  Alderman  Riley  a  guarantee  that  if  he 
brought  an  action,  and  succeeded  in  clearing  his  character,  he  should  be 
nothing  out  of  pocket  thereby.  As  members  of  the  Council,  they  should 
see  to  it  that'Alderman  Riley  did  notsuSer  pecuniarily  if  he  came  through 
the  ordeal  with  clean  hands.  He  therefore  moved — “  That  Alderman 
Riley  be  called  upon  to  commence  a  civil  action  against  Thomas  King 
Pox,  for  the  purpose  of  having  the  charges  made  against  him  fully  in¬ 
vestigated  ;  and  that,  in  the  event  of  his  obtaining  a  verdict  in  his  favour, 
he  be  indemnified  against  all  costs,  charges,  and  expenses  incurred  by  him 
in  such  action.” 

Alderman  D.  Sotth  seconded  the  motion.  He  said  he  thought,  in  all 
fairness  to  his  own  character  and  to  his  standing  in  the  town,  Alderman 
Riley  should  take  the  course  suggested,  so  that  the  matter  might  be  fairly 
sifted. 

The  motion  was  carried. 

The  Mayor  at  this  point  referred  to  Alderman  Riley’s  statement  about 
his  “  bungling  ”  in  making  inquiries  at  a  certain  colliery.  He  said  he 
simply  went  down  to  inquire  about  a  particular  contract  of  which  he  did 
not  know  the  exact  quantity ;  and  in  asking  them  about  it,  he  stated  rather 
more  than  the  quantity  they  had  contracted  for.  He  had  said  that  the 
contract  was  for  8000  or  10,000  tons.  Mr.  Wrigley  showed  him  that  the 
contract  was  for  5000  tons,  and  that  a  second  year’s  contract  was  for  GOOO 
tons.  He  believed,  however,  that  instead  of  the  5000  tons  they  would  find 
that  the  Corporation  had  paid  for  more  than  6000  tons.  It  was  quite  an 
irregular  proceeding,  when  the  Gas  Committee  had  accepted  a  contract 
for  5000  tons,  that  6000  tons  should  be  supplied. 

Alderman  Riley  said  he  could  explain  that.  He  was  sure  the  Mayor 
would  not  do  or  say  anything  wrong.  (The  Mayor:  Not  for  the  world.) 
They  were  under  the  necessity  of  ordering  1000  tons  more;  and  the  order 
was  given  with  the  consent  and  knowledge  of  the  members  of  the  Gas 
Committee. 

The  Mayor  still  persisted  that  such  a  course  was  irregular,  and  said  the 
additional  order  ought  to  have  been  entered  on  the  minutes  of  the 
Committee. 

Alderman  Pollard  said  the  charges  were  very  serious  ones ;  and  it 
behoved  them  all  to  keep  as  calm  as  they  could.  He  rose  to  propose 
that,  in  order  not  to  keep  the  public  in  suspense  on  the  subject,  the  Sub- 
Committee  dealing  with  the  matter  should  call  the  Council  together 
every  week  or  every  fortnight  to  receive  reports,  now  that  they  had 
signed  the  indemnity. 

Mr.  Bboadbent  seconded  the  motion,  but  expressed  the  opinion  that 
there  was  no  necessity  for  it.  The  Mayor  and  his  colleagues  had  not 
been  at  all  dilatory,  considering  the  work  they  had  to  do,  and  were  doing 
it  thoroughly.  He  suggested  that  they  should  be  left  unfettered ;  and 
they  would,  he  was  sure,  at  once  call  the  Council  together  whenever  they 
had  anything  to  report. 

Alderman  Longbottom  wanted  to  know  what  the  members  of  the  Gas 
Committee  thought  on  the  subject,  and  said  they  seemed  to  be  as  “  dumb 
dogs  ”  in  regard  to  the  matter. 

Mr.  J.  W.  Davis,  as  a  member  of  the  Committee,  said  his  colleagues 
knew  nothing  of  the  alleged  malpractices.  He  objected  to  Alderman  Long- 
bottom’s  observation  that  they  were  “  dumb  dogs  ”  because  they  had  said 
nothing  with  regard  to  the  proceedings  now  going  on.  They  were  per¬ 
fectly  content  to  leave  the  matter  with  those  in  whose  charge  it  was,  and 
to  await  the  result. 

Mr.  J.  Brook,  another  member  of  the  Committee,  supplemented  Mr. 
Davis’s  remarks,  and  explained  that  during  the  last  four  months  the 
weighing-machine  at  the  gas-works  had  been  out  of  order,  and  had  been 
under  repairs. 

Mr.  J.  Bairstow  indignantly  repudiated  the  appellation  “  dumb  dogs.” 

Mr.  J.  BRAMLEYsaid  his  great  difificulty  had  been,  on  previous  occasions 
when  this  matter  was  before  the  Council,  to  restrain  himself  from  speaking ; 
but  now  that  they  were  challenged  to  speak,  he  would  say  one  or  two 
things.  The  duty  of  the  Council  was  to  believe  all  were  innocent  until 
they  were  found  guilty;  and  he  regretted  that  they  should  have  departed 
from  that  course.  The  Gas  Committee,  had,  he  contended,  not  been 
treated  with  the  courtesy  which  ought  to  have  been  displayed  towards 
them.  With  respect  to  Mr.  Carr,  he  was  extremely  sorry  that  the  Mayor 
had  felt  it  to  be  his  duty  to  make  him  blacker  than  he  was  yet  proved  to 
be.  He  thought  it  was  an  injury  to  Mr.  Carr.  When  the  Gas  Manager 
stated  his  decision  to  resign,  he  told  the  Mayor  he  was  willing  to  stay  at 
his  post  until  his  successor  was  appointed  ;  and  the  Mayor  replied,  “  Oh, 
you  can  go  at  once.”  He  thought  an  old  servant  of  the  Corporation  ought 
not  to  have  been  treated  in  that  cavalier  fashion.  He  had  not  approved 
of  the  indemnity — not  that  he  would  burke  any  part  of  the  inquiry,  but 
he  felt  that  if  anyone  had  charges  to  make  against  a  servant  of  the  Cor¬ 
poration,  they  could  make  them  without  having  an  indemnity.  He  should 
believe  both  Alderman  Riley  and  Mr.  Carr  to  be  innocent  until  they  were 
found  to  be  guilty ;  and  he  regretted  that  the  Council  should  have  been 
hounded  on  by  libellous  and  slanderous  things  that  had  appeared  in  news¬ 
papers.  So  far  as  he  knew  the  feelings  of  the  members  of  the  Gas  Com¬ 
mittee  up  to  that  moment,  they  had  had,  and  they  still  had,  the  utmost 
confidence  in  the  Gas  Manager  and  in  their  Chairman,  Alderman  Riley. 

Mr.  L.  Clayton  also  objected  to  Alderman  Longbottom’s  expression 
“  dumb  dogs,”  and  said  the  words  must  be  ofiensive  to  each  member  of 
the  Committee.  He  could  only  speak  from  his  own  experience  on  the 
Committee  ;  and  he  must  say  he  had  found  their  proceedings  had  always 
been  conducted  in  a  businesslike  and  orderly  manner  (hear,  hear). 

Alderman  Longbottom  disclaimed  any  intention  to  be  ofiensive,  and 
described  the  expression  used  as  a  playful  one,  which  he  would  at  once 
withdraw. 

The  resolution  was  also  withdrawn. 

Mr.  Pearson  suggested  that  the  number  of  gentlemen  forming  the  Sub- 
Committee  should  be  increased. 

The  Mayor  replied  that  he  thought  it  would  be  the  wisest  course  at 
present  to  leave  the  Sub-Committee  as  it  was ;  if  they  required  a  greater 
number,  they  would  not  fail  to  ask  the  Council  to  increase  it. 

Mr.  Gbaydon  asked  if  all  the  books  and  papers  which  Mr.  Carr  had  in 
bis  possession  as  Gas  Manager  were  now  in  the  hands  of  the  Corporation. 

The  Mayor  replied  that  the  “  test-book  ”  referred  to  by  him  had  not 
yet  been  found ;  but  he  could  not  at  that  stage  answer  Mr.  Graydon’s 
question. 

The  discussion  then  closed. 


A  meeting  of  the  Gas  Committee  was  held  last  Friday — when  Mr. 
Binns,  Vice-Chairman,  presided,  There  were  38  applications  for  the  post 
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of  Gas  Manager ;  the  salary  being  d£400  per  annum.  It  was  decided  to 
consider  these  at  a  special  meeting  to  be  held  on  the  following  Wednesday 
(to-morrow).  A  letter  was  read  from  Mr.  Carr,  asking  for  a  quarters 
salary  in  lieu  of  three  months’  notice ;  and  it  was  understood  that  the 
Committee  would  not  entertain  the  application.  Mr.  Alderman  Riley  on 
Thursday  placed  the  matter  as  affecting  himself  in  the  hands  of  his 
legal  advisers,  who  are  laying  the  charges  before  Counsel,  with  instruc¬ 
tions  to  draw  up  an  indemnity  embodying  the  terms  on  which  he  would 
advise  Mr.  Riley  to  sue  Mr.  T.  K.  Fox.  It  is  reported  that  Mr.  Wrigley 
also  has  placed  the  matter  in  the  hands  of  his  solicitors,  and  intends  to 
bring  immediate  action  against  the  Mayor  (Mr.  Alderman  Booth)  for  the 
libellous  matter  contained  in  his  speech  last  Wednesday. 

The  following  are  some  press  comments  on  the  matter  : — The  Pall 
Mall  Gazette  says  :  We  are  very  glad  that  the  Halifax  Town  Council  have 
found  it  out  at  last ;  but  we  put  it  to  them  whether  they  ought  not,  in 
common  gratitude,  to  recognize  the  services  which  we  have  rendered  to 
them.”  Tlh&  Leeds  Mercurif  Buys “We  are  not  disposed  to  accept  the 
wholesale  accusations  which  are  made  as  true ;  but  whenever  they  are 
specific,  they  should  be  traced  home,  and  their  truth  or  falsity  esta¬ 
blished.”  The  Yorkshire  Post,  referring  to  Mr.  Fox’s  position,  says; 
“  The  circumstance  of  any  man  entering  upon  any  such  undertaking 
under  such  conditions  is  a  tolerably  sufficient  guarantee  not  only  that  he 
is  in  earnest,  but  that  he  has  perfect  confidence  in  his  ability  to  make 
his  words  good,  and  to  satisfy  any  Court  of  Law  of  the  justice  and  truth 
of  his  statements.”  It  is  added  by  the  Post :  “  The  Committee  will  find 
it  very  difficult  to  persuade  the  public  that  their  way  of  managing 
the  gas  business  of  the  Municipality  was  as  little  blameworthy  as  they 
represent  it  to  have  been.  What  sort  of  management  could  that  have 
been  under  which  only  one  truck  of  coals  out  of  every  hundred  received 
was  weighed,  so  as  to  check  the  invoices  sent  from  the  collieries  ?  ” 

The  following  letter  has  been  sent  to  the  local  papers  by  Messrs.  Storey 
and  Co.,  Mr.  Carr’s  solicitors  : — “Sir, — As  this  matter  [the  Gas  Scandal] 
will  in  all  probability,  and  at  no  distant  period,  be  thoroughly  in¬ 
vestigated  in  a  Court  of  Law,  we  would  again,  on  behalf  of  our  client,  Mr. 
Carr,  ask  the  public,  through  your  valuable  paper,  to  suspend  their  judg¬ 
ment,  notwithstanding  the  extraordinary  statements  that  have  been  made 
in  the  Halifax  Town  Council  Chamber  and  elsewhere.  The  course  taken 
against  our  client  so  far  will,  on  examination,  be  found  to  be  unprecedented. 
The  statements  referred  to  are  merely  ex  parte — that  is  to  say,  one-sided 
— and  look  as  if  they  had  been  made  on  the  principle  of  ‘  hanging  a  man 
first,  and  trying  him  afterwards.’  Our  client’s  position  is  strong  enough 
to  enable  him  to  resist  all  attempts  in  the  nature  of  coercion  or  despotic 
dictation ;  and  as  a  Court  of  Law  is  to  be  appealed  to,  he  will  for  the 
present  refrain  (however  painful  and  trying  the  silence  may  be)  from 
combating  the  statements  made  to  his  prejudice.  With  some  people  ‘  the 
wish  is  often  father  to  the  thought.’  Fortunately,  however,  the  thoughtful 
and  charitable  are  in  a  majority,  and,  before  forming  a  judgment,  will, 
we  venture  to  think,  wait  until  both  sides  have  been  heard.” 


ROCHDALE  CORPORATION  GAS  SUPPLY. 

The  Allegations  bespecting  the  Gas  Coal  Contkacts. 

At  the  Meeting  of  the  Rochdale  Town  Council  last  Thursday — the  Mayob 
(Mr.  J.  E.  Petrie)  presiding — there  was  a  long  discussion  on  the  subject 
of  the  gas  coal  contracts.  Certain  charges,  it  may  be  remembered,  had 
been  made  impugning  the  honesty  of  the  Gas  Committee  in  the  letting  of 
the  contracts  for  coal ;  and,  in  accordance  with  a  resolution  of  the  Com¬ 
mittee,  the  Chairman  (Mr.  Alderman  Petrie)  replied  to  the  statements. 
The  charges  made  by  Mr.  E.  Evans  at  a  public  meeting  on  the  20th  ult., 
as  already  reported  in  the  Joubnal,  were  (1)  that  the  tenders  were  not 
dealt  with,  or  entered  into  in  a  businesslike  way  ;  (2)  that  a  member  of  the 
Gas  Committee  proposed  that  they  should  go  to  the  Wigan  Coal  and  Iron 
Company  and  do  the  best  they  could  with  them ,  and  (3)  that  the  very 
same  class  of  coals  as  those  accepted  was  offered  by  another  tenderer  at  Is. 
per  ton  less. 

Alderman  Peteie  said  the  proper  answer  to  the  last  and  most  serious 
charge  would  be  in  a  very  short  but  unparliamentary  word.  It  was  abso¬ 
lutely  false.  The  charge  had  arisen  through  the  strange  and  unaccount¬ 
able  conduct  of  Mr.  Parker,  who  was  Mr.  Evans’s  informant.  This 
gentleman  did  not  attempt  to  prove  the  allegations  before  the  Committee  ; 
but  expressed  his  very  strong  regret  that  he  had  ever  spoken  on  the  subject 
to  Mr.  Evans.  He  further  told  the  Committee  that  the  statements  made  by 
Mr.  Evans  were  grossly  exaggerated,  and  that  he  had  given  an  interpreta¬ 
tion  to  them — or  had  led  other  people  to  place  an  interpretation  upon  them 
— which  he  (Mr.  Parker)  had  never  for  one  moment  intended  to  give. 
After  this  Mr.  Parker  promised  the  Committee  that  he  would  write  to  the 
papers  on  the  Saturday  following,  showing  the  difference  between  him  and 
Mr.  Evans,  and  giving  an  explanation  of  the  matter.  But,  to  the  surprise 
of  the  Committee,  the  real  effect  of  the  letter  was  most  decidedly  to 
confirm,  and  strongly  confirm,  the  statements  which  Mr.  Evans 
had  made — putting  him  completely  in  the  right,  and  repeating  the 
statements  in  a  more  decisive  and  more  offensive  form.  Proceeding 
to  give  the  history  of  the  transactions,  Alderman  Petrie  said :  — So 
long  ago  as  the  6th  of  June  last  the  coal  tenders  were  presented  to  the 
Committee  and  opened  by  them.  The  usual  method  was  adopted  ;  and 
the  Assistant  Town  Clerk  read  over  the  particulars  of  each  tender, 
and  each  member  of  the  Committee  copied  the  names  of  the  tenderers 
and  the  particulars  of  their  tenders  as  they  were  read  out,  so  that  he 
might  have  them  before  him  for  his  private  consideration.  There  were 
altogether  no  fewer  than  34  tenders  for  different  qualities  and  prices  of 
coal ;  and  this  list  they  made  out.  A  long  and  careful  discussion  took 
place,  ranging  over  the  whole  of  the  tenders ;  and,  as  always  happens  in 
such  a  case,  when  we  came  to  compare  the  prices,  qualities,  &c.,  a  con¬ 
siderable  number  of  tenders  were  set  aside  at  once,  for  we  saw  that  they 
did  not  represent  the  article  we  wanted.  The  34  tenders  were  reduced 
to  seven.  The  Committee  felt  that  these  were  deserving  of  closer  attention 
and  fuller  information,  in  order  that  they  might  all  be  thoroughly  inves¬ 
tigated.  With  this  purpose  a  Sub-Committee  was  appointed,  to  obtain 
the  best  and  fullest  information  they  could  on  each  class  of  coals  tendered  ; 
and  the  seven  tenders  were  handed  to  them.  This  Sub-Committee  met 
five  days  afterwards,  and  set  to  work  at  the  seven  tenders.  We  collected 
the  very  best  information  we  could ;  and,  after  going  through  the  figures 
and  results,  we  brought  the  seven  tenders  down  to  three.  These  tenders 
appeared  to  be  very  near  each  other.  One  of  them  was  for  the  Arley 
Coal,  and  the  price  of  it  was  lid.  per  ton  less  than  the  coal  we  eventually 
accepted.  The  price  offered  was  8s.  4d.  per  ton,  and  the  price  of  that  which 
we  bought  was  9s.  3d.  We  were  quite  hoping  that  we  had  a  coal  that  would 
beat  anything  we  had  had  before.  After  carefully  going  into  the  figures, 
however,  we  found  that  this  was  not  borne  out.  Although  our  best  coal  is 
9s.  3d.  per  ton,  we  do  not  use  that  coal  by  itself.  We  mix  two-thirds  of  it 
with  one-third  of  nuts  at  7s.  6d.  per  ton.  This  makes  our  coal  for  gas  pur¬ 
poses  8s.  8d.  per  ton ;  but  this  is  still  4d.  per  ton  more  than  the  tender  to 
which  I  have  referred.  But  from  the  very  best  information  we  obtained, 
we  learnt  that  the  new  coal  would  only  give  us  17-candle  gas.  Our  standard 
is  18-candle;  and  if  we  were  to  use  that  coal  we  should  have  to  purchase 


cannel  to  improve  it,  or  else  buy  a  much  more  expensive  coal  to  rnix  with 
it.  Then  we  were  regretfully  obliged  to  put  that  tender  on  one  side  also. 
If  we  had  accepted  it  we  should  have  been  losers  in  the  end.  Thus  we 
came  down  to  two  tenders.  One  of  these  was  so  near  in  the  figures  that 
although  they  only  offered  5000  tons,  we  decided  to  test  it,  and  if  the  test  was 
satisfactory  to  purchase  it.  We  at  once  ordered  100  tons,  and  tried  them 
by  a  test  over  the  whole  works,  and  extending  over  two  or  three  days. 
Fortunately  the  test  was  not  satisfactory.  The  tender  was  then  thrown 
aside,  and  we  were  left  with  one  only.  We  had  then  to  report  our  decision 
to  the  General  Committee.  There  was  another  long  discussion,  and  it 
was  not  without  considering  all  the  points  that  it  was  decided  to  give  the 
order  to  the  Wigan  Coal  and  Iron  Company.  Only  one  member  objected, 
and  that  member  was  Mr.  Councillor  Parker.  After  that  had  been 
decided,  and  not  before,  it  was  proposed  that  a  deputation  should 
go  to  the  Wigan  Coal  and  Iron  Company,  with  full  powers  to 
do  the  best  we  could  with  them.  That  meant  that  we  were 
to  make  the  tender  as  much  as  we  could  at  the  price ;  and,  if  possible,  to 
screw  the  price  down  a  little  as  well.  The  deputation  went  to  Wigan ; 
and,  after  a  very  long  struggle  and  some  very  hard  bargaining,  we  got 
the  price  so  modified  as  to  make  a  saving  of  the  round  sum  of  ilOOO  on 
the  whole  weight  of  the  tender.  That  was  a  pure  saving  to  the  rate¬ 
payers  by  the  efforts  of  gentlemen  whose  character  it  is  much  the  fashion 
to  impugn  at  the  present  time.  Between  then  and  now  we  have  had  a 
number  of  Committee  meetings  and  several  Council  meetings;  but  Mr. 
Parker  has  not  thought  proper  to  give  the  Council  or  the  Committee  the 
slighest  idea  that  he  objected  to  what  was  done  by  the  Committee.  In 
the  letter  which  he  sent  to  the  papers  (see  ante,p.  600)  he  says  ;  “  My  ob¬ 
jection  was  to  the  position  taken  by  a  member  of  the  Committee  propos¬ 
ing  that  a  deputation  be  appointed  to  wait  upon  the  Wigan  Coal  and  Iron 
Company  ‘  to  make  the  best  terms  they  could  before  any  of  the  other 
tenders  were  considered.’”  This,  Sir,  is  a  statement  which  I  hope  no 
one  will  be  found  fool  enough  to  believe,  for  it  is  absurdly  untrue.  He 
says  further  :  “  I  protested  against  this  proceeding,  with  the  result  that 
some  slight  consideration  was  given  to  a  few  of  the  other  tenders.”  That 
also  is  a  statement  which  can  only  cause  the  other  members  of  the  Com¬ 
mittee  to  wonder  how  Mr.  Parker  can  be  possessed  of  such  strange  ideas, 
for  they  are  fancies  of  a  diseased  imagination.  I  think  I  am  justified  in 
calling  the  conduct  of  Mr.  Parker  strange  and  unaccountable. 

Mr.  Paekee,  in  reply,  said  that  when  the  tenders  were  opened,  the 
motion  that  he  complained  of  was  made,  and  he  was  the  only  person  who 
objected  to  it.  He  asked  whether  the  deputation  were  going  to  the  Wigan 
Coal  and  Iron  Company  to  make  the  best  bargain  they  could,  when  there 
was  not  one  on  the  whole  list  who  would  not  make  some  concession  if 
appealed  to.  After  this,  they  inquired  into  some  of  the  tenders  on  his 
recommendation;  but  there  were  upwards  of  20  different  tenders  that 
were  never  gone  into  at  all.  In  the  last  there  was  one  coal  of  a  similar 
quality  to  the  Arley  mine  coal  at  more  than  Is.  a  ton  less  ;  and  there  was 
another  coal  advertised  which  would  make  12,000  cubic  feet  of  18-candle 
gas,  and  would  cost  only  8d.  more  than  they  were  paying.  He  did  not 
know  that  he  had  said  anything  that  he  had  any  reason  to  retract.  He 
had  no  intention  of  charging  anyone  with  dishonesty  in  any  shape  or 
form ;  but  if  Mr.  Evans  so  construed  his  statement,  or  put  it  in  such  a  way 
that  it  might  be  so  construed,  he  was  a  dishonourable  man. 

Several  members  of  the  Gas  Committee  vouched  for  the  accuracy  of  Mr. 
Alderman  Petrie’s  statement  of  what  transpired,  and  warmly  denied  the 
allegations  of  Mr.  Parker.  It  was  suggested  that  a  resolution  of  confi¬ 
dence  in  the  Committee  should  be  passed ;  but  the  Mayor  and  several 
members  of  the  Committee  thought  that  this  was  unnecessary,  and  it  was 
not  pressed. 

Mr.  Pabkee,  in  a  closing  statement,  said  he  told  the  Committee  that  if 
they  gave  the  price  quoted  in  the  tender,  they  would  be  paying  too  much — 
that  the  price  of  coal  quoted  at  Wigan,  which,  from  a  business  point  of 
view,  was  the  pit  price,  was  6a.  6d.,  and  that  this,  with  the  railway  rate. 
Is.  7d.,  and  the  cost  of  the  waggon  hire,  6d.,  should  bring  the  coal  up  to 
only  8s.  7d.  per  ton. 

Alderman  Peteie,  in  reply,  expressed  himself  as  well  satisfied  with  the 
tone  the  discussion  had  taken.  He  did  not  remember  the  exact  remarks  of 
Mr.  Parker  in  committee,  but  considered  it  quite  possible  he  might  have 
given  them  the  information  to  which  he  had  just  referred.  He  had  laid 
before  them  much  information ;  and  the  Committee  had  listened  with  the 
greatest  deference  to  what  he  had  to  say,  because  it  was  felt  that,  being 
connected  as  he  was  with  the  coal  trade,  his  remarks  ought  to  be  attended 
to.  He  (Alderman  Petrie)  now  thought  they  must  attribute  the  whole  of 
the  misunderstanding  to  Mr.  Parker  being  very  excited  when  the  Com¬ 
mittee  were  considering  the  tenders.  His  imagination  that  the  proposal 
to  visit  Wigan  was  made  before  the  tenders  were  considered  must  have 
arisen  from  his  being  in  a  state  of  excitement. 

Mr.  P.4EKEE  :  I  cannot  allow  that. 

Alderman  Peteie  :  If  Mr.  Parker  remembers  that  the  proposal  was 
made,  he  must  remember  the  name  of  the  gentleman  who  made  it. 

Mr.  Paekee  :  Then  it  was  Alderman  Baron. 

Alderman  Baeon  (warmly)  :  That  is  so  absurdly  untrue  that  it  needs  no 
contradiction. 

The  discussion  closed,  and  the  minutes  of  the  Committee  were  passed. 


The  Peice  of  Gas  at  Acceington. — The  Watch  and  Cemetery  Committee 
of  the  Accrington  Corporation  have  lately  been  considering  the  desira¬ 
bility  of  approaching  the  Directors  of  the  Gas  and  Water  Company  with 
a  view  of  getting  the  price  of  gas  supplied  for  the  public  lamps  reduced  ; 
and  the  Town  Clerk  laid  before  the  Committee  a  comparative  statement 
of  the  price  of  gas  supplied  in  all  the  boroughs  in  Lancashire.  _  It  was 
resolved  that  a  table  be  prepared  showing  the  high  charge  in  Accrington  ; 
and  the  Chairman  and  one  member  were  deputed  to  wait  upon  the 
Directors  of  the  Company  to  ask  them  to  reduce  the  price.  Subsequently 
the  deputation  reported  the  result  of  their  interview  with  the  Directors, 
who  had  informed  them  that  they  had  already  under  consideration  the 
question  of  a  general  reduction,  which  might  be  adopted  after  the  expira¬ 
tion  of  the  year. 

DisrassAL  OF  the  Hawobth  Gas  Manageb.— At  the  meeting  of  the 
Haworth  Local  Board  last  Tuesday,  a  recommendation  that  the  Gas 
Manager  (Mr.  M’Kenzie)  have  a  months’  notice  to  terminate  his  engage¬ 
ment  was  brought  forward,  and  a  motion  for  its  adoption  moved  by  Mr.  H. 
Redman.  He  gave  as  his  reason  for  doing  so  the  thorough  incompetenoy 
of  Mr.  M'Kenzie  to  properly  conduct  the  works.  It  was  sometime  before 
the  motion  found  a  seconder ;  but  eventually  Mr.  J.  Redman  seconded  it. 
Mr.  M'Kenzie  said  he  was  totally  ignorant  that  any  charge  was  to  be 
brought  against  him  until  the  previous  morning,  when  he  saw  the  minute. 
All  he  had  to  say  was  that  in  every  particular  lie  had  done  as  well  as  he 
could  since  he  came  to  Haworth.  After  some  discussion,  the  Chairman 
moved,  as  an  amendment,  that  the  Gas  Manager  be  dismissed  and  that 
three  months’  notice  be  given  to  him;  but  there  was  no  seconder  to  it, 
The  motion  was  then  put,  when  Messrs.  H.  Redman  and  J.  Redman  voted 
for,  and  the  Chairman  against  it.  The  other  members  remained  neutral, 
The  motion  was  therefore  carried. 
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BIEMINGHAM  COEPOEATION  GAS  SUPPLY. 

Increase  of  Officials’  Salaries. — Workmen's  Holidays. 

At  the  Meeting  of  the  Birmingham  Town  Council  last  Tuesday — the 
Mayor  (Mr.  Alderman  Pollack)  in  the  chair — the  report  of  the  Gas  Com¬ 
mittee,  of  which  an  abstract  was  given  in  the  Journal  last  week,  was 
presented.  The  principal  matters  dealt  with  therein  were,  it  may  be  re¬ 
membered,  the  increase  in  the  salaries  of  certain  officials  of  the  Gas 
Department  and  the  granting  of  holidays  to  the  workmen. 

Mr.  Bishop,  in  moving  the  adoption  of  the  report,  said  it  had  never 
been  the  practice  of  the  Gas  Committee  to  report  increases  of  salary  in 
the  Gas  Department,  as  it  was  treated  as  a  commercial  undertaking;  but 
they  had  cheerfully  complied  with  the  resolution  of  the  Council  to  prepare 
a  report  of  all  the  advances  which  had  been  made  during  the  current 
year.  Having  described  the  classes  of  officials  to  whom  the  advances  refer¬ 
red,  he  said  that  since  1887  there  had  practically  been  no  increase  in  the  sum- 
total  of  the  office  salaries ;  while  the  management  salaries  had  decreased. 
Alluding  to  the  advance  which  had  been  made  in  the  salary  of  one  of  the 
Engineers  (Mr.  C.  Hunt),  he  said  that,  although  only  Mr.  Hunt’s  name 
was  mentioned,  it  was  well  known  that  there  was  a  probability  of  Mr. 
Hack  having  his  salary  raised,  so  that  the  two  might  be  taken  together. 
It  was  thought  by  some  that  Mr.  Hack  was  appointed  since  the  under¬ 
takings  of  the  Companies  were  taken  over.  This  was  a  mistake.  Both 
the  Engineers  were  left  as  an  inheritance  to  the  Gas  Committee — or 
rather  they  entered  the  service  of  the  Corporation  on  the  faith  of  certain 
promises  made  by  those  who  negotiated  the  transfer.  One  promise  was 
that  their  positions  under  the  Corporation  should  be  as  good  as  they  were 
likely  to  become  under  the  Companies.  It  was  then  considered  to  be  a 
great  advantage  to  have  both  Engineers ;  and  they  had  since  proved  to  be 
of  the  greatest  possible  benefit  to  the  undertaking.  Mr.  Joseph  Chamber¬ 
lain,  at  the  time  of  the  transfer,  said  the  Corporation  would  do  well  to 
deal  liberally  with  the  Companies’  servants ;  and  after  the  first  three 
years’  experience  of  the  Gas  Committee,  the  right  honourable  gentleman 
gave  the  credit  for  what  had  been  done  to  the  Engineers  in  the  first 
instance.  He  (Mr.  Bishop)  might  be  asked  how  the  Committee  justified 
the  increase  given  to  Mr.  Hunt  and  the  proposed  increase  to 
Mr.  Hack.  He  would  frankly  acknowledge  that,  in  his  opinion, 
the  Committee  had  made  a  mistake— (hear,  hear)  —  not  in  the 
way  suggested  by  the  “  hear,  hear,”  but  in  not  giving  the  increase  earlier, 
by  gradations.  Instead  of  allowing  nine  years  to  elapse  without  making 
Mr.  Hunt  any  advance  at  all,  they  would  have  acted  more  wisely  if  they 
had  made  one  three  or  four  years  earlier.  But  there  were  two  reasons  for 
the  course  adopted.  One  was  that  very  extensive  works  were  going  on  at 
Windsor  Street,  and  the  Committee  were  anxious  to  see  whether  or  not 
they  fulfilled  the  promises  of  the  Engineers.  Then  the  Committee  were 
afflicted  with  the  feeling  caused  by  depression  of  trade,  and  were  anxious 
to  restrict  expenditure  as  far  as  possible.  In  justice  to  the  offloers, 
it  should  be  said  that  they  did  not  press  their  claims  for  the  same  reason. 
Mr.  Hunt  had  i'800  a  year  when  he  entered  the  service  of  the  Corporation. 
During  the  13  years  of  his  engagement,  he  had  designed  and  superintended 
an  extension  of  the  works  involving  an  outlay  of  i‘360,000.  Surely,  an 
advance  of  ^400  during  that  13  years  was  not  excessive  or  extravagant. 
’The  works  at  Windsor  Street  had  been  approved  by  some  of  the  best  engi¬ 
neering  authorities  in  the  country  as  being  admirably  adapted  to  the 
requirements  of  gas  making,  and  at  the  same  time  substantial  and  eco¬ 
nomic  in  their  construction.  Upon  Mr.  Hunt  rested  the  responsibility  of 
the  work;  and  if  the  matter  had  been  placed  in  the  hands  of  an  expert, 
the  extra  cost  would  have  been  ^1 8,000.  Similarly,  Mr.  Hack  had  carried 
out  tyorks  at  Saltley,  which  had  cost  iT00,000;  and  the  next  extension  at 
these  works  would  probably  be  in  about  six  or  seven  years’  time,  unless 
electricity  did  away  with  any  need  of  an  extension— and  the  Committee 
would  not  hesitate  to  entrust  to  Mr.  Hack  the  responsibility  of  planning 
and  carrying  out  such  works.  He  wished  briefly  to  refer  to  the  saving 
eflected  in  the  manufacturing  charges,  in  the  increased  production  of  gas 
per  ton  of  coal  carbonized,  and  in  the  prevention  of  leakage.  The  charges 
for  which  the  Engineers  were  directly  responsible  had  been  gradually 
reduced  at  the  Saltley  works  until  they  were  lower  by  IJd.  per  1000  cubic 
feet  than  they  were  in  1876,  and  at  Windsor  Street  by  3d.  At  Saltley,  the 
production  of  gas  per  ton  of  coal  had  been  increased  by  850  cubic  feet ;  and 
at  Windsor  Street  by  1200  cubic  feet.  This  had  been  brought  about  with¬ 
out  any  deterioration  in  the  quality  of  the  gas  ;  in  fact,  there  had  been  an 
increase  in  the  illuminating  power.  The  leakage  had  been  reduced  by 
nearly  4  per  cent. — a  result  that  could  not  have  been  brought  about  with¬ 
out  the  skill  and  enthusiastic  aid  of  the  Engineers.  The  total  annual 
savings  he  had  mentioned  amounted  to  ^£47,000  ;  and  in  the  face  of  these 
figures,  he  did  not  think  the  Council  would  have  the  ingratitude  to  com¬ 
plain  of  the  increase.  It  was  in  the  interest  of  the  undertaking  that  the 
officials  should  be  liberally  paid.  He  would  speak  of  the  Secretary  (Mr. 
Edwin  Smith)  last,  as  he  was,  after  all,  the  principal  official.  Mr.  Bishop 
related  the  circumstauces  connected  with  Mr.  Smith’s  engagement,  and 
spoke  in  most  flattering  terms  of  his  services  to  the  Corporation.  He 
acknowledged  that  Mr.  Smith  had  no  previous  experience  of  the  work  ;  but 
the  promise  made  to  him  was  that,  if  he  should  succeed,  his  financial 
position  should  be  as  good  as  any  officer  in  the  department,  and 
if  he  failed  he  would  have  to  leave  at  the  end  of  the  year  without  any 
consideration  whatever.  This  was  the  pledge  given  by  the  Committee. 
Mr.  Smith  had  not  failed ;  he  had  more  than  answered  the  Committee’s 
expectations.  In  the  matter  of  bad  debts  alone  he  had  saved  the  Corpo¬ 
ration  £2000  a  year ;  for  in  1877  the  bad  debts  of  the  department  were 
£3400,  whereas  in  1887  they  were  only  £1400.  The  market  price  of  such  a 
man  was  beyond  calculation ;  and  he  was  worth  to  the  gas  undertaking 
far  more  than  the  salary  paid  to  him  by  the  Council.  In  conclusion,  Mr. 
Bishop  warned  the  Council  against  the  mischief — he  had  almost  said  the 
folly— of  discouraging  their  officers  from  putting  forth  their  utmost 
energies  on  behalf  of  the  Corporation  they  had  served  so  well. 

Mr.  Clarke  thought  the  Chairman  of  the  Gas  Committee  must  have 
been  romancing  when  he  stated  that  £47,000  a  year  had  been  saved  to  the 
Committee  when  they  handed  over  only  £20,000  to  £25,000  to  the  rates. 
The  salary  list  was  alarming,  and  wanted  thorough  investigation ;  and  it 
was  quite  time  the  Council  took  the  question  of  these  salaries  into  their 
own  bands,  and  did  not  continue  the  mistake  of  leaving  the  Committee  to 
report  alter  the  advances  were  made. 

Mr.  Granger  characterized  the  speech  of  the  Chairman  of  the  Com¬ 
mittee  as  very  remarkable  and  unwise.  He  was  astonished  to  hear  of  the 
savings  which  it  was  stated  had  been  eflected ;  and  he  should  like  to  know 
where  the  money  had  gone  to.  It  had  not  gone  into  the  pockets  of  the 
Corporation.  The  statements  made  now  opened  up  the  whole  question 
that,  from  its  formation  to  the  present  time,  the  Gas  Committee  had 
almost  treated  the  Council  with  contempt — regarded  them  as  enemies — 
and  had  tried  to  prevent  the  Council  knowing  what  was  going  on  at  the 
gas-works.  It  was  all  very  well  to  lay  before  the  Council  a  lot  of  figures 
such  as  the  Chairman  of  the  Committee  had  produced  ;  but  they  had 
nothing  to  compare  them  with.  He  believed  the  figures  which  had  been 
adduced  were  altogether  erroneous ;  and  if  the  Gas  Committee  refused  to 
give  them  proper  returns,  he  hoped  the  Council  would  compel  them  to  do 
it.  As  to  the  Engineers,  he  said  the  time  had  gone  by  when  two  Engineers 


were  needed ;  and,  in  his  opinion,  instead  of  the  competition  between  them 
having  been  as  to  who  should  do  best,  it  had  been  a  competition  as  to  who 
should  squander  most. 

Mr.  M.  Davis  denied  that  it  had  been  the  custom  and  an  understood 
thing,  as  the  Chairman  of  the  Gas  Committee  had  stated,  that  the  Com¬ 
mittee  should  make  the  advances  and  report  to  the  Council.  There  was 
no  such  understanding.  The  Committee  had  taken  upon  themselves  to 
do  it ;  and  if  it  had  not  been  for  the  resolution  passed  at  the  last  meeting 
of  the  Council,  they  would  have  known  nothing  of  these  large  increases. 
The  Committee  ought  not  to  be  allowed  to  treat  the  Council  in  this  way. 

Mr.  Brinsley  said  the  increase  which  had  been  made  in  Mr.  Smith’s 
salary  had  been  well  canvassed  outside  the  Council ;  and  he  contended 
that  they  had  already  been  too  good  to  their  Secretary.  He  might  be  a 
good  commercial  man,  but  the  man  to  whom  they  gave  £1000  a  year 
would  be  a  very  bad  servant  if  he  did  not  look  after  the  bad  debts ;  and 
with  the  monopoly  the  Corporation  enjoyed,  they  ought  to  make  very  few, 
if  any,  bad  debts. 

Mr.  Jarvis  expressed  surprise  at  the  tone  of  the  Chairman  of  the  Com¬ 
mittee  in  regard  to  the  workmen  and  their  holidays.  At  the  last  meeting 
of  the  Council,  Mr.  Bishop  was  persistent  in  refusing  to  give  the 
holidays. 

Mr.  Bishop  :  There  was  no  persistency  at  all.  I  was  from  the  first 
strongly  inclined  to  grant  what  was  asked. 

Mr.  Jarvis  complained  that  large  increases  were  readily  made  to  the 
higher-paid  officials ;  while  the  reasonable  demands  of  the  workmen  were 
considered  with  great  hesitation  and  reluctance. 

Mr.  Thomas  inquired  whether  the  coke-wheelers  at  Adderley  Street  had 
received  their  long-promised  holiday ;  and  if  not,  why  ? 

Mr.  Walter  said  the  feeling  of  the  people  of  Duddeston  was  ve^ 
strong  in  respect  to  the  increase  of  the  salaries  given  to  the  highly-paid 
officials.  He  agreed  that  there  should  be  a  scale  regulating  the  salaries, 
and  that  the  salaries  should  be  progressive;  but  when  one  officer’s  salary 
reached  £1000  a  year  it  was  time  to  stop.  He  did  not  know  whether  it 
was  competent  for  him  to  move  an  amendment  without  notice ;  but  if  it 
was,  he  would  move  that  the  salaries  remain  as  they  were  before  the 
increase.  If  he  could  not  move  it  at  that  meeting,  he  would  give  notice 
to  do  so  at  the  next. 

Mr.  Eli  Bloor  thanked  the  Committee  for  the  concession  they  had 
made  to  the  carbonizers  ;  observing  that  the  holiday  was  thoroughly 
appreciated  by  all  the  men.  With  regard  to  the  high  salaries,  he  said,  as 
a  'Trades  Unionist,  he  had  never  voted  against  the  raising  of  salaries.  He 
had  first  of  all  ascertained  what  the  ability  of  the  official  was ;  and  he  had 
generally  found  that  he  was  worthy  of  the  increase,  and  then  he  had 
invariably  discovered  that  the  salaries  paid  by  the  Corporation  of  Bir¬ 
mingham  were  lower  than  they  were  in  other  large  towns.  He  thought, 
however,  that  the  resolution  proposed  by  Mr.  Lowe — that  in  future  the 
Committee  should  report  all  increases  of  salary  of  £50  and  upwards — 
should  be  adopted.  He  could  inform  Mr.  Thomas  that  the  coke-wheelers 
were  going  to  have  their  holiday. 

Alderman  Powell  Williams,  M.P.,  thought  what  they  had  to  ask  the 
Committee  was  to  give  an  explanation  of  the  circumstances  under  which 
those  repeated  increases  of  salaries  were  not  reported  to  the  Council  as 
they  occurred.  The  Council  had  laid  it  down  as  a  rule  that  no  advance  of 
salaries  of  £100  or  upwards  should  be  made  without  the  circumstance 
being  made  known  to  the  Council.  That  of  Mr.  Smith,  however,  appeared 
to  have  been  raised  from  £1000  to  £1250  without  being  reported  to  the 
Council  at  the  time.  This  required  an  explanation. 

Mr.  Manton  believed  it  would  be  disastrous  to  the  work  of  the  Council 
if  they  hampered  and  cramped  the  extent  of  the  Committee’s  operations. 
The  fullest  confidence  should  be  placed  in  the  Committee. 

Alderman  Avery  explained  the  powers  given  to  the  Committee,  and 
pointed  out  that  this  body  had  not  legally  complied  with  the  resolution  of 
the  Council  appointing  them,  in  not  reporting  the  increase  in  the  salaries. 
While  he  said  this,  he  must  also  observe  that,  in  the  main,  the  Committee 
had  managed  admirably  the  great  trust  conferred  upon  them  by  the 
Council.  It  had  been  asked  what  had  become  of  the  profits  made.  From 
the  reports  of  the  Committee’s  proceedings,  published  from  time  to  time, 
it  appeared  that  they  had  accumulated  a  reserve  fund  and  a  sinking  fund 
of  very  little,  if  any,  less  than  £200,000.  This  they  held  as  a  guarantee 
against  loss.  Then  they  had  paid  the  ratepayers,  in  direct  contributions, 
sums  of  money  varying  from  £20,000  to  £27,000  a  year  in  the  twelve  years 
they  had  been  in  possession  of  the  gas  undertaking,  or  something  like 
a  quarter  of  a  million  of  money.  Then  in  the  reduction  of  the  price  of 
gas  the  consumers  had  had  a  benefit  to  the  extent  of  certainly  not  less 
than  £60,000  a  year.  He  for  one,  was  grateful  to  the  Committee  for 
what  they  had  accomplished.  They  had  not,  however,  literally  complied 
with  the  directions  given  to  them  ;  and  he  hoped  for  the  future  they 
would  make  a  point  of  stating  to  the  Council  what  they  had  done  and 
how  they  had  done  it.  To  take  the  Council  into  their  confidence  was  a 
wise  policy,  and  one  that  ought  to  be  pursued. 

The  Mayor,  in  replying  to  the  question  as  to  what  had  become  of  the 
profits,  said  the  Committee  had,  during  the  last  twelve  or  thirteen  years, 
contributed  £305,000  to  the  improvement  rate ;  they  had  accumulated 
about  £264,000  as  a  sinking  fund  ;  and  they  had  a  reserve  fund  of  more 
than  £64,000 — the  total  amount  of  saving  thus  being  £319,000  in  addition 
to  the  £305,000  paid  to  the  improvement  rate.  What  was  the  present 
condition  of  the  gas  undertaking  ?  On  the  31st  of  December  last  the 
capital  embarked  was  £2,294,340.  They  paid  for  the  gas  undertaking 
£2,000,931 ;  so  that  there  was  only  an  increase  of  about  £294,000.  If  they 
deducted  the  amount  of  £319,000  which  he  had  mentioned  as  saved, 
irrespective  of  what  they  had  paid  to  the  rates,  they  found  that  they 
owed  £26,000  less  than  when  they  acquired  the  gas  undertaking.  They 
had  now  a  plant  50  per  cent,  better  than  in  1876;  they  had  bought 
60  acres  of  land ;  they  had  paid  a  great  portion  of  the  expenses  of  the 
Art  Gallery;  they  had  enlarged  the  gas-works  at  Windsor  Street;  and 
they  had  completed  the  works  at  Saltley.  He  quite  agreed  that  the 
increase  of  salaries  should  be  reported ;  and  that  the  Committee,  in  not 
reporting  them,  had  simply  been  following  a  wrong  precedent. 

Mr.  Jacobs  contended  that  the  price  of  gas  in  Birmingham  was  much 
higher  than  that  charged  in  other  large  towns  ;  and,  in  support  of  his 
contention,  mentioned  the  price  at  Hull  and  Sheffield,  where  he  said  large 
dividends  were  paid  to  the  shareholders  of  the  Companies.  In  Birming¬ 
ham  they  paid  the  paltry  sum  of  £25,000  out  of  a  capital  of  about 
£2,500,000.  The  Council  certainly  wanted  a  much  stronger  Gas  Com¬ 
mittee  than  the  present  one  to  manage  the  undertaking. 

Mr.  Bowkett  asked  the  amount  of  salary  Mr.  Smith  received  when  he 
was  first  appointed  Secretary  of  the  Gas  Department. 

Mr.  Bishop  said  Mr.  Smith  commenced  with  a  salary — in  1878 — of  £500. 
In  1879  it  was  increased  to  £600 ;  in  1880,  £700  ;  in  1881,  to  £850  ;  in  1882, 
to  £1000 ;  and  in  1888,  to  £1260  a  year.  In  answer  to  other  questions,  he 
said  that  if  a  week’s  holiday  were  allowed  to  each  employe,  &c.,  as  well  as 
each  Bank  Holiday,  it  would  cost  the  Committee  £1650  a  year.  As  to 
Mr.  Jacobs’s  remarks,  the  price  of  gas  in  Birmingham,  he  fearlessly 
asserted,  was  as  low,  when  all  things  were  taken  into  consideration,  as  it 
was  in  any  other  town  in  the  kingdom.  They  had  been  asked  what  they 
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had  done  with  their  money.  He  would  remind  the  Council  that  ^350, 000. 
had  gone  into  the  pockets  of  the  ratepayers  ;  and  the  loss  on  the  residuals 
between  1881  and  last  year  was  d£58,00C.  Part  of  the  economies  had  been 
absorbed  in  this  way. 

The  motion  was  then  agreed  to. 


SALFORD  CORPORATION  GAS  SUPPLY. 

Resignation  of  Me.  Halligan. — Cost  of  the  Hunteb  Peosecdtion. — 
Mr.  Ellis  Levee  and  the  Quality  op  Salfoed  Gas. 

At  the  Meeting  of  the  Salford  Town  Council  last  Wednesday — the 
Mayor  (Mr.  Alderman  A.  L.  Dickins)  in' the  chair — various  matters  con¬ 
nected  with  the  gas-works  undertaking  of  the  Corporation  were  brought 
forward. 

The  minutes  of  the  Gas  Committee,  under  date  of  the  17th  ult.,  showed 
that  Mr.  J.  F.  Halligan,  the  Station  Manager  at  the  Regent  Road  Gas- 
Works,  had  resigned  his  position. 

The  minutes  of  the  Finance  Committee  showed  that,  at  a  meeting 
held  on  the  21st  ult.,  an  extract  was  read  from  the  proceedings  of  the 
Gas  Committee,  to  which  Committee  the  accounts  incurred  in  the  pro¬ 
ceedings  against  Samuel  Hunter  and  others  by  the  Consultative  Com¬ 
mittee  had  been  sent  for  payment,  with  an  intimation  that  the  Committee 
agreed  to  recommend  the  Council  that  any  amount  that  might  be 
hereafter  received  from  Hunter  should  be  placed  to  the  credit  of  that 
Committee,  and  a  resolution  from  the  Gas  Committee,  in  reply  “that 
the  accounts  incurred  by  the  Consultative  Committee  be  remitted  to 
the  General  Finance  Committee,  in  accordance  with  the  resolution  of 
the  Council.”  The  resolution  of  the  Council  was  as  follows: — “That 
the  Consultative  Committee  be  authorized  to  direct  the  General  Finance 
Committee  to  pay  the  accounts  referred  to  in  the  above-mentioned 
report,  if  found  correct.”  The  accounts  referred  to  (£927  Os.  6d., 
£263  13s.  8d.,  and  £687  16s.  4d.)  were  submitted ;  and  it  was  resolved 
to  pay  them.  It  was  decided  to  place  these  amounts  to  a  suspense 
account,  pending  the  result  of  the  civil  proceedings  against  Hunter. 

Mr.  J.  G.  Mandley  subsequently  rose  to  move  the  following  motion  : — 
“  That,  having  regard  to  the  numerous  complaints  of  the  present  quality 
of  our  gas,  Mr.  Ellis  Lever  be  informed  that  the  Corporation  agree  to  the 
proposal  made  by  him  in  his  letter  to  the  Manchester  newspapers,  dated 
the  26th  ult.,  headed  ‘  Salford  Gas  ;  ’  and  that  he  be  requested  to  name 
his  nominees.”  * 

Alderman  M'Keeeow  asked  what  was  the  proposal  referred  to.  It  had 
never  been  made  to  the  Corporation  officially. 

Alderman  Keevney  asked  whether  Mr.  Mandley  knew  the  decision  the 
Gas  Committee  had  come  to  that  morning. 

The  Deputy  Town  Clerk  read  the  following  resolution  passed  by  the 
Gas  Committee  that  morning : — “  That  in  view  of  the  motion  of  Mr. 
Mandley,  based  on  the  letter  of  Mr.  Ellis  Lever  as  published  in  the  Man¬ 
chester  newspapers,  this  Committee  are  perfectly  willing  to  afford  Mr. 
Lever  an  opportunity  of  placing  any  statements  which  he  may  adduce 
before  a  Sub-Committee,  consisting  of  the  Mayor,  the  ex-Mayor,  the 
Chairman  and  the  Deputy-Chairman  of  this  Committee,  and  Mr.  Phillips; 
and  if  he  can  show  a,  primd  facie  case,  this  Committee  will  ask  the  Council 
to  institute  a  public  inquiry  into  the  matter.” 

The  Mayor  said  that  if  Mr.  Lever  made  out  a  primd  facie  case,  a  public 
inquiry  should  be  instituted,  with  an  independent  man  as  president. 

Mr.  Mandley  persisted  in  moving  his  motion.  He  said  be  did  not  intend 
to  reflect  upon  the  Gas  Committee ;  he  felt  that  they  and  the  Manager 
were  working  under  difficulties,  because  there  must  still  be  men  at  the 
works  who  had  been  accomplices  of  Hunter. 

After  some  discussion,  Mr.  Mandley  agreed  to  withdraw  his  motion,  and 
accept  that  of  the  Committee  ;  substituting  the  names  of  the  Mayor,  the 
ex-Mayor,  the  Chairman  and  Deputy-Chairman  of  the  Committee,  Mr. 
Sharrocks,  and  Mr.  Phillips  for  those  mentioned,  and  omitting  the  clause 
with  respect  to  the  public  inquiry. 

AldermanWALMSLE  Y  said  he  was  disinclined  to  grant  the  Committee ;  and 
he  only  agreed  to  it  now  because  he  believed  it  would  result  in  Mr.  Lever 
pronouncing  his  own  condemnation.  Mr.  Lever  had  made  similar  appli¬ 
cations  before;  and  when  opportunities  had  been  given  him,  he  had  refused 
to  make  his  charges. 

The  Mayor  confirmed  Mr.  Walmsley’s  statement.  He  said  Mr.  Lever 
had  had  several  opportunities  of  making  his  allegations  against  the  Gas 
Committee  during  the  last  six  months.  He  had  received  telegrams  from 
Mr.  Lever  asking  for  appointments;  and  when  the  appointments  had  been 
made,  he  bad  failed  to  keep  them. 

The  motion  for  the  appointment  of  the  Committee  was  then  put  and 
carried. 


THE  RATING  OF  THE  SOUTHAMPTON  GAS-WORKS. 

At  the  Meeting  of  the  Southampton  Guardians  on  the  27th  ult. — the 
Deputy-President  (Mr.  H.  Webb)  in  the  chair — the  Rating  Committee 
reported  that,  having  considered  the  question  of  the  rating  of  the  property 
of  the  Southampton  Gas  Company,  referred  to  it  by  the  Board,  they  had 
resolved  to  recommend  that  the  gross  estimated  rental  in  the  parish  of  St. 
Mary  be  increased  from  £8056  to  £9438,  and  the  rateable  value  from  £4694 
to  £5500 — an  increase  of  £806  on  the  latter. 

Mr.  Bates  moved  the  adoption  of  the  report.  He  said  they  were  not 
entirely  unanimous  in  Committee  ;  but  he  was  of  opinion  that  they 
could  well  sustain  the  increase  proposed ;  and  they  ought  to  do  so  in  all 
fairness  to  other  ratepayers  in  the  town. 

Mr.  Williams  seconded  the  motion  ;  saying  the  increase  asked  for  was 
a  very  modest  claim  indeed. 

Mr.  PuRKiss  proposed  as  an  amendment  that  the  assessment  remain  un¬ 
altered.  He  said  he  could  plainly  see  that  if  they  moved  in  the  matter 
they  would  be  drawn  into  litigation  ;  and  the  last  time  they  went  to  law  on 
this  question,  it  cost  the  town  £4200.  Now  they  were  in  a  worse  position  ; 
for  while  in  1875  the  profits  of  the  Company  were  £14,873,  last  year  they 
were  but  £13,818 — more  than  £1000  less. 

Mr.  Parker  seconded  the  amendment,  and  pointed  out  that  some  mem¬ 
bers  of  the  Board  fought  the  Dock  Company  on  the  same  lines ;  but  the 
Act  of  Parliament  directed  them  to  rate  on  the  profits,  and  although  the 
Company  had  grown  in  every  direction,  unless  the  profits  were  proved  to 
be  greater,  the  Guardians  would  lose  their  case. 


_  *  The  letter  referred  to  was  as  follows : — “  Sir,— Thirty-four  years  have  elapsed 
since  I  commenced  my  commercial  career  in  the  borough  of  Salford.  For  nearly 
ten  years  I  have  been  boycotted  by  the  Salford  Gas  Committee  because  I  ventured 
to  tell  them  they  were  being  defrauded.  The  numerous  complaints  appearing  in 
the  press  as  to  the  quality  of  the  gas  in  Salford  are  fully  justified ;  and  if  the  Cor¬ 
poration  wilt  allow  me  to  nominate  two  members  of  the  Council,  with  power 
vested  in  them  to  nominate  a  third,  I  will  undertake  to  show  the  Council  within 
fourteen  days  how  and  to  what  extent  the  ratepayers  are  being  defrauded.  I  have 
examined  the  affairs  of  the  Salford  Gas  Committee;  and  I  have  no  hesitation  in 
saying  that  it  would  he  next  to  impossible  to  find  a  town  where  the  administration 
and  the  system  of  bookkeeping  have  been  so  entirely  unsatisfactory.  About  the 
quality  of  the  gas  supplied,  I  would  say  that  ‘  You  cannot  make  a  silk  purse  out  of 
a  sow’s  ear  ;  ’  neither  can  you  have  good  and  pure  gas  from  coal  and  cannel  which 
are  notoriously  bad,  being  charged  with  poisonous  impurities.” 


Mr.  Patstone  supported  the  amendment ;  thinking  it  unwise  to  raise 
the  assessment  at  the  present  time,  especially  as  an  electric  lighting  com¬ 
pany  was  about  to  be  established. 

Mr.  Batchelor  said  that  he  should  like  further  explanation.  Everyone 
knew  the  vast  increase  of  the  Company’s  works,  including  two  large  gas¬ 
holders,  not  rated,  erected  at  a  cost  of  £20,000.  He  should  like  to  know, 
however,  whether  the  profits  had  increased  since  the  last  appeal,  or 
whether  they  were  on  works  inside  or  outside  the  town.  It  seemed  to  him 
the  Company  could  very  well  sustain  an  increased  rating. 

Mr.  Emanuel  said  it  might  be  perfectly  true  there  was  a  tremendous 
increase ;  but  this  did  not  show  profits. 

Alderman  Aslatt  thought,  as  the  Company  would  not  object  to  be  fairly 
rated,  the  Board  might  make  an  amicable  arrangement  with  them. 

The  Deputy-President  was  pleased  that  so  many  members  had  spoken 
in  support  of  the  amendment.  It  was  thoroughly  understood  that  these 
public  companies  were  to  be  rated,  to  all  intents  and  purposes,  according 
to  their  profits.  It  was  true  there  had  been  additions  to  the  plant  in  the 
shape  of  gasholders  and  a  tram-line ;  but  it  should  be  known  that  these 
were  carried  out  entirely  from  additional  share  capital,  and  not  from 
profits.  In  1877,  when  the  appeal  took  place,  the  Recorder  decided  that 
the  assessment  should  be  £5800  for  the  borough.  According  to  the  pro¬ 
fessional  valuer  engaged  by  the  Board,  it  was  shown  that  the  assessment 
should  be  on  profits  put  at  £14,873.  Now,  if  they  would  take  the  Com¬ 
pany’s  balance-sheet  for  the  last  two  years,  they  would  find  the  profits  were 
only  £13,800.  It  might  be  asked  how  this  came  about ;  but  a  reduction  of 
Id.  per  1000  cubic  feet  meant  £1000  less  profit.  Since  1877  the  price  had 
been  reduced  from  4s.  6d.  to  3s.  per  1000  cubic  feet.  He  had  no  hesitation 
in  saying  they  would  be  doing  a  gross  injustice  by  increasing  the  assess¬ 
ment,  because  he  believed  it  would  land  them  in  further  litigation. 

Mr.  Bates,  in  reply,  urged  that  though,  on  the  occasiou  of  the  last 
appeal  of  the  Company,  the  costs  were  heavy,  they  were  repaid  in  a  couple 
of  years  by  the  increased  rating  sustained. 

On  a  division,  the  amendment  was  carried  by  12  votes  to  6. 

Alderman  Aslatt  moved  as  a  further  amendment  that  a  deputation 
wait  upon  the  Company  in  order  to  arrive  at  some  satisfactory  mutual 
arrangement  with  regard  to  an  increased  rating.  This  was  not  seconded, 
and  the  original  amendment  was  carried  as  a  substantive  resolution. 


OLDHAM  CORPORATION  GAS  SUPPLY. 

The  Proposed  Extension  of  the  Higginshaw  Works. 

The  Gas  Engineer  of  the  Oldham  Corporation  (Mr.  J.  Chadwick)  has 
recently  suggested  to  the  Gas  Committee  the  advisability  of  extending  the 
storeage  capacity  of  the  Higginshaw  Gas-Works.  He  gave  the  following 
as  his  reasons  ; — The  present  storeage  room  at  the  Higginshaw  Gas-Works 
is  1,600,000  cubic  feet,  and  consists  of  four  holders,  each  100  feet  diameter 
and  29  feet  deep.  The  daily  make  of  gas  last  winter  was  1,800,000  cubic 
feet ;  the  daily  delivery  of  gas  during  the  working  days  of  last  winter  was 
2,000,000  cubic  feet.  The  daily  delivery  of  gas  in  the  winter  of  1884  was 
1,600,000  cubic  feet.  The  daily  increase  of  1887  over  1884  is,  therefore, 
400,000  cubic  feet.  I  think  we  may  assume  that  the  daily  delivery  of  gas 
will  have  reached  2,500,000  feet  in  the  winter  of  1891.  The  gasholder 
capacity  should  be  equal  (or  thereabouts)  to  a  maximum  day’s  delivery. 
It  would  take  from  two  to  three  years  to  construct  a  new  tank  and  holder. 
I  have,  therefore,  to  suggest  to  the  Committee  the  desirability  of  making 
other  provision  in  the  storeage  capacity  at  the  works,  with  the  idea  of 
utilizing  the  land  to  the  best  advantage.  I  propose  to  construct  a  gas¬ 
holder  and  tank  considerably  larger  than  those  at  present  existing,  which 
by  comparison  (and  in  connection  with  the  large  works  into  which  those 
at  Higginshaw  are  gradually  developing)  can  only  be  called  small  ones. 
I  have,  therefore,  prepared  plans  for  a  tank  200  feet  in  diameter  and  30 
feet  deep— the  holder  to  be  on  the  telescopic  principle,  in  two  lifts. 
This  would  give  an  additional  capacity  of  1,600,000  cubic  feet,  or  make 
the  storeage  at  Higginshaw  double  what  it  is  at  present.  Doubtless  this 
looks  on  the  face  of  it  a  large  increase  to  make  at  once ;  but  when  there 
is  a  constantly  and  continually  increasing  consumption  of  gas,  when  it  is 
scarcely  possible  to  go  on  with  the  whole  apparatus  exactly  balanced  for 
any  length  of  time,  and  when  it  becomes  necessary  to  increase  certain 
portions  of  the  apparatus,  I  think  due  regard  should  be  paid  to  probable 
future  requirements.  Some  members  of  the  Committee  will  remember 
that  considerable  trouble  and  difficulty  have  been  experienced  with  two 
of  the  present  tanks  at  the  Higginshaw  works,  in  consequence  of  water 
having  leaked  out  of  them,  and  that  during  the  repairs  I  found  that  the 
bottoms  of  the  tanks  were  in  close  proximity  to  some  old  and  disused  coal 
workings,  and  that  the  water  had  leaked  out  there.  In  preparing  the 
plans  for  the  proposed  tanks,  I  have,  as  I  think,  taken  special  precautions 
against  any  danger  which  might  naturally  be  expected  from  previous  ex¬ 
perience.  In  the  first  place— and  the  nature  of  the  ground  favours  this— 
I  have  kept  the  level  of  the  proposed  tank  12  feet  higher  than  the  existing 
tanks  ;  and  I  propose  to  place  a  layer  of  concrete  over  the  whole  bed  of  the 
tank  bottom  and  under  the  puddle.  With  these  precautions,  and  others 
of  a  minor  character,  I  have  not  the  slightest  doubt  but  that  the  tank  can 
be  constructed  perfectly  sound  and  watertight. 


The  Price  of  Gas  at  Ramsbottom. — The  Ramsbottom  Local  Board 
recently  appointed  a  deputation  to  wait  on  the  local  Gas  Company  in  refer¬ 
ence  to  the  price  of  gas  for  public  and  private  lighting,  and  at  the 
meeting  of  the  Board  yesterday  week  the  Clerk  reported  the  result  of  the 
interview.  He  said :  “  On  behalf  of  the  deputation  I  called  the  Directors’ 
attention  to  the  following  facts  ; — The  Rossendale  Union  Gas  Company 
charge  private  consumers  3s.  7d.  per  1000  cubic  feet,  whereas  the  Rams¬ 
bottom  Gas  Company  charge  3s.lld.  For  public  lighting  theRossendale  Com¬ 
pany  charge  the  Bacup  Corporation  3s.  per  1000  cubic  feet,  and  the  Rams¬ 
bottom  Gas  Company  charge  your  Board  3s.  6d.  Your  Board  pay  almost  as 
much  per  lamp  for  gas  alone  as  the  Rawtenstall  Local  Board  pay  not  only 
for  gas  (supplied  by  the  Rossendale  Union  Gas  Company)  but  also  for 
wages,  &c.,  for  lighting  and  extinguishing  the  lamps,  cleaning,  repairs, 
painting,  and  putting  the  lamps  in  and  taking  them  out  and  storing  them 
at  the  termination  of  the  lighting  season.  The  Haslingden  Union  Gas 
Company  charge  private  consumers  3s.  9d.,  and  for  public  lighting  38.  lid. 
per  1000  feet,  and  allow  5  per  cent,  discount  to  consumers  if  paid  within 
14  days ;  whereas  the  Ramsbottom  Gas  Company  charge  3s.  lid.  and 
38.  6d.  respectively,  and  do  not  allow  discount  in  any  case.  The  Bury 
Corporation  charge  private  consumers  within  the  borough  (except  the 
newly  added  areas)  2s.  per  1000  feet,  and  private  consumers  outside  the 
borough  and  consumers  within  the  newly  added  areas,  28.  lid.  per  1000 
feet.  Notwithstanding  these  facts,  which  clearly  show  how  extra¬ 
ordinarily  excessive  the  Ramsbottom  Gas  Company’s  charges  are  when 
compared  with  those  of  other  companies,  Mr.  Stead,  on  behalf  of  the 
Directors,  said  that  his  Company  could  not  at  present  reduce  their  charges, 
and  gave  as  a  reason  the  fact  that  there  was  a  considerable  decrease  in 
the  price  they  now  obtained  for  their  residuals  as  compared  with  the 
price  they  obtained  several  years  ago.  The  Directors  promised  that  they 
would  make  a  reduction  as  soon  as  they  could  see  their  way  clear  to  do  so.” 
No  remarks  were  made  upon  the  report. 


[Oct.  9,  1888. 
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THE  GAS  AND  WATER  ORDERS  OF  THE  SESSION  OF  1888. 

The  Board  of  Trade  report  on  their  proceedings  under  the  Gas  and 
Water  Works  Facilities  Act,  1870,  during  the  session  of  the  present  year 
has  just  been  issued.  It  states  that  24  applications  were  made  to  the 
Board  for  Orders,  in  which  power  was  sought  to  raise  £'558,500  by  shares, 
13s.  4d.  by  loans— a  total  of  £701,116  13s.  4d.  Of  this  sum, 
£217,500  of  share  and  £56,750  of  loan  capital  was  for  the  purposes  of  gas 
undertakings;  £186,000  of  share  and  £47,166  13s.  4d.  of  loan  capital  for 
water  undertakings;  and  £155,000  of  share  and  £38,700  of  loan  capital 
was  for  the  combined  gas  and  water  undertakings. 

The  applications  for  the  Gas  Orders  were  from  the  following  places : — 
Chigwell,  Loughton,  and  Woodford;  Dursley  ;  Great  Berkhampstead ; 
Hatfield  ;  King’s  Lynn  ;  Littlehampton ;  Oakham  ;  Poulton-le-Fylde ; 
Snodland ;  Swansea ;  and  Worksop.  Six  of  these  applications — viz.*, 
Dursley,  Great  Berkhampstead,  Hatfield,  Oakham,  Poulton-le-Fylde,  and 
Snodland — related  to  existing  undertakings  which,  having  no  parlia¬ 
mentary  powers,  sought  for  authority  to  maintain  and  continue  works 
alrea,dy  constructed,  and  to  make  and  supply  gas.  The  other  five 
applications  related  to  undertakings  already  possessing  parliamentary 
authority,  and  sought  for  the  following  powers  : — The  Chigwell,  Lough¬ 
ton,  and  Woodford  Order,  to  extend  the  existing  limits  of  supply  and  to 
raise  additional  capital ;  the  King’s  Lynn  and  Littlehampton  Orders,  to 
construct  additional  works,  to  purchase  more  land,  and  to  raise  further 
capital ;  and  the  Swansea  and  Worksop  Orders,  to  raise  additional  capital. 
Objections  were  lodged  against  many  of  the  Orders ;  but  in  no  case  was 
it  deemed  necessary  to  hold  a  local  inquiry,  and,  with  certain  modifica¬ 
tions  and  amendments,  all  the  applications  were  granted. 

The  sliding  scale  of  price  and  dividend  was  inserted  in  all  Orders  with 
the  exception  of  the  Swansea  Order,  the  initial  price  per  1000  cubic  feet 
being  fixed  as  follows; — Chigwell,  Loughton,  and  Woodford,  4s.  lid.; 
Dursley,  4s.  id.;  Great  Berkhampstead,  4s.  7d. ;  Hatfield,  4s.  3d. ;  King’s 
Lynn,  3s.  fid. ;  Littlehampton,  4s.  3d. ;  Oakham,  4g.  fid. ;  Poulton-le-Fylde, 
6s.  lOd. ;  Snodland,  4s.;  Worksop,  3s.  8d.  In  the  case  of  the  Swansea 
Order,  the  Board  of  Trade,  after  hearing  and  considering  the  objections 
raised  by  the  Corporation,  reduced  the  existing  authorized  maximum 
price  (4s.  in  the  borough  and  5s.  fid.  outside)  to  3s.  9d.  and  Ss.  respec¬ 
tively.  The  Corporation,  however,  renewed  their  opposition  to  the  Order 
in  the  House  of  Commons,  with  the  result  that  the  maximum  price  was 
still  further  reduced  by  the  Select  Committee  to  3s.  6d.  in  the  borough  ; 
the  maximum  price  of  5s.  outside  the  borough  remaining  unaltered.  In 
the  Poulton-le-Fylde  Order  a  clause  was  inserted  by  agreement,  requiring 
the  undertakers,  under  certain  circumstances,  to  sell  their  undertaking 
to  the  Local  Authority.  The  illuminating  power  was  fixed  at  15  candles 
in  all  Orders  except  the  Poulton-le-Fylde  Order,  in  which  an  illumin¬ 
ating  power  equal  to  16  candles  was  prescribed.  The  Gas-Works  Clauses 
Acts,  1847  and  1871,  were  incorporated  where  necessary ;  and  the  usual 
clauses  as  to  sale  of  capital  by  auction  or  tender  were  inserted  in  all  the 
Orders  in  which  additional  capital  was  authorized.  The  usual  clauses 
as  to  limits  of  dividend  and  profit,  pressure  and  mode  of  testing  the  gas, 
insurance  and  reserve  funds,  excess  of  profits,  quantity  of  land  to  be 
taken  by  agreement,  &c.,  were  inserted  in  all  Orders  to  which  they  were 
applicable.  Two  Bills  to  confirm  the  Orders  were  introduced  into  the 
House  of  Commons  on  the  7th  of  May.  The  Bill  containing  the  Swansea 
Order  was  opposed  in  the  House  of  Commons  by  the  Corporation  of 
Swansea,  with  the  result  that  the  maximum  price  to  be  charged  for 
gas  was  reduced  as  previously  stated,  and  a  clause  as  to  pressure  of  gas 
inserted.  Neither  Bill  was  opposed  in  the  House  of  Lords ;  but,  at  the 
suggestion  of  the  Chairman  of  Committees,  the  clause  empowering  the 
promoters  to  manufacture,  purchase,  and  supply  gas  appliances  and 
apparatus,  &c.,  was  modified  so  as  to  exclude  “  engines  and  machines  for 
the  production  of  motive  power.”  Both  Bills  received  the  Royal  Assent 
on  the  24th  of  July. 

The  Water  Orders  were  applied  for  in  respect  of  the  following  places  : — 
Barrow-upon-Soar  and  District  ;  Hayward’s  Heath  and  District ;  Herne 
Bay;  Kettering;  Mansfield  ;  Mid-Kent;  Mid-Sussex;  Wimborne  Minster; 
Worksop ;  Wotton  Estate.  Of  these  applications,  five  were  promoted  by 
new  Companies,  who  sought  power  to  construct  works  and  to  supply  water 
in  the  following  districts: — Barrow-upon-Soar  and  District;  Hayward’s 
Heath  and  District ;  Mid-Kent  (parishes  of  Snodland,  West  Mailing,  A'c.) ; 
Mid-Sussex  (parishes  of  Hayward’s  Heath,  Cuckfield,  &c.) ;  and  Wimborne 
Minster.  Of  the  remaining  applications,  four  related  to  existing  under¬ 
takings  having  parliamentary  authority — viz.,  Herne  Bay,  Kettering, 
Mansfield,  and  Worksop.  In  the  Herne  Bay  and  Worksop  Orders,  power 
was  sought  to  raise  additional  capital ;  in  the  Kettering  Order,  to  construct 
additional  works;  and  in  the  Mansfield  Order,  to  extend  the  existing 
limits  of  supply  and  to  raise  additional  capital.  The  remaining  applica¬ 
tion — the  Wotton  Estate  Order — related  to  an  existing  undertaking  with¬ 
out  parliamentary  authority ;  and  by  it  power  was  sought  to  maintain  and 
continue  existing  works,  to  construct  additional  works,  and  to  supply  water. 
Orders  were  granted  by  the  Board  of  Trade  in  eight  out  of  the  ten  applica¬ 
tions;  but  in  the  case  of  the  Barrow-upon-Soar  and  District  and  the  Hay¬ 
ward’s  Heath  and  District  applications,  the  Board  declined  to  grant  Orders. 
In  these  two  cases,  the  decision  not  to  proceed  was  arrived  at  after  con¬ 
sideration  of  the  report  of  Major  F.  A.  Marindin,  R.E.,  C.M.G.,  who  was 
appointed  by  the  Board  to  hold  a  local  inquiry  in  each  case.  With  respect 
to  Barrow-upon-Soar,  the  Local  and  Road  Authorities  withheld  their  con¬ 
sent  to  the  application,  and  some  of  them  actively  opposed  it.  Major 
Marindin  in  his  report  stated  that  in  his  opinion  sufficient  reasons  had  not 
been  given  to  justify  the  Board  in  dispensing  with  the  consent  of  these  au¬ 
thorities,  and  that  he  was  unable  to  recommend  that  the  Order  should  be 
granted.  In  the  Hayward’s  Heath  and  District  and  Mid-Sussex  Orders 
power  was  sought  to  supply  water  to  the  same  area;  and  the  Local  and 
Road  Authorities  having  consented  to  both  applications.  Major  Marindin’s 
inquiry  resolved  itself  into  one  concerning  the  respective  merits  of  the 
two  undertakings.  In  his  report  he  stated  that,  after  hearing  the  argu¬ 
ments  and  evidence  on  both  sides,  he  had  come  to  the  conclusion  that  the 
Mid-Sussex  was  the  better  scheme ;  and  he  accordingly  recommended 
that  this  application  should  be  granted.  The  Board  of  Trade,  acting 
upon  Major  Marindin’s  recommendation,  decided  to  refuse  the  Hayward’s 
Heath  and  District  application,  and  to  grant  the  Mid-Sussex  application, 
subject  to  certain  modifications  and  amendments  suggested  in  his  report. 
In  all  Orders  granting  power  to  charge  rates  for  the  supply  of  water,  the 
rateable  value  of  the  houses,  as  ascertained  by  the  valuation  list,  was 
fixed  as  the  basis  on  which  the  rates  should  be  charged.  In  no  case  were 
the  undertakers  exempted  from  giving  a  constant  supply.  In  the  Mid- 
Kent  Order  it  was  provided  that  if,  after  three  years,  the  Local  Authority 
or  20  inhabitant  householders  of  any  parish  should  represent  that  the 
undertakers  were  not  supplying  the  parish,  and  that  other  undertakers 
were  prepared  to  do  so,  the  Board  of  Trade  might  amend  the  limits  of 
supply  so  as  to  exclude  the  whole  or  any  part  of  such  parish.  In  the 
Mid-Kent,  Mid-Sussex,  Wimborne  Minster,  and  Wotton  Estate  Orders, 
the  undertakers  were  authorized  to  supply  water  in  bulk  by  agreement 
within  and  without  the  limits  of  supply  subject  to  certain  limitations. 
In  the  Wotton  Estate  Order,  which  was  promoted  by  an  individual  pro¬ 
prietor,  it  was  provided  that  no  sale  or  assignment  of  the  undertaking 


should  have  effect  until  approved  by  the  Board  of  Trade.  In  the  Mid- 
Sussex  Order  a  clause  as  to  the  purchase  of  the  undertaking  by  the  Local 
Authorities  was  inserted.  Following  the  practice  now  adopted  by  Par¬ 
liament,  clauses  were  inserted  in  all  Orders  authorizing  additional  capital 
to  secure  the  sale  of  such  capital  by  auction  or  tender.  Where  necessary, 
the  Water-Works  Clauses  Acts,  1847  and  1863,  were  incorporated,  and 
the  usual  clauses  as  to  regulations  for  preventing  waste,  misuse,  or  con¬ 
tamination  of  water,  supply  of  water  by  measure,  and  the  quantity  of 
land  to  be  taken  by  agreement,  &c.,  were  inserted.  Two  Bills  to  confirm 
these  Orders  were  introduced  into  the  House  of  Commons  on  April  23 
and  May  7  respectively.  They  passed  through  both  Houses  without  oppo¬ 
sition,  and  received  the  Royal  Assent  on  the  24th  of  July. 

There  were  three  applications  for  Gas  and  Water  Orders— viz.,  from  the 
East  Berks'and  West  Oxford  District,  Sheringham,  and  Winchester.  Two 
of  these  Orders  were  promoted  by  new  Companies  (East  Berks  and  West 
Oxford  District,  and  Sheringham),  and  sought  power  to  construct  gas¬ 
works  and  water-works,  to  make  and  supply  gas,  and  to  supply  water. 
The  third  application  was  from  the  Winchester  Water  and  Gas  Company, 
who  wished  for  power  to  purchase  additional  land,  to  raise  further  capital, 
to  sell  surplus  lands,  and  to  amend  their  Act  of  1865.  All  three  applica¬ 
tions  were  granted.  In  the  case  of  the  East  Berks  and  West  Oxford  Dis¬ 
trict  Order,  many  of  the  Local  and  Road  Authorities  were  opposed  to  the 
application;  and  the  Board  of  Trade,  after  consideration,  decided  to 
limit  the  operation  of  the  Order  to  the  parishes  of  Goring  and  Streatley, 
and  to  alter  the  title  to  the  Goring  and  Streatley  District  Gas  and  Water 
Order.  The  Winchester  Order  was  in  the  first  instance  opposed  by  the 
Corporation  of  Winchester ;  but  upon  the  promoters  agreeing  to  strike  out 
certain  of  the  provisions  objected  to,  the  Corporation  withdrew  their  oppo¬ 
sition,  and  the  Board  of  Trade  granted  an  Order  authorizing  the  Company 
to  raise  additional  capital.  The  sliding  scale  of  price  and  dividend 
for  the  gas  undertaking  was  inserted  in  the  Goring  and  Streatley 
District  and  the  Sheringham  Orders  ;  the  initial  price  being  fixed 
at  5s.  per  1000  cubic  feet  in  each  case.  The  rates  authorized  by  these 
Orders  to  be  charged  for  water  are  to  be  based  on  the  rateable  value  of  the 
houses,  as  ascertained  by  the  valuation  list.  In  neither  case  were  the 
undertakers  exempted  from  giving  a  constant  supply  of  water.  The  pro¬ 
moters  of  the  Sheringham  Order  agreed  to  the  insertion  of  a  clause 
requiring  them  to  supply  and  maintain  a  public  tap  at  Sheringham,  from 
which  water  for  domestic  purposes  might  be  drawn  free  of  charge.  In  the 
Goring  and  Streatley  District  Order  and  the  Sheringham  Order,  the 
undertakers  were  authorized  to  supply  water  in  bulk  by  agreement  within 
and  beyond  the  area  of  supply,  subject  to  certain  limitations.  Where 
applicable,  the  Gas-Works  Clauses  Acts,  1847  and  1871,  and  the  Water-Works 
Clauses  Acts,  1847  and  1863,  were  incorporated  ;  and  the  usual  clauses  as 
to  limits  of  dividend,  creation  of  an  insurance  and  reserve  fund,  and  excess 
of  profits,  regulations  for  preventing  waste,  misuse,  or  contamination  of 
water,  supply  of  water  by  measure,  pressure  and  testing  of  gas,  and 
quantity  of  laud  to  be  taken  by  agreement,  &o.,  were  inserted.  A  Bill  to 
confirm  these  Orders  was  introduced  into  the  House  of  Commons  on  the 
7th  of  May.  It  passed  through  both  Houses  without  opposition,  and 
received  the  Royal  Assent  on  the  24th  of  July. 

Appended  to  the  report  as  a  tabular  statement  showing  the  number  of 
Orders  sanctioned  by  the  Board  of  Trade  from  the  passing  of  the  Gas  and 
Water  Works  Facilities  Act,  1870,  down  to  the  present  time.  The  total 
applications  were  323  ;  of  these  the  Board  granted  301,  of  which  number 
208  were  confirmed  by  Parliament. 


THE  MASSACHUSETTS  GAS  COMPANIES  AND  THE 
MANUFACTURE  OF  WATER  GAS. 

A  correspondent  of  the  American  Gaslight  Journal  gave,  in  the  last 
issue  of  that  publication  to  hand,  an  account  of  the  proceedings  before 
the  Gas  Commissioners  of  Massachusetts  in  connection  with  the  petitions 
presented  by  certain  Gas  Companies  of  that  State  who  are  desirous  of  be¬ 
ing  authorized  to  manufacture  water  gas  under  the  provisions  of  an  Act 
passed  last  spring.  The  Companies  concerned  were  the  following: — 
Cottage  City,  Spencer  and  Miller’s  River,  South  Boston,  Roxbury,  Ames- 
bury  and  Salisbury,  and  Brockton.  The  petition  of  the  Spencer  Company 
was  first  considered  ;  their  representative  (Judge  Hill)  explaining  that 
their  desire  to  manufacture  water  gas  was  prompted  mainly  by  the  fact 
that  it  could  be  produced  at  less  cost  than  coal  gas.  In  this  he  was 
supported  by  the  Company’s  Superintendent  (Mr.  E.  Evans),  who  said  it 
would  cost  |24'75  to  manufacture  50,000  cubic  feet  of  coal  gas  in  Spencer, 
whereas  the  cost  of  100,000  cubic  feet  of  water  gas  would  be  only  $27' 124. 
The  Spencer  water  gas  he  said  contained  25  per  cent,  of  carbonic  oxide. 
He  also  stated  that  the  men  about  the  works  were  in  good  health,  and  that 
he  had  never  heard  of  any  accident  occurring  in  the  manufacture  of  water 
gas.  Judge  Hill’s  remarks  also  contained  an  interesting  exposition  of  the 
success  which  had  attended  the  reduced  gas-rate;  the  rate  at  Spencer 
having  been  reduced  to  |1  per  1000  cubic  feet  some  months  ago.  In  the 
summer  of  1887  the  Company  placed  87  gas  cookers,  and  last  summer  105 
others  had  been  disposed  of  (Spencer  contains  probably  9000  inhabitants). 
The  Company  also  rented  out  small  heaters  in  the  winter,  which  were 
returned  during  the  summer  season ;  and  the  number  of  heaters  used 
in  bed-rooms  was  between  25  and  30.  The  Company  operated  9  miles 
of  pipes,  all  of  wrought  iron.  Only  one  break  in  the  system  had 
occurred,  and  that  was  the  fracture  of  a  T  piece,  which  permitted  an 
escape  of  gas  into  a  drain,  whence  it  passed  into  the  cellar  of  a  house. 
The  Amesbury  and  Salisbury  Company’s  case  was  then  taken  up.  The 
President  (Mr.  W.  E.  Biddle)  testified  that  his  Company  employed  the 
Granger  process,  and  that,  on  a  daily  make  ranging  between  ;10,000  and 
35,000  cubic  feet,  they  charged  f2'50  to  small  and  |2  to  large  consumers. 
They  did  have  one  contract  under  which  gas  was  sold  to  a  manufacturing 
company  at  the  rate  of  J1'30  per  1000  feet.  Mr.  R.  F.  Briggs,  a  large  gas 
consumer  in  the  district,  did  not  think  that  the  gas  sold  by  the  Company 
was  injurious  to  health,  although  he  admitted  that  some  trees  along  the 
line  of  gas-pipe  had  withered  away.  The  President  of  the  Commission 
(Mr.  Commissioner  Coffin)  here  read  a  communication,  signed  by  15 
residents  of  Amesbury,  setting  forth  that  the  manufacture  of  water  gas 
was'going  on  in  that  place  without  leave;  that  it  was  represented  as  detri¬ 
mental  to  the  public  health ;  and  that  a  number  of  trees  had  died  along 
the  line  of  the  gas-pipes,  owing,  it  was  believed,  to  the  passage  near  them 
of  the  poisonous  gas.  The  petitioners  asked  the  Commissioners  to  visit 
Amesbury  for  the  purpose  of  making  an  investigation,  and  intimated  that 
if  the  gas  were  shown  to  be  injurious,  they  wished  its  manufacture  to  be 
stopped ;  if  not,  all  cause  for  objection  on  their  part  ended.  The  Com¬ 
missioners  decided  to  hold  an  inquiry  at  Amesbury  on  Sept.  28,  and  then 
adjourned  the  general  hearing  to  Oct.  9,  when  the  petitions  of  the  other 
Companies  will  be  considered.  The  correspondent  of  our  contemporary 
says  the  hearing  was  conducted  in  a  thoroughly  impartial  manner,  and 
reflected  great  credit  on  the  good  temper  and  apparent  earnestness  of  the 
petitioners,  while  it  also  added  new  laurels  to  those  already  won  by  the 
Gas  Commissioners.  He  adds :  “  Perhaps  the  wisdom  of  creating  similar 
bodies  in  other  States  will  soon  become  patent  to  those  of  the  fraternity 
who,  failing  to  lead,  are  very  hard  to  convince  that  others  could  possibly 
open  up  a  road  over  which  all  might  travel  in  safety.” 
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the  author  says  that  the  calorific  power  of  Pf '^Preater 
generating  steam  and  the  evaporation  o^, how- 
than  that  of  ordinary  coal.  The  successful  use  of  oil  as  a  fuel  nas,  no 
iver  been  of  very  recent  date,  yet  so  rapidly  has  it  grown  in  favour  that 
L-day  it  is  regarLd  as  a  strong  competitor  of  coal  for  steam-generating 

purposes,  or  where  heat  and  fire  are  wanted.  it  in  much 

P  Tts  advantages  over  other  fuels  are  many.  In  the  first  place,  it  is  muc 
easiL  handled!  a  stLdier  fire  is  easily  maintained  under  your  boilers 
consequently  the  steam  is  kept  at  a  more  even  pressure— a  7®''^  * 

thing^in  the  running  of  electric  lights;  there  is  no  opening  of  furnace- 
doors  allowing  cold  air  to  ;  come  in  contact  with  the  boilers  and  there  are 

no  im’puritiesin  the  oil  such  as  abound  in  coal.  y°^^X®ft°“®rras 

if  hv  a  turn  of  the  wrist  your  fire  is  put  out,  and  your  ash-pits  are  as 

clean  as  they  were  before  the  fire  was  started.  In  less  time  than  it  takes 

to  tell  U,  you  Tan  start  the  fire.  It  is  only  rivalled  in  handling  by  natural 
gas;  andIvL  then,  unless  we  have  all  the  modern  appliances  for  the 
handling  of  this  gas,  it  is  far  easier  to  manipulate. 

Permit  me  to  describe  the  arrange^ments  for 
oil  put  iu  under  the  supervision  of  the  writer.  The  oil  is  .. 

CATS  holding  from  90  to  150  barrels  each  (42  gallons  to  a  barrel).  From 
these  cars  it  is  drawn  oS  through  a  valve  in  the  a°bout  30o\^a«els 

storeage  tank  or  tanks  (there  being  two  of  tb®“)' thrcar 
^ach  These  are  placed  underground,  so  that  the  oil  runs  from  the  ca 
int^them  by  gravity.  Care  should  be  taken  not  to  spill  the  oil  or  stir  it 
up  more  than  is  necessary,  as  the  odour  from  it  is  fuhy  efi'iaMa  strength 
to  that  of  new-mown  hay,  if  not  quite  so  agreeable,  .^o  prevent  the  stir 
ring  up  of  the  oil,  the  supply-pipes  entering  .‘iij  mp  of  tanks 

run  nearly  to  the  bottom,  so  that  the  tanks  are  practically  filled  from  the 
Km  In  the  top  of  each  tank  are  man-holes  and  a  vent-pipe.  This 
latter  is  extended  above  the  tanks  a  short  distance.  These  tanks,  which 
are  bo  lersh^ped,  are  placed  end  to  end,  with  a  space  of  about  8  feet 
KKthem.  This  gives  room  to  get  at  the  various  pipes.  They 
are  joined  together  at  the  bottom  by  a  pipe,  which  also  connects  with  the 
luDP°y  pipe  running  to  the  boiler-room.  Then  in  the  bottom  of  each  is  a 
dmn-^pfpe,  which  will  admit  of  cleaning  them  out  whenever  necessary. 
There  is^also  a  gauge-glass  in  the  end  of  each,  to  show  how  much,  if  any, 
water  is  irthem  Thfre  is  also  a  gauge  made  by  a  copper  float,  which  in- 
Sefthe  quantity  of  oil  in  each  tank.  In  cold  weather  a  steam  co  1  is 
inserted  in  the  tank  car  around  the  mouth  of  the  valve  to  heat  the  oil  so 
that  it  will  flow  readily  ;  for  when  the  thermometer  is 
50=  or  40“  below.X  oil  is  apt  to  be  a  little  thick.  Care  should  be  taken 
not  to  heat  the  oil  too  much,  for  when  hot  it  generates  ®  f 

which  is  not  only  very  odorous,  but  is  really  the  cream  of  the  fuel.  1 
think  it  an  advantage  to  have  the  storeage  tanks  underground  there 
being  less  danger  from  them  in  case  of  fire,  and  during  the  winter  the  oil 
isTfs  likely  to  chill.  An  open  light  should  never  be  used  near  them, 
although  tlfe  oil  itself  is  really  hard  to  ignite  unless  heated  to  a  certain 
degree^  still  there  is  apt  to  be  more  or  less  gas  around  ;  which  is  explosive 
if  brought  in  contact  with  fire.  The  supply-pipes  to  the  furnaces  are  p^- 
vided  with  a  valve  where  they  enter  each  tank,  also  one  in  the  fire-room. 
This  pipe,  a  2i-inch  one,  is  enlarged  to  a  6-inch,  for  about  4  feet,  and  m  this 
«-inch  pTpe  a  small  steam-pipe  is  inserted.  With  this,  the  oil  heated 
from  130=  to  140°.  This  lightens  it  so  that  it  burns  more  readily,  or,  I 

^^We'^now  com™to  the  burners,  which  are  also  fed  by  gravity,  as  the 
storeage  tanks,  although  underground,  are  still  higher  than  the  furnaces. 
One  might  suppose  that,  owing  to  the  recent  introduction  of  petroleum  as 
a  fuel  ^me  difficulty  might  be  experienced  in  obtaining  a  burner  ,  but 
they  are  as  numerous  as  electric  light  systeip,  and  like  them  in  ancrther 
•respect— each  man’s  is  the  best.  Our  experience  has  been  that  the  more 
simple  the  burner  the  better  the  result.  One  that  thoroughly  vaporizes 
the  oil  before  burning  it,  is,  we  preferable  to  one  that  burM 

oil.  In  the  former  there  cannot  possibly  be  any  waste.  In  furnaces 
where  we  have  been  using  this  kind  of  burner,  the  bricks  are  as  clean  as 
they  were  the  day  they  were  put  in.  Steam  and  hot  air  are  the  othe 
ingredients  used  in  connection  with  the  oil ;  an  abundant  supply  of 
the  latter,  we  have  found,  adds  very  much  to  the  eflicienoy  of  the  fire. 

Begardingthe  proper  settings,  circumstances  will  determine  this  to  a 
certain  extent.  There  is  no  doubt  that  a  hotter  fire  can  be  obtained  from 
oil  than  from  coal  or  wood ;  and  when  the  oil  is  properly  used,  the  smoke 
nuisance  question-which  has  been  agitating  the  minds  of  the  people  of 
some  of  our  large  cities— is  solved,  for  there  is  not  a  particle  of  smoke  to 
he  seen  issuing  from  the  stack,  not  even  when  everything  is  running  full 

A^'word  as  to  its  danger.  When  properly  put  in  and  handled  with 
ordinary  care,  or  when  good  common  sense  is  used  in  the  employtnent  ot 
this  oil  I  do  not  see  why  it  should  be  any  more  apt  to  cause  trouble  than 
coal,  although  the  insurance  companies  insist  on  higher  rates  when  used. 
I  think  it  more  from  ignorance  of  the  subject  than  from  their  being  any 
more  danger.  At  the  same  time,  I  am  willing  to  admit  that  it  could  be 
put  in  and  used  in  such  a  way  as  to  greatly  increase  the  danpr  of  fire. 

^  As  to  its  economy  over  coal,  I  have  already  mepioned  that  there  wp 
a  saving  of  from  20  to  25  per  cent,  on  the  cost  of  fuel,  and  from  40  to 
50  per  cent,  in  labour.  From  tests  recently  made  by  us,  the  following 
figures  were  obtained  :— 111-34-horse  power,  running  six  hours,  used  250 
gallons  of  oil,  costing  ^5-50,  or  at  the  rate  of  70c  pr  lOO-horse  power  per 
hour ;  104  8-horse  pow  er,  running  six  hours,  used  346i  lbs.  of  pal,  costing 
»5-45,  or  at  the  rate  ot  86c.  per  lOO-horse  power  per  hour.  Another  test 
gave  the  following  figures  :-96-45-hor8e  power,  running  eight  hours  used 
4014-751bs.  of  coal,  costing  $6-32,  or  80c.  per  lOO-horse  power  per  hour, 
115*54-hor8e  power,  running  seven  hours,  used  233  gallons  oil,  costing 
S5‘05,  or  62c.  per  lOO-horse  power  per  hour.  On  the  above  fagures,  oil  is 
from  17  to  32  per  cent,  cheaper  than  coal.  The  higlipt  evapoption 
made  with  oil  was  14-8  lbs.  of  water  per  pound  of  oil  with  feed  water  at 


103°,  and  with  coal  5-38  lbs.  of  water  per  pound  of  ®o«;'-/.®®^73“^f  ^gVtlfn 
The  coal  used  was  a  good  grade  of  Illinois  lump,  costing  S3  15  per  ton, 

but  which  is  usually  worth  S3  25.  fmm  seven  to  ten 

In  the  matter  of  labour,  one  man  can  easily  attend  from  seven  to  ten 

150-horse  power  boilers,  and  then  have  less  to  do  than  if  he  were  firing 
one  bo  Kith  coal.  After  a  week’s  run  with  oil  S'^®®  Y®  J“®^ 

cleaner  than  they  would  be  from  the  use  of  ol  handhug 

niidit  There  being  no  ashes,  you  are  saved  the  expense  of  handling 

toem,-  as  well  as Kdirt ;  and  th"e  former  is  .tih^aboTe 

20  tons  ot  coals  are  being  used  evpy  24  hours.  I  might  say  ^bat  the  above 
tests  were  made  during  a  part  of  the  day  s  run  ,  and  it  is  « I-- 
that  a  more  favourable  showing  could  be  made  with  the  ^bere  a 
larger  number  of  boilers  are  in  use.  It  seems  to  work  better  with  a  good 
lire  than  where  a  small  fire  is  sufficient. 


BIRMINGHAM  COBPOR.4TION  WATER  SUPPLY. 

At  the  Meeting  of  the  Birmingham  Town  >ast  iMsday  t  e 

Mayor  (Mr.  Alderman  Pollack)  presiding— the  report  of.  the  Water  Gom 
mittee  on  the  subject  of  the  proposed  new  works,  to  which  reference  was 
made  iu  the  Journal  last  week,  was  presented. 

SirJ  Mvrtineau  moved  that  confirmation  should  be  given  to  a  reso 

lution  of  thrcommittee  agreeing  that  a  loan  I^V^'^  rthJcKuorTm 
should  be  raised,  repayable  in  30  years  according  to  the  condition  m 
nosed  bv  the  Local  Government  Board.  He  explained  that  the  Bocal 
Government  Board,  having  heard  an  application  for  .''b®‘r 
loan  of  i;l00,000,  had  consented  to  the  Council  borrm.ving  1=50,000,  on  the 
condition  that  the  period  of  repayment  should  not  be  ®^’;^i®^  b®yon^30 
vears  As  the  works  on  which  the  money  was  to  be  expended  were  ptmci 
nallv'mains  the  Committee  did  not  consider  that  the  limitation  was  an 
rnrLsonlble  oL  ;  and  therefore  they  had  no  difficulty  in  consenting  to 
the  condition. 

Sir^J^MrRTrNF^AU  then  formally  moved  the  adoption  of  ^be  report.  Ha 
referred  to  the  expenditure  of  £1945  7s.  2d.  in  connection  with  the  mam 
between  Whitacre  and  Plant’s  Brook  beyond  what  bad  been  expected , 
and  said  this  was  due  to  a  larger  portion  of  the  mam  bavmg  been  dupli 
cated  than  had  been  intended.  When  the  mam  was  diiplicated  through¬ 
out  there  would  be  £1945  worth  less  work  to  be  done.  The  arrangements 
which  the  Committee  had  made  with  regard  to  the  stamping  of  wate  - 
fittings  for  manufacturers,  and  for  making  a  small  charge  for  ^ator  sup¬ 
plied  to  builders  when  putting  up  new  houses,  bad  been  ^rried^ 
out  any  friction.  The  former  arrangement  should  contribute  to  Prevent 
ing  waste  from  defective  fittings,  and  the  latter  w^  d  P'^o^uce  a  not  m- 
coLiderable  item  of  income  to  the  department  W'th  regard  to  the  loan 
for  further  works  on  capital  account,  he  would  only  remind  the  Co^°eil 
that  the  Committee  reported. fully  in  February  last  ®°°®« 
they  proposed  to  carry  out  during  the  next  five  years  ^nder  the  Water 
Act  of  1875,  the  Committee  had  power  to  borrow  £150,000,  ^ 

sum  of  £100  030  with  the  consent  of  the  Local  Government  Board,  but 
Kuhti?;  flounder  their  Act  of  1879, they  bad  power  to  borrow  sums 
amounting  to  £300,000.  In  February  last  both  the  £L0,000  and  the 
£300  000  were  exhausted  ;  and  so  there  remained  only  the  £100,00^  for 
which  they  had  to  ask  the  consent  of  the  Local  Go-vernment  Board.  They 
believed  they  would  have  obtained  permission  for  tbe  'vbole  sum  at  once 
but  this  was  not  the  view  of  the  Local  Government  Bedard  The  latter 
thou-'ht  they  were  to  sanction  every  item  from  time  to  time ,  but  as  tfiis 
would  have  been  a  verv  troublesome  procedure,  communications  \vere 
made,  with  the  result  that  the  Board  consented  to  give  a  Several  sanction 
for  half  the  amount.  The  Committee  stated  in  February  that  they  did 
not  intend  to  incur  any  of  the  proposed  expenditure  during  the 
vear  except  for  the  laying  of  mains  in  the  extension  of  their  system. 
They  had  carried  out  this  policy,  and  were  still  adhering  to  it  in  the  works 
now^propo.sed  to  be  entered  upon  for  the  extension  of  the  water-mains  to 
Acock’s  Green  and  Solihull— an  extension  which  he  believed  would  prove 
a  remunerative  one.  As  to  the  provision  of  fresh  sources  of  supply,  the 
Committee  had  the  matter  under  consideration,  but  were  not  yet  prepared 

‘■"m^Shammon  seconded  the  motion,  which,  after  a  short  discussion,  was 
adopted.  _ _ 

PLYMOUTH  CORPORATION  WATER  SUPPLY. 

Difficulties  with  the  Proposed  Reservoir.  .  ^  , 

A  Snecial  Meeting  of  the  Plymouth  Town  Council  was  held  last  Wed- 
netday-the  MAYoalMr.  Alderman  H.  J.  Waring)  in  the  chair-to  consider 
a  report  from  the  Water  Committee,  submitting  a  joint  report  .from  Mr. 
T  Hawksley  and  Professor  Etheridge  on  the  result  °y^beir^amination  of 
the  site  of  the  proposed  storeage  reservoir  at  the  Head  Weir  and  land 
adjacent  thereto,  and  to  take  such  action  thereon  as  the  Council  might 

deem  necessary  or  expedient.  ii  „  „  kWo 

In  the  course  of  their  report  the  above-named  gentlemen  say .  We 
find  that  the  geological  conditions  of  the  ground  on  ‘be  line  near  the  H 
Weir,  authorized  by  Parliament,  are  such  as  to  almost,  if  not  quite,  pre 
elude  the  idea  of  making  a  safe  and  so^b  water-tight  embankment  in  that 
nosition.  The  valley,  both  in  its  bottom  and  sides,  is  filled  to  a  great 
depth  with  a  superstratum  of  granite  debris  of  the  character  of  a 
sand  pervious  to  water,  and  possessing  no  retentive  characters ,  whilst 
the  substratum  of  rock  upon  which  the  de6ris  reposes  has  not  b^n 
reached  in  several  instances,  although  the  borings  have  been  carried  down 
to  a  depth  of  80  and  even  90  feet  below  the  surfa-ce.  The  making  of  an 
embankment  in  this  situation,  and  under  these  circumstances,  would,  in 
our  opinion,  be  not  only  a  precarious  operation,  but  would 
mauy^ difficulties  and  such  large  expenses  that  we  feel  ®°“P®''®b  ‘°^bv  se 
youLt  to  make  the  attempt,  but  rather  to  seek  such  amended  parlia 
raentary  powers  as  may  appear  to  you  advisable  We  have  caused 
trials  to  be  made  in  several  parts  of  the  valley  to  the  south  «  ‘be 
parliamentary  line,  with  only  such  partial  success  as  will  3'is‘by 
us  in  making  any  recommendation  for  your  consideration,  e“®P‘ 
follows  :-Guided  to  some  extent  by  the  surtece  indications,  '"®  b®.v®  had 
nearly  20  pits  and  borings  put  down  in  a  line  ranning  almost  due  west 
from  the  Longstone  Farmhouse ;  and  from  these  investigations  we  are  led 
to  infer  that  an  embankment  may  be  constructed  in  this  J*‘b 

fewer  difficulties,  and  at  a  smaller  cost,  than  at  any  o‘be>'  ay®bable  part  of 
the  valley  situate  between  the  Head  Weir  and  Sheepstor  FridKe-  Dimi¬ 
ties  of  a  tormidable  character  still,  however,  remain,  as  named  above,  and 
can  only  be  overcome  by  the  exercise  of  more  than  ordinary  care,  energy 
and  skill.  On  the  question  of  cost  we  are  not  at  present  able  to  ofieravery 
definite  opinion,  because  of  the  uncertainties  to  which  we  have  referred 

but  we  incline  to  the  opinion  that  the  undertaking  may  be  well 
for  less  than  £120,000,  including  the  expense  of  works  of  construction  and 
outlays  to  be  incurred  for  the  purchase  of  and  for 

other  charges  and  compensation.  In  our  opinion  the  line  lastly  described 
is  the  bestlihe  valley  of  the  Meavy  affords  within  the  area  to  which  our 

^^'^Mr^'Mootfsaid  that  the  Water  Committee  had  unanimously  adopted  the 
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joint  report  which  had  been  presented,  and  had  decided  to  ask  the  Council 
for  instructions.  He  detailed  at  length  the  onerous  labours  in  wiiich  the 
Committee  had  been  engaged  since  March  last,  and  explained  the  position 
in  which  they  were  placed.  Referring  to  the  difficulties  connected  with 
the  site  of  the  proposed  reservoir,  lie  said  that,  at  the  meeting  of  the  Com¬ 
mittee  on  the  4th  ult..  Professor  Etheridge  stated  that  in  no  part  of  Great 
Britain  were  they  so  great  as  in  their  case — they  were,  in  fact,  almost  in¬ 
surmountable.  He  added  that  the  care  which  had  been  exercised  by  all 
concerned  was  beyond  all  praise  ;  and  the  money  had  been  spent  in  the 
most  economical  manner.  At  the  same  meeting  Mr.  Hawksley  expressed 
his  entire  concurrence  in  Professor  Etheridge’s  observations,  and  con¬ 
firmed  every  statement  he  had  made.  On  Sept.  28,  Messrs.  Hawksley  and 
Etheridge  presented  the  report  now  before  the  Council.  Since  the  report 
had  been  printed,  he  had  received  several  letters  from  Mr.  Hawksley,  in 
the  course  of  which  he  explained  that  his  estimate  included  a  sum  for 
40  acres  of  additional  land  necessary  to  be  purchased  if  the  Head  Weir 
reservoir  was  to  be  made.  He  also  wrote  as  follows  : — I  understand  it  to 
be  the  wish  of  the  Council  and  of  the  town,  too,  that  the  reservoir  should 
be  made  so  as  to  collect  and  deliver  its  water  into  the  leat  in  the  vicinity 
of  Head  Weir,  or  above  Sheepstor  Bridge.  If  some  new  situation  is  to  be 
sought  for  and  adopted,  then,  at  least,  100  acres  will  be  wanted  ;  and  in 
that  event  what  is  to  be  done  with  Sir  Massey  Lopes  and  his  present 
agreement?  I  do  not  see  how  delay  will  help  the  matter.  The  dilemma 
to  which  I  have  pointed  will  be  exactly  the  same  in  another  session  as  in 
the  coming  session,  unless,  indeed,  it  is  made  worse  by  Sir  Massey  in  the 
meantime  insisting  on  the  payment  of  the  great  sum  of  1T5,7.50.  As  to 
this,  however,  I  do  not  presume  to  offer  any  opinion  ;  but  one  point  I  should 
like  to  be  elearly  understood  by  the  Council,  and  that  is  that  your  ex¬ 
plorations  have  been  most  valuable  in  two  ways.  First,  they  have  settled 
the  question  of  the  impracticability  of  the  line  insisted  upon  last  year ; 
and,  secondly,  they  have  demonstrated  amongst  all  the  lines  the  com¬ 
parative  economy  of  the  line  upon  which  Professor  Etheridge  and  I  have 
just  reported.”  In  closing  his  speech,  Mr.  Moon  remarked  that  the  opinion 
of  a  high  geological  expert  was  that  the  site  they  had  selected  was  a 
unique  one.  However,  a  town’s  meeting  on  July  6,  1883,  emphatically 
declared  for  the  Head  Weir  site ;  and  another  meeting  on  Nov.  2(1,  1886, 
unanimously  approved  of  parliamentary  powers  being  applied  for  to  ob¬ 
tain  the  site.  The  Committee  had  been  loyal  to  the  inhabitants  in  the 
perseverance  with  which  they  had  prosecuted  their  labours  up  to  the 
present  point.  The  result  was  before  them  ;  and  if  the  Council  and  the 
inhabitants  desired  to  incur  the  cost,  by  all  means  let  it  be  incurred.  If, 
on  the  other  hand,  it  was  desired  to  put  forward  the  desirability  of  the 
Harter  or  of  any  other  streams  in  the  neighbourhood,  then  let  the  explora¬ 
tions  be  made  ;  but  they  must  bear  in  mind  that  they  would  lose  one  year 
of  benefit  and  of  future  financial  profit.  He  moved  the  adoption  of  the 
Committee’s  report,  which  embodied  the  report  of  the  two  experts. 

Mr.  WooLLAND  seconded  the  motion,  and  it  was  agreed  to. 

Alderman  Habris  stated  that  at  present  the  water  revenue  was  estimated 
to  produce  jE11,200  in  round  figures.  The  charges  on  this  were,  in  the 
first  place,  about  ^3000  for  maintenance  and  i‘800  for  salaries.  Then  there 
was  a  debt  of  at  least  i£40,000  atthe  present  time,  which  at  4  per  cent,  was 
^1600.  The  reservoir  put  before  them  that  day  was  estimated  to  cost 
£120,000.  But  estimates  were  exceeded  ;  and  looking  at  experience  in  all 
directions  relative  to  water-works,  it  was  doubtful  whether  it  would  be 
carried  out  for  the  money.  Supposing  it  was;  this  would  mean  a  charge 
of  £4800  a  year;  and  putting  all  the  sources  of  expenditure  together,  they 
got  a  total  of  £10,200  on  an  income  of  £11,200 — thus  leaving  a  surplus 
revenue  of  but  £1000  a  year.  The  matter  was  so  important  that  he  did 
not  think  they  should  proceed  further  with  it  in  the  coming  session  of 
Parliament.  He  moved  that  they  should  not  go  on  with  the  matter  in 
the  next  session  of  Parliament,  which  would  allow  time  for  considera¬ 
tion,  and  perhaps  the  selection  of  another  site. 

Alderman  Pillman  seconded  the  motion,  and  expressed  himself  greatly 
disappointed  that,  after  the  statements  again  and  again  made  in  the 
Council  Chamber  that  the  reservoir  was  to  cost  £25,000,  it  was  suggested 
that  £120,000  should  be  spent  upon  it. 

Mr.  WooLi.AND  remarked  that  the  mover  of  the  resolution  had  forgotten 
to  tell  them  that  there  would  be  a  very  considerable  increase  in  income 
when  they  had  the  new  reservoir.  If  the  Surveyor  had  been  asked  to  test 
the  valleys,  he  believed  that  the  Harter  site  would  have  proved  a  most 
efficient  and  economical  one.  He  proposed,  as  an  amendment,  that  the 
Surveyor  should  receive  instructions  from  the  landowners  to  test  any  part 
of  the  moor  which  he  considered  necessary. 

Mr.  Mobrish  seconded  the  amendment,  because  he  thought  it  was  the 
common-sense  view  of  the  situation. 

Mr.  L.vtimer  said  it  was  his  impression  now,  as  it  was  last  year,  that 
they  rushed  into  the  application  to  Parliament  for  the  Act  much  sooner 
than  they  should  have  done,  and  that  they  ought  to  have  tested  the  Harter 
site  before  they  agreed  to  pay  so  large  a  sum  of  money  for  the  site  they 
had  chosen. 

Mr.  Bellamy  asked  why,  instead  of  wasting  a  considerable  sum  of  money 
on  a  “roving  commission,”  Mr.  Woolland’s resolution  should  not  be  modi¬ 
fied,  and  instructions  given  that,  under  the  direction  of  Mr.  Hawksley,  the 
Harter  site  should  be  examined,  in  order  that  it  might  be  seen  whether  it 
was  a  fit  and  proper  place  for  a  reservoir.  They  certainly  should  com¬ 
mence  with  the  Harter  site  before  going  farther.  He  proposed  that  the 
resolution  should  read  that  the  Surveyor  should  make  the  necessary 
borings  at  Harter. 

After  some  discussion,  the  resolution  before  the  Council  was  submitted 
in  the  following  form,  and  carried  unanimously  : — “  That  the  Water  Com¬ 
mittee  be  instructed  to  test  any  part  of  the  valleys  that  they  may  think 
desirable  for  the  reservoir  before  going  to  Parliament.” 

Referring  to  the  reservoir  question  last  Thursday,  the  Western  Morn¬ 
ing  News  said  : — “  The  position  in  which  the  town  is  placed  is  singularly 
unfortunate.  It  has  acquired  from  Sir  Massey  Lopes,  at  a  cost  of  about 
£16,000,  land  intended  for  a  reservoir.  It  has  obtained  a  Bill  in  Parlia¬ 
ment  enabling  that  land  to  be  paid  for  and  a  reservoir  constructed. 
Neither  of  these  things  has  been  done.  Sir  Massey,  however,  holds  an 
undertaking  from  the  town  to  pay  him  the  sum  agreed  upon  ;  and  unfor¬ 
tunately  there  has  been  omitted  from  that  agreement  a  clause,  which 
existed  in  a  prior  agreement,  to  the  effect  that  if  the  borings  proved  un¬ 
satisfactory  the  town  might  be  released  from  its  bargain  on  paying  a  fine 
of  £1000.  This  reasonable  and  necessary  stipulation,  it  appears,  ceased  to 
have  force  when  the  Bill  received  the  Royal  Assent.  It  will  be  interesting 
to  learn  who  is  responsible  for  this  omission.  But  as  facts  now  stand 
the  town  is  completely  at  the  mercy  of  Sir  Massey  Lopes.  It  has  agreed 
to  buy  of  him  for  £16,000  land  which  it  cannot  utilize  without  buying 
40 acres  more  at  an  unknown  price;  and  if  the  present  site  be  altogether 
abandoned,  and  another  be  purchased,  still  there  will  be  further  land 
required.  There  is,  however,  this  clue  to  the  cost  of  the  land  at  Harter — 
that  Sir  Massey  Lopes  definitely  promised  to  sell  it  to  the  town  for  £5000. 
No  one  can  imagine  that  he  would  go  back  from  that,  especially  if  he  has 
received  also  a  very  large  sum  for  the  Head  Weir  site,  which  has  proved 
useless.  Being  in  this  dilemma,  the  Town  Council  wisely  decided  yester¬ 


day  to  ‘  hark  back.’  By  reason  of  a  perfectly  unique  geological  formatioor 
BO  Professor  Etheridge  and  Mr.  Hawksley  say,  modest  local  talent  not¬ 
withstanding — an  embankment  can  be  constructed  at  the  Head  Weir  only 
at  a  prodigious  outlay  of  perfectly  uncertain  amount,  although, as  a  guess, 
£120,000  is  named.  Mr.  Hawksley  has  from  the  first  under-estimated  the 
value  of  money  in  the  West.  It  is  true  that  an  adequate  supply  of  pure 
water  is  so  priceless  a  boon  that  if  the  100,000  inhabitants  of  Plymouth 
and  its  neighbourhood  were  compelled  to  pay  £1  or  £2  a  head  in  order  to 
obtain  it,  they  would  be  wise  to  do  so.  But  if  they  are  not  so  compelled 
— if  they  can  get  such  a  supply,  as  we  have  hitherto  been  told,  for  .£60,000 — 
Plymotiiiaus  do  not  want  to  pay  double  or  treble  this  sum  simply  to  be 
able  to  boast  of  large  figures,  or  to  give  large  percentages  to  engineers. 
There  are  plenty  of  better  ways  in  which,  for  town  improvements,  money 
so  saved  can  be  spent ;  and  the  water  revenue  has  proved  too  valuable  a. 
possession  in  times  past  to  admit  of  its  being  lightly  absorbed  by  water¬ 
works  expenditure.  So  the  Water  Committee  are  now  instructed  to  search 
anew  for  a  site  for  a  reservoir  of  sufficient  but  not  exaggerated  size,  which 
can  be  made  at  a  reasonable  cost ;  and,  until  the  facts  have  been  fully 
elicited,  application  for  parliamentary  powers  is  deferred.  Obviously, 
this  is  the  best  that  can  be  done  under  tbe  circumstances.” 


THE  METROPOLITAN  BOARD  OF  WORKS  AND  THE 
SEWAGE  PURIFICATION  OF  THE  THAMES. 

The  Chemical  Experiments. 

In  the  Journal  a  short  time  since,  various  references  were  made,  in  our 
articles  on  “  Water  and  Sanitary  Affairs,  ”  to  the  reports  presented  to 
the  Metropolitan  Board  of  Works  by  Sir  H.  Roscoe  on  the  treatment 
of  the  sewage  of  the  Metropolis.  It  may  not  be  uninteresting,  in  connec¬ 
tion  therewith,  to  trace  the  steps  which  led  up  to  the  appointment  of  the 
above-named  distinguished  Chemist,  from  the  information  contained  in 
the  last  annual  report  of  the  Board. 

The  report  states  that  the  disposal  or  treatment  of  the  sewage  of  the 
Metropolis  in  such  a  manner  as  effectually  to  prevent  its  polluting  the 
River  Thames,  has  probably  been  the  most  important  of  the  many  sub¬ 
jects  which  have  occupied  the  Board’s  attention  during  the  past  few 
years.  In  1882,  in  consequence  of  complaints  made  to  tbe  Secretary  of 
State  for  the  Home  Department  by  the  City  Corporation,  in  its  capacity 
of  Sanitary  Authority  of  the  Port  of  Loudon,  and  by  the  inhabitants  and 
local  authorities  of  Erith,  a  Royal  Commission  was  appointed  to  inquiro 
into,  and  report  upon  the  system  under  which  the  Loudon  sewage  was 
disebarged  into  the  Thames  ;  also  to  ascertain  whether  or  not  any  evil 
effects  resulted  from  it,  and  in  that  case  what  measures  could  be  applied 
for  remedying  or  preventing  the  same.  The  Royal  Commissioners  made- 
two  reports— one  in  January  and  the  other  in  November,  1884.  In  their 
first  report  they  came  to  the  conclusion  that  at  certain  seasons  evil 
effects  did  result  from  the  discharge  into  the  river  of  sewage  in  its  crude 
state  ;  such  evil  effects  showing  tbemselves  in  a  foul  state  of  the  water, 
and  in  an  accumulation  of  mud,  causing  offensive  smells  and  other  incon¬ 
venience.  In  their  second  report  they  expressed  the  opinion  that  it  was 
neither  necessary  nor  justifiable  to  discharge  the  sewage  in  its  crude  stat& 
into  any  part  of  the  Thames;  that  some  process  of  deposition  or  precipi¬ 
tation  should  be  used  to  separate  the  solid  from  the  liquid  portions  of 
the  sewage,  and  that  such  process  might  be  conveniently  and  speedily 
applied  at  the  two  present  main  outfalls  ;  that  the  liquid  portion  of  the 
sewage  remaining  after  precipitation  of  the  solids  might,  as  a  pre¬ 
liminary  and  temporary  measure,  be  suffered  to  escape  into  the  river,  but 
that  it  would  not  be  sufficiently  free  from  noxious  matters  to  allow  of  its 
being  so  discharged  permanently  ;  and  that  the  separated  liquid  would 
require  further  purification,  which  in  the  Commissioners’  opinion,  accord¬ 
ing  to  the  then  state  of  knowledge,  could  only  he  done  effectually  by  the 
application  of  the  liquid  to  land.  If  suitable  land  in  sufficient  quantity 
and  at  reasonable  cost  could  not  be  procured  near  the  present  outfalls, 
the  Commissioners  recommended  that  the  sewer  liquid,  after  separation 
from  the  solids,  should  be  carried  down  to  a  lower  point  of  the  river,  at 
least  as  low  as  Hole  Haven,  and  there  be  discharged. 

The  Board  gave  the  most  careful  attention  to  the  Commissioners’  reports 
and  to  the  evidence  upon  which  their  conclusions  were  arrived  at.  Not¬ 
withstanding,  however,  the  great  weight  to  be  attached  to  the  opinions 
and  recommendations  of  the  Commissioners,  the  Board  felt  that  it  could, 
not  divest  itself  of  the  statutory  responsibility  which  devolved  upon  it 
of  devising  a  scheme  of  dealing  with  the  sewage  which  should  be  at  the- 
same  time  thoroughly  effective,  and  yet  not  necessarily  burdensome  to 
the  ratepayers  upon  whom  the  expense  would  fall.  Some  of  the  Com¬ 
missioners’  conclusions  received  the  ready  assent  of  the  Board.  For 
instance,  the  inquiry  had  made  it  tolerably  clear  that,  at  certain  seasons 
when  heat  and  drought  prevailed,  the  discharge  into  the  river  of  sewage 
in  its  crude  state  was  to  some  extent  productive  of  nuisance.  The  dis¬ 
charge  of  crude  sewage  could  not  be  said  to  be  absolutely  necessary  ;  and, 
this  being  so,  the  Board  were  of  opinion  that  it  would  not  be  justifiable 
to  allow  it  to  continue.  Accordingly,  the  Board  determined  to  apply,  as 
soon  as  practicable,  some  process  of  deposition  or  precipitation  to  separate 
the  solid  from  the  liquid  portion  of  the  sewage,  and  to  allow  only  the 
fluid  which  remained  after  precipitation  to  pass  into  the  river.  Careful 
experiments  made,  first  with  small  and  afterwards  with  larger  quantities 
of  sewage,  showed  clearly  that  chemical  precipitation  of  the  matter  held 
in  suspension  could  be  satisfactorily  effected  by  adding  to  the  sewage 
certain  proportions  of  lime  and  protosulphate  of  iron,  and  then  allowing 
it  to  remain  for  an  hour  or  two  in  settling-tanks.  The  Board  submitted: 
the  results  of  the  process  to  four  independent  Chemists  of  the  highest- 
standing — viz..  Sir  Frederick  Abel,  Dr.  Odling,  Dr.  A.  W.  Williamson, 
and  Dr.  A.  Dupre — one  of  whom  (Dr.  Williamson)  was  a  member  of  the- 
Royal  Commission  above  referred  to.  These  gentlemen  advised  that  the 
method  of  precipitation  ad  opted  was  a  good  one,  and  that  it  produced  a  fairly 
clear  liquid,  but  that  it  left  a  sufficiently  unpleasant  smell  to  prohibit  the- 
effluent  water  being  discharged  into  the  river  during  warm  weather  at  all 
states  of  the  tide.  It  appeared,  in  fact,  that  the  clarification  of  th& 
sewage  would  not  be  sufficient  to  ensure  complete  immunity  from  smell 
arising  from  secondary  fermentation  and  a  fresh  development  of  offensive 
gases  in  hot  weather.  Such  immunity,  however,  it  was  deemed  necessary 
to  attain. 

The  Royal  Commissioners  seem  to  have  been  of  opinion  that  the  only 
effectual  way  of  attaining  it  was,  after  precipitation  of  the  solid  matter, 
to  further  purify  the  liquid  by  a  process  of  filtration  through  earth ;  and 
they  advised  that  such  a  process  of  filtration  should  be  adopted  if  it  was 
decided  to  discharge  the  sewage  effluent  into  the  Thames  in  the  vicinity 
of  the  present  outfalls.  The  acquisition  of  sufficient  laud,  however,  in 
the  neighbourhood  of  Barking  and  Crossness  to  enable  the  vast  quantity 
of  London  sewage  to  be  effectually  filtered  through  the  soil  was  found  to- 
be  attended  with  such  great  difficulty,  to  say  nothing  of  cost,  that  the 
Board  conceived  it  to  be  its  duty  to  endeavour,  under  competent  advice, 
to  find  some  other  method  sufficiently  effective  to  obviate  the  necessity 
of  earth  filtration.  What  was  required  seemed  to  be  an  oxidizing  agent- 
which  would  not  only  effect  the  immediate  destruction  of  any  offensive 
odour  still  remaining  after  chemical  precipitation,  but  would  at  the  same 
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time  prevent  the  development  of  noxious  gases  It  was  found  that  per 
manganic  acid  was  efiectual  in  accomplishing  both  t^ese  object^ 

The  Board  were  extremely  anxious  that  there  should  be  no  mistake  in 
the  conclusion  arrived  at  upon  this  imporiant  point  as  u  ,  ^ 

mainly  depend  the  determination  of  the  course  to  betaken  1  he  Board 

rco“dingly  again  sought  the  opinion  of  the 
bad  already  advised  upon  the  method  of 

careful  observation  of  the  experiments  made,  gave  it  as  °P'“  j 

that,  if  the  liquid  resulting  from  precipitation  with  >i“e  a,nd  P™^® 
phate  of  iron  were  subsequently  treated  with  manganate  of  soda  and 
Hulnhuric  acid  it  would  be  deodorized  and  purified  to  such  an  extent  as 

to  render  its  discharge  into  the  river  "''i  felt  that  the 

tide.  With  this  authoritative  opinion  before  it,  the  Board  felt  ‘hat  the 
filtration  difficulty  might  be  regarded  as  overcome,  and  that  it  miK  ^ 
safelv  be  concluded  that  the  adoption  of  the  process  of  precipitation,  with 
the  further  resort  to  permanganic  acid  in  hot  weather  as  proposed,  would 
^LtualirrenTer  iL^ischar^  of  the  sewage  into  the  river  innoxious 

and  inoffensive  all  through  the  year.  n  3  i.  o«f  vnT\nr»  if 

This  conclusion  arrived  at,  the  Board  proceeded  at  once 
and  ordered  plans  to  be  got  ready  for  the  works  necessary  to  enable  the 
process  to  be  brought  into  operation.  The  plans  for  the  works  at 
Fmr  the  site  of  the  outfall  on  the  north  side  of  the  Thame^,  were  first 
prepared  ■  and  in  January,  1887,  a  tender  was  accepted  for  the  execution 
Ff  the  works  for  the  sum  of  £406,000.  The  undertaking  comprises  the 
construction  of  sludge  settling  and  precipitation 

iron-water  and  liming  station,  engine  and  boiler  houses,  two  chimney 
shafts,  a  superintendent’s  house,  twelve  cottages  for  workmen,  and  a  pier 
and  jetty.  [Some  particulars  in  regard  to  these  works  will  be  found 

^^Whilst  the  permanent  works  at  Barking  have  been  in  progress, 
mental  operations  have  been  going  on  at  total  quanU^^ 

of  sewage  treated  during  the  past  year  has  been  a  more  than  2000 

million  gallons.  The  wet  sludge  obtained  therefrom  aniounted  to  62,000 
tons,  which,  on  further  settlement  in  the  subsiding-tauks, 
to  4i,000  tons.  Of  this  quantity  39,556  tons  were  pressed  into  14,401  tons 
of  sewage  sludge  cake  ;  the  remaining  1444  tons  being  treated  for  experi¬ 
ments  in  various  wavs  About  10,985  tons  of  the  cake  were  delivered  last 
“ear  into  trucks  at  the  Abbey  «  ood  Station  of  the  South-Eastern 
orinto  vessels  alongside  the  Board’s  wharf  at  Crossness,  iree  of  charge,  to 
farmers  and  others  who  applied  for  it  for  experimental  use  in  agriculture^ 
As  regards  the  permanent  method  of  disposing  of 
be  mentioned  that  the  Royal  Comtnissioners  suggested  ®°"'“  ^ 

applied  to  the  raising  of  low-lying  lands,  or  burned,  or  dug  into  land 
orFiarried  away  to  sea.  The  Board,  having  considered  with  care  these 
various  suggestions,  came  to  the  conclusion  that  the  only  practicable 
course,  in  the  case  of  the  Metropolis,  was  to  carry  the  “®t®rial  away  and 
cast  it  into  the  sea,  unless  it  should  fortunately  turn  out  ‘hat  the  sludge 
could  be  applied  with  advantage  for  agricultural  purposes.  E  y  y 

has  been,  and  will  continue  to  be  aSorded  to  persons  ^  try  the 

use  of  the  sludge  for  agricultural  purposes.  As,  however,  the  Board  felt 

that,  even  in  the  most  favourable  circumstances,  considerable  time  must 

elapse  before  the  .merits  of  the  sewage  sludge  as  a  manure 
■widely  recognized  that  farmers  would  be  found  ready  to  take  the  whole  o 
the  supply  off  the  Board’s  hands,  and  as  it  was  necessary  to  provide  for  ts 
removFf  It  once,  the  Board  gave  directions  for  a  vessel  *°J>®  ®P®®;^“y 
constructed  for  the  purpose  of  carrying  the  sludge  out  to  sea,  and  there 

"^^te  vtTel  was  built  at  a  cost,  including  fittings,  of  £16,952  lOs.  It  was 
launched  on  the  25th  of  May  last  yea^  and  arrived  in  the  Thames,  off 
Erith,  on  the  29th  of  June  following.  The  vessel  will  carry  the  sludge  at 
such  a  level  that  it  will  have  a  sufficient  head  of  discharge  whe“  the  vessel 
is  loaded  ;  the  head  being  maintained  by  the  rising  of  the  lightened  vessel 

^^Dnring  tC  ^Mg^-continued  hot  and  dry  weather  of  the  past 
was  found  necessary  (as  in  the  previous  year)  to  deodorize  the  sewage  of 
the  two  main  outfalls,  before  allowing  it  to  pass  into  *'^®  ^® 

Board,  thinking  it  desirable  to  obtain  the  opinion  of  sonae  leading  Chemist 
who  had  not  previously  been  consulted  on  the  subject,  had  recourse  to  Sir 
Henry  Roscoe  ;  and,  under  his  advice,  chloride  of  lime 
manganate  of  soda  with  sulphuric  acid  were  used  at  the  outfalls.  During 
the  first  two  months— viz.,  from  the  2nd  of  July  to  the  27th  of  August 
chloride  of  lime  was  employed;  980  used  at  Crossness  and 

1231  tons  at  Barking.  From  the  27th  of  August  to  the  5th  of  October, 
when  the  deodorizing  operations  ceased,  manganate  of  soda  in  conjunction 
with  sulphuric  acid  (making  permanganate  of  soda)  was  the  agent  em¬ 
ployed  ;  870  tons  of  manganate  of  soda  and  388  tons  of  sulphuric  acid 
having  been  used  at  Crossness,  and  1208  tons  of  manganate  of  soda  and 
368  tons  of  sulphuric  acid  at  Barking.  In  addition  to  the  foregoing,  there 
were  also  used  for  the  purpose  of  experiments  in  the  outfall  sewer  at 
Deptford,  on  the  4th  and  5th  of  August,  109  tons  of  sulphuric  acid  and 
954  tons  of  manganate  of  soda.  The  total  quantity  of  chemicals  used 
during  the  95  days  the  deodorizing  operations  were  in  progress  was 
2211  tons  of  chloride  of  lime,  2173  tons  of  manganate  of  soda  and  865  tons 
of  sulphuric  acid  ;  and  the  total  cost  of  the  same  was  £42,467  128.  Id. 


The  New  Precipitation  Works  at  Barking. 

At  the  present  time  the  whole  of  the  sewage  of  the  Metropolis  uorth 
of  the  Thames  is  conveyed  to  Barking  Creek  by  three  culverts  each  9  feet 
high  by  9  feet  wide ;  and  is,  in  the  first  instance,  delivered  into  a  covered 
reservoir  divided  into  4  compartments,  and  altogether  extending  over  an 
area  of  9  acres.  The  sewage  is  stored  in  this  reservoir  during  eight 
of  each  tide,  and  discharged  into  the  river  at  high  water  at  the  top  of  the 
obb.  This  reservoir  is  situate  on  the  east  side  of  the  sewer,  and  imme¬ 
diately  adjacent  to  the  river  bank.  ....  ,  , 

The  new  works  consist  of  covered  precipitation- tanks  adjacent  W  this 
reservoir  on  its  north  side,  and  occupying  the  ground  between  the  Outfa  1 
Sewer  and  Barking  Creek,  an  area  of  between  10  and  11  acres.  There  will 
be  13  of  such  tanks,  each  31  feet  6  inches  wide  and  averaging  about  1000  feet 
loD^.  Communications  will  be  made  between  the  Outfall  Sewer  and  each 
of  these  tanks,  each  fitted  with  two  penstocks,  so  that  communication  may 
be  opened  or  shut  off  at  pleasure.  The  sewage  will  be  admitted  into  each 
of  the  tanks  in  succession,  and  after  being  allowed  to  remain  quiescent 
for  a  sufficient  time  to  admit  of  the  deposit  of  the  solids  in  the  sewage, 
the  precipitation  of  which  will  be  expedited  by  the  admixture  of  3‘7  grains 
of  lime  and  1  grain  of  proto-sulphate  of  iron  per  gallon,  the  effluent  will 
be  run  off  over  a  weir  which  will  fall  as  the  water  in  the  tank  lowers,  so 
that  the  top  film  of  the  effluent  only  will  be  taken  off,  and  the  tank 
emptied  gradually  so  as  to  prevent  any  disturbance  of  the  solids  by  the 

^^T^e^effluent  after  flowing  over  the  weirs  (of  which  there  will  be  ten  in 
each  tank),  will  pass  into  culverts  carried  transversely  under  the  tanks 
and  extended,  some  into  the  compartment  of  the  existing  reservoir,  and 
some  into  a  chamber  under  the  Outfall  Sewer  through  which,  at  present, 
the  sewage  is  discharged  into  the  river  from  the  existing  reservoirs. 


When  the  level  of  the  tide  will  admit,  the  effluent  will  be  discharged 
through  this  chamber  direct  into  the  river;  but  when  the  water  in  the 
river  is  too  high  to  admit  of  this  the  tfflneiit  will  be  conveyed  by  the 
other  culverts  into  the  several  compartments  of  the  present  reservoir, 
and  stored  there  until  the  level  of  the  water  in  the  river  will  admit  of 

its  discharge.  ,  i  j  u-  i 

When  each  compartment  is  emptied  of  the  effluent,  the  sludge,  whicli 
will  be  in  a  semi-liquid  state,  will  be  discharged  through  culverts  passing 
under  the  Outfall  Sewers  into  a  collecting  culvert,  from  which  it  ■will  be 
conveyed  by  pipes  into  a  receiving  well  or  sump,  and  pumped  into  a 
series  of  12  tanks  placed  side  by  side  and  situate  between  the  Outfall 
Sewer  and  the  river.  These  tanks  will  each  be  20  feet  wide  and  140  feet 
long,  will  cover  an  area  of  over  an  acre  and  a  half,  and,  like  the  precipi¬ 
tation-tanks,  will  be  covered  so  as  to  prevent  nuisance. 

The  sludge  will  be  allowed  to  remain  quiescent  in  them  so  as  to  allow  of 
a  further  precipitation,  and  the  effluent  water  will  be  discharged  over 
weirs  into  a  culvert  which  will  convey  it  into  a  store  under  the  tanks, 
from  whence  it  will  be  lifted  and  discharged  through  pipes  to  the  liming 
station,  thereto  be  mixed  with  lime  which  is  used  for  precipitation.  The 
settled  sludge  remaining  after  this  further  precipitation  will  be  discharged 
through  culverts  into  a  sludge  store  situate  under  the  tanks,  and  will  be 
lifted  thence  and  conveyed  by  pipes  along  a  jetty,  and  to  a  landing  stage 
to  be  erected  in  the  river,  and  there  discharged  into  ships  which  will 
convey  the  sludge  to  sea.  In  the  event  of  the  ships  being  detained  by 
stress  of  weather  there  is  a  further  store  for  sludge  at  a  lower  level 
extending  under  the  whole  of  the  area  occupied  by  the  upper  stores. 

On  the  north  side  of  these  sludge  tanks  will  be  erected  engine  and 
boiler  houses  and  workshops  in  connection,  to  contain  engines  and 
machinery  for  lifting  the  sludge  into  the  tanks,  aud  the  settled  sludge  into 
the  ships,  as  well  as  for  pumping  the  sludge  effluent  to  the  liming  station. 
The  lime  for  assisting  the  precipitation  of  the  solids  of  the  sewage  is  in¬ 
troduced  into  the  Outfall  Sewers  at  a  point  about  700  yards  and  the  proto¬ 
sulphate  of  iron  about  530  yards  above  the  precipitation  channels. 

The  liming  station  will  comprise  a  lime  store,  floors  for  slaking  the  lime, 
and  six  tanks  for  mixing  the  slaked  lime  with  the  effluent  water  from  the 
sludge  settling-tanks  or  with  sewage  taken  direct  from  the  Outfall  Sewers ; 
an  elevated  lime-water  tank  or  reservoir  built  above  the  lime  store,  and 
into  which  the  lime-water  will  be  lifted  by  pumps,  for  which  machinery 
and  the  requisite  engine  and  boiler  houses  will  be  erected  adjacent  to  the 
lime  stores.  From  tliis  elevated  tank  the  lime  water  will  be  conveyed  to 
and  injected  into  the  sewage  passing  along  the  Outfall  Sewers,  through 
cast-iron  injectors  placed  in  the  sewers. 

KtThere  will  be  means  of  turning  the  lime-water  into  any  one  of  the  three 
lines  of  sewers  and  of  regulating  the  supply  by  means  of  sluice-valves  fitted 
to  the  pipes  leading  to  the  injectors.  The  injectors  consist  of  cast-iron 
chambers  4  feet  6  inches  in  length,  6  inches  wide,  and  6  feet  in  height, 
fitted  with  a  number  of  nozzles,  through  which  the  lime-water  will  be  in- 
jected  and  mixed  with  the  volume  of  tne  sewage  as  it  flows  past. 

The  iron-water  station  comprises  timber  shed  for  storing  the  P^oto- 
sulphate  of  iron,  a  mixing-shed  in  which  the  iron  will  be  crushed  and 
mixed  with  water,  an  engine-shed  to  contain  engines  and  machinery  for 
crushing  the  iron  and  mixing  it  with  water,  as  well  as  for  raising  water 
for  boilers  and  into  mixing  tanks.  The  iron-water  will  be  conveyed  by 
stoneware  pipes,  carried  underground  and  along  the  top  of  the  Outfall 
Sewer  into  a  service-tank,  from  which  it  will  be  carried  by  pipes  into  each 
of  the  three  Outfall  Sewers,  and  injected  into  the  sewage  through  perfora¬ 
tions  in  a  pipe  fixed  vertically  in  each  of  the  sewers.  As  ■with  the  lime 
water,  there  will  be  appliances  for  regulating  the  supply  of  iroh  water  to 
each  of  the  sewers,  to  meet  the  varying  requirements  of  the  discharge. 

There  will  be  a  large  settling-pond,  covering  an  area  of  It  acre,  situate 
near  the  river,  divided  into  six  compartments,  each  60  feet  by  60  feet,  and 
about  7  feet  deep,  into  which  water  will  be  received  from  the  river  and 
allowed  to  settle;  the  clear  water  being  afterwards  filtered  and  used  for 
the  supply  of  the  several  boilers,  for  slaking  the  lime,  and  for  mixing  with 
the  proto-sulphate  of  iron.  .  ,  j.,. 

The  jetty,  which  will  extend  576  feet  into  the  river  from  the  present 
river  bank,  will  be  15  feet  wide,  and  will  be  a  timber  structure  supported 
upon  piles.  At  the  river  end  of  the  jetty  will  be  a  timber  landing  stage 
300  feet  in  length  and  20  feet  wide.  _ 

The  iron  pipes  for  conveying  the  sludge  to  the  ships  will  be  carried 
under  the  platform,  and  will  be  furnished  at  the  end  with  a  delivery  pipe, 
socketed  to  admit  of  a  vertical  movement,  so  as  to  discharge  the  sludge 
into  the  ship  at  varying  levels  of  the  tide.  A  tramway  will  be  laid  along 
the  full  length  of  the  jetty  connecting  it  with  the  whole  of  the  works. 

The  contract  for  the  works  includes  the  erection  of  12  cottages  a.nd  a 
residence  for  the  superintendent,  and  the  diversion  of  the  Old  Galleons 
sluice  and  ditch,  which  is  one  of  the  main  sewers  under  the  jurisdiction 
of  the  Essex  Commissioners  of  Sewers. 

There  will  be  a  large  quantity  of  surplus  earth  from  the  excavations 
which  will  be  used  in  forming  the  banks  for  the  tramways,  and  in  raising 
the  general  level  of  the  ground,  which  is  now  6  or  7  feet  below  the  level  of 
Trinity  high  water. 

The  works  extend  over  an  area  of  about  50  acres,  the  quantity  of  sewage 
to  be  dealt  with  will  amount  to  about  90,000,000  gallons  per  day,  and  the 
quaDtity  of  licne  to  be  used  in  precipitation  to  23  tons  per  day. 

Two  contracts  have  been  entered  into  for  the  execution  of  the  works- 
one  (as  stated  above)  with  Messrs.  Mowlem  and  Co.,  for  the  general  work, 
for  £406,000 ;  and  the  other  with  the  Glenfield  Company,  of  Kilmarnock, 
for  engines  and  machinery,  for  £42,567. 


Reductions  in  Price.— The  Directors  of  the  Newcastle  and  Gateshead 
Gas  Company  have  agreed  to  reduce  the  priceof  gas  in  Benton  and  Forest 
Hall  from  3s.  to  23.  9d.  per  1000  cubic  feet,  less  the  usual  discount  for 
prompt  payment.  The  reduction  will  take  effect  on  the  1st  of  January  next. 

_ At  Colnbrook,  where  the  gas-works  have  just  passed  out  of  the  hands 

of  the  Colnbrook  Gas  Company  (who  had  been  in  possession  since  June 
last)  into  those  of  a  local  firm  of  coal  and  corn  merchants,  the  price  of  gas 
has  been  reduced  by  fid.  per  1000  cubic  feet. 

Darlington  Corporation  Gas  and  Water  Supply.  At  the  meeting  of 
the  Darlington  Town  Council  last  Thursday,  Mr.  Manson  moved  the 
adoption  of  the  half-yearly  report  of  the  Gas  Committee.  The  profit, 
after  paying  interest,  for  the  six  months  ending  June  30  last  tros 
Taking  off  liquidation,  £1582,  there  was  left  a  profit  of  £694.  There  had 
been  an  extraordinary  expenditure  for  plant,  &c.,  of  £277,  and  4d.  per 
1000  feet  had  in  two  years  been  taken  off  the  price  of  gas,  which  was  equal 
to  £1000  for  the  half  year.  The  report  was  adopted,  as  was  the  Water 
Committee’s  report  and  accounts,  which  showed  a  revenue  of  £5038— an 
increase  of  £128.  There  was  a  profit  of  £177,  after  paying  liquidation. 
The  Gas  Committee  have  just  accepted  the  tenders  for  next  s  coal— 
6000  tons  of  Binchester  screened  coal,  at  8s.  3d.  per  ton  ;  and  4000  tons  of 
Kelloe  treble  nuts,  at  88.  These  figures  show  the  prices  now  asked  for 
coal  delivered  to  gas-works  only  about  a  dozen  miles  from  the  egde  of 
the  Durham  coal-field. 
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NOTES  FROM  SCOTLAND. 

(fbom  oub  edinbubgh  cobbespondent.) 

EDiNBUKGn,  Saturday. 

Mr.  Smith  Clark,  of  Edinburgh,  has  been  again  illustrating  the  marvel¬ 
lous  fertility  of  his  mind,  and  at  the  same  time  how  far  wrong  it  is  pos¬ 
sible  for  a  really  able  man  to  go  when  his  reasoning  is  not  founded  on  a 
correct  basis.  On  Wednesday  night  last  he  addressed  his  constituents — 
a  preliminary  to  the  ensuing  Municipal  elections ;  and,  in  the  course  of 
his  speech,  referred  to  the  Edinburgh  gas  transfer  in  terms  so  extra¬ 
ordinary,  that  I  am  afraid  I  must  reproduce  them  somewhat  fully  in 
order  that  I  may  be  able  to  treat  of  the  fallacies  which  underlie  his 
remarks.  “  He  observed,”  he  said,  “that  one  of  majority  of  the  Council, 
in  speaking  to  his  Ward  Committee  about  a  week  ago,  said,  ‘  he  thought 
the  gas  purchase  would  turn  out  a  very  good  thing  for  tlie  city  after  all.’ 
Why  was  it,  seeing  the  published  statements  for  the  last  year  showed  a 
net  profit  of  ±’9000,  that  he  left  this  as  a  matter  of  opinion  ?  He  thought 
he  could  tell  them.  It  was  because  that  gentleman  knew  that  the  Leith 
Company’s  accounts  before  they  were  submitted  to  Mr.  Lass  had  all  been 
remodelled.  The  fact  was  that  owing  to — should  he  call  it  the  folly  of 
their  representative,  in  this  transaction  ? — the  two  Companies  were  left  to 
spend  or  not  to  spend  as  they  chose  upon  the  all-important  matters  of 
repairs  and  depreciation.  They,  of  course,  chose  to  spend  as  little  as  they 
possibly  could.  What  the  Edinburgh  Company  spent  they  had  no  precise 
means  of  knowing;  but  they  knew  that  the  Leith  Company  during  the 
last  year  expended  i£4000  only  under  these  heads.  He  inferred  that  the 
Edinburgh  Company  probably  spent  less;  but  he  would  assume  that  it 
spent  as  much.  If  the  two  Companies  had  charged  revenue  for  repairs, 
depreciation,  &c.,  at  the  same  rate  as  the  Glasgow  Gas  Corporation  did 
per  1000  cubic  feet  of  gas  sold,  they  would  have  debited  it  with  a  sum  of 
£50,000  instead  of  A'bOOO.  In  this  way  the  £03,000  of  apparent  profit 
would  have  been  reduced  to  £21,000,  tor  which  they  were  paying  £54,000 
per  annum — a  deficit  against  the  city  of  £33,000.  This  deficit,  fortunately 
for  them  and  him,  would  probably  be  reduced  in  the  current  year  in  con¬ 
sequence  of  the  somewhat  cheaper  price  of  material ;  but  he  told  them 
that  if  this  question  of  repairs  and  depreciation  were  based  on  the  same 
fair  and  equitable  footing  that  it  was  based  in  Glasgow,  they  would 
escape  from  the  consequences  of  their  bargain  with  remarkable  cheapness 
if  they  got  off  with  an  addition  of  about  2d.  per  £1  on  the  taxation. 
Unless  circumstances  arose  which  at  present  they  had  no  reason  to 
anticipate,  the  gas  purchase  would  form  a  financial  blight  upon  the  pro¬ 
gress  of  the  city,  he  feared  for  the  next  quarter  of  a  century.” 

Mr.  Smith  Clark  is  wrong  on  the  following  points  : — (1)  He  did  not  explain 
when  speaking  of  the  remcdehiug  of  the  Leith  Company's  accounts,  that 
this  was  done  to  bring  them  into  the  style  prescribed  by  the  G.is-Works 
Clauses  Act,  1871.  The  Company  did  not  work  under  that  statute,  having 
an  Act  of  Parliament  of  their  own,  passed  in  1840 ;  and  their  accounts  were 
kept  in  accordance  with  it.  But  when  it  came  to  a  question  of  transferring 
the  undertaking  to  the  Corporation,  they  re-cast  the  accounts,  in  order  to 
facilitate  a  comparison  wiih  accounts  kept  under  the  modern  statute. 
The  Company  at  the  same  time  produced  their  own  accounts;  so  that  no 
prejudice  could  have  been  done  to  the  purchasors.  As  a  matter 
of  fact,  the  surpluses  are  very  much  larger  under  the  remodelled 
accounts  than  under  the  old  form.  (2)  The  Companies  were  not  left 
to  spend  or  not  as  they  chose  upon  repairs.  The  Edinburgh  Company 
were  bound  by  their  provisional  agreement  to  keep  their  works 
“in  good  working  order;”  and  the  Leith  Company,  not  having  been 
settled  with,  would  find  iD  to  be  to  their  interest  not  to  let  the  condition 
of  their  works  down  until  a  bargain  was  made.  The  Leith  Company’s 
expenditure  of  £4000  is  only  £200  below  the  expenditure  of  the  previous 
year,  when  the  question  with  them  was  not  that  of  transfer  but  of  fighting 
the  Edinburgh  Company,  and  when,  consequently,  there  was  no  likelihood 
of  their  neglecting  the  maintenance  of  their  works.  (3)  No  comparison 
can  be  made  between  Edinburgh  and  Glasgow.  On  account  of  the  state 
of  the  Glasgow  works  at  the  date  of  the  transfer  to  the  Corporation  in 
1869,  a  very  large  expenditure  upon  repairs  has  been  necessary  ever  since. 
The  capital  of  the  Glasgow  undertaking  is  more  than  three  times  that  of 
both  the  Edinburgh  and  Leith  undertakings;  and  its  business  is  about 
double.  Therefore,  on  the  basis  of  capital,  had  the  two  places  compared 
been  on  the  same  level  as  regards  the  condition  of  the  works,  the  expendi¬ 
ture  in  Glasgow  should  be  three  times  that  of  Edinburgh,  and,  on  the 
basis  of  the  amount  of  business  done,  twice  that  of  Edinburgh.  In  Glas¬ 
gow  the  expenditure  was  £39,000;  in  Edinburgh  and  Leith  Mr.  Smith 
Clark  jilaces  it  at  £8000.  Taking  these  figures,  the  outlay  in  Edinburgh 
and  Leith  should,  on  the  basis  of  capital,  have  been  one-third,  or  £13,000; 
and  on  the  basis  of  business  done,  one-halt,  or  £18,500.  Of  course,  I  dispute 
the  comparison  ;  but  apart  from  that,  there  is  sufficient  to  demolish  Mr. 
Smith  Clark’s  position  in  the  fact  that  he  contended  for  an  expenditure 
of  £50,000  for  repairs  and  maintenance  in  Edinburgh  and  Leith,  which 
would  have  been  £11,00J  higher  than  the  amount  spent  in  Glasgow.  I 
need  not  pursue  the  subject  further.  Mr.  Smith  Clark  is  an  alarmist 
whom  it  would  be  futile  to  try  and  convert.  It  is  fortunate  for  the  com¬ 
munity  that  his  malady  is  of  so  pronounced  a  type,  because  his  statements 
are  usually  more  forcible  than  wise,  and  so  defeat  their  object.  His 
attempt  to  scare  the  public  over  a  prospective  gas-rate  of  2d.  per  £1  is,  on 
the  face  of  it,  absurd  in  the  extreme.  No  movement  in  that  direction  will 
be  made,  should  it  ever  be  necessary,  until  the  Gas  Commissioners  have 
exhausted  the  more  natural  method  of  increasing  their  revenue — raising 
the  price  of  gas. 

The  Perth  Town  Council,  at  their  meeting  last  Monday,  had  before  them 
a  recommendation  by  a  Committee  to  sell  IJ  acres  of  laud  on  the  South 
Inch  to  the  Gas  Commissioners,  to  be  used  in  connection  with  the  ex¬ 
tension  of  the  gas-works.  The  price  recommended  by  the  Committee 
was  £2000.  Mr.  Smart  moved,  as  an  amendment,  that  £1750  be  agreed 
to.  Mr.  Shaw  pointed  out  that  the  'Water  Commissioners  recently  pur¬ 
chased  five  acres  of  laud  on  Moncreiffe  Island  for  £800;  and  he  thought 
£2000  was  exorbitant.  It  was  explained  that  the  Gas  Commissioners 
intended  to  let  a  portion  of  the  ground,  from  which  they  would  derive 
rental  sufificient  to  pay  interest  on  £2000.  This  sum  was  afterwards 
agreed  to. 

Public  men  in  Perth  must  be  more  difficult  to  manage  than  they  are 
elsewhere,  or  they  must  possess,  in  an  unusual  degree,  ttie  faculty  of  not 
knowing  their  own  minds.  They  coquetted  in  a  distressingly  unbusiness¬ 
like  way  with  the  proposal  to  extend  the  gas-works  ;  and  they  are  treating 
the  extension  of  the  water  supply  in  the  same  manner.  Rejecting  the 
proposal,  sometime  ago,  to  appoint  a  high-class  engineer,  they  placed  the 
work  in  the  hands  of  Mr.  Peattie,  a  local  engineer.  Mr.  Peattie’s  plans, 
which  were  submitted  to  a  meeting  of  the  Water  Commissioners  on 
Monday,  showed  an  intake  in  a  gravel  bed  on  an  island  in  the  Tay  150 
feet  above  Perth  Bridge;  and  from  there  an  alternative  route  below  the 
bed  of  the  river  to  the  pumping  station  in  the  town.  The  cost  of  the  two 
routes  was  estimated  at  £4488  10s.  and  £5878  28.  respectively.  With  an 
18-inch  pipe,  be  considered  that  a  supply  of  2,900,000  gallons  per  day 
would  be  obtained;  and  with  a  21-inch  pipe,  a  supply  of  4,372,000  gallons 
per  day.  He  recommended  a  21-inch  pipe,  and  that  the  well  at  the  pump¬ 
ing  station  should  be  deepened  ;  the  head  of  9  feet  being,  in  his  opinion, 


insufficient.  The  Commissioners  could  not  agree  with  Mr.  Peattie’s  pro¬ 
posals,  and  appointed  Mr.  Leslie,  C.E.,  of  Edinburgh,  to  report  upon 
them.  This  is  not  business.  It  is  ridiculous  t  >  expect  that  Mr.  Leslie,  a 
great  consulting  engineer,  will  come  into  the  affair  and  adopt  Mr.  Peattie’s 
suggestions.  A  better  way  would  have  been  to  have  had  a  scheme  pre¬ 
pared  by  Mr.  Leslie,  and  then  to  have  employed  Mr.  Peattie  to  carry  it 
out.  It  is  altogether  a  reversal  of  the  proprieties  to  ask  a  local  engineer 
to  do  the  important  work  of  preparing  a  scheme,  and  then  to  consult  a 
first-class  member  of  the  profession  to  advise  as  to  the  details. 

At  the  recent  meeting  of  the  Galashiels  Corporation,  the  Clerk  sub¬ 
mitted  a  report  on  the  proposed  conversion  of  debt  on  the  town’s  water¬ 
works.  A  scheme  has  been  devised  whereby  a  large  sum  will  be  saved  to 
the  town.  The  Corporation  borrowed  £50,000  for  the  water-works  from 
thePublic  Works  Loan  Commissioners,  of  which  there  is  £45,000  still  to  pay. 
The  rates  of  loan  were  : — On  £10,000,  4J  per  cent. ;  and  on  £40,OjO,  4  per 
cent.  Having  power  under  a  Local  Act  to  pay  ofl  the  money,  the  Corpo¬ 
ration  have  contracted  for  a  new  loan  with  the  Life  Association  of 
Scotland,  at  the  rate  of  3i  per  cent.  Tlie  permission  of  the  Council  was 
given  to  effect  this  transaction. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

I  have  just  been  informed  that  the  Purchasing  Committee  of  the 
Glasgow  Gas  Trust  have  this  week  closed  contracts  for  upwards  of 
100,000  tons  of  cannel  and  other  gas  coal  on  very  favourable  terms. 
With  the  purchases  made  in  the  spring  or  early  part  of  the  summer, 
they  have  now  received  something  like. 280,000  tons  of  coal  for  the  current 
financial  year.  In  no  case,  I  believe,  have  the  orders  to  any  individual 
firms  exceeded  15,000  tons.  The  varieties  and  quantities  of  coal  purchased 
have  been  so  arranged  as  to  provide  the  consumers  with  gas  having  an 
illuminating  power  of  from  23  to  24  standard  candles.  Incidentally,  I 
may  here  mention  that  very  favourable  purchases  of  coal  have  also  been 
made  by  the  Paisley  Corporation  Gas  Committee — the  average  price  being, 
I  am  told,  about  9d.  per  ton  under  that  of  last  year.  With  cheap  coal 
purchases,  an  increased  price  for  the  secondary  products,  and  a  very 
material  increase  in  the  consumption  of  gas,  it  is  confidently  anticipated 
that  the  present  will  be  a  highly  successful  year  for  the  Paisley  Corpora¬ 
tion  gas  undertaking. 

Very  decided  headway  is  being  made  by  the  Dalmuir,  Kilpatrick,  and 
Bowling  Gas  Company  throughout  the  district  which  is  embraced  in  their 
area  of  supply.  One  part  of  the  Burgh  of  Clydebank — namely,  Clydebank 
proper — is  supplied  with  gas  by  the  Glasgow  Corporation  Gas  Commis¬ 
sioners,  and  at  the  Glasgow  price.  'This  circumstance  places  the  Dalmuir 
Company  at  a  disadvantage,  inasmuch  as  some  of  their  consumers 
naturally  feel  annoyed  at  having  to  pay  a  much  higher  price  than  that 
charged  for  the  Glasgow  gas.  Those  of  them,  however,  who  understand 
the  question  are  well  aware  that  the  gas  supplied  by  the  Company  is  the 
cheapest  gas  in  Scotland  for  any  locality  similarly  situated.  The  extent 
of  gas-piping  throughout  the  district  is  probably  greater  than  that  of  any 
other  Scotch  gas  company  having  a  similar  make.  Since  the  present  owners 
of  the  works  entered  into  possession,  they  have  year  after  year  reduced 
the  price  of  the  gas — from 7s.  6d.  to  5s.  6d.  per  1000  cubic  feet;  and  as  the 
works  and  plant  are  capable  of  providing  and  delivering  a  very  much  larger 
supply,  the  consumers  can  only  hope  to  have  the  price  permanently 
reduced  by  supporting  the  Company  as  their  customers.  It  is  well  known 
that  it  was  by  a  mere  accident  that  the  Glasgow  gas  supply  was  extended 
to  Clydebank.  The  Partick,  Hillhead,  and  Maryhill  Gas  Company  had 
their  mains  laid  as  far  as  Scotstown,  quite  suificient  to  meet  the  wants 
of  the  district,  when  the  Glasgow  gas  authorities  stepped  in,  and  laid 
their  pipes  to  Clydebank,  without  making  any  extra  charge.  The  district 
was  wanted  by  the  Partick  and  Hillhead  Company;  and,  in  a  sense,  it 
naturally  belonged  to  them. 

By  way  of  supplement  to  my  “Note”  of  last  week  on  Dumbarton  gas 
affairs,  the  following  figures  may  be  of  some  interest.  The  expenditure  of 
the  Gas  Corporation  for  the  year  ending  Aug.  1,  1888,  including  a  balance 
of  £810  78.,  amounted  to  £6021  183.  For  coal  there  was  expended 
£2276  19s. ;  and  for  salaries  and  wages  the  expenditure  was  £902  16s.  The 
profit  and  loss  account  shows  the  past  year’s  profits  to  have  amounted  to 
£769  43.  9d.  For  gas-rental  there  was  received  £5309  3s..  wliich,  with 
arrears  and  sales  ledger  account,  gave  a  total  revenue  of  £6021  I83.  The 
total  assets  are  set  down  at  £33,393  15s.;  the  principal  iieni  of  which  is 
£31,310  13s. — being  the  amount  expended  on  the  gas  undertaking  up  till 
Aug.  1  last  year.  Up  to  the  same  date  there  had  been  expended  in  pur¬ 
chasing  annuities  the  sum  of  £2300  4s. ;  and  during  the  past  year  £56  Os. 
was  expended  in  making  further  purchases— the  total  being  .£23.56  lOs., 
which  is  the  amount  at  winch  the  sinking  fund  now  stands.  Amongst  the 
debts  of  the  Gas  Corporation,  there  is  an  item  of  £10,3.50  in  the  shape  of 
loans  on  debentures.  The  sum  of  £8350  12s.  lOd.  is  set  down  in  the  capital 
account  as  accumulated  profits. 

At  the  beginning  of  almost  every  lighting  season,  the  ratepayers  of  the 
village  of  Kilmalcolm  are  made  aware  that  there  aie  amongst  them  some 
mean  persons.  There  is  no  sort  of  municipal  government  for  the  village; 
and  consequently  the  public  street  lighting  has  to  be  done  by  voluntary 
assessment.  Last  night  the  ratepayers  held  their  annual  meeting  to 
receive  a  report  from  the  Lighting  Committee,  and  to  fix  the  assessment 
for  the  ensuing  year.  It  transpired  in  the  course  of  the  proceedings  that, 
out  of  271  ratepayers,  only  136  paid  assessment  for  the  past  year  ;  the  rest 
being  quite  willing  to  take  the  benefit  without  having  to  pay  for  it.  It  has 
been  resolved  to  continue  the  voluntary  system  for  another  year  ;  the  rate 
agreed  upon  last  night  being  2d.  per  £1  of  rental.  A  strong  feeling  is 
arising  in  favour  of  adopting  certain  portions  of  the  “  Lindsay  ”  or  Scotch 
Police  Act;  so  as  to  cause  every  ratepayer  to  bear  his  due  share  of  the 
public  burdens. 

At  the  monthly  meeting  of  the  Kilmarnock  Town  Council  on  Wednes¬ 
day,  it  was  reported  by  the  Gas  Committee  that  Messrs.  W.  C.  Holmes  and 
Co.  had  completed  the  extension  of  the  gasholder,  and  that  the  enlarged 
holder  was  working  satisfactorily. 

An  improvement  in  the  price  of  sulphate  of  ammonia,  after  a  long  period 
of  depression,  is  reported  by  salesmen.  A  couple  of  weeks  ago  the  price 
was  about  £11  5s.  per  ton  f.o.b. ;  but  this  week  the  quotation  has  advanced 
to  £11  123.  6d.,  while  an  additional  5s.  per  ton  was  asked  for  forward 
delivery. 

The  time  for  Town  Councillors  and  Police  Commissioners  to  render 
accounts  of  their  stewardship  has  arrived ;  and  one  of  the  first  to  come 
before  his  constituents  was  Bailie  Colquhoun,  one  of  the  representatives  of 
the  Ninth  Ward  in  the  Town  Council  of  Glasgow.  In  addressing  a  meeting 
of  the  electors  last  night,  he  said  that  the  gas  accounts  were  in  a  satisfactory 
state  and  were  continually  growing,  so  much  so  that  they  had  been  able  to 
reduce  the  price  2d.  per  lOOU  cubic  feet.  He  proceeded  to  remark  that,  iu 
view  of  the  early  extension  of  the  city  boundaries,  negotiations  had  for 
some  time  been  going  on  between  the  Corporation  and  the  Partick,  Hillhead, 
and  Maryhill  Gas  Company,  with  the  result  that,  at  the  next  meeting  of 
Council,  a  proposal  would  be  submitted  by  the  Gas  Committee,  asking  for 
authority  to  conclude  a  bargain  between  the  Corporation  and  the  Company 
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•with  a  view  to  the  amalgamation  of  the  Company  s  works  with  those 
of  the  Corporation.  He  (Bailie  Colquhoun)  was  not  ■very  much  in  favour 
of  taking  over  undertakings  of  that  sort;  but  he  frankly  confessed  that 
case  of  hardship  bad  been  made  out  in  some  respects  by  the  shareholders 
cf  the  Company  before  Parliament.  If  the  extension  of  the  city  had  taken 
place  without  some  arrangement  whereby  their  worts  were  J?® 
over,  the  shareholders  must  have  suffered  loss.  However  anxious  the 
citizens  of  Glasgow  might  be  for  amalgamation  of  the  suburban  burghs, 
he  was  sure  that  not  one  of  them  would  like  to  injure  the  shareholders  of 
a  public  Company  like  the  one  in  question ;  and  his  hearers  would  be 
gra^tified  to  know  that  through  the  negotiations  which  he  had  spoken  of, 
an  amicable  arrangement,  fair  to  both  sides,  was  ^kely  to  be  arrived  at 
The  course  of  the  Glasgow  pig-iron  warrant  market  this  week  has  been 
rather  disappointing,  especially  in  view  of  the  satis^ctory  P°®*tion  of  trad^ 
Scotch  iron  ranged  in  price  between  41s.  5d.  on  Monday 
Tuesday;  while  the  closing  price  yesterday  afternoon  was  dOs.  8id.  per 
ton  cash  buyers.  A  considerable  increase  has  been  made  to  the  stocks  in 

Both^'iVth^bome  and  export  departments,  the  coal  trade  of  Glasgow 
and  West  of  Scotland  is  decidedly  active  this  week.  The  price  of  house¬ 
hold  coal  has  been  advanced  Is.  per  tin  in  Lanarkshire  and  6d.  per 
ton  in  Ayrshire;  and  the  increase  has  very  generally  been  conceded  by 
merchants.  Shipping  coals  are  unchanged  in  price. 

CUEBENT  SALES  OF  GAS  PfiODHCTS. 

LrVEBPOOL,  Oct.  b. 

Hulphate  of  Ammonia.— The,  strong  market  this  week  has  been  due  to 
the  continued  good  inquiry  from  French  consumers  ;  and  all  available 
narcels  have  been  readily  taken  off  the  market  at  prices  up  to  ill  128  Od. 
f  o  b  Hull  and  Liverpool,  and  ill  10s.  f.o.b.  Leith.  Germany,  evidently  a 
little  frightened  at  the  tone  of  the  market,  is  now  to  some  extent  joining 
in  the  requisition  for  October  and  this  year’s  contracts  ;  and  consequently 
fair  values  have  been  secured  by  those  makers  who  could  make  up  their 
minds  to  anticipate  the  disposal  of  their  production.  Generally,  however, 
makers  set  their  face  against  entering  into  forward  contracts  ;  and  in  their 
decision  they  appear  to  fall  again  into  the  mistake  so  often  made,  of  not 
getting  rid  of,  at  all  events,  a  portion  of  their  production  when  buyers  are 
willing  and  prepared  to  accord  good  prices.  This  argument  is  specially 
applicable  now;  and  it  is  hardly  a  reasonable  conclusion  to  draw,  that 
prices  will  keep  advancing  at  this  season  of  the  year  There  is  a  large 
Droduction  coming  on ;  and  sulphate  will  cease  to  find  customers  during 
the  mouths  in  which  it  is  not  absolutely  required,  if  and  when  quotations 
rise  above  the  parity  of  nitrate.  The  latter  has,  of  course,  much  to  do  lyith 
the  improved  position  of  the  sulphate  market,  although  there  can  be  little 
.doubt  that  “  bull  ”  speculation  has  driven  up  rates  rather  more  than  they 

would  have  done  in  their  natural  course.  ,  . 

As  the  nitrate  market  requires  watching— because  it  will  probably  direct 
the  course  of  sulphate  during  the  next  few  months— a  statement  of  the 
position  of  this  commodity  on  the  Ist  of  October  this  and  corresponding 
years  may  not  be  out  of  place  : 

United  Kingdom  and  Continent. 

Deliveries  Stocks.  Afloat, 

during  Sept.  _  _  „ 

,  29,0au  Tons.  . .  45,000  Tons.  . .  200,000  Tons. 

.  26,000  „  . .  19  000  „  . .  180,000  „ 

jocx,  .  .  .  24,000  „  ..  58,000  „  ..  88,000 

■This  makes  the  visible  supply  at  date  245,003  tons  in  1838  ;  199,000  tons  in 
1887;  and  140,000  tons  in  1886.  The  price  in  Liverpool  was  9s.  6d.  this 
year’;  9s.  in  1887  ;  and  8s.  9d.  in  1886. 

London,  Oct.  6. 

Tar  Products.— The  demand  for  pitch  and  tar  oils  is  a  little  better ;  but 
other  products  remain  quiet,  and  in  some  cases  neglected.  Prices  may  be 
taken  as  follows :— Tar,  according  to  position,  17s.  6d.  to  223.  6d.  per 
ton  Benzol,  90  per  cent.,  3s.  per  gallon  ;  50  per  cent.,  2s.  4id.  Toluol, 
Is  9d.  per  gallon.  Solvent  naphtha,  Is.  31.  per  gallon.  Crude  naphtha, 
50* per  cent.,  Is.  per  gallon.  Light  oil,  3d.  per  gallon.  Creosote,  2d.  per 
gallon.  Pitch,  12s.  to  13s.  6d.  per  ton.  Carbolic  acid  (crude),  3s.  4d. 
per  gallon.  Cresylic  acid,  9d.  per  gallon.  Tar  salts,  15s.  per  ton.  Anthra¬ 
cene,  30  per  cent.,  “A”  quality.  Is.  6d.  per  unit,  B  quality.  Is.  3d. 

Ammonia  Pi-oditcfs.- Sulphate  of  ammonia  is  in  much  better  odour  ; 
and  imiiortant  sales  have  been  made.  Price  is  firm,  at  fll  10s.  to  Til  15s., 
•with  an  advancing  tendency.  Prices  of  other  products  remain  the  saiue 
as  last  week  :  Gas  liquor  (5°  Twaddel),  7s.  6d.  per  ton,  with  a  rise  or  fall  of 
Is.  6d.  per  degree.  Liquor  ammonia,  IJd.  per  lb.  Carbonate  of  ammonia, 
3Jd.  per  lb.  Muriate  of  ammonia,  brown,  T18  per  ton;  white,  i;27.  Sal- 
ammoniac,  T30  per  ton.  _ 

[From  the  Chemical  Trade  Journal,  Oct.  6.] 

Sulphate  of  Ammonia.— The  market  has  been  very  firm  indeed  during 
the  entire  week;  and  the  Continental  demand  has  improved  values  a 
little.  Supplies  are  scarce;  and  even  odd  parcels  only  obtained  with 
difficulty  at  current  rates.  Becktou  price  is  Til  12s.  6d. ;  while  London 
outside  makes  are  fetching  Til  12s.  3d.  At  Hull  and  Leith  business  has 
been  brisk ;  the  prices  at  the  former  port  reaching  Til  128.  6d.,  while  at 
the  latter  the  market  may  be  said  to  close  at  TH  10s.  While  the  present 
demand  continues,  there  need  be  no  fear  of  prices  receding,  though  it 
must  not  be  forgotten  that  the  make  is  increasing  as  the  days  lengthen, 
and  requires  to  be  dealt  with  very  cautiously. 

Tar  Products. — In  spite  of  prognostications  of  a  better  state  of  things, 
benzoles  continue  in  statu  quo.  It  is  said  that  90’s  can  still  be  purchased 
for  2s.  lid.,  and  50/90’8  for  28.  4d. ;  and  the  big  make  will  soon  be  upon 
us.  Solvent  naphtha  is,  on  the  other  hand,  very  firm,  and  is  expected  to 
remain  so  for  a  few  weeks  at  any  rate.  For  90  per  cent,  at  160°  C.,  as 
much  as  Is.  5d.  is  asked,  although  we  have  not  heard  of  business  above 
Is  4id.  Carbolic  acid  (crude)  is  still  weak,  and  there  are  as  yet  no  signs 
of  recovery ;  for  there  are  certainly  signs  that  it  is  losing  its  ground  as 
a  universal  disinfectant.  Lucigen  oil  continues  to  move  off  freely ;  while 
pitch  has  slightly  improved  in  value— it  being  stated  that  Beckton  has 
recently  made  sales  at  ISs. 


Year. 

1888 

1887 

1886 


Trinidad  Gaslight  and  Coke  Company,  Limited.— This  Company  was 
registered  on  the  2nd  inst.,  with  a  capital  of  T10J,000,  m  T5  8lia,rea 
(of  which  50,000  are  preference  shares),  to  acquire  a  contract  for  fighting 
the  Port  of  Spain,  Trinidad,  or  elsewhere  in  the  West  Indian  Islands,  by 
gas  or  other  illuminant,  and  to  acquire  lands,  buildings,  collieries,  pitch 
lake,  and  other  minerals  in  Trinidad  or  elsewhere. 

Longton  Corporation  Gas  Supply. — At  the  meeting  of  the  Longton 
Town  Council  last  Thursday,  it  was  stated  that  the  gross  profits  of  the  gas 
works  for  the  year  ended  June  30  last  were  T7238;  and  alter  deducting 
payments  for  principal  and  interest,  there  was  a  balance  of  T2268.  Of  this 
amount  T236  had  been  set  aside  for  re-sheeting  and  repairing  the  gas¬ 
holder  ;  leaving  a  balance  of  T2032  to  go  towards  a  reduction  of  rates. 

The  Proposed  Extension  of  the  Bradford  Water-Works.— Last  week. 
Dr.  C.  Meymott  Tidy  made  an  inspection,  in  the  company  of  a  Sub- 
Committee  of  the  Bradford  Corporation  Water  Committee,  of  the  water 
in  the  Nidd  Valley  and  in  the  Grimwith  district,  from  one  of  which 
localities  it  is  proposed  to  obtain  an  additional  supply  for  the  bcmough. 
The  question  of  appointing  another  Engineer  besides  Mr.  A.  K.  Et“nie, 
the  Corporation  Water  Engineer,  to  examine  the  districts,  along  with  the 
Sub  committee  and  Dr.  Tidy  had  been  discussed  by  the  Committee,  and 
the  suggestion  was  made  that  he  should  accompany  Dr.  Tidy  also ;  but 
inasmuch  as  the  latter’s  visit  was  purely  for  chemictl  and  analytical  pur- 
pobe.s,  it  was  not  deemed  advisable  that  any  engineering  question  should  be 
dealt  with. 

The  Proposed  Purchase  of  the  Luton  Water-Works  by  the  Cor- 
poRATioN.- According  to  the  Luton  Times,  no  greater  surprise  has  ever 
come  upon  the  ratepayers  than  that  occasioned  ’'‘i® 

Town  Council,  at  a  special  meeting  last  Friday  week,  to  offer  il2U,UUU  to 
the  Luton  Water  Company  for  the  acquisition  of  tlieir  undertaking,  to 
which  reference  was  made  in  our  columns  last  Tuesday.  _  It  was  admitted 
that  the  Company  serves  the  town  well,  and  that  its  officials  are  beyond 
reproach  ;  and  it  was  not  pretended  that  the  borough  would  gain  any 
immediate  benefit.  The  whole  case  rests  upon  the  possibility  of  an 
increased  demand  for  water  in  the  future,  and  on  the  Corporation  carrying 
on  the  undertaking  with  the  same,  if  not  indeed  greater  econonay,  than 
now  characterizes  its  management.  The  paper  alluded  to  thinks  that  such 
problematical  advantages  do  not  justify  the  Council  in  forcing  the  scheme 
upon  the  ratepayers  without  adequate  information  being  laid  before  them, 
and  full  opportunity  also  for  its  consideration.  It  is  likely  the  proposal 
will  cause  some  excitement  at  the  forthcoming  elections. 


GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 

(For  Stock  Market  Intelligence,  see  ante,  p.  628.) _ 
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Opening  of  New  Gas  Offices  for  the  Stafford  Corporation.— On 
Monday  last  week,  the  members  of  the  Stafford  Corporation  met  the 
Gas  Committee,  by  invitation  of  the  Chairman  (Mr.  Alderman  Dudley), 
for  the  purpose  of  inspecting  the  alterations  which  have  recently  been 
made  in  the  gas  offices.  The  visitors  were  received  in  the  office  of  the 
Gas  Engineer  and  Manager  (Mr.  J.  F.  Bell),  where  Mr.  Alderman  Dudley 
gave  an  interesting  account  of  the  improvements  which  have  been  intro¬ 
duced  into  the  plant  during  the  past  five  years ;  alluding  specially  to 
the  adoption  of  regenerator  furnaces  and  apparatus  for  the  manufacture 
of  sulphate  of  ammonia.  At  the  close  of  the  address,  the  visitors  were 
conducted  round  the  works;  satisfaction  being  shown  at  the  evidences 
*  of  good  management  which  were  everywhere  present. 
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D.  C. 

GAS  COMPANIES. 

10.J 

Uliance  &  Dublin  10  p.  c. 

10 

184—194 

7* 

Do.  7  p.  c.  . 

10 

13—14 

5“  2 

Australian  (Sydney) 5“/oDeb. 

100 

110—112 

10 

Bahia,  Limited . 

•20 

23 — 25 

7* 

Bombay,  Limited  .... 

5 

7i 

Do.  New . 

4 

11^ 

Brentford  Consolidated  .  . 

100 

22U— 225 

Do.  New . 

100 

161 — 166 

lo.i 

Brighton  &  Hove,  Original  . 

20 

43—45 

Hi 

British . 

20 

45—47* 

11 

Bromley,  Ordinary  10  p.  e.  . 

10 

19—21 

8 

Do.  7  p.  c.  . 

10 

13 — 14 

8 

Buenos  Ayres  (New)  Limited 

10 

144— 154 

6 

Do.  6  p.  c.  Deb.  . 

100 

110—112 

7 

Cagliari,  Limited  .... 

20 

25—27 

13|i 

Commercial,  Old  Stock  . 

100 

270—275  - 

lOi! 

Do.  New  do. . 

100 

214—219 

4* 

Do.  4i  p.  0.  Deb.  do. 

100 

123—128 

12° 

Continental  Union,  Limited 

20 

45 — 46 

12 

Do.  New  ’69  &  ’72 

14 

30—31 

9 

Do.  7  p.  c.  Pref.. 

20 

36-38 

10 

Crystal  Palace  District  . 

100 

205-21b'*’ 

13 

European,  Limited 

10 

254—264 

13 

Do.  New.  .  . 

74 

18i — 19^ 

13 

Do.  do.  .  .  . 

5  :l’2i-134 

13 

Gaslight  &  Coke,  A,  Ordinary 

100 

248  -252  - 

4 

Do.  B,  4  p.  c.  max. 

100 

100—105 

10 

Do.  C,D,&  B,  lOp.c.Pl. 

100 

260—265 

5 

Do  P,  5  p.  c.  Prf.  . 

100 

125—130 

Ik 

Do.  G,  74  p.  0.  do.  . 

100 

182-  187 

7 

Do.  H,  7  p.  0.  max. 

100 

167—172 

10 

Do.  J,  10  p.  c.  Prf.  . 

100 

258-263 

4 

Do.  4  p.  e.Deb.  Stk. 

100 

120—123 

4^ 

Do.  4i  p.  c.  do. 

100 

125—130 

6 

Do.  6  p.  c.  do. 

100 

175—178 

10 

Imperial  Continental  . 

100 

■211—214 

6 

Malta  &  Mediterranean,  Ltd 

5 

5—54 

5 

Met.of  Melbourne, 5  p.c.  Deb. 

100 

112-114* 

6 

Monte  Video,  Limited  • 

20 

20—21 

^0 

Oriental,  Limited  .  .  .  . 

5 

94-91 

7 

Ottoman,  Limited  .  .  .  . 

5 

6—7* 

People’s  Gas  of  Chicago — 

6 

1st  Mtg.  Bds.  .  .  . 

100 

107—110 

6 

2nd  Do. 

100 

95—100 

10 

San  Paulo,  Limited  .  .  . 

10 

18—17 

154 

South  Metropolitan,  A  Stock 

100 

306—311 

12 

Do.  B  do. 

100 

241 — 245 

13 

Do.  C  do.  . 

100 

•245—255 

5 

Do.  5  p.  c.  Deb.  Stk. 

100 

135—140 

11 

Tottenham  it  Edm’ntn ,  Grig 

5 

H— 13 

WATER  COMPANIES. 

9 

Chelsea,  Ordinary .  .  . 

100 

260—265 

7 

East  London,  Ordinary  . 

100 

197—202 

9 

Grand  Junction.  .  .  . 

50 

124— 1‘28 

lOi 

Kent . 

100 

270—275 

9 

Lambeth,  10  p.  c.  max.  . 

100 

260 — 265 

7i 

Do.  74  p.  c.  max.  . 

100 

203—268 

4 

Do.  4  p.  c.  Deb.  Btk. 

100 

116-120* 

New  River,  New  Shares  . 

100 

348  -352 

d'' 

Do.  4  p.  0.  Deb.  Stk. 

100 

124—128 

6 

S’thwk  &  V’xhall.lOp.e.max 

.  100 

166—171 

6 

Do.  7i  p.  c.  do. 

100 

157—162 

10 

West  Middlesex  .  .  . 

.  100 

265—270 

*  Ex  div 

J0  s.  d 


Yield 

upon 

invest 

lueut. 


7  8 
7  1 
9  3 
8  0  0 
4  16  8 
4  2 

4  6 

5  5 
4  13  4 

4  15  9 
4  9 

5  14  3 

3  2 

7  1 
5  3  8 

0  0 
4  18  2 

3  10  3 

4  4 

8  1 

4  14  8 
4  13  0 

4  18  1 

5  0  0 


4  16 
3 


3  16  3 
3  15  6 
3  16  11 


4  0 
4  1 
3  16 
3  5 
3  9 

3  7 

4  13 

5  9 

4  7 

5  14 
5  2 
5  0 


5  9  1 

6  0  0 
5  17  8 
4  19  8 

4  17  11 

5  1  11 

3  11  5 

4  4  0 


-1 

-1 

-ii 


3  7 
3  9 
3  10 
3  16 
3  7 


11 
4 
4 
4 
11 
1 

6  8 
8  10 
2  6 
10  2 
14  1 
14  1 


Next  dividend  will  be  at  this  rate. 
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GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES 

PLEASE  ADDRESS  IN  FULL—  T3 

HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT, 

TELEPHONE  No.  2698. 


Address  for  TELEGRAMS: 
“GWYNNEGRAM  LONDON." 

LONDON,  W.C.,  ENGLAND. 


Thirty-three  Medals  at 
ail  the  Great  International 
Exhibitions  have  been 
awarded  to  GWYNNE  & 
Co.forGas  Exhausters, &o. 

Only  Medal  at  the  Liver¬ 
pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro- 

duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 
passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


O.NLV  75  Revolutions  per  Minute. 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin- 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHER  MAKER  CAN 
DO  THIS. 

GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWY’NNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hcur 

(without  the  slightest  oscillation),  at  the  Efpinoham  Street  Gas-Works,  SHEFFIELD. 


OXIDE  OF  IRON. 

The  Gas  Purification  and  Chemical 

Company,  Limited, advise  their  friends  that  theii 
onlyrepresentativesfor  the  Saleof  Oxide  are  Mr.  Andrew 
Stephenson  and  such  Sub-Agents  as  may  be  accredited 
from  the  Head  Office.  They  furtherstatethatthe  royal¬ 
ties  possessed  by  them  extend  over  an  area  of  more 
than  $50,000  acres,  and  are  held  for  a  longterm  of  years. 
They  employ  their  own  overseers  and  labourers,  and 
there  are  no  intermediate  profits  between  them  and 
the  consumer. 

Address  160,  161,  and  162,  Palmerston  Buildings. 
Old  Broad  Street, London. E.C. 

John  Wm. O’Neill, 

_  _  Managing  Director. 

Andrew  STEP’HENSbN,  AgmiT for 

the  Gas  Purification  and  Chemical  Company, 
Limited,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 


CANNEL  COAL,  &c. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  EDgineers,  supply  all  the  most  approved 
SCOTTISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  tor  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Edinburgh,  |  ..... 

No.  54,  Bernard  Street,  Leith,  )  Scotland. 

GAS-WORKS  of  any  magnitude  leased, 

at  premiums  ranging  from  6  to  10  per  cent., 
according  to  the  size  of  the  Works.  Gas-Works  erected 
nr  re-modelled  upon  the  most  modern  principles. 
Address  Geouge  Weller,  Gas  Engineer,  St.  Ives 

CORNWAT  T.. 

Advertiser  desires  an  appointment 

as  ASSISTANT,  CLERK.  INSPECTOR,  FORE- 
MAN, or  in  any  place  of  trust.  Thorough  knowledge  of 
Manufacture,  Purification,  and  Distribution,  and  is 
a  good  Accountant.  Young,  energetic,  and  well  con¬ 
nected.  Good  testimonials  and  references  to  several 
well  known  Gas  Engineers.  No  objection  to  go  abroad. 

Address  1650,  care  of  Mr.  King,  11,  Bolt  Court,  Fleet 
Street,  E.C. 

SITUATION  Wanted,  as  Traveller  or 

COLLECTOR.  Good  address.  First-class  refer¬ 
ences. 

Address  No.  1651,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 


SMALL  Station  Meter  Wanted,  to  pass 

2000  feet  per  hour  ;  good  condition. 

Send  particulars  and  price  to  Gas,  care  of  Street 
Co.,  30,  CORNHILL,  E.C. 


WANTED,  a  Situation  as  Working 

MANAGER  in  Small  Works.  Thoroughly 
understands  the  Carbonizing  Department,  Reading 
Indices  of  Meters,  Fixing  Meters,  Stoves,  &c..  Laying 
Mains  and  Services,  and  all  Repairs  attached  to  Gas 
Plant.  Age  39,  married,  abstainer. 

Address  No.  1030,  care  of  Mr,  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 

WANTED,  an  Iron  Tank-Waggon,  new 

or  second-hand,  capable  of  holding  6  to  8  tons. 
Send  particulars  to  Newton,  Chambers,  and  Co., 
Limited,  Thorncliffe  Iron-Works,  near  Sheffield. 

A  N  T  E  D,  by  a  large  Provincial 

Gas  Company,  a  competent  Engineering 
DRAUGHTSMAN.  Must  be  able  to  make  Original 
Drawings;  calculate  Strains;  and  get  out  Quantities, 
&c.  A  permanent  engagement  to  a  capable  man. 

State  experience  and  salary  required  to  No.  1649,  care 
o:  Mr.  King,  11,  Bolt  Court,  Fleet  Street,  E.C. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “  Eirwal,  London.” 


Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address:  “PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

***  See  Advertisement  on  Page  III.  of  the  Wrapper  of 
tbii  week’s  issue. 


WC.  HOLMES  &  Co.,  Huddersfield, 

♦  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete,  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c.,  Improved  Valves,  Engines,  and  Exhausters. 
A  so  for  Collingwood’s  Regenerative  Retort-Settings. 

***  See  Advertisement  p.  609  of  last  week’s  issue. 
Cablegrams  :  “  Ignitor  London.  ”  Telegrams :  “  Holmes 
Huddersfield.” 


SULPHATE  of  Ammonia  Lead  Burner 

o-nd  Chemical  Works  Plumber.  Twenty  six  years’ 
experience.  Distance  no  object. 

Address  P.  J.  i  ’avies,  78,  Earl’s  Court  Road,  W. 


“EXCELSIOR”  TAR-BURNER. 

Tar  worth  30s.  per  ton  for  Burning. 

me  and  see  and  believe,  or  send  for  Burners 
complete,  with  Instructive  and  Descriptive  Pamphlet, 
16s.  6d 

Estimates  given  for  Fixing  and  Starting,  and  satis¬ 
factory  working  guaranteed  on  application  to  Taos. 
Burtonshaw,  Gas-Works,  Chipping  Norton. 

WANTED,  at  once,  the  following 

SECOND-HAND  PLANT 
Six  12-inch  Q-shape  i  Retort  Mouthpieces,  with 
Ascension-Pipes  and  Hydraulic. 

Set  of  6-inch  Pipe  Condensers,  with  box  complete. 
Small  Scrubber,  and  Two  6-inch  Bye-Pass  Valves. 
Two  6  feet  square  Purifiers,  with  Valves  and  Con¬ 
nections  complete. 

About  2000  feet  per  hour  Station  Meter,  with  Bye- 
Pass  Arrangement  and  Connections. 

Three  4-inch  Slide-Valves. 

Prices  and  full  particulars  to  H.  W.  Falkner,  Gas- 
WortNS,  Eye,  Suffolk. _ 

For  SALE— a  station  Meter,  in  round 

case,  to  pass  12,000  cubic  feet  per  hour,  with  Clock, 
Tell  tale,  Water-Level  Indicators,  Overflow  and  Filling 
Arrangements,  and  Bye-pass  Valve  all  complete. 

The  Meter  is  being  removed  to  make  room  for  a 
larger  one ;  and  is  in  flrst-rate  condition.  Inspiection 
invited. 

For  particulars  apply  to  Messrs.  Jas.  Milne  &  Son, 
EDiNBUKOH(Makers)ot  toTnos.  Whimsteb,  Gas-Works, 
Perth. 


NEW  KOMNEY  GASLIiiHT  AND  COKE 
COMPANY,  LIMITED. 


ISSUE  OP  400  SHARES  OP  £5  EACH. 

The  above  Company,  having  to  supply 

with  Gas  the  rapidly  increasing  watering-place 
Littlestone-on-Sea,  have  been  compelled  to  construct 
new  Works,  and  are,  in  consequence,  raising  new 
Capital.  Five  per  Cent.  Dividend  was  declared  for  the 
year  ending  the  30th  of  April  last.  Applications  for 
the  remainder  of  the  new  SHARES  to  be  addressed  to 
Wm.  Allen,  Secretary. 

New  Romney,  Kent. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newoate  Street,  London,  E.C. 

SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS.  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 


JOHN  RILEY  &  SONS,  Chemical  Manu- 

fac  turers,  Hapton,  near  Accrington,  are  MAKERS 
of  SULPHURIC  ACID,  from  Brimstone,  for  Sulphate 
of  Ammonia  making.  Highest  percentage  of  Sulphate 
of  Ammonia  obtained  from  the  use  of  this  VitroU 
References  given  to  Gas  Companies. 

ACETATE  OP  LEAD  BOOKS. 

Test  Papers  and  Solutions  for  Gas¬ 
works  prepared  by  R.  D.  Gibbs,  gummerfleld 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. 


BOROUGH  OP  DARLINGTON. 

TH  E  Gas-Works  Committee  invite 

TENDERS  for  the  supply  of  lOD  tons  of  PER¬ 
OXIDE  OP  IRON  for  Gas  Purification,  delivered  at  the 
Darlington  North  Road  Railway  Station  ;  delivery  tO’ 
extend  over  a  period  of  Three  months  from  the  accep¬ 
tance  of  tender. 

Tenders  to  state  whether  the  article  tendered  for  is 
Precipitated  Oxide  or  Natural  Bog  Ore ;  also  the  amount 
of  moisture  contained  therein,  and  a  guarantee  that 
such  amount  will  not  be  exceeded  in  the  bulk. 

Tenders,  endorsed  “  Tender  for  Iron  Oxide,”  must  be- 
sent  to  me  not  later  than  the  23rd  inst. 

No  pledge  is  given  that  the  lowest  or  any  tender  will 
be  accepted. 

By  order, 

F.  T.  Steavenson,  Town  Clerk. 
Darlington,  Oct.  5, 1888. 


PATENTS,  DESIGNS,  AND  TRADE  MARKS 
ACT,  1883. 

IN  THE  MATTER  OP  Letters  Patent  granted  to 
Robert  Southworth  Lawiien  e,  residing  at  the 
Corner  of  14th  Street  and  Pennsylvania  Avenue„ 
in  the  City  of  Washington,  District  of  Columbia* 
United  States  of  America,  for  “Improvements  in 
Carburetters  and  Gas  Generators.”  Dated  the 
28th  of  December,  1886  ;  No.  16,992. 

Notice  is  hereby  given  that  The 

Lawrence  Automatic  Gas  Company,  Limited,  oi 
68,  Lombard  Street,  in  the  City  of  London  (Assignees 
of  the  said  Letters  Patent),  have  applied  for  leave  to 
AMEND  the  SPECIFICATION  numbered  as  above, 

A  Copy  of  the  Specification  as  proposed  to  be 
amended  can  be  inspected  at  the  Patent  Office,  and 
particulars  of  the  proposed  Amendment  were  set  forth 
in  the  “  Official  Journal  of  the  Patent  Office,”  issued 
on  the  29th  of  September,  1888. 

Any  person  intending  to  oppose  the  said  application, 
must  leave  notice  of  objection  thereto  (on  Form  G) 
at  the  Patent  Office,  25,  Southampton  Buildings, 
London,  W.C.,  within  one  calendar  month  from  the  date 
hereof. 

Dated  this  2}th  day  of  September,  1888. 

(Signed)  H.  Reader  Lack, 

Comptroller-General. 
W.  Lloyd  Wise, 

46,  Lincoln’s  Inn  Fields,  London,  W.C* 
Patent  Agent  for  the  Applicants. 
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TUESDAY,  OCTOBER  16,  1888. 

WATER  GAS  AUXILIARY  TO  COAL  GAS. 

In  commenting  last  week  upon  the  proceedings  at  the  meet¬ 
ing  of  the  Commercial  Gas  Company,  we  referred  briefly  to 
the  remarks  made  by  Mr.  H.  E.  Jones  respecting  the  advan¬ 
tages  of  some  of  the  water-gas  processes  which  he  found  in 
use  in  the  United  States,  regarded  from  the  point  of  view  of 
an  English  gas  manager.  The  mention  of  this  matter  recalls 
the  position  taken  up  some  two  or  three  years  ago  by  the 
Journal  with  respect  to  a  cognate  subject — the  disposal  of 
coke  iu  the  form  of  fuel  gas.  At  that  time  there  was  a 
glut  of  this  residual— all  the  gas-works  of  the  country  being 
choked  with  unsaleable  stocks  ;  and  while  the  consumption 
of  gas  was  everywhere  increasing,  there  did  not  appear  to  be 
any  outlet  for  the  additional  weight  of  coke  that  was  being 
thrown  upon  the  market  every  year.  It  began  to  lopk  as  if 


the  point  of  saturation  had  been  attained  in  respect  of  coke, 
while  the  absorption  of  gas  was  still  progressive ;  and  in 
many  places  the  increase  of  gas  consumption,  ordinarily 
hailed  with  satisfaction  by  Gas  Companies,  was  positively 
dreaded  by  engineers  and  managers  responsible  for  disposing 
of  the  superfluous  coke.  We  have  reason  to  know  that  in 
several  instances  gas  managers  had  already  commenced 
making  inquiries  as  to  the  possibility  of  converting  their  coke 
into  fuel  gas  for  consumption  in  the  immediate  vicinity  of 
their  works,  when  the  tide  turned,  and  the  stocks  of  coke 
began  to  shrink  as  unaccountably  and  irresistibly  as  they 
had  accumulated.  When  Mr.  Jones  talks  about  the  possi¬ 
bility  of  water-gas  processes  being  useful  auxiliaries  in  British 
gas-works,  therefore,  he  is  not  speaking  of  something  that 
has  never  been  thought  of  before,  although  the  office  which 
he  thinks  these  might  fill  is  difi'erent  from  that  already  dis¬ 
cussed.  Water  or  generator  gas  processes,  as  means  of  getting 
rid  of  a  surplus  stock  of  coke,  having  dropped  out  of  sight, 
together  with  the  condition  wuth  which  they  were  evoked  to 
deal,  we  are  left  free  to  discuss  them  again  with  reference  to 
the  particular  application  referred  to  by  Mr.  Jones. 

It  is  unnecessary  to  disclaim  at  the  outset  any  intention 
of  recommending  water  gas  as  a  substitute  for  coal  gas  in 
any  country,  much  less  in  the  natural  land  of  coal  gas.  Our 
position  with  regard  to  this  matter  is  the  same  as  ever. 
Water  gas  cannot  be  made  here  so  economically  as  common 
coal  gas,  even  at  the  present  low  price  of  liquid  hydrocarbons 
suitable  for  carburetting.  At  the  same  time,  it  is  probable 
that  iu  most  places  throughout  the  United  Kingdom  it  could 
be  made  as  cheaply  as  the  cannel  gas  which  it  would  equal 
in  illuminating  power.  In  the  United  States,  as  is  well 
known,  coal  and  water  gas  have  divided  gas  engineers  into 
hostile  factions,  whereof  one  could  not  say  anything  good  of 
the  other.  The  coal-gas  men  arrogated  to  themselves  the 
name  and  position  of  gas  engineers,  and  would  not  allow 
to  their  enemies  any  other  titles  than  those  of  schemers, 
pirates,  and  similar  terms  of  opprobrium.  The  scorn  was 
returned  with  interest ;  the  water-gas  men  having  a 
special  press  “organ”  which  heaped  on  the  coal-gas  party 
all  the  flowers  of  American  journalistic  satire.  The  coal- 
gas  people,  as  the  first  in  the  field,  naturally  regarded  the 
others  as  interlopers  ;  and  the  peculiar  nature  of  American 
institutions  favoured  the  growth  of  competition  between  the 
two  systems  of  gas  supply,  until  their  rivalry  grew  to  such  a 
height  as  to  be  recognizable  on  all  sides  as  an  unmitigated 
nuisance.  There  is  not  a  coal-gas  company  of  any  note  in 
the  United  States  that  has  not  been  driven  to  defend  itself, 
sometimes  by  serpentine  methods,  against  water-gas  specu- 
I  lators  ;  and  the  result  of  this  chronic  state  of  “  private  war  ” 
in  the  country  is  that  both  systems  are  discredited.  The 
coal-gas  companies,  while,  on  the  whole,  the  more  stable  and 
respectable  of  the  two  orders,  have  kept  up  the  selling  price 
of  gas  in  order  to  make  their  capital  secure  in  the  shortest 
possible  time,  and  also  to  provide  themselves  with  large 
“  fighting  funds  ”  against  the  inevitable  day  of  conflict.  The 
water-gas  systems,  ingenious  and  valuable  as  some  of  them 
are  intrinsically,  have  only  too  often  been  made  to  act  as 
blinds  to  speculative  trickery  which  the  most  complaisant 
admirer  of  native  “  smartness  ”  has  found  it  difficult  ta 
condone.  Financial  considerations  have  accordingly  so  con¬ 
fused  the  issue,  that  until  very  lately  it  was  practically  impos¬ 
sible  to  say  positively  what  either  coal  or  water  gas  could  and 
could  not  do  for  the  lighting  of  American  towns.  It  was  as 
difficult  to  glean  trustworthy  data  respecting  this,  the  great 
gas  question  of  the  United  States,  as  to  pick  up  satisfactory 
political  information  from  the  opposing  newspapers  of  the 
country.  One  party  simply  painted  itself  white,  and  the  other 
black  ;  and  thei-e  was  the  end  of  it.  Latterly,  however,  gas 
matters  have  been  gradually  settling  down.  The  coal  and' 
water  gas  men  have  begun  to  talk  sensibly  between  them¬ 
selves  ;  and  there  has  been  a  good  deal  of  exchanging  of 
interests  between  them.  In  some  places  the  water-gas 
people  have  bought  out  the  coal-gas  interest ;  while  in  others 
the  reverse  process  has  been  efl'ected.  In  very  many  in¬ 
stances  all  feeling  and  prejudice  on  both  sides  have  been 
obliterated,  and  the  only  remaining  interest  has  been  to  do  a 
paying  business  by  selling  the  most  profitable  commodity. 
In  this  way  both  water  and  coal-gas  have  been  brought  to 
their  bearings  iu  different  localities. 

Eoundly  speaking,  the  American  choice  between  water  and 
coal  gas,  when  untrammelled  by  external  influences,  is  deter¬ 
minable  by  the  same  kind  of  considerations  that  have 
effected  the  existing  difference  between  English  and  Scotch 
gas.  Water  gas  is  indicated,  as  a  physician  would  say,  bj 
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certain  considerations,  mainly  geographical.  There  may  be 
localities  so  awkwardly  situated  with  respect  to  the  gas  coal¬ 
fields,  that  for  them  it  is  a  case  of  water  gas  or  nothing. 
Such  considerations  cannot  be  ignored  ;  but  we  are  free  to 
maintain  that  dwellers  in  such  places  are  to  be  pitied.  We 
are  not  going  to  argue  the  old  question  of  whether  lighting 
gas  containing  more  than  10  or  15  per  cent,  of  carbonic  oxide 
should  be  permitted  by  law  to  be  sold.  There  is  a  great  deal  to 
be  said  for  and  against  the  employment  of  a  useful,  but  poison¬ 
ous  gas,  supposing  that  nothing  better  can  be  obtained  at  a 
reasonable  figure.  At  the  same  time  we  maintain  that  the 
distribution  throughout  a  town  of  illuminating  gas  containing 
upwards  of  40  per  cent,  of  carbonic  oxide  is  a  course  which, 
however  recommended  by  purely  commercial  considerations, 
is  open  to  the  gravest  objections  of  another  kind,  which  need 
not  be  specified  in  detail.  Fortunately,  the  cost  of  the  article 
is  a  sufficient  guarantee  that  it  will  not  be  manufactured  for 
sale  in  the  United  Kingdom  so  long  as  existing  conditions 
prevail. 

Poisonous  and  costly  as  it  is  in  its  normal  state,  however, 
it  is  easily  imaginable  that  water  gas  has  its  special  attrac¬ 
tions  for  the  gas  engineer.  To  begin  with,  its  produc¬ 
tion  is  almost  ideal  gasification.  No  handling  of  the  raw 
material — simple  tipping  into  a  hopper  ;  and  the  production 
of  gas  almost  illimitable  at  will.  On  a  corner,  14  or  15  feet 
square,  of  a  retort-house  will  stand  a  gas-generator  capable 
at  any  time,  upon  a  few  hours’  notice,  of  yielding  30-candle 
gas  at  the  rate  of  3  million  cubic  feet  per  day.  Many  of  the 
Gas  Companies  of  the  States  that  have  acquired  water-gas 
processes,  use  them  wholly  for  times  of  emergency.  The 
existence  of  a  spare  generator  of  this  kind  in  the  works  is 
worth  to  the  manager  an  additional  holder  and  half-a-dozen 
settings  of  retorts.  The  fuel  and  gas-making  material  is  in 
the  coke-yard ;  and  the  carburetting  oil  can  be  stored  in  a 
tank  until  it  is  w’anted.  In  a  dozen  United  States  cities  the 
gas  consumers  never  know  when  they  are  burning  plain  coal 
gas,  or  the  same  with  a  strong  dash  of  water  gas.  If  water 
gas  is  ever  naturalized  in  British  gas-works,  it  will  be  in  this 
way,  as  an  auxiliary  to  the  ordinary  process  of  manufacture  ; 
and  the  advantages  of  such  a  resource  must  be  ascertained, 
in  every  proposed  case,  with  regard  to  local  conditions.  It 
is  impossible  to  lay  down  a  hard-and-fast  rule  on  the  subject, 
to  the  effect  that  water  gas  either  can  or  can  not  be  profitably 
used  in  a  British  gas-works.  It  must  depend  upon  consider¬ 
ations  which  will  require  to  be  stated  and  satisfied  in  every 
individual  case.  What  might  answer  the  purpose  in  Londo  n 
need  not  necessarily  be  convenient  for  Manchester  ;  nor  need 
Birmingham  lead  Edinburgh,  or  Glasgow  Liverpool.  All 
that  has  to  be  insisted  upon  for  the  present  is  that  here  is  a 
matter  that  should  not  be  lost  sight  of. 

THE  MEETING  OF  THE  NORTH  OP  ENGLAND  ASSOCIATION 
OF  GAS  MANAGERS. 

The  North  of  England  Gas  Managers’  Association  met  on 
Friday  last  at  W’est  Hartlepool,  under  the  presidency  of  Mr. 
Thomas  Bower,  Engineer  and  Manager  of  the  West  Hartle¬ 
pool  Gas  and  Water  Company.  There  was  a  good  attendance 
of  members  ;  and  the  meetmg  was  in  all  respects  successful. 
The  technical  portion  of  the  business  comprised  the  presi¬ 
dential  address,  which  will  be  found  in  full  in  another 
column,  and  a  paper  by  Mr.  J.  Wright,  of  Stockton-on-Tees, 
upon  increasing  gasholder  storeage  by  telescoping.  One  of 
the  most  valuable  suggestions  offered  by  the  President  was 
with  reference  to  the  desirability  of  standardizing  particular 
kinds  of  gas  plant,  which  is  a  matter  that  has  already  been 
discussed  in  the  Journal  and  elsewhere.  Nobody  seems  dis¬ 
posed  to  make  a  practical  move  in  the  direction  of  reform, 
however ;  and  therefore  the  subject  remains  open  for  other 
Presidents  of  District  Associations  to  deal  with  in  their 
turn.  Possibly  in  the  course  of  time  something  may  be  done 
in  this  matter.  Mr.  Bower  also  had  a  suggestion  to  make 
upon  the  position  of  District  Gas  Managers’  Associations 
with  regard  to  The  Gas  Institute.  It  is  not  necessary  to 
agree  with  everything  that  is  said  upon  this  subject  in  order 
to  be  glad  that  the  attention  of  engineers  and  gas  managers 
in  different  parts  of  the  country  is  directed  to  it  at  this 
critical  time.  The  paper  by  Mr.  Wright  will  be  of  use  to 
gas  managers  when  studying  the  problem  of  gasholder  exten¬ 
sion,  as  it  gives  figures  applying  to  the  cost  of  telescoping, 
such  as  are  not  always  easy  to  obtain  when  wanted.  Of 
course,  the  paper  could  not  finish  without  a  reference  to  the 
Kotherhithe  experiment,  and  to  the  proposals  now  in  the  air 
for  dispensing  with  the  whole  or  a  part  of  the  outer  guide¬ 
framing  of  gasholders.  As  these  matters  did  not  enter  into 
the  scope  of  the  paper,  however,  they  could  not  be  profitably 


gone  into.  The  members  afterwards  went  for  a  steamboat 
trip  round  the  port,  to  inspect  the  harbour  improvements  ; 
and  finished  with  a  dinner  at  which  they  were  entertained  by 
the  Directors  of  the  Gas  and  Water  Company — eventually 
separating  well  pleased  with  the  day. 

MR.  N.  H.  HUMPHRYS  ON  DISTRICT  ASSOCIATIONS  OF  GAS 

MANAGERS. 

Mr.  Norton  H.  Humphrys  is  Secretary  of  an  important  District 
Association  of  Gas  Managers,  and  is  otherwise  well  qualified 
to  speak  upon  the  subject  which  he  treats  in  an  article  that 
will  be  found  in  another  column.  Mr.  Humphrys  remarks 
truly  enough  that  a  short  time  since  there  was  a  flagging  in 
the  spirit  and  vitality  of  Gas  Managers’  Associations  ;  but  it 
does  not  follow  that  this  deplorable  manifestation  is  no  longer 
to  be  discovered  because  several  fresh  Associations  have 
recently  been  founded.  Mr.  Humphrys  is  too  sanguine  on  this 
point ;  but  whether  his  optimism  is  justified  or  not,  it  may  at 
least  be  said  that  he  has  gone  the  right  way  to  work  to  help 
Secretaries  and  Committees  of  such  societies  to  escape  from 
the  reproach  of  dulness  at  their  meetings.  He  takes  up  the 
theme  which  we  broached  when  recently  discussing  the  sub¬ 
ject  of  District  Associations  in  general  and  the  new  Eastern 
Counties  organization  in  particular,  and  lays  down  the  broad 
proposition  that  good  discussions  are  the  ultimate  object  and 
test  of  the  success  of  the  meetings  of  such  societies.  In 
this  few  will  be  disposed  to  disagree  with  him.  He  endea- 
voiu’s  to  set  forth  the  conditions  under  which  good  discussions 
may  be  expected ;  arriving  at  them  by  the  negative  process  of 
distinguishing  the  causes  that  ordinarily  operate  to  prevent 
them.  It  is  unfortunately  the  fact  that  comparatively  few 
Englishmen,  from  whatever  grade  of  society  they  may  be 
taken,  are  ready  public  speakers ;  and  the  worst  of  it  is 
that  those  who  might  have  the  most  to  say  are  often  the  most 
difficult  to  make  talk  for  other  people’s  benefit.  They  are 
apt  to  take  their  revenge  later,  by  confidentially  infonning  a 
few  particular  friends  that  they  could  have  said  a  good  deal 
of  a  very  surprising  character  if  they  had  so  chosen.  Hence 
it  is  impossible  to  regard  their  silence  as  “golden,”  according 
to  the  proverb.  On  the  other  hand,  men  who  have  the  gift 
of  talking  about  anything  and  everything  are  generally  to 
be  found  in  every  society ;  and  very  great  bores  they  are. 
A  Gas  Managers’  Association  may  be  looked  upon  as  in  some 
respects  a  debating  society  ;  and  the  curse  of  all  debating 
societies  clings  to  it— that  the  lion’s  share  of  the  speaking 
is  left  to  a  small  percentage  of  members.  In  some  Asso¬ 
ciations  this  evil  is  reduced  to  the  minimum  by  the  Presi¬ 
dent  asking  all  the  company  in  turn  to  offer  their  opinions 
upon  the  subject  under  discussion;  but  still  it  is  as  idle  to 
attempt  to  make  some  men  open  their  mouths  as  it  is  to 
induce  others  to  shut  theirs.  The  article  contains  references 
to  many  other  points  of  interest  to  members  of  Gas 
Managers’  Associations,  such  as  the  influences  which  the 
author  calls  the  “recreative”  and  the  “trading”  elements. 
There  is  no  disguising  the  fact  that  many  of  the  members 
of  these  Associations  do  not  in  reality  take  the  slightest 
interest  in  the  business  for  which  they  are  ostensibly  called 
together.  It  is  unnecessary  to  go  further  than  The  Gas 
Institute  for  proof  of  this.  How  many  of  the  members 
who  journey  to  these  meetings  are  ever  reasonably  regular 
attendants  at  the  sittings  for  the  reading  and  discussion  of 
papers  ?  Then  with  regard  to  the  trading  element,  the  sub¬ 
ject  only  needs  to  be  mentioned  to  show  what  evils  this 
influence  is  likely  to  cause,  and  as  a  matter  of  fact  does 
bring  upon  all  Associations  in  which  it  is  allowed  to  get  the 
upper  hand.  This  is  a  matter  with  regard  to  which  the 
sentiments  of  gas  managers  in  general  have  undergone  con¬ 
siderable  change  of  late  years.  It  is  with  no  want  of  respect 
to  members  of  trading  firms  as  individuals  that  we  say  that 
they  as  a  class  are  better  away  from  gas  managers’  meetings  ; 
and  the  majority  of  the  well-intentioned  among  them  fully 
recognize  the  fact.  We  do  not  intend  to  discuss  this  matter 
at  length  now,  however,  as  a  better  opportunity  for  doing  so 
may  arise  before  long. 

HOW  TO  GET  AT  THE  SMALL  CONSUMER. 

When  the  Manchester  District  Institution  comes  to  discuss 
Mr.  James  Dalgliesh’s  paper  on  the  competition  of  oil  and 
other  illuminants  with  gas,  Mr.  William  Woodward,  the 
Engineer  of  the  Bury  Corporation  Gas-Works,  should  be  able 
to  make  an  interesting  contribution  to  the  debate.  One  of 
the  problems  of  the  day  is  how  to  get  the  ordinary  artizan 
householder  to  become  a  consumer  of  gas,  and  keep  him 
when  he  is  once  secured.  Various  methods  for  attaining 
this  end  have  been  suggested,  and  some  are  being  tried  in  a 
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tentative  way.  Perhaps  the  most  feasible  of  these  schemes  is 
that  of  the  more  frequent  collection  of  rentals,  of  which  great 
things  are  hoped,  and  which,  if  it  can  be  economically  and 
profitably  worked,  may  bring  aboixt  a  revolution  in  the 
ordinary  supply  of  gas.  Mr.  Woodward  seems,  however,  to 
be  in  a  fair  way  to  solve  the  problem  on  his  own  account. 
Last  week  he  was  able  to  gratify  the  members  of  the  Towii 
Council  by  informing  them  that  an  _  enormous  number  ot 
meters  which  had  been  standing  for  six  or  seven  years  have 
recently  been  connected  anew  with  the  service-pipes ,  and 
that  the  consumption  of  gas  was,  consequently,  largely  on 
the  increase.  These,  we  take  it,  are  the  results  of  manuiac- 
turing  gas  economically,  and  selling  it  at  the  lowest  possible 
price.  Bury  is  able  to  boast  of  the  cheapest  gas  in  Lancashire, 
and  almost  in  the  country  ;  and  the  Gas  Committee  find  that 
their  labours  in  this  direction  lead  to  an  increased  consump¬ 
tion,  and  the  bringing  back  to  them  of  some  customers  who 
possibly  had  abandoned  the  use  of  gas  in  favour  of  its  rival 

_ _ oil.  Mr.  Woodward  will  confer  a  favour  on  his  brother 

managers  by  taking  the  opportunity  we  have  suggested  for 
enlarging  on  the  subject,  and  explaining  in  detail  the  methods 
by  which  the  increased  sale  of  gas,  particularly  to  occupiers 
of  small  tenements,  has  been  brought  about. 

GAS  TESTING  POPULARIZED. 

One  of  the  French  journals  devoted  to  the  gas  industry  has 
been  making  merry  over  a  decision  come  to  a  few  months  ago 
by  the  Municipal  Council  of  Paris,  by  virtue  of  which  the 
public  laboratory  is  thrown  open  to  anyone  who  is  desirous 
of  having  his  gas  tested.  The  Municipality  have  already 
patronized  the  peripatetic  photometer  j  but  this  last  freak 
strikes  our  French  contemporary  as  being  particularly 
ridiculous.  As  a  matter  of  fact,  however,  we  should  be 
disposed  to  regard  such  a  resolution  as  certain  to  remain 
a  dead  letter.  It  has  probably  been  promulgated  with  the 
object  of  currying  favour  with  the  gas -consuming  public  of 
the  capital,  who  are  chronically  aggrieved  at  the  unholy 
compact  between  the  Gas  Company  and  the  Municipality 
for  the  division  of  profits — an  arrangement  that  ought 
never  to  have  been  permitted ;  but  it  is  obviously  only  one 
more  of  the  theatrical  tahUaux  in  which  the  Municipality 
have  appeared  to  be  chastising  the  Company  with  one  hand 
while  holding  out  the  other  for  the  usual  subsidy.  The 
announcement  of  the  opening  of  the  municipal  laboratory  to 
all  consumers  who  are  discontented  with  the  quality  of  their 
gas  is  published  in  the  official  municipal  Bulletin,  which  also 
gives,  for  the  first  time,  the  results  of  the  tests  made  by  the 
regular  Examiners.  According  to  this  statement  (which 
comprises  the  results  of  four  testings  made  during  the  month 
of  June),  the  gas  sent  out  by  the  Paris  Company  scarcely 
varied  throughout  the  month;  its  specific  gravity  only 
changing  from  0-563  to  0-564.  The  illuminating  power  is 
not  given.  The  average  proportion  of  carbonic  acid  in  the 
gas  was  2  per  cent.,  which  accounts  in  some  measure  for  its 
density  being  so  high  for  what  is  generally  understood  to  be 
its  illuminating  value.  Heavy  hydrocarbons,  3  per  cent. ; 
carbonic  oxide,  9  per  cent. ;  marsh  gas,  43  per  cent. ;  hydro¬ 
gen,  28-38  percent.  ;  nitrogen,  14-62  percent. — these  figures 
complete  an  analysis  which,  as  Le  Gaz  (the  journal  above 
alluded  to)  ironically  remarks,  will  be  of  great  service  to  the 
Paris  shopkeepers  when  they  accept  the  invitation  of  the 
Mmiicipal  Council  to  have  a  sample  of  gas  tested  specially 
for  themselves  at  the  public  expense.  Our  contemporary 
imagines  that  the  idea  of  the  Council  in  thus  throwing  open 
their  laboratory  to  the  public  may  be  to  dispense  with  the 
peripatetic  photometer,  by  inducing  consumers  from  different 
parts  of  the  city  to  bring  their  samples  of  gas  to  be  tested 
at  the  central  establishment,  just  as  they  do  with  suspicious 
comestibles.  The  whole  thing  is  scarcely  worth  discussing 
seriously,  save  as  an  example  of  the  troubles  of  a  Continental 
Gas  Company.  _ 


It  may  be  mentioned,  as  a  testimony  to  the  originality  of  Mr. 
W.  Gadd’s  spiral  guide-framing  for  gasholders,  that  his  application 
for  a  patent  for  this  system  in  Germany,  where,  as  our  readers 
may  be  aware,  the  rules  are  very  rigid,  has  passed  the  examination 
for  novelty  without  a  single  citation  or  comment. 

In  the  programme  of  the  tenth  series  of  lectures  to  be  delivered 
before  tlie  members  of  the  Chartered  Accountants’  Students’ 
Society  of  London  during  the  autumn  session,  we  notice  one  on  the 
Cth  prox.  by  Mr.  Ernest  Cooper,  F.C.A.,  on  “What  is  Profit  of  a 
Company  ?  ’’  and  one  on  Dec.  4  by  Mr.  Alfred  Lass,  F.C.A.,  on 
“  The  Accounts  of  Gas  Undertakings,’’  with  especial  relation  to 
depreciation,  reserve,  insurance  and  sinking  funds,  and  the  legisla¬ 
tion  affecting  them. 


atxir 

GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Shake  List,  see  p.  694.) 

With  an  easier  condition  of  the  Money  Market,  and  less  appre¬ 
hension  with  regard  to  a  run  upon  gold,  the  general  tendency  of 
the  Stock  Exchange  Markets  has  been  to  make  a  recovery.  Foreign 
affairs,  too,  are  regarded  with  complacency ;  aiding  the  general 
firmness.  Railways,  however,  have  been  subject  to  fluctuation. 
Business  in  the  Gas  Market  has  been  exceedingly  quiet,  and  varia¬ 
tions  in  quotations  are  few  and  slight.  The  Metropolitan  Com¬ 
panies  are  better  than  they  were  the  week  before.  Transactions 
have  been  fewer  ;  but  the  prices  have  been  firmer.  Taking  Gas¬ 
light  “  A,’’  it  has  been  done  steadily  throughout  the  week  at 
middle  figm-es  ;  the  price  never  ranging  much  above  or  below  250. 
The  “  H  ’’  stock  was  in  somewhat  better  favour,  and  a  couple  of 
transactions  were  marked  in  it ;  the  quotation  showing  an  advance 
of  1.  A  little  was  also  done  in  the  debenture  and  preference  stocks, 
at  about  average  prices.  South  Metropolitans  furnished  a  little 
business  early  in  the  week  ;  but  afterwards  were  quite  neglected. 
The  prices  marked  were  not  very  good.  Hardly  anything  has  been 
marked  in  Commercials;  but  the  stocks  are  in  very  good  favour 
(regarded  by  the  light  of  the  latest  accounts),  and  there  is  a  growing 
disposition  to  buy.  Among  the  Suburban  Companies,  Brentford 
furnishes  the  only  item  of  interest.  After  a  period  of  stag  nation 
there  has  been  an  inquiry  for  it;  and  the  old  stock Jhas  changed 
hands  two  or  three  times  at  good  marks.  The  quotation  shows  an 
advance  of  2.  Some  of  the  Foreign  undertakings  have  not  been 
doing  quite  so  well  as  lately.  Imperial  Continental  has  sustained 
a  slight  check  to  its  advance,  and  has  receded  1.  Oriental,  too, 
has  had  a  relapse.  San  Paulo,  on  the  other  hand,  has  advanced  ; 
and  Monte  Video  has  been  firm.  The  Water  Market  is  very  flat ; 
and  the  disposition  to  a  fall  which  was  observable  the  week  before 
has  been  realized  in  fact.  New  River  dropped  suddenly  to  340  on 
Thursday.  Lambeths  were  in  equally  bad  odour ;  and  the  10  per 
cents,  and  7^  per  cents,  receded  5  and  6  respectively.  Grand 
Junction  is  put  1  lower ;  but  the  other  Companies  have  so  far 
maintained  their  position. 

The  daily  operations  were :  On  Monday,  business  in  Gas  was 
very  restricted.  South  Metropolitan  “A’’  was  the  most  dealt  in, 
and  at  middle  prices.  Oriental  fell  1.  In  Water,  nothing  was 
touched  but  Grand  Junction  ;  and  that  declined  1.  On  Tuesday, 
Gas  business  was  more  brisk ;  and  many  issues  were  moderately 
dealt  in.  The  only  variation  was  a  fall  of  1  in  Imperial  Conti¬ 
nental.  In  Water,  the  only  transaction  was  one  in  West  Middle¬ 
sex,  at  top  price.  On  Wednesday,  the  business  in  Gas  was 
reduced  to  almost  the  smallest  proportions,  and  quotations  stood 
unchanged.  Water  began  to  fall— New  River  receding  2^ ; 
Lambeth  10  per  cents.,  2 ;  and  Lambeth  per  cents.,  3.  On 
Thursday,  there  was  a  little  more  activity  in  Gas ;  and  Brent¬ 
ford  old  advanced  2.  Water  was  again  very  flat.  Both  the 
Lambeth  issues  felll  3 ;  and  New  River  buyers  were  5  lower. 
Friday’s  Gas  business  was  extremely  restricted  ;  and  prices  under¬ 
went  no  change.  Water  was  quiet;  but  showed  no  sign  of 
recovery.  Saturday’s  business  was  of  the  usual  moderate  character. 
Very  little  was  done  in  Gas ;  and  nothing  at  all  in  Water.  All 
quotations  closed  without  variation. 


ELECTRIC  LIGHTING  MEMORANDA. 

AWARD  OF  THE  VOLTA  PRIZE  TO  M.  GRAMME — STATEMENT  BY  THE  ANGLO- 
AMERICAN  BRUSH  COMPANY — PROMISED  REAPPEARANCE  OF  THE  SUN 
LAMP — AN  AUDACIOUS  STATEMENT. 

In  1882  a  French  ministerial  daeree  was  promulgated  relative  to 
a  competition  which  closed  on  July  31,  1887,  ordering  that  a 
reward,  entitled  the  “  Prix  Volta,”  should  be  bestowed  upon  the 
author  of  “  the  discovery  which  shall  render  electricity  fit  to  be 
employed  economically  in  one  of  the  following  applications — a 
source  of  heat,  light,  chemical  action,  mechanical  power,  means  of 
transporting  despatches,  or  treating  the  sick.”  A  Commission, 
nominated  by  the  Minister  of  Public  Instruction,  was  charged 
with  the  duty  of  selecting,  among  the  authors  of  recent  discoveries 
in  the  domain  of  electricity,  him  who  had  the  best  claim  to  such 
a  prize.  The  Commission  was  composed  of  19  eminent  French 
men  of  science,  who  have  at  length  decided,  “  having  inspired 
themselves  with  the  motives  which  directed  the  initiative  of  the 
Government,”  to  award  the  prize  to  M.  Zenobe  Gramme,  for  the 
progress  made  by  him  in  the  construction  of  dynamo-electric 
machines.  The  report  presented  by  M.  Mascart,  in  tlie  name  of 
the  Commission,  setting  forth  the  reasons  for  the  selection  of 
M.  Gramme  for  this  distinction,  was  published  in  a  recent  issue  of 
the  Journal  Officiel.  It  is  herein  stated  that  M.  Gramme,  then  a 
carpenter  by  trade,  was  chosen  in  1860  by  M.  Van  Malderen  as  a 
modeller  for  the  Alliance  Society.  He  set  himself  to  master  the 
nature  of  the  strange  machine  at  which  he  worked  ;  and  went  two 
years  later  into  Rhumkorffs  workshops,  where  he  was  employed 
in  mounting  electrostatic  machines  upon  wood  frames.  At  this 
time  Gramme  bought  an  elementary  treatise  upon  physics,  which 
he  read  by  the  aid  of  a  dictionary,  and  discovered  that  many  of 
the  hypotheses  with  which  he  thus  became  acquainted  were 
like  those  he  had  already  imagined  in  his  own  mind.  This 
was  an  encouragement  to  the  worker-student  to  persevere. 
His  first  patent  was  dated  Feb.  26,  1867  ;  and  it  had  reference 
to  improving  the  alternative-current  machine.  But  want  of 
means  hinderered  him  from  proceeding  with  his  invention,  and 
he  was  anticipated  by  the  communication  of  Wheatstone  to  the 
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Eoyal  Society  of  the  principle  of  the  auto-excitation  of  these 
machines.  The  following  year  M.  Gramme  constructed  in  London 
his  first  continuous-machine,  which  did  not  succeed  very  well.  In 
18C9  he  made  a  new  machine,  which  was  more  satisfactory,  and 
contained  the  first  true  “  Gramme  ring,  ”  of  which  so  much  has 
since  been  heard.  Lacking  means  to  take  out  a  patent,  the  inven¬ 
tor  applied  to  M.  Breguet,  renowned  for  benevolence  as  well  as  for 
skill  in  mechanics.  M.  Breguet  pooh-poohed  the  whole  idea ;  but 
gave  Gramme  the  100  francs  required  for  taking  out  his  patent.  The 
notion  of  this  invention  had  to  a  certain  extent  been  anticipated  by 
M.  Paccinotti  in  1804 ;  but  M.  Paccinotti  was  a  professor  at  Pisa 
who  bad  no  notion  of  turning  his  discovery  to  practical  advantage. 
Moreover  the  Commission  do  not  believe  that  Gramme  ever  had 
the  chance  of  reading  the  obscure  memoir  in  the  Nuovo  Cimento 
in  which  Paccinotti's  notion  was  buried.  At  all  events,  to  Gramme 
is  due  the  credit  of  surmounting  the  material  difficulties,  the 
absence  of  resources,  and  the  incredulity  of  competent  men  which 
combined  to  obstruct  his  efforts.  In  1869,  Gramme  designed  four 
types  of  machines  ;  in  1871,  his  four-pole  machine  was  presented 
to  the  Academie  des  Sciences  by  M.  Jamin,  and  was  exhibited  at 
work  by  Messrs.  Mignon  and  Eouart.  He  followed  up,  point  by 
point,  the  study  of  the  construction  of  these  machines  ;  obtaining 
possession  of  formulae  for  proportioning  their  parts  to  suit  special 
requirements.  Then  came  his  great  triumph.  From  1854,  MM. 
Christophle  had  been  trying  without  success  to  adapt  magneto¬ 
electric  machines  for  electro-plating,  in  place  of  the  cumbrous 
and  unhealthy  batteries  ;  and  hearing  of  M.  Gramme’s  work,  they 
set  him  a  problem  in  this  line  in  1871.  Within  three  months  the 
ex-carpenter  delivei'ed  a  machine  that  fulfilled  the  conditions ;  and 
the  future  of  electro-deposition  of  metals  was  revolutionized.  As 
the  report  says :  “  The  discovery  of  Volta  was  resting  in  the  labor¬ 
atories.  Its  industrial  applications  were  very  limited,  in  spite  of 
all  the  efforts  and  hopes  that  arose  from  Faraday’s  discovery. 
Since  the  labours  of  M.  Gramme,  electricity  has  taken  its  place  in 
industry  beside  steam,  and  its  part  expands  from  day  to  day.”  It 
is  another  striking  story  of  a  man  who  has  risen,  and  will  figure 
in  the  collection  of  a  successor  to  Mr.  Smiles. 

A  curious  statement,  in  the  nature  of  an  interim  Directors’ 
report,  has  been  issued  by  the  Manager  and  Secretary  of  the  Anglo- 
American  Brush  Electric  Light  Corporation,  Limited.  It  is 
ostensibly  circulated  in  view  of  the  many  important  events  which 
have  happened  during  the  past  few  months,  but  looks  very  like  a 
device  for  inviting  the  confidence  of  the  proprietors  in  advance  of 
the  publication  of  the  usual  report  and  statement  of  accounts.  The 
principal  topic  of  the  circular  is  the  passing  of  the  Electric  Lighting 
Act  Amendment  Bill,  which  is  patronisingly  accepted  as  better 
than  nothing,  although  falling  short  of  what  the  Board  would  have 
liked.  Such  as  it  is,  however,  the  Act  is  cited  as  the  justification 
for  the  creation  of  the  Chelsea  Electricity  Company,  in  which  the 
Corporation  are  interested  as  contractors  for  the  generating  plant. 
The  goodwill  of  the  public  is  bespoken  for  this  venture.  It  is 
stated  that  the  Company  propose  to  put  down  plant  in  the  first 
instance  for  supplying  6000  lights.  The  electricity  generated  at 
the  central  station  will  be  conveyed  by  underground  wires  to  sub¬ 
centres,  where  accumulators,  to  be  supplied  by  the  Electrical  Power 
Storeage  Company,  will  be  charged  thereby.  From  these  storeage 
stations  the,  current  will  be  distributed  to  the  surrounding  buildings 
— if  the  residents  like  it.  The  Brush  proprietors  are  also  cheered 
up  by  the  statement  that  the  Directors  have  made  arrangements 
for  establishing  central  stations  at  Bournemouth  and  other  places  ; 
and  also  that  the  negotiations  with  the  Commissioners  of  Sewers 
for  the  electric  lighting  of  the  City  of  London  have  been  resumed 
with  every  hope  of  a  satisfactory  issue.  From  all  which  we  shall 
be  rather  surprised  if  the  accounts,  when  published,  are  not  such 
as  to  call  for  a  further  exhibition  of  patience  and  hopefulness  on 
the  part  of  the  shareholders. 

It  is  stated  in  an  eleetrical  contemporary,  that  after  having  been 
subjected  to  an  eclipse  of  altogether  unnatural  duration,  the  lampe 
soleil,  at  one  time  tolerably  well  known  in  this  country  under  its 
hterally  translated  title  of  “  Sun  Lamp,”  will  shortly  reappear  in 
the  electrical  firmament.  This  is  the  arc  lamp  in  which  the  light 
is  obtained,  not  exactly  from  the  points  of  the  opposed  carbons 
themselves,  but  from  a  block  of  marble  interposed  between  them, 
which  becomes  incandescent,  with  a  very  pretty  effect.  The  light 
is  a  much  better  colour  than  that  of  the  naked  arc ;  but,  as 
originally  introduced,  the  lamp  named  after  the  luminary  of  day 
was  rather  a  caricature  of  the  steadiness  of  its  fancied  proto¬ 
type.  Now,  how’ever,  it  is  admitted  that  all  kinds  of  electric  light¬ 
ing  appliances  have  been  much  advanced  since  the  last  “Sun” 
lamps  shone  more  or  less  unsteadily  before  the  eyes  of  a  critical 
public ;  and  the  gear  of  the  lamp  itself  is  said  to  be  so  much  im¬ 
proved  that  its  reappearance  is  expected  to  be  something  of  a 
triumph.  Unfortunately,  all  this  recommendation  in  advance 
only  reminds  one  of  the  common  practice  in  trade  by  which  the 
successor  of  a  bankrupt  shopkeeper,  if  he  intends  to  carry  on  the 
same  kind  of  business,  is  careful  to  announce  that  on  a  certain 
day  “  this  establishment  will  be  reopened  under  entirely  new 
management ;  and  the  proprietor  hopes  by  strict  attention,”  &c., 
&c.  At  all  events,  we  are  by  no  means  disposed  to  worship  the 
rising  sun  until,  like  the  moon  in  “  A  Midsummer  Night’s  Dream,” 
it  can  be  truly  described  as  “  shining  with  a  good  grace.” 

A  contemporary  records  the  thrilling  fact  that  150,000  arc  lamp 
carbons  are  burnt  daily  in  the  United  States,  of  which  100,000  are 
made  in  Cleveland,  Ohio.  Six  years  ago,  all  the  carbons  required 
for  the  country  were  made  in  a  single  room  in  Boston.  Now  there 
are  20  carbon-furnaces  in  Cleveland  alone.  There  is  nothing  like 


a  good  round  figure  for  striking  the  average  newspaper  reader.  We 
fancy,  however,  that  our  esteemed  electrical  contemporary  must 
have  unwittingly  turned  up  an  old  story,  for  we  distinctly  recollect 
having  met  with  the  same  statement  before — a  year  or  two  ago. 
If  so,  to  correct  it  should  require  the  duplication  of  the  principal 
figures,  after  the  plan  hit  upon  by  Talbot  Champneys,  in  “  Our 
Boys,”  for  bringing  the  vital  statistics  of  Mesopotamia  up  to  date. 
How  singular,  a  student  of  these  “  facts  for  the  times  ”  might  ex¬ 
claim,  that  the  consumption  of  electric  carbons  in  a  vast  region  like 
the  United  States  should  work  out  to  such  handy  even  figures ;  so 
convenient  for  the  memory,  too  !  Sure  to  come  in  suitably  in  a 
speech  at  a  meeting  of  an  electric  light  or  gas  campany.  Let  us 
eonceive  a  parallel  to  it  which  will  be  just  as  authoritative.  “  It 
is  asserted  that  exactly  5  million  matches  are  struck  every  day  for 
lighting  the  gas-burners  required  for  lighting,  cooking,  and  heating 
in  the  United  Kingdom.  Of  these  about  one-half  go  out  before 
they  can  be  used  ;  but  as,  again,  an  equal  number  are  made  to 
light  two  or  more  burners,  the  average  of  one  match  to  a  gas- 
burner  is  restored.  Twenty  years  ago  not  more  than  one-half  the 
number'of  matches  were  required  for  this’purpose.  (N.B. — Matches 
and  gas  were  then  both  dearer.)” 


A  NEW  COMBINED  SYSTEM  OF  GAS  LIGHTING  AND 
VENTILATION. 

At  the  new  establishment  of  Messrs.  W.  Sugg  and  Co.,  Limited, 
Westminster,  there  is  now  on  view  an  interesting  system  of  gas 
lighting  combined  with  ventilation,  which  should  be  seen  by  all 
who  desire  to  keep  abreast  of  modern  progress  in  the  utilization  of 
gas.  This  exhibit  should  also  be  specially  attractive  to  custodians 
of  libraries,  picture  galleries,  public  halls,  churches,  and,  in  short, 
of  all  such  places  in  regard  to  which  the  electric  light  is  generally 
prescribed  on  account  of  its  possession  of  those  qualities  of  not 
heating  or  altering  the  normal  composition  of  the  air,  which 
cannot  be  claimed  for  gas  as  ordinarily  employed  for  lighting.  The 
admitted  costliness  of  electric  lighting  is  commonly  excused  on 
the  score  of  its  supposed  superiority  to  gas  in  the  matters  of 
cleanliness  and  healthiness.  It  is,  therefore,  with  considerable 
satisfaction  that  we  are  able  to  cite  Messrs.  Sugg’s  present  display 
as  something  which  people  who  are  tempted  to  patronize  electric 
lighting,  notwithstanding  its  expense  and  unreliability,  should 
make  a  point  of  seeing  before  finally  making  up  their  minds  to 
abandon  gas.  The  system  in  question  is  due  to  the  joint  labours 
of  Mr.  John  Methven,  universally  known  in  connection  with  the 
invention  of  the  photometrical  standard  of  light  which  bears  bis 
name,  and  Mr.  W.  Sugg.  It  has  been  under  the  process  of  in¬ 
cubation  for  a  long  time  ;  but  now  it  is  considered  perfectly  fit  for 
general  use,  a  protracted  series  of  experiments  having  shown  what 
difficulties  may  be  expected  in  its  application,  and  also  how  to 
overcome  them.  The  foundation  of  the  system  is  the  discovery 
of  Mr.  Methven  that  the  moisture  ordinarily  present  in  atmo¬ 
spheric  air  is  prejudicial  to  the  illuminating  power  of  gas  burnt  by 
the  aid  of  such  air.  It  does  not  need  much  argument  to  show  that, 
in  such  a  climate  as  that  of  the  British  Isles,  this  consideration  is 
frequently  likely  to  be  a  very  serious  one.  As  a  matter  of  fact,  we 
believe  the  air  of  these  Islands  usually  contains  so  much  aqueous 
vapour  that,  according  to  Mr.  Methven’s  experiments,  drying  it 
will  improve  the  illuminating  power  of  gas-flames  burnt  in  it  by 
from  10  to  15  per  cent.  Generally  speaking,  therefore,  the  greater 
the  proportion  of  aqueous  vapour  present,  the  worse  the  light 
of  gas  burnt  without  artificially  drying  the  air ;  and,  con¬ 
versely,  the  greater  benefit  is  derivable  from  this  process.  The 
deteriorating  effect  of  aqueous  vapour  upon  the  illuminating 
power  of  gas  must  be  due  to  the  capacity  of  the  vapour  for 
heat,  resulting  in  lowering  the  temperature  and  correspondingly 
diminishing  the  brilliancy  of  the  flame  with  which  it  is  brought  in 
contact.  Thus  it  would  appear  that  damp  weather  has  a  depress¬ 
ing  effect  upon  gas-flames,  just  as  it  undoubtedly  has  upon  human 
beings.  If  this  conclusion  is  accepted,  however,  it  follows  that 
artificially-dried  air  can  only  be  supplied  to  gas-flames  when  these 
are  protected  from  the  raw  external  atmosphere  by  hermetically 
closed  glasses.  We  are  brought  face  to  face,  therefore,  with  a  con¬ 
dition  of  things  which  requires  to  be  thought  over.  Supplying  gas- 
flames  with  dried  air  means  that  the  gas  must  be  burnt  in  close 
globes  ;  and,  more  than  this,  that  the  air  supply  to  the  interior  of 
these  globes  must  be  conveyed  through  pipes  just  in  the  same 
manner  as  the  gas  itself. 

It  cannot  be  denied  that  at  the  first  glance  this  will  be  admitted 
to  be  rather  a  “  staggerer,”  as  Mr.  Eichard  Swiveller  would  say. 
One  has  encountered  so  many  improved  systems  of  gas  light¬ 
ing  depending  upon  a  special  supply  of  air ;  and  these 
have  all  done  so  badly  in  the  long  run,  that  one  is  decidedly 
inclined  to  regard  this  requirement  in  the  Methven  and  Sugg 
system  as  something  prejudicial  to  its  success.  The  objection 
fades,  however,  upon  closer  study  of  the  circumstances  of  the  new 
system.  It  may  be  at  once  conceded  that  if  all  the  paraphernalia 
of  a  separate  air  supply  delivered  to  the  point  of  combustion 
through  pipes  were  required  merely  for  increasing  the  illumin¬ 
ating  power  of  a  gas-burner  by  from  10  to  15  per  cent.,  the 
prospects  of  such  a  system  of  improved  gas  lighting  would  be  poor 
indeed.  There  is  much  more  than  this  difference  of  duty  between 
whole  classes  of  gas-burners  actually  in  use  for  public  and  private 
lighting ;  and  the  fact  does  not  prevent  a  huge  business  being 
done  in  the  less  efficient  burners.  It  is  evident,  therefore,  that  if 
this  was  all  that  could  be  claimed  for  the  new  system,  it  would  be 
idle  to  expect  that  any  number  of  consumers  would  think  it  worth 
while  to  obtain  it  at  the  expense  of  a  second  set  of  pipe-fittings 
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and  an  air-blower.  Here,  however,  comes  in  the  second  clause  of 
the  invention,  which  has  reference  to  ventilation.  The  dry-air 
supply  can,  of  course,  do  good  service  in  connection  with  any  kind 
of  burner ;  but  as  it  depends  essentially  upon  a  question  of  temper¬ 
ature,  those  burners  that  display  the  effect  of  raised  temperature 
most  conspicuously  are  naturally  those  to  which  the  Methven 
system  is  most  applicable.  These  are  the  regenerative  burners. 
Not  only  are  burners  of  this  class  best  adapted  for  showing  the 
economy  of  heat  due  to  drying  the  air  required  for  com¬ 
bustion,  but  they  also  lend  themselves  very  conveniently  to 
being  supplied  with  air  by  some  special  means.  They  ordinarily 
take  their  air  at  a  certain  point,  and  through  small  holes  in  a 
plate  well  up  out  of  the  way  of  the  light ;  so  that  it  is  no  trouble, 
nor  does  it  interfere  one  iota  with  the  general  appearance  of  the 
lamp,  to  cover  the  air-holes  with  a  chamber  in  connection  with  an 
air-supply  system.  How  material  this  consideration  is,  may  be 
perceived  by  referring  to  the  case  of  ordinary  open  Argands  and 
flat-flame  burners,  and  trying  to  hit  upon  a  plan  for  supplying  these 
with  air  delivered  from  a  pipe,  without  spoiling  their  appearance. 
Similarly  also,  the  regenerative  lamps  are,  as  it  were,  made  for 
emptying  their  products  of  combustion  through  chimneys  com¬ 
municating  with  the  outer  air.  The  simple,  but,  under  ordinary 
circumstances,  frequently  the  insuperable  difficulty  in  the  way 
of  rendering  this  class  of  gas-burners  self-ventilating,  lies  in 
ensuring  a  constant,  sufficient,  but  not  excessive  draught  from  the 
point  of  combustion  to  the  outer  point  of  discharge.  Large  and 
expensive  flues,  laid  with  all  possible  regard  to  the  demands  of 
the  effluent  gases,  do  not  always  succeed  in  inducing  them  to  go 
in  the  way  desired.  Sometimes  it  is  all  right ;  but  it  is  often 
very  much  the  reverse — and  what  is  a  greater  trouble  than  a 
ventilating  burner  that  obstinately  refuses  to  ventilate  ?  Here 
comes  in  the  great  utility  of  the  separate  air  supply.  The 
air  is  delivered  to  the  point  of  combustion  at  a  very  little 
above  the  ordinary  atmospheric  pressure.  There  is  nothing  like 
a  blast,  which  therefore  distinguishes  this  from  previous  at¬ 
tempts  to  which  it  may  be  superficially  likened — such  as  the 
Clamond  or  the  Lewis  system.  Slight  as  the  increase  of  pressure 
may  be,  however,  it  is  a  positive  constant  impulse  which,  coming 
as  it  were  behind  the  heated  gases  escaping  from  the  burner, 
irresistably  pushes  them  forward  and  out  at  the  appointed  outlets. 
The  effect  of  this  is  seen  in  the  fact  that  the  tubes  conveying  the 
waste  products  of  combustion  from  the  most  powerful  regenerative 
burners  may  be  laid  almost  anyhow  and  taken  anywhere,  with  the 
sole  proviso  that  a  drain  shall  be  made  for  the  escape  of  the  water 
of  combustion,  which  rapidly  condenses  in  the  flues.  The  ventilat¬ 
ing  burners  must  act  properly ;  no  back-current  being  possible, 
because  of  the  steady  push  of  the  fresh  dry-air  supply.  The  result 
of  all  this  is  that  in  a  library  or  public  hall  the  pure,  abundant, 
cheerful,  and  reliable  light  of  gas  may  be  obtained  without  involv¬ 
ing  the  contamination  or  over-heating  of  the  atmosphere  by  the 
products  of  combustion ;  and  this  without  running  any  risk  of 
a  reversal  of  the  currents,  though  a  hurricane  might  blow  outside. 
Natural  ventilation — that  is  to  say,  ventilation  by  means  of  exhaust 
flues — may  answer  very  well  sometimes ;  but  where  it  will  not 
serve  (which  is  often)  what  is  to  be  done  that  can  be  called  better 
than  this  ?  Here  we  have  a  combination  of  perfect  ventilation  with 
an  additional  10  to  15  per  cent,  of  light  thrown  in. 

Of  course,  there  are  many  ways  in  which  the  supplementary 
air  supply  can  be  obtained.  In  most  great  public  buildings  there 
is  steam  or  gas-engine  power  to  blow  the  bellows  of  an  organ  or 
perform  other  work ;  and  this  can  be  made  to  supply  air  for  the 
Methven-Sugg  system  of  lighting  at  but  nominal  cost.  "Where 
neither  steam  nor  gas  power  is  available,  a  water  motor  can  be 
easily  fitted  up  for  this  service.  At  Messrs.  Sugg  and  Co.’s  factory 
the  system  is  shown  working  in  a  cellar,  which  is  brilliantly 
illuminated  by  Cromartie  lamps,  and  would  soon  become  unbear¬ 
ably  hot  but  for  the  complete  ventilation.  Here  the  air  is  driven 
forward  by  a  pair  of  alternating  bellows  worked  slowly  by  a  water 
motor,  which  arrangement  is  very  suitable  for  general  shop  or 
warehouse  use.  It  is  quite  automatic.  Turning  off  the  lamps 
causes  stoppage  of  the  motor,  which  itarts  again  as  soon  as  any 
air  is  drawn  off  for  the  lamps.  A  large  Cromartie  lamp  gives  a 
most  brilliant  light,  with  a  consumption  of  20  cubic  feet  of  gas  per 
hour  ;  the  duty  being  after  the  rate  of  11'37  candles  per  cubic  foot 
when  burning  with  undried  air.  Supposing  the  improvement  of 
light  due  to  the  drying  of  the  air  to  be  only  10  per  cent.,  this  lamp 
would  give  a  duty  of  12'50  candles  per  cubic  foot.  As,  however, 
carbonic  acid  as  well  as  moisture  are  arrested  by  the  Methven 
system,  it  would  be  probably  safe  to  say  that,  with  such  a  large 
lamp  as  the  above,  the  improvement  would  be  at  least  15  per  cent, 
on  an  average,  which  would  raise  its  duty  to  13'06  candles  per  cubic 
foot  with  nominally  16-candle  gas.  This  we  believe  to  be  an  un¬ 
paralleled  result.  Air  is  supplied  to  these  burners  at  the  rate  of  10 
cubic  feet  to  the  cubic  foot  of  gas.  Supposing  every  10  cubic 
feet  of  air  to  contain  2  cubic  feet  of  oxygen  and  8  cubic  feet  of 
nitrogen,  it  will  become  apparent  how  great  must  be  the  difference 
to  any  gas-burner  between  receiving  this  supply,  including  so  much 
useless  diluent,  pure  and  dry,  instead  of  damp  and  foul.  At 
the  factory,  every  facility  is  afforded  for  following  the  course  of  the 
air  and  gas  and  waste  products.  Meters  and  pressure-gauges  are 
fixed  to  the  two  services,  so  that  an  observer  may  make  his 
own  tests,  and  draw  his  own  conclusions  upon  the  results.  It 
should  be  remarked  that  one  essential  point  in  the  success  of  these 
experiments  has  been  the  governing  of  the  air  as  well  as  the  gas  at 
the  point  of  combustion.  Air,  of  course,  has  no  self-propelling 
power  that  can  take  it,  like  gas,  to  every  part  of  a  complicated 


system  of  pipes.  It  must  be  propelled  by  sufficient  power  behind  it, 
so  that  the  air-pipes  may  show  a  pressure  of  2  or  3  inches  near  the 
bellows,  which  only  gives  about  a  tenth  at  the  last  burner.  Hence 
all  the  burners  must  be  governed.  "We  understand  that  the  system 
is  to  be  exhaustively  tried  on  a  large  scale  in  several  places,  notably 
in  the  Crystal  Palace  theatre,  where  it  is  expected  to  realize  con¬ 
siderable  economy  as  well  as  greatly  increased  comfort  and  security 
behind  the  footlights.  It  goes  without  saying  that  the  first  cost 
and  working  expense  of  the  system  are  both  much  below  that  of 
any  system  of  electric  lighting,  with  which  alone  it  can  be  properly 
compared.  It  should  be  stated  that  although  the  system  only  con¬ 
templates  in  the  first  place  the  ventilation  of  the  gas-burners,  it 
is  only  a  question  of  enlarging  the  air-propelling  part  of  the  plant 
to  enable  it  to  supply  fresh  air,  heated  or  cooled  according  to  the 
season,  to  any  part  of  an  auditorium  or  other  interior.  All  these 
advantages  require  to  be  fairly  weighed  when  the  prospects  of  the 
system  are  investigated. 


Serious  Illness  of  Mr.  G.  W.  Stevenson. — The  professional 
friends  of  Mr.  George  Wilson  Stevenson  will  be  grieved  to  learn 
that  he  is  now  completely  laid  aside  from  work  by  a  complication 
of  disorders,  prominent  among  which  are  congestion  of  the  lungs 
and  heart  disease.  Upon  inquiry  at  Mr.  Stevenson’s  offices  yester¬ 
day,  we  were  informed  by  Mr.  E.  Herbert  Stevenson,  who  has  been 
for  about  five  years  associated  with  his  father,  that  no  favourable 
change  had  taken  place,  and  that  his  condition  was  such  as  to  pre¬ 
clude  the  hope  of  his  ever  being  able  to  resume  the  position  in  the 
gas  engineering  world  which  he  has  hitherto  occupied. 

Presentation  to  Mr.  W.  E.  Chester. — On  the  occasion  of  Mr. 
Chester  visiting  the  Bradford  Koad  works  of  the  Manchester 
Corporation  last  Saturday,  for  the  purpose  of  introducing  the  new 
Manager  (Mr.  S.  Barratt,  of  the  Rochdale  Road  works,  who  will 
henceforth  have  charge  of  the  two  stations)  the  employes  took  the 
opportunity  of  presenting  him  with  a  handsome  tea-urn  and  an 
illuminated  address.  Mr.  Tatton,  the  assistant,  in  presenting  the 
testimonial,  referred  to  the  great  esteem  in  which  Mr.  Chester  was 
held,  and  the  regret  the  workmen  felt  at  parting  with  him.  He 
said  he  was  a  pre-eminently  truthful  man,  and  he  would  have  the 
truth  from  those  that  served  under  him ;  and  they  all  hoped  he 
would  be  long  spared  to  render  the  same  valuable  services  to 
Nottingham  that  he  had  done  to  Manchester.  Mr.  Chester,  in 
reply,  said  the  handsome  piece  of  plate  and  the  testimonial 
containing  so  many  signatures  were  more  than  he  expected  or 
deserved.  If  there  had  been  any  shortcomings  on  his  part  during 
the  years  he  was  with  them,  he  hoped  they  would  overlook  them. 
He  had  always  tried  to  do  his  best  between  man  and  man,  his 
employers  and  the  employes.  He  would  always  look  back  with 
pleasure  to  his  association  with  them,  especially  with  regard  to 
their  Mutual  Aid  Society,  to  the  funds  of  which  he  would  still 
contribute.  He  concluded  by  thanking  them  all  for  the  kind 
wishes  they  had  expressed  for  himself  and  family. 

The  Glasgow  Corporation  and  the  Partick,  Hillhead, 
AND  Maryhill  Gas-Works. — As  will  be  seen  from  the  report  in 
another  column,  the  proposal  to  transfer  the  works  of  the  Partick, 
Hillhead,  and  Maryhill  Gas  Company  to  the  Glasgow  Corporation 
Gas  Commissioners  came  formally  before  the  Town  Council  last 
Thursday,  but  was  considered  with  closed  doors.  The  negotiations 
in  connection  with  the  transfer  have  been  going  on  since  February 
last  year ;  but  in  quite  an  informal  manner.  Eventually,  however, 
the  two  parties  to  the  negotiations  were  enabled  to  arrive  at  a 
common  understanding  on  the  matter ;  the  result  being  the 
presentation  to  the  Town  Council  of  the  report  which  is  given 
in  full  elsewhere.  The  minutes  embodying  this  report  formed 
the  basis  of  the  discussion  in  camera.  A  full  statement  was 
made  by  the  Lord  Provost  (Sir  J.  King) ;  and  the  Town  Clerk 
(Sir  J.  Marwick)  read  a  report  which  had  been  received  from  Mr. 
T.  Hawksley  as  to  the  value  of  the  works  of  the  Company  as  a 
going  concern.  He  also  submitted  a  report  on  the  same  subject 
from  Mr.  W.  Foulis,  Engineer-in-Chief  to  the  Gas  Commissioners, 
who  made  a  comparison  between  the  terms  agreed  upon  in  the 
negotiations  and  those  paid  to  the  Glasgow  Gaslight  Company  and 
the  City  and  Suburban  Gas  Company,  when  the  gas  supply  of  the 
city  and  suburbs  passed  into  the  hands  of  the  Corporation  in 
1869.  Whereas  the  price  paid  to  the  two  Companies  in  that  year 
was  about  ^35  per  million  cubic  feet  of  gas  manufactured,  the 
price  agreed  upon  with  the  Directors  of  the  Partick,  Hillhead,  and 
Maryhill  Company  is  only  about  ^623  or  ^£24  per  million.  Some 
opposition  to  the  terms  mentioned  was  offered  by  Bailie  M‘Farlane, 
a  prominent  member  of  the  Gas  Committee,  who  held  that  the 
price  was  £60,000  in  excess  of  what  it  ought  to  be.  As 
stated  elsewhere,  no  resolution  was  come  to ;  the  desire  being 
to  have  a  full  and  unfettered  discussion  of  the  matter  in  all  its 
bearings.  The  question  will,  however,  come  up  again  next 
Thursday  at  an  open  meeting  of  the  Council,  when  it  is  antici¬ 
pated  that  a  decision  will  be  arrived  at  so  far  as  the  Gas  Com¬ 
missioners  are  concerned ;  but,  of  course,  it  will  have  to  come 
before  the  Company’s  shareholders.  The  subject  was  freely  dis¬ 
cussed  during  last  week,  both  on  ’Change  and  by  the  citizens 
generally ;  the  prevailing  feeling  among  the  members  of  the  Council 
being  to  accept  the  proposals  of  the  Sub-Committee  by  whom  the 
negotiations  were  conducted.  In  the  event  of  the  forthcoming 
Boundaries  Extension  Bill  being  passed,  and  the  purchase  pro¬ 
posals  being  carried  through,  the  works  will  at  once  become  the 
property  of  the  Gas  Commissioners ;  but  it  is  not  expected  they 
will  be  kept  in  their  present  state  for  more  than  a  couple  of  years. 
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An  Instantaneous  Boiler. 

MM.  Serpollet  Freres  have  introduced  an  instantaneous  boiler 
for  steam  raisin",  which  was  described  by  M.  Lesourd  at  a  recent 
meetin"  of  the  French  Society  of  Civil  Engineers.  The  idea  of 
the  makers  of  this  particular  form  of  boiler  was  to  prevent  over¬ 
heating  and  priming ;  and  to  this  end  they  squeeze  between  two 
heated  surfaces  the  globular  drops  as  fast  as  they  are  formed,  and 
so  to  bring  them  into  immediate  vaporization.  For  this  purpose 
they  employ  a  cylindrical  tube  of  iron  of  convenient  diameter  and 
considerable  thickness,  which  is  passed  through  rolls  at  a  tem¬ 
perature  just  below  the  melting  point  of  the  metal,  so  that  it  is 
flattened  out,  and  the  internal  surfaces  are  brought  as  closely  as 
possible  together.  The  open  space  which  is  left  in  the  interior  of 
the  flattened  tube  appears  in  cross  section  as  a  black  line  of  the 
thickness  of  a  hair.  The  tube  thus  prepared  may  be  bent  into  any 
shape  most  convenient  to  the  space  in  which  it  is  to  be  heated — 
as  circular,  square,  or  oblong  spiral — each  end  being  connected 
to  a  tube,  the  one  an  inlet  for  water,  and  the  other  an  outlet 
for  steam.  The  boiler  is  then  complete  and  ready  to  work.  It 
is  heated  up  to  about  250“  C  ;  and  when  water  is  forced  into  one 
end,  steam  is  collected  at  the  other  under  a  pressure,  and  with  a 
degree  of  dryness,  according  to  the  temperature.  The  water-feed 
is  supplied  by  a  small  force-pump,  and  it  is  stated  that  any 
matters  dissolved  in  the  water  are  reduced  to  an  impalpable 
powder,  and  expelled  with  the  steam.  The  arrangement  for  the 
feed  water  is  made  to  regulate  itself,  which  it  does  easily,  and 
apparently  with  a  very  methodical  utilization  of  combustible, 
which,  however  is  admittedly  a  question  to  which  M.  Lesourd 
must  return  when  further  experiment  has  determined  the  neces¬ 
sary  data.  The  maintenance  and  supervision  of  the  boiler  will  be 
reduced  to  nothing,  since  it  does  not  contain  any  riveted  joints 
or  a  safety-valve.  In  the  extreme  case  of  rupture  of  the  tube, 
there  would  not  be  any  projection  of  the  tube  or  its  contents, 
because  the  steam  exists  in  too  small  a  volume  to  possess 
any  projective  power.  In  recent  trials  made  before  the  Ing^nieurs 
des  Mines,  the  tube  was  not  ruptured,  although  the  steam- 
pressure  was  pushed  to  about  800  atmospheres.  For  small  and 
domestic  motors,  this  type  of  boiler  is  claimed  to  possess  many 
advantages,  as  it  will  make  steam  machinery  as  safe  and  easily 
looked  after  as  gas-engines.  For  small  boilers  of  from  0'5  to 
2  horse  power,  the  tube  before  flattening  is  55  millimetres  in 
diameter  and  11  millimetres  thick.  After  rolling,  the  internal 
water  space  measures  OT  or  0‘2  millimetres  in  width.  A  1 -horse 
power  boiler,  when  finished,  is  a  tube  2  metres  long,  0'105  metre 
high,  and  0  022  metre  wide,  weighing  32  kilos.,  and  offering  a 
heating  surface  of  0'48  square  metre.  Its  internal  capacity  is  only 
a  few  cubic  centimetres;  and  the  whole  arrangement,  with  its 
furnace,  weigh  130  kilos.  This  model  evaporates  20  kilogrammes 
of  water  per  hour  with  a  fuel  consumption  of  3’750  kilos.  It  is 
intended  to  fit  up  these  boilers  and  furnaces  with  engines  and 
dynamos  on  one  base-plate  for  small  electric  light  installations. 

The  Compressibility  of  Gases. 

M.  Amagat  has  communicated  to  the  Comptcs  Bendus  some 
observations  upon  the  compression  of  gases — comprising  oxygen, 
hydrogen,  nitrogen,  and  air — to  pressures  reaching  3000  atmos¬ 
pheres.  The  author  remarks  that  his  results  differ  considerably 
from  those  published  by  Natterer,  since  for  the  same  reduction  of 
volume  of  the  gases  observed,  he  has  generally  found  the  pressures 
to  be  very  much  greater  than  those  given  upon  Natterer’s  authority 
— a  result  which  he  ascribes  to  the  probable  and  even  inevitable 
errors  of  ihe  processes  adopted  by  that  experimenter.  M.  Amagat 
finds  that  at  a  pressure  of  3000  atmospheres,  and  at  a  constant 
temperature  of  15°  C.,  a  volume  of  the  following  gases  which  is 
equal  to  unity  at  the  ordinary  temperature  occupies  the  following 
spaces  : — Air,  0  001401  ;  nitrogen,  0'00144G ;  oxygen,  0'001235  ; 
hydrogen,  O'OOOOCl.  Under  extreme  pressures,  oxygen,  nitrogen, 
and  air  have  nearly  the  same  compressibility,  which  is  according 
to  the  room  occupied  by  the  liquids.  At  3000  atmospheres  it  is 
about  equal  to  that  of  alcohol  under  the  normal  pressure.  The 
compressibility  of  hydrogen  is  much  greater — nearly  double,  in 
fact.  At  3000  atmospheres  it  is  nearly  equal  to  that  of  ether  at 
about  the  normal  pressure.  The  densities  of  these  gases  when 
compressed  to  3000  atmospheres  are  given  as  follows  by  M.  Amagat, 
water  being  taken  as  unity  : — Oxygen,  1'1054;  air,  0'8817  ;  nitrogen, 
0'8293  ;  hydrogen,  0  0887.  These  values  have  been  determined  by 
assuming  the  number  generally  admitted  for  the  compressibility 
of  the  glass  envelopes  of  the  liquids. 

The  Hardening  of  Mortars  and  Cements. 

In  an  article  recently  published  in  the  Engineer,  the  hardening 
of  hydraulic  cements  is  discussed  from  the  chemical  point  of  view. 
It  is  remarked  that  many  of  the  substances  commonly  known  by 
this  description  are  mixtures  of  considerable  complexity,  and  that 
the  most  reasonable  method  of  investigating  their  behaviour  in 
regard  to  setting  or  hardening  is  to  examine  every  constituent  or 
individual  compound  separately,  in  order  to  discover  how  the 
combination  of  these  constituents  acts  when  they  are  all  mixed 
together.  Plaster  of  Paris  is  the  simplest  of  this  class  of  substances, 
consisting  as  it  does  of  baked  or  burnt  gypsum,  setting  into  a  hard 
mass  when  mixed  with  water.  The  only  chemical  change  effected 
in  gypsum  by  heating  is  deprivation  of  the  water  which  it  con¬ 
tains  in  its  native  state  as  a  stable  crystalline  form  of  hydrated 
calcium  sulphate.  In  the  process  of  setting,  the  particles  of 


plaster  which  come  into  actual  contact  with  the  water  are  imme¬ 
diately  converted  into  particles  of  gypsum,  which  dissolve  in  the 
water  ;  but  the  water  very  soon  becomes  supersaturated  with  gyp¬ 
sum,  and  consequently  crystallization  suddenly  takes  place,  with 
deposition  of  the  gypsum  in  a  peculiar  form  of  crystal,  and  setting 
free  more  water  to  take  up  more  gypsum  to  be  crystallized  out 
in  turn.  These  crystals  assume  the  form  of  extremely  attenuated 
needle-like  prisms,  which  unite  to  constitute  little  spherical  groups. 
These  groups  of  very  fine  crystals  fulfil  all  the  conditions  for 
forming  a  hard  mass  of  gypsum  out  of  the  plaster  and 
water,  inasmuch  as  they  expose  a  great  surface  for  extensive 
adhesion,  and  permit  of  much  interlacing.  The  next  cements  in 
order  of  simplicity  are  aerial  cements  and  mortars,  consisting  of 
mixtures  of  slaked  lime  and  sand.  Neither  slaked  lime  nor  sand 
undergoes  any  chemical  change  when  mixed  with  water  by  itself ; 
but  some  change  is  produced  when  they  are  mixed  together  in  the 
presence  of  water.  Little  or  no  chemical  change  takes  place  under 
the  circumstances.  The  hardening  of  these  cements  is  attributed 
in  the  first  instance  to  mere  desiccation  ;  the  sand  acting  simply  as 
a  binding  material  to  prevent  crumbling  and  cracking.  Aerial 
mortars  undergo  in  time  a  second  hardening,  due  to  the  action  of 
the  carbonic  acid  of  the  air,  which  results  in  the  formation  of  car¬ 
bonate  of  lime.  The  action  of  hydraulic  cements  and  limes  and 
puzzolanas  is  a  much  more  complicated  matter.  In  mere  mixtures 
like  the  aerial  mortars,  silica  and  lime  neither  combine  with  one 
another  nor  act  under  water ;  but  in  hydraulic  cements  they  do 
both — showing  that  they  exist  in  the  latter  in  other  conditions. 
The  great  difference  is  that,  whereas  in  aerial  mortars  both  the  lime 
and  the  silica  are  in  the  free  state,  in  hydraulic  cements  these 
substances  exist  in  chemical  combination  as  silicates  of  lime.  The 
setting  of  cement  depends  upon  the  liberation  of  calcium  hydrate 
and  the  formation  of  hydrated  silicate,  which  does  not  decompose 
in  the  presence  of  the  calcium  hydrate,  but  goes  through  the 
various  changes  culminating  in  the  production  of  extremely 
attenuated  prisms,  exactly  as  in  the  case  of  plaster  of  Paris. 


The  Management  of  the  Halifax  Gas-Works. — There  were 
38  applications  for  the  post  of  Gas  Engineer  and  Manager  to  the 
Halifax  Corporation,  rendered  vacant  by  the  resignation  of  Mr.  W. 
Carr.  These  were  reduced  to  four ;  and  last  Friday  the  Gas  Com¬ 
mittee  made  their  final  selection — Mr.  Thomas  Holgate,  F.C.S., 
Manager  of  the  Batley  Gas-Works,  being  appointed. 

The  Town  Clerkship  of  Salford. — Mr.  S.  Brown,  Town  Clerk 
of  Rotherham,  has  been  appointed  Town  Clerk  of  Salford  at  a 
salary  of  ilOOO  per  annum,  in  succession  to  Mr.  John  Graves, 
who,  it  will  be  remembered,  has  absconded.  There  were  72 
applicants  for  the  appointment ;  and  these  were  reduced,  by  a 
Special  Committee,  to  three,  whose  names  were  submitted  to  the 
General  Purposes  Committee.  After  a  sitting  of  two  hours,  they 
selected  Mr.  Brown. 

Awards  at  the  Brussels  Exhibition. — Among  the  awards 
to  the  British  exhibitors  at  the  Brussels  Exhibition  we  notice  the 
following  : — Gold  Medals  :  Doty  Lighting  and  Heating  Company, 
Limited,  for  petroleum-lamps  ;  the  Fourness  Regenerative  Lamp 
Company  for  gas-lamps  ;  the  Wenham  Company,  Limited,  for  gas- 
lamps.  A  diploma  of  honour  has  been  awarded  to  Mr.  S.  Lee 
Bapty,  who  has  had  the  entire  supervision  of  the  British  Section 
of  the  Exhibition,  which,  it  may  be  remembered,  was  the  first  to 
be  comnleted. 

Accounts  of  Gas  Companies  and  Corporations  for  1887-8. — 
Just  before  going  to  press  we  received  a  copy  of  the  “Analysis 
of  the  Accounts  of  Gas  Companies  and  Corporations  for  1887-8,” 
published  by  Mr.  John  Allan.  Of  course,  we  have  not  had  an 
opportunity  of  verifying  the  accuracy  of  the  figures  ;  and  can 
therefore  only  say  that  the  accounts  of  thirty-four  of  the  principal 
Gas  Companies  and  Corporations  are  dealt  with,  and  that  in 
general  appearance  the  book  is  similar  to  that  issued  last  year, 
of  which  a  notice  appeared  in  the  Journal  for  Sept.  20  (p.  535). 

The  Birmingham  Electric  Lighting  Scheme. —  After  the 
election  of  the  Mayor  and  the  transaction  of  ordinary  business, 
the  annual  meeting  of  the  Birmingham  Town  Council  on  the 
9th  prox.  will  be  made  special,  to  consider  a  notice  given  on 
behalf  of  Messrs.  Chamberlain  and  Hookham  of  their  intention  to 
apply  to  the  Board  of  Trade  for  a  Provisional  Order  empowering 
them  to  supply  electricity  for  public  and  private  purposes  in  the 
area  within  the  jurisdiction  of  the  Council,  to  determine  whether 
the  Council  shall  consent  to  or  oppose  the  grant  of  such  Order, 
and  to  authorize  the  General  Purposes  Committee  to  take  mea¬ 
sures  for  carrying  out  the  decision  of  the  Council. 

American  Gaslight  Association.  —  As  already  announced  in 
the  Journal,  the  annual  meeting  of  this  Association  will  take 
place  at  Toronto  this  week — the  proceedings  opening  to-morrow 
with  the  Inaugural  Address  by  the  President  (Mr.  T.  Turner,  of 
the  Charleston  Gas-Works),  and  extending  till  Friday,  which  day 
will  be  devoted  to  a  drive  round  the  principal  parts  of  the  city 
and  suburbs.  In  addition  to  the  papers  mentioned  in  the  pre¬ 
liminary  programme  of  the  arrangements  for  the  meeting  issued 
by  the  Secretaiy  (Mr.  C.  J.  Russell  Humphreys),  and  noticed 
in  the  Journal  for  Aug.  28  last,  a  communication  on  “Enriching 
Gas  with  Naphthalene,”  by  Mr.  A.  Kitson,  will  be  presented  ;  and 
the  latest  forms  of  Herr  Lux’s  gas-balance  will  be  exhibited  and 
described.  The  offer  of  a  prize  of  $25  by  the  Association  for  the 
best  paper  on  “  Naphthalene  ”  will  be  a  special  feature  of  the  forth¬ 
coming  meeting. 
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DISTEICT  ASSOCIATIONS  OF  GAS  MANAGERS. 

By  Norton  H.  Hujipheys,  Assoc.  M.  Inst.  C.E.,  F.C.S. 

It  is  only  a  short  time  since  that  a  flagging  in  the  spirit  and 
vitality  of  Gas  Managers’  Associations  appeared  to  he  prevailing. 
A  feature  at  almost  every  meeting  was  a  complaint  from  the 
Chairman  as  to  the  difficulty  of  obtaining  papers ;  and  many 
persons  formed  an  opinion  that  every  debatable  topic  in  connection 
with  our  industry  had  been  talked  to  death.  But  lately  a  change 
has  been  noticeable.  Not  only  have  existing  Associations  shown 
signs  of  vigorous  existence  and  growth,  but  there  has  been  a  growing 
sense,  both  in  Europe  and  the  United  States,  in  districts  unrepre¬ 
sented  by  the  Gas  Managers’  Association,  as  to  the  desirability  of 
remedying  this  defect.  The  result  has  been  the  formation,  within 
the  space  of  a  year  or  so,  of  the  North  of  Ireland,  of  the  Eastern 
Counties,  of  the  South-West  (U.S.A.),  and  of  other  Associations. 
The  writer  has  been  brought  very  intimately  in  contact  with  the 
working  of  a  Gas  Managers’  District  Association  for  several  years 
past,  and  proposes  to  note  in  this  article  a  few  ideas  thereon  that 
have  occurred  to  him  as  the  result  of  his  experience. 

The  main,  indeed  one  might  almost  say  the  sole  object  of  District 
Associations,  is  the  holding  of  meetings.  Incidentally,  they  are 
capable  of  discharging  other  useful  offices,  as  circumstances  may 
necessitate  from  time  to  time  ;  but  the  meeting  is  the  chief  idea. 
It  may  therefore  be  taken  that  the  prosperity  of  the  Association  as 
a  body  will  be  influenced  by  the  success  of  the  meetings.  If  we  ask. 
What  constitutes  a  successful  meeting  ?  the  answer  will  be,  “  Good 
discussions.”  The  Gas  Managers’  Association  is  not  a  medium  for 
the  advertisement  of  innovations  or  new  processes,  although  every¬ 
thing  in  the  way  of  advancement  most  appropriately  forms  subject- 
matter  for  the  meetings.  Papers  of  a  historical  or  instructive 
nature  are  usually  preferred  in  print,  as  they  can  be  studied  at 
home  at  leisure  ;  and  it  is  not  worth  while  to  incur  the  expenses 
and  loss  of  time  attendant  upon  a  journey  of  50  miles  or  more 
merely  for  the  sake  of  hearing  papers  read  which  will  afterwards 
be  published.  So  the  chief  attraction  in  the  proceedings  must 
necessarily  centre  round  the  discussions,  though  it  occasionally 
happens  that  a  member  is  in  a  position  to  contribute  an  interest¬ 
ing  paper,  usually  bearing  on  some  little  “wrinkle”  that  he  has 
originated,  and  which  does  not  admit  of,  or  call  for  discussion.  A 
paper  of  this  nature  may  appropriately  be  called  a  “  communica¬ 
tion  ;  ”  and  there  is  a  very  general  disposition  to  regard  the  papers 
read  at  District  Association  meetings  as  communications,  rather 
than  as  the  openings  of  discussions.  So  much  is  this  the  case  that 
even  the  substitution  of  the  term  “  Mr.  will  open  a  discussion  ” 
in  place  of  the  well-worn  “  Mr.  will  read  a  paper  ’_’  in  the  pro¬ 
gramme  has  proved  to  be  of  but  little  avail  in  removing  it.  Yet 
it  is  generally  recognized  that  the  object  of  a  paper  is  the  com¬ 
mencement  of  a  discussion.  The  very  common  intimation  in  the 
opening  of  a  paper  to  the  effect  that  a  good  discussion  is  hoped  for, 
and  is  likely  to  prove  of  greater  value  than  the  paper  itself,  is  more 
of  an  honest  statement  of  opinion  than  a  conventional  expression 
of  modesty. 

Although  the  prominent  place  occupied  by  “  the  discussion”  is 
generally  admitted,  it  is  very  seldom  that  a  really  good  discussion 
takes  place.  In  a  meeting  of  about,  perhaps,  50  members,  the 
number  of  speakers,  even  on  every-day  subjects  to  gas  engineers, 
will  frequently  not  exceed  half-a-dozen.  Let  us  refer  to  the  pro¬ 
ceedings  of  The  Gas  Institute,  and  speculate  upon  how  often  the 
number  of  speakers  in  a  discussion  exceeds  (say)  5  per  cent,  of  the 
number  present.  Pursuing  the  subject  further,  it  will  be  found 
that  there  are  very  few“  speakers  ”  in  gas  engineering  circles.  Those 
who  habitually  take  part  in  discussions  belonging  to  more  than 
one,  or  perhaps  more  than  two  Associations ;  and  therefore  con¬ 
tribute  to  several  discussions,  perhaps  a  dozen  or  so,  in  the  course 
of  the  year.  So  that  if  we  take  out  the  names  of  speakers,  and  com¬ 
pare  them  with  the  number  of  names  on  the  members’  lists,  it  will 
be  found  that  a  very  large  proportion  of  the  whole  are  literally  silent 
members,  and  the  gas  circles  generally  are  indebted  to  an  exceed¬ 
ingly  small  body — numerically  speaking — for  the  maintenance  of 
the  discussions  at  our  several  District  Association  meetings.  The 
reason  of  this  is  not  very  far  to  seek.  The  nature  of  the  occupa¬ 
tions  and  habits  of  life  followed  by  gas  engineers  are  not  such  as 
are  likely  to  develop  freedom  of  speech  in  public.  Yet  it  is  im¬ 
possible  not  to  regret  the  loss  of  much  useful  information,  and  of 
increased  interest  to  the  proceedings,  that  is  caused  by  this  general 
reticence.  I  would  say  to  those  silent  members,  who  really  appre¬ 
ciate  the  value  of  District  Associations  and  the  work  done  by  them, 
that  one  of  the  best  things  they  can  do  to  further  their  growth  and 
prosperity  is  to  make  a  determined  effort  to  come  out  of  their  shells, 
and  take  part  in  the  discussions.  Look  over  the  proceedings  before¬ 
hand,  and  make  a  few  notes  bearing  upon  any  items  of  interest 
that  may  occur  to  you,  in  connection  with  the  various  subjects 
that  have  come  within  the  range  of  your  experience.  A  set  speech 
is  not  expected.  Only  a  few  plain  statements,  preferably  of  facts. 
Which  is  the  most  interesting,  half-an-hour’s  speech  from  a  windy 
member,  or  the  same  period  of  time  divided  amongst  ten  speakers, 
averaging  three  minutes  each  ? 

A  very  prevalent  drawback  in  the  discussions  is  a  lack  of  freedom. 
Members  who  are  known  to  have  an  intimate  acquaintance  with 
the  subject  under  debate,  on  being  subsequently  questioned  as  to 
the  reason  of  their  silence,  confess  that  their  experiences  do  not 
support  the  views  set  forth  in  the  paper ;  and  they  do  not  wish  to 
take  up  an  aggressive  attitude.  The  reader  is  a  friend  of  theirs ; 


and  they  seem  to  labour  under  the  belief  that  anything  in  the  way 
of  adverse  criticism  will  in  some  way  detract  from  the  prestige 
attaching  to  the  paper.  But  this  is  a  mistake.  The  reader  of  the 
paper  would  certainly  not  wish  to  limit  legitimate  discussion  ;  and 
if  the  experiences  of  each  gas  manager  ought  to  agree  on  all  points, 
where  is  the  use  of  these  Associations.  Yet  it  often  happens  that 
a  large  portion  of  the  so-called  discussions  consists  of  vapid 
compliments  to  the  author  of  the  paper.  The  more  freedom  about 
the  discussions  the  better,  provided,  of  course,  that  the  personal 
element  is  left  out.  Personalities  are  not  wholesome  for  the 
Association,  notwithstanding  the  fact  that  they  are  by  far  the  most 
efficient  means  of  drawing  a  good  attendance.  Let  it  he  known 
that  a  determined  and  eloquent  attack  is  to  be  made  upon  someone 
or  other,  and  the  room  is  sure  to  be  crowded ;  and  this  without 
any  prominent  notice  of  the  fact  upon  the  agenda  paper. 

Another  benefit  supposed  to  be  afforded  by  these  Associations  is 
that  of  obtaining  aid  in  difficult  matters.  It  has  always  been  a 
favourite  idea  with  promoters  that  any  member  who  is  troubled 
with  a  knotty  point  in  the  course  of  his  every-day  practice  should 
be  able  to  submit  the  same  at  the  next  meeting,  and  receive  useful 
information  thereon.  This  is  scarcely  ever  applied  in  England, 
though  it  finds  great  favour  in  the  States,  where  the  “  question- 
box  ”  is  an  important  feature  at  each  meeting.  A  member  sends 
his  question  written  to  the  Secretary ;  and  at  some  convenient 
period,  usually  after  the  papers  have  been  read  and  discussed,  the 
President  takes  the  list  of  questions  submitted,  and  puts  them  to 
the  meeting  seriatim.  If  he  is  aware  that  any  particular  member 
is  specially  familiar  with  the  subject  under  consideration,  he  calls 
upon  him  for  a  reply.  But  it  is  as  difficult  in  England  to  get  any¬ 
thing  for  the  question-box  as  it  is  to  promote  imjpromptu  discus¬ 
sion,  should  an  unexpected  hitch  in  the  proceedings  leave  a  portion 
of  time  in  the  meeting  to  be  filled  up  somehow  or  other. 

The  responsibility  of  providing  a  programme  or  agenda  that  will 
occupy  the  whole  time  allotted  for  the  meeting  in  the  most  profit¬ 
able  manner  possible,  devolves  upon  the  Committee  of  Manage¬ 
ment.  This  is  usually  compiled  and  issued  to  the  members  in  ad¬ 
vance,  and  is  of  considerable  importance,  as  the  agenda  is  taken 
in  a  sense  as  a  forecast  of  the  quality  of  the  proceedings,  and  as 
such  influences  the  attendance.  The  more  promising  the  items, 
the  greater  the  inducement  to  put  in  an  appearance  at  the  meetings. 
Consequently,  the  proceedings  must  follow  a  set  form  and  order. 
Free  conversational  discussions  and  absence  of  formality  are  very 
good  things  in  the  abstract,  but  the  members  look  for  the  agenda 
paper ;  and  this,  of  course,  controls  the  order  of  proceedings  in 
some  degree,  and  occasionally  necessitates  the  application  of  the 
“  closure  ”  from  the  presidential  chair. 

A  great  deal  might  be  said  as  to  the  form  of  paper  most  likely 
to  “take”  at  a  District  Association  meeting.  Anything  in  the 
way  of  a  communication  is  limited  only  by  the  importance  of,  or 
interest  attaching  to  the  subject  dealt  with ;  but  a  paper  put  forth 
in  the  hope  of  arousing  a  discussion  must,  in  order  to  be  successful, 
follow  more  definite  hues.  It  will  be  sufficient,  in  order  to 
illustrate  this  point,  to  take  a  copy  of  the  last  issue  of  the  “  Pro¬ 
ceedings  of  District  Associations,”  select  any  paper  that  aroused  a 
fair  average  discussion,  and  then  underline  or  otherwise  mark  each 
paragraph  or  sentence  that  came  in  for  notice.  We  should  find 
that  the  opening  historical  resume  had  better  be  conspicuous  by  its 
absence.  If  admitted  at  all,  it  should  be  very  brief.  Then  there 
need  be  no  attempt  at  exhaustiveness.  A  fragmentary  character 
is  no  drawback  at  all,  provided  the  facts  are  plainly  set  forth. 
Indeed,  any  attempt  to  raise  the  paper  to  the  level  of  a  finished 
literary  production  will  usually  tend  to  tire  and  bewilder  the 
listeners,  on  account  of  unnecessary  diffusiveness.  Ornaments  of 
composition,  finished  and  rounded  paragraphs,  and  other  things 
that  are  looked  for  in  a  review  or  a  magazine  article,  are  out  of 
place  in  a  paper  intended  to  be  listened  to  rather  than  to  be  read. 
Many  papers  err  in  attempting  to  cover  too  much  ground.  One  or 
two  points,  concisely  but  clearly  set  forth,  are  more  likely  to  attract 
attention  than  a  large  number  of  suggestions  thrown  out  broadcast 
in  the  hope  that  one  or  two  of  them  will  take  root  and  bring  forth 
a  good  discussion.  Diagrams  or  tables  are  a  great  help  in  discus¬ 
sions.  They  are  usually  fixed  before  the  commencement  of  the 
meeting ;  and  therefore  receive  attention  at  odd  moments  before 
the  paper  is  read.  But  in  this  item,  as  in  the  matter  of  the  paper, 
care  should  be  taken  to  avoid  overloading.  While  a  good  discus¬ 
sion  is  looked  for,  it  must  be  remembered  that  anything  like  a  long 
one  is  rarely  desired. 

I  regard  it  as  essential,  either  that  the  paper  should  indicate  the 
tone  of  the  discussion,  or  else  that  the  President  or  the  first  speaker 
should  undertake  this  office  as  soon  as  the  paper  is  read.  A  good 
practical  paper  often  falls  flat  on  the  meeting,  simply  because  the 
audience  do  not  clearly  understand  the  points  they  are  called  upon 
to  discuss.  An  awkward  silence  follows,  only  broken  by  a  simple 
inquiry,  or  a  few  commonplace  remarks,  thrown  in  to  the  gap  by 
somebody,  in  response  to  a  request  from  the  Chairman.  On  the 
other  hand,  it  will  often  be  seen  that  a  discussion  will  be  aroused, 
after  an  obviously  deficient  paper,  by  a  few  skilfully  put  remarks 
from  the  chair  or  from  an  experienced  speaker.  The  line  of  thought 
taken  up  by  the  first  two  or  three  speakers  will  often  determine  the 
extent  and  direction  of  a  discussion  with  greater  force  than  the 
paper  itself;  so  it  is  a  good  plan  to  get  one  or  two  members  ready 
primed  to  follow  on  briskly  immediately  after  the  paper  is  read. 
Yet  after  every  precaution,  it  is  extremely  difficult  to  forecast  the 
length  or  character  of  a  discussion.  In  the  first  place,  the  gentle¬ 
man  best  qualified  to  take  part  may  happen  to  be  unavoidably 
absent.  But  with  everybody  present,  the  sense  or  pulse  of  the 
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meeting  varies  from  minute  to  minute  ;  and  it  does  not  follow  that, 
because  a  paper  is  passed  over  with  scant  notice,  it  is  necessarily 
deficient  in  some  way  or  other.  On  account  of  some  inexplicable 
reason,  it  may  not  suit  the  passing  humour.  The  meeting  may  be 
heavy,  dull,  sleepy,  over-exhausted  by  the  previous  topic,  or  expec- 
tive  and  reserving  of  force  in  anticipation  of  something  that  is  to 
follow.  So  those  who  find  that  their  efforts  to  promote  a  discus¬ 
sion  are  practically  a  failure  may  appropriately  take  comfort  in 
the  fact  that  it  by  no  means  follows  that  the  best  papers  lead  to 
the  best  discussions. 

So  far  it  has  been  assumed  that  the  object  in  view,  on  the  part 
of  each  member,  is  that  of  assisting  in  the  proceedings  at  the 
meetings.  But  now  we  have  to  face  the  fact  that  a  good  number, 
perhaps  one-half  of  the  whole,  or  more,  are  not  sufficiently  in¬ 
terested,  or  do  not  feel  themselves  competent  either  to  contribute 
papers  or  to  take  part  in  the  discussions.  This  leads  to  another 
point — viz.,  that  these  Associations  are  hampered  by  two  growths  of 
a  parasitical  character,  which,  unless  kept  under  proper  control,  are 
liable  to  sap  the  vitals  of  the  whole.  These  I  will  call  the  recrea¬ 
tive  element  and  the  trading  element  respectively.  As  regards  the 
first-named,  it  must  be  admitted  that  the  proverb  “  All  work  and 
no  play  ”  applies  with  great  force  to  Gas  Managers’  Associations. 
The  act  of  attending  the  meeting,  and  possibly  taking  a  journey 
over  new  ground  for  the  purpose,  is  of  itself  a  pleasing  recreation 
— a  break  in  the  monotonous  round  of  duty  which  is  the  usual  lot 
of  the  gas  engineer.  Then  the  gathering  affords  an  opportunity, 
which  does  not  occur  in  many  cases  at  any  other  time,  of  meeting 
kindred  spirits,  and  enjoying  the  congenial  society  of  “  brother 
chips.”  Therefore  the  social  and  the  recreative  elements  should 
be  allowed  a  fit  and  proper  place  in  the  affairs  of  the  Association. 
Yet  it  must  be  remembered  that  these  tilings  always  show  a  tendency 
to  encroach.  It  is  such  a  simple  matter  to  adjourn  the  meeting 
half-an-hour  before  time,  in  order  to  enable  a  visit  to  be  paid  to  a 
place  of  interest  in  the  neighbourhood.  Perhaps  a  paper  must  be 
postponed  in  consequence,  or  taken  as  read.  Well,  it  will  appear 
in  the  proceedings,  or  there  will  be  plenty  of  time  to  take  it  at  the 
next  meeting.  Or  perhaps  a  little  bit  of  sophistry  to  the  effect  that 
the  members  will  be  better  able  to  deal  with  it  at  the  succeeding 
meeting  is  brought  in.  Unless  kept  in  check,  the  recreative 
element  may  get  the  upper  hand,  and  cause  the  real  objects  of  the 
Association  to  he  obscured  and  lost  sight  of. 

As  to  the  second  “  parasite,”  the  District  Associations  proper  have 
very  wisely  exercised  considerable  vigilance  in  keeping  traders 
out  of  their  members’  lists.  I  say  “  District  Associations  proper,” 
because  I  regard  The  Gas  Institute  as  being  practically  analogous  in 
constitution  to  a  District  Association.  Notwithstanding  its  change 
of  name,  it  remains  to  all  intents  and  purposes  an  Association  of 
Managers.  This  class  remains  its  chief  support ;  and  the  aid 
extended  to  it  from  other  sources  is  too  evanescent  to  be  of  much 
real  good.  Incidentally  it  has  been  able,  by  the  medium  of  the 
influential  names  included  in  its  list  of  members,  to  render  useful 
aid  to  the  gas  industry  at  large ;  but  the  main  object  and  interest 
continues,  as  in  the  District  Associations,  to  centre  round  the 
proceedings  at  the  meetings.  It  grows,  if  one  may  use  the 
expression,  upon  the  same  kinds  of  food  as  are  conducive  to  the 
development  and  welfare  of  the  District  Associations,  and  conditions 
that  prove  disadvantageous  in  the  one  case  are  found  to  be  so  in 
the  other.  The  heads  of  firms  of  structural  engineers  and  con¬ 
tractors,  who  undertake  the  erection  of  gas-works  complete,  would 
no  doubt  derive  great  assistance  and  benefit  from  the  proceedings ; 
but  manufacturers  of  tools,  wrought-iron  pipes,  meters  and  gas- 
fittings,  vendors  of  coals,  oxide,  paint,  and  other  commodities 
required  at  the  gas-works,  cannot  be  interested  in  them  in  any 
other  than  a  general  way.  The  District  Association  is,  to  them, 
an  indirect  advertising  medium  ;  and  their  object  in  attending  the 
meetings — and  I  do  not  say  it  is  not  a  legitimate  one — is  the 
pursuit  of  business.  The  presence  of  the  trading  element  to  any 
considerable  extent,  simply  means  that  a  considerable  portion  of 
the  time  nominally  devoted  to  the  proceedings  and  interests  of  the 
Association,  will  be  occupied  in  other  ways.  The  member  who 
expects  to  include  two  or  three  business  interviews  of  a  more  or 
less  important  character  in  the  same  day’s  work  with  the  Associa¬ 
tion  meeting,  is  neither  likely  to  derive  much  benefit  himself — that 
is,  of  the  kind  that  his  membership  is  supposed  to  afford — nor  to 
assist  the  progress  of  the  Association.  The  proceedings  will  be 
disturbed  by  the  continuous  exit  of  those  who  have  not  time  to  sit 
out  the  meeting,  and  the  entrance  of  others  who  could  not  manage 
to  be  present  at  the  commencement. 

No  doubt  there  are  many  members  whose  engagements  and 
circumstances  prevent  them  from  taking  an  active  part  in  the 
meetings ;  but  there  are  others  who  merely  join  from  a  hazy  sort  of 
notion  that  the  Association  is  a  good  thing,  and  ought  to  be  kept 
up,  or  because  the  periodical  outing  to  attend  the  meeting  is  an 
agreeable  change,  or  possibly  because  they  regard  the  matter  in  a 
business  sense,  and  find  the  Association  a  means  of  combining 
business  with  pleasure.  Whatever  the  reason,  they  are,  of  course, 
gladly  welcomed  ;  as  their  countenance  and  subscription  assist  in 
the  support  of  the  Association.  But  unless  there  is  an  inner  circle 
who  take  higher  views  than  this,  and  are  willing  to  do  what  they 
can  in  the  way  of  contributing  papers,  joining  in  the  discussions, 
inducing  others  to  attend  the  meetings,  &c.,  no  Association  can 
hope  to  go  on  and  prosper.  I  have  for  some  time  observed  that 
views  of  this  nature  appear  to  present  themselves  to  those  who 
pass  the  presidential  chair.  Looking  round  upon  our  Associations, 
it  will  be  found  that  the  Past-Presidents  are  always  much  to  the 
fore  in  reading  papers,  joining  in  discussions,  &c,  Another  reason 


for  this  is  that  the  presidential  chair  is  a  sure  cure  for  natural 
timidity  and  reticence.  Having  once  been  compelled  to  brace  up 
courage  to  take  the  awful  plunge  and  address  the  meeting,  there  is 
quite  an  “  at  home  ”  feeling  in  doing  so  afterwards.  I  am  in¬ 
clined  to  think  that  natural  timidity  is  a  greater  drawback  than  one 
would  suppose,  and  that  if  it  were  possible  to  hit  upon  some  plan, 
by  virtue  of  which  every  new  member  would  be  compelled  to 
address  the  meeting,  impromptu,  for  five  minutes,  repeating  the 
process  at  each  gathering  until  it  was  found  that  he  could  do  so 
with  perfect  comfort  to  himself,  a  great  impetus  would  be  afforded 
to  the  discussion  department. 

There  are  several  questions  connected  with  District  Associations 
that  are  purely  of  a  local  nature  ;  and  therefore  cannot  be  treated 
of  in  a  general  way.  The  geographical  circumstances,  and  means 
of  travelling  will,  of  course,  affect  the  attendance  at  the  meetings. 
Some  districts  are  fortunate  in  possessing  one  or  more  good  centres, 
easy  of  access  from  all  parts,  others  are  not  so  fortunate  in  this 
respect.  The  area  of  the  district  is  also  a  matter  of  importance. 
It  may  be  300  or  400  square  miles ;  and  it  may  be  ten  or  twenty 
times  as  much.  All  these  things  have  to  be  considered  in  fixing 
upon  the  periods  between  each  meeting,  the  time  and  length  of  the 
meetings,  &c. 


THE  GUIDE-FRAMING  OF  GASHOLDERS. 

Fourth  Article  {concluded). 

In  finishing  this  series  of  articles,  it  is  the  author’s  intention  to 
briefly  refer  to  the  class  of 

INDEPENDENT  COLUMN  GASHOLDERS. 

Example  I. 

We  will  take  a  treble-lift  gasholder  having  cast-iron  columns 
3  feet  diameter,  and  three  tiers  of  wrought-iron  trellis  girders, 
braced  with  light-ties,  all  of  best  workmanship  and  design,  and 
subject  to  ordinary  inland  wind  pressure 

D  =  150.  d  =  105.  N  =  18. 

D  X 

Now,  to  apply  the  formula  ^  we  must  first  determine  C. 

(See  rules  in  present  article.) 

For  three  lifts  and  three  tiers  girders  =  300 
Add  one-flfth  for  diagonal  ties  =  60 
Add  stiffness  of  cups,  &c.,  one-tenth  =  30 


390 

Deduct  for  shallow  girders  un¬ 
bracketed,  one-fifth  ....  GO 


330  =  C. 

The  bending  moment  is  therefore, 

- 13  ^  ^30  =  278  foot-tons. 

The  moment  of  resistance  of  a  cast-iron  column  3  feet  diameter. 
If  inch  thick,  by  the  rule 

hd  150  X  3  f  ,  . 

— r  =  — rw —  =  281  foot-tons. 

I’D  I'D 

which  is  practically  what  is  required.  But  to  allow  for  inaccura¬ 
cies  in  casting,  contraction  strains,  &c.,  it  would  be  as  well  to 
make  them  (say)  1|  inches  thick  at  the  base. 

Example  II. 

If  the  same  size  gasholder  as  the  last  be  constructed  with 
18  wrought-iron  framed  standards  (I  shape),  instead  of  cast-iron 
columns,  C  in  the  formula  must  be  reduced  to  300,  to  allow  for 
the  flexibility  of  the  standard  sideways,  &c.  This  will  increase  the 
bending  moment  to  306  foot-tons.  Now,  supposing  the  standard 
to  be  5  feet  deep  from  back  to  front,  we  have  (say)  61  tone 

strain  on  one  flange,  which,  at  5  tons  per  square  inch,  gives  at 
least  12  square  inches  required.  This  may  be  met  by  a  12-inch 
by  J-inch  table  plate,  and  two  angle-irons  4-ineh  by  4-inch  by 
|-inch,  which  together  would  give,  after  deducting  rivet-holes,  &c., 
about  12  square  inches  effective  area. 

Note. — The  only  objection  to  I  shape  standards  is  that  they  lack  lateral 
stillness.  Diagonal  bracing  should,  therefore,  be  adopted  ;  and  either  the 
distance  from  tier  to  tier  of  the  girders  should  not  be  too  great,  or  the 
bracing  between  the  standards  should  be  double.  Standards  should  also  be 
strutted  to  the  girders  horizontally. 


T -shaped  standards  are  much  in  favour,  because  they  are  very 
stiff  sideways.  The  front  member  does  its  share  of  the  work,  and 
relieves  the  diagonal  ties  of  much  strain.  In  fact,  the  standard 
becomes  a  double  one,  so  to  speak.  It  offers  resistance  both 
radially  and  tangentially ;  and  in  determining  R,  the  resistance  of 
the  two  members,  both  front  and  back,  must  be  added  together. 
But  in  doing  so,  only  half  of  the  theoretical  resistance  of  the  front 
member  should  be  taken  as  effective. 


CONCLUSIONS. 

Having  now  given  the  method  of  determining  the  strength,  or, 
in  other  words,  the  stability  of  a  gasholder,  and  illustrated  it  fully 
by  examples,  we  are  in  a  position  to  answer  for  the  safety  of  any 
existing  structure,  or,  on  the  other  hand,  to  design  any  gasholder 
having  one  or  several  lifts,  with  either  partial  or  complete  guide¬ 
framing. 

The  height  to  which  the  guide-frame  must  extend,  we  find  does 
not  depend  upon  considerations  affecting  the  guide-framing  itself ; 
but  it  is  limited  rather  by  the  bell  or  floating  part  of  the  holder. 

We  find  that,  as  regards  the  guide-framing  itself,  it  might 
very  well  stop  short  at  the  outer  lift  of  any  gasholder,  no  matter 
what  size  or  how  many  lifts,  because,  when  we  leave  out  of  considera¬ 
tion  the  help  it  receives  from  the  stiffness  of  the  curbs,  cups,  &c.,  of 
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the  bell,  the  strain  on  the  guide-framing  is  the  same  theoretically 
as  it  would  be  if  the  frame  extended  to  the  full  height  of  the  gas¬ 
holder.  Practically,  however,  there  is  more  liability  to  distortion ; 
and  consequently  the  rules  given  in  the  third  article  made 
provision  for  this.  We  may  conclude  that,  as  far  as  strength  is 
concerned,  it  is  not  the  guide-framing  itself  that  draws  the  line 
for  the  reduction  of  its  height ;  but  it  is  the  holder  or  bell  working 
within  it  which  decides  the  question. 

As  demonstrated  in  the  second  article,  when  treating  of  the  bell, 
it  is  not  safe  to  have  more  than  one  lift  free  in  a  three-lift  holder, 
unless  the  curbs,  cups,  and  sheeting  are  made  abnormally  heavy, 
to  meet  the  severe  racking  strains,  let  alone  the  flexibility  of  the 
structure. 

But  apart  from  the  question  of  mere  strength  and  safety,  there 
is  that  of  expediency.  Although  we  have  determined  that  it  is 
quite  possible,  under  certain  conditions,  to  reduce  the  height  of  the 
guide-framing  as  much  as  two  lifts  out  of  three,  yet  we  must  still 
ask.  Is  it  practicable  or  workable  ?  and.  Will  it  pay  ? 

The  following  are  amongst  the  most  serious  objections  : — 

1.  The  extra  weight  of  iron  required  both  in  the  bell  and  the 

guide-framing  would  in  all  probability  exceed  the  weight 
of  the  part  of  guide-framing  done  away  with. 

2.  It  is  taking  away  weight  from  the  still,  stable  guide¬ 

framing,  and  throwing  it  into  the  moving  and  working 
part  of  the  holder.  The  delicately-adjusted  light  series  of 
cylinders  are  then  called  upon  to  resist  all  the  strains ; 
and  must  therefore  be  converted  into  a  heavy,  stiff,  framed 
girder,  trussed  wherever  needed  to  make  up  for  the  aboli¬ 
tion  of  external  support. 

3.  The  increased  weight  of  the  floating  holder  will  give  much 

greater  back  pressure  upon  the  exhauster — a  constant 
expense. 

4.  Racking  and  twisting  strains  are  brought  to  bear  upon  the 

holder  which  it  never  suffers  when  the  guide-frame  reaches 
to  the  full  height. 

5.  There  is  also  much  extra  strain  on  all  rollers,  axles,  and 

working  parts,  detrimental  to  its  free  easy  working,  and 
increasing  the  wear  and  tear. 

6.  The  top  curb  must  resist  all  distorting  strains  without  assist¬ 

ance  from  the  guide-framing,  and  vice  versa. 

7.  Perfect  adjustment  of  rollers,  both  inside  and  out,  is  an 

essential  condition  ;  and  they  must  be  maintained  hard 
against  the  guides.  This  not  only  means  extra  trouble 
and  expense  periodically ;  but  if  neglected,  it  endangers 
the  whole  structure,  and  this  means  so  much  more  anxiety 
for  the  manager  of  the  works.  In  the  old  style  of  gas¬ 
holders,  an  inch  or  two  of  play  would  not  be  so  dangerous 
as  ^  inch  would  in  the  new. 

8.  The  thrust  of  rollers  against  the  guides  in  the  outer  lift 

would  be  very  great ;  necessitating  stronger  guides,  rollers, 
&c.,  and  outside  rollers  on  the  outer  lift. 

9.  A  gasholder  having  guide-framing  the  full  height  is  much 

more  handsome  in  appearance. 

Many  of  the  objections  stated  against  the  reduction  of  guide¬ 
framing  by  two  lifts  apply  (although  in  a  less  degree)  to  its  reduc¬ 
tion  by  one  lift.  There  would  be  no  danger,  however,  if  con¬ 
structed  properly  ;  and  it  is  a  matter  of  calculation  only  as  regards 
economy.  The  curbs,  cups,  sheeting,  axles,  carriages,  &c.,  being 
increased  and  stiffened  to  suit,  are  set  against  the  saving  (if  any) 
in  the  guide-framing,  and  possibly  less  labour  in  erection.  The 
workmanship  and  erection  must  be  very  carefully  watched,  as  so 
much  depends  upon  perfect  adjustment  of  all  the  parts. 

In  any  case  there  would  appear  very  little  advantage  to  be 
gained  by  reducing  the  guide-framing  ;  because  the  extra  risk  and 
anxiety,  and  constant  costly  examination  necessary,  would  counter¬ 
balance  much  of  the  possible  economy  in  the  first  instance. 

To  sum  up  then — 

1.  Each  lift  in  any  holder  must  exceed  one-seventh  of  the 

diameter  in  depth. 

2.  It  is  not  possible  to  make  a  reliable,  healthy,  and  cheap, 

holder  of  three  lifts,  with  two  of  them  ‘  free.’ 

3.  It  is  possible  to  make  a  three-lift  holder  with  one  lift  free, 

and  it  may  be  cheaper ;  yet  we  find  there  are  many  draw¬ 
backs. 

4.  Gasholders  with  guide-framing  of  less  height  than  that  of 

the  outer  lift  (fig.  40)  do  not  bear  consideration  in  the 
light  of  the  principles  set  forth  in  these  articles.  They 
must,  therefore,  be  struck  out  of  the  category  of  practical 
engineering  altogether. 


should  be  ^particularly  noted : — If  it  were  not 
for  the  buckling  and  distorting  tendency  of  the  gasholder  and  its 
raming,  the  columns  or  standards  could  be  made  very  light 


ndeed — in  fact,  the  sectional  area  of  each  would  only  need  to  be 
,-but  a  few  square  inches ;  and  as  far  as  strength  goes,  it  would  be 
immaterial  whether  we  made  the  guide-framing  a  simple  cylinder 
of  sheet  iron,  very  thin,  or  divided  the  cylinder  up  into  posts 
(standards)  and  connected  these  posts  together  with  bracing  of 
sufficient  strength  to  make  up  for  the  absence  of  the  thin  sheet-iron 
web.  The  more  we  approximate  to  the  merely  theoretical  require¬ 
ments,  the  nearer  we  approach  the  simple  thin  cylinder,  which,  if 
we  made  the  gasholder  several  hundred  feet  diameter,  would 
answer  the  requirements  of  the  ordinary  formula  for  strength  of 
cylindrical  cantilever,  if  made  the  thickness  of  drawing  paper  !  Of 
course,  if  it  were  not  absirrd  from  a  practical  point  of  view  to  act 
upon  this,  we  should  then  have  but  little  need  of  guide-framing  at 
all — provided  absolutely  perfect  workmanship  and  exact  fit  could 
be  relied  upon — because  the  gasholder  bell  itself  would  be  exces¬ 
sively  strong  for  the  purpose,  and  a  few  feet  of  guide-frame,  just  to 
hold  it  in  position,  would  be  all  that  would  be  required.  (See  fig.  40) 
But  we  all  know  such  a  thing  would  not — to  put  it  mildly — be  very 
good  engineering;  and  for  one  simple  reason.  No  allowance  is 
made  for  the  buckling  and  distorting  tendencies  ;  and  in  all,  especi¬ 
ally  in  large  structures,  this  becomes  a  very  important  item.  It 
has  been  treated  as  such  in  these  articles. 

It  may  be  asked.  Why  cannot  the  floating  holder  itself  be  so 
stiffened  up  internally  and  externally  with  vertical  stays,  strong 
girder  rings,  ties,  &c.,  as  to  make  external  support  (beyond  a  few 
feet  at  the  base)  unnecessary  ?  As  far  as  mere  theoretical  strength 
is  concerned,  it  could  be  so;  but  it  would  be  very  impracticable 
for  many  reasons. 

1.  Because  of  the  excessive  weight  to  be  thrown  into  the 

holder.  It  is,  in  fact,  putting  the  weight  of  the  usual 
external  guide- framing  into  the  framework  of  the  holder, 
in  order  to  resist  distortion,  &c. 

2.  The  material  is  not  so  well  disposed ;  having  no  base  to 

stand  upon. 

3.  The  elasticity  and  variation  in  length  of  iron,  &c. — leaving 

out  other  reasons — make  it  impossible  to  attain  the  abso¬ 
lutely  necessary  conditions  of  ^perfect  fit  and  perfect 
rigidity. 

These  are  only  a  few  of  many  reasons,  which  have  already  been 
advanced  in  former  articles  against  such  a  proposal. 

It  is  perhaps  necessary  to  remark  that,  although  the  force  of  wind 
to  which  a  structure  may  be  exposed  cannot  be  given  exactly,  yet 
this  does  not  affect  in  anyway  what  we  have  done.  All  the  doubt 
which  may  be  expressed  concerning  the  wind  pressure  acting  on  a 
gasholder  is  equally  applicable  to  the  wind  pressure  on  a  bridge,  or 
any  other  large  and  exposed  structure.  The  force  of  wind  has  to 
be  met  in  both  cases ;  but  on  that  account  we  need  not  assume 
that  it  is  impossible  to  determine  the  strains  on  either  the  one  or 
the  other.  All  we  have  to  do  is  to  determine  the  strains  due  to 
what  we  consider  the  maximum  uniform  wind  pressure  that  is  ever 
likely  to  come  upon  it.  This  may  be  20,  30,  or  40  lbs.,  whichever 
we  please  ;  it  makes  no  difference  to  the  method.  In  our  case  we 
have  taken  about  30  lbs.  as  the  maximum,  and  constructed  all  the 
formulas  accordingly ;  and,  of  course,  if  the  structure  defies  the 
maximum,  we  need  not  trouble  ourselves  about  the  lesser  strains — 
they  are  covered  by  it.  It  is  a  very  simple  matter  to  modify  the 
formula  to  suit  any  desired  wind  pressure. 

In  conclusion  it  has  been  the  author’s  endeavour  to  accomplish 
the  following ; — 

1.  To  show,  in  the  simplest  possible  manner  the  principles 

relating  to  strength  of  gasholders,  and  the  manner  in 
which  they  are  affected  by  varying  the  design. 

2.  To  give  ready  rules  for  determining  the  strains  on  the 

guide-framing  for  gasholders  under  different  conditions  ; 
also  the  floating  holder,  as  far  as  it  is  affected  by  altera¬ 
tion  in  the  guide-framing. 

3.  To  show  the  extent  to  which  the  present  guide-framing  can 

be  modified  as  regai’ds  height ;  and  the  advantage  or  dis¬ 
advantage  likely  to  result  from  such  practice. 


Note  on  Mr.  Gadd’s  Gasholder. — It  is,  of  course,  evident 
that  the  method  of  determining  the  strains  demonstrated  in 
these  articles,  refers  to  gasholders  having  vertical  guides.  Since 
these  papers  were  written  Mr.  Gadd  has  proposed  to  construct  gas¬ 
holders  with  inclined  guides.  This  is  a  radical  departure  from 
all  previous  practice,  and  involves  a  somewhat  different  method 
of  treatment ;  it  being  asserted  that,  with  inclined  guides,  the  base 
of  the  holder  will  always  be  maintained  in  a  horizontal  position 
and  may  be  considered  as  “  fixed.” 


We  have  received  from  the  Secretary  of  the  Institution  of  Civil 
Engineers  (Mr.  J.  Forrest)  a  list  of  the  subjects  suggested  for 
original  communications  to  be  read  and  discussed  at  the  ordinary 
meetings  of  the  Institution  in  the  forthcoming  session.  Among 
them  are  the  following,  in  which  our  readers  are  specially 
interested  The  Best  Combined  System  of  Warming,  Venti¬ 
lating,  and  Lighting  Large  Buildings.”  “  Central  Station  Electric 
Lighting.”  “  The  Sale  of  Water  by  Measure.”  “  The  Effect  of 
Wind  upon  Structures,  as  influenced  by  (1)  their  Superficial  Area, 
(2)  the  Form  or  Position  of  the  Exposed  Surfaces,  (3)  the  Shelter 
of  Adjacent  Bodies,  and  (4)  the  Dynamic  Action  of  Sudden  Gusts.” 
“  The  Petroleum  Engine  and  its  Applications.”  “  The  Application 
of  Electricity  to  the  Purification  of  Water  and  Sewage.”  For 
approved  papers,  the  Council  of  the  Institution  award  premiums, 
arising  out  of  special  funds  bequeathed  for  the  purpose. 
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Ceclrmcal  ^eforb. 

NORTH  OF  ENGLAND  GAS  MANAGERS’  ASSOCIATION. 

The  Twenty-third  Half-T^early  Meeting  of  this  Association  was 
held  last  Friday,  in  the  Offices  of  the  West  Hartlepool  Gas  and 
Water  Company.  The  President  (Mr.  T.  Bower,  Engineer  of  the 
Company)  occupied  the  chair  ;  and  there  was  a  good  attendance 
of  members  and  friends. 

The  Honorary  Secretary  (Mr.  W.  Hardie,  of  Newcastle-upon- 
Tyne)  having  opened  the  proceedings  hy  reading  the  notice  con¬ 
vening  tlie  meeting, 

Mr.  Fisher,  the  Chairman  of  the  Hartlepool  Gas  and  Water 
Company,  said  he  would  not  detain  the  members  long;  but  he 
craved  their  indulgence  for  a  few  minutes  in  order  that  he  might 
say  a  word  or  two.  On  behalf  of  the  Company,  he  had  very  great 
pleasure  in  according  to  them  a  cordial  and  hearty  welcome.  He 
remembered  their  last  visit  to  the  town,  which,  he  supposed,  was 
about  seven  years  ago.  Many  changes  had  taken  place  since  then. 
Old  faces  had  passed  away ;  and  new  ones  appeared  among  the 
members.  On  the  occasion  of  their  previous  visit,  they  selected  for 
their  President  their  much  respected  and  esteemed  friend  Mr.  Trew- 
hitt,  the  Secretary  ;  and  there  was  associated  with  him  one  who  had 
passed  away — his  lamented  friend  Mr.  Mossman,  the  Engineer.  He 
was  very  pleased  to  find  that  they  had  this  year  done  honour  to 
their  Engineer  (Mr.  T.  Bower),  by  selecting  him  as  their  President. 
Mr.  Bower  was  one  who,  although  comparatively  new  to  the  dis¬ 
trict,  had  already  won  golden  opinions.  West  Hartlepool  had 
made  considerable  progress  during  the  last  seven  years.  Many  of 
those  who  were  there  before  would  have  noticed  that  the  town  had 
very  much  extended,  and  that  the  gas-works  were  also  a  great  deal 
larger.  The  two  were  very  much  bound  up  with  each  other. 
Prosperity  to  the  town  meant  prosperity  to  the  Company  ;  and 
vice  versa.  The  town  was  restricted  on  the  north-east ;  but  on  the 
south  and  west  it  had  extended  very  much.  It  had  also  improved 
its  standing.  They  had  now  attained  the  dignity  of  a  borough  and 
a  Corporation.  Their  first  Mayor — a  Jubilee  Mayor — was  now 
presiding  over  the  town.  They  would  probably  not  have  an  oppor¬ 
tunity  of  meeting  with  him ;  but  he  was  sure  the  Mayor  would 
have  extended  to  them  on  behalf  of  the  town,  as  he  (Mr.  Fisher)  did 
on  hehalf  of  the  Company,  a  very  hearty  welcome.  He  thanked 
them  again  for  choosing  West  Hartlepool  as  their  meeting  place. 

New  Members. 

The  following  gentlemen  were  admitted  to  the  Association  : — 
As  Members  :  Mr.  Herbert  Lees,  of  the  Workington  Gas-Works  ; 
and  Mr.  E.  W.  Smith,  of  the  Cockermouth  Gas-Works.  As  Asso¬ 
ciates  :  Mr.  W.  Frazer,  of  Messrs.  Frazer  and  Son,  Newcastle; 
and  Mr.  E.  F.  Wallace,  of  the  Trindon  Colliery. 

The  President  then  delivered  the  following 
INAUGURAL  ADDRESS. 

Gentlemen, — I  thank  you  most  heartily  for  the  honour  you  did 
me,  at  your  last  meeting,  in  electing  me  your  President  for  the 
ensuing  year.  I  have  some  doubts  as  to  being  able  to  fulfil  the 
duties  of  the  office  in  the  manner  they  demand  ;  and,  while  fully 
sensible  of  the  great  compliment  you  have  paid  me  in  placing  me 
in  this  position,  I  am  also  deeply  impressed  with  the  duties  and 
responsibilities  of  the  office,  following  as  I  do  the  worthy  men  who 
have  occupied  this  chair  before  me.  I  shall,  however,  endeavour, 
with  your  assistance,  to  carry  out  the  objects  of  our  Association  ; 
and  I  trust  that,  if  we  are  not  able  at  the  expiration  of  my  term  of 
office  to  report  much  progress,  we  may  at  least  have  witnessed  no 
retrogression.  I  trust,  too,  that  each  member  will  avail  himself  of 
that  interchange  of  opinion  and  practical  knowledge  which  is  a 
chief  feature  of  our  meetings,  by  bringing  forward,  either  by  means 
of  a  paper  or  discussion,  any  subject  that  may  be  of  interest  to  the 
members,  or  of  service  in  the  further  development  of  the  business 
with  which  we  are  all  associated.  I  would  especially  ask  this  of 
the  younger  members  of  our  profession,  who  will  find  that  they 
are  not  only  benefiting  their  fellow-members  by  imparting  to 
them  their  experience,  but  that  they  themselves  obtain  much  in¬ 
formation  in  the  discussion  arising  thereon  that  could  not  possibly 
be  procured  by  a  position  of  isolation. 

We  may  fairly  congratulate  ourselves  on  the  progress  of  the 
gas  industry  during  the  past  year.  Increased  consumption  has 
taken  place  in  most  towns  throughout  the  country  ;  and  this  fact  is 
all  the  more  encouraging  when  we  consider  the  number  of  rivals 
which  gas  has  to  face,  and  the  great  competition  that  now  exists 
both  in  public  and  private  lighting.  I  am  of  opinion  that  the 
present  year  will  be  even  more  prosperous  than  the  past ;  and  so 
far  as  the  North  of  England  is  concerned,  I  believe  we  are  entering 
upon  a  term  of  trade  prosperity,  when  considerably  more  gas  will 
be  required  both  for  domestic  and  commercial  purposes.  Although 
the  gas  undertakings  in  charge  of  the  members  of  this  Association 
at  present  represent  a  capital  of  nearly  five  millions  sterling,  making 
7200  million  cubic  feet  of  gas,  and  using  over  710,000  tons  of  coal 
annually,  I  have  no  doubt  that,  as  a  greater  demand  arises,  the 
necessary  capital  to  meet  it  will  be  readily  provided  by  the  public, 
in  whose  favour  gas  stock  seems  to  become  more  popular  year  by 
year  as  an  investment. 

Of  late  years  much  has  been  said  of  the  electric  light  as  a  com¬ 
petitor  with  gas.  I  do  not  now  intend  to  say  much  on  this  matter, 
further  than  this— that  I  think  any  diminished  consumption  of  gas 
due  to  the  introduction  of  such  light  has  been  fully  compensated 
for  by  the  increased  consumption  that  has  taken  place  through  the 
public  now  having  a  desire  for  more  light  than  they  had  prior  to 


the  introduction  of  the  electric  light ;  and  while  admitting  that 
there  are  special  purposes  for  which  the  latter  may  be  more  suit¬ 
able  than  gas,  I  feel  sure  that,  for  general  lighting,  gas  has  yet  a 
bright  future,  and  will  long  maintain  the  premier  position  it  now 
holds.  While,  however,  putting  aside  any  fear  of  diminished  gas  con¬ 
sumption  through  the  introduction  of  the  electric  light,  I  am  not  at 
all  insensible  to  the  fact  that  in  paraffin  oil  we  have  a  competitor  that 
is  likely  to  some  extent  to  interfere  with  increased  consumption. 
More  especially  will  this  be  the  case  in  small  towns,  and  towns  where 
the  population  is  of  a  migratory  character.  I  feel  convinced  that, 
unless  the  greatest  facilities  be  given  to  the  working  classes  to  en¬ 
courage  the  consumption  of  gas,  that  the  use  of  oil,  should  it  remain 
at  its  present  value,  will  still  further  extend.  And  not  only  for 
domestic  lighting  will  this  be  the  case,  but  also  for  manufactories 
— such  as  iron,  engineering,  shipbuilding,  and  other  large  works, 
where  of  late  the  Lucigen  light  has  been  much  used;  it  having  in 
many  instances  in  the  North  of  England  been  substituted  both  for 
gas  and  the  electric  light.  I  think,  however,  that  a  great  deal  of 
the  increased  lighting  by  oil  is  due  solely  to  the  very  low  price  of 
this  commodity — a  state  of  things  resulting  from  the  recent 
discoveries  of  such  enormous  and  almost  unlimited  quantities  of 
oil,  the  better  facilities  for  its  shipment  to  this  country  by  the 
adoption  of  special  tank  steamers  in  preference  to  the  usual  system 
of  shipping  by  barrels,  and  the  keen  competition  that  has  arisen 
between  the  Russian  and  American  petroleum  districts.  But 
although  its  cost  is  so  very  low,  the  disadvantages  and  risks 
attending  its  use  are,  as  you  know,  very  great ;  and  almost  every 
day  this  fact  is  prominently  brought  before  us  by  the  frequent 
occurrence  of  deaths  from  burning  caused  by  the  upsetting  of 
petroleum  lamps.  There  is  besides  the  constant  trimming  of 
such  lamps,  the  breaking  of  chimneys,  &c.  (which  is  a  very  great 
annoyance  compared  to  the  simple  turning  of  the  ever-ready 
gas-tap),  to  say  nothing  of  the  constant  obnoxious  smell  arising 
from  its  use.  All  these  points  considered,  I  am  of  opinion  that,  if 
gas  companies  still  continue  to  supply  gas  at  the  lowest  possible 
price,  diffuse  a  knowledge  amongst  the  public  of  the  conditions 
under  which  gas  may  best  be  consumed,  and  offer  every  induce¬ 
ment  for  its  economical  consumption,  even  the  competition  from 
cheap  oil  may  be  overcome,  and  the  day  is  far  distant  when  gas 
lighting  will  be  materially  affected  by  any  of  its  competitors. 

For  purposes  of  cooking,  heating,  and  motive  power,  much 
may  yet  be  done  to  extend  the  use  of  gas ;  and  we  ought  not  to 
rest  content  until  we  can  report  that  our  customers  for  these  pur¬ 
poses  are  quite  as  numerous  as  those  for  lighting.  I  look  forward 
with  hope  that  the  day  is  not  far  distant  when,  not  only  cooking 
and  heating  stoves  will  be  established  things  in  all  well-regulated 
households,  but  that  small  gas  motors  will  become  general,  both 
for  domestic  and  trade  requirements,  and  that  the  consumption  of 
gas  for  such  purposes  will  become  as  great,  if  not  greater  than  that 
for  lighting.  Without,  however,  waiting  for  such  uses  of  gas  to 
develope  itself  in  the  course  of  events,  gas  companies  should 
provide  all  possible  facilities  that  will  tend  to  urge  on  its  speedy 
introduction  ;  let  the  public  know  and  see  the  advantages  to  be 
gained  by  using  gas  for  these  purposes,  and  provide  apparatus  of 
the  best  kind  either  on  hire  or  purchase.  Especially  would  I 
recommend  the  hire  system  as  one  that  ought  to  be  adopted  by 
all  companies  and  corporations  who  have  not  yet  introduced  it ; 
and  should  it  still  be  necessary  to  advance  any  argument  in  favour 
of  taking  this  step,  I  would  point  to  the  great  success  that  has 
attended  its  introduction  in  almost  every  case — our  own  being  no 
exception  to  this  rule.  Some  sixteen  months  ago  an  exhibition  of 
gas  apparatus  was  held  ;  and  since  then  upwards  of  300  stoves  of 
all  descriptions  have  been  fixed — resulting  in  an  increase  to  our 
business  for  this  purpose  alone  of  something  like  6  or  7  per  cent, 
on  our  total  make  of  last  year. 

In  the  introduction  of  gas-engines,  I  am  not  sure  that  gas  com¬ 
panies  themselves  have  done  all  they  might  to  extend  their  use  ; 
for,  notwithstanding  the  fact  that  in  the  smaller  sizes  they  have 
been  proved  both  convenient  and  economical,  we  find  in  many  gas¬ 
works  that  steam  is  still  employed  in  preference  to  gas.  This  ought 
not  to  be  the  case,  as  the  public  very  justly  look  to  us  for  example. 
Gas-engines  are,  however,  daily  becoming  more  popular ;  and  there 
are  now  some  28,000  of  the  “  Otto  ”  type  alone  in  use.  In  several 
towns  as  many  as  one  per  1000  of  the  population  is  in  use  ;  and 
when  the  advantage  in  the  saving  of  boiler  space,  attendant’s  wages, 
diminished  nuisance  from  smoke,  and  all  the  minor  nuisances  from 
steam,  are  considered,  these  alone  are  points  of  sufficient  importance 
to  recommend  their  employment.  But  even  in  the  working  cost, 
gas-engines  with  a  consumption  for  many  purposes  not  exceeding 
20  to  25  cubic  feet  of  gas  per  indicated  horse  power  per  hour  will  be 
found  more  economical  than  the  cost  of  working  many  steam- 
engines,  some  of  which  were  found  by  Sir  Frederick  Bramwell,  in 
his  recent  tests  at  Birmingham,  to  be  consuming  as  high  as  20  lbs. 
of  coal  per  indicated  horse  power  per  hour.  I  know  this  is  a  very 
high  estimate,  compared  with  the  splendid  results  that  have  been 
attained  by  many  noted  makers  of  modern  steam-engines  on  a 
large  scale.  But  in  small  engines  of  more  recent  make,  and  such 
as  are  used  for  light  trade  purposes,  it  is  no  unfrequent  occurrence 
to  find  the  consumption  of  coal  per  horse  power  even  much  in 
excess  of  what  I  have  already  stated  ;  and  in  these  cases,  in  addition 
to  the  convenience  before  mentioned,  gas-engines  will  be  found  a 
very  economical  substitute  for  steam. 

Although  the  fall  in  the  value  of  residual  products  during  the 
past  few  years  has  been  so  rapid,  and  resulted  in  greatly  diminished 
revenues  to  gas  companies  from  this  source,  it  is,  from  a  consumer’s 
point  of  view,  matter  for  congratulation,  that,  in  very  few  cases 
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indeed,  have  companies  thought  it  necessary  to  increase  the  price 
of  gas ;  such  reduced  receipts  having  been  met  either  by  the  gas 
companies  drawing  upon  their  reserve  fund,  where  any  existed,  or 
being  content  where  none  did  exist  to  declare  smaller  dividends. 
This  is  a  point  that  ought  not  to  be  overlooked  by  the  public,  should 
the  value  of  residual  products  so  far  recover  as  to  admit  of  better 
dividends. 

Throughout  the  past  year  the  value  of  tar  and  its  products  have 
shown  considerable  improvement,  and  will,  I  believe,  still  continue 
in  an  upward  direction.  Quite  recently  an  ofier  was  made  to  one 
of  the  largest  chemical  manufacturing  firms  in  the  kingdom  to 
purchase  the  whole  of  the  tar  products  produced  at  their  works 
during  the  year  1889  at  present  market  prices  ;  and  although  there 
may  be  an  element  of  speculation  in  such  an  offer,  yet  to  some 
extent  it  indicates  that  the  parties  most  intimately  connected  with 
the  business  have  confidence  in  existing  prices  being  maintained. 

I  trust,  however,  that  both  buyers  and  sellers  will  abstain  from 
making  long  forward  contracts  on  what  may  seem  favourable  terms, 
as,  however  pleasant  it  may  be  for  companies  to  receive  for  the 
time  being  prices  for  their  tar  far  in  excess  of  its  market  value, 
such  a  condition  of  things  cannot  tend  to  cultivate  a  healthy  state 
of  trade,  as  it  must  be  equally  unpleasant,  as  well  as  disastrous,  to 
chemical  manufacturers  to  have  to  pay  for  tar  a  price  far  in  excess 
of  what  its  products  will  realize. 

Sulphate  of  ammonia,  which  commenced  the  year  at  £12  10s. 
per  ton,  has  continued  to  average  a  little  under  that  price  down  to 
last  weeks’  quotation  of  £11  10s.  per  ton ;  and  at  this  figure  the 
market  is  very  firm.  As  the  manufacture  of  sulphate  becomes 
more  general  among  gas  companies,  I  should  anticipate  that  a 
greater  demand  for  it  will  arise,  as  each  company  will,  I  feel  sure, 
use  all  possible  means  of  bringing  before  farmers,  in  their  own 
immediate  district,  the  value  of  sulphate  of  ammonia  as  a  ferti¬ 
lizing  agent,  and  thereby  create  a  better  local  demand.  _  Farmers, 
too,  in  these  days  of  better  technical  and  scientific  education,  should 
not  be  slow  to  avail  themselves  of  such  facilities,  as  in  purchasing 
sulphate  direct  from  the  producers  they  will  be  far  more  likely  to 
get  full  value  for  their  money  than  by  purchasing  in  the  open 
market  manures  that  are  not  always  free  from  deleterious  sub¬ 
stances,  and  in  very  many  cases  do  not  contain  the  proportion  of 
ammonia  stated  by  agents  anxious  to  effect  sales  ;  whereas,  on  the 
other  hand,  gas  companies  will  desire  to  secure  local  reputation 
and  will  at  least  see  that  the  farmer  gets  what  he  bargains  for. 

Plant  for  working  on  the  continuous,  in  preference  to  the  inter¬ 
mittent  system  is  now  being  generally  adopted,  as  tending  not 
only  to  reduce  the  cost  of  producing  sulphate,  but  also  to  deal 
with  much  larger  quantities  of  ammoniacal  liquor  in  a  given  time. 
The  elimination  of  the  sulphur  from  the  waste  gases  arising  from 
such  manufacture  has  of  late  received  much  attention,  with  the 
result  that  the  Claus  patent  sulphur  recovery  plant  is  becoming 
much  more  used.  This,  I  think,  is  a  step  in  the  right  direction,  as, 
even  if  the  plant  is  not  found  very  profitable,  it  will  convert  into  a 
commercial  commodity  what  has  hitherto  caused  more  or  less 
nuisance.  On  this  ground  alone,  it  is  worth  our  consideration  ; 
as  every  effort  should  be  used  to  carry  on  our  business  with  as 
little  annoyance  to  others  as  possible.  Later  on  you  will  have  an 
opportunity  of  seeing  a  new  sulphate  plant,  on  the  continuous 
process,  recently  put  down  for  my  Company  by  Messrs.  E.  and  J . 
Dempster,  and  in  conjunction  therewith  one  of  the  Claus  sulphur 
recovery  plants  erected  by  Messrs.  C.  and  W.  Walker.  In  conse¬ 
quence  of  the  short  period  they  have  been  at  work  I  am  unable  now 
to  give  many  particulars  of  the  cost  of  working,  but  may  at  some 
future  time  have  the  pleasure  of  placing  before  you  the  results  of  a 
more  lengthened  experience. 

The  demand  for  gas  coke  has  of  late  been  very  brisk,  resulting 
in  most  of  the  old  stocks  being  cleared  out,  and  better  prices  realized. 
This  demand  I  attribute  partly  to  a  revival  in  the  home  trade, 
causing  a  larger  consumption,  and  partly  to  the  increased  quantity 
that  has  recently  been  sought  after  for  export.  Both  for  domestic 
and  trade  purposes,  coke  ought  to  be  much  more  extensively  used, 
were  its  advantages  thoroughly  understood  and  appreciated  by  the 
public.  It  is  not  generally  known,  I  believe,  by  the  owners  of 
small  steam-boilers  that,  by  the  use  of  coke  under  such  boilers, 
steam  can  be  raised  quicker  than  by  coal,  and  in  many  cases  at 
much  less  cost.  For  smiths’  purposes,  too,  it  has  been  found  very 
serviceable,  and  in  a  large  number  of  shops  is  now  almost  exclusively 
used  in  place  of  coal.  The  extended  use  of  coke  would  also  tend  to 
assist  in  solving  the  vexed  question  of  smoke  abatement,  and  reduce 
the  enormous  loss  resulting  from  the  dense  volumes  of  smoke 
which  now  issue  from  the  chimney  stack,  besides  clearing  the 
atmosphere  of  such  smoke,  and  thereby  assisting  to  make  life  more 
pleasant  in  our  populous  towns. 

A  movement  has  recently  been  started  in  the  north  by  the  Wor¬ 
shipful  Company  of  Plumbers,  to  establish  local  centres  for  the  re¬ 
gistration  of  plumbers.  This  is  a  movement  which  should  in  aU  towns 
receive  the  hearty  co-operation  and  support  of  all  gas  managers 
and  gas  companies.  It  is  unnecessary  for  me  here  to  dilate  upon 
the  many  annoyances  that  gas  consumers  have  to  put  up  with 
through  defective  plumbing ;  and  any  steps  that  will  tend  to  place 
plumbers’  work  on  a  more  scientific  basis  will,  I  feel  confident,  be 
accepted  as  a  great  boon  by  the  general  public,  who  must  neces¬ 
sarily  have  greater  confidence  in  the  work  executed  by  registered 
plumbers,  who  are  known  to  be  men  of  ability  for  their  work,  than 
in  the  work  done  by  indifferent  workmen  who  are  not  registered. 
To  plumbers  themselves,  this  system  will  be  very  advantageous, 
as  it  will  ensure  competent  men  only  being  sent  out  to  first-class 
work  at  better  wages ;  thus  giving  to  those  who  have  served  a 


proper  apprenticeship,  and  who,  by  careful  attention  to  their  work, 
have  thoroughly  mastered  the  details  thereof,  better  remuneration 
for  their  labour  than  the  careless  and  indifferent  workmen  whose 
labour  in  this  particular  branch  is  too  often  found  to  be  dear  at  any 
price. 

I  am  afraid,  however,  that  many  of  the  annoyances  gas  con¬ 
sumers  have  to  contend  with  are  not  due  altogether  to  careless 
plumbing,  but  in  many  cases  may  be  traced  to  consumers  them¬ 
selves,  who  will  persist  in  purchasing  the  cheapest  of  everything 
they  can  find  connected  with  gas-lighting — articles  that  in  the  end 
often  cost  very  much  more  than  those  of  a  better  class,  to  say 
nothing  of  the  constant  annoyance  arising  from  the  use  of  such 
fittings.  One  of  the  aims  of  the  Plumbers’  Company  is  to  en¬ 
deavour,  in  the  erection  oi  new  houses,  to  prevail  upon  the  builders 
and  architects  thereof  to  omit  the  plumbing  work  altogether  from 
their  specifications,  and  to  set  apart  such  a  sum  as  will  enable 
this  to  be  done  in  a  satisfactory  manner  by  registered  plumbers, 
at  such  rates  as  may  be  found  remunerative  for  better  class  work  ; 
thereby  avoiding  to  some  extent  the  great  competition  that  now 
exists  in  plumbing,  and  the  scamped  work  arising  from  such  com¬ 
petition  and  low  prices.  It  will  be  necessary  in  doing  this  that 
some  schedule  of  prices  shall  be  adopted  for  the  different  classes 
of  work  to  be  carried  out ;  but  it  also  occurs  to  me  that,  before 
such  a  system  could  be  satisfactorily  adopted,  it  would  in  the  case 
of  gas  and  water  fittings  be  necessary  also  to  have  a  schedule  of 
standard  sizes,  which  all  registered  plumbers  must  be  compelled  to 
work  to  ;  and  although  this  system  is  already  in  existence  in  some 
towns,  it  must,  to  ensure  success,  and  its  universal  adoption,  be 
enforced  by  some  legal  and  acknowledged  authority,  such  as  par¬ 
liamentary  power,  or,  failing  that,  instructions  from  a  Joint 
Committee  composed  of  members  of  the  Plumbers’  Company,  who 
would  have  control  of  all  registered  plumbers,  and  members  of 
The  Gas  Institute  acting  on  behalf  the  gas  companies  throughout 
the  country.  . 

Eeferring  as  I  have  done  to  the  necessity  of  standard  sizes 
being  adopted  in  gas-fitting,  leads  me  for  a  short  time  to  the  con¬ 
sideration  of  the  adoption  of  this  system  to  gas  plant  generally — 
a  subject  which,  to  my  mind,  deserves  more  attention  than  it  has 
hitherto  received  either  from  gas  managers  or  the  makers  of  gas 
apparatus.  Some  time  since  Mr.  Whyte,  of  Seaham  Harbour, 
brought  this  matter  before  our  Association.  Although  in  his 
paper  he  dealt  chiefly  with  retorts,  I  am  of  opinion  that  the 
principle  may  be  extended  to  most  apparatus  connected  with  gas¬ 
works  with  very  considerable  advantage  to  both  makers  and  users 
of  such  ;  and  I  feel  quite  sure  that  this  fact  will  be  admitted  by  all 
who  know  the  great  benefit  arising  from  the  adoption  of  Whitworth 
standard  sizes  of  threads,  and  standard  sizes  for  meters,  &c.  There 
is  perhaps  no  part  of  the  apparatus  employed  in  gas  making 
which  permits  of  greater  scope  for  reform  in  this  direction  than 
retorts  and  retort-fittings.  To  describe  all  the  different  sizes  and 
shapes  of  those  in  use  would  be  a  work  far  too  tedious  for  this 
meeting,  and  one  that  I  shall  not  attempt ;  but  I  would  ask  how 
often  do  we  find,  in  works  of  only  moderate  size,  three,  four,  or 
more,  different  sizes  and  shapes  of  retorts  in  use  on  one  bench, 
separate  patterns  for  all  of  which  have  had  to  be  made — thereby 
incurring  additional  expenses,  which  must  be  borne  by  the  users 
of  these  articles,  either  directly  or  indirectly,  to  say  nothing  of  the 
confusion  that  arises  through  so  many  different  patterns  being  in 
use.  Take,  for  instance,  the  Q-shape  retort— a  form  tha,t  is  very 
extensively  used— it  will  be  found  that  almost  every  engineer  has 
some  particular  preference  both  in  size  and  shape.  It  is  surprising 
the  number  of  different  shapes  that  are  in  use  of  this  form  of 
retort  of  even  the  same  size.  Some  have  sharp  square  corners  ; 
others  are  a  little  round  ;  while  in  other  cases  they  are  so  round 
that  it  is  difficult  to  distinguish  them  from  ovals.  Then,  again, 
in  others  the  top  part  will  vary ;  while  others  differ  in  the  number 
of  bolt-holes.  If  all  these  shapes  be  made  in  six,  eight,  or  as 
many  as  ten  different  sizes,  you  would  readily  see  that  the  cost 
incurred  therein  must  be  enormous  ;  and  the  matter  becomes  one 
of  greater  importance  than  we  are  apt  to  attach  to  it. 

Many  manufacturers  have  given  it  as  their  opinion  that,  were 
standard  sizes  adopted,  a  saving  of  at  least  10  per  cent,  might  be 
effected ;  while  in  retort-fittings  almost  as  great  a  saving  might 
also  be  made.  And  this  is  not  the  only  advantage  we  should  gain 
by  the  adoption  of  standard  sizes.  Many,  if  not  all  of  us,  have  at 
one  time  or  another  suffered  some  inconvenience  and  annoyance 
through  delay  in  the  delivery  of  retorts  at  a  time  of  the  year  when 
makers  have  been  pushed  to  execute  in  a  short  time  more  orders 
than  they  were  able  to  do  ;  and  some  of  us  also  remember  having 
had  retorts  sent  that  had  been  taken  from  the  kiln  long  before  they 
were  sufficiently  well  burned.  This  might  to  a  great  extent  be 
overcome  if  makers  knew  the  sizes  likely  to  be  required,  and 
could  put  into  stock  a  number  of  each  size,  which  could  be  made 
at  a  time  of  the  year  when  they  had  few,  if  any,  orders  in  hand, 
to  be  kept  until  the  busy  season,  or  for  cases  of  emergency  arising 
from  accidents  or  other  causes,  when  they  would  be  ready  for 
despatch  at  once.  Then  for  purposes  of  comparison  of  the  make 
of  gas  per  mouthpiece  at  different  works,  how  much  simpler  it 
would  be  were  standard  sizes  universal  ? 

In  the  case  of  valves,  how  seldom  do  we  find  two  makers  having 
the  same  size  of  flange,  or  having  the  same  centres  for  bolt-holes 
and,  again,  in  flange-pipes  the  same  thing  occurs,  often  resulting 
not  only  in  extra  cost  for  patterns,  but  in  considerable  delay  to  get 
special  sizes ;  whereas  in  standard  sizes  they  might  often  be  kept 
in  stock  and  ready  for  use  at  once.  There  are  many  other  advantages 
I  could  name  in  favour  of  the  system  I  advocate,  all  of  which  point 
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in  one  direction — viz.,  a  considerable  saving  in  cost,  as  well  as  the 
great  convenience  arising  therefrom  to  both  makers  and  users  ; 
but  I  think  I  have  said  sufficient  to  justify  some  steps  being  taken 
to  bring  about  this  change  in  gas  apparatus.  I  am  aware  that 
many  difficulties  and  prejudices  would  arise  before  such  a  change 
could  be  brought  about ;  but  I  am  also  of  opinion  that,  with  hearty 
co-operation  on  the  part  of  makers  (which  I  feel  sure  will  be  readily 
given),  all  such  difficulties  might  be  overcome,  and  a  recognized 
standard  of  sizes  adopted,  which,  while  giving  sufficient  scope  for 
improvement  and  bond  fide  progress,  would  reduce  the  cost  of 
apparatus,  and  tend  to  still  further  cheapen  the  cost  of  gas.  I 
would  suggest  that  the  consideration  of  this  subject  is  of  sufficient 
importance  to  be  relegated  to  a  Special  Committee,  composed  of 
members  from  all  the  District  Associations,  to  collect  information 
and  report  thereon  as  to  the  practicability  or  otherwise  of  its 
adoption  ;  and  I  feel  sure  much  good  would  result  from  the  labours 
of  such  a  Committee. 

The  better  technical  education  of  young  men  about  to  enter  the 
gas  profession,  is  a  question  that  has  of  late  received  much  atten¬ 
tion  ;  and  some  good  suggestions  on  this  subject  have  been  offered 
by  our  older  members,  which  will  no  doubt  not  only  prove  service¬ 
able,  but  tend  to  direct  more  particularly  the  attention  of  young 
men  to  the  great  necessity  for  them  to  give  this  matter  the  most 
careful  attention,  as  it  must  be  patent  to  all  that  those  who  in  the 
future  combine  scientific  attainments  with  practical  experience  are 
those  most  likely  to  come  to  the  front.  The  spread  of  scientific 
and  technical  education  should  lead  to  the  introduction  of  new  and 
improved  appliances  for  both  the  manufacture  and  distribution  of 
gas,  and  with  it  will  also  arise  the  question  of  how  best  to  stimulate 
and  encourage  the  use  of  such  improved  appliances.  It  is  well 
known  that  the  preliminary  expenses  necessary  to  be  incurred  in 
experimenting  with  new  apparatus,  previous  to  its  introduction  to 
the  public,  often  deters  the  adoption  and  proper  working  out  of  new 
inventions,  which  might  otherwise  be  of  much  value ;  and  until 
some  scheme  of  dealing  with  such  matters — either  by  means  of 
Eesearch  Committees  appointed  by  The  Gas  Institute,  or  other¬ 
wise — is  determined  upon,  I  woitld  strongly  urge  upon  directors  of 
gas  companies  and  gas  committees  to  allow  their  managers  every 
reasonable  facility  and  help  to  work  out  any  new  idea  that  maybe 
likely  to  benefit  not  only  themselves,  but  the  industry  generally. 

The  question  of  gasholder  construction  is  one  that  is  just  now 
receiving  much  attention  ;  and  should  the  experiments  recently 
made  by  Mr.  Livesey  still  continue  to  prove  successful,  and  the 
views  of  Mr.  Gadd  be  brought  into  satisfactory  practice,  we  are 
likely  soon  to  witness  great  changes  in  the  method  of  construc¬ 
tion  of  this  part  of  our  apparatus,  which  will  tend  to  lessen  a  cost 
that  is  now  one  of  the  chief  factors  in  our  capital  charge.  I  hear, 
too,  that  our  friend  Mr.  Ashmore,  whose  long  experience  in  gas¬ 
holder  construction  well  fits  him  for  such  a  duty,  is  perfecting  some 
scheme  with  a  view  to  this  end.  As  we  are  to  have  a  paper  to¬ 
day  upon  gasholders,  however,  I  will  not  at  present  say  more  on 
this  subject. 

In  conclusion,  I  would  add  a  few  words  with  reference  to  the 
resignation  of  members  of  the  Council  of  The  Gas  Institute  which 
has  taken  place  since  our  last  meeting.  I  am  forcibly  reminded 
of  what  Mr.  Newbigging  in  his  address  seemed  to  foreshadow, 
when  presiding  over  the  twenty-first  annual  meeting  at  Man¬ 
chester — viz.,  that  the  meeting  then  being  held  might  perhaps 
mark  a  crisis  in  its  history.  It  would  almost  seem  that  such  was  to 
be  the  case ;  and  if  the  Institute  is  to  be  of  that  service  to  the 
members  in  the  future  that  it  has  been  in  the  past,  it  will  be 
necessary  that  the  greatest  care  and  judgment  should  be  exercised 
in  future  proceedings.  In  Mr.  Woodall,  the  President,  we  have 
a  gentleman  likely  to  command  the  confidence  of  a  great  majority 
of  the  members,  whose  hearty  support  I  have  no  doubt  will  be 
given  him  in  any  scheme  of  i-eorganization  he  may  submit.  I 
would  point  out  how  desirable  it  is,  in  the  vacancies  that  have  to 
be  filled  up,  that  gentlemen  from  all  parts  of  the  kingdom  should 
be  elected,  and  not  too  many  from  any  particular  locality  ;  as  by 
this  means  the  whole  of  the  members  would  be  brought  into  closer 
contact  with  the  Council,  through  their  representation  thereon. 
I  would  suggest,  as  a  step  in  this  direction,  and  in  order  also  that 
the  District  Associations  may  become  more  in  touch  with  the 
Parent  Association,  that  the  President  for  the  time  being  of  all 
District  Associations  should  be  a  member  of  the  Council. 


The  President,  in  calling  upon  Mr.  J.  Wright,  of  Stockton-on- 
Tees,  to  read  a  paper  on  “  Modern  Methods  of  Increasing  Gas¬ 
holder  Storeage,”  said  it  was  at  his  own  special  request  that  Mr. 
Wright  had  kindly  consented  to  contribute  this  paper.  It  occurred 
to  him  that  it  might  be  desirable  to  have  a  paper  on  this  subject, 
following  up  the  remarks  upon  gasholder  construction  which  they 
had  from  their  President  last  year ;  and  he  had  no  doubt  that  Mr. 
Wright  would  place  before  them  particulars  of  gasholder  construc¬ 
tion  which  would  be  interesting  to  them  all. 

Mr.  Weight  then  read  his  paper,  as  follows  : — 

MODEEN  METHODS  OF  INCEEASING  GASHOLDEE  STOEEAGE. 

There  cannot  be  two  opinions  among  people  engaged  in  gas 
manufacture  or  gas  engineering  as  to  the  absolute  necessity  of 
finding  out  the  cheapest  and  best  methods,  either  of  laying  down 
new  gas-works  or  carrying  out  extensions  of  old  ones.  More 
especially  is  this  necessary  when  looking  at  the  competing  interests 
which  gas  meets  at  every  turn.  These  interests  are  so  palpable 
to  everyone  here  present,  that  it  is  unnecessary  and  almost  unwise 
to  particularize  them.  Hence  it  is.  Sir,  that,  when  I  received  your 


invitation  to  prepare  a  paper  specially  for  this  meeting,  I  responded 
with  some  alacrity  ;  feeling  sure  that  on  the  subject  of  “  Modern 
Methods  of  Increasing  Gasholder  Storeage,”  I  could  indicate  a 
course,  and  supply  figures  which,  I  trust,  will  be  of  interest  to 
those  engineers  who  are  hampered  in  that  direction. 

A  modern  gas-works  is  so  much  a  centre  of  “  Light  and 
Leading  ”  that  no  matter  how  rural  a  site  is  chosen  for  its  location, 
you  no  sooner  see  it  established,  than  the  speculative  builder  puts 
in  an  appearance ;  and  in  a  very  short  time,  the  works  are  closely 
environed  by  streets  of  houses  and  their  usual  accompaniment — 
a  dense  population;  making  extensions  of  site  very  costly  and 
well-nigh  impossible,  owing  to  considerations  connected  with  the 
outlay  of  capital. 

Gasholders  are  a  trouble  to  many  gas  managers.  They  take  up 
so  much  space,  there  is  so  much  risk  in  the  construction  of  new 
tanks,  and  opinions  differ  so  widely  now  as  to  what  is  or  is  not 
an  absolute  necessity  for  the  construction  of  the  gasholders  both 
inside  and  outside,  that  it  is  putting  it  mildly  to  say  that  to  the 
ordinary  gas  manufacturer,  they  are  an  unsolved  problem.  In  a 
short  paper  of  this  description  it  is  impossible  to  go  into  the  pros 
and  cons  of  either  the  old  system  of  gasholder  construction  or  of 
all  the  “fads”  that  are  now  bulking  so  largely  before  the  gas 
world.  It  is  a  still  greater  impossibility  to  attempt  to  give  any 
rules  or  descriptions  of  gasholders  which  would  make  them  and 
their  treatment  more  familiar  to  the  average  gas  manager.  I  must, 
therefore,  content  myself  with  taking  one  specific  branch  of  gas 
engineering — viz.,  that  of  doubling  or  trebling  existing  holders, 
and  indicate  what  has  been  done  to  relieve  pressing  cases  for 
increased  storeage,  without  having  to  go  into  questions  connected 
with  extension  of  site,  re-arrangement  of  mains,  &c. 

It  is  desired  to  make  this  paper  of  interest  and  profit  to  all 
members  of  this  Association,  whether  they  are  interested  in  large 
or  small  concerns ;  and  I  have  therefore  made  the  tables  of  dimen¬ 
sions  and  costs  (Nos.  1  and  2)  sufficiently  extensive  to  meet  the 
cases  of  small  and  large  works.  These  are  the  central  points  of 
my  paper,  and  are  before  you. 


Table  I. — Neio  Holders  and  Tanks. 


No. 

Capacity 

Required. 

'  Diameter 

of  Tank. 

Cost  of 
Tank. 

j  Cost  per  1000 

feet  Capacity 

1  of  Holder. 

Diameter,  Depth, 
and  Description  of 
Holder. 

Cost  of 

Holder. 

Cost  per 

1000  feet 

Capacity. 

Total  of  Tank 

and  Holder. 

Total  Cost 

per  1000 

feet  Capacity. 

1 

Cubic  Feet 
65,000 

Feet 

62 

£ 

900 

£ 

16-36 

Feet 

60  X  20  Single 

£ 

750 

£ 

13-64 

£ 

1650 

£ 

30-00 

2 

75,000 

72 

1200 

16-00 

70  X  20  „ 

900 

12-00 

2100 

28-00 

3 

110,000 

62 

900 

8-18 

60  X  20  Two-lift 

1000 

9-09 

1900 

17-28 

4 

150,000 

72 

1200 

8-00 

70  X  20  „ 

1350 

9-00 

2550 

17-00 

5 

200,000 

250,000 

82 

1400 

7-00 

80  X  20  „ 

1900 

9-50 

3300 

16-50 

6 

82 

1650 

6-60 

80  X  25  „ 

2100 

8-40 

3750 

15-00 

7 

300,000 

92 

1800 

6-00 

90  X  24  „ 

2500 

8-33 

4300 

14-33 

8 

400,000 

102 

2250 

5-62 

100  X  26  „ 

3000 

7-50 

6250 

13-12 

9 

600,000 

122 

2500 

5-00 

120  X  24  „ 

120  X  24  Three-lift 

3500 

7-00 

6000 

12-00 

10 

750,000 

122 

2500 

3-30 

5250 

7-00 

7750 

10-30 

11 

1,000,000 

143 

3000 

3-00 

140  X  24  „ 

6500 

6-50 

9500 

9-50 

Table  II. — Cost  of  Doubling  or  Trebling  Existing  Holders. 


Re¬ 

ference 

Letter. 

Capacity 

Required. 

Approx. 
Dimensions 
of  Holder 
added. 

Cost  of 
Tel  e- 
scoping. 

Total  Cost 
per  1000 
feet 
gained. 

Total  cost 
per  1000 
feet  from 
Table  I. 

Saving 

per 

Cent. 

A 

Cubic  Feet. 
65,000 

Feet. 

60x20 

£ 

650 

£ 

11-80 

£ 

30-00 

60-75 

B 

75,000 

110,000 

70x20 

865 

11-50 

28-00 

59-00 

C 

80x22 

1155 

10-50 

17-28 

39-20 

D 

150,000 

90x24 

1250 

10-00 

17-00 

41-18 

E 

200,000 

100x27 

l'.)00 

9-50 

16-50 

42-43 

F 

250,000 

120x25 

2250 

9-00 

15-00 

40-00 

G 

300,000 

130x24 

2550 

8-50 

14-33 

40-70 

H 

400,000 

150x25 

3200 

8-00 

13-12 

39-00 

J 

500,000 

150x30 

3750 

7-50 

12-00 

37-50 

K 

750,000 

160x38 

5250 

7-00 

10-30 

32-00 

L 

1,000,000 

180x40 

6000 

6-00 

9-50 

36-75 

Table  I.  gives  the  average  dimensions,  capacities,  and  costs  of 
ordinary  brick  or  concrete  tanks,  together  with  their  gasholders  of 
ordinary  construction.  I  do  not  propose  to  try  your  patience  by 
reading  through  all  the  figures  of  either  of  the  tables,  but  may 
explain  that,  taking  case  No.  1  in  Table  I.,  where  it  is  supposed  that 
additional  storeage  is  required  for  55,000  cubic  feet,  this  is  repre¬ 
sented  by  a  single-lift  gasholder  60  feet  diameter  by  20  feet  deep. 
The  diameter  of  the  tank  to  contain  the  holder  is  given  in  the 
second  column.  The  cost,  exclusive  of  mains,  in  the  third.  Then 
we  have  in  the  fourth  column  the  cost  of  the  tank  per  1000  feet  of 
additional  capacity  gained.  Then,  in  the  order  named,  you  have 
the  dimensions  of  the  gasholder  ;  cost  of  ditto  ;  cost  per  1000  feet 
of  storeage  gained  ;  total  cost  of  tank  and  holder  ;  and  in  the  last 
column  the  total  cost  for  combined  tank  and  holder  per  1000  feet 
of  storeage  gained,  which  in  this  case,  runs  out  to  ^30  per  1000 
feet.  You  will  please  observe  that  I  have  not  included  the  cost  of 
land  or  of  mains  in  any  of  my  figures. 

I  will  now  suppose  that  you  have  built  holders  and  tanks  on 
every  available  yard  of  the  gas-works ;  and  it  becomes  a  ques¬ 
tion  with  you  how  to  get  55,000  cubic  feet  of  storeage.  Table  II., 
example  “  A,”  shows  what  I  call  the  cheapest  way  of  accomplish¬ 
ing  it — viz.,  by  telescoping  the  gasholder.  You  have  the  capacity 
in  the  second  column  ;  dimension  of  holder  in  one  lift  to  contain 
the  gas  in  the  third  ;  the  cost  of  telescoping  in  the  fourth  ;  and  the 
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total  cost  per  1000  feet  in  the  fifth.  Then,  for  the  purposes  of  com¬ 
parison,  I  bring  the  figures  per  1000  cubic  feet  from  the  last  column 
in  Table  I.,  and  place  them  alongside  the  cost  shown  by  Table  II. 
for  doubling  or  trebling  ;  and  the  last  column  exhibits  the  enormous 
saving  of  60'75  per  cent,  in  favour  of  telescoping.  This  may  be 
regarded  as  an  extreme  ease,  and  it  undoubtedly  is ;  for  it  may  be 
noted  that,  by  using  a  small  telescopic  holder,  and  building  a  much 
smaller  tank,  considerable  cost  may  be  saved.  I  have  not  gone 
into  this  question,  because  very  small  telescopic  holders  are  trouble¬ 
some,  and  because  the  difference  is  clearly  shown  lower  down  the 
table.  Take,  for  instance,  case  No.  3,  where  the  required  capacity 
is  110,000  cubic  feet.  The  cheapest  way  to  obtain  this  by  a  new 
tank  and  gasholder  is  to  build  a  62  feet  tank,  and  put  in  it  a  two- 
lift  holder  60  feet  by  20  feet.  By  following  through  the  figures,  you 
will  see  that  the  increased  capacity  of  the  gasholder  reduces  the 
cost  of  the  tank  per  1000  cubic  feet  to  .f8T8  instead  of  ^  16'36  ;  and 
the  total  combined  cost  of  the  tank  and  holder  is  reduced  to 
i£17'28  per  1000  cubic  feet.  The  parallel  case  to  this  in  Table  II. 
is  that  indicated  by  the  letter  “  C.”  To  gain  a  capacity  of  110,000 
cubic  feet  by  telescoping  would  need  a  single-lift  80  feet  diameter 
by  22  feet,  added  to  an  existing  one.  This  can  be  done,  as  shown 
by  the  table,  at  a  cost  of  ^10‘5  per  1000  cubic  feet,  as  against 
i£17'28,  or  39'20  per  cent,  in  favour  of  telescoping. 


Case  D 

Cubic  Feet.  Per  Cent, 

in  Table  II.,  150,000  capacity  shows  a  saving  of  41T8 

,,  E 

)) 

•200,000  „ 

42’43 

F 

)) 

250,000  „ 

>> 

40-00 

>.  G 

)) 

300,000  ,, 

40-70 

„  H 

)) 

400,000  „ 

n 

39-00 

„  J 

)) 

600,000  „ 

37-50 

K 

jy 

750,000 

32-00 

„  L 

n 

1,000,000 

jj 

36-75 

ought  to  be  added  that  example  “  C  ” 

represents 

the  actual 

cost  of  a  holder  dealt  with  in  this  way.  Case  “  F  ”  is  the  average 
of  six  two-lift  holders  which  were  converted  into  three  lifts  for  one 
Corporation.  Instance  “  G  ”  is  an  average  of  four  holders  teles¬ 
coped.  Case  “  J  ”  also  represents  the  actual  cost  of  a  contract 
executed. 

If  any  criticisms  should  be  offered  as  to  my  figures  being  too 
high  or  too  low,  my  reply  is  that  the  costs  in  Table  II.  are 
estimated  on  the  same  basis  as  Table  I. ;  so  that  the  differences 
are  in  the  same  ratio.  Therefore  my  deductions  or  percentages 
will  be  the  same.  The  figures  generally  are  based  on  the  assump¬ 
tion  that  the  first  holders  have  been  constructed  with  a  view  to 
telescoping.  It  is,  however,  to  be  feared  that  many  holders  have 
been  erected  without  the  necessity  for  their  extension  having  been 
apparent  at  the  time  of  their  construction.  In  such  cases  as  these, 
it  will  be  necessary  to  put  a  new  holder  altogether  inside  the  old 
one,  by  cutting  away  as  much  of  the  top  sheets  as  is  necessary,  to 
make  room  for  the  new  inner  lift.  This  will  probably  increase  the 
total  cost,  as  given  by  Table  II.,  by  10  or  15  per  cent., ;  but  my 
figures  give  sufficient  margin  to  allow  for  this  increase,  and  leave 
ample  justification  for  what  I  will  call  a  “  telescoping  policy.” 

I  must  not,  and  do  not,  desire  to  ignore  the  difficulties  that 
lie  in  the  way  of  so  many  gas  engineers  in  following  the  policy  I 
have  described.  For  instance,  you  may  have  only  one  gasholder, 
and  may  consider  it  unsafe  (so  to  speak)  to  have  all  your  “  eggs  in 
one  basket.”  To  a  member  so  circumstanced,  I  would  say  :  By  all 
means  build  another  holder  and  tank  before  adopting  the  policy 
indicated.  Another  may  have  a  guide-framing  to  his  holder  un¬ 
suitable  for  extension,  or  possibly  incapable  of  standing  as  it  is  ; 
and  the  only  resource  here  is  to  dispense  with  the  old  and  substitute 
new.  Columns  which  are  now  small  can  be  raised  up  and  sup¬ 
ported  on  stronger  bottom  lengths.  Columns  or  standards  that 
are  large  can  be  lengthened  out,  and  braced  by  a  system  of  girders 
and  diagonal  bracing.  If  it  is  inconvenient  to  adopt  any  of  these 
ideas,  we  must  not  forget  the  important  experiment  which  has  been 
tried  by  Mr.  George  Livesey,  at  Rotherhithe,  which  points  to  the 
possibility  of  lengthening  and  increasing  the  capacity  of  gasholders 
without  having  to  add  to  the  columns  or  girders,  where  they  are 
sufficiently  strong.  This  will  at  once  reduce  the  cost  so  as  to  make 
telescoping  much  more  favourable  than  the  figures  shown  in  my 
tables. 

It  will,  of  cotirse,  be  possible  to  effect  still  greater  economies  in 
telescoping  gasholders,  if  the  ideas  which  are  now  so  much  under 
consideration,  of  dispensing  with  guide-framing,  are  found  to  be 
practicable.  As  an  item  of  interest  in  this  connection,  I  may  be 
permitted  to  state  that  my  friend  Mr.  Ashmore  some  weeks  before 
the  Doncaster  meeting  of  the  Manchester  District  Institution  of  Gas 
Engineers  and  Managers,  patented  an  idea  which  will  be  effective 
without  even  the  complication  of  fixing  spiral  guides  in  the  tank. 
For  obvious  reasons,  we  cannot  here  go  into  the  details  of  one  or 
the  other  invention,  as  they  are  foreign  to  the  subject  of  this  paper, 
and  are  only  mentioned  to  remind  you  that  further  developments 
of  the  science  of  gasholder  construction  may,  and  no  doubt  will, 
enable  you  to  telescope  holders  very  much  below  the  favourable 
figures  I  have  now  laid  before  you. 

Discussion. 

The  President  said  they  must  all  have  been  interested  by  Mr. 
Wright’s  paper  ;  and,  apart  from  the  interest  that  attached  to  the 
details  which  he  had  given,  a  very  great  point  had  been  gained  in 
the  reading  of  the  paper  in  his  placing  on  record  statistics  in 
connection  with  gasholder  manufacture  and  the  working  out  of 
the  cost  of  their  construction,  which  were  only  known  to  manu¬ 
facturers  themselves.  The  placing  of  these  on  record  would, 
he  thought,  be  of  very  great  service  to  gas  managers  who 


were  considering  the  question  of  increasing  their  storeage. 
This  was  one  of  the  main  reasons  why  he  invited  Mr. 
Wright  to  read  a  paper  upon  this  subject,  because  he  felt 
that  they  had  only  individual  cases  recorded  of  the  doubling 
or  trebling  of  gasholders  ;  whereas  manufacturers  like  Messrs. 
Ashmore,  Benson,  Pease,  and  Co.,  who  were  constantly  engaged 
on  this  sort  of  work,  had  details  at  hand  which  gas  managers 
could  not  command,  and  which  would  be  of  much  help.  He 
trusted,  therefore,  that  if  any  managers  there  were  anticipating 
extensions,  or  would  like  to  gather  any  information  on  the  subject, 
they  would  not  be  slow  to  come  forward  in  the  discussion. 

Mr.  W.  Ford  (Stockton)  observed  that,  before  attempting  to 
make  any  remarks  upon  Mr.  Wright’s  paper,  he  might  say  that 
a  gentleman  was  present  who  was  much  more  accustomed  to 
deal  with  actual  manufacture  than  most  of  them  ;  and  he  thought 
it  would  be  interesting  to  hear  what  criticisms  he  might  offer  upon 
a  paper  like  that,  because  they  all  knew  that  manufacturing  firms 
who  had  leading  men  like  Mr.  Wright  or  Mr.  Cripps,  were  very 
much  more  able  to  enter  into  details  than  ordinary  gas  managers, 
who  were  sometimes  filled  with  hesitation  on  the  subject. 

The  President  remarked  that  he  had  intended  to  call  upon  Mr. 
Cripps,  but  thought  it  probable  that  a  member  of  the  Association 
would  have  spoken  first. 

Mr.  F.  S.  Cripps  (London)  said  he  would  offer  a  few  remarks,  but 
not  by  way  of  criticism  on  the  paper.  He  agreed  with  Mr.  Wright 
that,  in  the  majority  of  eases,  it  was  better  to  add  a  lift  to  a  gas¬ 
holder  than  erect  a  new  one.  Of  course,  there  were  circum¬ 
stances  which  governed  individual  cases.  They  could  not  say :  “I 
have  a  gasholder;  and  I  will  add  another  lift  to  it,”  without  first 
considering  whether  the  guide-framing  was  sufficiently  strong,  or 
whether,  on  other  grounds,  it  was  advisable  to  do  it.  He  could 
not  then  go  into  the  various  things  which  one  had  to  consider  ;  but 
he  might  say  that,  in  most  instances,  it  was  best  to  add  a  lift.  He  also 
quite  agreed  with  Mr.  Wright  that,  in  designing  a  gasholder  in  the 
first  place,  provision  should  be  made  for  telescoping  in  the  future, 
either  for  adding  a  double  or  a  treble  lift  as  the  case  might  be.  Of 
course,  it  was  very  difficult,  with  an  old-fashioned  gasholder,  with 
rickety  guide-framing  perhaps,  to  add  a  new  lift  to  it,  because  they 
would  be  cutting  through  the  framing,  and  incurring  an  increased 
expenditure,  which  would  not  have  been  brought  about  if  it  had 
been  considered  in  the  first  instance.  Regarding  the  abolition  of 
guide-framing  altogether,  this  was  such  a  big  subject  that  he  could 
not  enter  upon  it ;  besides,  Mr.  Wright  had  not  advanced  it  in  his 
paper.  He  understood,  however,  that  the  Rotherhithe  gasholder 
was  working  very  favourably  ;  and  it  was  his  opinion  that,  in  the 
case  of  gasholders  where  the  guide-framing  was  sufficiently  strong 
as  it  stood,  and  the  ground  lifts  were  very  rigid,  a  new  inner  lift 
might  be  added  without  any  danger.  The  Rotherhithe  gasholder, 
they  would  say,  proved  it ;  but  he  believed  a  good  deal  of  extra 
strengthening  had  to  be  made  at  the  bottom  before  it  was  under¬ 
taken.  He  did  not  know  that  he  could  say  anything  else  ;  but  he 
would  be  very  glad  to  answer  any  questions. 

Mr.  W.  Hard  IE  (Newcastle-upon-Tyne)  remarked  that  they  had 
two  gasholders  at  their  Elswick  works  ;  and  they  had  not  room  to 
put  down  another,  so  they  telescoped  the  then  existing  ones.  This 
was  done  two  or  three  years  ago  ;  and  the  holders  had  worked  very 
well.  By  telescoping  these  holders,  they  obtained  extra  storeage 
at  a  very  moderate  price ;  but  Mr.  Ridley  would  be  better  able  to 
give  information  about  it  than  he  was. 

Mr.  G.  Ridley  (Newcastle-upon-Tyne)  said  the  telescoping  of  the 
two  holders  was  a  very  great  acquisition  to  the  Company  ;  for  the 
simple  reason  that  it  increased  the  storeage  by  one-third.  Trebling 
gasholders  he  considered  was  the  proper  thing  to  do ;  and 
especially  in  the  case  of  a  growing  town.  When  constructing  a 
single-lift  holder,  why  should  they  not  make  it  a  double  one  ? 
They  obtained  a  double  or  treble  lift  without  the  cost  of  an  ad¬ 
ditional  tank.  All  they  required  was  the  shell  of  the  lift,  and  the 
cost  of  putting  it  in.  They  could  easily  see  the  immense  gain  of 
having  a  middle  lift,  without  having  to  go  to  the  expense  of  a  tank 
or  connections. 

Mr.  Cripps  suggested  that  the  question  of  pressure  would  have  to 
be  considered.  If  they  put  a  new  lift  to  a  gasholder,  they  added 
to  the  weight ;  and  this  increased  the  back  pressure.  This  caused 
extra  expense ;  and  it  was  worth  consideration. 

Mr.  Ridley  could  not  off-hand  say  that  any  additional  expense 
was  caused;  for  the  simple  reason  that  he  kept  a  weekly  record  of 
the  cost  of  manufacture,  and  he  found  that  he  could  produce  gas 
as  cheap,  or  even  cheaper,  with  extra  pressure.^ 

Mr.  J.  Hepworth  (Carlisle)  expressed  the  indebtedness  of  the 
members  to  Mr.  Wright  for  the  paper  he  had  been  good  enough  to 
read.  He  was  very  glad  it  was  suggested  to  the  author  that  he 
should  tabulate  for  them  the  very  interesting  and  valuable  infor¬ 
mation  which  they  saw  in  the  tables  now  before  them.  The  paper 
was  mainly  an  argument  for  telescoping  gasholders  rather  than 
erecting  additional  ones.  He  hoped  the  day  was  now  past  for 
any  such  argument  to  need  very  much  enforcing.  It  was  evident 
that,  if  there  were  no  unfavourable  circumstances,  it  must  be 
much  better  and  considerably  cheaper  to  telescope  a  gasholder, 
by  putting  in  a  second  or  a  third  lift,  than  it  would  be 
to  go  in  for  a  new  holder.  The  only  point  worth  considering 
was,  he  thought,  how  far  it  might  be  safe  to  do  this  ;  and  some  of 
them,  though  a  long  way  off  from  Rotherhithe,  had  been  watching 
with  much  interest  the  experiments  in  that  direction  which  had 
been  carried  out  there.  So  far  as  the  figures  in  Mr.  Wright’s 
paper  referred  to  it,  and  so  far  as  the  information  which  he  pos¬ 
sessed  otherwise  went,  the  experiments  seemed  to  have  been  very 
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satisfactory  indeed.  Everyone  who  had  to  do  with  the  designing 
of  gasholders  in  these  days,  should  be  wise  enough  to  prepare  for 
the  telescoping  of  the  holders  in  the  future.  The  cost  of  the  tank 
was  the  same ;  and  the  expense  of  preparing  to  telescope  the 
holder  (say)  ten  years  hence  was  very  little.  It  therefore  appeared 
to  him  to  be  almost  folly  to  construct  a  gasholder  without  keeping 
this  matter  in  view.  The  last  few  years  he  had  constructed  several 
gasholders  ;  and  in  every  case  he  made  provision  for  telescoping, 
in  the  interests  of  those  who  should  come  after  him,  either  for  the 
addition  of  a  second  or  a  third  lift.  Of  course,  this  subject  was 
not  new.  Everybody  knew  that  it  was  cheaper  to  telescope  a  gas¬ 
holder  than  to  start  de  novo ;  but  it  had  been  forced  upon  their 
attention  recently  very  much  more  than  previously  by  what  had 
been  done  at  Rotherhithe.  With  reference  to  the  increase  of 
pressure,  thei'e  was  no  doubt  that  some  extra  cost  was  entailed ; 
but  this  would  be  found  to  consist  very  largely,  he  should  think, 
in  the  first  outlay  for  the  exhausters  and  the  other  plant  necessary 
for  overcoming  this  pressure.  The  actual  working  cost  would  be 
very  Uttle  indeed. 

Mr.  C.  Sellers  (York)  said  he  was  in  the  very  happy  position 
which  had  been  referred  to,  of  not  needing  to  prepare  for  any 
increased  storeage  of  gas.  They  were  pretty  well  provided  for  a 
considerable  time.  He  had  been  much  interested  in  the  discussion, 
and  felt  that  he  could  not  add  anything  to  it.  He  thought  the  case 
was  clearly  and  strongly  made  out  in  favour  of  the  proposition  of 
Mr.  Wright,  to  provide  increased  storeage  capacity  by  means  of  the 
telescopic  principle  ;  and  all  the  arguments,  he  thought,  in  favour 
of  it  had  been  so  clearly  put  before  them,  that  he  should  say  there 
would  not  be  two  opinions  regarding  what  had  been  said  for  that 
principle.  Especially,  he  thought,  they  would  all  agree  with  the 
prudence  pointed  out  first  by  Mr.  Ridley,  and  then  made  very  clear 
by  Mr.  Hepworth,  of  providing  for  the  future  extension  of  the 
holder  when  first  building.  In  doing  this,  the  cost  was,  of  course, 
a  very  strong  argument ;  and  the  fact  of  Mr.  Wright  bringing  the 
principle  prominently  before  them  that  day  would  fix  it  in 
their  mind,  and  he  was  sure  everyone  would  reap  considerable 
advantage  from  the  paper.  It  was  not  a  very  debatable  subject ; 
but  they  would  all  be  greatly  benefited  by  the  paper. 

The  President  remarked  that  they  had  with  them  a  prominent 
member  of  the  Manchester  District  Institution  of  Gas  Engineers 
— Mr.  Booth,  of  Southport — who  perhaps  would  like  to  make  a 
few  remarks  on  the  subject  before  them.  He  (the  President) 
might  just  mentioii  that  Mr.  Gadd,  who  had  recently  figured  very 
prominently  in  this  matter,  was  a  resident  in  Manchester,  and 
probably  Mr.  Booth  might  tell  them  something  which  had  been 
stated  at  the  Manchester  meeting. 

Mr.  Booth  said  that  unfortunately  he  was  prevented  from 
attending  the  meeting  of  the  Manchester  Institution,  when  Mr. 
Newbigging  described  Mr.  Gadd’s  invention  and  models  were  ex¬ 
hibited.  He  regretted  very  much  indeed  he  was  not  able  to  be 
there,  because,  beyond  what  he  had  seen  of  the  paper,  he  knew 
nothing ;  and  he  was  looking  forward  with  interest  to  the  dis¬ 
cussion  which  was  to  come  on  at  their  next  meeting.  With  regard 
to  the  paper  read  by  Mr.  Wright,  he  might  say  that  he  heartily 
agreed  with  previous  speakers.  He  thought  that,  as  a  rule,  it 
was  decidedly  the  best  way  of  increasing  gasholder  storeage.  He 
was  surprised  to  find  that  morning,  on  looking  round  the 
Stockton  Gas-Works,  that  his  friend  Mr.  Ford  had  put  a  third  lift 
to  his  holder.  He  was  not  aware  of  this  before.  Mr.  Ford,  as 
they  knew,  was  conservative  in  many  things ;  but  he  (Mr.  Booth) 
was  glad  to  say  that  he  had  stepped  out,  and  had  not  been  afraid 
to  advance  in  that  line.  He  himself  would  soon  have  to  increase 
the  capacity  of  his  holders  ;  but  whether  or  not  he  could  adopt  the 
principle  advocated  by  Mr.  Wright  and  other  engineers  he  was  not 
sure.  It  happened  that  they  could  not  carry  their  tanks  below 
the  ground,  as  they  met  with  quicksand  when  they  got  about  two  or 
three  feet  down.  All  their  tanks  were  constructed  above  ground, 
so  that  with  the  tank  alone  they  were  30  feet  above  the  datum  line, 
and  the  gasholder  was  towering  up  to  a  very  great  height.  It 
would,  therefore,  be  a  matter  for  him  to  consider,  in  a  future 
extension  of  gasholder  storeage  at  Southport,  whether  he  should 
put  up  a  third  lift  to  his  existing  holders.  As  he  had  already 
stated,  he  concurred  with  all  that  Mr.  Wright  had  said,  and  agreed 
with  previous  speakers. 

The  President,  before  asking  Mr,  Wright  to  reply  to  the 
criticisms  which  had  been  passed,  said  he  would  like  to  state  that 
in  the  case  of  his  Company  additional  storeage  was  a  matter  which 
would  shortly  engage  their  attention.  He  had  been  down  to 
Stockton  to  see  what  their  friend  Mr.  Ford  had  done  before 
commencing  anything  in  their  own  case.  He  was  rather  afraid 
they  were  not  placed  in  a  similar  position  at  all  to  Mr.  Ford,  who 
had  two  or  three  gasholders  in  addition  to  a  large  one.  With  them 
their  large  holder  was  practically  the  holder.  They  had  another, 
a  small  one,  but  it  would  not  be  of  very  much  service  if  the  large 
one  were  thrown  out  of  use  for  a  considerable  time.  So  he  was 
afraid  that  in  their  own  case  the  trebling  of  the  gasholder  would 
not  be  of  much  benefit  to  them  at  present.  As  Mr.  Wright  had 
said,  it  was  not  desirable  for  them  to  have  “  all  their  eggsin  one 
basket;”  and  he  thought  that  in  their  particular  case  they 
should  almost  be  driven  to  the  necessity  of  providing  another 
gasholder.  But  he  certainly  thought  that  the  advantages  to  be 
derived  from  doubling  or  even  trebling  were  so  great  that,  in 
all  cases  where  it  could  be  done — if  there  were  no  circumstances  to 
prevent  it — they  ought  to  adopt  this  plan.  He  saw  a  short  time 
since  that  either  four  or  six  holders  had  been  trebled  at  Bradford. 
There  they  obtained  a  considerable  increase  of  storeage  at  a  great 


saving  of  cost ;  and  had  they  not  been  able  to  get  this  increase 
without  additional  land  being  required  for  tanks,  it  might  have 
been  a  very  costly  matter  to  obtain  parliamentary  powers  for  the 
acquisition  of  additional  land.  For  a  few  years,  at  all  events,  this 
had  been  staved  off  by  trebling  their  gasholders.  As  he  had 
already  said,  they  were  all  very  much  indebted  to  Mr.  Wright  for 
the  valuable  records  he  had  placed  before  them.  He  (the  Presi¬ 
dent)  knew  very  well  that  the  members  would  give  him  their  hearty 
thanks  for  his  paper ;  and  he  would  ask  some  one  to  propose  a 
vote  after  Mr.  Wright  had  replied. 

Mr.  Wright  said  he  was  sure  the  remarks  which  had  been  made 
on  his  paper  had  been  extremely  kind ;  and  he  had  really  nothing 
to  reply  to.  Any  criticisms  which  had  been  passed  had  been 
answered  by  members  who  had  taken  part  in  the  discussion.  He 
could  only  thank  the  meeting  for  the  very  kind  reception  they  had 
given  him. 

Mr.  Ford  said  he  had  great  pleasure  in  proposing  a  hearty  vote 
of  thanks  to  Mr.  Wright.  He  had  not  taken  any  part  in  the  dis¬ 
cussion,  because  he  felt  that  he  could  not  have  done  justice  to  Mr. 
Wright’s  paper.  If  they  had  had  the  figures  before  them,  and 
been  able  to  digest  them  a  little,  they  might  have  come  forward 
with  something  satisfactory  ;  and  he  should  have  been  delighted 
to  enter  upon  the  subject  from  his  own  point  of  view.  There 
was  no  doubt  that  he  had  successfully  trebled  a  large  gasholder, 
which  had  worked  for  three  years  in  a  way  that  was  quite  satisfac¬ 
tory  to  him.  Unfortunately,  it  was  not  in  the  first  instance 
arranged  for  trebling ;  and  they  had  to  put  in  operation  the  process 
of  cutting  and  carving  to  some  extent  before  getting  in  the  third 
lift.  But,  with  all  the  trouble  and  inconvenience  attached  thereto, 
they  obtained  an  addition  at  a  very  moderate  cost,  which  they 
would  not  have  done  by  placing  another  tank  alongside  the  ex¬ 
isting  one.  Trebling  a  holder,  he  knew,  was  somewhat  difficult ; 
and  he  was  glad  to  hear  Mr.  Cripps  make  the  statement  he  did. 
He  could  not  agree  with  Mr.  Ridley  that  pressure  was  of  no 
account.  He  had  always  found  that  pressure  was  of  importance 
in  a  gas-works.  Without  going  into  the  matter  so  as  to  lay  it 
before  them,  as  he  might  do  some  day,  he  must  say  that  he  had 
felt  it  to  be  a  drawback,  but  nothing  to  correspond  with  the  ad¬ 
vantage  to  be  gained  by  the  trebling  of  a  holder.  Therefore  he 
agreed  with  Mr.  Wright’s  theory,  and  was  at  one  with  Mr.  Hepworth 
in  thinking  that  when  holders  were  first  built  they  should  make 
preparation  for  trebling  them.  Since  Mr.  Wright  came  amongst 
them  16  or  17  years  ago,  he  had  been  a  friend  to  all  gas  managers, 
inasmuch  as  he  was  able  to  save  them  from  much  heartburning 
by  giving  them  information  which  they  could  not  otherwise  obtain. 
He  could  assure  those  who  did  not  know  Mr.  Wright  except 
through  his  paper,  that,  if  they  had  any  difficulty,  they  would  find 
him  always  ready  to  help  them  in  every  way. 

Mr.  R.  Bridge  (Doncaster),  in  seconding  the  proposition,  said  that 
he  had  great  pleasure  in  doing  so.  They  had  all  listened  atten¬ 
tively  to  Mr.  Wright,  and  would  be  much  benefited  by  his  paper. 
It  was  quite  clear  to  him  (Mr.  Bridge),  and  it  appeared  to  be  so 
generally,  from  the  way  in  which  the  matter  had  been  received  by 
the  members,  that  telescoping  was  a  very  cheap  form  of  increasing 
storeage  capacity,  more  especially  in  crowded  localities.  In  his 
own  case,  he  had  a  gasholder  of  very  large  diameter,  but  very 
shallow.  It  had  been  prepared  for  telescoping ;  and  he  had  no 
doubt  that  the  principle  advocated  by  Mr.  Wright  might  be  applied 
to  it.  He  did  not  know  what  was  to  be  the  future  of  gasholder 
construction.  He  had  had  the  pleasure  of  seeing  Mr.  Gadd’s 
models,  and  they  certainly  appeared  to  him  to  be  a  very  great 
advance  upon  the  present  style  of  building  these  structures.  If 
the  thing  could  be  carried  out  as  they  were  assured  by  Mr.  Gadd 
it  could,  it  would  be  something  like  a  revolution  in  gasholder 
making.  However  this  might  be,  he  was  sure  they  were  all  much 
indebted  to  Mr.  Wright  for  the  paper  he  had  brought  before  them. 

The  motion  was  carried  unanimously. 

Mr.  Weight,  in  acknowledging  the  vote,  said  he  was  always 
willing  to  do  what  he  could  to  contribute  to  the  success  of  their 
meetings. 

Mr.  Ashmore  remarked  that  he  had  recently  taken  out  a  patent 
for  telescoping — doubling  or  trebling — gasholders ;  and  he  hoped  at 
the  next  meeting  to  read  a  paper  on  the  subject,  and  perhaps  sub¬ 
mit  a  model  for  erecting  holders  without  framing  at  aU. 


M.  Ferret’s  Dust-Fuel  Furnace. 

Mr.  C.  Sellers  (York)  said  it  occurred  to  him  that  he  might 
perhaps  make  a  suggestion  with  regard  to  M.  Ferret’s  dust  furnace. 
He  did  not  know  if  anyone  there  had  it  in  use  ;  but  about  a  month 
ago  they  had  it  fixed  to  one  of  their  boilers  at  the  York  Gas-Works, 
and  it  had  been  of  very  great  advantage.  As  they  knew,  he  had 
always  been  much  in  favour  of  breaking  coke,  in  preparing  it 
either  for  domestic  use  or  for  slow-combustion  stoves,  wfiich  were 
now  so  common  in  all  large  towns  ;  but  there  had  been  a  drawback 
to  the  process,  inasmuch  as  the  breaking  of  coke  created  a  certain 
amount  of  exceedingly  small  breeze,  which  was  almost  unsaleable 
— only  fetching  from  2s.  to  2s.  6d.  per  ton.  They  were  in  the 
habit  of  riddling  it,  and  getting  perhaps  4s.  per  ton  for  a 
portion  of  it,  to  be  used  in  greenhouse  fires — a  sort  of  nut 
coke.  Ferret’s  dust  furnace  would  consume  any  combustible 
dust  of  any  kind.  It  was  so  valuable  in  their  case  that,  although 
it  had  been  but  a  short  time  in  use,  from  the  calculations  which 
he  had  made  he  had  no  hesitation  in  saying  they  would  get  back 
the  whole  of  their  capital  in  the  first  year’s  use.  They  had  taken 
a  tender  for  two  furnaces — one  for  each  of  their  boilers  ;  but  they 
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had  only  fixed  one,  as  they  intended  to  get  a  new  boiler  next  year, 
when  they  would  fix  the  second  one.  The  result  of  the  test  of  the 
first  one  was  such  that,  as  he  bad  said,  it  would  yield  back  to  them 
the  whole  of  the  capital  outlay  in  the  first  year — a  capital  of  about 
£60,  fixed  complete.  This  was  a  suggestion  which  was  worthy  of 
the  consideration  of  every  gas  manager ;  and  it  was  on  the  lines 
of  Mr.  Wright’s  paper,  and  on  lines  of  economy  in  gas  manage¬ 
ment.  Everything  that  tended  to  lessen  cost  in  the  conduct  of 
gas-works  was  a  decided  advantage  to  gas  companies,  and  also  to 
gas  managers,  because  the  less  capital  they  had  to  make  profit 
to  pay  interest  upon,  the  more  easily  they  could  do  their  work. 
It  enabled  them  also  to  sell  gas  at  a  cheap  rate  ;  and  the  cheaper 
they  sold  gas,  the  safer  would  be  their  industry,  and  the  more  per¬ 
manent  would  be  gas  investments.  He  had  very  great  pleasure  in 
submitting  this  matter  for  consideration  ;  and  he  would  be  pleased 
to  answer  any  question  respecting  the  furnace. 

Mr.  J.  Hepworth  (Carlisle)  observed  that  this  sounded  rather 
like  an  advertisement  of  the  invention ;  but  he  had  no  hesitation 
in  saying  that  whatever  benefit  might  accrue  to  the  inventor, 
there  would  also  be  great  benefit  to  the  user.  He  had  employed 
the  furnace  himself.  It  was  particularly  valuable  in  his  case, 
because  he  had  three  or  four  outlets  for  dust  and  what  was 
worse  than  dust — the  refuse  from  shale.  He  found  that  the 
furnace  used  these  up  most  admirably. 

Mr.  Sellers  laughingly  repudiated  having  introduced  the  subject 
for  the  purpose  of  advertising  the  furnace,  or  for  the  sake  of 
getting  a  commission.  (Laughter.)  He  did  it  solely  for  the 
benefit  of  his  colleagues. 

The  President  said  he  did  not  for  one  moment  suppose  that  the 
view  which  had  just  been  mentioned  was  taken  of  the  question. 
He  rather  took  it  that  it  was  a  response  to  what  be  said  in  his 
address,  when  he  asked  members,  if  they  did  not  read  a  paper,  to 
bring  before  the  Association  such  matters  as  had  been  referred  to, 
so  that  gas  managers,  who  were  so  much  isolated  from  each  other 
as  not  to  be  able  to  see  every  day  the  improvements  that  were 
taking  place,  might  have  an  opportunity  of  knowing  from  those 
who  had  used  new  processes  how  they  worked.  A  step  in  the 
right  direction  had  been  taken.  He  had  not  himself  tried  this 
furnace,  though  the  patentee  had  been  down  to  see  him  with 
reference  to  it.  In  his  own  case,  all  the  breeze  they  made  they 
used  themselves,  in  preference  to  coke  or  coal,  for  their  steam- 
boilers.  In  addition  to  this,  they  had  a  great  demand  for  it  in 
the  town,  though  at  present  they  were  not  able  to  sell  any. 
They  found  it  answer  their  purpose  very  well.  At  present  they 
were  using  coke  for  their  boilers  because  they  had  not  sufficient 
breeze.  For  their  exhauster  boiler,  they  found  breeze  to  answer 
equally  well,  with  a  saving  of  4s.  or  5s.  per  ton.  In  places,  how¬ 
ever,  where  there  was  no  demand  for  breeze,  this  furnace  was  a 
step  in  the  right  direction  ;•  and  it  would  also  tend  to  reduce  the 
price  of  gas.  He  believed  in  introducing  anything  which  would 
yield  10  per  cent,  on  the  outlay.  If  anyone  could  prove  to  him 
that  an  invention  would  realize  10  per  cent,  return  upon  the 
original  cost,  he  was  always  ready  to  introduce  it,  or  to  consider 
its  lintroduction,  provided  he  saw  no  disadvantage  in  its  use.  In 
this  case  he  thought  the  invention  was  one  which  might  be  used 
with  considerable  advantage. 

Votes  of  Thanks. 

Mr.  R.  Bridge  (Doncaster)  thought  it  was  their  duty  to  record 
their  thanks  to  the  President  for  his  very  able  address  that  day,  in 
which  he  had  brought  matter  before  them  for  their  entertainment 
and  for  their  future  profit.  He  followed  the  address  through  with 
a  great  deal  of  pleasure ;  and  he  was  sure  that  the  seeds  of  know¬ 
ledge  which  the  President  had  sown  would  bear  fruit,  and  that, 
too,  in  the  not  very  distant  future. 

Mr.  G.  A.  Allan  (Willington)  seconded  the  motion.  In  doing 
so,  he  advocated  something  being  done  with  reference  to  the  for¬ 
mation  of  a  Committee  to  try  and  effect  an  undertaking  about  the 
sizes  of  gas-retorts.  There  was,  he  said,  a  great  deal  more  in 
this  matter  than  many  gas  managers  seemed  to  think.  If  a  maker 
had  to  produce  some  40  or  50  different  sizes  and  patterns  of  retorts 
in  the  course  of  a  year,  he  could  not  keep  a  stock.  Supposing  a 
manager  had  one  or  two  retorts  broken  when  on  the  road  to  the 
works,  and  the  maker  had  not  any  left,  a  bed  was  at  once  laid 
idle.  Instead  of  merely  making  a  suggestion,  he  thought  some¬ 
thing  ought  to  be  done.  The  President  should  name  a  Committee, 
so  that  they  might  consider  the  subject,  and  report  at  the  meeting 
in  May.  There  was,  again,  the  subject  of  the  consumption  of  gas 
in  gas-engines.  Gas  managers  often  recommended  gas  stoves  and 
engines  to  the  public ;  but  they  did  not  use  gas-emgines  them¬ 
selves.  If  they  required  more  power,  they  put  in  a  boiler  and 
steam-engine.  Why  did  they  not  employ  a  gas-engine  instead  ? 
They  would  find  it  a  great  deal  cleaner  and  cheaper ;  and  they 
could  then  urge  it  with  more  freedom  upon  people  outside.  He 
had  great  pleasure  in  seconding  the  motion,  because  a  better  or  a 
plainer  address  to  gas  managers  he  had  seldom  heard. 

The  resolution  having  been  agreed  to. 

The  President  expressed  his  great  obligation  to  the  meeting  for 
their  kindness  to  him.  If,  he  said,  they  had  asked  him  to  design 
any  part  of  a  gas-works,  he  should  have  gone  to  work  with  a 
very  much  lighter  heart  than  he  did  to  write  a  presidential 
address.  It  was  something  altogether  new  to  him ;  and  if  any¬ 
thing  he  had  said  that  day  had  tended  to  interest  them,  he  was 
amply  repaid  for  the  trouble  he  had  taken  in  the  matter  by  the 
vote  of  thanks  which  they  had  just  accorded  to  him.  He  might 
say  that,  so  far  as  the  North  of  England  Association  was  concerned. 


and  all  other  Associations,  he  should  be  glad  to  contribute  what 
he  could  to  the  industry  by  which  they  earned  their  bread.  What 
Mr.  Allan  had  said  about  the  employment  of  gas-engines  embodied 
a  view  of  the  circumstances  which  ought  to  be  taken  more  into 
consideration.  As  they  would  see,  when  they  went  round  his 
works,  he  had  a  small  gas-engine  which  blew  the  bellows  in  the 
blacksmiths’  shop,  and  another  gas-engine  which  worked  a  lathe  and 
other  machines  in  the  fitters’  shop.  They  had  not  gas  power  in  the 
other  parts  of  the  works,  for  the  simple  reason  that  they  were  not 
prepared  to  throw  out  plant  which  was  otherwise  good  in  order  to 
introduce  gas  ;  but  when  opportunity  occurred,  they  should  be  glad 
to  make  use  of  gas. 

Mr.  Hepworth,  on  behalf  of  the  Association,  proposed  a  reso¬ 
lution  acknowledging  the  kind  reception  which  had  been  accorded 
to  the  members  by  the  Hartlepool  Gas  and  Water  Company. 

Mr.  J.  Nichols  (Darlington)  seconded  the  motion,  which  was 
unanimously  adopted. 

The  President  remarked  that,  as  soon  as  he  mentioned  to  the 
Directors  of  the  Company  that  the  Association  intended  to  meet 
there,  they  responded  with  a  desire  to  make  the  gathering  as  agree¬ 
able  as  possible. 

Mr.  Fisher  thanked  the  meeting  very  warmly  for  their  kind  vote 
of  thanks.  The  Directors,  he  observed,  were  extremely  anxious 
that  the  visitors  should  have  a  pleasant  day  ;  and  he  himself  hoped 
that,  notwithstanding  a  little  damp  outside,  some  of  theni  would 
enjoy  the  view  of  the  works,  and  also  would  go  out  with  the 
steamer  and  inspect  the  extensions  which  had  taken  place  at  the 
Hartlepool  breakwater,  and  in  the  town. 

This  concluded  the  business  portion  of  the  meeting. 

The  company  afterwards  went  round  the  gas-works,  escorted  by 
Mr.  Bower.  In  the  course  of  the  inspection,  one  heard  constant 
expressions  of  satisfaction  at  the  substantial  and  well-appointed 
appearance  of  the  works,  and  the  perfect  condition  in  which  every¬ 
thing  is  kept  by  Mr.  Bower.  Most  interest  appeared  to  be  taken 
in  a  small  plant  for  working  the  Claus  process,  which  had,  how¬ 
ever,  been  in  operation,  for  too  short  a  period  to  allow  of  results 
being  stated.  A  very  complete  sulphate  plant  also  claimed  atten¬ 
tion,  as  did  also  a  retort-setting  which  Mr.  Bower  is  at  present 
putting  in,  in  which  the  air  passages  are  arranged  with  a  view  to 
giving  some  of  the  advantages  of  regeneration  without  going  below 
the  usual  foundations ;  it  being  impossible,  on  account  of  water, 
to  go  down  beyond  2  or  3  feet.  The  party  afterwards  visited  the 
pumping  station  in  connection  with  the  water  supply  of  the  town. 
An  engine  pumping  150,000  gallons  of  water  per  hour,  partly  to 
cisterns  adjoining  the  station,  and  partly  to  a  reservoir  four  miles 
away,  was  seen  at  work.  On  leaving  the  water  station,  the  Com¬ 
pany  drove  through  the  extensive  timber  yards  which  are  quite  a 
feature  of  Hartlepool,  to  the  docks  at  East  Hartlepool,  where  they 
embarked,  and  were  taken  to  see  the  extensive  breakwater  and  sea¬ 
wall  improvements  of  recent  years.  The  short  trip  was  very  enjoy¬ 
able.  Landing  at  West  Hartlepool  Docks,  the  members  and  their 
friends  repaired  to  the  Royal  Hotel,  where,  at  four  o’clock,  they  sat 
down  to  ^nner,  under  the  presidency  of  Mr.  Bower. 


A  Non-Explosive  for  Balloons  Wanted. — The  Council  of 
the  Balloon  Society  have  received  from  Captain  Campbell  an  offer 
of  a  prize  of  100  guineas  to  the  inventor  of  a  non-explosive  gas 
suitable  for  ballooning  purposes.  The  Council  have  sent  a  copy  of 
the  letter  to  the  various  gas  managers,  inviting  them  to  compete. 

The  Dinsmore  Gas  Process. — At  the  meeting  of  the  Widnes 
Local  Board  on  Tuesday  last,  the  Gas  Engineer  (Mr.  Isaac  Carr), 
in  the  course  of  his  report,  referred  to  the  Dinsmore  process^  of 
coal  carbonization,  and  said  it  had  been  in  continuous  operation 
at  the  gas-works  since  the  end  of  July  last,  during  which  period 
upwards  of  4  million  cubic  feet  of  gas  had  been  produced.  They 
were  at  present  making  from  Aldwarke  Main  coal,  without  any 
cannel,  13,000  cubic  feet  of  gas  per  ton,  varying  in  quality  from 
20  to  24  candles. 

Electric  Lighting  in  Madrid. — The  Madrid  Correspondent 
of  Industries  says  that  the  electric  light  installation  in  the  Opera 
House  is  the  most  important  in  Spain.  There  are  three  boilers  of 
80-horse  power,  and  four  engines,  each  of  60-horse  power,  which 
are  coupled  direct  to  the  dynamos.  The  interior  of  the  building 
will  be  entirely  lighted  by  Swan  incandescent  lamps.  Of  these 
there  are  altogether  2800 ;  but  it  is  not  expected  that  more  than 
2400  will  be  used  at  one  time.  There  will  be  five  or  six  arc 
lamps  placed  outside  the  building. 

The  Metropolitan  Board  and  Gas  Testing. — At  the  meeting 
of  the  Metropolitan  Board  last  Friday,  the  references  to  the 
Works  and  General  Purposes  Committee  of  March  27,  1885,  and 
April  22,  1887,  on  the  subject  of  the  legalization  of  gas-tests 
carried  out  with  portable  photometers,  and  of  Aug.  5,  1887,  on 
standards  of  light,  were  discharged.  The  Special  Purposes  Com¬ 
mittee  reported  the  resignation  of  Mr.  C.  N.  Hake  of  his  appoint¬ 
ment  as  Gas  Examiner,  and  recommended  that  the  question  of 
the  appointment  of  a  successor  be  referred  to  the  Committee,  with 
authority  to  submit  the  name  of  a  qualified  candidate  for  election 
by  the  Board.  The  Committee  also  stated  that  the  new  gas¬ 
testing  place  of  the  South  Metropolitan  Gas  Company,  at  Wool¬ 
wich,  has  been  completed,  and  will  shortly  be  ready  for  use,  and 
recommended  that  the  question  of  the  appointment  of  an  addi¬ 
tional  Examiner  be  referred  to  the  Committee,  with  authority  to 
submit  the  name  of  a  qualified  candidate  for  election  by  the  Board. 
The  recommendations  were  approved. 
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flegister  af  patents. 

Integrating  the  Flow  of  Liquids. — Deacon,  G.  F.,  of  Liverpool.  No. 

12,627 ;  Sept  17,  1887.  [Is.  6d.] 

This  is  a  modification  of  the  apparatus  employed  to  record  graphically 
the  volume  of  the  flow  of  water  through  a  pipe  or  conduit  at  each  and 
every  instant,  described  in  former  patents  of  the  same  inventor — viz.. 
Nos.  937  and  4264  of  1873,  No.  50  of  1875,  No.  105  of  1879,  and  Nos. 
7679  and  8464  of  1886.  The  specification  of  the  present  patent  is  very 
lengthy  ;  and  an  abstract  of  it  could  not  be  understood  without  reference 
to  the  nine  sheets  of  drawings  by  which  it  is  accompanied.  The  princi¬ 
pal  claims  are :  1.  In  apparatus  for  integrating  the  flow  of  liquids,  in 
which  the  physical  position  of  a  floater,  disc,  or  other  mechanical  part 
in  relation  to  a  zero  is  or  may  be  connected  by  a  mathematical  equa¬ 
tion  with  the  corresponding  volume  of  flow,  the  substitution  for  such 
mathematical  equation  of  a  mechanical  arrangement  in  which  a  device 
such  as  a  cam,  spiral,  or  their  equivalent  is  introduced,  and  by  which 
the  corresponding  volume  is  ascertained.  2.  In  such  apparatus  the 
combination  of  a  disc  operated  by  a  clock,  and  an  integrating-wheel 
driven  thereby,  and  driving  a  counter ;  the  planes  of  inclination  of  the 
integrating-wheel  and  time-disc  being  varied  by  the  motion  of  the  water 
through  a  water-way  of  a  meter,  through  the  agency  of  a  cam,  spiral,  or 
equivalent.  3.  The  combination  of  a  disc — operated  by  a  water-wheel 
or  its  equivalent — and  an  integrating-wheel  driven  thereby  and  driving 
a  counter  ;  the  planes  of  inclination  of  the  integrating-wheel  and  disc 
being  varied  by  the  rise  and  fall  of  a  floater  by  the  agency  of  a  cam, 
spiral,  or  equivalent.  4.  The  combination  of  a  disc  actuated  by  a 
clock,  a  paddle-wheel,  or  their  equivalent,  and  an  integrating-wheel 
driven  thereby  and  driving  a  counter ;  the  planes  of  the  disc  and 
integrating-wheel  being  varied  by  the  motion  or  level  of  the  water 
in  such  a  manner  that  the  counter  registers  the  correct  volume 
passed  between  any  two  observations.  5.  In  apparatus  for  integrating 
the  flow  of  liquids  in  which  the  equation  between  the  physical  position 
of  the  meter,  disc,  floater,  or  equivalent  part  of  the  apparatus  actuated 
by  the  water,  and  the  volume  per  unit  of  time  (either  by  varying  the 
section  of  the  water-way,  or  by  introducing  a  cam,  spiral,  or  its  equiva¬ 
lent)  is  or  may  be  caused  to  be  the  equation  to  a  straight  line,  the  com¬ 
bination  of  a  disc  actuated  by  a  clock  or  by  the  water,  and  an  integrating- 
wheel  driven  thereby  ;  such  integrating-wheel  having  its  axis  parallel 
to,  and  having  a  motion  parallel  to  a  radius  of  such  integrating-disc  in 
such  a  manner  that,  moving  from  the  zero  position  at  or  near  the  centre 
of  the  disc  to  any  given  maximum  position  on  the  radius  of  the  disc,  the 
counter  actuated  thereby  receives  a  motion  proportional  to  the  volume 
of  flow. 


Kegenehattve  Gas-Lamps. — Marsh,  T.  G.,  of  Lytham.  No.  15,344 ; 

Nov.  10,  1887.  [8d.] 

This  is  a  modification  of  an  arrangement  of  lamp  for  which  the 
present  inventor  applied  for  a  patent  last  year  (No.  2708),  but  subse¬ 
quently  abandoned  it.  In  his  application  for  this  earlier  patent,  he  made 
reference  to  a  collar  or  ledge  situated  beneath  the  horizontal  perfora¬ 
tions  in  the  burner  so  as  to  assist  in  steadying  the  flame  and  increase 
its  luminosity.  The  patentee,  however,  found  that,  owing  to  the  heat 
generated  in  the  burner,  the  perforations  were  apt  to  become  choked,  and 
the  collar  or  ledge  became  coated  with  carbonaceous  or  sulphurous  deposits 
from  the  gas ;  thus  injuring  the  form  of  the  light.  To  obviate  these 
defects,  and  to  keep  the  burner  and  ledge  sufficiently  cool  to  prevent 
this  injurious  deposit,  the  lower  part  of  the  burner  has  now  been  pro¬ 
longed,  so  as  to  transmit  part  of  the  heat  in  the  burner  to  a  point 
removed  from  the  perforations ;  thus  reducing  the  temperature  at  the 
perforations  to  a  pitch  which  will  not  cause  deposition.  The  collar  or 
ledge  is  also  insulated  from  direct  contact  with  the  foot  of  the  burner 
to  protect  it  from  overheating.  To  effect  this,  an  extension  is 
screwed  to  the  foot  of  the  burner,  and  a  washer  or  packing  of  asbestos, 
steatite,  or  other  heat-resisting  and  non-conducting  material  or  composi¬ 
tion  is  interposed  between  the  extension  and  the  foot  of  the  burner. 
The  extension  is  so  fashioned  as  to  present  the  ledge  or  collar  beneath 
the  perforations  ;  but  owing  to  the  non-conducting  material  between  the 
extension  and  the  burner,  and  owing  also  to  the  heat-absorbing  pro¬ 
longation  beneath,  the  burner  and  collar  remain  comparatively  cool.  In 
a  pendant  lamp  in  which  the  gas  supply  comes  from  above,  the  exten¬ 
sion  may  be  prolonged  downward  toward  the  bottom  of  the  glass  shield  ; 
and  it  may  be  made  conical  or  cylindrical,  hollow  or  solid,  have  a  fluted 
or  corrugated  surface,  be  provided  with  radiating  fins,  or  any  form  best 
calculated  to  radiate  the  heat  drawn  from  the  proximity  of  the  burner. 
In  a  lamp  supported  from  beneath  (upon  a  bracket  or  standard),  and 
deriving  its  supply  of  gas  from  below,  the  prolongation  from  the 
burner  is  arranged  in  the  form  of  a  tube,  either  with  or  without  perfora¬ 
tions.  When  the  tube  is  perforated,  a  supply  of  air  enters  from  beneath, 
and,  escaping  in  a  heated  condition  through  the  perforations  into  the 
interior  of  the  glass  shield,  unites  with  the  heated  air  coming  from  the 
regenerative  arrangement  above,  and  assists  to  feed  the  flame.  For 
convenience  of  lighting,  the  glass  is  carried  upon  a  sliding  gallery  sup¬ 
ported  upon  a  helical  spring.  When  it  is  wished  to  light  the  lamp,  the 
shield  is  pushed  down  against  the  pressure  of  the  spring  ;  and  on  being 
released,  the  shield  pushes  closely  against  the  upper  part  of  the  lamp, 
and  maintains  it  in  that  position. 


Heating  the  Igniting  Tubes  of  Gas  Motor  Engines.  —  Abel,  C.  D.  ; 
communicated  from  the  Gas  Motoren  Fabnk  Deutz,  of  Deutz, 
Germany.  No.  17,896;  Dec.  29,  1887.  [8d.] 

This  invention  relates  to  apparatus  for  externally  heating  the  tubes 
by  means  of  which  the  combustible  charges  of  motor  engines  are 
ignited;  and  it  has  for  its  object  to  effect  such  heating  by  the  combus¬ 
tion  of  vapour  produced  by  the  volatilization  of  benzene  or  other  volatile 
combustible  liquid. 

For  this  purpose  a  closed  receptacle  (of  spherical  or  other  shape) 
charged  with  combustible  liquid  is  fitted  at  top  with  a  tube  reaching 
down  inside  it  to  near  the  bottom,  and  having  an  internal  screwed 
thread  through  which  is  placed  a  rod,  the  lower  end  of  which  acts  as  a 
valve  for  closing  more  or  less  a  small  opening  at  the  bottom  of  the 
receptacle,  through  which  the  combustible  liquid  can  pass  in  regulated 
quantities  into  a  pipe  conducting  it  downwards  to  a  point  where  external 


heat  is  applied  for  volatilizing  the  liquid  as  it  flows  down.  The 
resulting  combustible  vapour  then  passes  through  a  continuation  of  the 
pipe  to  a  nozzle  or  Bunsen  burner,  where  it  mixes  and  enters  into  com¬ 
bustion  with  the  air.  For  heating  the  pipe,  any  convenient  source  of 
heat  may  be  used — such  as  part  of  the  heat  produced  by  the  combustion 
of  the  vapour  itself,  or  the  heat  radiated  from  the  motor  engine  ;  but, 
by  preference,  the  necessary  heat  is  supplied  by  forming  round  the  small 
supply-pipe  a  small  annular  chamber,  having  at  the  top  a  number  of 
jets,  and  communicating  by  a  small  hole  (regulated  by  a  screw-plug) 
with  the  interior  of  the  pipe  ;  so  that  a  portion  of  the  vapour  generated 
passes  into  the  annular  chamber,  and  issues  through  the  jets  thereof. 
In  order  to  produce  the  requisite  quantity  of  vapour  for  supplying  these 
jets  in  the  first  instance,  a  cup  is  fixed  on  the  supply-pipe  underneath 
the  annular  chamber,  for  the  reception  of  a  small  quantity  of  volatile 
combustible  liquid  which  is  ignited.  The  apparatus  may  be  used  in 
combination  with  any  form  of  Bunsen  or  other  burner  and  igniting- 
tube. 


Gas-Burners. — Mills,  B.  J,  B. ;  communicated  from  C.  S.  Upton,  of  New 
York.  No.  10,996  ;  July  30,  1888.  [8d.] 

The  invention  has  for  its  object  the  construction  of  a  gas-burner  in 
which  a  full  supply  of  air  is  conveyed  evenly  both  inside  and  outside  of 
a  circular  gas-flame.  The  burner  is  constructed  with  an  annular  gas 
chamber  connected  with  the  gas-pipe,  and  through  which  gas  passes  to 
the  jets.  Outside  this  annular  chamber,  and  between  it  and  the  chimney, 
air  is  supplied  to  the  outside  of  the  flame ;  its  flow  being  moderated  and 
directed  by  screens.  The  air  passing  up  within  the  annular  chamber  is 
gathered  into  a  perforated  thimble,  which  fits  the  inner  cylindrical  wall 
of  the  chamber  closely.  A  screen  is  also  provided  covering  all  the  space 
under  the  burner,  so  as  to  moderate  the  flow  of  air  passing  to  the 
burner. 


Fi^.  Z. 


Fig.  1  is  a  perspective  view  of  the  burner ;  and  fig.  2  a  vertical  sec¬ 
tional  view  of  it.  Fig.  3  is  an  under  view ;  the  lowest  air-screen  being 
removed  and  part  of  the  gas-supply  pipe  broken  away.  The  nozzle  of 
the  burner  has  three  or  more  hollow  arms  A,  which  support  the  upper 
part  of  the  burner,  and  supply  gas  to  the  annular  chamber  B  with  jet 
apertures  at  top.  C  is  an  air  chamber.  The  chimney  of  the  burner, 
resting  upon  the  ledge,  does  not  allow  any  air  to  be  supplied  to  the  flame 
from  the  side ;  and  it  is  thus  compelled  to  pass  through  the  perforations, 
which  are  made  of  different  sizes,  so  as  to  supply  air  evenly  while 
interrupting  its  flow  sufficienily  to  prevent  the  jets  of  air  from  striking 
the  flame  with  such  force  as  to  cause  it  to  flicker.  The  thimble  D,  which 
is  preferably  slightly  converging,  fits  the  inner  wall  of  the  chamber  B,  so 
as  to  take  up  all  the  air  passing  between  the  arms  A.  A  second  thimble 
E,  within  the  first,  is  made  with  large  perforations,  so  as  to  break  the 
force  of  the  air  currents  before  they  strike  the  outer  thimble  D.  The 
latter  is  provided  with  smaller  perforations,  which  supply  the  air  evenly 
to  all  parts  of  the  flame,  and  insure  a  complete  and  steady  combustion. 
But  to  further  steady  the  flow  of  air  both  from  the  inside  and  outside  of 
the  annular  chamber,  the  shell  P  is  provided,  spreading  from  the  burner 
nozzle  to  the  chimney  ledge,  and  containing  large  and  numerous  per¬ 
forations. 


Gas-Stoves.  —  Meidinger,  H.,  of  Carlsruhe,  Germany.  No.  11,157; 
Aug.  1,  1888.  [8d.] 

The  arrangement  of  this  gas-heating  stove  is  shown  in  the  accom¬ 
panying  engraving,  in  which  fig.  1  is  a  vertical  central  section  of  the 
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stove  (the  surrounding  casing  being  omitted) ;  fig.  2  is  a  horizontal  section 
of  the  lower  part ;  fig.  3  is  a  vertical  central  section  of  a  trifling  modifi¬ 
cation  ;  fig.  4  is  a  transverse  section  of  the  top  portion  of  the  stove ; 
and  fig.  5  is  a  horizontal  section  of  this  top  part. 

The  stove  rests  on  feet  between  which  the  air  freely  enters  the  inner 
space  of  the  heater.  By  the  outer  cylindric  side  B  and  the  inner 
cylindric  side  C  is  formed  an  annular  slot-shaped  passage.  In  order  to 
maintain  the  two  sides  at  the  same  distance  apart,  they  are  provided 
with  radial  ribs — four  to  eight  in  number  being  provided.  The  inner 
cylindrical  side  C  is  connected  at  its  lower  extremity  with  a  conical 
portion  F,  whereby  the  annular  combustion  chamber  is  formed.  Within 
this  chamber  is  arranged  an  annular  gas-pipe  G  provided  with  numerous 
burners,  the  intervals  between  which  are  so  small  that  the  gas  streaming 
forth  from  all  the  burners  is  gradually  lit  as  soon  as  the  jet  of  gas  near 
the  fire-door  H  is  lighted.  At  its  top,  the  inner  cylinder  terminates  by 
a  cylindrical  portion  I  of  smaller  diameter,  and  provided  with  a  flange 
that  connects  it  to  the  outer  cylindrical  side  B.  In  this  manner  an 
annular  chamber  is  formed,  where  the  cooled  products  of  combustion 
collect  before  escaping  through  the  smoke-pipe  K.  For  the  purpose  of 
allowing  the  gases,  which  enter  the  portion  of  the  collecting  chamber 
opposite  to  the  exit-pipe  to  flow  directly  to  this  pipe,  a  passage  or  tube 
M  is  provided  inside  the  cylinder  I.  Within  the  cylinder  C,  which  is 
open  at  its  upper  and  lower  extremities,  are  arranged  one  or  more  metal 
plates  or  sheets  (as  shown  at  N),  extending  from  the  top  of  the  cylinder 
to  the  bottom  edge  of  the  conical  portion  F.  On  being  heated,  these 
plates  add  to  the  surface,  which  imparts  caloric  to  the  current  of  air 
continually  passing  through  the  cylinder. 

Fig.  3  shows  a  modification  of  the  stove,  wherein  both  sides  of  it  are 
kept  apart  at  an  unvariable  distance,  by  means  of  vertical  ribs  formed 
on  or  suitably  attached  to  either  one  side  or  the  other,  or  partly  to  one 
side  and  partly  to  the  other. 


APPLICATIONS  FOE  LETTEKS  PATENT. 

14,342. — Baetlett,  J.  K.,  “  Improvements  in  station  gas  governors, 
and  in  apparatus  for  varying  the  pressure  of  gas,  either  by  hand  or 
automatically.”  Oct.  5. 

14,349. — Abel,  C.  D.,  “  Igniting  apparatus  for  gas  and  oil  motor 
engines.”  A  communication  from  the  Gas  Motoren  Fabrik  Deutz. 
Oct.  5. 

14,401. — Heaeson,  C.E.,  “  Improvements  in  motive  power  engines  of 
the  kinds  known  as  gas-engines  and  vapour  engines.”  Oct.  6. 

14,405. — Wilkinson,  J.  M.,  and  Upton,  G.,  “  Improvements  in  or 
relating  to  gas-burners.”  Oct.  8. 

14,416. — Fitzpatrick,  H.  D.,  and  Eose,  G.,  “A  new  or  improved 
portable  compressed  gas-lamp,  applicable  for  either  lighting  or  heating 
purposes.”  Oct.  8. 

14,418. — Eansfoed,  A.,  “  Automatically  lighting  star-lights,  gaseliers, 
and  other  gas-fittings.”  Oct.  8. 

14,432. — Hoen,  j.,  “Improvements  in  furnaces  for  heating  steam- 
boilers  and  gas-retorts,  and  for  similar  purposes.”  Oct.  8. 

14,510. — Beouweb,  j.  de,  “Improvements  in  apparatus  to  be  used 
in  the  manufacture  of  gas.”  Oct.  9. 

14,634. — ^Beophy,  M.  jM.,  “  Improvements  relating  to  gas-heated  hot¬ 
plates  for  cooking  purposes.”  Oct.  II. 

14,638. — Willson,  C.,  and  Eobeets,  G.,  “  Check  distribution  arrange¬ 
ments  for  wet  or  dry  gas-meters.”  Oct  11. 

14,648. — Thoen,  j.,  and  Shapcott,  H.,  “  An  improved  device  or  appa¬ 
ratus  for  controlling  the  supply  of  gas  to  gas-stoves  according  as 
required.”  Oct.  11. 


PATENTS  WHICH  HAVE  BECOME  VOID. 
[after  the  fourth  year.] 

9532. — Schnell,  J.  F.,  and  others,  “  Obtaining  gas.” 
9559. — M'Cracken,  T.,  “Burners  for  gas,  Ac,” 

9645. — Welch,  E.  J.  0.,  and  another,  “  Gas-engines.” 
9774. — Eeid,  T.  a.,  “  Gas-fired  digester.” 


Extension  op  Public  Lighting  at  Becicenham:. — In  consequence  of  the 
reduction  made  in  the  price  of  gas  by  the  Crystal  Palace  Gas  Company,  the 
Beckenham  Local  Board  have  decided  to  extend  the  area  of  their  lighting 
district. 

Proposed  Electric  Lighting  of  Harrow. — Last  Wednesday  evening 
a  rneeting  of  the  ratepayers  of  Harrow  was  held  to  consider  the  advisa¬ 
bility  of  adopting  electric  lighting  in  the  town.  Mr.  Eussell  Biggs  pre¬ 
sided.  Mr.  Frank  Taylor  expatiated  on  the  advantages,  from  his  point  of 
view,  of  the  electric  light;  remarking  that  this  light  was  bound  to  come 
sooner  or  later,  and  that  the  time  had  arrived  when  it  could  be  supplied 
as  cheap  as,  or  cheaper  than  gas.  He  did  not,  however,  cite  Barnet  as  an 
instance  of  the  successful  introduction  of  the  system  of  illumination  he 
advocated.  Mr.  W.  F.  Taylor  gave  some  figures  as  to  the  relative  cost  of 
the  electric  light  and  gas ;  stating  that  the  former  had  the  advantage  to 
the  extent  of  4s.  per  lOOO  hours  of  lighting  per  burner.  After  some  dis¬ 
cussion,  it  was  resolved  to  ask  the  Local  Board  to  investigate  the  matter. 

The  Northern  Coal  Trade. — The  activity  in  the  coal  trade  of  the 
North  has  been  further  increased  by  the  apprehensions  of  strikes  in 
Yorkshire.  In  such  an  event,  it  is  probable  that  the  Humber  coal  trade 
would  be  seriously  interfered  with,  and  that  vessels  would  go  to  the  Tyne 
and  Durham  ports  instead.  The  steam  coal  trade  has  decidedly  stiSened 
under  the  belief  that  this  is  probable;  and  a  considerable  number  of  orders 
have  been  given  out;  so  that  the  prospect  for  the  winter  is  better  than 
for  several  years — that  is,  as  far  as  the  bulk  of  trade  is  concerned.  In  gas 
coal  there  is  great  activity,  and  most  of  the  collieries  yielding  this  class  of 
coal  are  now  actively  at  work.  For  additional  orders,  the  full  price  has  to 
be  paid;  and,  indeed,  one  or  two  of  the  gas  collieries  shipping  at  Sunder¬ 
land  now  ask  7s.  3d.  per  ton  for  coal.  The  miners  were  working  rather 
better  last  week ;  but  the  demand  took  away  the  coal  rapidly — some  users 
desiring  to  stock  in  case  of  possible  suspension  of  work  in  some  of  the  coal¬ 
fields.  Manufacturing  coal  is  steady  at  the  advance;  and  there  is  a  fuller 
coking  coal.  Thus,  all  round,  the  coal  trade  seems  brisker,  and 
with  a  full  production  and  a  fair  demand  there  is  the  prospect  of  a  good 
winter  s  trade,  which  labour  troubles  elsewhere  may  cause  to  be  even 
better.  As  yet  there  is  no  advance  in  prices  in  the  Northumbrian  district 
in  consequence  of  the  difficulties  ;  but  it  is  quite  probable  that  such  an 
advance  may  be  declared  soon,  unless  there  should  be  a  settlement  of  the 
disputes. 


dorHspontTEna. 

[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


MB.  HELPS’S  PIPE  EXTEACTOB. 

Sir, — I  have  read  with  some  amusement  your  remarks  in  the  Journal 
for  the  25th  ult.  (p.  542)  on  Mr.  Helps’s  patent,  seeing  that  about  33 
years  ago  I  made  a  similar  machine  for  the  same  purpose.  It  was  tried 
with  4-inch  pipes,  but  did  not  save  much,  if  anything. 


West  Ham  Gas-Works,  Oct.  11,  1888. 


E.  H.  Thorman. 


MODIFICATIONS  OF  HABCOUET’S  COLOUE  TEST. 

Sir, — I  thank  Mr.  Leicester  Greville  for  his  courteous  letter  in  the 
last  number  of  the  Journal.  I  am  sorry  that  there  should  have  been 
a  mistake  in  my  letter  in  the  issue  for  Oct.  2,  for  by  some  means 
20  c.c.  was  converted  into  70  c.c.  of  water.  As  a  matter  of  fact,  if  gas 
norinal  solutions  are  used,  10  c.c.  of  solution  is  sufficient ;  and  if  Mr. 
Greville  will  try  the  experiment  described  in  my  letter  with  20  c.c. 
instead  of  70  c.c.,  he  will  find  that  what  I  said  was  quite  correct. 

Ramsgate,  Oct.  12,  1888. 


GAS  SUPPLY  IN  JAPAN. 

Sir, — In  your  last  issue  there  was  a  paragraph,  headed  as  above,  in 
which  it  was  stated  that  Mr.  Watson  Smith,  Lecturer  in  Chemical 
Technology  at  the  Owens  College,  Manchester,  had  heard  from  his  friend 
Mr.  _W.  Newbigging,  Manager  of  the  Tokio  Gas  Company,  that  the 
President  of  the  Company  (Mr.  Shibusawa)  has  recently  been  enabled 
to  announce  that  a  substantial  reduction  in  the  price  of  gas  will  take 
place — viz.,  from  3  to  2'70  yen  per  1000  cubic  feet,  with  discount ;  and 
he  gives  Mr.  Newbigging  a  side-winded  compliment  for  his  skill  and 
management.  I  should  not  have  noticed  the  matter,  only  a  very  short 
time  ago  another  paragraph  appeared  in  the  Journal  eulogizing  the 
Tokio  Gas  Manager  for  his  great  skill,  &c.,  &c.,  before  he  had  had  time 
to  look  about  him  after  arriving  in  the  country.  Taking  into  account 
that  the  mines  are  convenient  to,  and  that  the  coal  is  stored  in  the 
Tokio  Gas-Works  at  about  $4  per  ton,  and  that  they  pay  their  stokers 
$10  per  month,  the  gas  still  runs  high  in  price— 10s.  9d.  per  1000  cubic 
feet  as  reduced.  I,  however,  cannot  give  any  opinion  as  to  Mr.  New- 
bigging’s  skill  and  management;  but  if  your  information  of  the  latter 
is  derived  from  as  good  a  source  as  that  from  which  you  learnt  that  the 
Japanese  yen  is  equal  to  about  2s.  9d.  of  English,  money,  very  little 
credit  can  be  placed  on  it.  There  is  no  Japanese  coin  equal  to  about 
2s.  9d.  of  our  money ;  a  Japanese  yen  is  equal  to  4s.  2d.  English— a  5-yen 
piece  being  equal  to  our  sovereign.  „  „ 

Dungannon,  Oct.  11,  1888.  -“O®®- 


Settlement  of  a  Long-Standing  Gas  Account.— Mr.  C.  Sellers,  the 
Engineer  and  Secretary  of  the  York  Gas  Company,  has  received  a  letter 
from  a  distant  anonymous  individual,  enclosing,  as  the  writer  states, 
“  five  £1  orders  for  an  account  I  have  owed  for  many  years,  and  interest, 
and  to  pay  for  an  answer,”  in  a  newspaper. 

Gas  Exhibition  in  Kendal. — An  exhibition  of  gas  appliances  was 
opened  in  the  Market  Hall,  Kendal,  last  Tuesday  night,  by  Mr.  W.  H. 
Wakefield,  Chairman  of  Quarter  Sessions.  It  was  arranged  by  the  Kendal 
Gas  and  Water  Company,  and  included  all  kinds  of  appliances  for  the 
consumption  of  gas  for  illuminating  and  domestic  purposes. 

Botherfield  and  Crowbridge  Gas  Company,  Limited. — This  Company 
are  issuing  a  prospectus  in  which  they  state  that  they  have  secured  an 
eligible  site ;  the  Marquis  of  Abergavenny  having  granted  a  lease  for  the 
requisite  land  on  which  to  erect  their  works  at  Crowbridge,  Sussex,  The 
capital  is  F6000,  in  1200  shares  of  £5. 

The  Capital  of  the  Faversham  Gas  Company. — The  Faversham  Gas 
Company  are  going  to  liquidate,  in  order  to  pay  about  30s.  in  the  pound 
to  the  shareholders.  The  capital  of  the  Company  is  small ;  but  the  plant 
and  business  are  valuable.  As  a  consequence,  there  is  to  be  a  re-arrange¬ 
ment  by  which  each  shareholder  will  get  £150  worth  of  stock  for  ^100 
worth  of  shares. 

Proposed  Adoption  of  Electric  Lighting  at  Hendon. — Encouraged) 
doubtless,  by  the  success  (?)  of  the  electric  lighting  of  Barnet,  a  member 
of  the  Hendon  Local  Board — Mr.  Yule — has  notified  his  intention  of 
moving,  at  the  next  meeting  of  that  body,  that  the  Solicitor  be  instructed 
to  apply  to  the  Town  Clerk  of  Barnet  for  particulars  as  to  the  price  paid 
for  electric  lighting  there,  with  a  view  of  ascertaining  whether  a  saving 
of  the  ratepayers’  money  might_be  effected  by  the  adoption  of  the  new 
light  at  Hendon. 

The  Mansfield  Improvement  Commissioners,  and  the  Water- 
Works. — At  the  meeting  of  the  Mansfield  Improvement  Commissioners 
last  Friday,  Mr.  James  gave  notice  of  a  motion  to  refer  to  arbitration 
the  question  of  the  terms  on  which  the  Commissioners  could  acquire 
the  undertaking  of  the  Mansfield  Water  Company.  He  reviewed  the 
past  proceedings  in  the  matter,  and  remarked  that,  inasmuch  as  there 
was  only  F6000  difference  between  the  amount  already  offered  by  the 
Commissioners  and  that  asked  by  the  Company,  the  matter  should  be 
settled  in  the  manner  suggested. 

Beductions  in  Price. — Tihe  Brentford  Gas  Company  have  given  notice 
of  their  intention  to  reduce  the  price  of  gas  to  private  consumers  from 
3s.  2d.  to  3s.,  and  for  public  lighting  from  2s.  lOd.  to  23.  8d.  per  1000  cubic 
feet,  from  the  close  of  the  quarter  ending  at  Christmas  next.  This  will 

mean  a  saving  of  upwards  of  F260  per  annum  to  the  Board. - As  reported 

in  another  column,  the  Carlisle  Town  Council  have  decided  on  reducing 
the  price  of  gas  from  2s.  6d.  to  2s.  3d.  per  1000  cubic  feet  as  from  the  end 

of  the  year. - The  Whitworth  Vale  Gas  Company  have  reduced  the 

price  of  gas  2d.  per  1000  feet  as  from  the  1st  inst.  The  price  will  now  be 
3s.  9d.  per  1000  feet. 

Improved  Lighting  in  St.  James’s. — At  the  meeting  of  the  Vestry  of 
St.  James’s,  Westminster,  last  Thursday,  the  Lighting  Committee  recom¬ 
mended  that  it  should  be  referred  to  them  to  take  into  consideration  the 
advisability  of  fixing  street  lanterns  of  improved  construction  throughout 
the  parish  where  necessary,  with  a  view  to  the  full  benefit  being  derived 
from  the  recent  increase  in  the  size  of  the  burners.  This  was  agreed  to. 
One  of  the  members  said  he  had  just  returned  from  a  tour  in  the  smaller 
towns  of  Germany,  and  he  did  not  hesitate  to  say  that  in  any  second-class 
city  in  Germany  the  lighting  was  sunerior  to  anything  found  in  the 
Metropolis.  London,  as  a  city,  was  very  badly  lighted  ;  and  St.  James’s, 
Westminster,  was  the  worst  lighted  portion  of  it. 
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IKballanmts  Stetos. 


METEOPOLIS  GAS  SUPPLY. 

The  Chief  Gas  Examiner  for  the  Metropolis  (Dr.  Williamson,  F.R.S.) 
has  presented  his  report  on  the  quality  of  the  gas  supplied  by  The  Gas¬ 
light  and  Coke,  the  Commercial,  and  the  South  Metropolitan  Companies, 
during  the  quarter  ending  Sept.  30.  The  following  is  an  abstract : — 

I.  With  respect  to  Illuminating  Power. — The  average  illuminating 
power,  in  standard  sperm  candles,  at  each  of  the  testing  stations,  was  as 


follows  : — 

The  Gaslight  and  Coke  Company — 

Jewry  Street,  E.C . 16'4 

Kinghorn  Street,  E.C . 16'7 

Dorset  Buildings,  E.C . 16'7 

Ladbroke  Grove,  W . 18-0 

Devon's  Road,  E . 16-6 

Carlyle  Square,  Chelsea . 16'6 

Camden  Street,  N.W . 16’3 

Graham  Road,  E . 16’5 

Kingsland  Road,  E . 16-9 

Spring  Gardens,  Charing  Cross,  S.W . 16-3 

Grove  Gardens,  Regent’s  Park,  N.W . 16-6 

Lambeth  Road,  S.E . 16-4 

Hornsey  Road,  N . 16'2 

Millbank  Street,  S.W.  (cannel  gas) . 20 '8 

Commercial  Gas  Company— 

Wellclose  Square,  E . 16’5 

Parnell  Road,  E . 16 -6 

South  Metropolitan  Gas  Company — 

Hill  Street,  S.E . 16 -5 

Foster  Place,  S.W . 16 '3 

Stoney  Lane . 16-4 

Lewisham  Road,  S.E . 16'4 

Blackfriars  Road . 16 '2 


It  will  be  seen  from  these  results  that  the  average  illuminating  power 
at  all  the  testing  stations  was  higher  than  the  parliamentary  standard. 
At  the  Millbank  Street  and  Lambeth  Road  stations  of  The  Gaslight  and 
Coke  Company,  the  minimum  illuminating  power  was  equal  to  the  require¬ 
ments  ;  and,  with  the  exception  of  certain  deficiencies  in  the  lighting 
power  at  the  Jewry  Street,  Camden  Street,  Spring  Gardens,  Hornsey 
Road,  Wellclose  Square,  and  Parnell  Road  testing  stations,  the  minimum 
was  either  equal  to  or  above  the  requirements  of  the  Acts  of  Parliament 
at  all  the  testing  stations. 

II.  As  regards  Purity. — Sulphuretted  hydrogen  was  not  present  in  the 
gas  at  any  of  the  testing  stations.  The  average  amount  of  sulphur  pre¬ 
sent  in  the  gas  has  been  considerably  less  than  the  quantity  permitted  at 
all  the  testing  stations.  With  the  exception  of  the  Jewry  Street  station 
(where  on  four  occasions  during  the  quarter  slight  excesses  were  reported), 
the  maximum  amount  present  in  the  gas  has  been  well  within  the  limit  at 
each  station.  Excepting  the  City  of  London  testing  stations,  ammonia 
was  generally  present  in  the  gas  more  or  less  frequently  during  the  quarter, 
but  only  in  slight  quantities,  at  all  the  stations. 


THE  CHARGES  IN  CONNECTION  WITH  THE  HALIFAX 
GAS  COAL  CONTRACTS. 

The  following  correspondence,  bearing  upon  the  impending  proceedings 
arising  out  of  the  charges  of  fraud  in  connection  with  the  Halifax  gas 
coal  contracts,  has  been  forwarded  to  us  for  publication.  On  the  11th 
inst.,  Messrs.  Cobbett,  Wheeler,  and  Cobbett  (Mr.  Emor  G.  Wrigley’s 
Solicitors)  wrote  to  the  Town  Clerk  of  Halifax,  Mr.  Keighley  Walton,  in 
reply  to  a  letter  addressed  by  him  to  Mr.  Wrigley  on  the  4th  inst.,  as 
follows : — “  Having  regard  to  the  character  and  means  of  Mr.  F'ox,  we 
have  advised  our  die  nt  not  to  take  legal  proceedings  against  him,  but  to 
treat  his  allegations  w  ith  contempt.  We  are  instructed  to  state  on  Mr. 
Wrigley’s  behalf  that  he  denies  that  he  has  fraudulently  substituted 
another  and  inferior  coal  to  that  which  he  contracted  to  supply  to  the 
Halifax  Gas-Works,  or  that  he  has  been  guilty  of  malpractices  in  connection 
with  the  Halifax  Gas-Works;  and  he  is  willing,  and  hereby  offers  through 
us,  to  render  any  assista  nee  in  his  power  or  give  any  desired  information  to 
the  Corporation  for  the  purpose  of  proving  that  such  charges  are  false.”  A 
copy  of  this  letter  was  forwarded  by  the  Town  Clerk  to  Messrs.  Godfrey 
Rhodes  and  Evans  (Mr.  Fox’s  Solicitors),  who  on  the  next  day  replied  as 
follows  : — “  We  are  obliged  by  the  copy  of  letter  received  by  you  from 
Messrs.  Cobbett,  Wheeler,  and  Cobbett,  written  on  behalf  of  Mr.  Wrigley, 
and  hasten  to  reply  to  the  base  insult  and  insinuation  therein  contained, 
reflecting  upon  Mr.  Fox.  If  either  Mr.  Wrigley  or  Messrs.  Cobbett, 
Wheeler,  and  Cobbett  have  any  charges  to  make  against  our  client’s 
character,  and  will  put  them  into  writing,  our  client  will  be  prepared  to 
meet  his  accusers  face  to  face  in  the  witness-box,  and  will  not  be  as  long 
in  issuing  his  writ  as  Mr.  Wrigley  has  been.  Mr.  Wrigley  and  his 
advisers  no  doubt  would  be  very  glad  to  escape  the  exposure  consequent 
on  his  going  into  a  Court  of  Law ;  but  in  order  that  the  excuse  as  to  our 
client’s  means  put  forward  by  them  may  be  discarded,  we  may  say  that 
our  client  will  be  prepared,  within  24  hours  after  being  served  with  any 
writ  by  Mr.  Wrigley,  to  deposit  with  the  Mayor  the  sum  of  iilOOO,  pro¬ 
vided  Mr.  Wrigley  will  deposit  a  similar  amount,  and  to  be  held  by  the 
Mayor  to  provide  for  the  result  of  Mr.  Wrigley’s  action.  Our  client 
cannot  boast  of  any  large  possessions ;  but  if  he  had  adopted  the  same 
means  of  making  money  which,  from  information  in  our  possession,  Mr. 
Wrigley  appears  to  have  followed,  he  would  no  doubt  have  been  worth 
considerably  more.  We  shall  be  glad  if  you  will  kindly  ask  Messrs. 
Cobbett,  Wheeler,  and  Cobbett  to  state  what  charges  they  have  to  make 
against  our  client’s  character.  We  may  say,  in  reference  to  the  offer  on 
behalf  of  Mr.  Wrigley  to  render  any  assistance  in  his  power,  or  to  give 
information  to  the  Corporation,  that,  so  far  as  our  client  is  concerned,  and 
we  venture  to  think  so  far  as  the  general  body  of  ratepayers  of  Halifax  are 
concerned,  no  information  he  may  give  will  be  satisfactory,  unless  given 
upon  oath,  and  unless  he  subjects  himself  to  cross-examination  in  the 
witness-box.”  The  draft  indemnity  to  be  given  to  Mr.  Alderman  Riley  by 
the  Corporation  will,  it  is  expected,  shortly  be  submitted  to  the  Mayor 
and  Town  Clerk  for  approval. 


LEEDS  CORPORATION  GAS  SUPPLY. 

Allegations  by  Mb.  Ellis  Lever  as  to  the  Coal  Contracts. 

At  the  Meeting  of  the  Leeds  Town  Council  last  Thursday — the  Mayor 
(Mr.  Alderman  Scarr)  in  the  chair — a  discussion  took  place  on  the  subject 
of  certain  communications  which  had  been  received  by  his  Worship  from 
Mr.  Ellis  Lever  in  reference  to  the  Corporation  coal  contracts. 

Mr.  Gilston,  Chairman  of  the  Gas  Committee,  in  moving  the  approval 
of  the  minutes  of  the  Committee,  called  attention  to  the  following  state¬ 
ment  contained  therein  : — “  The  Mayor  attended  (on  Aug.  1)  and  read  to 
the  Committee  telegrams  and  letters  received  by  him  from  Mr.  Ellis  Lever 
upon  the  subject  of  coal  contracts.  Resolved — That,  having  heard  the 
Mayor’s  explanation  of  his  reason  for  desiring  the  subject  to  be  considered 
by  the  Committee,  they  are  of  opinion  that  there  is  no  sufficient  reason 


for  withdrawing  the  resolution  accepting  the  coal  tenders  from  the 
minutes  to  be  approved  by  the  Council  to-day.”  He  said  that  the  Mayor 
received  from  Mr.  Ellis  Lever  letters  intimating  that  amongst  the  people 
tendering  for  coals  were  men  who  were  not  particularly  truthful  and 
honest  in  their  dealings,  and  wishing  to  caution  the  Committee 
against  entering  into  any  contract  with  people  of  this  kind.  Inas¬ 
much  as  Mr  Lever  did  not  indicate  the  persons  to  whom  he  referred, 
and  the  Committee  did  not  know  them,  they  declined  to  withhold 
the  tenders  they  were  prepared  to  recommend  to  the  Council  for 
acceptance.  They  did  this,  however — they  appointed  the  Mayor,  the 
Town  Clerk  (Sir  G.  Morrison),  and  himself  to  meet  Mr.  Lever,  and  hear 
what  he  had  to  say  in  the  matter ;  agreeing  that  if  anything  substantial 
to  the  disadvantage  of  the  men  referred  to  were  laid  before  them,  they 
would  not  fail  to  take  notice  of  it.  Mr.  Lever  had  not  found  it  convenient 
to  make  arrangements  to  meet  them  ;  and  he  (Mr.  Gilston)  apprehended 
that  he  had  nothing  to  say  against  any  person  with  whom  contracts  had 
been  entered  into.  The  Gas  Committee,  however,  were  not  disposed  to 
leave  the  matter  where  it  was.  They  were  determined  that,  sooner  or 
later,  Mr.  Lever  should  be  asked  to  meet  a  deputation  of  the  Committee, 
in  order  that  he  might  justify  the  charges  made  against  one  or  more  of 
the  people  referred  to. 

Mr.  Dyson  seconded  the  motion. 

Alderman  Gaunt  reminded  the  Council  that  Mr.  Lever  had  already 
been  engaged  in  one  action  in  regard  to  coal  contracts,  and  had  substan¬ 
tiated  every  word  he  had  used  ;  and  he  expressed  a  hope  that  the  Commit¬ 
tee  would  not,  from  any  punctiliousness,  refrain  from  receiving  informa¬ 
tion  from  Mr.  Lever  or  any  one  else.  'The  Council  were  aware  that  in 
Leeds,  only  a  year  or  two  ago,  they  had  coals  of  an  inferior  kind  sent  to 
New  Wortley ;  and,  in  fact,  that  a  lot  of  things  were  then  going  on  that 
were  very  irregular — not  that  it  was  the  fault  of  the  Gas  Committee, 
because  the  members  could  not  be  present  to  look  after  such  things.  He 
was  quite  sure  that,  if  there  was  anything  wrong,  the  Committee  would 
do  their  best  to  get  to  the  bottom  of  it. 

The  Mayor  said  Mr.  Lever  had  not  refused  to  come  and  see  them ;  he 
had  engagements  which  prevented  him  coming  now.  However,  he  was 
under  a  promise  to  come  when  it  was  convenient ;  and  therefore  he  (the 
Mayor)  thought  they  had  better  not  discuss  the  matter  further  at  present. 
When  Mr.  Lever  came,  Mr.  Gilston,  Sir  G.  Morrison,  and  himself  would 
hear  what  he  had  to  say,  and  would  communicate  it  to  the  Council  or  to 
the  Gas  Committee. 

Mr.  Henry  hoped  the  Council  would  not  be  uneasy  in  reference  to  this 
matter.  Mr.  Lever  had  not  made  any  allegations  against  those  with 
whom  they  had  entered  into  coal  contracts.  He  was  aware  that  discounts 
had  been  deducted  from  accounts  in  cases  where  an  inferior  quality  of 
coal  had  been  sent  in. 

Sir  E.  Gaunt  :  That  is  a  very  improper  thing. 

Mr.  Henry  replied  that  it  might  not  be  a  proper  thing ;  but  if  it  were 
found  that  an  inferior  article  was  sent  in,  it  was  surely  fair  that  a  deduc¬ 
tion  should  be  made,  and  the  contractor  warned  that  if  he  sent  any 
more  coal  of  an  inferior  quality  his  contract  would  be  broken.  The  Gas 
Committee  were  quite  alive  to  the  matter.  There  was  very  little  irregu¬ 
larity  ;  in  fact,  he  believed  there  was  none  at  all.  The  Council  might  rest 
assured  that  the  Committee  would  not  hesitate  to  probe  to  the  bottom 
anything  they  found  to  be  wrong. 

Alderman  'Tatham  hoped  the  Gas  Committee  would  feel  their  hands 
strengthened  by  the  Council  in  thoroughly  investigating  these  matters, 
because  he  believed  the  hateful  practices  alluded  to  were  almost  universal; 
and  if  they  could  be  stamped  out,  it  would  be  a  good  thing. 

Alderman  Emsley  said  the  coal  contracts  of  the  borough  amounted  to 
^150,000  a  year.  It  appeared  to  him  that  the  Gas  Committee  had  declined 
to  go  into  the  matter  as  the  Mayor  requested. 

The  Mayor  interposed,  saying  he  did  not  request  the  Committee  to  with¬ 
hold  the  contracts  from  confirmation.  There  had  been  no  definite  charges 
made  against  any  person ;  and  the  Committee  thought  it  right  to  go  on 
with  the  business — intimating  that  they  would  like  to  hear  Mr.  Lever 
after  the  contracts  were  confirmed.  He  might  add  that  he  did  not  think 
the  Council  need  be  alarmed  in  the  matter. 

Alderman  Baker  said  Mr.  Lever  had  been  urged  to  attend  before  the 
Committee  to  give  any  information  he  possessed,  and  the  Chairman  of 
the  Committee  had  done  all  he  possibly  could  in  the  matter ;  but  Mr. 
Lever  had  sent  a  telegram  to  say  it  was  not  convenient  to  come.  When 
coal  of  an  inferior  quality  was  persistently  sent  in,  the  contract  was 
stopped  ;  but  when  it  was  only  one  or  two  loads  that  were  poor,  deduc¬ 
tions  from  the  payments  were  made.  The  people  employed  at  the  gas¬ 
works  were  very  cautious;  and  he  hoped  they  would  continue  to  be  so. 

Mr.  Arnold  Lupton  pointed  out  that  there  might  be  variations  in  the 
quality  of  coal  without  any  intentional  dishonesty. 

Mr.  Gilston,  in  reply,  hoped  the  Council  would  not  suppose  that  either 
the  Gas  Committee  or  himself  would  attempt  to  stop  Mr.  Lever  from  carry¬ 
ing  out  the  purifying  process  he  had  had  in  hand  for  some  time.  Every 
gas  concern  in  the  country  was  indebted  to  him  for  the  exposures  which 
he  had  made;  but,  while  grateful  to  him,  they  must  not  forget  the  cha¬ 
racter  of  their  own  people.  The  Council  need  not  be  disturbed  about  the 
coal,  as  every  Manager  was  responsible  ;  and  it  was  his  interest  to  see  that 
he  was  getting  what  he  paid  for.  Besides,  the  coal  was  tested  by  an  in¬ 
dependent  analyst  once  a  month.  If  Mr.  Lever  could  point  out  one  man 
who  had  acted  dishonestly,  there  was  no  member  of  the  Gas  Committee 
who  would  not  be  ready  to  investigate  any  charge  he  might  bring  against 
any  contractor. 

'The  motion  was  then  put  and  carried. 


THE  SHEFFIELD  CORPORATION  AND  THE  GAS  COMPANY. 
The  Duties  of  the  Nominee  Gas  Directors. — The  Issue  of  New  Stock. 

At  the  Meeting  of  the  Sheffield  Town  Council  on  Wednesday  last,  the 
members  were  asked  to  elect  three  nominee  Directors,  to  represent  the 
Corporation  on  the  Board  of  the  Gas  Company.  Before  proceeding  with 
the  business,  Alderman  Foster  requested  some  information  as  to  the  duties 
of  the  Directors.  Were  they  useful  or  purely  ornamental?  Mr.  Booker 
replied  that  they  were  certainly  not  useful.  The  Mayor  (Mr.  Alderman 
Clegg)  suggested  that  the  votes  should  be  counted  before  the  question  put 
by  Mr.  Alderman P’oster  was  answered.  The  votes  were  then  taken;  the 
result  being  that  Mr.  Alderman  Gainsford,  Mr.  Langley,  and  Mr.  Franklin 
were  re-elected.  Alderman  Gainsford,  in  answer  to  the  question,  said  it 
was  for  the  Council  to  judge  of  the  utility  or  otherwise  of  the  Directors. 
Alderman  R.  T.  Eadon  thought  the  Directors  were  useful,  and  mentioned 
instances  when,  but  for  their  presence  on  the  Board,  there  might  have  been 
ill-feeling  between  the  Corporation  and  the  Company.  Mr.  Franklin  said 
the  nominee  Directors  were  placed  on  the  Board  by  Act  of  Parliament. 
He  did  not  think  they  were  of  any  great  use  to  the  Council — in  fact,  the 
Law  Clerk  of  the  Gas  Company  (Mr.  W.  Wake),  when  asked  what  their 
particular  functions  were,  replied  that  it  was  to  make  themselves  disagree¬ 
able.  He  could  not  say  that  they  had  succeeded  in  fulfilling  the  idea  of 
the  Law  Clerk.  He  believed  they  had  been  as  successful  as  their  limited 
powers  would  permit  them  to  be  in  attending  to  the  interests  of  the  town. 
Alluding  to  the  issue  of  a  new  class  of  shares  by  the  Company,  he  said  it 
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was  a  question  which  very  seriously  affected  the  town,  and  one  which  the 
nominee  Directors  took  into  their  careful  consideration  ;  and  he  both  spoke 
and  voted  against  such  issue.  The  Company  had  uncalled  capital  of  some¬ 
thing  like  itSOOO,  they  had  large  borrowing  powers  which  they  had  not 
exercised,  and  they  had  uncalled  capital  on  the  “  E  ”  shares ;  but  notwith¬ 
standing  this,  they  had  decided  to  issue  new  shares.  He  conimunioated 
with  the  Town  Clerk  (Mr.  Pye-Smith),’and  ascertained  his  opinion ;  and  he 
had  also  found  from  the  Acts  of  Parliament  that,  although  the  Company 
had  the  borrowing  powers,  they  would  not  be  justified  in  exercising  them. 
The  Town  Clerk  said  the  question  of  issuing  shares  was  one  for  the 
proprietors  to  decide,  and  that  no  outside  authorities  had  any  power  to 
interfere  with  them.  This  was  the  state  of  the  law  ;  and,  in  his  opinion,  the 
interests  of  the  town  had  not  been  so  well  looked  after  in  the  past  as  they 
might  have  been.  He  thought  it  due  to  the  Council  to  give  this  explana¬ 
tion.  Alderman  Gainsford  said  he  had  mentioned  the  matter  of  raising 
new  capital  to  the  Law  Clerk  of  the  Company ;  and  he  clearly  pointed  out 
that  Parliament  had  given  them  the  power  to  issue  new  shares  to  the 
existing  holders  at  their  nominal  value  instead  of  at  their  market  value. 
The  Law  Clerk  explained  that,  at  the  time  the  Act  of  Parliament  was 
passed,  it  was  agreed  that  the  Company  should  be  limited  to  a  10  per 
cent,  dividend  on  the  one  side,  but  on  the  other  side  that  they  should 
have  the  power  of  issuing  new  shares  at  the  nominal  value  of  £100 
instead  of  the  market  value,  which,  he  supposed,  would  now  be  about 
£250.  The  Law  Clerk  said  that  if  they  had  not  had  the  privilege  of 
issuing  new  shares  at  their  nominal  value,  they  would  have  been  allowed, 
as  other  gas  companies  were,  to  have  gone  beyond  the  10  per  cent,  divi¬ 
dend.  He  pointed  out  that  if  the  Company  had  wanted  £50,000,  they 
could  have  obtained  it  by  issuing  capital  bearing  a  dividend  of  £4000  or 
£5000,  instead  of  £12,000  as  byltheir  present  plan.  The  Company,  in  what 
they  had  done,  had  acted  entirely  within  the  scope  of  their  Acts.  He 
mentioned  this  in  order  that  the  Council  might  understand  both  aides  of 
the  question.  Mr.  Langley  said  he  was  the  only  nominee  Director  at  the 
meeting  held  on  the  1st  inst.  (see  ante,  p.  639),  and  not  one  shareholder 
rose  to  ask  what  the  money  was  wanted  for.  He  bore  testimony  to  the 
efficiency  of  the  Company’s  works.  A  formal  resolution  was  then  passed 
re-electing  the  gentlemen  above-named. 


AEBROATH  CORPORATION  GAS  SUPPLY. 

The  Pboposed  Extension  op  the  Gas-Wobks. 

A  Meeting  of  the  Committee  of  Management  of  the  Arbroath  Gas  Cor¬ 
poration  was  held  on  Monday  last  week — Provost  Andebson  presiding — 
for  the  purpose  of  considering  the  remit  from  the  Commission  in  refer¬ 
ence  to  the  carrying  out  of  the  proposed  extension  and.improvement  of  the 
gas-works  at  a  cost  of  about  £8000. 

Provost  Andebson  explained  the  object  of  the  meeting,  and  detailed  the 
steps  which  had  led  up  to  its  being  held.  He  afterwards  remarked  that 
the  position  at  which  the  Commissioners  had  now  arrived  was  either  that 
the  extension  scheme  contained  in  the  remit  ought  to  be  carried  out,  or 
that  the  erection  of  new  works  should  be  faced.  He  had  no  objection  to 
recede  from  the  position  he  had  taken  up,  provided  those  who  favoured 
the  new  works  could  show  how  it  could  be  financially  accomplished ;  but  he 
maintained  that  the  time  had  now  arrived  when  the  Committee  should 
either  do  the  one  thing  or  the  other. 

Mr.  Dickson  said  his  idea  was  that  the  Engineer’s  (Mr.  R.  S.  Carlow’s) 
estimate  for  removing  the  old  plant  to  a  new  site,  and  adding  whatever 
additional  plant  was  required,  should  be  practically  tested  by  asking  local 
tradesmen  to  send  in  oflers  for  performing  the  necessary  work,  and  that  a 
Committee  of  three  should  be  appointed  to  look  out  for  a  site.  His  firm 
belief  was  that  a  new  site  could  be  procured  without  a  penny  of  cost  to 
the  ratepayers.  He  admitted  that  Mr.  Carlow’s  estimate  might  fall  a  little 
short;  but  the  transference  could,  in  his  opinion,  be  efiected  for  about 
£17,000,  and  as  much  would  be  saved  annually  as  would  meet  the  interest 
on  a  loan  of  this  amount.  He  moved  a  resolution  accordingly. 

Mr.  Cablow,  in  reply  to  a  question,  said  he  had  withdrawn  his  estimate 
for  removing  the  works  to  a  new  site  at  a  cost  of  £15,000,  so  far  as  the  cost 
of  the  removal  of  the  holder  was  concerned.  There  might  be  some  diffi¬ 
culty  in  fitting  up  the  old  iron  sheets,  and  also  in  excavating  the  whole 
of  the  stones  of  the  holder;  and  he  had  therefore  increased  his  estimate, 
BO  far  as  it  concerned  the  removing  of  the  holder,  by  £2000. 

Mr.  Dickson  said  he  had  never  understood  until  now  that  Mr.  Carlow 
had  withdrawn  his  estimate  of  £15,000. 

Provost  Andebson  said  it  had  been  mentioned  at  least  half-a-dozen 
times  at  the  last  meeting. 

Mr.  Cabglll  remarked  that  Mr.  Dickson’s  proposals  were  not  so  simple 
as  they  appeared.  At  the  same  time  he  did  not  disapprove  of  the  sug¬ 
gestion  that  an  inquiry  should  take  place  as  to  the  cost  of  erecting  new 
works. 

Provost  Andebson  said  his  objection  to  Mr.  Dickson’s  proposed  inquiry 
was  that  they  could  place  no  kind  of  reliance  upon  estimates  given  by 
tradesmen  who  were  not  assured  that  the  works  for  which  they  were 
estimating  were  going  on.  Besides,  local  tradesmen  knew  nothing  about 
gas-works.  If  they  wished  for  a  reliable  estimate,  they  must  procure 
it  from  a  gas  engineer.  If  they  would  go  the  length  of  remitting  it  to 
such  a  man  as  Mr.  William  Foulis,  Engineer  and  Manager  to  the  Glas¬ 
gow  Gas  Corporation,  he  should  have  no  objection  to  such  a  course. 

Mr.  Sandeman  held  that  no  new  arguments  in  favour  of  the  extension 
had  been  advanced.  He  considered,  therefore,  that  the  Commissioners 
should  consult  their  constituents  at  the  November  elections  before  doing 
anything  further. 

Provost  Andebson  said  that  he  could  not  understand  the  position  taken 
up  by  Mr.  Sandeman,  after  he  had  consented  to  the  Commissioners  en¬ 
gaging  Mr.  Mitchell  to  report  on  the  works. 

Mr.  Sandeman  replied  that  he  was  entitled  to  change  his  opinion 
when  he  thought  he  was  wrong.  He  maintained  that  the  Arbroath  Gas- 
Works  were  as  good  as  any  of  their  size  in  Scotland,  and  that  the  Com¬ 
missioners  therefore  were  not  justified  in  spending  £800  upon  them. 

Mr.  Cablow  remarked  that  Mr.  Sandeman  had  apparently  forgotten 
that  the  small  gasholder  was  completely  done  for. 

Mr.  Dickson  said  he  should  support  Mr.  Sandeman’s  proposition,  as  a 
protest  against  the  present  site  of  the  works. 

After  some  further  remarks, 

Mr.  Cabgill  moved  that  the  following  should  become  the  finding  of 
the  Committee : — “  It  was  resolved  that,  before  proceeding  to  carry  out 
the  remit  made  to  them,  the  Committee  recommend  that  a  Special 
Committee,  consisting  of  Provost  Anderson  and  Messrs.  Dickson  and 
Cargill,  should  be  appointed  to  look  out  for  a  suitable  site  for  new  works 
or  alternative  sites ;  and  the  Committee  further  recommend  that  the 
question  of  the  proposed  extension  of  the  present  works  and  new  works 
should  be  remitted  to  Mr.  William  Foulis,  Engineer,  Glasgow  Corporation 
Gas-Works,  to  consider  and  report.” 

A  vote  was  then  taken  between  the  motion  of  Mr.  Sandeman  and  Mr. 
Cargill’s  amendment,  when  the  latter  was  carried  by  15  votes  to  2 ;  Mr. 
Michie  entering  his  dissent. 

The  Committee  then  resolved  itself  into  a  meeting  of  the  whole  Board, 
when  the  finding  of  the  Committee  was  unanimously  adopted. 


STAFFORD  CORPORATION  GAS  SUPPLY. 

The  Pbogbess  of  the  Wobks. 

In  the  JouBNAL  last  week  we  briefly  alluded  to  the  visit  recently  paid  by 
the  members  of  the  Stafford  Corporation  to  the  gas-works,  by  invitation 
of  Mr.  Alderman  Dudley,  the  Chairman  of  the  Gas  Committee.  On  that 
occasion,  this  gentleman  gave  a  short  account  of  the  improvements  which 
have  been  effected  in  the  gas-works  during  the  past  few  years.  In  the 
course  of  his  remarks  he  said :  The  first  important  alteration  and  exten¬ 
sion  made  at  these  works  since  1883  was  the  erection  of  two  new  lime 
purifiers  and  a  new  shed  for  slacking  and  storing  lime;  also  a  shed  for 
spent  lime.  The  gas  is  now  passed  through  four  oxide  purifiers,  each 
filled  with  hydrated  ferric  oxide.  In  these  the  whole  of  the  sulphuretted 
hydrogen  is  eliminated  from  the  gas ;  also  a  portion  of  the  sulphur  com¬ 
pounds.  The  gas  is  then  passed  through  the  new  lime  purifiers,  which 
take  out  the  carbonic  acid,  and  further  reduce  the  sulphur  compounds — 
the  chief  benefit  obtained  by  eliminating  the  carbonic  acid  being  an  in¬ 
crease  in  the  illuminating  power  of  the  gas.  The  cost  of  altering  the 
purifying  arrangements  was  £1500 ;  and  we  now  have  a  very  efficient 
system  of  gas  purification.  Further,  the  manual  labour  of  emptying  and 
charging  the  oxide  purifiers  is  reduced  to  a  minimum  by  means  of  an 
oxide  conveyer.  The  next  alteration  worthy  of  note  is  the  construction 
of  new  retort  furnaces  in  No.  2  retort-bench.  No.  1  retort-bench  has  been 
rebuilt ;  the  length  of  the  retorts  increased  from  18J  to  20  feet ;  and  the 
retorts  in  this  bench  are  heated  by  the  Manager’s  (Mr.  J.  F.  Bell’s)  own 
system  of  regenerative  furnaces,  which,  I  understand,  is  being  pro¬ 
tected  in  England  and  America.  By  means  of  this  system,  we  can 
make  upwards  of  8000  cubic  feet  of  gas  per  mouthpiece  in  24  hours, 
against  5000  cubic  feet  in  the  ordinary  settings.  The  importance  of  this 
will  be  at  once  perceived  when  I  inform  you  that,  unless  a  larger  make  of 
gas  per  retort  had  been  made  possible,  the  retort-house  would  have  had 
to  be  speedily  enlarged.  The  cost  of  this  extension  would  amount  to  £6000, 
and  is  thus  able  to  be  deferred  for  some  time  longer.  The  cost  of  re¬ 
building  No.  1  retort-bench  and  introducing  the  regenerative  furnaces 
was  about  £500.  Further,  the  coke  used  for  carbonizing  the  coal  is  con¬ 
siderably  lowered  by  means  of  the  improved  furnaces.  A  glance  at  the 
printed  statement  of  the  gas  accounts  at  once  shows  this  ;  for  I  find  that 
during  1883,  2462  tons  of  coke  were  sold,  and  during  1888,  3513  tons,  or  an 
increase  of  nearly  50  per  cent.  Allowing  for  the  difference  in  the  quantity 
of  coal  carbonized— in  1883,  7648  tons,  and  in  1888,  8637  tons,  the  increase 
of  coal  used  being  13  per  cent.— and  deducting  this  amount,  gives  a  net 
increase  of  over  35  per  cent,  due  to  improved  retort  furnaces.  The  anxiety 
caused  to  the  members  of  the  Gas  Committee  when  the  serious  depreciation 
took  place  in  the  value  of  residual  products— tar  and  ammoniacal  liquor 
— will  be  fresh  in  the  minds  of  the  members  of  this  Council.  To  minimize 
the  loss  on  residuals,  the  Committee  decided  to  work  up  the  gas  liquor 
into  sulphate  of  ammonia.  I  have  repeatedly  brought  before  you  the 
advantage  gained  by  the  erection  of  sulphate  works,  and  will  now 
only  add  that  the  entire  cost  of  them— viz.,  £1030— has  been  recouped 
by  the  additional  profit  made  on  the  manufacture  of  sulphate.  Our 
sulphate  works  have  been  inspected  by  a  number  of  gentlemen 
from  different  parts  of  the  country ;  and  I  can  claim  that  they 
are  among  the  most  complete  for  their  size.  The  obnoxious  gases 
resulting  from  the  manufacture  of  sulphate  of  ammonia  from  ordinary  gas 
liquor  are  entirely  decomposed  ;  and  we  have  here  a  sample  of  the  sulphur 
recovered  by  means  of  the  Claus  sulphur-recovery  process.  Among  the 
minor  improvements  have  been  the  alteration  of  the  hydraulic  mains, 
and  the  introduction  of  new  wrought-iron  ascension-pipes,  on  two  beds  of 
retorts,  so  as  to  reduce  the  number  of  stopped  pipes ;  also  a  new  tar  ex¬ 
tractor  has  lately  been  fixed,  which  completely  eliminates  all  the  fine  tarry 
particles  from  the  gas  before  it  is  further  treated  for  other  impurities. 
So  complete  is  this  elimination,  that  if  a  jet  of  gas  be  allowed  to  impinge 
on  white  note-paper  for  24  hours  it  will  not  stain  it.  For  some  time  the 
Committee  considered  the  advisability  of  altering  the  gas  offices,  which 
formerly  were  very  inconvenient  to  our  customers.  The  alterations  speak 
for  themselves ;  and  no  doubt  will  be  appreciated  by  those  employed 
therein  and  the  general  public.  The  total  amount  of  money  spent  in 
alterations  and  extensions  during  the  last  five  years  has  been  upwards  of 
£5000,  the  whole  of  which  has  been  charged  to  the  revenue  account.  The 
price  of  gas  has  been  reduced  6d.  per  1000  cubic  feet,  the  meter-rents  have 
been  reduced,  and  the  total  amount  of  profit  handed  over  in  reduction  of 
the  rates  during  the  last  five  years  has  been  £7900  against  £5700  applied 
in  this  way  during  the  five  previous  years. 


CARLISLE  CORPORATION  GAS  AND  WATER  SUPPLY. 

The  Wobking  in  the  Yeab  Ending  June  30. 

At  the  Meeting  of  the  Carlisle  Town  Council  last  Tuesday,  the  Gas, 
Water,  and  Baths  Committee  presented  a  report  on  the  working  of  these 
departments  during  the  year  ending  June  30  last,  accompanied  by  the 
usual  financial  statement.  In  both  the  Gas  and  Water  Departments  the 
profits  were  larger  than  the  Committee  anticipated.  The  amounts  pay¬ 
able  to  the  city  and  district  funds  were  as  follows : — City  fund  (gas  profits), 
£8066  15s.  6d.  ;  district  fund  (water  profits),  £4291  5s.  6d. — total  £12,358  Is. 
Deducting  the  amount  previously  paid  on  account,  £2000,  there  was  left  a 
balance  of  £10,358  Is.  Having  taken  into  consideration  the  probable 
results  of  the  current  year’s  working,  the  Committee  recommended  that, 
from  Deo.  31  next,  the  price  of  gas  should  be  reduced  from  2l  6d.  to  2s.  3d. 
per  1000  cubic  feet  within  the  area  of  supply,  and  that  the  discount  on  the 
water  charges  should  be  increased  from  2s.  6d.  to  3s.  4d.  in  the  pound. 

Accompanying  the  Committee’s  report  was  one  by  the  Gas  and  Water 
Engineer  (Mr.  J.  Hepworth,  Assoc.  M.  Inst.  C.E.).  In  the  course  thereof 
he  stated  that  there  had  been  an  increased  consumption  of  gas,  compared 
with  the  preceding  year,  as  shown  by  the  following  statement : — 


1887 

1888 


Coal  Car¬ 
bonized. 
Tons. 
17,343 
17,308 


Gas  Made. 

Cubic  Feet. 

183,242,000 

186.916,000 


Gas  Ac-  Gas  Unac¬ 
counted  for.  counted  for.  Per 
Cubic  Feet.  Cubic  Feet.  Cent. 

174,119,000  ..  9,123,000  =  4-98 
179,371,750  ..  7,544,250  =  4-03 


-35  ..  -13,674,000  ..  -15,252,750  ..  -1,578,750  =-0-95 

It  will  be  seen  from  the  foregoing  figures  that  in  the  past  financial  year, 
with  a  less  quantity  of  coal  carbonized  by  35  tons,  there  was  an  additional 
production  of  3,674,000  cubic  feet  of  gas,  an  increase  of  5,252,750  cubic  feet 
accounted  for,  and  a  decrease  of  1,578,750  cubic  feet  unaccounted  for.  'The 
quantity  of  gas  sold  per  ton  of  coal  was  10,238  cubic  feet ;  the  illuminating 
power  being  equal  to  19*26  sperm  candles.  On  the  subject  of  the  reduc¬ 
tion  in  price,  Mr.  Hepworth  said  that,  with  the  figure  kept  at  2s.  6d., 
there  would  be,  he  estimated,  a  profit  of  £8500  in  June,  1889,  which  would 
be  subject  to  charges  for  interest,  &c.,  to  the  extent  of  £2300 ;  leaving  a  net 
surplus  of  £6200.  A  reduction  of  3d.  per  1000  cubic  feet  would  entail  a 
loss  of  revenue  to  the  extent  of  £2175,  which  would  leave  a  net  surplus  of 
£4025.  The  net  profits  of  the  Gas  Department  for  the  past  year  were  equal 
to  a  rate  of  9Jd.  in  the  pound.  With  regard  to  the  Water  Department, 
Mr.  Hepworth  reported  that  the  works  and  mains  had  been  kept  in  good 
order.  The  total  quantity  of  water  delivered  in  the  year  was  343,788,067 
gallons;  being  equal  to  a  daily  average  of  939,311  gallons,  or  23*48  gallons 
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per  head  of  the  population.  Of  this  quantity  it  'is  estimated  that  17 'GO 
gallons  were  consumed  for  domestic,  and  5 '88  gallons  for  all  other  pur¬ 
poses.  The  total  bulk  delivered  in  1887  was  341,865,329  gallons,  or  23 '41 
gallons  per  head  daily  for  all  purposes.  He  expressed  the  opinion  that 
the  profits  for  the  current  year  will,  in  all  probability,  be  equal  to  those 
of  the  year  just  closed;  and  in  this  event  the  net  surplus  profits  will  be 
T170O.  The  discount  of  12i  per  cent,  on  water  accounts,  first  conceded  in 
1885,  now  amounts  to  T 1000  per  annum.  The  net  profits  for  the  twelve 
months  reported  upon  are  equal  to  a  rate  of  2id.  in  the  pound.  From  the 
accounts  following  Mr.  Hepworth’s  report,  we  find  that  the  sale  of  gas  pro¬ 
duced  i‘21,703;  the  rental  of  meters, £647 ;  residuals,  £3691 — the  total  receipts 
being  £26,687.  The  expenditure  on  the  manufacture  of  gas  was  £16,169 
(coal  costing  £9559)  ;  on  its  distribution,  £921 ;  management  cost  £638 — 
the  total  expenditure  being  £18,250.  The  balance  carried  to  the  profit  and 
loss  account  was  therefore  £8337.  The  carbonization  of  17,308  tons  of 
coal  and  cannel  produced,  in  addition  to  the  above-named  quantity  of  gas, 
7980  tons  of  coke,  of  which  2468  tons  were  used  ;  207,696  gallons  of  tar,  of 
which  101,706  gallons  were  used  ;  and  185  tons  of  sulphate  of  ammonia. 
The  water  revenue  was  £6934 ;  the  expenditure,  £2546 — the  balance, 
£4388,  being  earned  to  the  profit  and  loss  account. 

Mr.  Forster  moved  the  adoption  of  the  report,  and  also  that  the  price 
of  gas  be  reduced  on  the  1st  of  January  next  from  2s.  Gd.  to  2s.  3d.  per 
1000  feet.  He  said  he  considered  the  results  most  gratifying,  especially 
in  view  of  the  depreciation  in  the  value  of  the  residual  products.  The 
increase  in  the  profits  must  be  attributed  to  good  management.  There  had 
been  3J  million  cubic  feet  more  gas  made  with  35  tons  less  coal. 

Mr.  Creighton,  in  seconding  the  motion,  said  the  result,  upon  which  the 
citizens  of  Carlisle  might  be  congratulated,  had  not  been  obtained  by  good 
luck,  but,  as  Mr.  Forster  had  stated,  by  good  management.  The  leakage 
only  came  to  about  4  per  cent.,  which  was  probably  the  smallest  amount 
in  any  town  in  the  kingdom  ;  and  the  quantity  of  sulphur  in  the  gas  was 
only  9  grains,  whereas  they  might,  under  the  sanction  of  the  Legislature, 
have  17  or  18  grains  per  100  cubic  feet.  The  receipts  for  tar  had  been 
very  much  reduced— having  been  only  about  £180  last  year ;  but  they  had 
turned  the  tar  to  good  account  by  using  it  as  fuel.  He  thought  the  con¬ 
sumers  were  entitled  to  the  proposed  reduction,  which  might  hereafter  be 
still  further  increased.  At  the  same  time  the  ratepayers  were  entitled  to 
some  advantage  from  their  magnificent  property,  and  the  reduction 
proposed  was,  he  considered,  a  fair  balance  between  them  and  the  gas 
consumers. 

Mr.  Story  congratulated  the  Committee  upon  the  improvement  which 
had  taken  place  since  last  year ;  dwelling  specially  upon  some  of  the  items 
in  the  accounts,  to  show  where  the  improvements  had  occurred. 

The  motion  was  agreed  to;  and  it  was  further  resolved  that  the  dis¬ 
count  on  the  water  charges  be  increased  from  2s.  6d.  to  3s.  4d.  in  the  pound 
from  the  3l8t  of  December  next. 


THE  PROGRESS  OF  THE  BOLTON  CORPORATION  GAS  AND 
WATER  UNDERTAKINGS. 

Last  Thursday,  the  borough  of  Bolton  celebrated  the  Jubilee  of  its  in¬ 
corporation.  The  charter  was  granted  on  Oct.  11,  1838;  so  that  Bolton 
was  among  the  first  places  to  take  advantage  of  the  Municipal  Corpora¬ 
tions  Act,  passed  in  the  session  of  1835-6.  The  Town  Council  recognized  the 
occasion  by  having  a  special  meeting,  at  which  they  passed  a  resolution 
congratulating  the  borough  on  its  progress.  In  connection  with  this 
event,  a  digest  of  the  work  of  the  Corporation  during  its  half-century  of 
existence  has  been  prepared  by  the  Town  Clerk ;  and  from  this  docu¬ 
ment  we  extract  a  few  details  in  regard  to  the  gas  and  water  works 
undertakings. 

So  far  back  as  the  year  1818,  the  Great  Bolton  Gaslight  Company 
offered  to  light  the  town  with  gas  or  oil  at  the  same  figure  which  it  was 
costing  the  Trustees  to  illuminate  the  straggling  streets  with  oil-lamps. 
This  offer  was  accepted  by  the  Trustees  ;  the  Company  agreeing  to  pay 
£31  10s.  annually,  in  consideration  of  the  Company  breaking  up  the 
streets,  putting  the  roads  and  pavements  in  good  condition  and  repair 
again,  and  also  having  a  light  fixed  upon  a  pump  in  the  Market  Place 
equal  to  four  ordinary  gaslights.  The  first  Engineer  of  the  works  was 
Mr.  Ralph  Spooner,  then  connected  with  the  Preston  Gas  Company  ;  and 
under  his  directions  the  necessary  buildings  were  erected  in  Gas  Street. 
The  first  public  lamps  in  the  town  were  lighted  by  gas  on  the  1st  of  May, 
1819 ;  the  new  illuminant  being  watched  with  some  apprehension  by  the 
inhabitants,  who  had  a  fear  of  the  invention.  The  Company  made  steady 
progress;  and  in  1824  a  notable  event  occurred  in  its  history.  In 
that  year  Sadler,  a  well-known  aeronaut,  ascended  from  the  gas¬ 
works  in  his  balloon,  and  was  killed  in  his  descent  at  Whalley. 
A  successful  ascent  was,  however,  made,  from  the  works  some  two 
years  later,  when  Miss  Spooner,  daughter  of  the  Gas  Engineer,  accom¬ 
panied  the  aeronaut  Green  in  his  balloon.  When  the  town  was  incor¬ 
porated  in  1838,  the  Gas  Company  was  a  very  successful  concern  ;  the 
quantity  of  gas  made  being  31J  million  cubic  feet,  or  only  l-18lh  of  the 
present  manufacture;  the  Manager  at  this  time  being  Mr.  James  Green. 
As  the  town  developed,  the  works  at  Gas  Street  were  found  insufficient 
to  cope  with  the  demand,  and,  as  a  result,  new  ones  were  erected  at  Lum 
Street,  these  being  completed  in  1853,  In  the  following  year  the  Company 
extended  its  supply  to  the  Bolton  Union  ;  and  built  spacious  offices  at  a 
cost  of  £12,000.  It  was  not  until  1871  that  the  Corporation  finally  decided 
to  take  over  the  gas  undertaking  ;  the  terms  being  as  follows : — A  per¬ 
petual  annuity  of  10  per  cent,  on  the  3909  old,  and  6J  per  cent,  on  the  7466 
new  shares,  free  from  deduction  for  income-tax,  with  a  bonus  of  £2  on 
each  share  ;  the  total  amount  of  bonus  being  £22,750.  In  1872  this  agree¬ 
ment  was  confirmed  by  the  Bolton  Corporation  Act.  The  sale  of  gas  at 
the  time  of  the  transfer  was  3044  million  cubic  feet;  now  it  is  about  696 
millions — an  increase  of  practically  96  per  cent.  In  1872  the  gas-rental 
was  £51,725;  it  is  now  £80,596.  The  tons  of  coal  carbonized  in  1872  were 
31,687,  as  against  62,438  now.  The  storeage  capacity  has  been  increased  by 
the  erection  of  a  large  holder  capable  of  containing  24  million  cubic  feet 
of  gas.  The  total  holding  capacity  of  the  six  holders  on  the  gas-works  is 
64  million  feet.  The  gas  department  is  a  most  profitable  concern  for  the 
Corporation,  for  at  the  last  making  up  of  the  accounts  an  amount  equal  to 
a  reduction  of  7d.  in  the  pound  on  the  rates  was  handed  over,  besides  pro¬ 
viding  for  all  contingencies  ;  the  total  amount  paid  in  relief  of  rates  since 
the  Corporation  came  into  possession  being  £125,189.  The  price  of  gas,  too, 
was  reduced  a  short  time  ago  from  3s.  4d.  to  23.  6d.  per  1000  cubic  feet. 
The  present  Chairman  of  the  Gas  Committee  is  Mr.  Alderman  Miles. 

In  1847  the  Corporation  took  the  water- works  into  their  own  hands.  The 
old  Company  had  invested  in  the  undertaking  £141,928,  and  they  disposed  of 
it  for  a  yearly  rent-charge  of  £4500.  In  1863  steps  were  taken  to  increase 
the  supply  of  water,  and  works  were  completed  in  1876  which  raised  the 
capacity  of  the  reservoirs  to  7  million  gallons  per  day.  The  daily  con¬ 
sumption  of  water  when  the  works  were  taken  over  by  the  Corporation 
was  800,000  gallons ;  it  is  now  5,000,000  gallons.  The  cost  of  the  new 
works  was  £338,199  ;  and  the  total  amount  of  capital  now  invested  in  the 
water  undertaking  is  £773,479.  The  revenue  last  year  was  £49,676,  of 
which  £10,000  was  applied  in  aid  of  the  general  rates. 


PROPOSED  PURCHASE  OF  THE  PARTICK,  HILLHEAD,  AND 

MARYHILL  GAS-WORKS  BY  THE  GLASGOW  CORPORATION. 

At  the  Meeting  of  the  Glasgow  Town  Council  last  Thursday — the  Lord 
Provost  (Sir  J.  King)  in  the  chair — a  recommendation  of  the  Gas  Com¬ 
mittee,  as  to  the  purchase  of  the  undertaking  of  the  Partick,  Hillhead,  and 
Maryhill  Gas  Company  by  the  Corporation — a  matter  to  which  several 
references  have  lately  been  made  by  our  Glasgow  Correspondent — was 
brought  forward.  At  a  special  meeting  held  on  the  16th  of  August, 
the  Gas  Committee  had  before  them  a  memorandum  setting  forth  the 
negotiations  which  had  taken  place  between  the  representatives  of  the 
Corporation  and  of  the  Company ;  and,  after  a  long  discussion,  it  was 
unanimously  resolved  to  recommend  the  Corporation  as  Gas  Trustees  to 
conclude  an  arrangement  with  the  Company  for  the  acquisition  of  the 
undertaking,  subject  to  the  following  conditions: — 

1.  The  price  of  the  undertaking  to  be  as  follows : — (1)  The  holders  of  the 
54  per  cent,  preference  stock  of  the  Company,  amounting  to  £30,000,  to 
be  paid  the  amount  of  their  stock  and  10  per  cent,  premium.  (2)  The 
holders  of  the  ordinary  stock  of  the  Company,  amounting  to  £99,300,  to  be 
paid  the  amount  of  their  stock,  less  10  per  cent,  discount.  (3)  The  Gas 
Trustees  to  assume  the  debenture  debt  and  the  other  current  liabilities  of 
the  Company,  conform  to  schedule  to  be  subscribed  as  relative  hereto,  and 
to  be  entitled  to  all  the  Company’s  assets  except  as  after-mentioned. 

2.  In  the  balance  of  the  accounts  of  the  Company  for  the  year  ended 
June  30,  1888,  before  estimating  profits,  £3000  to  be  carried  to  deprecia¬ 
tion,  less  £500  for  vested  interests. 

3.  The  balance  of  net  profits  for  the  year  ending  June  30,  1888,  amount¬ 
ing  (after  setting  aside  the  said  sum  of  £3000  and  paying  dividends,  &o.) 
to  £552  IGs.  9d.,  to  belong  to  the  Company. 

4.  The  foregoing  arrangement  to  be  conditional  on  :  (1)  Confirmation 
by  the  Corporation,  acting  as  Gas  Trustees,  and  by  the  shareholders  of 
the  Gas  Company.  (2)  The  sanction  of  Parliament  being  obtained  to  an 
extension  of  the  boundaries  of  the  city,  in  terms  of  the  report  by  the 
Boundaries  Commissioners,  so  far  as  the  districts  supplied  by  the  Com¬ 
pany  are  concerned  ;  and  also  to  a  Bill  to  be  promoted  by  the  Corporation, 
acting  as  Gas  Trustees,  giving  effect  to  the  proposed' purchase,  and  con¬ 
ferring  on  the  Corporation,  as  Gas  Trustees,  and  the  Gas  Company  the 
requisite  powers  for  carrying  the  same  into  effect,  and  which  Bill  the 
Company  engage  to  support  as  far  as  in  their  power. 

5.  The  foregoing  arrangement,  when  confirmed  by  the  Corporation  and 
by  the  shareholders  of  the  Company,  to  be  binding  on  both  parties  till  the 
15th  day  of  August,  1889,  by  which  time  it  is  hoped  the  requisite  parlia¬ 
mentary  authority  shall  have  been  obtained  for  the  extension  of  the 
boundaries  of  the  city  and  for  the  purchase  by  the  Corporation,  as  Gas 
Trustees,  of  the  said  gas  undertaking.  In  the  event,  however,  of  its  being 
found  practicable  only  to  obtain,  previous  to  the  said  15th  day  of  August, 
1889,  an  Act  for  the  extension  of  the  boundaries  of  the  city,  as  aforesaid, 
the  foregoing  arrangement  for  the  acquisition  of  the  gas  undertaking  shall 
remain  operative,  and  the  Corporation,  as  Gas  Trustees,  shall  be  bound  in 
the  immediately  succeeding  session  of  Parliament  to  promote  a  Bill  to 
obtain  parliamentary  sanction  for  the  purchase;  and  on  such  sanction 
being  obtained,  the  transfer  of  the  gas  undertaking  shall  be  carried  into 
effect. 

6.  In  the  event  of  Parliament  not  having  authorized  the  extension  of 
the  boundaries  of  the  city  previous  to  the  said  15th  day  of  August,  1889, 
or  if,  after  having  so  authorized  such  extension.  Parliament  shall  not  in 
the  succeeding  session  sanction  the  transfer  of  the  gas  undertaking,  then 
tlie  foregoing  arrangement  and  the  purchase  therein  contemplated  shall 
absolutely  terminate,  unless  with  the  express  consent  of  both  parties. 

7.  Till  the  said  15th  day  of  August,  1889,  or  such  postponed  date  as  may 
be  afterwards  agreed  upon  between  the  parties,  the  gas  undertaking  of  the 
Company  shall  continue  to  be  managed  by  the  Directors  of  the  Company 
and  the  officers  appointed  by  or  acting  under  them ;  all  the  revenue 
charges,  including  the  fees  of  the  Directors  and  the  salaries  of  the  several 
officials  and  employes  of  the  Company,  as  these  have  hitherto  been  paid, 
being  continued  and  charged,  and  the  Company  being  entitled  to  proceed 
with  the  additional  gasholder  at  present  under  contract,  and  any  other 
capital  expenditure  already  intimated.  Should  any  further  capital 
expenditure  be  necessary  in  consequence  of  extension  of  business,  it  shall 
be  subject  to  the  approval  of  the  Gas  Trustees ;  and  on  obtaining  their 
approval,  such  expenditure  shall  also  be  charged.  The  Company  shall 
further  charge  in  their  accounts  during  the  said  period  the  sum  of  £3000 
in  respect  of  depreciation  of  plant  for  the  current  year;  and  they  shall 
also,  out  of  revenue  earned  during  the  said  period,  pay  (1)  the  interest  on 
the  debenture  debt,  (2)  the  dividend  on  the  preference  stock,  and  (3)  a 
dividend  not  exceeding  4  per  cent,  per  annum  on  the  ordinary  stock  of 
the  Company,  provided  that  the  surplus  revenue  of  the  Company,  after 
meeting  the  several  other  charges  above  specified,  be  sufficient  to  meet 
the  said  dividend.  Any  surplus,  after  making  the  above  payments,  to 
belong  to  the  Gas  Trustees,  who  shall  defray  the  expense  of  carrying  out 
the  arrangements  and  of  winding  up  the  Company. 

If  the  foregoing  conditions  are  approved  of  by  the  Directors  of  the 
Company  and  by  the  Corporation,  acting  as  Gas  Trustees,  the  proposed 
sale  shall  be  submitted  as  early  as  possible  to  the  shareholders  of  the 
Company  for  their  approval ;  and,  if  so  approved,  shall  be  embodied  in  a 
formal  agreement,  which  shall  (so  far  as  they  have  power  to  make  it 
binding)  be  binding  on  both  parties. 

At  a  special  meeting  of  the  Committee  held  on  the  2nd  inst.,  they 
expressed  the  opinion  “that  it  was  desirable  that  the  Corporation,  quo 
Gas  Trustees,  should  be  in  a  position  to  take  over  the  Partick,  Hillhead, 
and  Maryhill  Gas-Works,  in  the  event  of,  and  so  soon  as,  the  boundaries 
of  the  city  have  been  extended;  and  they  accordingly  agreed  to  recom¬ 
mend  the  Town  Council,  if  they  approve  of  the  arrangement  embodied 
in  the  minute  of  the  16th  of  August  last,  to  promote  a  Bill  in  the  ensuing 
session  of  Parliament  for  powers  to  carry  the  same  into  effect,  and  to 
authorize  the  Law  Agent  and  Engineer  to  take  such  preliminary  steps 
as  may  be  necessary  in  connection  therewith.’’ 

It  was  decided  not  to  consider  the  proposal  in  open  meeting ;  but  at  the 
close  of  the  business,  the  Council  discussed  the  matter  privately.  No 
resolution  was  passed,  as  the  Committee’s  report  will  come  before  the 
Council  at  a  meeting  to  be  held  next  Thursday. 


The  Lawrence  Gas  Company  op  Lancashire  and  Cheshire,  Limited. 
— A  Company  under  this  title  was  registered  last  week,  with  a  capital  of 
£150,000,  in  30,000  shares  of  £5  each,  with  the  object  of  entering  into 
an  agreement  with  the  Lawrence  Automatic  Gas  Company  to  acquire 
their  patent  rights. 

The  Colne  Water  Scheme. — Considerable  progress  has  of  late  been 
made  with  the  water-works  at  Laneshawbridge,  Colne,  where  a  large 
reservoir  to  hold  between  90  and  100  million  gallons  is  in  course  of  con¬ 
struction.  Already  about  40  million  gallons  have  been  impounded,  and 
the  works  are  making  rapid  progress  towards  completion. 
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BEELIN  MUNICIPAL  GAS  SUPPLY. 

According  to  the  report  of  the  Berlin  Chamber  of  Commerce  on  the 
working  of  the  municipal  gas  undertaking  during  the  past  year  (an 
abstract  translation  of  which  appears  in  the  current  number  of  the  Journal 
de  V  Eclair  age  au  Gaz), the  consumption  of  gas  in  the  city,  notwithstanding 
the  competition  of  the  electric  light,  increased,  as  compared  with  the 
preceding  year,  to  the  extent  of  3,448,000  cubic  metres,  or  4'43  per  cent. 
The  greatest  development  of  consumption  was  experienced  in  those  locali¬ 
ties  where  building  operations  were  being  actively  carried  on  ;  but  at  the 
same  time  the  districts  in  the  central  parts  of  the  city  showed  an  advance, 
arising  no  doubt  from  the  fact  that,  in  spite  of  the  adoption  of  electric 
lighting,  gas  has  still  a  vast  field  of  operations.  The  total  quantity  of  gas 
made  was  81,274,000  cubic  metres  (or  about  2868  million  cubic  feet),  of 
which  10,696,865  cubic  metres  were  consumed  for  the  public  lighting, 
64,190,127  cubic  metres  by  private  persons,  692,161  cubic  metres  in 
the  works  and  oflices,  and  5,794,857  cubic  metres  were  unaccounted  for.  The 
consumption  of  “  day  ”  gas  (comprising  that  used  in  the  hours  between  the 
extinguishing  and  re-lighting  of  the  public  lamps)  rose  last  year  to 
16,179,200  cubic  metres ;  being  equal  to  20  per  cent,  of  the  total  consump¬ 
tion.  In  certain  parts  of  the  city  the  quantity  of  gas  burnt  does  not  vary 
during  the  entire  year ;  but  in  summer  it  only  reaches  40  per  cent,  of  the 
winter  consumption.  The  consumers  therefore  asked  for  a  reduction  of 
20  per  cent,  in  the  price  of  gas  used  during  this  part  of  the  year,  as  it  was 
employed  for  other  than  lighting  purposes.  The  number  of  gas-engines 
supplied  from  the  municipal  works  rose  last  year  from  448  to  452 ;  the 
total  horse  power  increasing  from  1266  to  1502.  The  slight  addition  to  the 
number  of  engines,  yet  considerable  increase  in  the  motive  power,  is 
accounted  for  by  the  fact  that  a  great  many  small  engines  which  were 
formerly  employed  to  pump  water  in  houses  have  been  thrown  out  of  use, 
owing  to  the  extension  of  the  mains  conveying  a  supply  of  water  under 
pressure  ;  while  the  engines  used  in  the  production  of  the  electric  light 
have  been  generally  replaced  by  others  of  greater  power.  In  Berhn,  as 
elsewhere,  gas  has  a  serious  competitor  in  petroleum.  During  the  past 
year  something  like  16,000  gas-burners  were  dispensed  with.  Beyond 
this,  there  were  in  operation  no  less  than  333  electric  light  installations, 
of  which  163  were  served  from  the  central  station  in  the  city,  and  170  from 
private  plant.  In  the  latter  cases,  the  necessary  motive  power  was  ob¬ 
tained  from  steam  in  124  establishments,  and  from,  gas-engines  in  the 
remainder.  The  electric  lighting  plant  comprises  1554  arc,  and  22,363  in¬ 
candescent  lamps ;  showing,  as  compared  with  the  preceding  year,  an 
increase  of  818  of  the  former,  and  9658  of  the  latter.  The  number  of  gas 
consumers  on  the  books  was  46,177  ;  being  an  increase  of  1753  as  compared 
with  the  year  1886.  In  the  private  lighting  724,223  burners,  and  in  the 
public  lighting  16,512  burners  were  employed;  the  total  of  these  figures 
showing  an  increase  of  30,629  burners.  The  average  consumption  of  gas 
per  burner  used  for  street  lighting  during  the  past  twelve  mouths  was 
696T5  cubic  metres,  or  nearly  25,000  cubic  feet,  as  against  692  cubic  metres 
in  1886.  The  average  for  the  private  burners  was  89’23  cubic  metres,  or 
3160  cubic  feet,  as  against  88'23  cubic  metres  (about  35  cubic  feet  less) 
in  1886. 

With  regard  to  the  manufacturing  operations,  only  Silesian  coal  was 
employed  last  year  in  the  production  of  gas  ;  the  quantities  being  184,756 
tons  •  of  Upper  Silesian,  and  95,333  tons  of  Lower  Silesian.  As  com¬ 
pared  with  1886,  the  amount  of  coal  consumed  showed  an  increase  of 
3'35  per  cent. ;  and  the  make  of  gas  per  ton  was  better.  The  cost  of  the 
raw  material  was  6,268,435  frs.  (4:250,737),  or  236,767  frs.  (4:9471)  more 
than  in  the  previous  year.  The  carbonization  of  the  coal  produced 
177,240  tons  of  coke  —  an  increase  of  7620  tons.  Of  the  total  yield, 
44,140  tons  were  employed  for  heating  the  retorts,  or  157  kilos,  per  ton  of 
coal  carbonized  ;  and  there  remained  for  disposal  about  8000  bushels. 
After  commencing  favourably,  the  sale  of  this  residual  fell  off  towards 
the  end  of  the  year;  and  with  regard  to  the  current  year,  it  was  antici¬ 
pated  that  it  would  be  less  easily  disposed  of,  owing  to  the  keen  competition 
existing.  It  is  stated  that  the  Loudon  Gas  Companies  send  over  large 
quantities  at  a  low  price.  The  selling  price  dropped  to  about  3id.  per 
bushel  last  year;  and  a  further  fall  was  expected.  The  sale  of 
the  other  residuals  was  not  more  favourable ;  and  it  was  necessary  to 
reduce  prices.  Of  tar,  14,195  tons  were  produced  last  year — being  648  tons 
more  than  in  1886;  but  the  sales  only  realized  462,364  frs.  (T18,494),  or 
348,978  frs.  (T13,959)  less  than  before.  Tne  average  return  for  tar  was  at 
the  rate  of  32  frs.  50c.,  or  about  26s.  per  ton.  The  practice  of  utilizing  this 
residual  for  the  heating  of  the  retorts  has  been  again  resorted  to,  with  the 
view  of  turning  it  to  the  most  profitable  account.  The  market  for 
ammoniacal  liquor  was  also  weak ;  but,  as  contracts  were  running,  the 
prices  obtained  for  it  were  the  same  as  in  the  preceding  year.  Altogether, 
27,039  tons  of  liquor  were  produced,  which  realized  490,081  frs.  (T19,603)  ; 
being  2164  tons  and  38,271  frs.  (LT531)  more  than  before. 

Owing  to  the  extended  consumption  of  gas,  caused  by  the  erection  of 
additional  houses,  the  manufacturing  plant  at  the  gas-works  had  to  be 
increased  to  the  extent  of  15  per  cent.  The  results  of  the  year’s  working 
were,  on  the  whole,  favourable ;  and,  after  paying  interest  and  spending  a 
sum  of  518,812  frs.  (4:20,752)  in  extending  the  works,  the  Municipality 
made  a  net  profit  of  5,736,951  frs.  (T229,438).  In  addition  to  this,  account 
should  be  taken  of  the  cost  of  the  gas  supplied  to  the  public  lamps  (for 
which  no  charge  is  made),  which  represents,  reckoning  the  price  at  16'9c. 
per  cubic  metre,  or  4s.  lOd.  per  1000  cubic  feet,  a  saving  to  the  city  of 
1,766,144  frs.  (4:70,646),  So  that  the  Municipality  realized  by  the  gas  under¬ 
taking  a  total  return  of  8,083,907  frs.  (4:323,356).  The  capital  employed  in 
the  supply  of  gas  in  Berlin  at  the  close  of  last  year  was  61,836,059  frs. 
(4:2,073,442),  which  works  out  to  62c.  and  69o.  respectively  per  cubic  metre 
of  gas  made  and  sold, 


BUET  COEPOEATION  GAS  SUPPLY. 

Successful  Working  and  Increased  Consumption. 

Last  Thursday  afternoon,  the  members  of  the  Bury  Town  Council,  at 
the  invitation  of  the  Gas  Committee,  paid  their  annual  visit  to  the  gas¬ 
works  at  Elton.  The  party  were  conducted  through  the  works  by  Mr. 
Alderman  Burrows  and  Mr.  W.  Woodward,  the  Gas  Engineer  and 
Manager ;  and  considerable  interest  was  taken  in  the  inspection.  In 
the  course  of  some  speeches  made  subsequent  to  the  visit,  Mr.  Alderman 
Burrows  referred  to  the  success  which  had  attended  the  manufacture 
of  sulphate  of  ammonia  since  the  works  for  that  purpose  were  estab¬ 
lished  two  years  ago.  Latterly  the  Committee  had,  he  said,  had  under 
consideration  the  question  of  the  distillation  of  tar ;  and  a  deputation  had 
visited  several  other  works  to  inspect  the  various  processes  for  utiliz¬ 
ing  residuals  and  obtain  information.  They  had  not  completed  their 
labours ;  but  what  they  had  seen  had  borne  out  the  statement  which 
the  Gas  Manager  had  placed  before  them  as  to  the  profitableness  of 
undertaking  the  distillation  of  tar  and  of  otherwise  utilizing  their  resi¬ 
duals,  instead  of  selling  them  in  the  form  they  were  doing  at  the 
present  time.  He  had  no  doubt  that  if  they  adopted  the  process  of 
distilling  tar  as  they  saw  it  carried  out  at  Leicester  and  Beoktou — the 


latter  was  perhaps  too  large  a  works  to  be  compared  with  Bury,  but 
even  as  it  was  now  done  at  Leicester— it  would  be  a  good  thing  for 
Bury.  When  at  Leicester  he  found  from  the  report  presented  by  the 
Gas  Committee  to  tlie  Town  Council,  that  from  the  manufacture  of 
sulphate  and  the  distillation  of  tar  they  had  made  a  profit  of  nearly 
T7000  in  six  months.  Leicester  was  about  three  times  the  size  of  Bury; 
and  if  Leicester  could  make  a  profit  of  T6000  a  year  on  the  distillation 
of  tar  alone,  it  would  be  a  good  thing  for  Bury  to  take  it  up.  Before, 
however,  they  attempted  to  do  anything  in  this  direction  the  Com¬ 
mittee  wished  to  see  other  places  of  a  similar  size  to  Bury,  and  then 
would  make  their  report  to  the  Council.  Bury  stood  in  the  proud 
position  of  manufacturing  and  distributing  gas  at  a  lower  price  than  any 
other  town  in  Lancashire,  and  the  profitable  manner  in  which  their 
gas-works  were  carried  on  was  referred  to  every  week,  by  some  corpora¬ 
tion  or  another.  This  being  the  case,  he  thought  the  (Corporation  and 
the  Gas  Committee  were  entitled  to  feel  proud  of  the  position  they  held 
with  regard  to  that  portion  of  their  undertakings.  Mr.  Woodward,  referring 
to  the  condition  of  the  works,  said  the  stack  of  retorts  last  erected  was 
not  perhaps  what  it  would  haye  been  if  the  Committee  had  had  a  larger 
area  to  build  upon.  Howeyer,  they  made  7000  feet  of  gas  per  mouthpiece, 
which  was  2000  feet  per  mouthpiece  more  than  in  the  old  ones  ;  and  if  the 
whole  of  them  were  built  on  this  principle,  they  could  make  3,700,000  cubic 
feet  of  gas  per  day — equal  to  an  annual  consumption  of  740  millions. 
Their  present  works  would  meet  the  requirements  of  the  town  for  the 
next  25  years,  eyen  with  a  compound  increase  of  5  per  cent,  in  the  con¬ 
sumption.  The  new  stack  of  retorts  had  not  cost  any  more  per  retort 
than  the  old  ones  did  ;  and  when  one  t')ok  into  consideration  the  amount 
of  ironwork  for  the  stage  and  floorins,  and  the  material  required,  it  was 
satisfactory  that  it  was  built  at  the  right  time,  when  materials  were  not 
dear.  The  sulphate  of  ammonia  works  had  proved  to  be  a  profitable 
undertaking.  They  received  for  the  ammoniacal  liquor  during  the  year 
previous  to  erecting  the  works  ^850 ;  and  last  year,  after  deducting  manu¬ 
facturing  and  other  charges,  no  less  than  £2881.  It  was  gratifying  to  know 
that  since  the  reduction  in  the  price  of  gas  an  enormous  number  of  meters 
which  had  been  standing  idle  for  six  or  seven  years  had  been  again  brought 
into  use,  and  the  houses  supplied  with  gas.  Never  since  he  had  been  in 
Bury  had  there  been  so  many  old  gas-meters  connected;  and  last  week 
they  had  had  an  increase  of  half  a  million  cubic  feet  in  the  consumption 
of  gas.  Eeference  was  made  to  the  extended  use  of  gas  for  cooking  and 
heating  purposes ;  facilities  being  afforded  by  the  Committee  for  this  by  the 
letting  of  gas-stoves  on  hire. 


GAS  V.  ELECTEIC  LIGHTING  AT  LEAMINGTON. 

At  the  Meeting  of  the  Leamington  Town  Council  on  Monday  last  week 
— the  Deputy-Mayor  (Mr.  Alderman  Wackrill)  in  the  chair — the  following 
letter,  addressed  to  the  Town  Clerk  by  Mr.  W.  Cross,  Secretary  of  the 
Leamington  Priors  Gas  Company,  was  read  : — “  Several  gentlemen  have 
expressed  to  me  their  desire  that  the  Gas  Company  should  light  a  section 
of  either  Warwick  Street  or  Eegent  Street  with  improved  gas-lamps.  I 
explained  to  them  that  the  existing  lamps  are  the  property  of  the  Corpora- 
ration — the  lighting,  cleaning,  and  extinguishing  of  which  are  performed 
by  the  Corporation  officials;  and  that  the  Corporation,  as  the  lighting 
authority,  could  require  the  Gas  Company  to  supply  as  much  gas  as  they 
liked.  Notwithstanding  this  explanation,  these  gentleman  stated  that 
they  thought  it  very  desirable  the  Gas  Company  should  make  such  a 
proposition  to  the  Corporation.  I  therefore  beg  to  say  that  my  Company 
are  willing  to  light  the  section  of  War  vick  Street  between  Eussell  Street 
and  Clarendon  'treet  with  improved  lamps,  if  the  Corporation  are  willing 
to  pay  for  the  gas  consumed,  which  it  is  estimated  would  be  about  131  per 
cent,  more  than  is  consumed  by  the  existing  lamps ;  the  estimate  being 
based  upon  a  consumption  of  15  feet  per  hour  prior  to  11  p.m.,  and  5  cubic 
feet  per  hour  after  11  p.m.;  the  lamps  to  be  provided  by,  and  to  remain 
the  property  of  the  Company,  and  to  be  lighted  and  extinguished,  &o.,  by 
the  Corporation  officials.”  The  Clerk  (Mr.  H.  C.  Passman)  explained  that 
the  Company  were  putting  the  Corporation  on  the  same  terms  as  the 
Corporation  had  placed  the  Electric  Lighting  Company,  so  that  the 
Council  might  judge  between  the  two  lights.  Alderman  (Gilbert  moved 
that  the  letter  be  deferred  until  the  report  of  the  General  Purposes 
Committee  came  on  ;  but  an  amendment  was  proposed  that  the  letter  be 
referred  to  the  Lighting  Committee.  Mr.  White  said  he  was  glad  to  hear 
the  letter  from  the  Gas  Company  read.  It  was  only  fair  to  the  Company 
that  the  Council  should  put  them  on  the  same  terms  as  those  granted  to 
the  suppliers  of  the  electric  light.  He  contended  that  the  Council  had 
given  the  Electric  Lighting  Company  100  per  cent,  premium,  and  they 
were  paying  double  what  they  previously  paid  for  gas.  He  was  anxious 
to  see  that  the  Gas  Company  had  fair  play,  and  moved  as  a  further 
amendment — “  That  this  Council  accept  the  terms  of  the  letter  from  the 
Gas  Company.”  He  trusted  that  the  amendment  would  be  accepted  in 
fairness  to  the  Company.  Mr.  Burgis  said,  in  order  that  the  Company 
might  have  fair  play,  he  would  second  the  proposition.  Mr.  Purser 
supported  the  proposal  to  refer  the  letter  to  the  Lighting  Committee ; 
saying  that  the  Gas  Company  should  be  put  on  au  equality  with  the 
Electric  Light  Company.  He  pointed  out  that  the  electric  light  had 
cost  131  instead  of  100  per  cent,  more  than  the  gas.  The  letter  was  then 
referred  to  the  Lighting  Committee.  Subsequently,  the  letter  received 
from  the  Midland  Electric  Light  and  Power  Company,  making  an  offer  to 
improve  their  lighting,  as  stated  in  the  Journ.al  last  week,  by  the  fitting 
up  of  four  arc  lamps,  five  300-candle  incandescent  lamps,  and  twenty-five 
50-candle  power  lamps  upon  the  Parade,  at  a  cost  of  4:33,  of  which  the 
contractors  were  willing  to  pay  one-third,  and  supply  the  current  without 
extra  charge,  was  submitted ;  and,  after  some  discussion,  the  offer  was 
accepted. 


San  Paulo  Gas  Company,  Limited. — The  report  of  the  Directors  of  this 
Company,  made  up  to  June  30  last,  announces  the  payment,  on  the  20th 
inst.,  of  an  interim  dividend  at  the  rate  of  10  per  cent,  per  annum,  free  of 
income-tax  ;  £2000  being  placed  to  an  account  for  the  equalization  of 
freights,  and  £831  carried  forward. 

The  Sheffield  Corporation  and  the  Handsworth  Water  Supply. — 
The  Sheffield  Town  Council,  at  their  meeting  last  Wednesday,  were  asked 
to  approve  of  an  application  to  the  Local  Government  Board  for  sanction 
to  an  arrangement  entered  into  between  the  Corporation  and  the  Hands¬ 
worth  Local  Board  respecting  the  water  supply  to  that  place.  The  Town 
Clerk  (Mr.  Pye-Smith)  explained  that  the  Handsworth  Board  had  agreed  to 
purchase  water  in  bulk  from  the  Council.  At  present  the  Local  Board 
could  not  charge  any  rates  beyond  the  ordinary  rates  of  the  Corpora¬ 
tion  ;  and  they  wanted  to  be  in  a  position  to  compel  the  ratepayers  to  take 
water,  and  for  the  Board  to  charge  their  own  prices.  The  three  condi¬ 
tions  were  ;  (1)  That  the  Handsworth  Board  should  allow  the  Corporation 
to  lay  pipes  through  their  district  under  their  existing  powers;  (2)  that 
they  should  take  water  as  heretofore,  and  as  now,  from  the  Sheffield  Cor¬ 
poration;  and  (3)  pay  the  costs  of  the  application  and  getting  legislative 
sanction  to  it.  The  application  was  agreed  to. 


*  The  French  ton  (2204  lbs.)  is  meant  in  all  cases  in  this  article. — Ed.  J.  G.  L. 
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THE  ELECTRIC  LIGHTING  EXPERIMENT  AT  BARNET. 

The  experiment  in  electric  lighting  which  is  now  going  on  at  Barnes 
has  attracted  considerable  attention,  owing  to  certain  occurrences  which 
have  probably  not  been  productive  of  pleasure  to  the  promoters  of  the 
scheme.  Readers  of  our  “Electric  Lighting  Memoranda”  have  been 
made  acquainted  with  the  mishaps  which  have  attended  the  project; 
though  the  general  press  has  been  remarkably  silent  on  the  matter.  In 
reference  to  the  last  failure  of  the  light  (on  the  21st  ult.),  the  contractor 
for  the  lighting  has  written  to  the  local  paper,  stating  that  duplicate  sets 
of  machinery  have  been  completed,  and  are  expected  to  be  soon  at  work ; 
and  that  meanwhile  he  would  continue  to  do  his  best  with  the  present 
“  temporary”  appliances,  which  he  says  were  erected  under  the  difficult 
circumstances  of  “  limited  time,  hurried  work,  and  novel  description  of 
arrangements  and  fittings.”  Barnet  (he  adds)  is  the  first  town  in  the 
United  Kingdom  whose  streets  are  being  entirely  lighted  with  electricity  ; 
and  the  inhabitants  should  not  therefore  at  the  outset  look  for  com¬ 
plete  success  which  he  promises  is  not  far  distant.  Promises,  however, 
are  one  thing,  and  performances  another.  This  is  forcibly  illustrated  by 
a  resident,  calling  himself  “Didimus,”  who  has  sent  to  the  paper  in 
question  a  comparative  statement  of  the  promises  and  performances  of 
the  contractor.  He  says  :  “  Some  eight  or  nine  months  ago  Barnet  was 
offered  the  electric  light,  and  accepted  it  with  a  readiness  which  must 
have  surprised  even  the  enterprising  electrician  who  made  the  offer.  In 
price  it  was  to  be  wondrous  cheap,  and  in  effect  it  was  to  excel.  Well, 
after  almost  interminable  delay,  we  got  the  light,  and  accepted  in  good 
faith  the  promise  of  the  contractor  to  make  it  a  success ;  but  how  about 
the  fulfilment  of  the  promise  ?  What  the  contractor  promised  has  been 
recorded  in  the  published  reports  of  the  Barnet  Local  Board  meetings ; 
and,  for  convenience  in  reference,  they  have  been  arranged  below  in  the 
form  of  a  debtor  and  creditor  account,  which  my  readers  may  balance  for 
themselves  : — 


Dr.  As  Promised  bij  Contractor. 

We  should  have  duplicates  and  store- 
age  batteries  to  meet  every  possible 
condition.  When  the  engine  stops, 
there  will  be  a  supply  to  draw  upon. 

I  should  give  you  a  system  perfectly 
ree  from  liability  to  accident. 

You  would  get  more  light  for  money, 
and  better  light. 

The  lamps  will  be  32-candle  power. 

With  32-candle  electric  lamps,  half 
the  number  of  the  present  gas-lamps 
(104)  will  suffice  to  light  the  town. 


As  We  Find  If.  Ce. 

No  duplicates  and  no  storeage.  When 
the  engine  slows  down,  the  light  follows 
suit ;  when  it  stops,  the  lamps  pop  out. 

In  the  space  of  a  month  the  system 
has  totally  failed  on  two  occasions  ;  and 
there  have  been  many  minor  failures. 

We  have  less  light;  the  general  effect 
is  indifferent ;  and  the  cost  is  much 
greater  than  with  gas. 

They  are  nothing  like  it. 

We  have  73  electric  lamps,  and  this 
number  is  quite  inadequate. 


Of  course,  in  taking  a  contract  like 
the  lighting  of  Barnet,  I  am  backed  up 
by  good  people. 


A  Company  has  been  registered,  and 
exists  on  paper ;  but  proof  is  lacking 
that  the  capital  has  been  subscribed. 


The  thing  will  be  a  grand  success.  It  has,  so  far,  been  more  or  less  a 

failure. 

A  glance  at  this  account  shows  that  the  contractor  has  not  very  much  to 
his  credit  so  far  ;  and  I  turn  to  the  prospectus  of  the  Barnet  and  District 
Electric  Supply  Company,  Limited,  in  the  hope  of  finding  something  to 
make  up  the  balance.  In  my  search  I  find  the  following  paragraph  : — 
‘  The  lighting  of  the  public  streets  of  Barnet  has  been  in  operation  since 
Sept.  1,  with  sufficient  surplus  power  for  about  100  lights  to  adjoining 
dwelling-houses  and  shops.’  Where  is  it  ?  This  surplus  power  must  be 
the  outcome  of  a  little  miscalculation  on  the  part  of  somebody,  for  the 
paragraph  reads  like  a  joke  to  those  who  draw  their  inferences  from  actual 
results  as  shown  in  the  lighting  of  our  streets.  A  timely  exhibition  of 
lighting  power,  instead  of  a  vague  assurance  of  surplus  power,  might  have 
redeemed  the  experiment  from  failure,  and  would  even  now  do  something 
towards  encouraging  public  confidence  in  a  venture  which  hitherto  has 
had  so  little  to  recommend  it.  The  electric  light  will  be  adopted  when 
electricians  can  give  a  successful  light  at  a  reasonable  cost,  and  not  till 
then.” 

Our  readers  are  aware  that  the  adoption  of  electric  lighting  for  the 
public  thoroughfares  has  been  engaging  the  attention  of  the  Blyth  and 
Cowpen  Local  Board — and  of  the  inhabitants,  too,  as  shown  by  the 
demonstration  recently  reported  in  our  columns.  The  Blyth  Examiner 
has  discountenanced  the  scheme ;  and  has  not  lost  an  opportunity  of 
citing  Barnet  as  an  instance  of  the  troubles  likely  to  be  brought  upon  a 
local  authority,  and  those  whom  they  represent,  by  trusting  to  a  new 
illuminant  for  the  lighting  of  their  streets.  A  representative  of  the 
above-named  paper  recently  visited  Barnet,  for  the  purpose,  as  he  says, 
of  “  forming  an  accurate  estimate  of  the  new-fangled  light.”  Barnet,  he 

tells  his  readers,  is  “  the  only  town  in  the  kingdom . which 

has  the  astounding  audacity  to  dispense  entirely  with  a  well-known,  well- 
tried,  and  generally  effective  and  economical  street-lighting  appliance  in 
the  shape  of  ordinary  coal  gas,  for  a  purely  speculative  alternative.”  He 
then  goes  on  to  say  that  he  chose  Sunday  evening  for  his  visit,  think¬ 
ing  that  then  all  shops  and  the  like  would  be  closed,  and  that  “  the 
electric  lights  would  have  the  field  entirely  to  themselves,  unaided  by 
the  gas  consumed  by  private  individuals.”  But  he  did  not  find  this  to 
be  so,  and  had  to  make  the  best  he  could  of  the  conditions.  We  will  give 
the  rest  of  his  story  in  his  own  words  : — 

“  As  I  emerged  from  the  station  I  found  myself  surrounded  by  a  good 
light ;  but  I  saw  at  once  that  these  were  the  ordinary  station  gas-lamps. 
The  Railway  Company  at  Barnet  are  evidently  not  in  a  hurry  to  run  after 
the  Local  Board’s  electric  fad.  If  the  Board  choose  to  spend  the  rate¬ 
payers’  money  in  demonstrating  (if  ever  they  should  succeed  in  doing  that) 
the  superiority  of  electricity  over  gas,  the  Railway  Company  will  clearly 
let  them  go  on  and  do  so.  They  can  at  any  time  avail  themselves  of  the 
dearly-bought  experiences  of  the  Board,  without  involving  themselves  in 
any  initial  or  trial  expenses.  Passing  out  of  the  station  enclosure  on  to 
the  top  of  the  embankment,  I  soon  came  up  to  the  first  electric  lamp  in 
the  direction  of  the  town.  There  are  two  (perhaps  three)  rather  better 
lights  than  the  generality  hereabout;  and  there  seemed  to  be  six  or  eight 
of  the  stronger  lights  in  various  parts  of  the  town.  There  is  one  near  the 
church,  another  upon  the  right-hand  side  of  the  street,  set  back  the  depth 
of  a  house,  and  in  close  proximity  to  a  shop,  the  owner  of  which  will  no 
doubt  consider  himself  rather  favoured  in  having  a  light  placed  so  near 
his  premises,  although  it  is  quite  true  it  stands  alongside  the  disused  gas- 
pillar.  There  is  another  on  the  opposite  side  of  the  street,  at  the  junction 
of  a  road,  near  what  might  be  a  public  pump  or  pant,  from  what  I  could 
make  out  in  the  dark  (?).  Upon  this  electric  pillar  was  suspended  an  oil- 
lamp — to  be  fallen  back  upon  when  electricity  took  the  sulks.  And  at  the 
north  end  of  the  town,  opposite  the  horse-pond,  is  another  of  these  rather 
better  lamps.  These  were,  however,  exceptional  lamps ;  and  even  they  were 
shabby  enough,  in  all  conscience.  The  great  bulk  of  the  lamps  are  the 
most  pitiful  apologies  in  the  world  for  public  street  lights;  and  I  do  not 
wonder  that  a  correspondent  in  the  Barnet  Press  should  have  said  ‘  If  the 
Gas  Company  did  not  light  Barnet  better  than  this,  then  it  must  have 
been  badly  lighted  indeed.’  Nothing,  I  think,  could  very  well  be  worse 
as  a  means  of  street  lighting. 


“  Just  after  entering  the  town,  the  police  station  is  passed  on  the 
right  hand,  and  over  the  door  is  a  bracket  with  the  ordinary  gas-lamp. 
The  police  authorities  seem  to  provide  this  lamp;  and  the  gas-light  is 
continued  by  them.  This  light  is  equal  to  the  best  electric  lamp  in  the 
town,  and  superior  to  the  great  bulk  of  them ;  and  yet  it  is  only  an 
ordinary  fishtail  jet,  burning  to  5  cubic  feet  of  gas  per  hour,  and  of 
an  illuminating  power  not  exceeding  15  to  16  candles.  Up  the  street  I 
noticed  one  of  the  drink-shops  had  introduced  electricity,  while  higher 
up  on  the  opposite  side,  I  think,  to  this  one — another  drink-place  showed 
gas;  and  the  latter  had  a  superior  light  to  the  former.  When  I  got  to 
the  last  electric  lamp  at  the  north  end  of  the  town,  I  proceeded  for¬ 
ward  to  the  next  light,  which  was  a  gas-lamp ;  and  so  marking,  I  judged, 
the  end  of  the  Local  Board  district.  Between  this  and  the  next  gas- 
lamp,  still  going  northward,  I  stopped  about  100  yards — this  distance 
being  apparently  left  to  admit  of  an  intermediate  lamp  being  placed  some 
day  on  the  opposite  side  of  the  road  ;  and  yet  the  footroad  between  these 
two  lamps  100  yards  apart  was  as  well  lighted  as  the  distance  between 
two  of  the  ordinary  electric  lamps  in  the  town  placed  certainly  not  more 
than  about  GO  yards  apart.  The  lamps  are  what  are  known  as  the  incan¬ 
descent  lamp,  as  distinguished  from  the  arc  lamp.  The  latter  is  the  lamp 
of  intense  brilliancy,  dazzling  the  eye  of  anyone  attempting  to  look 
steadily  at  it,  and  casting  a  bluish,  unearthly  sort  of  light  all  round. 
It  is  usually  screened  with  opal  glass  to  prevent  injury  to  the  eye  of 
the  observer.  The  incandescent  lamp,  on  the  other  hand,  emulates  a 
gas-light  as  much  as  possible ;  and  the  nearer  it  approaches  to  gas  the 
greater  its  excellence.  Hence  in  the  hotel  in  London  where  I  am  stay¬ 
ing,  we  have  the  incandescent  light,  and  it  is  not  unpleasant ;  but  the 
modification  suitable  for  indoor  purposes,  if  applied  to  outdoor  purposes, 
would  apparently  utterly  destroy  the  chances  of  the  light  being  at  all 
adopted  for  street  purposes.  Hence  the  Barnet  lamps,  although  incan¬ 
descent,  are  not  screened  or  modified  in  any  way.  They  have  all  the 
objectionable  and  injurious  star-like  brilliancy  of  the  arc  lamp  about 
them,  but  they  are  destitute  of  the  illuminating  and  diffusive  power  of 
the  arc  lamp  ;  so  that,  as  a  rule,  away  from  the  foot  of  the  lamp,  the  light 
they  give  is  miserable  in  the  extreme. 

“  The  streets  of  Barnet  have  any  number  of  metal  pillars  standing  in 
them  at  the  present  time  ;  and  one  would  almost  fancy  that  the  place  was 
famed  for  the  production  of  such  articles,  and  that  the  pillars  one  sees  in 
the  streets  are  samples  from  which  intending  purchasers  can  make  their 
choice.  These  are  the  disused  and  despised  gas-pillars.  By  the  side  of 
them  in  most  of  the  cases  stand  the  new  electric-lamp  pillars;  and,  inde¬ 
pendent  of  these,  another  series  of  pillars  carrying  the  wires  to  supply  the 
electricity,  while  here  and  there  may  be  seen  a  Bray — or  similar — pillar 
and  lamp,  also  disused.  The  electric  lamps  are  placed  much  higher  than 
the  gas-lamps  were.  Two  reasons  may  have  prompted  this — one,  to  keep 
the  wires  as  far  as  possible  out  of  the  way  of  the  public,  and  the  pub¬ 
lic  by  this  means  out  of  the  way  of  danger ;  and  the  other  perhaps  to 
give  the  lamp  abetter  chance  of  diffusing  its  light.  The  latter  object,  as 
I  have  already  said,  is  a  decided  failure,  and  with  the  present  appliances 
cannot  be  improved.  The  readers  of  the  Examiner  will  know  that  £,!>  8s. 
per  lamp  has  to  be  paid  for  the  ordinary  electric  lamps  in  the  streets  of 
Barnet.  I  do  not  hesitate  to  say  that  the  ordinary  gas-lamps  in  Blyth 
streets,  hitherto  charged  £2  6s.  for  by  the  Gas  Company,  give,  on  the 
average,  better  results  for  street-lighting  purposes ;  and  I  cannot  but  infer 
that  it  must  have  been  the  same  at  Barnet.” 

By  nine  o’clock  in  the  evening,  the  reporter  completed  his  investigations, 
and  started  on  his  return  to  London.  “  I  was  soon  seated,”  he  says  ; 
“  and,  in  conversation  with  the  passengers,  could  not  learn  the  why  or  the 
wherefore  of  this  electric  ^asco  at  Barnet— for  such  it  most  certainly  is. 

I  did  learn,  however,  that  whereas  the  Board  had  allowed  the  contractor, 
for  convenience  and  expedition,  to  carry  his  wires  on  pillars,  they  had 
now  found  it  was  not  according  ‘  to  the  bond,’  and  they  were  going  to 
make  him  take  them  down  again  and  bury  them  in  the  ground,  as  they 
had  required  the  Government  to  do  with  the  telegraph  wires.  I  thought, 
however,  the  contractor  could  still  play  quits  with  members  of  even  a 
‘  defuncted  ’  Board ;  and  it  is  certain  that  no  member  of  the  Barnet 
Board  will  get  rid  for  the  next  six  months  of  any  responsibilities  he  has 
incurred  over  this  electric  lighting  merely  hy  ‘  resigning  ’  his  seat.  It  is 
very  likely  we  have  by  no  means  heard  the  last  of  the  Barnet  Local  Board, 
and  the  example  it  has  set  the  kingdom  in  electric  lighting.” 

At  the  meeting  of  the  Barnet  Local  Board  last  Tuesday,  the  Lighting 
Committee  brought  up  a  report  on  the  subject  of  the  electric  light,  and 
made  certain  recommendations.  After  a  long  discussiou,  it  was  decided 
to  consider  the  report  in  Committee.  The  result  was  that  the  matter 
was  ordered  to  stand  over  lor  a  fortnight. 


ANTWERP  WATER-WORKS  COMPANY. 

A  Half-Yearly  General  Meeting  of  this  Company  was  held  last  Thurs¬ 
day,  at  the  London  Offices,  86,  Cannon  Street— Mr.  C.  Crew  in  the  chair. 

The  Secretary  pro  tern.  (Mr.  W.  Conway)  read  the  notice  convening 

the  meeting.  ,  t-t  ,  , 

The  Chairman  said  that  he  must  regret  their  Chairman  s  (Mr.  Horner  s) 
absence.  They  would  remember  that  at  the  time  of  the  last  meeting  he 
was  suffering  from  a  severe  illness ;  and  although  he  had  recovered  from 
that,  and  had  been  able  regularly  to  attend  the  Board  meetings,  he  was 
away  from  home  at  the  present  moment  tor  the  benefit  of  his  health. 
The  present  meeting  was  held  at  the  request  of  the  shareholders  at  the 
last  annual  meeting,  in  order  to  have  a  friendly  conversation  with  the 
Directors,  and  to  ask  questions  upon  the  progress  of  the  Company  in  the 
half  year.  The  Directors  did  not  propose  to  submit  any  resolutions ; 
but  it  would  simply  be  his  duty  to  enlarge  upon  the  report  and  to  answer 
inquiries.  There  were  no  accounts  to  be  presented,  as  these  were  only 
submitted  annually.  The  Auditors,  however,  had  been  to  Antwerp  to 
make  their  usual  half-yearly  audit ;  and  they  had  their  figures  to  show 
the  progress  of  the  concern.  He  was  sorry  to  report  that  there  had  been  a 
falling  off  in  the  new  contracts,  as  compared  with  the  corresponding  half  of 
last  year.  The  new  contracts  this  half  year  amounted  to  204  as  against 
305  in  the  first  half  of  1887.  The  value  of  the  contracts  in  the  J une  half  of 
1887  was  £696.  This  year,  taking  the  increase  in  existing  contracts,  which 
might  be  considered  as  new  contracts,  the  value  was  £564.  There  was  not 
a  great  deal  of  difference,  though  the  average  for  the  past  five  corresponding 
halt  years  had  been  £1136.  There  was  another  thing— they  must  consider 
that  the  new  contracts  had  increased  really  by  a  further  sum  of  £440, 
which  had  been  obtained  from  customers  by  the  fraudulent  use  of  water ;  so 
that  their  accounts  would  be  increased  by  this  amount  in  future.  These 
new  contracts  would  not  affect  the  present  accounts ;  but  the  Company 
would  get  the  full  value  of  them  next  year.  The  attention  of  the  Directors 
was  called  by  their  Manager  to  the  fact  that  there  were  a  large  number  of 
small  consumers  of  water  in  Antwerp  ;  and,  in  order  to  compete  with  the 
wells  and  the  rain-storeage  reservoirs  which  every  house  is  supplied  with 
in  Antwerp,  it  would  be  necessary  either  to  reduce  the  tariff  or  charge  by 
meter.  The  Directors  looked  into  the  thing  carefully  ;  and  they  found 
they  could  reduce  the  tariff,  providing  these  people  would  take  a  minimum 
quantity  of  water — that  was,  agreed  to  pay  the  Company  so  much  per 
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quarter  whether  they  used  the  water  or  not.  They  reduced  the 
price  from  40o.  to  15c.  per  cubic  metre,  according  to  the  minimum 
paid,  varying  from  100  frs.  to  1250  fra.  per  quarter.  The  Directors  were 
satisfied  with  the  result.  The  past  half  year  showed  an  increase  of  £600 
under  this  head  alone.  The  income  from  all  sources  amounted  to  £10,036  ; 
while  in  the  corresponding  period  of  1887  it  was  £9610 — being  an  increase  of 
£426.  This  required  a  little  explanation.  The  income  from  all  sources 
was  made  up  of  receipts  for  water  sold,  miscellaneous  receipts,  interest  on 
amount  at  banks,  and  supply  service.  “  Supply  service”  meant  the  Com¬ 
panyputting  in  pipes  to  their  customers’  houses,  in  order  that  they  might 
use  the  water.  Although  they  had  made  considerable  profit  from  this 
business  since  the  thing  was  first  started  some  five  years  ago,  it  had  been 
the  policy  of  the  Company  to  encourage  local  plumbers  to  do  the  work. 
If  he  analyzed  the  total  receipts,  he  found  that  the  water  receipts  had 
advanced  over  the  past  half  year  by  £922 ;  the  interest  had  also  slightly 
increased;  but  the  “  supply  service ”  had  fallen  off  by  £536.  On  the 
other  hand,  the  cost  of  the  supply  service  had  also  been  reduced  by  £400. 
In  regard  to  the  expenses  in  London  and  Antwerp,  the  maintenance  had 
cost  over  the  half  year  about  £154  more ;  the  pumping  had  cost  £89  more ; 
and  the  depreciation  of  stores,  £39  more.  With  £400  decrease  in  the  sup¬ 
ply  service  and  £151  in  the  London  expenses,  they  had  a  decrease  in  the 
expenses  of  £269.  The  net  revenue  in  1887  was  £3554  ;  and  in  1888,  £4248 
— being  an  improvement  to  the  extent  of  about  £700.  In  their  report,  the 
Directors  stated  that  should  the  second  half-year’s  working  be  equal  to 
the  present,  they  would  be  able  to  pay  an  increased  dividend  this  year. 
This  was  verified  by  the  figures.  They  had  a  credit  balance  of  £1630  last 
year.  Assuming  they  obtained  as  much  revenue  from  the  second  half  as 
for  the  first,  they  would  have  a  net  revenue  of  £8.500.  Putting  these  two 
amounts  together,  they  would  have  a  sum  of  £10,130  available  for  dividend. 
Last  year  they  paid  2  per  cent.;  and  if  they  paid  3  per  cent,  this  year  they 
would  have  a  balance  of  £1130  left.  But  there  was  another  matter  they 
would  have  to  consider  very  soon,  and  that  was  the  question  of  an  amorti¬ 
sation  fund,  which  the  Directors  had  not  yet  touched.  However,  they  had 
it  in  their  minds  to  commence  such  a  fund  shortly.  But  if  they  did  start 
it  this  year,  assuming  the  net  revenue  was  £10,130,  a  2§  per  cent,  dividend 
would  absorb  £7500,  which  would  give  them  a  balance  sufficient  to  meet 
the  £2500  necessary  to  put  by  to  pay  back  the  capital  at  the  end  of  the 
concession.  They  had  saved  £130  a  year  by  renewing  at  4  per  cent,  the 
£13,000  of  5  per  cent,  debentures  which  would  fall  due  on  Dec.  31  next. 
There  was  no  doubt  that  the  wet  weather  had  seriously  affected  the 
receipts  this  year ;  but  it  was  gratifying  to  find  they  had  saved  a  great 
deal  of  water  by  a  proper  system  of  testing  the  mains  which  had  been 
carried  out.  The  quality  of  the  water  had  been  uniformly  excellent. 
The  cost  of  pumping  was  now  5d.  per  1000  gallons,  as  against  djd.  in  1887  ; 
and  the  price  obtained  per  1000  gallons  was  10, 'jd.,  compared  with  8id. 
Taken  altogether,  he  considered  the  report  a  very  satisfactory  one. 

No  questions  being  asked,  the  proceedings  terminated. 


PERTH  CORPORATION  WATER  SUPPLY. 

The  annual  accounts  of  the  Perth  Water  Commissioners  were  presented 
at  a  meeting  of  that  body  on  Monday  last  week.  They  show  an  excess 
of  income  over  expenditure  of  £251  19s.  6d.,  which  reduces  the  debit 
balance  at  the  beginning  of  the  year  from  £297  88.  Id.  to  £45  83.  7d. 
The  revenue  amounted  to  £5775  193.  lOd.,  and  the  expenditure  to 
£5524  Os.  4d.  Of  the  expenditure,  £174  ISs.  2d.  was  spent  in  prospecting 
in  connection  with  thej  new  water  supply.  From  the  balance-sheet  it 
appears  that  the  works  are  valued  at  £48,556  10s.  104d. ;  while  there  are 
other  assets  amounting  to  fully  £900,  and  the  amount  of  debt  is 
£31,895  178.  lOd.  Lord  Provost  Whittet,  in  moving  the  approval  of  the 
Auditor’s  report  of  the  estimates  for  the  current  year,  and  that  the  assess¬ 
ments  be  fixed  at  the  same  rates  as  last  year — namely,  8d.  and  4d.  in  the 
pound  in  the  inner,  and  Is.  and  6d.  in  the  pound  in  the  outer  area — 
said  that  it  was  thought  the  rates  would  be  equalized  at  Whitsunday  ; 
and  that  although  the  expected  surplus  was  put  down  at  £156,  the  Finance 
Committee  were  hopeful  that  it  would  be  nearer  £256.  Mr.  M’Currach 
seconded  the  motion,  and  it  was  carried.  Mr.  Shaw  asked  what  provision 
had  been  made  for  giving  Mr.  Leslie,  C.E.,  of  Edinburgh,  who  was  to 
visit  Perth,  information  in  regard  to  the  proposed  auxiliary  supply 
(to  which  reference  was  made  by  our  Edinburgh  Correspondent  last 
week).  The  Lord  Provost  said  Mr.  Peattie’s  plans  and  report  would  be 
submitted  to  Mr.  Leslie,  aud  that  the  proper  thing  for  the  Commission 
to  do  would  be  to  allow  that  gentleman,  without  any  interference,  to  obtain 
all  the  information  he  could  from  the  proper  authorities. 

PROJECTED  EXTENSION  OF  THE  SWINDON  WATER-WORKS 

An  Extraordinary  General  Meeting  of  the  Swindon  Water  Company 
was  recently  held  for  the  purpose  of  sanctioning  an  increase  of  capital  to 
the  extent  of  £9000,  for  the  purpose  of  carrying  out  additional  works. 
The  Chairman  of  the  Company  (Mr.  W.  A.  Barns)  presided,  and  ex¬ 
plained  that  for  a  very  long  time  the  Directors  had  been  aware  of  a  great 
^fflculty  in  supplying  the  district,  and  especially  the  new  town  with 
water  in  sufficient  quantities  to  suit  the  convenience  of  their  customers  ; 
and  as  long  ago  as  1886  their  Engineer  (Mr.  Shopland)  was  asked  to 
prepare  a  scheme  to  overcome  the  difficulty.  He  suggested  that  a  new 
i2-inch  main  should  be  laid,  in  addition  to  the  existing  8-inoh  main,  from 
Wroughton  to  Kingshill,  there  to  deliver  the  water  into  a  service  reservoir 
to  hold  500.000  gallons.  This  main  would  be  capable  of  discharging  daily 
900,000  gallons  of  water,  from  the  top  water-level  of  the  storeage  reser¬ 
voir  at  Wroughton.  He  further  advised  that  a  new  main  should  be  put 
down  to  New  Swindon  capable  of  supplying  250,000  gallons  daily ;  this 
being  absolutely  necessary,  since  a  heavy  draught  of  water  was  needed. 
From  the  service  reservoir  at  Kingshill,  it  was  proposed  under  the  scheme 
to  pump  water  into  a  tank  for  the  supply  of  Old  Swindon.  If  these 
alterations  were  carried  out,  the  two  districts  would  have  distinct  mains 
and  a  service  reservoir  each — both  being  specially  adapted  to  the  districts 
within  their  service.  The  cost  of  these  alterations  was  estimated  at 
£8280,  which  included  £1620  for  a  new  service  reservoir,  £2000  for  a 
main  to  New  Swindon,  and  £4000  for  the  new  main  to  Kingshill.  It  was 
decided  that  the  capital  of  the  Company  should  be  increased  by  the  issue 
of  £1  shares,  to  be  offered  to  the  existing  shareholders  -pro  raid,  at  par. 


Tab.^paca  Water  Comp.vny. — According  to  the  Financial  News,  the 
Municipality  of  Iquique,  acting  upon  reports  presented  to  them  by 
a  Committee  recently  appointed  to  investigate  the  water  supply  of  the 
city,  have  passed  a  resolution  declaring  that,  in  their  opinion 
the  concessions  granted  by  Mr.  T.  Hart  under  Acts  passed  in 
January,  1885,  and  February,  1886,  “  have  now  lapsed  and  are  forfeit.” 
Our  contemporary  states  that  memorials  from  all  the  parties  interested 
were  received ;  and  before  recommending  the  Municipality  to  come  to  the 
conclusion  above  recorded,  the  Committee  consulted  the  Intende  of  the 
province,  who  in  turn  referred  to  the  Senate.  Thus  every  step  was  taken 
to  make  certain  of  the  facts ;  and,  after  these  precautions,  the  Municipality 
decided  against  the  validity  of  the  concession,  which  is  the  principal  asset 
of  the  Tarapaca  Water  Company. 


LEEDS  CORPORATION  WATER  SUPPLY. 

Bradford  and  the  Nidd  Watershed. 

At  the  Meeting  of  the  Leeds  Town  Council  last  Thursday,  the  Chair¬ 
man  of  the  Water  Committee  (Mr.  Alderman  Woodhouse)  moved — “  That 
the  corporate  common  seal  be  affixed  to  a  deed  of  covenant  with  tlie  Cor¬ 
poration  of  Bradford,  for  the  purpose  of  carrying  into  effect  the  arrange¬ 
ment  made  with  them  as  to  the  rights  aud  interests  of  the  Corporations 
of  Leeds  and  Bradford  respectively  in  the  watersheds  of  the  Rivers  Burn, 
Laver,  and  Nidd.”  In  doing  so,  he  reviewed  the  proceedings  which  had 
resulted  in  an  amicable  settlement  of  the  dispute  between  the  two  Cor¬ 
porations.  He  reminded  the  Council  that,  in  1866,  Mr.  Filliter,  who  was 
then  the  Water  Engineer,  prepared  a  report,  in  which  he  dealt  very  fully 
with  the  water  supply  of  Leeds.  In  that  report  three  rivers  were  men¬ 
tioned — the  Nidd,  the  Laver,  and  the  Burn.  The  Nidd,  with  an  area  of 
32  square  miles,  gave  21  million  gallons  a  day  of  water ;  the  Burn,  with 
23  square  miles,  and  the  Laver,  with  an  area  of  9  square  miles,  furnished 
together  21  million  gallons  a  day  ;  and  these  numbers,  added  to  the  supply 
from  the  Washburn  to  the  extent  of  23  million  gallons  a  day,  would  give 
a  total  supply  to  Leeds  of  65  million  gallons  of  water  daily.  That  this 
would  be  the  future  supply  of  Leeds  had  come  to  be  regarded  as  a 
“  pious  legend,”  until  Bradford,  which  used  to  get  its  water  from  the 
lower  reaches  of  the  Wharfe,  found,  on  extending  its  search  for  more 
water,  that  the  water  was  too  hard  for  its  manufactures.  In  1887  Brad¬ 
ford  therefore  applied  to  Parliament  for  powers  to  secure  the  waters  of 
the  River  Burn  and  its  tributaries.  The  Leeds  Water  Committee  found 
it  necessary  to  take  action;  and,  after  some  correspondence,  an  amicable 
arrangement  had  been  come  to — the  consideration  being  that  Leeds 
would  not  oppose  Bradford  in  the  event  of  that  town  making  application 
to  utilize  the  waters  of  the  Nidd  ;  while  when  Leeds  had  to  go  to  Parlia¬ 
ment  for  power  to  extend  the  water  supply,  it  might  make  application  for 
the  Burn  and  its  tributaries,  and  Bradford  would  not  place  any  obstacle  in 
the  way.  The  motion  was  agreed  to. 


FINDING  WATER  BY  DIVINATION. 

The  Colchester  Mercury  for  last  P’riday  contained  the  following  account 
of  a  successful  experiment  in  the  use  of  the  divining-rod  in  searching  for 
water : — 

“  On  Thursday,  the  27th  of  September,  Sir  Henry  Selwin  Ibbetson  and 
Lady  Selwin  Ibbetson  invited  a  party  of  ladies  and  gentlemen  to  witness 
the  performance  of  a  Mr.  Lawrence,  from  the  West  of  England,  with  the 
divining-rod  ;  the  object  being  to  test  whether  he  would  be  able  by  its 
means  to  discover  water  on  the  Down  Hall  Estate.  The  party  were  first 
invited  to  lunch  and  chat  with  the  expert,  who  is  an  old  gentleman  79 
years  of  age.  Mr.  Lawrence  first  walked  round  a  well  near  the  Hall  to 
ascertain  which  way  the  water  took  its  course  ;  and  as  soon  as  he  arrived 
at  the  opposite  side  of  the  well,  he  was  seized  apparently  with  convulsions. 
There  were  many  exclamations  of  surprise  from  the  company ;  and  Sir 
Henry  Selwin  Ibbetson  said,  ‘  That’s  very  satisfactory  and  conclusive,  as 
we  know  the  water  takes  that  course  from  the  side  of  the  well  down 
towards  the  wood  and  the  brook.’  With  this  astonishing  revelation  of  the 
power  possessed  by  Mr.  Lawrence,  the  party  proceeded  to  the  kitchen  gar¬ 
den,  where  her  ladyship  said  she  should  like  to  find  water.  After  the  expert 
had  made  a  couple  of  rounds,  he  came  upon  a  vein  of  water,  which  was 
ultimately  traced  coming  from  the  well  across  the  land  over  sand  towards 
the  wood.  Mr.  Lawrence  then  tried  in  the  yard  next  the  dairy,  and  at 
once  came  upon  two  or  three  places  where  he  stated  water  was  to  be 
found.  One  of  these  was  under  the  doorstep;  and  while  the  party  were 
conversing  together,  the  expert  was  having  one  of  his  little  dancing  games 
upon  the  step  of  the  back  door.  A  field  was  afterwards  tried.  The  expert, 
in  company  with  one  of  the  guests  (Mr.  Sam  Deards),  walked  the  field 
with  Mr.  King,  the  bailiff,  and  a  man  or  two  to  drive  stakes  at  every 
exhibition  of  the  violent  shaking  of  the  divining-rod.  In  three  instances 
Mr.  Lawrence  was  so  overcome  that  he  literally  fell  into  the  arms  of  Mr. 
Deards  for  support.  Having  traced  one  spring  running  right  across  this 
field,  the  party  proceeded  to  another  field,  where  Mr.  Lawrence  was  again 
seized  with  a  shaking  fit.  At  the  lodge,  where  a  (well  was  very  much 
wanted,  the  expert  discovered  a  good  spot  right  in  the  centre  of  the  back 
yard.  A  more  suitable  place  could  not  have  been  desired.  A  trial  was 
next  made  at  Basses  Lodge ;  and  here  it  was  that  one  of  the  most  marvel¬ 
lous  displays  occurred.  Mr.  Lawrence  proceeded  to  walk  round  in  the 
path  of  the  garden,  and  had  gone  three-fourths  of  the  way  when  he  was 
seized  with  one  of  his  ‘  fantastic  tricks.’  Mr.  Lawrence  afterwards  stood 
over  the  soft-water  tank;  but  this  had  no  effect  whatever  upon  him — still 
water  having  no  power  over  the  divining-rod.  Going  into  the  corner  of  a 
large  hilly  field  opposite  the  lodge  gate,  water  was  again  discovered;  the 
expert  and  rod  being  violently  affected,  so  much  so  that  Mr.  Deards  caught 
hold  of  one  end  of  the  stick,  and  yet  it  moved  and  twisted  in  his  hands. 
Mr.  Lawrence  asked  Mr.  Deards  to  stand  behind  him  and  take  firm  hold 
of  his  wrists.  Mr.  Deards  expecting  to  receive  a  shock,  caught  hold  of 
both  wrists  and  held  them  firmly,  but  could  not  keep  them  from  violently 
shaking.  Water  was  discovered  in  other  places,  and  the  party  then  re¬ 
turned  to  the  mansion.  Sir  Henry  mentioned  how  delighted  and  amused 
he  had  been  at  having  made  Mr.  Lawrence’s  acquaintance.  Before  leaving, 
Mr.  Deards  asked  Mr.  Lawrence  to  give  to  the  employes  of  the  estate  and 
house  one  more  proof  of  his  evil  spirit;  aud  he  did  so — -going  at  once  to 
the  doorstep  of  the  mansion,  and  also  to  one  of  the  stakes  driven  down 
near  the  garden  gate.  The  effect  that  Mr.  Lawrence’s  performance  pro¬ 
duced  upon  the  minds  and  faces  of  some  of  the  spectators  was  really  most 
amusing.” 

We  learn  from  a  West  of  England  paper  that  Mr.  Mullins,  whose 
recent  experiments  at  Hastings  have  been  noticed  in  the  Journal,  is  now 
carrying  out  a  trial  gnear  Cirencester,  under  circumstances  of  great 
interest.  Mr.  J.  Hayward,  of  Barmton  Mill,  occupies  a  field,  barn,  and 
some  land  in  the  adjacent  parish  of  Bagendon  ;  and  at  buildings  called 
Price’s  Barn  there  is  no  water  supply,  except  the  runnings  from  the  roofs. 
The  buildings  stand  on  the  summit  of  the  rolling  Cotswold  district;  the 
ground  being  144  feet  above  the  road  from  Cirencester  to  Cheltenham, 
which  runs  along  the  valley  of  the  Churn  close  by.  Hearing  of  Mullins 
through  a  relative,  Mr.  Hayward,  with  the  permission  of  his  landlord, 
invoked  the  aid  of  the  “  diviner.”  About  three  months  ago,  Mullins, 
with  a  hazel  twig,  walked  over  the  paddock  in  front  of  the  buildings, 
and  the  rapid  revolution  of  the  twig  in  his  hand  at  certain  spots  indicated, 
he  asserted,  the  line  of  a  spring  running  through  the  hill  into  the  valley  of 
the  Churn  below.  After  an  interview  with  the  landlord  of  the  property, 
Mullins  undertook  to  sink  a  well — the  depth  he  estimated  as  necessary 
being  from  70  to  80  feet — whereas  owners  of  house  property  in  the  vicinity 
situated  on  much  lower  levels  have  sunk  from  120  to  150  feet,  and  then 
often  failed  to  keep  a  supply  of  water  in  dry  weather.  By  the  terms  of 
the  contract,  Mullins  is  to  receive  a  certain  stated  sum  on  finding  a  supply 
of  water ;  but  if  he  fails  he  does  not  receive  any  payment  whatever.  His 
men  have  now  been  at  work  for  seven  or  eight  weeks,  and  have  sunk  just 
over  70  feet  through  the  rock  without  coming  to  water,  but  they  do  not 
entertain  any  anxiety  as  to  the  result.  The  termination  of  the  under¬ 
taking  is  being  looked  forward  to  with  interest. 
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NOTES  FEOM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

Although  this  year  we  have  not  the  excitement  of  a  gas  transfer  in  tlie 
impending  municipal  elections,  the  subject  is  cropping  up  here  and  there. 
It  is  brought  up  by  those  who  took  part  in  the  business  as  a  means  of 
reflecting  credit  upon  them  for  their  part  in  the  work  ;  and  it  is  referred 
to  by  new  candidates  in  that  conveniently  mysterious  way  which,  on 
investigation,  may  mean  anything  or  nothing,  but  which  at  first  sight 
conveys  the  impression  that  the  speaker,  if  he  had  been  in  power,  would 
have  done  it  much  better.  A  fine  instance  of  the  latter  was  given  on 
Tuesday  night,  when  an  aspiring  candidate  told  his  hearers  that  “the 
gas  purchase,  he  thought,  had  been  too  dear.  The  Trust  must  be  very 
economically  administered  ;  and  he  would  begin  by  abolishing  the  charge 
for  meters.”  He  went  on  to  say  that  the  principal  streets  should  be 
lighted  with  electricity.  Was  ever  such  bunkum  talked  ?  If  he  means 
by  economy  the  judicious  management  of  the  business  in  the  interests  of 
the  community,  why  did  he  recommend  costly  experimenting  in  electric 
lighting?  If  he  meant  that  the  gas  undertakings  had  cost  so  much  that 
they  must  be  managed  so  as  to  maintain  a  large  revenue,  why  did  he 
suggest  that  the  sum  at  present  derived  from  meters  should  be  thrown 
away?  Were  his  advice  adopted,  the  revenue  of  the  Gas  Committee 
■would  be  reduced  by  the  charge  for  meters,  and  the  citizens  have,  in 
addition,  to  be  taxed  to  maintain  electric  lighting  in  one  or  two  thorough¬ 
fares.  Economical  management  would  scarcely  be  a  correct  description 
of  that  sort  of  thing,  I  fancy. 

The  proposal  to  spend  ^620,000  upon  the  improvement  of  the  Edinburgh 
Gas-Works,  which  I  mentioned  a  fortnight  ago,  has  been  the  subject  of 
newspaper  correspondence  here.  One  of  the  writers  is  Mr.  John  Romans, 
C.E.,  who,  it  may  be  remembered,  strongly  opposed  last  year  the  transfer  of 
the  Edinburgh  works,  averring  that  it  was  possible  to  build  and  equip 
new  works  with  mains  and  services  for  j;300,0CO.  Mr.  Romans  observed 
the  statement  in  the  JouKN.tu,  and  wonders  why  it  did  not  appear  in  any 
Edinburgh  newspaper.  He  then  goes  on  to  say  that,  instead  of  being 
alarmed  at  the  amount  asked  for,  his  surprise,  if  any,  was  as  to  how  the 
Engineer  had  managed  to  circumscribe  his  requirements  to  that  figure. 
His  opinion  remains  unchanged  that  the  Commissioners  should  not  spend 
a  shilling  upon  the  Edinburgh  works,  but  set  honestly  to  work  to  obtain 
a  site  for  new  works  near  to  coalfields,  of  easy  railway  access,  not  sigh  table 
from  the  topmast  of  a  man-of-war,  and  there  gradually  erect  the  city  gas¬ 
works  complete.  He  concludes  :  “  Of  course,  this  will  be  a  bitter  pill  to 
swallow  for  the  professional  men  who  were  the  deceivers,  and  the  town 
councillors  who  were  deceived.  Still  it  is  better  to  face  it,  as  to  this  it 
must  come,  if  gas  is  to  continue  to  be  our  chief  illuminant  for  the  next 
quarter  of  a  ceutury.”  Mr.  Romans  is  a  little  impetuous,  as  the  strength 
of  his  language  shows.  If  he  cannot  understand  how  Mr.  Mitchell’s  pro¬ 
posal  was  to  expend  only  i20,000,  might  I  point  out  to  him  that,  with  the 
surplus  power  of  the  Leith  gas-works,  a  full  output  will  not  be  required 
from  the  Edinburgh  works,  and  only  a  portion  of  them  need  be  dealt  with 
in  the  meantime.  The  same  reason  also  militates  against  his  recommenda¬ 
tion  to  procure  a  new  site  at  once.  Until  the  Leith  establishment  gets 
worked  out,  there  is  no  necessity  for  superseding  it.  This  may  be  twelve 
years  hence ;  so  that  there  is  time  to  look  out  for  a  new  site,  and  mean¬ 
time  I  am  not  convinced  that  it  is  not  the  best  policy  of  the  Commis¬ 
sioners  to  expend  a  moderate  sum  upon  the  improvement  of  the  Edinburgh 
works.  This  course  would  enable  them  to  make  the  most  of  both  the  exist¬ 
ing  works ;  and  then,  after  the  costs  incident  to  a  transfer  have  been  at 
least  partly  met,  the  Commissioners  would  have  more  freedom  in  recom¬ 
mending  the  large  outlay  involved  in  the  erection  of  new  works. 

The  Arbroath  Gas  Corporation  have  changed  front  on  the  question  of 
extending  their  works.  Only  a  mouth  ago,  they  resolved  to  proceed  with 
the  improvement  of  the  existing  works,  and  the  erection  of  a  new  holder 
for  the  lower  district  of  the  town.  The  alternative  proposal,  to  entirely 
remove  the  works,  and  build  them  on  a  lower  site,  was  then  flouted  by 
Provost  Anderson  as  “  far  too  late.”  At  their  meeting  on  Monday,  instead 
of  giving  authority  for  the  work  to  go  on,  they  had  along  discussion,  and 
then  appointed  a  Special  Committee  to  look  out  for  a  suitable  site  for 
new  works  ;  and  the  question  of  the  proposed  extension  was  remitted  to 
Mr.  W.  Foulis,  Engineer  of  the  Glasgow  Gas-Works,  to  consider  and 
report  upon.  The  Corporation  already  possess  a  report  by  Mr.  R.  Mit¬ 
chell,  of  the  Edinburgh  Gas-Works,  on  the  subject.  Their  remit  to  Mr. 
Foulis  looks  very  much  like  this — that,  having  changed  their  minds, 
they  are  anxious  to  get  the  opinion  of  a  man  of  skill  to  back  them  up. 
The  position  to  which  they  have  gravitated  appears  to  be  that,  as  an  ex¬ 
penditure  of  more  than  liSOOO  in  extensions  is  inevitable,  as  new  works 
oould  be  more  economically  worked  than  the  present,  and  as  almost  as 
much  would  be  obtained  for  the  present  site  as  would  procure  a  new  one, 
therefore  the  cost  of  transferring  the  works  to  a  new  site  is  the  only  item 
which  stands  in  the  way  of  their  having  new  works.  There  would  be  a 
saving  of  i300  a  year  on  cartage  alone,  if  the  new  works  were  placed 
beside  the  railway;  and  that,  with  other  economies,  it  is  estimated, 
would  more  than  meet  interest  on  the  cost  of  the  transfer.  All  this  is 
very  fine  in  theory.  Whether  it  can  be  put  in  practice,  the  Corporation 
knows  as  well  as  anybody  depends  entirely  upon  cost,  and  chiefly  upon 
the  cost  of  a  new  site.  Why,  in  these  circumstances,  they  should  want 
further  speculative  reporting  is  not  apparent.  A  remit  to  obtain  a  site, 
and  to  ascertain  its  price,  would  have  been  sufficient.  After  that,  if  the 
price  were  suitable,  inquiry  could  have  been  made  as  to  the  one  point  of 
what  the  cost  of  transfer  would  be ;  and  the  whole  question  could  then 
have  been  taken  up  by  the  Corporation,  and  decided  without  difficulty. 
It  may  appear  more  heroic  to  breast  the  question  at  once,  and  have  a 
report  upon  “the  whole  subject;”  but,  to  my  mind,  it  is  not  likely  to  be 
either  the  most  intelligent  or  the  most  profitable. 

Mr.  Adam  Pratt,  of  Aberdeen,  who  may  he  said  to  be  the  backbone  of  the 
agitation  there  in  regard  to  alleged  overcharges  for  gas,  keeps  pegging 
away  at  the  subject  with  untiring  zeal.  He  must  be  a  veritable  thorn  in 
the  side  of  the  gas  management  in  Aberdeen.  He  seems  to  be  in  almost 
constant  correspondence  with  them  ;  and  scarcely  a  week  passes  in  which 
he  does  not  take  advantage  of  the  columns  of  the  local  press  to  let  the 
world  know  what  has  taken  place.  This  week  a  letter  by  Mr.  Pratt  to  the 
'Town  Clerk  is  published,  which  indicates  a  more  serious  attitude  than  has 
yet  been  taken  up  by  the  Gas  Committee  towards  the  complaining  party. 
Mr.  Pratt  writes :  “  With  reference  to  the  overcharged  accounts  of  134  gas 
consumers,  as  furnished  to  you  on  the  9th  of  August  last,  as  requested, 
would  you  kindly  inform  me  if  the  cases  in  detail  have  yet  been  investi¬ 
gated  ?  Complainers  on  the  list,  whose  gas  supply  is  cutoff,  have  received 
notice  from  the  Gas  Treasurer  that  legal  proceedings  are  to  be  taken 
against  them.”  From  this  it  would  appear  that  the  Committee  have  made 
up  their  minds  to  have  no  dallying  on  the  subject  of  liability  for  what 
has  been  already  incurred ;  and  from  this  it  is  easy  to  infer  that  they 
have  investigated  all  the  accounts  in  respect  to  which  there  were  com- 
laints.  It  should  not  be  a  difficult  task  to  inquire  into  134  cases.  I  have 
een  informed  by  a  resident  in  Aberdeen  that  some  of  those  who  com¬ 
plained  have  received  a  reduction,  presumably  where  the  meter  was  found 


to  be  at  fault— -a  situation  out  of  which  the  Gas  Committee  oould  not  get 
e.xcept  by  remitting  a  portion  of  the  sum  charged. 

At  the  recent  annual  meeting  of  the  Newport  (Fifeshire)  Ga-s  Company, 
it  was  resolved,  on  account  of  the  improved  financial  position  of  the  Com¬ 
pany,  to  reduce  the  price  of  gas  5d.  per  1000  cubic  feet. 

At  the  meeting  of  the  Fraserburgh  Police  Commission  last  Monday,  it 
was  proposed  that  a  Committee  be  appointed  to  confer  with  the  local  Gas 
Company,  with  the  view  of  arranging  for  a  voluntary  transfer  of  the  Com¬ 
pany’s  undertaking  to  the  Commission;  but,  after  discussion,  it  was 
resolved  to  take  no  further  steps  in  the  matter  in  the  meantime. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

When  the  Glasgow  Corporation  Gas  Committee’s  minutes  were  up  for 
consideration  at  the  usual  meeting  of  the  Town  Council  on  Thursday, 
attention  was  drawn  by  Treasurer  Richmond  to  the  fact  that  a  number  of 
contracts  had  been  entered  into  for  the  extension  of  the  Tradeston  Gas- 
Works.  While  admitting  that  he  had  the  greatest  confidence  in  the  Gas 
Committee,  he  thought  the  Council  should  know  the  nature  of  the 
contracts  referred  to,  and  what  was  being  done,  seeing  that  an  expenditure 
of  4:150,000  or  52160,000  was  involved.  Mr.  Ure,  Convener  of  the  Sub- 
Committee  on  Works,  said  that  they  would  be  glad  to  exhibit  the  plans, 
and  give  all  the  information  desired.  Bailie  M’Laren  stated  that  about  a 
year  ago  the  Council  had  under  consideration  the  extension  of  the 
’Tradeston  works,  and  at  that  time  plans  and  specifications  were  submitted, 
and  the  probable  expenditure  was  sanctioned;  so  that  the  work  which  the 
Council  had  already  approved  of  was  what  the  Gas  Committee  were 
carrying  out.  They  had  nothing  to  hide,  and  would  be  glad  to  submit 
the  plans  of  the  alterations  and  extensions  resolved  upon. 

Several  of  the  Glasgow  Town  Councillors  have  touched  upon  gas 
affairs  at  the  annual  meetings  of  the  electors  held  in  their  respective 
wards  this  week.  Bailie  Mitchell  spoke  of  the  Gas  Trust  as  being  in  a  very 
prosperous  state,  as  was  evident  by  the  fact  that  2d.  per  1000  feet  had  been 
taken  off  the  price  of  gas — from  28.  lOd.  to  2s.  8d. ;  and  in  view  of  the  pos¬ 
sibility  of  the  annexation  of  the  suburban  burghs  and  adjacent  districts  to 
the  city,  the  Gas  Committee  had  agreed,  he  said,  to  recommend  to  the 
Town  Council  to  buy  the  Partick,  Hillhead,  and  Maryhill  Gas  Com¬ 
pany’s  works.  Of  course,  if  there  was  no  annexation,  there  would  be  no 
purchase.  Bailie  Stevenson,  in  the  Fifteenth  Ward,  stated  that  the  Gas 
Trust  revenue  for  last  year  was  somewhere  about  4:383,000  ;  and  they  had 
put  aside  249,000  for  depreciation.  One  of  the  representatives  of  the 
Twelfth  Ward  (Mr.  J.  Macfarlane)  affirmed  that  the  reduction  in  price 
amounted  to  a  sum  of  4:60,000;  and  this  saving  to  the  gas  consumers  had 
been  effected  without  any  material  lowering  of  the  quality  of  the  gas. 
Bailie  M'Laren,  in  the  course  of  a  speech  which  he  made  on  Thursday  at 
a  meeting  of  his  constituents  in  the  Fourth  Ward,  stated  that  the  revenue 
of  the  Police  and  Gas  Departments  alone  amounted  nearly  to  that  of  some 
of  the  small  German  principalities;  and  the  Convener  (in  this  case  him¬ 
self)  had  nearly  as  much  to  do  as  some  of  the  Chancellors  of  those  prin¬ 
cipalities  in  endeavouring  to  bring  in  a  budget  calculated  to  keep  down  the 
rates.  Referring  to  the  reduction  that  had  been  made  in  the  price  o£ 
gas,  he  said  he  had  anticipated  that  it  would  be  followed  by  a  further  and 
similar  reduction  next  year;  for  they  had  purchased  about  290,000  tons  of 
coal  at  a  little  less  than  the  average  price  paid  last  year,  and  with  the 
increased  consumption  and  better  gas-producing  appliances,  they  might  be 
able  to  present  a  very  favourable  balance-sheet  when  the  extension  of  the 
city  boundaries  came  before  Parliament  next  session.  He  also  remarked 
on  the  complaints  which  he  had  heard  to  the  effect  that,  while  the  price  of 
gas  was  reduced,  the  accounts  of  the  consumers  were  always  the  same ;  at  all 
events,  they  did  not  get  lower.  He  had  himself  made  a  test  in  regard  to 
this  matter ;  and  the  result  he  found  was  that,  while  ten  years  ago  the 
Public  Lighting  Department  consumed  146  million  cubic  feet  of  gas,  and 
paid  229,375,  during  the  past  year  the  consumption  was  190  million  cubic 
feet,  for  which  the  charge  paid  was  only  225,460. 

A  public  meeting  was  held  in  Stevenston  (Ayrshire)  last  Monday,  for 
the  purpose  of  further  considering  the  proposal  to  form  a  new  Gas  Com¬ 
pany,  to  manufacture  gas  from  oil.  Mr.  S.  Lyon,  who  presided,  reported 
that  shares  had  Ibeen  freely  taken  up  on  the  station  side  of  the  town,  and 
that  the  residents  in  other  districts  in  which  the  shares  had  not  been  so 
well  taken  up  had  promised  to  patronize  the  new  Company.  Mr.  Kerr,  of 
Ardeer  Foundry,  the  principal  mover  in  the  scheme,  submitted  plans  and 
the  estimated  cost  of  the  proposed  oil-gas  works.  In  the  course  of  th& 
conversation  which  ensued,  it  was  suggested  that  in  the  meantime  small 
works  should  be  started,  of  sufficient  producing  powerlto  meet  the  demands- 
of  New  Street  and  the  district  around  the  Railway  Station.  Ultimately, 
it  was  agreed,  on  the  motion  of  Mr.  Pennel,  seconded  by  Mr.  Rickett,  that, 
before  deciding  on  the  erection  of  new  gas-works,  a  deputation  should  be 
appointed  from  the  meeting  to  wait  upon  the  Directors  of  the  existing  Gas 
Company,  and  urge  the  propriety  of  reducing  the  price  of  gas  to  4s.  6d. 
per  1000  cubic  feet,  and  to  report  to  a  future  meeting.  From  this  result 
of  Monday’s  meeting,  it  is  very  evident  that  the  proposal  in  question  has 
not  met  with  anything  like  enthusiastic  support. 

At  the  monthly  meeting  of  the  Millport  Police  Commissioners  last. 
Monday,  a  communication  was  submitted  from  the  Gas  Company,  stating, 
that  the  price  of  gas  supplied  to  the  public  lamps  would  be  58.  lOd.  per 
1000  cubic  feet,  and  that  an  allowance  of  5  per  cent,  would  be  made  on 
payment  of  the  account. 

At  the  meeting  of  the  Armadale  Police  Commissioners  on  Monday,  the- 
charge  for  gas  consumed  in  the  public  lamps  was  also  under  consideration. 
A  letter  from  the  Gas  Company  was  submitted  in  which  the  Commis¬ 
sioners  were  requested  to  sign  an  agreement  to  the  effect  that  they  pay 
10s.  for  each  gas-lamp  for  one  year ;  that  a  reduction  of  Is.  be  made  on. 
each  lamp,  seeing  that  there  had  been  no  lighting  during  September; 
further,  that  the  lamps  be  lighted  at  dusk  and  extinguished  at  ten  o’clock, 
every  night  except  Saturdays,  when  it  should  he  done  at  eleven  o’clock. 
If  extra  light  were  needed  during  the  night  for  street  alterations,  ito.,  the 
Commissioners  should  pay  for  the  same  accordingly.  The  Clerk  was- 
empowered  to  make  several  alterations  in  the  terms  of  the  proposed  con¬ 
tract,  failing  the  acceptance  of  which  by  the  Gas  Company  the  Commis¬ 
sioners  decline  to  sign  the  agreement. 

The  Dunblane  Burgh  Commissioners  have  approved  of  an  offer  from, 
the  local  Gas  Company  to  supply  gas  to  the  public  lamps  at  5a.  lOd.  per 
1000  feet,  with  a  discount  of  30  per  cent. 

That  part  of  the  burgh  of  Wishaw  known  as  Craigneuk  was  again  before 
the  Commissioners  last  Monday  in  regard  to  the  proposal  to  light  the 
public  thoroughfares  with  oil.  A  report  on  the  subject  was  read  to  the 
meeting,  which  had  been  prepared  by  the  Burgh  Surveyor,  Mr.  Tait.  It 
stated  that,  to  light  Craigneuk  and  district  with  oil-lamps  in  anything  like 
an  efficient  manner,  the  distance  between  each  lamp  should  not  be  more 
than  100  yards.  To  do  this  30  lamps  would  be  required.  The  first  cost 
of  the  lamps,  which  could  be  used  for  gas,  would  be  279  103.;  lighting, 
143.  each  per  annum,  221 ;  oil,  9s.  6d.  each  per  annum,  214  15s. ;  repairs, 
3s.  each  per  annum,  24  10s. — thus  making  the  annual  cost,  239  15s.  The 
report  further  stated  that,  with  oil  at  its  present  price,  the  lighting  would 


693 


Oct.  16, 1888.]  the  journal  of  gas  lighting,  water  supply,  &  SANITARY  IMPROVEMENT. 


cost  about  25  per  cent,  less  than  with  gas  ;  but  the  saving  is  a  long  way 
more  than  counterbalanced  by  the  extra  charge  for  lighting  and  cleaning 
the  oil-lamps.  Bailie  Bussell  questioned  if  any  other  town  in  Scotland 
ever  made  such  a  ridiculous  proposal  as  that  of  lighting  the  streets  with 
oil-lamps.  He  was  in  favour  of  a  small  Committee  being  appointed  to 
confer  with  the  proprietors  of  the  Craigneuk  district  to  learn  how  many 
of  them  were  willing  to  make  connections  if  a  gas-main  were  laid  down, 
sufficient  (say)  for  30  lights,  the  public  lamps  then,  of  course  to  be  lighted 
with  gas.  A  Committee  was  ultimately  appointed  for  this  purpose. 

The  proposal  to  form  a  Water  Commission  for  the  burgbs  of  Airdrie 
and  Coatbridge,  and  various  adjacent  parishes,  is  now  fully  launched 
before  the  public  throughout  the  district,  and  already  it  has  been 
favourably  received.  The  intention  of  the  proposed  Water  Commission 
is  to  buy  up  the  undertaking  of  the  Airdrie  and  Coatbridge  Water 
Company.  A  meeting  was  held  recently,  at  which  all  the  local  autho¬ 
rities  of  the  district  were  represented,  and  the  matter  of  buying  up 
the  undertaking  was  fully  considered.  A  discussion  took  place  on  the 
practicability  and  advantage  of  the  scheme  to  the  wide  district  inter- 
■ested  in  it.  In  the  course  of  conversation,  it  was  stated  that  the  pro¬ 
posed  terms  of  purchase  could  be  either  to  pay  the  Water  Company 
the  present  selling  value  of  their  shares,  or  give  them  perpetual  annuities 
at  the  rate  of  10  per  cent,  on  their  ordinary  shares,  and  5  or  6  per 
■cent,  on  their  preference  shares.  On  Thursday  of  last  week  a  special 
meeting  of  the  Airdrie  Town  Council  was  held,  in  order  to  receive  a 
report  on  the  subject  from  the  Committee  appointed  to  attend  the  meet¬ 
ing  already  referred  to.  The  report  recommended  the  proposed  scheme 
of  purchase;  and  after  considerable  discussion,  the  Council  agreed  to 
its  adoption  unanimously.  In  the  event  of  the  Coatbridge  Town  Council 
also  agreeing  to  the  proposal,  it  was  remitted  to  a  Committee  to  call  a 
meeting  of  the  ratepayers  of  Airdrie,  so  as  to  have  their  opinion  of  the 
scheme.  The  matter  has  yet  to  be  discussed  at  special  meetings  of 
the  Shotts,  Bothwell,  and  Old  Monklands  Local  Authorities,  and  at  the 
Coatbridge  Town  Council. 

The  Clydebank  Police  Commissioners  and  the  [tenants  of  houses  on 
common  stairs  have  got  into  a  very  serious  difficulty  in  regard  to  the 
lighting  of  the  closes  and  stairs.  At  the  quarterly  meeting  of  the  Commis¬ 
sioners  on  Monday,  the  Lighting  Committee  reported  that  the  Clasgow 
Gas  Corporation  required  a  deposit  of  i:3  from  the  tenants  of  each  close  and 
stair  before  they  would  supply  gas  for  such  places.  The  Clerk  stated  that 
he  had  called  at  the  Gas  Office  in  Glasgow  on  the  subject;  but  the  only 
abatement  he  could  get  was  the  reduction  of  the  deposit  to  i:2.  Mr.  Craw¬ 
ford  thought  the  demands  of  the  Gas  Trust  were  unreasonable.  When 
they  supplied  the  gas  before  with  a  No.  1  burner,  they  did  so  at  128.  3d.  a 
year.  There  were  only  two  No.  1  burners  in  a  close  ;  and  this  at  the  most 
was  24s.  6d.  a  year.  How  they  came  to  ask  £2  or  i;3  he  could  not  make 
out.  Along  conversation  took  place  on  the  subject;  and  reference  was 
made  to  the  provisions  of  the  Scotch  Police  Act  bearing  upon  stair  light¬ 
ing.  The  result  was  that  the  Master  of  Works  was  instructed  to  see  that 
the  closes  and  stairs  were  lighted,  and  to  institute  prosecutions  where  that 
was  not  done. 

On  the  Glasgow  Stock  Exchange  on  Wednesday,  the  ordinary  shares  of 
the  Partick,  Hillhead,  and  Maryhill  Gas  Company  were  sold  at  85s.  per  £5 
share;  being  a  reduction  of  Is.  6d.  from  the  last  price  at  which  business 
was  done. 

Sulphate  of  ammonia  has  been  selling  this  week  at  £11  10s.  per  ton  ; 
and  there  are  inquiries  for  forward  delivery. 

In  the  earlier  part  of  this  week,  the  Glasgow  pig-iron  warrant  market 
was  flat ;  the  price  of  Scotch  iron  receding  to  40s.  per  ton  cash  on  Tues¬ 
day  and  Thursday.  The  market  closed  firmer  yesterday,  the  price  for 
Scotch  warrants  being  408.  8d.  per  ton  cash  buyers,  and  for  Cleveland  and 
hematite  iron  438.  lOid.  and  33s.  lid.  respectively.  The  Scotch  special 
brands  are  steady. 

On  the  whole  the  local  coal  trade  continues  to  be  in  a  very  satisfactory 
position.  For  certain  qualities  of  coal,  there  is  an  active  shipping 
■demand;  and  full  prices  are  maintained  at  all  the  export  centres.  Good 
Bouse  coal  now  commands  7s.  per  ton  at  the  pits. 


CUBEENT  SALES  OF  GAS  PBODUCTS. 

Liverpool,  Oci.  13. 

Sulphate  of  Ammonia. — A  continued  fair  prompt  demand  has  kept  the 
market  very  steady  ;  and  there  is  therefore  no  change  in  values  to  be  re¬ 
ported.  It  now  seems  probable  that  present  prices  will  be  maintained 
throughout  the  month  ;  for  although  more,  and  larger,  parcels  are  coming 
on  the  market,  buyers  are  found  for  them,  and  it  is  reported  that 
£11 12s.  6d.  has  been  paid  for  all  October  delivery.  The  inquiry  for  spring 
contracts  also  continues;  and  buyers  pay  advanced  rates  for  the  few  con¬ 
tracts  which  they  can  pick  up.  Nitrate  on  spot  has  advanced  to  9s.  9d.  to 
10s. ;  but  there  is  no  change  in  the  values  of  floating  cargoes  or  of  parcels 
for  spring  delivery. 

London,  Oct.  13. 

Tar  Products. — A  little  more  life  has  infused  itself  into  this  market, 
with  the  exception  of  benzols,  which  are  both  flat  and  drooping.  Carbolic 
acid  is  decidedly  better ;  and  there  is  a  fair  demand  for  anthracene.  Pitch 
buyers  are  now  in  the  market ;  but  they  look  askance  at  the  higher  prices 
demanded  by  distillers.  Prices  may  be  taken  as  follows  ; — Tar,  according 
to  position,  17s.  fid.  to  22s.  fid.  per  ton.  Benzol,  90  per  cent.,  3s.  per 
gallon  ;  60  per  cent.,  2s.  44d.  Toluol,  Is.  9d.  per  gallon.  Solvent  naphtha. 
Is.  3d.  per  gallon.  Crude  naphtha,  30  per  cent.,  Is.  per  gallon.  Light  oil, 
3d.  per  gallon.  Creosote,  2d.  per  gallon.  Pitch,  12s.  to  15s.  per  ton. 
Carbolic  acid  (crude),  3s.  4d.  per  gallon.  Cresylic  acid,  9d.  per  gallon.  Tar 
•salts,  158.  per  ton.  Anthracene,  30  per  cent.,  “A”  quality.  Is.  fid.  per 
unit ;  “  B  ”  quality,  Is.  3d. 

Ammonia  Products. — Sulphate  is  in  decidedly  good  demand,  and  the 
price  is  firmer.  The  higher  price  of  nitrate  of  soda  is  likely  to  force  this 
product  to  a  better  figure.  The  business  of  the  week  is  reported  at  vary¬ 
ing  prices  from  £11  8s.  9d.  to  £11  128.  fid.,  less  discount.  Gas  liquor 
(5°  Twaddel),  7s.  fid.  per  ton,  with  a  rise  or  fall  of  Is.  fid.  per  degree. 
Liquor  ammonia,  IJd.  per  lb.  Carbonate  of  ammonia,  3id.  per  lb. 
Muriate  of  ammonia,  brown,  £18  per  ton ;  white,  £27.  Sahammoniac, 
£30  per  ton. 

[From  the  Chemical  Trade  Journal,  Oct.  13.] 

Sulphate  of  Ammonia. — The  sulphate  market  keeps  very  firm,  though 
there  is  no  change  in  the  quotations.  Business  is  reported  at  £11  11s.  3d. 
to  £11  12s.  fid.  f.o.b.  Hull,  and  at  similar  rates  at  Leith  and  Liverpool. 
Beckton  is  quoted  at  £11  i2s.  fid.,  and  outside  makes  in  theLondon  market 
are  realizing  similar  figures.  The  French  demand  is  still  good ;  and  there 
are  numerous  inquiries  for  spring  delivery. 

Tar  Products.— henzols  remain  without  any  decided  change.  If  any¬ 
thing,  the  chances  are  for  the  better  so  far  as  parcels  for  early  delivery  are 
concerned ;  90’8  may  be  called  fis.,  and  50/90’s,  2s.  5d.,  while  solvent  is  still 
firm  at  former  prices.  Anthracene  is  still  unchanged;  while  crude 
carbolic  has  gone  a  shade  stronger.  Pitch  is  stated  to  be  very  firm ;  and 
the  rumour  that  Beckton  has  sold  some  quantity  at  15s.  has  given  a  little 
healthier  tone  to  this  branch  of  the  tar  trade. 


Beduction  of  Meter-Bents  by  the  Bristol  G.\s  Company _ The 

decision  come  to  by  the  Directors  of  the  Bristol  Gas  Company  to  reduce 
their  meter-rents  nearly  50  per  cent,  will  entail  a  sacrifice  of  about  £2500 
per  annum. 


DALES  OF  SH.ARES.- 


^  -  -'-’o  auesaay,  me  zna  inst.,  Mr.  Burbidge  sold  by 

auction,  at  Caine,  50  fully-paid  £2  shares  in  the  Caine  Water  Companu, 
Limited.  The  last  dividend  paid  by  the  Company  was  04  per  cent,  per 
annum.  The  shares  were  put  up  in  lots  of  ten  each.  The  bidding  for  the 
first  lot  was  started  at  £2  _5s.,  and  advanced  to  £3  5s.,  when  the  shares 
were  knocked  down  to  a  resident  in  Caine,  who  purchased  the  remaininsr 

^ts  at  the  same  rate. - Last  Tuesday,  Messrs.  Nicholson,  Greaves,  and 

Barber  sold  at  Sheffield,  891  “  D.”  new  shares  in  the  Sheffield  Gas  Com- 
pany.  there  was  a  large  attendance,  and  the  competition  for  the  shares 
was  keen.  Of  the  entire  number,  105  were  sold  at  £4  5s.  prem.,  and  91 
at  £4  7s.  fid  prem.  Nothing  had  been  paid  on  the  shares;  indeed,  the 

first  call  will  not  be  made  until  next  month. - Last  Tuesday,  Mr.  J.  P. 

Chapman  sold  by  auction  a  number  of  shares  in  the  Lewes  Water  Com¬ 
pany,  which  realized  unusually  high  prices.  The  first  lot  ofiered  was  an 
original  fully-paid  £25  share,  which  was  sold  for  £78  10s.  to  a  resident  in 
°  subsequently  purchased  a  similar  share  for  £77.  New  shares 
(£25)  fetched  £52  10s.,  £53,  and  £53  lOs.  The  last  lot  ofi^ered  was  £20  of 
preference  5  per  cent,  stock,  which  was  sold  for  £30. 


The  Oil  Lighting  on  Ham  Common. — At  the  last  meeting  of  the  Ham 
Local  Board,  the  following  petition  was  presented  We,  the  under¬ 
signed  inhabitants  of  Ham,  beg  to  bring  before  the  notice  of  the  Local 
Board  the  very  inefficient  lighting  of  Ham  Common  and  the  parish  in 
general.  TV  e  consider  it  alike  dangerous  to  foot  passengers,  vehicles, 
and  property;  and  therefore  desire  that  our  parish  should  be  again 
Hghted  with  gas,  and  not  sunk  in  the  mediaeval  darkness  of  oil-lamps. 
We  are  quite  sure  that  hardly  anyone  will  object  to  the  small,  if  any 
additional  cost  of  efiecting  this  amelioration.”  The  petition  bore  the 
signatures  of  about  67  persons,  and  the  Chairman  (Bev.  T.  G.  P.  Hough)  said 
there  were  not  more  than  a  dozen  ratepayers  amongst  them;  the  signa¬ 
tures  were  mainly  those  of  poor  people  who  were  not  ratepayers.  In  reply 
to  a  member,  the  Clerk  said  there  were  20  lamps  in  the  district ;  and  the 
cost  of  lighting  the  parish  last  year  was  £44  fis.  Hd.  It  was  agreed  that 
gas  would  be  much  better  than  oil ;  and  one  member  remarked  that  on  a 
windy  night  he  had  seen  the  Common  with  hardly  a  lamp  alight.  It 
was  decided  that  the  Clerk  should  write  to  the  Eichmoud  Gas  Company 
and  ask  what  would  be  the  cost  of  lighting  the  lames  for  six  months,  or 
a  longer  period. 


GAS  AND  WATEE  COMPANIES’  STOCK  AND  SHAKE  LIST. 
(For  Stock  Market  Intelligence,  see  ante,  p.  671.) 


Issue. 

Share 

When 

ex- 

Dividend. 

Dividend 
or  Div.  & 
Bonus. 

NAME. 

Paid 

per 

Share 

Closing 

Prices. 

Riee 

or 

Fall 

in 

Wk. 

Tield 

upon 

invest* 

ment. 

£ 

p.  c. 

GAS  COMPANIES. 

£  8.  d. 

590,000 

10 

12  Oct. 

lOJ 

Alliance  &  Dublin  10  p.  c. 

10 

18—19* 

5  10  6 

100,000 

300,000 

10 

100 

2  July 

'Ih 

5 

Do.  7  p.  c. 

Australian  ( Sydney) 5 Deb. 

10 

100 

12i-13i* 
no— 112 

5  11  1 
4  9  3 

100,000 

20 

30  May 

10 

Bahia,  Limited . 

20 

23—25 

ROD 

200,000 

5 

11  May 

74 

Bombay,  Limited  .  ,  ,  , 

5 

n-n 

4  16  8 

4u,uuu 

5 

It 

■M 

Do.  New . 

4 

54— 5j 

.'>4  9 

380,000 

Stek. 

29  Aug. 

llj 

Brentford  Consolidated  . 

100 

222-227 

■42 

5  8  6 

* 

11 

Do.  New . 

100 

161—166 

5  5  5 

2ii2U,UUU 

20 

13  Sept. 

lOj, 

Brighton  &  Hove,  Original  . 

20 

43—45 

4  13  4 

320,000 

20 

28  Sept. 

British . 

20 

45—47 

4  15  9 

50,000 

10 

13  Sept. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

19—21 

5  4  9 

39,000 

10 

11 

8 

Do.  7  p.  c.  . 

10 

13—14 

5  14  3 

328,750 

10 

30  May 

8 

Buenos  Ayres  (New)  Limited 

10 

144— 15J 

5  3  2 

200,000 

100 

2  July 

6 

Do.  6  p.  c.  Deb.  . 

100 

110—112 

5  7  1 

150,000 

20 

10  Aug. 

7 

Cagliari,  Limited  .  .  .  . 

20 

25—27 

5  3  8 

550,000 

Stek. 

12  Oct. 

13i 

Commercial,  Old  Stock  .  . 

100 

263-268’ 

5  2  7 

130,000 

M 

28  June 

loi 

Do.  New  do. .  ,  . 

100 

■209-214* 

5  0  5 

121,234 

11 

44 

Do.  4;^  p.  c.  Deb.  do. 

100 

123—128 

3  10  3 

557,320 

20 

20 

14  June 

12 

Continental  Union,  Limited 

20 

45—46 

5  4  4 

242,680 

II 

12 

Do.  New ’69  & ’72 

14 

30-31 

5  8  1 

200,000 

20 

11 

9 

Do.  7p.  c.  Pref.. 

20 

36-38 

4  14  8 

75,000 

Stek. 

^8  Sept. 

10 

Crystal  Palace  District  ,  . 

100 

205—215 

4  13  0 

234,060 

10 

27  July 

13 

European,  Limited  .  .  . 

10 

254—264 

4  18  i 

120,000 

10 

11 

13 

Do.  New.  .  . 

74 

18i— 19i 

5  0  0 

354,060 

10 

29  Aug. 

13 

Do.  do.  .  .  . 

5 

124-131 

4  16  3 

5,468,600 

Stek. 

13 

Gaslight  &  Coke,  A,  Ordinary 

100 

248—252 

5  3  2 

100,000 

1) 

11 

4 

Do.  B,  4  p.  c.  max. 

100 

100—105 

3  16  3 

665,000 

a 

It 

10 

Do.  C,D,&E,  10  p.c.Pf. 

100 

260—265 

3  15  6 

30,000 

1) 

tl 

5 

Do  F,  5  p.  c.  Prf.  . 

Do.  G,  7i  p.  c.  do.  . 

100 

125—130 

3  16  11 

60,000 

11 

It 

7t 

100 

182-  187 

4  0  2 

1,300.000 

11 

11 

7 

Do.  H,  7  p.  c.  max. 

100 

168—173 

+  i 

4  0  11 

463,000 

*1 

14  June 

10 

Do.  J,  10  p.  c.  Prf.  . 

100 

258—263 

3  16  1 

1,061,150 

294,850 

11 

4 

Do.  4  p.  c.  Deb.  Stk. 

100 

120—123 

3  5  0 

11 

tl 

4J 

Do.  44  p.  c.  do. 

100 

1-25—130 

3  9  3 

650,000 

11  May. 

6 

Do.  6  p.  c.  do. 

100 

175—178 

3  7  5 

3,600,000 

Stek. 

10 

Imperial  Continental  .  .  . 

100 

210—213 

-i 

4  13  10 

75,000 

5 

14  June 

6 

Malta  &  Mediterranean,  Ltd 

5 

5— 5J 

5  9  1 

560,000 

100 

1  Oct. 

5 

Met.of  Melbourne, 5  p.c.  Deb. 

100 

112—114 

4  7  9 

541,920 

20 

14  June 

6 

Monte  Video,  Limited  .  . 

20 

20—21 

5  14  3 

150,000 

5 

30  May 

^0 

5 

5  5  3 
5  0  0 

60,000 

420,000 

5 

100 

23  Sept. 

2  May 

7 

Ottoman,  Limited  .... 
People’s  Gas  of  Chicago — 

5 

6-7 

4 

6 

1st  Mtg.  Bds.  .  .  . 

100 

107—110 

5  9  1 

500,000 

100 

1  June 

6 

2nd  Do.  .  .  . 

100 

95—100 

6  0  0 

100,000 

10 

12  Oct. 

10 

San  Paulo,  Limited  .  .  . 

10 

16—17* 

5  17  8 

500,000 

Stek. 

29  Aug. 

154 

South  Metropolitan,  A  Stock 

100 

806—311 

4  19  8 

1,350,000 

11 

tl 

12 

Do.  B  do.  . 

100 

241—245 

4  17  11 

141,500 

11 

11 

13 

Do.  C  do.  . 

100 

245—255 

5  1  11 

550,000 

11 

28  June 

5 

Do.  5  p.  c.  Deb.  Stk.. 

100 

135—140 

3  11  5 

60,000 

5 

29  Aug. 

11 

Tottenham  &  Edm'ntn,  Orig. 

5 

H— 13 

•  • 

4  4  0 

WATER  COMPANIES. 

717,467 

Stek. 

28  June 

9 

Chelsea,  Ordinary  .... 

100 

260—265 

3  7  11 

1,720,560 

stek. 

12  Oct. 

7 

East  London,  Orinary  .  . 

100 

193-198* 

3  10  8 

700,000 

50 

14  June 

9 

Grand  Junction.  .... 

50 

123—127 

-1 

3  10  10 

708,000 

Stek. 

10  Aug. 

10^ 

Kent . 

100 

270—275 

3  16  4 

1,043,800 

100 

28  June 

9 

Lambeth,  10  p.  c.  max.  .  . 

Do.  7J  p.  c.  max.  .  . 

100 

255-260 

-5 

3  9  8 

406,200 

100 

11 

7J 

100  1 

197—202 

-6 

3  14  3 

200,000 

Stek. 

28  Sept. 

4 

Do.  4  p.  c.  Deb,  Stk.  . 

100 : 

116—120 

3  6  8 

500,000 

100 

27  July 

12J' 

New  River,  New  Shares  .  . 

100  ' 

340—350 

-5 

3  9  3 

1,000,000 

Stek. 

11 

4 

Do.  4  p.  0.  Deb,  Stk.  . 

100  1 

124—128 

3  2  6 

902,300 

Stek. 

14  June 

6 

S’thwk  &  V’xhall.lOp.o.max. 

100 

166—171 

3  10  2 

126,500 

100 

11 

L4  June 

6 

Do.  74  p.  c.  do. 

100 

,57—162 

3  14  1 

1,155,066 

3tck. 

10 

West  Middlesex  .... 

100  ‘ 

1 

265—270 
Ex  div 

3  14  1 

1 
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The  Public  Lighting  Question  at  Blytii. — On  Monday  last  week  a 
public  meeting  of  the  ratepayers  of  the  Cowpen  township,  Blyth,  was  held 
in  the  Market  Place,  under  the  auspices  of  the  Cowpen  Local  Board,  to 
take  into  consideration  the  advisability  Of  lighting  the  Cowpen  township 
by  means  of  electricity ;  gas  having  been  abandoned  owing  to  a  dispute 
with  the  Gas  Company.  Having  heard  the  estimated  cost  of  lighting  by 
the  proposed  system  and  by  oil,  the  meeting  unanimously  agreed  to  urge 
upon  the  Local  Board  the  advisability  of  adopting  the  electric  light  with¬ 
out  further  delay. 

The  D.vngers  of  Oil-Lamps. — During  the  last  few  weeks  several  of  the 
tradesmen  of  Oldbury  have  had  their  gas  cut  oif,  and  have  been  lighting 
their  establishments  with  oil,  which  is  said  to  be  much  cheaper.  Some  of 
the  members  of  the  Local  Board  have  expressed  their  fear  that  this  plan 
would  be  generally  followed ;  but  up  to  the  present  it  has  not  been.  One 
evening  last  week  an  explosion  took  place  in  the  window  of  a  tradesman 
in  Church  Street,  who  has  been  using  oil-lamps.  One  of  the  lamps  burst ; 
blowing  out  a  portion  of  the  window,  and  setting  fire  to  the  materials 
therein.  Fortunately  the  fire  was  not  of  a  serious  nature. 

Selkirk  Water  Supply. — About  21  years  ago  the  old  pump-wells  in 
Selkirk  were  superseded  by  a  filtration  and  pumping  scheme  ;  the  water 
being  drawn  into  a  collecting  well  from  a  gravelly  meadow  at  the  side  of 
the  Eiver  Ettrick,  and  pumped  up  300  feet  into  a  supply  reservoir. 
Latterly  the  supply — about  35  gallons  per  head  per  day  to  a  population  of 
upwards  of  6000 — has  been  found  slightly  insufficient.  The  Burgh  Sur¬ 
veyor  (Mr.  J.  Pritty)  was  recently  instructed  by  the  Police  Commissioners 
to  consider  the  best  means  of  increasing  the  supply.  Mr.  Pritty  at  once  set 
to  work,  and  has  just  completed  operations  ;  and  by  cutting  drifts  in  the 
gravel-bed  and  digging  a  second  collecting-well,  at  the  cost  of  about  ilGOO, 
a  superabundance  of  excellent  water  has  been  obtained. 


Kimberley  Water  Company,  Limited.— The  Directors  of  this  Company 
recommend  an  interim  dividend  at  the  rate  of  10  per  cent,  per  annum 
free  of  income-tax,  for  the  half  year  ending  June  30  last.  They  also 
announce  that  a  preliminary  agreement  has  been  entered  into  for  the 
acquisition  by  the  Company  of  the  De  Beers  Consolidated  Mines  Water 
Supply  Act,  recently  passed  by  the  Cape  Parliament.  This  purchase 
when  completed,  will  put  an  end  to  the  threatened  opposition  by-the'con- 
struotion  of  new  water-works. 

Brisbane  Gas  Company.— The  report  of  the  Directors  of  this  Company 
for  the  half  year  ending  June  30  last  states  that  there  was  a  steady  in¬ 
crease  in  the  demand  for  gas  in  that  period.  The  sales  amounted  to 
1(12,309 ;  and  this,  with  tlie  balance  brought  forward  (£8941),  made  a  total 
of  £21,250.  The  manufacture  and  distribution  of  gas  cost  £7858;  rates 
and  taxes  amounted  to  £158 ;  interest  to  £1890 ;  the  reserve  fund  to  £7000  - 
and  there  was  a  balance  of  £4310  at  the  close  of  the  six  months.  The 
Company’s  new  works  are  fulfilling  the  expectations  of  the  Directors. 

The  Bursting  of  a  Eeservoir  in  South  America.- In  the  Journal 
for  Aug.  21  last,  we  briefly  recorded  a  serious  disaster  which  occurred  to 
a  reservoir  in  Valparaiso  on  the  11th  of  that  month.  From  particulars 
since  received,  we  learn  that  the  reservoir  was  situated  800  feet  above  the 
level  of  the  city  of  San  Juan  de  Dios,  the  streets  of  which  were  deluged. 
The  water  rushed  through  the  city  in  a  wave  12  feet  high,  carrying  nearly 
everything  before  it.  At  first  it  was  thought  that  an  immense  tidal  wave 
had  come  from  the  sea.  The  shops  were  flooded,  and  their  contents  des¬ 
troyed.  The  people  who  were  in  the  streets  at  the  time  were  washed  up- 
and  down— some  being  drowned,  and  others  sustaining  terrible  injuries. 
Four  days  after  the  disaster  the  streets  were  still  in  an  impassable  state. 
No  fewer  than  57  dead  bodies  were  recovered  up  to  the  time  the  despatch 
was  sent  off  ;  but  this  number  it  was  thought  would  be  largely  increased. 


THE  QUALITY  OF  THE  LONDON  GAS  SUPPLY 
During  the  Four  Weeks  ended  Oct.  9. 


[From  returns  to  the  Metropolitan  Board  of  Works  by  Mr.  W.  J.  Dibdin,  F.I.C.,  F.C.S.] 


Illuminating  Power. 

(In  Standard  Sperm  Candles.) 

Sulphur. 

(Grains  in  100  Cubic  Feet  of  Gas.) 

Ammonia. 

(Grains  in  100  Cubic  Feet  of  Gas.) 

Companies— Distbicts. 

Maxi* 

Means. 

Maxi- 

Means. 

Maxi¬ 

mum. 

Mini¬ 

mum. 

Means. 

mum. 

mum. 

Sept. 

18 

Sept. 

25 

Oct. 

2 

9 

mum. 

mum. 

Sept. 

18 

Sept. 

25 

Oct. 

2 

Oct. 

9 

Sopt. 

18 

Sept. 

25 

Oct. 

2 

Oct. 

9 

The  Gaslight  and  Coke  Company — 

Hotting  Hill* . 

_ 

Camden  Town . 

16-8 

15-8 

16-5 

16-1 

16-2 

16-3 

15-4 

8-8 

11*5 

10-1 

11-7 

14-4 

0-2 

00 

00 

00 

0-1 

0-0 

Dalston . 

16-8 

16-2 

16-4 

16-5 

16-5 

16-5 

14-1 

11-2 

i2'S 

13-3 

12-7 

11'7 

0-2 

00 

0-1 

0-1 

0-1 

0-0 

Bow . 

17-3 

16-1 

16-5 

16-7 

16'6 

16-7 

7-1 

4-4 

5*7 

6-8 

5-4 

5'7 

0-5 

0-0 

0-3 

0-2 

0-1 

0-1 

Chelsea  (Fulham) . 

16-8 

16-3 

16-3 

16-7 

16-5 

16-6 

12-9 

9-2 

12-4 

11-6 

12-3 

10-7 

0-4 

00 

0-4 

0-0 

0-0 

0-1 

Do.  (Nine  Elms) . 

J7-0 

16-4 

16-8 

16-7 

16-6 

17-0 

12-2 

9-0 

11*0 

11-0 

10-1 

10-6 

0-4 

0-2 

0-3 

0-2 

0-3 

0-4 

Eingsland  Boad . 

17-2 

16-5 

16-9 

17-0 

16-9 

16'8 

13-2 

6*6 

11*4 

10-7 

12-1 

11-5 

0-3 

0-0 

0-1 

0-1 

0-2 

0-1 

Charing  Cross  (48-inch  main)  .  .  . 

16-7 

16-0 

16-1 

16-3 

16-3 

16-4 

9-3 

8-3 

8-7 

8'6 

8-5 

8-7 

0-6 

0-1 

0-3 

0-2 

0-2 

0-1 

Do.  (district  main)  .  .  . 

16-8 

15-9 

16-0 

16-1 

16-7 

16-5 

10-0 

7-8 

8'2 

8-9 

9-5 

9-3 

0-3 

0-1 

0-2 

0-3 

0-2 

0-2 

St.  John's  Wood . 

17-1 

16'1 

16-5 

16-9 

16-9 

16-8 

11-9 

8'3 

10-6 

9-2 

9-1 

9-3 

0-6 

0-2 

0-5 

0-4 

0-5 

0-4 

Lambeth  Boad . 

17-1 

16-1 

16-4 

16-6 

16-5 

16-8 

15'5 

8-3 

9-6 

10-4 

10-0 

12-2 

0-4 

0-1 

0-3 

0-3 

0-2 

0-2 

Holloway . 

16-6 

16'0 

16-3 

16'4 

16-2 

16-4 

111 

8-8 

10-4 

10-3 

9-6 

9-8 

0-8 

0-3 

0-5 

0-6 

0-5 

0-4 

Westminster  (cannel  gas) . 

21-3 

20-3 

20-6 

20-8 

20-7 

20-7 

11-4 

9-1 

9-7 

10-3 

10-2 

10-3 

0-4 

0-2 

0-4 

0-4 

0-3 

0-3 

South  Metropolitan  Gas  Company — 

Peckham . 

16-9 

16-1 

16-4 

16-5 

16-6 

16-6 

10-5 

8-4 

8'8 

9-2 

9-0 

9-6 

0-2 

00 

0-0 

0-1 

0-0 

0-1 

Tooley  Street . 

16-7 

16-1 

16-3 

16-3 

16-5 

16-6 

11-3 

8-1 

9-3 

9-6 

9-5 

10-3 

0-4 

0-0 

0-0 

0-0 

00 

0-3 

Clapham . 

16-5 

16-0 

16-2 

16-3 

16'2 

16-3 

12-9 

91 

10-6 

10-2 

ll-‘2 

9-8 

0-4 

00 

01 

0-1 

0-2 

0-0 

Lewisham . 

16-8 

16-2 

16-5 

16-6 

16-5 

16-4 

9-5 

6-6 

80 

8-3 

8-8 

7-9 

00 

00 

00 

0-0 

0-0 

0-0 

Blackfriars  Boad . 

16-7 

16-0 

16-2 

16-2 

16-2 

16-2 

16-1 

7-8 

10-2 

10-0 

10-0 

9-6 

0-4 

0-1 

0-3 

0-2 

0-3 

0-3 

Commercial  Gas  Company — 

Old  Ford . 

17-4 

16-2 

16-8 

16-9 

16-5 

16-5 

8-9 

1-9 

6-9 

7-7 

7-0 

6-7 

1-0 

0-0 

0-2 

0-1 

00 

0-0 

St.  George’s-in-the-East . 

16-7 
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16-4 

16-2 

16-2 

16-6 

15-1 

7-8 

11-0 

9-0 

8-4 

9-9 

0-4 

0-2 

0-4 

0-3 

0-2 

0-3 

*  Station  closed  during  alterations. 

Sulphuretted  Hydrogen. — None  on  any  occasion.  _  Pressure. — In  excess  on  all  occasions. 

Uote. — The  standard  illuminating  power  for  common  gas  in  the  Metropolis  is  16  sperm  candles,  and  for  cannel  gas  20  sperm  candles.  Sulphuy 
not  to  exceed  22  grains  in  100  cubic  feet  of  gas  ;  ammonia  not  to  exceed  4  grains  in  100  cubic  feet  of  gas.  Pressure  between  sunset 
and  midnight  to  be  equal  to  a  column  of  1  inch  of  water;  between  midnight  and  sunset,  6-lOths  of  an  inch. 


GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  AND  ENGINES. 


PLEASE  ADDBESS  IN  FULL— 


Address  for  TELEGRAMS; 
“GWYNNEGRAM  LONDON.” 


HYDRAULIC  AND  GAS  ENGINEERS,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C.,  ENGLAND. 

TELEPHONE  No,  2698, 


Thirty-three  Medals  at 
all  the  Great  International 
Exhibitiopa  have  been 
awarded  to  GWYNNE 
Co.for  Gas  ExbausterB,&c, 

Only  Medal  at  the  Liver¬ 

pool  International  Exhibi¬ 
tion,  1886,  for  Centrifugal 
Pumping  Engines. 

They  have  never  sought 
to  make  price  the  chief 
consideration,  but  to  pro¬ 
duce  Machinery  of  the 
very  highest  quality. 

The  result  is  that  in 
every  instance  their  work 
is  giving  the  fullest  satis¬ 
faction.  _ 

They  have  completed 
Exhausters  to  the  extent 
of  24,000,000  cubic  feet 

passed  per  hour,  which 

are  giving  unqualified 
satisfaction  in  work,  and 
can  be  referred  to. 


Only  75  Revolutions  per  Minute, 


Can  be  made,  when 
desired,  on  their 
New  Patent  prin¬ 
ciple  to  pass  Gas 
without  the  slight¬ 
est  oscillation  or 
variation  in  pres¬ 
sure. 

NO  OTHEB  MAKEB  CAN 
DO  THIS. 

GAS  VALVES, 
VACUUM  GOVERNORS, 
REGULATORS,  PUMPS, 
&c.,  &c. 

Catalogues  and 
Testimonials  on 
application  at  the 
above  address. 


The  above  Engraving  shows  Two  Engines  driving  Four  GWYNNE  &  CO.’S  PATENT  NON-FLUCTUATING  EXHAUSTERS,  to  pass  200,000  cubic  feet  per  hcux 

(without  the  slightest  oscillation),  at  the  Effingham  Street  Gab-Works,  SHEFFIELD. 
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COAL  OWNERS,  MINERS,  AND  AGENTS. 

Once  more  in  the  newspapers  there  is  talk  of  coal,  in  con¬ 
sequence  of  the  imminent  conflict  between  the  miners  and 
mine-owners  of  the  great  district  of  which  Sheffield  is  the 
centre,  over  the  demand  of  the  men  for  a  10  per  cent,  in¬ 
crease  of  wages.  The  Mayor  of  Sheffield  has  tried  to  mediate 
between  the  two  parties  ;  but  the  latest  intelligence  from  the 
seat  of  the  disturbance  is  to  the  effect  that  the  employers 
have  met  and  decided  that  the  demand  of  the  men  must  be 
resisted  to  the  uttermost.  If  this  decision  is  really  acted 
upon,  and  if  the  men  are  firm,  there  must  inevitably  be  a 
strike  of  great  magnitude  and  far-reaching  effects.  The 
price  of  coal  will  go  up,  in  consequence  of  the  cessation  of 
the  supply  from  one  of  the  largest  producing  districts  of  the 
country  ;  and  then  -perhaps  the  demand  of  the  men  may  be 
granted,  but  possibly  not  until  after  all  the  good  that  might 
be  expected  from  the  concession  has  been  neutralized  by  the 
waste  of  the  industrial  war.  Some  observers  declare  that,  not¬ 


withstanding  the  firm  attitude  taken  up  by  the  coal-owners  for 
the  time,  they  will  yield  the  advance  of  wages  rather  than 
lose  their  share  of  the  improvement  of  trade  that  has  been 
recognized  in  all  parts  of  the  country.  Indeed,  it  is  even 
reported  that  the  advance  has  been  granted  by  some  owners. 
With  reference  to  this  point,  it  may  be  at  once  confessed  that 
the  common  sentiment  of  the  general  public  is  in  favour  of 
the  miner  receiving  his  fair  share  of  any  advance  in  national 
prosperity.  It  is,  of  course,  natural  for  wage-earners  of 
every  description  to  keep  on  the  alert  for  a  chance  of  getting 
higher  pay  for  their  labour,  as  it  is  for  paymasters  to  try  to 
get  their  labour  at  the  cheapest  possible  rate.  There  is 
something  in  the  work  of  the  coal  miner,  however,  that 
appeals  strongly  to  the  sympathies  of  the  rest  of  the  nation  ; 
and  when  miners  combine  to  ask  for  an  advance  of  wages 
— say,  from  20s.  to  22s.  a  week — alleging  that  the  state 
of  trade  warrants  such  a  request,  there  are  few  people  who 
would  not  be  glad  to  hear  that  they  had  obtained  it.  If  the 
price  of  coal  were  advanced  by  5d.  or  Gd.  per  ton,  which 
would  more  than  suffice  to  give  the  miner  the  higher  wages 
he  asks  for,  nobody  would  have  much  reason  to  complain. 
If  gas  coal,  for  example,  is  made  Is.  a  ton  dearer  before  the 
winter  actually  sets  in,  gas  makers  will  not  be  materially 
affected.  We  have  never  in  these  columns  laid  excessive 
stress  upon  the  desirability  of  extreme  cheapness  for  coal. 
On  the  contrary,  we  have  always  urged  that  coal  prices 
should  be  such  as  to  provide  fair  w'ages  for  the  workmen  and 
reasonable  profits  for  their  employers,  and  deplored  the  com¬ 
petition  and  other  less  clear  influences  of  trade  that  have  for 
many  years  kept  the  price  of  coal  down  to  an  unremune- 
rative  level.  If,  therefore,  there  is  in  the  present  aspect  of 
affairs  connected  with  coal  mining  the  germ  of  a  promise  of 
better  days  for  coal-owners  and  miners,  we  should  welcome 
it,  even  though  gas  coal  were  made  slightly  dearer.  Coke 
and  tar  would  then  be  dearer  too ;  so  that  the  net  cost  of 
coal  for  gas  making  need  not  necessarily  be  enhanced. 

The  coal  trade  of  the  country — or  at  least  that  branch  of 
it  with  which  we  are  most  immediately  concerned — has  long, 
been  in  a  condition  that  could  not  be  called  satisfactory  to 
anybody.  Coal-owners,  agents — in  short,  everybody  interested 
in  gas  coal  contracts  from  the  suppliers’  side — have  complained 
of  the  difficulty  of  making  a  living  out  of  the  ruling  prices, 
and  have  been  accustomed  to  assume  the  part  of  persons 
aggrieved  by  acceptance  of  their  own  terms.  They 
endeavoured  to  cut  each  other’s  throats,  and  then  wept 
loudly  over  the  prevalence  of  the  unnatural  strife  among 
brethren.  No  doubt  for  many  years  the  vast  capital  sunk  in 
the  coal  trade  has  not  yielded  very  much  of  a  return  to  its 
possessors.  A  writer  in  The  Times,  dealing  with  the  present 
outlook  in  the  trade,  remarks  that  “  in  many  cases  the  coal- 
“  owners  have  carried  on  their  business  for  a  number  of 
“  years  without  any  profits  at  all ;  ”  and  this  is  probably  not 
an  exaggeration  of  the  state  of  affairs.  It  can  at  least  be 
said,  however,  that  the  coal  interest  has  not  suffered  in 
silence.  The  takers  of  unremunerative  contracts  have  not 
been  thankful  for  them,  while  knowing  that  they  must 
continue  to  turn  out  coal  at  any  price  in  order  to  keep  their 
capital  from  sinking  out  of  sight  altogether.  It  is  doubtless 
a  trial  to  mine-owners,  who  have  thus  kept  their  workmen 
employed  at  a  loss  to  themselves,  to  be  met  with  a  demand 
for  higher  wages  as  soon  as  there  is  the  faintest  prospect  of 
making  up  for  lost  time  ;  but,  in  the  conflict  of  selfish  interests 
w'hich  rules  the  industrial  world,  it  is  seldom  safe  to  say 
what  claims  are  just  or  unjust.  All  that  we  are  for  the  pre¬ 
sent  concerned  to  remark  upon  the  question  is  that  we  believe 
consumers  of  coal  in  general  can  well  spare  a  little  more 
money  for  it  than  they  have  been  recently  required  to  pay, 
and  that  they  will  do  so  willingly,  provided  that  the  miner, 
and  the  owner  likewise,  gets  his  fair  share.  The  outer  world 
will  be  j  ustly  disgusted,  however,  if  it  is  discovered  that  the 
demand  of  the  workman  for  10  per  cent,  more  wages  is  made, 
by  the  machinations  of  middlemen  and  others,  to  excuse  a 
great  advance  in  the  selling  price  of  the  delivered  commodity, 
or  to  create  a  “  coal  famine”  in  the  land.  Nobody  can  desire 
a  repetition  of  the  coal  famine  of  1873-5,  either  in  the  interest 
of  miner,  owner,  or  consumer.  A  short  period  of  abnormal 
prices,  although  wages  followed  them,  must  do  incalculable 
mischief.  Take  the  example  of  1873.  The  high  prices  of 
that  period  stimulated  the  efforts  of  coal-owners  in  all 
directions.  Forsaken  pits  were  reopened,  new  veins  were 
exploited,  mines  that  did  not  pay  expenses  under  ordinary 
conditions  were  sold  to  companies  or  eager  speculators  ;  and 
in  this  way  the  number  of  collieries  at  work  was  in¬ 
creased  from  2760  in  1871  to  4933  in  1875 — an  increase 
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of  about  80  per  cent,  within  the  four  years.  Similarly,  the 
number  of  men  and  boys  employed  in  and  about  the  coal¬ 
pits  of  the  United  Kingdom  grew  in  the  same  four  years 
from  371,000  to  538,000;  being  an  increase  of  about  45 
per  cent.  The  coal  production,  however,  did  not  correspond¬ 
ingly  increase.  The  output  of  1871  was  117,352,000  tons, 
while  that  of  1875  was  131,807,000  tons,  which  is  an  increase 
of  only  about  12  per  cent.  These  figures  show  the  waste 
of  effort  under  extreme  pressure.  Every  possible  endeavour 
was  made  at  this  period  to  obtain  coal,  which  was  selling  at 
famine  prices ;  but  the  result  was  a  lamentable  failure.  To 
obtain  an  additional  output  of  12  per  cent.,  the  working 
staff  was  increased  by  45  per  cent.,  and  the  pits  by 
80  per  cent. ;  meaning  that  the  extra  labour  did  not  earn 
its  cost,  and  that  the  capital  sunk  in  the  new  mines  was 
for  the  most  part  thrown  away.  It  is  consequently  easy  to 
understand  that  neither  capitalists  nor  labourers  have  any 
cause  to  expect  benefit  from  a  repetition  of  these  conditions. 
The  men,  perhaps,  suffered  most  from  the  fitful  fever.  The 
high  wages  demoralized  them ;  and  the  inrush  of  fresh 
hands,  which  no  trade  societies  could  keep  out,  dragged  down 
the  wages  afterwards  to  starvation  point.  Some  of  the 
167,000  extra  men  and  boys  recruited  from  town  and  country, 
and  put  to  coal  mining  during  the  “  flush  times,”  returned  to 
the  places  whence  they  came  ;  some  drifted  into  other  indus¬ 
tries,  and  swamped  them  ;  others  remained  to  starve  in  1883 
in  the  localities  where  they  caroused  in  1873.  On  all  sides 
the  coal  famine,  as  it  was  called,  was  repeated  after  a  time  by 
other  consequential  famines  more  deserving  the  name. 

If  the  prospect  of  a  break  in  the  deadly  monotony  of  the 
gas  coal  trade  for  the  past  ten  years  should  have  the  effect  of 
putting  a  stop  to  the  abuses  that  have  crept  into  it,  the 
result  would  be  worth  buying  at  the  price  of  a  considerable 
rise  in  the  cost  of  the  commodity.  What  Shakespeare  calls 
“  the  cankers  of  a  calm  woi'ld  and  a  long  peace  ”  have  been 
too  conspicuoirs  in  this  branch  of  commerce.  The  middle¬ 
man  and  middle  influences  have  developed  into  rank 
luxuriance,  like  baneful  weeds  sapping  the  substance  of  the 
land  on  all  sides.  It  is  a  remarkable  fact  that  all  the  scandals 
that  have  lately  arisen  in  connection  with  the  purchase  of 
coals  for  gas  making  have  applied  to  cases  where  a  middle¬ 
man  has  been  employed.  The  manager  of  a  well-known 
colliery,  by  way  of  illustrating  the  influence  of  middlemen, 
once  declared  to  us  that  he  often  competed  for  contracts 
unsuccessfully  against  agents  selling  his  own  coal.  The 
wonder  is  why  such  things  should  be.  The  coal  trade,  especially 
in  some  districts,  is  poisoned  by  middlemen.  Take  the  case 
of  Halifax,  which  is  now  figuring  conspicuously  in  men’s  minds. 
It  is  notorious  that  Mr.  Ellis  Lever,  a  coal  agent,  is  at  the 
bottom  of  the  attack  that  has  been  made  here  upon  another 
coal  agent, Mr.  E. G.Wrigley,  and  others.  Mr. Lever  has  also 
stirred  up  the  gas  authorities  of  Salford  and  Leeds  ;  alleging 
that  some  other  coal  agents  are  defrauding  them.  This  sort 
of  thing  may  be  all  right  and  proper  in  the  estimation  of 
some  people  ;  but  does  it  not  look  as  though  anybody  who 
dares  to  buy  coal  through  any  other  agent  may  sooner  or  later 
have  to  endure  the  doubtful  honour  of  being  made  a  recipient 
of  Mr.  Lever’s  threatening  telegrams  ?  The  question  is. 
Are  these  middle  people  necessary  in  the  scheme  of  the 
British  gas  industry  ?  One  can  understand  that  in  some 
trades  a  middleman  can  sometimes  buy  large  quantities  of 
stuff  from  a  needy  seller,  and  can  afterwards  retail  it  at 
prices  lower  than  those  for  which  the  same  article  can  be 
obtained  in  the  open  market.  But  coal  is  not  largely  stocked  ; 
and  one  is  di’iven  to  ask  why  consumers  who  buy  so  ex¬ 
tensively  as  do  most  gas  companies,  cannot  always  deal 
at  first  hand.  Many  do,  as  we  know ;  and  these  are  free 
from  a  vast  amount  of  annoyance.  The  plain  fact  is  that 
unlimited  competition — that  great  panacea  of  the  hide-bound 
Free  Trader — while  it  is  a  good  thing  in  the  main,  has  its 
“  seamy  side,”  like  most  other  human  institutions.  There 
are  as  upright,  fair-dealing  coal-owners  in  the  land  as  there 
are  honest  and  faithful  gas  managers  to  deal  with  them. 
Unhappily,  but  naturally,  there  are  sellers  who  prefer  to 
obtain  business  by  underhand  means ;  and  they  do  not  lack 
accomplices  on  the  other  side.  Competition  is  so  keen,  that 
if  one  canvasser  for  orders  begins  to  use  occult  influences, 
others  will  outbid  him.  So  the  unholy  game  goes  on — one 
outbidding  the  other,  until  at  last  somebody  finds  it  more 
profitable  to  start  on  a  different  tack  altogether.  It  is  at  least 
probable  that,  if  the  race  of  middlemen  were  wiped  out, 
purchasers  would  feel  easier  respecting  the  appropriation  of 
their  money ;  so  that,  if  prices  were  raised  either  for  the 
benefit  of  the  coal-owner  or  the  miner,  or  of  both  together,  it 


would  be  certain  that  the  additional  payment  would  go  to  the 
rightful  claimants,  and  not  bo  swallowed  up  on  the  road. 
There  is  some  talk  of  a  huge  Coal  Trust,  with  a  capital  of 
£80,000,000  sterling,  to  be  constructed  on  the  lines  of  the 
Cheshire  Salt  Trust.  If  such  an  organization  should  be 
formed,  it  would  have  the  not  insignificant  effect  of  removing 
the  occupation  of  the  middleman,  who  lives  by  setting  one 
coal-owner  against  another.  On  this  account  we  may  wish 
the  attempt  success. 

THE  MEETING  OF  THE  MIDLAND  ASSOCIATION. 

The  members  of  the  Midland  Association  of  Gas  Managers 
met  in  Birmingham  on  Thursday  last,  under  the  presidency 
of  Mr.  Henry  Hack,  M.  Inst.  C.E.,  under  whom  the  Associa¬ 
tion  has  had  two  prosperous  and  comfortable  yeai’S  of  exist¬ 
ence  and  work.  Mr.  Hack  will  now  resign  his  charge  to  Mr. 
C.  Taylor,  of  Derby,  who  will  doubtless  do  his  best  to  pre¬ 
serve  the  Association  from  any  falling  off  in  efficiency  during 
the  coming  year.  The  business  of  the  meeting  comprised 
the  adjourned  discussion  on  Mr.  J.  T.  Lewis’s  paper  on  “  The 
“  Competition  of  Petroleum  with  Gas  for  Lighting  Purposes  ” 
(presented  at  the  previous  meeting),  and  the  reading  of  a  paper 
by  the  President-Elect  upon  high  heats  in  carbonizing.  We 
shall,  of  course,  publish  the  usual  report  of  the  proceedings 
in  an  early  number.  The  discussion  upon  Mr.  Lewis’s  paper, 
although  interesting  and  useful  so  far  as  it  went,  was  not 
particularly  instructive — that  is  to  say,  very  little  transpired 
with  regard  to  the  experience  of  members  in  connection  with 
the  extension  of  the  use  of  gas  among  classes  of  the  popula¬ 
tion  who  do  not  ordinarily  patronize  it.  Perhaps  it  would 
be  correct  to  say  that  there  was  no  information  available 
upon  the  point ;  Mr.  Lewis’s  own  departure  in  the  direction 
of  weekly  collections  being  avowedly  an  experiment  of  an 
unfamiliar  kind.  So  far  Mr.  Lewis  has  expressed  himself  as 
being  well  satisfied  with  the  promise  of  his  experiment  ;  and 
he  is  a  man  who  can  be  depended  upon  to  tell  the  truth  from 
time  to  time  as  his  experience  discloses  it,  without  reference 
to  whether  or  not  it  suits  his  own  preconceived  ideas.  Hence 
we  are  justified  in  regarding  the  Wellingborough  venture  as  a 
rather  important  and  decidedly  interesting  one.  During  the 
discussion,  a  good  deal  was  said  respecting  the  advantages  or 
the  reverse  of  forcing  gas  consumption  upon  people  who  have 
been  accustomed  to  do  without  it,  and  whose  custom  is,  after 
all,  too  small  to  make  it  very  much  worth  while  to  run 
after  it.  While  admitting  the  force  of  objections  of  this 
order,  we  venture  to  remark  that  any  gas  manager  who 
means  to  take  in  hand  the  work  of  popularizing  gas  among 
all  classes  of  the  community  will  find  himself  sadly  hampered 
at  the  outset  if  he  begins  by  distinguishing  too  curiously  the 
consumers  wliose  custom  does  not  pay  from  the  others.  The 
attention  of  the  meeting  was  engrossed  by  Mr.  Taylor’s 
remarks  upon  carbonizing  temperatures  ;  but,  as  the  subject 
was  reserved  to  be  discussed  at  the  next  meeting,  there  is 
not  much  to  be  said  about  it  now.  We  will  be  content  with 
observing,  with  reference  to  the  single  point  of  stopped 
ascension-pipes,  that  ninety-nine  gas  managers  out  of  a 
hundred,  when  they  discover  that  to  push  their  heats  beyond 
a  certain  limit  means  trouble  with  the  pipes,  will  quietly  keep 
on  the  safe  and  comfortable  side,  whatever  may  be  the  other 
inducements  to  cross  it.  The  President  of  The  Gas  Institute 
was  present  at  the  meeting,  and  was  appealed  to  for  a  state¬ 
ment  respecting  what  is  to  be  done  to  terminate  the  existing 
crisis  in  the  existence  of  the  body  whereof  he  is  the  head.  He 
thereupon  declared  that  he  would  produce  a  policy  imme¬ 
diately  after  the  meeting  of  the  Council  next  month  ;  which 
promise  soothed  his  interlocutors.  It  is  an  illustration  of  the 
far-reaching  effects  of  the  deadlock  in  the  Institute  that  the 
Midland  Association  will  not  go  on  with  their  contemplated 
work  of  technical  instruction  while  the  Institute  scheme  is  in 
abeyance  through  the  withdrawal  of  the  bulk  of  the  members 
to  whom  was  entrusted  the  duty  of  carrying  into  effect  the 
resolution  passed  last  June.  The  meeting  ended  in  a  dinner, 
according  to  custom. 

PETEOLEUM  EXPLOSIONS. 

Considerable  alarm  was  spread  through  Europe  last  week 
by  the  explosion  of  the  petroleum-laden  steamer  Ville  de 
Calais  in  the  harbom-  from  which  the  ill-fated  craft  took  her 
name.  The  newspapers  spread  far  and  wide  the  mysterious 
intelligence  that  she  was  a  “  tank  ”  steamer,  as  though  the 
term  implied  something  dreadful ;  and  the  minds  of  the 
general  public  of  newspaper  readers  were  not  reassured  by 
the  statement  that  tank  steamers  have  of  late  largely  super¬ 
seded  the  vessels  that  used  to  carry  oil  in  barrels.  It  is  a 
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lamentable  cbaracteristic  of  the  ordinary  newspaper  reader, 
judging  from  his  behaviour  upon  such  occasions  as  that  now 
in  question,  that  he  never  learns  anything  concerning  what 
is  going  on  round  him  until  his  incuriousness  is  broken  in 
upon  by  some  dire  catastrophe ;  and  he  then  fills  the  air — 
or  the  columns  of  the  newspapers — with  frantic  appeals  to 
Government,  or  the  Police,  or  somebody,  to  “  do  something  ” 
instantly.  So  he  continues  screaming  incoherently  until  his 
attention  is  taken  off  by  another  sensation.  The  explosion 
in  the  harbour  of  Calais  has  aroused  a  little  excitement  about 
the  safety  of  the  Thames  ;  for  it  is  rightly  argued  that  if  so 
much  damage  can  be  done  in  a  small  port,  what  might  not 
happen  in  London  or  Liverpool  from  the  vast  quantities  of 
petroleum  daily  received  into  these  great  commercial  centres 
of  importation  and  distribution  ?  It  seems  to  be  admitted 
that  the  explosion  of  the  Ville  de  Calais  was  due  to  the  care¬ 
less  introduction  of  a  naked  light  into  one  of  her  tanks 
when  empty  of  oil ;  for  a  tank  steamer  resembles  a  gasholder 
in  being  more  liable  to  explode  when  temporarily  thrown  out  of 
use  than  when  full  of  its  ordinary  contents.  Human  care¬ 
lessness,  however,  is  an  ineradicable  constituent  of  the  chances 
of  life  ;  and  it  is  not  pleasant  to  reflect  that  the  momentary 
aberration  of  an  overworked  sailor  or  sea-going  engineei’  might 
cause  a  repetition  of  the  Calais  disaster  in  any  of  our  most 
crowded  waterways.  It  is  futile  to  grumble  upon  this  score, 
however.  Petroleum  we  shall  always  have  with  us,  like  the 
poor — for  whom,  indeed,  it  is  largely  required.  The  only 
thing  to  see  to  is  that  petroleum  tanks,  whether  afioat  or 
ashore,  are  managed  with  all  possible  care,  and,  so  far  as 
possible,  put  out  of  the  power  of  hurting  anything,  whatever 
may  happen  to  them.  Meanwhile,  as  Mr.  Charles  Marvin 
writes  to  The  Times  to  point  out,  startling  catastrophes  like 
the  explosion  of  the  Ville  de  Calais,  although  they  make  more 
noise  in  the  world,  in  more  ways  than  one,  are  not  chargeable 
with  more  than  a  small  percentage  of  the  total  damage  done 
by  petroleum  in  the  land.  The  worst  offender  is  the  cheap 
lamp,  which  kills  from  200  to  300  people  annually  without 
anybody  noticing  it.  Coal  mines,  tank  steamers,  and  coal 
gas  explosions  altogether  do  not  kill  so  many  people  as  com¬ 
mon  lamps,  against  which  there  are  no  laws  or  regulations, 
and  which  do  not  come  under  supervision  by  inspectors. 

A  QUESTION  OF  TEIFLES. 

The  gas  managers  who  took  part  in  the  discussion,  at  the 
Midland  Association  meeting,  of  Mr.  J.  T.  Lewis’s  paper  on 
the  competition  of  petroleum  with  gas  (mentioned  in  another 
paragraph),  seem  to  have  overlooked  one  or  two  very  plain 
considerations  that  might  well  have  been  referred  to  on  that 
occasion.  First  with  regard  to  the  question  as  to  which 
classes  of  consumers  are  profitable,  which  is  one  of  the  central 
points  of  the  doctrine  of  the  advisability  of  extending  the  use 
of  gas.  The  quality  of  being  profitable  is  not  an  entity  that 
can  be  disentangled  from  all  the  other  circumstances  of  the 
connection  in  which  it  is  sought.  There  is  no  standard  in 
this  matter,  or  it  is  a  shifting  one.  No  single  consumer  of 
gas  in  any  large  undertaking  could  be  regarded  as  profitable 
at  the  price  he  pays  for  his  gas,  if  it  were  not  for  the  others. 
Hence  there  is  a  sense  in  which  it  may" be  said  truthfully 
that  no  consumer  “  pays;  ”  and  is  it  too  much  to  claim  that 
there  is  also  a  sense  in  which  every  consumer  pays  ?  Take 
the  example  of  an  insurance  company.  The  rate  of  fire 
insurance  for  an  ordinary  domestic  risk  is  Is.  6d.  per  cent., 
and  any  office  will  gladly  accept  a  single  £100  at  this 
rate,  going  through  all  the  routine  of  Writing  out  the  policy 
and  entering  up  the  business,  and  collecting  the  premium 
at  the  regular  times.  Does  this  “  pay  ?  ”  In  one  sense,  of 
course  not ;  but  in  another  sense  it  is  all  “  good  business.” 
We  are  aware  that  the  analogy  is  not  quite  perfect ;  but 
a  better  one  may  be  found  in  the  example  of  the  pushing 
tradesman  who  will  send  the  smallest  order  home  to  his 
customer’s  address,  although  the  direct  profit  upon  it  may 
not  pay  for  the  errand  boy’s  time.  One  cottage  consumer  of 
sixpennyworth  of  gas  a  week  in  a  street  would  not  pay  ; 
but  would  not  a  hundred  more  of  such  consumers  in  the 
same  street  be  worth  having  ?  It  is  rather  a  deplorable 
thing  for  these  small  consumers  that  the  custom  in  England 
is  to  speak  of  the  price  of  gas  by  the  unit  of  1000  cubic 
feet.  It  is  too  large  a  unit  for  common  use  by  small  con¬ 
sumers  ;  100  cubic  feet  is  quite  large  enough.  This  is  the 
exact  equivalent  to  the  Board  of  Trade  unit  for  electrical 
supplies.  Thus  we  can  see  from  this  example  that,  albeit 
unconsciously,  the  tendency  in  favour  of  a  smaller  and 
more  manageable  unit  has  been  accentuated.  Electricity  at 
8d.  per  unit  does  not  sound  nearly  so  dear  as  gas  at  6s.  8d. 


per  1000  cubic  feet.  In  the  countries  which  have  adopted 
the  metric  system,  the  unit  for  the  sale  of  gas  is  the  cubic 
metre,  or  35-316  cubic  feet,  which  is  almost  too  small  for 
gas,  yet  it  masks  the  high  price  of  gas  in  many  places, 
because  the  value  of  such  a  unit  can  be  expressed  in  cen 
times — again  a  small  denomination.  This  is  a  point  that 
has  been  mentioned  in  the  Journal  upon  previous  occasions, 
but  it  will  bear  repetition  in  connection  with  such  topics  as 
that  discussed  by  the  Midland  gas  managers  last  Thursday. 
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GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET . 

(For  Stock  and  Share  List,  see  p.  734.) 

The  general  tendency  of  the  Stock  Exchange  markets  during  the 
past  week  has  been  downward.  Some  degree  of  uncertainty  as  to 
the  course  the  Money  Market  would  take  prevailed  ;  and  this  had  its 
effect.  Apprehension  as  to  the  spread  of  the  colliery  strikes  was 
also  entertained,  which  had  its  influence  on  railways ;  and  a  more 
or  less  general  lack  of  support  all  round  made  everything  inclined 
to  be  dull.  There  was  more  doing,  however,  in  the  Gas  market 
than  has  been  the  average  for  two  or  three  weeks  past.  The 
changes  in  quotation  are  but  few  ;  and  they  are  somewhat  irregular. 
Gaslight  “  A  ”  has  not  (been  very  active  ;  but  the  firmness  it 
exhibited  the  week  before  has  grown  more  marked,  and  rather 
better  prices  have  been  easily  obtained.  The  quotation  has  risen  1. 
The  “  H  ”  stock,  on  the  other  hand,  failed  to  maintain  the  advance 
it  had  made  in  the  preceding  week,  and  fell  back  to  a  similar 
extent.  A  little  was  done  in  the  10  per  cent,  preferences  at  old 
prices.  South  Metropolitans  have  been  unusually  active — especially 
in  the  beginning  of  the  week,  when  they  showed  out  fairly  steady. 
The  “  B  ”  weakened  towards  the  end,  and  fell  3  ;  but  the  “  A  ” 
closed  unchanged.  Commercials  have  been  very  quiet ;  but  the 
old  stock  has  receded  3.  There  is  no  sufficient  reason,  so  far  as 
we  are  aware,  for  these  reductions.  The  colliery  strike  has  been 
alleged  as  one ;  but  we  cannot  agree  in  the  sufficiency  of  that. 
Among  the  Suburban  undertakings,  Brentford  continues  to  be  the 
most  to  the  front ;  and  a  fair  amount  of  business  in  the  old  shares 
has  been  done  at  good  figures.  Of  the  Foreign  Companies, 
Imperial  Continental  has  been  strong,  and  marked  top  price  on 
Friday.  The  Directors  announce  that  they  will  recommend  their 
usual  5  per  cent,  dividend  for  the  half  year  at  the  approaching 
meeting.  Bombay  old  was  dealt  in  once  or  twice,  but  nothing 
was  done  in  the  new  ;  though  at  the  Mart  on  Wednesday  some  of 
the  £4  paid  shares  realized  5f.  The  Para  Company,  which  is 
coming  more  prominently  into  notice  since  its  resumption  of  the 
payment  of  dividends,  was  also  moderately  dealt  in  ;  and  we  now 
include  this  Company’s  quotation  in  our  stock  and  share  list.  The 
Water  Companies  have  been  pretty  active,  and  for  the  most  part 
steady.  Lambeth  marked  a  further  fall  during  the  week,  but 
recovered  before  the  close ;  and:the2onlyJ  relapse  is  in  New  River 
debentures. 

The  daily  operations  were:  On  Monday,  Gas  issues  were  very 
quiet,  except  South  Metropolitans,  which  showed  great  activity. 
The  “  B  ”  fell  1 ;  though  the  closing  mark  was  the  best  of  the 
day.  There  was  nothing  noticeable  in  Water.  Tuesday’s  Gas 
business  was  moderate,  and  more  evenly  distributed  through  the 
list.  Gaslight  “  H  ”  fell  1.  Water  was  hardly  noticed,  but  New 
River  debentures  receded  1.  On  Wednesday,  Gaslight  “  A  ”  and 
Brentford  old  were  moderately  dealt  in ;  but  everything  else  was 
very  quiet.  In  Water,  Lambeth  10  per  cents.  fell2J.  Thursday’s 
Gas  business  was  only  noticeable  for  the  improving  tendency  in 
Gaslight  “  A,”  which  rose  1.  Water  stocks  ruled  fairly  firm. 
Lambeth  debentures  were  1  higher.  Friday  was  rather  a  quiet 
day  in  Gas ;  and  (business  was  mostly  in  Gaslight  issues.  Com¬ 
mercial  old  fell  3  ;  and  South  Metropolitan  “  B,”  2.  But  nothing 
was  done  in  either.  In  Water,  Lambeth  10  per  cents,  recovered 
their  fall  of  24.  Both  Gas  and  Water  were  rather  more  active 
on  Saturday  than  usual,  and  pretty  steady.  All  quotations  closed 
without  further  variation. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  WATERHOUSE  SYSTEM  OP  ELECTRIC  LIGHTING — GAS  PREFERRED  TO  ELEC¬ 
TRICITY  AT  NEW  ORLEANS— THE  QUESTION  OF  INTRODUCING  ELECTRIC 
LIGHTING  INTO  HARROW — ME.  J.  E.  H.  GORDON  AND  THE  “  ELECTRICAL 
REVIEW.” 

A  FEW  weeks  ago  we  had  to  chronicle  the  offer  of  a  London  firm 
to  introduce  a  new  system  of  electric  lighting,  bearing  the  name 
of  Waterhouse,  into  Leamington,  to  compete  with  Messrs.  Cham¬ 
berlain  and  Hookham.  We  remarked  at  the  time  that  the  name 
of  Waterhouse  was  strange  to  us  ;  and  we  could  not  give  any  in¬ 
formation  respecting  the  system  of  electrical  supply  so  called. 
Since  those  remarks  were  published,  however,  particulars  of  the 
Waterhouse  arrangements  have  reached  us  from  the  United  States, 
from  which  we  extract  the  following  general  description.  It 
appears  that  the  system  made  its  first  appearance  in  a  very  small 
way  two  years  ago  ;  but  it  is  said  to  have  advanced  so  rapidly  in 
public  favour  as  to  be  now  reckoned  among  the  best  in  use.  No 
technical  description  of  the  apparatus  has  been  published — on 
account,  it  is  said,  of  considerations  with  regard  to  the  patents. 
Sufficient  protection  has  been  obtained,  however,  to  enable  the 
broad  lines  of  the  invention  to  be  publicly  explained.  The  centre 
of  the  system  is  a  so-called  “  automatic  regulator,”  consisting  of  a 
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specially  modified  dynamo,  so  wound  and  proportioned  that  the 
generation  of  electricity  is  always  directly  regulated  to  the  require¬ 
ments  of  the  lamp  circuit.  “  The  Waterhouse  regulator  varies  the 
electro-motive  force  directly  with  the  resistance  on  tlie  lamp-line, 
producing  self-regulation,  and  maintaining  on  the  lamp-line  the 
standard  current,  whether  one  lamp  or  the  full  number  are 
burning.  By  this  method,  as  the  lamps  are  cut  out,  the 
current  is  reduced  in  the  dynamo,  even  to  the  fraction 
of  an  ampere ;  and  so  it  is  apparent  that  one  light  on 
the  Waterhouse  dynamo  can  be  maintained  for  any  length 
of  time  without  producing  more  than  the  standard  cur¬ 
rent.”  This  is  the  description  given  in  the  American  Gas¬ 
light  Journal;  and,  of  course,  must  be  taken  for  what  it  is 
worth,  as  no  data  whereby  the  statement  may  be  checked  are 
available.  The  Waterhouse  arc  lamp,  which  this  wonderful  self- 
regiilatirig  dynamo  supplies,  is  described  as  inaugurating  a  new 
family  of  lamps,  not  at  all  like  anything  that  has  gone  before. 
It  is  sensibly  remarked  as  curious  that,  at  this  time  of  day,  a 
system  of  electric  lighting  free  from  suspicion  of  copying  or  in¬ 
fringement  should  be  evolved;  yet  this  is  the  high  praise  accorded 
to  the  Waterhouse  system.  Beyond  the  general  assertion  that  the 
Waterhouse  plan  is  economical  in  operation,  nothing  is  advanced 
on  the  commercial  aspect  of  the  scheme  ;  and  there  is  no  novelty 
in  this  claim. 

Seeing  how  strenuously  the  general  superiority  and  popularity  of 
electric  lighting  in  the  United  States  is  insisted  on  by  electricians  on 
this  side  of  the  water,  a  report  such  as  the  following  comes  with  all  the 
force  of  a  revelation.  At  New  Orleans  a  movement  is  on  foot  for 
beautifying  the  streets  by  voluntary  effort,  in  furtherance  of  which 
an  open-air  concert  was  recently  arranged.  The  organizers  of  the 
movement,  in  order  to  provide  against  possible  disaster,  were 
driven  to  write  to  the  Secretary  of  the  Gas  Company  a  somewhat 
extraordinary  letter,  containing  this  appeal :  “  Inasmuch  as  the 
present  system  of  lighting  [electric]  is  totally  unreliable,  and  we 
cannot  depend  upon  having  light  even  when  most  needed,  we 
take  the  liberty  of  calling  upon  you,  as  a  staunch  friend  of  this 
community,  and  a  liberal  contributor  to  all  occasions  of  public 
benefit,  to  furnish  us  with  gaslight  around  the  square  for  the  above 
occasion.”  Comment  on  this  statement  would  be  superfluous. 

A  meeting  of  the  ratepayers  of  the  Harrow  district  was  recently 
held,  as  noticed  in  our  last  week’s  issue,  to  consider  the  question 
of  introducing  electric  lighting  into  the  town.  Eepresentatives  of 
at  least  two  electrical  firms  were  present ;  so  the  reproach  of  undue 
favouritism  for  any  particular  system  could  not  lie  against  the 
organizers  of  the  meeting.  The  proceedings  were  enlivened  at 
times  by  sharp  conflicts  of  assertion  and  denial  between  en¬ 
thusiastic  friends  of  electric  lighting  and  those  who  professed 
scepticism  respecting  its  efficiency  and  economy  as  compared  with 
gas.  One  or  two  speakers  were  put  up  to  belaud  electricity  ;  one 
gentleman  being  bold  enough  to  prophesy  that  the  adoption  of 
electric  lighting  by  the  Local  Board  would  lead  to  a  reduction  of 
the  rates,  the  lowering  of  rents,  and  a  consequent  revival  of  the 
popularity  of  the  neighbourhood  as  a  place  of  residence.  This,  in 
face  of  the  experience  of  the  next-door  suburb  of  Barnet,  was 
almost  too  much  for  the  patience  of  the  meeting ;  for  there  was 
no  lack  of  witnesses  to  the  costliness  and  uncertainty  of  this 
system  of  lighting.  Harrow  is,  after  all,  only  a  suburb  ;  and  as 
most  of  the  residents  have  business  connections  of  some  kind 
with  London,  it  was  more  than  many  of  the  people  who  attended 
the  meeting  could  be  persuaded  that  a  system  of  lighting  wdiich 
has  been  frequently  tried  and  found  wanting  in  the  City  would 
be  perfectly  satisfactory  in  an  outlying  district.  Still,  the 
meeting  adopted  a  resolution  asking  the  Local  Board  to  “investi¬ 
gate  the  question  whether  the  electric  light  can  be  introduced 
to  the  advantage  of  the  town ;  ”  and  this  will  do  no  harm,  if 
care  is  taken  to  prevent  local  partisans  from  misrepresenting  this 
very  innocent  resolution  as  a  declaration  in  favour  of  the  system 
of  lighting  in  question.  The  Local  Board  happened  to  meet  on 
the  following  night,  and  duly  received  a  copy  of  the  resolution  of 
the  public  meeting,  which  they  promptly  referred  to  the  Lighting 
Committee,  one  of  the  members  of  which  remarked  that  he  should 
want  something  more  definite  than  anything  he  heard  on  that 
occasion  to  favourably  impress  him  with  regard  to  the  suitability 
of  electric  lighting  for  Harrow. 

Things  are  not  very  pleasant  between  Mr.  J.  E.  H.  Gordon,  the 
Manager  of  the  Metropolitan  Electric  Supply  Company,  who  have 
now  commenced  business  at  Whitehall,  and  the  conductors  of  the 
Electrical  Bevieiv.  The  latter  have,  in  fact,  offended  Mr.  Gordon  by 
publishing  at  various  times  uncomplimentary  notices  of  the  Padding¬ 
ton  electric  lighting  installation,  for  the  design  of  which  he  is 
responsible,  and  which  forms  the  subject  of  the  amusing  extract 
from  the  St.  James's  Gazette  which  appears  in  another  column. 
When  the  Metropolitan  Electric  Company  was  floated  amid  the 
plaudits  of  the  press,  the  Electrical  Review  was  among  the  few 
technical  journals  that  refused  to  listen  to  the  voices  of  Stock 
Exchange  charmers,  who  would  have  claimed  their  flashy  allot¬ 
ment  as  tantamount  to  a  proved  success  in  working ;  and  they 
placed  the  bitter  drop  in  Mr.  Gordon’s  cup  of  triumph  by  asking 
“How  about  Paddington?”  Mr.  Gordon  loftily  declined  to  say 
anything  about  Paddington,  or  of  the  circumstances  under  which 
the  electric  lighting  department  of  the  Telegraph  Construction  and 
Maintenance  Company,  of  which  he  was  the  head,  was  suddenly 
shut  up.  Recently  the  Electrical  Review  got  wind  of  the  fact  that 
there  had  been  some  hitch  in  the  lighting  of  the  Avenue  Theatre, 
which  is  served  from  the  Metropolitan  Company’s  very  complete 
Whitehall  establishment,  and  they  applied  for  information  as  to 


the  facts.  In  response,  Mr.  Gordon  allowed  his  temper  to  appear 
through  the  terms  of  a  letter  in  which  he  recommended  his  interro¬ 
gators  to  go  to  the  Avenue  Theatre,  and  see  for  themselves  that 
the  lighting  was  all  right ;  implying  at  the  same  time  that  this 
would  be  a  better  employment  for  their  time  than  writing 
unpleasant  things  about  the  Metropolitan  Electric  Company  and 
himself  as  the  working  head.  When  will  people  learn  that  it  is 
the  worst  of  all  possible  mistakes  to  show  temper  w'hen  assailed  by 
a  newspaper  ?  Mr.  Gordon’s  manifest  irritation  and  injudicious 
surliness  laid  him  open  to  a  damaging  retort  from  the  Editors  of 
the  Electrical  Review,  who  had  nothing  to  lose  and  everything  to 
gain  by  disclosing  the  correspondence,  and  this  they  have  accord¬ 
ingly  done. 


The  Ventilation  of  Gas-Liohted  Buildings. — In  the  list  of 
prizes  offered  by  the  Societe  Technique  du  Gaz  en  France  for 
competition  at  the  annual  congress  next  year,  there  is  one  of 
3000  frs.  (i6120)  for  the  best  paper  on  the  ventilation  of  gas-lighted 
buildings.  In  reference  to  this  prize,  the  Committee  have  issued 
a  special  “  programme  ”  indicating  the  lines  on  which  they  think 
the  subject  may  be  best  dealt  with,  but,  of  course,  without  bind¬ 
ing  the  competitors  in  any  way  to  their  suggestions.  They  advise 
special  attention  to  the  practical  side  of  the  question ;  and  state 
that  preference  will  be  given  to  the  paper  which  describes  the 
results  of  experiments  actually  carried  out. 

Presentation  to  Mr.  Alderman  H.  Lee,  of  Wakefield. — On 
Wednesday,  the  17th  inst.,  the  Corporation  of  Wakefield  recognized 
the  long  and  able  services  rendered  by  the  Mayor  (Mr.  Alderman 
Henry  Lee)  in  connection  with  municipal  matters,  and  more  par¬ 
ticularly  with  the  carrying  out  of  the  new  scheme  of  water  supply, 
by  conferring  upon  him  the  first  honorary  freedom  of  the  city.  The 
ceremony  took  place  at  a  special  “  evening  dress  ”  meeting  of  the 
Council ;  and  the  presentation  was  made  by  Mr.  Alderman  Mander, 
J.P.  In  the  course  of  his  remarks,  he  alluded  to  the  fact  that  next 
month  Mr.  Lee  will  have  completed  a  32  years’  connection  with  the 
Corporation,  during  which  period  he  had,  he  said,  been  either 
Chairman  or  Vice-Chairman  of  numerous  Committees,  not  the 
least  important  being  the  Water  Committee,  over  which  he  had 
presided  from  its  constitution  until  that  day.  Mr.  Lee  had  been 
elected  twice  to  the  aldermanic  bench,  and  thrice  to  the  dignified 
office  of  Mayor.  A  record  like  this  was  not  a  mean  one  ;  but  one  of 
which  anybody  might  well  be  proud,  and  it  ought  to  serve  as  an 
example  to  all  young  men.  He  concluded  by  expressing  the  hope 
that  the  Mayor  might  be  long  spared  to  perform  useful  service,  and 
w'ould  look  back  upon  hie  life  with  the  thought  that  it  had  not 
been  spent  in  vain.  The  scroll  bearing  the  honorary  freedom  was 
placed  in  a  silver  casket,  having  upon  it  a  plate  with  the  following 
inscription  : — “  Presented,  with  the  Honorary  Freedom  of  the  City 
of  Wakefield,  to  Alderman  Henry  Lee,  J.P.,  Mayor,  as  a  token  of 
the  esteem  and  regard  in  which  he  is  held  by  his  fellow-citizens, 
and  in  recognition  of  the  faithful  discharge  by  him  of  public  duties 
during  his  membership  of  the  Town  Council — a  period  of  more  than 
30  years — and  especially  for  his  unceasing  exertions  in  obtaining 
and  carrying  out  to  a  successful  issue  the  scheme  for  a  new  water 
supply  from  Rishworth  Moors,  10th  October,  1888.”  Upon 
another  plate  are  engraved  the  names  of  the  subscribers.  The 
Mayor  expressed  his  deep  obligation  to  the  Council  for  the  honour 
they  had  conferred  upon  him,  and  the  proceedings  closed.  Subse¬ 
quently  the  Mayor  was  entertained  at  a  banquet  in  celebration  of 
the  event. 

Finding  Water  by  Divination. — The  Morning  Post  continues 
to  keep  its  columns  open  to  correspondence  on  the  subject  of  the 
divining-rod  ;  and  some  extremely  interesting  letters,  written  from 
various  points  of  view,  have  appeared  in  our  contemporary  since 
this  matter  was  last  noticed  in  the  editorial  portion  of  the  Journal. 
Some  of  the  writers  are  incredulous ;  others  fantastic  in  their 
theories  ;  while  a  few  seem  to  be  upon  the  right  track.  One  of.the 
sceptical  letter-writers  suggested  that  a  professed  rhabdomantist 
should  be  blindfolded,  and,  rather  prematurely,  expressed  the 
belief  that  he  would  then  be  unable  to  use  the  rod.  This  theory, 
however,  is  disposed  of  by  another  correspondent,  who  alleges  that 
he  not  only  covered  the  eyes  of  one  of  the  experts  whose  names 
have  been  mentioned,  but  resorted  to  other  expedients  for  the  pur¬ 
pose  of  testing  the  powers  he  claimed  to  possess,  and  which, 
notwithstanding  the  difficulties  purposely  created,  the  rhab¬ 
domantist  proved  himself  still  able  to  exercise.  The  writer 
of  a  more  recent  letter  to  the  Morning  Post  has  adverted  to 
what  Mr.  John  Stears,  of  Hull,  has  written  on  the  subject  (see 
ante,  p.  602)  as  probably  containing  the  true  key  to  the  pheno¬ 
mena  in  question.  Mr.  Stears  stated  that  if  he  stood  upon 
some  china  dishes  all  his  power  was  lost ;  thus  giving  rise  to  the 
inference  that  the  power  he  possesses  has  its  origin  in  electricity. 
This  is  the  very  point  to  which  attention  was  specially  directed  in 
our  article  on  the  subject  which  appeared  in  the  issue  of  the 
Journal  for  the  fith  inst.  In  referring  to  Mr.  Stears’s  theory,  we 
pointed  out  tliat  the  same  thing  had  been  experienced  by  Bleton, 
the  remarkable  hydrosoope  to  whom  Mr.  Baring-Gould  makes 
allusion.  It  is  now  stated — but  we  do  not  know  at  the  moment 
whether  or  not  the  statement  is  correct — that  this  form  or  action 
of  electric  force  was  long  ago  discovered  by  Mr.  Cromwell  Varley, 
whose  eminence  as  an  electrician  is  beyond  dispute.  Undoubtedly 
it  is  true  that  electric  currents  from  the  earth  are  constantly  pass¬ 
ing  through  our  bodies,  though  the  further  development  involved  in 
the  manifestations  of  the  “divining”  or  searching  rod  are  at 
present  beyond  our  ken. 
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Gas-Heated  Eolls  for  Iron. 

A  remarkable  application  of  gas  for  an  industrial  purpose  is 
described  in  a  recent  issue  of  Engineering.  It  is  stated  that  before 
rolling-mills  can  be  started  in  work  at  the  commencement  of  the 
week,  the  rolls  must  be  gradually  and  carefully  heated.  If  this  is 
not  properly  done,  the  unequal  local  expansion  caused  by  contact 
with  large  masses  of  red-hot  metal  will  cause  fracture  of  the  rolls, 
and  thus  entail  serious  loss.  Generally  this  necessary  preliminary 
heating  is  effected  by  lighting  coke  fires  under  and  round  the  rolls, 
or  by  placing  large  pieces  of  hot  metal  near  them,  or  even  by  passing 
through  them  some  thin  metal.  These  devices  are  at  best  of  a 
makeshift  character,  however,  and  are  so  uncertain  in  their  action 
that  breakage  of  the  rolls  is  not  a  rare  accident.  To  ensure 
uniform  and  regular  heating  of  rolls,  Mr.  Franklin  Heaton,  of 
Middlesbrough-on-Tees,  has  devised  a  simple  but  effective  gas 
arrangement.  It  consists  of  gas-pines  fixed  by  temporary  connec¬ 
tions  in  a  position  parallel  to  the  rolls,  one  on  each  side.  These 
pipes  bear  a  number  of  gas-jets,  which,  when  lighted,  gently  yet 
thoroughly  warm  the  rolls,  which  are  meanwhile  slowly  revolved. 
The  two  upper  pipes  are  connected  with  the  riders,  and  rise  and 
fall  with  the  roll.  Obvious  as  the  use  of  gas  for  this  purpose  and 
in  this  way  seems,  it  appears  to  be  a  great  novelty.  The  system 
effects  a  considerable  saving  in  rolls,  for  in  one  mill  the  average 
life  of  a  pair  of  rolls  previous  to  the  application  of  gas  was  not 
quite  80  days  ;  whereas  after  the  adoption  of  the  system  it  was 
342  days.  In  another  large  mill,  with  rolls  36  inches  in  diameter 
by  9  feet  long,  weighing  17  tons  each,  only  two  rolls  have  been 
broken  since  the  system  was  adopted,  and  both  cases  were  due  to 
neglect  of  the  men  to  turn  on  the  gas.  As  regards  cleanliness  and 
ease  of  application,  the  gas  process  of  heating  is  manifestly  greatly 
superior  to  the  methods  it  has  replaced. 

Lacquer  for  Iron  and  Steel. 

A  new  preservative  of  iron  and  steel  has  been  found  in  a  modifi¬ 
cation  of  the  well-known  Japanese  gum-lacquer.  After  many  ex¬ 
periments,  the  preparation  has  been  finally  adopted  for  the  Imperial 
Japanese  Navy.  There  is  a  certain  difference  between  the  com¬ 
pound  prepared  for  painting  iron  and  steel  and  the  ordinary  lacquer 
employed  for  wood  ;  but  its  principal  element  is  still  the  gum- 
lacquer.  The  inventor  of  the  new  composition  had  great  difficulty 
in  conquering  the  tendency  of  this  material  to  get  very  hard  and 
then  to  crack  ;  but,  according  to  the  reports,  he  has  succeeded 
at  last.  Experience  has  shown  that  a  ship  protected  with  this 
variety  of  lacquer  has  been  able  to  keep  afloat  in  tropical  seas  for 
three  years — going  into  dry  dock  only  once  instead  of  six  times 
during  that  time,  as  usual.  A  ship  of  the  Eussian  Pacific  squadron 
has  tried  the  new  coating,  and  the  result  has  been  very  satisfac¬ 
tory.  It  is  consequently  thought  that  at  last  a  tolerably  perfect 
anti-corrosive  coating  for  iron  and  steel  structures  has  been  dis¬ 
covered,  which  may  render  substantial  service  in  the  preservation 
of  all  descriptions  of  erections  in  these  materials.  The  first  cost 
of  the  preparation  is  rather  high  ;  but  it  is  claimed  that  the  excess 
of  cost  is  more  than  compensated  by  the  protection  obtained.  For 
ship  use  it  is  also  asserted  that  great  advantage  accrues  from  the 
high  polish  which  this  lacquer  retains  while  the  coating  remains 
perfect ;  but,  on  the  other  hand,  fears  are  expressed  that  the  supply 
of  gum-lacquer  will  be  unequal  to  the  demand,  if  the  requirements 
for  these  engineering  purposes  are  added  to  the  regular  consump¬ 
tion  of  the  article  for  ornamental  joinery  and  cabinet-work. 

Action  of  Products  of  Combustion  upon  Steam-Jets. 

Herr  E.  von  Helmoltz  has  communicated  to  Wiedemann's 
Annalen  some  observations  made  by  himself  upon  a  jet  of  steam. 
He  remarks  that  a  jet  of  steam  escaping  from  a  hole  of  1  or  2  mm. 
diameter,  lighted  obliquely  and  observed  upon  a  black  background, 
is  invisible  at  the  lower  extremity,  and  presents  towards  the  top 
the  well-known  whitish  appearance.  This  aspect  may  be  modified 
in  many  ways.  If  an  electrified  point  is  brought  near  the  steam, 
the  jet  immediately  becomes  azure  blue,  or,  according  to  the  power 
of  the  electrical  machine,  purple,  red,  yellow,  green,  &c.  These 
tints  are  intimately  connected  with  the  dimensions  of  the  liquid 
drops  ;  and  hence  it  follows  that  the  electrical  point  has  the  power 
of  provoking  condensation  of  the  supersaturated  vapour  which  is 
found  at  the  lower  part  of  the  jet.  The  same  result  is  obtained  by 
bringing  near  to  the  steam-jet  a  platinum  wire  made  brightly 
incandescent  by  an  electrical  current ;  or  silver,  iron,  copper,  or 
brass  wires  simply  made  red  hot  in  a  flame,  or  even  glass  heated 
below  the  red,  or  an  organic  matter,  wood,  paper,  &c.,  in  a  state 
of  slow  combustion.  The  products  of  any  flame  whatever,  with 
the  exception  of  the  flame  of  pure  alcohol,  directed  upon  the  jet 
of  steam  by  the  aid  of  a  chimney  or  by  simple  blowing,  produce 
a  very  energetic  effect.  Finally,  traces  of  certain  chemical  sub¬ 
stances  introduced  into  the  steam-jet  cause  the  same  modification. 
Among  these  are  hydrochloric  and  nitric  acid ;  but  concentrated 
sulphuric  acid  especially  shows  the  phenomenon.  It  is  known 
that  solid  dust  particles  provoke  the  condensation  of  supersaturated 
vapours  ;  but  their  presence  cannot  be  invoked  here  to  explain  the 
preceding  facts.  The  author  is  of  opinion  that  they  may  be 
attributed  to  a  molecular  concussion,  the  effect  of  which  may  be 
compared  to  that  of  mechanical  concussion  upon  superheated  or 
supersaturated  liquids.  A  flame,  for  example,  is  the  scene  of 
closely  approximated  and  extremely  varied  movements ;  and  the 
chemical  atoms  which  are  incessantly  passing  in  it  from  one 


combination  to  another  are  found  in  every  kind  of  unstable 
condition.  These  movements  and  changeful  states  of  equilibrium 
leave  their  traces  in  the  products  of  combustion  at  a  certain  distance 
from  the  flame  properly  so  called,  and  determine  the  observed 
phenomena.  The  luminous  effect  produced  at  the  extremity  of  an 
electrified  point  and  the  presence  of  ozone  in  its  vicinity  show 
that  this  point  is  the  cause  of  concussions  comparable  to  those 
provoked  by  active  combustion ;  and  the  analogy  between  the 
two  phenomena  is  found  again  in  the  fact  that  they  both  furnish 
means  for  making  electricity  pass  through  gas.  As  to  solid  incan¬ 
descent  bodies,  they  can  act  either  through  the  emission  of  solid 
particles  from  their  surfaces  or  by  the  chemical  concussions  which 
they  communicate  to  the  surrounding  gases. 

Flexible  Gas  Tubing  and  Fittings. 

The  Revue  JnffusfneZfe  illustrates  and  describes  a  new  connection 
for  flexible  gas- tubes.  It  is  remarked  that  the  flexible  tubes  manu¬ 
factured  of  continuous  spirals  of  white  metal  enclosing  a  thread  of 
india-rubber  between  the  joints  are  preferable  to  all  others  in  the 
market.  They  are  particularly  convenient  for  gas  ;  being  without 
odour,  easy  to  keep  clean,  durable,  and  free  from  liabibity  to  break. 
"When  used  for  water,  they  resist  considerable  pressure,  do  not 
rust  in  air  or  water,  can  be  laid  along  the  ground  without  suffering 
damage,  and  withstand  severe  blows.  Up  to  the  present  time  it 
has  been  a  drawback  to  these  pipes  that  there  has  been  no 
wholly  metallie  connection  for  them ;  but  this  lack  has  now 
been  filled  by  an  invention  of  M.  Poujade.  This  consists  of 
a  metallic  piece  capable  of  being  simply  screwed  upon  the  heli- 
coidal  spirals  of  the  tube.  This  fitting  terminates  at  the  other  end 
in  a  hemispherical  head,  covered  with  a  shield  revolving  on  its 
axis,  and  enclosing  a  bayonet  joint.  The  shield  may  be  turned 
round  sufficiently  to  admit  the  end  «f  a  gas-cock  or  other  fitting 
which  is  to  be  connected  to  the  flexible  tube,  and  it  is  then  turned 
back  again,  pressing  the  enclosed  fitting  against  an  india-rubber 
ring,  which  makes  a  perfectly  gas  or  water  tight  joint.  The  appear¬ 
ance  of  the  connecter  is  very  neat ;  and  it  gives  a  workmanlike 
finish  to  the  tube.  These  metallic  flexible  tubes  are  made  by  the 
Societe  Industrielle  et  Commerciale  des  Metaux,  and  the  new 
Poujade  connection  is  sent  out  with  them  in  all  sizes. 


The  biography  of  the  late  Sir  William  Siemens,  authoritatively 
prepared,  under  the  direction  of  his  executors,  by  Dr.  William 
Pole,  F.E.S.,  will  be  published  immediately  by  Mr.  Murray. 

The  Directors  of  the  Sheffield  Gas  Company  have  presented 
their  employes  with  bonuses  of  5  and  10  per  cent,  respectively  on 
their  salaries — the  former  amount  to  those  who  have  been  in  the 
service  less  than  five  years,  and  the  latter  to  those  who  have  served 
for  more  than  this  period — in  recognition  of  their  devoted  attention 
to  their  duties. 

It  is  reported  that  Messrs.  Armstrong,  Mitchell,  and  Co.,  of 
Newcastle,  are  about  to  try  the  economy  and  efficiency  of  gas 
power  in  their  steel  works  ;  having  given  an  order  for  the  fixing  of 
a  “  Stockport  ”  gas-engine  in  one  of  their  departments.  It  is 
understood  that,  in  the  event  of  this  engine  proving  satisfactory, 
other  orders  will  follow. 

The  Society  of  German  Engineers  offer  a  prize  of  5000  marks 
(L250)  for  the  best  essay  containing  a  critical  estimate  of  experi¬ 
mental  investigations  concerning  the  passage  of  heat  through 
heated  surfaces,  in  its  relation  to  material,  form,  and  position  of 
the  latter,  as  well  as  to  the  kind,  temperature,  and  motion  of  the 
heated  substances.  The  essays  are  to  be  in  the  hands  of  the 
General  Secretary  of  the  Society  by  Dec.  31,  1890. 

Tw’o  more  deaths  are  reported  from  contact  with  electric  light¬ 
ing  wires — this  time  at  the  Valladolid  electrical  station.  A 
carpenter  who  was  doing  some  work  in  the  place,  although  he  had 
been  told  not  to  touch  any  apparatus,  foolishly  took  hold  with  both 
hands  of  some  high  tension  wires ;  and  the  electrical  attendant, 
seeing  that  the  man  could  not  free  himself,  went  to  his  rescue,  and 
tried  to  pull  him  off.  Both  men  received  a  shock,  and  were 
instantly  killed. 

The  municipal  authorities  of  Hanover  stipulate  for  certain  con¬ 
ditions  to  be  complied  with  as  to  the  weight  and  size  of  lead  pipes 
to  be  employed  on  the  water-service  before  any  connection  is 
allowed  with  the  town  mains.  Among  other  conditions  it  is  pro¬ 
vided  that  a  pipe  1  metre  in  length  and  12  millimetres  in  internal 
diameter  must  weigh  4'84  lbs.  Similarly  a  pipe  20  mm.  diameter 
must  weigh  G'91  lbs.;  25  mm.,  11  lbs. ;  30  mm.,  15’40  lbs.  ;  and 
38  mm.,  22’44  lbs. 

Among  the  new  works  announced  by  Messrs.  Crosby  Lockwood 
and  Co.,  wenoticethe  following :  “  The  MechanicalEngineer’s  Office 
Book,”  by  Nelson  Foley ;  “  The  Number  and  Weight  Calculator,” 
showing  in  single  tables  the  value  at  421  different  rates  (from  g>jth 
of  Id.  to  20s.)  of  any  number  of  articles  from  1  to  20,000,  or  any 
number  of  tons,  cwt.,  qrs.,  and  lbs.,  from  1  to  1000  tons,  by  Wm. 
Chadwick;  “  Plumbing,”  by  W.  P.  Buchan  ;  and  ‘‘  Modern  Work¬ 
shop  Practice,”  by  J.  G.  Winton. 

The  greatest  recorded  wind  pressures  during  the  past  quarter  on 
the  Forth  Bridge  were  : — 7  lbs.  on  the  large  gauge  at  Garvie 
Castle,  on  June  11  and  July  11 ;  15  lbs,  on  the  small  gauge  at 
Garvie  Castle,  on  July  11 ;  16  lbs.  on  the  small  revolving  gauge  at 
Garvie  Castle,  on  July  11 ;  8  lbs.  on  the  small  gauge  at  North 
Queensferry  platform,  on  June  11  and  July  11 ;  10  lbs.  on  the  small 
gauge  at  South  Queensferry  platform,  on  June  11 ;  and  22  lbs.  OB 
the  small  gauge  at  Garvie  platform,  on  June  11. 
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THE  PARLIAMENTARY  REGULATIONS  AS  TO  GAS 
COMPANIES. 

By  William  Livesey. 

It  may  be  useful  to  those  gas  companies  who  contemplate  applying 
to  Parliament  in  the  ensuing  session  to  know  that,  by  an  alteration 
made  last  session  in  the  Standing  Orders,  the  notices  which  have 
to  be  advertised  in  the  local  papers  during  November  are  now  only 
required  to  be  inserted  twice  instead  of  three  times  as  heretofore, 
but  that  there  must  be’an  interval  of  seven  days  between  the  two 
insertions  ;  and  the  last  must  not  appear  later  than  the  27th  of  the 
month.  It  may  also  be  useful  to  point  out  that  the  recent  obliga¬ 
tion  imposed  upon  gas  companies  to  raise  all  new  capital  by  auction, 
together  with  the  power  to  regulate  dividends  by  the  price  (known 
as  the  sliding  scale),  have  so  disarranged  all  the  old  regulations  of 
the  Gas-Works  Clauses  Acts  that,  unless  those  Acts  are  altered,  or 
some  provisions  made  in  the  Special  Acts  to  counteract  the  effect 
of  these  new  regulations,  they  are  likely  to  prejudice  the  companies 
in  a  manner  not  expected,  and  I  take  upon  myself  to  say  not 
intended. 

Under  existing  regulations,  gas  companies  are  required  to  dis¬ 
tribute  new  capital  rateably  among  the  present  shareholders  ;  and 
are  allowed  to  create  a  reserve  fund  equal  to  one-tenth  part  of  the 
paid-up  capital,  and  to  borrow  on  mortgage  or  debentures  a  sum 
equal  to  the  one-fourth  part  thereof.  If,  therefore,  a  company  under 
these  regulations  required  to  raise  a  further  sum  of  (say)  i;10,000, 
they  would  issue  shares  to  that  amount ;  and  then  when  the  sliares 
were  paid  up,  they  would  be  empowered  to  borrow  a  sum  of  .£2500 
(one-fourth),  and^o  create  a  reserve  fund  of  £1000  (one-tenth).  But 
if  the  shares  had  to  be  sold  by  auction,  the  company  would  only 
issue  £5000  instead  of  £10,000,  as  the  premiums  would  be  sure  to 
make  up  the  other  £5000 ;  and  thus,  although  the  whole  of  the 
£10,000  would  be  invested  in  the  undertaking,  the  paid-up  capital 
would  only  be  £5000,  and  consequently  the  borrowing  powers  would 
only  be  £1250,  and  the  reserve  fund  only  £500.  It  may  fairly  be 
assumed  that  the  authorities,  in  directing  that  all  new  shares  should 
be  sold  by  auction,  had  no  intention  of  reducing  the  borrowing 
powers  and  the  reserve  fund  in  this  way,  and  that  if  provisions  are 
inserted  in  the  Special  Acts  to  obviate  this  effect,  they  will  be 
allowed.  A  general  provision  in  the  Special  Act  to  the  effect  that, 
in  all  cases  where  the  powers  to  borrow  or  to  create  a  reserve, 
insurance,  or  any  other  fund  are  limited  by  the  paid-up  capital, 
the  premiums  shall  be  reckoned  as  part  of  that  capital,  would  meet 
the  case. 

The  reserve  fund  of  10  per  cent,  under  the  Gas-Works  Clauses 
Act,  1847,  is  chargeable  to  revenue,  and  is  applicable  to  the  follow¬ 
ing  purposes : — 

To  answer  any  deficiency  which  may  at  any  time  happen  in  the 
amount  of  the  divisible  profits ;  and 

To  meet  any  extraordinary  claim  or  demand  which  may  at  any 
time  arise  against  the  company. 

Under  the  sliding  scale,  this  fund  is  abolished,  and  instead  thereof 
two  other  funds  are  authorized — viz.,  an  insurance  fund  and  a 
reserve  fund,  with  separate  powers  to  each.  The  insurance  fund 
is  still  chargeable  to  revenue,  but  is  limited  to  5  per  cent,  upon 
the  paid-up  capital,  and  is  applicable  “  to  meet  any  extraordinary 
claim  or  demand  ”  alone;  its  object  being  that  if  any  unforeseen 
calamity  were  to  happen  on  the  works,  requiring  great  expense  to 
repair,  the  company  should  have  an  insurance  fund  to  meet 
it,  and  not  have  to  charge  it  on  the  consumer  by  increasing 
the  price  of  gas.  The  reserve  fund,  being  thus  relieved  of  this 
casualty,  is  made  applicable  to  supplementing  dividends  alone ; 
hence  it  stands  on  an  entirely  different  footing  from  that  of  the 
insurance  fund,  and  consequently,  instead  of  being  made  up  and 
maintained  by  the  revenue,  as  heretofore,  it  has  to  be  made  up 
and  maintained  by  the  shareholders  themselves  out  of  moneys  they 
might  otherwise  appropriate  to  themselves  as  dividends,  which, 
under  the  sliding  scale,  are  practically  unlimited.  It  is,  however, 
optional  on  the  part  of  the  shareholders  to  have  a  reserve  fund  or 
not  as  they  think  fit.  They  can,  if  they  prefer  to  do  so,  pay  the 
dividends  in  full  to  which  they  are  entitled  as  they  occur,  and  leave 
the  future  dividends  to  take  care  of  themselves. 

The  general  provisions  by  which  these  two  funds — that  is,  the 
insurance  and  the  reserve  fund — are  authorized  are  to  the  follow¬ 
ing  effect : — 

Insurance  Fund.—li  the  clear  profits  of  the  undertaking  in 
any  year  amount  to  a  larger  sum  than  is  sufficient  to  pay 
the  standard  rate  of  dividend,  the  excess  heyo7id  the  sum 
necessary  for  that  purpose  may  be  invested  to  form  an  insur¬ 
ance  fund,  until  the  sum  amounts  to  the  one-twentieth 
of  the  paid-up  capital  of  the  company. 

Iteserve  Fund.  —  Where  in  any  year  the  dividends  on  the 
ordinary  share  capital  or  stock  of  the  company  shall  exceed 
the  standard  rate  (that  is,  the  old  maximum  rates),  .  .  . 

then  out  of  the  amount  of  the  divisible  profits  in  excess  of 
such  standard  rate  the  company  may  create  a  reserve  fund, 
and  invest  the  same  in  Government  or  other  securities, 
&c.,  &c. 

There  is  no  apparent  necessity  for  the  power  to  create  these  funds 
being  clogged  with  these  conditions  as  to  the  rates  of  dividend  ; 
and  inasmuch  as  there  is  no  power  to  create  the  funds  in  this 
form,  except  imder  these  general  provisions,  the  conditions  are 


obstructive  rather  than  otherwise,  and  ought  to  be  expunged,  and 
the  power  to  create  the  funds  made  absolute,  irrespective  of  the  rates 
of  dividend,  whether  they  are  above  or  below  the  standard  rates. 
If  the  profits  were  only  1  or  2  per  cent.,  and  a  company  con¬ 
sidered  it  better  to  apply  them  to  an  insurance  or  reserve  fund 
than  to  divide  them,  they  ought  to  have  the  power  to  do  so  ;  but 
under  these  general  provisions  the  right  to  create  the  funds  might 
be  called  in  question  at  any  time. 

The  insurance  fund  being  chargeable  to  revenue,  the  consumers 
have  an  interest  in  it.  It  is  therefore  only  right  that  it  should  be 
invested  in  some  readily  convertible  security.  But  the  reserve  fund, 
being  made  up  by  the  shareholders  themselves,  at  their  own  cost 
and  out  of  their  own  moneys,  the  investment  of  it,  or  otherwise, 
ought  to  be  left  to  their  own  discretion.  If  it  answered  their 
purpose  better  to  keep  it  floating  as  working  capital  (with  or  with¬ 
out  interest)  than  to  call  up  new  capital  for  the  purpose,  they 
ought  to  be  allowed  to  do  so.  If  it  were  all  lost,  the  public  would 
not  suffer  by  it. 

The  general  clause  which  authorizes  the  creation  of  a  reserve 
fund  under  the  sliding  scale,  provides  that  any  reserve  or  other 
fund  existing  at  the  time  shall  be  applied  to,  and  form  part  of  the 
reserve  under  the  sliding  scale.  This  at  first  seems  to  be  in  favour 
of  the  companies  ;  but  it  may  fairly  be  questioned  whether  it  is  so 
or  not.  Taking  into  account  the  object  of  each  fund,  it  surely 
would  be  better  for  all  parties  that  the  insurance  fund  should  be 
made  up  first  out  of  any  existing  fund,  and  the  balance  only  be 
applied  to  the  reserve.  In  truth,  it  would  benefit  all  parties  if 
it  were',  made  compulsory  that  the  insurance  fund  should  be 
filled  up  before  any  extra  dividends  were  paid.  If  the  in¬ 
surance  fund  were  made  up  first,  the  revenue  account  would  at 
once  be  relieved  of  all  charges  respecting  it,  and  the  profits  be 
increased  proportionately  ;  and  this  would  be  far  more  remunera¬ 
tive  to  the  company  than  investing  the  amount  as  a  reserve  at  a 
low  rate  of  interest,  considering  the  very  limited  application  of 
the  reserve  fund  under  the  sliding  scale.  The  having  a  large  sum  of 
money  invested  at  a  low  rate  of  interest  for  this  purpose  does  not 
commend  itself  as  either  a  wise  or  an  economical  proceeding.  The 
difference  between  a  reserve  fund  under  the  Act  of  1847  and  under 
the  sliding  scale  is  not  sufficiently  taken  into  account. 

There  is  also  another  point  in  which  the  sliding  scale  operates 
inequitably  on  both  shareholders  and  gas  consumers ;  and  that 
is  the  dividend.  The  provisions  of  the  sliding  scale  are,  that  for 
every  penny  of  increase  or  decrease  in  the  price  there  shall  be, 
inversely,  a  decrease  or  increase  of  dividend  at  the  rate  of  5s.  (or 
one-quarter)  per  cent.,  whether  the  maximum  rate  is  10  or  7  per 
cent.  If,  therefore,  the  maximum  rate  were  10  per  cent.,  this 
increase  would  be  at  the  rate  of  6d.  in  the  pound  upon  the  amount 
receivable ;  but  if  it  were  at  7  per  cent,  only,  the  increase  would 
be  at  the  rate  of  O^d.  in  the  pound.  Or  if  the  price  were  reduced 
4d.,  and  the  increase  of  dividend  made  1  per  cent.,  the  difference 
between  the  two  would  be  2s.  in  one  case  and  2s.  lOJd.  in  the 
other ;  and  so  in  proportion  for  any  larger  amount.  Or,  to  put  the 
matter  in  another  form,  any  well-established  gas  company  can  sell 
shares  by  auction  so  as  to  get  all  the  money  required  for  exten¬ 
sions  at  5  per  cent.  If,  therefore,  a  company  required  (say)  £10,000, 
and  their  maximum  dividend  was  10  per  cent.,  they  would  sell 
shares  or  stock  amounting  to  £5000,  and  get  another  £5000  from 
premiums.  But  if  their  maximum  dividend  was  only  7  per  cent., 
the  premiums  would  be  less  ;  and  consequently  the  shares  or  stock 
would  bo  more.  So  that,  to  get  the  same  amount  of  money  at 
the  same  rate  of  interest,  the  proportions  would  be  £7000  shares 
or  stock  and  £3000  premiums. 

If,  then,  the  company  were  able  to  pay  an  extra  dividend  of 
1  per  cent.,  the  result  would  be  as  follows : — 


£5000  at  11  per  cent . £550 

7000  at  8 .  560 


At  first  the  new  capital  bears  only  a  small  proportion  to  the  old  i 
but  as,  when  the  new  capital  commences,  the  old  is  determined 
once  and  for  ever,  while  the  new  capital  increases  every  year,  the 
latter  soon  becomes  the  larger  proportion,  and  the  extra  charge 
something  considerable.  It  is,  therefore,  obvious — paradoxical  as  it 
may  seem — that  it  is  more  economical,  both  to  the  companies  and 
the  consumers,  to  issue  new  capital  at  10  than  at  7  per  cent. 

At  the  time  when  the  sliding  scale  was  under  consideration,  this 
difference  was  objected  to  by  the  Gas  Companies’  Association ;  but 
the  authorities  said  :  “  Our  object  in  making  it  is  that  all  classes  of 
shareholders  shall  have  the  same  interest  in,  and  benefit  from  a 
reduction  in  the  price.”  And  so  it  passed  ;  but  as  it  is  now  obvious 
that  it  does  not  have  this  effect,  but  that,  on  the  contrary,  it  gives 
a  far  greater  benefit  to  one  class  of  shareholders  thau  to  the  other 
(and  to  the  new  shareholders  instead  of  the  old),  it  ought  to  be  dis¬ 
continued.  Either  the  increases  and  decreases  on|  the  two  classes 
ought  to  be  made  specially  proportional,  or  the  7  per  cent,  capital 
ought  to  be  reduced  to  its  equivalent  in  the  10  per  cent.,  so  as  to 
make  but  one  class. 

Of  late  years  it  has  been  the  practice  to  insert  in  Gas  Acts  a 
provision  that,  in  the  event  of  the  profits  not  being  sufficient  to 
pay  the  maximum  dividends  on  each  class  of  capital,  there  shall 
be  a  proportionate  reduction  on  each  class.  This,  as  a  matter  of 
course,  is  only  intended  to  apply  to  companies  under  the  ordinary 
maximum  dividends ;  but  nevertheless  it  has  frequently  been 
inserted  in  the  Acts  of  companies  under  the  sliding  scale,  which 
expressly  provides  that  the  increase  or  decrease  of  dividend  shall 
be  the  same  on  each  class  of  capital  all  round,  irrespective  of  any 
difference  in  the  maximum  rates. 
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WATEE  BY  MEASUEE. 

By  Meter. 

{Concluded  from  ]}.  633.) 

What,  I  ask,  is  the  difference  between  the  present  charges  for 
water  and  a  charge  by  meter  ?  Take  a  number  of  houses  occupied 
by  the  working  classes — say,  40  houses,  the  rateable  value  of  which 
is  £32  per  annum.  On  an  average,  these  houses  are  using  30  gallons 
per  head  per  day,  without  stint  or  restrictions.  This  is  equivalent 
to  Is.  6d.  per  1000  gallons.  This  class  of  consumer  will  prefer  to 
have  water  ad  libitum,  rather  than  be  hampered  with  meters  and 
other  responsibilities.  They  are  benefited  by  having  an  unlimited 
supply ;  and  fever  and  disease  are  kept  from  our  midst.  If  I  take 
the  same  number  of  houses  occupied  by  the  rich,  they  would  gain 
some  advantage  by  having  a  meter  supply ;  thus  making  a  law 
which  would  benefit  the  rich,  and,  on  the  other  hand,  lessen  the 
comforts  enjoyed  by  the  poor. 

It  is  stated  by  meter  advocates  that  the  revenue  has  been 
increased  by  the  adoption  of  the  meter  system  in  certain  towns  in 
America  ;  but  on  inquiry,  I  find  the  consumption  has  been  150  and 
170  gallons  per  head  per  day,  and  meters  were  introduced  because 
it  was  impossible  to  sustain  the  pressure.  They  made  no  attempt, 
however,  to  stop  the  waste  by  systematic  night  inspection  or  any 
of  the  many  methods  in  vogue  in  this  country.  The  greatest  evil 
they  had  to  contend  with  was  the  unprotected  pipes  in  the  houses  ; 
and  the  tenants  made  it  a  rule  to  leave  the  taps  running  to  prevent 
freezing.  In  the  towns  where  the  water  supply  was  under  the 
control  of  the  local  authority,  it  would  have  been  a  cheaper  plan 
to  have  fined  those  leaving  the  taps  running  than  to  have  resorted 
to  the  expensive  and  questionable  plan  of  partial  measurement. 
Of  course,  the  adoption  of  meters  would  reduce  this  waste, 
and  besides  cause  a  saving  in  coal,  &c.,  at  the  works.  We  are  not 
told,  however,  what  was  the  cost  of  the  meters,  or  the  rate 
charged  per  1000  gallons ;  nor  if  every  tapping  was  metered,  or 
(as  is  the  practice  in  many  of  these  metered  towns)  whether  only 
the  water  supplied  to  the  large  consumers  and  those  found  wasting 
water  was  measured.  In  most  of  the  American  towns  where 
ineters  are  used,  a  number  of  restrictions  are  taken  into  considera¬ 
tion — viz.,  (1)  Only  large  water  consumers  have  a  meter — such  as 
extensive  flats  and  tenement  houses, restaurants, railways,  slaughter¬ 
houses,  and  other  business  premises.  (2)  If  a  man  owns  a  house 
and  pays  a  tax  to  a  certain  amount,  he  is  provided  with  a  meter 
free  ;  but  the  man  renting  apartments  upstairs  pays  for  his  meter. 
(3)  Meters  are  used  only  where  the  returns  are  a  certain  amount 
per  quarter.  (4)  Meters  are  not  used  for  small  consumers,  (5) 
The  authorities  make  a  discrimination  in  allowing  the  use  of 
metei’s,  and  obtain  payment  in  advance  ;  the  minimum  rate  being 
£2  per  annum  to  small  consumers.  (6)  Meters  are  fixed,  although 
a  charge  by  assessment  is  made  ;  and  if  the  consumer  is  found  to 
use  more  water  than  the  amount  of  the  assessment,  then  they  are 
compelled  to  pay  by  measure.  (7)  Meters  if  set  in  dwellings  must 
be  furnished,  and  set  at  the  expense  of  the  city  (New  York)  ;  in  all 
other  cases  the  expense  falls  on  the  owner  of  the  premises,  and  is  a 
lien  on  the  property. 

How  would  a  “  Water  by  Measure  ”  Bill  of  this  character  work  ? 
In  numerous  instances,  the  following  would  be  the  result : — Take 
a  fashionable  seaside  resort,  where  most  of  the  houses  are  kept  by 
widows  and  maiden  ladies.  These  people  must  stint  the  use  of 
water,  and  work  the  meter  as  they  are  accustomed  to  do  in  the 
supply  of  gas.  No  one  will  admit  that  too  much  scrubbing  and 
cleaning  is  done  at  present,  although  volumes  of  water  are  allowed 
to  run  to  waste  in  sinks  and  closets,  thus  keeping  the  house 
comparatively  sweet.  These  people  in  the  first  place  would  stop 
the  few  buckets  of  water  required  for  the  scrubbing  of  passages, 
steps,  and  pavements.  Then  the  floors,  cleansed  all  too  seldom  at 
present,  would  be  still  more  neglected ;  and  the  rinsing  of  plates 
and  dishes  under  an  open  tap  must  be  stayed,  and  water  used  that 
is  already  causing  an  unpleasant  odour  to  rise  throughout  the 
house.  Again,  the  present  unlimited  supply  of  water  to  water- 
closets  day  and  night,  when  the  house  is  full  of  visitors,  must  be 
checked ;  and  it  does  not  require  much  foresight  to  predict  what 
the  state  of  these  houses  would  be  if  stinted  of  a  copious  supply  of 
water.  In  fashionable  boarding  houses  plenty  of  water  is  used 
during  the  season.  During  two-thirds  of  the  year,  however,  the 
house  is  doing  little,  and  it  is  then  when  fevers  will  become  preva¬ 
lent  through  lack  of  sufficient  cleansing,  scoiu’ing,  and  flushing. 
But  the  water  company  must  still  be  diligent  in  reading,  cleaning, 
repairing,  and  protecting  the  machines  from  frost  and  injury  ;  and 
there  is  no  adequate  payment  for  the  same  amount  of  trouble  and 
expense  incurred  when  little  water  is  consumed.  There  is  not  only 
the  sanitary  side  of  the  question  to  be  considered,  but  the  disasters  to 
hot-water  apparatus,  kitchen  boilers,  baths,  &c.,  would  be  very  great. 
One  can  foresee  the  frequent  visits  of  the  medical  man  ;  a  very  high 
death-rate  ;  and  no  advantage  accruing  to  the  class  of  people  men¬ 
tioned.  Supposing  that  a  house  is  closed  for  some  weeks,  and  the 
tenants  or  lodgers  return  to  an  empty  house,  if  they  pay  for  the 
water  by  meter,  all  the  stale  water  in  the  cistern  would  be  used, 
instead  of  being  drawn  off ;  the  dead  water  in  the  pipes  would  also 
be  used,  resulting  possibly  in  diphtheria  among  the  younger  members 
of  the  family.  We  know  of  very  many  cases  of  this  sort  occurring 
every  day.  How  much  worse  would  be  the  result  if  all  water  was 
metered  and  paid  for  ?  It  would  be  preferable,  much  easier,  and 
rnore  economical,  to  cleanse  the  house,  cisterns,  and  pipes,  flush 
the  sinks,  traps,  and  drains,  without  let  or  hindrance,  than  to  send 
for  the  man  to  read  the  meter,  and  neglect  all  sanitary  precautions 
necessary  on  moving  into  a  new  house.  Eunning  water  is  necessary 
in  the  pipes  to  preserve  the  supply  pure  ;  but  by  meter  it  would  be 


measured  off  drop  by  drop,  and  never  can  be  as  pure  as  if  used 
through  the  pipes  ad  libitum. 

It  is  stated  that  the  waste  of  water  is  too  great  to  be  of  service 
in  a  public  sanitary  point  of  view ;  the  sewage  having  to  be 
pumped  up  again.  But  these  assertions  are  never  given  with 
figures  that  we  may  judge  of  their  truth.  Having  had  some 
experience  in  a  town  of  25,000 inhabitants,  and  ascertained  that  the 
quantity  of  water  used  is  30  gallons  per  head  per  day,  I  find 
that  the  authorities  have  used  seven  million  gallons  in  flushing 
the  sewers.  Now  if,  as  is  stated  by  the  meter  advocates,  the 
rate  per  head  is  to  be  curtailed  to  15  gallons,  then  it  is  evident 
that,  unless  a  far  greater  amount  is  used  to  keep  the  sewers 
perfectly  flushed,  fever  must  ensue,  leaving  out  of  the  question 
the  abominable  state  of  a  certain  class  of  houses,  and  considering 
the  amount  of  water  said  to  be  wasted  and  used,  the  valuable 
information  so  freely  disseminated  among  the  people,  and  the 
number  of  sanitary  inspectors  employed.  If  15  gallons  of  water 
per  head  are  supplied,  or,  as  may  be  the  ease  in  a  number  of 
towns,  25  gallons  are  used,  does  it  follow  that  the  10  gallons  are 
absolutely  wasted  ?  Looking  at  it  from  a  public  sanitary  stand¬ 
point,  it  cannot  be  useless,  but  rather  a  splendid  system  of  flushing 
or  cleansing  the  sewers,  which,  if  not  effected  in  this  manner, 
must  be  done  by  the  public  authority. 

In  a  paper  recently  read  by  Mr.  E.  F.  Grantham,  M.  Inst.  C.E., 
before  the  members  of  the  Surveyors’  Institution,  on  “  The  Water 
Supply  of  Villages,”  it  is  stated  that  less  than  3  gallons  per  head 
per  day  is  an  ample  supply  for  cottages,*  while  most  water-works 
engineers  have  placed  it  at  20  gallons  and  even  30  gallons  per  head. 
Eegarding  the  matter  from  a  health  point  of  view,  which  will  be 
most  assuring  to  the  general  public  ?  Perhaps  these  workmen’s 
cottages  are  contiguous  to  the  semi-detached  villas  with  their 
garden  supplies,  &c.,  consuming  40  gallons  per  head ;  but  anything 
is  considered  by  some  people  good  enough  for  the  poor,  until  disease 
and  death  make  sad  havoc  among  them.  Then  it  is  that  plenty 
of  water  and  great  precautions  are  to  be  enforced.  Whatever 
quantity  of  water  may  be  considered  as  the  fair  average  to  be 
granted  per  head  per  day,  in  most  towns,  allowing  for  contingencies 
and  protection  from  fire,  &c.,  I  contend  that  30  gallons,  and  not 
less,  is  what  we  may  very  well  appropriate,  and  what  should  be  given 
in  a  really  well-ordered,  flourishing,  and  busy  town,  having  every 
sanitary  improvement,  and  where  the  authorities  are  specially 
desirous  to  maintain  an  exceeding  low  death-rate.  Eidiculous  low 
rates  per  head  may  be  quoted,  but  most  of  the  readers  of  the 
Journal  must  know  that  to  be  restricted  to  5  gallons  per  head  per 
day  points  to  an  insanitary  state  of  affairs. 

In  all  the  arguments  advanced  for  the  use  of  meters,  we  And  no 
schedule  of  expenses  for  inspecting,  reading,  and  general  superin¬ 
tendance  of  these  machines.  It  appears  to  be  taken  for  granted 
that  the  collection  of  the  rates  would  go  on  as  smoothly  as  at 
present,  and  be  collected  at  the  same  cost ;  but  experience  has 
shown  that  the  expense  is  certainly  one-fifth  in  excess  of  the  exist¬ 
ing  mode  of  collection,  and  is  productive  of  endless  lawsuits.  A 
water-meter  working  under  pressure  is  a  different  thing  to  a  gas- 
meter.  The  question  resolves  itself  into  whether  the  works  are 
owned  by  a  company  who  must  pay  a  dividend  on  the  capital,  or 
by  a  corporation  incompetent  to  make  a  profit,  and  who  borrow 
from  other  rates  to  compensate  for  blunders.  The  most  economical, 
efficient,  and  satisfactory  plan  is  that  now  in  use,  and  which  the 
corporations  who  have  acquired  water  companies’  properties  have 
not  sufficient  courage  to  change,  although  advocated  by  experts 
before  the  transfer. 


On  Saturday,  the  13th  inst.,  the  members  of  the  Liverpool 
Engineering  Society  inspected  the  Vyrnwy  Water-Works  of  the 
Liverpool  Corporation.  The  party  were  conducted  by  Mr.  G.  F. 
Deacon,  M.  Inst.  C.E.,  under  whose  supervision  the  works  have 
been  carried  out ;  and  therefore  the  chief  features  of  interest  in 
connection  with  this  vast  undertaking  were  fullj'  explained.  The 
centre  of  attraction  was,  of  course,  the  great  masonry  dam,  which 
not  long  ago  gave  rise  to  so  much  controversy.  The  party  also 
visited  the  Hirnant  Tunnel,  which  is  7  feet  in  diameter  and  about 
2|  miles  long,  and  at  its  outlet  is  joined  to  the  aqueduct.  This 
tunnel  extends  to  a  building  called  the  straining  tower,  which, 
from  an  engineering  point  of  view,  is  one  of  the  most  interesting 
portions  of  the  work.  The  principles  of  construction  and  the 
nature  of  the  machinery  to  be  used  were  fully  explained.  The 
aqueduct  conveying  the  water  from  the  tower  to  the  existing 
Prescot  reservoir  is  about  68  miles  long,  and  wiU,  when  complete, 
consist  mainly  of  tunnels  and  three  lines  of  pipes,  only  one  of 
which,  however,  is  at  present  being  laid  down.  At  the  close  of 
the  visit,  the  President  of  the  Society  (Mr.  C.  H.  Darbishire)  ex¬ 
pressed  to  Mr.  Deacon  the  thanks  of  the  members  for  his  courtesy 
in  affording  them  an  opportunity,  on  three  different  occasions,  of 
inspecting  the  important  works  they  had  just  visited.  He  said 
they  all  anticipated  that  success  in  them  was  already  assured,  and 
felt  satisfied  that  they  would  for  all  time  prove  a  lasting  monument  of 
the  professional  ability  by  means  of  which  they  had  been  created, 
and  of  the  enterprise,  courage,  and  sacrifices  of  the  great  com¬ 
mercial  city  of  Liverpool  in  providing  the  necessary  ways  and 
means.  Mr.  Deacon,  in  the  course  of  his  reply,  said  one  of  the 
most  pleasing  things  in  connection  with  the  construction  of  the 
dam  was  the  fact  that  the  resisting  power  of  the  masonry  was 
greater  than  was  in  the  estimate,  and  its  stability  was  beyond 
question. 

*  See  Journal,  Vol.  LI.,  p.  286. 
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MIDLAND  ASSOCIATION  OF  GAS  MANAGERS. 

The  Tliirty-third  General  Meeting  of  this  Association  was  held 
last  Thursday,  at  the  Grand  Hotel,  Birmingham.  The  President 
(Mr.  Henry  Hack,  M.  Inst.  C.E.,  Engineer  of  the  Saltley  Gas- 
Works  of  the  Birmingham  Corporation)  presided  ;  and  there  was  a 
good  attendance  of  members.  After  the  minutes  of  the  previous 
meeting  had  been  read  by  the  Honorary  Secretary  (Mr.  W.  R. 
Cooper,  of  Banbury),  and  confirmed,  a  discussion  arose  on  the 
report  of  the  Committee  with  regard  to  the  scheme  for  the  endow¬ 
ment  of  technical  lectures,  which  was  agreed  upon  at  the  last 
meeting.''-  It  was  then  decided  that  the  Midland  Association 
should  work  in  conjunction  with  The  Gas  Institute  for  the 
furtherance  of  the  scheme  of  technical  education  sanctioned  by  the 
larger  organization.  In  consequence,  however,  of  recent  events, 
the  immediate  result  of  which  has  been  to  put  a  stop  to  further 
progress  in  this  direction,  the  Committee  of  the  Midland  Asso¬ 
ciation  recommended  that  the  Association  should  support 
a  local  scheme  of  lectures,  to  be  delivered  by  one  of  the  Pro¬ 
fessors  of  Mason’s  College,  Birmingham.  But  this  proposition 
was  met  by  an  amendment  directing  the  postponement  of 
action  until  it  should  be  seen  what  The  Gas  Institute  propose  to 
do  in  the  matter ;  and,  after  some  discussion,  it  was  resolved  to 
defer  taking  any  steps  for  another  year.  The  adjourned  discussion 
on  Mr.  J.  T.  Lewis’s  paper  on  “  The  Competition  of  Petroleum  with 
Gas  for  Lighting  Purposes,”  presented  at  the  Bath  meeting  (see 
Journal  for  May  22  last,  p.  913)  was  then  opened,  and  some 
interesting  statements  were  made  by  various  speakers  on  the 
subject,  which  will  be  fully  reported  in  a  subsequent  issue.  The 
discussion  concluded  with  a  cordial  vote  of  thanks  to  the  author 
for  the  painstaking  way  in  which  he  had  prepared  his  facts.  Mr. 
C.  Taylor,  of  Derby,  then  read  a  paper  entitled  “  An  Oft-repeated 
Question :  Are  High-Carbonizing  Temperatures  Convenient  and 
Profitable  ?  ”  The  communication,  which  is  given  in  another 
column,  was  well  received ;  but,  owing  to  shortness  of  time,  the 
discussion  was  postponed  till  the  next  meeting.  The  formal  busi¬ 
ness  of  electing  officers  for  the  ensuing  year  was  next  proceeded 
with.  Mr.  C.  Taylor  was  unanimously  elected  President  in  succes¬ 
sion  to  Mr.  Hack,  and  returned  thanks  for  the  honour  conferred 
upon  him.  The  resignation  by  Mr.  W.  R.  Cooper  of  the  office  of 
Honorary  Secretary  necessitated  the  appointment  of  a  successor  ; 
and  Mr.  J.  S.  Reeves,  of  Bilston,  was  selected.  Messrs,  W.  R. 
Cooper,  W.  Littlewood,  and  J.  F.  Bell  were  elected  in  place  of  the 
retiring  members  of  the  Committee.  This  concluded  the  general 
business  of  the  meeting ;  and  the  members  afterwards  dined 
together. 

THE  COMMERCIAL  VALUE  OF  SPENT  PURIFYING 
MATERIAL. 

In  the  notice  of  the  papers  read  at  the  Boulogne  congress  of  the 
Societe  Technique  du  Gaz  en  France  which  appeared  in  the 
Journal  for  July  24  last  (p.  162),  brief  reference  was  made  to  a 
communication  by  M.  Chevalet,  dealing  with  the  question  of  the 
commercial  value  of  spent  purifying  material,  and  indicating  how 
this  could  be  improved.  The  text  of  the  paper  has  since  been  pub¬ 
lished  in  a  French  contemporary,  from  which  the  following  full 
translation  has  been  prepared  : — 

For  some  time  there  has  been  a  demand  for  the  spent  materials 
employed  in  gas  purification  ;  and  it  has  seemed  to  me  to  be  of 
interest  to  inquire  why  certain  of  these  materials  have  been  accepted 
and  others  refused  by  buyers.  According  to  the  information  I 
have  been  able  to  procure,  these  products  are  specially  sought  for 
on  account  of  their  richness  in  nitrogen ;  and  before  making  a 
purchase,  it  is  usual  to  ascertain  the  total  quantity  of  this  property, 
in  whatever  form,  the  stuff  contains.  The  composition  of  spent 
purifying  material  is  very  variable,  and  very  complex,  as  will  be 
seen  from  the  following  analysis  by  Vivien  de  8t.  Quentin  : — 


Per  Cent. 

Moisture . 21 '50 

Mineral  substances .  33  00 

Nitrogen — 

Volatile  or  ammouiacal . 2T2| 

Soluble  of  the  sulpho-cyanides  .  .  .  .  2'61  r  5'88 

Insoluble  or  cyanic . l  T2l 

Organic  and  volatile  matters . •  39 '02 


100-00 

This  analysis  does  not  make  any  mention  of  the  sulphur  which 
always  exists  in  these  products,  and  in  greater  quantity  in  pro¬ 
portion  to  their  age.  M.  Mallet  states  that  he  has  obtained  pro 
ducts  which  were  found  to  contain  from  40  to  50  per  cent,  of 
sulphur. 

8pent  purifying  material  is  sometimes  in  demand  for  the  extrac¬ 
tion  of  the  ammonia  or  of  the  sulpho-cyanides  therefrom,  or  for  burn¬ 
ing  out  the  contained  sulphur.  According  to  the  requirements  of 
the  buyers,  the  stuff  must  possess  different  qualities.  It  is  generally 
bought  according  to  the  total  proportion  of  nitrogen  in  it;  and  it 
has  been  ascertained  that  good  products  yield  from  8  to  9  per  cent. 
Some,  however,  have  been  found  to  contain  more  ;  and  these 
naturally  fetch  higher  prices.  Very  often  they  contain  only  3  per 
cent,  of  nitrogen  ;  and  in  some  cases  only  0'80  per  cent,  has  been 
found.  Nitrogen  fetches,  in  these  materials,  from  60  c.  to  1  fr.  per 
unit,  according  to  its  richness  and  to  the  position  of  the  gas-works. 
It  is  therefore  advisable  to  fix  in  the  stuff  the  greatest  practicable 

*  See  Journal,  Vol.  LI.,  p.  4-23. 


quantity  of  nitrogen  ;  for  by  so  doing  it  will  be  possible  to  recover 
and  even  to  make  a  profit  on  the  purchasing  price  of  the  original 
material.  In  support  of  this  statement,  I  will  cite  the  Brussels 
Municipal  Gas-Works,  from  which  during  last  year  there  were 
sold  14,741  frs.  worth  of  products,  with  an  outlay  of  only  2932  frs. 
in  the  purchase  of  the  original  material.  As  in  these  works  about 
70,000  tons  of  coal  per  annum  are  converted  into  gas,  the  gross 
produce  was  21c.  per  ton. 

What  must  we  do,  then,  to  obtain  spent  purifying  material  rich 
in  nitrogen  ?  The  question  as  thus  put  is  a  little  complicated,  for 
it  depends  largely  upon  the  material  originally  employed.  I  am 
not  in  possession  of  any  definite  data  on  this  point ;  but  I  can 
nevertheless  give  a  few  indications — 

1.  Before  the  gas  reaches  the  purifying  material,  it  should  have 

been  completely  freed  from  tar,  if  it  is  desired  that  this 
material  should  last  long,  and  be  capable  of  absorbing  a 
large  quantity  of  nitrogen  and  sulphur. 

2.  Heavy  and  useless  material,  such  as  coke  dust,  tan  waste,  lime 

in  excessive  quantities,  and  oxides  of  iron  having  but  feeble 
purifying  power,  should  not  be  put  into  it  to  separate  it. 

3.  The  material  should  not  be  washed  before  being  sold  ;  for  if 

this  is  done  the  ammoniacal  nitrogen  and  the  sulpho- 
cyanides  are  dissolved,  and  nothing  is  delivered  to  the 
purchaser  but  a  damp  mass,  of  value  only  for  its  cyanates 
and  sulphur. 

4.  The  stuff  should  be  dried  before  being  despatched.  To  this 

end  it  should  be  allowed  to  acquire  heat  in  small  heaps,  in 
order  that  it  may  not  take  fire  ;  and  it  must  not  be  watered, 
as  when  intended  for  use  again. 

Of  all  the  materials  employed  in  gas  purification,  those  which 
seem  to  absorb  nitrogen  most  readily  are  those  which  are  prepared 
with  sulphate  of  iron  and  lime,  or  Laming’s  material,  because  they 
are  capable  of  containing  at  the  same  time  both  ammonia  in  the 
state  of  sulphate,  and  cyanates,  and  sulpho-cyanides ;  while  Lux’s 
material,  or  those  prepared  with  iron  tirrnings,  or  natural  oxides 
cannot  assimilate  ammonia  at  all,  or  only  very  slightly.  The  best 
base  for  the  purifying  material  is  unquestionably  coarse  deal  saw¬ 
dust.  Buyers  do  not  like  tan  waste,  because  it  gives  them  a  good 
deal  of  refuse  in  the  sifting,  and  especially  because  it  has  a  bad 
appearance  ;  the  purifying  material  being  always  black  or  green 
on  account  of  the  tannates  of  iron,  which,  with  the  salts  of  iron, 
always  form  tannates  that  are  black  or  greenish.  The  worst 
material  for  selling  again  is  decidedly  that  which  is  made  with 
natural  oxides.  The  products  are  heavy  ;  and  they  do  not  absorb 
much  nitrogen,  nor  last  long. 

In  view  of  the  greater  desire  now  displayed  in  the  industries 
to  turn  to  account  waste  or  unutilized  material,  it  is  of  importance 
for  gas  manufacturers  to  look  out  for  a  purifying  material  that  is 
capable  of  absorbing  a  large  quantity  of  nitrogen  in  the  form  of 
cyanates  and  sulpho-cyanides,  and  even  of  sulphur.  The  result 
will  be  that  such  material,  being  rich,  will  bear  the  cost  of  trans¬ 
port,  and  of  being  dealt  with  in  works  for  this  purpose.  The  gas 
engineer  who  devotes  his  attention  to  this  special  detail  of  manu¬ 
facture  will  find  at  the  end  of  his  financial  year  that  purification, 
instead  of  being  an  expense,  will  be  a  source  of  profit,  which  will 
go  to  swell  that  which  he  obtains  from  the  ammoniacal  liquor  pro¬ 
duced  when  he  thoroughly  washes  his  gas. 


The  Standard  Metre. — The  Committee  charged  with  the 
supervision  of  the  International  Office  of  Weights  and  Measures, 
established  at  St.  Cloud,  have  commenced  their  annual  session, 
under  the  presidency  of  General  Hanez,  the  Director  of  the  Spanish 
Geographical  and  Statistical  Institute.  One  of  the  problems  which 
more  especially  concern  the  Committee  is  the  verification  of  the 
metre.  The  present  standard  metre  at  St.  Cloud  is  made  of 
platinum  and  iridium.  This  is  now  to  be  verified ;  and  it  is 
proposed  that  the  definite  selection  of  a  standard  metre  shall  take 
place  next  year,  when  representatives  of  the  twenty-two  nations 
which  have  adopted  the  metric  system  will  assemble  in  Paris. 
It  is  proposed  to  keep,  in  addition  to  the  standard  metres,  two 
copies  of  it  at  St.  Cloud,  and  to  supply  one  copy  to  each  nation, 
accompanied  by  a  description  of  its  manufacture,  and  a  state¬ 
ment  of  possible  error  in  length  as  compared  with  the  original 
standard  metre. 

Mr.  Ellis  Lever  and  the  Salford  Gas  Undertaking. — Mr. 
Ellis  Lever  having  declined  to  meet  the  Sub-Committee  nominated 
by  the  Salford  Town  Council,  at  their  meeting  on  the  3rd  inst.  (see 
ante,  p.  645),  for  the  purpose  of  hearing  from  him  certain  revela¬ 
tions  in  regard  to  the  conduct  of  the  gas  undertaking,  has  written 
to  the  Manchester  papers  in  justification  of  his  decision.  He  states 
that  when  he  offered  to  give  information  to  a  Special  Sub-Com¬ 
mittee  of  the  Council,  he  considered  very  carefully  the  conditions 
on  which  the  offer  should  be  made  ;  and  he  had  excellent  reasons 
for  putting  the  matter  in  the  form  he  did.  The  non-acceptance  of 
his  condition  as  to  the  nomination  of  some  members  of  the  Sub- 
Committee  by  himself,  he  regards  as  an  obstacle  placed  in  his  way 
by  the  Council  for  a  specific  purpose.  He  says  he  is  still  prepared 
to  carry  out  the  undertaking  given  in  his  published  letter  of  Sept.  26  ; 
but  his  condition  as  to  the  nomination  of  the  Committee  must  be 
observed.  He  deprecates  the  construction  of  his  refusal  as  an  indi¬ 
cation  that  all  the  members  of  the  Sub-Committee  are  obnoxious  to 
him  ;  but  the  fact  of  their  all  being  either  ordinary  or  ex  officio 
members  of  the  Gas  Committee  renders  absurd,  in  his  opinion, 
their  appointment  for  the  purpose  he  has  in  view. 
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SOUTH-WESTEEN  (U.S.A.)  GAS  ASSOCIATION. 

The  First  Annual  Meeting  of  this  newly-formed  Association 
was  held  at  Galveston,  Texas,  on  Aug.  20  last.  The  President 
(Mr.  F.  Beck,  Superintendent  of  the  Galveston  Gas  Company) 
delivered  an  Inaugural  Address.  In  the  course  thereof  he  said  that 
the  first  gas  plant  in  the  south-west  section  of  the  United  States 
was  erected  at  Galveston  in  1859  ;  and  since  then  a  gradual  advance 
had  taken  place,  so  that  at  the  present  time  there  were  in  Texas 
alone  20  or  more  gas-works  in  successful  operation,  the  largest 
having  a  maximum  daily  consumption  of  nearly  150,000  cubic 
feet.  Attempts  to  introduce  both  oil  and  water  gas  had  been 
made,  but  with  no  great  degree  of  success.  In  1879  the  Brush 
Company  commenced  the  siipply  of  electric  arc  lights  at  Galveston, 
and  later  on  added  incandescent  lights.  Whilst  confident  that  gas 
companies  could  compete  favourably  with,  and  earn  better  profits 
than,  electric  light  companies,  he  held  the  opinion  that  it  was  best 
that  the  supply  of  electricity  should  be  in  the  hands  of  the  gas 
companies.  Both  gas  and  electricity,  he  said,  were  demanded  by 
the  public  ;  and  in  their  small  towns  a  division  of  business  between 
two  lighting  companies  would  render  it  difficult  for  either  to  secure 
fair  returns  on  the  capital  invested.  Having  the  advance  of  water 
gas,  oil  gas,  and  electricity  to  consider,  the  necessity  for  such  an 
Association  as  they  were  commencing  that  day  was  evident.  They 
worked  with  nearly  the  same  kind  of  coal,  and  other  circumstances 
were  similar ;  so  it  would  be  greatly  to  the  advantage  of  all  con¬ 
cerned  to  disctiss  and  compare  together  the  various  manufacturing 
results  obtained.  They  would  thus  be  able  to  get  uniform  statistics, 
and  to  reach  the  bottom  figure  in  cost  of  manufacture  and  distri¬ 
bution.  He  expressed  himself  in  favour  of  offering  concessions 
for  day  consumption,  and  touched  upon  other  practical  questions. 
In  concluding,  he  urged  that  commercial  success  could  only  be 
obtained  by  their  controlling  the  supply  of  heat,  light,  and  power  ; 
which  meant  that  they  must  be  prepared  to  supply  at  low  rates 
what  the  public  desired.  It  should  therefore  be  the  object  of  the 
Association  to  examine  all  processes  without  bias.  A  paper  on 
“  Gas  Coals  in  the  Texas  Market  ”  was  read  by  Mr.  Enfield  ;  and 
this  was  followed  by  one  on  the  “  Computation  of  the  Cost  of  Gas 
to  Consumers  and  in  Holder,”  written  by  Mr.  Brockenborough, 
and  read  by  the  Secretary  (Mr.  T.  D.  Miller).  Both  papers  were 
fully  discussed.  It  was  decided  that  the  next  meeting  should  be 
held  at  Austin,  Texas,  on  the  third  Tuesday  in  March  next. 


AN  OFT-KEPEATED  QUESTION; 

ARE  HIGH  CARBONIZING  TEMPERATURES  CONVENIENT  AND 

PROFITABLE  ? 

By  Charles  Taylor,  of  Derby. 

[A  Paper  read  before  the  Midland  Association  of  Gas  Managers  last 

Thursday.] 

Mr.  President, — My  time  and  attention  have  been  so  largely 
occupied  lately  with  other  necessary  work,  that  I  could  gladly  have 
avoided  adopting  your  suggestion  to  provide  a  paper  for  the  atten¬ 
tion  of  members  at  this  meeting.  I,  however,  felt  it  my  duty  to 
obey  your  call  if  possible ;  and  in  casting  about  for  a  subject,  I 
adopted,  as  most  ready  to  hand,  a  question  which,  in  one  form  or 
another,  has  been  very  frequently  repeated — viz.,  that  at  the  head 
of  nay  paper.  There  are,  I  believe,  many  gas  managers  who  still 
incline  to  the  opinion  that  the  disadvantages  arising  from  the 
employment  of  high  heats  outweigh  the  advantages  ;  and  this  fact 
provides  me  with  an  excuse  for  again  presenting  the  question. 

The  disadvantages  to  which  the  advocates  of  low  heats  refer  are 
enumerated  somewhat  as  follows : — 

1.  Stoppages  in  ascension-pipes  and  hydraulic  mains,  &c.,  due  to 

deposits  of  pitch. 

2.  Stoppages  in  manufacturing  plant  and  in  distributing  mains 

and  services,  due  to  deposits  of  naphthalene. 

3.  Reduced  quantity  and  quality  of  tar. 

4.  Reduced  quantity  of  ammonia. 

5.  Reduced  illuminating  power. 

6.  Increased  quantity  of  sulphur  compounds. 

7.  Increased  consumption  of  fuel. 

8.  Increased  wear  and  tear  of  retort-settings,  &c. 

We  probably  agree  that,  subject  to  qualifications,  these  charges, 
or  some  of  them,  are  correctly  made  out ;  and  I  propose  to  esti¬ 
mate,  as  closely  as  I  can,  the  degree  in  which  they  prejudicially 
affect  the  cost  of  production,  when  the  make  of  gas  is  raised,  for 
example,  from  9000  to  10,000  cubic  feet  per  20  cwt.  of  coal  car¬ 
bonized. 

I  may  premise  that  the  tendency  to  stoppages  by  pitch  and 
naphthalene  has  been  met,  minimized,  and  modified  in  various 
ways — as  by  the  rotative  use  of  different  qualities  of  coal,  by  re¬ 
ducing  the  seal  of  dip-pipes,  by  the  separation  of  tar  from 
the  gas  immediately  upon  their  arrival  at  the  hydraulic  main, 
by  water-jacketing,  steaming,  and  the  occasional  lowering  of 
temperature,  &c.  But  these  expedients  are  not  always  successful ; 
and  when  they  are  found  to  be  so,  some  cost  and  labour  are  in¬ 
volved  in  their  application. 

I  estimate  the  disadvantages  as  follows  ; — 

1.  The  element  of  stopped  pipes,  due  to  pitch,  varies  with  the 
special  circumstances  ot  each  works  ^  but,  so  far  as  my  experience 
and  inquiries  have  extended,  I  am  unable  to  put  down  the  loss 
under  this  head  at  more  than  id.  per  20  cwt.  of  coal,  when  car¬ 
bonized  at  a  temperature  to  yield  10,000  cubic  feet. 

2.  A  similar  sum— viz.,  id.  per  20  cwt.  of  coal— cannot,  I  think, 
be  exceeded  for  cleaning  out  stoppages  due  to  naphthalene,  both 
inside  and  outside  the  manufactory. 


3.  I  have  found  experimentally  that  an  increase  of  1000  cubic 
feet  between  about  9000  and  10,000  feet  has  decreased  the  produc¬ 
tion  of  tar  by  one-third  to  two-thirds  of  a  gallon,  while  its  specific 
gravity  has  increased  '02  to  ’025.  The  money  loss  due  to  dimi¬ 
nished  quantity  and  increased  specific  gravity  will  vary  as  the 
demand  for  certain  products  or  distillates  preponderates  ;  but,  as¬ 
suming  the  value  of  the  tar  at  Id.  or  l|^d.,  we  may  adopt  Id.  as  the 
loss  per  20  cwt.  of  coal  carbonized. 

4.  It  is,  I  think,  well  recognized  that  low  temperatures  give  low 
yields  of  ammonia  ;  and  Mr.  Lewis  T.  Wright  has  shown  that  the 
maximum  of  this  product  is  realized  when  coals  are  distilled  to 
produce  about  10,000  cubic  feet  of  gas  per  ton.  I  calculate  the 
additional  ammonia  due  to  an  increase  of  1000  feet  of  gas  at  about 
7  per  cent. ;  and  its  value  at  0'75d.  to  l‘5d.  per  ton  of  coal. 

5.  On  reducing  a  series  of  records  by  the  same  authority,  I  find 
that  an  increase  of  1000  cubic  feet  of  gas  upon  a  production  of  9484 
cubic_  feet  obtained  from  Derbyshire  coals,  gives  a  reduction  in 
illuminating  power  of  not  exceeding  one-fifth  of  a  candle ;  and  I 
value  this  at  2d.  per  ton  of  coal. 

6.  The  increase  of  sulphur  in  the  unpurified  gas  is  found  to  be 
about  7’5  grains  per  100  cubic  feet  when  the  production  is  increased 
by  1000  cubic  feet.  This  works  out  to  28  per  cent.,  which  at  a 
mean  cost  for  purifying  of  5T5d.  per  ton  of  coals  (as  stated  in 
Field’s  “Analysis”)  gives  l‘44d.  per  ton  as  the  cost  of  purifying 
from  the  extra  sulphur. 

7.  To  my  mind,  it  does  not  follow  that  the  increased  temperature 
necessary  to  give  an  extra  yield  of  1000  cubic  feet  must  require  a 
pro  raid  increase  in  the  quantity  of  fuel ;  but  as  I  do  not  wish  to 
leave  any  consideration  undervalued,  theyjro  rata  increase  in  the 
value  may  be  taken  at  from  Id.  to  2d.  per  ton. 

8.  If  the  extra  heat  implies  also  a  y;ro  rata  increase  in  the  cost 
of  settings,  &c.,  which  I  am  not  prepared  to  admit,  we  may  put 
this  also  at  2d.  per  ton. 

I  estimate  the  cost  of  manufacturing  and  delivering  1000  cubic 
feet  of  coal  gas  into  the  holder,  exclusive  of  interest  on  buildings, 
&c.,  as  follows  : — 

1.  When  producing  9000  cubic  feet  of  18'3-candle  gas  =  32,940 
candle-units  per  20  cwt.  of  coal — 


m  o.  tA. 

To  20  cwt.  of  coal  delivered  into  works.  .  9  O'O 

,,  Wages  and  salaries,  carbonizing.  .  .  6’0 

„  Coke  for  fuel .  17'0 

„  Purifying .  OO'O 

,,  Wear  and  tear .  2  2'0 


By  residuals — 

Coke .  2  2'6 

Tar .  12-4 

Ammonia .  0  10'7 

Sundries .  0  2'3 

-  4  6 

Net  cost .  12  3 


And  128.  3d. -p  9000  =  Is.  4'33d.  per  1000  cubic  feet. 

2.  When  producing  10,000  cubic  feet  of  18'1-candle  gas  =  3G,200 
candle-units  per  20  cwt.  of  coal — 


To  20  cwt.  of  coal  delivered  into  works  .  .  9  O'O 
,,  Wages  and  salaries,  carbonizing  ...  3  6'0 

,,  Fuel  (see  item  No.  7) . 1  9'0 

•  „  Purifying  (see  item  No.  6) . 0  7'5 

,,  Wear  and  tear  (see  item  No.  8)  ....  2  4'0 

,,  Clearing  pitch  and  naphthalene  (see  items 

Nos.  1  and  2) . 0  1'5 

-  17  4 

By  residuals — 

Coke . 2  2'6 

Tar . 11-4 

Ammonia . 0  11 '7 

Sundries . 02'3 

-  4  0 

Net  cost .  12  10 


And  128.  lOd.  -F  10,000  =  Is.  3'4d.  per  1000  cubic  feet. 

Hence,  32,940  :  36,200  : :  12'25s. :  I3'46s. ;  and  13s.5id-12s.  lOd. 
=  7id.  profit  per  20  cwt.  of  coal  carbonized.  This  74d.  upon  a 
consumption  of  (say)  50,000  tons  of  coal  per  annum  produces  a 
sum  of  ^1562. 


Discovery  of  an  Oil  Spring  in  Cheshire. — ^At  Anderton,  near 
Northwich,  in  the  salt  district,  the  Rural  Sanitary  Inspector  has, 
it  is  stated,  found  a  well  of  petroleum  oil  of  great  richness. 

A  Test  for  Saccharine. — In  a  recent  number  of  the  Chemical 
News,  Mr.  D.  Lindo  described  the  following  test  for  saccharine : — 
After  placing  the  saccharine  with  concentrated  nitric  acid  in  a 
small  porcelain  dish,  evaporate  to  dryness  on  the  water-bath,  or 
by  rnoving  the  flame  of  a  spirit-lamp  to  and  fro  under  the  dish  ; 
blowing  on  the  surface  occasionally  to  facilitate  evaporation,  and 
taking  care  that  the  heat  does  not  rise  too  high.  If  the  dish  is 
not  allowed  to  cool,  and  a  few  drops  of  strong  solution  of  potash  in 
50  per  cent,  alcohol  are  added  to  the  residue,  a  faint  yellow  colour 
only  will  be  developed.  Spread  the  liquor  over  the  surface  of  the 
dish  ;  and  before  it  has  settled  to  the  bottom  apply  heat  with  the 
lamp,  as  above,  quickly  all  over  the  under  surface  of  the  dish.  If 
the  vapour  of  alcohol  happens  to  ignite,  it  must  be  at  once  extin¬ 
guished.  A  great  variety  of  colours  will  be  developed  in  this  way. 
As  the  dish  cools  and  moisture  is  absorbed,  the  colours  fade.  By 
heating  they  can  be  reproduced,  though  not  in  the  same  perfection 
as  at  first. 
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THE  RUSTING  OF  IRON. 

In  the  Journal  for  Airg.  28  last  (p.  374),  we  noticed  briefly  a 
paper  read  by  Professor  A.  Crum-Brown,  at  the  meeting  of  the  Iron 
and  Steel  Institute  held  in  Edinburgh  in  the  previous  week,  in 
which  he  described  the  chemical  processes  involved  in  the  rusting 
of  iron.  The  following  is  the  full  text  of  the  paper : — 

My  attention  was  first  called  to  the  subject  of  the  rusting  of  iron 
by  observing  what  happens  when  a  drop  of  rain  fails  on  a  clean 
bright  surface  of  this  metal.  At  first,  for  a  short  time,  the  drop 
remains  clear,  and  the  bright  surface  of  the  iron  is  seen  through  it ; 
but  soon  a  greenish  precipitate  forms  in  the  drop,  and  this  rapidly 
becomes  reddish  brown.  The  brown  precipitate  does  not  adhere  to 
the  iron,  but  is  suspended  in  the  water,  and  becomes  a  loosely 
adherent  coating  only  when  the  water  has  evaporated.  I  may 
premise  that,  in  speaking  of  rusting,  I  mean  the  formation  of  rust 
on  the  surface  of  metallic  iron  exposed  to  ordinary  atmospheric 
conditions.  I  do  not  intend  to  treat  of  the  corrosion  of  iron  by 
substances  such  as  sulphuric  or  sulphurous  acid,  hydrochloric  acid, 
or  any  occasional  impurities  which  may  be  present  in  the  air.  It 
has  been  conclusively  shown  that  the  necessary  conditions  for  the 
production  of  rust  are :  (1)  metallic  iron,  (2)  liquid  water,  (3) 
oxygen,  and  (4)  carbonic  acid — both  the  latter  being  dissolved  in 
the  liquid  water.  Iron  remains  quite  free  from  rust  in  an  atmo¬ 
sphere  containing  oxygen,  carbonic  acid,  and  water  vapour,  so  long 
as  the  water  vapour  does  not  condense  as  liquid  water  on  the  sur¬ 
face  of  the  iron. 

Let  us  now  consider  the  action  on  iron  of  the  three  substances, 
liquid  water,  oxygen,  carbonic  acid,  singly,  and  then  two  and  two. 
Liquid  water,  quite  free  from  dissolved  gases,  does  not  act  on  iron 
at  ordinary  temperatures.  At  high  temperatures  (very  rapidly  at 
a  red  heat)  iron  is  oxidized  by  water  or  water  vapour,  and  is  con¬ 
verted  into  the  magnetic  oxide  of  iron.  This  magnetic  oxide  is 
formed  on  the  surface  of  the  iron  as  an  adherent  coating  ;  and  only 
when  it  is  detached  can  the  water  gain  access  to  lower  layers  of 
the  iron.  Oxygen  gas  alone  does  not  act  at  ordinary  temperatures 
on  iron.  At  high  temperatures  it  also  converts  the  iron  into  the 
magnetic  oxide,  which  forms  an  adherent  coating.  The  same  is 
the  case  with  carbonic  acid  gas  acting  alone.  At  ordinary  tem¬ 
peratures  it  is  without  action.  At  high  temperatures  the  carbonic 
acid  is  reduced  to  carbonic  oxide,  and  the  iron  is  oxidized  to 
magnetic  oxide,  which  forms  an  adherent  coating.  Liquid  water 
with  oxygen  dissolved  in  it  does  not  act  at  ordinary  temperatures 
on  iron.  This  is  shown  by  the  fact  that  ordinary  water,  exposed 
to  the  air,  does  not  rust  iron  it  the  water  contains  a  substance  such 
as  lime  or  caustic  alkali,  capable  of  combining  with  carbonic  acid 
and  itself  without  action  on  iron.  As  long  as  the  lime  or  the 
caustic  alkali  is  there,  no  rusting  occurs.  When  the  lime 
or  caustic  alkali  has  been  converted  by  the  carbonic  acid  of  the 
air  into  carbonate,  then,  and  not  till  then,  can  the  carbonic  acid 
of  the  air  dissolve  as  such  in  the  water  ;  and  then,  and  not  till 
then,  does  rusting  begin.  Water,  containing  carbonic  acid  dis¬ 
solved  in  it,  acts  on  iron  at  ordinary  temperatures,  forming  ferrous 
carbonate,  which  dissolves  in  the  carbonic  acid  water  ;  forming,  no 
doubt,  ferrous  bicarbonate.  In  this  way  artificial  chalybeate  water 
has  been  prepared  by  shaking  up  finely-divided  iron  with  carbonic 
acid  water.  In  this  action,  hydrogen  gas  is  given  off.  Solutions 
have  been  thus  prepared  containing  nearly  O'l  per  cent,  of  iron. 
If  oxygen  is  presently  dissolved  in  the  water,  it  will  unite  with  the 
nascent  hydrogen ;  and  if  we  have  sufficient  water,  iron,  and  car¬ 
bonic  acid,  the  whole  of  the  dissolved  oxygen  will  be  thus  con¬ 
sumed.  The  presence  of  dissolved  oxygen  quickens  the  solution 
of  the  iron ;  the  tendency  of  the  oxygen  to  combine  with  the 
nascent  hydrogen  supplying  an  additional  motive  to  the  action. 
Probably,  in  ordinary  rusting,  no  hydrogen  actually  becomes 
free,  as,  under  ordinary  conditions,  there  will  always  be  enough 
dissolved  oxygen  to  convert  all  the  nascent  hydrogen  into 
water.  When  a  solution  of  ferrous  bicarbonate  is  exposed  to  an 
atmosphere  containing  neither  free  oxygen  nor  carbonic  acid,  it 
loses  carbonic  acid,  and  insoluble  ferrous  carbonate  is  precipitated. 
If  free  oxygen  is  present  in  the  atmosphere  to  which  it  is  exposed, 
the  ferrous  carbonate  is  oxidized  to  ferric  hydrate  ;  carbonic  acid 
being  given  off.  This,  if  the  water  is  not  already  saturated  with 
carbonic  acid,  dissolves  in  the  water. 

We  can  now  follow  the  whole  process  of  rusting,  and  divide  it 
into  stages — these  stages  being  really  separable,  if  we  take  proper 
precautions,  but  in  the  usual  case  overlapping  one  another. 
We  have,  first,  the  formation  of  soluble  ferrous  bicarbonate ; 
secondly,  the  conversion  of  ferrous  bicarbonate  into  ferric  hydrate, 
the  white  ferrous  carbonate  passing  through  green  and  black 
intermediate  substances  into  the  reddish-brown  ferric  hydrate 
— i.e.,  rust.  We  have  to  note  that  the  carbonic  acid  that  is  dis¬ 
solved  in  the  liquid  water,  which  is  necessary  for  the  process  of 
rusting,  is  not  used  up  in  the  process.  It  is  given  off  during  the 
oxidation  of  the  ferrous  bicarbonate  to  ferric  hydrate,  and  is  thus 
ready  to  act  on  the  new  surface  of  the  metallic  iron.  The  con¬ 
tinuation  of  the  process  of  rusting  is  not,  therefore,  dependent  on 
new  carbonic  acid  absorbed  from  the  air,  but  the  original  carbonic 
acid,  if  not  removed,  can  carry  on  the  process  indefinitely,  as 
long  as  liquid  water  is  present,  and  oxygen  is  supplied  from  the 
air.  When  the  process  is  started,  it  goes  on  more  rapidly, 
because  the  porous  rust  not  only  does  not  protect  the  iron,  but 
favours,  by  its  hygroscopic  character,  the  condensation  of  water 
vapour  from  the  air  as  liquid  water.  A  piece  of  iron,  therefore, 
which  has  begun  to  rust,  will  continue  rusting  in  an  atmosphere 
not  saturated  with  water  vapour — an  atmosphere  in  which  a  piece 


of  clean  iron  will  not  rust,  because  liquid  water  will  condense 
from  such  an  atmosphere  on  the  hygroscopic  rust,  but  not  on  the 
bright  iron. 


New  York  Water  Supply.  —  It  is  stated  to  be  possible  that 
the  great  Quaker  Bridge  dam  for  the  New  York  water  supply  may 
not  be  constructed  for  another  20  years,  as  Mr.  Eugene  M.  M‘Lean, 
of  the  Controller’s  staff,  has  lately  sent  in  a  report  to  the  Aqueduc 
Board,  in  which  he  states  that  though  the  dam  will  ultimately  have 
to  be  built  to  impound  the  whole  yield  of  the  Croton  watershed, 
estimated  at  400  million  gallons  per  day,  he  thought  it  would  not 
be  required  for  25  or  30  years,  and  ought  to  be  left  to  the  next 
generation  to  construct.  The  cost  of  the  Quaker  Bridge  dam  and 
reservoir  he  estimates  at  L'3, 190,000  ;  whilst  reservoirs  capable  of 
serving  the  city  for  30  years  to  come  could  be  constructed  in  the 
upper  watershed  for  ^1,032,000. 

The  Madrid  Gas  Company  and  the  Supply  of  Electricity. 
— Writing  on  the  15th  inst.,  the  Madrid  correspondent  of  Industries 
says  :  The  price  of  gas  in  Madrid  is  9s.  per  1000  feet ;  but  the 
consumption  does  not  even  reach  1000  feet  per  inhabitant  per 
year.  The  consequence  is  that  the  500  fr.  shares  of  the  Company 
were  quoted  a  few  days  ago  at  380  frs.  ;  and  it  was  expected  that 
there  would  soon  be  a  further  fall,  as  the  electric  light  has  been 
compulsorily  adopted  in  the  theatres,  and  is  also  making  progress 
in  clubs,  restaurants,  &c.  Notwithstanding  this  the  shares  of  the 
Company  have  suddenly  gone  up  to  448'50  frs.  The  only  way  for 
accounting  for  this  is  that,  although  it  has  not  yet  been  made 
public,  the  Company’s  claim  to  have  the  sole  right  to  establish 
mains  for  all  lighting  purposes  is  likely  to  be  admitted  by  the 
Municipality.  Should  this  be  the  case,  the  Company  would  supply 
electric  light  at  a  rate  equivalent  to  gas  at  9s.  per  1000  feet. 

An  Electric  Gas  Lighter  and  Extinguisher. — An  invention 
by  which  the  turning  on  and  shutting  off  of  gas  flowing  to  a 
burner  is  effected  by  the  heating  action  of  an  electrical  current, 
and  in  which  the  gas  is  ignited  by  an  incandescent  wire,  has  been 
patented  by  Mr.  L.  Hogan,  of  Lebanon,  Kentucky,  although, 
according  to  Iron,  the  novelty  of  the  arrangement  is  doubtful.  In 
combination  with  a  gas-burner  is  a  casing  which  has  a  collar 
fitting  on  the  supply-pipe  ;  two  cylinders  filled  with  mercury  being 
mounted  in  the  casing.  The  lower  ends  of  the  cylinder  are  of 
reduced  size,  and  are  provided  with  pistons  having  downwardly 
extending  rods.  One  of  these  piston  rods  rests  on  the  free  end  of 
a  U-shaped  spring,  to  which  is  attached  a  valve-rod  passing  to  a 
valve  in  the  supply-pipe  ;  the  free  end  of  the  spring,  when  pressed 
down  sufficiently  to  open  the  valve,  being  caught  by  one  arm  of  a 
right-angled  spring  catch  lever,  on  the  other  arm  of  which  rests 
the  piston-rod  of  the  second  cylinder.  Three  conductors  are 
required  to  operate  the  burner.  To  turn  on  the  gas,  the  current 
is  sent  through  the  right-hand  mercury  cylinder,  by  means  of 
an  electrically  insulated  conductor  surrounded  by  heat-conducting 
material,  whereby  the  expansion  of  the  mercury  will  press  the 
piston  down,  and  open  the  valve  in  the  supply-pipe ;  the  end  of 
the  spring  which  presses  on  the  valve-rod  being  then  caught  and 
held  by  the  catch  lever.  A  looped  platinum  wire  is  supported  in 
the  circuit  near  the  tip  of  the  burner,  and  is  sufficiently  heated  by 
the  current  to  ignite  the  gas.  To  extinguish  the  gas,  the  current 
is  sent  by  the  left-hand  wire  through  the  other  mercury  cylinder  ; 
the  expansion  of  the  mercury  pressing  down  its  piston,  and 
releasing  the  catch  lever  by  which  the  valve  in  the  supply-pipe  is 
held  open — the  circuit  being  completed  by  the  middle  conducting 
wire  rather  than  by  the  circuit  of  greater  resistance  through  the 
platinum  coil. 

A  New  Oil-Light  for  Outdoor  Use. — A  drawback  experienced 
with  certain  forms  of  outdoor  petroleum  lights  for  use  on  railway 
sidings  and  in  goods  yards  and  similar  situations  is  that,  the  com¬ 
bustion  being  imperfect,  a  quantity  of  the  vaporized  petroleum 
escapes  into  the  air.  This  not  only  means  waste,  but  in  some 
cases  damage  to  surrounding  property  by  the  distribution  of  the  oil 
spray.  In  order  to  overcome  this  defect  a  new  form  of  industrial 
lamp,  known  as  the  “  Jupiter  ”  light,  has  been  devised.  It  consists 
of  a  double  chamber,  the  upper  portion  of  which  contains  the  oil, 
while  the  lower  one  receives  the  compressed  air  which  passes 
upwards  through  a  central  tube  into  the  oil  chamber.  Over  the 
latter  is  placed  a  metallic  double  cover  of  conical  form,  through  the 
top  of  which  the  illuminating  flame  passes  into  the  atmosphere. 
The  oil  chamber  is  connected  by  a  pipe  with  a  reservoir  of  crude 
petroleum,  and  the  air  chamber  is  similarly  placed  in  connection 
with  a  receiver  in  which  air  is  compressed  at  a  pressure  of  about 
20  lbs.  per  square  inch.  In  starting  the  lamp,  a  small  quantity  of 
spirit  is  poured  on  the  surface  of  the  heavy  oil  contained  in  the  oil 
chamber ;  the  spirit  is  then  lighted,  the  covers  placed  over  the 
flames,  and  the  compressed  air  turned  on.  Passing  through  the 
centre  of  the  flame  and  over  the  surface  of  the  oil,  the  air  causes  a 
high  temperature  to  be  rapidly  reached  and  maintained,  and  an 
induced  current  to  be  produced.  The  internal  conical  cover  soon 
becomes  highly  heated,  and  thus  conduces  to  the  perfect  combus¬ 
tion  of  the  oil,  so  that  no  smoke  is  produced  nor  does  any  vaporized 
oil  escape  into  the  atmosphere  ;  the  inlets  for  the  supply  of  oil  and 
compressed  air  being  carefully  proportioned  to  ensure  this  result. 
The  action  of  the  induced  current  is  to  raise  the  gas  of  the  heated 
oil  and  at  the  same  time  to  draw  in  the  necessary  supply  of  air  for 
perfect  combustion.  A  trial  of  the  light  took  place  last  Tuesday 
night  on  some  waste  ground  on  the  Thames  Embankment ;  the 
appliances  shown  ranging  from  100  to  3000  candle  power. 
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Gas-Lamps. — Thomas,  T.  0.  J.,  of  Hornsey.  No.  11,305  ;  Aug.  18,  1887. 

[8d.] 

This  invention  has  reference  to  regenerative  or  recuperative  lamps,  or 
apparatus  constructed  with  inverted  burners,  and  so  arranged  that  air 
for  supporting  combustion  has  its  temperature  raised  on  its  way  to  the 
flame  by  contact  with  surfaces  heated  by  the  escaping  hot  gases  and 
products  of  combustion.  An  early  type  of  this  lamp  was  described  in 
the  specification  of  Clark’s  patent.  No.  3015  of  1863,  which  was  modified 
by  the  present  inventor’s  patent  of  1885,  No.  883. 

Fig.1. 


Fig.  1  of  the  accompanying  illustrations  is  a  vertical  section, 
illustrating  an  air-heating  chamber  combined  with  a  burner  of  Argand 
type  made  according  to  this  (1887)  invention.  Fig.  2  illustrates  a 
modified  form  of  Argand  burner.  Fig.  3  shows  in  vertical  section  still 
another  modified  construction. 

In  fig.  1,  the  air-heating  chamber  comprises  a  series  of  concentric 
nozzles,  pipes,  or  annular  divisions  in  the  form  of  inverted  truncated 
cones  combined  with  an  Argand  burner  composed  of  a  ring  of  tubes.  A 
is  a  perforated  plate  or  partition,  with  downwardly  projecting  ribs  or 
flanges.  B  is  a  nipple  or  casting  provided  with  a  flange  or  collar  to  screw 
into  the  plate  or  partition  A.  By  means  of  it,  the  air-heating  chamber 
and  attached  burner  are  secured  to  the  gas-supply  pipe  and  to  an  air- 
supply  chamber  in  the  manner  described  in  a  former  specification 
(No.  579  of  1887).  There  is  a  box  screwed  into  the  flange  or  collar  of  B, 
and  formed  with  a  tubular  part  or  pocket  C,  for  the  collection  of  dust  and 
dirt  separated  from  the  gas  supplied  to  the  burner  and  scale  from  the  gas- 
pipe.  It  also  serves  to  carry  the  tubes  constituting  the  burner.  To 
facilitate  the  separation  of  the  dust  and  solid  matters  from  the  gas,  and 
thereby  prevent  choking  of  the  burner,  the  under  side  of  B  is  formed 
with  a  downwardly  projecting  flange  or  tube  D,  that  causes  gas  flowing  to 
the  burner  to  first  pass  downward  into  the  pocket  C,  and  afterwards  to  rise 
before  entering  the  tubes.  With  this  form  of  burner,  air  is  admitted 
both  to  the  centre  and  to  the  exterior  of  the  gas-flames.  E  is  a  guard 
surrounding  the  lower  ends  of  the  pipes  ;  and  serving  to  prevent  air 
passing  to  the  central  space  within  the  burner  at  the  lower  part.  F  is 
a  nozzle-like  guide  or  deflector,  to  direct  the  issuing  gas  to  a  focus.  The 
air  admitted  to  the  inner  space  of  the  air-heating  chamber  passes 
between  the  tubes  to  the  central  space,  and  issuing  thence  tends  to  give 
an  outward  direction  to  the  flame ;  whilst  the  air  admitted  to  the  outer 
spaces  is  caused  on  issuing  to  impinge  upon  the  gas  in  an  angular  and 
downward  direction,  so  that  there  is  a  tendency  to  focus  it. 

In  fig.  2,  the  burner  is  in  the  form  of  an  annular  gas  chamber  of 
the  ordinary  kind,  perforated  at  the  bottom,  and  connected  to  a  gas  box 
or  chamber  by  pipes  as  shown.  Each  nozzle,  pipe,  or  division  (instead 
of  being  formed  as  part  of  a  single  truncated  cone)  may  be  further 
bent  inwards  at  its  lower  end,  so  as  to  form  part  of  another  cone. 

In  fig.  3  the  conical  nozzles,  pipes,  or  annular  divisions  are  each 
formed  with  or  carried  by  a  perforated  ring-like  flange  or  extension  pro¬ 
vided  with  an  upwardly  extending  flange.  The  nozzles  are  secured  in 
position  below  the  perforated  plate  A  by  a  tube  formed  with  a  flange 
to  support  the  lowest  flange  (which  is  not  perforated),  and  arranged  to 
screw  into  a  rib  or  flange  on  the  plate  A.  This  construction  admits  of 
the  nozzles  being  readily  secured  together  and  taken  apart  when  desired. 
The  pocket  C  in  this  arrangement  is  cast  in  one  piece  with  the  plate  A. 
The  guard  E  is  secured  within  the  ring  of  tubes  ;  and  a  guide  or  deflector 
is  provided  to  deflect  gas  issuing  from  the  burner  in  an  outward  direction. 


Gas-Lamps. — Thomas,  T.  C.  J.,  of  Hornsey.  No.  11,306  ;  Aug.  18, 
1887.  [8d.] 

This  invention  has  reference  to  lamps  (applicable  also  for  heating) ; 
the  construction  or  arrangement  of  burner  being  such  as  will  produce 
a  divided  or  duplex  flame,  to  be  used  either  inverted  or  otherwise,  with 
air  for  supporting  combustion  having  in  some  arrangements  its  tem¬ 
perature  raised  on  its  way  to  the  flame  by  contact  with  surfaces 
deriving  heat  from  the  escaping  hot  products  of  combustion. 

Fig.  1  shows  in  vertical  section  an  inverted  gas-burner,  suitable 
(according  to  this  invention)  for  use  in  the  closed  combustion  chamber 
of  an  ordinary  regenerative  or  recuperative  lamp  ;  and  fig.  2  is  a  vertical 
section  of  the  burner  when  arranged  for  use  with  a  chimney  or  globe 
open  at  the  top. 

In  fig.  1,  A  is  an  inner  air  chamber ;  B,  a  gas  chamber ;  and  C,  an 
outer  air  chamber.  These  chambers  are  mainly  formed  by  three  con¬ 
centric  castings  or  metal  casing  of  approximately  hemispherical  form, 
secured  at  their  ends  or  bases  to  a  perforated  plate  D.  E  is  a  gas-box, 
with  socket  for  attachment  to  a  gas  supply  pipe.  It  is  connected  to 
the  plate  D  by  tubes  which  place  the  interior  of  the  box  in  communi-  I 
cation  with  the  gas  chamber  B.  The  inner  casings  are  each  formed 


with  a  slot  or  opening  F,  and  the  outer  one  with  a  slot  G.  The  spaces 
between  the  casings  at  the  two  ends  of  the  slots  or  openings  are  closed, 
in  order  to  prevent  air  passing  between  the  two  at  these  parts.  H  is  a 
plate  or  partition  dividing  the  inner  air  space,  and  projecting  through 
the  slots  or  openings  F  G  ;  and  provided  at  each  side  with  an  outwardly 
curved  guide  or  deflector  I.  The  arrangement  is  such  that  the  gas 
issues  from  the  gas  chamber  B  towards  each  side  of  the  plate  or  par¬ 
tition  H  in  a  stream  having  the  contour  of  an  arc  of  a  circle  or  approxi¬ 
mately  so. 

If  the  burner  shown  be  secured  to  the  gas  and  air  supply  pipes  of  a 
suitable  regenerative  gas-lamp  so  that  the  air  descends  through  the 
inner  and  outer  air  chambers  A  and  C  in  the  direction  of  the  arrows 
shown  by  full  lines,  and  the  gas  in  the  direction  of  the  arrows  shown 
by  dotted  lines,  two  flames  of  peculiar  form  will  be  produced ;  each 
being  curved  outward  and  upward,  and  having  a  curved  or  arc-like 
cross  section.  The  form  of  the  flame  will,  however,  depend  to  some 
extent  upon  the  arrangement  of  the  lamp  and  of  the  exit  apertures  for 
the  hot  gases  and  products  of  combustion. 

In  fig.  2,  the  plate  D,  gas-box  E,  and  plate  or  partition  H,  shown 
in  fig.  1,  are  dispensed  with ;  and  the  burner  is  connected  by  tubes  to 
the  socket  D,  which  is  arranged  to  be  secured  to  the  upper  end  of  a 
gas  supply  pipe,  so  that  the  gas  issues  upwardly  from  the  burner. 
The  casings  are  slotted  as  before  ;  and  the  intermediate  one  is  provided 
with  a  series  of  holes  for  the  passage  of  air  to  the  outer  air  chamber  C, 
and  with  another  series  of  holes  for  the  passage  of  air  to  the  interior 
of  a  chimney  or  globe  which  is  open  at  the  top,  and  supported  on  a 
flange  or  gallery  at  the  lower  end  of  the  casing.  With  this  arrange¬ 
ment,  two  approximately  flat  semicircular  topped  flames  will  be 
obtained,  with  an  air  current  at  the  outer  side  of  each,  and  with  an 
air  current  between  them. 


Gas-L.amps  and  Burners. — Quaglio,  J.  von,  and  Westphal,  C.,  of  Berlin. 

No.  14,837  ;  Oct.  31,  1887.  [8d.] 

This  invention  relates  to  gas-lamps  or  burners  having  a  downwardly 
directed  flame  with  central  chimney  ;  and  it  consists  principally  “  in  an 
improved  form  of  gas-jet  applicable  to  such  lamps  or  burners,  and 
generally  in  the  arrangement  and  combination  of  parts  of  the  lamp.” 


A  is  the  cylindrical  casing  of  the  lamp  forming  the  air  chamber,  and 
narrowed  below  to  the  shape  of  a  hollow  inverted  truncated  cone.  In 
the  lower  portion  of  the  easing  is  placed  the  burner,  consisting  of  the 
outer  inverted  truncated  conical  wall  B  connected  to  the  outer  cylinder 
at  intervals  by  stays,  and  projecting  inwardly  at  its  upper  edge  so  as  to 
make  a  flange,  which  forms  a  secure  joint  with  the  second  part  of  the 
burner — viz.,  the  inverted  truncated  hollow  conical  part  C — of  greater 
steepness  than  the  part  B,  and  extending  downward  so  that  its  lower 
edge  is  level  with  the  lower  edge  of  the  latter,  and  at  a  short  distance 
therefrom  in  order  to  form  with  it  an  annular  jet  for  the  issue  of  the  gas. 
The  gas-pipe  may  either  pass  laterally  as  on  the  left  of  the  illustration, 
or  vertically  downward  as  shown  on  the  right  side,  into  the  upper  portion 
of  the  space  enclosed  between  the  parts  B  and  C.  Down  the  centre  of 
the  cylindrical  chamber  A  extends  the  chimney  D,  preferably  made  in 
one  part  with  a  flange,  the  rim  of  which  is  fastened  inside  the  upper 
edge  of  the  cylinder  A,  whereby  the  chimney  is  supported,  and  a  cover  is 
formed  to  the  cylinder  by  the  flange.  The  latter  may  or  may  not  be 
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perforated  for  the  admission  of  air  into  the  cylinder.  The  chimney 
extending  down  to  near  the  upper  edge  of  the  burner  body  terminates  in, 
and  is  continued  downward  by  the  tube  E,  which  is  made  of  refractory 
or  heat-withstanding  material.  This  tube  extends  downward  to  a  suit¬ 
able  distance  below  the  lower  rim  of  the  burner,  and  is  then  flanged 
outward  to  form  a  flame  distributor.  There  is  a  flange  on  the  lower 
edge  of  the  cylindrical  portion  of  the  casing  A,  and  a  recess  is  left  in  the 
under  edge  thereof  to  receive  a  ring  of  asbestos  material.  The  rim  of 
the  globe  G  is  held  firmly  against  this  ring  by  springs  or  hooks. 

The  air  entering  into  the  chamber  A  passes  downward  on  each  side  of 
the  annular  burner,  and  issues  to  the  flame  F  ;  the  latter  passing  out¬ 
ward  and  downward  into  the  chimney  and  flue  H.  To  equalize  the 
pressure  of  gas  in  a  burner  of  this  kind,  flanges  or  plates  may  be  so 
placed  therein  as  to  divide  the  annular  body  into  two  separate  portions 
with  passages  connecting  them.  The  gas  is  thus  more  or  less  xestrained 
in  its  passage  from  the  annular  space  in  which  it  first  arrives  from  the 
pipe  into  that  from  which  it  issues  to  the  flame. 


G.\s  Heatikg-Stoves. — Jackson,  W..  of  Aberdeen.  No.  15,1G7  ;  Nov.  7, 
1887.  [8d.' 

According  to  this  invention,  the  chamber  constituting  the  casing  of 
the  stove  is  fitted  with  a  burner,  the  gas  for  which  is  supplied  through 
an  atmospheric  arrangement.  The  interior  of  the  chamber  is  fitted  with 
a  number  of  inclined  tubes  or  passages  opening  at  each  end  to  the  out¬ 
side  of  the  chamber,  but  having  no  communication  with  the  interior  of 
it.  These  pipes  (by  which  the  air  is  heated)  are  preferably  arranged  in 
tiers  one  above  the  other,  and  are  placed  at  such  an  angle  that  the 
air  of  the  apartment  enters  them  at  one  end,  becomes  heated  in  them, 
and  passes  out  from  them  at  the  other  end  ;  so  that  circulation  of  the 
air  of  the  department  through  the  stove  is  secured. 

Gas-Engines. — Davy,  C.,  of  Sheffield.  No.  15,658;  Nov.  15, 1887.  [8d.] 

This  invention  has  for  its  object  to  diminish  the  consumption  of  gas 
or  vapourin  gas  and  other  engines,  by  maintaining  a  higher  temperature 
in  the  jacket  surrounding  the  working  cylinder  and  combustion  chamber 
— and  consequently  in  the  walls  of  the  cylinder  and  chamber — than  is 
possible  when  water  is  used  as  the  cooling  agent  in  the  jacket ;  and 
avoiding  at  the  same  time  the  danger  of  overheating  which  might  ensue 
were  no  cooling  jacket  employed.  The  highest  temperature  practically 
maintainable  in  the  jacket,  says  the  patentee,  is  necessarily  lower  than 
the  boiling  point  of  the  liquid  employed  therein  ;  and  hence  it  follows 
that  if  water  be  so  employed,  an  excessive  amount  of  heat  is  abstracted 
from  the  working  cylinder  and  combustion  chamber,  which  entails  a 
correspondingly  wasteful  consumption  of  gas.  His  invention  therefore 
consists  in  a  mode  of  maintaining  a  much  higher  (mean)  temperature 
in  the  jacket — and  consequently  in  the  walls  of  the  working  cylinder 
and  combustion  chamber — by  the  employment,  as  the  cooling  agent,  of 
a  fixed  oil  such  as  olive  oil,  the  boiling  point  of  which  is  much  higher 
than  that  of  water  at  atmospheric  pressure. 

In  carrying  out  the  invention,  it  is  desirable  to  provide  against  the 
oxidation  of  the  oil  which  would  occur,  and  the  objectionable  odour 
which  would  be  given  off,  if  the  hot  oil  were  exposed  to  the  atmosphere  ; 
and  to  this  end  it  is  necessary  that  the  hot  oil  should  circulate  in  a 
closed  (or  practically  closed)  system  in  such  a  manner  that  the  oil  will 
be  sufficiently  cooled  to  prevent  the  temperature  in  the  jacket  rising 
beyond  the  desired  limit — i.e.,  beyond  the  boiling  point  of  the  oil,  or 
beyond  such  a  temperature  that  the  piston  and  rings  would  become 
overheated,  whichever  temperature  is  the  lowest ;  the  circulating  system 
being  provided  with  means  of  accommodating  the  variable  expansion  of 
the  oil  without  exposing  the  hot  oil  to  the  air. 


Altering  and  Adjusting  the  Outlet  Liquid  Level  in  Tanks  or  other 
Vessels. — Cutler,  S.,  of  Millwall.  No.  16,221 ;  Nov.  25,  1887.  [8d.) 

This  invention  has  for  its  object  the  construction  of  apparatus 
whereby  the  outlet  liquid  level  in  tanks  or  other  vessels  may  be  altered 
and  adjusted  with  precision  ;  being  especially  adapted  for  application 
to  vessels  used  in  dissolving  solid  matters. 


Fig.  1  is  a  side  sectional  elevation  of  the  tank  and  the  partition  used 
when  liquids  and  solids  have  to  be  divided  (but  which  partition  is  not 
necessary  when  liquids  of  different  specific  gravities  are  to  be  dealt  with) ; 
and  fig.  2  is  a  transverse  sectional  elevation  of  the  same  tank  in  which 
no  partition  is  shown. 

When  necessary  a  partition  A  is  placed  across  the  tank  or  vessel  B 
used  so  as  to  divide  it  into  two  chambers  C  and  D  ;  each  communicating 
with  the  other  at  the  upper  part  by  reason  of  the  partition  not  reaching 
quite  to  the  top.  There  is  also  a  communication  from  one  to  the  other 
near  the  bottom,  by  one  or  more  holes  E,  so  that  the  liquid  portion  of 
the  mixture  may  flow  into  the  smaller  or  outlet  chamber  D,  while  the 
solid  matter  is  retained  in  C.  At  a  convenient  height  in  the  side  of  the 
smaller  or  outlet  chamber  D  is  inserted  a  pipe  F,  with  a  specially  formed 
elbow  G  capable  of  being  partially  revolved.  To  one  end  of  this  elbow 
there  is  fitted  the  pipe  F,  for  conveying  the  out-flowing  liquor  to  its 
appropriate  receptacle.  To  the  other  end  of  the  elbow  is  fixed  a 
radiating  hollow  arm  I.  Attached  to  the  elbow  there  is  also  a  worm- 
wheel  J,  which  is  actuated  by  a  worm  K  fixed  to  a  spindle  L  that  passes 


through  the  tank,  and  through  the  arm  of  a  bracket  M  fastened  to  the 
top  thereof ;  the  part  of  the  spindle  projecting  above  the  arm  being 
furnished  with  a  handle  N,  or  hand-wheel. 

On  turning  the  handle  N,  the  spindle  L  and  worm  K  will  revolve  and 
impart  motion  to  the  worm-wheel  J,  which,  being  fixed  to  the  elbow  G, 
will  cause  the  radiating  hollow  arm  I  to  assume  any  desired  angle  to  the 
vertical  ;  and  consequently  its  top  will  be  raised  or  depressed  to  the 
requisite  level.  The  liquid  contents  of  the  tank  may  be  drawn  off  to  a 
level  corresponding  with  the  height  of  the  top  of  the  hollow  arm  I,  which 
may  be  altered  or  adjusted  at  pleasure. 


The  Arrangement  of  Gas  Washers  or  Scrubbers  when  more  than 
One  are  Employed. — Cutler,  S.,  of  Millwall.  No.  16,222  ;  Nov.  25, 
1887.  [Gd.] 

This  invention — which  has  for  its  object  the  convenience  in  use,  and 
economy  of  construction,  together  with  reduced  area  of  ground  required 
for  gas  washers  or  scrubbers  where  a  number  are  employed  for  the  same 
or  similar  operation — consists  in  making  one  very  large  vessel,  and 
dividing  it  by  partitions  into  as  many  compartments  or  chambers  as  are 
required  to  effect  proper  purification.  The  exterior  form  of  the  vessel 
may  be  (in  plan)  a  long  parallelogram,  in  which  case  the  house  for  con¬ 
taining  the  necessary  distributing  apparatus  extends  from  end  to  end 
of  the  top  of  the  vessel ;  or  it  may  be  a  shorter  parallelogram  with  a 
central  partition  subdivided  so  as  to  form  the  requisite  number  of 
chambers.  Another  arrangement  may  be  made  by  having  a  vessel  of  the 
form  of  a  parallelogram  divided  by  a  certain  number  of  partitions,  with 
offsets  arranged  so  as  to  serve  as  additional  chambers  ;  or  the  chambers 
may  be  made  of  a  hexagonal  or  octagonal  shape,  but  so  grouped  together 
as  to  admit  of  one  or  more  sides  of  one  chamber  serving  as  the  side  or 
sides  of  other  chambers.  By  these  means  it  is  claimed  that  great 
economy  in  construction  is  effected,  while  the  area  on  which  the  washers 
stand  is  much  reduced,  and  the  convenience  for  arranging  the  appliances 
for  distributing  the  liquid  with  which  they  are  supplied  is  greatly 
increased. 


Mixture  and  Treatment  of  Materials  for  Enriching  Coal  Gas  and  iN' 
Eemoving  or  Preventing  Stoppages  in  Ascension-Pipes. —Bennett. 
W.  H.;  communicated  from  J.  Lamy,  of  Paris.  No.  17,558;  Dec.  21, 
1887.  [6d.] 

This  invention  has  for  its  object  the  manufacture  of  a  compound  for 
the  enrichment  of  coal  gas,  and  for  the  prevention  and  removal  of 
stoppages  in  ascension-pipes. 

The  patentee  proposes  to  take  any  variety  of  shale  or  lignite,  or  brown 
coal,  or  cannel,  together  with  shale  oil,  or  any  other  suitable  oil,  and 
grind  them  together  under  very  heavy  pressure,  so  as  to  pulverize  and 
intimately  amalgamate  together  the  shale  and  oil.  A  shale,  brown  coal, 
lignite,  or  cannel  is  preferred  that  is  capable  of  yielding  the  largest 
quantity  of  gas  ;  and  the  oil  preferred  is  that  which  contains  the  greatest 
amount  of  paraffin  or  paraffin  scale.  A  good  oil  to  use  is  one  having  a 
specific  gravity  of  -930  to  950 ;  a  flashing  point  of  120°  ;  and  a  setting 
point  of  65°  Fahr.  But  others  may  be  employed — such  as  those  known 
as  intermediate  oil,  gas  oil,  still  bottoms,  blue  oil,  green  oil,  or  any 
waste  mineral  oil,  or  oleaginous  matters ;  and  in  some  cases  it  may  be 
preferred  to  grind  and  amalgamate  together  with  the  shale  and  oil  a 
proportion  of  bituminous  coals,  so  as  to  improve  and  strengthen  the 
quality  of  the  coke  left  after  distillation  in  the  retorts. 

The  proportion  in  which  the  oil  and  shale  are  mixed  depends  on  the 
use  for  which  the  composition  is  employed.  If  for  enriching  coal  gas, 
about  30  to  40  gallons  of  oil  per  ton  of  shale  are  used ;  but  if  for  pre¬ 
venting  or  removing  the  stoppages  in  ascension-pipes,  about  50  to  60 
gallons  to  the  ton  of  shale  are  more  suitable. 

When  the  compound  is  used  for  enriching  coal  gas,  the  quantity  of 
the  mixture  to  be  added  to  the  ordinary  coal  with  which  the  retorts  are 
charged  must  be  proportionate  to  the  quality  of  the  gas  it  is  desired  to 
make  ;  and  the  effect  is  that  the  rich  gases  eliminated  from  the  com¬ 
pound  unite  with  the  poor  gas  from  the  coal  so  intimately  that  no 
undue  condensation  ensues.  If,  however,  it  is  used  for  preventing  or 
removing  stoppages  in  the  ascension-pipes,  a  hole  is  made  through  the 
carbonaceous  substance  in  the  pipes ;  and  the  retorts  are  then  charged 
with  the  compound  alone,  and  without  any  admixture  of  common  coal. 
The  result  is  that  the  rich  gases  given  off  soften,  melt,  and  liquify  the 
carbonaceous  matter,  so  that  it  falls  down  the  pipe  into  the  mouthpiece 
and  may  thus  be  easily  removed. 


APPLICATIONS  FOR  LETTERS  PATENT. 

14,675. — Fitzpatrick,  H.  D.,  and  Rose,  G.,  “  Improvements  in  the 
method  of  and  apparatus  for  manufacturing  gas  from  mineral  or  other 
oils.”  Oct.  12. 

14,707. — Hibberson,  J.,  “  Improvements  m  valves,  taps,  or  stopcocks, 
for  gas,  water,  or  other  fluids.”  Oct.  13. 

14,723. — Dickson,  J.  H.,  and  Schwaben,  H.  W.,  “  Improvements  in 
valve  mechanism  for  dry  gas-meters.”  Oct.  13. 

14,831. — Williams,  H.,  “Improvements  in  mechanism  for  governing 
the  speed  of  gas  and  similar  motor  engines.”  Oct.  16. 

14,872. — Rose,  J.  M.,  “  Improvements  in  the  manufacture  of  gas.” 
Oct.  16. 

14,878. — King,  J.,  “  Improvements  in  apparatus  for  taking  off  the  gas 
from  gas-retorts  and  delivering  it  into  hydraulic  mains,  and  for  pre¬ 
venting  the  tar  or  liquors  which  condense  in  the  ascension-pipes  from 
returning  to  the  retorts.”  Oct.  16. 

14,925. — Walker,  W.  T.,  “Improvements  in  apparatus  to  be  used  in 
the  purification  of  coal  gas.”  Oct.  17. 

15,009. — Greene,  T.  A.,  “  An  improvement  in  regenerative  lamps.” 
Oct.  18. 


Proposed  Electric  Lighting  of  Leeds. — The  Leeds  Corporation  have 
recently  received  a  number  of  applications  from  electric  lighting  agents 
and  syndicates,  with  a  view  to  the  installation  of  the  electric  light  in 
certain  districts  of  the  borough ;  and  it  is  expected  that  the  whole  subject 
will  shortly  be  brought  before  the  Town  Council.  In  the  meantime  the 
Electric  Lighting  Committee  have  instructed  the  Borough  Engineer  (Mr. 
T.  Hewson,  M.  Inst.  C.E.)  to  prepare  a  scheme  for  lighting  a  sectional 
area  of  Leeds,  and  supplying  the  light  to  all  shopkeepers  and  others  who 
may  require  it, 
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[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 

HELPS’S  PATENT  PIPE  EXTEACTOE. 

Sir, — As  my  Directors  had  adopted  this  simple  but  valuable  invention, 
I  read  with  dismay  Mr.  E.  H.  Thorman’s  letter  in  your  last  issue. 

Upon  inquiry,  I  find  that  the  clip  which  was  made  “  about  33  years 
ago  ”  was  practically  of  the  same  character  as  that  which  I,  with  others, 
had  also  tried  and  proved  useless.  The  apparatus  was  fitted  with  two 
screws  to  force  the  pipes  apart ;  whereas  the  Helps  arrangement  is  de¬ 
signed  for,  and  produces  a  totally  different  effect  with,  one  screw.  The 
pipes  are  (as  we  have  proved  here)  quickly  extracted  by  their  own  weight 
and  jarring,  when  lifted  against  the  point  of  the  screw  which  takes  up 
the  slack  after  each  lifting  of  the  pipe. 

I  think,  therefore,  that  Mr.  Thorman  must  have  misunderstood  your 
description  of  Mr.  Helps’s  new  arrangement.  m  ivr 

IHchmond,  Oct  19,  1888. 


THE  EDINBUEGH  AND  LEITH  GAS-WOEKS  PUECHASE. 

Sir, — Will  you  allow  me  to  correct  a  very  strange  mistake  in  your 
Edinburgh  Correspondent’s  “Notes  ’’  of  last  week  ? 

His  statements  are  to  the  effect  that  I  was  entirely  opposed  to  the  pur¬ 
chase  of  the  gas-works  by  the  Town  Council.  This  to  me  is  unaccount¬ 
able.  I  thought  every  citizen  of  Edinburgh  was  aware  that,  so  far  from 
being  opposed,  I  proposed  the  purchase  of  these  works  by  the  Town 
Council  in  1863.  My  plans  were  then  fully  considered  ;  and  I  hold  a 
letter  of  thanks  for  them  from  the  then  Town  Clerk.  In  1865,  I  again 
addressed  a  letter  to  the  Council,  advocating  the  purchase  and  removal, 
on  the  grounds  of  their  ineligible  situation,  incapacity  of  expansion,  and 
insanitary  tendency.  At  that  time,  the  project  was  deemed  revolution¬ 
ary  ;  but  who  does  not  see  now  that,  had  it  been  then  adopted,  the 
citizens  would  not  only  have  bought  cheaper,  but  have  been  in  possession 
of  a  lucrative  property  instead  of  one  which — at  its  enormous  cost — 
must  for  ever  afterwards  be  a  heavy  burden  on  the  community.  I  was, 
therefore,  one  of  the  foremost  pioneers  of  the  purchase  ;  and  the  recent 
schemers  were  merely  appropriators  and  appliersof  the  ideas  I  had  then, 
and  have  ever  since  pursued. 

But  there  was  certainly  a  difference  between  us.  My  aim  was, 
primarily,  the  benefit  of  the  community ;  and  I  accordingly  advised  a 
purchase  on  fair  terms.  They,  as  they  avow,  had  two  objects — the 
benefit  of  the  community,  and  the  Gas  Companies  too  ;  and  they  advised 
a  purchase  on  what  I  considered  most  unfair  terms.  They  proposed  to 
give,  and  have  given,  the  Companies  about  three  times  the  value  of  their 
works,  so  far  as  the  city’s  requirements  go.  That  is  what  I  object  to  ; 
and  as  I  have,  in  various  communications  in  your  columns,  expressed  my 
objections  in  detail,  I  need  not  here  repeat  them. 

I  must,  of  course,  presume  that  they  have  escaped  the  notice  of  your 
correspondent.  He  cannot,  however,  but  know  that,  subsequent  to  the 
publication  of  my  opinion  that  it  would  have  been  better  and  vastly 
cheaper  to  construct  new  works  in  present  circumstances,  than  to  buy 
old  and  exhausted  ones,  there  was  a  wide  expression  of  opinion  (profes¬ 
sional  and  unprofessional)  to  the  same  effect.  He  also  knows  that  I 
affirmed  that  £300,000  would  supply  an  entirely  new  plant  in  an  eligible 
situation  ;  and  I  have  no  hesitation  in  adding  that,  if  the  tinkering 
method  he  applauds  be  preferred  to  this,  a  mistake  as  great  and  serious 
for  the  community  as  the  deferring  of  the  purchase  from  1865  until  now 
will  be  committed.  „ 

Edinburgh,  Oct.  19, 1888.  Eojians. 


CoNONLEY  Water  Comp.any,  Limited. — This  Company  has  lately  been 
registered  with  a  capital  of  £2000  in  shares  of  £1  each,  to  supply  water  to 
the  inhabitants  of  the  township  of  Cononley,  in  Yorkshire. 

The  Assessment  op  the  Falmouth  Gas-Works. — The  appeal  of  the 
Falmouth  Gas  Company  against  the  assessment  of  their  works,  which 
some  time  ago  was  referred,  by  consent,  to  Mr.  Morgan  Howard,  the  County 
Court  Judge,  has  resulted  in  the  reduction  of  the  amount  from  £550  to 
£332  8s.  6d.,  the  question  of  costs  m  settled  by  the  parties. 

The  Arbitration  between  the  Wakefield  Corporation  and  the 
Eural  Sanitary  Authority.— Last  Saturday  the  Solicitors  to  the  Wake¬ 
field  Union  Eural  Sanitary  Authority  received  the  award  of  Mr.  E. 
Cousins,  C.E.,  of  Westminster,  the  Arbitrator  in  the  dispute  which  took 
place  some  time  ago  with  reference  to  certain  water-mains  belonging  to  the 
Corporation  in  the  district  of  the  Authority,  and  which  the  latter  proposed 
to  acquire.  The  Corporation  claimed  £53,000  for  the  pipes,  fittings,  and 
other  apparatus,  &c.,  and  the  Authority  offered  £1038.  The  Arbitrator 
awards  the  Corporation  £1544,  and  directs  that  his  costs,  amounting  to 
£311,  shall  be  paid  them  and  the  Authority  jointly.  He  does  not  make 
any  order  as  to  the  costs  of  the  arbitration  and  reference,  which,  it  is  said, 
are  very  heavy. 

The  Public  Lighting  op  Birkensh.aw. —  At  the  meeting  of  the  Bir- 
kenshaw  Local  Board  last  Thursday,  the  Gas  Committee  reported  that 
they  had  taken  steps  with  the  view  of  obtaining  particulars  as  to  methods 
of  lighting  the  district  otherwise  than  by  gas,  and  several  letters  and 
proposals  were  laid  before  the  meeting.  Among  them  was  a  commu¬ 
nication  from  the  Stringfellow  Patent  Lighting  Company,  London,  offer¬ 
ing  to  light  the  public  lamps  at  £1  10s.  each  for  the  winter,  each  lamp 
being  estimated  at  burn  1000  hours.  At  this  stage  Mr.  W.  Oddy  was  intro¬ 
duced  to  the  meeting.  He  said  that  while  his  sympathies  were  with 
the  ratepayers,  he  thought  the  Board  should  light  the  public  lamps. 
He  had  waited  on  the  Gomersal  Gas  Company,  and  they  represented  to 
him  in  the  course  of  the  interview  that  their  last  dividend  was  only  at 
the  rate  of  4J  per  cent.,  but  at  the  present  rate  of  consumption  the 
next  would  be  only  2i  per  cent.  ;  and  between  the  consumers  on  the  one 
hand  and  the  shareholders  on  the  other,  the  Directors  felt  very  much 
inclined  to  give  up  altogether.  He  suggested  that  the  Board  should 
enter  a  protest  against  the  price  asked  by  the  Company  for  the  public 
lighting ;  but  still  light  up  for  the  winter,  and  in  the  meantime  give 
consideration  to  any  other  projects  for  lighting  the  lamps  that  might 
be  brought  before  them,  so  as  to  be  able  to  entertain  another  scheme 
if  necessary  next  winter.  If  this  were  done,  there  would  be  no  risk  to 
life  and  limb  through  the  streets  being  unlighted  during  this  season. 
Mr.  Oddy  having  withdrawn,  the  members  generally  expressed  the  opinion 
that,  in  view  of  the  feeling  evinced  by  the  ratepayers,  they  could  not 
take 'the  course  suggested  by  him.  Ultimately  it  was  decided  to  obtain 
a  lamp  from  the  Stringfellow  Company,  and  have  it  fixed  in  a  prominent 
place  in  the  district  for  trial. 


Inldligtna. 


WEST  EIDING  QTJAETEE  SESSIONS. 

Tuesday,  Oct.  16. 

[Before  Mr.  Basil  T.  Woodd,  Chairman,  and  a  Bench  of  Magistrates.) 

THE  AFFAIRS  OF  THE  RASTRICK  GAS  COMPANY. 

Our  readers  will  remember  that  at  the  Spring  Sessions  (see  .Journal  tor 
April  17  last),  an  application  was  made  to  the  Court,  on  the  petition  of 
certain  ratepayers  of  Eastrick,  tor  the  appointment  of  an  accountant  to 
investigate  the  affairs  of  the  Eastrick  Gas  Company,  with  the  view  to  an 
order  being  made  for  a  reduction  in  the  price  of  gas.  A  similar  petition 
had  been  presented  at  the  previous  sessions,  but  had  failed  on  a  technical 
objection.  As  the  result  of  the  second  application,  Mr.  J.  W.  Close,  of 
Leeds,  was  chosen  to  carry  out  the  investigation  ;  and  he  now  submitted 
a  report  setting  forth  the  results  of  his  labours,  which  extended  over 
115  days,  and  embraced  an  examination  of  the  accounts  of  the  Company 
since  its  formation  in  1884.  The  report  was  as  follows  ; — 

I  have  examined  and  ascertained  the  actual  state  and  condition  of 
the  concerns  of  the  Company,  and  find  that  on  the  11th  of  July,  1864,  a 
Company,  called  the  Eastrick  Gas  Company,  Limited,  was  registered  and 
incorporated  under  the  Companies  Act,  1862,  with  Memorandum  and 
Articles  of  Association,  and  that  by  the  Eastrick  Gas  Act,  1865,  such  Com¬ 
pany  was  dissolved,  its  Articles  of  Association  made  void,  and  its  assets 
and  liabilities  transferred  thereby  to  a  new  Company,  called  the  Eastrick 
Gas  Company,  to  which  by  such  Act  enlarged  powers  were  given.  The 
capital  of  the  Company  was  fixed  by  the  Act  at  £25,000  ;  and  power  was 
given  to  the  Company,  by  section  20  of  such  Act,  to  borrow  on  mortgage  a 
sum  equal  to  one-half  of  the  paid-up  capital  when  £10,000  had  been  sub¬ 
scribed  for  and  issued,  further  powers  of  borrowing  being  given  in  certain 
proportions  as  further  capital  was  subscribed  for  and  paid  up. 

The  paid-up  capital  of  the  Company,  at  its  commencement  in  1865,  was 
£4845;  and  in  1877  it  had  been  increased  to  the  sum  of  £14,000. 

Section  31  of  the  Gas-Works  Clauses  Act,  1847,  requires  that  surplus 
profits,  after  providing  for  the  maximum  dividend  of  10  per  cent.,  shall 
from  time  to  time  be  invested  in  “  Government  or  other  securities,”  and 
that  the  dividend  and  interest  arising  from  such  securities  shall  be  simi¬ 
larly  invested,  in  order  that  the  same  may  accumulate  at  compound  inte¬ 
rest  until  the  fund  is  equal  to  one-tenth  of  the  nominal  capital  of  the 
Company,  when  it  is  to  form  a  reserve  fund  to  answer  any  deficiency 
which  might  at  any  time  happen  in  the  amount  of  divisible  profits,  or  to 
meet  any  extraordinary  claim  or  demand  which  might  at  any  time  arise 
against  the  Company  ;  and  the  following  section  provides  that  no  sum  of 
money  shall  be  taken  from  such  fund  for  the  purpose  of  meeting  any  ex¬ 
traordinary  claim  without  the  certificate  of  two  .Justices  in  that  behalf 
being  first  obtained.  In  the  year  1877  the  reserve  fund  amounted 
to  £1177  9s.  9d.,  of  which  the  sum  of  £500  was  invested  in  Government 
securities,  and  the  sum  of  £500  with  the  Brighouse  Local  Board  ;  and  the 
Company,  having  occasion  for  further  money  for  new  works,  sold  out  the 
Government  securities,  and  borrowed  a  sum  of  £670  from  the  reserve  fund, 
notwithstanding  the  prohibition  contained  in  the  32nd  section  of  the  Act 
of  Parliament  above  mentioned,  and  in  the  following  vear  the  further  sum 
of  £511  5s.  was  also  borrowed  from  the  same  fund.  Both  these  sums  have 
since  been  paid  back  to  the  fund  ;  the  last  payment  being  made  in 
February,  1887,  and  such  fund  now  stands  at  the  sum  of  £1800,  of  which 
the  sum  of  £1289  13s.  8d.  is  stated  to  be  invested  on  deposit  with  the 
London  and  Yorkshire  Bank,  Limited,  and  £510  6s.  4d.  with  the  Clifton 
Water  Supply  Company.  In  ascertaining  the  amount  of  the  reserve  fund, 
interest  is  debited  against  the  Company  thereon  from  time  to  time,  and 
the  fund  has  not,  therefore,  suffered  in  amount  by  the  irregularity  referred 
to;  but  the  course  adopted  appears  to  me  highly  reprehensible,  and  the 
investment  on  deposit  with  the  bankers  is,  in  my  opinion,  irregular,  and 
not  one  contemplated  by  the  section  of  the  Act  of  Parliament  prescribing 
the  mode  of  investment  of  the  reserve  fund  to  which  I  have  already 
alluded.  The  nominal  capital  of  the  Company  is  £25,000J;  and  by  section 
31  of  the  Gas-Works  Clauses  Act,  1847,  the  Company  is  entitled  to  create 
a  reserve  fund  of  10  per  cent,  on  that  amount.  'The  amount  at  which  the 
fund  now  stands  is  £1800,Jwhioh  is  £700  short  of  the  maximum  sum. 

The  Company  seems  to  have  been  a  prosperous  one,  for  within  two  years 
of  its  existence  it  paid  a  dividend  of  6  per  cent.,  which  went  on  increasing 
until  10  per  cent,  was  reached  in  the  year  1872;  and  for  the  last  twelve 
years  the  maximum  dividend  of  10  per  cent,  has  been  paid.  So  soon  as 
the  dividends  began  to  reach  the  maximum  amount,  the  Company  com¬ 
menced  to  write  large  sums  for  depreciation  off  the  capital  item  for  gas- 
fittings  (which  mainly  comprise  gas-meters),  although  no  authority  is  to  be 
found  in  any  Act  of  Parliament  for  such  a  course,  and  notwithstanding 
that  the  form  of  account  provided  by  the  Gas-Works  Clauses  Act  of  1871 
makes  no  provision  for  depreciation  except  for  works  on  leasehold  lands, 
but,  on  the  contrary,  permits  to  be  charged  items  for  the  repairing, 
renewing,  and  refixing  of  meters  to  the  revenue  account.  In  this  way  the 
Company  depreciated  in  six  years  an  item  of  £562  2s.  by  the  sum  of 
£542  Is.  lOd. ;  leaving  £20  only  as  the  capital  value  of  what  six  years  before 
was  £562  2s.,  and  notwithstanding  that  in  the  meantime  the  revenue 
accounts  had  been  debited  with  items  for  repairs,  &c. 

The  investigation  of  the  Company’s  accounts  has  occasioned  more 
trouble  than  need  have  arisen,  the  same  having  been  indifferently  kept 
prior  to  1881.  Since  then,  however,  the  accounts  have  been  intelligible, 
and  much  more  easily  investigated. 

In  the  year  1885  the  Company  made  a  larger  profit  than  at  any  other 
period  of  its  existence,  and  found  itself  possessed  of  a  sum  which,  with 
the  balance  brought  forward  from  the  preceding  years,  would  have 
allowed  of  a  dividend  of  17J  per  cent,  being  declared;  but,  instead  of 
applying  this  sum  towards  making  up  deficiency  of  dividend  in  previous 
years,  or  adding  it  to  the  reserve  fund,  as  provided  by  section  31  of  the 
Act  of  1847,  the  Company  proceeded  to  write  off  .£1000  for  deprecia¬ 
tion  of  plant,  and  made  the  profit  of  that  year  appear  so  much  less, 
although  there  is  no  authority  for  such  a  course,  and  notwithstanding 
the  early  expenditure  charged  in  the  revenue  account  for  maintenance 
of  the  plant.  I  find,  also,  that  various  sums  have  been  charged  to 
revenue  account,  which  unquestionably  should  be  charged  to  capital 
account,  and  these  sums  amount  to  £957  Is.  lid. ;  but,  on  the  other 
hand,  sums  amounting  to  £279  16s.  3d.  have  been  charged  to  capital, 
instead  of  revenue — leaving  a  sum  of  £677  5s.  8d.,  which  the  Company 
is  entitled  to  divide  as  profit  in  excess  of  the  amount  shown  by  its 
accounts.  In  addition  to  the  items  mentioned,  there  is  also  a  sum  of 
£50  improperly  retained  by  the  Company  as  a  fund  for  bad  debts, 
which  is  divisible  profit;  and  there  is  also  improperly  charged  in  the 
revenue  account  items  for  income-tax  amounting  to  £621  13s.  4d., 
which  ought  to  have  been  deducted  from  shareholders’  dividends,  and 
will  therefore  need  taking  into  account  in  reduction  of  the  deficiency  of 
maximum  dividend  in  previous  years. 

Put  shortly,  the  result  of  my  investigation  shows  that  at  the  end  of  1886 
the  Company  was  possessed  of  divisible  profit  in  excess  of  the  amount 
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shown  by  the  accounts  to  the  extent  of  .£2269  7s.  6d.,  made  up  a 
follows : — 


Depreciation  on  gas-fittings . .£642  1  10 

Depreciation  of  plant .  1000  0  0 

Items  of  capital  charged  to  revenue .  677  5  8 

Fund  for  bad  debts .  50  0  0 


£2269  7  6 

At  this  time  there  was  needed  to  make  up  the  deficiency  in  maximum 
dividend  for  previous  j'ears  the  sum  of  £'2095  14s.,  less  the  sum  of 
£'629  13s.  4d.  applicable  in  reduction  thereof  paid  by  the  Company  on 
account  of  the  shareholders  by  way  of  income-tax ;  leaving  the  sum  of 
£'1466  Os.  8d.  payable  on  this  account,  and  to  this  there  needs  adding  the 
sum  of  £700,  required  to  make  the  reserve  fund  equal  to  10  per  cent,  of  the 
nominal  capital  of  the  Company. 

The  matter,  therefore,  stands  thus  at  the  end  of  1886 — 


Amount  of  divisible  profit  in  excess  of  that  shown  by  the 

Company  . £2209  7  0 

Deduct  amount  required  to  make  up  maximum  dividend 
and  reserve  fund .  2166  0  8 


Balance . £103  6  10 


At  the  commencement  of  the  year  1887,  the  Company  had,  therefore,  a 
sum  in  hand  of  £103  6s.  lOd.,  and  in  that  year  a  profit  of  £1655  2s.  lid. 
was  made  ;  making  a  total  of  £1758  9s.  9d.  divisible,  which  is  insufficient 
to  pay  the  maximum  dividend  of  10  per  cent,  on  £18,000  (the  paid-up 
capital). 

It  has  been  suggested  to  me,  on  behalf  of  the  petitioners,  that  deductions 
should  be  made  on  account  of  the  sums  paid  for  Directors’  fees  and 
Manager’s  bonus,  which  during  the  existence  of  the  Company  have 
reached  the  sum  of  £1293.  But,  having  regard  to  the  form  of  account  pro¬ 
vided  by  the  Act  of  1871,  in  which  such  items  are  expressly  mentioned,  I 
think  that  the  items  are  properly  entered  ;  but  whether  the  amount  is  fair 
or  not,  I  am  not  in  a  position  to  say,  nor  do  I  think  that  the  sum  of 
£223  4s.  4d.,  made  up  of  items  under  the  head  of  repairs,  but  which,  in 
reality,  consist  of  wines  and  cigars  for  the  Directors’  use,  should  be  dis¬ 
allowed,  as  suggested  by  the  petitioners. 

By  section  35  of  the  Gas-Works  Clauses  Act,  1847,  under  which  the 
Court  derives  its  powers  to  inquire  into  the  state  and  condition  of  the 
Company’s  concerns,  it  is  provided  that,  in  case  the  whole  of  the  reserve 
fund  has  been  and  then  remains  invested,  and  in  case  dividends  to  the 
amount  limited  have  been  paid,  the  Court  may  make  such  a  rateable 
reduction  in  the  rate  for  gas  as  in  the  judgment  of  the  Court  will,  when 
reduced,  ensure  to  the  Company  a  profit  as  near  as  may  be  to  the  pre¬ 
scribed  rate,  which,  in  the  case  of  the  Rastrick  Company,  is  10  per  cent, 
on  the  paid-up  capital.  In  the  Hanley  gas  case,  reported  in  the  Law 
Reports  (19  Q.  B.  Div.,  p.  481),  where  neither  the  whole  of  the  reserve 
fund  had  been  invested  nor  the  prescribed  amount  of  dividends  had  been 
paid,  it  was  decided  that  there  was  no  power  to  order  a  reduction  ;  and 
the  same  state  of  things  exists  in  the  present  instance.  But  apart  from 
this  it  seems  to  me  that  it  would  be  undesirable  to  order  a  reduction, 
having  regard  to  the  fact  that  in  1887  the  Company  did  not  make  a 
profit  equal  to  10  per  cent,  on  its  paid-up  capital,  even  if  the  Court  came 
to  the  conclusion,  notwithstanding  the  Hanley  case,  that  it  had  power  to 
make  such  an  order. 

I  beg,  in  conclusion,  to  state  that  the  Company  and  its  officers  have 
afforded  me  all  the  assistance  I  have  desired  of  them  ;  and  I  have  no 
complaint  to  make  of  any  document  having  been  withheld. 

Mr.  Kershaw  and  Mr.  C.  M.  Atkinson  appeared  for  the  petitioners; 
Mr.  Heaton  Cadman  represented  Mr.  Close;  Mr.  E.  Tindal  Atkinson, 
Q.C.,  and  Mr.  Bairstow  watched  the  proceedings  for  the  Company. 

Mr.  Kershaw  alleged  that  there  had  been  many  improper  things  done 
by  the  Company,  which  had  been  a  very  prosperous  one,  and  had  paid 
10  per  cent,  dividend  for  the  past  12  years.  Some  time  ago,  the  Company 
finding  themselves  in  a  very  prosperous  condition,  resorted  to  the  practice 
of  putting  down  to  revenue  what  ought  to  have  been  charged  to  capital. 
These  sums  came  to  £957 ;  but,  on  the  other  hand,  sums  amounting  to 
£279  had  been  charged  to  capital  instead  of  to  revenue,  leaving  a  balance 
of  £678,  which  the  Company  were  entitled  to  divide  as  profit  in  excess  of 
the  amount  shown  by  the  accounts.  It  was  also  alleged  that  the  Com¬ 
pany  had  accumulated  a  reserve  fund  of  £2500,  and  not  £1800  as  stated 
by  Mr.  Close  in  his  report. 

Mr.  E.  T.  Atkinson,  on  behalf  of  the  Company,  contended  that  the 
carrying  of  the  investigation  over  a  period  of  24  years  was  contrary  to 
the  Act  of  Parliament  under  which  the  inquiry  was  authorized.  What 
the  Court  had  to  deal  with  was  merely  the  profit  made  in  1887.  His 
clients  had  no  desire  whatever  to  limit  the  inquiry ;  but  he  must  insist 
that  neither  the  petitioners  nor  the  Court  had  any  authority  to  investigate 
the  accounts  of  preceding  years,  except  in  regard  to  their  bearing  upon 
those  for  the  past  year. 

The  Chairman  remarked  that,  as  he  understood,  the  Court  had  to  be 
assured  as  to  the  amount  of  profit  made  in  1887. 

Mr.  Close  having  given  evidence  as  to  the  correctness  of  the  figures 
contained  in  his  report. 

The  Chairman  asked  him  whether  he  was  satisfied  that  the  clear  profit 
for  the  year  1887  was  £1655. 

Witness  replied  that  he  was. 

The  Chairman  said  that  under  these  circumstances  the  Court  could  not 
order  any  reduction  to  be  made  in  the  price  of  gas. 

It  was  subsequently  decided  that  the  Company  were  to  pay  the  Ac¬ 
countant’s  expenses ;  the  other  costs  to  follow  the  event. 


LORD  MAYOR’S  COURT. — Wednesday,  Oct.  17. 

(Before  the  Recorder,  Sir  T.  Chambers,  Q.C.,  and  a  Special  Jury.) 

WELLMAN  V.  INCANDESCENT  LIGHT  COMPANY. — A  QUESTION  OP  COMMISSION. 

This  action  was  brought  by  the  plaintiff  to  recover  a  sum  of  £27  lls.  3d., 
which  he  claimed  to  be  due  to  him  for  introducing  the  defendants’  lights 
to  Willis’s  Rooms,  St.  James’s.  The  Company  contended  that  no  con¬ 
tract  had  been  entered  into,  and  that  no  money  was  due. 

Mr.  W.  Wright  and  Mr.  M'Cullagh  appeared  for  the  plaintiff ;  Mr.  A. 
Cock  and  Mr.  Chapman  for  the  defendants. 

Mr.  Wright,  in  opening  the  case,  said  the  plaintiff  was  a  gas-fitter, 
carrying  on  business  in  Great  Russell  Street,  Bloomsbury;  and  the 
action  was  brought  to  recover  a  sum  of  money  which  he  maintained  he 
had  earned  by  way  of  commission.  In  1886  or  1887  Willis’s  Rooms  were 
being  attended  to  by  the  plaintiff,  so  far  as  the  lighting  arrangements 
were  concerned.  About  this  time  he  was  spoken  to  by  the  Chairman  of 
Willis’s  Company  as  to  some  alterations  being  made  in  the  lighting  of 
the  place,  as  the  existing  arrangements  were  considered  to  be  bad.  Plain¬ 
tiff  had  seen  the  incandescent  light  at  the  Hotel  Continental  and  the 
Hotel  Mdtropole,  and  he  unhesitatingly  recommended  the  light  to  Willis’s 
Company.  He  went  to  the  defendant  Company’s  offices ;  and  he  saw  a 
person  who  was  represented  to  be  the  Assistant-Manager. 

Mr.  Cock  disputed  the  authority  of  Mr.  Hulme,  whom  plaintiff  saw. 


Mr.  Wright  said  he  could  prove  that  Mr.  Hulme  was  the  Assistant 
Manager  at  a  salary  of  £300  a  year.  Plaintiff  told  him  that  he  had  an 
opportunity  of  introducing  the  incandescent  light  to  Willis’s  Rooms ;  and 
asked  what  commission  would  he  be  allowed.  He  thought  that  about 
150  lights  would  be  required.  Mr.  Hulme  promised  that  he  should  be  put 
on  “  trade  terms,”  and  said  the  list  of  these  terms  was  not  then  printed, 
but  would  be  ready  shortly,  and  undertook  to  send  him  a  copy.  This 
he  afterwards  did.  Plaintiff  acted  under  the  direction  of  Captain  Clarke, 
the  Chairman  of  Willis’s  Rooms  ;  and  the  Incandescent  Company  obtained 
the  business  and  put  up  the  lights,  which  he  believed  had  been  very  suc¬ 
cessful.  Mr.  Hulme  expressed  his  gratification,  as  the  Company  had  only 
just  been  started  (this  w’as  in  March,  1887,  and  the  Company  was  only 
registered  on  Feb.  14),  and  they  were  anxious  to  get  known.  He  (the 
learned  Counsel)  was  confident  that  if  they  had  been  able  to  get  hold  of 
Mr.  Hulme,  the  matter  would  have  been  settled  long  ago.  By  the  “  trade 
terms”  their  commission  would  be  25  per  cent.  The  defendant  Company 
had  put  up  lamps  to  the  amount  of  £110  5s. ;  and  25  per  cent,  on  this  would 
come  to  £27  lls.  3d.  Plaintiff  applied  several  times  for  his  money  ;  and  on 
one  occasion  had  a  reply  saying  that  he  would  certainly  receive  some 
“  consideration”  for  his  services;  that  Mr.  Hulme  had  disappeared;  and 
that  they  had  been  hoping  he  might  “  turn  up  ”  again,  which  was  the 
cause  of  delay.  In  reply  to  another  letter,  the  defendants  stated  that  the 
matter  should  be  settled  as  soon  as  they  received  the  amount  of  their  ac¬ 
count  from  Willis’s  Company.  They  had  actually  received  the  money 
from  the  Company,  but  had  not  settled  the  account. 

Mr.  Wellman  was  then  examined,  and  generally  corroborated  the 
learned  Counsel’s  statement.  On  being  questioned  as  to  his  interview 
with  Mr.  Hulme, 

Mr.  Cock  interposed,  and  stated  that  Hulme  was  appointed  at  a  salary 
of  £300  per  annum  from  March  20,  His  appointment  as  Assistant-Manager 
dated  from  April  26.  He  had  since  absconded. 

Examination  resumed  :  Witness’s  men  assisted  in  putting  up  the  lights 
at  Willis’s  Rooms;  and  the  work  he  did  was  equal  to  about  three  weeks 
for  one  man.  He  called  on  Mr.  Carey,  the  Secretary  of  the  Incandescent 
Company,  in  July ;  and  at  that  interview  he  claimed  that  the  arrange¬ 
ment  made  with  Mr.  Hulme  should  be  carried  out,  and  Mr.  Carey 
promised  that  this  should  be  done. 

In  cross-examination,  witness  admitted  that  he  had  only  received  in¬ 
structions  to  report  on  the  electric  lighting  of  the  rooms,  though  he  had 
had  a  large  number  of  questions  put  to  him  at  various  times  by  Captain 
Clarke.  The  lighting  of  the  rooms  by  electricity  was  altogether  wrong ;  it 
was  always  failing.  All  orders  for  incandescent  lights  for  the  rooms 
went  through  witness’s  hands,  though  he  had  never  paid  for  any.^ 

Mr.  Cock  said  that  all  the  lights  were  delivered  direct  to  Willis’s  Com¬ 
pany,  and  were  paid  for  by  them.  [The  learned  Counsel  here  read  the 
circular  specifying  the  “  trade  terms.”] 

A  Juryman  asked  whether  Willis’s  Company  were  allowed  the  discount. 

Mr.  Cock  :  Yes. 

The  Juryman  ;  Then  why  ?  They  are  not  in  the  trade. 

Cross-examination  continued  :  The  time  his  men  were  occupied  in  pre¬ 
paring  the  chandeliers  for  the  incandescent  lights  was  to  be  paid  for  by 
the  discount  he  obtained  on  the  lights,  and  was  not  work  done  under  his 
contract  with  Willis’s  Company.  He  had  been  at  some  trouble  in  pro¬ 
moting  the  light. 

Re-examined  :  Captain  Clarke  asked  him  to  go  and  make  arrangements 
as  to  the  incandescent  lights. 

Mr.  Cock  submitted  that  there  was  no  evidence  to  go  to  the  jury. 

The  Recorder  agreed  that  there  was  no  question  for  the  jury.  How 
could  the  plaintiff  ask  for  the  benefit  of  25  per  cent,  discount  ?  Discount 
is  a  sum  of  money  granted  in  reduction  of  a  bill  incurred  by  a  customer 
for  goods.  Here  was  plaintiff  suing  for  discount  like  a  customer. 

Mr.  Wright  said  that  with  due  respect  to  his  Lordship,  he  did  not  care 
whether  it  was  called  discount  or  commission.  The  plaintiff  went  to  the 
Company  and  asked  what  terms  he  should  be  put  upon  for  introducing 
the  light;  and  he  was  told  “  trade  terms.” 

The  Recorder  :  The  evidence  does  not  support  the  particulars. 

Mr.  Cock,  in  reply  to  a  juryman,  said  that  the  account  was  paid  by 
Willis’s  Company  on  Nov.  2  last  year. 

Mr.  Wright  :  You  promised  that  the  matter  should  be  settled  as  soon 
as  the  account  was  paid. 

The  Recorder  :  You  did  not  buy  anything  of  the  Incandescent  Com¬ 
pany.  No  contract  was  made  with  them  ;  it  was  a  mere  introductory  pro¬ 
mise,  and  meant  this  :  If  you  will  push  the  sale  of  the  lights,  and  will 
become  our  customer,  we  will  give  you  the  trade  discount.  The  plaintiff 
would  not  come  under  the  trade  terms  until  he  actually  became  a 
customer.  He  should  therefore  nonsuit  him. 


LAWFORD’S  GATE  (GLOUCESTERSHIRE)  PETTY  SESSIONS. 

Monday,  Oct.  15. 

(Before  Mr.  F.  Tothill,  Chairman,  and  a  Beiich  of  Magistrates.) 
prosecution  by  the  BRISTOL  GAS  COMPANY. 

To-day  Mr.  B.  T.  Lucas,  of  Tudor  Lodge,  Sneyd  Park,  Bristol,  was  sum¬ 
moned  by  the  Bristol  Gas  Company  for  having  refused  permission  to  an 
officer  of  the  Company  to  examine  the  gas-meter  on  his  premises,  and  also 
with  having  improperly  connected  the  meter  with  the  service-pipe. 

Mr.  Brittain  appeared  on  behalf  of  the  Company ;  Mr.  Dickinson  repre¬ 
sented  the  defendant. 

Mr.  Brittain  stated  that  application  was  made  by  a  collector,  on  the 
I8th  of  July,  for  payment  of  the  gas  account  up  to  the  6th  of  June.  The 
money  was  not  paid ;  and  another  application  was  made  on  the  3rd  of 
September.  The  account  not  having  been  settled,  the  defendant  was 
served  with  the  statutory  notice  that  his  supply  of  gas  would  be  discon¬ 
tinued.  As  the  money  was  not  forthcoming,  one  of  the  Company’s  servants 
cut  off  the  gas.  After  this  the  Company,  having  reason  to  suspect  that 
the  pipes  had  been  improperly  connected,  sent  an  officer  to  examine  the 
meter;  but  he  was  refused  admission.  The  same  man  again  called  at  the 
house,  and  was  again  refused  admission.  On  another  occasion  a  man  was 
admitted,  and  found  the  supply-pipe  connected  from  the  meter,  and  4200 
feet  of  gas  consumed.  The  summonses  were  accordingly  taken  out. 

Mr.  Dickinson  said  the  defendant  possessed  a  number  of  valuable  horses. 
During  the  summer  months  he  was  away  from  home,  and  (as  was  neces¬ 
sary)  gave  stringent  instructions  as  to  who  should  be  admitted  to  the 
premises  during  his  absence.  The  gas  account  was  sent  in,  and  was 
probably  laid  aside,  Mr.  Lucas  being  absent.  Shortly  after  the  gas  was 
cut  off,  the  money  was  paid  ;  and  then  Mr.  King  (brother-in-law  of  the  de¬ 
fendant),  who  had  been  left  in  charge  of  the  house,  thought  that,  as  the 
account  had  been  settled,  they  had  a  right  to  counect  the  service-pipe 
with  the  meter ;  and  this  was  accordingly  done.  The  reason  the  men 
were  not  allowed  to  enter  the  house  was  because  Mr.  Lucas  had  given 
such  stringent  orders  to  his  servants  about  the  admission  of  strangers 
during  his  absence ;  and  the  officers  of  the  Company  w'ere  all  strangers 
except  the  last,  who  was  admitted  because  he  usually  examined  the  meter. 

Mr.  Brittain  expressing  his  willingness  to  accept  this  explanation,  the 
case  was  dismissed ;  the  defendant  having  agreed  to  pay  costs,  and  given 
a  promise  that  the  offence  should  not  be  repeated. 


Oct.  23, 1888.]  the  journal  of  gas  lighting,  water  supply,  &  SANITARY  IMPROVEMENT. 


725 


THE  HACKNEY  DISTEICT  BOAED  OF  WOEKS  AND  THE 
LAYING  OP  GAS-MAINS. 

Steam-Eollers  and  Gas-Pipes. 

At  the  Hackney  Town  Hall  on  Thursday  last,  Sir  Douglas  Galton, 
K.C.B.,  held  an  inquiry  on  behalf  of  the  Board  of  Trade,  under  the  powers 
conferred  upon  them  by  the  Metropolis  Gas  Act,  into  a  dispute  which  has 
arisen  between  The  Gaslight  and  Coke  Company  and  the  Hackney  Dis¬ 
trict  Board  of  Works  as  to  the  laying  of  a  gas-main  in  the  area  over  which 
the  latter  body  has  jurisdiction. 

Mr.  Danckwerts  (instructed  by  Messrs.  Bedford,  Monier-Williams,  and 
Eobinson,  of  6  and  7,  Great  Tower  Street,  E.C.)  appeared  for  The  Gaslight 
and  Coke  Company ;  Mr.  E.  Ellis  (Vestry  Clerk),  Mr.  Lovegrove  (Sur¬ 
veyor  of  the  Hackney  district),  and  Mr.  Gbocott  for  the  Board. 

Mr.  Danckwerts,  in  opening  the  inquiry,  called  attention  to  previous 
cases  of  a  similar  character,  in  which  Kensington,  Islington,  and  Chel¬ 
sea  were  concerned,  and  in  each  of  which  settlements  were  come  to. 
The  piece  of  road  in  question  in  the  present  instance  was  in  the  Manor 
Eoad,  Stoke  Newington  —  from  the  Bethane  Eoad  down  to  Bouverie 
Eoad.  They  had  at  present  an  18-inch  gas-pipe  which  came  from  a 
westerly  direction,  and  ended  at  Bouverie  Eoad.  What  they  wanted  to 
do  was  this  ;  They  found  the  requirements  of  the  inhabitants  of  the 
district  necessitated  a  greater  supply  of  gas ;  and  they  wished  to  con¬ 
tinue  this  18-inch  pipe  from  the  Bouverie  Eoad  to  about  opposite  the 
Bethane  Eoad.  Eoughly  speaking,  the  distance  was  650  feet.  Along 
the  Manor  Eoad  under  each  of  the  footways,  they  had  a  4-inch  gas- 
main  ;  and  along  a  portion  of  the  road,  as  he  had  mentioned,  they  had  an  18- 
inch  main,  which  ended  at  Bouverie  Eoad.  This  main  was  laid  last  year,  he 
believed  ;  and,  of  course,  after  receiving  the  consent  of  the  Vestry  under  the 
Act  of  Parliament  to  which  he  should  call  attention  later  on.  The  pipe 
was  placed  at  a  depth  of  2  feet  below  the  surface  of  the  road.  The  water- 
main  was  3  feet  deep  at  the  Bouverie  Eoad,  and  2ft.  4in.  at  the  Bethane 
Eoad  end.  The  18-inch  gas-main  proceeded  along  the  south  side  of  the 
road  ;  and  they  merely  proposed  to  continue  it  at  the  same  depth.  The 
position  in  which  they  could  lay  the  pipe  was  extremely  limited ;  it  must 
be  above  the  30-inch  water-main  in  the  road.  The  Company,  as  far  back 
as  April  28  last,  sought  permission  from  the  Vestry  to  extend  the  main  ; 
and  they  received  a  reply  on  May  10,  stating  that  the  Board  could  not 
consent  to  the  proposal,  unless  the  Company  agreed  that  no  part  of  the 
pipe  should  be  less  than  2ft.  6in.  from  the  surface  of  the  road.  He  (the 
learned  Counsel)  was  strongly  of  opinion  that  the  Vestry  had  completely 
mistaken  their  functions  in  this  case.  In  their  reply  to  this  letter,  on 
May  14,  the  Company  said  that  the  depth  at  which  the  Board  required 
the  Company  to  lay  the  pipe  was  entirely  outside  their  experience;  that  it 
was  a  condition  which  they  had  never  been  required  to  carry  out ;  that 
their  standard  depth  in  the  roadway  was  2  feet  from  the  surface  of  the 
road  to  the  upper  side  of  the  pipes  ;  that  the  mains  were  equally  safe 
from  damage  ;  that  the  roadway  was  less  disturbed  in  the  laying,  and  in 
any  subsequent  work  that  might  be  required  ;  and  that  consequently  con¬ 
solidation  took  place  more  rapidly  and  effectually.  On  May  22,  an  answer 
was  received,  which  stated  that  the  Committee  of  the  Board  adhered 
to  the  resolutions  set  out  in  their  letter  of  May  10,  “  unless  your  Company 
will  hold  this  Board  harmless  for  any  damage  which  may  have  been  done 
by  the  Board’s  steam-rollers  should  the  main  be  laid  at  a  less  depth  than 
2  ft.  6  in.”  He  (the  learned  Counsel)  did  not  think  the  Board  had  any  right 
to  make  such  a  stipulation,  or  have  any  regard  to  the  steam-roller  require¬ 
ments  whatever.  He  considered  the  steam-roller  requirements  were  absurd 
with  respect  to  this  case.  The  Inspector  might  be  aware  that  there  had  been 
a  controversy  between  certain  Vestries  of  London  and  The  Gaslight  and 
Coke  Company  with  reference  to  the  use  of  steam-rollers.  Nearly  all  the 
Vestries  had  at  some  time  or  other  attacked  the  Company — using  the 
expression,  of  course,  figuratively — in  connection  with  the  steam-roller 
question.  In  the  case  of  The  Gaslight  and  Coke  Company  v.  The  Vestry 
of  St.  Mary  Abbots,  Mr.  Justice  Field  decided  that,  there  being  no 
statute  authorizing  the  Vestries  to  use  steam-rollers,  they  employed 
them  at  their  peril ;  that  this  was  not  one  of  the  modes  of  repair¬ 
ing  roads  contemplated  by  the  Act  of  Parliament ;  that  the  Gas  Com¬ 
pany  had  the  right  to  have  their  pipes  under  the  roadway;  and 
therefore  that  they  had  a  right  not  to  be  wantonly  injured  by  the 
Vestries.  This  decision  was  upheld  by  the  Court  of  Appeal.  The  Court 
of  Appeal  laid  down  this  principle — that  the  Vestry  had  their  duty  to 
perform,  which  was  to  keep  the  roadway  in  a  condition  of  repair  to  bear 
the  ordinary  traffic ;  and  that  the  only  thing  which  the  Gas  Company  had 
to  consider  in  laying  their  pipes  was — of  course,  subject  to  any  express 
statutory  directions,  and  to  their  own  necessities — to  lay  the  pipes  so  that 
they  should  be  safe  against  the  ordinary  traffic  which  was  to  be  antici¬ 
pated  on  the  road.  The  Court  granted  an  injunction  prohibiting 
the  Vestry  from  so  using  their  steam-rollers  as  to  injure  properly  laid 
pipes  of  the  Company ;  leaving,  of  course,  the  question  of  what  was 
“  properly  laid”  to  be  determined  in  each  case.  He  only  referred  to  this 
case  because  it  had  been  dragged,  so  to  speak,  into  this  controversy  by 
the  Vestry;  and  he  would  show  why  they  sought  to  impose  this  condition 
of  2  ft.  6  in.  upon  them.  A  number  of  cases  with  other  Vestries  were 
pending  at  the  time  the  Kensington  one  was  decided  ;  and  amongst  others 
was  that  in  which  the  Vestry  of  Chelsea  were  concerned.  Nearly  all  of 
them,  with  one  or  two  exceptions,  accepted  the  decision  in  this  case.  The 
Vestry  of  Chelsea  were  at  the  time  insisting  upon  pipes  being  placed  at  a 
minimum  depth  of  4  feet  below  the  surface  of  the  roadway.  The  Com¬ 
pany  negotiated  with  them,  and  entered  into  an  agreement.  They 
agreed  to  put  down  all  their  mains  and  pipes  for  the  laying  of  which  they 
had  to  go  to  the  Vestry  for  their  consent  in  the  way  determined  by  this 
agreement;  the  Company  not  admitting  any  right  in  the  Vestry  to  refuse 
their  consent  on  the  ground  of  the  depth  at  which  they  laid  their  mains. 
It  was  expressly  protested  there  that  there  was  no  such  right ;  the  Vestry 
contending  that  they  had  the  right.  They  agreed  to  abstain  from  asking  for 
an  injunction  against  the  Vestry  on  these  terms,  and  that  they  should  lay 
their  pipes  at  a  minimum  depth  of  20  inches.  He  ventured  to  say  there 
was  as  much  traffic  in  Chelsea  as  in  the  district  now  in  question;  and 
yet  the  Vestry  were  fully  satisfied  with  the  depth  of  20  inches,  and  had 
not  only  agreed  to  accept  this,  but  that  they  would  pay  all  damage  which 
should  be  done  to  the  Company’s  pipes,  or  that  the  Company  might  have 
to  pay  to  others  where  any  of  the  pines  laid  at  this  depth  were  broken  by 
the  Vestry’s  roller.  The  date  of  this  agreement  was  Dec.  3, 1885.  There¬ 
after  they  offered  to  make  a  like  agreement  with  the  other  Vestries.  But 
the  Vestry  of  St  George’s,  who  had  also  a  dispute  with  the  Company, 
which  stood  over  pending  the  decision  of  the  St.  Mary  Abbots  case,  decided 
to  go  on  with  the  action  ;  and  the  matter  was  accordingly  tried  before  Mr. 
Justice  Grove  and  a  special  jury — the  result  being  again  in  the  Company’s 
favour,  and  they  obtained  an  injunction  against  the  Vestry  upon  the  same 
principles  as  were  down  in  the  Court  of  Appeal  in  the  Kensington  case. 
The  Vestry  of  St.  George’s  were  not  satisfied  with  this ;  and  they  went  to 
the  Divisional  Court,  and  tried  to  raise  the  controversy  again,  but  failed. 


So  that  in  four  separate  Courts  the  Company  had  established  their  views 
against  the  Vestries.  Still,  this  old  controversy  would  again  and  again 
crop  up,  he  could  not  help  saying,  much  to  the  detriment  of  the  ratepayers 
of  the  Metropolis.  He  believed  the  Marylebone  Vestry  tried  to  get  some 
legislation  upon  the  subject ;  but  they  failed.  Eeturning  to  the  correspon¬ 
dence  with  the  Hackney  Board,  he  said  the  Company  wrote  to  the  Board  on 
May  22,  expressing  regret  that  the  Committee  adhered  to  their  resolution  of 
withholding  their  consent  to  the  Company  laying  the  main  unless  they 
placed  it  at  the  depth  of  2  feet  6  inches,  and  pointing  out  that  they  were 
attempting  to  impose  a  condition  which  the  Company  were  advised  was 
quite  outside  the  powers  of  the  Board.  If,  the  letter  continued,  the 
Vestries  were  to  be  at  liberty  to  fix  the  depth  at  which  mains  were 
to  be  laid,  it  would  become  an  impossibility  for  the  Company  to  carry 
out  these  obligations;  and  if  they  were  to  understand  that  the  Com¬ 
mittee  refused  permission  unless  they  agreed  to  this  condition,  the 
Company  would  have  no  alternative  but  to  apply  to  the  Board  of  Trade, 
which  would  be  an  expensive  and  somewhat  lengthy  proceeding.  It 
was  obvious,  the  learned  Counsel  remarked,  that  the  persons  who 
were  best  acquainted  with  the  methods  of  laying  pipes  were  gas  com¬ 
panies’  advisers ;  and  they  had  to  bear  in  mind  all  the  statutory  obliga¬ 
tions  which  they  had  to  observe  in  connection  with  the  supply  of 
gas  and  the  laying  of  mains.  The  Company  were  obliged  to  supply 
gas  at  a  particular  pressure  in  every  house;  and  therefore  it  was  of 
great  consequence  that  the  mains  should  be  so  placed  as  to  enable  them  to 
satisfy  these  statutory  obligations.  There  were  something  like  30  parishes 
in  London  ;  and  every  surveyor  in  connection  with  these  parishes  had  his 
own  idea  as  to  the  depth  at  which  pipes  should  be  laid,  with  a  view 
especially  to  the  use  of  these  excessive  steam-rollers.  Some  of  them,  he 
believed,  went  in  for  a  minimum  depth  of  6  ft.  6  in. ;  some,  4  feet;  others, 
15  inches  and  20  inches  ;  and  some  2  ft.  6  in.  If  the  Company  were  to 
observe  all  these  requirements,  it  would  be  impossible  for  them  to  carry 
on  their  business  and  to  satisfy  their  customers.  It  was  essential  that 
they  should  be  able  to  get  at  a  gas-pipe  readily ;  and  if  a  pipe  was  laid 
deep,  it  required  a  very  much  longer  time  to  get  at  it,  and  there  was 
necessarily  a  greater  disturbance  of  the  surface  of  the  road.  If  a  leak 
occurred  and  the  pipe  was  laid  too  deep,  the  discovery  of  the  escape  was 
very  much  later,  and  the  gas  penetrated  in  all  directions,  causing  explo¬ 
sions  and  dangers  which  did  not  occur  when  the  pipes  were  not  placed  so 
low.  Experience  showed  that  all  the  pipes  which  had  been  laid  for  long 
periods  in  the  Metropolis  were  safe  from  all  ordinary  traffic;  and  it  had 
been  shown  that  the  larger  pipes— these  18-inch  pipes — were  practically 
safe  against  any  weight  that  could  be  brought  upon  them.  It  was  impos¬ 
sible  to  crush  them,  so  long  as  they  were  evenly  laid  on  a  good  bed.  With 
small  gas-pipes,  they  had  discovered  that  there  was  really  no  depth  at 
which  they  would  be  safe  from  steam-rollers  if  subsidence  occurred, 
because  the  nature  of  the  soil  of  the  streets  of  London  was  very  often  bad. 
Even  if  the  Vestry  had  the  right  to  make  these  requirements - 

Mr.  Ellis  (interposing)  observed  that  the  Vestry  had  not  said  they  had 
the  right  to  determine  the  depth. 

Mr.  D.INCKWERTS  replied  that  the  Vestry  made  it  a  condition  of  their 
consent.  Even  supposing  the  Vestry  had  the  right  to  make  it  a  condition 
of  their  consent,  it  was  in  this  case  an  absurd  requirement  on  their  part; 
and  it  became  all  the  more  absurd  when  they  had  regard  to  the  particular 
circumstances  of  the  case.  Here  they  already  had  a  pipe  in  the  road  at  a 
depth  of  2  feet ;  and  the  Company  only  sought  to  continue  it  for  a  very 
short  distance.  Were  they  to  be  compelled  to  suddenly  descend  to  a 
greater  depth,  and  consequently  have  to  introduce  all  sorts  of  “  dodges  ” 
in  order  to  enable  them  to  do  it  ?  They  had  to  go  to  the  Vestry  in  connec¬ 
tion  with  this  matter  under  the  109th  section  of  the  Metropolis 
Management  Act,  which  required  them  to  give  notice  to  the  Vestry 
or  Board  before  breaking  up  the  surface  of  the  road.  The  sole 
object  of  this  requirement  was  that  the  Vestry  should,  if  they 
thought  right,  take  precautions  for  the  safety  of  the  public  while  the 
streets  were  being  broken  up,  and  also  have  an  opportunity  of  seeing 
that  the  surface  was  properly  reinstated.  And  then  it  was  provided  that 
“  no  gaslight  company  should  at  any  time  break  up  or  open  any  such 
pavement,  surface,  or  soil  for  the  purpose  of  laying  down  any  new  mains 
or  pipes  without  the  consent  in  writing  of  the  said  vestry  or  district 
board.”  Therefore,  all  they  had  to  get  was  the  consent  of  the  Vestry  to 
the  breaking  up  of  the  surface  of  the  road.  The  Company  could  lay  the 
pipes  at  their  own  risk ;  but  the  Vestry  must  not  break  the  “  properly 
laid  ”  pipes.  By  the  decision  in  the  Court  of  Appeal,  they  had  only  to 
have  regard,  in  laying  pipes,  to  the  ordinary  traffic.  Therefore,  he  con¬ 
tended  the  Vestry  had  no  right  to  dictate  as  to  depth ;  they  had  no  right 
to  make  it  a  condition  of  their  consent  that  the  pipes  should  be  at  a 
certain  depth.  The  Acts  of  Parliament  gave  the  Company  the  power  to 
break  up  the  streets  and  to  lay  their  pipes  under  them ;  and  all  the  Vestry 
had  the  right  to  say  was  that  to-day  or  to-morrow  was  an  inconvenient 
time  to  break  up  the  surface,  and  some  other  period  would  be  better.  It 
was  simply  in  breaking  up  the  roads  for  the  first  time  that  consent  had 
to  be  obtained.  Once  the  pipes  were  laid,  the  Company  had  merely  to  give 
three  days’  notice  before  opening  the  road.  The  Vestry  might  just  as 
well  dictate  the  metal  of  which  the  pipes  should  be  made,  or  their  size, 
or  that  the  pipes  should  be  bedded  in  this  or  that  way,  or  any  other 
conditions  which  the  ingenuity  of  Vestries  was  equal  to  suggesting.  The 
Metropolis  Gas  Act  of  1860  gave  the  Home  Secretary  the  power  of  saying 
that  the  Company  could  lay  their  pipes  without  the  consent  of  the  Vestry; 
but  by  the  Act  of  1868  the  Board  of  Trade  had  been  substituted  for  the 
Home  Secretary.  Now,  they  refused  the  authority  of  the  Board  of  Trade 
to  lay  down  this  pipe  without  the  sanction  of  the  Board.  The  learned 
Counsel  then  referred  at  length  to  the  50th  section  of  the  1860  Act,  which, 
he  said,  compelled  them  in  such  cases  as  this  to  go  above  the  water-pipes ; 
and  he  afterwards  quoted  various  portions  of  the  judgments  in  the  steam¬ 
roller  oases  to  which  he  had  previously  alluded. 

Mr.  Ellis  observed  that  before  witnesses  were  called,  he  should  like 
to  say  that  his  Board  did  not  consider  this  was  a  question  calling  for 
scientific  evidence.  He  indorsed  almost  every  word  which  _  the  learned 
Counsel  had  said  respecting  the  cases  which  had  been  decided  on  the 
steam-roller  question.  A  very  ominous  observation  was  made  by  his 
friend  when  speaking  of  the  laying  of  gas-pipes.  He  used  the  words  “  one 
inch.”  Supposing  the  Company  were  intending  to  put  the  pipes  in  the 
ground  only  1  inch,  did  they  contend  that  they  had  a  right  to  do  it  if 
they  gave  the  Vestry  the  statutory  notice?  If  this  was  so,  it  narrowed 
it  to  a  very  small  limit.  When  the  Company  went  to  the  Vestry  to 
obtain  their  consent,  they  naturally,  in  the  interest  of  the  public  and  the 
ratepayers,  said  they  must  see  that  what  the  Company  were  going  to  do 
would  not  damnify  the  public  in  any  way.  The  Company  said  it  is  not 
a  question  of  damage  in  any  shape  or  way,  but  a  mere  question  of  assent 
or  dissent.  The  learned  Counsel  had  not  read  the  last  two  letters  which 
had  passed  between  the  parties,  and  all  the  Vestry  had  done  throughoiffi 
was  to  protect  the  public  as  much  as  they  could.  If  the  Company  would 
hold  the  Board  harmless  from  any  damage  done  by  the  steam-roller  if 
the  main  was  laid  at  a  less  depth  than  2  ft.  6  in.,  then  they  would  give  any 
assent  required.  But  the  Company  studiously  refused  to  do  this. 
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Mr.  Danckwebts  :  Because  you  have  no  right  to  impose  upon  us  any 
such  condition. 

The  Inspector  said  he  thought  the  contention  was  that  the  Company 
were  bound  to  lay  the  pipes  at  such  a  depth  as  would  make  them  perfectly 
safe  against  ordinary  traffic;  but  under  the  judgment  of  the  Court  of 
Appeal,  they  were  not  bound  to  make  them  good  against  heavy  or  other 
steam-rollers. 

Mr.  Ellis  quite  agreed  with  the  interpretation  of  that  point.  The  Com¬ 
pany,  he  went  on  to  say,  considered  that  a  depth  of  2  feet  was  quite 
sufficient;  but  they  would  not  agree  to  the  Vestry’s  condition — to  hold 
them  harmless  for  any  damage  done  by  the  steam-roller  to  the  pipe,  if 
laid  at  this  depth.  If  they  would  not  agree  to  this,  then  the  Vestry  said 
they  must  goto  some  higher  authority  for  permission  to  open  the  street. 
He  did  not  think  any  of  the  Metropolitan  Vestries  or  Boards  would  take 
that  risk  in  future,  considering  that  they  had  had  to  pay  for  the  breaking 
of  these  pipes  many  times  during  the  last  few  years. 

Mr.  Danckwebts  observed  that  they  were  not  bound  to  pay  for  the 
damage  if  the  pipes  were  not  laid  properly. 

The  Inspector  said  it  seemed  to  him  to  be  necessary  that  the  reasons 
should  be  stated  why  the  Board  objected  to  give  their  consent. 

Mr.  Danckwebts  said  that  all  he  required  was  a  simple  authority  from 
the  Board  of  Trade  to  lay  the  pipe.  So  far  as  he  knew,  the  Vestry  under¬ 
took  no  legal  responsibility  whatever  in  giving  their  consent. 

Mr.  Ellis  remarked  that  the  correspondence  showed  plainly  why  the 
Board  objected  to  give  their  assent.  If  the  Company  were  satisfied  that 
2  feet  was  a  sufficient  depth,  then  let  them  take  the  responsibility.  If  the 
Board  of  Trade  thought  their  contention  unreasonable,  that  the  main 
should  be  laid  6  inches  deeper,  when  the  Company  were  satisfied  there  was 
no  danger,  then  there  was  an  immense  amount  of  responsibility  taken  ofi 
the  District  Board’s  hands. 

Mr.  Danckwebts  :  None  at  all. 

Mr.  Ellis  said  he  did  not  see  why  the  Company  could  not  come  to  an 
arrangement  with  the  District  Board  the  same  as  they  did  with  the 
Chelsea  Vestry. 

Mr.  Danckwebts  expressed  his  readiness  to  execute  at  once  an  agree¬ 
ment  in  the  same  terms. 

Mr.  Ellis  said  the  Board  would  be  willing  to  take  the  whole  of  the 
agreement  with  the  exception  of  some  few  points. 

Mr.  Corbet  TEoorffi/Z  was  then  called,  and  examined  by  Mr.  Danckwebts. 
He  gave  it  as  his  opinion  that  20  inches  was  an  ample  covering  for 
gas  and  water  pipes.  At  this  depth  they  were  quite  safe  from  damage 
from  ordinary  traflic  ;  and  any  increased  depth  added  very  much  to  in¬ 
cidental  differences  attaching  to  them.  He  had  seen  the  road  in  question  ; 
and  the  18-iuch  main  laid  at  a  depth  of  2  feet  would  be  absolutely  safe. 
The  only  cause  that  could  lead  to  damage  would  be  a  faulty  foundation 
due  to  a  settlement  upon  a  deep  sewer  or  anything  of  that  sort,  which 
would  certainly  not  be  provided  against  by  an  extra  6  inches.  It  would 
have  to  be  a  considerable  settlement  to  endanger  an  18-inch  main.  He 
might  perhaps  mention  that  some  few  months  ago  he  saw  a  trench 
opened,  he  believed  it  was  in  Leadenhall  Street,  where  the  ground  was 
absolutely  hollow  for  a  length  of  14  or  1,5  feet,  and  a  width  in  some  places  of 
10  feet.  The  whole  of  the  surface  was  carried  partly  by  the  arching  of 
the  concrete,  and  partly  by  the  gas  and  water  pipes  underneath.  This 
had  happened  through  filling  in  an  entrance  into  a  main  sewer.  There  had 
been  a  settlement,  which  had  loosened  the  joint  of  the  water-pipe; 
and  the  escaping  water  had  caused  the  earth  to  settle  round  about.  It 
was  quite  impossible  to  provide  against  this  kind  of  thing.  It  would  be 
extremely  embarrassing  to  have  to  lay  some  mains  at  a  greater  depth  than 
others.  It  was  essential  that  gas-pipes  should  drain  in  one  direction  ; 
otherwise  there  would  be  an  accumulation  of  moisture,  which  would  cause 
an  obstruction  to  the  passage  of  gas.  They  must  therefore  be  laid  with  a 
fall  in  one  direction  ;  and  at  the  end  of  these  inclinations  receivers  must 
be  placed  to  take  the  deposited  moisture.  The  multiplication  of  these 
receivers  was  a  decided  objection.  It  was  desirable  to  keep  the  gas-main 
as  near  the  surface  as  was  safe.  Where  pipes  were  laid  at  too  great  a 
depth,  leakage  must  occur  at  one  point,  and  make  itself  evident  at  some 
100  yards  away.  He  could  not  remember  a  single  case  in  which  a  pipe 
had  been  broken  by  ordinary  traffic.  In  his  opinion,  the  responsibility  of 
laying  the  pipes  should  rest  entirely  with  the  Gas  Company.  The  cost  of 
the  extra  depth  of  6  inches  would  be  a  very  small  matter  indeed,  and  could 
not  Weigh  for  a  moment  against  the  other  questions  of  safety  to  the  public, 
and  the  convenience  of  the  conduct  of  the  business  of  the  Company.  It 
was,  of  course,  most  important  to  the  Company  to  secure  the  safety  of 
their  pipes.  The  traffic  in  this  particular  road  was  simply  that  of  a  re¬ 
spectable  middle-class  neighbourhood.  To  break  such  a  pipe  as  it  was  pro¬ 
posed  to  lay  would  require  a  very  considerable  strain. 

Cross-examined  by  Mr.  Ellis  :  He  had  never  given  evidence  on  behalf 
of  road  authorities.  His  experience  had  been  entirely  on  the  part  of 
gas  and  water  companies;  nevertheless,  he  tried  to  look  at  these  ques¬ 
tions  fairly  and  impartially.  If  the  pipe  in  question  was  properly  bedded, 
and  had  a  covering  of  20  inches,  he  should  not  be  at  all  afraid  of  the 
steam-roller.  He  had  no  objection  to  this  opinion  going  down  as  his 
evidence  for  use  on  any  future  occasion. 

Mr.  Ellis  remarked  that  Mr.  Danckwerts  had  just  made  a  suggestion 
to  him ;  but  probably  it  would  be  advisable  for  him  not  to  fall  in  with  one 
suggestion  or  the  other.  If  on  the  consideration  of  these  matters  and  the 
report  he  should  be  able  to  lay  before  his  Board,  they  thought  the  case 
was  sufficient  to  leave  where  it  was,  and  decided  to  leave  it  in  the  In¬ 
spector’s  hands,  then  he  would  communicate  to  the  gentlemen  on  the 
other  side.  If  not,  there  would  have  to  be  another  sitting  he  supposed. 
He  wished  to  remark  that,  in  opening  the  case,  he  said  on  the  part  of  the 
Local  Authority  that  they  wished — as  his  friend  put  it — to  shunt  the 
matter  on  to  the  Board  of  Trade;  but  that  was  not  the  exact  object. 
Their  desire  was  to  satisfy  themselves  and  the  public  that  everything 
had  been  done  to  protect  their  road  in  the  position  they  were  placed  in. 

The  Inspector  remarked  that  if  it  was  necessary,  he  would  shortly 
name  another  day  for  the  continuation  of  the  proceedings ;  but  if  it  was  not 
found  to  be  essential,  he  would  then  report  direct  to  the  Board  of  Trade. 


The  Public  Lighting  op  Fleetwood.— -A  meeting  of  ratepayers  was 
held  in  Fielden  Public  Hall,  Fleetwood,  on  Monday  evening  last  week, 
to  hear  the  report  of  the  deputaiion  appointed  some  time  ago  to  inquire 
into  the  cost  and  methods  of  lighting  in  other  towns.  Mr.  T.  Seed  presided, 
and  was  supported  by  nearly  all  the  members  of  the  Board  of  Improvement 
Commissioners.  Mr.  Tildsley,  Clerk  to  the  Commissioners,  read  the  report, 
which  gave  many  interesting  details  concerning  the  cost  of  electric  light¬ 
ing.  One  conclusion  the  Committee  had  arrived  at  was  that  in  a  town 
like  Fleetwood,  where  the  cost  of  gas  is  more  than  43.  per  1000  cubic  feet, 
the  introduction  of  the  electric  light  would  ensure  a  considerable  saving. 
The  Committee  recommended  that  immediate  steps  betaken  with  a  view  to 
learning  the  cost  of  introducing  the  electric  light  or  water  gas.  It  was 
resolved — “  That  the  Improvement  Commissioners  be  requested  to  take 
into  consideration  the  recommendations  made  in  the  report,  with  a  view 
to  the  introduction  of  the  electric  light  or  other  light  into  Fleetwood.” 


GLASGOW  CORPOEATION  GAS  TRUST. 

The  Proposed  Purchase  of  the  Partick,  Hillhead,  and  Maryhill 

Gas-Works. 

A  Special  Meeting  of  the  Town  Council  of  Glasgow,  sitting  as  the  Gas 
Trust,  was  held  last  Thursday,  for  the  consideration  of  the  minutes  of  the 
Gas  Committee  bearing  upon  the  purchase  of  the  business,  works,  and 
plant  of  the  Partick,  Hillhead,  and  Maryhill  Gas  Company.  The  recom¬ 
mendations  of  the  Committee,  briefly  stated,  were  as  follows : — (1)  The 
holders  of  the  5  J  per  cent,  preference  stock  (i-30,000) ,  to  be  paid  the  amount 
of  their  stock,  and  10  per  cent,  premium.  (2)  The  holders  of  the  ordinary 
stock  (i'99,300),  to  be  paid  the  amount  of  their  stock,  less  10  per  cent, 
discount.  (3)  The  Gas  Trustees  to  assume  the  debenture  debt  and  the 
other  liabilities  of  the  Company,  and  to  be  entitled  to  all  assets. 

Lord  Provost  Sir  James  ICing  moved  the  adoption  of  the  minutes  ;  and 
in  doing  so  said  he  would  not  go  into  detail,  or  into  any  of  the  figures, 
with  which  he  had  dealt  at  the  private  meeting  of  the  Council  on  the  pre¬ 
ceding  Thursday.  He  explained  that  the  bargain  would  not  be  binding 
until  it  had  been  accepted  by  the  shareholders  of  the  Company ;  and  there¬ 
fore  he  did  not  think  it  was  desirable  that  they  should  show  their  hands 
by  stating  fully  all  the  facts  and  figures  which  had  weighed  with  the  Com¬ 
mittee  and  also  with  the  Company  after  receiving  the  report  of  the  Com¬ 
mittee  in  coming  to  their  decision.  He  might  say  that  none  of  them 
would  desire  to  make  a  purchase  of  the  concern  in  question  by  itself ;  but 
they  did  think  that,  in  the  event  of  the  boundaries  of  the  city!  being 
extended,  the  presence  in  their  midst  of  another  authority  having  powers, 
like  themselves,  of  supplying  gas  to  the  community,  would  be  very  objec¬ 
tionable.  They  considered  it  was  desirable  that  it  should  come  into 
the  hands  of  the  Corporation,  and  that  the;whole  supply  of  gas  throughout 
the  entire  city  should  be  undertaken  by  the  Council.  It  seemed  to  them 
there  was  no  time  more  favourable  than  the  present  for  carrying  through 
such  arrangements  ;  and  while  the  sum  which  had  been  conditionally 
agreed  upon  was  large,  and  a  very  liberal  one,  they  did  not  think  there 
was  any  prospect  of  its  being  obtained  compulsorily  or  by  private  agree¬ 
ment  afterwards,  on  terms  more  favourable — if,  indeed,  it  could  be  obtained 
on  equally  favourable  terms.  The  sum  which  it  was  proposed  to  give  was 
41172,870,  of  which  4-50,500  did  not  go  into  the  hands  of  the  Company,  but 
would  be  applied  |in  taking  up  the  debentures  from  time  to  time  as  they 
fell  due.  The  amount  to  be  paid  to  the  Company,  therefore  in  the  event 
of  the  bargain  being  carried  out,  after  the  Annexation  Bill  was  passed, 
would  be  41122,370,  which  they  could  divide  in  the  form  they  thought  best. 
Besides  paying  this  sum,  they  were  to  take  the  responsibility  of  414700, 
whicli  was  being  expended  in  the  improvement  of  the  works  and  the  erec¬ 
tion  of  a  new  gasholder,  and  to  allow  the  Comiiany  i£500,  being  the 
balance  of  their  profit  and  loss  account  subject  to  the  audit  of  their  pro¬ 
fessional  auditor.  On  these  terms,  the  Committee  met  with  the  Directors 
of  the  Company;  and  he  (the  Lord  Provost)  believed  he  could  say  the 
whole  of  the  Corporation  were  all  but  unanimous  in  recommending  that 
the  bargain  should  be  agreed  to,  so  far  as  they  were  concerned.  Reserving 
to  himself  the  right  of  going  into  figures  afterwards,  he  formally  moved 
the  approval  of  the  minutes. 

E.x-Bailie  Ure  (wlio,  as  the  Convener  of  the  Sub- Committee  on  Works, 
was  one  of  the  negotiators  with  the  Gas  Company)  also  reserved  to  him¬ 
self  the  right  of  explaining  afterwards. 

Lord  Dean  of  (iuild  Walls  remarked  that  disputes  had  previously 
occurred  as  to  the  rigtit  of  making  any  reservations;  and  he  thought  all 
statements  should  be  completed  there  and  then. 

Mr.  Caldwell  seconded  the  motion. 

Bailie  M‘Farlane  said  that  he  had  been  given  to  understand  that  a 
good  part  of  what  was  said  at  the  private  meeting  of  the  Council  had  gone 
forth  to  the  public,  and  had  been  freely  discussed.  Under  these  circum¬ 
stances,  he  would  request  the  Lord  Provost  to  go  into  his  figures  at  that 
stage  of  the  proceedings. 

Preceptor  Osbobne  asked  where  a  report  of  last  meeting’s  proceedings 
had  appeared,  as  he  had  not  seen  it. 

Bailie  M'Farlane  replied  that  the  proceedings  had  gone  out  to  the 
public;  and  some  of  tlie  objections  which  he  had  made  had  appeared 
in  print.  Who  was  responsible  for  this  he  could  not  say.  Those  remarks 
had  been  the  subject  of  conversation  in  the  city ;  and  therefore  it  seemed 
they  were  pretty  widely  known.  He  then  moved  that  the  minutes  be  not 
confirmed,  on  the  ground  (1)  that  it  was  unnecessary  to  acquire  the  Par- 
tick,  Hillhead,  and  Maryhill  Gas  Company’s  undertaking ;  (2)  that  Mr. 
Hawksley’s  report  on  the  subject  was  not  a  sufficient  basis  for  negotia¬ 
tion;  (3)  that  the  terms  proposed  were  excessive;  and  (4)  that  the  accept¬ 
ance  of  the  terms  would  cause  a  serious  loss  to  the  Gas  Trust  annually. 
So  far  as  the  details  of  the  agreement  were  concerned,  lie  had  no  fault  to 
find.  The  first  point  which  he  wished  to  take  up  was  whether  or  not  it 
was  necessary  for  the  Corporation  as  the  Gas  Trust  to  acquire  the  works. 
As  a  general  principle,  it  was  desirable  that  there  should  be  only  one  gas 
undertaking  supplying  gas  to  the  City  of  Glasgow  at  large.  There  came, 
however,  the  serious  question  whether  they  ought,  as  a  matter  of  policy, 
to  continue  to  extend  their  gas-works  as  they  were  doing.  He  considered 
they  should  now  draw  the  line  as  they  saw  fit.  It  came  to  be  a 
question  whether  they  should  be  like  some  huge  octopus  throwing 
out  its  tendrils  on  every  side,  and  driving  all  into  its  capacious  maw.  As  a 
matter  of  fact,  they  did  not  require  the  works  in  question.  Referring  to 
the  Gas  Company’s  balance-sheet  of  1888,  he  pointed  out  that  the  account 
for  coals  last  year  was  T300  less  than  in  the  preceding  year,  and  that  there 
had  been  an  additional  i‘3400  worth  of  gas  produced.  While  £300  less  had 
been  paid  for  coals,  yet  there  had  been  no  substantial  reduction  in  the  cost 
of  the  higher  priced  coal.  Then  there  was  the  fact  that  the  total  income 
had  been  lessened  to  the  extent  of  411000  or  thereby,  in  consequence  of  the 
reduction  of  2d.  per  1000  cubic  feet  in  the  price  of  the  gas.  Comparing 
the  illuminating  power  of  the  Corporation  gas  and  that  of  the  Company, 
he  said  the  standard  in  Glasgow  was  23T  candles ;  whereas  the  standard 
of  the  Company’s  gas  was  from  17  to  18  candles,  and  it  had  been  as  low  as 
14i  candles.  On  the  question  of  assets,  he  showed  that  the  works,  pipes, 
and  meters  of  the  Company  were  valued  at  £180,000;  and  he  pointed  out 
that  Glasgow  was  already  furnished  with  pipes  quite  sufficient  to  supply 
in  large  measure  all  the  demands]  that  might  be  made  upon  them. 
Another  strong  argument  which  had  been  used,  he  said,  was  that  they 
were  only  being  called  upon  to  pay  about  £23  per  million  cubic  feet  of  gas 
made ;  whereas  the  price  paid  for  the  old  Companies’  works  was  from  4139 
to  £40  per  million  feet;  and  the  price  recently  paid  for  the  Edinburgh 
and  Leith  gas  undertakings  was  about  £34  per  million  feet.  But  in  com¬ 
paring  the  concern  under  consideration  with  the  works  taken  over  in  1869, 
they  were  comparing  things  that  were  entirely  different.  When  they 
acquired  those  works  twenty  years  ago,  they  got  a  huge  monopoly  into 
their  hands ;  and  if  they  considered  the  different  rates  for  gas  they  would 
find  that  the  relative  prices  were  against  the  Maryhill  works.  Again, 
looking  to  the  financial  position,  if  they  included  the  cost  of  concentrating 
the  work  at  Dawsholm,  they  would  require  to  spend  £200,000.  Against 
this,  however,  they  had  to  consider  the  revenue,  which  last  year  amounted 
to  £31,0C0,  and  which  left  a  gross  revenue  of  £9200.  During  the  pre.sent 
year,  however,  they  had  reduced  this  by  £1800,  by  taking  2d.  off  the  price 
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of  gas — making  the  surplus  ^7400.  After  allowing  for  depreciation  and 
other  outlays,  the  sum  of  £2900  was  left  to  pay  the  interest  on  the  £200,000, 
which  was  less  than  IJ  per  cent.  On  these  and  other  grounds,  he  sub¬ 
mitted  his  amendment. 

_  Bailie  Gkay  seconded  the  amendment ;  and  in  doing  so,  took  excep¬ 
tion  on  general  grounds  to  the  whole  question  being  brought  up  now. 
In  the  first  place,  he  did  not  consider  that  the  Boundaries  Committee  had 
any  business  in  going  into  the  matter  without  a  remit  from  the  Town 
Council;  and  he  further  thought  that  the  whole  procedure  in  connection 
with  the  matter  had  been  far  too  hasty.  As  to  the  terms  of  the  bargain, 
it  was  proposed  to  take  up  the  19,800  ordinary  £5  shares,  which  had  paid 
no  dividend  for  some  years,  except  in  1885,  when  they  paid  2§  per  cent. 
Now  the  valuation  which  the  shareholders  themselves  placed  on  the  stock 
last  year  was  £37,720.  After  the  evidence  of  Mr.  Osborne  before  the 
Boundaries  Commissioners  as  to  the  probability  of  the  works  being  taken 
over,  the  value  rose  to  £76,680 ;  and  now  it  was  recommended  that  they 
should  pay  £89,870.  In  regard  to  the  preference  stock,  there  were  6000 
£5  shares,  valued  last  year  at  £27,750,  and  for  which  it  was  recommended 
that  they  should  pay  £36,000.  In  addition,  they  were  not  sure  of  the 
debts  that  were  to  be  assumed.  They  had  not  the  accounts  of  the  Gas 
Company  before  them  ;  and  they  had  very  little  information  to  enable 
them  to  come  to  a  proper  decision  on  the  subject. 

Mr.  W.  Wilson  supported  the  amendment.  He  thought  that  to  carry 
out  the  proposal  of  the  Committee  would  be  a  serious  blunder ;  and  he 
referred  to  the  rise  in  the  price  of  the  Company’s  stock  from  lOs.  to  about 
90s.  per  share.  The  shares  he  believed  to  be  in  the  hands  of  a  few  “  wire¬ 
pullers,”  who  would  be  the  gainers  by  the  transaction.  They  were  about 
to  spend  £150,000  in  extensions  at  the  Tradeston  Gas-Works,  which  he 
considered  was  enough.  He  was  sure  that  while  they  wished  for  annexa¬ 
tion,  they  could  not  but  feel  that  they  might  pay  too  much  for  it ;  and  he 
had  therefore  much  pleasure  in  supporting  the  amendment  of  Bailie 
M'Farlane. 

Mr.  Baton  observed  that  the  question  under  consideration  was,  of 
course,  one  in  which  it  would  appear  that  they  were  endeavouring  to 
bring  all  round,  so  as  to  accomplish  a  certain  purpose;  but  if  those 
gentlemen  opposed  to  the  bargain  had  paid  the  same  attention  to  it 
as  the  Gas  Committee,  they  would  have  come  to  a  like  conclusion. 
They  had  to  keep  in  mind  that,  after  all,  it  was  to  a  large  extent  buying 
the  goodwill  of  a  business — the  annual  revenue  being  something  like 
£36,0U0  or  £37,000 — and  a  business,  too,  in  the  best  part  of  the  city.  It 
was  a  quarter  of  the  city  where  the  quantity  of  gas  required  was  likely  to 
be  larger  than  in  any  other  part ;  and  consequently  they  might  reasonably 
expect  that  the  annual  revenue  would  be  doubled  in  a  few  years.  The 
Bartick  Company  could  give  advantages  to  customers  which  the  Corpora¬ 
tion,  bound  by  statutory  regulations,  could  not  do.  The  result  was  that 
the  Company  were  getting  the  gas  supply  in  almost  every  new  building, 
simply  because  they  could  provide  the  pipes,  which  the  Corporation  could 
not  do.  He  had  listened  with  some  astonishment  to  the  remarks  of  Bailie 
Gray,  when  he  said  at  the  private  meeting  that  the  Committee  went  further 
than  they  were  authorized  to  do.  While  he  had  a  little  sympathy  with 
that  remark,  they  ought  to  recognize  that  the  Committee  on  that  occasion 
acted  for  what  they  considered  to  be  the  very  best  interests  of  the  city. 
They  knew  that  the  matter  was  one  which  was  in  its  initial  stages,  and 
when  it  could  not  be  talked  of  publicly.  It  might  or  might  not  have  been 
a  little  irregular  at  the  beginning ;  but  it  must  be  admitted  as  having  done 
very  good  work.  It  also  seemed  as  if  Bailie  Gray  said  that,  on  account  of 
the  action  taken  by  the  Corporation,  the  value  of  the  Gas  Company’s 
shares  had  risen  from  41a.  or  42s.  to  90s.  He  considered  that  Bailie 
Gray  was  not  acting  fairly  towards  the  Council  in  the  matter.  There 
were  other  causes  for  the  rise  in  the  value  of  the  stock  besides  the  action 
of  the  Corporation.  It  was  well  known  that  in  recent  years  the  Bartick 
Company  had  encountered  serious  difficulties,  and  had  been  unable  to 
pay  a  dividend  ;  but  these  difficulties  had  now  been  very  largely  sur¬ 
mounted,  and  last  year  the  Company,  he  was  informed,  actually  paid  a 
dividend  of  from  4  to  5  per  cent.  The  principal  cause  of  the  rise  iu  the 
value  of  the  shares  was  that  the  Company  had  now  emerged  out  of  its 
difficulties,  and  the  shareholders  and  the  public  thought  there  was  a  fair 
prospect  of  the  concern  in  the  future  being  able  to  pay  a  good  dividend. 
They  knew  very  well  that  if  annexation  was  to  take  place,  they  would  have 
to  give  the  Company  a  quid  pro  quo  in  some  manner  or  other ;  and  he 
thought  it  would  be  better  if  the  Town  Council  took  advantage  of  the 
present  favourable  opportunity  than  go  to  arbitration. 

Bailie  Shearer  objected  to  the  proposed  purchase;  and  he  expressed  a 
fear  that  they  were  paying  too  dear  for  their  “  whistle  ”  in  connection 
with  the  extension  of  the  boundaries. 

Bailie  Simons,  referring  to  the  terms  on  which  they  were  to  acquire  the 
works,  remarked  that  Mr.  Hawksley’s  report  had  not  been  founded  on 
the  present  market  value  of  the  shares,  but  on  ten  previous  balance-sheets 
— not  one,  as  Bailie  M’Farlane  would  lead  them  to  infer.  After  the 
.Annexation  Bill  passed  through  Barliament,  they  would  be  compelled  to 
buy  the  works  ;  and  he  would  like  to  know  if  they  could  possibly  make 
more  favourable  arrangements  under  compulsory  powers  than  at  present. 
Were  they  to  acquire  the  works,  they  would  be  a  source  of  profit,  apart 
altogether  from  the  question  of  smoothing  the  way  for  annexation. 

Several  other  members  having  spoken,  chiefly  in  support  of  the  pro¬ 
posed  purchase  being  made. 

The  Lord  Beovost  said  that  if  a  decision  were  not  come  to  at  that 
meeting,  the  question  would  have  to  be  decided  by  the  new  Council,  which 
was  not  desirable.  As  to  the  winding  up  of  the  Company,  he  observed 
that  the  expense  would  probably  not  be  more  than  £200,  unless  there  was 
litigation,  and  that  could  only  be  between  the  different  classes  of  share¬ 
holders,  and  not  between  the  Company  and  the  Corporation.  Eeplying  to 
a  question,  his  lordship  went  on  to  say  that  the  purchase  depended  en¬ 
tirely  on  the  proposal  for  the  extension  of  the  municipal  boundaries  being 
carried.  He  pointed  out  that  the  gross  profit  of  the  Company  last  year 
was  £14,100.  If  from  this  they  took  off  £2500  paid  in  respect  of  deben¬ 
tures,  and  £1660  for  interest  payable  on  the  £30,000  of  preference  stock, 
they  would  have  a  sum  of  nearly  £10,000,  which  they  could  allocate  as  they 
liked — between  depreciation  on  the  one  hand  and  to  the  shareholders  on 
the  other.  The  price  to  be  paid,  he  did  not  think  unduly  large.  It  was 
not  a  purchase  he  would  recommend  apart  from  annexation  ;  but  if  the 
Annexation  Bill  was  passed,  a  settlement  of  the  question  on  the  terms 
proposed,  while  a  full  and  liberal  one  towards  shareholders  of  the  Com¬ 
pany,  would  not,  he  thought,  give  the  Corporation  cause  of  regret. 

The  motion  was  agreed  to  by  30  votes  against  9. 

The  Lord  Brovost  subsequently  stated  that  they  were  not  under  any 
obligation  whatever  to  go  to  Barliament  in  the  present  year  to  sanction 
the  terms  of  purchase  agreed  upon.  If  they  decided  not  to  go  on  just 
now,  the  Directors  of  the  Company  could  have  no  ground  of  complaint 
against  them  ;  but  he  would  like  it  to  be  understood  that,  in  the  event  of 
the  Annexation  Bill  failing,  they  would,  of  course,  not  continue  with  the 
application.  Taking  all  things  into  consideration,  however,  he  was  himself 
in  favour  of  serving  the  notice  to  go  on  this  year. 

Mr.  Ure  agreed  with  the  Lord  Brovost,  and  said  that  in  the  works 
Committee  several  re-arrangements  had  already  been  kept  back  with  a 


view  to  seeing  whether  they  were  to  have  possession  of  the  works 
and  it  was  putting  them  to  considerable  inconvenience. 

Some  further  discussion  took  place  ;  and  it  was  eventually  agreed,  that 
a  Brivate  Bill  to  sanction  the  purchase  should  be  promoted  this  year,  only 
contingent  on  the  passing  of  the  Boundaries  Bill  to  be  proposed  by  the 
Government. 


THE  CHAKGES  IN  CONNECTION  WITH  THE  HALIFAX  GAS 
COAL  CONTRACTS. 

On  Monday  last  week,  Mr.  Alderman  Riley’s  Solicitors  forwarded  to  the 
Mayor  of  Halifax  (Mr.  Alderman  J.  Booth)  a  draft  of  the  indemnity  which 
they  proposed  should  be  given  to  Mr.  Riley  by  the  Corporation.  The 
draft  was  revised  by  the  Town  Clerk,  and  returned  amended.  The  main 
difference  between  the  terms  of  the  indemnity  as  drawn  by  Mr.  Riley’s 
Solicitors  and  that  given  to  Mr.  Fox  is,  we  believe,  that  Mr.  Riley  seeks  to 
confine  his  accusers  to  proving  that  he  has  corruptly  received  money  by 
way  of  commission  or  bribe  on  coal  or  other  goods  purchased  by  the 
Halifax  Corporation  for  the  gas-works.  This,  it  is  thought,  was  hardly 
likely  to  be  entertained  by  the  Town  Council ;  and  it  is  understood  that 
the  Town  Clerk  has  altered  the  form  of  indemnity.  The  matter  is  to 
come  before  the  Council  at  a  special  meeting  to-day,  when  a  proposal  may 
he  made  authorizing  the  Mayor  to  sign  the  deed  of  indemnity  to  be  given 
to  Mr.  Riley. 

The  Mayor,  addressing  last  night  week  a  meeting  in  connection  with 
the  municipal  elections,  alluded  at  some  length  to  the  “  gas  scandal,”  with 
the  object  of  justifying  the  action  of  the  Council  in  giving  an  indemnity 
to  Mr.  Fox.  Broceeding,  he  said  Mr.  Fox  must  now  prove  his  case  or  bear 
the  brunt  himself.  He  believed  the  bulk  of  the  people  expected  that,  these 
charges  being  put  in  the  form  of  a  very  strong  libel,  those  concerned  would 
take  action.  But  they  knew  that  Mr.  Carr  would  not  fight— he  had  said 
he  would  not.  They  had  also  had  a  letter  from  Mr.  Wrigley,  who  was 
implicated  as  the  coal  agent  who  had  contracted  to-supply  a  particular 
kind  of  coal  and  had  sent  a  different  quality,  and  he  said  he  would  not 
fight.  He  (the  Mayor)  thought  that  as  time  went  on  they  would  find  that 
none  of  the  accused  persons  would  fight.  Then  the  question  arose.  Was 
the  matter  to  quietly  subside  because  these  people  would  not  take  action  ? 
He  thought  not.  There  were  other  resources  open.  He  thought  it  woul  d 
be  the  duty  of  the  Corporation  to  sue  Mr.  Wrigley  for  the  difierence  in  the 
value  of  the  coal  contracted  for  and  that  supplied.  That  was  one  step. 
He  thought  another  would  be  to  ask  the  Lord  Chancellor  to  send  down  a 
Commissioner  to  examine  people  on  oath,  and  take  evidence  that  would 
get  to  the  bottom  of  the  whole  matter.  If  the  thing  was  unsound  and 
corrupt,  let  it  be  known.  He  (the  Mayor)  would  certainly  do  evervthing 
he  could  to  “  bottom  ”  it  thoroughly.  The  people  of  Halifax  might  feel 
assured,  and  take  it  from  him,  that  if  it  was  possible  to  find  out  and  get 
clear  knowledge  of  what  had  taken  place,  he  would  do  everything  that  lay 
in  his  power  to  accomplish  it.  In  a  subsequent  speech  the  same  evening, 
his  Worship  suggested  that  the  Corporation  ought  to  adopt  a  Standing 
Order  providing  that  no  member  should  occupy  the  position  of  Chairman 
of  a  Committee  for  more  than  three  years.  If  they  had  passed  such  a 
resolution  half-a-dozen  years  ago,  the  members  of  the  Gas  Committee 
would  not  have  had  such  blind  confidence  as  they  had  shown. 

At  a  meeting  held  last  Thursday  evening,  Mr.  Biuns,  a  member  of  the 
Gas  Committee,  said  that  when  the  charges  were  made  Mr.  Bairstow  raised 
the  question  in  the  Committee,  and  insisted  on  the  Committee  being 
informed  of  them.  They  were  peremptorily  told  by  the  Town  Clerk  that 
they  had  handed  the  matter  over  to  a  Committee  of  three  gentlemen,  and 
now  had  nothing  to  do  with  it  any  more  than  the  ottier  Committees.  There¬ 
fore  they  thought  they  were  politely”  shut  up,”  because  the  Town  Clerk  was 
their  legal  adviser.  The  Mayor  had  gone  about  and  done  just  as  he  pleased 
— investigating  what  he  thought  proper.  There  was  a  policeman  placed  in 
the  office  at  the  gas-works.  The  Committee  did  not  know,  until  the 
Council  meeting  a  few  days  previously,  who  was  to  be  charged,  and  there¬ 
fore  they  had  indeed  been  “  dumb  dogs.”  The  Committee  included  gentle¬ 
men  above  suspicion,  and  they  hoped  everything  would  be  done  to  bring  to 
light  any  malpractices  which  had  been  going  on.  They  had  been  kept  iu  the 
dark,  and  had  to  wait  the  unravelling  of  events ;  and  they  therefore 
thought  their  best  policy  was  to  keep  their  mouths  shut  until  they  heard 
the  charges  against  them.  A  long  array  of  questions,  all  on  the  “  gas 
scandal,”  was  sent  up  in  writing  for  Mr.  Binns.  Replying  to  them,  he 
said  he  did  not  know  of  any  commission  being  paid  to  the  Chairman  of  the 
Gas  Committee.  He  was  not  aware,  until  the  statement  was  made,  that 
every  truck  of  coal  was  not  weighed.  He  had  seen  the  weighing-book,  the 
entries  in  which  went  back  for  two  years,  and  he  did  not  think  that 
there  were  three  where  the  coals  were  recorded  as  being  under  weight. 
He  explained  that  the  difficulty  about  weighing  every  ton  of  coal  coming 
into  the  works  arose  through  the  delay  and  inconvenience  caused  to  the 
Railway  Company  in  shunting.  As  to  testing  tlie  quality  of  the  gas,  the 
Committee  at  their  last  meeting  appointed  Mr.  Ackroyd,  Borough  Analyst 
to  take  two  observations  a  week,  and  report  them  to  the  Committee.  Tests 
of  the  quality  of  the  coal  had  been  made  by  Mr.  Carr,  and  these  tests, 
when  required,  had  been  laid  before  the  Committee.  Mr.  Carr,  for  some 
reason,  had  abstpcted  a  number  of  pages  from  the  test-book.  The  Com¬ 
mittee  had  not  given  any  orders  for  the  weighing-machine  to  be  mended, 
and  he  was  not  aware  that  it  had  been  out  of  order  for  three  months.  He 
was  not  prepared  to  say  they  had  received  an  inferior  class  of  coal  to  that 
specified  in  the  contracts.  His  own  honest  conviction  was  that  not  a  single 
pennyworth  of  coal  went  into  the  gas-works  but  what  was  of  legitimate 
market  value. 

Mr.  Bairstow  was  present  at  another  meeting  held  on  the  same  evening, 
and  also  alluded  to  the  subject.  He  explained  that,  though  a  member  of 
the  Gas  Committee,  he  had  not,  on  account  of  a  personal  difference  with 
the  Chairman,  taken  a  very  active  part  in  conducting  the  works.  The 
late  Manager  (Mr.  Carr)  thought  fit  one  day  to  “  interview  ”  him  (Mr. 
Bairstow) ;  and  he  gathered  certain  information  from  Mr.  Carr.  After 
hearing  his  explanations,  he  asked  him  if  that  was  all  he  had  been  guilty 
of;  and  on  being  assured  that  it  was,  he  said,  “  If  that  be  so,  I  should  be 
the  last  man  in  the  world  to  visit  the  sins  of  the  whole  country  upon  your 
head,  if  there’s  nothing  else  to  be  charged  against  you.”  He  added  that, 
as  the  Mayor  had  undertaken  that  Mr.  Carr  should  have  an  indemnity 
provided  he  justified  himself,  he  (Mr.  Bairstow)  promised  to  help  the 
Mayor  in  paying  any  expenses  that  might  be  incurred.  Other  things  had 
arisen  since  then  ;  and  the  meeting  would  not  expect  him  to  say  more 
upon  the  subject.  Being  asked  whether,  on  the  occasion  of  the  construc¬ 
tion  of  the  last  gasholder,  Mr.  Carr  did  not  get  £700  in  addition  to  his 
salary,  Mr.  Bairstow  said  he  had  not  the  figures  at  that  moment,  but  Mr. 
Carr  did  get  a  commission.  (“  Shame.”)  No  ;  it  was  not  a  shame.  (“  He 
was  a  servant.”)  But  Mr.  Carr  did  not  go  into  the  service  of  the  Corpora¬ 
tion  to  construct  a  gasholder.  He  worked  entire  nights  on  the  plans  for 
it.  He  should  say  that  by  employing  Mr.  Carr  on  the  work  the  Corpora¬ 
tion  saved  2§  per  cent,  on  the  value. 

Alderman  Ramsden,  who  was  one  of  the  three  members  of  the  Investiga¬ 
tion  Committee  (the  other  two  being  the  Mayor  and  the  Town  Clerk),  also 
spoke  at  a  public  meeting  on  Thursday  evening.  He  said  it  must  be 
remembered  that  as  yet  they  had  only  suspicion,  accusation,  and  remarks 
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about  certain  persons  as  to  certain  things  being  done ;  but  these  were 
very  serious  indeed,  and,  as  ho  thought,  very  well  based.  Beyond  this 
he  thought  it  would  not  be  fair  for  him  to  go.  The  inquiry  they  had  to 
undertake  was  to  ascertain  where  the  guilt  lay,  and,  if  possible — and 
surely  it  was  possible — to  bring  forth  sufficient  evidence  to  satisfy  all  of 
them  as  to  the  truth  of  those  accusations.  If  the  statements  were  untrue, 
those  who  were  innocent  should  be  completely  cleared  in  the  eyes  of  the 
public,  and  those  who  were  guilty  should  be  punished  as  they  deserved. 
Accusations  of  a  grave  character  had  been  made ;  and  it  was  naturally 
expected  that  the  persons  who  were  accused  would  in  some  way  or  another 
proceed  to  defend  themselves.  If  they  failed  to  do  this,  then  the  diffi¬ 
culty  arose  as  to  what  should  be  done.  He  was  of  opinion  that  not  all  those 
who  were  accused  would  enter  the  Courts  of  Law,  where  there  might 
be  an  opportunity  of  ascertaining  the  guilt  or  innocence  of  certain 
persons.  Failing  this,  he  still  thought  “the  resources  of  civilization” 
would  not  be  quite  exhausted  as  to  the  means  of  getting  at  the  truth. 
Charges  had  been  made  of  supplying  to  the  Corporation  a  smaller  quantity 
of  goods,  and  goods  inferior  in  quality,  to  those  which  had  been  bought 
and  paid  for.  Surely  there  was  some  process  in  the  law  by  which  this 
could  be  proved,  and,  if  proved,  some  method  by  which  at  least  there 
should  be  disgorgement — a  giving  up  of  that  which  had  been  unlawfully 
obtained.  But  there  were  other  ways,  even  if  this  course  should  not  be 
resorted  to.  There  was  said  to  have  been  an  interference  with  the 
property  of  the  Corporation  at  the  gas-works — an  interference  with  books ; 
and  surely  this  was  an  unlawful  thing.  If  books  containing  entries  which 
should  be  valuable  to  the  Corporation  had  been  tampered  with,  even  to 
the  extent  of  cutting  out  the  leaves,  there  were  means  by  which  punish¬ 
ment  might  be  accorded  to  the  persons  proved  guilty.  Throughout 
England  this  matter  was  looked  upon  at  the  present  time  with  extreme 
anxiety,  because  in  other  boroughs  charges  were  being  made,  or  would  be 
made  before  long,  quite  as  serious  as  those  in  Halifax.  For  himself,  this 
scandal  was  about  the  most  painful  thing  he  had  ever  had  to  do  with. 

Another  member  of  the  Gas  Committee  (Mr.  Bramley)  told  his  con¬ 
stituents  that  Mr.  Carr  served  them  faithfully  for  13  years,  so  far  as  they 
knew,  and  had  the  full  confidence  of  the  Council  and  Committee.  The  way 
in  which  he  had  been  held  up  to  the  public  was  surely  a  great  punish¬ 
ment  to  him ;  and  if  he  did  not  go  into  a  Court  of  Law  to  clear  his 
character,  he  (Mr.  Bramley)  was  not  going  to  blame  him.  The  course 
that  was  being  pursued — providing  indemnities  and  finding  work  for  law¬ 
yers — was  a  method  of  which  he  did  not  approve.  So  far  as  he  could 
see,  it  was  not  leading  to  any  satisfactory  result ;  and  the  probability  was 
that  some  other  course  would  have  to  be  adopted.  Any  reasonable  and 
just  course  he  would  support  with  all  his  heart. 

At  a  meeting  last  Wednesday  evening,  Mr.  Brook,  who  was  also  on  the 
Gas  Committee,  said  he  was  informed  that  the  Mayor  and  Town  Clerk 
had  gone  to  London  to  make  some  inquiries,  and  probably  to  ask  that  a 
Commissioner  might  be  sent  down  to  investigate  the  matter.  He  had 
been  one  of  the  three  appointed  to  superintend  the  work  during  the  time 
Mr.  Carr  was  away  from  home,  and  though  at  the  works  almost  daily,  and 
having  everything  open  to  his  investigation,  he  never  observed  anything 
that  led  him  to  think  affairs  were  not  straight  and  fair.  The  Gas  Com¬ 
mittee  had  been  almost  in  the  hands  of  the  Chairman  and  Manager  during 
the  past  ten  years,  and  he  thought  it  was  a  fault  for  a  Chairman  to  remain 
so  long  on  any  Committee,  as  it  did  not  give  the  other  members  an  oppor¬ 
tunity  to  rise  to  such  a  position.  To  his  mind  matters  would  turn  out 
better  than  was  expected.  The  contracts  for  coal,  so  far  as  he  was  con¬ 
cerned,  had  been  gone  through  fairly,  and  the  opinion  of  experts  taken. 
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The  Recent  Charges  in  Connection  with  the  Co.il  Contracts — The 

Price  of  Gas. 

At  a  Ward  Meeting  held,  in  view  of  the  forthcoming  municipal  elections, 
at  Rochdale  on  the  11th  inst. — Mr.  J.  Leach  in  the  chair— the  subject 
of  the  coal  contracts  of  the  Corporation  Gas  Committee,  which,  as  will 
be  remembered,  recently  gave  rise  to  some  discussion  in  the  Council,  were 
referred  to. 

Mr.  Parker  said  he  thought  some  explanation  was  due  from  him  as  to 
the  very  disturbed  and  excited  state  of  public  feeling  which  had  been 
caused  in  the  town  by  Mr.  Evans  making  known  at  a  public  meeting  a 
private  conversation  which  had  taken  place  between  that  gentleman  and 
himself  respecting  the  town’s  affairs.  On  meeting  Mr.  Evans,  he  (the 
speaker)  told  him  that  he  agreed  with  the  Council  in  everything  they  had 
done  since  he  joined  them,  saving  the  acceptance  of  the  coal  contract 
recommended  by  the  Gas  Committee.  He  had  been  greatly  blamed  for 
saying  what  he  did  to  Mr.  Evans;  but  he  was  prepared  to  defend  every¬ 
thing  he  had  stated  to  him.  The  only  thing  that  needed  explanation  was  the 
difference  in  price  between  the  coal  the  Committee  had  decided  to  buy  and 
that  which  they  might  have  purchased,  and  to  which  he  had  drawn  atten¬ 
tion.  The  prices  charged  by  the  Wigan  Coal  and  Iron  Company,  whose 
contract  the  Committee  had  accepted,  were  9s.  3d.  and  73.  6d.  per  ton  ; 
whereas  the  prices  he  had  alluded  to  were  7s.  3d.  and  6s.  6d.  The 
average  prices  of  the  two  lots  of  coal  were  8s.  4Jd.  for  that  of  the  Wigan 
Coal  and  Iron  Company,  and  6s.  lOJd.  for  the  other.  The  cheaper  coal 
would  produce  9240  cubic  feet  of  18'7-candle  gas  per  ton;  and  if  its 
price  and  illuminating  and  producing  powers  were  considered,  it  would 
be  found  to  be  rather  over  than  under  Is.  below  the  cost  of  that  of  the 
Wigan  Coal  and  Iron  Company.  The  Chairman  of  the  Gas  Committee 
had  referred  to  some  coal  which  was  lid.  a  ton  cheaper  than  that 
accepted  by  the  Committee,  and  had  said  that  this  coal  would  only  produce 
17-candle  gas.  He  (Mr.  Parker)  adhered  to  his  original  statement  that 
that  coal  would  produce  9300  cubic  feet  of  18'62-candle  gas  per  ton.  In 
the  Council  Chamber,  Mr.  Alderman  Baron  stated  that  an  increase  of 
one  candle  in  the  illuminating  quality  of  the  gas  made  was  equal  to  a 
difference  of  2s.  6d.  per  ton  in  the  price  charged  for  the  coal.  If  this 
were  so,  the  Gas  Committee  had  refused  to  accept  a  coal  the  value  of 
which  was  7s.  6d.  a  ton  more  than  that  of  the  Wigan  Coal  and  Iron  Com¬ 
pany,  because  it  would  make  9860  cubic  feet  of  21-candle  gas  per  ton  ; 
and  by  so  doing  they  had  caused  a  loss  of  £1750  to  the  gas  consumers  of 
the  borough.  This  was  apart  from  the  loss  of  Is.  per  ton  on  the 
20,000  tons  of  coal  previously  mentioned.  He  (the  speaker)  had  practically 
been  forced  into  this  matter  by  the  remarks  made  by  Mr.  Evans  at  the 
public  meeting  ;  but  he  certainly  still  adhered  to  everything  he  had 
said  before. 

Mr.  Duckworth  criticized  the  action  of  the  Gas  Committee  in  proposing 
an  increase  of  salaries,  and  said  he  could  only  account  for  the  proposi¬ 
tion  on  the  ground  that  the  Committee  were  flush  of  money.  It  would 
be  better  it  the  Committee  had  less  money  to  spend,  and  if  the  towns¬ 
people  were  supplied  with  gas,  not  at  cost  price,  but  at  a  price  nearer 
its  price  to  the  Committee.  If  the  reduction  in  the  price  of  gas  could 
not  be  obtained  without  increasing  other  rates,  then  let  those  rates  be 
increased,  so  that  the  people  might  know  what  it  was  they  had  to  pay  for. 
At  present  the  Committee  were  subjected  to  a  strong  temptation  to  use 
money  in  a  way  they  would  not  do  if  they  had  less  money  to  spend.  He 
did  not  charge  the  Committee  with  either  wilful  waste,  indiscretion,  or 


want  of  judgment ;  he  was  simply  pointing  out  something  to  which  they 
were  liable  by  force  of  circumstances.  Shopkeepers  were  compelled  to  do 
their  business  after  dark,  and  to  use  gas  for  attraction  and  display  as  well 
as  for  business.  Gas  was  an  absolute  necessity  to  them ;  and  yet  in 
Rochdale  they  had  to  pay  almost  double  what  they  ought  to  be  charged 
for  it.  This  was,  to  his  mind,  a  very  great  injustice. 

Alderman  Petrie  said  he  had  thought  Mr.  Parker  had  not  another 
word  to  say  on  the  subject  of  the  coal  contracts ;  but  he  chose  to  stick 
to  his  text,  and  had  again  asserted  that  there  was  a  coal  which  was  very 
much  cheaper  than  the  coal  the  Committee  had  bought,  and  that  it  would 
produce  quite  as  many  thousand  cubic  feet  of  gas  per  ton.  Well,  Mr. 
Parker  took  care  not  to  mention  the  name  of  the  coal  or  that  of  the  people 
who  sold  it.  Mr.  Parker  had  not  told  the  Committee  where  it  was  to  be 
obtained ;  and  he  (the  speaker)  denied  the  truth  of  the  statement  that 
there  was  such  a  coal  as  he  mentioned  at  the  price,  producing  as  many 
feet  of  gas  per  ton.  It  was  utterly  false ;  there  was  not  a  word  of  truth 
in  the  statement.  Wondering  how  Mr.  Parker  came  to  say  such  a  thing, 
he  obtained  a  clue  to  it  from  another  statement  Mr.  Parker  had  made. 
He  spoke  of  a  coal  to  which  the  Committee  thought  he  was  referring — 
the  coal  that  was  lid.  a  ton  cheaper  than  the  coal  they  had  bought — and 
stated  that  this  coal  would  make  18-candle  gas.  He  said  so  because  he 
had  seen  it  advertised.  Well,  to  take  an  advertisement  of  what  a  coal 
would  do  was  simply  absurd  ;  and  if  Mr.  Parker  knew  how  to  go  about  the 
business  rightly,  he  would  never  dream  of  doing  that.  The  information 
the  Committee  had  was  that  which  the  proprietor  of  the  coal  himself 
gave.  He  told  them  the  number  of  thousand  cubic  feet  of  gas  it  would 
make,  and  said  it  would  yield  gas  up  to  17-candle  power.  When  choosing 
coal,  taking  its  proprietor’s  statement  as  to  what  it  would  do,  and  then 
testing  it,  the  Committee  found  that  in  nine  cases  out  of  ten  the  coal  did 
not  quite  justify  the  statement.  In  fact,  it  often  came  a  long  way  below 
it.  But  in  this  case,  even  on  the  proprietor’s  statement  that  the  coal 
would  produce  17-candle  gas,  it  was  put  out  of  the  books  altogether ;  it 
would  not  do  for  the  Committee. 

Alderman  Simpson  said  he  could  not  endorse  Mr.  Duckworth’s  state¬ 
ments  as  to  the  price  charged  for  gas  supplied  by  the  Corporation.  The 
object  of  a  recent  public  meeting  was  to  urge  the  Council  to  reduce  the 
price  of  gas  to  2s.  per  1000  cubic  feet ;  but  only  that  day  the  Gas  Com¬ 
mittee  had  received  a  communication  from  one  of  the  local  associations 
saying  “Don’t  lower  the  price  of  gas  at  all.”  As  the  Corporation  had  to 
trade  in  both  gas  and  water,  they  ought  to  make  the  two  undertakings 
balance  each  other.  The  Corporation  already  charged  an  extra  price  to 
gas  consumers  outside  the  borough ;  and  if  the  charge  was  lowered  within 
the  borough,  he  feared  that  the  extra  charge  to  outside  consumers  would 
have  to  be  given  up.  People  beyond  the  borough  were  supplied  with 
Corporation  water  at  less  than  cost  price.  Was  the  Corporation  to  give 
them  also  the  advantage  of  having  gas  at  a  reduced  price,  and  tax  the 
residents  in  the  borough  to  make  up  the  deficiency  so  caused? 

A  vote  of  thanks  was  accorded  to  the  retiring  councillors,  and  the  pro¬ 
ceedings  closed. 

EDINBURGH  AND  LEITH  GAS  COMMISSION. 

At  their  Meeting  on  Monday  last  week,  a  variety  of  questions  engaged 
the  attention  of  the  Edinburgh  and  Leith  Gas  Commissioners.  With 
respect  to  the  petition  of  the  employes  at  the  Leith  works  to  be  put  on  the 
same  footing  as  to  wages  as  the  Edinburgh  workmen  (see  ante,  p.  600),  the 
Works  Committee,  to  whom  the  matter  was  referred,  reported  that  they 
had  made  a  remit  to  the  Engineers  to  report  generally  on  the  subject  of 
hours  and  wages  of  the  men.  In  connection  with  an  application  for  a 
supply  of  gas  to  a  mill  at  Colinton,  it  was  estimated  that  the  necessary  piping 
would  cost  £1960.  If  the  residents  at  Colinton  undertook  to  use  gas,  it 
was  suggested  that  the  pipe  should  be  laid  at  the  Commissioners’  expense ; 
and  the  gas  supplied  at  4s.  2d.  per  1000  cubic  feet.  It  was  reported  that 
tenders  had  been  entered  into  for  the  supply  of  coke  at  Os.  and  6s.  6d.  a  ton. 
It  was  agreed,  on  the  recommendation  of  the  Finance  Committee,  to  pay 
the  parliamentary  expenses  of  the  burgh  of  Leith  (£1009)  incurred  in 
connection  with  the  Gas  Bill ;  also  to  settle  with  the  Edinburgh  andLeith 
Gas  Company  for  the  payment  of  stores  (£28,000).  Certain  financial  arrange¬ 
ments  in  connection  with  this  matter  were  explained  by  the  Clerk,  who 
stated  that  the  £28,000  of  mortgages  at  3 J  per  cent,  asked  for  had  all  been  sub¬ 
scribed.  He  also  mentioned  that  he  had  written  to  the  Leith  Company,  ask¬ 
ing  if  they  would  accept  payment  in  instalments,  but  they  had  declined.  It 
was  resolved  that  the  system  of  book-keeping  of  tlie  Edinburgh  Company 
should  be  adopted,  subject  to  such  modifications  as  experience  might 
suggest.  Mr.  Beveridge,  it  was  reported,  had  decided  that  the  Companies 
were  entitled  to  interest  on  the  price  of  their  stores  from  Aug.  1.  A  state¬ 
ment  from  Messrs.  Davidson  and  Syme  was  read  concerning  the  final 
accounting  with  the  Edinburgh  Gaslight  Company.  One  of  the  items 
referred  to  was  a  sum  of  £2163  14s.  6d.,  which  represented  deposits  by 
consumers,  some  of  which  dated  as  far  back  as  1849.  It  was  also  men¬ 
tioned  that  a  sum  of  £635  for  retorts  was  open  to  discussion.  The 
documents,  which  were  of  a  bulky  nature,  were  sent  to  the  Finance  Com¬ 
mittee.  In  regard  to  the  account  of  the  Parliamentary  Agent  for  the  Gas 
Bill  (Mr.  Beveridge),  it  was  stated  that  this  amounted  to  £4719  8s.  6d.,  of 
which  he  had  been  paid  £3000  on  account.  It  was  agreed  to  pay  a  further 
£1000  on  account;  and  to  arrange  for  having  the  accounts  taxed  by  the 
Auditor  of  the  Court  of  Session.  A  communication  was  read  from  the 
hurgh  of  Leith,  asking  that  the  supply  of  gas  to  the  public  lamps  should 
be  put  on  the  same  basis  as  in  Edinburgh.  The  question  was  remitted  to 
the  Works  Committee  for  consideration.  A  number  of  other  matters  of  a 
routine  nature  were  disposed  of. 


The  Testing  op  Swansea  Gas. — At  the  meeting  of  the  Swansea  Town 
Council  last  Wednesday,  the  Town  Clerk  (Mr.  J.  Thomas)  presented  a 
report  on  the  subject  of  the  existing  regulations  in  regard  to  the  testing 
of  Swansea  gas.  He  pointed  out  that  the  only  legal  testing-place  is 
at  the  works,  and  that  any  examination  made  elsewhere  would  be  value¬ 
less  in  a  Court  of  Law.  At  the  same  time  he  recommended  the  Council 
to  consider  the  advisability  of  having  their  photometer  put  in  proper 
order,  and  of  appointing  a  duly-qualified  examiner  to  make  tests  of  the 
gas  for  the  general  satisfaction  of  the  Corporation  and  consumers.  The 
consideration  of  the  matter  was  deferred  for  a  month. 

The  Dinsmore  Gas  Process  at  Widnes. — At  the  last  meeting  of  the 
Widnes  Local  Board,  Mr.  Gaskell,  in  moving  the  confirmation  of  the  Gas 
Committee’s  minutes,  remarked,  in  reference  to  the  Dinsmore  gas  process, 
to  which  the  Engineer  (Mr.  Isaac  Carr)  had  alluded  in  his  report,  as  men¬ 
tioned  in  the  Journal  last  week,  that  the  13,000  cubic  feet  of  gas  per  ton 
of  coal  which  they  were  obtaining  was  produced  with  the  use  of  only  half 
their  tar.  If  they  could  have  used  the  whole  of  the  tar,  the  quantity  of 
gas  might  have  been  larger,  and  the  quality  better.  In  addition,  the  gas 
contained  less  sulphur  compounds,  other  than  sulphuretted  hydrogen, 
than  the  ordinary  gas,  and  was  of  a  more  permanent  composition.  He 
believed  that  such  results  as  these  had  never  before  been  attained  in  any 
gas-works  on  a  manufacturing  scale. 
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THE  BIEMINGHAM  GAS  UNDEETAKING. 

A  Vindication  of  the  Cokpokation  Management. 

An  interesting  pamphlet,  constituting  a  retrospect  and  a  vindication  of 
the  management  of  the  gas  undertaking  by  the  Birmingham  Town  Council, 
has  just  been  prepared  by  Mr.  H.  J.  Manton,  who,  as  a  member  of  the 
Gas  Committee  and  Works  Sub-Committee,  has  had  exceptionally  favour¬ 
able  opportunities  of  making  himself  acquainted  with  the  entire  working 
of  the  concern.  The  history  covers  a  period  of  twelve  years ;  the  purchase 
of  the  undertakings  of  the  two  Gas  Companies  having  been  completed  on 
Dec.  31,  1875.  A  statement  is  given  of  the  growth  of  the  capital  account, 
the  separation  of  several  outside  districts,  and  the  development  and 
improvement  of  the  works.  Mr,  Manton  recalls  the  statement  made  by 
Mr.  Joseph  Chamberlain  in  March,  1874,  of  what  would  have  been  re¬ 
quired  to  be  spent  by  the  old  Companies  for  extension  of  works,  and  uses 
it  as  a  basis  of  comparison  with  what  has  actually  been  done. 

Mr.  Chamberlain  is  reported  to  have  said,  “  that  the  sale  by  the  Stafford¬ 
shire  Company  had  increased  during  the  previous  ten  years  by  5  per  cent, 
compound,  and  that  of  the  Birmingham  Company  by  6  per  cent,  com¬ 
pound.  Assuming  5  per  cent,  compound  to  be  the  average,  the  Companies 
would,  in  14  years  following,  have  had  to  raise,  for  extension  of  works  to 
rneet  the  demand,  the  sum  of  J1,000,000.”  During  the  period  of  Corpora¬ 
tion  management  the  alterations  and  extensions  at  the  works  have  been 
very  large.  The  Saltley  works  have  been  increased;  and  the  Windsor 
Street  station  has  been  almost  entirely  reconstructed.  The  Fazeley 
Street  station  has  been  abandoned,  and  the  site  let.  The  Swan  Village 
and  Adderley  Street  works  have  been  put  into  substantial  repair.  Con¬ 
siderable  amounts  have  been  written  oS  for  antiquated  and  aban¬ 
doned  plant.  Neither  of  the  larger  works  are  complete ;  but  as 
they  at  present  stand  in  regard  to  producing  power,  the  comparison 
with  their  daily  capacity  at  the  transfer  is  as  follows,  in  millions  of  cubic 
feet : — Total  capacity  of  the  works  in  1875,  per  day  15,047,000  cubic  feet ; 
total  capacity  of  the  works  in  December,  1887,  20,500,000  cubic  feet ;  the 
completion  of  the  purifying  plant  at  Saltley,  equal  to  retort  and  storeage 
capacity,  will  add  1,500,000  cubic  feet;  and  the  filling  up  of  the  Windsor 
Street  retorts,  4,050,000  cubic  feet— -making  a  total  productive  power  of 
26,050,000  cubic  feet.  The  estimated  capital  expenditure  required  to  pro¬ 
vide  for  this  increase  during  the  next  seven  years  is  £45,000 ;  a  further 
estimated  expenditure  of  £l30,000  will  complete  the  Windsor  Street 
works,  and  bring  up  the  total  production  per  day  to  32,500,000  cubic  feet. 
Thus,  for  an  actual  net  expenditure  of  ^293,409,  and  an  estimated  expen¬ 
diture  for  completion  of  £175,000— making  a  totaljof  £468,409 — the  Gas 
Department  will  be  enabled  to  meet  the  requirements  of  the  next  12  or  15 
years,  at  less  than  half  the  amount  which  was  expected  to  have  been  spent 
up  to  the  present  date. 

Passing  next  to  the  question  of  the  gas  sales,  Mr.  Manton  states  that  the 
estimate  was  an  increase  of  5  per  cent,  compound  per  annum.  The  sale  of 
gas  in  1875  was  2327  millions.  Over  the  same  area  as  at  the  present  time 
it  was  2120  millions.  The  sale  of  gas  in  1880  was  2676  millions.  In  1887  it 
w’as  3378  millions,  which  is  upwards  of  4  per  cent,  per  annum  compound  on 
the  sale  of  1875  over  the  same  area.  Thus  it  will  be  seen  that  while  the 
estimate  formed  as  to  the  increase  of  the  public  requirements  for  gas  has 
not  been  quite  realized,  the  corresponding  outlay  on  capital  account  has 
been  much  less  in  proportion  and  the  economic  administration  of  the 
managers  of  the  department  verified. 

Mr.  Manton  then  goes  on  to  speak  of  the  charges  for  gas;  and  to  com¬ 
pare  them  with  those  of  other  corporations  and  commercial  companies  ; 
pointing  out,  as  regards  the  former,  that  meter-rents  are  an  item  that  is 
frequently  overlooked  in  comparisons  sometimes  made  to  the  disparage¬ 
ment  of  Birmingham,  and  that  there  are  other  local  circumstances  need¬ 
ing  to  be  remembered  before  such  comparisons  are  trustworthy.  He  shows 
that  the  difference  between  the  highest  price  in  1875  under  the  Companies 
and  that  of  1888  under  the  Corporation  is  lid.  per  1000  cubic  feet.  The 
average  difference  is  as  follows  1875,  3s.  l§d. ,  1876,  2s.  lOd. ;  1880, 
2s.  7id. ;  1888,  2s.  2id.  Thus  it  is  apparent  that  the  advantages  gained 
by  the  public  from  the  purchase  of  the  gas  undertaking  have  not  been 
obtained  by  undue  hardness  of  prices  for  gas,  and  may  briefly  be  recited 
as  follows : — ^Eeturned  to  consumers  in  the  shape  of  reduction  of  prices 
from  1876  to  1880,  on  the  basis  of  the  prices  of  1875,  £210,000;  reduction 
of  prices  from  1880  to  1887,  on  the  basis  of  the  prices  of  1880,  £365,000 ; 
contributions  to  rates  and  public  purposes,  £352,000— total,  £927,000.  As 
proving  that  this  result  has  been  obtained  by  efficiency  and  economy  of 
administration,  Mr.  Manton  quotes,  from  Field’s  “  Analysis  ”  for  1886, 
figures  relating  to  the  gas  undertakings  at  Leicester  and  Nottingham.  In 
the  former  town  the  manufacture  of  gas  is  carried  on  under  the  nearest 
conditions  of  similarity  with  Birmingham — little  cannel  being  used,  the 
illuminating  power  being  the  same,  the  same  proportionate  capital  in¬ 
vested,  and  the  undertaking  acknowledged  to  be  well  managed.  Notting¬ 
ham,  however,  differs  from  Birmingham  in  the  use  of  29  per  cent,  of 
cannel,  while  the  illuminating  power  of  the  gas  is  I4  candles  higher.  The 
following  are  the  figures  cited,  which  show  the  cost  per  1000  cubic  feet  of 
gas  sold  in  the  three  places,  namely ; — 

Leicester. 

Salaries  and  distribution 
wages . l-61d. 

Total  working  expenses,  in¬ 
cluding  salaries,  wages, 
and  depreciation  .  .  .  11-36 

Coals . 6-46 

Interest  and  sinking  fund  .  8'65 

Mr.  IManton  then  goes  on  to  vindicate  the  engineering  and  economic 
administration  of  the  Gas  Department,  and  sums  up  his  case  as  follows  ; — 

“  In  concluding  this  survey  of  the  financial  and  economical  administration 
of  the  Birmingham  gas  undertaking,  those  now  entrusted  with  its  manage¬ 
ment  readily  bear  testimony  to  the  great  ability  which  their  predecessors 
brought  to  bear  upon  it,  and  the  extent  of  the  work  done.  The  old  Com¬ 
panies  were  about  to  launch  out  into  extensive  operations.  The  new 
managers  were_  compelled  at  once  to  deal  with  the  requirements  of  a 
rapidly-increasing  town,  to  provide  for  an  increase  of  producing  power 
which  should  cover  the  probable  wants  of  a  generation.  They  were 
necessarily  new  to  the  work;  and  yet  their  successors  are  unable  to  point 
to  errors  of  any  magnitude,  or  expenditure  on  reckless  experiment.  The 
outlay  they  authorized  has  been  made  mainly  on  existing  lines  ;  and  the 
departures  therefrom,  and  from  ordinary  methods  of  production,  have  been 
chiefly  in  the  direction  of  mechanical  provision  for  the  saving  of  labour 
and  for  the  comfort  of  the  employes — relieving  them  from  that  part  of  the 
carbonizing  which  is  most  physically  trying  to  health  and  endurance. 
The  table  shows  that  there  has  been  a  substantial  improvement  in  the 
quality  of  the  gas  over  that  supplied  by  the  old  Companies  or  stipulated 
by  Parliament ;  and  comparison  of  the  cost  of  official  supervision  with 
other  corporations  and  gas  companies  tells  favourably  for  the  Birmingham 
gas  undertaking.  Whatever  success  has  been  attained  in  approach  to 
administrative  completeness  is  due  to  the  manner  in  which  the  Gas  Com¬ 
mittee  have  been  served  by  its  staff — the  servants  of  the  department — as 
well  in  the  able  reorganization  of  the  office  as  in  the  conceptions  of  the 
Engineers.  The  employment  of  engineering  experts  would  probably  have 
increased  the  cost  of  plant ;  and  the  control  of  any  Committee  over  the 
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outlay  of  such  professional  assistants  would  necessarily  be  less  than  its 
control  over  its  servants.  That  the  early  managers  were  wise  in 
their  decision  the  event  incontestably  shows.  It  has  been,  both  in 
Parliament  and  outside,  a  subject  of  discussion  as  to  whether  it  is 
wise  for  the  local  authorities  to  supersede  private  associations  in 
the  supply  of  gas  and  water  to  the  community.  The  opposition 
in  respect  of  the  supply  of  water  being  under  public  control  has 
always  been  weaker  than  in  respect  of  the  supply  of  gas.  At  a  very 
early  date  this  was  recognized  by  the  House  of  Lords  in  the  insertion  of  a 
clause  in  a  Company’s  Bill  obtained  in  1854,  giving  power  to  the  Cor¬ 
poration  to  buy  the  water  undertaking  within  two  years,  and  limiting  the 
dividend  upon  new  shares  to  ajmaximum  of  6  per  cent.  The  whole  sub¬ 
sequent  course  of  water  legislation  as  affecting  Birmingham,  and  the 
acquisition  of  the  works,  has  had  this  basis — that  the  supply  of  water, 
being  a  sanitary  necessity,  the  Sanitary  Authority  (having  acquired  the 
control),  should  not  administer  with  a  view  to  a  profit ;  thus  eliminat¬ 
ing  from  the  water  undertaking  the  character  of  being  a  trade  concern, 
which  it  possessed  in  the  hands  of  a  joint-stock  Company.  As  to  the  gas 
supply,  these  conditions  and  limitations  were  wanting.  The  Corporation 
acquired  no  monopoly  either  of  the  supply  of  gas  or  of  the  method  of 
lighting.  Anyone  can  make  for  himself,  if  it  pay  to  do  so,  or  choose  any 
other  iliuminant  that  pleases  him.  The  manufacture  is  then  conducted 
essentially  on  conditions  such  as  existed  under  the  Companies ;  and  in  no 
sense  is  it  justifiable  to  regard  the  gas  undertaking  as  a  branch  of  the 
general  corporate  administration.  That  this  was  the  light  in  which  the 
Council  of  1875  regarded  the  new  property  is  clear  from  the  manner  in 
which  they  treated  the  new  Committee,  and  the  complete  and  entire 
confidence  they  reposed  in  it,  by  committing  to  it  the  delicate  work  of  arbi¬ 
tration  with  outlying  authorities  in  the  event  of  any  of  them  desiring  to 
purchase  the  portion  of  the  gas-works  within  their  jurisdiction,  and  by 
bestowing  on  the  Committee  all  the  powers  conferred  upon  the  Council 
by  the  Gas  Act  of  1875 — reporting  from  time  to  time  thereon.  This  dele¬ 
gation  was  further  important,  inasmuch  as  it  conferred  on  a  Committee 
the  control  of  a  capital  of  more  than  two  millions,  and  the  exercise  of  a 
large  patronage  and  influence,  but  accompanied  by  an  immense  respon¬ 
sibility,  and  demanding  an  arduous  and  disinterested  devotion  on  the 
part  of  its  members.  To  the  responsibilities  attaching  to  the  conduct  of 
a  large  trading  concern  have  been  added  anxieties  arising  out  of  the  con¬ 
nection  with  a  Corporation  which  of  necessity  has  been  of  a  political 
character.  In  the  hands  of  a  representative  authority,  it  may  be  difficult 
on  all  occasions  to  decide  matters  apart  from  the  effect  of  such  decision 
on  political  necessities ;  and  to  the  usual  arguments  and  conditions  which 
would  affect  a  rise  or  a  fall  of  prices,  have  been  added  arguments  as  to  the 
claims  or  otherwise  which  the  common  fund  of  the  borough  had  upon  the 
revenues  arising  out  of  gas  manufacture.  To  steer  a  clear  and  a  wise 
course  when  such  occasions  arise  has  been  a  task  which  would  have  taxed 
the  ablest  of  administrators.  Still  it  can  justly  be  claimed  that  the 
revenues  of  the  gas  undertaking  have  relieved  the  strain  on  the  borough 
fund,  which  has  arisen  out  of  a  possibly  too  generous  outlay  in  town 
improvements,  maintained  the  efficiency  of  the  works,  observed  a  generous 
policy  towards  the  officers  of  the  staff,  and  provided  for  the  comfort  of  the 
workpeople  by  lessening  the  demand  on  them  for  unremitting  labour,  and 
softening  the  most  arduous  conditions  of  their  daily  tasks,  without 
putting  a  price  on  their  commodity  which  was  unjust  to  the  customers  of 
the  concern.” 


THE  PEOPOSED  AMALGAMATION  OP  MANCHESTEE  AND 

SALFOED. 

In  May  last  an  Association  was  founded,  under  the  presidency  of  Mr. 
Oliver  Heywood,  to  consider  the  advisability  of  amalgamating  the  city  of 
Manchester  and  the  borough  of  Salford.  About  1200  members  enrolled 
themselves,  and  from  them  were  formed  two  Executive  Committees — one 
for  the  city  and  the  other  for  the  borough.  These  Committees  presented 
their  report  at  a  meeting  of  the  Association  held  on  Monday  last  week.  It 
was  a  document  of  considerable  length,  and  dealt  with  the  general  question 
under  the  following  heads: — The  financial  position,  the  sanitary  condition, 
the  commercial  and  industrial  interests,  and  the  moral  and  intellectual  wel¬ 
fare  of  the  community.  As  far  as  financial  matters  were  concerned,  the 
Committees  had  the  assistance  of  Mr.  Guthrie,  the  well-known  Accountant 
of  Manchester,  who  specially  reported  on  the  questions  submitted  to  him 
for  consideration.  He  divided  his  report  into  five  parts.  Part  I.  deals  with 
the  Manchester  balance-sheet  of  1886-7  and  the  Salford  balance-sheet  for 
the  same  period ;  setting  forth  the  assets  and  liabilities  of  the  respective 
Corporations.  Part  II.  was  devoted  to  the  question  of  the  rates,  methods 
of  assessment,  and  cost  of  administration.  Part  III.  described  the  nature 
and  probable  cost  of  projected  works,  and  their  effects  on  the  rates.  Part 
IV.  showed  the  effect  of  amalgamation  on  the  separate  interests  of  Sal¬ 
ford,  Broughton,  and  Pendleton.  Part  V.  set  forth  the  conclusions  upon 
all  the  financial  considerations  involved  in  the  amalgamation.  Accord¬ 
ing  to  the  Manchester  balance-sheet  for  1886-7,  the  total  assets  were 
£9,409,387  ;  the  liabilities,  £6,999,980.  The  surplus  of  assets  over  liabili¬ 
ties  was  therefore  £2,409,407.  The  Salford  balance-sheet  for  1886-7 
showed  the  total  assets  of  the  borough  as  a  whole  to  be  £1,748,983; 
the  liabilities,  £1,578,893 — surplus  of  assets,  £170,090.  The  excess  of 
assets  in  the  case  of  Manchester  is  about  equal  to  the  total  rateable  value 
for  one  year  of  all  the  property  in  the  city  ;  in  other  words,  it  amounts  to 
20s.  in  the  pound.  In  the  case  of  Salford,  the  excess  of  assets  over  liabilities 
is  less  than  one-fourth  of  the  total  rateable  value  of  the  borough  for  one 
year  (£750,678),  or  equal  to  4s.  6-4d.  in  the  pound.  The  assets  were,  however, 
Mr.  Guthrie  ascertained,  over-estimated  to  the  extent  of  £241,067.  Con¬ 
sequently,  the  total  assets  of  the  borough  must  be  reduced  by  this  amount. 
This  changes  the  surplus  of  £170,090  into  a  deficit  of  £70,976.  Instead, 
therefore,  of  there  being  a  surplus  equal  to  4s.  6'4d.  in  the  pound  on  the 
rateable  value  of  the  borough,  there  is  a  deficit  equal  to  Is.  10-7d.  The 
Committee  did  not,  however,  deem  it  necessary  to  take  into  account  this 
deficit  in  considering  the  effect  of  amalgamation.  Such  deficit  might  have 
some  significance  for  Salford  as  a  separate  Corporation  ;  but  under  amalga¬ 
mation  the  joint  city,  Manchester  and  Salford,  would  still  have  a  large 
surplus  of  assets  over  liabilities.  Accepting  the  figures  of  the  published 
accounts  for  1888-7,  the  aggregate  assets  would  be  £11,158,370  ;  the  aggre¬ 
gate  liabilities,  £8,578, 873 — surplus,  £2,579,497 ;  or  equal  to  16s.  3-7d.  in  the 
pound  on  the  rateable  value  of  the  joint  city.  Thus  the  loss  to  Manchester 
on  amalgamation  on  the  capital  account  would  be  3s.  8- Id.  in  the  pound, 
and  the  gain  to  Salford  11s.  9-3d.  in  the  pound. 

In  Part  11.  of  Mr.  Guthrie’s  report,  the  method  by  which  the  revenue 
of  the  city  and  borough  is  raised  is  disclosed.  It  is  pointed  out  that  the 
rates  in  both  places  are  relieved  by  profits  on  the  trading  departments  of 
the  respective  Corporations.  It  is  remarked  that  when  the  profits  are 
derived  from  trading  outside  the  limits  of  the  municipalities,  a  direct  and 
unqualified  relief  to  ratepayers  is  effected.  When  the  trading  is  done 
within,  the  profits  derived  take  the  form  of  indirect  taxation  of  ratepayers, 
and  are  equivalent  to  an  addition  to  the  rates.  Thus  gas  and  water  might 
be  supplied  at  actual  cost  price  to  the  ratepayers ;  and  in  that  case  a  levy 
of  so  much  more  in  the  pound  would  have  to  be  made,  sufficient  to  make 
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uj)  the  profit  now  obtained  by  trading.  In  Manchester,  upwards  of 
A'TO.SIS  profit  was  made  in  188(5-7  on  various  items — markets,  tramways, 
gas,  and  miscellaneous — and  applied  in  relief  of  the  rates.  This  is  equiva¬ 
lent  to  a  rate  of  7d.  in  the  pound.  Were  it  not  for  this  profit,  the  rate 
levied  would  have  been  3s.  9Td.,  instead  of  Ss.  2Td.  The  Gas  Department 
shows  a  profit  of  £21,989— a  comparatively  small  sum  ;  but  no  charge 
is  made  by  this  department  for  the  lighting  of  the  street  lamps,  which 
costs  £28,955.  In  Salford,  trading  profit,  from  like  sources  as  those  in 
Manchester,  with  the  addition  of  £6030  from  profit  on  water,  amounted  to 
£37,735.  This  is  equivalent  to  a  rate  of  Is.  O  ld.  in  the  pound.  Were  it 
not  for  this  profit,  the  average  rates  in  Salford  would  have  been  4s.  8Td. 
in  the  pound,  instead  of  33.  8d.  as  levied.  The  Salford  Gas  Department 
charged  £11,054  for  lighting  the  street  lamps  ;  consequently  her  trading 
profits  appear  relatively  larger  than  Manchester,  where  no  charge  was 
made  in  respect  of  this  item.  It  is  evident  that  high  charges  for  gas  and 
water  may  realize  a  profit  to  relieve  the  direct  rates  ;  but  direct  rates 
bring  before  ratepayers  more  clearly  the  cost  of  administration,  and  enable 
them  to  exercise  more  perfect  control  over  the  finances.  The  strict 
taxation  of  Manchester,  plus  trading  profits  and  including  redemption  of 
capital,  is  3s.  6Td.  in  the  pound  on  the  rateable  value;  and  that  of 
Salford,  4s.  7'9d.  by  the  last  accounts.  Amalgamated,  the  strict  taxation 
would  be  3s.  9'3d.  This  is,  however,  subject  to  certain  balances  on 
revenue  account ;  the  Manchester  city  fund  having  an  unexpended  surplus 
of  £20,046  2s.  7d.,  equal  to  2d.  in  the  pound  on  the  rateable  value,  in  relief 
of  subsequent  rates,  while  the  borough  of  Salford  and  all  its  separate 
districts  carry  forward  deficits  to  be  made  up  out  of  future  rates.  The 
Manchester  gas  account  exhibits  a  debit  to  profit  and  loss  account 
amounting  to  £45,857  7s.  3d.  (since  reduced  out  of  profits  to  £27,931 14s.  3d.), 
standing  against  a  surplus  and  sinking  fund  of  £740,007  10s.  The  water¬ 
works  revenue  account  shows  a  deficit  of  £1393  9s.  8d.  (since  paid  off). 
The  Salford  district  water-works  fund  exhibits  an  old  unappropriated 
surplus  of  £10,383  15s.,  accumulated  prior  to  the  passing  of  the  Salford 
Improvement  Act  of  1870. 

On  the  subject  of  the  water  supply,  the  Committees  report  that 
Manchester  has  provided  the  water  supply  for  an  extensive  district,  com¬ 
prising  altogether  36  townships,  including  those  of  the  city  and  borough. 
The  arrangement  for  a  certain  limited  supply  to  a  portion  of  Salford,  one 
of  the  townships,  called  the  Salford  district,  is  a  very  liberal  one ;  IJ 
million  gallons  daily  being  supplied,  at  a  sum  equivalent  to  2'85d.  per 
1000  gallons,  and  an  additional  J  million  at  3d.  per  1000 gallons.  Brough¬ 
ton  and  Pendleton  do  not  share  in  this  excellent  bargain  (excepting  a 
small  portion  of  Broughton,  formerly  a  part  of  Salford  district).  They 
derive  water  direct  from  Manchester,  and  are  treated  as  out-townships  ; 
yielding  a  profit  to  the  city  on  the  water  supplied  to  them.  The  net  cost 
to  Manchester  of  all  the  water  consumed  is  6'39d.  per  1000  gallons.  In 
supplying  2  million  gallons  daily  to  the  township  called  Salford  district, 
Manchester  loses  about  34d.  per  1000  gallons.  The  Salford  district  in  trad¬ 
ing  with  this  supply,  which  costs  less  than  3d.  per  1000  gallons,  makes  a 
profit  of  .£6036.  For  all  excess  above  the  2  million  gallons  Salford  has  to 
pay  8d.,  or  in  some  cases  9d.  per  1000  gallons ;  but  the  Joint  Legal  Com¬ 
mittee  have  reported  that  there  is  no  legal  obligation  on  the  part  of 
Manchester  to  supply  any  water  to  the  Salford  district  beyond  2  million 
gallons  per  day,  excepting  for  flushing  sewers  and  cleansing  streets. 
Consequently,  Salford,  unless  she  provides  a  water  supply  of  her  own, 
must  ever  be  dependent  on  Manchester ;  and  there  is  no  legal  limita¬ 
tion  as  to  the  price  which  Manchester  may  charge  for  water  supplied 
for  domestic  or  trading  purposes  in  the  Salford  district,  beyond  the  daily 
supply  of  2  million  gallons,  which  she  already  exceeds.  In  anticipation 
of  the  future  development  of  the  population  of  Manchester  and  Salford,  a 
uniform  rate  for  water  becomes  an  important  consideration  for  Salford. 
The  Thirlmere  scheme,  when  carried  out,  will  place  at  the  command  of 
Manchester  a  practically  unlimited  supply  of  the  best  water  in  the 
country.  Should  Salford  increase  her  industries  and  population,  as  well 
she  may,  the  participation  in  an  unlimited  water  supply  at  small  cost 
becomes  a  factor  of  paramount  importance,  as  an  inducement  for  manu¬ 
factories  to  be  established,  by  which  the  unoccupied  and  profitless  laud 
within  the  borough  may  be  covered  with  rateable  property.  It  would  be 
incorrect  to  assume  that  Salford  is  secure  from  further  anxiety  as  to 
water,  while  Manchester  is  incurring  a  large  expenditure  to  provide  for 
the  future.  If  Salford  is  to  acquire  that  prosperity  which  her  position 
warrants,  she  should  either  endeavour  to  join  Manchester  and  fully  par¬ 
ticipate  in  the  advantages  of  a  perfect  water  supply  at  cost  price,  or  she 
must  run  the  risk  of  paying  even  more  heavily  in  the  future  than  she 
now  does  in  Broughton  and  Pendleton  for  that  element  so  essential  to  the 
promotion  of  manufactures,  and  absolutely  necessary  for  the  domestic 
comfort  of  her  population.  It  is  equally  important  that  the  gas  supply 
should  be  uniform  within  one  community  like  Manchester  and  Salford. 
At  present,  and  for  many  years  past,  Manchester  has  enjoyed  not  only 
lower  general  rates,  but  a  considerably  lower  gas-rate  than  Salford.  The 
difierence  has  been  equivalent  to  a  rate  of  4’3d.  in  the  pound  on  the  rate¬ 
able  value  of  the  city,  or  an  annual  saving  to  the  ratepayers  of  £43,694. 

In  considering  the  eSects  of  amalgamation  upon  the  separate  interests 
of  Salford  district,  Pendleton,  and  Broughton,  treating  the  borough 
as  a  whole,  it  appears  that  they  would  be  variously  afiected,  but 
each  would  gain.  The  allocation  of  difierences  in  all  the  rates, 
together  with  the  assimilation  of  gas  and  water  charges,  would 
result  under  amalgamation  in  a  net  gain  to  the  three  districts  on 
the  rateable  value  as  follows  Salford  district  would  gain  in  rates  4T5d. 
in  the  pound ;  Broughton  district  would  gain  in  rates  5T5d.  in  the  pound ; 
Pendleton  district  would  gain  in  rates  Is.  5’65d.  in  the  pound.  Taking 
into  account  the  increase  of  rates  in  1887-8,  and  adding  to  Manchester  and 
Salford  respectively  the  cost  of  public  works,  the  following  prospective 
result  is  shown : — Manchester  would  lose  on  amalgamation  Id.  in  the 
pound;  Salford  borough  as  a  whole  would  gain  j3d.  in  the  pound; 
Salford  district  would  gain  OTd.  in  the  pound;  Broughton  worild  lose 
0'9d.  in  the  pound  ;  Pendleton  would  gain  Is.  ITd.  in  the  pound.  It  must 
be  noted,  in  connection  with  these  figures,  that  Salford  relieves  the  rates 
out  of  gas  profits  by  a  larger  proportionate  amount  than  Manchester. 
Taking  into  account  the  amount  paid  by  the  ratepayers  by  way  of  profits 
in  the  gas  and  other  departments,  and  the  amount  of  rates  applied  in  the 
creation  of  permanent  assets,  the  actual  cost  of  administration  at  the 
present  time,  1887-8  (with  that  year’s  additions  to  rates),  would  show  an 
advantage  on  the  side  of  Manchester  of  10'3d.  over  the  borough  of  Salford 
as  a  whole;  over  the  Salford  district,  of  Is. ;  over  the  Broughton  district, 
of  0'8d. ;  over  the  Pendleton  district,  of  Is.  2’3d. 

Viewing  the  financial  question  from  every  side,  the  Committees  con¬ 
sider  that  there  is  no  difficulty  in  amalgamating  the  city  and  borough. 
On  capital  account  the  united  city  would  show  a  smaller  excess  of  assets 
over  liabilities  than  the  city  now  possesses,  owing  to  the  Salford  liabilities 
being  actually  greater  than  the  assets.  On  the  rating,  Manchester  would 
stand  under  somewhat  less  favourable  conditions ;  and,  including  the  cost 
of  the  projected  sewage  works,  there  would  be  a  slight  loss  on  amalga¬ 
mation.  Salford  would  have  the  advantage  under  amalgamation  of  lower 
rates  than  she  has  had  to  pay  for  many  years  past,  with  the  additional 
benefit  of  cheaper  gas.  The  only  question,  apparently,  that  can  arise  to 


affect  the  rates  adversely  for  Salford  is  the  cost  of  the  increased  water 
supply  for  the  district,  under  the  Thirlmere  scheme,  with  which  Mr. 
Guthrie  has  dealt  very  fully  iu  his  report.  This  work,  however,  is  as 
essential  for  Salford  as  for  Manchester— more  especially  if  the  borough 
should  extend  industrially,  as  it  is  reasonable  to  hope,  with  ample  water 
supply,  she  may.  It  is  anticipated  that  the  Thirlmere  works  will  be  com- 
Ijleted  in  from  three  to  four  years.  Interest  upon  expenditure  in  respect 
thereof  will  be  added  to  the  cost  during  the  construction  of  the  works  ;  but 
redemption  of  loans  must  commence  as  from  the  Ist  of  January,  1891.  It 
may  be  expected  that  towards  these  payments  considerable  contri¬ 
butions  will  be  made  out  of  trading  profits,  and  by  a  decrease 
in  the  expenditure  in  connection  with  the  Woodhead  supply.  Some 
increase  in  the  revenue  of  the  city,  by  an  improved  condition  of 
trade,  may  also  be  looked  for  to  afford  additional  means  of  meeting 
the  expenditure.  Should,  however,  these  sources  of  income  prove 
inadequate,  the  deficiency  would  have  to  be  provided  out  of  the  city 
funds;  and  any  additional  rates  for  this  purpose  ought  to  fall  upon  the 
whole  of  the  population,  which  on  amalgamation  would  be  entitled  to 
enjoy  the  invaluable  benefits  of  an  unlimited  supply  of  pure  water.  Were 
Manchester  and  Salford  to  unite  in  obtaining  parliamentary  sanction  to 
the  consolidation  of  the  numerous  redeemable  loans  they  have  incurred, 
and  get  an  extension  of  time  for  the  repayment  of  money  spent  in  public 
works,  there  is  no  ground  for  expectation  that  the  present  generation  will 
be  burdened  to  any  appreciable  extant  beyond  the  present  rates.  On  the 
contrary,  it  may  be  anticipated  that,  with  a  moderate  general  increase  in 
the  prosperity  of  the  trades  for  which  the  district  is  famous,  the  value  of 
rateable  property  in  a  united  city  will  be  so  enhanced  that,  were  even  a 
more  liberal  expenditure  for  the  welfare  of  the  citizens — and  especially  of 
the  poorer  classes — from  time  to  time  undertaken,  even  lower  rates  than 
the  present  might  be  found  sufficient.  It  is  difficult  to  represent  in  figures 
the  actual  economy  which  would  result  from  single  administration  ;  but 
it  is  obvious  that  in  all  departments  of  the  enlarged  Municipality  less 
expenditure  would  be  incurred  in  administration  than  is  at  present 
required  by  the  separate  Municipalities.  Hitherto  the  application  to  Par¬ 
liament  of  one  Corporation  for  increased  powers  has  been  watched  or 
opposed  by  the  other  at  considerable  expense.  Were  the  conflicting 
interests  of  the  city  and  borough  merged  in  the  one  object  of  promoting 
the  welfare  of  the  homogeneous  population  forming  Manchester  and 
Salford,  parliamentary  powers  would  be  obtained  more  promptly  and  at 
less  cost.  Manchester  may  well  covet  the  enhanced  importance  she  would 
obtain  by  amalgamation  with  Salford.  She  would  rank  much  higher  as 
one  of  the  largest  cities  in  the  empire,  her  commerce  and  industries  would 
be  represented  to  the  world  in  greater  magnitude  than  heretofore,  and 
her  facilities  for  more  rapid  growth  in  the  future  would  be  increased. 

In  the  “  Conclusions  ”  to  their  report,  the  Committees  say  :  “  From  the 
exhaustive  inquiry  which  your  Committees  have  pursued  continuously 
during  the  last  five  months,  there  is  but  one  conclusion  possible — viz.,  that 
amalgamation  of  the  city  and  borough  will  conduce  to  the  welfare  of  the 
whole  population,  and  ought  forthwith  to  be  carried  into  effect.  The  cost  of 
administration  will  be  reduced,  or  at  least  greater  efficiency  will  be  secured 
without  higher  expenditure  than  at  present.  Sanitary  reform  will  be 
accelerated,  and  the  opposition  or  indifference  of  divided  authority  re¬ 
moved.  The  commercial  and  industrial  interests,  instead  of  receiving 
partial  attention  as  at  present,  will  be  considered  as  affecting  the  united 
population.  The  educational  and  intellectual  institutions  will  become 
wider  spread  to  embrace  the  large  section  of  the  population  now  disre¬ 
garded  in  the  many  projects  contemplated  in  the  city  for  the  benefit  of 
the  people.  All  remedial  and  ameliorative  measures  which  the  larger  life 
and  spirit  of  a  great  city  promote  will  embrace  Salford  equally  with  the 
rest  of  the  city.  The  policy  of  Manchester,  in  relation  to  questions  affect¬ 
ing  both  communities,  but,  of  vital  importance  to  Salford,  will  cease  to  be 
exclusive  ;  and  the  influence  and  financial  power  of  the  larger  Corporation 
wili  be  used  to  promote  the  common  welfare  of  the  whole  of  the  inhabi¬ 
tants  of  Manchester  and  Salford  .  .  .  The  new  Local  Government 

Bill  contains  provisions  for  the  union  of  two  towns  as  one  county,  which 
meets  the  possible  wishes  of  the  inhabitants  of  Manchester  and  Salford ; 
and  your  Committees  earnestly  hope  such  desire  may  be  speedily  expressed 
in  favour  of  one  government  in  the  midst  of  a  united  people.  A  greater 
dignity  and  greater  attraction  will  be  offered  to  the  cultured  and  expe¬ 
rienced  men  of  Manchester  and  Salford  to  enter  the  Corporation  of  the 
amalgamated  towns  with  a  view  to  making  a  great  centre  of  northern 
commerce  and  industry  the  home  of  a  well-employed,  well-housed,  and 
well-conditioned  population.  It  remains  now  for  the  ratepayers  of  the 
city  and  borough  to  pronounce  their  decision,  in  order  to  effect  without 
delay  the  amalgamation  which  your  Committees  unanimously  recommend. 
There  are  no  legal  obstacles,  no  surrender  of  privileges,  and,  looking  to 
the  future,  no  material  sacrifice  of  a  financial  character.” 

Two  resolutions  had  been  drafted  for  submission  to  the  meeting.  The 
first  was — “  That  the  report  of  the  Joint  Executive  Committees  now  read 
be  received,  approved,  and  adopted.”  The  second  was — “  That  this  Asso¬ 
ciation,  having  carefully  inquired  into  and  considered  the  question  in  all 
its  bearings,  is  of  opinion  that  the  amalgamation  of  Manchester  and  Sal¬ 
ford  will  conduce  to  the  general  welfare  of  the  inhabitants  of  the  two 
towns,  and  that  an  Executive  Committee  be  appointed  to  take  forthwith 
such  steps  as  they  may  deem  necessary  to  carry  out  the  recommendation 
for  amalgamation  contained  in  the  report  of  the  Association,  and  that  they 
be  instructed  to  represent  the  views  of  the  Association  to  the  respective 
Corporations  to  induce  them  to  apply  to  the  Local  Government  Board, 
or  if  necessary  to  Parliament,  for  powers  to  amalgamate  the  city  and 
the  borough.”  These  were  separately  put  to  the  meeting,  and  unanimously 
carried. 


Gas  Liohiino  in  Theathes. — The  stage  of  the  Parc  Theatre,  Brussels, 
has  recently  been  lighted  by  means  of  the  Wenham  “  Safety  ”  gas-lamp  ; 
and  we  understand  that  the  experiment  is  a  complete  success.  This  is 
an  important  move  in  the  right  direction,  as  the  use  of  a  number  of 
naked  lights  over  the  stage  is,  as  every  one  knows,  a  source  of  great 
danger;  and  seeing  that  the  Wenham  lamp  is  entirely  enclosed,  this  risk 
is  overcome.  These  lamps  have  also  recently  been  used  with  great  success 
at  the  Promenade  Concerts  at  Covent  Garden. 

The  Dark  Streets  of  London.— At  the  meeting  of  the  Bermondsey 
Vestry  last  Monday,  the  Chairman  (the  Eev.  C.  D.  Lawrence)  moved — 
“  That  the  General  Purposes  Committee  be  instructed  to  bring  up  a  re¬ 
port,  as  soon  as  possible,  as  to  the  lighting  of  the  less  frequented  streets, 
alleys,  and  open  places  of  the  parish.”  He  said  bethought  it  was  the  duty 
of  the  Vestry,  as  the  long  winter  evenings  came  on,  to  see  to  the  efficient 
lighting  of  the  public  thoroughfares.  The  Chief  Commissioner  of  Police 
had  called  attention  to  the  lack  of  light  iu  the  streets  in  some  districts  ; 
and  the  Vestry  should  act  upon  the  hint  given  to  improve  it.  To  carry 
out  a  system  of  better  lighting  might  involve  additional  labour  and 
expense;  but  he  was  sure  all  would  be  willing  to  secure  the  safety  of  the 
district.  He  considered  that  local  authorities  could  not  spend  too  much 
money  in  ensuring  an  adequate  supply  of  water,  air,  and  light.  After  a 
discussion,  the  motion  was  adopted. 
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THE  GAS-WOEKS  AT  THE  HANWELL  SCHOOLS. 

School  Managers  as  Gas  Makers. 

For  some  time  past  the  Managers  of  the  Central  London  School  Dis¬ 
trict  have  been  dissatisfied  with  the  cost  of  manufacturing  gas  at  their 
schools  at  Hanwell,  which  they  consider  excessive.  A  few  weeks  back 
they  decided  to  call  in  Mr.  W.  F.  Broadberry,  of  the  New  Southgate  Gas- 
Works,  to  inspect  their  gas  plant  at  Hanwell.  A  report  has  since  been 
received  from  Mr.  Broadberry ;  and  it  was  brought  up  for  consideration 
at  the  meeting  of  the  Managers  on  Monday  last  week.  The  excessive  cost, 
in  Mr.  Broadberry’s  opinion,  was  occasioned  by  the  fact  that  the  car¬ 
bonizing  arrangements  at  the  works  have  been  neglected.  He  found  that 
there  were  four  5  ft.  6  in.  retort  arches,  which  were  8  ft.  6  in.  long  ;  these 
being  set  with  15-inoh  iron  retorts,  only  7  feet  long,  the  make  of  gas  from 
which  was  frequently  less  than  2000  feet  per  retort  per  24  hours.  He 
recommended  that  two  of  these  arches  should  be  provided  with  clay 
retorts — viz.,  four  16-inch  circular  retorts  and  one  20-inch  by  14-inch  oval 
retort,  all  8  ft.  3  in.  long.  A  setting  of  this  description,  he  asserted, 
could  be  depended  upon  to  make  17,000  cubic  feet  of  gas  per  24  hours,  and 
also  to  produce  from  9700  to  10,000  cubic  feet  per  ton  of  coal  carbonized, 
as  against  7985  feet,  which  appeared  from  the  accounts  to  have  been  the 
average  quantity  obtained  per  ton  during  the  last  two  years.  The 
average  amount  of  gas  now  made  per  annum  was  4,277,000  cubic  feet, 
and  to  produce  this  535J  tons  of  coal  were  carbonized.  With  the 
suggested  improved  setting,  he  calculated  that  there  would  be 
an  immediate  saving  of  100  tons  of  coal  per  annum.  He  also 
recommended  that  screened  Silkstone  gas  coal  from  South  York¬ 
shire  should  be  used,  instead  of  the  Durham  unscreened  he  saw  at  the 
works.  The  former,  he  remarked,  was  a  preferable  coal ;  and  taking  into 
consideration  the  locality  of  the  works,  it  should  be  obtained  at  about  9d. 
per  ton  cheaper.  He  urged  that  attention  should  be  at  once  given  to 
various  valves  about  the  works,  which  were  set  fast.  With  regard  to  the 
tar  yielded  by  the  coal  carbonized,  the  accounts  indicated  that  only 
7  gallons  per  ton  had  been  obtained,  while  the  amount  should  have  been 
12  gallons  with  the  low  heats  employed  ;  the  remainder  having  been 
presumably  lost  through  the  store-tank  being  unsound.  With  the  setting 
recommended,  the  unsaleable  tar  could  be  burned  under  theretorts  in  lieu 
of  coke,  and  the  coke  so  saved  used  at  the  schools,  and  credited  to  the  gas¬ 
works.  He  saw  no  reason  why  gas  should  not  be  manufactured  at  the 
holders  for  2s.  7d.  per  1000  cubic  feet.  In  the  course  of  the  discussion  which 
followed  the  reading  of  the  report,  it  was  stated  that  a  supply  of  gas  for 
the  schools  could  be  procured  at  a  cheaper  rate  from  the  Brentford  Gas 
Company ;  and  one  member  incidentally  mentioned  that  the  gas  during 
the  last  twelve  months  had  cost  them  4s.  lOd.  per  1000  cubic  feet  to  manu¬ 
facture.  The  report  was  subsequently  referred  to  the  Farm  Committee  for 
consideration. 


THE  EENEWAL  OF  THE  LONDON  COAL  AND  WINE  DUTIES. 

At  the  Meeting  of  the  Metropolitan  Board  last  Friday — the  Eigh  Hon. 
Lord  Maghebamorne  in  the  chair — the  Works  Committee  presented  the 
following  report: — “  Your  Committee  have  to  report  that,  in  pursuance  of 
the  reference  made  to  them  by  the  Board  on  the  28th  of  September,  a  Sub- 
Committee  have  had  an  interview  with  the  Coal  and  Corn  Finance  Com¬ 
mittee  of  the  Corporation  of  London  on  the  subject  of  the  coal  and  wine 
duties.  The  Corporation  Committee  stated  that  their  object  in  seeking 
the  interview  was  to  ascertain  whether  the  Board  would,  as  it  had  done  in 
previous  years,  join  the  Corporation  in  giving  notice  of  a  Bill  to  be  intro¬ 
duced  into  Parliament  next  year,  providing  for  a  renewal  of  the  duties. 
It  appears  to  your  Committee  desirable,  for  the  following  reasons,  that  the 
Bow’d  should  co  operate  with  the  Corporation.  It  is  believed  that  the 
majority  of  the  inhabitants  of  the  Metropolis  would  look  with  favour  upon 
a  renewal  of  the  duties.  In  January  next  the  inhabitants  will  be  called 
upon  to  elect  the  persons  who  are  to  compose  the  new  County  Council  of 
London  ;  and  it  is  right  that  the  Council,  the  members  of  which  will  thus 
be  directly  elected  by  the  ratepayers,  and  will  presumably  be  in  a  position  to 
know  and  express  the  ratepayers’  views,  should  have  an  opportunity  of 
deciding  whether  it  is  expedient  that  the  coal  and  wine  duties  should  be 
renewed.  When  Lord  Eandolph  Churchill,  speaking  as  Chancellor  of  the 
Exchequer  in  November,  1886,  to  the  Board  and  the  Corporation,  stated 
that  the  Government  were  not  prepared  to  assist  the  two  bodies  in 
obtaining  a  further  continuation  of  the  duties,  he  intimated  that,  if  it 
were  made  clear  that  a  large  majority  of  the  inhabitants  of  London 
desired  that  the  duties  should  be  continued,  this  circumstance  might  lead 
the  Government  to  modify  its  decision.  If,  therefore,  the  new  County 
Council,  coming  fresh  from  the  ratepayers,  takes  the  same  view  as  that 
taken  by  the  Board  and  the  Corporation,  it  is  quite  possible  that  the 
Government  may  modify  its  previously  expressed  opinion,  and  may  be  in¬ 
duced  to  support  the  Metropolitan  authorities  in  asking  Parliament  to 
consent  to  the  duties  being  renewed.  The  Board,  therefore,  in  giving 
notice  jointly  with  the  Corporation  of  the  intention  to  introduce  the  Bill, 
will  only  be  preparing  the  way  for  such  subsequent  action  as  the  County 
Council,  when  it  comes  into  office,  may  determine  to  take.  Your  Com¬ 
mittee  accordingly  recommend  that  the'Board  do  join  the  Corporation  in 
giving  notice  of  the  intention  to  introduce  a  Bill  for  the  renewal  of  the 
coal  and  wine  duties.” 

Mr.  E.  E.  Cook,  in  moving  the  adoption  of  the  report,  pointed  out  that 
the  Board  now  stood  in  a  position,  as  regarded  the  introduction  of  Bills 
into  Parlia,ment,  totally  different  from  that  which  it  had  ever  before 
occupied,  inasmuch  as  they  would  be  acting  for  a  body  which  was  to 
succeed  them.  It  seemed  to  him  that  the  Board  should  be  rather  liberal 
in  the  way  of  giving  notices  of  Bills  ;  and  thus  show  that  they  had  a  desire 
to  hand  over  the  affairs  of  the  Metropolis  to  the  new  body  in  as  good  a  work¬ 
ing  order  as  possible.  With  reference  to  the  coal  and  wine  duties,  this  was 
not  a  question  of  public  improvement,  but  of  public  policy.  The  present 
Government,  through  Lord  Eandolph  Churchill,  had  said  that  on  this 
question  the  people  of  London  would  have  an  opportunity  of  expressing  an 
opinion  about  it,  which  they  could  do  through  the  new  body.  If,  in  the 
opinion  of  the  new  Council,  it  was  suggested  that  the  coal  duties  should  be 
renewed,  he  had  little  doubt  that  the  Government  would  agree  thereto. 

Mr.  Edwards  questioned  the  advisability  of  going  on  with  the  matter, 
in  view  of  the  fact  that  two  successive  Governments  had  decided  against 
the  duties. 

Mr.  Eicuabdson  said  it  had  been  stated  that  the  country  would  receive, 
under  the  new  Local  Govpnment  Act,  an  addition  of  from  two  to  three 
millions  of  money  to  their  funds.  If  this  were  so,  the  ratepayers  would 
have  a  quid  pro  quo  for  the  loss  of  the  coal  and  wine  duties,  it  therefore 
seemed  to  him  somewhat  strange  for  the  members  of  the  Board  to  put 
their  names  on  such  a  Bill  as  was  proposed,  before  making  inquiry  as  to 
whether  or  not  it  was  a  fact  that  the  country  would  receive  the  additional 
amount  mentioned. 

Mr.  Euntz  was  doubtful  if  any  such  benefit  would  be  derived  as  had 
been  mentioned  by  Mr.  Eichardson,  because  of  the  onerous  character  of 
the  new  obligations  imposed  by  the  statute  in  question.  He  was  of  opinion 
that  the  Board  should  afford  the  new  Council,  which  would  be  a  directly 
representative  body,  an  opportunity  of  bringing  the  matter  forward  bv 
giving  notice  of  the  Bill. 


Mr.  M.ark  H.  Judge  moved,  as  an  amendment — “  That,  under  present 
circumstances,  the  City  Corporation  be  informed  that  the  Board  cannot 
join  them  in  giving  notice  of  a  Bill  in  Parliament  for  the  renewal  of  the 
coal  and  wine  duties.” 

Mr.  Purdy  seconded  the  amendment. 

The  CH.AIRMAN,  however,  ruled  the  amendment  out  of  order,  as  being  a 
direct  negative  to  the  motion. 

Mr.  Cook  hoped  that  the  Board  would  continue  the  policy  it  had  adopted 
on  this  question  for  some  years  past.  He  said  there  were  160  towns  in 
England  having  coal  dues,  mostly  for  the  improvement  of  harbours  and 
other  matters  connected  with  commerce;  and  he  maintained  that  the 
Metropolis  ought  to  have  the  dues  for  effecting  street  and  open  space  im¬ 
provements. 

The  report  was  approved  by  29  votes  to  5. 


THE  VALUE  OF  GAS  SECUEITIES. 

[Prom  Money,  Oct.  17.] 

In  view  of  the  vicissitudes  which  gas  stocks  have  undergone  during  the 
past  ten  years,  it  is  interesting  to  take  a  retrospect,  especially  when  the 
present  value  is  borne  in  mind.  Money  has  so  consistently  championed 
the  cause  of  gas,  in  spite  of  innumerable  obstacles,  that  it  is  no  way  sur¬ 
prising  that  we  from  time  to  time  receive  letters  couched  in  appreciative 
terms,  and  acknowledging  our  steadfast  adherence  to  the  immutable  virtues 
and  merits  of  gas  as  the  illuminant  par  excellence.  The  following  is  a 
sample  of  many  communications  from  grateful  shareholders  who  have 
been  induced  by  our  advice  in  the  past  not  to  part  with  their  gas 
holdings  : — 


To  the  Editor  of  “  Money." 

Sir, — On  the  8th  of  October,  1878,  there  appeared  in  The  Times  a  telegram  from 
America,  stating  that  Mr.  Edison  had  just  solved  the  problem  of  the  electric  light, 
and  could  divide  it  to  any  extent.  This  telegram  was  used  by  the  promoters  of 
electric  light  companies  to  its  full  extent ;  and  numbers  of  holders  of  gas  stocks 
took  fright,  and  threw  their  property  on  the  market — causing  a  panic  which  lasted 
for  a  considerable  period.  A  decade  has  passed  away  ;  and  during  that  time  gas 
has  had  i  regu'ar  and  steady  increase  of  prosperity.  The  prices  of  the  Metropolitan 
Companies’  stocks  have  risen  fully  100  per  cent.  This  must  be  very  gratifying  to 
you,  who  from  the  first  have  used  your  utmost  endeavours  to  prevent  holders  from 
parting  with  a  valuable  security ;  and  1  am  sure  the  best  thanks  of  those  who  did 
not  sell  in  a  fright  are  due  to  you,  and  from  no  one  more  so  than  the  writer,  who 
still,  ^  Shareholder  in  Eight  Gas  Companies. 

Before  the  date  mentioned  by  our  correspondent,  there  were  already 
vague  rumours  floating  about  as  to  the  coming  revolution  to  be  effected 
by  the  introduction  of  the  electric  light;  and  the  “  bears  ”  of  gas 
stocks  were  at  work  endeavouring  to  depress  the  price  of  the 
securities.  In  September,  1878,  the  quotation  of  The  Gaslight  and  Coke 
Company’s  “  A  ”  stock  fluctuated  between  168  and  183.  In  October  of  that 
year,  owing  to  the  telegram  alluded  to  by  our  correspondent,  the  price  of 
this  stock  sank  as  low  as  140 ;  while  the  highest  quotation  for  the  month 
was  only  173.  Owing  to  the  success  which  attended  the  ”  bear  ”  tactics  the 
range  of  prices  in  1879  averaged  155 J.  And  so  the  game  went  on  for  a  year  or 
two;  the  “bears”  doing  all  they  could,  upon  one  pretence  or  another — 
their  bogey,  which  they  trotted  out  persistently,  always  being  the  electric 
light — to  depreciate  the  market  value  of  gas  stocks. 

It  was  not  until  1881  that  anything  very  decided  was  done,  calculated 
to  give  even  a  colourable  pretext  to  the  croakings  that  the  enemies  of  gas 
had  for  so  long  indulged  in.  In  the  issue  of  Money  of  the  6th  of  April,  1881, 
there  appeared  an  article  entitled  “  The  Electric  Light  Scare  Again,” 
in  which  we  observed  that  “  within  the  last  few  weeks  the  gas  stock 
‘  bears  ’  have  once  more  trotted  out  their  turnip-headed  ghost  to  alarm 
feeble  folk,  and  make  them  believe  that  the  end  of  the  gas  world  had 
at  length  arrived.”  We  then  showed  how  the  bears  were  discom¬ 
forted  and  utterly  routed,  and  how  amusing  it  was  to  watch  the 
“  wily  jobber  cunningly  endeavouring  to  persuade  the  broker  that  he 
could  only  take  his  client’s  stock  for  the  account  as  a  favour,  the 
next  day  exhibiting  his  poverty  of  stock  by  asking  the  broker  if  he  would 
like  to  deliver  for  cash  ;  thus  showing  he  had  other  engagements  he  could 
not  meet.”  Our  advice  then,  as  it  has  ever  been  since,  was  to  strongly 
urge  gas  shareholders  not  to  be  soared  into  parting  with  their  securities. 
What  was  the  result  ?  In  our  issue  of  the  following  week,  April  20,  1881, 
we  wrote  as  follows  :  “  On  Tuesday,  the  12th  inst..  The  Gaslight  Com¬ 
pany’s  shares  were  quoted  175J-176  in  the  Official  List,  a  rise  of  5  from 
the  artificial  price  to  which  they  had  been  knocked  down  by  the  ‘  bears  ’ 
within  the  previous  few  days.  But  there  came  a  day  of  reckoning  for 
these  gentlemen  ;  and  it  happened  to  be  on  the  very  next  day,  which  was 
the  settling-day  on  the  Stock  Exchange,  and  the  state  of  affairs  was 
speedily  disclosed  by  a  rise  on  that  morning  to  1794-180,  notwithstanding 
the  recent  glorification  of  the  electric  light.”  Those  were  the  days  of  the 
electric  light  scare.  To-day  the  holders  of  gas  stocks  are  wiser ;  and  the 
present  price  is  now  250— -thus  endorsing  our  correspondent’s  opinion — 
that  during  the  past  decade  there  has  been  an  appreciation  in  the  value 
of  these  stocks  of  100  per  cent. 


THE  ELECTEIC  LIGHTING  BXPEEIMENT  AT  BAENET. 

The  Contractors  on  their  Defence. 

In  the  Journal  last  week  (p.  690)  we  made  reference  to  the  experiment 
in  electric  lighting  which  is  now  being  carried  on  at  Barnet,  and  repro¬ 
duced,  from  a  local  paper,  a  comparative  statement  of  the  promises  and 
performances  of  the  contractors,  as  drawn  up  by  a  resident.  Our  readers 
will  recollect  that  the  latter  fell  far  short  of  the  former.  The  contractors 
(Messrs.  H.  F.  Joel  and  Co.)  have  since  sent  to  the  Electrical  Eeview  what 
may  be  regarded  as  their  “  statement  of  defence ;  ”  and  we  therefore  ac¬ 
cord  to  those  portions  of  it  bearing  directly  upon  the  lighting  arrange¬ 
ments  the  same  publicity  that  we  gave  to  the  charges  made  against  them. 
Messrs.  Joel  and  Co,  say  :  “  This  [Barnet]  is  the  first  installation  of  town 
lighting  by  incandescence  lamps  in  series,  and  we  had  enormous  difficul¬ 
ties  in  obtaining  the  novel  fittings  in  the  short  time  at  our  disposal.  Our 
contract  was  not  signed  until  July  6.  We  did  not  obtain  the  official  plan 
showing  the  position  and  number  of  the  lamps  until  some  time  after, 
and  we  found  that  we  had  to  fit  up  71  street  lamp-posts,  five  miles  of 
overhead  wires,  nearly  one  mile  of  underground  wire,  dynamo,  engines, 
&c.,  in  about  five  weeks.  We  asked  the  Locel  Board  for  six  months  in 
which  to  do  do  the  work  permanently.  This  they  were  unable  to  grant,  as 
the  Gas  Company’s  contract  expired  at  the  end  of  August,  and  we  had  to 
light  up  on  the  1st  of  September.  Under  such  circumstances,  we  were 
compelled  to  use  temporary  appliances,  which  we  are  now  replacing  by 
permanent  plant,  and  we  expect  shortly  to  have  our  duplicate  sets  of  en¬ 
gines,  dynamos,  &c,,  in  proper  working  order.  Our  contract  is  for  71  32 
candle-power  lamps,  but  we  have  substituted  many  50  candle-power  lamps 
in  the  High  Street,  &c.,  in  order  to  make  a  good  display  ;  and  the  opinion 
of  competent  and  unbiased  persons  is  that  the  light  is  a  success,  and  we 
are  much  gratified  at  the  orders  we  have  received  for  private  lighting,  and 
the  general  good  feeling  shown  towards  us  by  the  townspeople  of  Barnet.” 


The  South  Barracas  (Argentine)  Gas  Company  was  registered  recently 
with  a  capital  of  11100,000,  in  UlO  shares. 
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LINES  TO  THE  ELECTEIC  LIGHT  AT  THE  GEEAT 
WESTEEN  EAILWAY  TEEMINUS. 

By  a  Misanthkopic  Gas-Holder. 

[From  the  St,  James’s  Gazette.'] 


Twinkle,  twinkle,  little  Arc — 
Sickly,  blue,  uncertain  spark; 

Up  above  my  head  you  swing. 
Ugly,  strange,  expensive  thing ! 

Now  the  flaring  gas  is  gone 
From  the  realms  of  Paddington, 
You  must  show  your  quivering 
light — 

Twinkle,  blinkle,  left  and  right. 

When  across  the  foggy  air 
Streams  the  lightning’s  purple 
glare. 

Does  the  traveller  in  the  dark 
Bless  your  radiance,  little  Arc  ? 

When  you  fade  with  modest 
blush,  [rush. 

Scarce  more  bright  than  farthing 


Would  he  know  which  way  to  go, 
If  you  always  twinkled  so  i? 

Cold,  unlovely,  blinding  star, 

I’ve  no  notion  what  you  are. 

How  your  wondrous  “  system  ” 
works. 

Who  controls  its  jumps  and 
jerks. 

Yours  a  lustre  like  the  day  ! 
Ghastly,  green,  inconstant  ray ! 
No ;  where’er  they  worship  you, 
All  the  world  is  black  or  blue. 

Though  your  light  perchance 
surpass 

Homely  oil  or  vulgar  gas. 

Still  (I  close  with  this  remark) 

I  detest  you,  little  Arc ! 


METEOPOLIS  WATEE  SUPPLY. 

According  to  the  returns  furnished  to  the  Eegistrar-General  by  the 
London  Water  Companies,  the  average  quantity  of  water  supplied  daily  to 
the  Metropolis  during  the  past  month  was  168,890,449  gallons,  against 
165,182,640  gallons  in  the  corresponding  month  of  1887.  The  number  of 
houses  served  last  month  was  742,869,  or  227  gallons  per  house,  and 
29'1  gallons  per  head  of  the  population.  In  Augirst,  1887,  the  number  of 
houses  supplied  was  730,258 ;  and  the  quantity  of  water  allowed  for  each 
person,  29  gallons.  Of  the  entire  bulk  of  water  supplied  last  month, 
83,491,556  gallons  were  drawn  from  the  Thames,  and  85,398,893  gallons 
from  the  Lea  and  other  sources. 

In  his  report  to  the  Eegistrar-General  on  the  quality  of  the  Metropolitan 
water  supply  last  month.  Dr.  E.  Frankland  makes  the  following  remarks : — 
“  Taking  the  average  amount  of  organic  impurity  contained  in  a  given 
volume  of  the  Kent  Company’s  water  during  the  nine  years  ending 
December,  1876,  as  unity,  the  proportional  amount  contained  in  an  equal 
volume  of  water  supplied  by  each  of  the  Metropolitan  Water  Companies 
and  by  the  Tottenham  Local  Board  of  Health,  was : — Kent,  0  6 ;  New 
Eiver,  0'9;  Colne  Valley,  1'3 ;  Grand  Junction,  1'3  ;  Chelsea,  1'4  ;  Totten¬ 
ham,  1'4;  West  Middlesex,  1'6 ;  Lambeth,  1'6;  Southwark,  2'2 ;  East 
London,  2  4.  The  Thames  water  sent  out  by  the  Chelsea,  West  Middlesex, 
Southwark,  Grand  Junction,  and  Lambeth  Companies  contained  in  every 
case  less  organic  matter  than  the  August  samples ;  the  proportion  present 
being  exceptionally  small  for  river  water.  All  the  samples  were  clear  and 
bright.  The  water  principally  derived  from  the  Lea,  and  distributed  by 
the  New  Eiver  Company  contained  even  less  organic  matter  than  any  of 
the  Thames  waters;  whilst  the  proportion  of  organic  matter  in  the  Bast 
London  Company’s  supply,  although  small  in  absolute  amount,  was  slightly 
greater  than  that  in  the  'Thames-derived  waters.  Both  samples  were  clear 
and  bright.  The  deep-well  waters  of  the  Kent  and  Colne  Valley  Com¬ 
panies  and  of  the  Tottenham  Local  Board  of  Health  contained,  as  usual, 
only  a  very  small  quantity  of  organic  matter.  The  Colne  Valley  Com¬ 
pany’s  water  was  not  softened  to  quite  the  usual  extent.” 

In  the  course  of  their  report  to  the  Ofiioial  Water  Examiner  for  the 
Metropolis  (General  A.  De  Conroy  Scott,  E.  A.)  on  the  composition  and 
quality  of  daily  samples  of  water  supplied  to  London  last  month,  Messrs. 
Crookes,  Odling,  and  Tidy  say  :  “  The  analyses  of  the  waters  of  the  past 
month  show  them  to  have  been  of  high  quality ;  a  manifest  reduction  in 
the  dissolved  organic  matter  being  apparent.  Thus,  during  August,  the 
average  oxygen  required  per  gallon  for  the  Thames-derived  waters,  when 
examined  by  the  oxygen  process,  was  0'071  grain,  whilst  for  September  it 
was  0  043  grain.  In  like  manner  the  organic  carbon  shows  a  reduction 
from  0‘120  grain  per  gallon  in  August  to  0'104  grain  in  September.  The 
unusual  meteorology  of  the  summer,  referred  to  in  a  previous  report,  has 
had  its  influence  (as  we  should  have  expected)  on  the  character  of  the 
waters.  They  have,  however,  throughout  been  of  excellent  quality.  Of 
175  samples  examined  during  September,  165  were  found  to  be  absolutely 
free  from  any  trace  of  visible  suspended  matter.” 


BEADFOED  COEPOEATION  WATEE  SUPPLY. 

The  Future  Sources  op  Supply. 

In  the  course  of  a  lecture  delivered  at  Bradford,  on  Monday  evening  last 
week,  by  Mr.  E.  Shackleton,  on  “  The  Past,  Present,  and  Future  of  the 
Bradford  Water  Supply,”  he  said,  with  regard  to  the  first  part  of  his 
subject,  that  he  had  nothing  but  admiration  for  the  Bradford  Town 
Council  of  1854.  At  that  time  bad  trade  prevailed  in  the  district  and  the 
country  ;  but  the  Council  had  the  courage  to  enter  into  negotiations  which 
laid  a  good  foundation  for  the  future  with  regard  to  water-works.  From 
1854  to  1874,^1,000,000  was  spent;  and  the  result  was  that  7J  million 
gallons  of  water  per  day  were  obtained — the  cost  being  4d.  per  1000  gallons. 
This  was  a  splendid  step  in  the  right  direction  ;  and  it  formed  a  founda¬ 
tion  upon  which  a  system  could  have  been  built  in  order  that  the  water- 
rates  might  be  kept  down.  But  from  1875  to  1877  this  state  of  things  was 
changed,  and  the  price  of  water  was  increased  to  14|d.  per  1000  gallons. 
He  asked  if  this  did  not  show  that  something  was  very  seriously  wrong, 
and  that  money  had  been  thrown  away  almost  in  cartloads.  He  thought 
it  would  not  need  much  to  convince  anyone  that  some  very  serious  blunder 
had  been  committed.  The  lecturer  proceeded  to  quote  statistics  relating  to 
the  quality  of  water  consumed  daily  by  some  of  the  large  manufacturing  firms 
in  Bradford,  with  a  view  of  showing  .that  the  industries  of  the  borough  had 
been  heavily  handicapped,  and  that  the  rates  had  been  increased,  by  reason 
of  the  expenditure  on  the  water-works.  He  pointed  out  that  owners  of 
cottage  houses  paid  a  water-rate  equal  to  about  18d.  in  the  pound; 
and  that  the  occupiers  of  warehouses  paid  rates  varying  from  about 
18d.  to  3d.  in  the  pound,  under  certain  modifications.  He  was  in  Glasgow 
the  previous  week,  and  found  that  the  water-rate  was  only  about  Id.  in 
the  pound.  This  seemed  to  him  to  be  a  very  serious  difference.  He  did 
not  like  to  “  cry  over  spilled  milk,”  but  he  was  of  opinion  that  a  lesson 
ought  to  be  learned  from  the  blunders  of  the  past,  and  that  an  attempt 
should  be  made  to  do  better.  With  regard  to  the  future  supply,  the  only 
schemes  that  held  the  field  were  the  Grimwith  and  the  Nidd.  He 
explained  the  first  scheme  of  the  Water-Works  Engineer  (Mr.  A.  E.  Binnie, 
M.  Inst.  C.E.)  with  regard  to  the  Nidd.  The  cost  of  this  scheme  was 
A'876,000,  and  for  this  there  would  be  5  million  gallons  of  water  per  day. 
The  increase  in  the  consumption  in  the  borough  was  at  the  rate  of 
200,000  gallons  per  day  from  the  1st  of  January  in  each  year.  The 
interest  on  the  money  expended  and  the  sinking  fund,  at  4J  per  cent.,  was 
i:35,478.  A  deficiency  would  thus  be  made  which  would  require  a  rate  of 
9d.  in  the  pound  for  the  first  year,  8d.  for  the  third  year,  '7d.  for  the  fifth 


year,  and  4d.  for  the  tenth  year.  Mr.  Binnie’s  Grimwith  scheme  would 
cost  T523,000;  the  quantity  of  water  given  being  4i  million  gallons  per 
day.  The  amount  of  interest  on  the  expenditure  and  the  sinking  fund  was 
i;23,535.  To  pay  off  the  money  it  would  require  a  rate  of  6d.  in  the  pound 
for  the  first  year,  5d.  for  the  third  year,  4d.  for  the  fifth  year,  and  Id.  for 
the  tenth  year;  to  which  sum  must  be  added  the  manorial  or  unexhausted 
mineral  rights.  Mr.  Binnie  put  down  at  T'188,000  the  cost  of  the  new 
conduit  at  Grimwith.  From  this  sum  he  (Mr.  Shackleton)  contended  that 
41141,000  ought  to  be  deducted  as  unnecessary  expenditure.  A  further 
sum  of  i£120,000  should  be  taken  off  the  original  amount  of  41523,000 ;  thus 
making  a  total  of  41260,000  that  ought  to  be  deducted.  This  sum  pf 
i£523,000  would  give  a  rate  of  2|d.  in  the  pound  in  the  first  year,  of  lid.  in 
the  third  lyear,  and  of  id.  in  the  fifth  year.  In  the  tenth  year  there 
would  be  a'profit  of  about  ^6790,000.  All  these  calculations  were  based  upon 
the  assumption  that  water  cost  6id.  per  1000  gallons.  Eeferringto  a  visit 
recently  paid  to  the  Nidd  district,  he  said  they  obtained  a  sample  of  quite 
clear  water  from  the  river ;  but  three  hours  later  a  sample  which  was 
more  like  ink  than  water  was  drawn  from  the  same  place.  This  change 
had  been  brought  about  by  rain.  The  Nidd  scheme  was  therefore  a 
dangerous  one ;  and  without  hesitation,  he  called  the  Grimwith  scheme 
the  best  for  Bradford  for  the  present.  He  wanted  to  secure,  with  respect 
to  the  water  supply,  both  quantity  and  quality,  and  the  expenditure  of  as 
small  a  sum  of  money  as  possible  until  the  revenue  increased.  After  the 
Grimwith  scheme  was  exhausted,  he  would  draw  upon  the  waters  of  the 
Nidd,  and  store  them. 


STOCKTON  AND  MIDDLE SBEOUGH  COEPOEATIONS’  WATEE 

SUPPLY. 

At  the  Meeting  of  the  Stockton  and  Middlesbrough  Water  Board  on 
Monday  last  week — Mr.  Alderman  T.  Hugh  Bell  in  the  chair — a  discus¬ 
sion  took  place  on  a  suggestion  made  by  Mr.  J.  Mansergh,  the  Water  En¬ 
gineer,  that  the  Board  should  proceed  with  the  construction  of  the  Blackton 
reservoir.  Alderman  Bulmer  expressed  some  doubt  as  to  the  desirability 
of  doing  anything  at  Blackton  just  yet.  He  said  they  were  at  present  not 
taking-more  than  62  million  gallons  of  water  a  week  to  the  two  towns  ;  and 
they  would  thus  have  a  large  margin  after  the  Hury  reservoir  was  com¬ 
pleted.  They  would  there  have  a  storeage  of  300  million  gallons ;  and 
after  allowing  22  millions  a  week  for  compensation,  they  would  have  left 
21  million  gallons  to  add  to  the  60  millions  they  were  pumping  at  Broken 
Soar,  or  a  total  weekly  supply  of  81  million  gallons,  so  that  in  a  dry  season 
they  could  keep  a  store  for  140  to  150  days’  supply.  He  thought,  more¬ 
over,  that  they  were  making  a  gross  mistake  in  constructing  the  Black¬ 
ton  reservoir;  and  he  did  not  see  that  they  were  at  all  justified  in 
spending  any  more  money,  because  in  his  opinion  there  would  not 
be  sufficient  water  to  fill  the  two  reservoirs — not  more  than  would 
keep  the  Hury  reservoir  full.  They  were  simply  killing  the  dis¬ 
trict  by  the  capital  they  were  spending.  He  thought  they  might 
allow  the  matter  to  rest  for  the  next  ten  years;  and  as  soon  as  the  time 
arrived  when  their  supply  was  insufficient,  they  could  draw  from  a  mill 
dam  across  the  Lune  at  flood  time,  where  they  would  not  be  called  upon  to 
give  compensation.  The  Genera!  Manager  (Mr.  D.  D.  Wilson)  said  the 
estimated  cost  of  the  Blackton  reservoir  was  d£75,000.  As  to  the  estimated 
requirements  of  the  district  in  the  near  future,  Mr.  Wilson  stated  that 
during  the  last  18  weeks  the  pumping  varied  from  48  million  to  65  million 
gallons  weekly ;  the  average  being  69J  million  gallons.  In  1868  the 
weekly  supply  of  water  for  manufacturing  purposes  was  12,443,000  gallons, 
whereas  in  1878  it  was  upwards  of  28,261,000  gallons  ;  being  an  increase 
in  the  ten  years  of  15,000,000  gallons.  During  the  present  year  he 
estimated  that  the  average  weekly  consumption  of  water  for  manufacturing 
purposes  would  be  about  43  million  gallons.  The  completion  of  the  Hury 
reservoir  would  give  an  increased  supply  of  about  15  million  gallons  per 
week  ;  but  when  the  Sadberge  reservoir  was  finished,  the  districts  at  present 
insufficiently  supplied  would  absorb  3  million  gallons  per  week,  and  reduce 
the  available  margin  to  12  millions.  So  that  if  the  demand  for  manufac¬ 
turing  purposes  increased  at  the  rate  of  1,500,000  gallons  a  year,  and  for 
domestic  purposes  at  the  rate  of  500,000  gallons,  the  whole  of  the  extra 
supply  provided  by  the  Hury  reservoir  would  be  exhausted  in  six  years ; 
and  during  the  latter  part  of  this  time,  the  Board  would  be  in  the  same 
position  with  regard  to  penalties  that  it  was  in  before.  The  Chairman 
pointed  out  that  the  increase  during  the  ten  years  between  1868  and  1878 
— a  period  of  great  development — was  no  greater  than  the  increase  in  the 
ten  succeeding  years,  which  was  a  period  of  depression.  So  that,  in  spite 
of  the  depression  in  trade,  there  had  been  a  great  increase  in  the  water 
consumption  of  the  district ;  and  thus,  even  if  trade  were  as  bad  in  the 
future  as  it  had  been  in  the  past,  they  would  have  to  expect  an  increase 
during  ten  years  of  between  14  and  15  million  gallons.  Alderman  Fidler 
asked  if  there  was  anything  in  what  Alderman  Bulmer  had  said 
about  the  Hury  reservoir  absorbing  the  water  from  the  whole  of  the 
watershed  of  the  district.  The  Chairman  replied  that  the  question 
had  been  put  on  many  occasions,  and  had  been  answered  by  Mr. 
Mansergh  and  others.  'There  would  come  down  the  valley  in  one  night 
as  much  water  as  would  fill  the  reservoir  three  or  four  times  over.  Mr. 
Wilson  said  four  inches  of  rainfall  would  suffice  to  fill  it.  The  Chairman 
then  asked  whether  the  Board  intended  to  go  on  with  the  Blackton 
reservoir  or  not.  If  they  decided  upon  going  on,  they  could  either  com¬ 
mence  in  such  a  way  as  would  only  commit  them  to  the  expenditure  of 
T10,000,  or  they  could  resolve  at  once  to  proceed  with  the  expenditure 
of  the  whole  amount.  He  moved — “  That  Mr.  Mansergh  be  instructed 
to  prepare  plans  and  specifications  for  the  construction  of  the  Blackton 
reservoir  and  the  low  dam,  and  to  make  any  investigations,  either  by  trial- 
holes,  bore-holes,  or  otherwise,  which  he  may  think  advisable  to  enable 
him  to  do  so.”  Alderman  Bulmer  moved,  as  an  amendment,  that  they 
should  first  instruct  Mr.  Mansergh  to  report  as  to  what  loss  of  water  there 
would  be  in  the  Blackton  reservoir  if  they  moved  the  bank  to  the  high- 
water  mark  of  the  Hury  reservoir.  He  thought  that  if  the  loss  was  only 
small,  it  would  be  policy  to  allow  four  or  five  years  to  elapse  before  they 
spent  any  more  money.  They  were  killing  the  district  with  the  capital 
account ;  and  if  they  went  on  as  they  had  been  doing,  there  would  never 
be  a  dividend  from  the  water  undertaking,  but  the  ratepayers  would 
always  be  called  upon  to  subsidize  the  works  to  meet  the  payments  for  in¬ 
terest  and  redemption.  After  some  discussion,  the  motion  was  carried 
Alderman  Bulmer  being  the  only  dissentient. 


The  Windsor  and  Eton  Water-Works.— The  Town  Clerk  of  Windsor 
(Mr.  G.  H.  Long)  has  lately  received  the  award  of  Mr.  E.  C.  Driver,  the 
Umpire  appointed  to  adjudicate  in  an  arbitration  between  the  Corpora¬ 
tion  of  Windsor  and  the  Trustees  under  the  marriage  settlement  of  Mr. 
W.  H.  Cutler,  the  previous  owner  of  the  water-works,  as  to  the  sum  to  be 
paid  by  the  former  for  the  Tangier  mill,  house,  stores,  and  land,  with 
bridges  and  roads,  appurtenant  to  the  works  they  have  lately  acquired, 
and  a  necessary  portion  of  them.  The  amount  claimed  by  the  Trustees 
was  T9000  ;  one  item  being  T360  for  compulsory  sale.  The  Umpire  has 
awarded  f 3200 — a  difference  of  T5800 ;  and  as  there  can  be  no  appeal,  this 
sum  will  have  to  be  accepted. 
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NOTES  FEOM  SCOTLAND. 

(FBOM  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  work  of  transferring  the  Edinburgh  and  Leith  gas  undertakings  to 
the  Corporations  has,  in  the  matter  of  details,  proved  to  be  a  more  onerous 
task  than  anyone  unacquainted  with  the  business  could  ever  have  dreamt 
it  would  be.  Some  of  the  officials  have  been  toiling  in  the  preparation  of 
statements  for  the  Commissioners,  or  arranging  under  their  different 
heads  the  funds  of  their  old  employers,  the  Companies,  to  the  extent  of 
twelve,  and  sometimes  even  sixteen  hours  a  day — a  wearisome  task,  for 
the  performance  of  w’hich  it  is  to  be  hoped  both  the  Companies  and  the 
Commissioners  will  remember  their  hard-worked  servants.  While  this  is 
true  of  the  officials,  it  is  also  the  case  that  the  Commissioners  have  not 
been  idle.  Besides  frequent  Committee  meetings,  there  have  been  many 
public  meetings,  at  which  an  astonishing  number  of  items  of  business 
have  cropped  up.  A  meeting  of  this  nature  was  held  on  Monday  last ; 
and  another  is  to  be  held  on  Monday  next.  At  Monday’s  meeting  (as 
will  be  seen  by  the  report  given  elsewhere)  the  subjects  dealt  with  ranged 
over  a  wide  field.  When  one  considers  how  often  the  Commissioners 
have  of  late  gone  through  similarly  long  agendas,  and  how  often  they 
will  require  to  struggle  through  others  during  the  next  few  months,  it 
will  be  seen  that,  in  the  meantime  at  least,  the  lot  of  the  Gas  Commis¬ 
sioner  here  is  not  a  “  happy  one.”  It  is  a  satisfaction,  however,  to  be  able 
to  state  that  the  business  of  the  Commission  is  being  very  efficiently 
carried  on.  For  this,  no  doubt,  the  chief  credit  lies  with  the  officials, 
who  are  an  exceedingly  painstaking  body ;  but  it  is  also  true  that  the 
Commissioners  are,  on  the  whole,  sensible  and  moderate. 

As  I  mentioned  last  week,  the  recent  gas  transfer  in  Edinburgh  is  fre¬ 
quently  mentioned  at  public  meetings  in  connection  with  the  current 
municipal  elections.  One  of  these  is  worthy  of  notice.  Mr.  Pollard,  C.A., 
one  of  the  most  active  of  the  Gas  Commissioners,  informed  the  electors 
of  the  Calton  Ward  on  Monday  night  that  the  Commissioners  had  secured 
a  contract  for  120,000  tons  of  coal  for  the  present  year  at  from  Ss.  to  3s.  7d. 
per  ton  cheaper  than  last  year,  by  which  a  saving  of  ii22,000  would  be 
efiected.  Whether  it  was  judicious  to  mention  this  circumstance  is  open 
to  question,  because  its  eSect  will  probably  be  to  lead  to  a  clamour  for  a 
reduction  in  the  price  of  gas,  with  which,  on  account  of  the  heavy  charges 
upon  the  Commissioners  this  year,  they  may  be  unable  to  comply. 

One  of  those  periodic  discoveries  of  “  mares’  nests  ”  which  are  so  com¬ 
mon  in  the  many-sided  questions  of  gas  supply,  has  taken  place  at 
Dundee.  Like  most  other  instances,  this  one  takes  its  rise  in  “  bad 
gas.”  The  complaint,  ventilated  by  means  of  newspaper  correspondence, 
is  that  air  is  mixed  with  the  gas  as  it  leaves  the  retort,  and  that,  in- 
ferentlally,  the  community  are  charged  at  the  rate  of  Ss.  8d.  per  lOOO 
cubic  feet  for  atmospheric  air.  The  first  writer  wanted  information  on 
the  subject;  the  second,  whether  in  league  with  him  or  not  it  is  im¬ 
possible  to  say,  was  able  to  give  it,  stating  that  the  air  was  “  sucked 
in  through  a  3-inoh  pipe,  or  through  a  pretty  large  meter.”  This 
writer  suggested  that  the  gas  should  be  tested  in  the  interests  of 
Ihe  public,  and  urged  a  public  inquiry  into  “  the  whole  affairs  of  these 
gas-works.”  The  newspapers  state  in  a  foot-note  to  this  letter  that,  on 
inquiry,  they  have  ascertained  it  to  be  the  case  that  air  is  mixed  with  the 
gas,  in  conformity  with  the  practice  of  the  most  eminent  gas  engineers, 
and  that  the  effect  is  not  to  diminish  the  lighting  power  of  the  gas,  but  to 
facilitate  its  purification.  Thereupon  the  Editor  of  one  paper  gives  vent 
to  the  desire  that  the  process  should  be  fully  and  frankly  explained ; 
and  the  scientific  authority  for  adopting  it  stated.  With  this  he 
couples  the  sapient  remark  that  “consumers  are  naturally  prejudiced 
in  favour  of  gas  undiluted  with  air,  as  they  are  in  favour  of 
milk  undiluted  with  water.”  The  Dundee  Gas  Acts  require  the  Commis¬ 
sioners  to  furnish  gas  of  18-candle  power ;  and  the  monthly  statistics 
issued  show  it  to  be  frequently  over  27,  and  never  under  26  candle 
power.  With  gas  of  this  quality  supplied,  and  no  harmful  effects  averred, 
it  is  difficult  to  see  where  any  ground  of  complaint  comes  in. 

The  village  of  Cowdenbeath,  in  Fifeshire,  was  on  Tuesday  night  lighted 
for  the  first  time  with  oil  gas.  The  plant  has  been  fitted  up  by  the 
Glasgow  Patent  Paraffin  Gaslight  Company.  In  this  instance  coal  gas  has 
not  been  superseded ;  the  place  having  formerly  been  without  a  gas  supply. 
’Two  retorts  capable  of  producing  300  cubic  feet  of  gas  per  hour  have  been 
erected  ;  and  provision  has  been  made  for  extending  the  works.  The  gas 
is  to  be  charged  for  at  the  rate  of  Ss.  per  1000  cubic  feet. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

Gas  affairs  have  been  prominently  dealt  with  this  week  at  meetings  of 
the  Greenock  electors  with  their  representatives  in  the  Town  Council.  At 
the  meeting  of  the  Fourth  Ward  ratepayers  on  Thursday  night.  Bailie 
Shearer,  Vice-Convener  of  the  Corporation  Gas  Committee,  remarked  that 
the  Gas  Trust  was  in  a  flourishing  condition,  and  that  the  revenue  from 
all  sources  last  year  amounted  to  T36,661  4s.  9d. ;  being  an  increase  on 
that  of  the  previous  year  to  the  extent  of  T453  17s.,  and  leaving  a  net  profit 
to  the  general  purposes  of  the  Police  Board  of  £3000,  or  £500  in  excess  of 
the  sums  set  apart  for  a  similar  charge  for  the  last  two  years.  The  works 
and  all  the  appliances  connected  therewith  had,  he  said,  been  maintained 
in  a  very  efficient  state ;  and  it  was  gratifying  to  him  to  be  able  to  state 
that  the  Klonne  bench  of  retorts,  erected  in  1884,  at  a  cost  of  £4763,  con¬ 
tinued  to  work  admirably,  and  that  the  debt  incurred  in  its  construction 
had  been  wiped  off  from  revenue  since  then,  with  the  exception  of 
£1078  18s.  6d.,  and  which  he  thought  they  would  be  able  to  pay  off  this 
year.  The  financial  position  of  the  Trust  at  the  close  of  the  year  appeared 
so  satisfactory  that,  in  view  of  the  increasing  consumption  of  gas,  which 
they  wish  to  develop  as  far  as  possible,  the  Gas  Committee  considered  that 
there  was  an  opportunity  for  making  a  reduction  in  the  price,  and  accord¬ 
ingly  they  resolved  upon  charging  3s.  6Jd.  per  1000  cubic  feet  for  the  current 
year,  or  a  reduction  of  2Jd.  per  1000  feet.  Hitherto  the  reductions  had 
been  made  by  5d.  at  a  time ;  but  it  was  considered  safer  to  adopt  the  2id. 
reduction  on  this  occasion,  and  concede  a  similar  amount  again  next  year 
if  the  revenue  would  permit.  Mr.  Cameron,  speaking  at  the  same  meet¬ 
ing,  said  that  he  could  not  help  thinking  that  £3000  was  too  large  a  sum 
to  take  out  of  the  pockets  of  the  gas  consumers  and  pay  into  the  town’s 
coffers.  He  held  it  to  be  not  only  unfair,  but  opposed  to  the  interests  of 
the  town,  to  make  a  profit  upon  the  gas-works.  Last  year,  for  instance, 
the  gas  consumers  paid  about  2d.  or  3d.  per  £1  of  the  town’s  taxes  ;  and 
he  for  one  obtained  the  benefit  of  this,  as,  comparatively  speaking,  he 
burned  little  or  no  gas  in  Greenock.  A  great  many  persons  were  in  the 
same  position  as  himself,  either  because  they  lived  out  of  the  town  or  pre¬ 
ferred  to  burn  oil ;  but  he  was  sure  that  neither  he  nor  those  situated  like 
him  wished  to  keep  down  the  taxes  at  the  expense  of  the  gas  consumers. 

Ex-Bailie  Ure,  speaking  of  the  Glasgow  gas  supply  undertaking  to  his 
constituents  on  Thursday  night,  expressed  the  hope  that  the  price  of 
Glasgow  gas  would  undergo  a  further  reduction  next  year.  At  present,  he 
said,  the  price  was  28.  8d.  per  1000  cubic  feet ;  whereas  when  he  entered 
the  Town  Council  the  price  was  5s.  per  1000  cubic  feet.  He  also  mentioned 


that  there  were  now  in  use  in  Glasgow  11,000  gas  stoves,  cookers,  and 
heaters  which  had  been  supplied  by  the  Gas  Trust;  and  there  were  like¬ 
wise  in  use  537  gas-engines  within  the  area  of  the  gas  supply.  He  con¬ 
sidered  these  facts  to  be  very  important ;  for  when  there  was  little  to  do, 
in  the  way  of  providing  gas  for  illuminating  power  in  the  summer  time  for 
the  citizens,  they  had  to  supply  a  large  quantity  for  these  gas-stoves,  &c. 

Mr.  Meehan,  addressing  his  constituents  of  the  Thirteenth  Ward  on  the 
same  evening,  also  referred  to  the  business  of  the  Gas  Trust.  He  remarked 
that  the  Gas  Committee  were  hopeful  that  they  would  be  able  to  reduce  the 
price  of  gas  next  year.  In  regard  to  the  complaints  that  w-ere  made  as  to 
the  quality  of  the  gas,  he  thought  these  arose  from  the  manner  in  which 
the  gas  was  consumed;  and  he  suggested  that  the  Gas  Committee  might 
supply  gas-burners  free  to  the  consumers,  and  that  men  should  go  about, 
and  fix  burners  suitable  to  the  pressure  in  different  localities. 

The  new  gasholder  at  the  Rothesay  Gas-Works  was  put  into  operation 
for  the  first  time  on  Thursday  afternoon.  Provost  Thomson  performed 
the  ceremony  of  turning  on  the  gas  ;  and  the  holder  gradually  rose,  until 
it  was  about  half  full,  when  the  gas  was  turned  off  again.  The  working 
capacity  of  the  holder  is  72,000  cubic  feet ;  and  it  has  been  erected  on  the 
site  of  a  smaller  one,  which  was  only  capable  of  storing  10,000  feet.  The 
new  holder  works  in  a  cast-iron  tank  51  ft.  6  in.  diameter  by  20  feet  deep, 
and  is  in  two  lifts,  the  outer  one  being  50  feet,  and  the  inner  one  48  ft.  6  in. 
in  diameter.  The  contractors  were  Messrs.  Hanna,  Donald,  and  Wilson, 
of  Paisley,  who  have  carried  out  the  work  in  a  most  satisfactory  manner. 
The  contract  price  was  £1560;  and  with  a  few  extras  the  total  cost  will  be 
about  £1600.  Rothesay  has  now  a  gasholder  capacity  of  about  128,000  feet, 
which  is  nearly  double  what  it  was  before,  and  is  sufficient  to  meet  any 
increased  requirements  for  years  to  come. 

On  Thursday  last  396  shares  in  the  Falkirk  Joint-Stock  Gas  Company 
were  sold  by  auction,  and  realized  from  £2  8s.  to  £2  13s.  per  share. 

The  upward  movement  in  the  price  of  sulphate  of  ammonia  continues. 
A  contract  has  been  made  this  week  for  350  tons  at  £12  per  ton,  October 
to  April  delivery.  The  spot  price  is  steady  at  £11  15s. 

A  certain  degree  of  firmness  has  been  shown  in  the  pig-iron  market  this 
week  ;  and  the  prices  are  advanced  generally  about  Is.  per  ton  over  the 
closing  prices  at  the  end  of  last  week. 

The  coal  market  has  shown  considerable  activity  during  the  week, 
prices  being  firmer  in  almost  every  instance,  and  the  wages  of  the  miners 
are  being  systematically  advanced  throughout  a  large  portion  of 
Lanarkshire. 


CURRENT  SALES  OF  GAS  PRODUCTS. 

Liverpool,  Oct.  20. 

Sulphate  of  Ammonia. — The  market  is  undoubtedly  stronger ;  and  the 
unforeseen  continuance  of  the  demand,  at  present  extending  far  beyond 
the  accustomed  period,  must  be  as  highly  gratifying  to  the  producers  as  it 
will  be  discomfiting  to  such  consumers  as  have  been  delaying  purchases 
in  anticipation  of  lower  values  during  the  slack  months — October  and 
November,  according  to  theory,  being  considered  as  such.  The  large 
French  requirements  (which  do  not  appear  to  be  yet  quite  completed) 
clearly  prove  that  the  abstinence  of  these  consumers  during  the  earlier 
months  and  the  summer  of  this  year  was  simply  a  matter  of  using  up 
every  available  ounce  of  stock  and  home  produce,  and  not,  as  many  would 
have  it,  a  change  of  front — i.e.,  a  transfer  of  favour  from  sulphate  to 
nitrate.  Germany,  moreover,  seems  to  recognize  the  position ;  but  as 
many  consumers  there  have  been  earlier  in  the  field,  they  display  less 
anxiety,  and  at  present  buy  only  parcels  as  actually  required  for  present 
and  near  delivery.  What  strengthens  the  market  particularly  at  the 
moment  is  that  the  liquor  supply  is  by  no  means  so  prolific  as  it  has  been 
in  past  years  at  this  particular  season.  This  may  be  attributed  to  the 
generally  bright  weather  experienced  during  October;  and  while  the  pro¬ 
duction  remains  behind  the  spot  demand,  prices  in  their  natural  course 
are  not  likely  to  slacken.  F’urther,  there  is  the  tone  of  tbe  nitrate 
market,  repeatedly  referred  to,  and  which  indicates  a  probability  of  further 
enhanced  prices.  To-day’s  quotations  of  October-November  cargoes  are 
now  very  close  upon  10s.  per  cwt. ;  but  the  actual  shipments  during 
October  and  November  will  naturally  regulate  values  more  than  the 
sentiments  expressed  by  sellers  at  present.  The  closing  values  of  sulphate 
may  be  called  £11  12s.  fid.  to  £11  15s.  at  all  ports. 

London,  Oct.  20. 

Tar  Products. — Benzols  continue  neglected;  and  quotations  are  weaker. 
There  is  a  little  more  activity  in  pitch  ;  and  some  of  the  fuel  makers  are 
supplying  their  pressing  needs  at  the  advanced  prices  demanded.  Creosote 
is  moving  off  better ;  and  the  prospect  for  this  article  is  improved.  Carbolic 
acid  (crude)  is  firm  ;  and  the  same  remark  applies  to  anthracene.  Prices 
may  be  taken  as  follows: — Tar,  according  to  position,  17s.  6d.  to  22s.  6d. 
per  ton.  Benzol,  90  per  cent.,  2s.  lid.  per  gallon  ;  50  per  cent.,  2s.  4d. 
Toluol,  Is.  6§d.  per  gallon.  Solvent  naphtha.  Is.  3d.  per  gallon.  Crude 
naphtha,  30  per  cent..  Is.  per  gallon.  Light  oil,  3d.  per  gallon.  Creosote, 
2d.  per  gallon.  Pitch,  12s.  to  15s.  per  ton.  Carbolic  acid  (crude),  3s.  5d. 
per  gallon.  Cresylic  acid,  9d.  per  gallon.  Tar  salts,  15s.  per  ton.  Anthra¬ 
cene,  30  per  cent.,  “A”  quality.  Is.  6d.per  unit;  “  B  ”  quality.  Is.  3d. 

Ammonia  Procfitcfs.— Sulphate  is  moving  off  freely,  and  important 
shipments  are  again  being  made  to  France.  The  experience  last  year 
evidently  satisfied  the  users  there  of  its  superiority  to  nitrate  of  soda;  the 
latter  article  having  largely  displaced  sulphate  during  the  past  season. 
Prices  continued  firm  during  the  week,  at  £ll  lOs.  to  £11  15s.  per  ton,  less 
discount.  The  prices  of  other  products  are  as  follows : — Gas  liquor 
(5°  Twaddel),  7s.  6d.  per  ton,  with  a  rise  or  fall  of  Is.  6d.  per  degree. 
Liquor  ammonia,  2d.  per  lb.  Carbonate  of  ammonia,  3Jd.  per  lb. 
Muriate  of  ammonia,  brown,  £18  per  ton;  white,  £27.  Sal-ammoniac, 
£30  per  ton. 


[From  the  Chemical  Trade  Journal,  Oct.  20.] 

Sulphate  of  Ammonia. — The  market  keeps  very  firm  ;  and  we  hear 
that  makers  are  holding  out  for  higher  values.  Business  was  done  yester¬ 
day  at  £11  15s.  Hull ;  but  for  next  month  £12  to  £12  2s.  6d.  is  now  being 
asked.  There  is  a  danger  in  running  up  the  prices  too  rapidly;  but  if  the 
consumers  act  wisely,  they  will  cover  their  requirements  early,  as  anyone 
with  half  an  eye  can  see  upon  what  a  delicate  balance  the  supply  and 
demand  are  hung.  Sulphate  is  scarce ;  and  there  is  no  denying  this  fact. 
Beckton  stands  at  £11  15s. ;  while  London  outside  makes  are  value  for 
£11  13s.  9d.  The  Leith  market  is  very  firm  at  £11  13s.  9d. 

Tar  Products. — Benzols  are  weaker  again ;  and  prices  are  a  {penny  or 
three-halfpence  below  last  week’s  quotations.  Solvent  naphtha  is  still  in 
good  demand — that  is,  coal-tar  solvent;  the  coke-oven  solvent,  which  was 
under  trial  at  several  india-rubber  works,  having  now  been  practically 
abandoned.  Crude  carbolic  is  firmer,  though  without  change  in  price ; 
and  “  B  ”  quality  of  anthracene  has  advanced  another  penny,  and  is  now 
valued  at  Is.  3d.  Good  liquid  creosote  is  moving  off  freely  ;  and  the 
demand  will  most  assuredly  be  good  throughout  the  winter.  Pitch 
remains  much  in  the  same  state  as  in  our  last  report ;  and  prices  are 
unchanged. 
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Filey  Water  and  Gas  Company. — The  annual  general  meeting  of  this 
Company  was  held  on  Saturday,  the  13th  inst. — Captain  Unett  presiding. 
The  report  and  balance-sheet  for  the  year  ending  June  30  last  was  pre¬ 
sented,  and  showed  the  receipts  for  both  gas  and  water  to  have  been  con¬ 
siderably  in  excess  of  any  previous  year.  The  work  undertaken  by  the 
Directors  last  year  in  making  a  new  reservoir  at  Hunmanby  and  remodel¬ 
ling  the  works  at  Filey  have  been  satisfactorily  completed,  at  a  cost  of 
^5130;  and  the  Company  are  now  in  a  position  to  supply  both  gas  and 
water  of  good  quality  to  any  extent  which  may  hereafter  be  required  by 
the  townspeople. 

Ceaba  Gas  Company,  Limited. — From  the  report  of  the  Directors  of  this 
Company  for  the  year  ended  June  30  last,  we  learn  that  the  rental,  both 
public  and  private,  shows  a  satisfactory  increase.  The  expenditure  on 
capital  account — £2741  6s. — includes  300  additional  public  lamps,  con¬ 
densers,  coal-stores,  mains,  &o.  The  accounts  show  a  profit  of  £4476  13s., 
which,  added  to  the  balance  of  £675  4s.  brought  forward,  makes  £5151  17s. 
Deducting  the  interim  dividend  paid  in  April,  there  remains  £4001  3s. 
available  for  division.  The  Directors  recommend  that  £1000  be  added  to 
the  reserve  fund,  and  the  declaration  of  dividends  for  the  six  months 
ended  June  30  last  at  the  rate  of  10  per  cent,  per  annum  on  the  preference 
shares  (less  income-tax),  and  at  the  rate  of  11  percent,  per  annum  on  the 
ordinary  shares  (free  of  income-tax);  making,  with  the  interim  dividend 
already  paid,  8  per  cent,  for  the  year.  The  balance  carried  forward  will  be 
£949  12s.  6d. 

Feathebstone  W.ateb  Supply. — The  difficulties  which  arose  some 
time  ago  at  Featherstone  in  respect  of  the  water  supply  of  the  township 
have  at  last  ended  ;  an  agreement  having  been  come  to  between  the  Feather- 
stone  Local  Board  and  the  Wakefield  Corporation  tor  a  supply  from  the 
reservoirs  of  the  latter  authority.  It  has  received  the  common  seal  of  the 
Board,  as  well  as  that  of  the  Corporation.  On  the  sealing  of  the  document, 
the  Mayor  gave  expression  to  the  general  feeling  when  he  referred  to  ttie 
pleasure  it  gave  him  to  find  that  the  two  authorities  had  at  last  come  to 
terms.  The  hitch  in  the  negotiations,  and  which  so  long  retarded  a  final 
settlement,  was  the  demand  on  the  part  of  the  Board  to  be  guaranteed  a 
supply  whether  or  not  Wakefield  had  sufficient  for  its  domestic  and  manu¬ 
facturing  purposes.  But  this  demand  was  withdrawn  ;  and  the  Corpora¬ 
tion  also  made  a  concession,  whereby  the  agreement  is  to  remain  in  force 
for  the  term  of  30  instead  of  20  years.  Both  sides  are  to  be  congratulated 
upon  the  compromise. 

The  Profit  of  the  Oldham  Gas-Wobks. — Mr.  H.  Andrew,  the  Super¬ 
intendent  of  the  Oldham  Corporation  Gas-Works,  writing  to  a  local 
paper,  says  :  “  The  sums  paid  directly  by  the  Gas  Committee  in  aid  of  the 
borough  rates,  during  the  year  ended  March  25,  1838,  amounted  to 
£13,809  2s.  lid.  The  entry  in  the  borough  fund  revenue  account  would 
have  been  correctly  stated  if  it  had  been  given  thus  : — Interest  on  the  gas¬ 
works  capitalized  profits  during  the  year  ended  March  25,  1887, 
£75,438  6s.  lid.,  at  4  per  cent.,  £3017  9s. ;  net  profits  from  gas-works  for 
year  ended  March  25,  1887,  £10,791  18s.  lid.— total,  £13,809  2s.  lid.  The 
£3017  Is.  is  included  in  the  amount  charged  for  annuities  and  interest 
(viz.,  £11,844  7s.  6d.)  in  the  gas-works  profit  and  loss  account,  and  also  in 
the  item  of  £4812  17s.  lid.  for  annuities,  interest,  &o.,  accrued  to  and  un¬ 
paid  on  March  25,  1887.  The  sum  of  £7973  16s.  4d.,  being  the  amount 
available  to  be  used  in  aid  of  the  borough  rates  from  the  gas  profits  for 
the  year  ended  March  25,  1888,  has  been  paid  into  the  borough  fund  since 
the  25th  of  March  last,  and  will  therefore  be  dealt  with  in  its  revenue 
account  for  the  year  ending  March  25,  1889.” 

Damaging  a  Gas-Lamp  at  Bristol. — At  the  Bristol  Police  Court  last 
Friday,  John  Golding  and  William  Burgess  were  summoned  for  damaging 
a  gas-lamp  belonging  to  the  Bristol  Gas  Company.  The  circumstances  of 
the  case  were  very  peculiar.  On  Aug.  13  last,  Mr.  Golding  left  his  horse 
and  trap  unattended  in  Victoria  Street,  Temple.  The  animal  started  off 
and  came  into  collision  with  a  horse  and  trolly  belonging  to  Mr.  Burgess, 
standing  by  the  side  of  the  pavement  without  anyone  being  in  charge. 
The  two  horses  ran  away  ;  and  eventually  Mr.  Burgess’s  trolly  came  in 
contact  with  a  lamp-post,  knocking  it  down,  and  doing  damage  to  the  extent 
of  £1  16s.  3d.  Mr.  Carter,  who  appeared  for  Mr.  Burgess,  submitted  that 
he  was  not  liable,  and  that  his  driver  ought  to  be  summoned,  as  he  was 
responsible.  Witnesses  having  been  called  in  support  of  the  summons, 
Mr.  Carter  contended  that  there  was  no  default  on  the  part  of  his  client. 
The  Magistrates  were  of  this  opinion,  and  ruled  that  he  was  not  liable, 
and  dismissed  the  summons  against  him.  They  held  that  Mr.  Golding’s 
horse  was  the  cause  of  the  damage  by  running  away.  They  expressed 
sympathy  with  Mr.  Golding,  but  said  he  must  pay  the  amount  of  the 
damage. 

Sales  of  Sh.ares. — On  Wednesday  last,  Messrs.  Edwin  Fox  and  Bous- 
field  disposed  of  a  number  of  miscellaneous  shares  at  the  Mart,  Token- 
house  Yard,  E.C. ;  among  them  being  20  £10  fully-paid  shares  in  the  West 
Kent  Gas  Company,  on  which  the  maximum  dividend  of  10  per  cent,  is 
being  paid.  These  realized  £20  per  share  ;  and  a  parcel  of  30  £10  shares 
(£4  paid)  in  the  same  Company,  on  which  the  maximum  dividend  of  7 
per  cent,  is  being  paid,  sold  at  £6  10s.  each.  Sixty  £5  shares  (£4  paid)  in 
the  Bomba;/  Gas  Company,  Limited,  fetched  an  average  price  of  £5  i5s. 

The  last  dividend  paid  on  these  shares  was  74  percent. - On  the  previous 

day,  Messrs.  Nicholson,  Greaves,  and  Barber  sold  some  of  the  new  shares 
recently  issued  by  the  Sheffield  Gas  Company,  which  are  of  the  nominal 
value  of  £6  each,  and  the  first  call  (£1  43.  each)  on  which  will  be  made 
next  month.  They  fetched  £4  5s.  and  £4  6s.  3d.  per  share. - Last  Wed¬ 

nesday,  Messrs.  Edwards  and  Sons  sold  by  auction  at  Stoke-upon-Trent, 
£20,000  new  consolidated  stock  in  the  Staffordshire  Potteries  Water  Com¬ 
pany  ;  being  a  portion  of  the  £30,000  lately  authorized  by  Parliament. 
The  stock  was  put  up  in  £100  lots,  which  realized  prices  ranging  from 
£140  to  £147  each. 

Serious  Explosion  of  Gas  at  the  Leeds  Midland  Station. — Between 
three  and  four  o’clock  last  Tuesday  afternoon,  an  explosion  of  gas  in  a 
disused  kitchen,  almost  immediately  underneath  the  first-class  refresh¬ 
ment  room  at  the  Midland  Bailway  Station,  Leeds,  resulted  in  serious 
injury  ;  Eiohard  Collier,  a  gas-fitter,  and  William  Began,  a  labourer  (both 
employed  by  the  Company),  being  rather  badly  burnt.  An  escape  of  gas 
had  been  discovered  in  the  cellars  under  the  refreshment  department  on 
the  platform  on  the  south  side  of  the  station  ;  and  the  men  went  to  search 
for  the  leakage.  They  disconnected  the  mains  in  two  or  three  places,  in 
order  to  satisfy  themselves  as  to  the  direction  in  which  the  gas  travelled. 
Having  completed  this  operation,  they  joined  up  the  mains  again  excepting 
at  one  point.  In  the  brief  period  during  which  the  pipes  were  disconnected 
a  considerable  quantity  of  gas  accumulated  in  an  old  empty  kitchen. 
Wlien  Collier  and  Began  were  finishing  their  work,  the  latter  struck  a 
light,  which  ignited  the  escaped  gas.  Collier’s  clothing  took  fire ;  and  he 
was  very  seriously  burned  from  head  to  foot.  Began's  hands  and  a  por¬ 
tion  of  his  head  suffered,  though  much  less  severely.  Collier  was  carried 
to  the  Infirmary,  to  which  institution  Ihis  fellow-workman  was  able  to 
walk.  The  more  seriously  injured  man  lay  unconscious  all  Tuesday  even¬ 
ing  ;  and  his  condition  was  considered  somewhat  dangerous.  His  com¬ 
panion,  however,  after  receiving  medical  attention,  was  able  to  go  home. 


Beduction  in  Price. — The  Heckrnondwike  Gas  Company  have  reduced 
the  price  charged  for  gas  supplied  to  the  public  lamps  to  2s.  6d.  per  lOOO  feet. 

Proposed  Adoption  of  the  Sliding  Scale  by  the  Bristol  Gas  Com¬ 
pany. — At  the  meeting  of  the  Bristol  Sanitary  Authority  last  Thursday,  a 
discussion  took  place  upon  a  communication  received  from  the  Secretary 
of  tfie  Bristol  Gas  Company  (Mr.  Jas.  V.  Green),  to  the  effect  that  the 
Directors  contemplate  applying  to  Parliament  for  power  to  adopt  the 
sliding-scale  principle,  and  asking  whether,  in  the  event  of  such  permis¬ 
sion  being  applied  for  (which  it  was  considered  would  be  advantageous  to 
the  consumers  as  well  as  to  the  Company),  the  Sanitary  Authority  would 
concur  in  the  application.  Mr.  Green  pointed  out  that  the  Company  may 
now  charge  4s.  6d.  per  1000  cubic  feet ;  but  that  the  Directors  propose  to 
fix  the  initial  price  at  2s.  9d.,  from  which  figure  the  sliding  scale  will 
operate.  He  added  :  “  I  may  say  that  i  per  cent,  on  the  capital  of  the 
Company  amounts  to  £1095,  whilst  Id.  per  1000  cubic  feet  amounts  to 
£5084  ;  so  that  practically  out  of  every  saving  of  £6000  our  proprietors 
would  rcceivo.an  additional  dividend  of.  .£1001),  and  the  consumers  of 
Bristol  would  receive  £5000.”  It  was  decided  to  inform  the  Company  that 
the  Authority  had  not  had  sufficient  time  to  consider  the  matter  to  enable 
them  to  advise  the  Town  Council  thereon,  with  a  view  to  an  application 
by  the  Company  next  session. 

The  Northern  Coal  Trade. — The  northern  coal  trade  is  now  experienc¬ 
ing  increased  activity  through  the  apprehension  of  a  strike  of  some  im¬ 
portance  in  the  Yorkshire  district.  Already  some  of  the  southern  rail¬ 
ways  which  derive  their  supplies  usually  from  Yorkshire  and  the  Midlands 
are  negotiating  for  contracts  in  the  Durham  and  Northumbrian  coal-fields; 
and  hence  the  price  of  steam  coals  is  stiSer.  Some  of  the  best  collie¬ 
ries  are  now  asking  8s.  per  ton  for  best  steam  coal — an  advance  of  fid.  G.is 
coal  is  also  in  brisker  demand  ;  and,  all  round,  the  users  of  coal  appear  to 
desire  to  stock  more  rapidly.  Some  Italian  contracts  for  gas  coal  are  now 
being  negotiated  ;  but  the  uncertainty  as  to  the  rate  of  steamship  freights 
affects  business.  It  may  be  added,  too,  that  in  all  the  coal  contracts  now 
the  question  of  the  supply  of  tonnage  for  carriage  is  important ;  and  5s. 
per  ton  has  had  to  be  paid  for  freight  on  coal  by  steamer  to  London  this 
week — a  rate  which  is  very  considerably  above  that  of  a  year  ago,  but 
which  is  fully  justified  by  the  advance  which  has  taken  place  in  other 
freights.  The  household  coal  trade  is  much  more  active  ;  but  there  is  no 
change  in  prices.  The  general  appearance  of  the  coal  trade  of  the  North, 
however,  seems  to  point  to  a  further  advance  in  rates  ;  whilst  the  opening 
of  the  strike  campaign  would  certainly  bring  about  a  rise.  Gascoal  is  now 
much  more  abundant;  but  the  cement-works  are  taking  large  quantities. 
Still  for  three  months  there  will  of  necessity  be  increasing  supplies. 
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THE  LONDON  COUNTY  COUNCIL— A  PEOSPECT. 

The  announcement  as  to  the  appointment  of  the  Duke  of 
Westminster  to  be  Lord  Lieutenant  of  the  new  County  of 
London,  which  was  published  last  week,  has  served  the 
newspapers  for  a  peg  whereon  to  hang  some  rather  idle 
speculation  as  to  the  future  administration  of  the  huge  Metro¬ 
politan  province  now  about  to  assume  organized  entity.  Some 
highly  complimentary  things  have  been  said  respecting  His 
Grace  of  Westminster,  most  of  which,  it  is  only  just  to  admit, 
have  been  fairly  earned.  The  Duke  is  a  Londoner  in  his 
sympathies  as  well  as  by  choice  of  residence ;  and  there 
cannot  be  two  opinions  about  his  fitness  in  every  sense  for 
the  most  honourable  and  exalted  employment  in  connection 
with  the  government  of  the  great  capital  in  which  he  has 
probably  the  largest  individual  territorial  interest.  It  is  a 
sound  instinct  that  sees  in  a  member  of  the  highest  order  of 
the  nobility  of  the  land  the  right  person  to  be  first  named  as 
an  officer  of  the  new  Metropolitan  executive,  and  witnesses 
to  the  awakening  of  a  sense  that  what  may  be  called 
Absenteeism  has  been,  and  still  is,  as  great  a  hindrance  to 


healthiness  of  London  government  as  in  the  familiar  example 
of  Ireland.  Wherever  there  exist  different  grades  and  classes 
in  a  society — that  is  to  say,  all  over  the  civilized  world — the 
perfect  working  of  that  society  can  only  be  ensured  by  every 
class  and  degree  performing  those  functions  of  the  whole 
organism  for  which  it  is  best  fitted.  It  is  to  be  hoped  that  few 
intelligent  students  of  sociology  now  retain  the  exploded 
opinion  that  any  good  can  be  expected  from  those  violent  re¬ 
classifications  of  the  members  of  a  community  that  were 
so  favoured  by  the  revolutionaries  who  made  their  last 
experiments  in  ’48.  The  time  may  come  when  the  best  of 
the  ideas  which  are  commonly  recognized  as  Socialism  will 
be  carried  into  effect ;  but  if  so,  it  can  only  be  through  the 
working  out  to  their  natural  result  of  those  processes  which 
in  their  present  stage  present  to  us  the  spectacle  of  a  society 
arranged  in  more  or  less  perfect  and  separate  strata.  In  a 
healthy  community,  whatever  may  be  the  diversity  of  the 
classes  composing  it,  all  are  cemented  together  by  common 
recognition  and  discharge  of  public  duty,  as  well  as  inter¬ 
penetrated  by  sympathies  arising  from  unity  of  race,  com¬ 
munity  of  opinions,  and  multitudes  of  other  similarities  and 
agreements.  No  layer  can  be  forcibly  withdrawn  without 
injury  to  the  rest,  although  it  may  be  as  apparently 
useless  in  itself  as  a  vein  of  quicksand  in  a  sub¬ 
soil.  Readers  of  that  splendid  work  of  Henri  Taine’s, 

“  The  Ancient  Regime,”  will  remember  how  strikingly  the 
author  makes  out  the  connection  of  the  horrors  and 
blunders  of  the  Revolution  with  the  withdrawal  of  the 
old  nobility  of  France  from  the  spheres  for  which  they 
were  originally  created,  and  in  which  they  were  useful  in 
order  to  ornament  a  frivolous  Court.  The  nobles  of  the 
Ancient  Regime  became  useless  when  taken  out  of  the 
places  in  which  they  could  have  served  the  commonwealth. 
Unused  members,  physiologists  tell  us,  are  liable  to  decay, 
and  even  to  poison  the  organism  to  which  they  belong.  So 
it  was  with  the  France  of  the  old  Monarchy ;  and  so  it  has 
been,  in  a  very  much  smaller  way,  with  the  London  of  the 
Metropolitan  Board  of  Works.  Whole  classes  of  the  Metro¬ 
politan  community  have  abstained  from  act  or  part  in  the 
administration  of  the  centre  of  population  and  influence  of 
which  they  constituted  a  portion,  to  their  own  loss  as  well  as 
that  of  the  pubhe.  There  has  been  an  excuse  for  them  in  the 
muddled  and  imperfect  scheme  of  London  government  under 
the  Vestry  system  ;  but  with  the  gift  of  a  County  Council, 
this  excuse  disappears.  The  question  is.  Will  the  new  tools  of 
government  be  taken  up  by  the  right  hands  ? 

It  is  a  good  beginning  to  select  for  the  Lord  Lieutenant 
of  the  new  Metropolitan  county  a  great  nobleman  who  has 
earned  such  respect  for  himself  as  even  to  reflect  additional 
lustre  upon  his  rank  ;  but  the  Lord  Lieutenant  is,  after  all, 
very  much  of  an  Olympian  god  in  the  scheme  of  county  self- 
government  ;  and  the  question  of  the  acceptability  of  a  county 
administration  will  depend  upon  the  elective  members,  and 
especially  upon  the  new  popular  leaders  who  will  be 
developed  under  the  yet  untried  scheme.  Of  what  sorts  and 
conditions  of  men  will  the  London  County  Council  be  com¬ 
posed  ?  It  is  not  too  soon  to  ask  the  question  now,  when  the 
subject  of  who  are  likely  to  come  forward  as  candidates  for 
election  into  these  bodies  is  interesting  the  country  generally, 
albeit  in  a  quiet  way.  Some  people  protest  against  the  intro¬ 
duction  of  party  politics  into  these  elections ;  others  assert 
that  unless  politics  are  followed,  it  will  be  impossible  to  pro¬ 
cure  good  men  for  the  Councils.  In  a  recent  leading  article. 
The  Times  remarked  that  “  it  would  be  a  great  and  irretrievable 
“  misfortune  for  London  if  the  County  Council  should  prove 
“to  be  nothing  better  than  an  agglomeration  of  Vestrydom 
“  or  a  reproduction  of  the  Metropolitan  Board  of  Works.” 
Yet  it  is  tolerably  certain  that  most  of  the  old  parochial 
personages  who  have  so  long  worked  the  machine  of  London 
Local  Government,  are  quietly  preparing  to  put  themselves 
forward  at  the  proper  time  for  election  into  the  new  organiza¬ 
tion  ;  and  it  would  not  be  surprising  if  there  should  be  a  good 
deal  of  hand-shaking  among  old  cronies,  as  well  as  some 
lobbying  in  the  regular  old  style,  when  the  Council  meets  for 
the  first  time,  and  proceeds  to  the  nomination  of  its  different 
Committees. 

The  remedy  for  this  possibility  of  the  near  future  lies  in 
the  selection  of  new  and  good  men  for  the  Council,  and  in 
the  regular  publication  of  their  doings  when  in  harness. 
Perhaps  one  or  another  of  the  London  newspapers  that 
obliges  its  readers  with  a  daily  column  of  Turf  news  will  con¬ 
descend  to  throw  about  half  as  much  light  upon  the  policy 
of  a  Chairman  of  a  Finance  Committee  of  the  Comicil  dis¬ 
posing  of  about  a  million  sterling  out  of  the  rates,  as  upon 
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the  public  performances  of  the  wretched  “  platers  ”  which 
are  religiously  recorded  in  its  columns  for  the  edification  of 
its  sporting  readers.  We  confess  candidly,  however,  that  we 
scarcely  hope  for  as  much.  The  first  selection  of  councillors 
for  London  must  be  largely  hap-hazard,  seeing  how  little  the 
people  know  of  each  other,  and  how  divided  are  their  interests 
between  city  and  suburb.  But  this  drawback  can  be  easily 
made  up  if  there  is  only  sufficient  publicity  thrown  upon  the 
after-proceedings  of  the  representatives  to  be  chosen  so  much 
at  random.  It  is  precisely  this  desideratum,  however,  which 
is  likely  to  be  lacking.  The  London  daily  newspapers  might 
as  well  be  printed  in  the  moon  for  all  the  care  they  usually 
bestow  upon  the  municipal  affairs  of  the  capital ;  and  the 
various  district  and  weekly  publications  that  profess  to  keep 
record  of  Metropolitan  municipal  affairs  are  generally  of  a 
quality  beneath  contempt.  If  this  is  amended  with  the  new 
dispensation,  it  will  go  further  towards  ensuring  the  good 
working  of  the  fresh  system  of  local  government  than  any¬ 
thing  else  that  could  be  named.  At  present  it  is  a  deplorable 
fact  that  habitual  readers  of  the  principal  London  daily 
newspapers  are  kept  better  acquainted  with  the  development 
of  the  town  affairs  of  Baris,  and  even  of  New  York,  than  of 
the  city  in  which  they  earn  their  bread,  and  in  the  suburbs 
of  which  they  have  their  domiciles. 

While  it  will  be  of  the  first  importance  to  get  good  men 
and  able  administrators  for  the  County  Council  of  London, 
if  such  can  be  obtained,  it  will  be  almost  equally  important 
that  the  mistake  perpetrated  in  the  case  of  the  London 
School  Board  should  not  be  repeated.  For  the  first  School 
Board,  all  the  celebrities  of  the  day  were  candidates.  Lord 
Lawrence  was  the  first  Chairman,  and  Professor  Huxley 
was  an  ordinary  member.  Now  the  Chairman  is— the  Rev. 
Mr.  Biggie,  and  the  members  are  nobody  knows  who.  It 
is  possible  that  Mr.  Biggie  may  be  a  better  Chairman,  in 
his  way,  than  was  his  Lordship  of  the  Punjab  ;  but  the  two 
names  cannot  be  spoken  without  arousing  a  sense  of  that 
kind  of  comparison  which  rightly  deserves  to  be  regarded  as 
odious.  The  fact  of  the  matter  is  that  the  first  members  of 
the  Board  were  too  big  or  too  eminent  for  the  work  that 
was  really  required  ;  but  they  did  an  amount  of  good  in  their 
day  by  strongly  grasping  the  unknown  responsibilities  of 
their  new  position,  and  interpi’eting  their  duties  in  a  spirit 
widely  different  from  that  in  which  they  would  have  been 
understood  by  (say)  a  Select  Committee  of  different  Boards 
of  Guardians  of  the  Poor.  When  these  eminent  personages 
gave  up  the  work,  they  were  followed  by  mediocrities  who 
could  copy  them  in  nothing  but  extravagant  expenditure  ; 
and  these  naturally  gave  place  to  the  existing  race  of  econo¬ 
mists.  This  history  teaches  us  to  deprecate  the  choice  of  too 
lofty  or  celebrated  individuals  for  the  first  London  County 
Council.  London  wants  neither  the  seasoned  vessels  of  the 
Metropolitan  Board  of  Works,  nor  a  cluster  of  ex-Governor- 
Genei-als  and  Bishops  out  of  engagements.  A  few  smart 
young  lawyers  would  not  be  amiss ;  and  the  same  may  be 
said  of  moneyed  scions  of  good  old  business  firms  in  want 
of  something  to  do.  If  we  once  embark  upon  descriptions  of 
eligible  candidates,  however,  it  will  be  impossible  to  stop. 
The  great  thing  is  that  the  body,  however  composed,  should 
be  truly  representative  of  all  classes  of  Londoners,  fi’om 
Whitechapel  to  Belgravia.  There  is  a  great  deal  for  the 
London  County  Council  to  do.  Even  with  regard  to  gas 
supply  and  water  distribution,  it  will  have  a  long  leeway  to 
make  up,  without  rushing  full  tilt  upon  the  question  of  the 
purchase  of  the  undertakings  of  the  Companies.  Yet  we 
must  not  expect  too  much  at  first.  “  Who  goes  softly,”  says 
the  Italian  proverb,  “  goes  safely  ;  who  goes  safely,  goes  far.” 
The  new  body  will  have  to  feel  its  way  with  particular  care, 
having  before  its  eyes  the  fate  of  its  unhonoured  predecessor, 
and  knowing  that  pitfalls  will  await  it  at  every  step  in  its 
advance.  If  properly  constituted,  however,  of  men  who  for 
the  most  part  are  neither  needy  adventurers  nor  senile  men 
who  have  prospered  in  trade  because  they  never  had  an  idea 
out  of  their  business  of  money-making,  the  Council  may  have 
an  honourable  and  protracted  career. 

THE  COAL  QUESTION. 

Much  attention  has  been  directed  during  the  past  week  to 
the  question  of  coal.  The  owners  have  conceded  the  required 
advance  of  wages  in  several  districts  ;  the  situation  in  York¬ 
shire,  Berbyshire,  and  North  Nottinghamshire  up  to  the  end 
of  the  week  being  stated  as  follows : — Nineteen  collieries, 
with  an  output  of  10,000  tons  per  day,  were  working  at  the 
advanced  rate  ;  while  sixty-nine  collieries,  with  a  daily  out¬ 
put  of  80,000  tons,  had  refused  the  advance,  and  accordingly 


the  men,  with  few  exceptions,  were  out  on  strike.  The 
strike  was  vigorously  kept  up  in  Berbyshire ;  about  20,000 
men  being  out  until  last  Saturday.  On  the  other  hand,  the 
owners  in  the  mining  districts  of  Oldham  and  Ashton  have 
granted  the  advance,  and  all  fear  of  the  strike  extending  to 
this  district  is  therefore  at  an  end  for  the  time.  Although 
8000  men  are  reported  as  being  out  in  the  Leeds  district,  the 
miners’  agents  are  confident  that  the  advance  will  soon  be 
generally  obtained.  It  was  announced  yesterday  that  the 
chief  Berbyshire  collieries  had  resumed  work  at  the  advanced 
rate.  A  great  deal  of  solemn  nonsense  on  the  subject 
of  the  strike  is  addressed  to  the  men  in  some  news¬ 
papers.  They  are  adjured  to  think  of  the  interests  of  the 
trade  of  the  country,  the  manifest  improvement  in  which, 
that  has  been  recognized  of  late,  is  said  to  be  imperilled  by 
their  actio)i ;  but  bearing  in  mind  how  little  regard  is  had 
to  such  considerations  by  the  great  men  who  form  syndicates 
and  “  rings  ”  for  their  own  profit,  it  is  the  rankest  hypocrisy 
to  tell  working  men  that  they  should  not  look  after  them¬ 
selves.  If  mere  self-interest  is  not  to  rule  the  men  at 
the  bottom  of  the  industrial  system,  those  at  the  top 
should  not  be  so  prone  to  act  upon  the  same  motive 
whenever  they  see  the  chance.  Of  course,  a  strike 
is  a  deplorable  device  for  procuring  a  resettlement  of 
a  wages  question  ;  but  it  is  evident  that  workmen  are  less 
prone  to  fly  to  this  their  last  weapon  than  formerly.  Sorry 
as  we  naturally  feel  to  see  this  interruption  of  the  trade  of 
the  country,  we  do  not  deny  or  conceal  our  opinion  that,  at 
least  in  the  gas  coal  branch  of  the  trade,  the  men  can  very 
well  be  paid  the  additional  wages  ;  and  that  if  for  this  pur¬ 
pose  the  cost  of  coal  should  require  to  be  raised  by  a  few 
pence  per  ton.  Gas  Companies  and  Corporations  can  easily 
afford  to  pay  the  difference.  Several  subsidiary  questions 
arise  out  of  this  subject  of  miners’  wages  and  strikes.  It  may 
be  remembered  that  a  few  years  ago  Mr.  C.  E.  Jones  read  a 
very  useful  paper  before  the  Manchester  Bistrict  Institution 
of  Gas  Engineers,  in  which  he  argued  that  if  gas  coal  were 
ordered  to  be  delivered  in  equal  monthly  quantities  instead 
of  as  wanted  for  instant  carbonization,  the  strain  upon  col¬ 
liery  management  would  be  materially  reduced,  and  strikes, 
which  usually  come  just  at  the  commencement  of  the  winter 
season,  would  be  largely  prevented.  We  supported  this 
appeal  to  Gas  Companies  at  the  time  ;  but  it  is  to  be  feared 
that  the  objectionable  system  condemned  with  so  much 
reason  by  Mr.  Jones  is  still  too  general,  although  at  least 
3d.  per  ton  can  be  saved  by  purchasers  who  are  willing  to  re¬ 
ceive  their  consignments  of  coal  in  regular  quantities  through¬ 
out  the  year. 

Before  leaving  this  subject,  it  may  just  be  noticed  that 
the  irrepressible  Mr.  Ellis  Lever  has  written  to  The  Times, 
advertising  himself,  as  usual.  He  says  :  “  I  am,  as  you  are 
“  aware,  a  large  gas  coal  and  cannel  contractor,  besides  having 
”  an  interest  in  colliery  companies ;  ”  and,  apparently  out  of 
respect  for  this  claim,  the  Editor  of  The  Times  allows  him 
to  make  some  very  peculiar  statements  regarding  the  gas  coal 
trade.  Strangely  enough,  Mr.  Lever  then  supports  what  was 
remarked  in  the  Journal  last  week  upon  the  result  of  com¬ 
petition  and  low  prices  in  fostering  dishonest  practices  for  the 
purpose  of  obtaining  orders  for  coal.  He  declares — and  there 
is  no  better  authority  upon  the  point — that  to  secure  gas  and 
other  coal  contracts,  commissions  of  “  from  6d.  to  2s.  6d.  a  ton 
‘‘  are  paid  to  those  who  have  the  giving  or  influencing  of 
“  orders.”  When, however,  he  goes  on  to  state  that  “it  is 
“  computed  that  £800,000  a  year  is  paid  in  this  way  in  con- 
‘‘  nection  with  the  gas  industry  of  the  United  Kingdom,”  one 
may  be  permitted  to  think  that  he  speaks  less  from  personal 
experience  than  from  a  much  too  exuberant  imagination .  Mr. 
Lever  next  regales  the  readers  of  The  Times  with  the 
repetition  of  the  story  of  his  own  criminal  prosecution 
for  exposing  the  Hunter  frauds  at  Salford ;  and  continues : 
“  I  have  lately  exposed  similar  \  doings  at  the  Halifax 
‘‘  Gas-Works  ” — asserting,  moreover,  that  he  “  could  name 
“  scores  of  towns  where  the  same  practices  obtain,  to  the 
”  complete  demoralization  of  all  concerned.”  The  obvious 
rejoinder  to  this  boast  is,  why  does  he  not  carry  it  out,  and  at 
once  earn  his  statue  as  the  great  and  presumably  only  honest 
coal  dealer  of  his  age  ?  With  a  fine  display  of  indignation, 
Mr.  Lever  concludes  this  truly  remarkable,  not  to  say  auda¬ 
cious,  letter.  He  protests,  of  course  in  the  name  of  the 
public  interest,  against  the  formation  of  anything  like  a  Coal 
Syndicate.  The  only  good  we  can  see  in  such  a  project  is 
tha  lit  would  render  middlemen,  like  Mr.  Lever  himself, 
superfluous,  which  is  “a  consummation  devoutly  to  be 
“wished;”  for  it  is  open  to  be  argued  that,  whatever  evils 
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might  be  expected  from  the  working  of  a  Coal  Syndicate, 
they  could  not  possibly  sui-pass  the  mischief  that  has  been 
wrought  by  middlemen.  We  are  ready  to  admit  that  all 
middlemen  are  not  like  Mr.  Lever ;  but  he  belongs  to  the 
class,  and  cannot  dissociate  himself  from  it.  In  connec¬ 
tion  with  this  aspect  of  the  question,  the  letter  addressed  by 
Mr.  Henry  Woodall  to  the  Manchester  daily  newspapers, 
and  reproduced  in  another  column,  will  be  read  with  some 
amount  of  interest. 

THE  HALIFAX  GAS  SCANDAL. 

The  Halifax  gas  affair  has  entered  upon  a  further  stage  of 
its  development.  We  had  gathered  from  the  statements  of 
the  local  press  that  the  immediate  result  of  Mr.  T.  K.  Fox’s 
published  libels  upon  the  three  persons  whose  names  were 
mentioned  therein  would  be  the  commencement  of  pro¬ 
ceedings  against  the  author  by  Mr.  Alderman  Eiley,  and 
against  the  Mayor  by  Mr.  E.  G.  Wrigley.  Time  has  passed 
on  without  any  such  action  having  been  taken.  Mr.  Riley 
seemed  to  be  ready  for  the  attack ;  but  he  required  an  in¬ 
demnity  in  terms  which  the  Town  Council  have  declined  to 
give  ;  and  in  default  of  this  he  has  made  no  sign  of  any  inten¬ 
tion  to  begin  hostilities  on  his  own  account.  It  is  useless 
to  deny  that  this  apparent  repugnance  to  avail  themselves  of 
their  remedy  on  the  part  of  the  libelled  persons  has  made  an 
unpleasant  impression  even  upon  that  section  of  the  public 
which  was  at  first  disposed  to  suspend  judgment  in  the 
matter.  It  is  reasonable  that  a  suspension  of  judgment 
should  be  demanded  and  obtained  when  allegations  of  this 
order  are  flying  about ;  but  the  suspension  can  only  be  for 
such  time  as  may  be  reasonably  allowed  for  the  incriminated 
persons  to  act  in  their  own  defence.  We  have  all  along 
been  disposed  to  make  special  allowance  for  Mr.  W.  Carr, 
knowing  that  his  state  of  health  is  such  that  the  excitement 
and  strain  of  an  action-at-law  might  be  too  much  for  him. 
In  the  case  of  Mr.  Wrigley,  we  understand  that,  by  the 
advice  of  his  Solicitor,  he  is  awaiting  the  commencement  of  a 
civil  action  by  the  Halifax  Corporation,  the  writ  in  which  he 
is  daily  expecting,  upon  the  line  of  the  claims  indicated  in  the 
now  notorious  speech  of  the  Mayor.  This  action  will  clear 
the  way  for  subsequent  proceedings  to  be  instituted  by  Mr. 
Wrigley  for  the  defence  of  his  personal  character  ;  but  it  is 
considered  best,  under  the  circumstances,  that  the  commercial 
side  of  the  question,  as  between  the  coal  contractor  and  the 
Corporation,  should  be  first  dealt  with.  We  are  not  aware  of 
the  nature  of  the  steps,  if  any,  that  Mr.  Riley  will  take. 
If  Mr.  Eiley  and  Mr.  Wrigley  could  clear  themselves  of 
blame,  the  deliverance  would  in  all  probability  serve  for 
Mr.  Carr  also,  who  is  apparently  not  charged  with  anything 
other  than  what  he  must  have  shared  with  one  or  both  of 
these  his  associates.  With  Mr.  Wrigley  particularly  it  is  a 
question  of  life  and  death.  He  has  poured  contempt  upon 
Mr.  Fox  ;  and  as  Mr.  Fox  is  notoriously  only  a  stalking-horse 
for  Mr.  Lever,  the  treatment  is  not  unmerited.  Whether 
or  not  the  accused  persons  take  action,  the  matter  is  to  be 
probed  to  the  bottom.  They  have  had  offered  to  them  the 
opportunity  for  acting  on  their  own  behalf;  and  the  Cor¬ 
poration  have  declared  that,  whatever  steps  are  found  to  be 
necessary  for  thoroughly  sifting  the  affair,  shall  be  undertaken 
in  the  public  interest.  If  it  is  of  moment  to  the  accused  to 
clear  their  characters ;  and  it  is  also  of  the  highest  import¬ 
ance  to  the  Corporation  of  Halifax  that  the  circumstances 
attending  the  administration  of  their  gas  undertaking  should 
be  elucidated.  We  can  only  hope  that  success  the  most  com¬ 
plete  and  satisfying  will  attend  the  efforts  of  the  Town 
Council  in  this  direction. 

THE  BEISTOL  GAS  COMPANY  AND  THE  SLIDING  SCALE. 

As  announced  in  last  week’s  issue,  the  Bristol  Gas  Com¬ 
pany  contemplated  applying  to  Parliament  next  session  for 
the  sliding  scale.  The  Company  have  at  pi’esent  a  maximum 
price  of  4s.  6d.  per  1000  cubic  feet,  but  are  actually  selling 
gas  at  2s.  4d.  They  intended  to  ask  for  an  initial  price  of 
2s.  9d.,  and  notified  the  fact  to  the  Bristol  Sanitary  Authority, 
whom  they  asked  to  consent  to  the  figure  and  the  application. 
This  the  Authority  refused  to  do,  upon  the  rather  transparent 
excuse  that  there  had  not  been  suflicient  time  to  examine  the 
proposal,  and  advise  the  Town  Council  respecting  its  de¬ 
sirability  or  the  reverse.  The  Bii’ectors  of  the  Company 
seem  to  have  been  only  half-hearted  in  the  matter ;  for,  after 
making  this  announcement  of  their  views,  they  have 
dropped  the  idea  of  going  to  Parliament,  with  the  Cor¬ 
poration  possibly  in  opposition.  This  looks,  on  the  face  of  it, 
a  rather  weak  style  of  proceeding.  If  the  Board  had  really 
made  up  their  mind  that  the  sliding  ^scale  would  be  a  good 


thing  for  the  Company,  they  should  certainly  have  persevered, 
with  or  without  the  countenance  of  the  Local  Authority ; 
knowing  that  if  the  first  House  of  Parliament  put  the  initial 
price  below  the  limit  which  they  were  prepared  to  accept, 
they  need  not  proceed  with  their  Bill  in  the  second  House. 
It  seems  a  pity  that,  having  shown  their  hand  to  this  extent, 
they  did  not  decide  to  make  a  dash  for  what  they  wanted. 
The  incident  shows  how  difiicult  it  would  be  now  for  any 
Company  really  working  honestly  under  the  old  legislation  to 
better  themselves  by  adopting  the  sliding  scale.  It  is  not  to 
be  expected  that  the  Bristol  Company,  selling  gas  at  2s.  4d., 
would  be  allowed  a  sliding  scale  of  23.  9d.  per  1000  cubic  feet. 
Perhaps  they  thought  of  asking  for  2s.  9d.,  with  the  idea  of 
falling  back  upon  2s.  6d.  as  a  last  resource  ;  but  even  then  it 
would  be  very  questionable  whether  there  would  be  any 
advantage  in  giving  up  the  safeguard  of  a  4s.  6d.  maximum 
for  an  extra  10s.  per  cent,  in  the  present.  And  supposing 
that  the  initial  price  had  been  made  equal  to  the  current 
selling  price,  would  the  Company  be  right  in  accepting  it  ? 
“  Certainly  not,”  would  be  the  probable  answer  of  the  majority 
of  the  shareholders,  if  the  position  were  explained  to  them. 
Altogether,  it  looks  very  much  as  though  the  existing 
maximum-dividend  Companies  are  likely  to  continue  as  such 
from  the  lack  of  means  of  escape. 


The  Late  Sir  W.  Siemens. — The  biography  of  the  late  Sir  W. 
Siemens,  which,  as  stated  in  the  Journal  last  week,  has  been 
prepared  (under  the  direction  of  the  Executors)  by  Dr.  W.  Pole, 
F.R.S.,  was  issued  last  week  by  Mr.  Murray.  Pending  the  fuller 
notice  of  the  book  which  will  appear  in  an  early  issue,  we  may  say 
that  Dr.  Pole  has  produced  an  exceedingly  interesting  account  of 
the  career  of  one  of  the  most  conspicuous  of  the  engineers  of  the 
present  generation.  The  late  Sir  W.  Siemens  possessed  in  a  high 
degree  the  inventive  faculty ;  and  the  use  to  which  this  great  talent 
was  put  is  well  shown  by  his  biographer.  The  volume  contains 
portraits  of  Sir  William  and  his  three  brothers,  as  well  as  other 
illustrations. 

Death  of  Mr.  T.  Rowland  Hill. — We  much  regret  to  have  to 
record  the  sudden  death,  last  Tuesday,  of  Mr.  Thomas  Rowland 
Hill,  in  his  56th  year.  The  deceased  gentleman  was  formerly  the 
head  of  the  firm  of  Hill,  Higgs,  and  Hill,  Builders  and  Govern¬ 
ment  Contractors,  of  Kennington.  He  retired  from  the  firm,  how¬ 
ever,  some  years  ago — partly  on  account  of  ill-health  ;  relief  from 
business  being  considered  desirable.  We  believe  that  members  of 
the  Hill  family  have  been  shareholders  of  the  South  Metropolitan 
Gas  Company  for  the  last  30  years  or  more  ;  while  Mr.  Hill  him¬ 
self  was  elected  a  Director  immediately  antecedent  to  the  amalga¬ 
mation  effected  in  1879  with  the  Surrey  Consumers’  Company.  He 
was  regarded  by  his  colleagues  as  a  man  of  good  sound  sense  and 
business  ability  ;  and  during  the  nine  years  he  was  on  the  Board, 
he  won  the  esteem  of  both  the  officers  and  his  co-Directors.  In 
his  private  life  he  was  also  much  respected. 

Southern  District  Association  of  Gas  Engineers  and 
Managers. — The  next  meeting  of  this  Association,  which  will  be 
held  on  the  8th  prox.,  promises  to  be  an  exceedingly  interesting 
one.  In  the  first  place  the  members  will  have  submitted  to  them, 
in  a  paper  by  Mr.  George  Livesey,  the  important  question  of  the 
day,  from  a  gas-works  constructor’s  point  of  view — viz.,  “How 
and  how  far  the  guide-framing  ofgasholders  may  be  dispensed  with.” 
Next,  Mr.  W.  E.  Price,  of  Hampton  Wick,  will  call  attention  to 
some  of  the  hindrances  to  the  sale  of  gas.  The  rest  of  the  business 
will  consist,  as  usual  at  the  November  meeting,  of  the  election  of 
President  and  office-bearers  for  the  ensuing  year,  and  the  admission 
of  new  members.  In  view  of  the  dissatisfaction  which  has  from 
time  to  time  been  expressed  with  the  old  meeting-place,  we  are 
pleased  to  notice  that  the  Honorary  Secretary  (Mr.  J.  W.  Helps,  of 
Croydon)  has  secured  the  Whitehall  Rooms  of  the  Hotel  Metropole 
for  the  future  gatherings  of  the  Association — an  arrangement  which 
will,  we  are  sure,  be  much  appreciated  by  the  members. 

Mr.  Ellis  Lever  and  the  Leeds  Gas  Coal  Contracts. — Our 
readers  will  remember  that  at  the  meeting  of  the  Leeds  Town 
Council  on  the  11th  inst.  (see  ante,  p.  686)  certain  communications 
which  had  been  received  from  Mr.  Ellis  Lever  in  reference  to  the 
gas  coal  contracts  were  under  consideration.  No  action  was  taken 
upon  the  matter  as  far  as  the  Council  were  concerned ;  but  the 
Gas  Committee  decided  to  entertain  Mr.  Lever’s  proposal. 
Accordingly,  he  had  an  interview  last  Saturday  week  with  the 
Mayor  (Mr.  Alderman  Scarr),  the  Chairman  of  the  Gas  Committee 
(Mr.  Gilston),  and  the  Town  Clerk  (Sir  G.  W.  Morrison),  when  the 
subject  of  his  letters  was  discussed  at  some  length.  The  result 
was  that  he  was  invited  to  test  various  consignments  of  coal  on 
their  way  to  the  gas-works.  On  this  he  was  engaged  for  several 
days  last  week ;  and  presented  his  report  to  the  Committee  on 
Friday.  He  states  that  the  coal  examined  was  from  6  to  15  per 
cent,  inferior  in  quality  to  that  submitted  when  the  Committee 
accepted  the  tenders  ;  and  some  tests  are  reported  to  have  revealed 
a  deficiency  of  from  20  to  30  per  cent.  He  also  condemns  the 
existing  system  of  checking  and  weighing  the  coal.  After  con¬ 
sidering  the  report,  a  Sub-Committee  was  appointed  to  further 
investigate  the  matters  referred  to  therein,  in  conjunction  with 
Mr.  Lever. 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


[Oct.  30,  1888. 


7ofi 


WiKkx  anb  Sanilarg  Affairs. 

A  NEW  grievance  has  been  found  out  by  Mr.  Archibald  E. 
Dobbs  ;  and  bo  is  in  cctasies  accordingly.  He  accuses  the 
New  Itivor  Company  of  “inexpressible  meanness,”  “paltry 
“  robbery,”  and  “pettifogging  extortion,”  over  a  matter  of  3s. ; 
being  the  charge  in  respect  to  a  particular  water-closet, 
which  he  alleges  takes  no  water  from  the  Company’s  main, 
but  derives  an  exceptional  supply  from  an  old  well.  On 
this  phase  of  the  “The  Water  Question”  Mr.  Dobbs 
expatiates  in  language  of  the  most  impassioned  character  ; 
the  world  being  made  acquainted  with  the  momentous  topic 
by  means  of  a  letter  to  The  Times.  Mr.  Dobbs  is  aghast  at 
the  audacity  of  the  Company.  “  Do  they  think  that  I  am 
“  dead  or  dumb,  or  that  my  hand  is  paralyzed  so  that  I  can- 
“  not  write  ?  ”  Intoxicated  with  past  victories,  Mr.  Dobbs 
cannot  bear  to  be  ignored.  It  is  true  he  is  not  tlie  party  who 
is  required  to  pay  the  3s.  It  is  not  even  clear  that  the 
gentleman  on  whom  the  demand  is  made  is  either  friend  or 
neighbour  to  Mr.  Dobbs.  But  somebody,  it  matters  not 
who,  is  called  upon  to  pay ;  and  Mr.  Dobbs,  as  the  sworn 
adversary  of  the  Water  Companies,  considers  his  personal 
dignity  compromised.  The  Companies  have  ceased  to  be 
afraid  of  him  (if  ever  they  were  afraid  at  all)  ;  and  Mr.  Dobbs 
warns  them  of  the  tremendous  consequences  of  their  temerity. 
What  is  going  to  happen,  we  do  not  know.  But  ]\Ir.  Dobbs 
is  very  irate,  and  New  Eiver  shares  may  be  expected  to  fall. 
Let  it  be  understood,  however,  that  the  Company  are  acting 
within  their  rights,  though  Mr.  Dobbs  says  that,  in  his 
opinion,  they  arc  altogether  wrong.  It  may  be  urged  that, 
as  a  matter  of  policy,  the  Company  ought  not  to  enforce  their 
claim.  But  the  Directors  have  a  heavy  responsibility  resting 
upon  them.  This  is  not  a  mere  question  of  3s.,  or  they  might 
spare  themselves  any  further  trouble.  They  probably  sec  in  this 
matter,  as  in  other  questions  that  have  arisen,  that  if  they 
surrender  their  rights  in  one  instance,  they  may  have  to  do 
so  in  all  other  cases  of  a  similar  character.  Water  Com¬ 
panies  have  learned  by  this  time  the  danger  of  making  conces¬ 
sions.  If  they  yield  a  point,  the  act  of  grace  is  quickly  per¬ 
verted  into  an  abandonment  of  all  such  rights  for  the  future. 
Once  gone,  they  cannot  bo  revived.  We  must  also  remember 
l\Ir.  Dobbs  has  stated  the  case  in  his  own  way  ;  and  perhaps 
there  is  another  way  of  telling  the  same  story.  An  addi¬ 
tional  bone  of  contention  on  which  Mr.  Dobbs  is  now 
“  sharpening  his  teeth,”  consists  in  the  basis  adopted  by  the 
New  Eiver  Company  for  the  water-rate  outside  the  Metro¬ 
politan  area.  It  appears  that  the  Company  take  10  per  cent, 
off  the  assessment  for  the  inhabited  house  duty,  and  make 
the  remainder  the  basis  for  their  water-rate.  This  is  much 
too  simple  and  understandable  for  the  subtle  genius  of  Mr. 
Dobbs,  who  desires  a  troublesome  calculation  to  be  entered 
into  for  the  purpose  of  ascertaining  the  “  net  annual  value.” 
Possibly  some  consumers  would  gain  a  trifle  by  the  change  ; 
tut  it  is  quite  likely  others  would  lose,  and,  on  the  whole, 
nobody  would  be  any  the  better  for  all  the  disturbance,  except 
that  Mr.  Dobbs  might  plume  himself  on  the  ability  with  which 
he  sets  people  by  the  ears.  He  says  it  would  be  a  “joy  ”  to  him 
to  pursue  the  matter  further  by  a  long  disquisition  in  the 
columns  of  The  Times ;  but  he  fears  lest  the  patience  of  the 
Editor  and  his  readers  should  fail.  Yet  it  might  be  well  for 
all  the  rigmarole  to  come  out,  that  the  public  might  see  how 
small  a  residuum  of  fact  has  served  as  the  basis  of  such  an 
iridescent  bubble. 


The  Directors  of  the  Commercial  Gas  Company  have  elected 
Mr.  W.  G.  Bradshaw  as  a  member  of  the  Board. 

It  is  reported  that  Mr.  Archibald  Dobbs  has  consented  to  become 
a  candidate  for  one  of  the  South  Paddington  seats  on  the  new  London 
County  Council. 

The  Liverpool  Engineering  Society  are  to-morrow  (Wednesday) 
evening  to  have  read  to  them,  by  Mr.  E.  S.  Wyld,  jun.,  M.Inst.  C.E., 
a  paper  entitled  “  The  Laying  of  Large  Mains.” 

We  have  received  from  the  Secretary  of  the  Institution  of  Civil 
Engineers  (Mr.  J.  Forrest)  a  copy  of  the  now  list  of  members, 
which  has  just  been  issued.  In  point  of  numbers,  the  Institution 
is  probably  the  largest  voluntary  association  in  existence  ;  the  roll 
of  members,  associate  members,  associates,  and  students  now  reach¬ 
ing  r>r>-2,9. 

The  many  professional  friends  of  Mr.  Alfred  Penny,  whoso 
relinquishment  of  his  engagements,  owing  to  impaired  health,  was 
announced  in  the  .Journal  some  months  ago,  will  be  pleased  to 
learn  that  he  is  now  fairly  well.  As  communications  are  still 
occasionally  sent  to  him  on  gas  matters,  we  may  mention  that 
Mr.  Penny  has  removed  from  Beckenham  to  Queenwood,  Gipsy 
Hill,  Upper  Norwood. 


antr 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET- 
(For  Stock  and  Share  List,  see  p.  77‘2.) 

During  the  past  week  the  Stock  Exchange  markets  have,  on  the 
whole,  been  firmer  than  they  were  the  week  before.  Still  they 
have  fluctuated  to  some  extent,  almost  from  day  to  day;  and 
they  showed  no  very  pronounced  change  at  the  close.  The  Money 
Market  has  been  easy ;  and  the  Funds  have  fractionally  risen. 
The  Gas  market  was  rather  quiet  until  towards  the  end  of  the  week, 
when  there  was  a  disposition  to  run  against  the  Metropolitan  Com¬ 
panies.  This  movement  had  an  electric  origin  ;  and  was  aided  by 
the  very  liberal  notice  accorded  by  a  portion  of  the  daily  press  to 
the  preparations  being  made  by  an  electric  lighting  undertaking 
upon  a  very  ambitious  scale.  One  is  nothing  now-a-days  if  not 
sensational;  and  accordingly  this  adventure  (at  least,  so  it  is 
reported)  aims  at  supplanting  gas  for  a  fifth  of  its  cost.  Truly  a 
large  stride  from  the  three  times  its  cost,  which  is  about  the  best 
performance  of  electricity  at  present !  However,  in  result,  the 
Metropolitan  gas  stocks  were  put  down  a  little;  the  fall  ranging 
from  1  in  South  Metropolitan  “A”  to  2  in  Gaslight  “A”  and 
Commercial  old.  Alliance  and  Dublin  was  depressed  to  a  sli'-ht 
extent,  from  a  similar  cause — an  electric  project  being  revived  in 
the  Irish  capital.  Among  Suburban  Companies,  the  only  notice  abl  3 
feature  is  the  further  rise  in  Brentfords.  The  Company  will  reduce 
their  price  by2d.  per  1000  cubic  feet  from  Christmas ;  thus  entitling 
them  to  declare  an  extra  ^  per  cent,  dividend  next  August.  But 
that  is  some  time  to  look  forward  to.  The  Foreign  Companies  have 
been  steady  ;  and  most  of  them  are  particularly  firm.  Bahia  and 
Metropolitan  of  Melbourne  have  slightly  advanced.  The  Bombay 
Company  will  meet  on  the  7th  prox. ;  and  the  interim  dividend  of 
per  cent,  will  be  paid  on  the  1st  of  December.  The  Water 
department  has  been  exceedingly  quiet.  Chelsea  and  Lambeth 
have  been  done  at  low  figures;  but  East  London  is  the  better. 
New  River  is  recovering.  The  movements  in  this  stock  are  always 
interesting.  A  few  days  ago  business  was  marked  as  low  as  340; 
but  at  the  Mart  last  Wednesday  some  shares  realized  as  high  as  357 
— with  a  minimum  of  353. 

The  daily  operations  were :  Very  quiet  business  on  Monday  in 
the  Gas  market ;  consisting  only  of  three  or  four  transactions  in 
Gaslight  and  Imperial  Continental.  One  deal  in  East  London  was 
all  the  business  in  Water.  Tuesday  was  more  animated  ;  but  not 
much.  Prices  in  Gas  were  only  moderate ;  and  Gaslight  “  A,” 
receded  1.  South  Metrojjolitan  debentures  rose  2.  Water  was 
still  very  quiet,  and  prices  were  low-  Gas  was  again  inactive  on 
Wednesday,  and  tending  to  flatness.  South  Metropolitan  “A” 
fell  1;  and  the  “  B,”  1^.  But  the  debentures  rose  1  higher. 
Water  was  quiet  and  unchanged.  There  was  more  activity  in  Gas 
on  Thursday,  with  a  tendency  to  weakness  among  the  Metro¬ 
politan  issues.  Commercial  old  fell  2  ;  but  Brentfords  old  and  new 
improved  1  and  2^  respectively,  Water  was  as  before.  Friday 
was  the  busiest  day  of  the  week  for  Gas — especially  Gaslight  “  A  ” 
and  all  three  issues  of  South  Metropolitan.  Prices  were  run  down 
rather  low  ;  but  the  only  change  in  quotation  was  a  relapse  of  1  in 
Gaslight  “A.”  Bahia  buyers  were  1  higher.  Nothing  at  all  was 
done  in  Water ;  but  New  Eiver  buyers  advanced  5.  There  was 
the  usual  quietude  on  Saturday  ;  and  Gaslight  “  A  ”  was  not  even 
touched.  Alliance  and  Dublin  fell  -J- ;  and  Metropolitan  of 
Melbourne  rose  1.  Nothing  was  marked  in  Water ;  but  East 
London  advanced  1. 


ELECTRIC  LIGHTING  MEMORANDA. 

OAS  and  ELECTBIC  light  in  DUBLIN — A  DISAPPOINTMENT  AT  EXETER — THE 
PROGRESS  OF  THE  DEPTFORD  ELECTRICAL  SUPPLY  WORKS — THE  BUSINESS 
OP  THE  EDISON  AND  SWAN  COMPANY. 

There  is  another  “  difficulty  ”  between  the  Corporation  of  Dublin 
and  the  Alliance  and  Dublin  Consumers’  Gas  Company;  this  time 
in  respect  of  electric  lighting.  The  Company  have  a  passage  in 
their  Act  of  Parliament  which  authorizes  them  to  supply 
“  artificial  light ;  ”  and  for  some  years  past  they  have  persisted 
in  attaching  to  these  words  the  signification  that  they  cover  the 
supply  of  electric  light.  The  Electric  Lighting  Act  takes  no  cog¬ 
nizance  of  the  position  of  the  Dublin  Gas  Company,  but  demands 
that  they  shoifld  proceed  by  Provisional  Order,  like  any  other 
speculators  in  this  line.  This  the  Company  have  given  notice 
of  their  intention  to  do ;  and,  naturally,  the  Corporation  have 
formed  a  similar  resolve.  Consequently,  the  Company  and  the 
Corporation  are  placed  in  direct  competition  with  each  other — a 
situation  which  the  national  mind,  as  represented  in  the  Freeman's 
Journal,  finds  exactly  suited  to  its  taste.  Now  that  Donnybrook 
Fair  has  become  a  mere  memory,  the  gentlemen  of  Dublin  must 
have  their  bit  of  excitement  somehow ;  and,  to  the  credit  of  the  Gas 
Company  be  it  spoken,  they  are  always  ready  and  willing  to  oblige 
by  treading  on  the  tail  of  the  Corporation  gown.  Arcades  amho  / 
As  to  the  merits  of  the  question,  that  is  a  minor  consideration  ;  but 
there  will  bo  a  rattling  good  fight,  anj-how.  We  ai'e  loth  to  quit 
the  subject  without  expressing  the  opinion  that  the  Gas  Com¬ 
pany  had  far  better  leave  the  electric  light  alone,  and  cultivate 
their  own  proper  business.  They  cannot  expect  to  make  any 
money  out  of  it ;  and  from  their  point  of  view,  it  will  be  better 
for  the  Corporation  to  throw  away  money  upon  electricians  rather 
than  that  the  shareholders’  cash  should  be  squandered  in  the  way 
proposed. 

Exeter  is  one  of  the  places  chosen  by  the  West  of  England 
champion  of  electric  lighting,  Mr.  Massingham,  for  carrying  on  the 
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campaign  which  he  began  at  Taunton.  A  local  Company  was 
formed  some  time  ago  ;  and,  by  dint  of  a  good  deal  of  agitation,  the 
Corporation  were  persuaded  to  institute  inquiries  as  to  the  possi¬ 
bility  of  lighting  the  streets  by  arc  lamps.  Of  course,  before  the 
figures  were  forthcoming,  the  ratepayers  were  assured  that  elec¬ 
tricity  could  afford  them  a  better  light  at  a  less  cost  than  gas. 
Tenders  for  the  street  lighting  were  accordingly  invited ;  and  the 
result  is  to  frighten  the  Local  Authority  as  well  as  the  people. 
Taking  the  basis  of  a  seven  years’  contract,  the  offers  for  supply¬ 
ing  65  arc  lamps  ranged  from  the  Brush  Company’s  tender  of  £43 
down  to  the  Exeter  Electric  Light  Company’s  quotation  of 
^•22  17s.  6d.  per  lamp  per  annum.  As  the  lowest  offer  is  very 
much  dearer  than  the  cost  of  gas,  however  artfully  the  comparison 
may  be  made,  the  idea  of  adopting  electric  lights,  never  very 
warmly  taken  up  by  anybody  outside  Mr.  Massingham’s  own  party, 
has  been  abandoned.  It  is  hard  to  see  what  the  Exeter  Electric 
Light  Company  can  do  now,  except  quietly  retire  from  public  view. 
As  we  ventured  to  predict  some  time  ago,  at  this  rate  the  enter¬ 
prising  promoter  of  these  West  of  England  electric  lighting  com¬ 
panies,  which  do  not  light,  must  be  quickly  nearing  the  critical 
period  when  he  will  be  fain  to  confess  that  it  was  an  evil  day  for 
him  when  he  gave  up  selling  boots  and  shoes  and  devoted  himself 
to  electricity. 

Progress  is  being  made  at  the  Deptford  station  of  the  London 
Electric  Supply  Corporation,  the  outcome  of  the  Grosvenor  Gallery 
experiment.  Great  things  are  prophesied  of  this  undertaking, 
which  is  to  be  the  largest  electrical  generating  factory  in  the 
world,  and  to  exhibit  the  most  powerful  steam-motor  plant  ever 
collected  upon  one  site.  We  are  not  disposed  to  say  much  about 
this  venture  until  it  arrives  nearer  completion.  A  noteworthy 
feature  of  the  Deptford  scheme  is  the  clever  idea  for  running  the 
main  conductors  from  the  station  into  London  by  obtaining  way- 
leave  of  the  Southern  railway  companies.  The  works  have  a  river 
frontage  for  convenience  of  coaling,  and  bringing  materials  by 
water  carriage;  and  only  about  half  a  mile  of  underground  piping 
will  be  needed  to  connect  them  with  the  South-Eastern  Kailway 
Station.  Thence  it  will  simply  be  a  matter  of  running  a  half-inch 
copper  rod  along  the  various  railway  lines  terminating  at  different 
points  in  town  from  London  Bridge  to  Victoria,  with  the 
District  Railway  to  give  access  to  Kensington  and  Westminster. 
So  far  the  scheme  is  very  well  thought  out.  One  cannot  help 
respecting  the  Grosvenor  Gallery  electricians  for  the  quietness  and 
business-like  way  in  which  they  have  gone  about  their  work, 
building  up  a  connection  piece  by  piece  like  any  other  commercial 
interest.  In  this  respect  they  compare  most  favourably  with  that 
other  school  of  projectors,  whose  public  appearances  and  preten¬ 
sions  have  been  in  inverse  ratio  with  the  amount  of  work  they 
have  done,  and  who  are  so  much  better  at  lecturing  and  talking  to 
newspaper  reporters  than  at  real  business. 

The  fifth  annual  report  of  the  Edison  and  Swan  United  Electric 
Light  Company,  referring  to  the  accounts  of  the  concern  for  the 
year  ending  June  30  last,  states  that  the  sale  of  lamps  progressed  in 
a  satisfactory  manner  during  the  year,  and  the  volume  of  tlie  Com¬ 
pany’s  general  business  hkewise  increased ;  the  result  being  a 
credit  balance  of  L‘25,123.  This  is  a  very  bold  statement ;  and  it 
will  be  advisable  to  wait  for  the  shareholders’  meeting,  and  what 
is  said  thereat,  before  forming  any  opinion  upon  this  figure.  The 
Company  wisely  restrict  themselves  to  the  manufacture  and  sale 
of  lamps  and  plant,  and  do  some  ship  lighting,  but  eschew  lighting 
contracts.  In  this  respect  they  differ  from  the  American  Edison 
Company,  who,  as  is  well  known,  have  a  lighting  business  in 
New  York  which  they  claim  to  be  very  profitable,  although  the  plant 
was  laid  down  at  a  time  when  every  electrical  fitting  cost  twice  as 
much  as  it  would  at  present.  The  New  York  Company  also  claim 
that,  although  they  have  been  lighting  their  district  direct  from 
steam-engines  and  dynamos  for  over  five  years,  there  has  never 
during  all  this  time  been  the  slightest  interruption  of  the  supply. 
Security  is  obtained  by  dividing  the  work  of  generating  the  current 
among  a  number  of  engines  and  dynamos,  so  connected  that  if 
any  one  or  two  of  them  should  break  down  the  others  would 
instantly  make  up  the  deficiency  of  current.  After  their  abortive 
Holborn  Viaduct  experiment,  the  English  Edison  Company 
quietly  withdrew  from  the  attempt,  if  they  ever  intended  such  a 
thing,  to  rival  their  American  prototype  in  the  work  of  lighting ; 
and  confined  their  energies  to  lamp  making,  which,  diversified  by 
litigation,  has  fully  occupied  them  ever  since. 


GAS  ACTS  FOR  1888. 

The  timely  communication  from  Mr.  William  Livesey  upon  the 
subject  of  parliamentary  regulations  respecting  Gas  Companies 
applying  for  statutory  powers,  will  serve  as  a  preface  for  our  cus¬ 
tomary  summary  of  the  results  of  the  gas  legislation  of  the  past 
session.  In  stating  the  amounts  of  authorized  capital  and  borrow¬ 
ing  powers,  it  must  be  understood  that  these  are  subject  to  the 
considerations  set  out  by  Mr.  Livesey.  As  he  has  pointed  out,  gas 
legislation  is  at  present  conducted  upon  a  very  confused  system,  if 
system  it  may  be  called.  The  sliding  scale  and  auction  clauses 
have  been  enforced  upon,  and  adopted  by  companies  for  many 
years ;  and  nobody  has  paused  to  inquire  how  the  principles  of 
these  modern  importations  into  gas  legislation  agree,  or  are  in 
conflict  with,  the  General  Acts  in  conjunction  with  which  they  are 
applied.  There  are  questions  affecting  the  reserve  and  insurance 
funds  of  gas  undertakings  which  have  never  yet  been  authorita¬ 
tively  settled.  Under  the  old  legislation  the  reserve  fund  was 
taken  out  of  revenue,  and  therefore  belonged  to  the  undertaking 
as  a  whole — we  will  not  say,  belonged  to  the  consumers,  because 


any  such  general  statement  might  be  open  to  misunderstanding. 
Under  the  new  dispensation,  the  reserve  belongs  to  the  share¬ 
holders  ;  being  composed  of  money  applicable  to  dividends, 
but  which  they  have  denied  themselves  from  providential 
motives.  Many  Gas  Companies,  however,  have  reserve  funds 
made  up  in  both  ways ;  and  nobody  can  say,  in  all  strict¬ 
ness,  what  might  be  the  result  of  a  judicial  examination 
in  such  cases.  Mr.  Livesey’s  remarks  upon  the  incidence  of  the 
ordinary  terms  of  the  sliding  scale — “  a  quarter  per  cent,  for  a 
penny  ” — upon  capital  issued  at  different  nominal  rates  of  dividend 
are  not  new,  as  he  admits ;  but  they  are  worth  repeating  until  they 
receive  their  due  consideration.  The  compulsory  issue  of  new  and 
additional  capital  as  7  instead  of  10  per  cent,  stock  is  clearly  a 
survival  of  the  letter  of  an  obsolete  law  ;  and  Mr.  Livesey  shows 
how  unfairly  it  works  in  practice.  Experience  shows,  however, 
that  legal  inconsistencies  such  as  this,  and  even  more  serious  legal 
wrongs,  are  left  to  linger  for  a  long  time,  mainly  because  it  is 
nobody’s  business  to  set  matters  right.  We  are  therefore 
warranted  in  predicting  that  gas  legislation  will  continue  for  some 
time  to  come  to  be  the  “  thing  of  shreds  and  patches  ”  which  Mr. 
Livesey  shows  it  to  be.  None  the  less,  however,  is  it  incumbent 
upon  Gas  Companies  seeking  fresh  or  further  statutory  powers  to 
strive,  by  carefully  drafting  their  demands,  to  minimize  the  effect 
while  recognizing  the  existence  of  these  parliamentary  inequahties. 
With  these  preliminary  observations,  we  revert  to  the  actual  gas 
legislation  of  the  year  ;  remarking  to  begin  with  that  it  is  small  in 
quantity,  and  not  by  any  means  exceptional  in  quality. 

The  Draycott  Gas  Act  dissolves  and  reincorporates  a  limited 
Company  formed  in  1887  for  the  purpose  of  purchasing  gas-works 
then  supplying  the  township  of  Draycott,  in  Derbyshire.  The 
capital  of  the  limited  Company  consisted  of  I.'20,000  in  £5  shares, 
of  which  one-half  were  fully  paid  up  ;  and  there  was  no  loan.  The 
statutory  capital  is  stated  at  i'20,000,  one-half  of  which  (being  the 
amount  actually  paid  up)  is  the  original,  and  the  remainder  is  to 
be  the  additional  capital,  to  be  raised,  when  required,  under  the 
auction  clauses.  Borrowing  powers  are  conferred  to  the  extent  of 
£2500  in  respect  of  the  original  capital,  and  of  one-fourth  of  the 
additional  capital  actually  issued.  The  sliding  scale  is  imposed, 
with  4s.  6d.  per  1000  cubic  feet  as  the  standard  price  for  gas  sup¬ 
plied  within  a  radius  of  1250  yards  from  the  centre  of  the  existing 
gas-works,  and  5s.  beyond.  These  were  the  rates  asked  for  in  the 
Bill.  Gas  of  15-candle  power  is  to  be  supplied  ;  and  it  is  not, 
unless  in  case  of  unavoidable  cause,  to  contain  more  than  25  grains 
of  sulphur  in  100  cubic  feet,  as  ascertained  by  the  Referees  appa¬ 
ratus.  The  Company  may  allow  not  exceeding  10  per  cent,  dis¬ 
count  for  prompt  payment  or  in  consideration  of  large  consump¬ 
tion,  provided  that  all  consumers  are  treated  alike.  The  Frodsham 
Gas  and  Water  Act  dissolves  a  limited  Company  formed  in  1856 
for  supplying  gas  in  the  town  and  parish  of  Frodsham,  Cheshire  ; 
the  share  capital  being  ^5000  fully  paid,  and  i‘1200  having  been 
borrowed  on  mortgage.  The  limits  of  the  statutory  Company  are 
enlarged  and  defined.  The  gas  capital  consists  of  the  original  L5000 
with  ^15,000  additional  under  the  auction  clauses  ;  power  being 
given  to  raise  .£1250  by  borrowing  upon  the  security  of  the  old 
capital,  and  one-fourth  of  the  amount  of  the  new  capital  as  issued. 
The  sliding  scale  is  enacted,  with  4s.  7d.  and  5s.  as  the  initial 
prices  per  1000  cubic  feet  for  15-candle  gas  supplied  respectively 
within  and  beyond  a  radius  of  one  mile  from  the  present 
works.  The  Henley-on-Thames  Gas  Act  incorporates  a  limited 
Company  formed  in  1834.  The  share  capital  consisted  £7500  all 
paid,  and  there  was  no  mortgage  debt.  But  the  works  had  been 
extended  out  of  revenue ;  and  at  the  time  of  application  for  statutory 
powers  were  valued,  with  the  working  capital,  at  £13,600.  'The 
capital  of  the  incorporated  Company  is  to  be  £24,000,  of  which 
£12,000  is  regarded  as  original  capital ;  being  made  up  of  the 
£7500  old  share  capital  of  the  limited  Company,  and  £4500  to  carry 
5  per  cent,  dividend  created  in  respect  of  moneys  expended  upon 
extensions  and  improvements.  In  the  Bill  the  Company  asked  for 
£33,600  capital,  including  an  allowance  of  £6100  for  improve¬ 
ment  capital.  Borrowing  powers  are  granted  to  the  extent  of 
£3000  upon  the  original,  and  a  like  amount  upon  the  additional 
capital.  Gas  of  15-candle  power  is  to  be  supplied  under  the  sliding 
scale,  at  a  standard  price  of  4s.  4d.  per  1000  cubic  feet ;  the  illumi¬ 
nating  power  to  be  tested  upon  the  works.  The  Bill  asked  for  an 
initial  price  of  5s.  per  1000  cubic  feet  for  14-candle  gas.  Gas 
supplied  to  the  public  lamps  is  to  be  charged  for  at  the  lowest  price 
demanded  for  the  time  being  of  any  private  consumer.  Interest  at 
the  rate  of  5  per  cent,  is  to  be  paid  on  consumers’  deposits.  The 
Keswick  Gas  Act  reincorporates  with  further  powers  a  Company 
formed  in  1845.  The  capital  consisted  of  £9250  all  paid  up ; 
and  there  was  no  loan.  The  limits  of  the  statutory  Company 
are  the  boundaries  of  the  parish  of  Crosthwaite,  Cumberland. 
Their  capital  is  fixed  at  £20,000,  whei’eof  £9250  is  the  original 
capital ;  and  there  is  power  to  borrow  £2300  in  respect  of 
the  original,  and  one- fourth  of  the  amount  of  the  additional 
capital  actually  paid  up.  The  standard  price  for  15-candle  gas 
under  the  sliding  scale  is  4s.  3d.  per  1000  cubic  feet  within  the 
district  of  the  Local  Board,  and  6s.  beyond.  The  Bill  asked 
for  an  initial  price  of  4s.  6d.  per  1000  cubic  feet  within  the 
Local  Board  district.  Discounts  to  consumers  of  10  per  cent,  are 
sanctioned  ;  and  4  per  cent,  interest  is  to  be  allowed  on  deposits. 
Where  the  Company  deem  it  necessary  to  do  so,  they  may 
require  prepayment  for  gas  supplied  for  short  periods  of  six 
months  and  under,  and  may  refuse  to  supply  unless  the  estimated 
cost  thereof  is  so  prepaid ;  allowing  4  per  cent,  interest  on  the 
amount  of  all  such  prepayments.  For  the  protection  of  the 
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Keswick  Local  Board,  it  is  enacted  that  seven  public  lamps  are  to 
be  provided  and  kept  lighted  by  the  Company  free  of  charge  ;  and 
that,  if  the  supply  of  gas  to  the  other  public  lamps  is  by  meter, 
the  price  to  be  charged  is  not  to  exceed  the  lowest  rate  paid  by 
any  private  consumer.  The  Biddings  District  Gas  Act  incorporates 
a  Company  to  take  over  gas-works  conducted  by  the  firm  of  James 
Oakes  and  Co.  The  capital  of  the  Company  is  fixed  at  £30,000, 
with  powp  to  borrow  £7500.  It  is  enacted  that  the  Company  may, 
if  they  think  fit,  undertake  electric  lighting,  under  the  provisions  of 
a  Licence  or  other  sanction  issued  in  accordance  with  the  terms 
of  the  Electric  Lighting  Act.  The  maximum  price  of  gas  is  to  be 
4s.  per  1000  cubic  feet ;  and  the  illuminating  power,  14  candles. 
In  the  event  of  any  meter  used  by  a  consumer  being  found  defec¬ 
tive,  the  error  is  to  be  deemed  to  have  arisen  only  during  the  current 
quarter  of  the  year  in  which  the  meter  is  tested,  unless  the  con¬ 
trary  shall  bo  proved  to  the  satisfaction  of  the  Inspector.  An 
agreement  between  Messrs.  Oakes,  the  owners  of  the  property, 
and  Mr.  Charles  Horsley,  for  the  Company,  providing  for  the 
transfer  of  the  gas  undertaking  for  the  sum  of  £18,000  is 
scheduled  in  the  Act. 

There  were  no  Gas  Companies  in  Parliament  last  session  for 
the  extension  of  statutory  powers,  with  the  exception  of  the 
Edinburgh  and  Leith  Compan}',  which  is  represented  now 
by  the  Edinburgh  and  Leith  Corporations’  Gas  Act.  This  Act 
provides  for  the  incorporation  of  Commissioners,  comprising  the 
Lord  Provost  of  Edinburgh  and  the  Provost  of  Leith,  with 
fifteen  persons  to  be  elected  by  the  Corporation  of  Edinburgh  and 
six  by  the  Corporation  of  Leith,  to  be  entitled  “  The  Edinburgh 
and  Leith  Corporations’  Gas  Commissioners.”  The  Act  defines  the 
method  of  election,  and  describes  the  procedure  of  the  Commis¬ 
sioners.  The  agreement  dated  Nov.  8,  16,  and  18,  1887,  between 
the  Corporations  and  the  Edinburgh  Company  is  confirmed  ;  and 
the  agreement  dated  June  29,  1888,  between  the  Corporations  and 
the  Leith  Company  is  also  confirmed.  The  particulars  attending 
the  transfer  to  the  Commissioners  of  the  two  undertakings  are 
stated.  On  the  days  of  transfer  the  Commissioners  were  to  pay  to 
the  Edinburgh  Company  the  sum  of  £27,000,  and  to  the  Leith 
Company  £11,000,  upon  which  payments  the  properties  were  to 
change  hands,  subject  to  the  payment  of  annuities  to  the  share¬ 
holders  as  set  forth,  and  with  the  exception  of  cash  in  hand,  book 
debts,  and  securities  representing  cash.  The  Commissioners  also 
paid  for  stores  and  stocks.  Sums  paid  by  either  Company  on 
account  of  capital  between  agreed  dates  and  the  dates  of  transfer 
are  to  be  repaid  by  the  Commissioners.  It  is  recited  that  the 
annuities  to  the  Edinburgh  Company’s  shareholders  are  at  the  rate 
of  £10  per  cent,  upon  £200,000 ;  and  to  the  Leith  Company’s 
shareholders  after  the  rate  of  £9  6s.  8d.  per  cent,  per  annum  upon 
£150,000.  All  or  any  of  the  annuities  are  to  be  redeemable  after 
Nov.  11,  1908,  at  the  price  of  28|  years’  purchase.  Gas  of  20-candle 
power  is  to  be  supplied  at  rates,  to  be  fixed  from  time  to  time  by  the 
Commissioners,  that  will  bring  in  sufficient  revenue  to  pay  the  ex¬ 
penses  of  the  undertaking.  Any  unforeseen  deficiency  is  to  be 
made  good  by  a  Guarantee  Fund.  Consumers  removing  are  to  give 
written  notice  to  the  Commissioners,  under  risk  of  remaining 
liable  for  gas  consumed  upon  the  premises  up  to  the  next  usual 
period  for  ascertaining  the  register  of  the  meter.  The  sum  of 
£300,000  may  be  borrowed  on  mortgage  of  the  undertaking. 

Among  minor  Acts  passed,  the  Glasgow  Corporation  Act  enables 
the  Corporation  to  enlarge  their  gas-works,  and  to  make  certain 
railways  and  roadway  diversions.  Land  required  compulsorily  is 
to  be  taken  within  two  years.  The  borrowing  powers  of  the  Cor¬ 
poration  are  extended  to  £560,000.  The  Lancaster  Corporation 
Act  extends  the  Corporation  gas  undertaking.  The  Nelson  Local 
Board  Act  confirms  an  agreement  entered  into  by  the  Board 
for  the  purchase  of  the  Brierfield  Gas-Works,  and  enacts  that 
consumers  of  more  than  200,000  cubic  feet  of  gas  per  annum  in 
the  Brierfield  district  shall  not  pay  raoi’e  than  consumers  of  like 
quantities  in  the  Nelson  district ;  while  smaller  consumers  are 
only  to  pay  3d.  per  1000  cubic  feet  more  in  Brierfield  than  in 
Nelson.  As  between  the  Local  Boards  of  Nelson  and  Brierfield, 
the  Nelson  Board,  as  owners  of  the  gas-works,  are  not  to  make  a 
higher  profit  than  10  per  cent,  upon  £65,000,  and  7  per  cent,  upon 
the  remainder  of  a  capital  sum  of  £100,000,  not  deducting  repay¬ 
ments  under  any  sinking  fund  ;  and  the  Brierfield  Local  Board  are 
to  occupy  with  reference  to  the  Nelson  Local  Board  the  privileges 
of  the  “  gas  ratepayers  ”  under  the  Gas-Works  Clauses  Act  of  1847. 
The  Perth  Water  and  Gas  Act  provides  for  additional  lands  to  be 
taken  for  gas  purposes,  and  enacts  that  the  illuminating  power  of 
tlie  gas  supplied  by  the  Perth  Commissioners  shall  be  25  candles, 
tested  at  the  works. 


The  Quality  of  the  Paetick,  Hillhead,  and  Maryhill 
Company’s  Gas. — Our  attention  has  been  called  to  the  statement 
reported,  in  the  Journal  last  week,  to  have  been  made  by  Bailie 
M'Farlane,  in  the  discussion  in  the  Glasgow  Town  Council  on  the 
proposed  purchase  of  the  Partick,  Hillhead,  and  Maryhill  Gas 
Company’s  works,  to  the  effect  that  the  illuminating  power  of  the 
Company’s  gas  had  been  at  times  as  low  as  144  candles,  as  com¬ 
pared  with  the  Corporation  gas  at  about  23  candles.  We  are 
assured  that  some  mistake  must  have  been  made  by  the  speaker, 
inasmuch  as  the  quality  of  the  Company’s  gas  has  rarely,  if  ever, 
been  below  18  candles.  We  may  mention  that,  in  the  course  of 
his  reply,  the  Lord  Provost  remarked  that  though  the  gas  was  not 
up  to  tile  Corporation  standard,  there  was  no  evidence  of  any 
serious  complaints  having  been  made  in  respect  to  it ;  and  this  he 
regarded  as  an  important  consideration. 


Eates. 


The  Schulke  Gas-Lamp. 

In  a  recent  number  of  the  Journal  {ante,  p.  510),  we  gave 
a  short  description  of  the  small  type  of  the  above-named  lamp, 
which  appeared  to  us  to  possess  many  points  of  exceptional  merit. 
We  have  since  had  a  lamp  under  our  immediate  notice ;  and  the 
opinion  previously  formed  of  it  has  been  fully  confirmed.  The 
makers,  however,  have  determined  to  make  the  lamp  fitted  in 
every  way  for  domestic  use,  and  have  added  two  slight  features 
which  will  recommend  themselves  strongly  to  practical  men. 
First,  by  the  addition  of  a  small  tap,  forming  part  of  the  lamp 
itself,  the  right  quantity  of  gas  is  admitted  to  the  burners  to  enable 
the  lamp  to  be  lighted  at  the  top  of  the  chimney  by  a  taper  or 
electric  lighter,  without  moving  the  recuperator  body;  and  free 
from  any  detonation.  This  tap  also  affords  a  ready  means  of  turn¬ 
ing  the  flame  down  for  a  small  light.  The  downward  radiation 
of  heat  from  the  concentrated  light  of  regenerative  lamps  is  well 
known  ;  but  where  the  lamp  is  fixed  in  close  proximity  to  a  person 
reading,  this  radiation  of  heat  is  admirably  checked  in  the  case  of 
the  Schulke  lamp  by  a  clear  glass  bowl,  which  cuts  off  nearly  all 
the  heat,  but  allows  the  light  to  penetrate  freely  with  very  slight 
loss.  Both  these  devices  add  largely  to  the  practical  utility  of  the 
lamp,  which  is  rapidly  making  its  way  into  geneial  use. 

An  American  Low-Power  Gas-Engine. 

A  new  gas-engine,  called  the  “  Little  Wonder,”  is  now  being 
introduced  in  the  States  by  the  Cornell  Engine  Company,  and 
samples  of  it  are  on  show  at  the  Chicago  Inter-State  Exposi¬ 
tion.  It  is  claimed  that  it  is  the  first  engine  ever  made  with  a 
rocking-valve  that  gave  satisfactory  results  in  working.  In  this 
way  much  friction  is  saved  over  the  use  of  slide-valves  ;  and  the 
power  of  the  engine  is  correspondingly  increased.  The  gas  and 
air  are  mixed  on  the  outside  of  the  cylinder,  and  again  inside  ;  the 
combustion  (by  a  Bunsen  burner)  being  in  this  way  improved,  so 
that  the  exhaust  may  be  discharged  without  offence  into  a  room. 
The  valve-box  and  plate  are  built  square  ;  but  all  the  other  parts 
cylindrical.  The  engine  gets  an  impulse  at  every  stroke  of  the 
piston  (like  a  single-acting  steam-engine) ;  and  it  uses  ten  parts  of 
air  to  one  part  of  gas.  As  to  the  power  developed,  l^-horse  power 
has  been  indicated  on  a  1-horse  engine  running  at  180  revolutions 
of  the  fly-wheel  per  minute ;  and  it  is  said  to  readily  double  its 
power  of  feeding  it  up  to  600  revolutions  per  minute — a  certain 
explosion  occurring  at  every  turn  of  the  wheel. 

A  Hydrocarbon  Vapour  Generator. 

A  new  gas-making  apparatus,  named  the  ‘‘  Thermogen,”  has 
has  been  patented  by  Mr.  Charles  Hearson,  and  is  well  spoken  of 
by  a  writer  in  Industries.  It  is  essentially  an  apparatus  for  vapo¬ 
rizing  benzine  or  other  volatile  hydrocarbons,  with  the  object  of 
afterwards  using  the  vapour  in  a  gas-engine.  The  vapour  is  pro¬ 
duced  in  such  a  manner  that  it  can  be  made  available  for  supplying 
a  gas-engine  without  any  alteration  of  the  mechanism.  A  small 
generator  standing  18  inches  high,  and  costing  a  few  pounds,  will 
supply  vapour  enough  for  a  2-horse  power  engine.  It  gives  off  the 
vapour  as  required  ;  stopping  the  process  of  evolution  when  the 
engine  stops.  It  is  self-contained  and  self-regulating.  In  appli¬ 
cation  it  consists  of  a  boiler,  retort,  generator,  and  mixing  cham¬ 
ber.  The  generator  is  simply  a  vertical  tube  kept  red  hot  by  burn¬ 
ing  round  it  at  the  lower  end  a  small  portion  of  the  vapour  as 
formed.  To  start  the  apparatus,  the  tube  must  be  first  heated 
from  an  extraneous  source  ;  and  this  is  done  by  lighting  a  little 
methylated  spirit  in  a  place  provided  for  the  purpose,  after  which 
the  arrangement  is  automatic.  The  oil  or  spirit  is  supplied  by 
gravitation  under  a  head  of  about  8  feet.  The  vapour  as  formed 
escapes  into  the  mixing  chamber,  which  consists  of  a  thin  metal 
cylinder  with  holes  round  the  circumference  at  top  and  bottom. 
This  contains  a  loosely  fitting  piston,  and  is  surrounded  by  a  sliding 
shield,  the  object  of  which  is  to  provide  means  whereby  the  compo¬ 
sition  of  the  vapour  may  be  varied  by  altering  the  proportion  of 
air  admitted.  Any  required  degree  of  richness  in  the  “  air-gas  ” 
delivered  to  the  engine  may  accordingly  be  ensured  by  adjustment 
of  these  parts  of  the  apparatus.  The  description  reads  rather  com¬ 
plicated  ;  but  the  apparatus  is  said  to  be  very  simple  and  adapted 
for  ordinary  working,  being  well  made  and  readily  cleaned. 

Fireproofing  Textile  Fabrics  and  Tissues. 

In  a  recent  number  of  the  Bevue  Industrielle,  M.  Philippe  De- 
lahaye  made  a  few  remarks  respecting  the  fireproofing  of  materials 
placed  in  proximity  to  sources  of  heat,  such  as  gas-flames  used  for 
lighting  scenery  in  theatres,  &c.  Quoting  the  chief  of  the  Muni¬ 
cipal  laboratory,  who  has  had  this  question  under  examination  for 
a  lengthened  period,  it  is  made  to  appear  that  to  render  light 
tissues  uninflammable  is  no  easy  matter.  Gay-Lussac  laid  down 
the  laws  of  the  problem  in  1821,  by  showing  that  during  the  action 
of  the  heat  the  tissue  must  have  its  filaments  protected  from  contact 
with  air,  and  also  that  any  combustible  gases  driven  off  from  a 
tissue  by  heat  must  be  mixed  with  other  gases  difficult  of  combus¬ 
tion,  so  as  to  be  uninflammable.  The  first  condition  is  realized  by 
covering  the  tissue  with  some  very  fusible  substance,  which  upon 
the  first  approach  of  heat  will  envelop  all  the  surface  in  a  more 
or  less  vitreous  coating,  incapable  of  evaporating  or  drying  under 
the  prolonged  action  of  a  more  elevated  temperature,  and  conse¬ 
quently  completely  isolating  the  fibre  from  the  air.  A  great 
number  of  earthy  and  mineral  salts  proposed  for  this  purpose  have 
given  bad  results,  because  under  the  action  of  prolonged  heat  they 
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leave  dusty  residues,  not  capable  of  sufficiently  preventing  the 
access  of  air ;  and  accordingly  combustion  has  ensued  after  an 
exposure  more  or  less  prolonged.  Substances  fusible  with  diffi¬ 
culty  are,  on  the  other  hand,  unavailing ;  as  they  do  not  melt 
quickly  enough  to  protect  a  fabric  before  it  ignites.  Further 
among  fusible  substances  it  is  necessary  to  eliminate  such  as  are 
efflorescent,  which  after  a  time  fall  away  in  powder  ;  such  as  are 
volatile  at  low  temperatures  ;  and  those  that  are  too  hygrometric 
and  remain  damp.  Among  the  substances  which  satisfy  the  first 
condition  without  altering  by  excess  of  dryness  or  humidity,  are 
boric  acid,  alkaline  borates,  phosphates,  and  alkaline  tungstates. 
Ammoniacal  salts  satisfy  the  second  condition  of  vaporizing  with 
production  of  uninflammable  gas.  Although  less  certain  in  effect 
than  the  employment  of  incombustible  materials,  rendering  tissues 
inflammable  with  difficulty  is  a  method  calculated  to  contribute  to 
the  public  safety.  The  question  of  the  best  process  to  be  adopted 
with  this  intent  is  a  very  serious  one,  for  upon  its  satisfactory 
solution  depends  the  acceptability  of  gas  lighting  for  theatres  in 
some  countries  where  the  Government  takes  a  parental  view  of  its 
responsibilities  for  regulating  places  of  amusement. 


American  v.  English  Practice  in  Electric  Lighting. — 
Writing  on  the  13th  inst.,  the  New  York  Correspondent  of  Industries 
says ;  “  The  rough-and-ready  manner  in  which  American  electric 
light  engineers  set  to  work  when  erecting  distributing  plant  has 
been  repeatedly  criticized  in  England ;  and  the  opinion  seems  to 
prevail  with  you  that  while  our  stations  and  machinery  are 
extremely  good,  our  line  construction  is  inferior.  I  regret  to 
say  that  this  opinion  is  perfectly  correct.  The  experience  gained 
in  the  construction  of  telegraph  and  telephone  lines  has  not  been 
utilized  as  it  should  have  been  by  electric  light  engineers  ;  and 
this  has  brought  about  the  present  agitation  against  overhead 
lines.  The  leniency  of  the  public  in  permitting  electric  light 
companies  to  erect  distributing  plant  in  a  most  temporary  manner, 
is  one  of  the  reasons  why  the  development  of  electric  lighting  as 
a  business  investment  has  been  more  rapid  in  this  country  than 
in  England.  I  think  Professor  Forbes  is  in  error  when  he  attri¬ 
butes  this  development  to  the  greater  technical  knowledge  of  our 
capitalists.  I  do  not  deny  that  certain  capitalists  have  been  aided 
by  their  own  technical  knowledge ;  but  the  main  reason  of  our 
commercial  success  in  electric  lighting  is  that  the  principle  of 
laissez  fdire  has  been  allowed  to  rule  to  an  extent  which,  from 
the  point  of  view  of  public  safety,  is  almost  reprehensible.” 

Lighting  Station  at  Deptford. — Last  week,  at 
the  invitation  of  the  Directors  ■  of  the  London  Electric  Supply 
Corporation,  a  large  party  of  gentlemen  connected  with  the  Press 
paid  a  visit  to  Deptford,  for  the  purpose  of  inspecting  the  build¬ 
ings  and  other  works  which  are  in  course  of  construction  there 
with  the  object  of  forming  a  central  station  for  the  supply  of 
electricity  to  all  parts  of  London.  The  buildings  consist  of  one 
boiler-house  and  two  engine-houses,  occupying  a  space  of  210 
feet  by  195  feet,  and  having  a  height  of  nearly  100  feet.  The 
boiler-house  is  constructed  to  contain  boilers  of  65,000-horse 
power ;  and  of  these  a  number  are  being  erected  to  provide  steam 
for  engines  of  1.3,000-horse  power.  In  one  engine-house  a  pair  of 
small  engines  of  300-horse  power  will  be  erected  in  the  course 
of  a  few  weeks  for  the  purpose  of  actuating  two  Ferranti  dynamos, 
each  of  which  is  capable  of  supplying  a  current  for  25,000  lights  ; 
while  in  the  other  will  be  placed  two  engines  with  dynamos,  each 
capable  of  providing  for  200,000  lights.  The  lines  laid  down  are 
for  the  eventual  supply  of  2,000,000  lights— a  maximum  which  it 
18  expected  will  be  eventually  reached.  The  Corporation  already 
supply  electricity  to  a  large  number  of  public  and  private  estab¬ 
lishments  ;  and  they  aim  at  providing  all  comers  with  what  they 
require  for  lighting  or  motive  purposes.  Way-leaves  have  already 
been  obtained  affording  entries  to  the  northern  part  of  the  Metro¬ 
polis  by  several  different  routes  ;  and  the  work  of  main-laying  is 
being  pushed  forward.  The  station,  both  architecturally  and 
mechanically,  has  been  designed  by  Mr.  Ferranti. 

Death  of  Mr.  Jules  Pazzani.— The  Imperial  Continental  Gas 
Association  have  been  inopportunely  deprived  of  one  of  their  ablest 
Engineers  through  the  sudden  death  of  Mr.  Jules  Pazzani,  M.  Inst. 
C.E.,  which  took  place,  after  an  illness  of  only  a  few  hours’  dura¬ 
tion,  at  Amsterdam,  on  Sunday,  the  2l8t  inst.,  as  the  result  of 
apoplexy.  _  The  deceased  gentleman,  who  was  only  47  years  of  age, 
had  been  in  the  service  of  the  Association  for  nearly  30  years. 
During  the  greater  portion  of  this  time,  he  filled  the  position  of 
Assistant  Engineer  at  Vienna,  of  which  city  he  was  a  native.  In 
1880  he  left  Vienna  to  take  charge  of  the  Association’s  works  at 
Rotterdam.  The  conclusion  of  a  new  contract  with  the  Munici¬ 
pality  of  Amsterdam,  about  five  years  ago,  necessitated  the  erec¬ 
tion  of  new  works,  and  the  laying  of  an  entirely  new  system  of 
mams  ;  and  Mr.  Pazzani  was  elected  to  the  important  duty  of 
superintending  the  carrying  out  of  the  works.  We  believe  that 
the  Association’s  Nieuwer-Amstel  works  (apian  of  which  was  given 
in  the  Journal  for  July  6,  1886)  were  designed  by  Mr.  Pazzani ; 
and  they  reflect  great  credit  upon  him  as  an  Engineer.  His  demise 
Will  be  the  more  keenly  felt  by  the  Association,  seeing  that  it  fol- 
lowed  very  closely  upon  that  of  his  predecessor  at  Amsterdam  ,  Mr. 
Miltner.  The  deceased  leaves  a  widow  and  rather  large  family  to 
mourn  his  loss.  His  uniform  courtesy  and  kindness  gained  for  him 
many  friends,  who  will  greatly  miss  him.  The  funeral  took  place 
last  Wednesday,  and  was  numerously  attended.  Several  represen- 
ffltives  of  the  Town  Authorities  and  of  the  Dutch  Association  of 
Gas  Managers  were  present;  and  the  coffin  was  covered  with 
beautiful  wreaths. 


THE  GASHOLDER  GUIDE-FRAMING  QUESTION. 

An  American  Review  of  the  Discussion. 

[The  last  number  of  the  American  Gaslight  Journal  contains  the 
first  of  a  series  of  articles  by  Mr.  W.  Mooney,  C.E.,  dealing  with 
the  question  of  the  possibility  of  dispensing,  wholly  or  partially, 
with  the  guide-framing  of  gasholders.  As  from  a  constructional 
standpoint,  this  is  the  most  important  matter  now  engaging  the 
attention  of  gas  engineers,  we  reproduce  the  communication,  which, 
as  it  brings  under  review,  in  a  concise  form,  the  main  points  in 
the  discussion  which  has  for  some  time  been  going  on  in  our 
columns,  will  doubtless  be  acceptable  to  our  readers,  seeing  that  it 
will  enable  them  the  better  to  approach  the  consideration  of  the 
further  developments  of  the  subject  which  will  from  time  to  time 
come  before  them — Ed.  J.  G.  L.] 

An  article  with  the  title  “  Is  Lofty  Guide-Framing  Necessary  for 
Large  Gasholders  ?  ”  which  appeared  in  the  Journal  of  Gas 
Lighting  for  March  29,  1887,  has  brought  out  various  conflicting 
opinions  from  several  engineers ;  and  as  the  article  seems  to  have 
awakened  renewed  interest  in  a  popular  subject,  the  controversy 
has  probably  not  yet  ended.  In  fact,  it  is  probable  that  the  author 
little  knew  what  interest  would  be  aroused  by  its  publication,  and 
what  actual  results  were  to  arise  from  it.  At  a  period  in  the 
history  of  gas  lighting  when  holders  were  being  made  larger  than 
before,  it  only  needed  someone  to  start  the  subject  to  arouse  the 
latent  interest  which  has  shown  itself  in  the  pages  of  the  Journal 
for  nearly  a  year.  It  is  proposed  in  the  present  article  to  review 
the  arguments  upon  the  subject,  as  briefly  as  possible  ;  and,  as  they 
all  sprang  from  the  publication  of  the  first  article  above  mentioned, 
a  short  statement  of  the  position  taken  by  the  author  will  be 
given. 

At  the  beginning  of  the  article,  some  hints  are  thrown  out 
which  lead  to  the  belief  that  Mr.  Livesey  had  already  taken  some 
steps  toward  dispensing  with  the  guide-framing  in  some  three-lift 
holders  lately  built,  but  to  what  extent  the  writer  is  silent.  Then 
follows  the  statement  that  “  during  the  coming  summer  (1887)  a 
gasholder  at  the  Rotherhithe  works  of  the  South  Metropolitan 
Company  will  be  altered  by  the  addition  of  a  third  lift,  without 
raising  the  guide-framing  to  the  additional  height.'”  The  writer 
further  adds  :  “  The  saving  by  dispensing  with  the  framing  for  the 
additional  lift  will  not,  in  this  instance,  be  great ;  but  behind  it  lies 
the  whole  problem  of  the  utility  and  office  of  guide-framing  in 
general.”  He  then  briefly  explains  the  objects  and  requirements 
of  guide -framing,  as  follows : — “  It  is  primarily  to  provide  a  means 
of  guiding  the  moveable  vessel  along  its  vertical  path.  .  .  . 

The  first  conditions  of  such  an  arrangement  are  rigidity  and  truth 
of  line.  Both  ends  of  the  line  of  railway  must  be  as  steady  as  they 
can  possibly  be  made.  ...  In  order  to  be  of  any  service  at  all, 
this  guiding  structure  must  not  only  be  rigid,  but  must  preserve 
its  rigidity  under  the  greatest  stress  that  can  be  brought  upon 
it.  .  .  .  According  to  this  theory,  every  gasholder  in  England 

ought  to  be  a  wreck  before  the  week  is  out.” 

After  this  startling  statement,  the  writer  puts  forth  the  following, 
in  all  the  added  weight  of  italics  : — “  It  is  impossible  to  construct 
a  framework  strong  enough  to  uphold  a  gasholder  of  any  con¬ 
siderable  size,  without  depending  upon  the  inherent  stability  of 
the  holder  itself.”  He  then  continues  :  “  There  is  in  the  construc¬ 
tion  of  gasholders  a  point,  depending  entirely  upon  their  bulk, 
beyond  which  these  structures  are  wholly  independent  of  the 
exterior  framing  with  which  it  is  at  present  thought  necessary  to 
provide  them.  If  this  were  not  true,  the  erection  in  the  open  air 
of  holders  surpassing  40  to  50  feet  in  diameter,  and  30  to  40  feet 
high,  would  have  been  impossible.  As  soon  as  this  limit  had  been 
passed,  every  gale  would  have  swept  the  land  clear  of  gasholders, 
and  the  larger  ones  would  all  have  been  enclosed  in  storm-proof 
buildings.”  This  statement  is  really  saying,  in  other  words,  that 
large  holders  hold  themselves  up  without  aid  ;  or  no  large  holder 
exists  in  which  the  guide-framing  is  strong  enough  to  resist  the 
pressure  of  the  wind  without  the  aid  of  the  holder  itself. 

The  writer  then  goes  on  to  say,  in  effect,  that  he  believes  the 
only  framing  necessary  for  guiding  large  holders  is  a  framework 
standing  a  few  feet  above  the  water-level  in  the  tank,  or,  at  most, 
to  the  height  of  the  inner  lift.  As  the  difference  between  these  two 
points  in  a  three-lift  holder  would  be  great,  it  is  probable  that  the 
writer  meant  to  say  to  the  height  of  the  outer  lift.  Continuing,  he 
says :  ‘‘  The  only  good  effect  of  all  devices  of  columns,  girders, 
diagonal  ties,  and  the  rest  of  the  usual  elaborate  guiding  structure, 
is  to  transmit  the  strain  to  the  ground  as  directly  as  possible. 
There  is  no  strength  in  the  members  up  in  the  air.  All  they  are 
good  for  is  to  preserve  a  rigidity  of  form,  and  to  send  their  burdens 
down  to  earth  without  getting  forced  out  of  shape  in  so  doing.” 
The  writer,  after  asking  the  question,  ”  Why  employ  elaborate  and 
costly  independent  framing  to  transmit  to  earth  the  sideways 
pressures  of  a  gasholder,  v/hen  you  have  the  holder  itself  to  do 
it  ?  ”  answers  it  thus  :  “In  every  large  holder  yet  extant,  stability 
has  proceeded  from  two  factors — dead  weight  and  tight  bottom 
rollers.  Without  these,  no  outside  framing  that  was  ever  erected 
could  save  a  holder  from  wreck  by  the  first  sou’-wester  ;  with  them, 
the  outer  guiding  structure  becomes  of  minor  importance.”  Con¬ 
cluding,  he  says ;  “  At  its  base,  not  at  the  top,  is  the  place  whence 
the  stability  of  a  gasholder  must  be  provided  for,  if  at  all.” 

The  very  first  notice  of,  or  reply  to,  this  article  comes  from 
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Mr.  V.  Wyatt.'-  After  disagreeing  witli  the  previous  writer  in  some 
things,  he  finally  agrees  with  him  to  this  extent :  “  Gasholders  can 
be  constructed  to  work  well  with  the  external  framework  carried 
up  only  a  short  distance — say,  about  10  feet  above  the  wall  coping 
of  the  tank  ;  and  jierhaps  without  any  external  framing  at  all. 
Modification  of  the  lower  curb  and  the  cup-and-grip  junctions  of 
telescopic  gasholders  properly  spliced  may  effect  this  ;  but  the 
present  form  of  construction,  minus  the  external  framing,  will 
not  be  enough.  I  quite  anticipate  the  production  of  a  self-sustaining 
gasholder  in  the  future.” 

Mr.  H.  E.  Jones,  in  a  short  letter  commenting  on  the  above 
ideas,!  thinks  that  the  drawback  of  any  device  dispensing  with  the 
guide-framing  would  be  to  increase  the  weight  of  the  floating  part 
of  the  structure,  which  is  heavy  enough  already. 

Mr.  G.  Livesey,  who  would  naturally  be  in  the  foreground  in 
such  a  controversy  as  this,  is  the  next  to  write  on  the  subject.  }  He 
thinks  the  writer  of  the  original  article  goes  too  far,  and  proves 
too  much — that,  in  fact,  he  has  got  slightly  beyond  his  depth,  and 
that  much  stronger  proof  than  the  writer  gives  is  needed  to  show 
that  large  gasholders  can  work  wholly  independent  of  exterior 
framing.  He  says  :  “  If  some  practicable  means  could  be  devised 
whereby  all  the  bottom  rollers  might  be  made  to  rise  or  fall 
equally  ....  the  holder  would  then,  to  all  intents  and  pur¬ 
poses,  have  a  solid  foundation,  and  no  columns  or  guide-framing  of 
any  kind  would  be  necessary.  As,  however,  there  are  no  known 
means  for  keeping  the  bottom  rollers  in  the  same  level  plane,  we 
must,  until  a  better  way  has  been  shown,  prevent  tilting  bjnueans 
of  tiers  of  rollers  placed  a  certain  vertical  distance  apart  on  the 
sides,  working  against  guide-framing  ....  I  am  not  pre¬ 
pared  to  say  that,  if  only  two  tiers  of  rollers  are  used,  they  should 
be  placed  at  a  less  vertical  distance  apart  than  one-fourth  of  the 
diameter  of  the  holder  at  the  top  and  bottom  of  the  outer  lift.  This 
will  necessitate  external  guide-framing  to  a  corresponding  height ; 
and  such  guide-framing  is  also  essential  for  guiding  the  inner  lift 
until  it  is  cupped  ....  To  expect  the  inner  lift  to  rise  and 
fall  satisfactorily  when  guided  only  by  the  rollers  on  the  cup  is  out 
of  the  question ;  it  must  have  rollers  on  the  crown  curb,  working 
in  the  external  framing,  to  guide  it  until  it  is  cupped,  when  a 
two-lift  holder  would  no  doubt  work  with  perfect  safety  without 
further  support  from  the  guide-framing  ....  I  should  with 
a  three  or  four  lift  holder  consider  it  necessary  to  carry  the  guide¬ 
framing  to  the  height  of  two  lifts ;  so  that  the  second  might  be 
cupped  before  the  rollers  on  the  crown  curb  left  the  guides.  In 
short,  a  holder  cannot  be  considered  safe  unless  it  has  at  least  two 
sets  of  rollers,  at  a  considerable  vertical  distance  apart,  working 
against  perfectly  firm  guides.”  In  concluding,  he  sums  up  by 
saying ;  ‘‘  The  utmost  I  expect  to  see  is,  for  a  double  holder,  guide¬ 
framing  not  less  than  one  lift  high,  and  for  a  three  or  four  lift 
holder,  guide-framing  not  less  than  two  lifts  high ;  and  I  much 
doubt  whether  anyone  will  attempt  to  go  beyond  this.” 

The  next  article— from  Mr.  Hunt,  of  I3irmingham§ — contains 
nothing  of  importance,  and  concludes  by  saying  :  “  If  I  ventured 
to  express  a  definite  opinion  upon  so  speculative  a  subject,  it  would, 
as  regards  telescopic  holders,  be  adverse  to  the  proposal  of  the 
writer,  mainly  because  it  seems  to  make  no  adequate  provision  for 
the  safe  working  of  the  inner  lift,  when  this  happens  to  be  un¬ 
cupped.  In  the  absence  of  any  simple  and  efficient  substitute, 
we  have  to  fall  back  upon  external  guide-framing,  at  least  equal 
in  height  to  the  depth  of  the  lift,  for  effecting  this  object.”  In 
the  same  number  of  the  Journal,  Mr.  W.  Mann  states  that  a 
three-lift  holder  was  erected  in  London,  several  years  ago,  by  the 
Phoenix  Gas  Company,  having  guide-framing  only  two  lifts  high. 
He,  however,  says  he  never  knew  how  it  worked,  or  what  became 
of  it.  Mr.  John  Somerville,  in  the  Journal  for  May  2G,  1887, 
supplies  the  missing  facts  ;  stating  that  he  has  ascertained  that 
the  holder  above  mentioned  was  a  failure.  It  was  never  cupped, 
and  was  changed  to  a  double-lift ;  and,  after  a  few  years’  use,  was 
finally  taken  down  (in  1882)  with  other  holders,  presumably  to 
make  room  for  other  structures. 

The  next  writer  on  the  subject  is  Mr.  W.  H.  Y.  Webber,  whose 
paper  was  read  at  the  twenty-fourth  annual  meeting  of  The  Gas 
institute,  held  at  Glasgow  in  June,  1887.  j|  The  writer  states  that 
the  purpose  of  his  paper  is  to  show  “  that  the  ordinary  lofty  guide¬ 
framing  of  gasholders  may  be  safely  dispensed  with,  and  its  place 
supplied  by  a  system  of  guiding  from  the  base,  which  may  be 
shortly  described  as  a  development  by  a  duplication  of  the 
bottom  curb  and  rollers.”  It  is  also  the  writer’s  idea  that  the  sole 
provision  for  guiding  and  maintaining  the  stability  of  a  holder 
will  be  the  rollers  on  the  outer  lift  working  against  guides  in  the 
tank,  and  only  carried  by  short  pieces  or  brackets  to  the  height  of 
5  or  6  feet  above  the  water-line. 

In  writing  of  the  uncertainty  respecting  the  value  and  effect  of 
the  stresses  to  be  provided  for,  Mr.  Webber  says :  “  I  have  seen 
holders  wrecked  that  should  have  been  standing  to  this  hour  ;  and 
I  know  of  holders  still  standing  and  doing  service  that  ought, 
according  to  rule,  to  have  been  blown  down  fifty  times  over. 
They  stand  simply  because  they  cannot  heliJ  it,  or  because  they 
have  never  been  subjected  to  such  destructive  stresses  as  are  sup¬ 
posed  to  be  inevitable  for  such  structures.” 

The  writer  then  enters  into  an  elaborate  calculation  in  regard  to 
the  actual  force  of  the  wind  on  gasholders  ;  prefacing  his  remarks 
by  stating  that,  in  view  of  experiments  and  observations  by  many 
celebrated  engineers  on  this  subject,  “  it  will  be  fair  to  assume 
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that  a  pressure  of  20  lbs.  to  the  square  foot  is  the  greatest  actual 
force  that  wind  is  likely  to  exert  over  the  whole  exposed  side  of  a 
gasholder  erected  anywhere  in  the  United  Kingdom.”  As  regards 
the  difference  in  pressure  in  favour  of  a  cylindrical  surface  over  a 
vertical  plane  surface,  he  takes  50  per  cent,  of  the  area  of  vertical 
cross  section  as  representing  the  actual  equivalent  plane  exposed  to 
the  wind.  Upon  the  question  as  to  the  manner  in  which  the  wind 
pressure  is  exerted,  and  how  it  is  divided  between  the  columns,  »&c., 
composing  the  guide-framing,  Mr,  Webber  joins  issue  with  the 
writer  preceding  him  [M.  Arson  *]  ;  claiming  that  there  is  no  jus¬ 
tification  whatever  for  the  assumption  that  wind  pressure  tends  to 
push  a  gasholder  bodily  along  a  horizontal  plane,  as  it  is  not  a 
stable  bulk,  but  an  xmstable  body,  and  when  pushed  against  will 
capsize  before  it  will  slide — that  is  to  say,  “the  wind  pressure  on 
a  gasholder  is  an  overturning  force.”  The  reason  of  this  is  on 
account  of  the  centre  of  gravity  being  so  much  above  the  centre  of 
the  figure.  A  gasholder  is  a  cylindrical  iron-covered  vessel,  with¬ 
out  a  bottom,  required  to  float  in  water,  the  vessel  being  in  un¬ 
stable  equilibrium  ;  hence  it  tends  to  topple  over  as  soon  as  the 
two  centres  cease  to  be  maintained  in  a  vertical  line.  Every  holder 
must  be  so  guided  at  all  possible  altitudes  that  the  centre  of  gravity 
and  the  axis  or  centre  of  figure  shall  be  always  in  a  vertical  line. 
If  this  condition  is  seriously  disturbed,  swift  destruction  of  holder 
and  framing  must  ensue. 

Continuing,  the  writer  says  :  “  The  steadiness  of  a  gasholder 
depends  far  more  upon  the  tightness  of  the  bottom  rollers  than 
upon  any  other  condition.  It  is  the  practice  of  good  gasholder 
erectors  to  make  the  bottom  rollers  fit  the  tank-guides  as  tightly  as 
they  can  be  dropped  into  place.  When  this  is  done,  the  proper 
adjustment  of  the  upper  rollers  will  enable  a  holder  to  work  with¬ 
out  a  tremor,  however  gusty  the  weather.  .  .  .  When  the 

bottom  rollers  bear  tightly  all  roixnd,  the  overturning  leverage 
of  the  top-heavy  holder  is  constantly  opposed  by  the  leverage 
between  the  leeward  top  roller  and  the  windward  bottom  roller  ; 
and  as  the  distance  from  the  latter  to  the  centre  of  gravity  is  very 
much  greater  than  the  distance  from  the  same  centre  to  the  top 
roller,  its  controlling  effect  is  correspondingly  greater.  This 
demonstration  of  the  part  played  by  leverage,  as  distinguished  from 
horizontal  equable  thrust,  in  the  conditions  of  a  holder’s  stability, 
concludes  the  part  of  this  paper  which  deals  with  established 
principles.” 

In  conclusion,  and  practically  suggesting  his  ideas  of  improved 
construction  in  the  matter  under  consideration,  the  writer  says  he 
would  build  on  the  tank  wall  a  series  of  concrete  or  brick  piers, 
about  6  feet  above  the  water-line,  6  feet  by  2ft.  Sin.  at  the  base, 
and  tapering  to  smaller  dimensions  above.  The  strain  of  the 
holder  is  first  taken  by  the  tank  guides,  which  are  cast-iron  boxes. 
Gin.  by  Gin.,  filled  with  concrete,  and,  of  course,  rigidly  secured 
to  the  tank  walls  and  piers. 

Briefly  stated,  the  plan  of  Mr.  Webber  is  to  secure  the  holder 
firmly  at  the  bottom  with  radial  and  tangential  rollers,  placed  in 
two  rows,  one  row  secured  to  the  bottom  curb,  and  the  other  to  a 
secondary  curb  placed  about  5  feet  above  the  bottom  curb — both 
curbs  to  be  extra  stiff  and  strong ;  the  idea  being  that  the  holder 
shall  be  considered  as  “  stepped  ”  into  a  socket,  and  that  socket 
holding  the  vessel  with  a  grip  strong  enough  to  withstand  the  pres¬ 
sure  of  the  wind,  and  yet  loose  enough  to  allow  it  to  rise  and  fall 
freely. 

Mr.  Webber  says :  “  It  may  be  asked  if  the  holder  is  strong 
enough  to  transmit  all  these  strains  to  the  point  of  suixport  without 
taking  some  of  the  pressure  off  by  means  of  external  framing.  To 
this  it  may  be  replied  that  if  the  holder  is  strong  enough  to  with¬ 
stand  the  strain  at  the  top  of  the  socket  [that  is,  at  the  top  of  the 
short  piers],  where  it  is  most  severe,  it  must  necessarily  be  able  to 
carry  them  at  other  points,  where  they  are  less.  So  long  as  the 
holder  preserves  its  true  figure,  it  will  transmit  exterior  strains  to 
the  ground  as  perfectly  as  would  a  surrounding  framework  ;  and  it 
must  always  preserve  its  figure  while  the  pressure  of  gas  from 
within  is  in  excess  of  that  of  the  wind  outside,  even  without  the 
help  of  the  vertical  stays  and  the  curbs.  A  wind  pressure  of  20  lbs. 
per  square  foot  is  only  equal  to  a  gas  pressure  of  88-lOths  ;  so  that 
most  holders  have  an  ample  margin  of  internal  force.” 

In  the  discussion  on  the  paper  Mr.  Corbet  Woodall  said  that, 
although  they  might  not  be  dis^xosed  to  adopt  Mr.  Webber’s 
theories,  they  would  all  thank  him  for  having  given  an  admirable 
paper,  and  a  healthy  shock  to  anything  that  might  be  called  stereo¬ 
typed  ideas  on  gasholder  guiding  and  constructing  generally.  Gas¬ 
holders  must,  it  seemed  to  him,  become  different,  more  costly,  and 
elaborate  structures  altogether  if  the  scheme  were  to  be  adopted 
with  a  chance  of  success.  He  thought  the  cost  of  a  holder  built  on 
Mr.  Webber’s  plan  (that  is,  stiff  enough  to  stand  the  strains  of 
wind  pressure,  with  only  short  columns  about  6  feet  high,  on  the 
principle  of  a  post  “  stepped  ”  in  a  socketl  would  be  very  heavy — 
probably  as  great  as  one  provided  with  external  framing.  In  order 
to  make  the  bottom  rings  of  the  rollers  so  rigid  as  to  keep  their 
form  and  resist  the  tendency  to  crush  in  (on  the  leeward  side), 
so  much  metal  must  be  used,  in  external  curbs  and  other¬ 
wise,  as  would  go  far  to  dissipate  the  outside  saving.  Mr.  George 
Livesey  said  that  he  was  about  to  try  trebling  a  double-lift 
holder  without  continuing  the  framing  up  to  the  third  lift,  and 
considered  there  was  no  danger  in  doing  so  if  tangential  and  radial 
rollers  were  used  for  the  two  lower  lifts.  The  upper  lift  would 


*  A  translation  of  M.  Arson’s  well-known  by  Dr.  Pole,  F.R.S., 
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have  its  radial  roller  to  guide  it  until  the  second  lift  was  cupped  ; 
then  it  would  go  clear  of  the  framing.  He  could  not  agree  with 
Mr.  Webber’s  plan,  and  did  not  think  it  safe.  He  had  a  feeling 
that  there  was  some  uncertain  element  in  the  question,  which 
would  bring  a  gasholder  to  grief  if  guided  in  that  way.  He  did 
not  see  how  the  inner  lift  was  to  be  guided  until  it  was  cupped. 
He  believed  that  a  three-lift  holder  could  be  safely  guided  by 
framing  reaching  only  to  the  top  of  the  outer  lift ;  so  that  when 
fully  inflated  the  stability  of  the  holder  would  be  dependent  upon 
the  top  and  bottom  rollers  of  the  third  lift,  which  he  really  be¬ 
lieved  would  be  sufficient  to  safely  support  a  gasholder  properly 
constructed.  It  would  certainly  not  be  wise  for  any  engineer 
to  make  an  experiment  of  this  kind  unless  perfectly  certain  it 
would  be  safe.  After  the  discussion,  Mr.  Webber  stated  that  he 
simply  put  forward  a  suggestion  which  had  to  be  proved.  This 
would  dispose  of  a  great  deal  of  the  criticism  which  had  been 
offered.  He  further  said  that  “  the  difference  between  Mr.  Livesey 
and  himself  was  only  one  of  degree.”  He  fully  admitted  that  in 
this  matter  they  must  “  proceed  by  steps.” 

The  next  article  is  by  Mr.  W.  Gadd,  C.E.,  of  Manchester.’'’ 
Speaking  of  wind  pressure  on  holders,  he  says  that  investigations 
and  experiments  have  led  him  to  the  conclusion  that  “  average 
wind  pressures  are  about  the  most  misleading  facts  possible  for 
the  guidance  of  the  constructive  engineer,  as  it  is  the  momentary 
or  sudden  gusts  or  pressures  which  really  do  damage  to  struc¬ 
tures,  and  not  the  steady  winds,  even  when  these  are  of  a  very 
violent  character.”  Mr.  Gadd  then  suggests  a  method  of  guide¬ 
framing  which  he  calls  “  opposite  leverage  carried  below  ground.” 
This  idea,  not  very  clearly  described,  is  an  absurdity  not  worthy 
to  be  mentioned.  In  the  following  issue  of  the  Journal,  Mr. 
Webber  returns  to  the  controversy,  and  becomes  somewhat  per¬ 
sonal  in  his  remarks  concerning  Mr.  Gadd,  whom  he  accuses  of 
never  having  seen  a  gasholder  built.  Mr.  Gadd,  in  his  article, 
having  spoken  of  “counterbalancing,”  Mr.  Webber  states  that 
“  counterbalancing  went  out  when  exhausters  came  in  ” — a  rather 
wild  statement  for  him  to  make.  In  reply  to  Mr.  Webber,  Mr. 
Gadd  [in  the  following  number]  admits  that  he  has  never  been 
engaged  in  gasholder  building,  but  states  that,  “  nevertheless,  he 
has  seen  a  goodly  number,  and  finds  that  there  are  still  in  use  a 
number  of  counterbalanced  holders.” 

A  new,  and  very  sharp  writer,  under  the  nom  de  plume  of 
“  Theory  and  Practice,”  also  enters  the  lists  in  the  same  issue,  and 
criticizes  Mr.  Webber  for  his  opinions  in  regard  to  tight-bottom 
rollers,  which  would  be  absolutely  necessary  to  carry  out  Mr.  W.’s 
ideas.  He  insists  that  gasholder  work  cannot  be  so  nicely  adjusted 
as  to  ensure  perfect  fitting  contact  between  rollers  and  guides,  to 
say  nothing  of  their  becoming  loose  by  wear.  On  the  subject  of 
counterbalancing,  he  also  takes  Mr.  Webber  to  task.  “  Scores  of 
gasholders  exist,”  he  says,  “  with  counterbalance-weights  where 
exhausters  are  in  use.”  Continuing,  he  says  :  “  To  my  mind  you 
do  not  want  to  force  gas  against  a  much  heavier  gasholder  than  is 
necessary  to  give  the  requisite  pressure  in  the  service-mains ; 
otherwise  you  are  wasting  engine  and  exhauster  power,  and  there¬ 
fore  increasing  wear  and  tear  and  expense.”  And  he  adds  :  “  If 
gasholders  are  constructed  to  stand  the  strains  his  [Mr.  Webber’s] 
mode  of  guiding  would  put  upon  them,  the  gas  company’s  account 
for  steam  power  will  be  nearly  doubled,  unless  he  employs  coun¬ 
terbalance  weights  to  his  holders.  .  .  .  Mr.  Webber’s  6  feet 

guide-framing  is  a  monstrosity.”  In  the  Journal  for  Sept.  6, 
1887,  Mr.  Webber  answers  his  unknown  critic  ;  maintaining  his 
opinion  that  holders  can  be,  and  are  made  with  the  bottom 
rollers  nicely  adjusted,  and  with  steel  pins  working  in  good 
bearings,  preventing  wear  and  capable  of  adjustment.  He  also  in¬ 
sists  that  counterbalanced  holders,  although  still  in  use,  are  obsolete. 
“  Theory  and  Practice,”  as  the  champion  of  Mr.  Gadd,  returns  to 
the  charge  in  the  Journal  for  Sept.  13.  He  reviews  Mr.  Webber’s 
opinions  on  subjects  that  have  been  gone  over  before,  but  adds 
nothing  of  importance  to  the  subject  under  discussion.  Mr.  Gadd 
also  criticizes  Mr.  Webber  in  a  letter  in  this  number  of  the  Journal. 
Referring  to  Mr.  W.’s  remark  that  the  bottom  curb  of  a  gasholder 
is  perfectly  rigid,  he  says  :  “  Nothing  is  perfectly  rigid,  not  even 
the  great  earth  itself,  which  bends  and  bulges  under  the  varying 
strains  of  the  moon’s  attraction  and  its  action  on  the  mobile  ocean.” 
Continuing,  he  says  :  “  At  the  present  moment  I  am  inclined  to 
think  it  possible  to  devise  a  holder  not  only  possessing  no  external 
guide-framing,  but  dispensing  with  any  piers  whatsoever,  and 
having  only  one  row  of  rollers  at  the  bottom  of  the  ring,  yet  form¬ 
ing  a  structure  more  stable  than  the  one  at  present  in  use,  although 
the  rollers  may  be  far  from  tight  in  practice.”  (This  no  doubt 
refers  to  Mr.  Gadd’s  system  of  spiral  guide-framing,  an  account  of 
which  was  given  in  the  American  Gaslight  Journal  for 
Sept.  17,  1888.f)  In  regard  to  Mr.  Webber’s  statement  that 
counterbalancing  is  obsolete,  Mr.  G.  D.  Malam  writes  [in  the  same 
issue] :  “  An  80-feet  three-lift  holder  which  I  designed  two  years  ago 
has  two  of  its  lifts  counterbalanced.  The  exhauster  has  thereby 
been  relieved  of  20  per  cent,  of  unnecessary  work.” 

The  next  two  articles]  are  evidently  from  the  pen  of  the  writer 
of  the  original  article.  From  his  very  lengthy  demonstrations 
on  the  subject  of  centre  of  gravity,  with  pressure,  &c.,  he  draws 
the  following  conclusions ; — (1)  That  gasholders  cannot  work  at 
all  without  at  least  two  tiers  of  rollers  to  each  lift,  thereby 
necessitating  guide-framing.  (2)  That  single-lift  holders  cannot 
work  safely  without  sufficient  depth  of  guide-framing.  (3)  That 


*  See  Journal,  Vol.  L.,  p.  331.  f  See  ante,  p.  373. 

1  See  Journal,  Vol.  L.,  pp.  792,  963, 


imless  the  depth  exceeds  one-seventh  of  the  diameter,  much 
weight  of  material  is  necessitated.  (4)  That  a  telescopic  gas¬ 
holder  is  even  worse,  unless  the  guide-framing  exceeds  one- 
seventh  of  the  depth,  owing  to  lever  power.  (5)  Even  without 
wind  pressure,  or  weight  of  snow,  the  above  is  true,  and  much 
more  so,  with  short  guide-framing.  (6)  Under  certain  con¬ 
ditions,  gasholders  can  be  constructed  without  guide-framing 
reaching  higher  than  the  height  of  the  outer  lift ;  the  conditions 
being  that  each  lift  must  be  rigid  in  itself,  and  unable  to  distort 
under  the  strains  induced,  that  the  guide-framing  must  also  be 
rigid  and  unyielding,  and  that  the  holder  must  be  free  to  rise  and 
fall  perfectly  level.  (7)  The  inner  lift  would  not  rack  out  of  shape 
when  the  vertical  stays  are  strong  and  well  attached  to  strong 
curbs  and  sheeting  ;  but,  as  an  additional  safeguard,  diagonal 
ties  may  be  introduced  between  the  vertical  stays,  and  so  relieve 
the  side  sheeting  from  diagonal  strain.  (8)  Gasholders  can  be 
constructed  safely  with  the  inner  lift  unsupported  by  external 
guide-framing  after  it  has  cupped,  providing  the  guide-framing  is 
carried  to  the  height  of  the  two  outer  lifts.  (9)  That  it  is  neither 
safe  nor  advisable  to  make  treble-lift  holders  with  guide-framing 
to  the  outer  lift  only. 

In  the  Journal  for  July  31,  1888,  is  given  an  account  of  the 
completion  of  the  gasholder  at  the  Rotherhithe  station  of  the  South 
Metropolitan  Gas  Company ;  this  holder  having  been  changed 
from  a  two-lift  to  a  three-lift,  and  erected  without  guide-framing 
beyond  the  height  of  the  second  section.  Early  in  the  discussion 
on  this  subject,  Mr.  Livesey  stated  his  intention  of  making  this 
experiment.  Of  course,  this  practical  example  and  bold  innova¬ 
tion  on  the  old  time  methods  is  still  in  the  experimental  stage,  and 
has  yet  to  stand  the  test  of  the  elements.  The  holder  is  150  feet 
in  diameter,  with  25-feet  lifts,  standing  in  an  iron  tank  only  half 
sunk  in  the  ground.  It  will  thus  be  seen  that  the  conditions  were 
not  favourable  ;  and  if  the  holder  stands  and  works  to  the  satisfac¬ 
tion  of  its  builder,  it  will  be  all  the  more  a  success  for  its  projector. 
The  crown  of  the  upper  section  was  heavily  trussed;  the  Journal 
stating  that  the  superfluous  metal  amounted  to  80  tons.  The 
paper  also  states  that  the  columns  were  connected  at  the  top  and 
middle  by  lattice  girders  ;  and  no  mention  is  made  of  any  change 
in  this  respect.  This  portion  of  the  guide-framing  it  seems  to  the 
writer,  will  be  the  first  to  be  dispensed  with  in  the  future.  The 
Journal  further  states  that  Mr.  Livesey  expressed  himself  as  per¬ 
fectly  satisfied  with  the  result,  which  practically  marks  a  new  era 
in  gasholder  construction.  The  article  concludes  as  follows  : — “  It 
shows  that  monumental  structures  are  not  necessarily  strong,  and 
that  massive  Doric  columns  and  heavy  crown  trussing  are  not 
enough,  by  themselves,  to  constitute  a  trustworthy  holder.  Regard 
for  right  principles  is  the  only  fountain  of  security  in  gasholder 
construction  ;  and  the  most  important  principle  of  the  art  may  be 
briefly  summarized  in  the  aphorism  ;  ‘  Take  care  of  the  bottom, 
and  the  top  will  take  care  of  itself.’  ” 

The  person  writing  under  the  nom  de  plume  of  “Theory  and 
Practice,”  in  the  controversy,  again  comes  to  the  front,  in  a 
very  clear  and  concise  letter  to  the  Journal  for  Aug.  21  last. 
Referring  to  the  article  on  the  successful  issue  of  the  Rother¬ 
hithe  experiment,  he  says:  “The  writer  of  the  article  also  infers 
that,  because  the  top  lift  does  not  blow  over  when  the  top  part 
of  the  guide-framing  is  done  away  with  (as  at  Rotherhithe),  it 
does  not  push  at  the  top  guides  when  the  framing  is  carried  to 
the  full  height,  as  usual ;  or,  in  other  words,  that  the  top  roller- 
carriages  never  have  any  work  to  do.  This  clearly  shows  what 
false  conclusions  may  be  drawn  from  an  experiment  improperly 
understood.  In  the  Rotherhithe  gasholder,  the  total  horizontal 
push  of  the  wind,  the  resultant  horizontal  shear,  the  bending 
strain  at  the  foot  of  the  guide-framing  are  all  the  same,  as  if 
the  framing  reached  the  full  height.  The  crippling  or  buckling 
strains  are  increased  because  the  cups  are  not  so  well  suited  to 
resist  distortion  as  the  strutted  top  curb  is,  and  therefore  render 
but  little  assistance  to  the  guide-framing.  The  great  difference  in 
the  conditions  is  this  :  The  bell  of  the  gasholder  itself  is  now 
called  upon  to  act  as  a  cantilever  in  its  upper  lift,  which  it  is 
not  required  to  do  in  the  ordinary  construction.  It  would  un¬ 
doubtedly  push  against  the  top  of  the  guide-framing  if  there  were 
any  to  push  against ;  but  as  there  is  not,  it  has  to  take  all  the 
bending  strains  in  itself,  caused  and  created  by  abolishing  the 
top  framing.” 

[Here  the  article  closes ;  the  writer  doubtless  intending  to 
devote  his  next  communication  to  a  consideration  of  Mr.  Gadd’s 
“  spiral  ”  system,  as  laid  before  the  Manchester  District  Institu¬ 
tion  of  Gas  Engineers  in  August  last,  and  to  the  enunciation  of 
his  own  views  on  the  subject  under  discussion — Ed.  J ,  G.  L.] 

The  Bristol  Gas  Company  and  the  Sliding  Scale. — As  the 
result,  doubtless,  of  the  unsatisfactory  answer  received  by  the 
Bristol  Gas  Company  to  their  application  to  the  Sanitary  Autho¬ 
rity  on  the  subject  of  the  proposed  adoption  of  the  sliding  scale  by 
the  Company,  as  recorded  in  the  Journal  last  week,  the  Directors 
have  decided  not  to  proceed  any  further  in  the  matter. 

The  Reported  Discovery  of  Petroleum  in  Cheshire. — 
According  to  statements  which  have  lately  been  circulated,  there 
is  good  reason  for  believing  that  no  importance  need  be  attached 
to  the  recent  discovery  of  petroleum  in  a  well  at  Anderton.  The 
pump  over  the  well,  taken  down  when  the  petroleum  was  found, 
has  now  been  put  up  again,  and  the  well  covered  in.  Any  petro¬ 
leum  there  was  in  the  well  has  almost  entirely  disappeared, 
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AMERICAN  GASLIGHT  ASSOCIATION. 

The  Annual  Meeting  at  Toronto. 

As  intimated  in  the  Journal  a  fortnight  ago,  the  sixteenth 
annual  meeting  of  this  Association  was  held  at  Toronto  on  the 
17th,  18th,  and  19th  inst. ;  and  we  understand  that  it  was  highly 
successful.  From  the  programme  of  business  we  learn  that  the 
proceedings  were  formally  opened  on  the  first-named  day  by  the 
President  (Mr.  T.  Turner,  of  the  Charleston  Gas-Works) ;  and 
after  the  minutes  of  the  previous  meeting  and  the  applications 
for  membership  had  been  read,  reports  were  presented  from  the 
Executive  and  Finance  Committees,  the  Treasurer  and  Secretary 
(Mr.  C.  J.  Russell  Humphreys),  and  the  Committees  on  Standard 
Meter  Couplings  and  Badges.  The  President  then  delivered  his 
Inaugural  Address,  which  was  well  received.  The  election  of 
officers  and  members  and  the  reception  of  the  report  of  the  Execu¬ 
tive  Committee  on  Amendments  to  the  Constitution  completed  the 
morning’s  work.  In  the  afternoon,  the  reading  of  papers  was 
commenced.  The  first  was  a  communication  from  Mr.  James 
Somerville,  of  Indianapolis,  dealing  with  the  “  Daily  Experience  of 
a  Gas  Manager.”  Mr.  Fred.  Mayer,  of  Baltimore,  followed,  with  a 
paper  on  the  “Construction  of  Gasholders  and  Wrought-Iron  or  Steel 
Tanks  above  Ground ;  ”  and  this  was  succeeded  by  one  in  which 
Mr.  D.  H.  Geggie,  of  Quebec,  related  his  experience  in  the  distri¬ 
bution  of  gas  under  extremely  low  temperatures.  On  the  18th,  the 
two  papers  down  for  reading  were  :  “  Coals  for  Gas  Making,  with 
Special  Reference  to  Provincial  Coals,”  by  Mr.  J.  D  Perkins,  of 
New  York;  and  “  Enriching  Gas  with  Naphthalene,”  by  Mr.  A. 
Kitson,  of  Philadelphia.  The  remainder  of  the  morning  was 
occupied  with  the  transaction  of  miscellaneous  business,  and  the 
reception  of  reports  of  Committees.  In  the  afternoon,  papers  by 
Mr.  J.  R.  Smedberg,  of  Baltimore,  and  Mr.  A.  Q.  Ross,  of  Cincin¬ 
nati — on  “  Observations  during  Many  Years’  Experience  in  the  Gas 
Business,”  and  on  “  The  Steam  Stoker  and  Improved  Charger  ” 
— were  taken,  and  the  contents  of  the  “  question-box  ”  disposed  of; 
after  which  the  meeting  adjourned.  In  the  evening  the  usual 
banquet  took  place.  On  the  following  day,  the  Toronto  Gas-Works 
were  inspected  in  the  morning ;  the  afternoon  being  pleasantly 
occupied  in  driving  round  the  city  and  suburbs.  We  hope  to  give 
some  of  the  above-named  papers  next  week. 


ECONOMY  OF  ORDINARY  COAL  GAS  AS  A 
MOTIVE  POWER. 

In  the  recently  issued  volume  of  the  Transactions  of  the  Insti¬ 
tution  of  Civil  Engineers,  there  is  a  paper  on  “  The  Distribution 
of  Hydraulic  Power  in  London,”  by  Mr.  E.  B.  Ellington.  The 
charge  per  horse  power  per  hour  by  the  London  Hydraulic  Power 
Supply  Company  was  taken  by  the  author  at  4d.  ;  and  he  thought 
that  it  would  hardly  be  a  profitable  operation  to  supply  public 
power  under  conditions  similar  to  those  which  exist  in  London  at 
less  than  2d.  per  indicated  horse  power  per  hour,  and  that  any 
idea  of  supplying  it  from  a  central  source  at  rates  much  below  this 
was  chimerical.  In  the  course  of  the  discussion  on  the  paper, 
the  economy  of  the  gas-engine  as  a  motive  power  was  alluded  to. 
Mr.  H.  Davey  said  that  some  time  ago  he  had  mooted  the  ques¬ 
tion  of  supplying  cheap  illuminating  gas  for  the  distribution  of 
power  in  Leeds.  He  was  convinced  that  it  would  be  almost,  if 
not  quite,  the  most  economical  system,  if,  as  might  be  expected,  a 
further  development  of  the  gas-engine  was  attainable.  But  taking 
this  engine  as  it  stood,  he  found  that  an  ordinary  gas-main  would 
convey,  in  the  form  of  common  18-candle  gas,  ten  times  the  amount 
of  power  that  would  be  transmitted  by  compressed  air  at  40  lbs. 
pressure.  Messrs.  Crossley  stated  that  their  engines  gave  about 
1 -horse  power  for  20  cubic  feet  of  gas  consumed  per  hour.  In 
Leeds  the  cost  of  gas  was  Is.  9d.  per  1000  cubic  feet ;  so  that 
they  could  get  50  indicated  horse  power  for  Is.  9d.  This  is 
equivalent  to  0'42d.  per  indicated  horse  power  per  hour  ;  or  about 
one-fifth  of  the  lowest  practical  charge  as  fixed  by  the  author  of 
the  paper.  Mr.  Davey  added  that  as  compared  with  coal,  and 
assuming  a  consumption  of  81bs.  per  indicated  horse  power  per 
hour,  the  cost  per  ton,  in  order  to  furnish  power  at  a  similar  rate, 
would  have  to  be  8s.  Mr.  Dugald  Clerk  gave  some  figures  showing 
the  practical  results  of  working  an  8-horse  power  engine  of  his 
make  in  Birmingham,  as  follows  : — 

Engine  Working  at  Full  Power,  and  developing  10  brake  horse 
power  per  week  of  54  hours. 


Gas,  13,200  cubic  feet,  at  2s.  Cd.  per  ICOO  ...  il  13  0 

Water  and  oil .  0  5  6 

Attendance .  030 

Total . T2  1  6 

Engine  Working  at  Half  Nominal  Power  for  a  Similar  Time. 
Gas,  6300  cubic  feet,  at  2b.  6d.  per  1000.  ...  iO  19  6 

Water  and  oil .  0  4  6 

Attendance .  030 

Total . i;i  7  0 


In  the  first  case  the  engine  required  240  cubic  feet  of  gas  per  hour, 
and  in  the  second  138  cubic  feet ;  and  it  will  be  seen  that  the  cost 
per  brake  horse  power  per  hour  was  0-92d,  at  full,  and  l'5d.  at  half 
power.  Mr.  Clerk  thought  there  was  no  chance  of  the  hydraulic 
system  approaching  in  economy  anything  like  these  figures.  Mr. 
B.  E.  Thorpe  referred  to  a  gas-engine  used  for  working  an  elevator 
at  Mansion  House  Buildings,  London.  The  cost  of  gas,  at  2s.  9d. 
per  1000  cubic  feet,  was  found  to  be  Is.  lO'ld.  per  day  ;  and  the 
elevator  made  385  trips  per  day.  Allowing  Is.  5d.  per  day,  or 


about  ^20  per  annum,  for  depreciation,  &c.,  the  cost  would  be 
OTd.  per  trip.  With  water  power  (water  at  4s.  per  1000  gallons), 
the  cost  would  be  0T4d.  per  trip.  The  man  who  had  to  be  on  the 
premises  looked  after  the  engine ;  if  he  had  to  be  employed  for 
the  elevator  service  only,  it  would  be  a  question  at  once  of  using 
water  power.  These  figures  are  sufficient  to  show  that,  wherever 
there  is  facility  for  fixing  a  gas-engine,  and  a  workman  can  be 
spared  to  look  after  it,  ordinary  coal  gas  is  a  much  cheaper  source 
of  power  than  any  system  worked  from  a  central  station.  Of  course 
there  may  be  cases  where  the  supply  of  power  is  only  needed  at  rare 
intervals,  or  the  demand  is  very  small,  where  the  fixing  of  a  gas- 
engine  would  be  objected  to,  or  where  the  first  cost  of  the  engine 
would  be  an  obstacle  to  its  adoption. 


INVERTED  V.  ORDINARY  GAS-BURNERS. 

With  reference  to  the  improved  illuminating  power  and  the 
economy  in  the  consumption  of  gas  ensured  by  the  use  of  inverted 
gas-burners.  Dr.  Bunte,  in  the  Journal  fur  Gasbeleuchtung,  has 
made  a  few  observations.  His  experiments  were  conducted  with 
the  Weber  photometer,  which  instrument  not  only  measures  the 
illuminating  power  of  particular  sources  of  light,  but  also  the  light 
produced  by  this  source  in  different  parts  of  a  room  or  workshop. 
The  decision  upon  the  light  obtained  is  so  much  the  more  important, 
as  regards  an  appreciation  of  the  illuminating  power  and  the 
value  of  the  burners  employed,  when  it  is  borne  in  mind  that  the 
distribution  of  the  light  greatly  depends  upon  the  question  of  the 
employment  of  inverted  burners  or  the  ordinary  Argand  or  bats¬ 
wing  burners.  Whilst  with  the  former  the  light  is  chiefiy  thrown 
downwards,  with  the  others  there  is  a  greater  evenness  in  the  distri¬ 
bution  of  the  light  upon  all  parts  of  the  space  illuminated.  It  is 
therefore  necessary  to  establish  by  experiment  the  relation  existing 
between  the  consumption  of  gas  and  the  light  obtained  in  the 
same  place  according  to  the  type  of  burner  employed.  Although 
these  observations  cannot  be  applied  except  to  each  particular  case 
(inasmuch  as  the  reflection  of  the  walls,  the  decorations,  &c., 
produce  considerable  effect),  still  it  is  of  very  great  importance 
to  make  these  inquiries,  and  determine  the  relation  existing 
between  the  quantity  of  gas  consumed  and  the  light  obtained. 
As  an  instance  of  this,  in  the  amphitheatre  of  the  Higher 
Technical  School  of  Carlsruhe,  until  the  commencement  of 
the  last  winter  quarter,  the  lighting  was  arranged  in  such  a 
manner  that  21  Argand  burners  were  employed ;  whilst  behind  a 
reflector  there  was  a  row  of  seven  “  slit  ”  burners  specially  prepared 
for  lighting  a  board  at  the  lower  end  of  the  room.  This  light  was 
found  insufficient,  especially  for  the  purpose  of  distinguishing  with 
precision  objects  placed  upon  the  board  for  the  illustration  of 
lectures,  &c.  With  the  view  of  remedying  this  inconvenience,  the 
authorities  wished  to  adopt  electricity  ;  but  this  project  had  to  be 
abandoned,  and  they  were  forced  to  employ  gas  lighting — using 
the  Siemens  regenerative  lamps  for  the  purpose.  Six  burners 
were  fixed,  with  the  old  Argand  burners  remaining ;  four  of  the 
former  being  placed  in  a  row  above  the  stalls,  while  two  with 
reflectors  served  to  increase  the  lighting  of  the  board.  Since  the 
place  had  previously  been  lighted  by  means  of  the  old  form  of  burner, 
and  now  with  the  Siemens  system,  it  was  easy  to  make  a  com¬ 
parison  between  the  quantity  of  gas  consumed  and  the  respective 
lighting  power  obtained.  To  measure  the  quantity  of  the  gas 
employed  in  the  amphitheatre,  a  meter  was  fixed  on  the  supply- 
pipe  of  each  of  the  two  systems.  On  the  28th  and  30th  of 
January  of  the  present  year,  parallel  tests  were  made,  so 
that  the  room  was  lighted  for  one  hour  by  the  old,  and 
another  hour  by  the  new  arrangement,  when  the  following 
results  were  obtained  : — With  the  Argand  or  batswing  burners,  the 
consumption  of  gas  was  5'018  cubic  metres  per  hour,  and  that 
with  the  Siemens  burner  2'633  cubic  metres ;  whilst  the  illumi¬ 
nating  power  was  observed  in  twelve  different  directions  in  the 
case  of  the  Siemens,  and  in  ten  with  the  old  burners.  The  result 
obtained  by  the  employment  of  the  Siemens  burner  was  a  great 
increase  of  light ;  being  nearly  double  that  previously  produced. 
With  regard  to  economy  in  the  consumption,  the  Siemens  burners 
consumed  upwards  of  52  per  cent,  less  gas,  and  yielded  double 
the  illumination  of  the  others-  It  wiU  thus  be  seen  that  the 
inverted  flame  burners  approach  as  near  perfection  as  possible,  and 
that  gas  lighting  can  still  compete  with  all  other  methods  of 
illumination. 


THE  VENTILATION  OF  GAS-LIGHTED  BUILDINGS. 

In  a  recent  number  of  the  Journal  fiir  Gasbeleuchtung,  a  com¬ 
munication  appeared  by  Herr  S.  Elster,  oi  Berhn,  in  which  he 
stated  that  the  question  of  the  ventilation  of  places  lighted  by  gas 
had  been  a  subject  of  consideration  for  three  or  four  years  by  the 
Berlin  Society  of  Gas  Engineers,  and  that  he  had  requested  Herr 
Oechelhaeuser  to  make  the  necessary  experiments,  and  to  indicate 
the  best  means  of  realizing  this  much-desired  object.  He  added 
that  they  had  obtained  outside  assistance ;  and  their  researches 
upon  the  question  had  produced  more  than  they  had  anticipated, 
for  they  did  not  expect  to  include  in  them  so  difficult  a  question  as 
the  radiation  and  conductibility  of  heat — their  only  wish  being,  as 
far  as  possible,  to  solve  the  great  problem  of  effecting  ventilation 
by  means  of  gas  illumination.  Herr  Elster’s  remarks  were  as 
follows : — 

Last  year  I  went  to  London,  furnished  with  a  recommendation 
from  several  architects  of  our  city,  in  order  to  personally  inspect 
the  installations  which  had  been  made  for  obtaining  ventilation 
by  gas  lighting.  The  best  building  fitted  up  at  present,  as  far  as 
regards  ventilation  by  gas  lighting,  is  the  Examination  Hall  of 
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the  College  of  Physicians,  situated  on  the  Victoria  Embankment. 
This  building  includes  a  central  hall,  measuring  100  feet  long  by 
16  feet  wide.  It  has  two  storeys  ;  and  on  the  right  and  left  there 
are  two  cross-wings,  each  measuring  60  feet  by  24  feet — the  one  on 
the  right  being  intended  for  anatomy  and  physiology,  and  the  one 
on  the  left  for  chemistry.  These  wings  are  connected  to  the  main 
building  by  means  of  lifts ;  and  everything  has  been  so  arranged 
as  to  allow  the  work  carried  on  to  be  done  in  the  very  best  possible 
way  so  far  as  regards  health — specially  having  in  view  the  nature 
of  the  substances,  subjected  to  dangerous  fermentation,  there  ex¬ 
posed.  On  examination,  it  was  found  that  the  central  building  is 
lighted  by  twelve  No.  2  Wenham  lamps,  and  each  of  the  side- 
wings  by  three  No.  3  lamps.  A  certain  number  of  chimneys  ai’e 
necessary,  in  order  that  the  products  of  combustion  of  each  bur¬ 
ner  may  be  conveyed  outside  the  building.  For  this  purpose 
earthenware  pipes  are  employed,  of  4  and  6  inches  diameter, 
which  are  not  laid  in  the  ordinary  way,  but  are  placed  in  the 
walls  constructed  to  receive  them.  It  is  said  that  the  expense  of 
laying  the  60  pipes  is  no  more  than  1  per  cent,  of  the  cost  of  the 
building,  which  is  about  i5000.  I  have  again  to  point  out  to  our 
German  architects,  who  state  that  the  pipes  for  taking  away  the 
hot  air  should  be  at  a  distance  of  18  inches  from  all  woodwork, 
that  this  figure  is  admitted  as  correct — that  the  pipe  is  always 
placed  at  this  distance  from  the  floor.  Upon  examination,  it  is 
found  that  the  windows  are  grouped  in  pairs,  and  that  underneath 
two  iron  girders  are  placed,  between  which  pass  the  pipes  for  con¬ 
ducting  the  air  for  combustion  and  for  carrying  away  the  vitiated 
air.  These  girders  or  joists  are  covered  underneath,  and  form  a 
kind  of  ceiling  case.  In  this  way  it  is  possible  to  obtain  a  space 
of  18  inches  between  the  pipes  and  the  woodwork.  The  vertical 
earthenware  pipes  are  connected  by  means  of  bends  to  the  hori¬ 
zontal  pipes,  and  are  fitted  to  the  walls  in  such  a  way  that  it  is 
possible  that  the  movement  of  the  ordinary  air  in  a  pipe  6  inches 
in  diameter  may  be  produced  by  the  displacement  of  the  gas  in 
two  pipes  4  inches  in  diameter  placed  on  either  side,  which  convey 
the  products  of  combustion  beyond  the  roof.  Above  this  may  be 
seen,  emerging  one  after  another,  the  covered  pipes,  which  are 
for  driving  the  air  iipwards,  and  for  actuating  the  ascending 
current.  Inside  this  building,  on  the  ground  floor,  the  Steward’s 
offices,  &c.,  are  situated  ;  and  nothing  appertaining  to  either  the 
ventilation  or  the  heating  of  the  place  is  allowed  to  go  on  without 
the  authority  of  Drs.  Stone  and  Percy.  In  Germany,  we  have 
comptrollers  of  gymnasiums,  &c.  ;  but  we  have  no  inspectors  or 
comptrollers  of  private  dwellings.  There  is  an  example  for  us  to 
follow  in  this  Institution ;  for  it  is  on  this  that  the  satisfactory  con¬ 
dition  of  the  inside  of  the  building  rests  with  regard  to  health. 

Herr  Ulster  concluded  by  saying  that  what  interferes  with  the 
development  of  ventilation  in  Germany  at  present  is  the  obligation 
of  always  having  the  pipes  for  conducting  away  the  hot  air  fixed 
at  a  distance  of  18  inches  from  woodwork ;  whereas  in  England 
they  are  often  satisfied  with  packing  the  pipes  in  silicate  cotton, 
which  is  found  to  be  quite  sufficient  protection. 


Iltgistn  0f  ^KXtnh. 

Automatically  Lighting  and  Extinguishing  Gas-Lamps. — Schiller, 
J.  E.,  and  Meyer,  C.,  of  Zurich.  No.  14,808  ;  Oct.  31, 1887.  [8d.] 

This  is  an  improvement  on  the  patentees’  previous  similar  invention 
— No.  6400  of  1887  (see  Journal  for  June  12  last,  p.  1052). 


Fig.  1  is  a  front  view  of  the  apparatus ;  fig.  2,  a  top  view ;  fig.  3,  a 
side  view  ;  and  fig.  4,  a  plan  of  the  connection  of  the  lamps  carrying  the 
apparatus  with  the  central  station. 

The  principle  of  the  apparatus  is  essentially  the  same  as  that  described 
in  the  earlier  patent.  One,  two,  or  more  electro-magnets  act  upon  an 
oscillating  or  swinging  armature  when  an  electric  current  is  passed,  in 
such  manner  as  to  cause  the  armature  to  operate  a  lever,  by  means  of 
which  the  gas-cock  is  either  opened  or  closed.  A  wire  or  wires  leading 
to  the  gas-burner  produce  sparks  as  the  current  passes  through  them, 
whereby  the  gas  escaping  from  the  burner,  after  the  cock  has  been 
opened  as  indicated,  is  ignited.  The  apparatus  for  this  purpose  consists 
of  two  electro-magnetic  spools  F,  which,  with  their  armature,  are  en¬ 
closed  in  a  gas-tight  box.  The  bottom  of  this  box  carries  on  its  under 
surface  a  nipple  or  sleeve  C,  by  means  of  which  the  box  is  attached  to 


the  gas-pipe.  Inside  the  sleeve  is  an  inverted  cone,  the  hole  through 
which  forms  a  passage  for  the  gas  passing  into  the  box.  The  object  of 
this  device  is  to  prevent  impurities  (such  as  tar),  carried  along  by  the 
gas,  from  entering  the  box  and  deranging  the  apparatus.  Induction 
coils,  which  have  cores  of  thin  soft  iron  wire,  are  attached  to  the  bottom  ; 
these  consisting  of  several  layers  of  thi  ik  copper  wire,  upon  which 
thinner  copper  wire  is  wound.  One  end  of  the  thick  wire  of  one  spool  is 
connected  to  one  end  of  the  thick  wire  of  the  other  spool ;  the  other 
ends  of  these  thick  wires  passing  through  the  bottom,  from  which  they 
are  separated  by  an  insulating  plate  H.  One  end  of  the  thin  copper 
wire  of  one  spool  is  secured  to  one  end  of  the  thin  wire  of  the  other 
spool ;  the  third  end  is  soldered  to  the  bottom  of  one  of  the  spools ; 
while  the  fourth  end  passes  (well  insulated)  through  the  bottom  of  the 
box,  from  whence  it  rui.s  along  the  outside  to  the  gas-burner.  A  per¬ 
manent  magnet  K  swings  in  front  of  the  spools.  During  the  passage  of 
an  electric  current  through  the  primary  coils  of  the  spools,  the  iron 
bundles  will  show  homonymous  poles,  in  consequence  of  which  one  end 
of  the  permanent  oscillating  magnet  will  be  attracted,  while  the  other  is 
repelled.  The  magnet  carries  a  bent  arm,  the  free  end  of  which  hangs 
between  two  regulating  nuts,  collars,  or  lugs  D,  which  are  adjustably 
fastened  upon  the  stem  V.  This  stem  slides  in  two  guides  or  bearings, 
and  is  at  one  end  provided  with  a  cone,  which  fits  into  the  seat  of  a 
valve,  from  which  a  pipe  A  leads  through  the  top  of  the  box  to  the 
burner.  The  main  current  passes  from  the  battery  X,  through  the 
commutator  W,  and  then  through  each  of  the  lamps  L — that  is  through 
the  primary  coils  of  the  spools  of  each  apparatus  to  the  electrode  ; 
and  from  here  the  current  passes  through  the  earth  to  the  electrode  W^, 
through  the  commutator  W,  and  back  again  to  its  source  X.  The 
induction  current  is  generated  only  in  the  secondary  coils  of  the  spools, 
and  produces  the  spark  for  igniting  the  gas.  The  commutator  Y,  in¬ 
serted  in  the  line,  serves  for  either  sending  the  current  uninterrupted 
direct  through  the  line  with  the  lamps  L,  or  for  sending  it  first  through 
the  contact  breaker  Z,  and  then  through  the  line,  whereby  the  current  is 
made  intermittent.  The  operation  of  igniting  the  gas-flame  is  performed 
as  follows  : — The  current  when  closed  passes  into  the  interrupter  Z  ; 
and  from  there  again  through  the  line.  In  consequence  of  the  interrup¬ 
tion  of  the  current  at  the  central  station,  the  current  produces  in  the 
spools  of  each  apparatus  an  induction  current,  which  passes  to  the 
burner,  where  on  opposite  sides  a  wire  is  soldered.  The  sparks  pro¬ 
duced  between  the  two  wires  cause  the  gas  escaping  from  the  burner  to 
be  ignited  ;  and  the  gas  having  been  ignited,  the  current  is  not  further 
continued.  For  extinguishing  the  flames,  the  commutator  W  is  re¬ 
versed,  and  the  current  closed.  The  magnet  K  is  now  attracted  to  the 
other  side  ;  and  thus  closes  the  valve  in  the  manner  already  described. 


Distillation  of  Ammoniacal  Fluids. — Davis,  G.  E.,  of  Manchester. 

No.  15,540  ;  Nov.  14,  1887.  [8d.]  _ 

In  stills  for  the  evolution  of  ammonia  gas  or  of  carbonate  of  or  sul¬ 
phide  of  ammonium,  from  any  of  their  solutions,  it  has  (says  the 
patentee)  been  the  custom  either  (1)  to  drive  off  the  volatile  substances 
by  means  of  a  jet  of  steam  blowing  direct  into  the  liquor  contained  in 
a  boiler  of  the  usual  pattern  ;  (2)  to  heat  the  liquid  by  means  of 
direct  fire ;  (3)  to  pass  the  steam  and  vapours  up  a  tower  or  column 
filled  with  bricks  or  boards,  down  which  the  ammoniacal  liquid  is  made 


^  n 


to  pass ;  or  (4)  to  cause  the  liquid  to  run  down  a  column  containing 
shelves  pierced  with  large  central  apertures  covered  with  caps  serrated 
round  their  lower  edges,  through  which  the  vapours  are  made  to  pass. 
In  all  these  methods  the  ammoniacal  vapours  are  not  so  finely  divided 
as  they  might  be  in  order  to  get  the  utmost  possible  work  out  of  a  given 
size  of  still ;  and  the  present  invention  therefore  relates  to  the  con¬ 
struction  of  distilling  apparatus  whereby  a  much  larger  quantity  of 
ammoniacal  liquor  can  be  distilled  in  a  given  space  than  heretofore, 
and  with  ordinary  care  can  never  become  choked  with  tar. 

The  still  is  constructed  of  a  metal  cylinder  with  a  number  of  trays. 
Each  tray  is  fitted  with  an  overflow-pipe  D,  dipping  into  a  shallow 
well  E  ;  and  these  trays  are  perforated  with  a  number  of  small  holes, 
through  which  the  vapours  pass  when  the  still  is  at  work.  About 
one  hole,  three-sixteenths  inch  in  diameter,  in  every  square  inch  of 
tray  is  the  number  found  to  be  sufficient.  Any  volatile  ammonia  com¬ 
pound  present  in  the  solution  undergoing  di&tillaiion  is  driven  ofi  in 
the  upper  portion  of  the  still ;  and  the  partly  freed  liquor,  passing 
through  the  pipe  G  into  the  lime  vessel  K,  becomes  mixed  with  the 
lime  or  soda  introduced  through  the  pipe  M.  From  K  the  liquor  finds 
its  way  again  into  the  column  through  the  pipe  H  ;  and  in  passing  down 
the  column  over  the  perforated  trays,  becomes  denuded  of  its  fixed 
ammonia,  finding  egress  from  the  column  at  the  outlet  I,  by  means  of 
one  or  more  (J -tubes,  which  allow  of  the  escape  of  liquor  and  still 
retain  the  steam. 

In  practice,  the  liquor  to  be  distilled  is  run  into  the  still  or  column 
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- -preferably  having  first  been  heated  by  the  waste  steam — by  means 
of  the  smaller  pipe  on  the  top  of  the  still ;  and  when  steam  is  admitted 
by  the  pipe  N,  the  liquor  will  form  a  layer  on  each  tray,  of  a  depth 
corresponding  with  the  top  of  the  overflow-pipes  D,  by  means  of  which 
it  runs  from  tray  to  tray  until  it  finally  reaches  the  point  I,  almost 
entirely  freed  from  its  ammonia.  The  steam  and  other  vapours  pass 
through  the  holes  in  the  trays,  and  find  their  way  through  the  liquor 
standing  on  each  into  the  spaces  J  above ;  and  so  on  from  tray  to  tray 
until  they  finally  escape,  highly  charged  with  ammonia,  by  the  large 
pipe  upon  the  top  of  the  column.  When  the  steam  is  turned  off,  the 
liquor  will  fall  from  tray  to  tray ;  and  any  tar  which  may  have 
settled  thereon,  finds  its  way  by  the  pipe  G-  into  the  lime-box  K, 
whence  it  is  removed  (together  with  the  refuse  lime)  by  means  of  the 
tap  L,  or  by  the  manhole  with  which  this  box  is  provided. 

This  form  of  apparatus  answers  best  when  used  for  the  distillation 
of  the  quantity  of  liquor  which  it  is  calculated  to  work.  When  the 
quantity  of  liquor  to  be  distilled  is  very  irregular,  it  is  preferred  to 
make  the  perforations  in  the  top  of  a  flat  cylindrical  cap  A  in  fig.  2.  At 
B  is  shown  one  of  these  caps  i)i  situ ;  while  the  plan  C  exhibits  the 
method  of  perforation.  These  perforated  caps  and  trays  may  then 
replace  the  simple  perforat  d  trays  in  fig.  1. 


1  remaining  two  ducts,  and  is  so  rendered  permanent.  In  like  manner, 
the  tar  in  the  gas  not  condensed  by  the  first  cooled  passage  1)  or  still  in 
a  non-permanent  condition,  will  be  condensed  by  the  following  one,  and 
is  treated  in  a  like  manner. 


APPLICATIONS  FOR  LETTERS  PATENT. 

15,117. — Crossley,  F.  W.,  and  Anderson,  F.  H.,  “  Improvements  in 
igniting  apparatus  for  gas  motor  engines.”  Oct.  20. 

15,128. — Hombergen,  J.,  “  Improvements  in  regenerative  gas-lamps.” 
Oct.  20. 

15,244. — Thompson,  W.  P.,  “  Improvements  in  or  relating  to  gas- 
engines.”  A  communication  from  Hiram  C.  Covert.  Oct  23. 

15,204. — B.4KER,  R.  L.,  “  A  regulating  gas-tap.”  Oct.  24. 

15, .393. — L.\ke,  H.  H.,  “  Improvements  relating  to  the  preparation  of 
tar,  chiefly  designed  for  use  in  the  manufacture  of  artificial  fuel.”  A 
communication  from  Madame  F.  Honnay.  Oct.  25. 


[IFe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


Manuf.4ctdring  Illuminating  Oas  from  Co.al. — Dinsmore,  J.  H.  R.,  of 
Liverpool.  No.  15,852  ;  Nov.  18, 1887.  [8d.] 

This  invention  relates  to  the  manufacture  of  illuminating  gas  from 
coal  in  closed  vessels  or  retorts  ;  but  more  particularly  to  those  processes 
of  manufacturing  illuminating  gas  in  which  it  has  been  proposed  to 
render  permanent  practically  all  the  heavy  or  tarry  vapours  as  well  as 
the  light  volatile  products  given  off  from  coal  by  distillation  and  useful 
for  the  production  of  light  and  heat.  To  obtain  this  result,  double  or 
multiple  retorts  have  been  proposed,  in  which  the  gas  distilled  in  one 
retort  was  to  pass  through  a  second  or  third  retort ;  such  retorts  being 
arranged  and  constructed  in  various  ways  and  forms.  The  present  inven¬ 
tion  has  for  its  object  chiefly  to  effect  these  results,  and  at  the  same 
time  to  avoid  the  deposition  of  carbon  or  pitch  in  the  ascension-pipes  of 
the  retorts,  or  at  any  parts  of  the  retorts  themselves  that  cannot  be 
readily  removed ;  and  in  this  way  escape  the  disadvantages  attending  or 
incident  to  the  ordinary  and  other  processes  of  gas  manufacture  hereto¬ 
fore  proposed. 


The  drawing  illustrates  a  sectional  elevation  of  apparatus  according  to 
this  invention  having  a  plurality  of  cooled  surfaces. 

A  is  a  retort  in  which  the  coal  is  distilled  in  the  usual  manner  ;  and 
B  are  ducts  of  any  suitable  material,  arranged  at  an  incline,  and  through 
which  the  gas  passes  after  leaving  the  retort.  D  are  cooled  passages 
interposed  in  the  ducts  B,  each  having  a  jacket  and  a  door  E.  The  exit 
or  ascension  pipe  and  the  mouth  of  the  duct  are  also  cooled  and  pro¬ 
vided  with  a  jacket.  The  mouth  and  the  passages  D  of  the  ducts  B  are 
provided  with  inlet  and  outlet  pipes  F,  through  which  water  or  cold  air 
ifled  to  and  from  the  space  between  the  jacket  and  the  metal  of  the 
mouth  or  passages.  The  temperature  to  which  it  is  preferred  to  heat 
the  ducts  and  retorts  in  all  cases  is  a  clear  cherry  red  colour.  The 
example  illustrated  is  suitable  for  those  kinds  of  coal  from  which  the 
volume  of  heavy  and  tarry  vapours  is  large.  The  ducts  B  are  smaller 
than  the  retort  A ;  the  proportion  shown  being  one  from  which  good 
results  may  be  obtained.  The  settingor  supportjof  the  retort  A  consists 
of  a  front  wall  C  and  pedestal  Ci. 

When  set  in  a  bench  in  the  usual  manner,  the  retorts  subject  to  the 
greatest  heat  would  be  shielded  by  brickwork  or  slabs  of  fire-brick 
throughout  their  length,  or  at  intervals,  as  in  ordinary  practice.  Any 
required  number  of  retorts  may  be  set  in  a  bench  in  the  usual  way  ;  but 
care  must  be  taken  that  they  are  arranged  in  such  a  manner  that  the 
temperature  of  all  shall  be  about  equal. 

It  will  be  observed  that  each  retort  with  its  duct  or  ducts  is  an  inde¬ 
pendent  complete  gas-making  apparatus  ;  having  no  valves,  and  com¬ 
prising  a  plain  receptacle  and  open  ducts.  Direct  access  can  be  had  to 
the  retort  A  and  ducts  B  from  the  doors  ;  and  through  these  door  aper¬ 
tures,  the  whole  of  the  interior  can  be  scraped  and  cleaned,  and  any 
deposited  carbon  or  other  matter  adhering  to  the  interior  surfaces  of  them 
can  be  removed. 

The  mode  of  manufacturing  gas  is  thus  described  by  the  patentee  : 
The  coal  is  placed  in  the  retort  A,  and  distilled  by  heat  in  the  usual 
way.  The  gas  evolved  from  the  coal  leaves  the  retort  and  passes  through 
the  heated  duct  B.  When  the  gas  comes  in  contact  with,  or  under  the 
influence  of  the  cooled  passages  D,  that  portion  of  the  tar  or  tarry 
vapour  existing  in  the  gas  in  a  non-permanent  state  is  condensed  and 
arrested  ;  and  the  tar  being  in  a  fluid  state  will,  owing  to  the  inclination 
of  the  ducts,  flow  backwards  down  them.  As  soon  as  the  tar  comes  in 
contact  with  the  hot  surfaces  of  the  ducts  B,  it  is  converted  into  gas  ; 
and  such  gas  will,  in  passing  through  the  successive  heated  ducts,  be 
rendered  permanent.  In  cases  where  the  coal  is  being  distilled  in  the 
retorts  shown  in  the  figure,  having  a  plurality  of  cooled  surfaces  and 
heated  ducts,  an  extended  and  repeated  cooling  and  heating  effect  is  pro¬ 
duced — i.e.,  the  gas  coming  from  the  retorts  A  is  subjected  to  heat  three 
times,  and  a  chilling  influence  three  times  ;  hence  the  gas  resulting  from 
the  evaporation  of  the  tar  condensed  in  the  first  cooled  passage  D  flows 
down  the  lowest  duct  B,  and  is  so  converted  into  gas,  but  instead  of 
going  straight  to  the  ascension-pipe,  it  is  subjected  to  the  heat  of  the 


GAS  LIGHTING  AND  VENTILATION. 

Sir, — I  was  glad  to  see  the  statement  in  the  Journal  for  the  16th  inst., 
that  “  at  the  new  establishment  of  Messrs.  W.  Sugg  and  Co.,  Limited, 
Westminster,  there  is  now  on  view  an  interesting  system  of  lighting 
combined  with  ventilation,  which  should  be  seen  by  all  who  wish  to  keep 
abreast  of  modern  progress  in  the  utilization  of  gas.”  Well,  without 
troubling  myself  about  any  of  Mr.  Richard  Swiveller’s  notions,  I  went 
to  the  establishment  named  ;  and  there  I  was  delighted  to  see  a  mode  of 
lighting  by  gas  which  is  as  free  from  the  charge  of  taking  oxygen  from 
the  air  of  the  room  so  lighted,  or  of  adding  thereto  any  deleterious  gas  or 
vapour,  as  any  electric  incandescent  system  of  the  same  or  any  other 
power.  Now  this,  I  think,  will  be  a  “staggerer”  to  Mr.  Richard 
Swiveller,  if  he  is  an  electrician  ;  and  if  not  to  him,  it  will  be  to  many 
who  are  always  telling  the  public  that  gas  cannot  be  used  as  an  illumi- 
nant  without  offence.  As  for  me,  I  have  been  firmer  on  my  legs  ever 
since  I  saw  it ;  and  hope  the  same  is  the  case  with  others.  vi 

Oct.  25,1888.  \v.M.\NN. 


PIPE  EXTRACTORS. 

Sir, — As  to  Mr.  Helps’s  patent  pipe  extractor,  I  should  like  to  ask 
your  numerous  readers  engaged  in  main-laying  if  they  ever  used  any 
other  scheme  than  the  clip  and  screw,  or  screws  and  jacks,  for  pushing  off 
pipes  ?  Of  course,  no  one  would  think  of  breaking  out,  cutting  off,  or 
melting  out  a  large  number  of  pipes ;  but  iron  being  so  cheap  at  present, 
a  few  small-size  pipes  cut  off  or  broken  is  not  a  matter  of  consequence — 
although  they  can  be  pushed  off  much  quicker  with  a  hydraulic  jack. 
Will  your  correspondent,  Mr.  May,  explain  what  size  and  kind  of  joint 
in  a  gas-main  he  is  unable  to  push  off  with  two  screws,  if  the  joint 
refuses  to  give  ?  Of  course  there  is  no  patent  to  stop  us  from  lifting  the 
end  of  the  pipe,  and  dropping  or  jarring  it,  as  we  have  done  for  the  last 
half  century.  What  would  Mr.  May  think  of  erectors  taking  down  an 
engine,  and  breaking  or  cutting  all  the  steam  and  feed  pipes,  instead  of 
using  a  screw  or  screws,  or  jacks  ?  p  j 

Oct.  26,  1888.  lIPE  1..AYEB. 


WATER  BY  MEASURE. 

Sib,  —  I  shall  be  glad  if  you  will  allow  me  space  for  a  few  remarks  on 
a  passage  in  the  article  which  appeared  under  the  above  heading  in  the 
last  issue  of  the  Journal. 

The  author,  in  referring  (on  p.  717)  to  my  paper,  “  Notes  on  Water 
Supply,  with  Special  Reference  to  Villages  and  Country  Mansions,” 
read  in  January  last  before  the  Surveyors’  Institution,  said :  “  It  is 
stated  that  less  than  3  gallons  per  head  per  day  is  an  ample  supply  for 
cottages,  while  most  water-works  engineers  have  placed  it  at  20  gallons 
and  even  30  gallons  per  head.”  If  the  author  will  kindly  refer  to  my 
paper,  he  will  find  that  what  I  stated  was  :  “  The  quantity  required  for 
cottages  has  been  estimated  by  various  authorities  at  2  and  2J  gallons 
per  head  per  day;  ”  and  I  quote  the  source  of  this  information.  I  did 
not  state,  nor  did  I  intend  to  show,  that  it  was  an  ample  supply.  It  was 
simply  evidence  of  the  quantity  actually  used  in  country  cottages ;  and 
if  the  author  will  also  refer  to  Dr.  Pole’s  lecture  on  “  Water  Supply,” 
delivered  before  the  Institution  of  Civil  Engineers  in  February,  1885 
(see  Journal,  Vol.  XLV.,  p.  440),  he  will,  I  think,  see  that  probably  it 
is  not  far  from  the  truth.  Dr.  Pole  says,  in  reference  to  supplies  to 
towns  :  “  The  quantity  actually  required  for  domestic  consumption,  in¬ 
cluding  a  fair  allowance  for  general  household  purposes,  for  water-closets, 
and  for  ordinary  ablutions,  is  probably  not  more  than  10  gallons  per 
head  per  diem.”  In  country  cottages  there  are  no  water-closets  ;  and  in 
other  ways  less  water  is  used.  So  that  10  gallons  per  head  in  such  cases 
is  very  much  reduced.  At  the  same  time,  if  water  were  laid  on  under 
pressure  to  such  cottages,  I  should  by  no  means  advocate  limiting  it  to 
the  small  quantities  now  used.  I  think  that,  in  speaking  of  20  and 
even  30  gallons  per  head,  the  author  must  have  meant  the  average 
supply  of  towns.  But  even  then  I  consider  the  estimate  of  30  gallons 
too  high  ;  for  Dr.  Pole  goes  on  to  say  :  “  But,  in  addition  to  domestic 
consumption,  supplies  have  to  be  provided  for  gardens,  stables,  manu¬ 
factories,  and  trade  purposes  of  many  kinds,  baths,  and  wash-houses, 
public  fountains,  watering  streets,  flushing  sewers,  and  extinguishing 
fires.  The  quantity  for  these  purposes  will  vary  considerably — say,  from 
5  to  10  gallons  per  head  per  diem.”  Here  we  have,  with  the  10  gallons 
for  domestic  consumption,  from  15  to  20  gallons  per  head;  and  it  has 
been  shown,  in  more  than  one  case,  that,  by  a  careful  system  of  inspec¬ 
tion,  these  quantities  are  sufficient— the  surplus  simply  running  to  waste. 

I  certainly  agree  with  the  author  entirely  in  objecting  to  a  supply  of 

water  1^  Richard  F.  Grantham. 


Sir, — In  the  article  on  “  Water  and  Sanitary  Affairs  ”  in  the  Journal 
for  the  9th  inst.,  the  following  passage  appeared  as  the  conclusion  of 
it : — “  That  houses  should  be  left  without  proper  cisterns  to  receive  and 
store  the  water,  is  certainly  a  monstrous  perversion  of  what  is  intended 
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hv  the  constant  supply.  I£  such  an  arrangement  receives  the  sanction 
of  the  law,  the  consumer  had  far  better  revert  to  a  supply  on  the  in¬ 
termittent  system,  with  its  accompanying  reserve  Mder  his  own  control. 

Without  thfs  provision,  the  outbreak  of  a  fire,  ce=sa'. 

sarv  repairs,  may  occasion  serious  inconvenience,  by  the  sudden  ce.sa 
tion  of^a  supply  otherwise  constant,  and  relied  upon  as  such.  Your 
correspondent^  “  Meter,”  writing  in  the  last 

said-  ‘‘A  water-meter  working  under  pressure  is  a  different  thing 
fas  meter.”  The  italics  are  mine,  and  they  are  for  the  purpose  o 
aLing  whether  your  correspondent  has  never  heard  of  water-meters 
which  do  not  work  “  under  pressure.”  Cisterns  being  a  necessity,  y 
ought  not  foicpmsin-c  water-meters,  placed  over  the  ’ 

Oct.  26,  1888.  _ _ _ 

The  Edinburgh  and  Leith  Gas-Works  Purchase.  Our  Edinburgh 
'-“"e  S.t»rd.j,  s.,s :  "  W'th 
would  like  to  sava  word  or  two  with  reference  to  Mr.  Homans  s  letter 
which  appeared  in  this  week’s  Journal.  I  think  it 
of  Oct  16^  that  he  is  a  little  impetuous.  I  beg  to  assure  him  that  I  made 
no  mistake  about  his  attitude  upon  the  general  question  of  transferring 
Ae  saf  supply  to  the  Corporations.  What  I  said  was  he  ‘  strong  y 
opposed  ult^Jear  the  transfer  of  the  Edinburgh  works.  _  That  certainly 
was  Mr.  Komans’s  position.  He  considered  the  bargain  was 
did  all  he  could  to  get  it  oyerthrown.  Further  down  his  letter  h 
speaks  of  my  applauding  a  ‘  tinkering  method.  Heie  again  1  “ust  re 
produce  my  words,  which  were  :  ‘  Meantime  I  am  not  con-vinced  that  it 
IS  not  the  Lst  policy  to  expend  a  moderate  sum  upon  the  improvement 
of  thrEdinrurgh  works.’  This,  I  should  say,  is  very  faint  applause. 
It  is  not  my  object  to  discuss  Mr.  Eomans’s  views  on  the  general  ques¬ 
tion  -buHn  one  particular  I  may  say  I  am  in  thorough  accord  with 
him  ’  That  is  whe^n  he  speaks  of  ‘  the  recent  schemes.  My  opinion  all 
through  the  negotiation  was  that,  on  the  part  of  the  Corporation,  there 
was  too  Leh  scheming;  and  that,  had  a  more  straightforwpd  policy 
been  adopted,  the  terms  of  transfer  need  not  have  been  so  high  noi  so 
difficult  to  fix.”  _ _ 


fcgal  IntcUiginit. 


Eothebfield  and  Crowborough  Gas  Company,  Limited  This  Com^ 
panywas  registered  last  week,  with  a  capital  ^^OOO,  m  ±5  shares,  to 
Lquire  land  at  Crowborough,  or  its  vicinity,  in 

the  construction  of  works  for  supplying  “'Pbuginoss 

the  neighbourhood  with  gas,  and  the  carrying  on  of  the  usual  business 

of  a  gas  company.  . 

Georgetown  (British  Guiana)  Gas  Company,  Limited.— The  Directors 
of  this  Company,  in  their  report  to  be  presented  at  the  ordinary  naeeting 
oMhe  CompaT/  next  Tuesday,  state  that  the  Profit  for  the  hal  year 
ending  June  30  last  amounted  to  £1404  7s.,  paying  the 

brought  from  the  previous  accounts,  makes  £3147  16s.  ® 

dividends  to  Dec.  31,  1887  and  the  of  ihioh  they 

fharp.  rpTYiains  an  available  balance  of  *1852  18a.,  out  ot  wnicn  tuey 

recommend  the  declaration  of  a  dividend  for  the  half  P’'® 

share  capital  at  the  rate  oj  8  per-cent,  per  -mim,  and  -  the  ordinary 

(extern tup'on  those  dividends  payable  to  the 

will  iLve^a  sum  of  £685  10s.  to  be  carried  forward  to  the  next  half-year 

accounts.  .  ,  ^ 

The  Price  of  Gas  in  the  Manchester  Out-Districts.— At  the  meeting 
of  the  Newton  Heath  Local  Board  last  Thursday,  a  circular  letter  was 
read  from  the  Gorton  Local  Board  with  regard  to  the  charges  made  by 
the  Manchester  Corporation  for  the  supply  ot  gas  to  the  o"t-t^nships, 
and  the  Chairman  (Mr.  .1.  M.  Elliott)  moved  a  resolution  to  the  effect  that, 
as  the  Manchester  Gas  Committee  had  shown,  by  their  published  account, 
for  thriTst  financial  year,  that  they  had  made  a  gross  profit  of 
£106  072  9s  3d,  equal  to^  25 '49  per  cent,  (exclusive  of  Jiglrf'og  the  city 

faSs)  of  whlh  amount  £26.452'^ had  8®®- d  tr"Co%7bic°f:et 
shins  the  time  had  arrived  when  the  price  of  3s.  2d.  per  lUUU  cuDic  leei 
now  charged  to  consumers  beyond  the  city  should  be  considerably  reduced, 
and  that  the  various  urban  and  rural  sanitary  authorities  should  appoint 
^deputation  L  wait  upon  the  Committee  to  urge  a  reduction  of  at  least 
6d.  per  1000  cubic  feet.  The  motion  was  agreed  to.  _ 

The  Northern  Coal  Trade.— There  is  considerable  excitement  in  the 
coal  Hade  of  the  North  ot  England,  in  consequence  of  the  stoppage  of 
labour  In  a  large  proportion  of  the  collieries  of  Yorkshire  ;  and  for  several 
ciLTes  of  coal  tLre  has  been  an  advance  of  some  moment  in  price. 

Steam  coal  has  naturally  gone  up  most ;  and  ^^J®  ^f^f  IsTd 

be  said  that  the  rise  in  the  general  quotations  was  to  the  extent  ot  is.  bu. 
uer  ton  whilst  in  several  instances  there  have  been  considerably  I'lS 
nrices  paid,  and  coal  is  very  difficult  to  get.  At  present  about  10s.  per  ton 
Ts  the  general  quotation  for  best  steam  coal.  Gas  coal  is  also  dearer,  but 
Horn  another  cause.  It  is  due  rather  to  the  growth  in  the  normal  con¬ 
sumption  of  this  class  of  coal,  and  to  the  ^^ct  that  the  summer  did  not 
allow  such  a  laying  in  of  stocks  as  had  been  anticipated.  Many  of  the  gas 
coal  producing  collieries  are  backward  in  their  contracts ;  and  it  ??  S™®' 
rallv  stated  that  one  large  colliery  is  20,000  tons  in  arrear  with  its  deliveries. 
This  scarcity  of  gas  coal  will  be  probably  more  felt  as  the  winter  advances  ; 
and  alreadv  the  price  has  been  further  put  up  for  coal  sold  without  con 
tract— 7s.  6d.  being  the  current  figure  now.  The  general  tendency  of  the 
coal  market  is  towards  increased  scarcity  and  higher  prices. 

The  Gas  Question  at  Rastrick.— Last  Wednesday  evening  a  public 
meeEng  called  by  the  Eastrick  Property  Owners  and  Gas  Consumers 
Association,  was  held  at  Eastrick,  to  further  consider  the  question  of  the 
gas  supply  of  the  district.  Mr.  H.  Sugden  presided,  and  severely  criH- 
dzed  the  report  made  to  the  Wakefield  Quarter  Sessions  by  Mr.  J.  W 
Close,  of  Leeds,  the  Accountant  appointed  by  the 

accounts  of  the  Gas  Company,  as  given  in  the  J ournal  last  week.  He  said, 
however,  that  the  repor'i  h"ad  proved  every  charge  the  consumere  l^ad 
made  against  the  Company  ;  and  he  contended  that  the  £223  which  Mr. 
Close  sfated  in  his  report  to  have  been  spent  in  wines  and  cigars  by  the 
Directors  ought  to  be  returned  by  those  who  had  consumed  them  in 
addition  to  receiving  their  fees  as  Directors.  He  should  now  be  glad  for 
the  whole  thing  to  settle  down;  and  he  hoped  the  consumers  and  the 
Company  would  be  able  to  work  together  in  the  future,  ®°, 
be  supplied  at  as  cheap  a  rate  as  possible._  Mr.  Storey,  the  Solicitor  for 
the  consumers  in  the  recent  legal  proceedings,  addressed  the  meeting  at 
great  length.  He  gave  an  exhaustive  resume  of  the  whole  of  the  case, 
and  severely  censured  several  of  the  actions  of  the  A 

Company.  The  following  resolution  was  unanitnously  passed  .  ““®^ 

hearing  the  report  of  the  Accountant,  this  meeting  considers  it  ^RWy 
necessary  to  re-elect  the  present  Committee,  and  resolves  that  any  balance 
remaining  after  all  accounts  have  been  paid  remain  in  the  bank. 


HIGH  COURT  OF  .JUSTICE— CHANCERY  DIVISION. 

Thursday,  Oct.  26. 

[Before  Mr.  Justice  Stirling.) 

lewis  V.  WESTON-SUPER-MARE  LOCAL  BOARD  OP  HEALTH.  , 

This  case,  which  was  of  some  importance  to  local  authorities,  was  hear 
during  the  last  sittings,  when  his  Lordship  reserved  his  Ji8gment  It  was 
a  motion  to  restrain  the  defendants,  who  are  the  Urban  Sanitary  Autho¬ 
rity  for  the  district  of  Weston-super-Mare,  from  carrying  ^  water-main 
through  certain  freehold  lands  belonging  to  the  T 

part  of  the  garden  of  a  house  at  Weston-super-Mare.  The  defendants  had, 
under  the  powers  of  the  Public  Health  Act,  1875,  undertaken  to  Wovi^e 
their  district  with  a  supply  of  water,  and  for  this  purpose  had  constructed 
on  theh  Hndl,  adjoinfn^g'those  of  the  plaintiff  a  reBervoir  from  which 
they  desired  to  carry  a  main  to  a  point  on  the  other  side  of  the  P'^intifl 
property.  Previously  to  March,  1888  negotiations  had  taken  place  be^ 
toe  plaintiff  and  the  defendants  for  the  purchase  by  the  9  ^'P 

toe  plaintiff’s  land  for  the  purpose  of  laying  the  mam  ^  > 

these  had  not  resulted  in  any  binding  agreement  between  the  Pa^ies-  11" 
March  21, 1888,  a  report  was  made  to  the  defendants  by  a  Mr.  Aitl 
Powell  a  gentleman  in  their  service,  to  the  effect  that  it  was  desirable  that 
the  maii/should  be  laid  through  Mr.  Lewis  s  and  recommending 

that  the  necessary  notice  should  be  giwn  to  him  l°’'l^wit  L  The  report 
was  siened  “  Your  Surveyor,  Arthur  Powell ;  and  the  question  turned 

upon  the  right  of  Mr.  Po  Jell  to  use  this  title,  and  ®""®®ff"®"^‘y,i7g"a5to 
value  of  the  report  for  the  defendants’  purposes  under  the  P^lic  Health 
Act  It  appeared  that  Mr.  Powell,  who  is  a  civil  engineer,  had  been 
appointed  Fn  November,  1887,  as  assistant  to  the  then  Surveyor,  on  whose 
death  in  the  following  month,  he  was  promoted  to  the  offic^  pending  the 
sdection  of  a  successor.  Mr.  Powell’s  engagement  under  this  resolution 
wL  determined  on  March  25,  1888  (four  days  “^^er  the  date  of  ^le  report^ 
when  a  Mr.  Collins  was  appointed  Surveyor,  ^he  repmt  of  the  21st  ot 
March  was  taken  into  consideration  by  toe  Board,  and  adopted 
11th  of  April  last  after  which  notices  were  served  on  the  plaintiff.  Some 
»r;4»„de»sv;.u;d  th.  ,  and  the  df 

to  apply  for  a  Magistrate’s  order  under  section  30o_  *^’® 

Act.^  This,  however,  was  not  done;  and  J^9®  f 

defendants  were  carrying  their  pipes  up  to  on  the  16th  of  .Ju 

applied  for  and  obtained  an  ex  parte 
continued  on  notice;  and  the  question  now  before  ‘h® 

this  injunction  ought  to  be  continued  to  the  trial  of  the  action  or  further 
01*^61* 

Mr.  Buckley,  Q.C.,  and  Mr.  H.aldane  appeared  for  the  plaintiff ;  Mr. 
Gr-aham  Hastings,  Q.C.,  and  Mr.  E ,  Ford  for  the  defendants. 

Justice  Stirling  to-day  delivered  an  exhaustive^  judgment.  He  said 

the  defendants  claimed  the  power  t®  m-®"* uJiBto’Act*^^  sFction 

tiff’s  land  under  sections  51,  54,  and  16  of  the  Public 

54  provided  that  “  when  a  local  authority  supply  water  within  their  dis 
trict  they  shall  have  the  same  powers  and  be  subject  to  the  same  restric¬ 
tions  for  carrying  water-mains  within  or  without  their  district  a,s  they 

have  and  are  subject  to  for  carrying  sewers  within  aecLon  16^pre^ 

respectively  by  the  law  for  the  time  being  in  force  ,  and 
vided  that  “  any  local  authority  may  carry  any  sewer,  .  .  .  after  giving 

reasonXe  notice  in  writing  to  the  owner  or  occupier  (if  on  th®  report  of 
the  surveyor  it  appears  necessary)  into,  through,  or  under  any  lands  what 
soever  within  their  district.”  The  injunction  was  claimed  on  two  grounds  . 
(1)  It  was  said  that  it  was  not  and  did  not  appear  by  the  report  of  the  2  s 
of  March  1888,  to  be  “  necessary  ”  to  carry  the  mam  through  the  plain 
tiff's  lands;  and  (2)  it  was  contended  that  Mr.  Powell,  by  whom  the  report 
was  made,  was  not  “  the  surveyor  ”  within  the  meaning  of  section  16  o 
the  Act.  Both  these  points  raised  questions  on  the  construction  of  the 
Act  •  and  his  Lordship  proceeded  to  deal  with  them  at  length.  Having 
cited  a  number  of  authorities  bearing  upon  the  case,  he  consMered  the 
scope  of  the  word  “  necessary  ”  in  the  above-quoted,  section.  He  said  it 
mig^ht  well  mean  “necessary  for  the  efficient  discharge  of  *®  ^Hty 
the^ way  which  is  most  for  the  public  interest.  It  was  *^®  ^uty  of  t 
surveys  to  take  all  the  circumstances  of  the  case  into  consideration,  and 
come  to  a  conclusion  as  to  the  best  course  to  be  pursued,  and  rep®^* 
accordinelv — saying  what  was  necessary  to  be  done  in  order  to 
carry  in^o^  effect  the  scheme  which  commended  itself  to  3^^?’ 
men!  If  the  Court  found  that  the  _  surveyor  had  eprcised  his 
iudgment,  and  come  to  a  conclusion  in  good  faith,  his  Lordship 
apprehended  that  it  ought  not  to  interfere,  although  other  courses  by 
udFich  the  necessity  for  entering  upon  private  lands  might  be  avoided 
might  be  pointed  out,  and  might  be  admitted  to  be  practicable ,  and  ure 
although  engineers  of  greater  eminence  than  the  surveyor  mi„ht  co 
forward  and^say  that  they  would  themselves  have  reported  favour  of 
the  adoption  of  one  of  the  alternative  courses.  The  second  objection  of 
the  plaFntiff  had  still  to  be  considered.  The  defendants  had  power  to 
carry  their  mains  through  the  plaintiff’s  land  only  “  if  on  the  report  o 
FKrveyor  it  appears  necessary.”  Who  was  “  Ill® . ’'®f®"®i 
to  ?  His  Lordship  then  read  sections  4, 189,  and  190  of  the  Public  Health 
Act,  and  said  that]  in  his  opinion,  “  the  surveyor  “i®"*^°“®^.  ®®°oq 

was  the  fit  and  proper  person  duly  appointed  under  section  18^  and 
no  other— not  even  an  engineer  of  the  greatest  eminence  whom  t 
authority  might  think  fit  to  consult.  Was  Mr.  Powell  such  a  perso"  ? 
In  his  Lordship’s  opinion  he  was  not.  The  Board  had  never  come  ® 
conclusion  that  he  was  a  fit  and  proper  person  to  be  their 
the  meaning  of  section  189.  All  that  they  had  determined  was  that  he 
was  comoetent  to  be  assistant  to  their  surveyor,  and  to  discharge  such  of 
the  dutieF  as  were  necessary  or  proper  to  he 

in  the  office  of  surveyor.  He  was,  in  fact,  in  the  language  ot  tne  Act, 
“  an  officer  or  servant,  necessary  or  proper  for  the  efficient  execution  of 
the  Act ’’  but  not  “  the  surveyor.”  It  was  said  that  the  present  surveyor, 
who  was  admitted  to  have  been  duly  elected,  and  to  be  the  surveyor, 
had  made  an  affidavit,  in  which  he  took  the  same  view  and  approved  of 
the  report  of  Mr.  Powell.  His  Lordship  thought,  however,  that  this  was 
not  material  for  the  present  purpose.  The  defendants  were  seeking  to 
avail  themselves  of  a  power  conferred  on  them  by  statute  m  derogation 
of  the  plaintiff’s  rights ;  and,  so  doing,  they  must  follow  strictly  the  ter'ns 
of  the  power.  The  existence  of  a  report  of  “  toe  surveyor  .^y  44® 

acts  contemplated  by  tliem  appeared  to  be  ."ecess^^y  J]'®  ® 

opinion,  a  condition  precedent  to  the  doing  of  those  ®'°ts  .  and  as  tne 
report  of  toe  21st  of  March,  on  which  the  whole  of  their  proceedings  were 
waF  not  the  report  of  “  the  survpor,”  ^®thouglR  the  plaintiff 
was  entitled  to  an  injunction  until  the  trial  of  the  action  or  turtne 
order. 


The  Local  Government  Board  have  sanctioned  a  loan  of  £6000  by  the 
Bastord  R^al  Sanitary  Authority,  for  works  of  water  supply  for  the 
parish  of  Kirkby-in-Ashfield. 
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MR.  ELLIS  LEVER  AND  THE  SALFORD  CORPORATION  GAS 
UNDERTAKING. 

At  tlie  Meeting  of  the  Salford  Town  Council  to  be  held  to-morrow,  the 
attention  of  the  members  will  be  again  specially  directed  to  matters 
seriously  affecting  the  gas  undertaking  of  the  Corporation.  The  agenda 
paper  sets  forth  that  the  Mayor  (Mr.  Alderman  A.  L.  Dickins)  will  submit 
a  communication  “  with  reference  to  the  action  of  the  Consulting  Com¬ 
mittee  in  a  certain  matter  in  the  case  of  Samuel  Hunter ;  ”  that  the 
Council  will  also  receive  correspondence  between  the  Mayor  and  Mr.  Ellis 
Lever,  “  in  respect  of  the  resolution  of  the  last  meeting  of  the  Council 
\_ante,  p.  045]  as  to  the  appointment  of  a  Committee  to  consider  certain 
statements  made  by  Mr.  Lever  in  the  public  press  on  gas  matters ;  ”  and 
that  Mr.  Phillips  will  move  that  this  resolution  be  rescinded  so  far  as  it 
relates  to  the  appointment  of  a  Committee,  and  that  in  lieu  thereof  the 
Council  consent  to  Mr.  Lever’s  proposal  “  that  he  shall  nominate  two 
members  of  the  Council,  who,  being  so  nominated,  shall  themselves  appoint 
a  third,  to  whom  he  will  disclose  evidence  of  such  frauds,  and  that  the 
said  members  so  selected  shall  be  appointed  to  form  themselves  into  a 
Sub-Committee  to  receive  such  evidence,  and  to  report  thereon  to  the 
Council.”  It  may  therefore  be  expected  that  the  proceedings  on  the 
occasion  will  be  lively.  In  view  of  the  great  interest,  for  the  gas  industry 
generally,  which  attaches  to  the  charges  made  by  Mr.  Ellis  Lever  in  con¬ 
nection  with  the  Salford  gas  undertaking,  it  may  not  be  out  of  place  to 
reproduce  certain  portions  of  some  letters  which  have  lately  appeared  on 
the  subject  in  the  local  press. 

Mr.  Lever’s  first  communication — in  which  he  ofiered,  provided  the 
Corporation  would  allow  him  to  nominate  two  persons,  with  power  in 
them  to  name  a  third,  for  the  purpose,  to  show  the  Council,  within  14 
days,  how  the  ratepayers  were  being  “  defrauded  ”  in  regard  to  their  gas 
undertaking — was  given  in  the  Joubnal  for  the  9th  inst.,  in  conjunction 
with  the  proceedings  of  the  Council  thereon.  The  result,  it  will  he 
remembered,  was  the  appointment  of  a  Committee  to  hear  what  Mr.  Lever 
had  to  say  on  the  matters  specially  referred  to  in  his  letter.  This  Com¬ 
mittee,  as  stated  in  the  Journal  last  week,  Mr.  Lever  declined  to  meet, 
on  the  ground  that  they  were  all  either  ordinary  or  ex-officio  members 
of  the  Gas  Committee,  whose  conduct,  it  was  to  be  presumed,  he  would 
impugn.  His  action  called  forth  a  letter  from  Mr.  F.  S.  Phillips,  one  of 
the  Committee,  expressing  regret  thereat.  He  said  :  “  I  regret  it,  because 
I  can  see  no  good  in  continuing  the  present  state  of  matters,  making 
allegations  and  not  bringing  about  an  issue.  I  regret  it  also  because  a 
body  of  men  constituting  the  present  Gas  Committee,  who  have  done 
everything  possible  for  the  interests  committed  to  their  charge,  are 
branded  in  the  public  mind  as  knowing  or  taking  part  in  or  permitting 
fraud  ;  and  I  say  that  it  is  unjust  to  place  this  imputation  upon  us  and 
refuse  to  let  the  matter  be  cleared  up.  I  do  not  hesitate  do  say  that  the 
present  Gas  Committee  has  merited  very  different  treatment.”  He 
suggested  that  Mr.  Lever  and  the  Corporation  should  both  agree 
to  accept  a  Committee  of  the  Council  to  be  nominated  by  an  inde¬ 
pendent  person — Mr.  Oliver  Heywood,  the  High  Sheriff,  being  men¬ 
tioned.  The  next  day  Mr.  Snape  followed  with  a  letter,  pointing 
out  that  the  new  Gas  Committee  had  not  been  in  ofiSce  twelve  months; 
and  that  the  new  Manager  commenced  his  duties  only  a  little  more  than  six 
months  ago.  Since  then,  he  said,  the  Committee  and  Manager  had  been 
working  almost  night  and  day,  getting  the  works  into  as  good  condition 
as  possible  before  the  winter  came  on.  Many  improvements  were  in 
contemplation,  but  it  would  take  months  to  execute  them ;  and  it  would 
be  another  two  years  before  a  fair  estimate  of  the  work  of  the  new  Com¬ 
mittee  could  be  made.  He  therefore  appealed  to  Mr.  Lever  and  to  the 
general  public  to  suspend  their  judgment,  and  grant  the  Committee  fair 
play.  As  to  the  objection  raised  to  the  Sub-Committee,  Mr.  Snape  said:  “  The 
Council  simply  objected  to  Mr.  Lever  nominating  his  own  judge  and  jury. 
They  want  an  impartial  tribunal.  Will  Mr.  Lever  accept  a  Committee  com¬ 
posed  of  two  members  nominated  by  himself  and  two  members  nominated 
by  the  Council,  with  the  Mayor  for  Chairman  ?  If  so,  I  will  help  him  to 
get  it.”  Mr.  Snape  proceeded  to  defend  himself  from  a  charge  made 
against  him  by  Mr.  Lever  of  having  “  neglected  his  duty  ”  because 
he  did  not  act  on  certain  information  given  to  him  by  Mr.  Lever  in 
connection  with  the  history  of  the  Garswood  coal  contract,  which  figured 
so  conspicuously  in  the  Hunter  trial ;  claiming  that  the  matter  was  to  be 
treated  as  confidential  until  some  further  communication  was  received 
from  Mr.  Lever.  He  concluded  by  saying  that  if  Mr.  Lever  would  help  to 
send  to  prison  a  few  of  the  bribers,  who  were  worse  than  the  bribees, 
instead  of  railing  at  the  new  Gas  Committee,  he  would  be  doing  good 
service.  Mr.  Lever  replied  to  both  these  letters  on  the  23rd  inst.  With 
regard  to  that  of  Mr.  Phillips,  he  indicated  Sir  James  Farmer,  the  ex- 
Mayor  of  Salford,  as  a  member  of  the  Special  Sub-Committee  to  whom  he 
had  a  “  strong  and  natural  objection,”  inasmuch  as  Sir  James  preferred  to 
see  him  criminally  prosecuted  rather  than  afford  him  the  opportunity  of 
stating  at  a  personal  interview  what  he  had  to  say  in  reference  to  the 
frauds  being  perpetrated  upon  the  ratepayers  of  Salford.  As  to  the 
responsibility  of  the  new  Gas  Committee,  in  reference  to  existing  coal  con¬ 
tracts,  to  which  reference  had  been  made  by  Mr.  Snape,  Mr.  Lever  said 
he  pointed  out  that  many  of  the  contracts  of  1880  were  corruptly  obtained, 
and  would  prove  a  heavy  burden  upon  the  people  of  Salford.  He  added  : 
“  The  Council  knew  that  these  contracts  could  be  replaced  at  a  saving  of 
j925,000  to  the  ratepayers,  but  they  deliberately  decided  to  seal  these 
unfavourable  contracts  in  September,  1887 — seven  months  after  my  prose¬ 
cution,  and  nearly  twelve  months  after  the  old  Gas  Committee’s  purchase. 
But  is  it  not  a  fact  that  within  thellastjfew  weeks  the  new  Gas  Committee, 
for  whom  Mr.  Snape  pleads,  have  entered  into  a  new  contract  for  25,000 
tons  of  coal  without  any  advertisement  or  competition  ?  ”  As  to  the  con¬ 
stitution  of  the  Sub-Committee,  he  said :  “  The  contention  of  Mr.  Snape 
that  the  Corporation  wish  for  an  impartial  tribunal  will  hardly  hold  water 
in  the  face  of  the  fact  that  the  Sub-Committee  they  appoint  embraces  no 
member  who  is  not  an  ordinary  or  an  ex-officio  member  of  the  Gas  Com¬ 
mittee.  In  objecting  to  my  nomination  of  ‘  two  members  of  the  Council, 
with  power  to  them  to  name  a  third,’  the  Council  in  effect  say,  ‘We  have 
in  our  body  at  least  three  men  who  are  untrustworthy.’ ”  With  regard  to 
the  “  neglect  of  duty  ”  on  the  part  of  Mr.  Snape,  Mr.  Lever  denied  ever 
having  made  such  a  charge.  Mr.  Snape  last  Friday  replied  to  this  letter. 
Referring  to  Mr.  Lever’s  objection  to  the  Sub-Committee,  he  said  “  What 
does  Mr.  Lever  mean  or  want  with  regard  to  the  tribunal  ?  I  have  said 
that  he  desires  to  select  his  own  judge  and  jury,  and  that  this  is  a  tribunal 
which  is  not  satisfactory  to  the  Salford  Corporation,  who  offered  him  one 
which  seemed  to  them  fair.  But  Mr.  Lever  will  not  bring  his  case  before 
them.  Since  then  Mr.  Phillips  has  suggested  a  tribunal  to  be  selected  by 
Mr.  Oliver  Heywood,  the  High  Sheriff.  I  have  suggested  another.  Will 
Mr.  Lever  accept  none  of  these  ?  Why  does  he  ignore  Mr.  Phillips’s 
suggestion  and  my  own  ?  Will  he  kindly  say  if  he  considers  them  fair, 
and  if  so,  why  he  does  not  accept  one  of  them  ?  The  Council  are  most 
anxious  that  if  there  are  any  frauds  still  going  on,  as  Mr.  Lever  alleges, 
they  should  be  stopped  at  once  without  a  moment’s  loss  of  time  ;  and  it 


certainly  does  seem  surprising  that  if  Mr.  Lever  has  the  proofs  of  these 
serious  allegations  in  his  possession,  he  is  so  reluctant  to  produce  them. 
As  I  said  before,  it  is  nothing  less  than  persecution  to  keep  these  charges 
hanging  in  the  air,  and  the  public  mind  in  a  ferment  of  suspicion,  without  at 
once  bringing  the  proofs  to  the  front.”  On  the  subject  of  the 
coal  contracts,  Mr.  Snape  said:  “Respecting  the  contracts  Mr.  Lever 
says  : — ‘  I  know  that  I  pointed  out  that  many  of  the  contracts  of  1888  were 
corruptly  obtained.’  This  is  news  to  me.  I  know  nothing  of  it.  The 
contracts  were  accepted  by  the  Corporation  on  Oct.  6,  1886,  three  days 
before  my  interview  with  Mr.  Lever,  when  for  the  first  time  I  heard  any¬ 
thing  approaching  even  a  credible  story  with  regard  to  frauds  in  the  gas 
management ;  and  then,  as  I  have  said,  no  names  were  given,  and  certainly 
nothing  was  said  to  me  with  regard  to  corruption  as  to  the  new  contracts, 
except  that  both  Mr.  Lever  and  I  inferred  that  there  was  a  probability  of 
corruption  in  regard  to  them  if  the  story  he  then  told  me  was  true.  But 
he  certainly  gave  me  no  proof  of  corruption  in  regard  to  them,  nor,  so  far 
as  I  am  aware,  has  he  given  any  since  to  anybody  else.  I  opposed  the 
sealing  of  the  contracts  in  December,  1886,  because,  although  I  had  strong 
suspicion  from  what  Mr.  Lever  told  me,  I  had  no  proof ;  and  I  was  awav 
for  my  holidays  in  September,  1887,  when  the  contracts  were  sealed,  or  I 
should  have  opposed  it  again.  But  I  never  heard  that  Mr.  Lever  had 
produced  any  proofs.  The  position  of  the  Council  and  the  Gas  Committee 
was  a  difficult  one.  The  contracts  had  been  accepted  by  resolution  of  the 
Council,  as  before  stated,  and  deliveries  had  begun  on  Nov.  1,  1886.  It  is 
true  the  actual  contracts  were  not  sealed,  and  one  of  the  first  questions 
that  arose  at  the  Investigation  Committee  was  whether,  under  the  circum¬ 
stances,  the  whole  of  these  contracts  ought  not  to  be  cancelled.  But  on 
consulting  our  legal  advisers  we  were  told  that  the  contracts  having  been 
accepted,  and  part  deliveries  having  been  made  thereunder,  although 
the  seal  had  not  been  attached,  they  were  legally  binding  unless  we  could 
prove  fraud  with  regard  to  each  specific  contract.  This  we  were  not  able 
to  do,  nor  are  we  able  to  do  it  yet ;  and  therefore  the  contracts  still  stand. 
If  Mr.  Lever  succeeds  in  enabling  us  to  prove  fraud  in  regard  to  any  one 
of  them,  I  promise  him  it  will  not  be  very  long  before  that  particular  con¬ 
tract  is  cancelled,  and  an  action  commenced  for  the  recovery  of  any  money 
out  of  which  the  Corporation  has  been  defrauded.  Mr.  Lever  asks  :  ‘  Is 
it  not  a  fact  that  within  the  last  few  weeks  the  new  Gas  Committee,  for 
whom  Mr.  Snape  pleads,  have  entered  into  a  new  contract  for  25,000  tons 
of  coal  without  any  advertisement  or  competition  ?  ’  Mr.  Lever  has  not 
the  hardihood  to  say  that  a  new  contract  has  been  entered  into,  but  his 
language  certainly  suggests  it;  the  fact  being  that  one  of  the  present  con¬ 
tracts  is  for  39,000  tons  of  cannel  to  be  delivered  by  the  end  of  1889.  The 
present  Gas  Committee  find  they  will  not  want  this  quantity  of  cannel  for 
a  long  time,  and  that  if  they  take  it  in,  they  would  have  to  stack  it  in  their 
yard,  where  it  would  deteriorate,  and  they  would  lose  interest  upon  it. 
So  they  have  induced  the  contractor  to  cancel  a  portion  of  the  cannel  still 
undelivered,  and  to  deliver  in  substitution  therefor  an  equal  money  value 
of  another  kind  of  coal  which  the  Committee  actually  do  want.  This 
variation  of  the  contract,  when  properly  explained,  will,  I  am  sure,  meet 
with  the  approbation  of  everybody ;  whereas  Mr.  Lever  tries  to  bring  it  up 
as  a  charge  against  the  Gas  Committee  that  they  are  improperly  entering 
into  new  contracts  for  coal  without  advertising  for  the  same.”  Mr.  Snape 
concluded  by  again  appealing  to  the  public  to  give  the  new  Gas  Committee 
fair  play,  and  to  Mr.  Lever  to  come  forward  in  a  manly,  straightforward 
way,  and  state  his  case  fully  if  he  has  any  charges  to  make  against  any¬ 
body.  He  added  that  Mr.  Lever  might  depend  upon  it  that,  in  the  spirit 
at  present  animating  the  Salford  Council,  they  would  cleanse  their  various 
departments  from  all  proved  corruptions  and  irregularities. 

As  bearing  largely  on  the  matters  alluded  to  in  the  correspondence 
above  summarized,  it  will  be  of  interest  to  reproduce  a  letter,  on  “  Coal 
Commissions,”  addressed  by  the  President  of  The  Gas  Institute  (Mr.  H. 
Woodall,  M.  Inst.  C.E.)  to  the  Manchester  papers  last  week.  It  was  as 
follows: — “This  subject  is  evidently  occupying  so  much  of  public  atten¬ 
tion  in  the  neighbourhood  of  Manchester,  that  I  venUire  to  hope  you  will 
afford  me  space  for  a  few  words  upon  an  aspect  of  the  question  which 
hitherto  has  received  too  little  consideration.  It  is  generally  accepted 
that  the  commission  system  is  a  most  reprehensible  one,  and  that  the 
sooner  it  is  abolished  the  better.  But  it  is  not  so  generally  known  that, 
unsuspected  by  most  people,  and  even  by  officials  themselves,  it  is  being 
exercised  to  the  prejudice  of  public  interests  in  ways  that  would  be 
ludicrous  were  they  not  so  exasperating.  On  one  occasion  I  found  that  an 
intimate  friend  had  been  paying  a  commission  to  a  casual  acquaintance 
on  coals  supplied  to  me,  and  that,  naturally  enough,  he  had  given  me 
credit  for  having  shared  the  plunder.  In  another  case  a  man  whom  I 
know  neither  by  name  nor  sight  went  to  a  colliery  with  a  statement  that 
he  had  influence  with  me,  and  for  a  consideration  could  secure  an  order. 
A  sample  was  tested  and  a  contract  made ;  and  it  was  not  until  another 
year  that  I  learned  we  had  been  paying  6d.  a  ton  on  10,000  tons  to  this 
very  clever  fellow,  whose  acquaintance  I  had  still  to  make.  Now,  what  I 
want  to  ask  is.  Why  should  colliery  proprietors  put  their  trust  in  middle¬ 
men  ?  And  why  should  companies  or  corporations  buy  through  them  ? 
The  credit  of  a  gas  concern  is  practically  as  good  as  that  of  Government 
itself.  There  is  therefore  no  need  of  a  negotiator;  and  manifestly  a  com¬ 
pany  is  surer  of  being  supplied  with  what  it  bargains  for  when  dealing 
with  the  colliery  direct.  Manchester  has  probably  lost  more  than  any 
other  town  in  Britain  by  persistent  disregard  of  these  self-evident  truths  ; 
and  it  will  be  a  happy  day  for  ratepayers,  councillors,  and  officials  when 
the  blunder  is  recognized  and  corrected.” 


THE  CHARGES  IN  CONNECTION  WITH  THE  HALIFAX 
GAS-WORKS. 

At  the  Meeting  of  the  Halifax  Town  Council  last  Tuesday — the  Mayor 
(Mr.  Alderman  J.  Booth)  in  the  chair — the  question  of  giving  an  indemnity 
to  Mr.  Alderman  Riley  with  regard  to  the  charges  made  against  him  by 
Mr.  T.  K.  Fox,  of  being  guilty  of  certain  malpractices  in  connection  with 
the  Corporation  gas  undertaking,  was  under  discussion.  It  will  be  re¬ 
membered  that  Mr.  Riley’s  Solicitor  (Mr.  W.  H.  Boocock)  sent  to  the 
Town  Clerk  (Mr.  Keighley  Walton)  a  draft  form  of  indemnity  which  he 
wished  the  Mayor  to  sign  prior  to  any  action  against  Mr.  Fox  being  taken. 
The  Town  Clerk  objected  to  certain  clauses  of  the  indemnity,  and  returned 
it  amended  to  Mr.  Boocock.  The  indemnity  is  as  follows ;  the  words  in 
italics  being  those  struck  out  by  the  Town  Clerk  as  objectionable,  and  the 
words  in  brackets  those  inserted  by  the  Town  Clerk,  acting  on  behalf 
of  the  Mayor  : — 

“  This  Indenture,  between  James  Booth,  of  Halifax,  in  the  county  of 
York,  manufacturer,  the  Mayor  of  the  said  borough  of  Halifax,  of  the  one 
part,  and  James  Turner  Riley,  of  the  other  part. 

“  Whereas  one  Thomas  King  Fox  hath,  after  a  certain  indemnity  had 
been  given  to  him  by  the  said  James  Booth,  made  charges  or  alle¬ 
gations  against  the  said  James  T.  Riley,  imputing  to  him  malprac¬ 
tices  in  connection  with  the  Halifax  Gas-Works,  which  said  charges 
or  allegations  were  contained  in  a  writing  signed  by  the  said  Thomas 
King  Fox,  and  forwarded  by  his  directions  to  the  said  James  Booth ;  and 
whereas  it  hath  been  thought  desirable  that  the  truth  of  the  said  charges 
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ind  allegations  of  malpractices  should  be  investigated  in  a 
Ind  that  the  said  James  T.  Eiley  should  commence  ^  J'^h  an  achon 

or  damages  for  defamation  of  his  character  against  the  said  Thom 
5iug  Fox  ;  and  whereas  the  said  James  Booth  requested  the  said  James 
DurLr  Eiley  forthwith  to  commence  such  action  ;  ag 

fames  Turner  Eiley  hath  agreed  so  to  do  upon  being  mdemmhed 

‘  No"w  thE^Menture  witnesseth  that,  in  consideration  of  the  said 
igreement,  the  said  James  Booth  doth  hereby  covenant  and 
ihe  said  James  Turner  Eiley,  his  executors  and 

ivent  of  a  verdict  being  found  or  judgment  given  «  ^ndcoItsT 

if  the  said  James  Turner  Eiley  [for  the  sum  of  ^ 

as  also  in  any  event,  unless  the  said  James  Turner  Biley 
action  he  fojncl  or  proved  ynilty  of  malpractices  in 
Halifax  Gas-Works,  in  the  shape  of  corruptly 

commission  or  bribe,  on  coal  or  other  things  purchas^l  by  the  Co^ 
he,  the  said  James  Booth,  will  save  harmless  and  keep  fully  mde^ 
the  said  James  Turner  Eiley,  his  executors  and  administrators,  from  all 
-osts  (as  well  between  solicitor  and  client  as  between  party  and  party  [)], 
and  is  ivell  his  and  his  executors’  or  administrators  ow^  oosts  as  costs 
he  or  they  may  be  liable  to  pay  the  opposite  or  othei  parties),  and  alt 
charges,  disbursements,  and  expenses  of  what  nature  or  kif  soewer,  which 
he  tL  said  James  T.  Eiley,  his  executors  or  administrators,  or  his  or  their 
duly  authorized  solicitors  or  agents,  shall  properiy  incur  (as  ^ 

after  action  brought)  in,  about,  or  relating  to  the  obtaining  information 
for  or  conducting  of,  such  action  or  of  the  said  action,  or  in  or  about  the 
brinmng  of  the  same  to  trial,  or  the  trying  of  the  same;  it  being 
intentiifn  and  meaning  of  these  presents  that  the  said  James  Turner  Ri  Ji 
his  executors  or  administrators,  should  not  be  put  to  incur  ®^P® 
nersonallv  in  the  event  herein  provided  for,  and  that  in  the  events 
herein  prLided  for,  or  in  any  of  them,  whatever  expense  the  sam  James 
Turner  Eiley,  his  executors  or  administrators,  may  ipur  P^'” 

he  and  they^ shall  be  fully  recouped,  reimbursed,  and  indemnified  by  the 

^^“'^An  ™t^he  said  James  Booth,  on  behalf  of  the  Corporation  of  Halifax 
and  their  officials,  doth  hereby  further  covenant  agree  with 
James  T.  Eiley,  his  executors  and  administrators,  that  the  said  lhoma,s 

King  Fox  shall  not  in  such  action  set  up  any  plea  or  defence 

ground  of  privilege,  and  that  every  reasonable  opportunity  and  facility 

shall  be  given  to  him,  the  said  James  Turner  Eiley,  and  his  solicitors,  for 
inspecting  and  taking  copies  of  all  the  Corporation  books  relating  to  the  gasj 
works,  and  also  all  tenders,  contracts,  and  papers  relating  to  or  affectin„ 
the  working  and  management  of  the  said  gas-works. 

“  And  the  said  James  Turner  Eiley  doth  hereby  covenant  and  agree 
with  the  said  James  Booth  that  he  will,  within  one  week  of  the  execution 
of  these  presents  by  the  said  James  Booth,  commmce  an  action  for 
damages  for  defamation  of  character  against  the  said  Thomas  King  1  ox, 
and  that  in  such  action  an  opportunity  shall  be  afiorded  to  J  j^mes 

King  Fox,  of  alleging  and  substantiating,  if  he  can,  that  the  said  James 
Turner  Eiley  was  or  had  been  guilty  of  malpractices  in  connection 
with  the  Halifax  Gas-Works,  in  the  shape  of  corruptly  receiving  money, 
by  way  of  commission  or  bribe,  on  coal  or  other  goods  purchased  by  the 
Halifax  Corporation  for  the  said  gas-works. 

“  In  witness,”  &o. 

On  the  minute  in  the  agenda  relating  to  this  matter  being  reached. 

The  Mayor  called  upon  the  Town  Clerk  to  read  some  correspondence  he 

had  received  on  the  subject. 

The  Town  Clerk  read  the  following  letter  from  Mr.  Eiley  s  bolicitor  . 

“  Dear  Sir, — I  have  now  seen  my  client  upon  your  alterations  m  the  dratt 
deed  of  indemnity,  and  these  alterations  raise  two  important  points: 
(1)  The  indemnity  is  limited  by  making  it  dependent  upon  Mr.  Eiley 
obtaining  a  verdict  of  illO  or  upwards  and  costs  against  Mr.  box.  You 
will,  of  course,  see  that  in  certain  events  Mr.  Eiley  may,  with  this  limita¬ 
tion,  have  to  pay  his  own  costs,  whilst  Mr.  Fox,  according  to  the  terms 
of  his  indemnity,  will  not ;  and  this  although  Mr.  Fox  may  not  succeed 
in  proving  anything  against  my  client.  It  is  only  reasonable  to  ask  that 
Mr^  Eiley  should  be  indemnified  from  all  costs  in  any  event  save  verdict 
for  the  Lfendant.  (2)  The  draft,  as  altered,  gives  Mr  Fox  uuhmited 
scope  to  make  any  charge  or  allegation  against  my  client  in  anything  he 
may  have  done  or  omitted  to  do  in  connection  with  the  gas-works,  io 
thisi  cannot  advise  my  client  to  agree.  Eeferringto  the  indemnity  given 
to  Mr.  Fox  (which  I  take  from  the  print  in  the  newspapers,  as  I  have  no 
other  copy),  it  is  recited  that  Mr.  Fox  has  ‘  written  certain  letters  to 
Keighley  Walton,  Esq.,  the  Town  Clerk  to  the  said  borough  of  Halifax 
concerning  the  supply  of  coals  to  the  said  gas-works  ;  and  further,  that 
the  said  Corporation  expressed  a  desire  to  have  the  said  statements 
in  the  letters  of  the  said  T.  K.  Fox  fully  and  thoroughly  investigated  ; 
and  the  first  clause  of  such  indemnity  provides  that,  on  the  signing 
thereof,  Mr.  Fox  shall  state  ‘  in  writing  the  name  or  names  of 
the  person  or  persona  referred  to  in  his  letters  as  the  object 
of  the  charges  therein  referred  to.’  But  in  the  statements  made 
by  M».  Fox  in  pursuance  of  his  indemnity,  these  letters  are  never 
referred  to,  and  my  client  is  only  mentioned  in  two  of  the  state¬ 
ments.  The  first  of  these  statements  we  may  pass  by  for  present 
purposes,  as  it  merely  states  Mr.  Fox’s  opinion  that  Mr.  Eiley  is  unfit  to 
be  Chairman  of  the  Gas  Committee ;  the  latter  charges  my  client  with 
malpractices,  which  may  mean  a  great  deal  or  nothing.  Now, 

Fox’s  letters,  the  words  of  the  indemnity,  and  statements  made  by  the 
Mayor  and  others,  the  public  have  interpreted  them  as  accusing  Mr. 
Eiley  of  having  been  guilty  of  the  offence  of  receiving  bribes  or  com¬ 
mission  on  coal  bought  for  the  gas-works.  _  If  Mr.  Fox,  by  charging  my 
client  with  malpractices,  means  such  practices  as  these,  my  client  is  pre¬ 
pared  to  proceed  against  Mr.  Fox,  and  defies  him  to  prove  them,  ihe 
draft  indemnity,  as  submitted  to  you  by  me,  goes  further  than  this, 
because  it  includes  not  only  coal,  but  any  other  goods  purchased  by  the 
Corporation  for  the  gas-works.  I  must  therefore  ask  that  the  provision 
that  the  indemnity  shall  be  in  force  unless  my  Mient  be  found  or  proved 
guilty  of  malpractices  in  connection  with  the  Halifax  Gas-Works  in  the 
shape  of  corruptly  receiving  money  by  way  of  commission  or  bribe,  on  coa,l 
or  other  goods  purchased  by  the  Corporation  ’  (and  which  you  have  struck 
out),  be  allowed  to  remain.  These  are  the  grounds  upon  which  my  client 
is  prepared  to  meet  Mr.  Fox ;  and  if  Mr.  Fox’s  charges  mean  less  than  these, 
he  cares  not  to  disprove  them  further  than  he  has  already  done  by  stating 
that  they  are  not  true,  and,  unless  the  draft  be  agreed  to  as  submitted,  I 
cannot  advise  my  client  to  accept  the  indemnity.”  He  explained  that 
there  were,  so  far  as  he  could  gather,four  objections  to  the  alterations. 
As  to  the  first  objection,  what  the  Corporation  wanted  was  precisely  on 
the  same  lines  as  the  indemnity  given  to  Mr,  Fox.  Secondly,  Alderman 
Riley  declined  to  face  unknown  charges;  but  the  fapt  was  that  the  cor¬ 
poration  did  not  know  what  the  charges  were,  but,  if  action  was  taken, 
could  call  upon  Mr.  Fox  to  state  the  particulars  of  his  charges,  and  could 
pin  him  down  to  state  them.  The  last  objection  was  the  most  important 
one  however.  Alderman  Eiley  declined  to  commence  any  action  unless  Mr. 
Fox  would  charge  him  with  taking  commission  or  bribes  on  coal  or  other 
goods  purchased  by  the  Corporation.  It  was  not  yet  known  whether 


Mr  Fox  would  make  such  a  charge,  or  could  do  so  ;  if  not,  then  whatever 
other  charges  be  made  and  proved,  and  however  serious  they  were 
Alderman  Eiley  was  still  to  be  indemnified  In  fact,  Mr.  Fox  niight 
prove  twenty  charges  of  malpractices ;  but  unless  one  of  these  twenty  was 
a  malpractice  by  taking  commission  or  bribes,  Alderman  Eiley  was  to  be 

held  innocent,  and  to  be  indemnified.  .  icivr,.  17  r 

The  M.ayor:  I  have  to  move  the  following  resolution  Mr.  E.  H. 
Wrigley  and  Mr.  William  Carr  having  declined  to  commence  any  action 
for  libel  against  Mr.  T.  K.  Fox,  and  Alderman  Eiley  hapng  declined  to 
take  proceedings  against  Mr.  Fox  except  with  an  indemnity  by  t  e 
Coundl,  in  terms  which  the  Council  cannot  agree  to,  resolved  that  the 
Sub-Committee  (the  Mayor,  Mr.  Alderman  Eamsden,  and  the  Town  Clerk) 
be  authorized  and  requested  to  prosecute  their  inquiries, _  and  institute 
such  proceedings,  civil  or  criminal,  as  they  may  be  advised. 

Alderman  Poll-\rd  said  he  had  great  pleasure  in  seconding  the  moti^. 
The  statement  made  by  the  Town  Clerk  had  much  surprised  him.  He 
had  been  under  the  impression  that  the  Council  agreed  at  its  last  mat¬ 
ing  to  give  the  same  indemnity  to  Alderman  Eiley  as  was  87®“ 

Fox,  and  nothing  more.  If  this  was  not  satisfactory,  let  the  Council 

take  what  proceedings  they  might  be  advised,  ^1;'' nerk 'if 

Alderman  Holdsworth  said  he  should  like  to  ask  the  Town  Clerk  if 
“  bribes  ”  were  not  mentioned  in  the  indemnity.  That  was  a  much  broader 
term  than  “  commission,”  and  meant  money  received  in  any  way  for  goods 

^°The°TowifcL^E°RK^replied  in  the  affirmative,  hut  pointed  out  that  A-Wer- 
man  Holdsworth  did  not  appear  to  him  to  catch  the  point  aimed  at  by 

the  clauses  objected  to  in  the  indemnity.  ’  f^imi 

stipulated,  “  as  also  in  any  event,”  unless  Alderman  Eiley  i^s  found 
guilty  of  receiving  money  by  way  of  commission  or  bribe,  cCo.  Now  1 1  y 
did  not  know  what  Mr.  Fox  intended  to  prove,  or  what  form  of  mah 
practices  he  alleged;  and,  therefore,  if  he  proved  twenty  other  charges  of 
Malpractices  agkinst  Alderman  Eiley,  unless  he  proved  a  malpractice 
by  way  of  commission  or  bribe  on  coal  or  other  goods  purchased  by  the 
Corporation,  he  would  fail  if  the  clause  in  the  indemnity  stood  as 

^'^Alde^rman  Midgley  :  Am  I  right  in  concluding  that  Alderman  Eiley  is 
prepared  to  accept  an  indemnity,  provided  it  covers  any  charge  of  corrup¬ 
tion  as  alleged  against  liim  ? 

The  Town  Clerk  :  No.  ,  ^  ^  . 

Alderman  Eiley  said  he  should  like  to  make  a  statement. 

The  Mayor  said  he  could  not  allow  him  to  speak.  .  .  „ 

Alderman  Longbottom  referred  to  certain  statements  which  seemed  to 
have  gone  forth  to  the  public  to  the  effect  that  the  Lord  Chancellor  was 
to  be  Isked  to  appoint  a  Eoyal  Commission  to  inquire  1“^°  the  subject  of 
the  gas  scandal,  and  also  another  rumour  that  the  Local  Government 
Board  were  to  be  asked  to  open  an  inquiry.  He  did  not  know,  with  regard 
to  the  first  statement,  that  a  Eoyal  Commission  could  be  appointed  by  any 
authority  but  Parliament;  and  with  regard  to  the  second,  he  did  not 
apprehend  that  the  Local  Government  Board  had  authority  or  control 
over  gas-works  owned  and  managed  by  a  municipal  , 

The  Town  Clerk  said  he  quite  agreed  with  Alderman  Longbottom  that 
neither  the  Lord  Chancellor  nor  the  Local  Government  Board  had  any¬ 
thing  to  do  with  the  matter.  „ 

Alderman  Eiley  ;  I  wish  to  ask  the  Town  Clerk  if  I,  having  received  a 
notice  to  attend  this  Council  meeting,  have  not  a  right  to  fpeak. 

The  Town  Clerk  :  No  member  of  the  Couucil  cau  speak  on  subjects  in 

which  he  is  personally  interested.  .  ,  .  ,  ,  j.  . 

'The  resolution  was  then  put,  and  carried  without  a  dissentient. 


Mr.  Alderman  Eiley  on  His  Defence. 

Last  Friday  evening  the  annual  ward  meeting  of  the  hurgesses  of  the 
Market  Ward,  Halifax,  of  which  Mr.  Alderman  Eiley  is  9^® 
man,  was  held  ;  and,  in  view  of  the  recent  proceedings  in  the  Council,  was 
well  attended.  Mr.  Eiley  occupied  the  cham,  and  after  a 
remarks,  in  the  course  of  which  he  assured  the  burgesses  that  there  had 
been  no  desire  on  his  part  to  shirk  the  meeting,  he  asked  permission  to 
detain  them  for  a  short  time  in  reference  to  the  subj^t  Y^mh  was  so 
prominently  before  the  town-viz.,  the  “  gas  scandah  He  said  .  It 
IS  now  nearly  17  years  since  you  first  did  me  the  honour  of  electing  me 
as  one  of  your  reMesentatives,  and  I  have  ever  since  been  a  member  of 
the  Halifax  Corporation  ;  and  for  the  last  12  years  I  have  be  en  Chaiman 
of  the  Gas  Committee.  During  the  whole  of  this  and 

acted  as  I  thought  best  for  the  interest  of  the  ratepayers  of  this  town  ,  imd 
I  defy  the  Mayor,  or  Mr.  Fox,  or  any  other  person,  to  point  out,  in  my 
corporate  career,  one  single  instance  of  dishonourable  conduct,  oj 
violation  of  my  duty  towards  you,  my  electors,  or  the  ratepayers  generally 
Mr  Fox  has  made  two  so-called  charges  against  me— namely,  that  i  am 
unfit  to  occupy  the  position  of  Chairman  pf  the  Gas  Committee  and 
that  I  have  been  guilty  of  malpractices  in  connection  with  the  gas 
works  Now,  what  do  these  allegations  amount  to  ?  Whether  1 
am  or  am  not  fit  to  be  the  Chairman  of  Cas  Committee 

is  merely  a  matter  of  opinion ;  and  I  ask  you  to  decide  tins  poi  t 
for  yourselves.  I  think,  however,  that  this  -charge  is  sufficiently 
answered  by  the  fact  that  the  price  of  gas  in  this  town  has  dropped 
from  43.  to  Is.  9d.  per  1000  cubic  feet  during  the  time  I  have  been 

Chairman  of  the  Gas  Committee ;  that  in  ooo'^cubic 

i;233,523  17s.  5d.  invested  in  the  works,  the  make  w’as  264,038,000  cub 
feet,  whilst  in  1887,  with  a  capital  of  ^£290,744  15s.  4d.,  or  about  ^53,000 
more  than  in  1875,  the  make  was  527,703,000  cubic  feet,  or  practically 
double  that  of  1875;  that  during  this  period  the 

transferred  from  a  state  of  chaos  to  one  of  first-class  order,  and  that 
there  is  scarcely  another  place  in  England  which  has  gas  so  low  a  rate 
as  we  have  here.  The  latter  charge  also  is  equally  vague.  No  particulars 
are  given  as  to  the  nature  of  the  malpractices  of  which  Mr.  Fox  accuses 

Me.^  The  term  “  malpractice”  is  of  very  wide  and  indefinite  import  It 
sometimes  means  a  great  deal,  and  it  sometimes  means 
nothing  at  all.  Literally  speaking,  negligence,  carelessness,  or  inattention 
are  malpractices.  No  man,  even  in  his  own  business,  is  perfect ,  and 
would  have  been  an  impossibility  for  me  to  have  occupied  the  position  of 
Chairman  of  the  Gas  Committee  of  this  Corporation 

years  without  having  been  guilty  of  one  or  more  of  the  above  malprac^ 
Les.  If  this  is  the  sense  in  which  Mr.  Fox  uses  the  term 
then  this  charge,  too,  would  be  of  so  trivial  a  nature 
held  not  to  be  libellous.  In  conimon 

practice”  signifies  criminal  conduct;  and,  taken  m  this  sense,  and  1 

Lnjunctionlvith  what  the  Mayor  has  said— viz.,  that  the  ^mporation  has 

been  defrauded  out  of  several  thousands  of  pounds— the  public  have  been 

given  to  understand  that  I  have  been  guilty  of  rec^ving 

bribes.  Gentlemen,  I  assert  most  positively  that  there  is 

particle  of  truthiin  this  base  insinuation ;  and  I  offered  to  sue  Mr.  Fox  on 

this  ground.  The  Mayor  and  the  Town  Clerk,  however,  have  advised  the 

CorpMation  not  to  accept  this  offer.  g®“?l®“®“Vwe  Xe° ruling 

saying  that  no  such  charge  can  be  proved  against  me.  I  f^^^iu^^mincfl 
of  the  Mayor  and  Town  Clerk,  in  refusing  to  hear  me  speak  at  tbe  Counc  1 
meeting  on  'Tuesday  last,  to  speak  for  itself;  and,  I  am  sure,  gentleme  , 
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that  you  will  all  agree  with  me  in  saying  that  it  was  unjust,  and  that  thereby 
I  was  placed  at  a  great  disadvantage.  During  the  whole  of  the  time  that 
the  subject  has  been  before  the  public,  I  have  never  been  consulted  by  the 
Mayor  in  reference  thereto.  Surely  he  ought  to  know  that  one  side  of  a 
question  always  seems  very  plausible  until  the  other  side  has  been  heai-d  ; 
and  had  he  spoken  to  me,  I  have  no  doubt  that  I  could  have  shown  him,  as 
far  as  I  am  concerned,  that  there  is  not  the  slightest  foundation  for 
Mr.  Fox’s  charges.  I  do  not,  however,  intend  to  indulge  further  in  crying 
out  against  the  injustice  done  to  me;  and  seeing  that  the  Council  has 
passed  a  resolution  to  prosecute  their  inquiries  by  means  of  civil  or 
criminal  proceedings,  I  can  only  add  that  I  am  very  glad,  and  that, 
knowing  that  I  am  perfectly  innocent,  1  am  prepared  to  meet  whatever 
legal  proceedings,  if  any,  they  may  adopt.  I  have  been  told  to-day,  on 
pretty  good  autliority,  that  the  matter  is  boiled  down  to  this — that  the 
Corporation  intend  to  sue  Mr.  Wrigley,  contractor  for  cannel  coal,  for 
deficiency  in  the  quality  of  coal.  Mr.  Wrigley  was  in  the  town  yesterday, 
and  had  an  interview  with  the  Mayor  and  Town  Clerk,  and  that  is  the 
result  of  their  deliberations.  We  shall  have  to  wait  our  time.  I  have  no 
fear  that  anything  will  be  discovered  that  can  incriminate  me  in  the 
slightest  degree.  I  have  an  inward  consciousness  that  I  have  done  nothing 
wrong,  and  no  amount  of  sifting  can  prove  that  I  have  occupied  my 
position  in  the  Corporation  to  benefit  my  pocket  in  any  form  ;  and  I  defy 
the  Mayor,  or  any  court  of  inquiry  in  the  world,  to  prove  that.  Of  course, 
I  know  what  I  have  done — I  ought  to  know  ;  and  there  is  nothing  that  has 
kept  me  up  through  this  great  trial  but  the  inward  consciousness  that  I 
have  done  nothing  to  betray  the  confidence  that  you  reposed  in  me 
17  years  ago. 

There  have  been  further  references  to  the  matter  at  other  ward  meetings. 
Mr.  Brear,  a  member  of  the  Gas  Committee,  was  questioned  about  it  at 
the  meeting  he  addressed  last  night  week,  and  stated  that  there  was  a 
man  employed  to  weigh  the  coal,  and  if  the  Committee  had  been  deceived, 
it  was  nothing  they  could  help.  The  weighman  had  told  him  it  was  im¬ 
possible  for  him  to  weigh  all  the  coal,  owing  to  the  lack  of  siding  accom¬ 
modation  ;  and  he  would  need  a  couple  of  horses  or  an  engine  to  move  the 
trucks  on  to  the  machine.  He  (Mr.  Brear)  once  asked  Mr.  Carr  if  he  found 
the  coals  came  up  to  contract.  He  said  he  did ;  and  when  he  did  not,  he 
would  at  once  speak  to  the  Committee  about  it.  In  answer  to  further 
questions,  Mr.  Brear  said  the  weighing-machine  was  only  out  of  repair 
four  days  after  the  Committee  knew  about  it.  All  the  coals  would  be 
weighed  by  the  Eailway  Company  on  their  own  behalf.  Alderman 
Midgley,  at  a  meeting  over  which  he  presided  on  Wednesday  night,  said  the 
question  as  to  the  weighing  of  the  coal  should  be  inquired  into  further,  so  as 
to  ascertain  whether  anybody  had  given  the  weighman  orders  not  to  weigh 
the  coal.  If  he  had  received  such  orders,  then  somebody  was  seriously  to 
blame  ;  and  whoever  it  was — man  or  master — an  example  should  be  made  of 
him.  If,  as  had  been  expected,  there  were  hindrances  in  the  way  of  the 
trucks  being  weighed,  these  hindrances  should  be  removed,  even  if  it  cost 
.£500  or  .£600  to  do  it.  He  had  heard  the  remark  that  they  should  sweep 
away  the  whole  of  the  Gas  Committee.  He  did  not  approve  of  such  a  course, 
for  they  might  depend  upon  it  that  the  members  of  the  Committee  were  as 
honest  and  straightforward  as  they  themselves  were.  The  Committee 
had  made  a  mistake ;  and  no  doubt  every  member  felt  this  as  acutely  as 
anyone  outside.  _ 

The  Halifax  Courier  states  that  “  on  Thursday  afternoon  the  Mayor, 
Mr.  Alderman  Eamsden,  and  the  Town  Clerk  had  an  interview,  at  the 
Town  Hall,  with  Mr.  Emor  G.  Wrigley  and  his  Solicitor  (Mr.  Cobbett,  of 
Manchester),  having  reference,  no  doubt,  to  the  matter  alleged  against 
Mr.  Wrigley— viz.,  sending  coal  of  inferior  quality  to  that  contracted  for. 
What  the  result  of  the  inquiry  was  is,  of  course,  kept  private.  It  is  not 
nnlikely,  however,  that  proceedings  may  be  commenced  against  Mr. 
Wrigley  to  recover  the  diSerence,  if  any,  in  the  value  of  the  coal  supplied 
and  that  agreed  for.  It  may  interest  our  readers  to  know  that  from  1881  to 
1886  hand-picked  coal  was  not  contracted  for  by  Mr.  Wrigley;  but  in  the 
latter  year,  we  are  informed,  the  contract  was  altered,  and  5000  tons  of 
hand-picked  coal  were  to  be  sent.  In  the  following  year  a  similar  contract 
with  him  was  again  entered  into ;  and  this  year — last  May,  we  believe — 
6000  tons  were  ordered  of  him  of  the  same  quality.  If  proceedings  be 
taken,  and  the  coal  now  supplied  be  found  to  be  other  than  that  agreed 
for,  it  is  not  unlikely  that  the  contract  will  be  cancelled  ;  and  the  action 
would  then  be  to  recover  the  difference  in  the  value  of  10,000  tons  supplied 
in  1886  and  1887,  and  on  the  quantity  delivered  so  far  since  the  last 
contract.” 


The  Gas-Works  of  the  Huddersfield  Corporation. —  The  new  gas¬ 
works  of  the  Huddersfield  Corporation  in  the  Leeds  Eoad  were  started 
on  the  27th  ult.  After  an  inspection  of  the  new  retorts  and  the  other 
machinery  and  apparatus,  which  has  been  erected  under  the  supervision 
of  the  Corporation  Gas  Engineer  (Mr.  J.  Burgess),  the  Committee  pro¬ 
ceeded  to  the  station  meter,  and  afterwards  to  the  new  gasholder,  where 
the  ceremony  of  turning  the  valve  was  performed  by  Miss  Stocks,  the 
daughter  of  the  Vice-Chairman  of  the  Gas  Committee. 

The  Hendon  Local  Bo.ard  and  Electric  Lighting. — At  the  meeting 
of  the  Hendon  Local  Board  on  Monday  last  week,  Mr.  Yule  brought  for¬ 
ward  a  motion  in  reference  to  the  electric  lighting  of  the  district,  and  said 
his  object  in  doing  so  was  to  obtain  a  more  economical  system.  At  present 
they  paid  4s.  fid.  per  1000  cubic  feet  for  gas,  which,  as  compared  with 
London,  was  very  high.  The  following  motion  was,  after  a  very  brief 
discussion,  unanimously  agreed  to  : — “  That  the  Solicitor  be  instructed  to 
inquire  as  to  the  cost  of  adopting  a  system  of  electric  lighting  as  at  Barnet ; 
the  Surveyor  to  report  as  to  the  estimated  relative  cost  of  lighting  the 
more  populous  parts  of  the  district  as  against  gas.” 

Bombay  Gas  Company,  Limited. — The  report  of  the  Directors  of  this 
Company  and  the  accounts  for  the  half  year  ending  June  30  last,  which 
will  be  submitted  at  the  meeting  of  the  shareholders  on  the  7th  prox.,  are 
satisfactory  so  far  as  the  receipts  are  concerned.  Compared  with  the 
corresponding  half  of  last  year,  the  revenue  from  the  sale  of  gas  and 
meter-rental  displays  an  increase  of  i£1102  13s.  There  has  also  been  an 
improvement  in  the  sale  of  coke,  tar,  and  fittings.  The  unsatisfactory 
feature  in  the  half-year’s  operations  is  the  serious  loss  in  exchange,  which 
was  £14,947  lOs.,  on  the  £32,000  remitted  in  the  six  months;  the  average 
rate  being  Is.  4i^d.  per  rupee.  Of  this  loss  £8474  10s.  has  been  charged  to 
profit  and  loss,  and  the  balance  (£6500)  written  oS  exchange  equalization 
account;  leaving  £1979  5s.  5d.  at  the  credit  of  the  latter  account.  The 
amount  at  the  credit  of  profit  and  loss  is  £8859  10s.,  which,  with  the 
balance  brought  forward  (£156  10s.),  makes  a  total  of  £9016.  Out  of  this 
sum  the  Directors  have  placed  £500  to  the  reserve  fund  for  depreciation 
of  plant,  &c.,  and  declared  an  interim  dividend  of  3§  per  cent.,  amounting 
to  £8400 ;  leaving  £116  to  be  carried  forward.  The  Directors  regret  to 
announce  the  retirement,  through  ill-health,  of  Mr.  G.  A.  Northover  from 
the  position  of  Auditor.  Under  the  Articles  of  Association,  they  have 
appointed  Mr.  E.  A.  Flinders  to  fill  the  vacancy  until  the  next  ordinary 
meeting  of  the  shareholders. 


THE  BEITISH  GASLIGHT  COMPANY  AND  THEIE  ACCOUNTS. 

At  the  Meeting  of  the  Hanley  Town  Council  last  Tuesday,  the  report 
presented  by  the  General  Purposes  Committee  showed  that  the  following 
resolution  had  been  adopted  by  the  Gas  Sub-Committee “  That  this 
Sub-Committee,  having  examined  the  statement  of  accounts  of  the  British 
Gaslight  Company,  Limited,  for  the  year  ended  June  30,  1888,  hereby 
expresses  its  satisfaction  that,  notwithstanding  the  correspondence 
which  has  taken  place  between  the  Company  and  the  Corporation,  and 
the  reduction  in  the  price  of  gas,  the  Company  have  omitted  the  items  of 
depreciation  and  insurance  from  such  statement,  which  shows  that  in 
addition  to  paying  all  dividends  and  arrears  of  dividends,  together  with 
£973  4s.  8d.  balance  of  costs  of  the  inquiry  before  the  Eecorder,  they  have 
for  the  first  time  a  reserve  of  £717  9s.  lid.”  In  moving  the  adoption  of 
the  report,  Alderman  Powell  said  the  Company  had  carried  out  the 
promise  they  made  to  the  Corporation  some  time  ago  not  to  charge  in 
their  statement  of  accounts  for  depreciation  and  insurance.  All  through 
their  dispute  with  the  Company,  the  Corporation  had  contended  that  the 
Company  had  no  right  to  do  this ;  and  now  they  had  ceased  to  do  it. 
The  result  was  that,  after  reducing  the  price  of  gas  from  3s.  fid.  to  3s.  per 
1000  cubic  feet,  they  had  been  able  to  do  extraordinary  things.  For 
instance,  they  had  paid  off  a  large  sum  for  what  in  1884  was  a  deficiency 
of  dividends;  they  had  paid  the  full  amount  of  their  statutory  dividend 
upon  £42,610;  they  had  farther  paid  dividends  at  the  rate  of  74  per  cent, 
upon  £30,000,  and  at  the  rate  of  5  per  cent,  upon  £34,702.  They  had  even 
done  more  than  this  ;  for  somehow  or  other  they  had  found  out  that, 
whereas  in  1884  there  was  owing  to  the  London  Board  a  sum  of 
£3397,  the  London  Board  now  owed  to  the  Potteries  undertaking  a  sum 
of  £736.  The  Company  had  now,  for  the  first  time,  created  a  reserve  fund 
of  £717  9s.  lid.,  and  had  shown,  also  for  the  first  time,  by  a  fair  statement 
of  accounts  what  an  immensely  profitable  undertaking  the  gas-works 
were.  They  were  so  profitable,  indeed,  that  he  hoped  the  burgesses  of 
Hanley  would  not  be  contented  until  the  undertaking  belonged  to  the  Cor¬ 
poration.  The  report  was  adopted. 


CEAEA  GAS  COMPANY,  LIMITED. 

The  Annual  General  Meeting  of  this  Company  was  held  last  Friday,  at 
the  London  Offices,  9,  Queen  Street  Place — Mr.  Horatio  Brothers,  C.E., 
in  the  chair. 

The  Secretary  (Mr.  T.  Guyatt)  read  the  notice  convening  the  meeting; 
and  it  was  agreed  to  take  as  read  the  Directors’  report  and  accounts  for 
the  year  ending  June  30  last,  an  epitome  of  which  was  given  in  the 
Journal  last  week  (p.  734). 

The  Ch.urman,  in  rising  to  move — “That  the  report  and  accounts  be 
received  and  adopted,”  said  he  had  pleasure  in  remarking  that  the  balance- 
sheet  which  tliey  had  before  them  was  perhaps  the  best  that  had  ever 
been  submitted  to  the  shareholders.  It  was  true  that  the  Board  did  not 
recommend  quite  so  large  a  dividend  as  they  had  previously  declared ;  but 
this  was  a  matter  of  policy.  The  Directors  considered  it  best  to  strengthen 
their  position  by  increasing  the  reserve  fund.  The  accounts  on  the  present 
occasion  called  for  very  little  remark.  There  was  an  increase  of  £386  in 
the  receipts  from  private  consumption,  and  of  £280  in  those  from  the 
public  lamps — making  a  total  increase  of  £660  in  the  revenue  from  gas. 
There  had  also  been  an  improvement  in  residual  products  to  the  extent  of 
£428.  In  other  words,  the  residuals  produced  £920,  against  £496.  The 
total  increase  in  the  revenue  from  all  sources  was  £1278.  On  the  expendi¬ 
ture  side  of  the  account  there  was  a  decrease  of  £221 ;  but  in  the  balance- 
sheet  of  last  year  there  appeared  an  item  of  “  tax  on  meters,  £590.” 
This  tax  the  Board  expected  would  be  abolished.  It  was  part 
of  the  arrangement  that  the  Company  made  with  the  Provincial 
Authority,  when  they  entered  into  an  agreement  to  provide  300 
more  lamps,  that  this  tax  should  be  no  longer  levied.  It  was  now  await¬ 
ing  the  decision  of  the  Legislative  Assembly  ;  and  they  hoped  it  would  be 
confirmed.  Deducting  this  £590,  the  expenditure  was  practically  £369 
more  than  in  1887.  Of  this  increase,  £318  fell  to  coals.  He  might,  how¬ 
ever,  remark  that  their  Manager  (Mr.  T.  M'Making)  was  scarcely  to  be 
blamed  for  this,  because  in  regard  to  the  coal  there  were  certain  circum¬ 
stances  over  which  he  had  no  control.  They  had  no  doubt  that  in  the 
future  the  make  of  gas  would  be  considerably  increased.  Although  they  had 
not  produced  so  much  gas  per  ton  of  coal  carbonized,  they  had  sold  the 
same  quantity  of  gas  per  ton.  The  other  items  of  the  account  did  not 
show  any  very  remarkable  or  noteworthy  changes.  The  profit  exhibited  a 
gratifying  increase — from  £2977  in  1887  to  £4476  now.  To  make  a  fair 
comparison,  however,  the  tax  on  meters  levied  in  1887  amounted  to  £590, 
and  not  being  charged  in  1888,  must  be  deducted,  which  would  reduce  to 
£986  the  increase  of  profit  over  1887.  The  capital  account,  the  share¬ 
holders  would  see,  had  been  augmented  by  a  sum  of  £2741  6s.  5d.  This 
was  occasioned  by  the  additional  lamps  and  fixing  them,  and  new  appa¬ 
ratus  and  coal  stores.  In  the  current  year  there  would  also  be  an  increase, 
as  the  Board  were  extending  the  works  to  meet  the  requirements  of  their 
customers.  He  anticipated  that  this  increased  demand  for  gas  would 
continue,  as  it  was  now  doing;  and  there  was  no  doubt  that  in  the  future 
they  would  have  to  make  further  provision  for  it.  As  to  the  prospects  of 
the  Company,  he  might  say  that  he  looked  forward  with  a  great  deal  of 
pleasure.  It  would  be  observed  that,  instead  of  dividing  the  whole  of  the 
amount  earned,  the  Board  recommended  that  £1000  should  be  put  to  the 
reserve  fund.  By  this  means  they  increased  the  stability  of  the  Company 
and  the  certainty  of  the  dividend. 

Mr.  J.  Darell  Blount  seconded  the  resolution,  which  was  at  once 
agreed  to.  ■  j  -j  3 

On  the  motion  of  the  Chairman,  seconded  by  Mr.  Blount,  it  was  decided 
to  add  £1000  to  the  reserve  fund,  and  to  pay  dividends  at  the  rate  of  10 
per  cent,  per  annum  on  the  preference  shares  (less  income-tax),  and  at 
the  rate  of  11  per  cent,  per  annum  on  the  ordinary  shares,  free  of  income- 
tax.  This  will  make,  with  the  interim  dividend,  8  per  cent,  for  the 
year. 

Mr.  A.  J.  King  proposed,  and  Mr.  F.  W.  Brothers  seconded,  the  re-elec¬ 
tion  of  the  Directors  retiring  by  rotation  (Messrs.  Horatio  Brothers  and 
F.  A.  Wallroth). 

The  motion  was  carried  unanimously,  and  Mr.  Brothers  returned 
thanks. 

On  the  motion  of  Mr.  White,  seconded  by  Mr.  Andrews,  Mr.  Eobert 
King  was  elected  Auditor  of  the  Company,  in  the  place  of  Mr.  E.  W. 
Wilbraham,  who  retired,  and  did  not  seek  re-election. 

The  Chairm-an  next  proposed  a  vote  of  thanks  to  the  Manager,  the 
Secretary,  and  the  Officers  of  the  Company.  In  doing  so,  he  read  an 
extract  from  the  Libertador,  of  Aug.  27  last,  giving  a  report  on  the 
popular  fetes  promoted  by  the  Town  Council  of  Fortaleza.  In  the  course 
of  the  report  it  said  ;  “  A  ball  in  the  open  air  in  our  picturesque  garden 
was  the  great  attraction  of  the  fetes.  The  garden  was  a  gem  of  elegant 
and  festive  ornamentation,  presenting  an  illumination  which  gained 
unanimous  praise  for  the  zealous  and  indefatigable  Manager  of  the  Ceara 
Gas  Company  (Mr.  M'Making),  to  whom  the  President  of  the  Province 
expressed  the  satisfaction  which  he  felt  for  the  way  in  which  that  gentle¬ 
man  had  discharged  his  arduous  task  in  a  few  hours.” 

The  motion  was  cordially  agreed  to. 
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The  Secketary  responded  m  suitable  terms,  remarking 
I‘Making  being  abroad,  be  would  very  much  appreciate  the  vote,  as 
lecessarily  he  had  not  too  much  of  the  comforts  which  they  had  this  side 
L  vote  of  thanks  was  always  much  more  pleasing  to  a  Manager  abroad 

han  it  would  be  supposing  he  were  in  England.  Kprvices  of  the 

Mr.  Andrews  proposed  an  acknowledgment  of  the  ^ 

directors  '  eulogizing  the  manner  in  which  they  had  conduced  the  con 
^ern  He  confiderfd  it  very  politic  on  the  part  of  the 
■ecommend  the  substantial  addition  they  had  made  to  the  reserve  fund. 

Mr  E  King  seconded  the  proposition,  which  was  agreed  to  nem.  con. 
TheCH^MAN  Cing  bri&y  acknowledged  the  vote,  the  proceedings 

erminated.  _ _ _ 

THE  DUBLIN  COEPOEATION  AND  ELEC TBIC 
A  Special  Meeting  of  the  Dublin  Town  Council  f 

ast  week— the  Lord  Mayor  (the  Et.  Hon.  Thomas  Sexton,  M.B.)  in  tne 
•haiJ-to  consider  a  motion  to  the  efiect  that  the  Corporation  should  apply 
,0  the  Board  of  Trade  for  power  to  supply  electricity  within  the  area  of 

■'^Mf  Eo°BiNs“o^i'in  moving  a  resolution  embodying  the  above  proposition 

;aiM  the  question  had  been^efore  the  Council  “hev  had 

)here  had  been  no  practical  outcome,  owing  to  the  opposition  they  h 
■eceivedfrom  the  Dublin  Gas  Company.  When  the  Committee  of  the 
iVhole  House  had  this  question  under  their  consideration,  they  determined 

;o  apply  to  the  Board  of  Trade  for  a  Licence  to  use 

purposes  only— that  was  to  say,  that  the  Corporation  shoul^  if  they 
bleased  light  the  streets  of  the  city  with  the  electric  light.  They  had 
bower  if  they  desired,  to  apply  for  liberty  to  use  electricity  for  private 
purposes  also ;  but  the  Committee  decided  only  to  ask  for  it  for  public 
purposes,  thinking  the  Gas  Company  would  not 

poration  in  regard  to  the  manner  in  which  they  wished  to  lig>it J*®  ®'^- 
But  the  Company  had  oSered  them  the  most  determined  opposition, 
thought  the  time  had  now  come  when  the  mononolv 

for  a  Licence  for  private  lighting,  in  order  to  th^  Mtv— a 

which  the  Gas  Company  (had  succeeded  in  obtaining  over  the  city  a 
monopoly  which  they  evidently  considered  should  extend  not  only  to  gas 
but  to  electricity:  for  they  had  served  notice  that  they  intended  to  apply 
ilir  a  Provision^  Order  to  Lable  them  to  furnish  electric  lighting  both  for 
private  and  public  purposes.  _  This  was  a  thing  against  which  the  Corpora- 
tion  ouffbt  to  inako  a  detormined  stand. 

Mr.  Heady  seconded  the  motion.  He  said  he  was  exceedingly  please 
at  the  project  to  light  the  city  by  electricity,  and  so  were  a  large  number  of 

ratepayers  with  whom  he  had  conversed.  pf  tVio 

Mr  P  Doran  said  he  should  like  to  know  the  probable  expense  of  the 
scheme  '  He  should  much  prefer  that  the  Corporation  would  borrow 
£9000  to  build  dwellings  for  the  working  classes,  and  manage  with  their 
present  light,  rather  than  take  up  electricity,  which  had  been  a  failure  m 

°^Tlae'HiGH  Sheriff  (Mr.  Alderman  J.  Winstanley)  said  he  expected  that 
the  mover  of  the  resolution  would  have  shown  where  the  profit  would 
oom^to  the  citizens  of  Dublin,  and  would  have  quoted  the  cases  of  towns 
in  England,  Scotland,  or  elsewhere,  where  the  light  was  used,  and  show 
what  benefit  the  citizens  had  derived  from  it.  But  the 
had  heard  mentioned  was  that  the  Gas  Company  had  gone  to  the  Board  of 
Trade  to  protect  their  rights  against  the  mroads  of  the  Corporation  ,  but 
if  the  Directors  did  not  do  this,  they  would  have  been  wanting  m  the 
duty  to  their  shareholders.  He  had  no  objection  to  ®®''^““  “^rem^est 
the  Corporation  sporting  with  the  ratepayers  money  ;  but  before  a  request 
was  made  for  the  subscription  of  capital  to  this  undertaking,  it  should  be 
shown  that  there  would  not  be  a  considerable  loss  f  In  the  nro 

Mr  Dennehy  thought  the  members  ought  to  be  careful  that,  in  the  pro 

ceedines  they  were  taking,  they  did  not  bring  themselves  under  a  very 
seriouf  liabiUty  as  regarded  the  waste  of  public  money  They  were  going 
to  deal  with  a  site  from  which  the  Corporation  derived  ±200  a  year  and 
he  was  certain  the  water  power  there,  though  ample  for  public  lighti  g, 
would  not  be  sufficient  for  private  lighting.  They  ought  not  to  forget 
what  happened  to  the  Dublin  Electric  Lighting  Company,  should  be 

surprised  if  any  Committee  of  the  Council  or  any  citiz^s  of  Dublin  at  the 
preLnt  day  would  be  able  to  realize  a  profit  when  the  Board  of  that  Com- 

'Vr.  .b.  opposed  the  motion  ,fpp.-r.a  to  be 

nil  influenced  by  one  fear— the  loss  to  the  citizens  of  Dublin.  They 
should  remember  that  the  Dublin  Electric  Light  Company  was  woi^d  up, 
norbecause  they  were  not  making  profits-they  were  making  them-but 
because  they  had  not  sufficient  capital,  and  could  not  get  any  more  at  the 
time?  owing  to  a  panic  which  had  set  in  in  electric  lighting  shares  in 

^  mSoheety  thought  they  ought  to  establish  a  right  to  light  the  city, 
and  have  control  over  the  lighting  of  the  city,  whether  by  gas,  electricity, 
or  anything  else. 

So  ES  moiion.  lu  doing  so  ho  ..id  tho  Dhoctos.  .1 

the  Gas  Company  were  clever  business  men ;  and  they  evidently  thought 
electric  lighting  was  a  profitable  undertaking,  for  they  wanted  a  Incence 
for  it  They  would  not  move  unless  they  saw  a  considerable  profit  10  o 
20  percent.^  If  the  speculation  was  good  enough  for  them,  it  was  good 
enough  for  the  Corporation,  who  did  not  wish  to  pay  any  dividend. 

The  motion  was  carried  without  a  division  ;  and  it  was  subsequent  y 
resoEed  to  appoint  a  Committee  of  15  members  to  take  the  necessary  steps 
for  obtaining  the  Provisional  Order. 


An  Electric  Lighting  Scheme  for  Ipswich.— ^  tbe  meeting  of  t 
nswich  Town  Council  last  Wednesday  sanction 

Paris  and  Scott,  Limited,  of  Norwich,  to  lay  electric  light- 

,ng  and  power  purposes  in  certain  portions  of  the  borougn. 

Electric  Lighting  at  Barnet.- At  the  “®®*i“g  f 
Board  on  the  9th  inst.,  a  Committee  presented  a  report  to  the  efiect  that  as 

the  electric  lighting  contractor  had  failed  in  his  ®°“7he*confra?t  ^'^t  TC 
indifferent  he  be  given  14  days’  notice  to  terminate  the  contract.  At  tue 
urgent  request  of  certain  members  of  the  Board,  it  was  decided  to  suspend 
?hf  noticrior  a  f^tnight,  to  see  if  th®  contractor  made  ^ 
progress.  The  matter  accordingly  came  before  the  Board  f 

last  Tuesday,  on  the  question  of  r’nmmitiee  h??S 

observed  that,  the  report  and  recommendation  of  the  Committee  h^ing 
been  agreed  to  at  the  previous  meeting  their  duty  was  ®l®a7  They  must 
have  some  report  as  to  the  progress  made,  and  if  it  unsatisfactory,  a 
they  had  to  L  was  to  proceed  with  the  resolution.  ^e 

W.  H.  Mansbridge)  submitted  a  report  as  to  the  general  condition  of  t 
lighting  from  the  3rd  to  the  22nd  inst. ;  and,  in  answer  *®7^'^^.7Ta? 
IMr  C  Stephens),  said  he  could  not  regard  it  as  satisfactory.  It  was 
therefore  proposed  that  the  notice  suggested  by  the  Committee  sho^^^^ 
served  on  the  contractor.  An  amendment  was,  however,  brought  lorwa 

trgrant  h?m  another  week’s  grace;  and  if  by  t^^VZfnate  hi  c°on': 
progress  had  not  been  made,  to  give  him  notice  to  terminate  his  con 

tract.  Eventually  this  was  agreed  to. 


EDINBUEGH  AND  LEITH  GAS  COMMISSION. 

At  a  Meeting  of  the  Edinburgh  and  Leith  Gas  Commissioners  on  Mon¬ 
day  last  week— Lord  Provost  Clark  presiding— the  Works  Committee 
re^mmended  that  the  burgh  of  Leith  should  be  placed  on  the  same  foot¬ 
ing  as  Edinburgh  in  regard  to  the  lighting  of  the  public  lamps.  Attention 
was  directed  to  the  fighting  of  the  suburbs.  Mr.  Kinloch  A.nderson 
doubted  whether  the  burners  used  were  of  sufficient  size.  Tuere  was,  he 
said,  a  great  deal  of  grumbling  about  the  matter.  He  had  had  a  conver¬ 
sation  on  the  subject  with  the  Engineer,  who  informed  hiin  that  formerly 
the  city  allowed  the  Gas  Company  2  cubic  feet  of  gas  per  lamp  per  hour , 
but  this  amount  had  frequently  extended  to  4  feet.  Now,  however,  the 
Engineer  was  restricted  to  U  feet  per  hour.  In  reply  to  the  Provost,  it 
was  stated  that  this  change  was  made  last  year  by  the  Gas  Company.  A 
brief  discussion  ensued  on  the  subject,  and  subsequently  the  matter  was 
remitted  to  the  Works  Committee.  In  regard  to  the  application  ot  the 
retort-house  men  at  the  Leith  Gas-Works  to  have  their  wages  restored  to 
the  same  figure  as  before  May,  1886,  the  Finance  Committee  reported 
that  they  were  of  opinion  that  the  wages  and  hours  of  work  shou  d  be 
left  entirely  with  the  Engineers.  Bailie  Archibald  moved  that  Mr.  Linton 
pay  the  men  the  same  as  before  May,  1886.  The  Lord  Provost  said  that 
if  they  took  this  power  from  the  Managers,  it  would  put  them  in  an 
inferior  position.  Surely  it  was  right  that  the  men  should  deal  with  the 
Manager? and  not  with  the  Commissioners ;  otherwise  they  would  indivi¬ 
dually^  have  constant  complaints  from  workmen.  On  a  division  the  report 
of  the  Committee  was  adopted  by  a  majority.  It  was  stated  that  the 
Inland  Eevenue  Commissioners  had  fixed  the  stamp  duty  upon  the  Gas 
Commissioners’  Act  of  Parliament  al  £3973  ;  and  instructions  were  given 
to  pay  it.  Messrs.  Davidson  and  Syme  wrote  enclosing  a  summons  of 
declarator  and  interdict  and  damages  at  the  mstance  of  Messrs.  (Lilac  y 
and  Co  Brewers,  of  Canongate,  against  the  Edinburgh  Gaslight  Cotnpany 
for  fouling  a  well.  The  Lord  Provost  remarked  that  he  thought  this  was 
a  claim  against  the  old  Company ;  but  eventually  the  subject  was  sent  to 
the  Law  Committee  with  powers. 

THE  GAS  AND  WATEE  UNDEETAKINGS  OF  THE  NOTTINGHAM 

COEPOEATION. 

At  a  Meeting  recently  held  at  Nottingham  under  the  auspices  of  a  local 
Liberal  Association,  Mr.  Alderman  Goldschmidt  delivered  an  address  on 

the  finances  of  the  Corporation  He  7^^^®’^7oq*?7'hfia7lVto 

rateable  value  of  the  borough  has  increased  from  ±297,660  in  1871-2,  to 
£914  520  at  the  present  time  ;  the  rates  being  respectively  4s.  64d.  and  5s. 
in  the  pound.  The  last-named  figure  is  a  reduction  of  2d.  on  the  amount 
levied  in  1886-7.  Speaking  on  the  subject  of  the  productive  debt  of  the 
Corporation,  he  said  it  comprised  the  money  ^raised  on  the  security  of 
the  gas  and  water  undertakings.  “  For  these, 

a  heavy  price,  but  made  a  good  bargain  nevertheless.  We  owe  for  gas 
£878,113,  less  sinking  fund,  £12,770  ;  leaving  £865,343.  Not  one  pienny  of 
this,  however,  will  fall  on  the  rates.  The  gas  undertaking  pays  its  own 
interest,  provides  *a  sinking  fund,  and  has  already 
£100  000  This  sum,  if  invested  at  34  per  cent,  compound  interest,  would 
produce  £800,000  in  60  years,  and  thus  pay  of  the  whole  of  the  gas  debt ; 
but  as  we  are,  in  addition,  providing  a  sinking  fund  on  so  much  of  the 
ffas  debt  as  is  represented  by  consolidated  stock,  I 

far  in  saying  that  in  about  half  the  time  allowed  by  our  Act  this  splendid 
prop^rt^will  b®lo®g  to  the  town,  free  from  all  incumbrance.  More 
than  that,  the  gas  undertaking  contributes  large  amounts  t®  the 
support  of  institutions  which  cannot  legally  be  maintained  out  of 
tPo  rnt-pq  and  in  relief  of  rates.  Thus  we  received  in  1876-7,  ±5000  , 
1879  80  £6000  ■  1880-1,  £12,500;  1881-2,  £10,000;  1882-3,  £12,000 ;  1883-4, 
Sod  1884  1885-6’,  £22,000  ;  1886-7,  £12,500;  1887-8  £16,000 ; 

1888T£16,000-total,  £148,983;  and  our  gas  consumers  had  better  and 
cheaper  gas  than  almost  any  consumers  in  the  kingdom.  We  owe  lor 
water  works  £654,796,  less  sinking  fund,  £12,779  ;  leaving  i842,017  Like 
the  gas  this  concern  pays  its  own  interest,  provides  a  sinking  fund,  and 
contributes  small  sums  in  relief  of  rates-£6200  in  six  years  ;  but  it  cannot 
mate  (it  is  not  desirable  that  it  should)  large  profits,  ^ater  being  an 
indispensable  necessary  of  life,  as  much  as  the  air  we  breathe  and  a  power¬ 
ful  agent  in  securing  and  preserving  the  healto  of  the  town,  it  is  not 
desirable  to  restrict  proper  use  by  high  prices.  The  gas  and  water 
takings  are  thus  shown  to  be  profitable  concerns,  and  could  be  sold  any 
day  ffr  more  than  the  debt  we  owe  on  them.  There  is,  therefore,  not  the 
slightest  chance  of  a  call  eyer  being  made  upon  the  town  for  any  liability 
on^their  behalf ;  and  it  would  consequently  be  absurd  to  class  the  amounts 
I  have  given  of  their  debt  with  our  ordinary  debt  as  a  burden  upon  the 
town.” _ 

BEADFOED  COEPOEATION  GAS  AND  WATEE  SUPPLY. 

The  Work  or  the  Past  Year. 

At  the  Meeting  of  the  Bradford  Town  Council  last  Tuesday,  the  reports 
of  the  several  Committees  of  the  Council  on  the  work  of  the  past  municipal 
year  were  presented.  The  following  are  abstracts  of  those  of  the  Gas  and 
Water  Committees : — 

The  Gas  Committee  reported  that  during  Jbe  year  14,378  yards  of 
mains  and  1070  new  service-pipes  were  laid.  At  the  Mill  Street  works, 
l^O  retorts  were  taken  down  and  replaced  with  new  ones;  and  the  remain¬ 
ing  80  were  repaired.  At  the  Thornton  Eoad  works,  40  retorts  were  taken 
down  and  replied  with  new  ones  ;  and  the  remaining  280  7®^®  ' 

At  the  Valley  Eoad  works,  220  retorts  were  taken  down  and  new  ones 
erected  •  and^the  remaining  380  were  repaired.  The  telescoping  of  all  the 
gasholders  at  this  station  has  been  completed;  thus  afiording  a  oonsiderable 
mcrease  in  the  amount  of  storeage  room.  At  the  Birkshall  woiks,  ^50  retorts 
were  taken  down  and  new  ones  erected ;  the  remaining  150  haying  been  re¬ 
paired.  The  whole  of  the  foregoing  were  reported  t®  be  in  good  condition. 
Contracts  had  been  entered  into  for  the  suppl^f  101,000  tons  of  coal 
and  20  000  tons  of  cannel  on  satisfactory  terms.  With  respect  to  the  gas- 
stove  department,  the  Committee  reported  that  the  number  ®°®b»°|- 
stoves  sent  out  on  hire  from  the  opening  of  to  department  in  April,  1884, 
to  the  close  of  the  financial  year  was  504.  The  nurnber  of  cooking  an 
heati?ntoves  sold  in  this  period  was  3592.  At  the  chemical  works  at 
Frizinghall  1722  tons  of  sulphate  of  ammonia  were  manufactured  during 
the  year,  against  1753  tons  made  in  the  preceding  year ;  the  average  price 
oSed  being  £11  16s.  6d.,  against  £11  9s.  2d.  for  the  previous  year. 
This  showeTL  advance  of  6s  4d.  per  ton,  or  £545  6s.  on  the  quantity 
sold  during  the  year.  Of  sulphuric  acid,  1292  tons  were  produced  from 
the  spent  oxide  of  iron,  of  which  1237  tons  were  used  in  the  manufacture 
of  suFphate  of  ammonia.  The  chief  repairs  of  the  works  were  the  takmg 
down  of  the  largest  acid  chamber,  and  erecting  a  new  one  in  its  stead. 
The  former  had  been  in  use  upwards  of  six  years  ;  but  the  new  ohatoer, 
being  made  of  thicker  plates,  is  expected  to  last  eight  or  ten  years.  With 
resnect  to  electric  lighting,  the  Committee  reported  that  they  had  adopted 

Mr^^Shoolbred’s  scheme  for  laying  down  a  first  ^ilf  be'^^em^m^ 

supply  works  on  land  belonging  to  the  Corporation.  It  will  be  remem 
bered  that  power  has  been  obtained  from  the  Local  Government  Board  to 


no 
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borrow  £20,000  under  the  Bradford  Corporation  Electricity  Order  of  1883, 
in  order  to  carry  out  the  work.  The  works  are  now  in  progress  ;  and  it 
is  hoped  that  they  will  be  completed  early  in  the  ensuing  municipal  year. 
The  Committee  reported  that  during  the  year  the  lighting  of  the  town 
had  been  efficiently  kept  up.  All  new  roads  and  streets  were  lighted  as 
soon  as  opened.  The  whole  of  the  three-light  lamps  were  converted  into 
two-light  lamps,  of  which  674  are  now  erected ;  being  74  more  than  last 
year.  The  number  of  ordinary  lamps  in  the  out-districts  is  450;  and  the 
number  within  the  district  of  the  gas  supply  of  the  Corporation  is  5283 — 
making  the  total  number  of  lamps  in  the  borough  6407,  as  against  6206 
last  year. 

The  Water  Committee  in  their  report  stated  that  the  past  year  had 
been  remarkable  for  the  very  exceptional  distribution  of  the  rainfall ;  that 
of  the  winter  months  being  much  below  the  average,  while  the  fall  during 
the  early  spring  and  summer  had  proved  greatly  in  excess.  On  Oct.  14, 
1887,  the  date  of  the  previous  report,  the  supply  to  both  the  high  and  low 
levels  was  restricted  to  12  hours  a  day.  This  state  of  things  continued 
until  the  7th  of  November,  with  the  exception  that  the  supply  was 
extended  to  from  six  a.m.  to  eight  p.m.,  or  14  hours  a  day.  After  the 
latter  date,  a  full  supply  was  resumed  on  both  levels.  Owing  to  the  dry 
winter  months,  the  supply  was  again  restricted— on  the  low  level  from 
Feb.  24  to  March  6,  18fe,  to  14  hours  a  day  ;  and  on  the  high  level  from 
Feb.  24  to  March  17,  1888,  to  the  same  extent.  The  Committee  pointed 
out  that  on  the  6th  of  March  last,  at  a  period  of  the  year  when  the  reser¬ 
voirs  are  generally  full,  the  total  storeage  of  all  the  works  only  amounted 
to  half  their  full  capacity.  Had  it  not  been  for  the  unusually  wet  months 
which  followed,  a  most  serious  state  of  affairs  would  have  occurred.  But 
although  the  storeage  is  now  in  very  good  condition,  a  period  of  21 
months  has  elapsed  since  the  reservoirs  were  full ;  and  this  notwith¬ 
standing  the  past  wet  summer.  The  connection  of  the  high  and 
low  levels,  decided  upon  by  the  Council  in  September,  1885,  is 
practically  complete.  It  may  be  remembered  that  this  connection 
was  undertaken  mainly  with  the  object  of  affording  a  better  supply 
of  water  by  gravitation  to  certain  of  the  higher  parts  of  the  borough. 
The  filters  at  Gilstead,  which  were  brought  into  use  in  January,  1887,  have 
remained  in  work  continuously  since  that  date,  and  have  produced  a 
marked  improvement  in  the  purity  of  the  low-level  supply.  The  system 
adopted  in  1885  for  the  prevention  of  waste,  and  which,  in  conjunction 
with  the  connection  of  the  high  and  low  levels,  was  undertaken  for  the 
purpose  of  economizing  the  existing  sources  of  supply  to  the  greatest 
possible  extent,  so  as  to  tide  over  the  period  which  must  elapse  before  some 
new  scheme  of  extension  can  be  brought  into  use,  was  continued  with  good 
effect  during  the  past  year.  Some  interesting  particulars  in  regard  to  the 
work  of  the  Engineer  (Mr.  A.  E.  Binnie,  M.  Inst.  C.E.)  in  connection  with 
the  adoption  of  this  system  were  given  in  the  Journal  for  Nov.  9,  1886 
(p.  846).  In  November  last,  the  Committee  having  agreed  with  the  Cor¬ 
poration  of  Leeds  to  abandon  the  Masham  source  of  supply,  a  Sub-Com¬ 
mittee  was  appointed  to  inquire  into  the  subject.  The  Sub-Committee 
have  gone  in  great  detail  into  the  question  submitted  to  them.  They  have 
inquired  into  two  proposed  schemes,  have  visited  and  inspected  proposed 
sites,  and  have  endeavoured  to  see  what  arrangements  could  he  made  with 
mill,  land,  and  mineral  owners ;  but  questions  as  to  the  quality  of  the  water 
having  been  raised,  this  portion  of  the  inquiry  has  been  submitted,  as 
already  mentioned  in  our  columns,  for  the  opinion  of  Dr.  C.  Meymott 
Tidy.  With  regard  to  the  works,  speaking  generally,  they  have  been 
found  to  continue  in  a  satisfactory  condition,  and,  with  certain  exceptions, 
to  afford  a  full  supply.  The  revenue  from  the  sale  of  water  during  1887 
was  £101,528,  as  compared  with  £97,057  in  1886,  £92,163  in  1886,  £91,626 
in  1884,  and  £85,227  in  1883. 


SouTHWOLD  Water  Supply. — The  Secretary  and  Solicitor  of  the  South- 
wold  Water  Company,  Limited  (Mr.  W.  C.  Tuck),  has  lately  received  from 
the  Company’s  Engineers  (Messrs.  Smith  and  Pain)  a  report  on  the  well 
which  has  been  sunk  for  the  supply  of  Southwold.  They  state  that  the 
supply  of  water  therefrom  is  ample,  and  the  quality  good.  They  advise 
the  Directors  to  proceed  with  the  construction  of  the  necessary  works, 
which,  if  commenced  shortly,  would  be  ready  before  next  summer.  The 
Directors  have  held  a  meeting,  and  resolved  to  advertise  for  tenders  for 
the  erection  of  the  works. 

The  Br.idfobd  Corporation  Electric  Lighting  Scheme. — Last  Friday, 
the  foundation  stone  of  the  generating  station  now  in  course  of  construc¬ 
tion  for  the  supply  of  electric  light  to  the  central  portion  of  Bradford  was 
laid  by  Mr.  Alderman  F.  Priestman,  Chairman  of  the  Electric  Lighting 
and  Gas  Supply  Committees  of  the  Corporation.  The  object  of  the 
scheme,  it  may  be  remarked,  is  to  supply  the  electric  current  to  consumers 
occupying  premises  in  Market  Street,  Kirkgate,  and  other  streets  in  the 
vicinity,  by  means  of  a  system  of  undergound  wires.  The  generating 
plant  which  is  to  be  used  for  the  present  consists  of  three  complete  sets 
of  boilers,  engines,  and  dynamo  machines,  each  equal  to  160  indicated 
horse  power,  together  with  the  other  necessary  apparatus  for  regulating 
the  current  prior  to  its  transmission.  The  current  will  be  carried  from 
the  dynamo-house  by  two  main  cables  in  brick  or  composition  trenches — 
one  along  Market  Street  as  far  as  the  Town  Hall,  and  the  other  through 
Kirkgate  and  Darley  Street  to  the  Markets  and  Free  Library  ;  the  arrange¬ 
ment  being  such  that  a  service  can  be  attached  at  any  particular  point. 
The  buildings  are  being  arranged  so  that,  if  necessary,  a  rapid  extension 
may  be  made,  so  as  to  meet  any  sudden  demand.  The  works  have  been 
designed  and  are  being  carried  out  under  the  direction  of  Mr.  J.  N. 
Shoolbred,  M.  Inst.  C.E.  It  is  expected  that  they  will  be  ready  for  start¬ 
ing  early  next  year. 

Gas  V.  Electric  Lighting  at  Swansea.— At  the  meeting  of  the  Swansea 
Town  Council  last  Wednesday,  the  minutes  presented  by  the  Special  Gas 
Committee  stated  that  at  a  meeting  held  on  the  2nd  inst.  reports  from  the 
Town  Clerk  as  to  the  powers  of  the  Corporation  with  regard  to  the  erec¬ 
tion  of  new  gas-works  and  the  lighting  of  the  borough  by  electricity  were 
received.  The  Surveyor  was  directed  to  obtain  such  information  as 
would  enable  him  to  fully  report  on  the  extent  of  works  for  public  light¬ 
ing  which  could  be  erected  by  the  Corporation  for  an  annual  expenditure 
of  £4060,  and  also  as  to  the  cost  of  such  further  works  as  would  admit  of 
a  supply  to  private  consumers.  He  was  likewise  instructed  to  report  as 
to  the  desirability  of  adopting  oil-lamps.  It  was  resolved  that,  in  the 
opinion  of  the  Committee,  it  was  desirable  to  light  the  borough  by  elec¬ 
tricity,  and  that  the  Town  Clerk  be  instructed  to  apply  to  the  Board  of 
Trade  for  a  Provisional  Order  accordingly.  At  the  meeting  of  the  Com¬ 
mittee  on  the  12th  inst.,  they  decided  which  streets  in  the  borough  should 
be  lighted  by  electricity ;  and  it  was  resolved  that  the  Council  be  asked  to 
invest  the  Committee  with  full  powers'  to  conclude  a  contract  with  some 
substantial  company  for  the  lighting  by  electricity  of  the  area  in  question. 
A  letter  was  read  from  the  Swansea  Gas  Company,  asking  the  Corporation 
to  enter  into  a  contract  with  them  for  the  supply  of  gas  to  the  public  lamps 
for  one,  two,  or  three  years  at  2s.  lOd.  per  1000  cubic  feet;  and  the  Town 
Clerk  was  directed  to  reply  that  the  Corporation  were  not  at  present  pre¬ 
pared  to  enter  into  any  contract.  The  minutes  were  adopted. 


NOTES  FEOM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  extraordinarily  fortunate  position  of  the  shareholders  of  the  Edin¬ 
burgh  Gas  Company,  which  was  foreshadowed  in  the  Journal  for  July  3 
last,  has  all  but  been  realized.  On  Monday  the  shareholders  met,  and 
authorized  the  final  distribution  of  the  funds  of  the  Company,  in  the  terms 
of  which  the  Directors  are  awarded  a  sum  for  their  services,  certain 
c7nployc8  of  the  Company  who  have  not  been  placed  on  the  Corporation’s 
pension  list  are  provided  for  (not  very  handsomely,  I  am  told),  and  the 
shareholders  divide  £100,000  among  themselves.  The  distribution  is  made 
in  the  form  of  a  bonus  of  £12  10s.  upon  each  paid-up  share  of  £25.  Mr. 
J.  K.  Watson,  the  late  Manager  of  the  Company,  was  awarded  a  special 
vote  of  thanks  for  his  services,  which  extended  to  over  half  a  century.  Mr. 
Watson  has  retired  upon  a  pension  of  £1300  a  year.  The  full  amount 
allowed  by  the  Corporations  in  name  of  pensions  is  £1750;  so  that  the 
other  pensions  must  be  of  small  amount.  Mr.  Watson  and  his  father 
were  the  only  Managers  the  Edinburgh  Company  ever  had.  He  de- 
served  a  vote  of  thanks,  and  the  shpeholders  acted  wisely  m  seeing  that 
liberal  provision  was  made  for  him  in  his  old  age  j  for  it  was  owing  to  his 
energetic  management  that  the  Company  was  so  eminently  successful. 

It  is  rather  disappointing,  after  the  Arbroath  Gas  Corporation  k^d 
resolved  to  extend  their  gas-works,  that  the  scheme  should  be  placed  in 
danger  of  not  being  carried  out  through  the  vacillation  of  the  Corporation 
themselves.  A  fortnight  ago  I  recorded  a  resolution  of  the  Corporation 
not  to  go  on  with  the  improvements  until  they  obtained  further  scientiUo 
advice.  It  is  easy  to  alarm  the  public  on  questions  of  expenditure ;  and 
this  has  apparently  been  done  in  Arbroath,  for  on  Thursday  evening,  at 
a  meeting  of  electors,  after  some  talk  about  the  great  cost  which  improving 
the  works  was  likely  to  lead  to,  and  the  giving  of  advice  to  the  Corporation 
as  to  what  they  should  do  by  people  who  know  little  of  the  subject  and 
have  no  responsibility,  the  electors  unanimously  adopted  a  resolution 
which  stated  that  they  were  “opposed  to  the  proposed  extension  of  the 
gas-works,  and  are  of  opinion  thatany  expenditure  beyond  what  is  actually 
imperative  for  the  maintenance  of  the  works  is  highly  imprudent.  ^ 
the  Commissioners  either  gone  on  with  their  scheme,  when  adopted,  or 
had  they  delayed  adopting  it  until  after  the  elections,  there  is  every  pro¬ 
bability  that  the  “  imprudence”  which  the  electors  now  deprecate  would 
not  have  come  within  their  vision.  „  ,  ,  ,  .  ■ 

The  inhabitants  of  Portsoy,  inBanffshire,  find  themselves  in  embarrass- 
ment  on  account  of  the  position  of  the  gas-works.  The  works  are  nearly 
50  years  old;  but  the  business  is  in  a  healthy  condition.  For  many  years 
it  was  conducted  according  to  the  wishes  of  Colonel  Moir,  who  owned  a 
great  part  of  the  undertaking.  On  his  death,  things  did  not  go  satisfac- 
torily,  through  lack  of  a  guiding  hand ;  and  his  Trustees  have  obtained  the 
appointment  of  a  judicial  factor,  who  has  powers  to  wind  up  the  concern. 
In  fear  of  being  left  in  darkness,  a  public  meeting  of  the  townspeople  was 
held  on  Monday  night,  to  consider  how  they  could  get  out  of  the  difficulty. 
It  was  reported  that  the  output  of  gas  had  risen  from  451,000  cubic  feet  m 
1880  to  in  the  present  year— not  yet  completed— 626,000  cubic  feet.  Several 
proposals  were  made,  such  as  the  formation  of  a  limited  liability 
pany,  the  adoption  of  the  Police  Acts,  and  then  the  acquisition  of  the 
Company’s  undertaking.  Two  attempts  have  been  made  to  sell  the  concern 
by  public  auction,  first  at  £700,  and  then  at  £500  ;  but  the  only  offer  made 
was  £350.  At  the  meeting  no  person  seemed  to  be  inclined  to  become  the 
purchaser;  and  a  Committee  was  proposed  to  try  what  could  be  done  with 
a  limited  liability  Company.  Nearly  all  the  gentlemen  proposed,  howeyer, 
declined  to  act;  and  the  meeting  closed  without  any  progress  having  been 
effected. 

An  attempt  has  been  made  to  get  the  Edinburgh  Water  Trustees  to 
adopt  the  Deacon  Waste-Water  Meter,  with  a  view_  to  saving  the  water 
supply,  and  probably  of  obyiating  the  necessity  for  introducing  an  addi¬ 
tional  supply.  The  proprietors  of  the  meter  offered  to  -put  down  six 
meters  as  a  trial ;  but  the  gentleman  who  was  sent  to  make  the  offer  I 
fear  overshot  the  mark  when  he  assured  the  Works  Committee  that,  by 
these  appliances  between  7  and  8  million  gallons  per  day  would  be  saved. 
As  this  IS  nearly  half  the  Moorfoot  supply,  the  Trustees  were  incredulous  ; 
and  they  desired  more  information  on  the  subject.  A  meeting  of  the 
Works  Committee  was  held  the  other  day,  at  which  they  had  before  them 
information  from  Glasgow  to  the  effect  that  there  the  consumption  had 
been  reduced  by  means  of  these  meters  from  51  to  38  gallons  per  head 
per  day ;  and  the  Committee,  considering  that  the  cost  of  fatting  them 
on  to  the  Edinburgh  mains  would  be  about  £24,000,  and  also  that  the 
consumption  is  only  41  gallons  per  head  per  day,  did  not  look  fayourably 
on  the  proposal,  but  delayed  coming  to  a  decision  until  the  Engineers 

have  reported  upon  the  matter.  ...  ,  i  t  a 

Two  new  reservoirs  in  connection  with  the  water  supply  of  Aberdeen 
were  formally  taken  over  by  the  Town  Couimil 

situated  about  two  Imiles  from  the  city.  One  at  Mauuofield,  ^60  feet 
above  sea  level,  for  the  low  district  service,  has  a  capacity  of  12 
gallons;  the  other,  at  Slopefield,  300  feet  above  the  sea  level,  for  the 
middle  service,  holds  6  million  gallons.  The  cost  of  constructing  them 
and  extending  the  intake  in  the  Biver  Dee  has  been  £46,900.  Ihewa 
of  the  reservoirs  are  built  of  heavy  granite  ashlar  16  inches  th'ck,  backed 
with  4  feet  of  rubble  in  cement  mortar  and  clay  puddle  1  foot  thick,  ine 
bottom  has  been  put  down  in  three  layers  of  concrete  the  farst,  b  mcfaes 
thick,  consisting  of  six  of  sand  to  one  of  concrete  ;  the  second,  also  b  inches 
thick,  composed  of  five  of  sand  to  one  of  concrete  ;  and  the  upper  layer, 
a  thin  coating  in  equal  parts  of  cement  and  sand.  The  rese^oirs  now  in 
operation  provide  about  five  days’  supply  of  water  for  the  city.  At 
the  opening  ceremony,  Mr.  Bust  advocated  the  extension  of  the  store- 
age  power  where  the  water  is  taken  from  the  river.  At  present  they 
cannot  afford  to  shut  off  the  river  for  much  more  than  24  hours  at  a 
Mr.  Bust  suggested  they  should  have  a  fortnight’s  supply,  which  would 
enable  them  to  take  water  from  the  river  only  when  it  was  clean. 

Last  Saturday  an  additional  water  supply  for  the  burgh  of  Jedburgh 
was  introduced.  The  new  supply  has  been  obtained  from  several  springs 
on  one  farm  ;  the  only  work  necessary  being  simply  to  lead  the  water  into 
the  existing  reservoir.  The  cost  has  only  been  about  £2300. 

(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

By  way  of  supplement  to  last  week’s  “Note”  referring  to  the  completion 
of  the  new  holder  at  the  Eothesay  Gas-Works,  I  may  mention  that 
Treasurer  Brown  has  this  week  reported  to  the  Town  Council  that  their 
expectations  regarding  the  past  year’s  working  of  the  gas  undertaking  had 
been  far  exceeded,  as  they  had  made  a  profit  of  £525;  while  at  the  same 
time  placing  £100  more  to  depreciation  of  works  than  in  the  preceding 
year.  They  had  reduced  the  price  of  gas  during  the  year;  and  the 
question  of  granting  a  discount  to  large  consumers  had  been  left  over  for 
consideration.  Mr.  Mackinnon  objected  to  the  system  of  handing  over  the 
gas  profits  for  the  benefit  of  other  trusts ;  and  he  held  that  instead  of  doing 
this  they  should  further  reduce  the  price  of  gas.  He  gave  notice  of 
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lotion  to  that  effect.  Provost  Thomson  said  they  hoped  very  soon  to  be 

3le  to  announce  nuitea  flood  of  “  deliverances”  on  gas 

The  past  week  has  in  various  towns  through- 

flairs  at  the  Maintain  a  watchful  surveillance, 

ut  the  province  over  which  I  ha  g^bgolutely  impossible  to  overtake 

he  burgh  gas  undertaking  for  th  p  •  j^crease  arose  very  much 

lad  been  consumed  during  the  year.  The  s^me  meeungw 

Bailie  Archibald,  Convener  of  the  Gas  C^mittee  wno 

not  recollect,  during  all  the  years  he  haa  nerai^^^  obtained 

itreets  better  lighted  ij?other  places  :  and  there  was 

nformation  as  to  the  price  ^^argf  for  gas  in  o  her^  theirs-that 

aone  where  they  could  say  P^^^hose  of  Hamilton.  In  Glasgow 

was  to  say,  '’i  °*f‘=T®*there  th“y  had  a  larger  consumption  within  narrow 
the  price  was  less  ;buU^^^^  /scattered  one;  and  they  had 

liiuits.  Id  JzLa.tQiiij  _  fiio  minpral  workinfis.  Hb  pointGd 

greater  expense,  besides  losses  rirnfits  at  the  gas-works,  they  were 

SCa  th.r«“o»ia  S?  Lmylarthor  ™l,.iae«oe  ot  tUe  tog.  g.- 

9pVr®cenf  fprovort’wririHharJi^^^^  °f 

r/r.“S&,utg3  r;.a, 

wrin?^ perhaps  take  a  month  or  two  before  the  damage  could  he  repaired. 
?reasu?eflnLrson  was  of  opinion  that  they  should  not  spend  money  m 

K°ta'mStllrVionl‘y!”hly*wooM  »*  “““  *" 

'“s:  ireSgSw  r.rschrg'."  o^s\5xX!'‘r=;|i  .h. 

Por+^pV  TTillhead  and  Maryhill  Gas  Company  were  offered  at  858.  per 

^h2l^e?.g  “.a  “tto  ol  3..  ea.  from  th.  l..t  prio.  jt  wh.cb  bn.m... 

r^re-So  cha'y  0~ursS  the  Glasgo^w  9  per  cent,  gas  annuities 

"^Th^GlL^gow  pi^ iron  warrant  market  has  had  an  unsatisfactory  course 
thil  we?k  thi  close  yesterday,  Scotch  iron  was  quoted  at  41s.  7id. 

“^A^conSable  amount  of  activity  has  shown  itself  in  the  coal  trade 
during  the  week ;  a  large  business  having  been  done.  Prices  continue  to 
firm  up ;  and  a  general  increase  of  wages  amongst  the  miners  seems  to  be 

almost  certain. 


CUKBENT  SALES  OF  GAS  PBODHCTS. 

Livebpool,  Oct.  27. 

Sulphate  of  Ammo7iia.-A  further  advance  ^ate,^ 
tinuous  good  prompt  demand,  have  caused  ,  parcels  at  the 

mark^rTf'GermanTatrFrance  TrU 

tc^  sift  the  Sal  truth  of  the  statements  made  in  this  respect.  It  may 

and  there  is  rather  less  excitement  in  the  sulphate  tiade. 


London,  Oct.  27. 

m  -n  j  -to  fTiiia  I'nflrk'pf,  lias  been  somewhat  languid  during  the 

saTo.r  sir afo'w.*- 

quality.  Is.  6d.  pw  unit ;  „  ?  ,  ^  jg^^gubtedly  better  ;  and  the  demand 

b.„V.g  out  ioflt  tPo, '••sift 

priie  m.,  b.  token  .t  *11  16..  to  f  12  f"  7..  cS 

sff.’.”'  "wSrlrs  sr.  ”.'i  rorp^^siS  ii2.o“Sii.,  2a. 

E"  lb  'Crbon.M  o'f  .mmoni.,  SJd.  per  lb.  Mnri.to  ol  .omonm,  brown, 
I18  per  ton ;  white,  4127.  Sal-ammoniac,  ±30  per  ton. 


bwpltoto  0/  1.  v.ry  «r« 

“Sp™lfoS“TCSn«.  In  th,  b,n.ol  n..rl.t  noticed  In  tot 

week’s  report  still  continues,  but  prices  have  not  fucff^s’"  . 

weeK  s  report  sbi  Pi  no’s  at  2s  4d.  Solvent  naphtha  continues  farm  , 

1^111  fair  demand,  but  is  not  yet  answering  the  expectations  of  sellers. 


Hnuv  CoBPOBATioN  Wateb  SUPPLY.-The  Bury  Corporation  decided  last 
Thursday  to  promote  a  Bill  in  the  next  session  of  Parliament  to  authorize 
thp  construction  of  new  and  additional  water-works,  and  works  connected 

lEfeS'  *S'r',".El“  “  'pSloto  J’on'tXT  fn ’to  Bn?j  Imprlv'.B.nt 

^^The*^I)bainage  op  Mabgate.— Mr.  Baldwin  Latham,  M. Inst.  C.E.,  has 
lately  reported  to  the  Corporation  of  Margate  on  a 

age  of  the  town.  He  estimates  the  area  to  be  drained  as  769  acres,  with  a 

/opulation  of  29f  43  exclusive  of  ^  -®-XaioCW  24 

inches  “ndtore  ttaTat  inch  ocra^lon^Mly  falls  in  one  day.  A  separate 

trat^he'r^iTfLfTanthehighdevMOTgYa^to^^^^^ 

^i^?^^“orirt^hrsS’  O?  fh^^ttncf  ^J^h'l^ser^ l^rbe  ^co*n"|y^  b, 

will  hp)  ran  be  met  bva  rate  of  not  more  than  9d.  in  the  pound  per  annum 
on  the  district  *  and  he  reckons  the  cost  of  making  the  house  connections 
»rahout  46s  eacT  Sir  F.  Bramwell  and  Sir  Douglas  Galton  have 
reported  upon  the  scheme,  the  general  design  of  which,  tliey  say,  appears 
to  be  satisfactory. 


8itp  op  the  Leigh  (Essex)  Gas-Wobks.— On  Wednesday  las^ Messrs. 
FdwLFox  a^dBousfieldsold,  at  the  Mart,  Tokenhouse  lard,  E.C.,  the 
T  ■  u  ^Ti'oao-v^  n-fl*?  Works  The  works  are  very  small  comprising  a 

Stb?to.“la  iittca  ’;?3  “• 

sr  sss-ibd  7o'Sto?;.r ‘Th'.”s  r.t..b«K  k”:'-?  c 

Lane  Works,  City  Road,  for  ±720.  t  wic-.t 

<4tirrESTED  Pubchase  of  the  Kettebing  Wateb-Wobks  by  the  Local 
-At  th^last  meeting  of  the  Kettering  Local  Board,  attention  was 

f  scheme  for  the  improvement  of  ‘he  ®upp  y,  recommended^ 

Hawkslev  under  which,  at  an  expenditure  of  ±32,000,  a 

company’s  property  ;  and  subsequently  a  Committee  was  appointed  to 
confer  with  the  Directors  on  the  subject. 

The  Oldham  Cobpobation  Coal  Coktbacts  and  the  Advance  or 

W  d™ay^otefwhi^h\heMay“rt^^^ 

“oM^the  Corporation,  stating  was^probable^^^^^^^^^  not^con- 

A'^d^ewO^Md  M^  llLrmTn  Hall  went  to  Wigan  to  ascertain  whether  the 

Committee  could  be  supplied  from  that 

The  result  of  their  inquiries  was  that  they  learned  tnat  tne  w  iga 

coal-masters  would  be  able  to  deliver,  having  given  to  the  men  the  advance 
coal  masters  wo uiu  ^^  question  was  from  Messrs.  Pope  and 

applied  ^°F’  ,  of^Normanton  who  wrote  to  say  that  they  had  decided 

ToS  th“  i?p2  ce™  advance^^  the  men,"although  they  were  of 
opiSof  that  it  was  totally  unwarranted  by  the  P'^®f®f .  ®  f ‘?'®  f 

«+4r«r*  otifi  to  fl  few  other  large  consumers  consequently  stopped.  Under 

these  circumstances,  they  asked  the^Comm^  expHined  that*the“  om 

than  °er  ton  and  that  if  they  acceded  to  this  application, 

be  not  acceded  to. 
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Tub  Kktboui)  Cohi’okation  Gas-Wouks  Loan. — At  the  meeting  of  the 
Retford  Town  Council  last  Friday,  the  Town  Clerk  brought  forward  a 
scheme  for  saving  IJ  per  cent,  on  a  loan  of  L'30,000  for  gas  purposes.  The 
Corporation  have  been  paying  4§  per  cent.  His  suggestions  were  unani¬ 
mously  adopted. 

Reductions  in  Price. — The  Grange  Gas  Com/iang  have  determined  to 
reduce  the  price  of  gas  from  Gs.  to  5s.  3d.  per  1000  cubic  feet  from  the  1st 

of  .January  next. - The  Directors  of  the  Accrington  Gas  and  Water 

Compang  have  decided  to  make  a  material  reduction  in  the  price  of  gas, 
to  take  effect  at  the  beginning  of  the  new  year. 

The  Proposed  Winding  Up  of  the  Maxiii-Weston  Electric  Light 
Company. — In  the  matter  of  a  petition  presented  by  Mr.  Hugh  Watt,  M.P., 
for  the  winding  up  of  the  Maxim-Weston  Electric  Company,  Limited,  Mr. 
Justice  Chitty  last  Saturday  made  an  order,  by  arrangement  between  the 
parties,  that  the  petition  should  be  dismissed  upon  i500  being  deposited 
by  the  Company  in  the  joint  names  of  the  Solicitors  for  the  petitioner 
and  those  of  the  Company,  to  abide  the  result  of  legal  proceedings  to  be 
taken  by  the  petitioner  to  establish  his  claim. 

The  New  Works  of  the  Cambridge  Water  Comp.vny. — Last  Tuesday 
afternoon,  the  ceremony  of  laying  the  memorial  stone  of  the  new  works 
which  the  Cambridge  Water  Company  are  constructing  at  Fulbourn,  as 
an  auxiliary  of  those  at  Cherry  Hinton,  was  performed  by  the  Rev.  Dr. 
Perowne,  Master  of  Corpus  Christi  College,  the  Chairman  of  the  Company. 
The  works,  which  have  been  necessitated  by  the  increasing  population  of 
the  district,  were  commenced  last  November.  The  buildings  comprise  an 
engine-house,  42  feet  long  by  30  feet  wide,  in  which  are  two  engines,  each 
of  40-horse  power,  with  three  boilers  of  the  newest  construction,  as  well  as 
coal-stores,  smith’s  shop,  &c.  The  wells,  at  the  present  time,  are  capable 
of  delivering  2  million  gallons  of  water  a  day.  It  is  expected  that  the 
buildings  will  be  completed  and  all  the  necessary  engines  laid  down  in 
about  twelve  months’  time.  The  works  have  been  designed  by  the  Com¬ 
pany’s  Engineer  (Mr.  T.  Hawksley),  and  carried  out  under  the  super¬ 
vision  of  the  Manager  (Mr.  W.  W.  Gray). 

Proposed  Const.ant  Water  Supply  for  Wimbledon. — At  the  meeting 
of  the  Wimbledon  Local  Board  on  the  17th  inst.,  the  Clerk  (Mr.  W.  H. 
Whitfield)  reported  that  a  deputation  appointed  by  the  Board  waited  upon 
the  Engineer  of  the  Lambeth  Water  Company  (Mr.  J.  Taylor,  M.  Inst.  C.E.) 
with  reference  to  the  question  of  a  constant  water  supply  in  South 
Wimbledon.  The  Company  proposed  to  introduce  a  constant  supply 
experimentally  in  certain  parts  of  the  parish  within  their  district.  They 
would  then  see  how  far  they  were  able  to  deal  with  the  difficulties  that 
arose  under  their  existing  statutory  powers.  There  seemed  to  be  every 
ground  for  supposing  that  the  Company  would  be  able  fully  to  deal  with 
the  difficulties,  and  prevent  the  misuse  and  waste  of  water.  If  this  was 
done,  he  believed  there  would  be  no  impediment  to  their  supplying  the 
whole  of  the  lower  part  of  the  parish  constantly.  The  Chairman  (Mr.  J. 
Townsend)  thought  the  Company  had  met  the  Board  very  satisfactorily. 
They  offered  to  make  the  necessary  experiments  with  a  view  to  ascer¬ 
taining  their  position  ;  and  if  they  found  there  was  not  much  waste  from 
the  constant  supply,  they  would  be  prepared  to  adopt  it  generally. 

Leeds  Corporation  W.s.ter  Supply. — On  Monday  last  week  the  Water 
Committee  of  the  Leeds  Corporation  visited  the  Blackmoor  Tunnel  works, 
which  are  being  carried  out  by  the  Borough  and  Water  Engineer  (Mr.  T. 
Hewson,  M.  Inst.  C.E.).  It  is  now  six  months  since  the  works  were  com¬ 
menced  ;  and  although  it  will  take  close  upon  two  years  to  complete  the 
scheme,  satisfactory  progress  has  so  far  been  made.  The  laying  of  the 
new  line  of  42-inch  pipes  from  the  mouth  of  the  old  tunnel  at  the  Seven 
Arches  to  the  filter-beds  at  Weetwood  has  been  completed  ;  and  water  is 
now  being  carried  between  these  points  by  this  line.  The  line  of  42-inch 
pipes  and  the  old  line  of  40-inch  pipes  are  capable  together  of  conveying 
all  the  water  that  it  is  possible  to  collect  from  the  Washburn  ;  so  that 
this  section  of  the  water-works  may  be  said  to  be  complete.  The  laying 
of  the  additional  pipe-line,  by  increasing  the  means  by  which  the  water 
can  flow  to  the  filter-beds,  has  reduced  the  quantity  passing  through  the 
old  tunnel ;  the  depth  at  the  point  of  discharge  being  about  15  inches 
instead  of  5  ft.  3  in.,  as  was  formerly  the  case.  The  effect  of  this  reduction 
of  the  depth  of  water  in  the  old  tunnel  has  been  to  do  away  altogether  with 
the  leakage  of  the  water  through  it  into  the  new  tunnel ;  thus  saving  the 
water,  and  enabling  the  new  work  to  be  carried  on  under  more  favourable 
conditions. 

The  Worcester  Corporation  and  the  Gas  Company’s  Accounts. — On 
Friday  last,  at  the  meeting  of  the  Worcester  Watch  Committee,  the 
accounts  of  the  Gas  Company  for  the  half  year  ending  June  30  last  were 
produced.  Mr.  Corbett  said  he  had  gone  through  them,  and  the  result  of 
his  investigations  was  to  show  that  the  Council  had  been  justified  in  the 
policy  which  they  had  pressed  upon  the  Gas  Company,  and  which  the 
Company  had  adopted.  The  increase  in  the  quantity  of  gas  consumed  in 
1888  was  7  million  cubic  feet,  or  5  per  cent,  on  the  total  consumption; 
showing  that  there  was  a  steady  progressive  increase,  to  which  attention 
had  been  called  on  former  occasions.  The  result  had  been  that  although 
during  the  last  two  years  the  discounts  allowed  by  the  Company  had  been 
much  increased,  the  net  income  had  not  appreciably  diminished.  The 
net  sales  in  1886,  before  the  increase  of  these  grants,  was  4120,100,  and  in 
1888  they  amounted  to  £20,000 ;  so  that,  although  there  had  been  an  in¬ 
crease  of  discounts,  which  had  given  the  public  an  advantage  of  £1600, 
the  net  income  of  the  Company  from  the  sale  of  gas  had  only  dropped 
£T00.  There  had  been,  as  anticipated,  some  slight  falling  off  in  the  profit 
from  residuals ;  but  this  had  not  been  so  much  as  the  Company  at  the 
time  thought  likely.  The  net  result  of  all  the  figures  had  been  that  the 
income,  in  spite  of  increased  discounts  and  the  diminution  in  the  value 
of  residuals,  only  showed  a  falling  off  of  £400. 

Sales  of  Shares. — A  part  of  a  King’s  share  and  21  £100  new  fully  paid- 
up  shares  (returning  a  dividend  of  over  12  per  cent.)  in  the  New  Biver 
Company  were  sold  by  Messrs.  Edwin  Fox  and  Bousfield,  at  the  Mart, 
Tokenhouse  Yard,  last  Wednesday.  The  first  eleven  lots  disposed  of  each 
consisted  of  a  96th  part  of  a  King’s  share,  and  produced  the  following 
prices: — Five  lots,  £880  each;  one,  £885;  three,  £890;  two,  £900.  The 
next  lot — a  100th  part  of  a  share — realized  £900.  The  succeeding  three 
lots  each  comprised  a  120th  part  of  a  share;  and  fetched  £700  each. 
Seven  lots,  consisting  each  of  a  130th  part  of  a  share,  were  sold  as 
follows  ; — One  lot,  £620 ;  four,  at  £625  ;  one,  at  £630  ;  and  one,  at  £635. 
The  21  new  shares  were  disposed  of  at  almost  uniform  figures — Eight 

realizing  £353  each  ;  three,  £354  ;  one,  £355 ;  four,  £356 ;  five,  £357. - 

On  the  previous  day,  Messrs.  Nicholson,  Greaves,  and  Barber  sold  a 
number  of  the  newly-issued  shares  of  the  Sheffield  Gas  Company  at 

premiums  ranging  from  £4  2s.  6d.  to  £4  10s.  each. - On  the  same  day,  six 

£10  shares  in  the  Brechin  Gas  Coynpany  were  sold  by  public  auction ;  and 

the  prices  realized  ranged  from  £35  to  £35  2s.  6d.  per  share. - Last 

Wednesday,  Messrs.  Boulter  and  Cooper  sold  by  auction,  at  Malton,  41 
fully  paid  £10  shares,  and  20  shares  on  which  £6  had  been  paid,  in  the 
Malton  Gas  Company.  The  former  realized  £25  to  £25  2s.  6d.  each  ;  the 

latter,  £15  10s.  to  £16  10s.  each. - Last  Friday,  £144  “A”  stock  in  the 

Farnworth  and  Kearsley  Gas  Compiany  was  sold  for  £365. 


Guernsey  Water-Works  Cojifany,  Limited.  —  This  Company  was 
registered  last  week  with  a  capital  of  £40,000,  in  £5  shares,  to  carry  on  in 
the  island  of  Guernsey  the  business  of  a  water  company  in  all  its  branches, 
and  also  the  manufacture  and  sale  of  ice  and  aerated  waters ;  and  to  ac¬ 
quire  a  concession  granted  by  an  Act  of  the  States  of  the  island,  sanctioned 
by  Her  Majesty  in  Council  on  Nov.  28,  1887,  and  any  other  concession 
granted,  or  to  be  granted,  in  respect  of  the  water  supply  of  the  island,  or 
any  extension  thereof. 

Oswestry  Water  Supply. — The  Oswestry  Town  Council  have  finally 
adopted  a  scheme  for  an  improved  water  supply,  prepared  by  Mr.  H. 
Rofe,  C.E.  It  is  intended  to  construct  a  reservoir  to  contain  24  million 
gallons  of  water  on  land  purchased  at  Penygwely.  Tenders  were  received 
some  time  ago  for  carrying  out  the  work ;  but,  as  they  all  exceeded  the 
Engineer’s  estimate,  amended  plans  and  specifications  were  prepared,  and 
fresh  tenders  invited.  At  a  special  meeting  of  the  Council,  held  last 
Thursday,  the  Engineer  recommended  that  the  lowest  tender — that  of 
Messrs.  J.  Jevons  and  Sons,  of  Dudley,  for  £9939 — be  accepted.  The  recom¬ 
mendation, after  a  long  discussion,  was  unanimously  adopted. 

Pontefract  Water  Supply. —  Last  Tuesday,  a  meeting  of  the  rate¬ 
payers  of  Pontefract  was  held  in  the  Assembly  Booms  to  consider  the 
proposed  new  water  supply.  The  Chairman  (Mr.  Robson)  stated  that  all 
agreed  a  better  supply  of  water  was  needed  ;  but  the  question  was  which 
would  be  the  cheapest  and  best  scheme  to  adopt.  Mr.  W.  R.  Maud  spoke 
at  some  length,  and  gave  the  reports  of  analysts  on  the  water  at  present 
used.  He  proposed — “  That  this  meeting,  while  recognizing  an  additional 
supply  of  water  to  be  necessary,  believes  the  Roall  scheme  to  be  unneces¬ 
sary,  expensive,  and  doubtful.”  The  Mayor  (Mr.  Alderman  Mathers) 
and  others  spoke  in  favour  of  the  Roall  scheme,  and  met  with  some  oppo¬ 
sition.  The  resolution  rejecting  the  Roall  scheme  was  carried  by  a  great 
majority. 

The  Proposed  Electric  Lighting  of  Exeter. — At  the  meeting  of  the 
Exeter  Town  Council  last  Wednesday,  a  report  presented  by  the  Special 
Committee  on  Electric  Lighting  was  considered.  The  Committee  had 
opened  tenders,  on  a  seven  years’  basis,  for  lighting  by  electricity  the 
selected  district.  The  Committee  pointed  out  that  the  lowest  tender 
represented  a  cost  of  £1486  17s.  6d.  per  annum,  while  the  present  cost  of 
lighting  the  same  district  by  gas  was,  according  to  the  Surveyor’s  report, 
£666  11s.  8d.  The  total  illuminating  power  of  the  existing  gas-lamps  would 
be  2000  candles,  while  that  of  the  electric  light  would  be  32,000  candles. 
Having  regard  to  the  large  increase  in  the  cost,  as  compared  with  that  of 
gas,  the  Committee  did  not  recommend  that  any  of  the  tenders  should  be 
accepted ;  and  in  this  the  Council  concurred. 
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INVINCIBLE  FOG. 

What  lias  become  of  the  well-meaning  people  who  banded 
themselves  together  a  few  years  ago  for  the  purpose  of  con¬ 
quering  and  driving  out  the  curse  of  English  town  life  during 
the  long  winter  months — smoky,  choking  fog  !  Alas !  the 
Smoke  Preventionists  have  gone,  but  the  fog  remains.  They 
have  retired  absolutely  worsted  from  the  encounter  with 
the  foul  foe,  who  still  holds  possession  of  the  field.  As 
these  lines  are  being  written,  London  lies  literally  gasping 
for  breath  under  one  of  the  blackest  and  most  persistent  fogs 
that  have  ever  visited  the  valley  of  the  Thames.  It  is  a 
perfect  example  of  that  variety  of  the  London  fog  Avhich  has 
been  distinguished  of  late  years  from  the  traditional  “  pea- 
“  soup  ”  fogs  so  clearly  described  by  Dickens  in  his  tales  of 
London  life.  We  still  get  too  many  specimens  of  this  type 
of  fcg  to  forget  what  it  is  like.  It  is  the  thickness  of  what 
has  to  serve  for  air,  which  makes  the  eyes  smart  and  weep, 


chokes  respiration,  and  blurs  the  visual  aspect  of  outer 
objects.  Lights  are  almost  powerless  to  penetrate  this 
mixture  of  mist  and  smoke.  Scarcely  can  the  wayiarer  see 
one  street  gas-lamp  at  a  time  ;  he  certainly  cannot  see  the 
second.  Drivers  of  vehicles  are  compelled  to  lead  their 
horses  and  make  sure  of  their  course  by  observations  of 
the  kerb  of  the  street  pavement ;  and  when  they  have 
to  negotiate  a  wide  crossing  they  must  trust  to  Fate  for 
getting  to  the  corner  for  which  they  aim.  The  usual 
street  noises  are  either  hushed  or  strangely^  muffled 
and  changed  ;  but  the  improved  acoustic  properties  of  the 
thickened  atmosphere  are  witnessed  to  by  the  startling  dis¬ 
tinctness  of  sounds  usually  unheard  or  diminished.  All  this, 
be  it  remarked,  is  characteristic  of  an  old-fashioned  yellow 
fog,  which  strangled  our  forefathers  in  the  streets  of  London 
just  as  it  does  their  successors  to-day.  The  “  London 
“  particular,”  however,  is  no  longer  confined  strictly  to  the 
Metropolis.  The  growth  of  towns  in  different  parts  of  the 
country  has  prepared  conditions  as  favourable  to  the  develop¬ 
ment  of  the  densest  kfiid  of  fogs  as  used  to  be  found  in 
London  alone ;  and  consequently  at  the  present  day  Man¬ 
chester  and  other  places  are  occasionally  plagued  with  fogs 
which  do  not  yield  in  vileness  of  character  to  anything  that 
London  can  show.  The  other  variety  of  fog,  which  we  have 
already  remarked  as  distinct  from  this  deadly  mixture  (n 
antique  repute,  is  not  so  thick  upon  the  ground,  but  is  much 
blacker  overhead.  It  does  not  so  acutely  affect  the  eyes  or 
the  lungs,  and  in  this  respect  is  more  endurable ;  but  no 
words  can  adequately  describe  the  gloom  where  it  enthrones 
itself  on  the  housetops.  To  look  up  towards  what  should  be 
the  open  sky  is  like  gazing  into  a  coal-cellar.  Wayfarers 
flit  along  the  streets  like  disembodied  spirits  ;  and  vehicular 
traffic  is  carried  on  as  though  in  a  cavern.  The  general 
aspect  of  the  streets  and  shops  is  much  the  same  as  that 
presented  on  a  murky,  wretched  night.  The  window-glass 
seems  dirty,  and  the  gas  looks  bad,  yet  comfortable,  for 
everybody  hastens  to  light  up  in  order  to  dispel  the  unnatural 
dusk.  If  a  fog  of  this  kind  were  to  happen  at  night,  it  would 
not  be  very  noticeable  except  for  the  deadness  of  the  air, 
which  renders  breathing  unpleasant,  although  not  in  the 
same  way  as  a  pungent  yellow  fog.  The  influence  of  the 
invisible  carbonic  acid,  which  is  probably  present  in  abncjrmal 
proportion  in  the  stagnant  air,  is  sensibly  felt  by  all  animate 
beings.  This  and  the  blackness  at  midday  combine  to  make 
London  in  a  fog  of  the  kind  now  under  notice  a  place  to  be 
shunned  during  the  continuance  of  the  infliction.  Fortu¬ 
nately  these  fogs  are  frequently  very  local,  and  the  slightest 
movement  of  the  air  clears  them  away. 

Dwellers  in  London  during  the  past  few  weeks  have  had 
every  reason  to  regard  the  smoke  and  fog  abatement  move¬ 
ment  in  which  their  Lord  Lieutenant  designate,  the  Duke  of 
Westminster,  took  such  a  lively  interest  some  years  since,  as 
the  deadest  of  failures,  so  far  as  concerns  its  primary  object. 
In  subsidiary  aspects,  the  agitation  undoubtedly  effected  some 
good  while  it  lasted.  It  demonstrated  anew,  if  such  demon¬ 
stration  was  needed,  the  connection  between  coal  smoke^  and 
the  worst  characters  of  town  fogs.  It  placed  a  definite  ideal 
before  the  designers  of  domestic  fireplaces ;  and  it  assisted 
to  make  gas  cooking-stoves  popular.  If  this  popularity  had 
depended  wholly  on  the  recommendation  that  such  stoves  do 
not  contribute  to  make  fogs  obnoxious,  however,  it  is  only  too 
probable  that  human  selfishness  would  have  soon  forgotten 
it.  People  will  consult  their  own  convenience  and  profit, 
whatever  missionary  enthusiasts  may  say  to  induce  them  to 
take  loftier  views.  Consequently,  when  the  gas  cooking- 
stove  is  introduced  into  a  household,  althoffgh  its  admission 
may  have  been  procured  or  assisted  by  the  exhortations  of 
those  whose  aim  was  smoke  prevention,  its  continuance  will 
depend  upon  its  economy,  efficienqy,  and  practical  con¬ 
venience  in  action.  Good  intent  does  not  excuse  indifferent 
performance  in  these  matters  ;  and  this  is  the  reason  why  the 
application  of  the  Smoke  Prevention  Acts  is  so  troublesome 
in  the  case  of  factories.  The  dilettante  smoke  abatement 
agitators  knew  nothing  whatever  about  the  economy  of  steam¬ 
raising  and  general  factory  furnace  work  ;  and  accordingly 
they  made  themselves  very  ridiculous,  and  damaged  their  own 
cause,  by  the  extravagance  of  their  assertions  respecting  the 
money  benefit  of  smoke -preventing  appliances.  Even  when 
the  law  relating  to  smoky  chimneys  is  as  impartially  enforced 
as  it  is  in  London,  it  is  difficult  to  do  justice  between  the 
manufacturer  and  the  public.  In  very  many  instances,  of 
course,  the  adoption  of  coke  for  direct-acting  furnaces,  and 
the  supersession  cf  these  by  gas-furnaces,  would  mitigate 
the  nuisance  whicn  brings  the  factory-owner  before  the 
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]\Iagistrate ;  but  very  often  the  administrator  of  tlie  law  is 
appealed  to  in  terms  which  he  can  hardly  resist.  What  is  the 
INIagistrate  to  do  when  a  manufacturer  shows  that  he  has 
spent  a  great  deal  of  money  on  various  devices  warranted  to 
protect  him  from  the  operation  of  the  law,  and  has  found 
little  or  no  relief  from  any  of  them  ?  We  do  not  say  that  the 
law  forbidding  the  production  of  smoke  from  factory  furnaces 
cannot  or  should  not  be  enforced,  but  only  that  it  is  not  so 
easy  a  matter  as  making  a  speech  upon  the  subject.  There 
are  many  factories  in  London  and  other  places  at  present 
working  without  polluting  the  air  with  smoke  ;  but  we  are 
not  aware  that  any  economy  in  the  consumption  of  fuel  in 
these  factories  is  directly  traceable  to  its  suppression.  Fear 
of  the  smoke  inspector  induces  careful  stoking ;  and  this  is 
something  to  the  good,  smoke  or  no  smoke. 

After  all  has  been  said  and  done,  however,  with  reference 
to  the  abatement  of  the  smoke  from  factory  chimneys,  the 
fact  remains  that  it  is  the  domestic  hearth  that  is  the  chief 
offender  in  the  matter  of  aggravating  town  fogs.  London, 
with  the  other  large  towns  of  Great  Britain  that  have  estab¬ 
lished  fogs  of  their  own  after  the  London  pattern,  grows 
bigger  every  year.  Each  successive  winter  lengthens  the 
distance  to  be  traversed  by  the  prevailing  winds  between 
their  first  entering  what  may  be  called  the  town  on  one  side 
and  leaving  it  on  the  other.  The  inffuence  of  the  radiation 
of  roads,  pavements,  walls,  and  roofs,  replacing  that  of 
green  fields  and  gardens,  extends  every  year.  The  cultivation 
of  the  rose,  and  the  successful  growing  of  fruit  on  trees  freely 
exposed  to  the  air  yearly  retreat  to  more  distant  suburbs. 
The  hill  covered  with  villas  that  last  year  saw  the  fog  creeping 
round  its  base  for  the  first  time,  is  submerged  this  year. 
The  friction  of  the  light  autumn  winds  against  so  many  miles 
of  chimneys  and  roofs  tires  them  out  before  they  have  half 
crossed  the  desert  of  houses,  and  prevents  them  from  reaching 
the  meadows  beyond.  So  the  interior  of  the  town  is  buried 
in  fog,  even  though  the  outskirts  are  clear,  until  a  stronger 
breeze  arises  and  wafts  the  dingy  pall  away,  or  the  rain 
washes  it  down,  blackening  the  fleeces  of  sheep  even  as  far 
away  as  the  Sussex  downs.  There  is  little  hope  of  deliverance 
from  this  state  of  things.  The  gas-stove  does  good,  doubt¬ 
less,  as  far  as  it  goes  ;  and  coke  is  useful  in  its  way.  It  is 
not  easy,  however,  to  see  what  can  remedy  an  evil  so  great, 
so  persistent,  and  so  deep-rooted.  Nature  and  man  have  co¬ 
operated  in  creating  it ;  and  it  seems  idle  for  one  partner 
alone  to  think  of  undoing  the  joint  work. 

KEDUCTION  IN  THE  PIHCE  OF  GAS  BY  THE  CHARTERED 

COMPANY. 

Followino  the  sitting  of  the  Court  of  Directors  of  The  Gas¬ 
light  and  Coke  Company  on  Friday  last,  the  Secretary  and 
(ieneral  Manager  (Mr.  .L  Orwell  Phillips)  sent  out  an  intima¬ 
tion  to  the  effect  that  the  price  of  common  gas  in  the  Com¬ 
pany’s  district  would  be  reduced  to  2s.  Gd.  per  1000  cubic 
feet  as  from  the  beginning  of  the  new  year.  We  sincerely 
congi’alulate  the  Directors  and  their  able  General  Manager 
upon  this  announcement,  and  have  not  the  slightest  doubt 
that  the  effect  of  the  reduction  upon  the  Company’s  business 
will  be  all  that  they  can  desire.  The  intelligence  has  been 
very  well  received  by  the  London  newspapers  ;  and  in 
coming  down  so  handsomely  in  their  selling  price,  with¬ 
out  any  pressure  from  outside,  the  Directors  of  the  Com¬ 
pany  have  testified  to  their  wish  to  retain  the  patronage  of 
the  public,  as  well  as  taking  the  best  mean’,  for  securing  it. 
It  will  be  some  time  before  the  publication  of  the  accounts  of 
the  undertaking  for  the  current  half  year  permits  any  one  to 
ascertain  the  circumstances  in  connection  with  the  revenue 
account  which  have  enabled  the  Directors  to  make  this  great 
sacrifice  ;  but  it  is  open  to  an  observer  to  imagine  that  the 
returns  for  the  past  <piarter  and  the  prospects  of  the  future 
must  have  been  very  reassuring.  However  this  may  be,  the 
Directors  may  be  certain  of  the  best  wishes  of  all  sincere 
friends  of  the  gas  industry  of  the  country  for  the  success  of 
the  enterprise  which  they  have  now  displayed.  They  have 
done  a  bold  thing  and  an  unexpected  ;  but  they  have  put 
their  hands  to  nothing  that,  with  careful  management  and 
ordinary  good  fortune,  can  be  said  to  surpass  the  limits  of 
prudent  administration. 

THE  END  OF  THE  COAL  STRIKE. 

The  anticipations  expressed  in  these  columns  with  regard  to 
the  issue  of  the  coal- miners’  strike  have  been  justified  by  the 
result.  Tlie  crisis  is  over,  and  the  men  have  won.  This  is 
the  sum  and  substance  of  the  story,  although  there  may  be 
a  few  isolated  cases  which  constitute  exceptions  to  the  general 
rule  of  resumption  of  work  at  an  advanced  rate  of  wages.  The 


price  of  coal  has  slightly  risen,  but  the  attempt  of  the  retail 
dealers  to  make  use  of  the  fact  of  the  threatened  strike  for 
the  purpose  of  putting  up  their  rates  by  2s.  and  3s.  per  ton 
has  failed.  A  sudden  rise  in  prices  coincident  with  the 
beginning  of  a  general  strike  ivas  only  to  be  expected  ;  but 
on  the  whole  the  movement  has  succeeded  in  its  primary 
object  without  very  greatly  disturbing  trade.  Those  journals 
which,  in  the  supposed  interest  of  the  coal-owners,  were  most 
emphatic  in  declaring  that  the  advance  of  wages  demanded 
by  the  men  could  not  be  granted,  and  must  accordingly  be 
resisted  to  the  utmost,  have  had  to  “  sing  small  ”  since  the 
masters,  after  making  a  vain  show  of  firm  resistance,  gave 
way  one  after  another  rather  than  keep  the  pits  idle.  It 
must  be  very  galling  to  an  advocate  to  lose  his  case  through 
the  surrender  of  his  client ;  but  in  this  instance  there  was 
nothing  else  for  it.  It  is  to  be  hoped  that  the  men  will  not 
be  misled,  by  the  ease  with  which  they  have  won  their  battle, 
into  thinking  that  they  can  do  the  same  again  whenever  they 
choose.  There  are  times,  of  course,  when  it  would  pay  owners 
better  to  shut  up  their  pits  than  to  work  them  at  an  additional 
charge  of  10  per  cent,  for  wages  ;  but  the  men’s  advisers 
probably  know  pretty  well  how  the  facts  really  stand  at  any 
time,  and  are  not  likely  to  push  matters  to  extremities  without 
making  tolerably  sure  of  their  ground.  Those  owners  are 
wisest  who  have  met  the  demands  of  their  men  most  fairly 
and  openly.  Some  who  have  endeavoured  to  pare  away  the 
benefit  of  the  higher  rate  of  pay  by  insisting  upon  additional 
conditions,  have  had  to  give  way  after  all ;  but  in  such  cases 
the  victory  of  the  men  has  become  a  triumph  which  neither 
side  is  likely  to  regard  in  the  right  light  for  a  long  time  to 
come.  There  is  nothing  more  to  be  said  upon  the  subject, 
except  to  recognize  the  good  humour,  or  at  least  absetice  of 
riot  and  outrage,  that  has  distinguished  this  last  from  some 
other  industrial  campaigns  of  the  kind.  True,  it  did  not  last 
long  enough  for  the  men  to  be  driven  desperate  ;  but,  as  the 
record  stands,  one  would  fain  hope  that  it  may  be  taken  as 
an  indication  that  the  spirit  which  reached  its  greatest 
development  during  the  cutlers’  strikes,  in  the  personality  of 
Broadhead  at  Sheffield  is  no  longer  extant  in  the  district 
which  has  been  the  scene  of  the  coal-miners’  strike  of  the 
present  year.  The  men  have  probably  learnt,  from  extended 
experience  and  improved  tuition,  that  wages  questions,  being 
essentially  economical,  are  susceptible  of  economical  treat¬ 
ment  and  solution,  and  that  the  murder  of  a  mine  manager 
or  two  is  not  the  best  way  to  improve  their  own  position. 

THE  DINSMORE  GAS  PROCESS. 

The  watchful  chronicler  of  gas  engineering  progress  passes  in 
review  all  sorts  of  devices  for  increasing  the  yield  or  decreas¬ 
ing  the  cost  of  illuminating  gas  from  coal,  and  is  frequently 
amused  at  the  performances  of  inventors,  who  will  persist  in 
repeating,  with  more  or  less  variation,  the  attempts  of  their 
predecessors  to  “  revolutionize  ” — that  is  the  favourite  word 
— the  ordinary  process  of  carbonization.  The  latest  of  these 
schemes  is  that  of  the  Dinsmore  Gas  Company,  Limited,  a 
Liverpool  speculation  started  to  exploit  the  invention  of  Mr. 
Dinsmore,  one  of  whose  patent  specifications  was  published 
in  the  last  number  of  the  Journal.  The  report  of  an  extra¬ 
ordinary  general  meeting  of  the  Company  is  given  in  anotner 
column  ;  so  that,  to  all  appearance,  the  undertaking  is  a  live 
concern,  the  promoters  of  which  intend  to  appeal  to  the- 
public  for  means  to  carry  out  their  gas -making  projects.  It 
is  therefore  time  to  utter  a  word  of  caution.  Essentially  it  is 
a  process  for  increasing  the  yield  of  gas  from  coal  subjected 
to  destructive  distillation  by  the  expedient  of  returning  the 
tar  to  the  same  action,  with  a  view  to  converting  it  into  gas. 
This  is  done  by  a  system  of  inclined  pipes  in  which  the  tarry 
vapours  are  carbonized  instead  of  being  immediately  led  away 
as  in  the  ascension-pipes  of  ordinary  carbonizing  plant.  By 
this  means  it  is  claimed  that  from  Lancashire  coal  1500 
cubic  feet  more  gas  per  ton  can  be  obtained  than  in  the 
usual  way,  while  the  illuminating  power  of  the  gas  is  raised 
from  IG  to  22  and  even  28  candles.  Now,  in  the  first  place 
it  is  necessary  to  ascertain  what  are  the  capabilities  of  the 
raw  material  from  which  this  additional  yield  of  gas  is  said 
to  be  derived.  It  admittedly  comes  from  the  tar,  a,nd  hence 
must  be  supposed  to  be  in  the  tar.  But  suppose  it  can  be 
proved  that  the  tar  does  not,  and  cannot  contain  anything  of 
the  kind  ?  What  then  becomes  of  the  process  ?  In  the  Journal 
for  Feb.  2,  188G  (p.  200),  will  be  found  a  paper  upon  the 
“  Enrichment  of  Coal  Gas  by  Certain  Hydrocarbons,  read 
by  Mr.  G.  E.  Davis,  F.I.C.,  &c.,  before  the  London  Section  of 
the  Society  of  Chemical  Industry,  which  opens  with  an  exami¬ 
nation  of  this  very  idea  of  attempting  to  make  gas  from  coal 
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tar.  We  shall  not  quote  from  the  paper,  for  our  gas  engi¬ 
neering  readers  know  all  about  the  fate  of  anybody  who  tries 
to  turn  tar  into  gas  ;  and  those  who  do  not — among  whom 
must  apparently  be  classed  Mr.  Dinsmore  and  his  friends — 
may  most  profitably  be  referred  to  the  text.  This  paper 
simply  cuts  the  ground  from  under  Mr.  Dinsmore’s  feet.  It 
is  superfluous  to  discuss  the  points  of  his  apparatus  when  the 
raw  material  upon  which  it  is  designed  to  operate  is  known 
to  be  unsuitable  for  the  purpose  intended.  It  is  hopeless  to 
expect  that  a  time  will  ever  come  when  people  will  exercise 
common-sense  precautions  in  making  sure  of  their  facts  before 
lending  their  names  to  projects  which  the  first  comer  with 
any  knowledge  of  the  subject  can  upset.  Hence  we  do  not 
look  for  any  early  release  from  the  duty  of  keeping  watch  upon 
the  entry  of  delusive  schemes  into  the  range  of  the  interests  to 
which  we  are  specially  devoted,  and  from  the  unpleasant  task 
of  bearing  testimony  to  the  folly  and  rashness,  of  their 
promoters.  This  Dinsmore  example  is  merely  the  revival 
of  a  notion,  the  hackneyed  nature  and  hopelessness 
of  which  would  have  been  revealed  upon  the  merest 
inquiry  in  the  right  quarters.  The  Chairman  of  the 
Company  knows  enough  to  confess  that  “  the  idea  is 
“not  a  new  one,”  and  goes  on  to  declare  that  “it  had 
“never  been  satisfactorily  carried  out” — to  which  we  take 
the  liberty  of  adding,  “  and  never  will  be.” 

MR.  JAMES  SOMERVILLE  ON  GASH9LDER  GLIDING. 
(hisHOLDER  construction  is  all  the  talk  just  now  among  gas 
engineers  on  both  sides  of  the  Atlantic.  The  Southern  District 
Gas  Managers  will  discuss  the  question  of  the  guide-framing 
of  gasholders,  upon  the  invitation  of  Mr.  George  Livesey,  on 
Thursday  next ;  and  meanwhile  we  may  draw  attention  to  a 
remark  made  by  Mr.  James  Somerville,  of  Indianapolis,  in 
the  course  of  a  paper  contributed  by  hirq  to  the  American 
Gaslight  Association  at  their  recent  congress.  The  paper 
was,  like  its  author,  more  useful  than  pretentious  ;  being 
made  up  of  observations  upon  points  of  gas-works  manage¬ 
ment  that  had  occurred  to  the  writer  in  the  course  of  a  long 
and  fruitful  experience.  It  was,  in  short,  a  sample  of  just 
such  table-talk  as  an  experienced  engineer  might  retail  at  any 
time  for  the  entertainment  of  his  fellows  or  the  instruction  of 
a  young  man  in  whom  the  speaker  felt  interested.  Among 
jther  things,  the  paper  contained  the  following  pregnant 
statement : — 

My  observation  of  the  daily  working  of  holders  leads  me  to  this  con¬ 
tusion  :  Whenever  trouble  has  occurred,  it  can  invariably  be  traced 
;o  one  source — viz.,  the  weakness  of  the  bottom  curb.  We  have  a 
holder  130  feet  in  diameter  and  only  16  feet  in  height.  Why  it  was  built 
)f  these  dimensions  I  cannot  tell.  It  is  strongly  trussed.  The  centre  of 
gravity  is  nearer  the  top  than  the  bottom,  so  that  a  little  gale  of  wind  in¬ 
variably  tipped  it  over.  Indeed,  I  have  seen  it  at  right  angles — one  side 
jammed  into  the  tank,  the  other  high  in  the  air.  .  .  I  found  that  every 

roller  was  out  of  place,  and  the  bottom  curb  badly  bent  in.  I  substituted 
wrought  iron  for  cast  wherever  it  could  be  done  with  the  rollers,  and  put 
i  heavy  log  chain  or  brace  against  them  on  the  inside,  fastened  to  the 
:urb,  and  jammed  the  rollers  tight  against  the  guides.  I  filled  it  up 
igain,  and  no  one  was  more  surprised  than  myself  to  see  how  steady  the 
aolder  has  worked  ever  since — now  nearly  ten  years  ago.  .  .  .  There 

»re  twelve  columns  to  the  holder ;  but  as  for  keeping  it  steady,  it  might 
is  well  be  without  them. 

Ibis  is  the  strongest  possible  evidence  in  support  of  the 
position  taken  up  by  those  who  declare  that  the  stability  and 
steadiness  of  a  gasholder  chiefly  depend  upon  the  bottom 
rollers.  As  we  have  stated  this  view,  it  is  briefly  expressed 
in  the  remark  :  “  Take  care  of  the  bottom  guiding  of  a  gas- 
“  holder,  and  the  top  will  take  care  of  itself.”  The  saying 
does  not,  of  course,  contain  the  whole  truth  ;  but  it  conveys 
a  very  useful  sample  of  it,  and  indicates  the  direction  in 
which  more  may  be  obtained. 


The  London  correspondent  of  the  Manchester  Guardian  states 
that  a  “  Syllabus  of  Policy”  for  the  new  London  County  Council 
has  been  issued  by  a  Liberal  Association.  In  view  of  the  coming 
elections,  the  matter  is  of  interest.  First  in  importance  is  placed 
the  efficient  and  economic  use  of  the  public  funds;  and  among  the 
other  subjects  mentioned  as  requiring  special  attention  are  the 
abolition  of  the  coal  and  wine  duties,  and  the  control  of  the  gas 
and  water  supply.  It  is  specified  that  the  undertakings  of  the 
Metropolitan  Gas  and  Water  Companies  are  to  be  acquired  at  an 
“  equitable  valuation.” 

Investors  in  gas  and  water  stocks  will  see,  by  our  advertise¬ 
ment  columns,  that  excellent  opportunities  are  now  being  afforded 
them  for  increasing  their  holdings  in  these  substantial  securities. 
Messrs.  Thurgood  and  Martin  will,  early  next  month,  offer  for 
public  competition,  by  order  of  the  lioyal  College  of  Surgeons, 
£24,780  of  stock  in  the  Crystal  Palace  District  Gas  Company,  and 
375  fully  paid  £6  shares  in  the  same  undertaking  (forming  a  por¬ 
tion  of  the  bequest  to  the  College  by  the  late  Sir  Erasmus  Wilson) ; 
and  the  Directors  of  the  East  London  Water  Company  are  inviting 
tenders  for  £53,000,  being  the  third  portion  of  the  new  per¬ 
cent.  perpetual  debenture  stock  of  the  Company. 


anb  Sanilarg  ^fiatts. 

The  scientific  interest  that  attaches  to  the  deep  boring  of  the 
Southv/ark  and  Vauxhall  Water  Company  at  Streatham  has 
been  the  occasion  of  a  recent  article  in  The  Times,  in  con¬ 
nection  with  a  forthcoming  treatise  by  Mr.  William  Whitaker, 
of  the  Geological  Survey,  on  the  geology  of  London.  We 
have  adverted  on  more  than  one  occasion  to  the  peculiar 
character  of  the  Streatham  well,  in  reference  to  the  chance 
of  finding  the  lower  greensand,  and  the  possibility  of  some 
further  light  being  thrown  on  the  question  whether  coal 
measures  exist  at  a  workable  depth  in  the  south  east  of 
England.  The  Streatham  well  unfortunately  demonstrates 
the  absence  of  the  lower  greensand  at  that  spot.  This  is 
somewhat  at  variance  with  the  result  achieved  at  Messrs. 
Meux’s  brewery  in  the  Tottenham  Court  Road,  where  the 
lower  greensand  was  found  at  a  depth  of  1000  feet  from  the 
surface.  But  70  feet  further  down  an  entirely  different  for¬ 
mation  made  its  appearance — belonging  to  the  Devonian 
series.  Water  could  not  be  obtained  in  any  quantity  ;  and  the 
further  prosecution  of  the  boring  was  abandoned.  Even  the 
brief  encouragement  of  going  down  through  some  60  or  70  feet 
of  the  lower  greensand  has  been  wanting  at  Streatham, 
although  a  very  useful  supply  of  water  is  available  from 
the  upper  strata,  and  will  probably  be  turned  to  account. 
From  the  gaqlt,  the  boring  tool  has  passed  into  the  forest 
marble  beds  of  the  lower  Jurassic  limestone.  Mr.  Whitaker 
calculates  that  the  Jurassic  rocks  of  the  Streatham  well  are 
not  likely  to  be  very  thick  ;  and  the  point  of  interest  consists 
in  knowing  what  underlies  them.  A  little  more  boring  may 
help  to  solve  one  of  the  greatest  problems  in  English  geology. 
At  Meux’s  brewery  there  was  a  plunge  from  the  rocks  of  the 
secondary  formation  into  a  depth  below  the  carboniferous 
strata.  The  intruding  rocks  of  the  primary  formation  were 
found  inclined  at  a  high  angle,  though  in  what  direction  does 
not  appear.  On  the  slopes  of  the  ridge  would  lie  the  rocks 
of  a  later  period  ;  and  among  these  might  be  found  the  beds 
belonging  to  the  actual  coal  measures.  The  presence  of  the 
primary  rocks  at  about  1000  feet  from  the  surface  has  been 
proved  by  more  than  one  deep  boring  in  and  near  London. 
Above  thirty  years  ago,  Mr.  Godwin-Austen  elaborated  his 
theory  as  to  a  connection  between  the  coal-fields  in  the  west 
of  England  and  those  of  Belgium  and  the  north  of  France. 
Well-considered  reasons  were  shown  for  believing  that  the 
coal  measures  of  a  large  portion  of  England,  France,  and 
Belgium  were  once  continuous,  and  that  the  present 
coal-fields  were  merely  fragments  of  a  great  original 
deposit,  subsequently  broken  up  in  two  directions  prior  to  the 
deposition  of  the  secondary  rocks.  Sir  Roderick  Murchison 
took  a  different  view  of  the  case  ;  but  the  theory  has  never¬ 
theless  been  countenanced  by  many  distinguished  geologists, 
and  every  deep  boring  in  or  near  the  valley  of  the  Thames 
excites  renewed  hopes  that  the  Godwin-Austen  theory  may 
be  verified.  It  is  a  question  of  “  striking  ile.”  But  the 
Directors  of  the  Southwark  and  Vauxhall  Water  Company 
cannot  devote  the  money  of  the  shareholders  to  a  problema¬ 
tical  search  for  coal,  however  interesting  such  an  enterprise 
might  be  from  a  scientific  point  of  view.  This  principle  was 
emphatically  expressed  at  the  recent  meeting  of  the  share¬ 
holders,  by  the  Chairman,  Alderman  Sir  H.  E.  Knight ;  and 
there  is  a  risk  that  the  boring,  which  has  now  gone  down 
more  than  1160  feet,  will  be  stopped,  unless  the  public  appeal 
made  by  Mr.  Whitaker  for  a  special  fund  receives  a  prompt 
and  satisfactory  response.  Collieries  and  iron-works  in  Kent 
and  Sussex  are  not  altogether  desirable  ;  but  they  would  never¬ 
theless  add  to  the  wealth  of  the  nation. 

After  setting  in  motion  sundry  complicated  and  curious 
forms  of  law  in  connection  with  a  criminal  indictment  directed 
against  the  Staines  Local  Board  for  “  causing  or  suffering  ” 
sewage  to  flow  into  the  Thames,  the  Conservators  of  the 
river  find  themselves  foiled ;  and  the  sewage  of  Staines,  so 
far  as  the  town  has  any  sewers,  continues  to  flow  as  hereto¬ 
fore,  except  that  henceforth  it  will  be  with  the  sanction  of 
Her  Majesty’s  Judges  in  the  High  Court  of  Justice.  The 
legal  considerations  which  have  led  to  this  result  will  bo 
found  in  our  report  of  the  case,  as  afgued  in  the  Queen’s 
Bench  Division,  and  decided  upon,  last  week.  It  will  probably 
be  news  to  many  people  to  learn  that  it  is  possible  not  only 
for  owners  of  house  property  to  have  a  prescriptive  right  to 
use  certain  sewers,  but  for  the  Sanitary  Authority  of  the 
district  to  be  under  no  responsibility  to  prevent  the  said  sewers 
from  discharging  their  contents  into  the  nearest  river.  It  may 
be  asked.  What  is  the  good  of  our  Rivers  Pollution  Prevention 
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Act,  or  the  Acts  -which  give  authority  to  our  Conservancy 
Boards,  or  the  Acts  which  constitute  our  local  Sanitary 
Authorities,  if  a  right  to  drain  houses  into  sewers  discharging 
into  a  river  is  to  be  recognized  after  this  fashion  in  the  Courts 
of  Law  ?  It  is  said,  in  respect  to  Staines,  that  the  Conserva¬ 
tors  should  take  proceedings  against  the  individuals  who  use 
the  sewers,  and  not  against  the  Local  Board  ;  the  latter  being 
powerless  in  the  matter.  But  while  the  Local  Board  plead 
that  they  have  no  power  to  prevent  the  drainage  of  certain 
houses  from  entering  the  sewers,  the  owners  of  the  houses 
may  plead  that  they  are  not  responsible  for  the  destination 
of  the  sewage  after  it  has  once  left  their  premises.  They  may 
contend  that  it  is  the  duty  of  the  Local  Board  to  intercept 
the  sewage  and  keep  it  out  of  the  river.  It  is  here  that  the 
practical  part  of  the  question  interposes  itself.  There  are 
three  sewers  at  Staines  discharging  into  the  Thames  ;  and 
it  seems  out  of  all  reason  to  ask  the  owners  of  the  house 
property  connected  with  these  sewers  to  deal  with  the  sewage 
en  masse.  That  is  the  function  of  the  Local  Authority, 
created  for  the  very  purpose  of  providing  proper  drainage  for 
their  district.  If  proceedings  taken  against  the  inhabitants 
are  so  far  successful  as  to  shut  up  the  sewers,  the  only  re¬ 
maining  resource  is  that  of  cesspools.  Does  the  ancient 
use  of  a  cesspool  confer  a  vested  right  ?  If  a  man  gives  up 
his  ancient  cesspool,  has  he  a  claim  to  compensation  ?  It  is 
understood  that  there  are  peculiar  difficulties  which  have 
hitherto  prevented  the  adoption  of  a  general  system  of  drain¬ 
age  for  Staines.  But  is  Staines  so  exceptionally  situated 
that  it  must  differ  from  all  the  other  towns  in  the  kingdom  ? 
The  London  Water  Companies  are  paying  to  the  Conservators 
many  thousands  of  pounds  per  annum  in  order  that  the 
Thames  above  their  intakes  may  be  protected  from  pollution  ; 
and  yet  certain  sewers  in  the  town  of  Staines  are  to  be 
allowed  to  discharge  into  the  stream.  How  was  the  drainage 
of  London  effected  ?  How  many  houses  had  long  enjoyed 
the  privilege  of  draining  into  sewers  which  discharged  into  the 
Thames  within  the  Metropolitan  area  ?  The  main  drainage 
works  of  the  Metropolitan  Board  simply  intercepted  the  flow, 
and  carried  the  sewage  off  to  Barking  and  Crossness.  The 
recent  judgment  in  the  Law  Courts  has  apparently  been 
cramped  and  twisted  by  the  terms  of  the  “  special  verdict  ”  to 
which  it  had  particular  reference,  and  by  which  its  view  was 
necessarily  limited.  The  rusty  machinery  of  an  antiquated 
procedure  was  brought  to  bear  upon  a  modern  emergency, 
with  which  it  was  utterly  unable  to  deal.  The  Staines  sewage 
must  be  kept  out  of  the  river  somehow  ;  though  how  many 
years  the  lawyers  will  require  in  order  to  find  out  the  proper 
way,  seems  beyond  present  calculation. 


We  learn  from  one  of  the  Halifax  local  papers  that  Mr.  W.  Carr 
is  going  to  Trinidad,  under  a  two  years’  engagement,  to  super¬ 
intend  the  erection  of  gas-works  there. 

At  a  special  general  meeting  of  the  members  of  the  Society  of 
Telegraph  Engineers  and  Electricians  to  be  held  next  Thursday, 
a  resolution  will  be  submitted  to  change  the  name  of  the  Society 
to  “  The  Institution  of  Electrical  Engineers.”  There  is  little  doubt 
that  the  proposition  will  be  agreed  to;  inasmuch  as  837  members 
out  of  the  846  who  have  replied  to  the  circular  addressed  to  them 
on  the  subject  early  in  the  year  have  expressed  approval  of  the 
change. 

Our  contemporary  the  Builder,  referring  to  the  judgment  of  Mr. 
Justice  Stirling,  in  the  proceedings  taken  by  Mr.  Lewis  against  the 
Weston-super-Mare  Local  Board,  reported  in  our  columns  last 
week,  expresses  the  opinion  that  the  case  will  go  to  a  higher 
tribunal.  The  point  upon  the  construction  of  section  16  of  the 
Public  Health  Act  was  as  to  themeaningof  the  word  “necessary” — 
that  is  to  say,  whether  it  meant  “  desirable,”  or  whether  it  meant 
“  absolutely  necessary.”  The  Local  Authority,  it  will  be  remem¬ 
bered,  desired  to  have  a  pipe  laid  through  the  garden  of  the  plaintiff. 
This  was  not  the  only  course  open  to  them  ;  but,  on  the  other 
band,  it  was  the  most  desirable  one.  His  Lordship  decided  that 
the  word  “  necessary  ”  in  the  Act  meant  “desirable,”  or,  as  he 
expressed  it,  “necessary  for  the  efficient  discharge  of  the  duty  in 
the  way  which  is  most  for  the  public  interest.”  Our  contemporary 
remarks  :  “  There  is  much  to  be  said  on  both  sides ;  and  it  is 
always  difficult  to  construe  such  a  word  as  this,  since  different 
minds  look  at  it  from  all  kinds  of  standpoints.  We  are  somewhat 
inclined  to  think,  however,  that  the  construction  adopted  by  Mr, 
Justice  Stirling  gives  almost  too  much  latitude  to  public  bodies, 
and  scarcely  safeguards  private  interests  enough.  Private  property 
should  not  be  interfered  with  by  public  bodies  if  it  can  possibly  be 
avoided.  According  to  this  decision,  it  would  seem  allowable  to 
cut  up  a  garden  by  laying  water-pipes  beneath  it,  if,  by  so  doing,  a 
slightly  shorter  route  could  be  taken,  and  a  few  pounds  thereby  be 
saved  to  the  community ;  for,  although  such  a  method  of  carrying 
out  the  work  would  not  be  absolutely  necessary,  it  would  clearly 
be  for  the  public  interest  to  save  money.” 


®ssaas,  dffmmmlarits,  anir  Iffoittos. 

GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  817.) 

The  condition  of  the  Stock  Exchange  markets  during  the  past 
week  has  been  on  the  whole  rather  quiet  and  dull ;  and  they  offer 
no  feature  of  any  interest.  It  was  thought  to  be  quite  within  the 
bounds  of  possibility  that  the  Bank  of  England  rate  might  be 
lowered  on  Thursday ;  but  an  unforeseen  demand  for  gold  kept  it 
up.  The  Gas  market  has  been  brisk  ;  and  the  “  bears  ”  have  been 
active.  A  “  boom  ”  in  electrics  is  being  worked.  No  matter  what 
the  undertaking  may  be,  so  long  as  it  is  something  electric  (or 
even  its  title  suggests  electricity),  that  will  do  ;  and,  of  course,  as 
a  co-ordinate  of  the  boom,  gas  is  to  be  worked  down.  The  run  is 
being  principally  made  against  the  Metropolitan  Companies ;  but 
others  share  in  it  to  a  less  degree.  Whatever  may  be  in  the 
store  of  the  future,  at  present  the  Gas  Companies  are  notj 
suffering.  We  believe  that  the  ten  months  accomplished  ofj 
1888  have  been  for  the  London  Companies  a  period  of  pros-j 
perity  far  above  recent  annual  averages ;  and  if  the  remainingl 
two  months  should  be  proportionate,  the  accounts  for  the  full  year! 
will  be  remarkable.  They  will  be  especially  gratifying  to  those 
who  keep  cool  and  buy  stocks  when  they  are  being  run  down, 
as  now.  It  is  significant,  as  indicating  the  estimate  of  the  posi¬ 
tion  formed  by  the  Directors  of  The  Gaslight  and  Coke  Com¬ 
pany,  that  they  have  already  notified  their  intention  to  reduce 
the  price  of  their  gas  by  3d.  per  1000  cubic  feet  at  the  end  of  the 
year.  This  means  a  voluntary  sacrifice  of  ^200,000  off  the  annual 
gas-rental  on  its  present  scale.  The  result  of  the  week’s  opera¬ 
tions  has  been  to  lower  Gaslight  “  A  ”  4  ;  South  Metropolitan 
“A”  and  “  B,”  24  each;  and  Commercial  old,  1.  There  has, 
however,  been  going  on  quietly  during  the  week  some  good 
steady  buying  of  some  of  these  stocks  at  the  reduced  figures  ; 
and,  though  it  is  always  difficult  to  forecast  the  next  move 
(especially  if  people  lose  their  heads  and  throw  stock  on  the 
market),  we  should  not  be  surprised  to  see  the  pendulum  swing 
the  other  way.  There  has  been  a  fair  amount  of  business  doing 
in  Water,  at  average  figures;  but  nothing  to  call  for  remark. 

The  daily  operations  were :  Moderate  business  in  Gas  on  Mon¬ 
day.  Gaslight  “  A  ”  and  British  fell  1  each.  South  Metropolitan 
“  B  ”  buyers  were  2  lower.  Water  was  quiet  and  unchanged.  On 
Tuesday,  Gas  was  rather  more  active.  Commercial  old  receded  1 ; 
and  Gaslight  “A”  and  British  fell  1  more  each.  Nothing  in 
Water.  On  Wednesday  Gas  was  very  quiet ;  but  knocking  down 
quotations  continued.  South  Metropolitan  “A”  fell  2i ;  “B,” 
14  ;  Gaslight  “  A,”  1 ;  and  Imperial  Continental,  1.  Thursday, 
being  the  1st  of  November,  was  a  holiday.  On  Friday,  Gas  was 
very  active ;  dealings  being  freely  distributed  through  the  list. 
Gaslight  “  A  ”  was  done  at  244 — the  lowest  mark  of  the  week  u 
and  the  quotation  fell  1.  Water  was  brisker;  and  SouthwarlJ 
ordinary  rose  1.  On  Saturday,  Gas  was  a  little  better  ;  and  Gas¬ 
light  “  A  ”  marked  245^  at  the  close.  But  business  was  very  quiet. 
In  Water,  Southwark  ordinary  rose  1  more. 


ELECTRIC  LIGHTING  MEMORANDA. 

ANNUAL  MEETING  OP  THE  EDISON  AND  SWAN  COMPANY — ALDERMAN  F.  PRIEST- 
MAN  ON  THE  BRADFORD  ELECTRIC  LIGHTING  SCHEME — THE  WHITEHALL 
ELECTRIC  LIGHTING  STATION — THE  COST  OF  ARC  LAMPS  IN  CANaDA. 

The  Edison  and  Swan  United  Electric  Light  Company  held  their 
annual  general  meeting  on  the  22th  ult. — the  Chairman  (Mr. 
J.  S.  Forbes)  presiding.  The  profit  and  loss  account  for  the  year, 
as  mentioned  last  week,  showed  a  credit  balance  of  i625,123, 
whereas  that  for  the  previous  year  was  ^16,221.  According  to- 
the  statement  of  the  Chairman,  the  Company  have  laid  out  upon 
patents,  goodwill,  preliminary  expenses,  and  old  losses  on  working, 
the  respectable  sum  of  £304,028.  The  Chairman  explained  that 
when  the  Company  began  they  for  several  years  made  losses  upon 
revenue  account ;  and  these  were  all  added  together  and  entered 
against  the  time  when  they  could  be  wiped  out  by  profits.  This 
time  has  come;  and  at  the  last  meeting  Mr.  Forbes  was  able  to 
assure  the  shareholders  that  the  Company  are  “  fairly  on  their 
legs  as  a  money-earning  concern.”  If  the  Company  were  abso¬ 
lutely  free  of  legal  troubles,  it  appears  from  this  statement  that 
they  might  honestly  distribute  this  profit  of  £25,000  for  the  past 
yeaV’s  working,  because  the  Chairman  assured  the  proprietors  that 
this  is  the  amount  remaining  clear  after  charging  the  concern 
with  every  proper  outlay,  and  being  somewhat  liberal  in  the 
matter  of  depreciation.  Unfortunately,  however,  there  is  the 
pending  litigation  with  the  Brush  Company  to  be  considered  ; 
and,  having  regard  to  the  proverbial  uncertainties  of  the  law,  the 
Chairman  recommended,  and  the  proprietors  agreed,  not  to  distri¬ 
bute  this  money,  but  to  keep  it  in  hand  in  readiness  for  any 
emergency.  Coming  to  the  question  of  the  progress  of  electric 
lighting,  Mr.  Forbes  somewhat  cynically  remarked  that  while  the 
Company  had  come  down  from  their  early  aspirations,  and  confined 
themselves  to  the  humble  task  of  lamp-making,  the  Directors  were 
“  very  delighted  to  see  other  people  embarking  their  capital  and 
energy  in  the  installing  work.”  In  other  words,  having  aban¬ 
doned  the  fascinating  but  disappointing  work  of  gold-digging, 
Mr.  Forbes  is  content  to  play  the  less  conspicuous  but  more  pro¬ 
fitable  part  of  sutler  to  the  gold-diggers’  camp.  The  meeting  was 
more  harmonious  and  satisfactory  than  are  most  gatherings  of  the 
shareholders  of  electric  lighting  companies;  thanks  probably  to 
the  adoption  of  the  policy  defined  by  the  Chairman. 

Alderman  F.  Priestman,  of  Bradford,  as  was  mentioned  in  the 
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enal  last  week,  has  recently  laid  the  foundation-stone  of  the 
poration  electricity  works ;  the  occasion  being  observed  with 
fe  ceremony.  There  was  a  meeting  of  members  of  the  Corpora- 
1  and  leading  townsmen,  who  were  addressed  by  the  Aldeinian 
o  is  Chairman  of  the  Gas  Committee)  upon  the  pol^y  of  the 
poration  respectins;  the  undertaking  m  question.  He  stated 
t  the  reason  the  Corporation  had  decided  to  lay  down  electiic 
itint'  plant  was  their  determination  to  keep  all  such  under- 
in-s”in  their  own  hands.  They  will  no  more  have  an  electric 
,t  company  among  them  than  they  would  suffer  an  independent 
company  ;  and  if  the  townspeople  want  electnc  h^Gting,  it  is 
Corporation  to  whom  they  must  look  for  it.  This  view  of 
3gs  is  at  least  intelligible,  whatever  may  be  the  diversity  ot 
oions  respecting  its  wisdom.  Alderman  Priestman  say^s  he  is 
ud  to  have  his  name  so  prominently  associated  with  the  new 
erprise,  and  we  trust  he  will  never  have  occasion  to  think 
erentlv.  People  who  lay  foundation-stones  are  allowed  to  be 
husiastic;  but  the  man  who  knocks  the  building  down  ij)  t^e 
less  of  time  is  in  a  better  position  to  judge  of  its  utility, 
anwhile,  it  appears  from  the  Alderman’s  admissions  and 
domes  that  local  opinion  accuses  the  electric  lighting  works  of 
fire  in  some  way.  It  is  a  long  time  since  the  Gas  Corn- 
tree  were  authorized  to  carry  out  the  scheme  ;  and  there  is  as 
very  little  to  show  the  public.  The  Bradford  people  are  now 
imised  that  the  works  shall  be  ready  for  a  start  early  next  year , 
i  the  Chairman  of  the  Gas  Committee  assures  them  that  the 
bt,  when  they  get  it,  will  be  immensely  superior  to  the  Corpora- 
n  gas.  A  remark  like  this  reads  strangely  as  coming  from 
di  a  quarter  ;  but  Alderman  Priestman  has  been  Chairman  and 
3e-Chairman of  the  Corporation  Gas  Committee  for  ten  yearn; 
a  familiarity  appears  to  have  bred  contempt  in  his  case.  He 
dently  does  not  belong  to  the  race  of  those  who  agree  to  the 
mseloftheold  saying,  that  “  it  is  good  to  be  otf  with  the  old 
•e  before  you  are  on  with  the  new.”  Fortunately,  the  aberra- 
ns  of  an  Alderman  are  not  likely  to  materially  affect  the  fate  ot  a 
ge  and  prosperous  gas  undertaking.  ,  ■  -j 

The  Deptford  electric  lighting  station,  which  was  briefly 
scribed  by  us  last  week  as  an  outcome  of  the  Grosvenor 
dlery  lighting  experiment,  is  to  be  rivalled  by  the  Metro- 
litan  Electrical  Supply  Company,  whose  principal  station 
to  be  somewhere  near  Waterloo,  on  the  Surrey  side  of 
e  river,  but  whose  only  present  installation  is  in  Whiteha  . 
is  expected  that  the  rivalry  of  these  undertakings  will  settle  the 
lestion  of  alternating  versus  battery  transformers,  which  now 
vides  electricians;  the  Grosvenor  Gallery  interest  being  corn- 
itted  to  the  former,  while  the  Whitehall  speculators  put  their 
ust  in  accumulators.  It  is  difficult  to  see,  however,  what  can 
)  expected  to  be  proved  by  the  Whitehall  experiment,  because  it 
ems  to  be,  designed  merely  as  a  kind  of  domestic  annexe  to 
,me  great  buildings  of  residential  Hats  occupying  the  choice  site 
stween  Whitehall  and  the  Embankment.  The  supply  of  elec- 
icity  for  lighting  is  to  be  identified  with  the  hot  and  cold  water 
id  passenger  lift  services,  as  well  as  with  fire-prevention,  and, 
issibly,  boot-cleaning  and  dish-washing.  No  reliable  economical 
ita  can  be  obtained  from  an  installation  of  this  character,  it 
ould  be  as  feasible  to  attempt  the  estimation  of  the  working 
Dwer  of  a  navvy  from  observations  of  the  strength  put  forth  by  a 
iwdered  Belgravian  flunkey  when  carrying  a  five-o’clock  tea-tray 

ito  his  mistress’s  boudoir.  _  _  v  u*. 

An  estimate  of  the  probable  cost  of  a  municipal  electric  light 
;ation  for  Montreal,  drawn  up  by  Mr.  Badger  pursuant  to  m- 
;ructions  received  by  him  from  the  Light  Committee  of  the  City 
iouncil,  may  be  of  interest,  as  showing  the  expense  of  electric 
ght  plant  and  working  the  same  in  Canada.  Supposing  one 
rc  lamp  to  be  capable  of  displacing  four  gas-lamps  in  the  streets, 

;  is  reckoned  that  to  light  the  City  thoroughly  would  require 
50  arc  and  500  incandescent  lamps.  The  estimate  of  plant  con- 
smplates  two  generating  stations,  capable  of  supplying  600  arc 
amps  each,  to  be  erected  one  at  each  end  of  the  city,  with  a  view 
0  the  reliabity  of  the  service.  The  works  and  plant  for  supplying 
lOO  arc  lamps  with  power  to  increase  to  800  lamps  if  needed,  are 
ixpected  to  cost,  inclusive  of  everything,  the  capital  suin  of 
i279,125,  which  is  somewhere  about  i‘55,830.  The  working 
ixpenses  of  such  an  installation,  calculated  on  the  basis  of  800 
amps,  inclusive  of  all  charges,  interest  on  capital  being  reckoned 
It  4  per  cent.,  are  stated  at  $87,091,  or  about  £17,420  per  annum, 
vhich  works  out  to  29-8c.  per  lamp  per  night,  or  about  £21  15s. 
3er  lamp  per  annum.  This  does  not  greatly  differ  from  the  cost 
)f  maintaining  arc  lamps  for  street  lighting  in  this  country. 

American  Watek-Works. — According  to  some  statistical  reports 
Dn  the  water-works  of  the  United  States  which  have  lately  apj^ared 
in  the  Engineering  News,  there  are  in  the  New  England  bta,tes 
287  of  these  undertakings,  with  5291  miles  of  mams ;  the  capital 
invested  being  $84,993,000. 

The  Lighting  of  South  African  Towns.— A  Company  under  the 
title  of  the  South  African  Lighting  Association  was  registered  last 
week,  with  a  capital  of  £50,000,  in  £10  shares,  “  to  supply  gas, 
electric,  or  any  other  artificial  light  within  Port  Elizabeth  and 
King  William  Town  and  elsewhere  in  South  Africa,  or  any  islands 
or  countries  near  thereto.”  Among  the  first  subscribers  are 
the  following  well-known  gentlemen  connect^  with  the  gas 
industry  Mr.  J.  Cloudsley,  Mr.  S.  Cutler,  Mr.  D-  Ford  Goddard, 
and  Mr.  Corbet  Woodall.  The  first  Directors  of  the  Associa¬ 
tion  are  to  be  Mr.  D.  Ford  Goddard,  Mr.  J.  Mansergh,  and  Mr. 
W.  Woodall,  M.P. 
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SIR  WILLIAM  SIEMENS. 

Readers  of  the  Journal  do  not  require  to  he  introduced  for¬ 
mally  to  the  subject  of  Dr.  William  Pole’s  recently  issued  hand¬ 
some  volume;-  or,  for  that  matter,  to  the  writer.  As  one  of  the 
Metropolitan  Gas  Referees,  Dr.  Pole  is  to  a  certain  extent  identified 
with  the  interest  of  gas  lighting  ;  and  he  has  proved  the  reality  ot 
his  sympathy  with  the  industry  by  devoting  his  great  literary 
powers  in  several  instances  to  the  treatment  of  gas  engineering 
topics.  In  connection  with  his  tenure  of  the  position  ot  Honorary 
Secretary  of  the  Institution  of  Civil  Engineers,  Dr.  I  ole  has  been 
the  biographer  of  several  of  the  most  distinguished  members  M 
that  body,  to  whose  professional  labours  the  material  progress 
of  the  nation  and  the  world  is  so  largely  due.  Sir  M  illiam  I  aij- 
bairn,  Robert  Stephenson,  and  I.  K.  Brunei  are  among  the  eminefit 
engineers  of  whose  posthumous  renown  Dr.  Pole  has,  in  a  sense, 
taken  charge  ;  but  neither  he  nor  any  other  biographer  of  the 
leaders  of  modern  science  and  industry  can  look  to  have  a  more 
striking  subject  for  a  personal  memoir  than  the  late  Sir  William, 
Ion-  known  as  Dr.  C.  W.  Siemens.  Of  the  many  who  made  the 
great  man’s  ac(iuaintance  in  his  later  days,  when  he  was  at  the  apex 
of  his  fame,  during  the  years  immediately  preceding  his  deata 
full  of  honours  and  riches,  there  must  have  been  few  who  did  no^ 
sometimes  reflect  on  the  extraordinary  features  of  such  a  career. 
Here  was  a  German  by  birth,  who,  like  Professor  Max  Muller, 
although  in  a  different  sphere,  adopted  England  for  his  country, 
and  rose  to  the  highest  eminence  in  his  profession,  notwithstand¬ 
ing  the  disadvantages  that  must  attend  the  efforts  ot  an  alien 
in  competition  for  the  world’s  prizes  with  men  of  the  race  that  has 
taught  the  rest  of  the  peoples  of  the  globe  how  to  work.  It  seeins 
natural  for  Englishmen  to  go  out  from  their  teeming  native  laud, 
and  take  as  a  matter  of  course  the  high  places  of  engineering  in 
other  countries;  but  by  what  means  did  a  German  conquer 
England  so  as  to  place  himself  at  the  head  of  the  most  English  of 
professions?  Such  a  conqueror  must  be  a  marvellous  man,  look 
at  him  in  whatever  light  we  choose.  One  must  acknowledge  that 
the  true  story  of  the  life  of  such  a  man,  however  baldly  told,  pro¬ 
vided  that  the  facts  are  dependable,  is  bound  to  be  interesting  to 
all  who  find  themselves  in  the  same  way  of  life,  striving  after  the 
same  kind  of  prizes,  and  encountering  the  same  order  of  difficulties 
and  hindrances.  How  much  more  then  is  such  a  biography  likely 
to  be  instructive  and  interesting  when  written  by  an  experienced  and 
graceful  author,  instinct  himself  with  sympathies  bothforhis  subject 
and  for  his  readers  ?  As  an  Englishman,  an  engineer,  a  man  of 
science  and  of  the  world,  as  well  as  a  man  of  imagination.  Dr.  Pole 
may  be  trusted  to  feel  the  quality  and  aim  of  that  curiosity  which 
Sir.  W.  Siemens’s  career  inspired  in  the  more  thoughtful  of  ms 
countrymen,  and  consequently  may  be  expected  to  understand  m 
the  pr^er  spirit  his  duty  as  biographer.  The  inquiry  that  would 
rise  to  the  lips  of  nine  out  of  ten  men  who  should  be  told  anew  of 
Sir  W.  Siemens’s  astonishing  success  in  life,  as  success  is  popularly 
measured— how  he  came  over  from  Germany  a  young  man  without 
any  exterior  advantages,  and  among  an  insular  people  reputed  to 
entertain  a  prejudice  against  foreigners,  rose  to  great  honour  and 
wealth,  dying  a  Knight,  with  the  awe-inspiring  capitals  F.R.b., 
D.C.L.  LL.D.,  after  his  name,  a  special  service  in  Westminster 
Abbey 'being  held  over  his  remains — the  natural  question,  we 
say  that  would  arise  in  the  mind  of  a  hearer  of  such  a  tale  would 
be  How  was  it  done  ?  What  was  there  in  the  birth,  training, 
portion,  or  powers  of  the  man  that  carried  him  all  the  long  way 
from  that  solitary  landing  from  the  German  packet  to  the  last 
triumphant  scene  in  the  Abbey  ?  It  is  a  progress  that  would  im¬ 
press  the  most  heedless  who  should  stay  for  a  moment  to  ponder 
over  it.  Let  us  see  how  Dr.  Pole  explains  this  great  wonder,  this 
romance  of  a  prosaic  age,  this  conquest  of  a  time  and  with  the 

The  author,  after  briefly  but  most  clearly  and  effectively  giving 
his  reader  to  understand  that  he  is  about  to  tell  the  story  of  an 
engineer,  and  explaining  this  last  term  in  a  very  striking  style, 
tells  us  that  the  Siemens  family  had  been  for  three  centuries 
country  people,  cultivators  of  the  land,  in  a  place  called  Wasser- 
leben,  on  the  northern  edge  of  the  Harz  Mountains.  The  modern 
interest  begins  with  Christian  Ferdinand  Siemens,  born  in  1789, 
the  youngest  son  in  a  large  family,  who  married  early  and  se  tied 
as  a  farmer  of  Government  land  at  Lenthe,  near  Hanover.  All  the 
family  were  well  educated,  thanks  to  the  school  and  university 
system  of  the  country.  With  the  customary  blindness  to  pruden¬ 
tial  considerations  that  often  serves  the  good  purpose  of  bringing 
out  the  resources  of  men  and  furthering  the  development  of  nations, 
the  youn- couple  Ferdinand  (as  he  was  usually  called)  and  Eleonore 
Siemens  had  a  large  family  of  eleven  sons  and  three  daughters,  of 
whom  three  sons  and  one  daughter  died  in  infancy.  Knowing 
what  we  now  do  of  the  new  industries  that  were  to  be  created  by 
more  than  one  of  these  lads,  giving  employment  m  different 
parts  of  the  world  to  tens  of  thousands  of  their  fellow-men,  it 
becomes  a  curious  question  for  inquirers  who  admit  the 
cogency  of  the  Malthusian  principle  of  population,  as  to 
whether  the  Siemenses  of  Lenthe  were  not  doing  more  good 
in  giving  William,  Werner,  Frederick,  and  Carl  to  the  world 
than  if  they  had  consulted  Malthus,  and  brought  forth  the  pru¬ 
dential  one  or  two  offspring  to  carry  on  the  family  name.  This, 
however,  is  a  digression.  Ferdinand  Siemens  was  fairly  pros¬ 
perous  as  a  farmer,  but  he  could  not  do  more  for  his  numer^s 
progeny  than  give  them  all  a  plain  but  substantial  education.  He 

‘“The  Lite  of  Sir  ‘William  Siemens,  F.R.S.,  (to.”  By  William  Pole> 
F.R.S.  Illustrated.  London :  John  Murray  ;  1888. 
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died  in  1839,  sis  months  after  his  wife ;  and  a  few  years  later  the 
family  dispersed  among  their  relations  and  friends.  The  excep¬ 
tional  quality  of  the  new  generation  of  Siemenses  was  first 
shown  in  Werner,  the  eldest  son,  who  has  been  generally  known 
as  “  the  Berlin  Siemens,”  and  is  deservedly  honoured  by  Dr.  Pole 
as  the  founder  of  the  fortunes  and  reputation  of  the  family. 
Born  in  181(5,  Werner  became  a  scientific  soldier,  distinguishing 
himself  in  the  Prussian  artillery  service.  He  took  up  very  warmly 
the  new  science  of  electricity,  and  became  an  authority  upon 
telegraphy ;  founding  with  a  friend  the  well-known  house  of 
Siemens  and  Halske,  for  the  manufacture  of  electrical  apparatus, 
while  yet  a  military  officer.  The  venture  succeeded,  and  ulti¬ 
mately  Werner  quitted  the  army,  and  devoted  himself  to  his  own 
business.  Honours  have  been  showered  thickly  upon  him,  and  he 
was  ennobled  bj’  the  Emperor  Frederick  III. ;  wherefore  he  bears 
the  aristocratic  prefix  “  von  ”  to  the  familj'  name.  The  brothers 
Siemens  have  worked  so  closely  together  throughout  their  lives, 
that  it  is  impossible  to  tell  the  story  of  one  without  bringing  in 
the  others.  This  is  specially  true  of  William  ;  because,  although 
to  the  majoritj'  of  Englishmen  he  seemed  to  stand  for  himself 

a 'one  (none  of  the  other  brothers  being  visible  in  English  business), 
2  was  really  for  the  most  part  the  representative  of  a  fraternity 
in  which  Werner  and  Frederick,  “  the  Dresden  Siemens,”  were 
the  great  originators.  The  second  son,  Hans,  is  not  heard  of  now, 
but  he  was  a  useful  member  of  the  brotherhood,  for,  having  made 
money  in  distilling,  he  set  up  at  Dresden  the  glass-works  in  which 
Frederick’s  regenerative  furnaces  were  perfected.  It  is  interesting 
to  learn  that  the  clever  Frederick  of  later  life  ran  away  from 
school,  and  went  for  a  sailor,  working  for  two  years  before  the 
mast.  His  good  brother  Werner,  ten  years  his  senior,  and 
occupying  the  place  of  their  dead  father,  tried  to  conform  so  far 
to  the  lad’s  taste  as  to  get  him  into  the  Prussian  navy  ;  but  while 
waiting  for  the  appointment,  which  never  came,  Frederick  took 
part  in  his  brothers’  electrical  work,  which  interested  him  so 
deeply  that  he  abandoned  the  sea,  with  the  result  that  wo  know. 
The  sixth  son,  Carl,  is  a  good  working  member  of  the  brother¬ 
hood — not  much  of  an  inventor,  but  an  executive  hand.  The 
brothers  Werner,  William,  Carl,  and  Frederick  worked  so  well 
together  that  Dr.  Pole  admits  the  difficulty  of  exactly  defining 
their  personal  shares  in  the  many  useful  inventions  and  business 
enterprises  for  which  the  world  is  indebted  to  them.  We  may  add 
to  this  remark  of  the  biographer  the  observation — not  at  all 
intended  to  be  understood  in  a  depreciatory  sense — that,  from 
his  figuring  as  the  representative  of  the  family  in  this  country, 
William  came  in  personally  for  a  good  deal  of  the  honour  and 
repute  that  was  earned  by  the  others,  who  were  not  merely  in  the 
background  of  absence  from  the  country,  but  did  not  participate 
in  his  genius  for  publicity. 

Dr.  Pole’s  narrative  of  the  childhood  and  youth  of  Sir  William 
is  highly  interesting.  As  a  boy  he  did  not  show  any  decided 
mechanical  “  twist ;  ”  and  at  first  prepared  for  a  commercial 
life.  As  in  the  case  of  so  many  other  boys,  his  parents  did  not 
know  what  was  to  become  of  him,  and  it  was  by  his  brother 
Werner’s  desire  that  he  was  devoted  to  a  mechanical  career, 
studying  at  Magdeburg  and  at  the  University  of  Gottingen  until 
he  was  19  years  of  age,  when  he  began  to  learn  practical  engi¬ 
neering  and  electricity.  He  corresponded  regularly  upon  technical 
matters  with  Werner,  who  in  all  things  supervised  his  educa¬ 
tional  course.  Early  in  February,  1843,  William  started  for 
London  by  w’ay  of  Hamburg ;  his  mission  being  to  try  to  do 
some  business  in  his  and  Werner’s  electric  gilding  and  galvanic 
battery  inventions.  Ha  even  then  entertained  the  idea  of  settling 
in  England,  if  ho  could  see  his  way.  His  first  business  trans¬ 
action  in  England  w'as  with  Mr.  Elkington,  who  was  just  then 
developing  the  electro-plating  processes  with  which  his  name  is 
historically  united.  It  was  from  the  Messrs.  Elkington  that  the 
young  German  received  his  first  lift  in  life,  in  the  shape  of  a  sum 
of  .£1000  for  his  patent.  Strangely  enough.  Dr.  Pole  remarks 
that  this  process  was  not  commercially  used  to  any  large  extent. 
The  biographer  rightly  lays  stress  upon  the  personal  qualities  of 
business  tact  and  address  that  must  have  belonged  to  the  young 
man  of  only  20  years  of  age  who  could  negotiate  a  transaction  of 
such  importance  in  a  foreign  land,  the  language  of  which  was 
strange  to  him.  The  ease  with  which  this  Elkington  money  had 
been  earned  stimulated  the  brothers  to  bring  out  other  inventions, 
and  William’s  success  as  a  business  agent  stamped  him  out  for 
the  ambassador  of  the  firm.  Consequently,  after  a  little  more 
work  in  the  Magdeburg  machine  factory,  William  started  for 
London  a  second  time,  in  charge  of  his  brother’s  invention  of  a 
chronometric  governor,  together  with  one  or  two  other  simi¬ 
lar  “  notions,”  and  associated  himself  with  an  English  engi¬ 
neer,  Mr.  Joseph  Woods,  brother  of  Mr.  Edward  Woods,  who  was 
then  practising  in  Westminster  as  a  Civil  Engineer.  This  device, 
though  well  spoken  of  by  many  eminent  mechanical  engineers 
of  the  day,  docs  not  appear  to  have  been  a  permanent  success. 
A  printing  process,  likewise  not  successful,  was  also  in  hand  at  the 
same  time  ;  and  the  result  of  these  failures  was  to  plunge  William, 
and  through  him  the  rest  of  the  family,  into  money  troubles.  The 
Elkington  success  made  them  all  too  sanguine ;  and  they  under¬ 
took  more  than  they  could  carry  out,  even  if  the  schemes  had 
been  good  for  anything,  which  was  unfortunately  not  the  case.  At 
this  time  it  appears  that  the  fortunes  of  the  Siemens  family  were 
at  a  low  ebb.  Werner  declined  to  have  anything  more  to  do  with 
the  governor  and  printing  schemes,  and  renounced  all  benefit  that 
might  be  derived  from  them  by  William  in  the  future.  The 
fraternal  association  was  for  the  time  broken.  William  had 


realized  and  spent  all  his  little  patrimony  in  the  attempt  to 
make  a  success  of  these  impracticable  inventions.  For  two  years 
and  a  half  he  worked  at  them  fruitlessly  ;  being  often  tempted  to  let 
them  and  the  money  sunk  in  them  go,  and  to  take  a  salaried  situa¬ 
tion.  Although  he  could  have  secured  his  own  livelihood  in  this- 
way,  he  could  not  for  a  long  time  make  up  his  mind  to  relinquish 
the  prospect  of  getting  back  the  money  which  his  friends  had 
entrusted  to  him  to  invest  in  his  schemes.  From  this  time  for 
some  years  the  history  of  the  Siemens  brothers  is  one  of  a  succession 
of  struggles.  Messrs.  Fox  and  Henderson  paid  William  Siemens 
L'400  a  year  for  several  years,  and  engaged  to  carry  out  some  of 
his  devices.  But  they  lost  a  good  deal  of  money  by  him  ;  and  the 
connection  was  ultimately  severed.  Werner  Siemens  and  Halske 
meanwhile  developed  their  electrical  engineering  business,  which 
was  a  success  from  the  first.  This  was  the  turning-point  of  their 
fortunes  ;  for  William  was  at  last  wholly  engaged  in  representing 
the  thriving  firm  in  England,  in  which  he  was  helped  by  Frederick. 
Werner’s  noble  spirit  is  displayed  in  a  letter  offering  this  arrange¬ 
ment  to  the  then  unsuccessful  brother,  in  which  he  says  that 
William  shall  name  his  own  share  of  the  profits  ;  “  but  do  not  make 
it  too  small,”  he  urges,  “for  I  would  rather  see  five  dollars  in 
your  pocket  than  two  in  my  own.” 

The  story  of  William’s  failure  to  make  the  principle  of  heat 
regeneration  work  in  connection  with  steam-engines,  leads  up  to 
Frederick  Siemens’s  “happy  idea,”  as  Dr.  Pole  calls  it,  of  the 
regenerative  furnace.  AYilliam  pushed  the  discovery  with  his 
usual  energy.  Up  to  this  time  he  had  been  very  unfortunate 
with  his  own  inventions ;  and  Dr.  Pole  admits  that  the  rotary 
water-meter  was  the  first  success  that  he  achieved  after  he  was 
settled  in  England.  It  is  not  concealed,  however,  that  William 
Siemens  did  best  as  agent  of,  and  afterwards  as  partner  in,  the 
firm  of  Siemens  and  Halske  ;  the  Charlton  works  being  founded 
as  a  branch  undertaking  of  the  Berlin  firm.  The  account  of  the 
introduction  of  the  Siemens-Martin  steel  process  is  interesting ; 
and  the  same  may  be  said  with  emphasis  of  the  story  of  the 
Siemens  electric  lighting  inventions.  There  is  very  much  in  the 
biography  which  we  cannot  even  allude  to  here.  Suffice  it  to  say 
that  the  writer  has  done  his  work  well.  He  has  given  us  a 
picture  of  the  man,  without  indulging  in  too  much  laudation.  He 
is  sympathetic,  but  never  fulsome,  and  does  not  conceal  how 
much  his  subject  owed  to  others.  It  is  not  his  fault  if  one  rises 
from  the  perusal  of  his  book  with  a  confirmed  idea  that,  although 
William  was  in  the  end  one  of  the  most  celebrated  of  the  brothers 
Siemens,  he  was  really  neither  the  greatest  nor  the  cleverest. 
The  printing  and  general  get-up  of  the  book  are  all  that  can  be 
desired.  There  are  several  ilhistrations ;  and  the  book  is  pre¬ 
faced  by  a  beautifully  executed  vignette  portrait  of  the  subject. 


Reduction  in  Price  by  the  Chartered  Gas  Company. — The 
Secretary  and  General  Manager  of  The  Gaslight  and  Coke  Com¬ 
pany  (Mr.  J.  Orwell  Phillips)  informs  us  that  the  Directors  have 
resolved,  from  and  after  the  1st  of  January  next,  to  reduce  the 
price  of  gas  to  private  consumers  on  the  north  side  of  the  Thames 
to  2s.  Gd.  per  1000  cubic  feet  for  common,  and  to  3s.  Id.  per  1(X)0 
cubic  feet  for  cannel  gas.  This  will  be  a  concession  of  3d.  per  1000 
cubic  feet  in  the  former  case,  and  4d.  in  the  latter. 

Presentation  to  Mr.  W.  Stephenson. — The  employes  at  the 
Great  Cambridge  Street  station  of  The  Gaslight  and  Coke  Com¬ 
pany  last  Tuesday  presented  to  Mr.  W.  Stephenson,  who  is 
vacating  his  position  as  Chief  Clerk  of  the  station,  in  consequence 
of  his  transference  to  the  Company’s  offices  in  the  Horseferry  Road, 
a  testimonial  in  token  of  their  regard  for  him,  and  as  a  memento 
of  his  pleasant  intercourse  with  them  during  his  fifteen  years’  ser¬ 
vice.  It  consisted  of  an  ebony  and  gold  striking  clock,  and  a 
dinner  service  for  Mrs.  Stephenson.  The  Engineer  of  the  station 
(Mr.  J.  W.  Randall)  presented  the  gifts,  accompanying  them  with 
a  few  kindly  observations  ;  and  Mr.  Stephenson  acknowledged  them 
in  appropriate  terms. 

The  Paris  Municipal  Electric  Lighting  Stations. — According 
to  the  Paris  Correspondent  of  Industries,  seven  firms — viz.,  the 
Societe  Continental  Edison,  the  Societe  Lyonnaise,  the  Societe 
Alsacienne,  the  Society  d’Eclairage  Electrique  Jablochkoff, 
M.  Patin  (representative  of  Mr.  Ferranti),  M.  Victor  Popp  (repre¬ 
sentative  of  the  Thomson-Houston  Company),  and  M.  Cuenod- 
Sautter — have  tendered  for  the  supply  of  the  plant  required  for  the 
electric  lighting  stations  which  the  Paris  Municipality  are  about 
to  establish.  The  tenders  were  opened  on  the  26th  ult.,  and 
handed  over  to  a  Sub-Committee,  under  the  presidency  of  M. 
Mascart,  who  will  examine  the  merits  of  the  rival  schemes,  and 
recommend  one  for  adoption.  The  decision  is  expected  to  be 
given  in  about  six  weeks. 

The  Gas  Institute  Transactions  for  1888. — The  volume  of 
Transactions  of  The  Gas  Institute  for  the  present  year  was  issued 
to  the  members  last  week  by  the  Secretary  (Mr.  W.  H.  Bennett), 
under  whose  editorship  the  book  has  been  produced.  Beyond  the 
papers  read  at  the  meeting  of  the  Institute  in  June,  with  the  dis¬ 
cussions  thereon,  it  contains,  in  an  Appendix,  the  communications 
presented  by  Dr.  Wm.  Wallace  and  Mr.  Geo.  Livesey — on  “  The 
Effect  of  Temperature  on  the  Quality  of  Gas  produced  in  Gas- 
Works  at  different  Seasons  of  the  Year,”  and  on  “  Commissions  ” — 
which  there  was  not  time  to  lay  before  the  members.  The  other 
matter  consists  of  the  report  of  the  proceedings  at  the  meeting  of 
the  donors  and  subscribers  to  the  Benevolent  Fund,  the  usual  lists 
of  office-bearers  and  members,  the  rules,  and  the  statements  of  the 
financial  position  of  the  Institute. 
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“Water  Oil  Gas”  for  Steel  Making. 

What  is  called  in  the  newspaper  reports  “water  oil  gas  ’’  is  in 
course  of  trial  as  a  fuel  for  use  in  the  conversion  of  steel  at  the 
Barrow  Steel-Works,  Barrow-in-Furness.  The  oil  used  is  com¬ 
mercial  creosote,  not  treated  in  any  way  for  purification.  From 
the  creosote  tank  the  oil  is  pumped  to  the  furnaces,  where  it  is 
passed  throush  tubes  kept  hot  by  the  flame  of  a  portion  of  the  gas 
produced.  The  gas  thus  made  is  mixed  with  superheated  steam, 
which  is  stated  to  be  prepared  by  passing  steam  at  the  initial 
pressure  of  80  lbs.  to  the  square  inch  through  copper  pipe  heated  to 
about  2000°  Fahr.  After  the  combination  of  the  steam  with  the 
gas,  the  mixture  is  led  to  steel-furnaces,  which  were  previously 
heated  by  Siemens  producer  gas.  The  combustion  in  the  furnaces 
is  described  as  perfect,  and  the  heat  obtained  as  most  intense.  The 
.supplies  of  oil  and  steam  are  under  the  control  of  one  man.  An 
important  claim  made  by  the  patentee  is  that,  by  the  use  of  his 
so-called  “  water  oil  gas,”  a  portion  of  the  sulphur  is  eliminated 
from  the  steel.  The  process  is  described  as  being  very  convenient 
and  clean,  and  not  expensive  in  application.  The  cost  of  the 
creosote  is  stated  as  l|d.  per  gallon  ;  and  from  25  to  30  gallons  will 
produce  a  ton  of  finished  steel.  The  process  is  said  to  be  prefer¬ 
able  for  many  reasons  to  the  Siemens  gas-heating  arrangement 
]>reviously  employed  ;  but  no  satisfactory  evidence  in  support  of 
this  claim  is  offered. 

The  Fuel  Value  of  Weathered  Coke. 

The  American  Acje  of  Steel  discusses  briefly  the  question  whether 
coke  is  injured  for  foundry  purposes  by  long  exposure  to  weather; 
stating  that  a  wholesale  coke  merchant  has  contended  that  coke  is 
really  improved  by  this  treatment.  It  is  remarked,  in  support  of 
this  observation,  that  about  375,000  bushels  of  coke  were  sup¬ 
plied  to  a  blast-furnace,  but  not  used  for  four  or  five  years,  during 
which  time  the  fuel  was  stored  in  a  damp  place  close  to  a  river. 
Finally,  a  neighbouring  steel-works,  being  in  straits  for  fuel,  sent 
lor  this  old  stock  as  a  last  resource  ;  and,  to  the  surprise  of  every¬ 
body  concerned,  more  and  better  iron  was  made  by  its  means  than 
had  been  customary  with  fresh  fuel.  At  a  small  stove  foundry 
also,  a  strike  of  coal  operativ'es  compelled  the  manager  to  dig  up 
a  few  waggon-loads  of  coke  that  had  lain  neglected  for  several 
years  in  a  damp  cellar,  subjected  to  the  action  of  dripping  water. 
This  dirty-looking  stuff  gave  splendid  results  in  the  cupola.  From 
this,  while  it  is  not  inferred  that  it  is  economical  to  allow  coke  to 
crumble  and  weather  for  years,  it  by  no  means  follows  that  what 
remains  after  such  neglectful  treatment  is  worthless. 

The  Composition  of  Coal  Dust. 

At  a  recent  meeting  of  the  North  of  England  Institute  of  Mining 
and  Mechanical  Engineers,  Professor  P.  P.  Bedson,  U.  Sc.,  of  the 
Duriiam  College  of  Science,  contributed  to  our  knowledge  of  coal 
dust  by  reading  a  paper  dealing  with  the  composition  of  this 
material.  He  stated  that  some  time  ago  a  member  of  the  Insti¬ 
tute  drew  his  attention  to  the  remarkable  behaviour  of  a  par¬ 
ticular  class  of  coal  dust  at  one  of  the  collieries  under  his  super¬ 
intendence,  and  suggested  that  it  would  be  desirable  to  ascertain 
whether  it  contained  gases,  like  coal  itself.  The  author  stated 
tliat  the  investigations  of  Herr  von  Meyer  in  Germany  and  of 
Jlr.  W.  J.  Thomas  in  this  country,  have  demonstrated  that  coal 
liolds  varying  quantities  of  gases  enclosed  in  it — the  gases  con- 
.‘isting  mainly  of  mixtures  of  carbon  dioxide,  nitrogen,  oxygen, 
and  marsh  gas  (CH.).  The  gases  enclosed  in  the  coal  were 
obtained  by  placing  it  in  suitable  vessels  and  exhausting  them  by 
a  Sprengel  pump,  and  at  the  same  time  heating  the  coal  at 
100“C.  (212°  Fahr.) ;  drawing  off  the  released  gases  by  the  con¬ 
tinual  flow  of  mercury.  An  account  was  then  given  by  the  author 
of  the  results  obtained  by  submitting  to  a  similar  process  coal 
dust  collected  fresh  from  the  screens.  The  dust  was  found  to 
contain,  like  coal  itself,  gas  occluded  in  it,  and  in  considerable 
volume.  The  analyses  of  these  gases  indicated  a  general  resem¬ 
blance  in  composition  to  those  obtained  by  Herr  von  Meyer,  and 
further  that  the  combustible  portion  of  the  gases  consisted  in  all 
probability  in  part  of  hydrocarbons  related  to  olefiant  gas  (C2H4) 
and  of  members  of  the  series  to  which  marsh  gas  belongs,  similar 
to  those  forming  the  natural  gas  issuing  from  petroleum  wells. 
The  author  thought  that,  as  a  coal  dust  from  one  source  only  had 
been  examined,  it  would  be  premature  to  draw  any  general  con¬ 
clusions  from  the  results  obtained  ;  and  it  is  his  intention  to  sub¬ 
mit  coal  dusts  and  coals  from  different  sources  to  similar  examina¬ 
tion.  Should  further  investigations  confirm  the  results  obtained, 
the  existence  of  gases  enclosed  in  coal  dust,  together  with  the 
nature  of  the  combustible  portions  of  these  gases,  will,  it  is 
thought,  aid  in  some  measure  to  explain  the  influence  of  coal 
dust  in  colliery  explosions. 


The  "Wrought-Iron  Pipe  Industry  in  America. — There  are 
24  wrought-iron  pipe  works  in  the  United  States — 1  in  Massachu¬ 
setts,  2  in  New  York,  14  in  Pennsylvania,  1  in  Delaware,  1  in  West 
\  irginia,  2  in  Ohio,  and  3  in  Illinois.  Of  the  14  in  Pennsylvania, 
C)  are  in  Pittsburgh.  All  the  others  are  in  the  eastern  part  of  the 
State ;  4  being  in  Philadelphia.  Tiie  growth  of  this  industry  has 
been  remarkable  during  recent  years  ;  and  it  now  consumes  a  sub¬ 
stantial  proportion  of  iron  produced.  This  kind  of  pipe  is  used  in 
America  for  purposes  not  dreamed  of  a  few  years  ago ;  and  the 
promise  is  that  it  will  occupy  a  stiU  wider  field.  Originally  made 


for  conveying  water,  steam,  gas,  oil,  &c.,  it  is  now  also  employed  in 
the  construction  of  cars,  for  railing  and  fencing,  and  in  numerous 
other  ways. 

A  New  Creosote  Lamp. — There  has  recently  been  introduced 
a  new  lamp  which  will  compete  with  those  already  in  use  for  the 
burning  under  pressure  of  inferior  oils.  The  principle  of  the  appa¬ 
ratus  is  that  compressed  air  is  used  to  effect  the  combustion  of  the 
oil  only  for  a  short  time  after  the  lamp  is  lighted.  A  coil  placed 
over  the  flame  serves  to  generate  steam  wherewith  the  pressure  is 
supplied.  The  lamp  is  thus,  excepting  at  the  commencement  of 
operations,  self-acting. 

A  Large  Iron  Reservoir. — The  largest  iron  reservoir  ever  con¬ 
structed  in  America  is  that  for  Malden,  Massachusetts.  The  city 
has  made  a  contract  with  the  Cunningham  Iron-Works  Company, 
of  Boston,  for  the  sum  of  120,940,  to  build  a  wrought-iron  reser¬ 
voir  to  contain  1,158,000  gallons  of  water.  It  will  be  75  feet  in 
diameter  and  35  feet  high,  and  be  formed  of  plate  iron  f-inch  in 
thickness,  and  a  tensile  strain  of  50,000  lbs.  per  square  inch  of 
section.  The  weight  of  water  when  the  reservoir  is  full  will  be 
about  4344  tons. 

The  Dinsmore  Gas  Process.— We  are  asked  to  state  that 
the  illustrated  description  of  tlie  Dinsmore  gas  apparatus 
which  appeared  in  our  “Register  of  Patents  ”  last  week  (p.  764) 
does  not  show  the  final  arrangement  of  the  plant  as  now  in  opera¬ 
tion  at  the  Widnes  Gas-Works.  The  design  contained  in  patent 
No.  15,852,  of  which  we  gave  an  abstract,  was  only  an  experi¬ 
mental  one  ;  and  the  Dinsmore  Company  have,  we  understand, 
since  developed  the  invention,  and  taken  out  further  patents  (which 
will  shortly  be  published)  to  make  it  suitable  fc  •  gas  manufac¬ 
turing  purposes. 

Proposed  Electric  Lighting  of  the  Mansion  House. — At 
the  meeting  of  the  Court  of  Common  Council  last  Thursday,  Mr. 
J.  Judd  moved  to  refer  to  the  General  Purposes  Committee  the 
consideration  of  the  best  means  of  lighting  the  Mansion  House  by 
the  electric  light,  with  power  to  obtain  tenders  and  estimates  for  the 
necessary  works,  and  to  submit  them  to  the  Court.  For  the  pur¬ 
pose  of  their  inquiry,  the  Committee  were  to  be  authorized  to  ex¬ 
pend  a  sum  “  not  exceeding  twenty  guineas.”  This  was  approved, 
after  a  protest  from  Mr.  Morton,  that  the  expenditure  was  “  useless 
and  wasteful.” 

American  Gaslight  Association. — Mr.  George  Shepard  Page, 
who,  it  will  probably  be  remembered,  was  on  a  visit  to  this  country 
at  the  time  of  the  last  meeting  of  The  Gas  Institute,  as  repre¬ 
sentative  of  American  associations  of  gas  managers,  has  sent  us, 
under  date  of  the  24th  ult.,  the  following  brief  notice  of  the 
recent  meeting  of  the  above-named  Association,  reference  to 
which  was  made  in  our  columns  last  w-eek : — “The  sixteenth 
annual  meeting  of  the  American  Gaslight  Association  has  just 
concluded  its  session  at  Toronto,  Canada.  Daring  nearly  all  the 
years  since  its  organization,  we  have  been  largely  aided  in  our 
deliberations  by  the  contributions  of  our  friends  on  the  other 
side  of  the  border — Mr.  H.  W.  Pearson,  Secretary  and  General 
Manager  of  the  Consumers’  Gas  Company  of  Toronto  ;  Mr.  F.  W. 
Gates,  President,  and  Mr.  T.  Liltlehales,  General  Manager,  of 
the  Hamilton  (Ontario)  Gas  Company ;  Mr.  R.  Baxter,  General 
Manager  of  the  Halifax  Gas  Company ;  Mr.  J.  F.  Scriver, 
Manager  of  the  Montreal  Gas  Company ;  and  D.  H.  Geggie, 
Manager  of  the  Quebec  Company.  It  was  therefore  high  time 
that  the  Americans  crossed  the  border.  It  would  be  impossible 
to  say  too  much  in  praise  of  the  efficient  management  by  the 
Committee  of  Arrangements,  or  of  the  great  hospitality  of  the 
Consumers’  Gas  Company  and  the  citizens  of  Toronto.  Great 
surprise  was  expressed  by  many  Americans  who  had  never  before 
visited  Toronto  at  the  extent,  prosperity,  and  enterprise  of  this 
great  city.  Its  public  buildings  and  private  residences  would  do 
credit  to  any 'metropolis  of  the  Old  or  the  New  World.  But  the 
greatest  astonishment  was  experienced  during  the  inspection  of 
the  magnificent  new  works  of  the  Consumers’  Gas  Company,  now 
nearly  completed.  They  will  not  be  surpassed  in  any  countrj'. 
A  splendid  banquet  was  tendered  to  the  members  of  the  Associa¬ 
tion  by  the  Consumers’  Gas  Company.  The  menu  card  that  was 
prepared  for  the  occasion  contained  some  amusing  and  unique 
designs,  the  work  of  a  young  native  Canadian  artist.  Regret  was 
expressed  that  the  meeting  had  not  been  honoured  by  the  presence 
of  a  delegation  from  The  Gas  Institute.  The  following  officers 
were  elected  for  the  ensuing  year President — Mr.  A.  B. 
Slater,  Treasurer  and  General  Manager  of  the  Providence  (R.I.) 
Gaslight  Company.  Vice-Presidents — Mr.  Emerson  M'Millin, 
Vice-President  and  Engineer  of  the  Columbus  (Ohio)  Gas  Com¬ 
pany  ;  Mr.  J.  P.  Harbison,  Treasurer  and  General  Manager  of  the 
Hartford  (Conn.)  Gas  Company;  tnl  Mr.  W.  H.  Wliite,  Gas 
Engineer,  of  New  York.  Members  of  Council — Mr.  W.  H.  Pear¬ 
son,  Secretary  and  General  Manager  of  the  Consumers’  Gas  Com¬ 
pany  of  Toronto  (Canada) ;  Mr.  T.  Turner,  President  and  Engi¬ 
neer  of  the  Charleston  (S.C.)  Gas  Company;  Mr.  G.  G.  Ramsdell, 
Treasurer  and  Manager  of  the  Vincennes  (Ind.)  Gas  Company ; 
Mr.  A.  B.  Boardman,  General  Manager  of  the  Macon  (Georgia) 
Gas  Company ;  Mr.  W.  Cartwright.  Engineer  of  the  Oswego 
(N.Y.)  Gas  Company ;  Mr.  C.  W.  Blodget,  Secretary  of  the 
Williamsburgh  (N.Y.)  Gas  Company ;  and  Mr.  R.  E.  Chollar, 
Manager  of  the  Topeka  (Kansas)  Gas  Company.  Secretary  and 
Treasurer — Mr.  C.  J.  R.  Humphreys,  General  Manager  of  the 
Lawrence  (Mass.)  Gas  Company.  The  next  annual  meeting  is  to 
be  held  at  Baltimore  (Maryland),  in  October,  1889.  A  large 
number  of  new  members  were  elected.” 
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Cerjrmral  ^ec0r!tr. 

MIDLAND  ASSOCIATION  OF  GAS  MANAGERS. 

The  Thirty-third  Quarterly  Meeting  of  this  Association  was  held, 
on  Thursday,  the  18th  ult.,  at  the  Grand  Hotel,  Birmingham. 
The  President  (Mr.  Henry  Hack,  M.  Inst.  C.E.,  Engineer  of  the 
Saltley  works  of  the  Birmingham  Corporation)  occupied  the  chair, 
and  there  was  a  good  attendance  of  members  and  friends. 

The  Hon.  Secretary  (Mr.  W.  R.  Cooper,  of  Banbury)  read  the 
minutes  of  the  previous  meeting,  and  they  were  confirmed. 

Election  of  New  Members. 

The  President  proposed  the  election  of  the  following  gentlemen 
as  members  of  the  Association  : — Mr.  E.  H.  Millard,  of  Hinckley  ; 
Mr.  J.  C.  Belton,  of  Wellington,  Salop ;  and  Mr.  W.  W.  Hulse,  of 
Longton. 

Mr.  Taplay  seconded  the  motion,  which  was  carried. 

The  Proposed  Lectures  on  Gas  Manufacture. 

The  President  :  Gentlemen — You  will  remember  that  at  the 
last  meeting  in  Birmingham,  a  Committee  was  appointed  with 
reference  to  the  matter  of  lectures  on  gas  manufacture.  They 
have  since  had  the  subject  under  consideration,  and  have  seen  Dr. 
Tdden,  of  Mason’s  College,  and  discussed  the  idea  fully  with  him. 
He  kindly  stated  that  he  believed  the  Governors  of  Mason’s  College 
would  be  willing  to  further  the  object  as  much  as  was  in  their 
power  ;  and,  subject  to  the  approval  of  the  members  of  the  Associa¬ 
tion,  he  himself  would  in  January  next  undertake  to  give  a  course  of 
lectures  upon  the  chemistry  relating  to  gas  manufacture.  The 
Committee  recommended  that  this  offer  be  accepted.  They  believe 
the  funds  at  their  disposal  will  cover  the  cost  of  the  lectures.  I 
therefore  beg  to  move — “  That  the  recommendation  of  the  Com¬ 
mittee  be  approved,  and  that  they  be  authorized  to  arrange  terms 
and  all  other  matters  with  Dr.  Tilden.” 

Mr.  W.  North  (Stourbridge) :  In  order  that  the  matter  may  be 
discussed,  I  will  second  the  motion. 

Mr.  H.  Taplay  (Stoke-on-Trent)  :  In  rising  to  move  an  amend¬ 
ment,  I  would  remind  the  meeting  that,  when  this  subject  was 
first  discussed,  it  was  decided  that  a  professional  man  should  be 
employed  to  give  instruction  to  the  members  of  the  Association. 
This  was  slightly  modified  sometime  afterwards,  on  the  proposition 
of  a  member  of  the  Council  of  The  Gas  Institute,  that  the  funds 
to  be  employed  for  the  purpose  be  thrown  into  the  general  funds 
of  The  Gas  Institute.  [A  Voice:  No;  not  “thrown  into  the 
funds.’’]  Well,  the  money  was  virtually  to  be  voted  for  The  Gas 
Institute. 

The  President  ;  Voted  for  gas  lectures. 

Mr.  C.  Hunt  (Birmingham) :  In  conjunction  with  The  Gas 
Institute,  to  be  expended  in  this  locality. 

Mr.  Taplay  :  As  The  Gas  Institute  will  probably  undergo  serious 
revision,  I  desire  to  propose  that  the  matter  be  left  open  for  the 
present,  and  that  the  money  for  the  lectures  be  not  voted  at  this 
meeting.  When  the  Institute  is  revised,  and  matters  put  straight, 
we  may  consider  the  whole  matter  again. 

The  President  :  I  am  bound  to  point  out  that  the  money  has 
already  been  voted.  Y^ou  can  propose  that  the  matter  be  deferred, 
but  not  that  it  will  be  rescinded,  without  giving  notice. 

Mr.  Taplay  :  I  do  not  want  to  rescind  it  at  the  present  time  ; 
but  I  simply  wish  the  consideration  of  the  expenditure  of  the 
money  to  be  deferred. 

Mr.  V.  Hughes  (Tipton) :  Is  the  money  being  expended  in  con¬ 
nection  with  The  Gas  Institute. 

The  President  :  It  is  not  intended  to  be  expended  in  connec¬ 
tion  with  The  Gas  Institute. 

Mr.  Hughes  :  Then  it  is  not  being  sjient  in  accordance  with 
the  resolution. 

The  President  :  It  is  not  being  expended  at  all  at  present. 

Mr.  Hughes:  To  my  mind,  the  resolution  does  not  want  re¬ 
scinding,  because  it  is  a  new  scheme  that  is  suggested  by  the 
Committee ;  and  we  may  either  accept  or  reject  it. 

The  President  :  It  is  only  carrjung  out  the  idea  approved  at  a 
previous  meeting.  The  lectures  were  to  be  entrusted  to  a  local 
Committee  ;  and  this  Committee  has  been  formed  by  you. 

Mr.  Hughes  :  And  the  funds  of  The  Gas  Institute  were  to 
assist  us  ;  but  we  are  getting  none. 

The  President  :  Not  at  present. 

Mr.  Hughes  :  What  I  want  is  information  on  the  subject. 
First  it  was  proposed  to  have  special  lectures  for  ourselves ;  and 
then  we  had  a  scheme  which  was  to  be  in  connection  with  The 
Gas  Institute.  But  now  we  have  another  proposal  without  The 
Gas  Institute. 

Mr.  Hunt  :  I  am  sure  that  what  the  President  intended  to 
explain  was  that  the  first  thing  this  meeting  has  to  determine  is 
whether  we  shall  go  on  with  the  scheme  in  the  present  unsettled 
state  of  affairs  with  respect  to  The  Gas  Institute.  Your  Com¬ 
mittee  deliberated  upon  this  point ;  and  having  regard  to  the  fact 
that  they  were  able  to  place  before  you  a  scheme  on  all  fours  with 
that  which  would  in  all  probability  have  been  adopted  in  conjunc¬ 
tion  with  the  Institute,  and  at  a  cost  not  exceeding  the  sum  voted 
by  the  Association,  they  felt  it  to  be  their  duty  to  put  the  matter 
in  your  hands.  We  have,  however,  no  feeling  at  all  on  the  sub¬ 
ject.  If  you  adopt  the  re.solution,  you  will  be  doing  precisely  the 
work  which  was  intended  in  conjunction  with  The  Gas  Institute  ; 
but  it  is  for  you  to  say  whether  we  shall  go  forward  alone,  or 
postpone  action  for,  perhaps,  an  indefinite  time. 

Mr.  B.  W.  Smith  (Smethwick) :  The  reason  of  this  matter  being 


introduced  to-day  was  that,  in  view  of  the  unsettled  condition  of 
The  Gas  Institute  at  present,  the  Lecture  Committee  did  not  think 
it  wise  to  defer  it  for  another  year.  Hence  they  thought  it  better 
to  bring  forward  some  proposition  for  the  meeting  to  discuss. 

Mr.  W.  WiNSTANLEY  (Newcastle) :  Is  it  proposed  that  the  lectures 
shall  be  in  Birmingham  only,  seeing  that  some  of  the  members 
come  from  Derby,  North  Staffordshire,  Shrewsbury,  and  other 
places  at  a  distance  ? 

The  President  :  The  present  recommendation  is  that  the  first 
course  shall  take  place  at  Mason’s  College. 

Mr.  WiNSTANLEY  :  Then  I  will  second  the  amendment,  as  I  think 
the  lectures  should  be  arranged  to  be  given  in  different  centres,  so 
as  to  meet  the  requirements  of  members  living  at  long  distances 
from  Birmingham,  and  who  could  not  possibly  attend  if  they  are 
to  be  restricted  to  Birmingham  only. 

Mr.  P.  Simpson  (Rugby) :  When  the  question  of  our  balance  was 
referred  to,  it  was  thought  it  would  be  a  good  thing  to  have  an  ex¬ 
perienced  man  to  give  lectures  to  the  Association  ;  but  when  The 
Gas  Institute  took  the  question  of  technical  education  in  hand,  and 
proposed  that  courses  of  lectures  should  be  given  in  different  parts 
of  the  country,  we  thought  it  better  to  wait  and  see  what  they 
would  do.  As,  however,  things  have  taken  the  course  they  have, 
I  do  not  think  we  should  ignore  the  wishes  of  our  members  by 
passing  the  matter  over.  We  considered  it  our  duty  to  recommend 
that  a  lecture  or  lectures  be  given  ;  and  it  was  considered  that  we 
were  only  carrying  out  what  was  your  wish,  before  the  Institute 
recommended  their  proposal.  We  have  no  desire  to  work  against 
the  Institute.  Considering  the  offer  we  had  from  so  experienced 
an  authority  as  Dr.  Tilden,  the  Committee  thought  if  they  could 
arrange  for  a  course  of  lectures  in  Birmingham,  which  is  our 
centre,  they  would  be  meeting  the  wishes  of  the  members. 

Mr.  Taplay  :  That  may  have  been  understood  by  the  Committee, 
but  not  by  the  members.  In  my  opinion,  and  that  of  members  I 
have  spoken  to,  with  the  assistance  of  The  Gas  Institute,  we  should 
have  a  lecturer  for  the  members  of  the  Midland  Association.  Well, 
now,  the  proposed  lectures  are  not  confined  to  the  members  of  the 
Midland  Association,  but  are  to  be  open  to  students  ;  and  every  one 
connected  with  gas-works  could  come  in  by  paying  a  small  fee.  I 
did  not  look  at  the  matter  in  that  light,  and  did  not  understand  it 
in  that  way  at  first.  I  thought  it  was  proposed  to  have  a  series  of 
lectures  throughout  the  country,  in  centres  where  men  in  years 
could  go  and  learn  something.  I  take  it  that,  as  members  of  this 
Association,  we  do  not  want  elementary  lectures.  If  you  have  a 
lecturer  who  gives  advanced  views  to  a  lad  of  sixteen,  what  good 
would  that  be  to  me  ?  We  want  a  man  from  whom  we  can  learn 
something  ourselves.  Speaking  personally,  I  am  a  little  bit  disap¬ 
pointed.  I  have  no  doubt  the  Lecture  Committee  have  very  fully 
weighed  the  matter  ;  but  I  do  not  see  what  advantage  the  whole  of 
the  Association  would  get  out  of  it.  You  take  the  Association’s 
funds,  and  pay  them  to  a  lecturer  for  somebody  else  ;  and  it  may 
be  made  a  whip  for  our  own  backs.  I  confine  myself  now  to 
moving  an  amendment  to  defer  the  matter,  and  if  necessary  I  will 
give  notice  that  the  resolution  be  rescinded  at  the  next  meeting. 

Mr.  Hunt  :  Allow  me  to  correct  Mr.  Taplay.  It  was  not  intended 
by  the  resolution  adopted  at  the  meeting  of  The  Gas  Institute 
last  time  to  provide  lectures  for  members  only.  Members  were  to 
have  the  privilege  of  attending  the  lectures  free ;  but  it  was  not 
contemplated  to  exclude  others,  who  were  to  be  admitted  on  pay¬ 
ment  of  a  fee.  In  the  proposal  before  the  meeting,  we  should  not 
be  departing  in  the  slightest  from  the  original  proposition  sub¬ 
mitted  to  The  Gas  Institute  and  discussed  at  the  June  meeting. 
It  is  on  precisely  the  same  lines  as  then  laid  down,  and  upon 
which  the  Institute  Committee  would  now  have  been  at  work  had 
they  continued  in  existence. 

Mr.  Taplay  :  I  accept  Mr.  Hunt’s  explanation ;  but  the  matter 
was  not  in  the  minds  of  the  members  generally  in  that  shape. 

The  President:  I  admit  that,  at  the  last  meeting  in  Birming¬ 
ham  there  was  at  first  some  little  doubt  as  to  what  was  intended  ; 
but  after  the  explanations  given,  I  take  it  the  members  knew  per¬ 
fectly  well  what  was  proposed.  Mr.  Taplay  has  been  speaking  of 
the  benefits  of  a  lecturer  for  ourselves  as  compared  with  The  Gas 
Institute  scheme.  They  are,  of  course,  two  quite  distinct  things. 
I  may  say  that  it  is  proposed  to  have  six  lectures  for  a  course  ; 
and  no  doubt  one  of  them  can  be  made  to  coincide  with  the  date 
of  the  February  meeting  of  the  Association. 

The  amendment  was  then  put  and  carried  by  ten  votes  to  seven. 

Discussion  on  Me.  Lewis’s  Paper. 

The  discussion  on  Mr.  Lewis’s  paper — on  “  The  Competition  of 
Petroleum  with  Gas  for  Lighting  Purposes  ’’ — deferred  from  the 
previous  meeting  at  Bath,  was  next  taken  ;  and  it  will  be  reported 
in  the  forthcoming  issue  of  the  Journal. 

An  Oft-Repeated  Question  :  Are  High  Carbonizing 
Temperatures  Convenient  and  Profitable  ? 

Mr.  C.  Taylor  (of  Derby)  then  read  the  paper,  bearing  the  above 
title,  which  was  given  in  the  Journal  for  the  23rd  ult.  (p.  719). 

The  President  :  I  am  sure  we  are  all  indebted  to  Mr.  Taylor 
for  bringing  this  subject  before  us ;  and  if  we  are  able  to  agree  with 
many  of  the  things  mentioned  in  the  paper  he  has  kindly  read,  we 
shall  all,  I  think,  disagree  with  the  concluding  remark  “that the 
subject  is  probably  wanting  in  interest.”  In  my  opinion  it  is  one 
of  the  greatest  interest  that  can  be  brought  forward,  to  all  engaged 
in  gas  manufacture  ;  and  I  should  think  it  will  lead  to  an  animated 
discussion.  There  may  be  a  difference  of  opinion  as  to  what  really 
constitutes  high  heats  and  low  heats.  Mr.  Taylor  seems  to  define 
them  as  the  difference  between  producing  9000  and  10,000  cubic 
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feet,  presumably  from  the  same  coal.  Upon  this  point  the 
members  may  perhaps  contribute  their  opinion  during  the  discus¬ 
sion  which  I  now  invite. 

Mr.  W.  North  (Stourbridge)  ;  The  paper  opens  up  such  a  wide 
subject,  that  I  think  it  would  be  better  if  we  could  defer  the  dis¬ 
cussion.  The  whole  question  of  regenerative  furnaces  will  come 
in  ;  and  with  such  a  large  subject,  I  should  be  sorry  to  see  it  dis¬ 
posed  of  in  the  short  time  still  at  our  command. 

Other  members  having  expressed  the  same  view,  as  there  was 
some  further  business  on  the  agenda,  it  was  agreed  to  postpone  the 
discussion. 

The  Reports  of  District  Gas  Associations. 

Mr.  C.  Meiklejohn  (Oldbury)  moved — “  That  the  reports  of 
District  Associations  be  no  longer  supplied  gratuitously  from  the 
funds  of  this  Association.”  His  notice  of  motion,  he  said,  arose 
from  the  decision  to  devote  AlO  towards  establishing  a  centre  for 
gas  lectures,  and  because  this  would  entail  a  deficit  of  about  the 
sum  granted  for  these  reports.  He  gave  notice  of  the  motion  as 
it  was  very  unwise  to  propose  expenditure  exceeding  their  income ; 
and,  secondly,  because  he  considered  the  AlO  could  be  expended  in 
a  much  better  way.  He  questioned  if  more  than  one-tenth  of  the 
members  read  the  papers,  except  as  they  appeared  from  time  to 
time  in  the  Journal. 

The  President  said  it  was  not  intended  to  present  the  District 
Association  reports  to  the  members  again,  unless  the  Committee 
brought  forward  a  recommendation  to  that  effect. 

Mr.  Hunt  stated  that,  owing  to  the  unsettled  state  of  The  Gas 
Institute,  the  establishing  of  lecture  centres  had  been  postponed  ; 
so  that  the  expenditure  would  not  be  incurred. 

Mr.  Meiklejohn  under  the  circumstances  withdrew  his  motion. 

Election  of  Office  Bearers. 

The  President  :  The  next  business  is  the  election  of  President 
for  the  ensuing  year.  I  beg,  on  behalf  of  the  Committee,  to  pro¬ 
pose  the  election  of  Mr.  Charles  Taylor,  of  Derby,  to  this  position 
for  the  ensuing  year.  We  have  known  him  a  considerable  time  ;  and 
he  has  been  a  useful  member  on  the  Committee.  He  has  been  a 
valuable  and  tolerably  regular  attendant  at  our  meetings,  and  has 
taken  a  fair  part  in  our  discussions.  He  is  in  every  respect,  I 
think,  fully  qualified  for  the  honour  the  Committee  recommend 
you  to  confer  upon  him. 

Mr.  Cranmer  :  I  have  pleasure  in  seconding  the  proposition. 

The  resolution  was  carried  with  applause. 

Mr.  Taylor  :  Mr.  President  and  gentlemen, — In  electing  me  to  fill 
the  office  of  President,  I  am  sure  I  feel  you  have  done  me  a  very 
high  honour.  I  am  only  afraid  that,  in  following  so  able  a  Presi¬ 
dent  as  Mr.  Hack,  I  may  fail  to  fulfil  your  expectations,  and  to 
administer  the  affairs  of  the  Association  as  successfully  as  he  has 
done.  I  thank  you  very  sincerely  and  heartily  for  the  honour  you 
have  done  me. 

Mr.  Smith  proposed  the  re-election  of  Mr.  P.  Simpson,  of  Rugby, 
as  Treasurer  of  the  Association. 

Mr.  F.  J.  North  seconded  the  motion,  which  was  unanimously 
agreed  to. 

Mr.  Simpson  said  he  was  much  obliged  to  the  members  for  their 
continued  confidence.  They  were  getting  very  rich,  and  ought  to 
have  someone  they  could  trust.  (Laughter.)  However,  he  would 
do  his  best,  as  they  wished  him  to  continue  in  office. 

Tlie  President  said  he  was  sorry  to  announce  that  Mr.  Cooper 
felt  himself  no  longer  able  to  carry  on  the  duties  of  Secretary.  He 
was  exceedingly  unwell  in  February  last,  and  felt  he  could  not  go 
on  to  the  end  of  the  year ;  but  with  the  offer  of  help  made  to 
him,  he  had  consented  to  do  so  till  the  present  annual  election  of 
officers  took  place. 

Mr.  W.  North  proposed  that  Mr.  J.  S.  Reeves,  of  Bilston,  be 
elected  to  the  office  of  Honorary  Secretary. 

Mr.  J.  Ward  (Brierley  Hill)  seconded  the  motion,  and  it  was 
carried  unanimously. 

The  President  observed  that  there  were  three  members  to  elect 
to  serve  on  the  Committee,  including  one  to  take  the  place  of  the 
new  Secretary.  He  moved  the  election  of  Mr.  Cooper  (Banbury), 
Mr.  Littlewood  (West  Bromwich),  and  Mr.  Bell  (Stafford). 

Mr.  WiNSTANLEY  Seconded  the  motion  which  was  agreed  to. 

On  the  motion  of  the  President,  seconded  by  Mr.  Harris, 
Mr.  W.  T.  Tew,  of  Warwick,  and  Mr.  J.  T.  Lewis,  of  Welling¬ 
borough,  were  elected  Auditors. 

Votes  of  Condolence. 

Mr.  W.  North  ;  We  have  to  mourn  the  loss  of  two  members 
of  the  Association  during  the  year — Mr.  Collett,  of  Dudley,  and 
Mr.  J.  H.  Smith,  of  Sutton-in-Ashfield.  It  has  been  suggested 
that  letters  of  condolence  be  sent  to  the  friends  of  these  deceased 
members  ;  and  I  move  that  tliis  be  done. 

Mr.  Simpson  seconded  the  proposition,  which  was  unanimously 
carried. 

Votes  of  Thanks  to  the  President. 

Mr.  Taylor  :  I  beg  to  move  a  vote  of  thanks  to  the  retiring 
President  for  the  services  he  has  rendered  to  the  Association  during 
the  past  year,  which  is  the  second  year  of  his  presidency.  I  have  a 
very  high  opinion  of  Mr.  Hack,  who  has  been  as  successful  as  he 
has  been  earnest  in  his  efforts  on  behalf  of  the  Association.  I  hope 
we  shall,  at  no  distant  day,  again  see  him  in  the  position  he  has 
filled  so  well.  I  have  great  pleasure  in  proposing  a  very  cordial 
vote  of  thanks  to  Mr.  Hack. 

Mr.  H.  Woodall  (London)  :  I  beg  to  second  the  resolution.  It 
would  be  impossible  to  find  a  better  man  for  the  position  he  has 
held  than  Mr.  Hack.  He  has  all  the  qualifications  which  go  to 


make  a  chairman.  His  urbanity  is  known  to  all ;  and  he  is  par¬ 
ticularly  fitted  for  office  by  his  care  in  all  matters  coming  before 
him.  if  I  want  exact  information,  I  do  not  know  where  I  could  go 
for  it  better  than  to  him. 

The  resolution  was  carried,  with  acclamation. 

The  President  ;  Gentlemen, — I  thank  you  most  sincerely  for 
the  kind  and  hearty  vote  of  thanks  you  have  accorded  me  on  the 
termination  of  my  office  to-day.  When  I  entered  on  the  post 
two  years  ago,  I  had  great  misgivings  as  to  my  fitness  to  occupy 
it ;  remembering  the  ability  of  those  who  had  filled  it  before,  and 
that  some  of  them  had  also  so  ably  occupied  the  similar,  yet  more 
important,  position  in  The  Gas  Institute.  In  deference,  however, 
to  your  kind  wishes,  I  accepted  the  honour  ;  and  though  I  may  not 
have  come  up  to  your  expectations,  I  can  conscientiously  say  that 
I  have  endeavoured  to  discharge  the  duties  in  a  satisfactory 
manner.  I  hope  that  the  kindness  and  support  I  have  received 
from  you  at  our  meetings  and  at  all  times  will  be  extended  to  my 
successor. 

Position  of  The  Gas  Institute. 

Mr.  Simpson  ;  I  ask  the  President  just  to  allow  me  a  minute  or 
two.  I  am  glad  to  see  representatives  from  the  Council  of  The 
Gas  Institute  here ;  and  as  we  are  at  present  members  of  the 
Institute,  I  would  ask  if  they  would  put  something  before  us, 
before  we  pay  another  guinea,  as  to  what  steps  are  to  be  taken  to 
rectify  the  existing  state  of  things.  Something  should  be  done,  or 
some  may  cease  to  be  members  before  any  vote  is  taken. 

Mr.  WooD.ALL :  I  am  sure  you  will  all  sympathize  with  me  in 
the  position  in  which  I  am  placed.  It  is  simply  a  policy  of  reti¬ 
cence  which  is  being  pursued  by  myself  and  other  members  of 
the  Council  up  to  the  present.  But  it  is,  I  think,  more  than  ever 
desirable  that  every  member  of  the  Institute  should  continue  to 
pay  his  subscription  and  continue  on  the  list  of  members.  I 
can  scarcely  say  more  than  that.  The  Council  meet  in  November  ; 
and  I  have  no  doubt  our  policy  will  be  put  before  the  members 
then.  I  do  not  think  it  is  desirable  I  should  be  drawn  out  to  say 
more  than  this  now. 

The  Retiring  Secretary. 

Mr.  W.  North,  in  moving  a  vote  of  thanks  to  the  retiring 
Secretary  (Mr.  Cooper),  said  that,  with  all  respect  to  the  gentleman 
elected,  he  wished  they  could  have  kept  Mr.  Cooper  in  office 
longer.  They  owed  him  their  thanks  for  his  services  during  the 
past  two  years  ;  and  knowing  himself  what  the  work  was,  he  had 
much  pleasure  in  proposing  a  vote  of  thanks  to  Mr.  Cooper  for 
what  he  had  done. 

The  President  seconded  the  motion;  remarking  that  it  would 
be  a  great  omission  not  to  give  Mr.  Cooper  a  hearty  vote  of  thanks. 
Mr.  Cooper  had  been  a  right  hand  to  him  during  his  own  term  of 
office  ;  and  he  could  fully  understand  the  demands  made  before  him. 

The  motion  was  carried,  with  applause. 

Mr.  Cooper  heartily  thanked  the  members  for  the  kind  vote  they 
had  passed  in  his  favour.  He  said  he  took  the  office  of  Secretary 
because  there  was  then  a  little  difficulty  about  it ;  but  he  had  had  a 
most  excellent  President  to  work  under,  and  he  had  perhaps  sometimes 
taken  the  liberty  of  dictating  as  a  kind  father  would.  (Laughter.) 
They  had  all  worked  together  most  harmoniously  ;  and  his  two 
years’  service  had  been  a  pleasure  to  him.  He  declined  the  office 
again,  not  because  he  was  afraid  of  work,  but  because  of  being  over¬ 
worked  ;  and  he  explained  that  public  work  in  Banbury  as  well  as 
his  professional  work  fully  occupied  him.  Mr.  Reeves  would,  he 
believed,  find  the  same  help  and  indulgence  which  he  had  received 
in  holding  the  otfice. 

This  concluded  the  business  of  the  meeting. 


Improved  Public  Lighting  in  Whitechapel. — Since  the  per¬ 
petration  of  the  outrages  at  Whitechapel,  to  which  reference  was 
made  in  the  Journal  for  the  9th  ult.,  the  Works  Committee  of  the 
District  Board  have  had  under  consideration  the  necessity  for  im¬ 
proving  the  lighting  of  the  district.  At  the  last  meeting  of  the 
Board,  the  Committee  recommended  a  number  of  alterations  in 
the  arrangements  of  the  lamps  and  burners  at  certain  places  where 
more  light  is  urgently  needed ;  and  they  were  all  agreed  to. 

Electric  Lighting  in  Berlin  and  Vienna. — The  correspondents 
of  Industries  in  Berlin  and  Vienna  give  glowing  accounts  of  the 
progress  of  electric  lighting  in  these  cities.  The  representative  of 
our  contemporary  in  the  former  city  says  that  the  work  done  by 
the  Edison  Company  there  is  so  good,  that  the  public  and  the 
municipal  authorities  have  perfect  confidence  in  their  ability  to 
extend  their  central  station  work  still  further ;  and  a  concession 
has  been  given  to  the  Company  for  the  establishment  of  two  new 
stations — one  in  the  centre  of  the  town  and  the  other  in  the  south¬ 
east  quarter,  where  most  of  the  engineering  works  and  other 
factories  are  situated.  Both  stations  must  be  ready  within  two 
years ;  and  each  must  be  able  to  supply  current  for  GOOD  glow  lamps 
burning  simultaneously.  The  station  in  the  centre  of  the  town 
will  eventually  be  increased  to  a  capacity  of  24,000  lamps,  and  the 
other  station  will  be  increased  to  12,000  lamps  ;  the  annual  increase 
to  be  not  less  than  6000  and  3000  lamps  respectively.  In  view  of 
this  extension  of  their  business,  the  Edison  Company  propose  to 
increase  their  share  capital  at  present  by  ATSO.OOO,  and  later  on  by 
A300,000.  In  Vienna,  all  the  public  buildings  will  soon  be  lighted 
by  electricity.  For  the  contract  for  lighting  the  Houses  of  Parlia. 
ment  all  the  principal  Austrian  electric  lighting  engineers  tendered 
The  order  has  been  obtained  by  Messrs.  Siemens  and  Halske.  The 
new  Town  Hall  is  also  to  be  lighted  electrically  by  the  2nd  prox. — 
the  day  of  the  Emperor’s  Jubilee. 
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GASEOUS  FUEL. 

By  J.  Emerson  Dowson,  M.  Inst.  C.E.,  &c. 

[A  Paper  read  before  the  Brit'sli  Association  at  Bath,  Sept.  8,  1888.*] 

At  the  York  lueetinn;  of  the  Association  in  1881, f  I  li.ad  the 
privilege  of  explaining  for  the  first  time,  an  apparatus  with  which 
I  had  succeeded  in  making  a  cheap  fuel  gas  ;  and  I  gave  the 
economical  results  of  working  some  gas-engines  with  it.  Since 
then  I  have  gained  a  much  wider  experience  in  connection  with 
this  subject ;  my  apparatus  has  been  considerably  improved  ;  and 
the  gas  made  in  it  has  been  much  used,  not  only  for  driving 
engines,  but  for  heating  in  many  industrial  processes.  I  propose, 
therefore,  to  give  a  short  account  of  the  development  which  has 
taken  place,  and  of  some  of  the  more  important  results  obtained. 

Like  other  generator  gas,  mine  is  made  by  passing  steam  and 
air  through  incandescent  fuel ;  and  gas  so  made  can  be  taken 
direct  from  the  generator  and  burnt  in  a  furnace  without  being 
purified  or  cooled.  For  such  work  large  flames  are  used  ;  and  it 
is  comparatively  easy  to  deal  with  them.  When,  however,  the 
gas  is  required  for  a  gas-engine  or  for  small  burners,  the  conditions 
are  very  different.  The  gas  must  be  clean,  or  troublesome  deposits 
will  occur  in  the  pipes  and  cocks  ;  and  it  must  pass  through  a 
gasholder  to  ensure  uniformity  of  pressure  in  the  distributing 
pipes.,  y  It  must  also  be  cool ;  and  this  is  especially  the  case  for 
gas-engines,  as,  within  certain  limits,  the  cooler  and  denser  the 
gas,  the  greater  is  the  energy  in  the  limited  volume  which  can 
enter  the  cylinder.  It  is  also  essential  that  when  small  jets  of  gas 
are  used,  as  in  small  burners,  the  gas  should  be  fairly  strong  and 
of  uniform  quality,  or  the  flames  will  not  burn  steadily.  To  any¬ 
one  accustomed  to  the  manufacture  of  ordinary  lighting  gas,  these 
remarks,  ma}-,  perhaps,  seem  too  elemontarj- ;  but  it  should  be 
remembered  that  generator  gas  is  usually  required  in  considerable 
quantit}',  and  that,  to  avoid  large  gasholders,  it  should  be  made  as 
(juickly  as  it  can  be  consumed.  In  one  case  I  have  had  to  provide 
])lant  to  make  gas  at  the  rate  of  a  million  cubic  feet  per  day,  or 
about  1)0,000  cubic  feet  per  working  hour  ;  and,  without  extensive 
appliances,  the  cooling  and  cleaning  of  so  largo  a  volume  of  gas 
is  not  so  simple  as  it  may  at  first  sight  appear. 

The  original  invention  dealt  with  the  generator  only  ;  but  I  have 
since  found  it  necessary  to  devise  a  complete  set  of  gas  plant,  to 
meet  the  requh'ements  of  practical  work.  In  nearly  all  cases  it  is 
important  that  the  apparatus  should  occupy  as  little  room  as 
possible  ;  and  the  accompanying  illustrations  show  the  arrange¬ 
ment  usually  adopted.  The  steam-boiler  is  small,  and  specially  made 
with  a  superheating  coil,  so  that  dry  steam  enters  the  generator. 
The  gas  from  the  generator  passes  through  water  in  the  washer, 
and  then  through  a  scrubber  containing  coke  moistened  by  water. 
The  scrubber  is  placed  inside  the  gasholder  tank,  so  as  to  occupy 
as  little  space  as  possible.  The  rise  and  fall  of  the  gasholder  is 
made  to  regulate  the  supply  of  steam  to  the  injector  ;  so  that  to 
a  certain  extent  the  production  of  gas  can  be  regulated  automati¬ 
cally  to  suit  a  varying  rate  of  consumption.  In  some  special  cases 
the  gas  is  passed  through  oxide  of  iron,  to  remove  all  traces  of 
sulphuretted  hydrogen  ;  but  for  general  purposes  chemical  purifi¬ 
cation  is  not  necessarj’.  The  whole  is  very  compact ;  and  a  plant 
large  enough  to  drive  an  engine  of  50  indicated  horse  power  occupies 
a  ground  space  of  only  0  feet  by  10  feet.  I  have  always  taken  the 
view,  and  it  has  been  confirmed  by  practice  in  many  places,  that 
when  the  consumption  of  gas  is  regular  there  is  no  need  for  a  large 


•  An  abstract  of  the  paper  was  given  in  the  Joukn.vl  for  Sept.  18  (p.  507). 
t  See  Journal,  Vol  XXXVIII.,  p.  472. 


holder,  provided  the  generator  is  well  able  to  make  gas  at  the 
maximum  rate  of  consumption.  ,  In  the  case  of  engines,  for 
instance,  the  gas  plant  is  to  the  gas-engine  what  the  boiler  is  to 
the  steam-engine  ;  and  it  is  no  more  necessary  to  have  a  large 
reserve  of  gas  than  to  have  a  larg-;  reserve  of  steam. 

As  regards  the  composition  of  the  gas,  it  necessarily  depends 
somewhat  on  the  quality  of  the  coal  used,  and  on  the  fuel  column 
being  kept  deep  enough  to  ensure  a  reduction  of  the  carbonic  acid. 
It  has  been  analyzed  independently  by  Professor  W.  Foster  and 
others  ;  and,  roundly  speaking,  the  gas  now  made  has  the  same 
composition  as  that  made  some  years  ago.  I  then  thought  that 
possibly  in  a  large  generator,  containing  a  great  mass  of  fuel  at  a 
high  temperature,  the  percentage  of  hydrogen  might  be  increased 
and  that  of  the  carbonic  acid  reduced.  Trials  since  made  have, 
however,  shown  that  the  average  composition  is  much  the  same, 
whether  the  gas  be  made  at  the  rate  of  1000  cubic  feet  per  hour  in 
a  small  generator,  or  at  the  rate  of  15,000  cubic  feet  per  hour  in 
a  large  one.  In  1881  I  stated  that  for  gas-engines  it  was  then 
necessary  to  use  5  volumes  of  the  generator  gas  for  1  volume  of 
ordinary  lighting  gis,  to  develop  the  same  power.  Theoretically, 
the  compirative  explosive  force  of  the  two  gases  is  as  3'8  ;  1  ;  and 
it  was  evident  that  so  long  as  practice  required  5  to  1,  the  weaker 
gas  was  not  being  used  to  the  best  advantage.  Since  then  some 
important  modifications  have  been  made  in  the  “Otto”  g.as- 
engines  ;  and  I  am  glad  to  say  that  it  is  now  necessary  to  use  only 
four  volumes  of  the  generator  gas.  On  this  point,  therefore, 
theory  and  [iractice  are  now  fairly  in  accord.  By  calculation,  the 
calorific  power  of  lOJ  litres  (3’53  cubic  feet)  of  an  average  sample 
of  the  generator  gas  is  143,213  units  of  heat ;  while  that  of  100 
Ltres  of  ordinary  Ki-candle  power  lighting  gas  is  509,264  units. 
Te.sts  m  id )  with  a  caloriin  401-  and  in  other  ways  confirm  these 
figures  a|i|)roximate!y. 

In  1881,  only  one  engine  of  34-horse  power  had  been  worked 
with  this  gas;  and  this  showed  a  consumption  of  1’46  lbs.  of  coal 
converted  into  gas  per  indicated  horse  power  per  hour.  Since 
then  a  large  number  of  engines  have  been  worked  with  it — one 
indicating  over  8J-horso  power ;  and  many  independent  testa  have 
been  made.  Details  of  these  will  be  found  in  a  paper  of  mine 
contained  in  the  Proceedings  of  the  Institution  of  Civil  Engineers 
for  last  year  ;  *  and  on  the  present  occasion  it  will  be  sufficient  to 
give  a  few  instances  only.  For  more  than  four  years  Messrs. 
Crossley  Bros.,  the  English  makers  of  the  “  Otto”  engines,  have 
used  this  gas  exclusively  at  their  works  for  an  average  of  about  150- 
horse  power ;  and,  after  a  careful  trial  extending  over  35  weeks, 
they  found  that  the  fuel  consumption  averaged  only  1‘3  lbs.  per 
indicated  horse  power  per  hour,  including  all  waste  and  the  coal 
burnt  in  the  generator  every  night  and  during  Sunday  (112  hours 
per  week),  when  the  fire  was  alight  although  there  was  no  work. 
At  the  time  of  this  trial,  the  construction  of  the  generator  rendered 
it  necessary  to  draw  the  fire  every  two  or  three  weeks  to  remove 
the  clinkers  adhering  to  the  fire-brick  lining.  Since  then  I  have 
altered  the  generator,  so  that  when  the  fire  has  once  been  lighted, 
it  need  never  be  drawn.  One  of  these  generators  has  now  been 
running  continuously  for  upwards  of  a  year  ;  and  Messrs.  Crossley 
estimate  that  this  saves  about  20  tons  of  coal  per  annum.  It  is 
also  worthy  of  note  that  at  these  large  works,  owing  to  the  use  of 
gas,  there  is  no  chimney  except  for  the  blacksmith’s  shop.  The 
returns  sent  me  by  eleven  users  of  “Otto”  engines  working 
regularly  in  different  places,  and  each  averaging  35-horse  power, 

*  An  abstract  of  this  paper  appeared  in  the  Journal  for  Aiig.  23,  1887 
(p.  369). 
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also  show  an  average  fuel  consumption  of  about  1‘3  lbs.  per  indi¬ 
cated  horse  power  per  hour.  Messrs.  Ibotson,  of  the  Colnbrook 
Paper-Mills,  were  supplied  with  a  single-cylinder  “  Otto  ”  engine 
to  indicate  about  45-horse  power  with  this  gas,  on  the  guaranteed 
condition  that  the  engine  and  gas  plant  could  be  worked  continu¬ 
ously  day  and  night,  and  that  the  fuel  consumption  should  no 
exceed  li  lbs.  per  indicated  horse  power  per  hour.  A  trial  was 
made  extending  over  two  weeks — the  engine  being  indicated  day 
and  night  at  frequent  intervals ;  and  the  result  showed  that  the 
guarantee  was,  in  all  respects,  fulfilled.  The  “Otto  ”  engine  makers 
in  Germany  have  made  exhaustive  trials  with  this  gas  in  connec¬ 
tion  with  several  of  their  engines,  and  have  fully  confirmed  the  re¬ 
sults  obtained  by  Messrs.  Crossley  in  this  country.  Professor  K. 
Teiclimann,  of  the  Poyal  Technical  School  of  Stuttgart,  and  Mr.  P. 
Pocking,  Chief  Engineer  of  the  Ehenish  Society  for  examining 
steam-boilers,  made  a  joint  test  of  a  twin-cylinder  “  Otto  ”  engine 
worked  with  this  gas.  The  engine  developed  a  brake  power  of  about 
52-horse  power ;  and  the  total  fuel  consumption,  including  that  used 
for  the  superheating  boiler,  was  1-0  lbs.  per  brake,  or  barely  I'Slbs. 
per  indicated  horse  power  per  hour.  Professor  Witz,  of  Lille,  a 
well-known  scientific  authority  on  the  gas-engine,  has  tested  two 
Delamare-Debouteville  engines  worked  with  this  gas— one  of 
9-horse  power,  and  the  other  of  25  effective  horsepower.  The  first 
trial  gave  a  consumption  of  89  cubic  feet  of  gas,  equal  to  l‘831bs. 
of  coal  per  brake  horse  power  per  hour.  I  have  not  exact  particulars 
of  the  second  trial ;  but  I  understand  from  the  maker  of  the  engine 
(Mr.  Thomas  Powell,  of  Kouen)  that  the  result  was  even  more 
favourable.  Seeing  that  all  these  results  have  been  obtained  under 
practical  working  conditions,  the  record  is  certainly  satisfactory  ; 
and  I  am  pleased  to  add  that  I  have  also  many  letters  testifying  to 
the  ease  with  vh  ch  tl)e  gas  plant  can  be  managed.  This  is  an 
important  point ;  for  if  the  saving  of  fuel  could  only  be  effected  in 
a  complicated  way,  the  apparatus  could  not  be  generally  adopted. 
The  total  number  of  engines  already  made  to  work  with  this  gas  is 
71 ;  and  the  aggregate  horse  power  is  2390,  or  an  average  of  nearly 
34-horse  power  each.  ~ 

I  consider  myself  justified  in  saying  that  gas  power  is  now  fairly 
launched  in  competition  with  steam  power  ;  and,  to  my  mind,  there 
are  reasonable  grounds  for  supposing  that  eventually  the  former 
will,  to  a  gi’eat  extent,  supersede  the  latter.  In  this  view  I  am 
confirmed  by  the  late  Professor  Fleeming  Jenkin,  who,  in  his 
lecture  at  the  Institution  of  Civil  Engineers  on  “  Gas  and  Caloric 
Engines,”  remarked  :  “  Since  theory  shows  that  it  is  possible  to 
increase  the  efficiency  of  the  actual  gas-engine  two  or  even  three¬ 
fold,  then  the  conclusion  seems  irresistible  that  gas-engines  will 
ultimately  supplant  steam-engines.  The  steam-engine  has  been 
improved  nearly  as  far  as  possible ;  but  the  internal-combustion 
gas-engine  can,  undoubtedly,  be  greatly  improved,  and  must  com¬ 
mand  a  brilliant  future.”  .  It  has  been  proved  that  the  absolute 
efficiency  of  the  gas-engine — i.e.,  the  ratio  between  the  indicated 
horse  power  and  the  total  quantity  of  heat  generated  by  the  fuel 
per  minute — is  already  about  double  that  of  the  best  steam-engine. 
As  regards  the  mechanical  efficiency — i.e.  the  difference  between 
the  gross  indicated  power  developed  in  the  cylinder  and  the 
effective  power  given  off  on  the  brake — in  the  condensing  steam- 
engine  it  is  taken  at  about  80  per  cent.,  and  in  the  non-condensing 
engine  at  about  85  per  cent.  In  the  gas-engine,  I  showed,  in  my 
paper  at  the  Institution  of  Civil  Engineers  before  referred  to,  that 
the  average  of  several  samples  given  was  about  84  per  cent.  The 
“Otto”  and  other  compression  engines  are  of  comparatively  recent 
invention  ;  and  it  is  fair  to  assume  that  further  improvements  will 
yet  be  made,  as  the  principles  on  wliich  they  should  be  based  are 
now  well  understood.  An  important  modification,  for  instance,  has 
only  recently  been  made  in  the  “Otto”  engine — the  slide-valves 
being  entirely  dispensed  with. 

We  have  seen  that  the  results  already  obtained  with  this  gene¬ 
rator  gas  are  good  ;  but  I  cannot  help  feeling  that  still  better  ones 
can  and  will  be  obtained  when  the  engine  is  really  designed  to  give 
the  best  effect  with  a  gas  of  this  kind.  It  is  well  known  that  in 
the  “  Otto  ”  engines  each  new  charge  of  gas  is  diluted  with  a  portion 
of  the  products  of  combustion  from  the  previous  charge  ;  and,  for 
reasons  I  need  not  discuss,  this  answers  very  well  with  ordinary 
lighting  gas.  But,  as  generator  gas  such  as  mine  has  only  about 
one-fourth  the  explosive  power  of  the  other  gas,  it  is  a  disadvantage 
to  dilute  it  with  products  of  combustion.  Sooner  or  later  this  point 
will,  no  doubt,  receive  due  attention,  especially  as  the  economical 
use  of  gas-engines  of  high  power  must  depend  on  their  being  worked 
with  cheap  gas.  Looking  to  the  probable  extension  of  gas  power, 
it  is,  in  fact,  most  important  that  the  best  possible  engine  should 
be  made  for  the  fuel  gas. 

For  gas-engines  as  now  made,  it  is  important  that  the  generator 
gas  should  be  as  clean  and  free  from  sulphur  compounds  and 
ammonia  as  ordinary  lighting  gas.  With  this  in  view,  the  best 
fuel  to  use  is  anthracite,  as  it  does  not  yield  tar  or  other  condensable 
products,  which  foul  the  pipes  and  valves.  It  is  also  suitable  because 
it  does  not  cake,  and  because  it  makes  a  dense  fire  free  from  holes. 
Good  qualities  of  anthracite  yield  but  a  small  percentage  of  clinker 
and  of  sulphur  compounds,  and  no  ammonia.  AVith  some  special 
precautions,  ordinary  gas  coke  can  also  be  used.  The  quality 
of  gas  coke  varies,  however,  very  much  in  different  locali¬ 
ties  ;  and  this  is  doubtless  due,  in  some  measure,  to  the 
different  kinds  of  coal  from  which  the  coke  is  made,  but  also 
to  the  varying  heats  to  which  it  is  subjected  in  the  retorts  of 
different  gas-works.  Some  coke  yields  very  large  quantities  of 
clinker,  and  is  quite  unfit  for  use  in  such  an  apparatus  as  mine. 
Other  samples  yield  less  clinker ;  but,  owing  to  the  comparatively 
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low  temperature  to  which  they  have  been  subjected  in  the  retorts, 
they  retain  hydrocarbonaceous  bodies,  which  vaporize  in  the  gene¬ 
rator,  and  are  afterwards  troublesome  to  remove  from  the  gas.  As 
before  mentioned,  these  difficulties  are  not  met  with  when  the 
hot  generator  gas  can  be  taken  direct  to  a  furnace ;  but  when  it  is 
necessary  to  cool  and  clean  the  gas  (as  for  engine  work),  special 
precautions  must  be  taken. 

Several  trials  have  shown  that  when  the  gas  apparatus  is  worked 
with  anthracite,  the  actual  fuel  consumption  is  about  13  lbs.  per 
1000  cubic  feet,  including  that  used  for  producing  the  steam 
required  ;  but,  to  cover  all  sources  of  waste,  as  well  as  inferiority 
of  quality,  I  usually  allow  15  lbs.  per  1000  cubic  feet  passed  into 
the  holder  under  ordinary  conditions  of  temperature  and  pressure. 
On  this  basis  the  yield  of  gas  is  a  little  over  149,000  cubic  feet, 
or,  allowing  for  the  presence  of  50  per  cent,  of  nitrogen  and  car¬ 
bonic  acid,  say  74,500  cirbic  feet  of  combustible  gas  per  ton  of 
fuel  consumed. 

To  determine  the  working  cost  of  a  gas-engine  driven  with  this 
generator  gas  compared  with  a  steam-engine  and  boiler,  the  moro 
simple  and  direct  way  is  to  take  in  each  case  the  weight  of  fuel 
used  per  horse  power  per  hour,  as  it  is  no  more  necessary  to  deter¬ 
mine  the  volume  of  gas  consumed  than  it  is  to  know  the  volume 
of  steam  used.  We  have  already  seen  that  with  this  gas  the  fuel 
consumption  of  several  “  Otto  ”  engines  doing  practical  work  in 
different  places  averages  only  IJ  lbs.  per  indicated  horse  power 
per  hour.  The  wages  of  the  attendant,  the  cost  of  repairs,  and 
the  other  working  expenses,  are  about  the  same  as  with  a  steam- 
engine  of  equal  power.  The  great  difference  is  in  the  consump¬ 
tion  of  fuel ;  and,  to  make  an  exact  comparison,  I  have  taken  the 
returns  last  published  by  the  Manche.ster  Steam  Users’  Associa¬ 
tion  for  all  engines  indicating  under  100-horse  power  for  whicli 
the  net  fuel  consumption  is  given.  The  details  of  these  returns 
will  be  found  in  Appendix  II.  of  my  paper  read  before  the  Institu¬ 
tion  of  Civil  Engineers;  and  from  these  it  appears  that  the 
average  fuel  consumption  is  7  lbs.  per  indicated  horse  power  per 
hour.  If,  however,  an  average  be  taken  of  five  engines,  each 
indicating  20-horse  power,  the  fuel  consumption  will  be  over  11  lbs. 
per  indicated  horse  power  per  hour.  It  is  instructive,  too,  to  note 
what  Sir  Fredei'ick  Bramwell  said  on  the  fuel  consumption  of 
steam-engines  in  actual  work,  in  his  address  (January,  1885)  as 
President  of  the  Institution  of  Civil  Engineers.  Ho  said :  “  In 
an  investigation  instituted  last  year  by  the  Corporation  of  Birming¬ 
ham,  when  considering  whether  they  should  approve  of  a  pro¬ 
posal  to  lay  down  power-distributing  mains  throughout  their 
streets,  it  was  found  on  indicating  some  six  non-condensing  steam- 
engines  taken  indiscriminately  from  among  users  of  power,  and 
ranging  from  5  up  to  30  nominal  horse  power,  that  the  consumption 
in  one  instance  was  as  high  as  27‘5  lbs.,  while  it  never  fell  below 
9‘G  lbs. ;  and  the  average  of  the  whole  was  as  much  as  18T  lbs. 
per  indicated  horse  power  per  hour.” 

'■ '  It  is  quite  true  that  in  competitive  trials  at  the  Eoyal  Agricul¬ 
tural  Society’s  shows,  the  fuel  consumption  of  the  best  portable 
engine's,  working  under  the  most  favourable  conditions  for  a  short 
time,  is  slightly  below  2  lbs.  per  indicated  horse  power  per  hour ; 
but  this  result  can  only  be  obtained  by  the  most  careful  “nursing  ” 
of  the  fire  by  highly-paid  skilled  attendants,  who  salt  the  fire — 
so  to  speak — with  a  slight  sprinkling  of  coal  at  very  frequent 
intervals.  In  any  case,  wo  may  safely  say  that,  with  gas  power, 
the  fuel  consumption,  under  ordinary  working  conditions,  is  at 
least  50  per  cent,  less  than  with  noh-condensing  steam-engines 
of  equal  power.  AVith  gas  there  is  the  further  advantage  that  it 
can  be  conveyed  to  any  part  of  the  works  without  appreciable 
condensation ;  that  separate  engines  can  be  used  for  different 
lines  of  shafting;  and  that  any  department  working  overtime 
can  have  its  engine  supplied  with  gas  frorp  a  single  generator. 
AVith  steam,  however,  there  is  much  condensation,  if  it  is  carried 
far,  and  much  loss  of  fuel  if  a  large  boiler  has  to  be  fired  to 
keep  a  small  amount  of  shafting  at  work. 

I  have  so  far  confined  my  remarks  chiefly  to  the  application  of 
improved  generator  gas  to  motive  power ;  and  there  is  no  doubt 
that  the  recent  departure  in  this  branch  of  mechanical  science  is 
one  of  great  importance.  I  am,  however,  glad  to  add  that  a  con¬ 
siderable  advance  has  also  been  made  in  thf'  use  of  this  gas  for 
heating  of  various  kinds.  At  the  Gloucester  County  Asylum  it 
has  been  in  daily  use,  for  a  variety  of  purposes,  for  about  five 
years.  All  the  kitchen  work  for  the  staff  and  inmates  is  done 
with  it ;  and  there  is  no  ordinary  fire  in  the  kitchen.  About  300 
quartern  loaves  are  baked  with  the  gas  every  day,  at  a  cost  of  about 
Is.  only  for  fuel.  The  gas  is  also  employed  for  two  12-horse 
power  (nominal)  “  Otto  ”  engines,  which  pump  water  and  drive  a 
dynamo  for  electric  lighting.  The  average  cost  of  the  gas  is 
about  2d.  per  1000  cubic  feet,  including  wages,  repairs,  and  all 
incidental  expenses,  or  about  8d.  for  the  equivalent  of  1000  cubic 
feet  of  ordinary  lighting  gas.  The  anthracite  costs  about  13s.  per 
ton.  This  gas  is  used  on  a  large  scale  at  the  cocoa-works  of 
Messrs.  Van  Houten  and  Son,  of  Messrs.  Cadbury  Bros.,  and  of 
Messrs.  Euss-Suchard  and  Co.  Careful  trials  at  the  first-named 
works  showed  that  the  cost  was  under  Ifd.  per  1000  cubic  feet 
or  only  GJd.  for  the  equivalent  of  1000  cubic  feet  of  the  town 
lighting  gas,  with  which  comparative  tests  were  made.  The 
anthracite  costs  16s.  per  ton.  [The  author  gave  the  names  of 
other  firms  who  use  the  gas  for  industrial  purposes.] 

This  gas  is  also  used  for  melting  type-metal,  for  heating  hat- 
forms,  and  for  other  work  in  a  hat  manufactory.  It  has  also  been 
adopted  for  glass-blowing  in  an  electric  lamp  factory,  and  for  many 
other  industrial  purposes,  I  have,  however,  mentioned  enough  to 
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show  that  gas  of  this  kind  can  be,  and  has  been  produced  and 
applied  successfully ;  and  there  is  every  reason  to  believe  that  its 
use  will  extend,  especially  as  the  gas-raaking  apparatus  is  easy  to 
work.  I  am  not  at  liberty  to  state  the  annual  saving  effected  by 
several  firms  who  use  the  gas  ;  but  it  is  very  considerable.  The 
cost  of  the  gas  somewhat  depends  on  that  of  the  fuel  and  on  the 
scale  of  working  ;  but,  speaking  generally,  the  equivalent  of  1000 
cubic  feet  of  ordinary  lighting  gas  costs  from  Gd.  to  Is.  Compared 
with  solid  fuel,  gas  has  certainly  many  advantages.  It  is  under 
complete  conti'ol ;  the  heat  derived  from  it  can  be  kept  constant 
or  varied  at  will ;  it  is  comparatively  easy  to  ensure  complete 
combustion  with  but  little  chimney  draught ;  it  is  more  economical ; 
and  there  is  an  entire  absence  of  smoke.  "When  solid  fuel  is  used, 
it  is  necessary  to  introduce  more  than  twice  the  quantity  of  air 
theoretically  required  for  combustion,  in  order  to  drive  away  the 
products  of  combustion  and  to  ensure  a  sufficiency  of  oxygen  being 
brought  into  contact  with  the  surfaces  of  the  fuel.  This  large 
supply  of  air  can  only  be  drawn  in  by  a  strong  chimney  draught 
or  other  artificial  means  ;  and  this  causes  a  very  rapid  withdrawal 
of  heat  from  the  fire.  Further  than  this,  there  is  invariably  some 
escape  of  smoke  and  partially  burnt  carbon  in  the  form  of  carbonic 
oxide. 

It  is  admitted  that  there  is  a  demand  for  fuel  gas  ;  but  for  many 
purposes  the  ordinary  lighting  gas  is  too  expensive,  and  the  mere 
fact  that  it  is  made  for  lighting  renders  it  so  expensive.  The  per¬ 
centage  of  illuminating  constituents  in  coal  gas  is,  indeed,  very 
small ;  20-candle  power  gas  containing  about  G|  per  cent,  and 
16-candle  power  gas,  as  in  London,  containing  only  about  4  per 
cent.  The  remaining  93.1  per  cent,  or  96  per  cent,  is  composed 
of  non-luminous  heating  gases  ;  and  the  addition  of  the  small  pro¬ 
portion  of  illuminants  adds  greatly  to  the  trouble  and  cost  of 
producing  the  gas,  and  any  great  i eduction  of  its  present  cost  is 
improbable.  It  is  therefore  rational  to  suppose  that  for  fuel  pur¬ 
poses  the  ligliting  constituents  should  be  dispensed  with. 

Assuming  that  we  have  a  good  and  cheap  fuel  gas,  there  re¬ 
mains  the  question  of  how  to  apply  it  advantageously  to  whatever 
has  to  be  heated  ;  and  here,  I  regret  to  say,  difficulties  often  pre¬ 
sent  themselves.  It  is  one  thing  to  have  a  combustible  gas,  but 
quite  another  to  find  suitable  apparatus  to  be  heated  with  it. 
Take,  for  instance,  the  case  of  a  circulating  boiler  for  heating  a 
building.  There  is  not  one  suitable  for  gas.  There  are  a  very  few 
very  ingenious  little  boilers  for  heating  a  small  quantity  of  water ; 
but  as  it  would  be  too  costly  to  heat  a  large  one  with  town  gas,  there 
has  hitherto  been  no  inducement  for  boiler  makers  to  trouble 
about  a  large  size.  In  fact,  the  pioneer  of  gaseous  fuel  not  only 
has  to  provide  the  gas,  but  in  most  cases  he  has  also  to  devise  the 
means  of  using  it  for  the  different  purposes  required.  I  have 
often  been  asked  if  generator  or  water  gas  can  be  used  economi¬ 
cally  for  heating  ordinary  steam-boilers ;  and  I  have  always  been 
obliged  to  answer  in  the  negative.  I  have  seen  examples  of  nearly 
all  the  water-gas  plants  used  in  the  United  States  and  elsewhere, 
and  I  am  aware  that  several  attempts  have  been  made  to  heat 
boilers  with  gas  of  this  kind  ;  but,  so  far  as  my  knowledge  goes, 
none  of  them  have  been  successful  from  an  economical  point  of 
view.  In  the  first  place,  if  the  tlames  come  in  contact  with  the 
comparatively  cool  surface  of  the  boiler,  there  is  such  a  rapid  with¬ 
drawal  of  heat  that  some  of  the  gas  does  not  attain  the  tempera¬ 
ture  necessary  for  its  combustion.  In  the  next  place,  there  is  no 
overlooking  the  fact  that  there  must  be  a  considerable  loss  of  heat 
when  the  incandescent  mass  of  fuel  is  enclosed  in  a  gas  genei’ator, 
away  from  the  boiler,  instead  of  being  on  a  grate  within,  or  imme¬ 
diately  under  the  boiler.  I  venture  to  think  that  the  true  solution 
of  this  important  question  is  to  be  found  in  the  production  of  gas 
within  the  boiler  itself,  and  not  in  a  separate  apparatus.  The  mass 
of  incandescent  fuel  would  then  assist,  by  conduction  and  radiation, 
in  heating  the  boiler. 

Eeviewing  the  subject  generally,  I  think  it  will  be  admitted  that 
if  the  progress  made  has  not  been  rapid,  it  has  at  least  been  sure  ; 
and,  judging  by  experience  gained  in  several  countries,  I  find  that 
more  attention  is  given  to  gaseous  fuel  every  year.  It  is  a  subject, 
too,  that  is  now  much  better  understood  technically  than  it  was 
only  a  few  years  ago  ;  and  my  belief  is  that  every  year  will  see  gas 
more  largely  used.  Speaking  more  particularly  of  my  own  contri¬ 
bution  to  the  subject,  it  is  only  right  that  I  should  acknowledge 
my  indebtedness  for  tlie  encouragement  I  met  with  when  I  read 
my  first  paper  on  the  subject  in  1881.  It  has  often  occurred  to  me 
since  that  my  own  experience  in  this  respect  may  be  taken  as  a 
fair  illustration  of  one  of  the  practical  advantages  of  the  British 
Association  meetings  to  a  beginner,  whose  success  must  depend  to 
a  great  extent  on  the  help  he  derives  from  useful  criticism  and 
advice. 


ai  Hattnls, 

Cleanino  or  Separatino  Ammoniac.al  Liquor  and  other  Matters  from 
Tar. — Krayenbuhl,  J.  G.,  Petersen,  H.  C.,  and  Burmeister,  C.  C.,  of 
Copenhagen.  No.  15,067  ;  Nov.  4,  1887.  [8d.] 

This  invention  relates  to  the  cleaning  or  separating  of  ammoniacal 
liquor  and  other  matters  from  tar  by  a  process  so  conducted  as  to  render 
the  tar  fit  to  be  used  in  tar  distilleries  or  for  technical  or  other  purposes. 
The  tar  (containing  ammoniacal  liquor  and  other  matters)  is  conducted 
into  a  tank  so  constructed  that  the  tar  leaves  it  at  the  pressure  and 
temperature  necessary  for  further  treatment  and  allowing  the  amino- 
niacal  liquor  that  may  be  separated  to  be  taken  off.  The  temperature  for 
the  tar  in  this  vessel  should  be  about  45°  Celsius  (113°  Fahr.) ;  but  will, 
of  course,  vary  with  the  different  tars. 


Fig.  1  represents  a  tank  suited  for  the  purpose.  It  is  divided  into 
compartments  A,  B,  and  C,  with  passages  for  the  tar  under  one  partition 
and  over  the  other.  The  tar  enters  at  the  right,  and  passes  down  the 
compartment  C  under  one  partition,  and  between  the  steam  coil  D  (by 
which  the  needful  temperature  is  obtained),  then  up  through  the  com¬ 
partment  B  and  over  the  other  partition,  and  out  at  the  left.  G  is  an 
overflow-pipe,  which  maintains  the  level  of  the  tar  in  the  tank,  and 
serves  also  to  carry  off  the  ammoniacal  liquor  therefrom.  The  tar 
passes  out  rid  of  part  of  the  ammonia  water,  and  is  transferred  into  the 
revolving  drum  of  a  centrifugal  machine  or  separator,  which  may  be 
ordinary  apparatus  of  this  kind,  but  is  preferably  arranged  as  here¬ 
after  described.  The  tar  has  thus  separated  from  it  the  ammoniacal 
liquor,  which  is  drawn  off  from  the  drum  through  one  pipe  or  outlet ; 
whilst  the  pure  tar  is  drawn  off  by  another  one. 

In  this  treatment  much  of  the  impurities  contained  in  the  tar  come 
against  the  wall  of  the  drum,  and  may  be  removed  by  a  special  tube  or 
outlet  inserted  for  this  purpose,  or  by  making  one  of  the  other  outlet  tubes 
moveable  from  its  normal  position.  If  it  be  desired,  however,  that  these 
impurities  should  remain  in  the  tar,  the  revolving  drum  of  the  centri¬ 
fugal  machine  may  be  so  constructed  that  they  are  continuously  drawn 
off  along  with  the  tar.  Either  before  or  after  the  treatment  in  the 
separator,  the  tar  can  be  washed  systematically  with  water,  so  that  all 
the  ammonia  hydrate  and  other  soluble  matter  is  washed  out ;  and,  if 
desired,  any  water  left  from  this  process  may  be  removed  by  subsequent 
treatment  of  the  tar  in  the  centrifugal  machine. 

A  suitable  washing  vessel  is  shown  in  fig.  2.  It  is  divided  by  hori¬ 
zontal  plates,  with  passages  past  them  alternately  at  opposite  sides  of 
the  vessel.  The  tar  enters  at  Y,  and  runs  down  over  the  plates,  and 
leaves  at  the  outlet  Z.  The  water  enters  at  V  and  leaves  at  W  ;  so  that 
the  flow  of  the  tar  and  water  are  in  reverse  directions. 


Fig.  3  represents  in  vertical  section  a  centrifugal  machine  or  separate 
suited  to  the  purposes  of  this  invention.  A  is  the  outer  casing,  and  B 
he  revolving  drum.  C  is  the  pipe  and  D  the  conical  nozzle,  througn 
vhich  the  tar  is  fed  into  the  drum  B.  There  is  a  screwed  rod,  having 
it  the  bottom  a  valve  to  close,  open,  and  regulate  the  passage  through 
;he  conical  nozzle  ;  the  rod  being  provided  with  a  turning  handle.  When 
the  machine  is  in  operation,  the  ammonia  water  takes  a  position  inward 
3f  the  tar,  as  indicated  at  X  and  Y  ;  X  showing  the  ammonia  water  and 
Y  the  tar.  The  ammonia  water  is  drawn  off  by  the  tube  E ;  tue  ta,r 
being  drawn  off  by  the  tubes  F  and  G.  When  the  machine  is  m  full 
operation,  these  tubes  are  adjusted  on  the  slide  H,  so  that  their  inlet 
orifices  are  at  the  distance  from  the  machine  shown  with  regard  to  the 
tube  F.  Occasionally  the  tube  G  is  screwed  to  the  position  shown  in 
the  illustration  to  draw  off  through  it  the  layer  of  refuse  and  dirt  which 
accumulates  on  the  walls  of  the  drum  ;  and  whilst  this  is  being  effected, 
only  a  small  quantity  of  tar  is  fed  into  the  drum.  When  the  dirt  is 
rernoved,  the  tube  G  is  moved  back,  and  fixed  in  a  position  like  that  of 
F,  and  the  supply  for  tar  to  the  drum  is  opened.  The  annular  plate  1 
should  be  fixed  at  a  lower  elevation  (as  shown)  than  is  the  case  with 
nrdinarv  centrifugal  machines  or  separators. 


Gas-Engines.— Sturgeon,  T.,  of  Ilkley.  No.  16,309 ;  Nov.  28,  1887 

[8d.]  ,  .  u  • 

In  patent  No.  8879  of  1885,  there  is  described  a  gas-engine  having 
two  pistons  working  in  a  cylinder,  and  in  which  the  charge  of  mixed  gas 
and  air  is  ignited  under  compression  between  these  pistons;  the  chaige 
being  supplied  by  means  of  another  piston  working  in  a  cylinder  at 
right  angles  to  the  working  cylinder.  The  present  patentee  finds,  how¬ 
ever,  that  in  small  engines  where  the  total  amount  of  gas  used  is  so 
slight  that  it  is  not  so  necessary  to  study  economy  in  this  respect,  and 
where  it  is  more  essential  to  keep  down  the  first  cost,  one  of  the 
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pistons  in  the  working  cylinder  may  be  dispensed  with,  together  with 
the  beam  and  crank  and  other  parts  appertaining  to  it. 

The  present  invention,  therefore,  consists  in  constructing  a  gas-engine 
as  follows : — A  working  cylinder  and  a  charging  cylinder  are  used, 
placed  at  right  angles  to  each  other.  There  is  one  piston  in  the  working 
cylinder,  and  one  in  the  charging  cylinder  ;  and  these  pistons  are  con¬ 
nected  to  the  same  crank  on  the  crank-shaft — one  being  connected 
direct,  by  means  of  a  connecting-rod,  and  the  other  through  the  inter¬ 
vention  of  a  connecting  rod,  sway-beam,  and  link.  The  actioii  of  the 
pistons  will  thus  be  such  that  one  is  moving  through  the  middle  or 
quickest  part  of  its  stroke,  while  the  other  is  at  about  the  end  or  slowest 
part.  Thus,  while  the  charging  piston  is  at  the  quickest  part  of  its 
inward  stroke,  rapidly  driving  a  new  charge  of  gas  and  air  into  the 
working  cylinder,  the  working  piston  will  be  at  about  the  end  of  its  out¬ 
ward  stroke,  where  it  exposes  the  exhaust  ports,  and  allows  the  products 
of  combustion  from  the  former  charge  to  be  expelled  as  they  are  dis¬ 
placed  by  the  entrance  of  the  new  charge.  In  this  engine  one  end  of 
the  working  cylinder  is  closed,  and  the  ports  are  so  arranged  that  the 
new  charge  will  be  delivered  as  close  as  possible  to  the  closed  end;  so 
that  the  new  charge  as  it  enters  may  sweep  the  products  of  combustion 
of  the  former  charge  before  it.  This  is  accomplished  by  making  the 
port  of  a  peculiar  form.  Thus,  if  the  charging  cylinder  be  horizontal, 
and  the  working  cylinder  vertical,  the  ports  in  the  slide-valve,  and  in  the 
face  it  works  against,  ate  made  vertical ;  but  as  the  port  leading  into  the 
working  cylinder  approaches  the  interior,  a  twisted  form  is  given  to  it, 
and  not  merely  twisted,  but  also  askew.  Thus,  as  it  opens  into  the 
working  cylinder,  it  does  so  in  a  horizontal  position  close  up  to  the 
cylinder  cover. 


Eegknerative  Gas-Lamps. — Kuhnt,  A.,  and  Deissler,  E.,  of  Berlin. 

No.  1134  ;  Jan.  25,  1888.  [lid.] 

This  invention  (according  to  the  patentees’  statement)  relates  to  gas- 
burners  in  which  the  gas  is  heated  intensely,  and  freed  from  all  im¬ 
purities;  and  the  air  is  heated  thoroughly  previous  to  being  admitted 
before  and  behind  the  gas-flame.  Moreover,  the  invention  covers  a 
device  applied  to  the  chimney-tube,  having  for  its  purpose  to  regulate 
the  intensity  of  the  annular  flame. 


As  will  be  seen  from  the  illustration,  the  gas  chamber  of  the  lamp 
consists  of  a  plate  provided  with  annular  ribs,  screwed  on  the  bottom 
plate,  also  provided  with  ribs.  The  edges  of  the  ribs  bearing  upon  the 
opposite  plates  have  serrations,  through  which  the  gas  passes.  The 
size  of  the  serrations  decreases  from  the  inlet  to  the  outlet  of  the  gas 
chamber,  so  as  to  throttle  the  gas  passing  through,  and  heat  it  intensely. 
Besides  this,  “  the  gas  leaves  all  impurities  in  the  annular  compart¬ 
ments  formed  by  the  ribs,  and  enters  the  burner-pipes  thoroughly 
cleaned.”  An  annular  series  of  these  burner-pipes  are  in  connection 
with  the  last  compartment  of  the  gas  chamber,  as  shown  in  the  illus¬ 
tration.  To  the  bottom  plate  of  the  chamber  is  attached  the  globe- 
holder  A,  the  upper  part  of  which  forms  the  chamber  for  admitting  the 
air  to  the  flame.  Between  the  cylindrical  casing  H,  covering  the  burner 
and  the  globe-holder,  is  an  annular  space  for  the  admission  of  air 
to  the  chamber  L,  whence  the  air  is  conducted  to  the  upper  part  of  the 
burner-pipes.  A  certain  quantity  of  air  passes  between  the  burner-pipes 
and  descends  to  the  flame ;  while  the  remainder  of  it  flows  to  the  outer 
part  of  the  flame.  By  this  arrangement  the  air  is  intensely  heated 
before  passing  to  the  flame.  The  centre  of  the  apparatus  is  occupied  by 
the  chimney-tube  E,  to  the  lower  end  of  which  is  attached  a  spout 
ending  in  a  flange  to  spread  the  flame.  The  regulating-device,  secured 
to  the  upper  end  of  the  chimney  tube,  is  constructed  as  follows : — Semi- 
annular  plates,  supported  by  the  chimney-tube,  are  connected  to  each 
other  by  means  of  a  right  and  left  hand  screw,  by  turning  which  to  the 
right  or  to  the  left,  the  plates  are  made  to  approach  or  to  recede  from 
each  other.  The  aperture  of  the  chimney-piece,  and  with  it  the  intensity 
of  the  flame,  is  in  this  way  increased  or  decreased.  The  ascending  cross¬ 
plates  disposed  within  the  chimney-tube  prevent  any  dust  falling  through 
the  chimney-tube,  and  catch  and  collect  the  soot  produced  by  the  flame, 
as  well  as  regulate  the  ascension  of  the  combustion  gases.  The  gas  is 
conveyed  to  the  gas  chamber  through  the  branch  gas-pipe  D  (provided 
with  a  cut-off  cock  C),  which  runs  down  close  to  the  chimney-tube  E, 
in  order  to  heat  the  gas  before  it  is  burned. 


Seau-I’ipes  fob  Eeducing  the  Pressure  in  Gas-Eetorts.  —  Palmer, 
E.,  of  Sheffield.  No.  2943 ;  Feb.  28,  1888.  L8d.] 

This  improved  seal-pipe  (shown  in  the  accompanying  drawing)  can  be 
attached  to  any  shape  of  hydraulic  main,  and  offers  only  a  slight  re¬ 
sistance  to  the  discharge  of  gas  from  the  retort.  When  the  charge  is 
in  and  the  lids  secured,  the  first  discharge  of  gas  displaces  the  water 
seal,  allowing  the  gas  to  have  free  access  to  the  hydraulic  main  D.  As 
the  discharge  of  gas  becomes  weaker  from  the  retorts,  the  water  seal 
returns  to  its  position  in  proportion  to  the  volume  discharged ;  and 
when  all  the  gas  is  given  off  from  the  retort,  the  seal  becomes  perfect 
against  any  gas  backing  down  the  ascension-pipe  B. 


It  will  also  be  seen,  says  the  patentee,  that  the  pipe  C,  inasmuch  as  it 
reduces  the  pressure  on  the  retorts,  prevents  to  a  great  extent  blowing 
and  leakage.  With  this  seal-pipe  the  life  and  durability  of  the  retorts 
will  be  prolonged ;  and  the  simplicity  of  the  arrangeinent  allows  for 
increased  capacity  in  the  hydraulic  main  D — thereby  giving  a  greater 
area  for  the  flow  of  gas.  These  objects  are  attained  by  securing  the 
seal-pipe  C  at  one  end  to  the  vertical  ascension-pipe  B  from  the_  retorts, 
and  the  other  to  the  hydraulic  main  D.  The  ordinary  H  pip®  used 
between  the  ascension-pipe  and  the  hydraulic  main  is  entirely  dispensed 
with.  The  pipe  C  is  charged  with  water  or  the  distillate  or  residuals 
from  the  carbonization  of  the  coal  in  the  hydraulic  main. 


Gas-Engines. — Nash,  L.  H.,  of  Brooklyn,  U.S.A.  No.  10,350; 

July  17,  1888.  [Is.  7d.] 

By  this  invention  the  patentee  claims  certain  improvements  in  gas- 
engines  and  in  the  mode  of  operating  them.  Space  will  not  admit  of 
a  description  of  the  author’s  claims,  which  are  no  less  than  88  in 
number.  The  letterpress,  which  occupies  19  pages,  is  illustrated  by 
six  sheets  of  drawings,  embracing  21  illustrations. 


Silencing  the  Exhaust  from  Gas-Engines. — Nobbs,  F.  G.,  of  Exeter. 

No.  11,444;  Aug.  8,  1888.  [6d.]  _ 

This  apparatus  for  rendering  practically  noiseless  the  exhaust  from 
gas  or  petroleum  engines  consists  of  discharging  the  exhaust  into  a 
chamber  specially  devised  for  the  purpose  of  deadening  the  sound 
thereof,  instead  of  carrying  it  into  pipes  and  discharging  it  at  the  side 
or  on  the  top  of  the  building  where  the  engine  is  working.  In  this 
way  a  saving  is  effected  in  the  exhaust-pipes,  and  the  nuisance  caused  by 
the  exhaust  is  abated. 

The  apparatus  is  intended  to  be  either  built  in  the  ground,  in  any  con¬ 
venient  position,  or  to  stand  upon  the  floor  beside  the  engine;  and  the 
exhaust-pipe  is  arranged  to  terminate  in  a  cone,  for  the  purpose  of  dis¬ 
persing  the  exhaust  and  the  sound  issuing  therefrom  when  discharged. 
The  chamber  is  filled  with  ordinary  gas  coke,  or  any  other  material 
sufficiently  porous  to  absorb  the  vapour  from  the  exhaust,  enclosed  in 
a  wooden  or  other  casing  with  a  lattice-work  ventilating  cover. 


Eeoenerative  Gas-Lamps. — Butzke,  F.,  of  Berlin.  No.  11,471 ;  Aug.  9, 
1888.  [8d.] 

This  invention  relates  to  gas-lamps  with  preparatory  heating  of  the 
combustion  air  ;  the  different  arrangements  being  shown— figs.  1  and  2 
being  a  vertical  and  a  horizontal  section  of  the  lamp ;  and  figs.  3  and  4, 
two  modifications  of  it.  The  lamp  is  screwed  on  an  ordinary  gas-pipe 
by  means  of  the  burner  P,  to  which  the  glass  globe  G  is  fastened.  The 
heating  chamber  A,  made  from  copper  or  other  good  heat-conducting 
material,  is  slanted  off  at  the  top  in  the  direction  of  the  air-inlets.  It 


is  only  used  to  heat  the  air  passing  round  its  outside — the  air  not  circu¬ 
lating  in  the  vessel  A.  It  surrounds  the  chamber  B,  which  is  provided 
with  slits  in  its  outer  circumference,  through  which  the  air  is  forced  to 
pass.  The  air  in  the  chamber  is  strongly  heated  by  the  burner,  and 
cause?  a  current  of  air  to  flow  up  in  the  direction  of  the  arrows.  This 
air  is  heated  on  its  passage  along  the  walls  of  the  chamber  ;  and  after  being 
heated,  it  flows  out  against  the  reflector  F,  by  which  it  is  guided  to  the 
flame.  The  glowing  asbestos  body  K  is  held  in  the  chimney  E  by  hooks. 
The  combustion  gases  in  passing  through  the  chimney  impart  most  of 
their  heat  to  the  “  glow  body  ”  K,  which  radiates  its  heat  to  the  walls  of 
the  chimney,  and  by  this  means  helps  to  heat  the  air.  In  the  modified 
form  (fig.  3),  the  bars  for  supporting  the  central  division  plate  are  dis¬ 
pensed  with,  which  is  an  advantage,  as  they  always  throw  a  deep 
shadow ;  and  the  heating  apparatus  rests  on  the  glass_  globe_  G.  The 
“  glow  body  ”  K  is  fitted  with  a  conical  flanged  tube  provided  with  holes  ; 
so  that  the  heat  has  free  access  to  the  body  K. 


801) 


THE  JOURNAL  OF  GAS  LIGHTING.  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [Nov.  6, 1888. 


Keqenerative  Gas-Lamps.— Miicke,  J.,  and  Stern,  W.,  ot  Berlin.  No. 

12,117  ;  Aug.  22,  1888.  [Gd.] 

The  main  object  of  this  invention  is  to  prevent  the  deposit  of  soot, 
rust,  or  impurities  of  any  kind  in  the  burner. 

I  or  this  purpo.se,  there  is  placed  in  the  gas-tube  a  pipe  of  glass,  porce¬ 
lain,  or  any  such  material  as  is  not  liable  to  be  oxidized  or  attacked 
at  the  heat  required.  The  ui)per  end  of  this  tube  is  closed  ;  but  there 
are  provided  near  the  ui)per  end  lateral  holes  for  the  admission  of  gas. 
The  inner  pipe  communicates  with  the  burner  ;  while  the  outer  one  is 
closed  below.  Any  rust.  Ac.,  in  the  gas-pipe  will  thus  fall  outside  the 
pipe,  and  not  arrive  in  the  burner.  Furthermore,  to  keep  the  burner 


clean  from  soot  deposited  from  the  Game,  the  air  feed  to  the  Game  is  so 
contrived  that  it  does  not  mingle  with  the  gas  ;  and  therefore  the  latter 
is  not  burnt  until  it  arrives  at  a  certain  distance  from  the  burner.  In  a 
burner  with  I'adial  jets  (as  shown),  this  is  done  by  placing  above  and 
below  the  jets,  at  a  distance  therefrom,  raised  ribs  or  Ganges  in  such  a 
manner  that  the  air  for  feeding  the  Game  is  deGected  outward  thereby 
to  mingle  with  the  pas  at  a  distance  from  the  oriCces  of  the  burner.  The 
manner  of  construction  suitable  for  forming  these  Ganges  is  illustrated. 
The  part  F  with  the  upper  Gange  is  screwed  on  the  base  of  the  gas-inlet, 
and  continued  in  the  form  of  a  pipe  with  lateral  openings  G  into  a 
chamber  formed  by  the  burner  cylinder  I,  with  oriGces  for  the  gas  and  the 
conical  base  E  ;  forming  (by  its  upper  edge)  the  lower  Gange,  and  secured 
in  place  by  a  screw,  which  closes  the  lower  end  of  the  tube  P. 

Gas-Stoves. — Wilson,  C.  C.,  of  Leeds.  No.  12,28.3  ;  Aug.  2;'),  1888.  (Gd.] 
This  invention  has  firstly  for  its  object  to  arrange  the  gill-shaped  Gues 
of  gas-stoves,  that  carry  oil  the  combustion  gases  tr  the  chimney,  to 
project  forward  from  the  face  of  the  stove  before  passing  back  to  the 
chimney  outlet,  in  order  to  bring  their  heating  surfaces  (against  which 
the  air  from  the  room  passe-^)  well  forward  into  the  room,  so  as  to 
increase  the  heating  power  of  the  stove  ;  and,  secondly,  to  construct  the 
Bunsen  burners  in  such  a  manner  that,  for  the  purpose  of  reducing  the 
heat,  the  outer  jets  of  the  burner  can  be  entirely  turned  off,  while  the 
inner  ones  remain  more  or  less  full  on,  instead  of  regulating  by  turning 
the  whole  of  the  jets  lower,  whereby  the  possibility  of  the  Game  Gash¬ 
ing  back  to  the  gas-inlet  nozzle  when  the  jets  are  turned  down  very  low 
is  avoided. 


The  heating  arrangement  of  the  stove  may  be  of  any  known  construc¬ 
tion  ;  but  that  described  in  patent  No.  520‘J  of  1884  is  preferied. 
Instead,  however,  of  providing  it  with  gill-shaped  Gues  leading  up 
directly  from  the  top  of  the  stove,  the  top  is  closed  over,  as  shown  ;  and 
in  front  of  the  upper  part  a  casting  is  formed,  constituting  a  number  of 
gill-shaped  Gues  B  that  project  beyond  the  face  of  the  stove,  and,  after 
rising  a  certain  distance,  curve  ovtr  the  top  to  the  back,  where  they 
unite  in  a  common  chamber  C,  which  communicates  with  the  chimney. 
The  Gues,  consequently,  afford  heating  surfaces  that  project  beyond  the 
face  of  the  stove,  against  which  surfaces  the  air  circulating  round  the 
back  of  the  stove  passes  on  its  way  into  the  room. 

APPLICATIONS  FOB  LETTERS  PATENT. 

15,407. — Mudie,  I).  P.,  “  The  prevention  of  the  choking  of  pipes  from 
the  retort  to  the  hydraulic  main  in  gas-works  by  means  of  bafGe-plates 
placed  in  the  mouthpiece  of  the  retort.”  Oct.  2G. 

15,410. — Leeds,  L.  W.,  and  the  L.  W.  Leeds  Patent  Floor-Warmino 
Stove  Company,  Limited,  “  Improvements  in  stoves  for  burning  gas  or 
liquid  fuel.”  Oct.  2G. 

15,448. — Thompson,  W.  P.,  “  Improvements  in  or  relating  to  gas- 
engines,  and  in  carburettors  applicable  therefor.”  A  communication 
from  D.  S.  Regan.  Oct.  27. 

15,471. — Mills,  G.,  “  Improvements  in  wet  gas-meters.”  Oct.  27. 

15, 500. —  Pratt,  T.,  ‘‘  Improvements  appertaining  to  valves  applicable 
for  reducing  the  pressure  of  liquids  or  gates  in  pipes.”  Oc*.  29. 

15,. >03. — Hurst,  G.  I.,  “Improvements  in  gas-engines.”  Oct.  30. 

15,616. — Meinicke,  H.,  “  Improvements  in  the  construction  of  self¬ 
registering  water-meters  or  meters  for  other  liquids.”  Oct.  30. 


[ll'e  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


THE  IIEL.ATIVE  ECONOMY  OF  GAS-ENGINES  AND 
HYDRAULIC  POWER. 

Sir, — In  reference  to  the  article  in  your  issue  of  the  30th  ult.  (p.  762). 
on  the  “  Economy  of  Ordinary  Coal  Gas  as  a  Motive  Power,”  I  wish  to 
point  out  that  the  Ggures  quoted  from  my  paper  published  in  the  Tran¬ 
sactions  of  the  Institution  of  Civil  Engineers,  andfrom  the  remarks  made 
during  the  discussion,  are  hardly  comparable.  I  explained  in  the  paper 
the  reasons  for  the  apparently  high  average  charges  for  the  hydraulic 
power.  These  average  Ggures  do  not  correspond  to  the  cost  per  indi¬ 
cated  horse  jiower  per  hour  of  running  the  engines  for  a  few  hours  on  a 
brake.  The  power  to  be  adopted  in  any  given  case  will,  on  the  average, 
be  settled  by  what  would  be  the  total  average  cost  of  running  the 
machinery  with  the  different  systems  of  power  available.  F’or  the  special 
objects  which  the  hydraulic  power  companies  have  been  established  to 
promote,  both  theory  and  experience  seem  conclusively  to  show  that 
hydraulic  power  is  the  cheapest  and  best. 

It  would  be  traversing  the  ground  covered  by  my  paper  to  enter  more 
fully  into  this  question  ;  but,  in  conGrmation  ot  my  views,  perhaps  I 
may  be  permitted  to  add  that  there  are  now  nearly  830  machines  regu¬ 
larly  working  from  the  mains  of  the  London  Hydraulic  Rower  Company, 
all  set  to  work  during  the  last  Gve  years,  in  competition  with  gas,  steam, 
and  other  jiower.  These  machines  are  mostly  for  lifting  and  other 
intermittent  work.  On  the  other  hand,  the  use  of  gas-engines  for  the 
general  driving  of  machinery  has  hardly  been  affected  by  the  Company's 
operationr- 

I  do  not  wish  in  any  way  to  detract  from  the  great  merits  of  the  gas- 
engine;  but  it  appears  to  mo  that  to  advocate  its  use  for  such  purposes 
as  pumping  water  for  working  lifts,  in  competition  with  direct  hydraulic 
pressure,  is  not  likely  to  be  a  successful  policy.  ,,  ^ 

7)  ;  7.7  7  77-  7-7  O  777-  ‘  ''  E.  B.  ELLINUTON. 

ralace  Chambers,  II  e'tminster,  S.IV., 

Nov.  2,  1888. 


THE  MIDDLEMAN. 

Sir, — It  is  greatly  to  be  regretted  that  a  public  question  of  so  much 
importance  as  the  coal  supply  to  our  gas  and  other  corporations  should 
be  oyerliiil  with  personal  and  side  issues,  such  as  those  raised  in  your 
“  Correspondence  ”  and  other  columns  on  the  30th  ult.  \Ve  will  dismiss 
these  personal  attacks,  and  the  inferences  it  is  desired  should  be  drawn 
from  them,  by  quoting  a  reGection  of  Hamlet :  “  Be  thou  chaste  as 
ice,  as  pure  as  snow,  thou  shalt  not  escape  calumny.” 

Calumny  requires  a  victim,  and  in  this  instance  the  calumniator  has 
selected  the  poor  unoffending  middleman.  We  should  think  that  he  is  him¬ 
self  greatly  astonished  at  the  success  that  has  attended  his  bold  venture, 
seeing  that  he  has  drawn  no  less  distinguished  a  person  than  the  President 
of  The  Gas  Institute.  Because,  forsooth,  he  has  had  experience  of  the 
smartness  of  a  “  very  clever  fellow” — ^whom,  surely,  he  ought  to  have 
known,  and  been  able  to  cope  with,  unless  his  position  enormously  over¬ 
rates  him — he  denounces  a  whole  class  of  men,  as  honourable  in  character 
as  Mr.  Woodall  himself,  and  without  whom  commercial  life  would 
undergo  a  great  change,  and  that  not  for  the  better. 

Mr.  Woodall  writes  :  “  On  one  occasion,  I  found  that  our  intimate 
friend  had  been  paying  a  commission  to  a  casual  acquaintance  on  coals 
supplied  to  me,  and  that  naturally  enough  he  had  given  me  credit  for 
having  shared  in  the  plunder.”  It  is  much  to  be  regretted  that  the 
contractor,  being  an  “  intimate  friend  ”  of  Mr.  Woodall’s,  should  not 
have  thought  and  known  differently  than  to  have  given  him  credit  for 
sharing  any  plunder.  Mr.  Woodall  informs  us,  in  the  other  case  of 
which  he  writes,  that  it  was  a  colliery  who  was  payin '  a  commission  to 
the  “  very  clever  fellow ;  ”  but  he  does  not  state  if  his  “  intimati 
friend  ”  is  a  colliery  owner,  colliery  representative,  or  a  middleman. 
Pray  has  Mr.  Woodall  never  dealt  with  a  middleman  ? 

The  commission  system  is  hateful,  and  deserving  the  severest  con¬ 
demnation.  But  to  try  to  fasten  the  responsibility  for  that  system  upon 
the  middleman  is  to  take  a  very  narrow,  one-sided,  and  unjust  view  of 
the  question.  Mr.  Woodall,  in  the  plenitude  of  his  narrowness,  suggests 
that  there  is  no  need  of  a  negotiator,  and  that  a  gas  company  “  is  sura 
of  being  supplied  with  what  it  bargains  for  when  dealing  with  the  col¬ 
liery  direct,”  who,  nolens  volens,  becomes  the  negotiator  that  Mr.  Woodall 
so  unceremoniously  dismisses  as  a  superGuity.  Nay,  more,  there  stands 
another  “  negotiator,”  the  representative  of  the  colliery  owner,  who  will 
have  his  voice  in  the  making  of  contracts.  Does  Mr.  Woodall  think 
that  these  “  negotiators  ”  everywhere  will  be  pure,  and  stainless  from 
the  guilt  ot  bribes?  His  faith  is  large  and  strong;  but  his  knowledge 
is  sadly  imperfect.  It  is  not  long  since.  Sir,  that  an  adveitisement 
appeared  in  your  Journal  from  several  manufacturers  of  gas-meters,  to 
the  effect  that  in  future  they  would  not  allow  any  commissions  on  their 
transactions,  which  one  may  take  to  be  clear  proof  that  commissions 
had  been  previously  paid. 

The  middleman,  if  upright  and  honest — and  to  insinuate  that  the 
class  to  which  he  belongs  is  not  honest  or  upright  is  a  foul  calumny — by 
reason  of  the  competition  that  he  encounters,  is  bound  to  supply  the 
article  for  which  he  tenders,  and  becomes  a  buffer  against  any  collusion 
between  the  agents  of  the  two  contracting  parties. 

Has  Mr.  Woodall  forgotten  the  “Salford  Scanials  ”  ?  There  the 
system  which  he  appears  to  desiderate  was  in  full  and  perfect  working. 
No  middleman  there  stood  between  the  Corporation  and  certain  collieries  ; 
but  two  well-known  colli  tries  were  found  to  have  paid  large  sums  by 
way  of  corrupt  commissions  which  were  negotiated  through  their  own 
representatives. 

The  recent  colliery  strikes  will  afford  to  a  reasonable  mind  the  most 
conclusive  argument  in  favour  of  the  “  middleman.”  A  contract 
entered  into  with  a  particular  colliery  is  absolutely  at  the  risk  of  a  gas 
company  or  corporation.  A  strike  is  fatal.  The  system  admits  of  no 
elasticity.  We  have  ourselves,  within  the  last  few  weeks,  had  applica¬ 
tions  for  several  thousand  tons  of  gas  coal  from  gas  undertakings 
throughout  England,  in  order  to  cover  deGcient  supply  due  to  the  sus¬ 
pension  of  work  at  particular  collieries.  Fortunately  for  these  appli¬ 
cants,  “  the  happy  day  ”  has  not  yet  come  when  the  free  and  indepen- 
dent  middleman  is  no  longer  to  be  found  in  the  land,  and  when  the 
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“  incorruptible  ”  gas  engineer,  and  the  equally  “  incorruptible  ”  corpora¬ 
tion  official,  will  be  left  to  go  their  way  practically  unchecked  and 
uncontrolled.  Until  the  law  of  supply  and  demand  is  regulated,  the 
middleman  will,  we  feel  confident,  be  able  to  prove  his  raison  d'etre ; 
and  therefore,  thanking  you,  in  anticipation,  for  inserting  this  letter,  we 
will  now  dismiss  the  chimera  of  his  suggested  abolition. 

Tub  Midl.vnd  Co.vn  and  Canned  Company, 
Nottingham,  Nov.  5,  1888.  Worthington  Church. 


WATER  BY  MEASURE. 

Sir, — In  reply  to  “  True  Measure,”  in  the  last  number  of  the 
Journal,  I  beg  to  state  that  lam  acquainted  with  three  “  low-iiressure  ” 
water-meters— viz.,  Parkinson’s,  Cowan’s,  and  the  Bascule.  But  why 
these  meters  or  any  others  ought  not  to  be  used  for  a  domestic  supply, 
I  have  already  stated  in  the  article  referred  to. 

As  a  further  objection  to  the  use  of  low-pressure  meters,  it  is  certainly 
a  most  inconvenient  position  to  fix  a  meter  over  the  cistern.  My  expe¬ 
rience  is  that  in  modern  towns,  they  are  placed  in  the  roof ;  and  it 
being  necessary  to  read  water-meters  once  a  month,  and  to  be  con¬ 
stantly  repairing  and  changing  them  I  think  if  placed  there  they  would 
be  voted  a  great  nuisance  by  most  householders,  and  condemned  by  all 
water  inspectors,  as  well  as  imposing  an  unnecessary  expense  on  the 
companies  for  inspection,  reading,  and  repairs. 

I  wait  for  “  True  Measure”  to  explain  why  his  low-pressure  meter 
ought  to  be  used  and  fixed  over  a  cistern  ?  What  is  the  name  of  the 
meter?  And  why  is  such  a  meter  and  position  superior  to  the  present 
class  of  meters  and  methods  of  fixing  ?  Also,  how  will  he  get  over  the 
difficulty  of  the  new  “  fad”  demanded  by  the  medical  profession,  of  con¬ 
necting  the  drinking-water  tap  direct  from  the  main  ?  Then  there  is 
the  garden  supply  for  a  large  number  of  houses,  which  must  be  delivered 
under  pressure,  and  would  require  another  class  of  meter. 

I  quite  concur.  Sir,  in  your  statement  that  cisterns  are  a  necessity. 
This  was  sufficiently  explained  in  the  Journal  for  Dec.  20, 1887  (p.  1090). 

I  am  exceedingly  obliged  to  Mr.  R.  F.  Grantham  for  his  kind  remarks, 
and  his  concurrence  in  the  main  objects  of  the  paper  in  question.  It  is 
gratifying  to  know  that  such  an  authority  is  entirely  opposed  to  a  supply 
of  water  by  meter  for  domestic  purposes. 

Nov.  3,  1888. 


‘  Meter.’ 


OFFICIAL  COAL-TESTING  FOR  BELGIAN  RAILWAYS. 

Sir, — During  a  recent  journey  on  the  Continent,  I  had  the  pleasure 
of  inspecting  a  coal-testing  station  near  Brussels,  which  interested  me 
very  much.  I  also  witnessed  a  test ;  and  thinking  that  your  readers 
may  like  to  know  a  little  about  it,  I  subjoin  a  few  notes. 

At  this  station  the  coals  supplied  to  the  Government  Railways  by 
the  various  contractors  are  tested  daily  for  their  evaporative  power,  in 
a  precise  and  scientifii  way,  by  means  of  locomotive  boilers.  If  the 
coals  do  not  come  up  to  the  necessary  standard,  the  contractors  are 
either  fined  or  the  coats  not  accepted.  In  this  way,  some  thousands 
of  tests  have  been  made  with  every  variety  of  co  al,  and  much  valuable 
data  obtained  ;  so  that  the  State  know  much  more  about  their  coal  than 
we  do  with  our  English  coal. 

The  whole  station  seemed  to  me  to  be  well  arranged  for  prompt, 
accurate,  and  practical  results. 

I  am  anxious  to  find  out  whether  in  other  countries  there  are  any 
simitar  coal-testing  stations,  worked  either  by  the  large  Railway  Com¬ 
panies  or  Marine  Departments  of  Foreign  Governments.  Perhaps  some 
of  your  Continental  readers  mould  kindly  enlighten  me  as  to  this.  I  am 
informed  that  the  Railway  Companies  in  France  and  Germany  do  not 
test  their  coal  for  its  evaporative  power  in  a  methodical  way  ;  and  the 
same  want  of  any  experiments  is  to  be  regretted  in  England. 

,>  T  y.r  a  1000  BrYAN  DoNKIN,  Jun. 

Bermondsey,  Nov.  8,  1888. 

[Enclosure.] 

Notes  on  the  Belgian  Station  for  Testing  the  Evaporative  Power  of  Coal 
used  on  the  Locomotives  of  the  State  Hailways. 

The  coals  suitable  tor  the  grates  of  the  locomotives  are  divided  into 
four  categories,  and  must  be  capable  of  evaporating  (depending  on  the 
quality)  from  4i  lbs.  to  74  lbs.  per  pound  of  coal.  The  tests  are  made  at 
a  station  especially  installed  for  the  purpose;  and  the  above  quantities 
of  water  have  to  be  evaporated  at  pressures  varying  from  90  lbs.  to 
120  lbs.,  and  the  coal  supplied  must  be  able  to  keep  up  this  pressure. 

The  contractor  must  supply  about  4  ton  for  the  trials.  The  draught  is 
produced  in  the  usual  way  from  a  locomotive,  by  a  steam  jet(  in  the 
chimney ;  and  it  is  varied  according  to  the  quality  of  the  coal,  from  2i  to 
44  inches  (water  pressure). 

1*-  The  contractor  may  be  present  during  the  trial.  Only  a  certain  per¬ 
centage  of  incombustibles  is  allowed ;  and  the  average  size  of  the  coal  is 
also  accurately  defined — that  is  to  say,  the  coal  is  not  accepted  unless 
25  per  cent,  is  of  certain  fixed  dimensions.  The  water  evaporated  is  care¬ 
fully  measured  in  long  tanks  ;  and  the  locomotive  boilers  and  grates  at 
the  station  are  exactly  similar  to  those  used  on  the  State  Railways. 


The  Gas-Works  at  the  Harwell  Schools. — -The  question  of  the  manu¬ 
facture  of  gas  at  the  Central  London  District  Poor  Law  Schools  at  Han  well, 
to  which  reference  was  made  in  the  Journal  far  the  23rd  ult.,  was  again 
the  subject  of  a  discussion  at  the  meeting  of  the  School  Managers  yester¬ 
day  week.  The  Clerk  (Mr.  East)  read  a  report  of  the  Farm  Committee,  to 
the  effect  that  Mr.  Broadberry’s  letter  had  been  considered,  and  that  esti¬ 
mates  had  been  obtained  for  removing  the  present  iron  retorts  from  one 
of  the  arches,  and  substituting  clay  retorts,  as  suggested  by  that  gentle¬ 
man.  The  Committee  recommended  the  Managers  to  accept  the  estimate 
of  Messrs.  J.  and  H.  Bobus  for  the  work,  and  that  Mr.  Broadberry  be  em¬ 
ployed  to  inspect  it  while  in  progress.  On  this  report  there  was  a  long 
discussion,  in  the  course  of  which  it  was  stated  that,  since  the  estimate 
was  obtained,  Mr.  Broadberry  had  given  the  Committee  to  understand 
that  the  sum  mentioned  would  not  cover  the  cost  of  the  necessary  works. 
Mr.  Cooksey  objected  to  the  Committee  taking  action  to  have  the  gas-works 
continued  in  operation  before  the  Managers  had  determined  whether  or 
not  they  would  go  on  making  gas,  or  purchase  it  from  the  Brentford  Gas 
Company,  who  had  offered  to  supply  the  schools.  Mr.  Dunn  said  the 
Committee  would  not  bind  the  Managers  to  any  expenditure  before  this 
question  had  been  determined.  He,  however,  desired  the  Managers  to 
know  that  if  they  could  manufacture  gas  at  the  price  given  by  Mr.  Broad¬ 
berry  (2s.  7d.  per  1000  cubic  feet),  they  would  save  ^£120  per  annum. 
Eventually  the  report  was  referred  back  to  the  Committee  to  obtain  full 
particulars  as  to  the  cost  of  the  necessary  works. 


|nldligtna. 

HIGH  COURT  OF  JUSTICE— CHANCERY  DIVISION. 

Friday,  Nov.  2. 

(Before  Mr.  J  list  ice  Kay.) 

In  re  the  arbitration  between  the  yeadon  loc.al  bo.ard  and 

THE  YEADON  WATER-WORKS  COMPANY. 

This  was  a  motion  by  the  Y^eadon  Water-Works  Company  to  set  aside 
the  award  made  in  an  arbitration  between  themselves  and  the  Local  Board 
of  Y^eadon.  The  circumstances  under  which  the  arbitration  took  place 
will  be  in  the  recollection  of  our  readers ;  but  it  may  be  of  interest  to 
recapitulate  them,  as  follows: — The  Company,  which  had  previously 
existed  as  a  limited  liability  undertaking,  was,  in  1870,  incorporated  by 
Special  Act  of  Parliament.  In  1887,  owing  to  the  great  drought  in  the 
summer  of  that  year,  the  Company  had  much  difficulty  in  supplying  their 
district  with  water.  lu  July,  1887,  the  Local  Board  asked  the  Compauv 
whether  they  would  be  willing  to  sell  their  undertaking  to  them,  and,  if 
so,  on  what  terms.  This  application  was  followed  by  a  formal  notice 
from  the  Board,  under  section  52  of  the  Public  Health  Act,  1875,  requiring 
them  to  supply  each  house  in  the  district  with  water,  suitable  and  proper 
for  drinking  and  ordinary  domestic  purposes,  at  the  rate  of  not  less  than 
20  gallons  per  head  per  day.  The  offer  for  purchase  was  declined  by  the 
Company,  who  insisted  that  they  were  using  their  utmost  endeavours  to 
maintain  a  sufficient  water  supply.  Ultimately,  in  December,  1887,  the 
Board  served  the  Company  with  notice  of  the  appointment  of  au 
Arbitrator,  under  sections  179  and  180  of  the  Public  Health  Act  ;  the 
notice  setting  forth  that  the  matter  to  be  dealt  with  by  him  was  “  a  differ¬ 
ence  as  to  whether  the  water  which  the  Company  are  able  and  willing  to 
lay  on  is  proper  and  sufficient  for  the  purposes  for  which  it  is  required 
wi thin  the  district.”  Thereupon  the  Company  appointed  an  Arbitrator 
on  their  side.  On  Jan.  3,  1888,  the  Arbitrators  had  a  meeting;  but  nothing 
was  done,  beyond  extending  the  time  for  making  the  award,  until  Feb.  20. 
On  Jan.  10  the  Arbitrators  again  met,  and  appointed  an  Umpire.  On 
Feb.  1  the  Arbitrators  and  the  Umpire  held  their  first  meeting,  and  were 
attended  by  the  Solicitors  for  both  parties.  The  Solicitor  for  the  Com¬ 
pany  endeavoured  to  limit  the  scope  of  the  inquiry  to  the  question  whether 
the  Company  were  bound  to  supply  20  gallons  of  water  per  head  per  day, 
according  to  the  original  notice ;  but  the  Solicitor  for  the  Local  Board 
objected  to  this  limitation.  Thereupon  the  Company’s  Solicitor  with¬ 
drew,  and  took  no  further  part  in  the  proceedings.  The  meeting  was 
then  adjourned  sine  die.  On  April  19  last,  notice  to  attend  having 
been  given  to  both  sides,  the  Umpire  made  his  award  (the  Company  not 
being  represented  on  the  ociasion),  determining  that  the  Company  were 
not  able  and  willing  to  supply  water  proper  and  sufficient  for  the  purposes 
set  out  in  the  original  notice,  or  for  the  requirements  of  the  Local  Autho¬ 
rity  therein  mentioned,  and  also  that  the  purposes  for  which  water  was 
required  under  the  notice  were  reasonable ;  and  he  ordered  the  costs  of 
the  reference  and  award  to  be  paid  by  the  Company.  The  Company 
then  served  the  present  notice  of  motion  to  set  aside  the  award  on 
various  grounds,  especially  on  two — viz.,  (1)  that  tlie  award  had  not 
been  made  within  the  time  required  by  the  Public  Health  Act ;  and  (2j 
that  the  main  question  whether  a  supply  of  20  gallons  of  w'ater  per  head 
per  day  was  reasonable  had  not  been  gone  into  by  the  Umpire.  From 
evidence  given  by  the  Umpire,  there  seemed  to  be  some  doubt  whether  he 
had  considered  this  question  specifically. 

Mr.  Renshaw,  Q.C.,  and  Mr.  Eyre  appeared  tor  the  Company;  Mr. 
M.arten,  Q.C.,  and  Mr.  F.  T.  Proctor  for  the  Local  Board. 

Justice  Kay,  in  giving  judgment,  said  the  first  objection  to  the  award — 
viz.,  that  it  was  not  made  within  the  time  required  by  the  Public  Health 
Act,  1875— depended  on  section  180,  sub-section  9,  which  provided  that 
“the  time  for  making  an  award  by  an  umpire  under  this  Act  shall  not  in 
any  case  be  extended  beyond  the  period  of  two  months  from  the  date  of 
the  reference  of  the  matter  to  him.”  The  question  was,  What  was  he 
(Justice  Kay)  to  take  as  the  “  date  of  the  reference  ”  to  the  Umpire  ?  There 
was  no  evidence  before  him  to  satisfy  him  that  there  was  any  reference  to 
the  Umpire,  as  distinguished  from  the  Arbitrators,  before  Feb.  20;  and, 
accordingly,  the  award  was  made  within  the  two  months  allowed  by  the 
Act.  He  therefore  could  not  accede  to  the  objection  on  the  point  of  time. 
The  other  objection  was  one  of  more  difficulty.  The  52nd  section  of  the 
Public  Health  Act,  under  which  the  arbitration  had  been  conducted,  was 
in  these  terms  :  “  Before  commencing  to  construct  water-works  within 
the  limits  of  supply  of  any  water  company  empowered  by  Act  of  Parlia¬ 
ment,  or  any  Order  confirmed  by  Parliament,  to  supply  water,  the  local 
authority  shall  give  written  notice  to  every  water  company  within  whose 
limits  of  supply  the  local  authority  are  desirous  of  supplying  water, 
stating  the  purposes  for  which  and  (as  far  as  may  be  practicable)  the  ex¬ 
tent  to  which  water  is  required  by  the  local  authority.”  Two  things  were 
required  to  be  stated  in  the  notice— viz.,  the  purposes  for  which  water  was 
required  by  the  local  authority,  and  (as  far  as  might  be  practicable)  the 
extent  to  which  it  was  required.  Now,  the  purpo.ses  and  the  extent  were 
both  stated  in  the  original  notice  given  to  the  Company.  Then  the  section 
proceeded  :  “  It  shall  not  be  lawful  for  the  local  authority  to  construct  any 
water-works  within  such  limits  if  and  so  long  as  any  such  company  are 
able  and  willing  to  supply  water  proper  and  sufficient  for  all  reasonable 
purposes  for  which  it  is  required  by  the  local  authority  ;  and  any  differ¬ 
ence  as  to  whether  the  water  which  any  such  company  are  able  and  willing 
to  lay  on  is  proper  and  sufficient  for  the  purposes  for  which  it  is  required, 
or  whether  the  purposes  for  which  it  is  required  are  reasonable,  or  (if  and 
so  far  as  the  charges  of  the  company  are  not  regulated  by  Parliament)  as 
to  the  terms  of  supply,  shall  be  settled  by  arbitration  in  manner  pro¬ 
vided  by  this  Act.”  Now,  it  would  be  observed  that  the  extent  to  which 
the  authority  in  question  required  the  water  was  not  one  of  the  matters 
to  be  settled  by  arbitration,  nor  was  the  reasonableness  of  the  extent  one 
of  the  matters  to  be  submitted.  That  which  was  to  be  submitted  was  the 
ability  of  the  Company  to  supply  water  which  was  proper  for  all  reason¬ 
able  purposes,  their  ability  to  supply  water  which  was  sufficient  for 
those  purposes,  and  their  willingness  to  supply  it  for  those  purposes.  The 
reasonableness  might  be  left  out  of  consideration  in  the  present  case, 
because  as  to  this  there  was  no  question.  His  Lordship  then  went  through 
the  evidence  in  the  case  and  the  award,  and  said  it  was  clear  that  the 
Company  were  not  in  a  position  to  comply  with  the  requirement  to  sup¬ 
ply  20  gallons  of  water  per  head  per  day,  or  anything  like  it.  They  were 
actually  supplying  only  about  4  gallons  per  head  per  day  to  their  cus¬ 
tomers;  and,  according  to  the  report  of  their  own  Engineer,  they  were  not 
in  a  position  to  supply  more  than  84  gallons.  There  was  no  attempt  on  the 
part  of  the  Company  to  prove  before  the  Umpire  that  20  gallons  a  day 
were  not  required  ;  but  ample  evidence  was  given  that  this  was  a  reason¬ 
able  quantity.  The  Company  did  not  bring  forward  evidence  on  the 
subject,  because  they  knew  they  could  not  supply  20  gallons  a  day.  In  his 
Lordship’s  opinion,  this  was  an  attempt  on  the  part  of  the  Company  to 
get  rid  of  the  effect  of  an  award  which  was  quite  reasonable,  had  been 
properly  made,  and  was  free  from  irregularity  or  mistake,  so  far  as  he 
could  make  out ;  and  therefore  the  motion  must  be  refused,  with  costs. 
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HIGH  COUET  OF  JUSTICE— QUEEN’S  BENCH  DIVISION. 

Monday,  Oct.  27. 

(Before  the  Lobd  Chief  Justice  and  Mr.  Justice  Grantham.) 

THE  QUEEN  V.  THE  JUSTICES  OF  CHESTER. — LIABILITY  FOR  DAMAGING  A 

PUBLIC  LAMP. 

This  case  raised  a  novel  point  as  to  the  liability  for  damage  to  a  gas- 
lamp,  and  came  before  the  Court  in  the  form  of  a  motion  to  make  absolute 
a  rule  nisi  granted  in  June  last  (see  Journal  Vol.  LI.,  p.  1156)  for  a 
mandamus  to  the  Justices  of  Chester  to  state  a  case  for  the  decision  of  the 
High  Court  of  Justice;  the  application  beiug  made  on  behalf  of  the 
Chester  Gas  Company. 

Mr.  Marshall,  who  appeared  to  show  cause  against  the  rule,  stated  the 
facts  of  the  case,  as  follows  : — A  person  named  John  Challoner  was  sued 
by  the  Company  to  recover  H'd  for  damages  to  a  gas-lamp.  The  defendant’s 
son  was,  on  the  27th  of  April,  moving  a  load  of  furniture,  when,  on  going 
down  a  hill,  a  portion  of  the  harness  broke,  and  the  horse,  becoming  un¬ 
manageable,  ran  against  a  lamp-post  and  broke  it.  An  information  was 
laid  under  the  20th  section  of  the  Gas-Works  Clauses  Act,  which  renders 
any  person  causing  damage  to  property  of  a  gas  company  liable  to  a  penalty 
not  exceeding  i-o.  The  Justices,  after  hearing  evidence,  dismissed  the  case 
— the  Chairman  stating  that  the  wrong  person  had  been  brought  before 
them  ;  and  upon  an  application  being  made  to  state  a  case,  they  refused, 
on  the  ground  that  it  was  frivolous.  This  was  all  that  took  place  in  open 
Court;  but  the  Justices  had  made  an  affidavit  in  which  they  stated  that 
they  had  considered  the  whole  of  the  facts,  and  that  their  decision  was 
based  upon  the  entire  case — the  statement  of  the  Chairman  that  the  wrong 
person  was  brought  before  them  beiug  only  one  point  in  the  case.  They 
were  satisfied,  from  the  evidence,  that  Challoner  was  not  responsible  for 
the  accident,  as  he  was  not  in  charge  of  the  horse  ;  and  the  harness  broke, 
not  through  any  defect,  but  through  the  steepness  of  the  hill  down  which 
the  boy  was  driving.  Further,  the  Justices  were  satisfied  that  the 
boy  in  charge  of  the  horse  was  not  responsible,  as  he  had  lost  all 
control  over  the  animal.  They  also  found  that  the  lamp-post  was  not 
fixed  at  the  proper  distance  outside  the  kerbstone.  Counsel  from  these 
statements  argued  that  if  anybody  was  responsible  it  was  the  Local 
Authority  or  the  Company  themselves ;  and  the  section  under  which  the 
information  was  laid  required  to  sustain  a  conviction  that  the  damage 
should  be  done  by  some  “  person,”  which  was  not  the  case  here,  as  shown 
by  the  affidavit  of  the  Justices. 

Mr.  Fullerton,  who  appeared  for  the  Company,  contended  that  the 
statements  made  in  the  affidavit  of  the  Justices  had  no  foundation  in 
fact  or  in  law,  and  were  in  themselves  absurd.  It  was  hardly  necessary 
for  him  to  point  out  that  harness  must  be  defective  if  it  were  not  strong 
enough  to  enable  its  wearer  to  take  its  load  upj  or  down  the  hill;  but  he 
might  mention  that  the  Company  had  no  choice  in  the  selection  of  the 
places  where  gas-lamps  were  erected.  They  had  to  be  erected  in  whatever 
places  were  ordered  by  the  Local  Authority.  The  question  was  a  most 
important  one  in  the  public  interest  ;  and  he  hoped  their  Lordships  would 
therefore  order  the  .Justices  to  state  a  case. 

After  some  further  argument,  their  Lordships  made  the  rule  absolute. 


Wednesday,  Oct.  31. 

(Before  Justices  Field  and  Wills.) 

THE  QUEEN  V.  THE  STAINES  LOCAL  BOARD. — THE  SEWAGE  POLLUTION  OF 

THE  THAMES. 

This  was  an  indictment  lor  polluting  the  Kiver  Thames  by  allowing 
sewage  to  pass  into  it ;  the  prosecutors  being  the  Thames  Conservators. 
The  case  was  tried  in  February  last,  before  Baron  Huddleston,’*  when  a 
special  verdict  was  found  ;  and  on  this  the  matter  now  came  on  for  argu¬ 
ment. 

Mr.  Crump,  Q.C.,  and  Mr.  Banks  appeared  for  the  Conservators;  Sir 
Henry  Ja.mes,  Q.C.,and  Mr.  Tind.il  Atkinson  for  the  Local  Board. 

Mr.  Crump  said  the  proceedings  were  taken  under  sections  64  and  65  of 
29  and  30  Viet.,  c.  89,  which  was  known  as  the  Thames  Navigation  Act, 
1866.  The  first  of  the  above  sections  provided  that  where  any  sewage  or 
other  offensive  matter  is  caused  or  suffered  to  flow  into  the  Thames,  or 
into  any  river  or  water-course  connected  with  the  Thames,  the  Conserva¬ 
tors,  within  a  reasonable  time  after  knowledge  of  the  fact,  should  give  notice 
in  writing,  under  their  common  seal,  to  the  person  or  body  causing  or 
suffering  the  same,  requiring  him  or  them  to  discontinue  the  flow  within 
a  certain  specified  time.  By  the  65th  section,  if,  after  reasonable  notice, 
the  persons  causing  or  suffering  the  flow  of  noxious  matter  did  not  dis¬ 
continue  the  same,  they  were  guilty  of  a  misdemeanour,  and  were  liable 
to  an  indictment.  In  September,  1879,  notice  in  the  form  prescribed  was 
given  to  the  defendants,  which  was  not  complied  with  ;  and,  in  the  years 
1831-4,  proceedings  were  taken  against  the  Local  Board,  and  they  were 
then  convicted  and  fined  on  each  accusation.  These  convictions  and  the 
imposition  of  the  penalties  not  having  had  the  desired  effect,  the  Conser¬ 
vators  indicted  the  Local  Board.  A  true  bill  was  found  by  a  Special  Grand 
Jury;  and  on  the  case  coming  on  for  trial  before  Baron  Huddleston,  by 
agreement  between  Sir  Henry  James  and  himself,  the  facts  were  stated  in 
the  form  of  a  special  verdict.  The  learned  Counsel  then  proceeded  to 
read  the  special  verdict,  the  important  point  of  which  was  that  certain 
persons  in  Staines  had  acquired  a  prescriptive  right  to  drain  into  the 
sewers,  which  eventually  led  into  the  Thames,  if  such  right  could  be 
acquired  in  law.  The  contention  of  the  prosecution  was  that  the  drains 
and  sewers  were  vested  in  the  local  authority,  who  had  complete 
control  over  them ;  and  even  conceding  that  owners  of  houses  and 
tenements  had  a  right  to  discharge  sewage  into  the  drains,  this  did  not 
affect  the  liability  of  the  Local  Board  in  respect  of  the  outfall  of  the  main 
drain  into  the  Thames.  The  nuisance  complained  of  was  not  the  passing 
of  sewage  into  the  drain  by  the  owners  of  houses,  but  the  passing  of  the 
sewage  into  the  Thames.  The  Board  had  power  under  the  Public  Health 
Act  to  block  up  any  sewer  on  providing  another  equally  convenient. 

A  discussion  arose  as  to  whether  the  terms  of  the  special  verdict  were 
complete  and  satisfactory  to  both  sides ;  and  learned  Counsel  having 
expressed  their  satisfaction  with  them,  the  further  hearing  was  adjourned. 


Thursday,  Nov.  1. 

Mr.  Crump  resumed  his  argument  this  morning,  and  submitted  that  no 
prescriptive  right  was  proved  so  as  to  cover  the  offence.  There  could  be 
no  prescription  in  the  face  of  the  Act  of  Parliament,  as  was  laid  down  in 
“  Goddard  on  Easements,”  and  shown  by  the  case  of  the  Bochdale  Canal 
Company  v.  Badcliff. 

Justice  P’lELD  pointed  out  that  the  prescription  in  this  case  was  of  a 
different  nature  to  an  easement  resting  on  an  implied  grant.  There  it  was 
a  case  of  immemorial  usage.  He  knew  that  some  of  the  houses  in  Staines, 
or  one  at  any  rate,  dated  back  to  1646. 

Mr.  Crump  submitted  that  any  such  right  could  be  put  an  end  to  by  Act 
of  Parliament,  and  that  this  had  been  done  by  the  Act  of  1866. 

Justice  Field  remarked  that  no  doubt  Parliament  could  take  away  a 
man’s  rights,  even  without  compensation ;  but  he  had  never  known  such  a 
case. 


Mr.  Crump  said  the  right  to  use  any  drain  was  subject  to  the  powers  of 
the  Sanitary  Authority  to  stop  up  the  drains  under  the  Public  Health  Act, 
section  64.  Any  right  to  pass  sewage  into  the  Thames  which  might  have 
been  acquired  by  usage  was  determined  on  the  passing  of  the  Act. 

Justice  Field  observed  that  in  the  special  verdict  he  did  not  find  it 
stated  as  a  fact  that  the  respondents  had  committed  any  offence.  The 
Court  had  no  power  to  draw  inferences  on  a  special  verdict.  It  was 
stated  that  the  respondents  had  not  passed  any  foul  matter  themselves,  or 
consented  to  the  passing  of  any  foul  matter. 

Mr.  Crump  said  that  the  Board  had  failed  to  discontinue  the  flow  on 
receiving  notice,  and  had  been  convicted  repeatedly  of  this  offence.  He 
submitted  that  the  special  verdict  did  in  effect  find  that  the  offence  had 
been  committed. 

Justice  Wills  pointed  out  that  it  had  been  held  in  similar  cases  that 
the  proper  remedy  was  by  mandamus,  and  not  an  injunction. 

Mr.  Crump  said  an  injunction  was  a  totally  different  remedy.  He  knew 
the  cases  to  which  his  Lordship  referred,  and  which  his  friend  relied  on  ; 
but  he  should  distinguish  them  on  the  ground  that  an  injunction  was  a 
matter  in  the  discretion  of  the  Court,  whilst  an  indictment  for  misde¬ 
meanour  varied  the  simple  question  whether  the  offence  mentioned  in  the 
Act  of  Parliament  had  been  committed.  The  cases  referred  to  were  Glossop 
V.  The  Heston  and  Isleworth  Local  Board,  and.  The  Attorney-General  v. 
The  Guardians  of  the  Poor  of  Dorking,  in  which  private  persons  sought 
to  obtain  relief ;  and  on  the  question  of  the  balance  of  convenience  and 
inconvenience,  an  injunction  was  refused.  He  asked  for  judgment  that 
the  Staines  Local  Board  had  committed  an  offence ;  and  it  was  not  open  to 
the  defendants,  under  such  a  proceeding,  to  argue  that  it  was  inconve¬ 
nient,  expensive,  or  even  impossible,  to  carry  out  works  which  would 
prevent  the  nuisance.  They  simply  sheltered  themselves  under  the  alleged 
prescriptive  rights  of  the  owners  of  houses.  He  submitted  that  this  was 
no  answer  to  the  case ;  and  that  judgment  must  be  entered  in  accordance 
with  the  special  verdict,  that  the  defendants  were  guilty. 

Sir  H.  James  submitted  that  on  the  verdict  the  defendants  were  entitled 
to  be  found  not  guilty.  This  was  a  criminal  charge ;  and  Mr.  Crump’s 
argument  was  that,  if  one  man  could  prevent  another  committing  an 
offence,  and  did  not  do  so,  he  committed  it  himself,  and  this  had  been  dis¬ 
sented  from  in  express  terms  by  a  very  high  authority.  It  might  strike  the 
Court  that  if  the  river  was  being  polluted,  there  ought  to  be  some  means 
of  preventing  it.  This  was  given  by  the  6th  section  of  the  Act ;  and  the 
Conservators,  who  were  the  body  having  this  duty  cast  upon  them,  and 
having  large  funds  for  the  purpose,  ought,  if  their  contention  was  right, 
that  no  prescription  could  exist  to  send  sewage  into  the  Thames,  to  pro¬ 
ceed  against  those  persons  who  were  creating  the  nuisance,  and  not  against 
the  Local  Board,  who,  he  contended  on  authority,  had  no  power  to  stop 
it.  If  they  wished  to  force  the  Local  Board  to  provide  a  better  system  of 
drainage,  they  ought  to  proceed  by  mandamus,  in  which  case  the  Board 
would  be  entitled  to  show  what  they  had  done,  or  were  doing,  to  carry 
out  the  duties  imposed  upon  them. 

Justice  Wills  observed  that  he  did  not  understand  why  the  Local 
Board  had  not  required  the  Conservators  to  prosecute  the  persons  who 
sent  down  the  sewage. 

Sir  H.  James  said  he  was  instructed  that  they  had  done  so.  This  was  an 
indictment  for  a  criminal  offence;  and  before  they  could  be  convicted,  it 
must  be  shown  that  they  had  caused  or  suffered  noxious  matter  to  flow 
into  the  Thames.  It  was  true  that,  under  the  Public  Health  Act,  the 
sewers  were  vested  in  the  defendants ;  but  that  was  only  a  qualified  vesting, 
as  was  laid  down  by  Sir  George  Jessell  in  the  Dorking  case.  He  said 
there  that  this  vesting  only  gave  them  a  qualified  ownership,  subject  to 
the  rights  of  any  other  persons  to  make  use  of  the  sewers.  Under  this 
indictment,  if  the  Local  Board  had  spent  hundreds  of  thousands  of 
pounds  in  endeavouring  to  provide  a  perfect  system  of  drainage,  it  would 
be  no  answer  at  all — in  fact,  there  was  no  evidence  before  the  Court  that 
the  Local  Board  were  not  constructing  works  at  the  present  moment. 
The  learned  Counsel  then  quoted  passages  from  the  judgment 
of  Sir  George  Jessel  in  the  Dorking  case,  in  which  it  was  laid 
down  that  a  local  authority  was  not  bound  to  bring  an  action  to 
prevent  a  person  having  a  prescriptive  right  to  send  sewage  through 
sewers  vested  in  them  from  doing  so,  and  further  expressed  the  opinion 
that  such  an  action  would  fail  if  brought.  He  also  referred  to  the  case 
of  Glossop  V.  The  Heston  and  Isleworth  Local  Board,  and  submitted 
that  judgment  must  be  for  the  defendants. 

Mr.  Crump,  in  reply,  said  the  remedy  which  the  Conservators  were 
seeking  to  enforce  was  the  one  pointed  out  by  the  Act  of  Parliament. 
It  was  not  for  them  to  apply  for  a  mandamus.  They  had  nothing  to 
do  with  providing  for  the  drainage  of  Staines,  or  any  other  district. 
Their  functions  were  defined  by  the  Act,  and  were  confined  to  pre¬ 
venting  the  entry  of  polluting  matter  into  the  river.  They  found  such 
matter  coming  into  the  river  from  sewers  vested  in  the  Staines  Local 
Board  ;  and,  in  accordance  with  the  Act,  they  had  given  them  notice  to 
discontinue  such  flow  within  a  reasonable  time — viz.,  thirteen  mouths; 
and  this  not  having  been  done,  and  having  taken  summary  proceedings 
on  several  occasions,  when  the  defendants  pleaded  guilty,  and  fines  were 
imposed,  and  the  nuisance  still  continuing,  they  had  no  alternative  but  to 
prosecute  by  lindictment.  If  the  Act  of  1866,  together  with  the  Public 
Health  Act,  imposed  an  intolerable  burden  on  the  Local  Board,  their 
remedy  was  to  go  to  Parliament  for  relief.  Shortly  bis  argument  was  that 
the  person  who  suffered  the  sewage  to  flow  into  the  Thames  from  the 
three  sewers  in  question  was  the  local  authority  in  whom  the  drains 
were  vested.  They  had  the  right  under  the  Public  Health  Act  to  stop  up 
or  divert  the  sewers. 

Justice  Wills  pointed  out  that  the  right  was  only  conditional  on  pro¬ 
viding  equally  convenient  sewers ;  and  before  a  man  could  be  held  guilty 
for  not  closing  a  sewer,  it  must  be  shown  that  it  was  possible  for  him  to 
comply  with  that  condition.  It  seemed  to  him  the  special  verdict  was 
hopelessly  deficient  in  this  respect. 

Mr.  Crump  contended  that  the  onus  lay  on  the  defendants  to  show  they 
could  not  stop  up  the  drains  over  which  persons  claimed  prescriptive 
rights.  They  suffered  this  sewage  to  pass,  because  they  did  not  prevent 
it.  The  question  of  jienalty,  of  course,  would  be  in  the  discretion  of  the 
Court. 

Justice  Field  said  this  was  a  case  of  great  public  importance  ;  and  if 
he  had  entertained  any  doubt  about  it,  he  should  have  reserved  judgment, 
because  it  seemed  to  him  that,  if  the  opinion  of  the  Court  was  (as  it  was) 
that  the  indictment  failed,  there  would  be  very  great  difficulty  on  the 
part  of  the  Conservators  in  performing  one  of  their  chief  duties — that  of 
keeping  the  Thames  free  from  pollution.  But  he  entertained  no  doubt 
whatever  about  the  case,  which  appeared  to  him  to  be  entirely  covered 
by  the  authorities  which  had  been  alluded  to  by  Sir  H.  James.  Having 
gone  through  the  sections  of  the  Act  of  1866,  and  also  of  the  Public  Health 
Act  of  1875,  to  see  what  were  the  duties  and  powers  of  the  Conservators 
on  the  one  hand,  and  of  the  Local  Board  on  the  other,  he  referred  to  the 
special  verdict,  which  found  in  terms  that  no  sewage  matter  had  been 
passed  into  the  Thames  by  the  Local  Board,  or  with  their  consent;  and 
the  only  question  therefore  was  whether  they  had  suffered  it  to  pass.  He 
thought  it  was  clear  that  a  prescriptive  right  to  p.ass  sewage,  such  as  was 


*  See  .JoriiNAi.,  Vol.  LI.,  p.  428. 
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claimed  by  certain  house-owners  in  Staines  could  be  acquired ;  and  it  was 
stated  that  such  owners  did  drain  into  the  sewers  communicating  to  the 
Thames  in  the  exercise  of  their  prescriptive  right.  Was  that  an 
averment  that  the  defendants  had  suffered  sewage  to  pass  ?  It  could 
not  be  said  that  they  “  suffered  ”  that  which  others  had  a  right  to  do.  In 
order  to  “  suffer  ”  it,  they  must  have  the  power  to  stop  it ;  and  it  seemed 
to  be  decided  by  the  two  cases  cited  that  they  had  no  such  right.  If  there 
had  been  no  authority,  he  should  have  said  that  the  verdict  must  be  “  not 
guilty,”  because  there  were  no  sufficient  averments  in  the  verdict  to  found 
a  judgment  of  “  guilty ;  ”  but  the  cases  cited  put  the  matter  beyond  doubt. 

There  must  be  judgment  for  the  defendants. 

Justice  Wills  entirely  concurred  in  the  decision. 

Mr.  Atkinson  applied  for  costs. 

Justice  Field  said  the  Court  had  no  power  to  give  costs  in  such  a  case 


THE  CHARGES  IN  CONNECTION  WITH  THE  HALIFAX 
GAS-WORKS. 

The  Halifax  Courier,  referring  to  the  above  matter  last  Saturday, 
said  ;  “  The  Sub-Committee  appointed  to  deal  with  the  matter  of  the  gas 
coal  contracts  met  on  Thursday.  We  understand  that  they  have  obtained 
evidence  to  satisfy  them  that  the  canuel  coal  which  has  been  supplied  by 
Mr.  Wrigley  is  not  hand-picked  as  agreed  for  by  contract;  and  in  conse¬ 
quence  of  this  the  Committee  have  decided  to  cancel  the  contract  with 
Mr.  WTigley,  and  purchase  the  quantity  required  elsewhere.  One  of 
two  things  will  no  doubt  follow— either  Mr.  Wrigley  will  sue  the  Corpo¬ 
ration  for  bi-each  of  contract,  or  the  Corporation  will  have  to  take  the 
initiative  and  seek  damages  from  Mr.  Wrigley.  The  contract  was  entered 
into  about  May  last,  and  was  for  0000  tons  of  coal.  A  portion  of  that  has, 
of  course,  been  delivered.” 

In  connection  with  the  same  matter,  the  Ashton-iincler-Lijne  Reporter 
(which,  our  local  correspondent  says,  probably  represents  the  view  taken 
by  Mr.  Wrigley)  stated  as  follows ; — “  The  Halifax  gas  troubles  are  now 
coming  to  a  head,  so  far  as  the  coal  contracts  are  concerned.  It  will  be 
remembered  that  the  Mayor  charged  one  of  the  contractors  with  delivering 
cannel  inferior  to  that  contracted  for.  As  this  comment  upon  a  running 
Corporation  contract  was  uttered  in  the  Council  chamber,  it  has  been 
ruled  by  Counsel  that  the  Mayor  was  within  his  rights  in  criticizing  any 
contract  from  his  seat  in  the  Council,  and  that  in  any  action-at-law  he 
would  be  justified  in  pleading  privilege.  Being  anxious  to  challenge  the 
absolute  faithfulness  of  the  cannel  deliveries,  in  point  of  quality  and  in 
every  other  respect,  Mr.  E.  G.  Wrigley  and  his  Solicitor  (Mr.  W.  Cobbett) 
had  an  interview  with  the  Mayor,  and  it  was  arranged  that  the  Halifax 
Corporation  should  enter  an  action  against  Mr.  Wrigley  to  recover  a  fixed 
sum  per  ton  for  alleged  inferior  quality.  This  the  Corporation  have  now 
decided  to  do ;  and  Mr.  Wrigley  will  defend  the  action.  The  public  will 
now,  of  a  certainty,  shortly  be  able  to  form  correct  opinions  from  proper 
and  reliable  evidence.  The  difference  between  them  is  not  that  of  sub¬ 
stituting  one  cannel  for  another,  but  it  is  whether  the  cannel  delivered 
was  hand-picked  or  screened-picked  cannel.  Mr.  Alderman  Riley  has 
declined  to  prosecute  Mr.  T.  K.  Fox  unless  he  will  charge  him  specifically 
with  receiving  commissions  on  coal  or  other  contracts,  or  in  some  specific 
way,  will  define  what  is  meant  by  being  guilty  of  ‘malpractices,’  which  may 
mean  anything  or  nothing.” 


SALFORD  CORPORATION  GAS  SUPPLY. 

Tub  Hunter  Case.— The  Correspondence  with  Mr.  Ellis  Lever.— 
The  Proposed  Amalgamation  op  Manchester  and  Salford. 

At  the  Meeting  of  the  Salford  Town  Council  last  Wednesday— the 
Mayor  (Mr.  Alderman  A.  L.  Dickins)  in  the  chair— the  above-named 
matters  were  under  oousidei'ation. 

The  Mayor  said  that  at  the  last  meeting  of  the  Consultative  Committee, 
it  was  thought  desirable  tliat  some  statement  should  be  made,  in  conse¬ 
quence  of  certain  observations  passed  in  the  Council  Chamber  some 
mouths  ago  relative  to  a  letter  which  had  been  received  from  Mr.  Hunter’s 
Solicitor,  offering  the  Corporation  the  sum  of  T20,000  in  connection  with 
matters  which  formed  the  basis  of  the  proceedings  in  which  they  were 
then  engaged.  The  statements  so  made  were  enlarged  upon  outside  the 
Town  Hall.  Remarks  were  made  in  the  newspapers ;  and  it  had  been 
said  that  Salford  had  lost  T20,000  because  of  the  non-acceptance  of  the 
offer  which  had  been  made.  It  was  thought,  therefore,  that,  in  the 
interests  of  the  borough,  the  matter  should  beset  at  rest ;  and  with  that 
object  a  case  w'as  submitted  to  Sir  Charles  Russell.  When  in  London 
recently,  he  (the  Mayor)  called  upon  Sir  Charles,  who  had  since,  acting 
in  concert  with  Mr.  Poland,  presented  the  following  written  opinion  on 
the  matter : — “  (1)  We  are  clearly  of  opinion  that  the  representatives  of 
the  Corporation  would  not,  under  the  circumstances  stated,  have  been 
justified  in  entering  into  any  agreement  for  the  acceptance  of  a  sum  of 
money  which  would  have  carried  by  implication  the  condition  that  the 
prosecution  should  practically  be  waived  by  the  appearance  of  repre¬ 
sentatives  of  the  Corporation  as  witnesses  on  behalf  of  the  prisoner.  (2) 
We  are  clearly  of  opinion  that  the  Corporation  could  not  have  acted  in 
any  other  way  with  reference  to  the  offer  made.  Before  the  defendant 
pleaded  guilty,  the  representatives  of  the  Corporation  would  have  acted 
illegally  in  entering  into  any  such  agreement  as  that  proposed  ;  and  all  the 
parties  who  entered  into  such  an  agreement  would  have  rendered  them¬ 
selves  liable  to  be  charged  with  a  criminal  offence.  After  the  defendant  had 
pleaded  guilty,  and  before  sentence,we  are  equally  clear  that  the  representa¬ 
tives  of  the  Corporation  could  not  have  accepted  the  sum  offered  in  the  letter 
of  April  12,  on  the  condition  that  the  Mayor  and  possibly  one  or  more  mem¬ 
bers  of  the  Corporation  should  enter  the  witness-box  and  do  what  was  pos¬ 
sible  on  behalf  of  the  prisoner  when  brought  up  for  sentence.  The  only 
straightforward  and  open  course  was  for  the  defendant  to  pay  into  the 
Chancery  Division  of  the  High  Court  any  sum  he  thought  fit ;  being  the 
amount  of  the  commissions  he  had  improperly  and  illegally  received, 
without  any  condition  being  attached  to  such  payment  so  far  as  the 
criminal  proceedings  were  concerned  ;  leaving  the  Judge,  when  the  whole 
facts  were  stated  to  him,  to  take  into  consideration,  in  the  defendant’s 
favour,  the  amount  of  money  he  had  paid  by  way  of  restitution.  We  may 
add  that  we  warned  the  Town  Clerk  that  neither  he  nor  the  representa¬ 
tives  of  the  Corporation  should  enter  into  any  bargain  such  as  that  pro¬ 
posed  connected  with  the  criminal  proceedings.”  He  added  that  he  thought 
comment  upon  this  opinion  was  unnecessary. 

The  subject  of  the  correspondence  which  has  taken  place  between  the 
Mayor  and  Mr.  Ellis  Lever,  relating  chiefly  to  the  constitution  of  the  Sub- 
Committee  to  be  appointed  to  receive  certain  information  which  this 
gentleman  has  promised  to  give  on  certain  conditions,  was  then  intro¬ 
duced.  Mr.  Lever,  it  will  be  remembered,  strongly  objected  to  the  Sub- 
Committee  [nominated  by  the  Council  at  the  last  meeting  (see  ante, 
p.  64-5).  As  Mr.  Lever  persisted  in  his  objection,  the  Mayor  ultimately 
wrote  to  him,  asking  him  to  name  the  members  of  the  Council  to 


whom  he  was  willing  to  give  certain  information  referred  to  in  his 
letter  of  Sept.  26.  To  this  request  Mr.  Lever  replied  by  wire,  on  Oct.  25, 
stating  that  he  had  been  engaged  at  Leeds  for  three  days  investigating  the 
coal  supplies  of  the  Corporation,  and  that  on  his  return  he  would  reply 
to  the  Mayor's  last  letter.  On  the  27th  he  wrote :  “  In  reply  to  your 
letter  of  the  22nd  inst.,  I  beg  to  say  that  my  intention,  as  expressed  in 
my  letter  to  the  press  of  the  26th  of  September,  was  that  my  nominees 
— who  would  be  members  of  the  Council — should  elect  the  third  member 
of  the  Sub-Committee.  With  regard  to  your  request  that  I  should  give 
you  the  names  of  my  nominees,  I  think  you  will  agree  that  if  the  Council 
do  not  see  fit  to  accept  my  nomination,  the  gentlemen  named  will  be 
placed  in  a  very  anomalous  and  unpleasant  position.  Unless  the  Council 
lacks  faith  in  some  of  its  members,  there  can  be  no  reason  why  an  open 
resolution  should  not  be  passed,  leaving  the  names  to  be  supplied 
afterwards.”  Another  portion  of  the  correspondence  related  to  a 
statement  made  by  the  Mayor  at  the  last  meeting  of  the  Council — that 
Mr.  Lever  had  had  many  opportunities  of  communicating  to  the  Council 
any  information  he  possessed,  and  had  not  availed  himself  of  them.  This 
statement  Mr.  Lever  denied ;  and  he  gave  the  names  of  certain  members 
of  the  Council  to  whom  he  had  imparted  certain  information  in  his 
possession,  but  these  members  had  neglected  to  make  use  of  it.  On  the 
suggestion  of  the  Mayor,  the  members  of  the  Corporation  referred  to 
explained  the  circumstances  under  which  they  had  obtained  the  informa¬ 
tion  from  Mr.  Lever,  and  endeavoured  to  show  that  it  was  communicated 
in  such  a  form  that  no  use  could  be  made  of  it. 

Mr.  F.  S.  Phillips  next  moved  the  following  resolution: — “That  the 
resolution  of  the  Council  passed  on  the  3rd  of  October  in  reference  to  the 
frauds  alleged  by  Mr.  Ellis  Lever  to  be  now  going  on  in  the  supply  of  coal 
to  the  gas-works  be  rescinded,  so  far  as  it  relates  to  the  appointment  of  a 
Committee,  and  that,  in  lieu  thereof,  this  Council  consents  to  Mr.  Lever’s 
proposal  that  he  shall  nominate  two  members  of  the  Council,  who,  being 
so  nominated,  shall  themselves  appoint  a  third,  to  whom  he  will  disclose 
evidence  of  such  frauds  ;  and  that  the  said  members  so  selected  shall  be 
appointed  to  form  themselves  into  a  Sub-Committee,  to  receive  such 
evidence,  and  to  report  thereon  to  the  Council.’’  He  remarked  that  the 
motion  was  merely  the  outcome  of  communications  with  Mr.  Lever. 
This  gentleman  had  declined  to  accept  the  Committee  which  had  been 
appointed  by  the  Council ;  and  he  (Mr.  Phillips)  took  the  liberty  of  sug¬ 
gesting  that  Mr.  Oliver  Heywood  should  be  asked  to  nominate  a  Com¬ 
mittee.  This  suggestion  was  not  agreed  to  by  Mr.  Lever;  and  as  it  was 
desirable  that  the  matter  should  be  brought  to  an  issue,  he  (Mr.  Phillips) 
proposed  his  resolution. 

Mr.  H.  Roper  seconded  the  motion. 

The  Mayor  said  the  Committee  suggested  in  the  resolution  was  one 
similar  to  that  which  Mr.  Lever  himself  had  asked  the  Council  to  grant 
him;  and  it  certainly  was  one  which  would  be  judge  and  jury.  However, 
when  the  Committee  was  appointed,  he  would  take  great  care  that  he  was 
present  himself,  in  virtue  of  his  office  as  Mayor,  as  Chairman. 

Mr.  Snape  said  that  as  Mr.  Lever  seemed  to  think  that  he  could  only 
communicate  his  information  to  gentlemen  of  his  own  selection,  he  was 
prepared  to  give  way,  although  he  thought  Mr.  Lever  was  altogether 
wanting  in  fairness.  He  would  suggest  that  a  shorthand  writer  should 
be  engaged  to  be  present  during  the  proceedings. 

Mr.  G.  W.  G.ADD  expressed  his  full  conviction  that  they  would  find  Mr. 
Lever  would  back  out  of  it. 

Alderman  Walmsley  asked  what  would  be  the  effect  of  adopting  the 
resolution. 

The  Mayor  said  Mr.  Lever  would  be  communicated  with,  and  asked  to 
substantiate  the  statements  he  had  made  in  his  letter  to  the  papers  on 
the  26th  of  September. 

Mr.  Rycroft  said  he  thought  they  had  been  wasting  too  much  time  in 
discussing  the  matter.  If  Mr.  Lever  had  any  information  to  communi¬ 
cate  to  the  Corporation  which  would  be  of  any  value,  he  thought  they 
ought  not  to  hesitate  in  accepting  it  in  the  way  Mr.  Lever  proposed  to 
give  it. 

Mr.  H.  Lord  said  that,  as  Chairman  of  the  Gas  Committee,  he  thought 
it  was  to  be  regretted  that  Mr.  Lever  had  not  accepted  the  Committee 
nominated  by  the  Council ;  but  at  the  same  time  he  cordially  invited 
Mr.  Lever,  if  he  had  any  information  to  give,  to  let  them  have  it,  so  that 
they  might  put  an  end  to  the  rumours  that  were  going  about. 

The  resolution  was  then  carried  unanimously. 

Alderman  Walmsley  had  placed  the  following  motion  on  the  paper  : — • 
“  That  a  Committee  be  appointed,  consisting  of  16  members  of  the  Council, 
to  take  into  consideration  the  report  recently  issued  by  the  Association 
for  dealing  with  the  question  of  the  amalgamation  of  Manchester  and 
Salford,  and  to  report  thereon ;  also  that  such  Committee  be  authorized 
to  call  in  such  professional  assistance  as  it  may  deem  necessary.”  He 
said  that,  as  this  was  the  last  meeting  of  the  Council  for  the  municipal 
year,  the  powers  of  the  Committee  he  wished  to  appoint  would  expire  that 
night ;  and  therefore  he  would  postpone  his  motion  till  the  next  meeting 
of  the  Council.  At  the  same  time  he  remarked  that  the  subject  would  be 
thoroughly  investigated  before  a  decision  was  come  to  on  the  proposals  of 
the  Association.  _ 


St.artling  Revelations  by  a  Former  Councillor. 

At  one  of  the  meetings  held  in  Salford  prior  to  the  municipal  elections, 
some  extraordinary  revelations  in  connection  with  the  circumstances 
which  have  during  the  past  twelve  months  attracted  so  much  attention 
to  the  gas  undertaking  of  the  Corporation,  were  made  by  a  candidate 
(Mr.  Ward),  who  had  formerly  been  a  member  of  the  municipal  body,  and 
sought  re-election  in  place  of  a  retiring  councillor.  In  view  of  the  matter 
now  specially  engaging  the  attention  of  the  Council,  as  shown  by  the  pro¬ 
ceedings  reported  above,  it  may  be  of  interest  to  reproduce  the  remarks 
of  the  gentleman  in  question. 

Mr.  Ward,  in  the  course  of  his  address,  said  that  his  audience  would  no 
doubt  have  seen  that  Mr.  Ellis  Lever  had  been  writing  to  the  newspapers, 
and  posing  as  a  man  interested  in  the  welfare  of  Salford.  He  (Mr.  Ward) 
had  been  asked  many  times  why  the  old  Gas  Committee,  of  which  he  was 
formerly  a  member,  did  not  consider  Mr.  Lever’s  tenders  in  1886.  They 
were  not  considered  in  1883,  and  perhaps  not  in  1880.  He  was  quite 
satisfied  that  the  name  of  Mr.  Lever  should  be  struck  off  the  list  of  those 
who  had  sent  in  tenders,  for  this  reason  :  Mr.  Lever  offered  them  Wigan 
4  feet  Golborne  coal  at  9s.  6d.  per  ton,  and  the  Committee  did  not  look  at 
any  tender  at  such  a  price;  the  highest  they  considered  being  8s.  5d.  to 
9s.  Had  his  offers  been  at  8s.  Gd.  per  ton,  they  would  have  been  considered 
with  the  rest  of  the  tenders.  After  the  Hunter  v.  Lever  trial,  a  letter 
appeared  in  the  newspapers  from  Mr.  S.  Norbury  Williams,  asking  for 
subscriptions  to  recoup  Mr.  Lever  for  the  expense  he  had  been  put  to  in 
defending  himself.  Ilunteriwas  compelled  by  the  Gas  Committee  to  prose¬ 
cute  Lever.  When  Hunter  sent  in  his  resignation  as  Gas  Manager,  he 
(Mr.  Ward)  moved  in  Committee  that  it  be  not  accepted,  but  that  he  be 
dismissed,  and  that  an  Investigation  Committee  be  appointed.  These 
resolutions  were  passed  ;  but  they  were  stolen  from  him  in  the  Council. 
Subsequently  he  wrote  to  Mr.  \\  illiams,  asking  if  he  was  able  to  give  any 
information  as  to  the  success  of  his  appeal  for  funds  for  Mr.  Lever. 
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Mr.  Williams  sent  for  him,  and  said,  “  The  reason  I  did  not  prosecute  that 
appeal  was  because  I  received  a  letter  from  a  certain  gentleman  who 
knows  what's  what.”  Mr.  Williams  eventually  gave  him  a  copy  of  the 
letter.  [Mr.  Ward  here  read  a  letter  from  Mr.  C.  W.  Provis,  auctioneer, 
Manchester,  dated  Oct.  C,  1887,  making  some  libellous  charges  against  Mr. 
Lever.]  He  (Mr.  Ward)  had  not  only  done  his  best,  while  a  member  of  the 
Council,  to  prevent  corporate  officials  doing  wrong,  especially  Mr.  Hunter, 
but  he  had  set  his  face  decidedly  against  Mr.  Ellis  Lever.  He  hap))ened 
to  know  how  often  Lever  had  been  at  the  Bloom  Street  offices  with  the 
former  Gas  Manager  ;  and  he  happened  to  know,  from  conversation  with 
Mr.  Hunter,  that  Mr.  Lever  had  made  certain  offers  to  him  with  regard 
to  the  sale  of  coal.  But  he  would  afterwards  have  treated  Hunter  as  he 
did  Matthew  Hilton,  formerly  a  member  of  the  Manchester  Corporation 
Gas  Committee.  On  one  of  Mr.  Lever’s  journeys  to  Bloom  Street,  he  met 
Mrs.  Hunter — that  was  in  1880 — and  said  to  her  •  “  I  cannot  prevail  upon 
your  husband  to  take  my  house  at  Colwyn  Bay.  Will  you  try?”  She 
said  :  “  Oh,  I  have  nothing  to  do  with  it.”  He  had  seen  a  letter  from  Miss 
Lever  to  the  Hunters  regarding  the  house.  What  was  all  that  for  ?  Was 
it  not  an  effort  to  get  hold  of  the  Corporation  official  ?  He  made  these 
statements  on  the  information  of  Hunter;  and  he  could  produce  letters 
in  proof  thereof,  if  asked  to  do  so.  They  would  remember  that,  at  the 
first  hearing  of  the  Hunter  trial  in  Loudon,  an  adjournment  was  granted 
in  order  that  an  umpire  might  be  appointed  to  decide  what  amount 
Hunter  should  refund  to  the  Corporation.  One  was  nominated  by 
Hunter’s  Solicitors  ;  but  he  was  rejected  by  the  Corporation.  There  would 
have  been  some  startling  information  had  Hunter  put  ou  paper  what  he 
knew;  but  they  would  not  give  him  an  opportunity.  This  was  kept  back 
by  the  late  Town  Clerk  (Mr.  Graves).  The  Consultative  Committee 
refused  to  accept  i'd'l.OOO,  which  was  offered  by  Hunter.  The  Town  Clerk 
would  not  allow  it  to  be  accepted,  and  T28,006  was  asked.  This  amount 
was  not  there ;  but  the  ±'22,000  was  in  the  hands  of  Hunter's  Solicitors. 
He  (Mr.  Ward)  said  at  the  time  it  was  refused,  “  It  is  your  last  chance. ’’ 
Ha  contended  that  it  would  cost  the  ratepayers  ±'5000  above  any  money 
they  would  get  from  Hunter,  through  the  inefficient,  slow,  and  bungling 
way  in  which  the  prosecution  had  been  conducted.  The  late  Town  Clerk, 
more  than  anyone  else,  was  to  blame.  Mr.  Graves  owed  ±'400  to  Hunter  ; 
and  when  it  came  to  a  close  crisis  in  the  prosecution,  the  amount  had  to 
be  repaid.  Where  did  he  get  it  from  ?  Why,  he  went  to  two  Aldermen, 
and  they  found  it  for  him,  and  the  money  was  paid.  They  had  not  got  at 
the  whole  truth  yet.  In  1880,  when  the  contracts  for  coal  and  cannel  were 
let,  Alderman  Keevney  and  Mr.  Mandley,  who  had  done  so  much  to  cry 
down  Hunter,  both  coincided  in  the  resolution  passed  that  three  members 
of  the  Committee,  with  the  Gas  Engineer,  be  appointed  to  select  the  con¬ 
tractors.  This  was  placing  in  Hunter’s  hands  a  way  to  “  do  ”  them. 
They  had  no  such  system  in  1886  ;  a  full  Committee  of  12  members  out  of 
the  10  were  present  when  the  contracts  were  accepted.  He,  therefore, 
blamed  Messrs.  Keevney  and  Mandley  for  the  cause  of  the  whole  of  the 
gas  scandals  foi;  which  Salford  was  suffering.  He  concurred  in  the  resolu¬ 
tion  for  dissolving  the  Gas  Committee  on  the  distinct  understanding  that 
all  the  new  members,  of  which  he  was  one,  should  be  re-elected  on  the 
new  Committee.  As  he  was  not  re-elected,  lie  felt  that  his  character  was 
gone.  He  entered  the  Council  with  a  character,  and  according  to  some 
people  he  was  not  to  be  trusted  now. 

In  the  course  of  his  reply  to  questions,  the  candidate  said,  in  response  to 
an  inquiry  as  to  how,  if  the  Committee  accepted  the  coal  and  cannel 
tenders.  Hunter  could  put  3d.  or  6d.  per  ton  on  the  coal,  that  the  tenders 
offered  the  last  time  the  coal  contracts  were  let  consisted  of  48  different 
colliery  proprietors  and  agents,  which  embraced  72  different  classes  of  coal 
and  cannel.  The  tenders  were  presented  to  the  Committee  in  sealed 
envelopes;  they  were  opened  and  initialled  by  the  Chairman,  and  then 
hauded  over  to  the  Gas  Engineer  to  be  tabulated.  Copies  were  subse¬ 
quently  sent  to  each  member  of  the  Committee;  and  they  were  afterwards 
accepted. 


MR.  ELLIS  LEVER  AND  THE  LEEDS  GAS  COAL  CONTRACTS. 

The  Sub-Committee  appointed  by  the  Gas  Committee  of  the  Leeds 
Corporation  to  deal  with  the  charges  made  by  Mr.  Ellis  Lever  in  con¬ 
nection  with  the  gas  coal  contracts,  to  which  several  references  have  been 
made  in  our  columns,  were  busily  engaged  last  week  in  investigating  the 
statements  made  by  him  in  the  report  he  presented  on  the  results  of  his 
examination  of  the  coal  at  present  being  supplied  to  the  Corporation.  It 
will  be  remembered  that  the  coal  tested  by  Mr.  Lever  on  its  way  to  the 
works  was,  as  he  asserted,  deficient  to  the  extent  of  from  6  to  15  per  cent, 
in  quality,  as  compared  with  that  submitted  to  the  Corporation  when  the 
tenders  were  accepted ;  and  that  even  in  some  cases  it  was  found  to  be 
inferior  by  from  20  to  30  per  cent.  He  also  condemned  the  existing 
sj’stem  of  checking  and  weighing  the  coal.  The  Sub-Committee  had  a 
meeting  last  Tuesday,  under  the  presidency  of  Mr.  B.  Gilston,  the  Chair¬ 
man  of  the  Gas  Committee  ;  the  Town  Clerk  (Sir  G.  W.  Morrison)  and 
the  Secretary  of  the  Gas  Department  (Mr.  J.  Lupton)  being  in  attendance. 
Mr.  Lever  was  not  present.  The  Chairman  and  Managing  Director  ofone, 
and  the  Trustees  and  Manager  of  another  colliery  Company  who  supply 
coal  and  cannel  to  the  Corporation  were  called  in  to  explain  away  the 
allegations  of  Mr.  Lever ;  and  they  stated  that  men  were  specially 
appointed  at  the  pits  to  see  that  coal  of  the  proper  quality  was  sent  off, 
and  if  any  inferior  coal  had  found  its  way  into  that  supplied  to  the  Gas 
Department,  it  must  have  occurred  through  tlie  carelessness  of  these  men. 
They  utterly  denied,  however,  the  possibility  of  so  large  a  percent¬ 
age  of  inferior  coal  being  conveyed  to  Leeds  for  the  purpose  of  gas 
making.  On  the  following  day,  the  Sub-Committee,  accompanied  by 
the  representatives  of  tiie  collieries  concerned,  proceeded  to  the 
siding  of  the  Loudon  and  North-Western  Railway  Company  at  New 
Wortley,  where  two  trucks  of  coal  which  had  been  examined  by  Mr.  Lever 
were  standing.  A  quantity  of  cannel  coal  was  shovelled  from  each  truck, 
and  examined  by  the  representatives  of  the  two  collieries,  who  both  de¬ 
clared  tliat  this  particular  coal  was  quite  up  to  the  sample  from  which 
they  had  sold  coal  to  the  Corporation.  One  of  these  representatives  was 
so  confident  that  he  offered,  if  the  coal  did  not  yield  a  result  equal  to 
sample,  to  give  100  guineas.  Afterwards  the  Committee  proceeded  to  the 
Meadow  Lane  works,  where  samples  of  coal  which  had  been  laid  aside  by 
Mr.  Lever  in  safe  keeping  for  future  examination  were  selected.  One  sack 
from  each  sample  of  the  cannel  taken  from  the  trucks  by  Mr.  Lever  was 
placed  upon  the  ground  and  examined,  and  in  both  cases  the  coal  con¬ 
tractors  declared  that  there  was  no  “hub”  (which  Mr.  Lever  says  is 
useless  for  gas  manufacturing  purposes)  present  in  the  material. 
The  Committee  then  determined  that  a  preliminary  trial  should  be  made, 
by  the  coal  tester  to  the  Corporation,  of  a  specimen  of  this  “  hub  ”  from 
one  of  the  collieries.  The  test  was  accordingly  made  straightway  ;  and  it 
gave  a  result  of  10,700  cubic  feet  of  gas  per  ton  of  coal,  with  an  illumi¬ 
nating  power  of  26  73  candles,  tested  by  the  standard  flat-flame  burner. 
On  the  completion  of  this  trial,  another  experiment  was  made  from  a 
sample  of  the  “  hub”  from  the  other  colliery  referred  to  by  Mr.  Lever; 
and  this  showed  returns  equal  to  a  yield  of  11,900  cubic  feet  of  gas  per  ton 
of  coal,  with  an  illuminating  power  of  25'52  candles.  The  Committee  then 
’letermined  that  the  slack,  the  “  hub,”  and  the  pure  cannel,  selected  by 


Mr.  Lever,  together  with  samples  from  the  hulk  of  coal  taken  from  each 
of  the  trucks  whence  the  coal  tested  was  trken,  should  be  placed  in 
the  hands  of  Mr.  Thomas  Fairley,  F.C.S.,  the  Borough  Analyst, 
to  examine  and  report  upon.  Later  in  the  day,  the  Town  Clerk  wrote 
to  Mr.  Lever  informing  him  of  this  arrangement,  and  also  of  the  results 
of  the  test  made  at  Meadow  Lane.  He  further  intimated  that  the  Sub- 
Committee  was  anxious  to  afford  him  every  facility  for  making  a  further 
examination  of  the  coal  in  the  two  trucks  in  question,  and  that  the 
material  would  be  placed  at  his  disposal,  in  order  that  he  might  submit  it 
to  any  analyst  of  standing  whom  he  might  choose  to  name.  On  Thursday, 
Mr.  Lever  sent  to  the  Leeds  papers  the  following  telegram  : — “  I  wish  it 
to  be  known  that  I  have  not  been  invited  to  meet  the  Committee  apjjointed 
last  Friday  [Oct.  26]  and  the  representatives  of  the  collieries  whose 
material  I  have  examined  and  condemned  as  containing  foreign  matter 
contrary  to  the  stipulations  of  their  contracts.  I  am  prepared  to  vindicale 
my  statements  that  the  cannel  contains  ‘  hub,’  slack,  and  pyrites.  I  will 
also  undertake  to  bring  Mr.  .Tames  Paterson,  F.G.S.,  to  examine  the 
cannel,  ‘  hub,’  and  slack,  to  report  upon  it,  and  make  independent  com¬ 
mercial  analyses.  How  comes  it  that  my  detection  of  inferior  material  in 
waggon  65  corroborated  the  analysis  made  on  the  6th  of  October,  when  tlie 
cannel  showed  25  per  cent,  of  inferiority?  ”  In  a  later  telegram,  Mr.  Lever 
stated  that  he  had  wired  to  the  Mayor  of  Leeds  as  follows; — “  Will  you 
make  it  known  to  the  Press  to-night  that  I  have  not  been  asked  to  meet 
the  Committee  of  Investigation  or  to  interrogate  the  contractors,  neither 
was  I  present  yesterday  when  the  alleged  testings  took  place.  I  do  not 
believe  in  such  investigations,  nor  will  the  public.”  In  reference  to  the 
first  telegram,  the  Leeds  Mcrcury]a.at  Friday  was  authorized  to  state  that, 
for  the  purpose  of  testing  the  coal  contained  in  the  trucks  inspected  by 
Mr.  Lever  along  with  the  Sub-Committee,  four  sackfuls  were  taken.  In 
each  instance  one  sackful  was  used  by  the  Sub-Committee  for  the  purpose 
of  their  own  test;  the  other  sacks  being  placed  under  lock  and  key,  and 
put  into  the  possi  ssion  of  Mr.  Fairlej’,  for  the  purpose  of  analysis.  The 
results  will  be  published  in  due  course.  The  Sub-Committee  say  they  are 
quite  satisfied  with  the  result  of  the  ordinary  test  made  at  the  works  to 
ascertain  the  illuminating  value  of  the  coal  selected  by  Mr.  Lever.  More¬ 
over,  they  will  not  offer  any  objection  to  that  gentleman,  or  any  other 
person  concerned,  having  independent  analyses  made  of  the  coal  now  in 
the  possession  of  Mr.  Fairley.  They  were  not  aware  that  Mr.  Lever  had 
expressed  any  desire  to  attend  the  meetings  at  which  the  representatives 
of  the  collieries  concerned  were  present ;  but  when  the  analysis  is  officially 
made  by  Mr.  Fairley,  every  opportunity  will  be  given  to  Mr.  Lever,  and 
any  analyst  lie  may  wish  to  employ,  to  check  the  tests — the  same  facility 
being  afforded  to  the  colliery  contractors  concerned  in  the  matter. 


PARTICK,  HILLHEAD,  AND  MARYHILL  GAS  COMPANY. 

An  Extraordinary  General  Meeting  of  the  above  Company  will  be  held 
next  Thursday,  for  the  purpose  of  considering  resolutions  authorizing  the 
Directors  to  enter  into  an  agreement  with  the  Corporation  of  Glasgow  for 
the  sale  to  them  of  the  whole  of  the  Company’s  undertaking  and  assets,  at 
the  net  jirice,  over  and  above  the  Company’s  liabilities,  of  ±122,370;  and 
sanctioning  the  payment  to  the  holders  of  the  5i  per  cent,  preference 
shares  of  the  amount  of  their  shares  and  10  per  cent,  premium,  and  to  the 
holders  of  the  ordinary  shares  of  the  amount  of  their  shares,  less  10  per 
cent,  discount.  With  the  notice  convening  the  meeting,  the  Directors 
issued  a  circular  placing  before  the  shareholders  the  circumstances  which 
have  led  them  to  submit  the  special  resolutions  referred  to  therein.  In 
it  they  explained  that  the  Corporation  of  Glasgow  are  desirous  of 
obtaining  an  extension  of  the  boundaries  of  the  city,  so  as  to  include  a  part, 
if  not  the  whole  of  the  district  supplied  by  the  Company.  The  Directors, 
considering  that  such  extensions,  if  carried  out,  would  be  prejudicial  to 
the  interests  of  the  Company,  appeared  before  the  Boundary  Commission, 
and  pointed  out  in  what  ways  the  scheme  would  injuriously  affect  the 
Company;  dwelling  specially  on  the  possible  loss  of  the  lighting  of  the 
streets  and  common  stairs,  and  the  eventual  sacrifice  of  the  supply  of  gas 
to  the  dwellings  approached  therefrom.  The  Commissioners  promised 
that,  if  they  reported  in  favour  of  annexation,  they  would  specify  that 
any  claim  the  Company  might  have  for  terms,  either  as  to  future  rights 
or  compensation  or  otherwise,  would  have  to  be  dealt  with  if  their  recom. 
mendation  were  carried  into  effect.  After  this  deliverance  had  been  pro¬ 
nounced,  the  Directors  were  approached  in  an  informal  manner  by 
influential  members  of  the  Town  Council  of  Glasgow,  who  indicated  that, 
if  satisfactory  terms  could  be  adjusted,  the  Corporation  would  be  prepared 
to  purchase  the  Company’s  undertaking.  The  Directors  agreed  to  enter¬ 
tain  the  proposals  made  ;  and  various  conferences  were  held  between  repre¬ 
sentatives  on  both  sides,  with  the  result,  as  our  readers  are  aware,  that 
the  Council  have  agreed,  and  now  offer,  conditionally  upon  a  Bill  being 
carried  before  Aug.  16,  1889,  for  the  annexation  to  the  city  of  the  district 
supplied  by  the  Company,  to  purchase  the  Company’s  undertaking  on  the 
terms  already  stated.  It  is  a  part  of  the  proposed  arrangement  that,  if  the 
Annexation  15ill  is  passed  by  the  above  date,  a  Bill  is  to  be  introduced  into 
Parliament  in  the  session  of  1890,  empowering  the  Corporation  and  the 
Company  to  carry  out  the  arrangement ;  and  provision  is  made  under 
which  the  Company’s  business  will  be  carried  on  as  usual  until  the  trans¬ 
fer  is  completed — the  preference  shareholders  receiving  in  the  meantime 
their  full  dividend,  but  the  dividend  to  the  ordinary  shareholders  being 
limited  to  4  per  cent.  The  Directors  say  that,  in  judging  of  the  terms 
offered,  the  shareholders  should  keep  in  view  (1)  that,  while  it  is  no  doubt 
uncertain  whether  an  extension  of  the  boundaries  of  Glasgow  w'ill  take 
place  or  not,  the  fact  of  a  Commission  having  reported  in  favour  of  exten¬ 
sion  cannot  be  left  out  of  account;  and  (2)  that  it  is  doubtful  how  far  it 
would  be  found  possible  to  insert  in  any  Annexation  Bill  clauses  adequate 
to  protect  the  Company’s  interests.  The  Directors  are  of  opinion  that  the 
terms  offered  should  be  accepted.  Pending  the  acquisition  of  the  works 
by  the  Corporation,  the  Directors  are  putting  them  into  a  condition  to 
adequately  meet  the  calls  made  upon  them.  They  have  just  set  to  work 
another  new  telescojiic  gasholder,  100  feet  by  50  feet,  bringing  up  their 
storeage  capacity  to  20  hours’  consumption.  All  the  heavy  ironwork  of  a 
gasholder,  ICO  feet  by  40  feet,  which  stood  in  the  way  of  improvements  at 
the  Tradeston  Gas-Works  has  been  removed,  adapted,  and  entirely 
replated  and  resheeted  satisfactorily,  to  suit  the  requirements  of  the  Com¬ 
pany,  by  the  Airdrie  Iron  Company.  This,  with  1300  yards  of  railway 
laid  down  through  the  works,  a  large  condenser  and  washer-scrubber,  in¬ 
creasing  the  height  of  the  old  scrubbers,  and  doubling  the  storeage  capa¬ 
city  for  tar  and  liquor,  with  sundry  other  improvements,  has  been  found 
necessary  to  satisfy  the  increasing  demand  for  gas.  These  extensions 
have  been  carried  out  under  the  supervision  of  the  Company’s  Engineer 
and  Manager  (Mr.  Levi  Monk). 


Kettering  Water  Supply. — At  the  meeting  of  the  Kettering  Water 
Company  last  Thursday  it  was  resolved  to  carry  out  the  scheme  for  obtain¬ 
ing  a  fresh  supply  of  water  to  which  reference  was  made  last  week  (p.  771). 
It  is  estimated  that  for  the  completion  of  the  work  an  outlay  of  ±32,000  will 
be  required.  The  Local  Board,  it  will  be  remembered,  are  now  considering 
the  advisability  of  purchasing  the  undertaking. 
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WENHAM  COMPANY,  LIMITED. 

Tlie  Ordinary  General  Meeting  of  this  Company  was  held  last  Tuesday, 
at  Winchester  House,  Old  Broad  Street — Mr.  D.  A.  Tb.ull  Cheistie  in 
the  chair.  .  ^ 

The  notice  convening  the  meeting  having  been  read,  the  Directors  report 
was  presented. 

The  Ch.^iumax,  in  moving  the  adoption  of  the  report,  remarked  that 
although  the  Company  only  dated  from  May  last,  the  accounts  had  been 
made  up  as  representing  a  whole  year,  in  order  that  the  business  might 
be  a  continuous  one.  The  charges  were  substantially  less;  and  in  the  cur¬ 
rent  year  they  would  be  still  further  reduced.  The  manufacturing  gross 

profit  account  showed  a  balance  of  £28,561,  or  a  falling  off  of  £9800,  as  co^ 
pared  with  the  previous  year.  Of  this  amount,  however,  at  least  £lo00 
was  owing  to  the  rise  in  the  price  of  metal  and  the  increased  discounts 
allowed  to  the  trade  ;  but  the  main  disappointment  had  been  in  the  Con¬ 
tinental  department,  especially  Prance.  Owing  to  certain  ill-advised 
transactions,  they  had  found  it  necessary  to  reorganize  their  business  m 
that  country.  They  had  terminated  the  engagement  of  their  Agent,  and 
had  selected  as  his  successor  one  who  they  hoped  would  prove  to  be  the 
right  man  in  the  right  place.”  As  yet  it  was  too  early  to  speak  of  results; 
hut  the  Directors  had  already  very  favourable  impressions  of  the  pros¬ 
pect  there  seemed  to  be  of  the  new  Manager  inaugurating  a  more  success¬ 
ful  rigime,  although  for  some  time  he  would  have  to  contend  with 
an  inheritance  for  which  he  was  in  no  way  responsible.  Both  in 
I’rance  and  in  Germany  there  had  been  local  difficulties  and  oppositions 
to  contend  against ;  and  these  had  certainly  led,  in  the  year  under  review, 
to  a  diminution  in  the  profits,  irrespective  of  other  special  causes.  In  the 
case  of  Germany,  where  the  Company  were  most  energetically  and  ably 
represented,  the  falling  off  in  the  volume  of  business  had  been  due,  as 
mentioned  in  the  report,  partly  to  the  competition  of  other  systems  of 
lighting  supported  by  local  interest,  and  partly  to  the  adverse  infiuence  on 
business  generally  of  the  preoccupation  and  anxiety  more  or  less  pre¬ 
vailing  during  the  late  changes  in  that  country.  Both  of  these  causes  had 
operated  in  the  way  of  producing  a  certain  suspense ;  and  between  the 
two,  and  the  necessity  they  entailed  for  increased  expenditure  in  trying  to 
push  business  in  face  of  them,  and  the  tendency  of  purchasers  to  prefer 
the  less  expensive  forms  of  lamp,  there  was  enough  to  account  for  the 
less  favourable  result  the  Directors  had  unfortunately  experienced.  If, 
wliile  still  reckoning  on  the  German  branch  for  a  very  solid  contribution 
to  the  profits,  it  was  difficult  to  speak  with  the  certainty  one  could  wish 
on  all  points  of  the  outlook  of  the  two  Continental  branches  of  the 
business,  it  was  satisfactory  to  see,  on  the  other  hand,  the  growing 
popularity  of  the  Company’s  system  of  lighting  at  home,  as  indicated  by 
the  substantial  increase— 3000— in  the  number  of  lamps  sold  as  compared 
with  those  disposed  of  in  the  previous  year;  and  the  prospects  were 
encouraging.  The  net  profit  had  been  £13,175,  out  of  which  they  had 
paid  an  interim  dividend  of  5  per  cent.  They  now  proposed  to  apply 
£2000  in  reduction  of  patents  and  business  purchase  account,  and  to  re¬ 
commend  a  dividend  of  3d.  a  share  ;  making  the  total  distribution  for  the 
year  6i  per  cent,  on  the  capital  of  the  Company. 

Mr.  Tyzee  seconded  the  motion,  which,  after  a  long  discussion,  was 
carried  unanimously,  and  the  dividend  recommended  declared. 

The  other  business  having  been  disposed  of,  including  a  resolution 
reducing  the  number  of  Directors  to  six,  thanks  were  accorded  to  the 
Board,  and  the  proceedings  closed. 


DINSMOBE  GAS  COMPANY,  LIMITED. 

An  Extraordinary  General  Meeting  of  this  Company  was  held  in  Liver¬ 
pool  last  IVednesday — Mr.  M.  Guthbie  in  the  chair. 

The  notice  convening  the  meeting  having  been  read. 

The  CiiAiBiiAN,  in  presenting  the  Directors’  report,  said  the  Company 
was  formed  about  twelve  months  ago  for  the  purpose  of  acquiring  patents 
taken  out  by  Mr.  Dinsmore  for  making  coal  gas."  After  carrying  ou 
experiments  at  the  works  in  Emlyn  Street,  arrangements  were  made  for 
some  trials  ou  a  manufacturing  scale  at  the  Hoy  lake  as  well  as  at  the 
Widues  Gas-Works.  The  ordinary  production  of  gas  from  Lancashire 
coal  was  about  10,500  cubic  feet  per  ton ;  and  the  illuminating  power  about 
16  candles.  Consequently,  cannel  had  to  be  used  to  raise  it.  But  canuel 
was  expensive;  and  the  price  of  gas  was  consequently  increased.  Experi¬ 
ment  had  shown  that  the  hydrocarbons  contained  in  the  tar  produced  in 
the  manufacture  of  gas  could  be  converted  into  gas  during  the  process  ; 
and  the  value  of  the  gas  be  much  more  than  the  value  of  the  tar  residual. 
This  the  Dinsmore  process  accomplished;  and  preliminary  experiments 
showed  that  from  a  ton  of  Lancashire  coal  12,000  cubic  feet  of  gas  could 
be  generated,  ranging  from  22  to  28  candles  in  illuminating  power.  At 
Hoylake,  from  11,300  to  12,650  cubic  feet  were  produced  per  ton,  and  the 
illuminating  power  was  20  to  21  candles  ;  but  not  more  than  half  the  tar 
was  used.  At  Widues,  from  Y'orkshire  coal,  13,000  cubic  feet  of  gas  were 
produced ;  and  the  illuminating  power  was  from  20  to  24  candles — using  not 
more  than  one-third  or  one-half  of  the  tar.  With  Aorkshire  coal  by  the 
ordinary  process  at  Llandudno  only  10,748  cubic  feet  of  gas  were  produced  ; 
and  the  illuminating  power  was  18  candles.  The  Directors  were  fully 
convinced  that  satisfactory  commercial  results  could  be  obtained  by  the 
process,  and  that  in  some  towns  it  would  effect  a  saving  of  many  thousands 
of  pounds  annually.  Broadly  speaking,  the  nature  of  the  invention  was 
the  addition  of  a  duct  or  secondary  retort  placed  above  the  ordinary 
retorts  in  a  bench  of  two,  four,  or  six,  as  might  be  found  most  useful. 
Into  this  duct  was  conveyed  the  gas  from  the  ordinary  retorts,  and  at  the 
same  time  there  was  also  conveyed  a  small  stream  of  tar,  which,  falling 
upon  the  highly-heated  surface,  was  converted  into  gas,  leaving  a  solid 
carbon  residual.  This  conversion  of  the  tar  into  gas  and  mixing  with  the 
ordinary  gas  in  a  heated  chamber  was  the  Dinsmore  process.  The  idea 
was  not  a  new  one  ;  but  it  had  never  been  satisfactorily  carried  out. 

Mr.  W.ATSON  said  he  had  heard  it  freely  stated  on  ’Change  that  the  Hoy- 
lake  tests  proved  a  failure. 

The  Ch.aieman  said  this  was  scarcely  accurate,  though,  owing  to  defec¬ 
tive  furnaces,  they  had  to  burn  more  fuel  than  they  should  have  done.  At 
Widnes  no  more  fuel  was  used  than  usual.  He  moved — “  That  the  Direc¬ 
tors  be  authorized  to  pay  Mr.  Dinsmore,  out  of  the  funds  of  the  Company, 
such  sum  or  sums  of  money,  or  to  give  him  such  other  consideration  as 
the  Directors  may  think  fit,  in  exchange  for  the  acquisition  by  the  Com¬ 
pany  of  any  present  or  future  inventions  or  discoveries  by  Mr.  Dinsmore, 
or  the  interest  of  Mr.  Dinsmore  therein,  which  the  Directors  may  in  their 
discretion  think  it  desirable  to  acquire;  and  to  enter  into  any  agreement 
or  agreements  from  time  to  time  for  such  purpose,  notwithstanding  the 
agreement  made  between  Mr.  Dinsmore  and  others  of  the  one  part,  and 
the  Company  of  the  other  part,  dated  the  17th  day  of  November,  1887.” 
He  remarked  that  this  resolution  would  enable  the  Company  to  acquire 
any  other  of  Mr.  Dinsmore’s  inventions  they  might  deem  desirable. 

Mr.  M'Coxkey  seconded  the  motion,  and  it  was  carried. 

A  vote  of  thanks  to  the  Chairman  terminated  the  proceedings. 


*  An  abstract  of  one  of  Mr,  Dintmore’s  tpecifleationi  was  givtn  in  the  Jockxal 
last  waak  (p.764). 


SOUTHWAEK  AND  VAUXHALL  WATER  COMPANY. 

A  Special  General  Meeting  of  the  shareholders  of  this  Company  was 
held  last  Tuesday,  at  the  Offices,  Sumner  Street,  Southwark — Alderman 
Sir  H.  E.  Kxioht  in  the  chair — for  the  purpose  of  sanctioning  the  creation 
of  the  debenture  stock  authorized  by  the  Company’s  Act  of  1886. 

The  Secbet.aby  (Mr.  A.  Jelley)  having  read  the  notice  convening  the 
meeting. 

The  Chairman  said  the  shareholders  were  aware  that  when  they  obtained 
the  Act  of  1886  for  carrying  out  additional  works,  the  House  of  Commons  re¬ 
quired  that  they  should  raise  the  extra  capital  by  debenture  stock,  which 
was  to  be  offered  to  the  public  by  tender  or  sold  by  auction.  The  Directors 
proposed  to  offer  the  stock  to  the  public  by  tender;  but  they  had  given 
the  shareholders  special  notice,  thinking  that  they  might  like  a  preference 
given  to  them,  though  the  Board  were  compelled,  under  the  Act,  to  take 
the  highest  tender.  The  time  had  arrived  when  they  found  it  was  neces¬ 
sary  to  issue  a  portion  of  the  capital ;  but  this  could  not  be  done  without 
the  shareholders’  approval.  The  Directors  had,  therefore,  asked, them  to 
attend  that  meeting  to  give  the  Board  authority  to  raise  the  £300,000 
sanctioned  by  the  Act,  although  they  purposed  issuing  only  £100,000.  The 
new  works  authorized  by  the  Act  were  in  a  very  forward  state  of  progress. 
The  Directors  had,  according  to  the  best  of  their  business  knowledge 
and  ability,  financed  the  operations  so  far,  till  the  time  had  arrived  when 
they  found  that  new  capital  must  be  raised  in  the  interests  of  the  Com¬ 
pany.  He  concluded  by  moving — “  That  the  sum  of  £300,000,  being  the 
sum  authorized  by  the  Southwark  and  Vauxhall  Water  Act,  1886,  to  be 
raised  by  the  creation  and  issue  of  debenture  stock,  be,  in  exercise  of 
the  powers  conferred  by  the  said  Act,  raised  by  the  Directors  by  the 
creation  and  issue  of  debenture  stock  to  that  amount,  to  be  called  4  per 
cent,  debenture  stock,  on  such  terms  and  conditions  and  at  such  time 
and  in  such  manner  consistent  with  the  said  Act. as  the  Directors  may 
from  time  to  time  deem  expedient.” 

A  Shareholder  asked  what  would  be  the  minimum  price. 

The  Chairman  replied  that  on  the  last  occasion  they  issued  debenture 
stock,  it  went  at  £109  10s.  In  the  case  of  the  present  issue,  they  had  not 
decided  upon  the  minimum  ;  and  it  was  not  usual  to  do  so  until  the 
stock  was  offered.  The  minimum  would  be  that  which  was  most  con¬ 
sistent  with  the  interests  of  the  Company  ;  but  it  was  a  question  which 
the  Directors  would  have  to  carefully  consider.  In  reply  to  a  further  ques¬ 
tion,  he  said  that  the  capital  was  required  for  a  new  main  from  Hampton 
running  through  the  whole  of  their  district  to  Nunhead.  A  large  portion 
of  the  main  was  laid.  It  was  a  40-inch  main,  and  would  cost  the  Com¬ 
pany  possibly  £80,000,  or  £90,000.  They  had  some  very  large  filtration 
works  also  to  carry  out  at  Hampton.  A  new  engine-house  would  have  to 
be  built,  and  a  new  station  at  Wandsworth ;  and  there  were  reservoirs, 
engine-houses,  and  other  works  to  be  constructed. 

Alderman  D.  H.  Stone  seconded  the  motion,  which  was  carried. 

The  Chairman,  replying  to  an  inquiry  as  to  the  position  of  the  well  at 
Streatham,  stated  that  they  had  now  reached  to  a  very  great  depth.  The 
well  was  an  interesting  work  to  geologists,  and  to  the  public  generally  ; 
but  it  must  not  be  forgotten  that  the  Company  were  only  interested  in  it 
as  a  Water  Company.  They  had  no  power  or  right  to  spend  the  money 
of  the  Company  in  other  ways  than  in  searching  for  water.  In  the 
course  of  the  previous  week,  they  went  through  some  hard  rocks ;  but 
they  were  now  in  a  more  yielding  substance,  samples  of  which  had  been 
submitted  to  Professor  'Whitaker.  They  had  done  everything  consistent 
with  their  duty  as  water  caterers  so  far,  and  nothing  beyond  it.  If  the 
Professor  advised  them  that  there  was  a  fair  probability  of  water  being 
found  at  a  lower  depth,  they  might  spend  more  money  in  going  deeper  to 
discover  it;  but  if  his  report  was  against  that  probability,  they  would  not 
go  down  farther.  If,  however,  in  the  latter  case  any  scientific  gentlemen 
were  interested,  and  would  like  to  continue  the  boring,  they  could  pro¬ 
bably  arrange  with  them  to  use  the  Company’s  plant.  With  regard  to 
the  well  itself,  it  was  a  success,  as  they  had  found,  in  the  upper  greensand, 
a  large  supply  of  beautiful  water,  which  they  would  utilize ;  and  it 
would  afford  them  some  millions  of  gallons  of  water  per  day  for  use  in  the 
district.  The  money  which  had  been  spent  had,  therefore,  been  wisely 
expended,  as  by  that  means  they  had  procured  a  good  auxiliary  supply  to 
that  which  they  drew  from  the  River  Thames.  Then  they  could  also 
fall  back  on  the  other  springs.  He  conscientiously  felt  that  they  had 
done  their  duty  in  searching  as  far  as  they  could.  If  they  could  have 
tapped  a  boundless  supply  in  the  lower  greensand,  it  might  have  saved 
them  laying  the  main  from  Hampton,  which  would  cost  them  between 
£80,000  and  £90,000 ;  but  they  were  entirely  dependent  upon  the  reports 
of  learned  and  scientific  men  who  were  supposed  to  fully  understand 
these  matters.  All  the  strata  which  those  gentlemen  told  them  they 
would  go  through  they  had  gone  through.  The  depth  was  now  1161  feet. 
Finding  hard  rocks,  they  had  felt  inclined  to  stop  ;  but  he  did  not  readily 
“  cave  in,”  and  against  the  advice  of  some  of  his  friends,  he  quietly  told 
the  Engineer  to  “  plunge  away.”  This  had  been  done  to  the  depth  of  12 
feet.  He  thought  it  might  be  a  boulder  that  had  fallen  forward  on  the 
top  of  the  soft  material.  They  would  do  everything  that  ought  to  be  done  ; 
but  they  would  not  spend  a  shilling  of  the  shareholders’  money  except  in 
searching  for  water. 

A  vote  of  thanks  was  accorded  to  the  Chairman ;  and  the  proceedings 
terminated. 


'The  Public  Lighting  of  Paddington. — According  to  the  report  of  the 
Paddington  'Vestry  for  the  year  ending  March  25  last,  there  were  in  use  on 
that  day  1959  lamps,  each  estimated  to  consume  4  6  cubic  feet  of  gas  per 
hour.  The  actual  consumption  per  hour  for  the  year  was  5252  cubic  feet ; 
each  lamp  burning  for  3790i  hours,  or  an  average  of  10’63  hours  per  night. 
The  estimated  consumption  per  lamp  per  annum,  at  4  6  cubic  feet  per 
hour,  is  17,897  cubic  feet;  but  the  actual  consumption  was  17,633  cubic 
feet.  There  were  at  the  date  of  the  report  97  meters  attached  to  the  lamps. 
The  price  was  reduced  on  Jan.  1  from  23.  5d.  to  23.  2d.  per  1000  feet. 

SnoREHAM  AND  DISTRICT  'Wateb  COMPANY.— The  thirty  seventli  half 
yearly  general  meeting  of  this  Company  was  held  last  Saturday  week — 
Mr.  T.  Fuller,  M.D.  (the  Chairman  of  the  Company),  presiding,  'ffiie  only 
business  before  the  meeting  was  the  consideration  _  of  the  Directors’ 
report  for  the  half  year  ending  June  30  last,  and  this  was  unanimously 
adopted.  The  amount  available  for  distribution  was  not  so  large  as  at 
the  corresponding  period  of  last  year;  but  the  Directors  recommended 
the  following  appropriation  of  the  balance: — A  dividend  at  the  rate  of^5 
percent,  per  annum  (less  income-tax)  on  the  preference  shares,  £195 ; 
a  dividend  of  5  per  cent,  for  the  half  year  (free  of  tax)  on  the  ordinary 
shares,  £375;  and  to  carry  forward  to  the  next  account  £145  193.— total, 
£715  19s.  The  statement  of  accounts  accompanying  the  report  showed 
that  the  receipts  during  the  past  half  year  (including  a  balance  brought 
forward  from  last  account  of  £669  lls.  5d.)  were  £1858  33. ;  the  rates  and 
meter-rents  constituting  £1165  Ss.  lOd.  of  this  sum.  The  expenditure 
amounted  to  £1142  43.;  leaving  the  balance  stated  above.  Resolutions 
were  carried  declaring  dividends  in  accordance  with  the  recommendations 
of  the  Directors. 
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EDINBURGH  AND  LEITH  GAS  COMMISSION. 

At  the  Meeting  of  the  Edinburgh  and  Leith  Gas  Commission  on  Monday 
last  week,  a  communication  was  submitted  from  the  Manager  of  the  Leith 
works  (Mr.  Linton),  forwarding  a  request  by  the  Leitli  workmen  to  be  put 
on  the  same  footing  as  tlie  Edinburgh  men  in  regard  to  wages  and  time. 
Bailie  Archibald  pointed  out  that  tlie  demand,  if  conceded,  would  involve 
a  considerable  increase  of  expenditure  ;  but  he  moved  tliat  the  retort  men 
should  be  placed  in  the  position  they  were  in  up  to  1686,  and  that  the 
cases  of  the  other  men  should  be  left  in  the  hands  of  the  Manager.  Bailie 
Garland  seconded  the  motion.  Bailie  Roberts  said  tlie  discussion  at  the 
last  meeting  (see  atife,  p.  769)  had  set  the  men  on  edge;  and  they  thought 
they  could  come  up  to  the  Commission  with  every  petty  matter.  The 
question  should  be  left  in  the  hands  of  the  Manager.  Bailie  Cranston 
considered  that  the  Leith  men  should  be  put  on  the  same  terms  as  those 
in  Edinburgh.  A  conversational  discussion  ensued,  in  which  the  de¬ 
sirableness  of  revising  the  wages  of  both  the  Edinburgh  and  Leith  men 
was  suggested.  Ultimately  the  whole  question  of  wages  in  both  works  was 
remitted  to  the  Works  Committee.  Provost  Aitken  said  that  he  was  not 
present  at  the  former  meeting  when  Mr.  Jack  was  appointed  Clerk  ;  but 
he  understood  he  was  appointed  provisionally  for  a  period  of  three  months. 
The  time  had  now  come  when  a  permanent  appointment  had  to  be  made ; 
and  he  had  great  pleasure  in  moving  that  Mr.  Jack  be  appointed  Clerk  of 
the  Commissioners.  Treasurer  Boyd  seconded  the  proposition.  Bailie 
Archibald  said  he  would  suggest  that  a  remit  be  made  to  the  Finance 
Committee  to  report  upon  the  duties,  salary,  an  1  office  of  the  Clerk  ;  and 
that  in  the  meantime  Mr.  Jack  be  appointed  provisionally.  It  was 
eventually  resolved  to  appoint  Mr.  Jack  during  pleasure;  and  the  other 
matters  were  remitted  to  the  Finance  Committee.  The  Chairman  (Lord 
Provost  Clark)  intimated  the  appointment  to  Mr.  Jack,  who  declared  that 
he  would  faithfully  discharge  the  duties  imposed  upon  him.  Bailie  Turn- 
bull  suggested  that  a  remit  should  be  made  to  a  Committee  to  arrange  for 
members  of  the  Commission  visiting  the  works  periodically,  in  accordance 
with  the  practice  of  the  Directors  of  the  Companies  in  the  past.  The 
suggestion  was  adopted.  On  the  motion  of  Bailie  Archibald,  it  was 
agreed  to  have  monthly  returns  of  the  quantity  of  gas  manufactured  at 
each  works,  the  amount  consumed,  and  the  income  and  expenditure  for 
the  month.  At  the  close  of  the  proceedings.  Lord  Provost  Clark  said  that 
was  the  last  time  he  should  have  the  pleasure  of  presiding,  and  he  could 
only  say  he  hoped  they  would  have  a  very  successful  year,  and  that  all  the 
unfavourable  prognostications  as  to  the  Trust  would  be  found  to  be  ground¬ 
less.  The  Lord  Provost  was  thanked  for  his  services. 


ABERDEEN  CORPOR.4TION  GAS  SUPPLY. 

Reduction  in  the  Price  of  G.\s. 

At  a  Special  Meeting  of  the  Aberdeen  Town  Council  held  last  Friday, 
the  report  of  the  Gas  Committee  for  the  year  ending  Sept.  30  was 
submitted.  The  Committee  recommended  that  the  price  of  gas  should  be 
reduced  from  3s.  lOd.  to  38.  6d.  per  1000  cubic  feet.  They  estimated  that 
the  revenue  from  the  sale  of  gas  for  the  coming  year,  at  the  reduced  rate, 
would  be  i£.51,625 — a  decrease  of  ±'3979  7s.  Id.  as  compared  with  last  year. 
The  return  from  the  sale  of  residual  products  was  estimated  at  ±‘660(1 — an 
increase  of  ±92  17s.  lliJ  ;  and  from  meter-rents  of  ±2185,  being  about  the 
same  as  last  year.  The  total  estimated  revenue  for  the  coming  year  was 
±60,410 — a  decrease  of  ±4046  9s.  9d.  On  the  expenditure  side  of  the 
account,  the  estimate  for  the  manufacture  of  gas  was  ±36,850 — an  increase 
of  ±293  over  last  year ;  the  cost  of  distribution,  ±2420 — an  increase  of 
±450 ;  the  cost  of  management,  including  salaries,  ±1280 — an  increase  of 
±28  ;  and  discounts  on  gas  and  bad  debts,  ±1650 — about  the  same  as  before. 
For  depreciation  ±4000  was  allowed — a  slight  increase  on  last  year.  The 
total  estimated  expenditure  for  the  coming  year  amounted  in  all  to  ±62,144. 
But  there  was  a  surplus  of  ±4460  carried  forward  from  last  year’s  account ; 
so  that  with  a  revenue  of  ±60,410,  the  Committee  considered  there  ought  to 
be  a  surplus  for  the  coming  year  of  ±2726,  notwithstanding  the  substantial 
reduction  in  the  price  of  gas.  From  a  table  of  statistics  published  with  the 
accounts  for  the  past  year,  it  appeared  that  the  present  is  the  largest  reduc¬ 
tion  made  in  the  price  since  the  gas  undertaking  w'as  acquired  by  the  Cor¬ 
poration.  In  1871  the  rate  was  5s.  per  1000  cubic  feet ;  in  1876  it  was  reduced 
to  4s.  lOd.  ;  in  the  following  year  it  fell  to  4s.  7d. ;  and  it  was  gradually 
reduced  until  it  was  brought  down  to  Ss.  lOd.  in  1884.  In  1886  it  was 
raised  to  4s.,  at  which  figure  it  remained  for  two  years,  when  the  price 
again  dropped  to  3s.  lOd.,  from  which  figure  it  has  now  been  reduced  to 
3a.  6d.  The  amount  of  bad  debts  showed  a  reduction,  the  figure  for  last 
year  being  only  ±298  10s.  lid.,  compared  with  ±661  5s.  4d.  in  1877. 

Mr.  Collie,  in  moving  the  adoption  of  the  report,  said  that  last  year 
the  account  closed  with  a  favourable  balance  of  ±1145;  and  after  reducing 
the  price  of  gas  2d.  per  1000  cubic  feet,  it  was  estimated  that  there  would 
be  a  surplus  of  ±1307.  But  this  year’s  account  showed,  after  providing 
±8148  for  sinking,  depreciation,  and  contingent  funds,  a  balance  of  ±3315, 
and,  with  the  balance  of  the  former  j'ear,  made  ±4460  wherewith  to  com¬ 
mence  the  current  year.  The  quantity  of  gas  made  this  year  was 
325,515,000  cubic  feet;  the  quantity  sold,  294,721,300;  and  the  sum 
realized  was  ±55,604.  Last  year  there  were  28(1,342,100  cubic  feet  sold, 
yielding  ±56,076;  being  8,379,200  feet  more  gas,  but  ±472  less  rental  this 
year.  The  residual  products  were  estimated  at  ±5550  ;  and  the  actual  sum 
received  was  ±6507 — being  an  increase  of  ±957.  The  unaccounted-for  gas 
this  year  was  30,793,700  cubic  feet ;  being  scarcely  94  per  cent.  They 
would  see,  by  a  new  table  introduced  this  year,  that  when  the  Corpora¬ 
tion  acquired  the  gas  undertaking,  the  loss  in  this  way  was  a  little  over 
154  per  cent.  The  gas-stove  department  had  not  realized  much  profit.  It 
had,  however,  answered  its  purpose  in  bringing  about  a  more  extensive 
use  of  gas  for  heating  and  cooking.  The  number  of  stoves  at  present  on 
hire  was  400 ;  and  a  considerable  number  had  been  sold.  The  actual 
revenue  from  all  sources  amounted  to  ±2131  more  than  the  estimate.  The 
expenditure  for  the  working  of  the  undertaking  was  estimated  at  ±39,700 ; 
the  actual  outlay  being  ±38,522 — a  saving  of  ±1177.  The  capital  account 
showed  that  the  amount  borrowed  was  ±69,136 ;  leaving  ±10,864  of 
additional  borrowing  power.  The  sum  of  ±17,131  had  been  repaid  by 
sinking  fund,  and  ±2138  by  depreciation  ;  leaving  the  present  mortgage 
debt  ±49,867.  The  book  value  of  the  undertaking  now  stood  at  ±143,339  ; 
being  an  increase  of  ±28,406  since  the  purchase  of  the  undertaking,  while 
the  works  were  capable  of  producing  three  times  the  quantity  of  gas. 
The  capital  expenditure  had  been  increased  by  ±4207,  of  which  ±2403  was 
for  railway  locomotives  and  waggons.  The  railway  was  a  source  of  con¬ 
siderable  saving  in  reducing  carriage  and  checking  the  weights.  The 
reserve  and  fire  insurance  fund  stood  at  ±6795. '  For  next  year  tlie 
estimate  had  been  made  up  carefully.  Reckoning  upon  a  consumption 
of  295,000,000  cubic  feet,  it  was  calculated  that  after  reducing  the  price  of 
gas  to  3s.  (id.  per  1000  feet  the  surplus  would  be  ±2726. 

Mr.  Lyon  failed  to  see  why  discount  'should  be  allowed  to  large  con¬ 
sumers  ;  and  he  wished  to  know  if  gas  could  be  produced  at  such  a  rate  as 
to  allow  a  discount  of  6d.  per  1000  feet. 

The  Lord  Provost  said  they  would  observe  that  only  one  consumer  had 
this  discount,  and  that  was  the  City  of  Aberdeen;  so  that  it  simply  went 
into  the  pocket  of  the  community,  and  there  was  no  hardship  in  allowing 


the  city  a  liberal  rate  of  discount.  With  regard  to  the  other  large  con¬ 
sumers  who  obtained  a  discount  of  Id.,  2d.,  and  3d.  per  1000  feet,  the  Cor¬ 
poration  followed  the  custom  of  other  places;  and,  moreover,  it  pre¬ 
vented  a  good  many  large  consumers  from  making  their  own  gas.  When 
people  found  they  could  themselves  make  gas  cheaper  than  they  could 
buy  it,  they  would  very  soon  do  so ;  and  he  knew  that  many  large  con¬ 
sumers  felt  that  they  could  produce  gas  at  a  lower  rate  than  they  had  it  in 
Aberdeen. 

The  report  was  adopted. 


ELECTRIC  LIGHTING  AT  BARNET. 

The  subject  of  the  electric  lighting  of  the  town  was  again  before  the 
Barnet  Local  Board  at  their  meeting  last  Tuesday.  The  Surveyor  (Mr. 
W.  H.  Mansbridge)  reported  that  all  the  lamps  were  burning  at  seven 
o’clock  on  the  evenings  of  the  24th  and  26th  ult.,  but  that  on  the  29th  one 
lamp  was  not  alight.  In  answer  to  a  question,  the  Surveyor  stated  em¬ 
phatically  that  the  lights  were  no  better  than  they  had  been.  The  ques¬ 
tion  then  arose  as  to  whether  the  contractor  was  to  have  notice  to  ter¬ 
minate  his  contract,  in  accordance  with  the  resolution  passed  at  the 
previous  meeting  (see  ante,  p.  769).  Some  doubt  was  raised  as  to  the 
exact  drift  of  the  resolution  ;  the  point  in  dispute  being  as  to  whether  the 
Surveyor  or  the  Lighting  Committee  were  to  determine  as  to  “  satisfac¬ 
tory  ”  progress  having  been  made  by  the  contractor,  on  which  the  con¬ 
tinuance  of  his  contract  was  to  depend.  On  the  Clerk  referring  to  his 
notes  taken  at  the  meeting,  from  which  the  minutes  were  afterwards  fair 
copied,  he  announced  that  the  words  were,  “  If  by  this  day  week  the 
engine  is  not  fixed  and  satisfactory  progress  made,”  &c.  The  words  “  to 
the  satisfaction  of  the  Surveyor  ”  did  not,  he  said,  appear.  The  result  of 
this  omission  was  that  a  decision  on  the  subject  had  to  be  postponed,  to 
allow  the  Lighting  Committee  to  hold  a  meeting  and  prepax'e  a  report  for 
presentation  to  the  Board.  One  member  proposed  that  the  contractor 
should  have  notice  there  and  then.  His  colleagues,  however,  refused  to 
support  him ;  and  his  proposition  fell  through.  The  Lighting  Committee 
will  report  at  the  meeting  of  the  Board  to-day.  With  regard  to  the  effec¬ 
tiveness  of  the  light  and  its  cost,  a  correspondent  has  written  to  a  local 
paper  pointing  out  that  the  slight  improvement  now  noticeable  in  the 
lights  in  portions  of  the  High  Street  appears  to  have  been  obtained  at  the 
expense  of  those  in  the  side  streets.  On  the  point  of  cost  he  says  :  “  The 
lighting  of  the  side  streets  is  execrable.  The  only  real  attempt  at  lighting 
is  in  portions  of  the  High  Street;  and  here  the  cost  is  very  great.  The 
gas-lamps — omitting  those  at  the  junctions  of  streets,  which  were  kept 
alight  all  night  and  charged  for  at  a  proportionate  increase— cost  ±2  18-;.  a 
year  inclusive.  The  electric  lamps  substituted  for  gas  are  fewer  in  num¬ 
ber,  and  each  is  charged  at  ±5  8s.  a  year.  A  comparison  of  the  relative 
cost  of  lighting  the  High  Street  by  gas  and  electric  lamps  respectively 
(omitting  in  each  case  tbe  junction  lamps)  shows  that  the  electric  lightfor 
one  street  alone  costs  about  ±27  a  year  in  excess  of  gas.  Townfolk  may 
judge  for  themselves  which  is  the  best  value  for  money  and  which  syste.m 
of  lighting  has  proved  most  effective.” 


THE  DUBLIN  CORPORATION  AND  ELECTRIC  LIGHTING. 

A  Special  Meeting  of  the  Dublin  Town  Council  was  held  on  Monday 
last  week— the  Lord  Mayor  (the  Rt.  Hon.  Thomas  Sexton,  M.P.)  in  the 
chair — to  receive  a  report  of  the  Committee  of  the  Whole  House  on  the 
subject  of  the  Corporation  applying  for  electric  lighting  powers.  The 
report  set  forth  the  steps  which  had  been  taken  since  Oct.  17,  1887,  to 
obtain  a  Licence  to  supply  electricity  for  public  and  private  lighting  in 
the  city.  The  fact  was  recorded  that,  on  the  2nd  of  July  last,  the  Council 
received  a  notice  from  the  Alliance  and  Dublin  Consumers’  Gas  Company 
of  their  intention,  before  the  21st  of  December  next,  to  apply  to  the  Board 
of  Trade  for  a  Provisional  Order,  under  the  Electric  Lighting  Act,  1882, 
authorizing  them  to  supply  electricity  for  public  and  private  lighting 
within  the  municipal  boundary.  The  report  concluded  as  follows  :— 
“  Your  Committee  beg  to  recommend  that  effect  be  given  to  the  object  of 
the  proposed  meeting,  as  they  are  strongly  of  opinion  that  electric  light¬ 
ing  power  should  not  be  left  in  the  hands  of  the  Gas  Company.  A  Com¬ 
mittee  of  the  House  of  Commons  has  significantly  reported  that  ‘  in  the 
control  of  gas  companies  it  may  be  anticipated  that  electric  lighting  would 
be  of  slow  development.’  Public  policy,  as  evidenced  in  the  framing  of 
the  Electric  Lighting  Act,  indicates  that  the  powers  should  be  vested  in 
the  local  authorities  rather  than  in  trading  companies ;  and  it  was  very 
clearly  intimated  at  the  recent  conference  at  the  offices  of  the  Board  of 
Trade,  that  in  the  event  of  applications  under  the  Act  being  made  for 
lighting  powers,  both  by  the  Corporation  and  the  Gas  Company,  a  prefer¬ 
ence  would  be  given  to  the  application  of  the  Corporation.  Your  Com¬ 
mittee  are  also  advised  that  the  best  and  most  prominent  electric  lighting 
companies  would  be  more  likely  to  tender  for  the  lighting  of  thorough¬ 
fares,  and  at  a  cheaper  rate,  if  allowed  the  option  of  private  lighting ;  and, 
underjthese  circumstances,  beg  to  recommend  that  application  be  made  to 
the  Board  of  Trade  for  a  Provisional  Order,  to  enable  the  Corporation  to 
supply  electricity  for  private  as  well  as  for  public  purposes.  Your  Com¬ 
mittee  are  also  of  opinion  that  any  further  steps  which  should  be  taken  in 
the  matter  should  be  entrusted  to  a  Special  Committee,  with  all  necessary 
powers  to  apply  for  the  Provisional  Order,  to  obtain  estimates,  and  enter 
into  arrangements  with  contractors  and  others,  and  do  all  necessary  acts, 
subject  to  the  approval  of  the  Municipal  Council.” 

The  Lord  Mayor  moved  the  adoption  of  the  report ;  remarking  that  the 
motion  was  merely  a  formal  one,  because  at  their  meeting  on  the  22nd  of 
October  the  Council  resolved  to  take  the  necessary  steps  to  procure  the 
Provisional  Order. 

Mr.  Robinson  seconded  the  motion. 

Mr.  Dennehy  contended  that  until  the  Corporation  were  assured  that 
electric  lighting  would  pay,  they  ought  not  to  touch  it.  The  Company 
established  in  the  time  of  the  late  Mr.  E.  D.  Gray  had  not  been  successful. 
He  (Mr.  Dennehy)  had  been  opposed  to  the  project  from  the  commence¬ 
ment,  and  still  disapproved  of  it. 

Mr.  P.  Doran  said  the  supplying  of  electric  light  to  private  establish¬ 
ments  would  be  200  per  cent,  more  costly  than  gas.  It  was  all  very  well 
for  private  companies  to  try  it ;  but  a  municipality  should  be.  careful  about 
doing  so.  Were  the  staff  of  the  Gas  Company  to  be  disemployed,  and 
were  the  Corporation  to  be  paying  the  rates  away  to  some  English  Com¬ 
pany  ?  He  was  not  opposed  to  the  lighting  by  electricity  of  large  thorough¬ 
fares,  but  he  saw  no  hope  of  their  being  able  to  have  a  turbine  erected  at 
Island  Bridge;  and  if  steam  power  should  have  to  be  resorted  to,  the 
expense  would  be  enormous.  The  45  lamps  which  it(was  proposed  to  have 
in  Dublin  would  cost  for  maintenance  ±1000  a  year. 

Mr.  Dawson  said  the  total  risk  they  were  proposing  to  run  was  a  loss 
of  about  ±280,  which  would  be  less  than  O  ld.  iu  the  pound  on  the  rates, 
while  they  would  get,  iu  the  area  iu  which  the  electric  light  was  to  be 
used  for  public  purposes,  fifteen  times  more  light  than  they  previously 
had.  They  should,  in  his  opinion,  secure  powers  for  private  as  well  as 
public  lighting. 

Mr.  Dennehy  :  It  is  my  intention,  as  a  ratepayer,  to  place  the  matter 
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iu  the  hands  of  a  capable  lawyer,  and  to  endeavour  to  make  the  parties 
who  promote  it  personally  liable  for  any  loss. 

The  Lord  Mayor  said  they  would  be  happy  to  meet  Mr.  Dennehy  and 
his  lawyer  anywhere.  As  regarded  questions  of  cost,  the  Committee 
would  not  enter  on  a  single  stage  of  the  matter  without  carefully  calcu¬ 
lating  the  expense.  The  Gas  Company  were  about  to  apply  for  the  very 
same  powers  as  the  Corporation;  and  if  they  thought  they  could  apply 
them  with  profit,  would  not  the  Corporation  be  able  to  do  so  without 
loss  ? 

The  motion  was  then  put,  and  carried  by  a  large  majority. 


GAS  CONSUMPTION  IN  GERMANY. 

In  the  Presidential  Address  delivered  by  M.  Albert  Ellissen  at  the 
Boulogne  Congress  of  the  Societe  Technique  du  Gaz  en  France,  an  abstract 
of  which  was  given  in  the  Journal  for  June  26  last  (p.  1146),  he  brought 
forward  some  interesting  comparative  statistics  of  the  gas  consumption 
per  bead  of  the  population,  as  well  as  that  used  for  public  lighting,  in 
London  and  a  number  of  Continental  cities  and  towns.  Recent  numbers 
of  the  Journal  des  TJsines  d  Gaz  have  contained  figures  relating  to  places 
which  were  not  included  in  M.  Ellissen’s  list ;  and  these  it  may  now  be 
useful  to  give.  At  Cologne  last  year  the  average  consumption  all  over  the 
city  was  113'3  cubic  metres,  or  4000  cubic  feet,  per  head.  The  city  consists 
of  two  portions— one  comprising  the  wealthy  and  business  quarters,  and 
theother  the  parts  in  which  the  less  affluent  classes  are  to  be  found,  and 
where  there  is  less  business  transacted.  The  annual  consumption  of  gas 
per  burner  varies  to  the  extent  of  50  per  cent,  in  the  two  districts.  This 
will  be  seen  from  the  following  figures  ; — In  1887,  the  number  of  burners 
in  use  (taking  the  meters  as  an  indication)  iu  one  case  was  32,670,  with 
a  total  consumption  of  4,832,962  cubic  metres  (170i  million  cubic  feet), 
being  147  9  cubic  metres  per  burner  per  annum ;  whereas  in  the 
other  the  number  of  burners  was  73,215,  with  a  consumption  of  7,168,695 
cubic  metres  (253  million  cubic  feet),  being  97'9  cubic  metres  per 
burner  per  annum.  The  work  of  each  burner  is  spread  oyer  825 
or  1200  hours  per  annum,  according  to  the  locality  in  which  it  is  situated  ; 
that  is  supposing  it  to  be  employed  exclusively  for  lighting  purposes’ 
According  to  Dr.  Schilling  [vide  his  “  History  of  Gas  Lighting  iu  Bavaria,’, 
iu  Journal  fur  Gasbeleuchtung) ,  the  annual  consumption  of  gas  per 
head  is  as  follows  (stated  in  cubic  metres)  in  the  several  places  named : — 
Augsburg,  49'5  ;  Nuremberg,  50  7 ;  Hamburg  and  Dresden,  69'6;  Leipzig, 
69’5.  Taking  the  consumption  according  to  the  total  length  of  mains,  the 
number  of  cubic  metres  of  gas  burnt  per  kilometre  (1094  yards)  in  the 
preceding  places  is  as  follows: — Augsburg,  39,100;  Nuremberg,  44,700; 
Hamburg,  89,500;  Leipzig,  65,600.  In  Berlin  it  is  121,350  cubic  metres; 
in  Cologne,  122,200  cubic  metres  ;  and  in  Munich,  50,500  cubic  metres. 
Dr.  Schilling  gives  some  very  significant  figures  in  regard  to  Bavaria.  In 
order  to  produce  the  same  quantity  of  gas,  the  number  of  retorts  has  been 
reduced  as  follows  : — In  1862,  there  were  215  employed;  in  1868,202;  in 
1877,  148;  and  in  1887,  94.  This  amounts  to  saying  that  the  annual  pro¬ 
duction  per  retort  has  doubled  in  a  quarter  of  a  century.  The  gasholder 
capacity,  which  represented  about  5  per  cent,  of  the  total  annual-produc¬ 
tion  in  1862,  equalled  only  0’45  per  cent,  in  1868,  and  0'37  per  cent,  in  1877. 
Last  year,  however,  it  was  0'41  per  cent.  These  figures  speak  volumes  for 
the  progress  of  the  gas  industry  in  Germany  in  the  past  25  years. 


THE  CENTRAL  ELECTRIC  LIGHTING  STATION  AT  DEPTFORD  . 

In  the  Journal  last  week,  reference  was  made  to  the  large  central 
station  which  is  being  constructed  by  the  London  Electric  Supply  Cor¬ 
poration  at  Deptford,  with  the  object  of  providing  the  Metropolis  with 
electric  light.  As  this  is  the  most  important  installation  of  electric  light¬ 
ing  plant  for  the  public  service  which  has  been  undertaken,  a  fuller  account 
of  the  station  than  we  have  already  given  may  be  interesting  to  our 
readers.  For  this  we  are  indebted  mainly  to  particulars  given  in  the 
Electrical  Beview.  Before  describing  the  plant,  however,  it  will,  perhaps 
be  well  to  trace  the  steps  in  the  progress  of  central  station  lighting  in  the 
Metropolis  which  have  led  to  its  establishment. 

Our  readers  will  remember  that  about  four  years  ago  Sir  Coutts  Lindsay 
decided  to  light  the  Grosvenor  Gallery  by  electricity ;  and  when  this  be¬ 
came  known,  many  residents  in  the  neighbourhood  requested  him  to 
enlarge  his  proposed  installation,  and  supply  them  with  the  electric  light. 
This  demand  went  on  increasing,  until  at  length  a  small  Company  was 
formed,  and  a  large  central  generating  station,  which  is  known  as  the 
Grosvenor  station,  was  built  and  equipped.  From  that  station  the  electric 
current  is  now  being  supplied  to  about  33,030  lamps ;  the  area  covered  ex¬ 
tending  from  Regent’s  Park  on  the  north  to  the  River  Thames  on  the 
south,  and  from  the  Royal  Courts  of  Justice  eastward,  to  Knightsbridge 
westward.  The  whole  of  this  area  is  supplied  with  the  electric  current 
by  five  separate  circuits.  The  Company  which  had  initiated  this  move¬ 
ment  became  merged  in  the  present  Corporation,  which  consists  of  a  very 
few  subscribers,  who  have  hitherto  found  the  necessary  capital  among 
themselves,  and,  it  is  stated,  intend  to  find  it  up  to  ^1, 000,000  ;  this  being 
the  amount  authorized. 

The  ground  occupied  by  the  Deptford  station  extends  to  between  three 
and  four  acres  abutting  on  the  river,  and  adjoining  the  Steam  Navigation 
Company’s  Wharf.  The  river  frontage  has  been  slightly  raised,  to  obviate 
the  danger  of  flooding  the  works  at  the  period  of  an  extra  high  tide.  The 
depth  of  water  along  the  wall  at  ordinary  high  tide  is  about  12  feet,  which 
will  float  vessels  of  considerable  tonnage.  A  50-ton  iron  derrick  has  been 
erected  on  the  wharf,  to  facilitate  the  unshipment  of  heavy  materials, 
which  are  all  brought  by  water  and  landed,  then  placed  on  trucks  and  con¬ 
veyed  on  a  railway  to  the  buildings,  and  unloaded  at  any  desired  point. 
The  railway  will  be  permanently  laid  to  run  straight  through  the  centre 
of  the  block  of  buildings  comprising  the  boiler-house  and  the  two  engine- 
houses  now  being  proceeded  with.  The  buildings  together  in  one  block 
occupy  a  space  of  210  feet  by  195  feet,  and  in  height  will  approximate  to 
100  feet. 

The  boiler-house,  195  feet  long  by  70  feet  broad,  is  constructed  to  contain 
boilers  of  65,000-horse  power  ;  and  of  these  a  number  are  now  being  erected 
to  provide  steam  for  engines  of  13,000-horBe  power.  These  boilers  are 
arranged  on  two  floors  ;  the  upper  floor  being  supported  on  iron  pillars,  30 
feet  high.  Above  this  floor  will  be  another  similarly  supported,  on 
which  will  be  placed  the  store  of  fuel ;  and  the  supply  to  the  furnaces  will 
be  by  means  of  vertical  shoots  passing  through  the  centre  of  the  floors  of 
the  upper  boiler-room  to  the  lower  ones.  At  each  end  of  the  boiler-house 
is  placed  a  chimney-shaft,  130  feet  in  height  by  24  feet  by  18  feet  area.  The 
interior  of  the  shaft  is  divided  into  four  flues,  one  of  which  will  be  appor¬ 
tioned  to  every  set  of  six  boilers.  The  total  number  of  boilers  on  the  two 
floors  will  eventually  be  48.  Economizers  are  to  be  provided  for  use  if 
required. 

'The  two  engine-houses  are  in  dimensions  nearly  the  same  as  the  boiler- 
house,  from  which  they  are  separated  by  a  massive  brick  wall,  and  from 
each  other  by  iron  pillars  of  immense  strength ;  and  beyond  these 
divisions,  which  are  destined  to  carry  the  overhead  travelling  cranes  and 
the  several  spans  of  the  roof,  nothing  will  exist  to  prevent  an  unimpeded 


view  of  the  whole  of  the  engines — it  being  intended  that  the  engineer  in 
charge  shall  have  a  comprehensive  view  of  the  whole  of  the  machinery 
from  an  elevated  gallery  specially  provided  for  him.  In  the  first  engine- 
house  a  pair  of  engines  of  3000-horse  power  will  be  erected  in  the  course 
of  a  few  weeks;  they  being  in  readiness  and  waiting  until  the  roof,  now 
in  course  of  erection,  shall  afford  them  the  necessary  protection  from  the 
weather.  These  engines  will  actuate  two  Ferranti  dynamos,  each  one 
capable  of  supplying  current  for  25,000  lights — by  far  the  largest  electrical 
generators  that  have  yet  been  constructed.  Some  60  feet  overhead  there 
will  be  a  steam  travelling  crane  capable  of  lifting  25  tons,  which  will  tra¬ 
verse  the  building  from  end  to  end.  Besides  the  machinery  above  men¬ 
tioned,  this  section  of  the  building  will  also  contain  the  condensing  and 
hydraulic  gear,  exciting  dynamos,  and  other  apparatus. 

In  the  second  engine-house  will  be  placed  what  the  Corporation’s  Engi¬ 
neer  (Mr.  Ferranti)  calls  the“  large”  engines  and  dynamos,  of  which  there 
will  be  two  sets.  Here  the  dynamos  and  engines  are  combined  in  such  a 
manner  that  the  armature  being  placed  on  the  shaft  is  driven  direct  at  60 
revolutions  per  minute,  and  acts  as  a  fly-wheel  to  the  engines.  There  will 
eventually  be  four  of  these  large  dynamos,  each  having  its  pair  of  engines 
of  10,000-horse  power ;  but  at  present  only  half  the  engine  power  will  be 
applied  to  each  dynamo.  When  the  time  arrives  for  the  creation  of  more 
power  by  the  addition  of  the  second  engine  of  each  pair,  these  large 
dynamos  will  each  have  its  engines  of  10,000-horse  power  ;  and  all  future 
extensions  of  the  plant  will  be  in  machines  of  this  type.  To  give  some  idea 
of  the  size  of  these  machines,  it  may  be  stated  that  the  diameter  of  the 
shafts  is  36  inches  in  the  centre  ;  the  armature  being  about  45  feet  over 
all,  and  the  weight  of  the  dynamo  about  500  tons.  For  the  manipulation 
of  the  heavy  weights  in  these  machines,  an  overhead  steam  travelling 
crane  will  be  erected  similar  to  that  in  the  first  engine-house,  but  with  a 
lifting  power  of  50  tons. 

The  system  to  be  employed  will  be  the  same  that  the  Corporation  have 
worked  up  to  now — viz.,  the  Ferranti  generator  of  high  potential  sepa¬ 
rately  excited ;  the  high  potential  current  thus  produced  being  converted 
or  transformed  to  such  as  will  meet  the  requirements  of  consumers  with 
varied  wants.  It  is  proposed,  however,  that  the  tension  of  the  current 
from  the  Deptford  centre  shall  be  some  four  times  in  excess  of  that 
furnished  from  the  Grosvenor  Gallery  centre.  This  high-tension  current 
is  to  be  brought  to  London  at  several  points,  to  be  called  “  distributing 
stations.”  At  each  of  these  points  a  first  conversion  will  ensue — the  trans¬ 
formation  lowering  the  initial  high  tension ;  this  lower-tension  current 
will  be  finally  transformed  to  a  voltage  necessary  to  run  ordinary  incan¬ 
descent  lamps. 

On  the  occasion  of  a  recent  visit  to  the  station  by  representatives  of  the 
Press,  Mr.  Ferranti,  iu  describing  the  many  particulars  and  details 
relating  to  the  buildings,  engines,  dynamos,  cables,  &c.,  called  attention 
to  the  fact  that  the  installation  being  constructed  at  Deptford  was  the 
largest  centre  for  the  supply  of  electrical  current  in  the  world — vastly  out¬ 
stripping  any  one  of  the  kind  even  in  the  land  of  big  schemes,  America  ; 
and  it  will  also  appear  that  the  tension  of  the  current  to  be  supplied  to 
the  trunk  main  to  London  is  to  “  whip  creation  ”  as  well,  as  the  current 
will  be  driven  through  the  mains  at  a  pressure  of  10,000  volts.  It  was 
suggested  that  there  might  be  some  slight  danger  to  person  or  limb  from 
such  a  pressure.  The  suggestion  was,  however,  answered  by  the  state¬ 
ment  that  there  was  not  really  much  more  danger  from  10,000  than  from 
2500  volts,  considering  that  in  either  case  a  death  would  be  recorded,  should 
any  person  be  unfortunate  enough  to  undergo  a  shock  at  that  potential. 
Every  precaution  is  to  be  taken  to  avoid,  or  reduce  to  a  minimum,  the 
chances  of  such  a  mishap  befalling  anyone,  by  paying  every  possible 
attention  to  insulation  throughout  the  circuit,  and  by  other  means. 

Speaking  about  the  insulation  of  his  dynamos  and  cables,  Mr.  Ferranti 
said  he  had  tried  an  experiment  which  proved  that  there  was  no  proba¬ 
bility  of  “sparking”  through  this  insulation.  The  experiment  quoted 
was  one  in  which  he  employed  a  6-inch  spark  for  the  purpose  of  breaking 
through  a  piece  of  ebonite.  He  found  that,  even  when  the  material  was 
reduced  to  the  utmost  tenuity,  there  was  no  permeability  ;  and  from  this 
he  deduced  that  the  thicker  insulation,  as  used  in  practical  work,  must 
afford  absolute  immunity  from  dangerous  breakdowns  through  sparkling. 
In  practice,  however,  insulation  is  breaking  down  continually;  proving 
conclusively  that  no  laboratory  tests  on  a  small  scale  can  be  accepted  with 
any  degree  of  confidence.  Nevertheless,  on  the  strength  of  Mr.  Ferranti’s 
tests,  it  would  seem  that  the  Railway  Companies  have  been  induced  to 
enter  into  agreements  with  the  Corporation,  permitting  the  latter  to  run 
their  cables  by  the  side  of  the  lines.  These  agreements  are  entered  into 
with  the  South-Eastern  Railway  and  the  London,  Brighton,  and  South 
Coast  Railway  ;  also  with  the  London,  Chatham,  and  Dover  Railway,  by 
whose  bridge  at  Blackfriars  the  leads  will  be  brought  across  the  Thames. 
The  Corporation  have  also  leave  to  run  cables  on  any  portion  of  the  Dis¬ 
trict  Railway  Company’s  line. 

The  cable  to  be  put  down  as  the  trunk  line  is  formed  of  two  concentric 
copper  tubes,  2i  inches  outer  diameter,  with  a  special  insulating  material 
separating  the  tubes  ;  the  centre  portion  of  the  cable  being  hollow.  The 
sectional  area  of  each  concentric  tube  is  to  be  0 '5  of  a  square  inch.  The 
cable  is  constructed  in  lengths  of  21  feet  each ;  the  several  lengths  are 
then  connected  by  expansion  joints  similar  to  those  used  for  steam-pipes. 
The  outer  tube  is  left  bare.  When  an  Act  can  be  obtained,  another  cable 
is  to  be  laid  underground  to  the  various  distributing  stations  ;  as  the  second 
one  will  afford  more  security  to  consumers  against  an  accidental  mishap  or 
total  breakdown. 

As  already  stated,  the  whole  of  the  station,  both  architecturally  and 
mechanically,  has  been  designed  by  Mr.  Ferranti  personally.  The  first 
two  Ferranti  patent  dynamos  of  1500-horse  power  each  are  nearly  com¬ 
pleted,  and  will  shortly  be  erected  ;  and  two  dynamos  of  10,000-horse  power 
each  will  be  completed  in  about  five  months.  Mr.  Ferranti,  in  designing 
the  station  and  its  details  on  the  above  principle,  has  space  at  disposal, 
now  covered  with  buildings,  capable  of  accommodating  40,000-horse  power, 
and  remaining  space  of  ground,  easily  available  without  crowding,  for 
another  80,000-horse  power.  This  brings  up  the  capacity  of  the  three  acres 
of  ground,  after  everything  has  been  provided  for,  to  the  very  high  figure 
of  120,000-horse  power.  It  is  anticipated  that  before  the  end  of  the  present 
year  there  will  be  in  actual  operation  at  Deptford  machinery  capable  of 
supplying  50,000  lights,  and  by  the  spring  of  next  year  200,000  more ; 
making,  with  those  already  being  supplied  by  the  Corporation  from  their 
Grosvenor  station,  a  total  of  283,000  lights. 


Faversh^ji  Gas  Company,  Limited. — This  Company  has  been  formed  to 
acquire  the  undertaking  of  the  Faversham  Gaslight  and  Coke  Company, 
together  with  all  their  land  and  property.  The  capital  is  ^£26,880,  in  i;8 
shares. 

Hamor  Lockwood,  Limited.— A  Company  under  this  title  has  lately  been 
registered,  with  a  capital  of  £60,000,  in  £5  shares,  to  adopt  an  agreement 
made  between  Hamor  Lockwood  and  Edward  Whitehead  Marshall  (as 
trustee  for  and  on  behalf  of  the  Company)  for  the  purchase  of  the  business 
of  a  tar  distiller  and  manufacturer  of  various  products  of  coal  tar,  carried 
on  by  Mr.  Lockwood  under  the  style  of  “  H.  Lockwood  and  Co.” 


8U 


[Nov.  C,  1888. 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


THE  POSSIBLE  EXISTENCE  OF  COAL  UNDER  LONDON. 

[From  The  Times.] 

At  frequent  intervals  during  the  last  40  years,  the  question  of  the 
e.xistence  of  coal  in  Soutli-Eastern  England  has  come  under  the  consi¬ 
deration  of  geologists,  and  been  brought  before  the  general  public.  In 
LHIU  the  l-ate  Sir  Henry  de  la  Beche  wrote  :  “  From  the  movement  of  the 
older  rocks,  many  a  mass  of  coal  measures  may  be  buried  beneath  the 
oolites  and  cretaceous  rocks,  or  the  last,  the  remains  of  a  great  sheet  of 
these  accumulations,  connecting  the  districts  we  have  noticed  [the  Men- 
dip  Hills,  Ac.]  with  those  of  Central  England  and  of  Belgium,  rolled  about 
and  partially  denuded  prior  to  the  new  red  sandstone.”  Since  then  the 
subject  has  been  frequently  discussed  and  speculated  upon  by  geologists; 
the  speculations  being  recently  much  assisted  by  several  deep  borings  in 
London  and  its  neighbourhood.  The  principal  of  these  borings  have  been 
those  of  Kentish  Town,  1113  feet ;  Meux’s  Brewery,  at  the  corner  of  Tot¬ 
tenham  Court  Road  and  Oxford  Street,  1002  feet ;  at  Crossness,  1008  feet ; 
and  at  Richmond,  1142  feet.  Besides  tliese,  there  have  been  other  borings 
more  or  less  in  the  London  neighbourhood  which  have  greatly  helped 
geologists  to  surmise  the  disposition  of  the  rocks  underground  in  Eastern 
and  South-Eastern  England.  There  have  been  borings  at  Harwich,  at 
Ware,  at  Dover,  and  in  the  Weald  of  Sussex— the  last  to  a  much  greater 
depth  than  any  other.  With  the  exception  of  the  W^eald  boring,  which 
was  a  purely  scientific  undertaking,  all  these  enterprises  have  had  for 
their  object  the  discovery  of  underground  water.  After  going  to  a  certain 
depth  and  meeting  with  various  kinds  of  strata,  geologists  were  able  to 
say  whether  or  not  water  existed.  If  it  did,  there  was  an  end  to  the 
boring;  if  it  did  not,  and  the  character  of  the  rocks  met  with  contra¬ 
indicated  water  (to  use  a  medical  term),  then  the  boring  was  stopped,  as 
it  was  not  the  intention  of  those  who  undertook  it  to  carry  the  enterprise 
further.  At  the  same  time,  none  of  the  borings  referred  to,  as  is 
admitted  by  geologists,  were  exactly  in  the  position  likely  to  lead  to  coal 
within  a  reasonable  depth. 

It  is  well  known  that  the  productive  coal  measures  never  occur  above 
certain  other  formations  of  more  recent  age.  But  in  all  the  borings 
referred  to,  these  newer  formations  have  been  of  such  a  thickness,  or  the 
accompanying  conditions  were  of  such  a  nature,  that  coal  has  been  prac¬ 
tically  unobtainable.  Still,  a  comparison  of  the  various  borings,  taken  in 
conjunction  with  what  we  know  of  the  geology  of  Southern  England,  of 
the  Channel,  and  of  the  Continental  regions  bordering  on  the  Channel, 
pointed  to  a  probable  thinning  out  of  those  formations  overlying  the  coal 
series,  and  that  thinning  out  reaches  its  most  favourable  conditions  just 
under  the  southern  districts  of  London.  The  case  was  well  put  by  that 
acute  geologist  Mr.  Godwin-Austen  33  years  ago.  “  The  depression  of  the 
Thames  Valley  represents,”  he  wrote,  ”  and  is  physically  a  con¬ 
tinuation  of  that  which,  extending  from  Valenciennes  by  Douai,  Bethune, 
Therouaune,  and  thence  to  Calais,  includes  the  great  coal-trough  of  these 
countries.”  He  infers  ”  that  at  an  early  time  a  line  of  disturbed  surface 
was  produced,  having  a  general  eastern  and  western  direction,  and  which, 
traversing  a  portion  of  the  area  of  the  coal  growths,  has  placed  all  the 
members  of  that  series  along  its  course  either  at  or  near  the  present  sur¬ 
face;  ”  and  that  ‘‘  we  have  strong  a  priori  reasons  for  supposing  that  the 
course  of  a  baud  of  coal  measures  coincides  with,  and  may  some  day  be 
reached  along  the  line  of  the  valley  of  the  Thames,  while  some  of  the 
deeper-seated  coal,  as  well  as  certiin  overlying  and  limited  basins,  may 
occur  along  and  beneath  some  of  the  longitudinal  folds  of  the  Wealden 
denudation.”  This  is  essentially  the  position  taken  up  by  the  best  English 
as  well  as  Belgian  and  French  geologists— a  position  which  has  been,  on 
the  whole,  confirmed  by  borings  so  far  as  they  have  gone.  As  was 
announced  in  The  Times  of  May  16,  1877,  by  Mr.  R.  Etheridge,  the 
boring  at  Meux  s  Brewery  in  that  year  showed  that  in  nearly  the  centre 
of  London  rocks  older  than  the  carboniferous  occurred  at  a  depth  of  less 
than  1100  feet.* 

It  is  not  necessary,  however,  to  follow  the  geological  aspect  of  the  ques¬ 
tion  through  all  its  intricacies.  The  argument  is  summed  up  by  Mr.  W. 
M  hitaker,  of  the  Geological  Survey,  in  his  forthcoming  work  on  the 
geology  of  Loudon  : — “  Gne  of  our  greatest  coal-fields  is  in  the  South,  that 
namely,  of  South  Wales.  Eastward  of  this,  and  continuing  along  the 
line  of  the  great  disturbance  that  has  resulted  in  bringing  the  older  rocks 
within  touch  under  London,  is  the  Bristol  coal-field.  Much  farther  east 
again,  and^along  the  same  line,  are  the  coal-fields  of  Belgium  and  of  the 
North  of  France.  What  evidence  we  have,  therefore,  seems  to  lead  to 
two  conclusions — that  coal  measures  are  likely  to  occur  somewhere  along 
the  line  of  the  Thames  Valley,  or  in  the  neighbouring  tracts,  and  that 
these  coal  measures  are  likely  to  yield  workable  coal.  It  is  rash  to 
attempt  to  foretell  the  future  ;  but  it  seems  to  me  that  the  day  will 
come  when  coal  will  be  worked  in  the  South-East  of  England.”  To  test 
the  truth  of  this  prediction  and  of  all  the  theoretical  speculations  on  the 
subject,  an  unusually  favourable  opportunity  presents  itself  at  this  moment, 
just  at  the  very  spot  where,  if  coal  occurs  at  all,  it  is  most  likely  to  be 
found — viz.,  at  Streatham,  in  the  South  of  London.  The  case  is  well  put 
in  the  following  communication  from  Mr.  Whitaker: — 

“At  the  late  meeting  of  the  British  Association  at  Bath,  I  drew  atten¬ 
tion  to  a  deep  boring  in  London,  which  is  the  third  to  reach  the  lower 
Jurassic  rocks  beneath  the  cretaceous  beds.  There  is  no  need  here  to 
enter  into  details  of  the  formations  passed  through,  or  into  the  many 
points  of  interest  that  have  already  occurred;  my  object  in  writing  is  to 
prevent  a  great  chance  of  acquiring  further  knowledge  from  being  lost. 
The  boring  in  question  has  been  made  by  the  Southwark  and  Vauxhall 
Water  Company  at  Streatham,  and  has  so  far  proved  the  presence  there 
of  the  following  formations  : — 

Thickness.  Depth. 

Feet.  Feet. 


London  clay  (with  soil,  &c.) .  163  ..  163 

Lower  London  tertiaries .  78J  . .  241J 

Chalk .  G23  ..  864i 

Upper  greensand .  29  ..  8934 

Gault .  188  ..  1,0814 

Lower  Jurassic  limestone, &c .  13J  ..  1,095 


“  The  practical  result  of  the  boring  is  to  prove  the  absence  of  the  lower 
greensand  in  the  southern  part  of  London  ;  the  gault  being  underlain  by 
an  oolitic  limestone  (forest  marble).  Now,  the  object  of  the  work  was, 
after  tapping  the  chalk,  to  reach  the  lower  greensand  and  to  get  water 
therefrom.  This  object  having  been  found  unattainable, the  Directors  of 
the  Company  are  considering  the  advisability  of  abandoning  the  boring, 
the  chance  of  getting  deep-seated  water  being  apparently  small,  and  dc 
pending  perhaps  on  whether  water  from  the  lower  greensand,  further  south 
may  (somewhere  underground)  reach  permeable  Jurassic  beds,  and  flow 
into  them.  In  view  of  the  possibility  of  the  boring  being  speedily  stopped, 
I  venture  to  suggest  to  the  scientific  world  that,  though  it  may  be  aban¬ 
doned  for  practical  purposes  (of  water  getting),  it  ought  to  be  carried  on 
as  a  scientific  experiment,  and  one,  moreover,  which  might  have  important 
practical  results. 

“From  what  we  know,  the  Jurassic  rocks  are  not  likely  to  be  very  thick. 

•  An  account  of  this  boring,  with  an  illustration  showing  the  strata  passed 
through,  appeared  in  the  Journal  for  June  19,  1877  (p.  972). 


At  Richmond  they  are  about  87  feet ;  and  at  Meux’s,  only  64  feet.  It  is 
hardly  likely,  therefore,  that  they  will  reach  to  a  much  greater  depth  at 
Streatham;  and  probably  60  feet  or  70  feet  further  boring  might  pierce 

them,  and  before  this  is  in  print  the  boring  will  have  been  carried  some¬ 
what  deeper  than  now.  The  question  to  be  solved  is  ;  ‘  What  underlies  the 
Jurassic  beds  ?  ’  Is  it  Devonian  rocks,  as  at  Meux’s ;  is  it  red  beds  of 
doubtful  age,  as  at  Richmond ;  or  may  we  find  beds  that  will  solve  the 
question,  ‘Is there  coal  under  the  London  district?  ’  While  the  contrac¬ 
tor’s  tackle  is  on  the  spot,  surely  some  endeavour  should  be  made  to 
continue  the  work,  and  to  add  something  to  our  knowledge  of  one  of  the 
greatest  problems  in  English  geology — the  character  of  the  older  rocks 
beneath  the  secondary  formations  of  South-Eastern  England,  and  the 
possibility  of  the  occurrence  of  coal  measures  in  that  tract.  All  our  know¬ 
ledge  on  the  subject  has  as  yet  been  got  from  the  work  of  engineers  in  the 
search  for  water.  Surely  scientific  men  will  not  let  slip  such  a  chance  of 
extending  it!  There  is  no  time  to  be  spared;  and  unless  measures  are 
speedily  taken,  a  great  opportunity  may  be  lost.  As  no  worthier  and  less 
personal  use  could  be  made  of  the  ‘  Government  grant,’  administered  by 
the  Royal  Society,  it  is  to  be  hoped  that  some  support  may  be  forthcoming 
from  that  quarter.” 

It  is  not  necessary  to  urge  scientific  men  to  support  Mr.  Whitaker’s 
appeal.  The  gain  to  science  by  a  few  hundred  feet  more  boring  would  bo 
great.  Surely  at  the  same  time  practical  men  must  see  how  importantaro 
the  issues  which  hang  on  the  completion  of  the  [present  enterprise.  The 
question  of  coal  under  Loudon  ought  to  be  set  at  rest  once  and  for  all.  The 
expenditure  required  for  carrying  the  drill  to  a  greater  depth  than  has 
been  reached  is  comparatively  small ;  and  even  if  coal  should  not  be 
reached,  the  gain  to  science  would  more  than  compensate  for  the  outlay. 
If  coal  in  workable  quantities  could  be  reached,  it  might  perhaps  upset 
the  amenities  of  Streatham  ;  but  the  gain  to  the  resources  of  England 
would  far  more  than  counterbalance  any  such  consideration.  Possibly, 

then,  it  might  be  worth  inquiry  whether  the  old  iron  industries  of  Surrey, 
Kent,  and  Sussex  might  not  be  revived. 


NATURAL  GAS  COMPANIES  AND  THEIR  CHARGES. 

An  important  decision  has  lately  been  given  by  two  Judges  of  the 
American  Court  (Judges  White  and  Magee)  in  an  action  brought  by  the 
citizens  of  Allegheny,  to  prevent  the  Allegheny  Heating  Company,  who 
supply  natural  gas  for  heating  purposes,  from  cutting  off  the  supply  from 
consumers  who  decline  to  pay  the  increased  rates  sought  to  be  levied. 
The  Company  claimed  the  right  to  determine  what  was  a  reason¬ 
able  price  to  charge  for  their  gas,  and  to  fix  the  price ;  but  the 
Judges  thought  that  if  a  company  could  secure  this  right,  and 
also  a  monopoly  of  the  business,  they  would  possess  the  power  of 
being  very  oppressive  in  their  dealings  with  the  public.  The  first  com¬ 
pany  organized  in  America  for  the  supply  of  natural  gas  as  fuel  claimed 
a  monopoly  by  the  old  Act  under  which  they  were  working.  This,  how¬ 
ever,  was  defeated  by  a  decision  of  the  Supreme  Court  to  the  effect  that 
the  Act  did  not  authorize  the  incorporation  of  a  company  to  supply 
natural  gas  for  fuel;  and  the  Judges  suggested  that  in  any  Act  that  might 
be  passed  for  the  purpose  no  monopoly  should  be  allowed.  Then  the 
Legislature  passed  the  Act  of  May  29,  ifes,  section  2  of  which  expressly 
declared  that  neither  it  nor  any  other  Act  should  be  so  construed  as  to  con¬ 
fer,  authorize,  or  give  colour  to  any  claim  of  exclusive  right  in  any  corpora¬ 
tion,  howsoever  formed,  dealing  in  any  way  or  for  any  purpose  in  natural 
gas.  In  the  case  immediately  in  question,  the  plaintiffs  had,  at  consider¬ 
able  expense,  fitted  up  their  houses  for  the  use  of  gas  under  the  prices 
settled  at  the  time,  with  assurances  that  they  should  not  exceed  the  cost 
of  coal.  For  some  two  years  this  was  the  case;  and  as  soon  as  the  Com¬ 
pany,  by  terms  made  with  conflicting  companies,  secured  a  monopoly,  they 
notified  to  all  the  consumers,  that  they  must  pay  from  60  to  100  per  cent, 
more,  and  sign  contracts  to  this  effect,  or  the  gas  would  be  cut  off.  The 
coal  trade  had  been  destroyed,  competing  companies  got  out  of  the  wa}’, 
and  the  plaintiffs  could  not  get  gas,  coal,  or  other  fuel  without  delay,  incon¬ 
venience,  and  expense.  What  were  they  to  do  ?  Must  they  be  compelled, 
the  Judges  asked,  under  tne  press  of  such  circumstances,  to  sign  contracts, 
and  be  bound  hand  and  foot.  The  Court  avowed  its  inability  to  determine 
whether  or  not  the  increased  prices  were  reasonable.  There  were,  as 
usual,  affidavits  by  the  plaintiffs  to  the  effect  that  the  charges  were  not 
only  exorbitant,  but  wanting  in  uniformity.  On  the  other  hand,  there 
were  equally  strong  affidavits  from  the  Company  in  support  of  their  case. 
The  J  udges  considered  that  the  “  perilous  position  ”  in  which  the  plaintiffs 
had  been  placed  required  relief,  if  the  Court  could  give  it  without  prejudice 
to  the  defendant  Company.  In  the  absence  of  satisfactory  evidence  of  any 
essential  change  in  the  circumstances,  of  a  real  necessity  for  an  increase 
in  the  price,  they  thought  fair  to  assume  that  the  figure  charged  by  the 
three  companies  for  two  years  was  a  fair  and  reasonable  one.  They 
considered,  however,  that  it  would  be  wrong  to  fix  the  price,  or  to  limit 
the  Company  to  it.  Substantial  justice  could  be  done  to  both  parties, 
without  injury  to  either,  until  the  cause  was  fully  heard  and  finally 
decided,  by  enjoining  the  Company  from  cutting  off  the  gas  from  the  plain¬ 
tiffs  by  their  paying  the  same  rates  and  iu  the  same  instalments  as  before, 
and  giving  bond  with  surety  satisfactory  to  the  Company,  or  approved  by 
the  Court,  in  a  sum  three  times  as  great  as  their  annual  gas  bill,  to  pay 
whatever  increased  price,  if  any,  might  be  finally  determined,  with  the 
right  of  the  Company,  if  an  increase  was  finally  allowed  and  the  arrears  of 
increase  were  not  paid  witliin  30  da)'s,  to  discontinue  to  supply  the  gas,  and 
proceed  on  the  bonds  to  collect  the  arrears.  In  an  action  brought  by  certain 
consumers  residing  at  Sewickley,  against  the  Ohio  Natural  Gas  Company, 
to  restrain  them  from  increasing  the  priceof  gas.  Judge  Magee  exjrressed 
a  similar  opinion.  According  to  the  provisions  of  tlie  ordinance  under 
which  the  Company  entered  the  borough,  gas  was  to  be  furnished  at  20 
per  cent,  less  than  the  cost  of  coal.  The  learned  Judge  thought  it  was 
evident  from  the  affidavits  of  the  Company,  as  well  as  from  those  filed  on 
the  part  of  the  plaintiffs,  that  the  increase  would  raise  the  price  of  gas  to 
consumers  considerably  above  the  average  cost  of  coal.  Therefore  a  pre¬ 
liminary  injunction  was  granted ;  and,  pending  the  final  settlement  of  the 
case,  each  consumer  was  to  give  bond  with  surety  in  a  sum  equal  to  the 
year’s  gas  bill.  The  Companies  will  appeal  to  the  Supreme  Court ;  and  the 
final  decisioa  will,  of  course,  be  anxiously  awaited. 


BiimuLrH  Public  Liortino. — At  the  last  meeting  of  the  Biddnlph 
Local  Board,  the  Clerk  (Mr.  Wade)  said  he  had  received  a  letter  from  the 
Biddnlph  Gas  Company,  to  the  effect  that  from  the  1st  of  October  the  price 
of  gas  had  been  reduced  from  6s.  to  4s.  6d.  per  1000  cubic  feet,  with  a  dis- 
coimt  of  6  per  cent,  on  all  accounts  paid  within  a  month.  The  Com¬ 
pany’s  Manager  (Mr.  A.  Shires),  in  forwarding  the  letter,  had  stated  that 
if  the  Board  could  see  their  way  to  erect  a  few  street  lamps  (say,  60  or  60), 
the  Company  would  supply.the  Board  and  the  public  at  4a.  per  1000  cubic 
feet,  and  allow  6  per  cent,  on  all  accounts  paid  within  a  month.  The 
Chairman  (Mr.  Heath)  said  he  thought  the  suggested  lamps  were  not 
required  ;  and  he  moved  that  the  further  consideration  of  the  matter  be 
adjourned  sine  die.  This  was  agreed  to. 
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THE  BURSTING  OF  A  WATER  RESERVOIR  AT  VALPARAISO- 
Details  are  given  in  the  Chilian  Times  of  the  disastrous  bursting  of  a 
reservoir  at  Valparaiso  on  Aug.  11  last  (already  briefly  alluded  to  in  the 
Journal),  through  which  a  large  number  of  lives  were  lost,  and  much 
damage  was  done  to  property.  The  reservoir  was  situated  in  a  ravine  at 
the  head,  or  nearly  so,  of  the  ravine  dividing  the  Bellavista  and  Tungai 
Hills,  and  at  an  elevation  of  about  900  feet  above  the  level  of  the  sea.  Its 
capacity  is  estimated  to  have  been  about  64,000  cubic  metres,  or  about  14 
million  gallons.  The  reservoir  was  formed  in  the  simplest  manner 
possible  by  constructing  a  dam  across  the  ravine,  to  collect  the  water  from 
a  few  insignificant  little  rivulets  flowing  from  springs  and  the  rain  water 
from  the  natural  shed  formed  by  the  hills  and  the  slopes  of  the  ravines  in 
the  rear  of  the  reservoir.  The  dam  for  the  retention  of  so  large  a  body  of 
water  as  is  represented  by  14  million  gallons  was  constructed  of  earth  only ; 
and  its  dimensions  are  reported  to  have  been  165  feet  in  length,  56  feet  in 
height,  132  feet  thick  at  the  base,  and  20  feet  at  the  (top.  The  reservoir 
was  made  about  15  years  ago ;  and  two  or  three  years  since  the  proprietor 
solicited  and  obtained  permission  from  the  authorities  to  add  13  feet  to 
the  height  of  the  retaining  wall — thereby  largely  increasing  its  capacity, 
and  augmenting  enormously  the  risk  to  be  apprehended  from  the  possi¬ 
bility  of  the  dam  giving  way.  Considering  the  nature  of  the  material  of 
which  the  dam  was  constructed,  without,  so  far  as  is  yet  known,  any  pre¬ 
caution  having  been  taken  to  consolidate  the  earth  or  to  bind  it  together, 
its  destruction  was,  the  local  paper  says,  merely  a  question  of  time.  The 
catastrophe,  however,  appears  to  have  been  precipitated  by  a  landslip  on  the 
side  of  one  of  the  hills  overhanging  the  reservoir.  It  is  supposed  that  the 
enormous  quantity  of  earth  which  thus  fell  at  a  blow  into  the  surcharged 
reservoir,  produced  such  a  violent  commotion  in  the  water,  that  the  wall, 
already  weakened  by  filtrations,  and  strained  to  its  utmost,  was  unable  to 
resist  the  sudden  tension  caused  by  the  falling  earth,  and  gave  way  under 
the  pressure.  Of  course,  the  breach  once  begun,  the  destruction  of  the 
dam  was  the  work  of  a  moment.  Fortunately  for  the  city,  below  the 
reservoir  an  embankment  had  been  formed  for  a  road  to  divert  traffic 
from  a  vegetable  garden  owned  and  cultivated  by  the  proprietor  of  a  neigh¬ 
bouring  brewery.  Into  the  hollow  thus  formed  by  the  embankment,  and  con¬ 
taining  the  garden,  the  water  rushed,  and  spent  a  considerable  portion  of 
its  force.  At  the  expiration  of  about  half  an  hour,  the  water  in  the  hollow 
began  to  flow  over  the  top  of  the  embankment,  and  shortly  afterwards  this 
gave  way,  and  the  frightful  work  of  destruction  began.  The  pent-up  water, 
freed  at  last,  rushed  down  the  ravine  dividing  Bellavista  and  Yungai 
Hills  with  resistless  force,  carrying  everything  before  it — sweeping  away 
houses  and  human  beings,  and  inundating  a  large  area  of  the  city  with  a 
seething  sea  of  liquid  mud.  The  catastrophe  was  so  sudden  and  so  un¬ 
expected  that  there  was  no  opportunity  for  warning  of  any  kind ;  and 
some  time  elapsed  before  it  became  known  to  what  cause  the  sudden  irrup¬ 
tion  of  water  which  had  inundated  the  streets  was  owing.  After  the 
first  rush  of  water  had  passed,  the  news  spread  that  the  sudden  irruption 
was  owing  to  the  bursting  of  the  reservoir  near  the  brewery  ;  and  the 
people  began  to  collect  from  all  quarters,  and  the  authorities  commenced 
taking  measures  to  ascertain  the  extent  of  the  disaster.  Their  investiga¬ 
tion  revealed  the  fact  that  it  had  been  attended  by  a  serious  destruction 
of  life  and  property.  Some  of  the  incidents  of  the  catastrophe,  as  well  as 
several  marvellous  escapes,  are  recorded  in  the  paper  from  which  the 
foregoing  particulars  have  been  taken ;  and  the  perusal  of  them  causes 
the  mind  to  revert  to  the  calamity  of  a  similar;  but  more  appalling  nature, 
which  befell  Shefiield  in  1864,  when  the  bursting  of  the  Dale  Dyke 
reservoir  caused  the  loss  of  about  250  lives,  and  of  property  valued  at  half. 
a-million  sterling.  No  estimate  has  yet  been  made  as  to  the  value  of  the 
property  destroyed  at  Valparaiso. 


Richmond  (Yorks.)  Gas  and  Water  Supply. — At  the  meeting  of  the 
Richmond  (Yorks.)  Town  Council  last  Wednesday,  Mr.  Alderman  Mason 
read  the  report  of  the  Gas  and  Water  Committee.  It  stated  that  the  gas 
undertaking  had  progressed  satisfactorily  during  the  past  20  years  ;  the 
consumption  of  gas  having  increased  from  3,489,509  cubic  feet,  at  5s.  per 
1000  feet,  to  8,700,600  cubic  feet,  at  3s.  9d. ;  the  cost  in  the  former  case 
being  j£872,  and  in  the  latter  ±T631.  The  Gas  Committee,  having  now 
ample  storeage,  proposed  to  abolish  Sunday  labour  entirely.  As  to  the 
water  undertaking,  the  Council  were  asked  to  renew  the  pipes  throughout 
the  town,  which  have  been  down  about  50  years,  at  a  cost  of  i650;  but 
this  matter  was  deferred.  The  remainder  of  the  report  was  adopted. 

The  Blyth  Gas  Company  and  the  Cowpen  Local  Board. — An  extra¬ 
ordinary  general  meeting  of  the  shareholders  of  the  Blyth  Gas  Company 
was  held  last  Tuesday  evening,  having  been  convened  by  the  Directors  in 
compliance  with  a  requisition  recently  addressed  to  them  by  several 
shareholders,  for  the  purpose  of  considering  the  dispute  between  the 
Directors  and  the  Cowpen  Local  Board,  to  which  several  references  have 
been  made  in  our  columns,  and  of  passing  a  resolution  thereon.  The 
Chairman  of  the  Company  (Mr.  W.  Thompson)  presided.  As  the  meeting 
was  deemed  to  be  a  privileged  one,  as  far  as  the  remarks  of  the  share¬ 
holders  are  concerned,  we  can  only  record  the  fact  that  a  resolution  was 
passed  to  the  effect  that  an  offer  should  be  made  to  the  Local  Board  to 
appoint  three  of  their  number  to  meet  an  equal  number  appointed  by  the 
shareholders  of  the  Company  to  discuss  the  matters  in  dispute  between 
the  two  bodies,  with  a  view  to  adjusting  all  differences.  This  step  should 
Itad  to  an  amicable  settlement  of  the  quarrel,  and  the  speedy  restoration 
of  gaslight  to  its  accustomed  place  in  the  public  lamps. 

Damage  to  the  Coatbridge  Gas  Comp.any’s  Pipes  by  Sewerage  Works. — 
In  the  Airdrie  Sheriff’s  Court  some  time  ago,  an  action  was  brought 
against  the  Coatbridge  Corporation  by  the  Coatbridge  Gas  Company 
for  damages  for  alleged  loss  of  gas  and  injury  to  their  mains  in  St.  John 
Street,  arising  out  of  the  sewerage  works  of  the  Corporation  in  that 
street.  The  amounts  claimed  were  ±T4  Is.  3d.,  the  value  of  75,000  cubic 
feet  of  gas  lost ;  £6  6s.,  for  “  time  and  labour  ”  rendered  necessary  by 
the  Corporation’s  “  faulty  operations  ;  ”  and  £69  3s.  for  gas  lost  and  labour 
expended  prior  to  Dec.  29,  1887.  The  Corporation  denied  their  liability  ; 
averring  that  their  operations  were  carried  on  with  the  assistance  and 
under  the  supervision  of  skilled  workmen  employed  by  the  Company. 
Sheriff  Mair,  in  a  note  appended  to  his  judgment,  allowed  the  parties  a 
proof  as  to  the  first  two  claims.  The  third,  however,  was,  he  said,  in  a 
different  position.  The  Company  claimed  £67  10s.  for  360,000  cubic  feet 
of  gas  and  £1  13s.  for  time  and  labour;  but,  in  addition  to  denying 
their  liability,  the  Corporation  pleaded  that  the  action  was  excluded  bv 
the  provisions  of  section  116  of  the  Public  Health  (Scotland)  Act,  1867, 
under  which  they  acted,  whereby  claims  for  damages  were  limited  to  £50. 
His  Lordship  therefore  held  that  the  action  would  be  incompetent  as  far 
as  this  claim  was  concerned.  The  Company  had  offered,  with  a  view  to 
having  the  matter  settled,  to  restrict  their  claim  to  £50.  He  could  not, 
however,  see  his  way  to  sanctioning  this  arrangement,  as  the  effect  of 
agreeing  to  the  Company’s  proposal  would,  he  said,  alter  entirely  the 
character  of  the  action.  Their  course  would  be  to  bring  separate  actions 
— one  for  the  first  two  claims,  and  another  (a  summary  application)  for 
the  third. 


NOTES  FROM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

A  strike  is  threatened  of  the  workmen  employed  in  the  Leith  Gas- 
Works  ;  and  as  the  position  in  which  the  parties  are  now  placed  is  so 
decidedly  due  to  the  action  of  the  Commissioners,  I  feel  that  it  will 
require  some  space  to  lay  it  rightly  before  your  readers.  Several  weeks 
ago  the  workmen  at  Leith  petitioned  the  Gas  Commissioners  to  he 
restored,  in  the  matter  of  wages,  to  the  same  position  as  they  were  in 
before  May,  1886.  The  Finance  Committee,  to  whom  the  question  was 
sent  for  consideration,  for  some  reason  reported  only  with  reference  to 
the  retort  men  ;  and  their  recommendation  was  to  inform  the  men  that 
they  must  first  of  all  approach  the  Engineer,  Mr.  Linton,  on  questions 
such  as  that  before  them.  This  I  considered  to  be  a  sensible  suggestion; 
and  so  did  the  majority  of  the  Commissioners,  for  it  was  adopted  by  a 
large  majority.  In  discussing  the  matter,  however,  a  great  deal  of  mis 
chief  was  done  by  the  remarks  of  several  of  the  Commissioners;  but 
chiefly  of  Bailie  Cranston,  who  has  of  late  shown  himself  more  than 
usually  solicitous  to  win  the  favour  of  the  working-class  citizens.  In  the 
Bailie's  view,  the  Commissioners  should  settle  all  such  questions  them¬ 
selves;  and  he  strongly  urged  this  view  upon,  the  members.  The  effect 
of  his  remarks  was  soon  apparent.  The  workmen  assembled,  and  passed 
a  vote  of  thanks  to  him  ;  and  then  they  turned  to  the  Engineer  and 
claimed,  not  restoration  to  their  former  position,  but  to  be  placed  on  the 
same  footing  as  their  brethren  in  the  Edinburgh  works.  This  was  a 
much  more  serious  matter  than  had  been  left  in  Mr.  Linton  s  hands  to 
deal  with  ;  and  he  was  justified  in  referring,  as  he  did,  to  the  Commis¬ 
sioners  for  advice.  In  considering  the  subject,  the  question  of  what  was 
paid  in  the  Edinburgh  works  naturally  arose  ;  and,  on  discovering  that  a 
higher  rate  was  paid  in  Edinburgh  than  in  Leith,  several  of  the  Commis 
sioners  hastily  jumped  to  the  conclusion  that  the  Leith  men  ought  to  be 
advanced  to  the  same  position  as  those  in  Edinburgh.  Incredible  as  it 
may  seem,  the  Commissioners  were  on  the  eve  of  agreeing,  without  con¬ 
sideration,  to  this  proposal,  when  the  ordinary  common-sense  view,  that 
the  wages  paid  in  both  works  should  be  considered  together,  was 
introduced  by  Mr.  Kinloch  Anderson,  supported  by  Mr.  J.  C. 
Dunlop,  and  ultimately  adopted.  Meantime,  it  was  agreed  that 
the  retort  men  were  to  receive  the  advance  they  asked  for.  ihis 
was  the  weak  point  in  the  finding  of  the  Commission;  for  the  men 
being  as  Bailie  Roberts  expressed  himself,  “set  on  edge  by 
the  injudicious  remarks  of  the  Commissioners,  now  refuse  to  accept  the 
conce^ion  as  it  is  offered.  The  retort  men  met  at  the  breakfast  hour  this 
morning  -  and  afterwards  gave  notice  that,  unless  the  advance  were 
conceded  to  all  the  employes  in  the  works,  they  would  strike  next  I  riday. 
There  are  about  60  retort  men  and  120  other  emyloyes.  The  Commis¬ 
sioners  have  thus  the  prospect  of  a  strike  before  them  in  the  beginning  of 
winter  and  all  through  their  own  doing.  It  was  not  to  be  expected  that 
men  in  Leith  would  do  the  same  work  for  less  wages  than  were  paid  in 
Edinburgh.  A  question  of  this  nature  arising  in  a  business  house  would 
have  led  to  inquiry  and  calculation  as  to  whether  it  could  be  afforded. 
Instead  of  that,  the  Commissioners— at  least  some  of  them— began  to 
deliver  popular  speeches  on  the  rights  of  the  workmen ;  and  the  result  has 
been  to  raise  a  hornets’  nest  about  their  ears,  which  they  may  have 
difficulty  in  allaying.  It  is  not  likely  that  the  employes  m  the  Edinburgh 
works  will  take  meekly  to  a  reduction,  should  that  be  proposed;  and  in 
Leith  the  clamour  will  not  subside  until  the  men  are  placed  on  the  same 
footing  with  the  Edinburgh  men.  If  the  “levelling  up’’  process  be 
adopted,  that  means  that  men  who  only  asked  for  £395  a  year  will  have 
been  stirred  up  to  demand,  and  will  have  obtained,  £2500  instead.  If  the 
“  levelling  down  ’’  of  the  Edinburgh  men  be  adopted,  neither  group  of 
employes  vi\\\  be  satisfied ;  and  still  less  will  this  be  the  case  if  it  be 
attempted  to  produce  equality  by  reducing  the  one  and  raising  the  other 
to  the  same  figure.  Either  way,  the  Commissioners  have  not  a  very 
cheery  prospect  before  them.  . 

At  this  season  of  municipal  elections,  of  all  seasons  in  the  year,  the 
“great  unwashed”  must  realize  what  glorious  privileges  they  possess 
under  representative  government ;  for  are  they  not,  by  Act  of  Parliament,  at 
this  time  raised  to  the  level  of,  if  not  above,  the  rulers  and  administrators 
of  their  district  ?  and  are  they  not  entitled  to  interrogate  and  to  censure 
these  “  delegates  ”  as  to  their  past  shortcomings,  and  even  to  instruct 
them  as  to  their  future  policy  ?  Gas  and  water  supply  are  never-ending 
topics  of  discussion  at  gatherings  for  such  purposes;  and  at  the  numerous 
meetings  during  this  week  they  have  not  been  forgotten.  Indeed,  so 
many  have  been  the  references,  that  I  can  only  here  refer  to  a  few.  The 
most  important  question  in  my  district  arises  at  Arbroath.  I  dealt  with 
it  last  week,  when  it  was  before  what  might  be  called  an  informal  meeting 
of  the  inhabitants.  Since  then  the  regular  nomination  meeting  has  been 
held,  at  which  Provost  Anderson  gave  a  most  lucid  account  of  the  pro¬ 
ceedings.  The  meeting  adopted  a  resolution,  proposed  by  Mr.  Micbie, 
that  nothing  should  be  done  to  the  gas-works,  except  what  was  actually 
necessary.  Provost  Anderson  took  exactly  the  same  view  as  was  urged 
in  Edinburgh  last  year— that  the  community  were  not  competent  to 
pronounce  upon  such  a  technical  matter  as  the  necessity  for  extending 
the  gas-works;  and,  on  the  other  side,  the  obtaining  of  reports  frorn  gas 
managers  was  denounced,  on  the  ground  that  from  a  sense  of  brotherhood 
they  would  naturally  support  Mr.  Carlow  in  his  efforts  {o  get  the  works 
into  better  condition.  .  .  ,  3- 

At  the  municipal  meetings  at  Aberdeen,  the  principal  question  dis¬ 
cussed  has  been  that  raised  by  Mr.  Adam  Pratt  as  to  alleged  overcharges 
for  gas.  In  connection  with  this  the  Committee  who,  along  with  Mr. 
Pratt,  are  responsible  for  the  agitation,  put  a  series  of  six  questions  to  the 
candidates  on  the  subject,  the  answers  to  which  were  various;  but  the 
thing  which  should  give  most  comfort  to  the  Gas  Committee  is  that 
although  efforts  were  made  to  bring  forward  candidates,  the  agitators 
have  not  had  much  success,  so  far  as  has  yet  appeared— Mr.  Pratt  himself 
being  the  only  person  nominated  by  them.  His  nomination  is  a  wise 
course,  because  it  will  furnish  the  true  test  as  to  whether  or  not  the  public 
have  confidence  in  the  gas  management.  The  fact  that  they  have  been 
able  to  reduce  the  price  of  gas  from  3s.  lOd.  to  3s.  6d.  per  1000  cubic  feet 
is  in  favour  of  the  Gas  Committee,  and  so  it  must  be  conceded  that  Mr. 
Pratt  is  fighting  with  long  odds  against  him ;  but,  apart  from  that,  he 
does  not  seem  to  have  much  hold  on  the  community. 

At  the  public  meetings  in  Dundee,  a  good  deal  of  cavilling  has  taken 
place  at  the  honorarium  of  £500  given  to  Mr.  J.  Watson,  the  Water 
Engineer,  for  extra  services  in  connection  with  the  new  Lintrathen 
water  supply,  and  that,  too,  in  the  face  of  the  explanation  that  the  fee  to 
an  outside  engineer  would  have  been  £5000,  and  that  Mr.  Watson  had 
done  his  work  so  carefully  that  scarcely  £5  worth  of  extra  work  had  been 
required. 

Following  up  the  question  of  the  dilution  of  the  Dundee  gas  with  air,which 
I  referred  to  the  other  week,  a  correspondent  in  the  local  papers  accuses  the 
management  of  using  too  much  shale  in  the  manufacture,  and  insinuates 
that  the  coal  is  supplied  by  a  member  of  the  family  of  one  of  the  officials. 
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The  latter  statement  has  been  authoritatively  denied ;  but  the  accuser 
does  not  accept  the  denial,  and  replies  that  “  it  may  also  be  true  that  the 
person  hinted  at  has  an  interest  in  some  way  or  other  in  the  supply  of  this 
particular  kind  of  coal.”  Whoever  the  individual  may  be,  he  does  not 
seem  to  deal  very  straightforwardly  with  the  Gas  Commissioners. 

At  the  meeting  of  the  Arbroath  Town  Council  on  Monday,  it  was 
reported  that  the  surplus  gas  profits  for  the  year  were  ±TbO  2s.  2d. 


(FROM  OUR  GL.VSGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

Considering  the  fact  that  a  movement  was  made  some  time  ago  in  the 
Airdrie  Town  Council  for  the  acquisition  of  the  local  gas-works,  and  that 
it  was  eventually  found  advisable  not  to  prosecute  it  to  an  ultimatian,  it 
was  natural  to  suppose  that  some  of  the  members  of  the  Council  would 
take  an  opportunity  of  referring  to  the  “gas  question”  when  rendering  an 
'■  account  of  their  stewardship  ”  to  their  respective  ward  meetings  held  in 
view  of  the  forthcoming  municipal  elections.  Heferring  to  this  question 
before  the  electors  of  the  Third  Ward,  Bailie  Martyn  said  that,  after  fully 
investigating  the  whole  matter,  the  Council  had  found  that  it  would  be 
advisable  in  the  meantime  not  to  take  over  the  gas-works.  He  had  no 
■dea  as  to  what  price  the  Gas  Company  would  wish;  and  being  in  a  great 
measure  in  the  dark,  if  the  proposal  had  been  gone  on  with  it  would  have 
nad  to  be  submitted  to  an  arbiter,  and  they  would  have  been  obliged  to 
accept  his  decision,  whether  it  was  a  large  sum  or  a  small  one.  Considering 
also  that  the  electric  light  was  making  such  rapid  strides,  it  had  been  found 
by  the  Airdrie  Town  Council  advisable  to  postpone  the  matter.  Mr.  M'Killop 
was  the  principal  speaker  on  this  subject  at  the  meeting  referred  to.  When 
he  first  appeared  before  the  electors  as  a  candidate,  he  said  that  he 
promised,  if  returned,  to  bring  the  matter  up  in  the  Council.  As 
they  were  aware,  he  had  fulfilled  his  promise.  Six  months  ago  he 
brought  forward  a  motion,  asking  for  the  appointment  of  a  Committee  to 
consider  the  whole  question.  In  doing  so,  he  had  left  no  stone  unturned 
in  order  to  support  the  case  which  he  then  presented.  He  showed  first  of 
all  that  in  the  different  towns  in  Scotland — 26  in  number — where  the 
experiment  of  taking  the  management  of  the  gas-works  into  the  hands  of 
the  corporations  had  been  tried,  success  had  invariably  followed  ;  that 
the  price  of  gas  in  those  places  was  lower  than  that  charged  in  Airdrie  ; 
and  that  the  surplus  profit  went  for  the  purpose  of  reducing  the  rates.  He 
then  explained,  he  said,  how  the  same  could  be  done  in  Airdrie,  if  they 
followed  the  example  of  these  towns.  The  original  capital  of  the  Airdrie 
Gas  Company  had  been  between  ^14,000  and  ^15,000,  and  according 
to  the  best  calculation,  arbiters  would  not  compel  them  to  pay  more  than 
about  iE24,000 ;  so  that,  by  borrowing  the  purchase-money  at  4  per  cent., 
the  interest  could  be  paid,  the  works  kept  in  good  order,  and  yet  a  handsome 
profit  realized,  which  could  be  applied  either  for  the  purpose  of  reducing 
the  general  rates,  or  lowering  the  price  of  gas.  Alter  some  difficulty, 
a  Committee  was  appointed,  and  immediately  set  to  work.  As  it  was 
evident  to  him  that  the  majority  of  the  Committee  were  against  the  pro¬ 
posal,  he  felt  that  it  would  be  madness  to  fight  it  to  the  “  bitter  end ;  ” 
and  he  therefore  agreed  to  the  recommendation  of  the  Committee,  that  no 
action  be  taken  in  the  meantime.  It  was  still,  however,  an  open  question, 
he  remarked;  and  if  the  ratepayers  generally  were  in  favour  of  the  scheme, 
they  ought  to  speak  out,  and  impress  the  matter  on  their  representatives. 
So  far  as  he  himself  was  concerned,  his  opinion  was  the  same  to-day  as 
it  was  a  year  ago.  Other  speakers  at  the  ward  meetings  during  the 
week  dealt  briefly  with  the  matter  in  question.  One  of  them  (Bailie 
Arthur)  remarked  that  the  decision  come  to  by  Mr.  MTvillop’s  Committee 
was  a  wise  one,  owing  to  the  transitional  state  of  the  question  of  lighting, 
and  the  vast  improvement  of  lighting  by  electricity ;  and  he  pointed  out 
that  even  although  they  had  the  gas-works  at  their  present  market  value, 
and  that  they  showed  a  small  margin  of  profit,  yet  in  a  tew  years  they 
might  have  to  face  a  diminished  revenue  to  meet  a  large  capital,  and 
then  be  left,  to  use  a  popular  phrase,  with“  the  baby  to  hold.”  Mr.  Knox, 
u  member  of  the  Council,  said  he  had  a  strong  opinion  that  it  would 
be  advantageous  to  the  town  to  acquire  the  gas-works.  In  many  cases 
throughout  the  country,  he  observed,  the  purchase  of  gas-works  had 
proved  far  more  successful  financially  to  corporations  than  that  of  water¬ 
works  ;  and  he  was  still  open  to  consider  the  question  at  the  very  first 
opportunity. 

Mr.  Nicolson,  one  of  the  Greenock  Town  Councillors,  referred  to  gas 
affairs  when  addressing  his  constituents  the  other  night.  He  was  pleased 
to  be  able  to  say  that  the  Gas  Trust  had  proved  to  be  a  source  of  profit 
during  the  past  year;  a  sum  of  413000  having  been,  as  formerly,  used  to 
reduce  the  Police  Board  rates.  After  a  great  deal  of  discussion  on  the 
question  of  reducing  the  price  of  gas,  it  was  resolved  that  the  charge 
should  be  lowered  by  2id.  per  1000  cubic  feet.  Many  of  the  members  of 
the  Board — himself  among  the  number — were  strongly  in  favour  of  a 
reduction  of  5d.  being  made.  He  was  far  from  being  satisfied  with  the 
manner  in  which  the  profits  derived  from  the  gas  undertaking  were 
distributed  ;  and  he  would  far  sooner  see  21.  or  3d.  added  to  the  rates,  as 
there  was  no  doubt  by  the  present  system  many  obtained  benefit  to  which 
they  were  not  entitled.  He  expressed  the  hope  that  next  year  a  change 
would  be  made  in  this  system.  Had  the  profits  derived  from  the  sale  of 
gas  been  used  for  reducing  the  debt  on  the  Gas  Trust  for  many  years 
back,  in  a  very  short  time  it  would  have  been  clear  of  debt.  At  the 
meeting  of  the  electors  of  the  Fifth  Ward,  Mr.  D.  Shankland  referred  to  the 
great  saving  which  had  been  effected  at  the  gas-works  by  the  introduction 
of  the  Klonne  system  of  heating  retorts.  At  the  same  meeting,  Mr.  J. 
Lang  stated  that  he  had  been  looking  into  the  matter  of  handing  over 
the  balance  of  profits  derived  from  the  gas  undertaking  to  the  Police 
Board  (which  he  entirely  disapproved  of);  and  he  found  that  since  1872 
the  moneys  so  paid  amounted  to  ^£55,000.  They  had  also  set  aside  as 
a  contingent  fund  the  sum  of  L44G8;  for  sinking  fund,  4128,014;  and  for 
redemption  of  mortgages,  410400— amounting  in  all  to  upwards  of  493,000, 
which,  he  thought,  showed  that  they  had  paid  a  high  price  for  gas  during 
these  years. 

The  Glasgow  pig-iron  warrant  market  has  been  steady  during  the 
week.  Scotch  warrants  have  fluctuated  in  price  between  41s.  Id.  per  ton 
cash  (on  Tuesday)  and  41s.  7id.,  at  which  there  were  buyers  at  the  close 
yesterday  afternoon.  The  fluctuations  in  the  price  of  Cleveland  and 
hematite  iron  have  been  within  small  compass.  Scotch  special  brands  are 
in  quiet  demand  ;  and  the  current  quotations  range  from  49s.  Gd.  per  ton 
(Coltness)  to  47s.  per  ton  (Gartsherrie). 

A  steady  progress  in  the  way  of  improvement  is  showing  itself  in  the 
local  coal  trade.  The  price  of  house  coal  has  risen  Gd.  per  ton  within  the 
j)ast  few  days,  in  addition  to  the  Is.  advance  a  few  weeks  since.  In  a 
number  of  instances  the  miners  have  obtained  an  increase  of  Gd.  per  day 
on  the  rate  of  wages  ;  and  it  is  probable  that  in  a  week  or  two  the  advance 
will  be  very  general. 


The  Ilkeston  Local  Board  have  recently  decided  to  apply  to  the  Local 
Government  Board  for  power  to  raise  4‘GOOO  for  the  extension  of  their 
water-works. 


CUKEENT  SALES  OF  GAS  PEODUCTS. 

Liverpool,  'Nov.  3. 

Sulphate  of  Ammonia. — Although  the  market  is  still  firm,  there  does 
not  to-day  exist  the  same  amount  of  strong  feeling  as  a  week  ago.  In 
fact,  consumers  are  hardly  as  eager  to  secure  spot  parcels  or  forward 
contracts;  and  the  same  may  be  said  of  dealers  and  speculators.  The 
reason  for  this  is  readily  apparent  when  it  is  considered  how  large  an 
amount  of  business  has  been  done  during  the  past  fortnight  or  three 
weeks ;  and  that  consequently  consumers  will  have  filled  a  fair  portion  of 
their  requirements,  while  dealers  and  speculators  may  feel  inclined  to 
pause  before  committing  themselves  too  extensively  to  the  present  consider¬ 
ably  enhanced  values.  It  can,  however,  scarcely  be  said  that  a  decline  of 
any  importance  is  likely  to  ensue.  For  such  an  advent  stocks  are  at 
present  too  low  ;  and  even  a  proverbially  dull  November  (and  a  consequent 
rapid  increase  of  the  liquor  supply)  may  not  bring  about  any  marked 
change,  as  many  producers  have  sold  fair  quantities  for  near  delivery,  and 
will  not  be  obliged  to  bring  their  sulphate  to  market  till  later  in  the  month. 
Of  course,  November  is  generally  one  of  the  quietest  months  of  the  year  ; 
but,  like  October,  the  present  month  may  prove  that  previous  experience 
is  ineffective.  Nitrate  keeps  firm  ;  and  its  large  consumption  will  contri¬ 
bute  to  the  maintenance  of  values  during  the  ensuing  season.  At  the 
close  quotations  stand  at  412  2s.  Gd.  to  412  5s. 


London,  Nov.  3. 

Tar  Products. — Business  is  better  in  this  market ;  and  products  have 
in  some  instances  improved  both  in  request  and  price.  Bitch  is,  however, 
not  buoyant ;  and  stocks  are  now  increasing.  Anthracene  is  weaker  ; 
but  stocks  of  this  article  are  low.  Prices  may  be  taken  as  follows : — 
Tar,  according  to  position,  17s.  Gd.  to  22s.  Gd.  per  ton.  Benzol,  90  per 
cent.,  3s.  2d.  per  gallon ;  60  per  cent.,  2s.  Gd.  Toluol,  Is.  7d.  per 
gallon.  Solvent  naphtha.  Is.  3d.  per  gallon.  Crude  naphtha,  30  per  cent., 
la.  Id.  per  gallon.  Light  oil,  3d.  per  gallon.  Creosote,  2d.  per  gallon.  Pitch, 
12s.  to  15s.  per  ton.  Carbolic  acid  (crude),  3s. 8d.  per  gallon.  Cresylic  acid, 
lOJd.  per  gallon.  Tar  salts,  153.  per  ton.  Anthracene,  30  per  cent.,  “A” 
quality.  Is.  5d.  per  unit ;  “  B  ”  quality,  Is.  3d. 

Ammonia  Products. — The  improvement  noted  last  week  has  developed 
into  considerable  strength.  Theextraurdinary  rise  in  the  value  of  nitrate 
has  brought  buyers  of  that  article  into  the  sulphate  market.  Doubtless 
the  sudden  rise  is  immediately  due  to  “bulling”  operators.  Large 
business  has  been  done  at  412  to  412  3s.  9d.  per  ton,  less  discount;  and 
makers  are  asking  more  for  forward  delivery.  Prices  of  other  products 
may  be  taken  as  follows: — Gas  liquor  (5°  Twaddel),  7s.  Gd.  per  ton,  with 
a  rise  or  fall  of  Is.  Gd.  per  degree.  Liquor  ammonia,  2d.  per  lb.  Car¬ 
bonate  of  ammonia,  3Jd.  per  lb.  Muriate  of  ammonia,  brown,  418  per 
ton  ;  white,  427.  Sal-ammoniac,  430  per  ton. 


[From  the  Chemical  Trade  Journal,  Nov.  3.] 

Sulphate  of  Asnmonia. — The  sulphate  market  has  for  some  time  past 
been  exceedingly  firm  ;  and  prices  have  gradually  risen  until  412  2s.  Gd.  is 
easily  obtainable  at  Hull,  412  at  Liverpool,  and  412  Is.  3d.  at  Leith.  Beckton 
sulphate, has,  within  a  very  short  period,  been  twice  enhanced  in  price.  After 
doing  a  considerable  business  at  412,  the  price  was  raised  to4l2  28.  Gd. ; 
and  within  a  few  days  to  412  58.,  at  which  it  now  stands.  Much  of  the  ad¬ 
vance  at  provincial  ports  must  be  attributed  to  sympathy  with  the  Beckton 
quotations;  and  makers  should  be  mindful  that  the  act  of  running  up  the 
price  to-day  might  leave  them  short  of  customers  for  to-morrow.  There 
is  still,  however,  a  good  inquiry  for  spring  delivery;  and  the  nitrate 
market  remains  in  a  strong  position. 

Tar  Products. — Benzol  has  somewhat  recovered  itself ;  and  on  ’Change 
last  Tuesday,  90's  may  be  said  to  have  reached  3a.  IJd.,  while  50/90’a 
could  be  bought  for  2s.  5d.  to  2s.  5Jd.  There  is  still  a  good  demand  for 
solvent  naphtha  at  old  rates  ;  and  creosote  is  moving  off  very  quickly. 
Crude  carbolic  acid  GO’s  is  reported  to  be  a  little  better;  and  3s.  4d.  to 
3s.  4id.  is  the  price  asked.  Anthracene  still  keeps  in  good  demand,  and  at 
slightly  improved  rates.  Although  the  “  A  ”  quality  is  still  unchanged  in 
price,  a  slight  improvement  has  taken  place  in  “B  ”  quality ;  and  to-day’s 
value  may  be  taken  as  Is.  3d.  to  Is.  3id.  Very  little,  however,  if  any,  can 
be  obtained  at  the  former  price.  Alizarine  is  now  on  the  move  upwards, 
and  one  of  the  largest  producing  firms  has  raised  its  price  to  9id.  for  the 
remainder  of  this  year,  and  lOd.  for  next  year.  How  this  will  affect  the 
price  of  anthracene  remains  to  be  seen.  A  fair  business  is  doing  in 
pitch  ;  and  14s.  Gd.  to  15s.  Gd.  may  be  taken  as  being  the  price  to-day.  It 
is  reported  that  sales  have  been  made  in  London  of  Beckton  pitch  at  IGs. ; 
and  some  makers  are  still  anticipating  higher  prices. 


Dortmund  Gas  Company. — The  Dortmund  Gas  Company  have  just 
declared  a  dividend  of  14J  per  cent,  on  the  past  year’s  working. 

Bath  and  the  Electric  Light. — At  the  last  meeting  of  the  Bath  Town 
Council,  the  question  of  the  lighting  of  a  portion  of  the  city  by  electricity 
was  again  discussed.  Alderman  Gibbs  said  he  considered  the  introduction 
of  the  light  was  premature ;  and  they  would  do  well  if  they  waited 
until  the  system  had  been  further  improved.  He  thought  it  was  a 
fair  question  whether  the  district  lighted  ought  not  to  bear  the  increased 
expense,  for,  in  his  opinion,  no  call  for  the  cost  of  the  light  should  be 
made  upon  the  poor  ratepayers,  who  would  not  derive  any  benefit  from  it. 
It  was  pointed  out  that  such  a  principle  could  not  be  applied  as  that 
suggested  by  Mr.  Gibbs.  After  a  long  discussion,  it  was  decided  that  the 
Co'rporation  should  have  the  power  to  buy  the  whole  of  the  plant  at  the 
and  of  seven  years,  at  a  fair  valuation. 

The  Northern  Coal  Trade. — The  coal  trade  in  the  North  of  England 
has  shown  very  great  activity  during  the  past  few  days,  partly  owing  to 
the  continued  scarcity  of  coal,  which  has  been  greatly  increased  by  the 
effects  of  the  strike  in  Yorkshire.  A  good  deal  of  steam  coal  has  been 
despatched  from  Northumberland  to  the  Humber,  and  even  farther 
south;  and  Durham  house  coal  has  been  freely  sent  from  the  Castle 
Eden  district  to  Leeds  and  other  parts.  In  the  gas  coal  trade,  very 
great  scarcity  has  shown  itself.  The  consumption  is  growing  with 
some  rapidity,  as  the  nature  of  the  summer  prevented  the  users  from 
getting  stocks  such  as  they  usually  do;  hence  their  desire  to  stocky  (now 
freely.  But  some  of  the  working  miners  are  undoubtedly  restricting 
their  output.  At  one  large  colliery  the  production  has  been  about  10  per 
cent,  less  than  it  usually  is,  and  naturally  some  of  the  pits  are  in  conse¬ 
quence  behind  with  their  contracts.  For  odd  cargoes  of  coal  high  prices 
have  had  to  be  paid.  Whilst  two  or  three  months  ago  the  price  of  best 
coal  was  about  6s.  Gd.  per  ton,  7s.  Gd.,  and  in  one  instance  even  83.  per  ton 
was  paid  last  week;  and  the  tendency  is  towards  still  higher  prices.  It 
has  been  said  that  9s.  per  ton  will  have  to  be  given  before  the  end  of  the 
year.  Every  week  for  two  months  the  consumption  will  increase,  and  of 
course  much  more  coal  will  be  needed.  Household  coal  is  in  rather 
better  demand.  Prices  of  best  steam  coal  vary  from  8s.  to  9s.,  less  a  dis¬ 
count.  A  good  deal  of  gas  coke  is  now  being  made ;  but  the  demand  has  in¬ 
creased  as  rapidly.  The  price  is  a  little  higher  for  the  manufacturers 
who  use  it  in  large  quantities. 
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Keduction  in  Price. — The  Cleveland  Gas  Company  have  reduced  the 
price  of  gasOd.  per  1000  cubic  feet;  to  take  effect  from  the  1st  ult. 

Skipton  Water  Supply. — At  the  last  meeting  of  the  Skipton  Rural 
Sanitary  Authority,  the  Barnoldswick  water  difl&culty  formed  the  subject 
of  a  rather  animated  discussion.  A  report  was  read  from  Mr.  De  Ranee, 
recommending  that  the  boring  operations  for  water,  recently  discontinued 
at  a  depth  of  300  feet,  should  be  resumed.  The  recommendation  was 
ultimately  agreed  to ;  and  it  was  resolved  that  the  engineers  be  instructed 
to  obtain  tenders  for  the  work. 

The  Cost  op  the  Vyrnwy  Water-Works.— The  quarterly  return  of  ex¬ 
penditure  by  the  Water  Committee  of  the  Liverpool  Corporation,  under 
the  Liverpool  Corporation  Water-Works  Act,  1880,  has  been  issued.  It 
is  for  the  three  months  ending  Sept.  30,  during  which  period 
i;45,725  10s.  3d.,  was  expended  in  connection  with  the  Vyrnwy  water¬ 
works.  This  amount  is  made  up  as  follows  : — Llanwddyn  embankment 
works,  and  works  in  connection  with  the  reservoir,  ^9685  10s.  Id. ;  Llan¬ 
wddyn  quarry,  T2022  17s.  7d. ;  aqueduct,  i:29,373  18s.  Id. ;  land  and  ease¬ 
ments,  413267  7s.  8d. ;  and  maintenance  of  the  Vyrnwy  estate,  T1375  16s.  lOd. 
The  total  expenditure  since  the  commencement  of  the  works  now  reaches 
the  sum  of  £1,812,976. 

Weston-super-Mare  Water-Works.— The  new  pumping  station  and 
extension  of  existing  mains,  which  were  found  to  be  necessary  in  conse¬ 
quence  of  the  consumption  of  water  having  increased  to  such  an  extent  as 
to  almost  reach  the  limit  of  the  existing  water  supply  at  Weston-super- 
Mare,  are  rapidly  approaching  completion,  and  will  be  ready  for  use  in 
about  two  months.  The  new  works  have  been  in  hand  something  like  two 
years,  and  have  been  carried  out  from  the  designs  of  Messrs.  E.  Cousins 
and  Son,  of  Westminster.  The  pumping  station  is  about  a  mile  outside 
the  town,  between  the  Worle  and  Bristol  roads.  One  well  has  been  sunk 
40  feet  deep,  with  three  adits,  driven  in  different  directions  into  the  old 
red  sandstone;  the  collecting  supply  being  the  watershed  of  the  Mendip 
Hills,  covering  an  area  of  60  square  miles.  The  water  is  pumped  into  two 
reservoirs — one  being  200  feet  and  the  other  450  feet  above  the  surface. 
The  engines  and  pumps  are  capable  of  lifting  40,000  gallons  of  water  per 
hour.  They  are  condensing,  and  are  in  duplicate,  and  the  pumps  are  of 
the  direct-action  bucket-and-plnnger  type.  On  the  completion  of  the  new 
works,  the  existing  machinery  will  be  used  only  as  an  auxiliary. 

Tendring  Hundred  Water  Company.— The  first  annual  general  meet¬ 
ing  of  this  Company  was  held  last  Tuesday— Capt.  Parsons,  Chairman  of 
the  Directors,  presiding.  The  Chairman  presented  the  D. rectors’  report, 
with  the  accounts  to  June  30  last,  and  gave  an  outline  of  the  progress  made 
in  carrying  out  the  objects  of  the  Company ;  congratulating  the  share¬ 
holders  upon  the  completion  of  the  mains  to  Dovercourt,  Harwich,  Thorpe, 
and  Frinton-on-Sea.  He  stated  that  a  plentiful  supply  of  very  pure  water 
continued,  and  that  there  was  a  gradual  increase  of  income,  both  from 
domestic  and  public  supplies.  Every  prospect  existed  of  a  speedy  com¬ 
pletion  of  the  whole  system  of  works  contemplated  in  the  Company’s  Acts  ; 
and  he  predicted  that  financially  and  otherwise  the  future  of  the  Com¬ 
pany  would  be  successful.  The  Directors  considered  that  the  proper 
course  was  to  carry  forward  to  the  next  year  the  balance  appearing  on  the 
revenue  account.  The  Chairman  concluded  by  moving  the  adoption  of 
the  report  and  accounts.  Mr.  Field  seconded  the  motion,  and  it  was 
carried  unanimously.  Mr.  P.  S.  BruS  and  Mr.  Newson  Garrett,  the 
Directors  retiring  by  rotation,  were  re-elected  :  as  were  also  the  Auditors, 
Messrs.  R.  S.  Barnes  and  C.  E.  Bland.  The  proceedings  terminated  with  a 
vote  of  thanks  to  the  Chairman. 

Wakefield  Water  Supply. — A  special  meeting  of  the  Wakefield  City 
Council  was  held  on  Monday  last  week,  to  consider  a  resolution  autho¬ 
rizing  the  Corporation  to  promote  a  Bill  for  additional  powers  in  relation 
to  the  new  water- works,  extending  the  time  for  the  construction  of  the 
Green  Withens  reservoir,  catchwater,  conduit,  and  other  works  not  yet 
executed,’ authorizing  certain  alterations,  empowering  the  Corporation 
to  issue  various  classes  of  stock,  and  directing  that  the  expense  of  pro¬ 
moting  the  Bill  shall  be  charged  upon  the  rates,  water  revenue,  &c.  The 
Mayor  (Mr.  Alderman  Henry  Lee),  who  is  Chairman  of  the  Water  Com¬ 
mittee,  explained  that  the  period  allowed  to  the  Corporation  for  carrying 
out  the  construction  of  the  Green  Withens  reservoir  and  other  works  will 
expire  next  year;  and  it  was  of  vital  importance  that'they  should  proceed 
with  the  work  or  obtain  an  extension  of  time.  If  they  allowed  the 
present  opportunity  to  pass,  it  would  be  a  most  suicidal  act  on  the  part 
of  the  Corporation.  When  the  proposed  works  had  been  carried  out, 
the  cost  of  the  water  supply  in  bulk  to  the  Corporation  would  be  about 
2d.  per  1000  gallons  less  than  at  present,  and  they  would  then  be  able  to 
entertain  applications  for  water  which  they  were  now  receiving  from 
places  all  along  the  line  of  their  pipes,  and  the  supply  to  Wakefield  would 
also  be  increased.  The  Mayor  also  explained  that  the  scheme  as  origi¬ 
nally  devised  by  Mr.  Filliter  had  been  somewhat  varied  and  remodelled 
by  Mr.  Rofe,  his  partner;  and  Mr.  T.  Hawksley  had  approved  of  the 
alterations.  On  the  motion  being  put,  all  the  members  present  voted  for 
it.  A  resolution  was  then  passed  referring  the  matter  to  the  Parliamentary 
Committee  to  arrange  the  various  preliminaries. 

The  Bolton  Corporation  Gas  Coal  Contracts.— At  a  meeting  of  the 
burgesses  of  the  North  Ward,  Bolton,  last  Tuesday,  Mr.  Tootiil  made  a 
speech  in  which  he  said  that  some  five  weeks  ago  he  was  present  at  the 
meeting  of  the  Gas  Committee  held  at  the  Lum  Street  works,  where  a 
tender  for  the  coal  contract  had  been  sent  in  by  the  Hulton  Colliery  Com¬ 
pany.  There  were  gentlemen  on  the  Committee  who  were  in  some  way 
or  other  interested  in  that  concern.  But  in  consequence  of  the  tests  with 
respect  to  the  coal  proving  unsatisfactory,  it  was  decided  in  his  (Mr. 
Tootill’s)  presence,  and  he  voted  against  the  contract  being  accepted.  On 
the  previous  Friday,  however,  to  his  surprise,  when  the  minutes  were 
read,  it  appeared  that  the  contract  had  been  accepted.  He  at  once  called 
attention  to  the  irregular  and  unbusinesslike  way  in  which  the  matter 
had  been  conducted.  Such  things,  he  said,  could  not  be  tolerated ;  and  as 
to  what  took  place  in  the  interim  they  could  judge  for  themselves.  Mr. 
J.  Partington,  the  agent  of  the  Company,  has  written  to  the  local  papers 
denouncing  Mr.  Tootill’s  statement  as  a  “  pure  falsehood.”  He  says  there  is 
not  a  member  of  the  Gas  Committee  either  directly  or  indirectly  interested 
in  the  Company,  and  that  the  original  tender  was  not  declined  because  of 
any  test,  but  was  left  over  on  account  of  the  price  asked  being  more  than 
the  Committee  felt  inclined  to  give.  “  What  Mr.  Tootiil  means  to 
insinuate,”  continues  the  writer,  “  by  leaving  his  audience  to  judge  ‘  as  to 
what  took  place  in  the  interim  ’  is  best  known  to  himself  ;  and  he  will 
either  give  a  further  explanation  or  not,  as  he  thinks  hest.  My  opinion  is 
that  the  members  of  the  Gas  Committee  can  afford  to  treat  such  cowardly 
insinuations  with  the  contempt  they  merit.”  Another  statement  made  by 
Mr.  Tootiil,  as  to  a  suggested  reception  of  fees  when  he  was  on  the  Sub- 
Committee  dealing  with  the  question  of  mechanical  stokers,  has  drawn  a 
reply  from  Mr.  Alderman  Miles  and  Mr.  Braughton.  They  repudiate  the 
insinuation  against  themselves,  and  promise  to  “deal  further”  with  the 
matter. 


Gas-Contaminated  Wells.— It  is  reported  that,  owing  to  the  defective 
condition  of  the  gas-pipes  in  the  Clarence  Victualling  Yard  at  Gosport, 
the  water  in  the  wells  has  become  so  contaminated  as  to  be  useless,  and 
the  wells  have  consequently  been  ordered  to  be  closed. 

The  Proposed  Extension  of  the  Burnley  Gas-Works. — At  a  special 
meeting  of  the  Burnley  Town  Council  last  Wednesday,  a  resolution  was 
passed  for  the  promotion  of  a  Bill  in  Parliament  to  authorize  the  exten¬ 
sion  of  the  borough  boundaries,  and  to  confer  further  power  upon  the  Cor¬ 
poration  with  respect  to  their  gas-works.  We  have  already  referred  in 
detail  to  the  proposed  extension  of  the  gas-works,  which  has  been  necessi¬ 
tated  by  the  increasing  population  of  the  town. 

The  Oil  Lighting  Experiment  at  Erith. — When  Messrs.  Defries  con¬ 
tracted  to  light  the  public  lamps  of  Erith  with  oil  at  a  rate  which  occasioned 
considerable  comment  at  the  time,  on  account  of  the  lowness  of  the  figure, 
they  agreed  with  the  Local  Board  to  purchase  old  lanterns  at  5s.  9d.  each. 
They  have  now  had  to  ask  the  Board, to  accept  a  smaller  sum  than  the  one 
named,  as  they  have  found  it  impossible  to  dispose  of  the  lanterns  at  the 
price.  The  Board,  however,  have  refused  to  accept  anything  less  than  the 
amount  agreed  upon.  Altogether,  the  oil-lighting  experiment  at  Erith 
does  not  seem  to  be  a  very  brilliant  one  for  the  contractors. 

The  Metropolitan  Board  of  Works  and  the  Coal  and  Wine  Dues. — 
The  Financial  News  thinks  it  is  very  kind  of  the  Metropolitan  Board  of 
Works  to  go  out  of  its  way  to  commit  the  forthcoming  County  Council  by 
taking  steps  to  promote  a  Bill  for  the  renewal  of  the  Coal  and  Wine  Dues, 
to  which  reference  was  made  in  the  Journal  for  the  23rd  ult.  Our  con¬ 
temporary  thinks  it  would  be  better  for  the  Board  to  devote  the  few 
remaining  days  of  its  life  to  repentance,  instead  of  seeking  to  fasten  upon 
its  successor  the  legacy  of  its  own  blunders.  The  Board  of  Works  and  the 
dues  are,  it  says,  both  doomed. 

New  Gas-Works  at  Horwich. — The  Lancashire  and  Yorkshire  Rail¬ 
way  Company  are  now,  after  considerable  difficulty,  able  to  supply  gas  to 
their  extensive  works  at  Horwich,  near  Bolton.  Their  new  gas-works 
there  have  been  in  course  of  construction  for  two  or  three  years  ;  but  the 
vast  quantity  of  water  found  on  the  site  proved  a  great  difficulty.  Now, 
however,  an  iron  outer  shell  has  been  fixed  in  connection  with  the  gas¬ 
holder,  and  the  process  of  gas  manufacture  is  proceeding  satisfactorily. 
The  contractors  for  the  brickwork  of  the  new  works  have,  it  is  reported 
lost  considerably  in  consequence  of  the  water  difficulty. 
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GWYNNE  &  CO„  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C. 

GWYNNE  &  BEALE’S  PATENT  GAS  EKNAOSTERS  &  ENGINES. 


Gwynne  &  Co.’s  New 
Catalogue  and  List 
of  Testimonials  can 
now  be  obtained  on 
application. 


Exhausters  and  Vertical  Engine  as  suppUed  for  both  the  Fulham  and  Bromley-hy-Bow  Stations  of  The  Gaslight  and  Coke  Company. 


Telegrams:  “ GWYNNEGRAM,  LONDON.”  Telephone  No.  2698. 

Exhausters  of  nearly  all  sizes  in  Stock. 

Prize  Medals  at  all  the  Great  International  Exhibitions. 


Exhausters  equal  to  a  total  capacity  of  more  than  26,000,000 


We  supply  only  the  very 
highest  quality  of  Machinery; 
and  our  Exhausters  are  con¬ 
structed  of  large  size  to  run 


cubic  feet  passed  per  hour  have  been  supplied  by  us. 


Our  new  Patent  Non- 
Fluctuating  Exhausters, 
to  zoork  without  the 
slightest  oscillation  or 
variation  in  pressure,  are 
strongly  recommended. 


MAKERS  OF  EVERY 
DESCRIPTION  OF 
HYDRAULIC  AND  GAS 
MACHINERY. 


at  slow  speeds. 


OXIDE  OF  IRON. 

O’NEILL’S  Oxide  has  a  larger  annnal 

sale  in  the  United  Kingdom  than  all  other  Oxides 
combined.  Purity  and  uniformity  of  quality  guaranteed. 
Pamphlet,  “  How  to  Purchase  Bog  Ore,”  to  be  obtained 
on  application. 

Gas  Purification  and  Chemical  Company,  Limited, 
Palmerston  Buildings,  Old  Broad  Street,  London,  E.C. 

John  Wbi.  O’Neill,  Managing  Director. 

NDREW  STEPHENSON,  Agent  for 

the  Gas  Pchification  and  Chemical  Company, 
Limited,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. _ 

CANNEL  COAL,  &o. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SOOl'TISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No.  30,  St.  Andrew  Square,  Edinburgh,  1  q-nTT  .mt, 
No.  54,  Bernard  Street,  Leith,  i  ° 

sulphurkTXcid^  - 

Hugh  Wallace  &  co.,  chemical 

Manufacturers  (the  old-established  Arm),  supply 
the  above,  which  is  specially  adapted  for  making  Whhe 
Sulphate  of  Ammonia.  The  latter  purchased  in  any 
quantities  at  highest  market  prices,  or  contracts  for 
the  year. 

For  price  and  terms  apply  Botolph  House,  Eastcheap, 
London,  E.C. _ ; _ 

GAS-WORKS  of  any  magnitude  leased, 

at  premiums  ranging  from  6  to  10  per  cent., 
according  to  the  size  of  the  Works.  Gas-Works  erected 
or  re-modelled  upon  the  most  modern  principles. 

Address  Georoe  Weller,  Gas  Engineer,  St.  Ives, 
Cornwall. 


Advertiser  desires  an  Appointment 

as  SECRETARY,  MANAGER,  ASSISTANT,  or 
any  place  of  trust.  Thorough  knowledge  of  Gas 
Manufacture,  Distribution,  and  Sulphate  of  Ammonia 
Production.  Good  Accountant,  and  has  a  knowledge 
of  Shorthand.  Age  25.  First  class  testimonial  and 
references. 

Address  No.  1(1.54,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 


JUNIOR  CLERK, 

WANTED,  immediately,  by  a  Gas  Com¬ 
pany  in  South  Wales,  a  JUNIOR  CLERK.  A 
knowledge  of  Bookkeeping  upon  the  Double-entry 
System  and  the  Accounts  of  a  Gas-Fittings  Department 
indispensable. 

.Applications,  stating  age,  qualifications,  where  now 
employed,  and  giving  references  as  to  character  and 
ability,  to  be  addressed  (before  the  12th  inst.),  in  the 
first  place,  to  No.  1655,  care  of  Mr.  King,  11,  Bolt 
Court,  Fleet  Street,  E.C. 

FOREMAN  STOKER. 

WANTED,  an  intelligent  young  Man, 

capable  of  producing  best  results,  and  used  to 
Shovel  Charging.  Wages  26s.  per  week,  with  House, 
Rent,  Gas,  and  Water  free. 

Apply,  in  own  writing,  to  No.  1653,  care  of  Mr.  King, 
11,  Bolt  Court,  Fleet  Street,  E.C. 

WANTED,  a  Second-hand  “Otto” 

GAS-ENGINE,  in  good  working  order. 

Give  size  and  full  particulars,  and  state  lowest  price, 
to  R.  S.,  care  of  C.  Birchali,  Advertising  Agent, 
Liverpool. _ _ 

WANTED,  80  to  100  Gas  Columns  and 

LANTERNS. 

Send  particulars,  with  Sketch,  Weight,  and  Price, 
delivered  at  Woodlcsford,  to  Manager,  Eshaldwell 
Brewery,  Woodlesford,  near  Leeds. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “ Eirwal,  London.’* 

Alex.  WRIGHT  &  Co.,  55,  55a,  and  56 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address:  “PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

***  See  Advertisement  on  Page  III.  of  the  Wrapper  of 
this  week’s  issue. 


C.  HOLMES  &  Co.,  Huddersfield, 

”  ■  •  and  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete,  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &o..  Improved  Valves,  Engines,  and  Exhausters. 
A'so  for  Collingwood’s  Regenerative  Retort-Settings. 

See  Advertisement  p.  784  of  last  week’s  issue. 
Cablegrams  :  ’’  Ignitor  London.  ”  Telegrams :  ’’  Holmes 
Huddersfield.” 


ACETATE  OP  LEAD  BOOKS. 

rriEST  Papers  and  Solutions  for  Gas- 

^  Works  prepared  by  R.  D.  Gibbs,  Summerfield 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. 


PARTNERSHIP. 

An  Old-Established  Firm  of  Gas  Engi¬ 
neers  and  Contractors,  in  consequence  of  extended 
business,  offer  an  opening  for  a  PARTNER  with 
moderate  capital. 

Address  P.  A.,  Box  6002,  Sell’s  Advertising  Offices, 
London. _ 

For  SALE— Experimental  Coal-Testing 

APPARATUS  (Second-hand). 

For  particulars  and  price,  apply  to  Hutchinson 
Brothei  s,  Barnsley. 


GAS  SHARES  IN  THE  ENFIELD  GAS 
COMPANY. 


NEW  ISSUE  OP  SHARES  BY  ORDER  OP  THE 
DIRECTORS. 

Mr.  ALFRED  RICHARDS  will  Sell 

by  Auction  at  the  George  Hotel,  Enfield  Town, 
on  Wednesday,  Nov.  14, 1888,  at  Six  for  Seven  o’clock 
precisely  in  the  evening,  in  lots  of  10  shares  each,  200 
£10  FULLY  PAID  SHARES  (maximum  dividend  7  per 
cent.,  now  paying  6  per  cent.)  in  the  ENFIELD  GAS 
COMPANY. 

Particulars  may  be  obtained  of  Mr.  J.  Purdey, 
Enfield  Town,  and  of  the  Auctioneer,  Tottenham, 
and  8,  New  Broad  Street,  E.C. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street,  London,  E.C. 

SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS,  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OF  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 


JOHN  RILEY  &  SONS,  Chemical  Manu 

facturers,  Hapton,  near  Accrington,  are  MAKERS 
of  SULPHURIC  ACID,  from  Brimstone,  for  Sulphate 
of  Ammonia  making.  Highest  percentage  of  Sulphate 
of  Ammonia  obtained  from  tliie  use  of  this  Vitrol. 
References  given  to  Gas  Companies. 


(By  Order  of  the  Royal  College  of  Surgeons.) 

CRYSTAL  PALACE  DISTRICT. 


SALE  OF  GAS  SHARES. 

THURGOOD  and  MAR'TIN  have  received 

instructions  to  Sell  by  Auction,  at  the  Auction 
Mart,  Tokenhouse  Yard,  E.C.,  on  'J  hursday,  the  6th  of 
December,  1888,  at  Two  o’clock  precisely,  in  219  lots  cum 
dividend,  £24,780  in  the  STOCK  OF  THE  CRYSTAL 
PALACE  DISTRICT  GAS  COMPANY,  producing 
Dividends  at  the  rate  of  10  per  cent.,  7  per  cent.,  and 
6  per  cent,  respectively;  also  375  £6  FULLY  PAID 
7  PER  CENT.  SHARES  in  the  Capital  of  the  same  Com¬ 
pany,  which  is  a  specially  safe  and  easy  investment  for 
large  or  small  sums,  the  dividends  being  secured  against 
fluctuation  by  ample  Reserve  and  Insurance  Funds,  and 
the  increasingly  profitable  district  of  the  Company. 

Particulars  and  Conditions  of  Sale  may  be  bad  of 
Messrs.  Wilde,  Beroer,  and  Moore, ‘21,  College  Hill, 
E.C.,  Solicitors ;  at  the  Place  of  Sale  ;  and  of  the 
AUCHONEERS,  27,  CHANCEBY  LiNE,  W.C. 


TENDERS  FOR  TAR. 

The  Huyton  and  Roby  Gas  Company 

are  prepared  to  receive  TENDERS  for  surplus 
TAR  made  at  their  Works  at  Huyton  Quarry  during 
the  year  ending  the  31st  of  October,  1889. 

The  probable  quantity  will  be  about  120  tons,  and 
will  be  delivered  into  the  Contractors’  Railway  Tank- 
Wagons  at  Huyton  Quarry. 

Sealed  tenders,  addressed  to  the  undersigned,  and 
endorsed  ’’  Tender  for  Tar,”  to  be  sent  iu  on  or  before 
the  10th  of  November  next. 

By  order, 

Fred.  Pritchard, 

Secretary  and  Manager. 
Gas  Offices,  Huyton  Quarry,  Oct.  30, 1888. 


The  Corporation  of  Middleton  are  pre* 

pared  to  receive  TENDERS  for  the  Supply  of 
about  800  yards  of  3-ineh,  600  yards  of  4-inch,  and  600 
yards  of  6-inch  TURNED  AND  BORED  GAS  MAINS. 

Full  particulars  and  specification  may  be  obtained 
on  application  to  Mr.  Hartley,  Gas  Manager,  Middleton. 

Tenders  addressed  to  the  Chairman  of  the  Gas  Com¬ 
mittee,  endorsed  “Tender  for  Mains,”  to  be  delivered 
at  my  Office,  on  or  before  the  17th  of  November,  1888. 

The  Corporation  do  not  bind  themselves  to  accept 
the  lowest  or  any  tender. 

Frederick  Entwistle,  Town  Clerk. 
Town  Clerk’s  Office,  Middleton, 

Near  Manchester,  Oct.  31, 1888. 


BOROUGH  OF  BARROW-IN-FURNESS. 


TAR  AND  AMMONIACAL  LIQUOR. 

The  Corporation  are  prepared  to  receive 

TENDERS  for  the  purchase  of  the  surplus  TAR 
and  AMMONIACAL  LIQUOR  produced  at  their  Gas- 
Works  from  the  Ist  of  January  next  to  the  Slst  of 
March,  1890. 

Approximate  quantity:  Tar,  850  tons;  Liquor,  1800 
tons— delivered  into  Contractors’  Tank-Wagons  at  the 
Gas-Works  Siding. 

Tenders  for  Tar  to  be  at  per  ton  ;  tenders  for  Liquor 
to  be  at  per  ton  of  various  strengths — viz.,  4J,  5,  5J,  and 
6  degrees  of  Twaddel’s  Hydrometer  when  tested  at  a 
Temperature  of  60”  Fahr. 

Any  further  information  may  be  obtained  on  applica¬ 
tion  to  Mr.  W.  Fergusson,  Manager,  Gas  and  Water 
Works,  Barrow-in-Furness. 

Sealed  tenders,  addressed  to  the  Chairman  of  the  Gas 
and  Water  Committee,  and  endorsed  “Tender  for  Tar 
and  Liquor,”  to  be  delivered  at  the  Town  Clerk’s  Office, 
on  or  before  the  20th  inst. 

The  highest  or  any  tender  not  necessarily  accepted. 
By  order, 

C.  F.  Preston,  Town  Clerk. 
Town  Hall,  Barrow-in-Furnass,  Nov.  1,  1888, 
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THE  GAS  INSTITUTE  TRANSACTIONS  FOR  1888. 

The  issue  of  the  volume  containing  the  Transactions  of  The 
Gas  Institute  for  1888  is  an  event  that  calls  for  some  com¬ 
ment,  especially  in  view  of  the  fact  that  the  “  transactions  ” 
— using  the  word  in  the  ordinary  meaning,  as  distinct  from 
the  special  sense  in  which  it  is  employed  as  the  English 
equivalent  for  the  French  term  Compte  Bendii — of  the  Insti¬ 
tute  for  the  current  year  are  not  such  as  many  of  the 
members  can  regard  with  particular  satisfaction.  A  melan¬ 
choly  interest  attaches  to  the  records  of  a  moribund  association, 
such  as  The  Gas  Institute  has  become  since  the  meeting  the 
doings  at  which  constitute  the  bulk  of  the  contents  of  the  book 
before  us.  Before  going  into  this  part  of  the  subject,  how¬ 
ever,  it  will  only  be  fair  to  the  authors  of  the  published  papers 
that  notice  should  be  taken  of  the  volume  as  a  contribution 
to  the  literature  of  the  gas  industry.  It  is  commonly  found 
that  papers  which  are  not  very  striking  when  read,  look  very 
well  as  afterwards  printed  and  bound  up  with  the  appropriate 


illustrations  and  diagrams.  A  mass  of  useful  information  is 
occasionally  presented  by  collected  communications  upon 
technical  matters,  which  can  never  liaveformed  lively  reading  ; 
while,  on  the  other  hand,  the  telling  speech  of  the  popular 
orator  or  humorist  of  the  assembly,  the  delivery  of  which 
was  marked  by  almost  continuous  applause  or  laughter  from 
the  delighted  auditory,  is  often  seen  in  all  its  shallowness 
when  reduced  to  the  cold  page,  and  readers  who  well  re¬ 
member  its  effect  upon  themselves  and  others  wonder  how 
they  could  have  been  so  moved.  While  we  cannot  be  in¬ 
duced,  by  perusal  of  the  contents  of  this  volume  of  Trans¬ 
actions,  to  reverse  the  opinion  formed  at  the  time,  that  the 
papers,  as  a  whole,  fell  distinctly  below  what  might  have  been 
expected,  we  are  free  to  admit  that  there  are  some  among 
them  that  will  be  found  most  useful  for  reference  by  students 
of  modern  gas  engineering.  It  is  no  part  of  our  office  to 
discriminate  between  these  memoirs,  and  state  our  opinion 
respecting  their  comparative  excellence.  To  do  this,  as  the 
Council  have  to  do  it  every  year,  is  sometimes  a  rather  in¬ 
vidious  task ;  and  we  would  rather  that  all  the  writers 
should  be  recompensed  than  that  any  of  them  should 
feel  slighted.  There  is  this  satisfaction  for  the  writer  of  a 
good  paper  that  does  not  happen  to  be  appreciated  by  its 
official  judges — helms  himself  derived  more  good  from  the 
composition  than  can  be  conferred  upon  him  by  an  outside 
agency.  This  is,  after  all,  the  great  benefit  of  technical 
societies  like  The  Gas  Institute.  Besides  the  educational 
value  for  students,  of  the  contributions  to  literature  which  it 
may  be  the  means  of  evoking  from  its  members,  there  is  the 
greater  good  done  to  the  members  themselves  who  prepare  and 
discuss  these  communications.  A  man  who  belongs  to  a  society 
of  this  kind,  and  never  either  prepares  a  paper  or  takes  part  in 
discussing  papers  prepared  by  his  brethren  in  the  industry, 
misses  the  greater  part  of  the  benefit  of  membership.  ^  We 
do  not  say  that  a  member  should  be  perpetually  writing 
papers  and  speaking  ;  for  there  are  few  who  incline  to  this 
practice  whose  voice  does  not  become  hollow  and  lightly 
esteemed  after  a  time.  There  is,  of  course,  no  possible 
laying  down  of  rules  as  to  how  often  or  how  much  a  pio- 
fessional  man  may  write  and  speak  without  incurring  the 
reproach  of  being  more  of  a  talker  than  a  worker,  borne 
men’s  experience  is  so  much  richer  and  wider  than  that  of 
others,  as  their  gifts  of  exposition  are  greater.  One  man 
may  talk  for  an  hour  and  only  give  an  insight  into  the  depth 
of  his  knowledge  ;  another  will  “  pump  himself  dry  in  ten 
minutes.  The  only  rule  that  can  be  regarded  as  generally 
applicable  to  these  matters  is  that  while  no  man  should 
either  take  pen  in  hand  or  open  his  mouth  in  a  meeting 
miless  he  has  something  to  say,  no  man  should  refrain  from 
expressing  his  opinions  and  giving  his  experience  when  the 
proper  occasion  arises.  Beading,  Lord  Bacon  has  observed, 
makes  a  full  man,  writing  an  exact  man,  and  reflection  a 
wise  man.  It  is  good  for  a  man  to  be  in  the  way  of  becoming 
full,  exact,  and  wise.  Lord  Beaconsfield  said  that  the  best 
incentive  to  learning  all  about  a  subject  was  to  write  a  book 
upon  it.  This  is  only  a  restatement  of  the  great  Verulam  s 
observation,  and  a  confirmation  of  its  truth.  No  man  e\er 
yet  wrote  a  technical  paper  of  any  value  without  learning 
more  about  liis  subject  than  he  knew  before  ;  and  this  is  the 
true  reward  of  such  labour. 

The  volume  of  Gas  Institute  Transactions  contains  the  two 
papers,  by  Dr.  William  Wallace  and  Mr.  George  Livesey 
respectively,  which  were  taken  as  read  at  the  meeting.  All 
the  other  papers  have  been  sufficiently  discussed  in  the 
Journal  ;  but  we  must  devote  a  little  attention  to  these  com¬ 
munications.  The  work  of  Dr.  Wallace  acquires  additional 
interest  as  being  the  last  production  of  the  kind  of  its 
talented  and  respected  author,  whose  recent  death,  noticed 
at  greater  length  elsewhere,  is  a  loss  to  the  science  of  gas 
lighting  that  will  not  be  easily  made  good.  It  deals  with 
the  effect  of  temperature  upon  the  quality  of  gas  produced 
from  the  same  coal  at  different  seasons  of  the  year;  and  it 
shows,  from  an  example  that  occurred  in  the  author  s  prac¬ 
tice  as  a  gas  analyst,  that  caniiel  coal  carbonized  in  the 
summer  months  possesses  higher  illuminating  power  than 
during  the  winter.  The  difference  with  a  cannel  of  vm-y 
constant  chemical  composition,  and  yielding  gas  averaging 
30-candle  power,  was  as  much  as  2 ’77  candles  between  the 
monthly  averages.  The  richer  the  gas,  the  greater  would  be 
the  difference ;  while  with  gas  made  wholly  from  common 
coal,  scarcely  any  such  difference  would  be  traceable. 
Although  the  author  does  not  say  so  in  as  many  words,  his 
connection  of  the  fall  of  temperature  with  the  poverty  of  the 
gas,  which  he  admits  had  to  travel  for  a  considerable  distance 
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in  the  mains  leading  to  the  testing  station,  indicates  with  suffi¬ 
cient  clearness  that  the  illuminating  power  was  brought 
down  in  consequence  of  this  cold  transit.  To  complete  the 
paper,  therefore,  it  would  be  necessary  to  know  what  was  the 
nature  and  quantity  of  the  condensation  in  the  syphon-boxes 
for  the  different  periods  mentioned  in  the  text. 

Mr.  George  Livesey’s  paper  on  “  Commissions  ”  deals  with 
an  extremely  unpleasant  subject,  but  nevertheless  one  that 
must  not  be  ignored.  It  cannot  be  said  that  the  time  that 
has  elapsed  since  the  Institute  meeting  has  brought  out 
anything  to  render  this  matter  of  less  importance.  In 
writing  his  paper,  Mr.  Livesey  declares  that  he  sought  to 
place  on  record  the  protest  of  members  of  the  Institute 
against  the  stigma  that  had  been  put  upon  them  as  a  class  ; 
and  it  is  rather  a  pity,  if  the  protest  was  to  be  made  at  all, 
that  it  was  not  done  in  a  more  public  way.  For  this,  how¬ 
ever,  the  author  of  the  paper  is  not  responsible.  He  did  his 
best  to  state  the  matter  clearly,  and  trace  the  evil  to  its 
source ;  and  while  recognizing  the  advisability  of  such  a 
revision  of  the  law  as  would  make  corruption  less  easy  and 
excusable,  Mr.  Livesey  laid  stress  upon  the  superior  benefit 
of  an  elevation  of  moral  tone  which  should  render  such 
offences  impossible.  It  cannot  be  denied  that  a  sharp  division 
of  opinion  has  prevailed  respecting  the  policy  of  such  papers. 
Certain  members  of  the  Institute  thought  that  some  such 
protest  should  be  made  public  ;  while  others,  equally  honest, 
regarded  the  evil  in  question  as  a  mere  manifestation  of 
Original  Sin,  and  as  little  amenable  to  preaching  or  protesta¬ 
tion  as  that  other  evil  to  which  the  term  “  social  ”  is  prefixed 
as  a  special  distinction.  Others,  again,  may  have  wished  to 
hush  up  the  subject  for  more  exclusively  personal  reasons. 
One  cannot  argue  between  all  these  conflicting  views.  As  a 
matter  of  fact,  the  paper  was  not  read  ;  but  here  it  is  in  the 
Transactions,  for  all  to  read  who  will. 

A  good  deal  of  the  volume  is  taken  up  with  the  record  of 
the  Bray  incident,  which  cannot  be  pleasant  reading,  one 
would  imagine,  even  to  Mr.  Bray  himself,  and  is  certainly  a 
painful  one  for  all  well-wishers  of  the  Institute.  The  record 
as  it  stands  scarcely  presents  the  state  of  affairs  in  such  a 
way  that  they  could  be  understood  without  extraneous 
knowledge.  Thus,  although  in  a  foot-note  to  the  record  of 
the  protest  of  Mr.  Bray  against  the  vote  by  which  he  was 
expelled  from  the  Institute,  it  is  remarked  that  the  Council 
afterwards  submitted  to  the  injunction  moved  for  by  Mr. 
Bray  reinstating  him  in  his  position  as  a  member,  there  is  no 
clear  intimation  of  the  other  consequences  of  this  action.  An 
opportunity  might  have  been  found,  had  it  been  thought 
desirable,  for  stating  that  the  bulk  of  the  old  Council 
resigned  as  the  result  of  this  proceeding  ;  but  what  has  been 
done  is  to  print  the  list  of  those  remaining  in  office  up  to  the 
time  of  going  to  press  with  the  book.  This  has  rather  a 
strange  effect  as  it  stands  ;  for,  whereas  the  list  of  officers  for 
1887-8  is  of  the  usual  imposing  magnitude,  with  Vice- 
Presidents  and  Trustees  in  due  order,  the  short  list  shows 
that  aU  these  dignified  officials,  and  many  more,  had  dropped 
out,  without  explaining  how  this  happened — leaving  this  to 
be  stated  formally  in  next  year’s  report  of  the  Council. 
To  return  to  the  subject  of  the  Transactions  as  a  whole, 
however,  one  cannot  help  wondering  whether  this  volume  is 
destined  to  be  the  last  of  the  series  ;  or,  if  not,  what  the  next 
will  be  like  in  point  of  quality.  Although  the  contents  of 
this  one  are  not  very  striking,  they  might  easily  have  been 
worse.  It  is  to  be  hoped  the  future  has  something  in  store 
which  will  not  cause  us  to  regret  the  Transactions  of  1888. 

THE  GAS  AFFAIRS  OF  HALIFAX;  AND  MR.  ELLIS  LEVER’S 

PROCEEDINGS. 

If  affairs  in  connection  with  the  Halifax  gas  scandal  are  not 
altogether  stagnant,  they  are  developing  much  more  slowly 
than  could  be  wished.  When  last  mentioning  the  subject  in 
these  columns,  a  fortnight  ago,  we  repeated  what  had  been 
reported  to  us  respecting  the  action  expected  to  be  taken  by 
the  Corporation  of  Halifax  against  Mr.  E.  G.  Wrigley  for  the 
return  of  an  alleged  difference  in  value  between  the  coal  con¬ 
tracted  for  and  that  actually  supplied  by  him  to  the  Gas  De¬ 
partment.  No  such  action,  so  far  as  we  can  learn,  has  been 
entered  upon  up  to  the  time  of  going  to  press.  The  Corpora¬ 
tion  have  cancelled  the  contract  with  Mr.  Wrigley,  and  have 
declined  to  receive  any  more  of  the  cannel ;  even  ordering 
him,  as  we  understand,  to  remove  from  their  premises  some 
unloaded  railway  waggons.  This  order  was  disregarded ;  and 
now  we  learn  that  Mr.  Wrigley  intends  to  continue  to  tender 
supphes.  There  must  sooner  or  later  be  an  end  to  this  state 
of  affairs  ;  for  substantial  things  like  waggons  of  cannel 


cannot  be  bandied  about  indefinitely,  like  mere  words  and 
lawyers’  letters.  At  present  the  impression  received  by  an 
onlooker  is  that  the  parties  are  wasting  time  and  im¬ 
perilling  reputation  by  all  this  manoeuvring  to  escape  from 
the  responsibility  of  giving  the  first  blow.  With  regard  to 
the  general  situation,  of  which  Mr.  Wrigley’s  business  with 
the  Gas  Department  is  but  a  portion,  there  is  nothing  satis¬ 
factory  to  be  told.  Mr.  Alderman  Kiley  does  not  seem  to  be 
prepared  to  do  anything ;  and,  from  what  can  be  gathered 
from  the  newspaper  report  of  an  important  town’s  meeting, 
at  which  the  Mayor  attended,  the  local  public  are  persuaded 
that  all  has  not  been  as  it  should  be  in  the  administration  of 
the  gas-works.  Of  course,  the  whole  matter  is  as  yet  in 
such  an  intangible  shape  that  the  facts,  when  they  appear 
in  the  light,  may  well  be  altogether  different  from  the  imagin¬ 
ings  of  angry  ratepayers.  At  present  the  townspeople  firmly 
believe  that  they  have  been  deceived  in  some  way  by  those  to 
whom  they  confided  their  interests;  but  how  and  to  what  extent 
nobody  can  say.  There  cannot  be  a  much  more  uncomfortable 
feeling  than  this,  either  for  a  community  or  an  individual. 
At  the  meeting  referred  to,  the  Mayor  did  not  try  to  allay 
the  prevalent  excitement,  but  distinctly  increased  it  by 
asserting  that  when  the  proper  time  comes  for  him  to  speak 
out  he  will  have  a  monstrous  tale  to  tell.  “  There  has  been 
“  very  great  wrong-doing,”  his  Worship  is  reported  to  have 
said  ;  and  it  is  to  be  hoped  the  public  mind  will  be  pacified 
by  a  full  disclosure  at  the  earliest  possible  moment. 

As  Mr.  Ellis  Lever  has  confessed  to  being  at  the  bottom  of 
this  Halifax  affair,  it  may  be  convenient  to  refer  here  to  his 
recent  performances  at  other  places,  where  he  has  essayed 
the  same  role  of  Champion  of  Purity  and  Disinterested 
Detective  of  Fraudulent  Coal  Contractors.  He  has  withdrawn 
from  the  pursuit  in  the  case  of  Salford,  amid  the  painful 
jeers  of  the  Town  Councillors  whom  he  has  troubled  for  a 
long  time  past.  Would  it  be  stretching  probability  too  far 
to  connect  his  “strategic  movement  to  the  rear ’’with  the 
inconvenient  statements  of  Mr.  James  Ward  respecting  the 
intimate  relations  that  formerly  subsisted  between  Mr.  Lever 
and  Mr.  Samuel  Hunter  ?  The  true  story  of  the  notorious 
connection  and  parting  between  these  two  men  would 
constitute  an  interesting  commentary  upon  Mr,  Lever’s  purity 
campaign.  One  wonders  if  it  was  from  Mr.  Hunter  that 
Mr.  Lever  obtained  that  information  respecting  the  corrup¬ 
tibility  of  gas  managers  and  others,  with  the  display  of  which 
he  has  lately  been  dazzling  the  public  and  getting  admission  to 
the  books  of  Gas  Committees  who  happened  to  be  doing  busi¬ 
ness  with  other  coal  contractors  ;  as  well  as  generally  making 
famous  use  of  it  in  the  way  of  advertisement.  It  was 
in  this  way  that  Mr.  Lever  obtained  the  ear  of  the  Leeds  Gas 
Committee  ;  but  the  result  was  not  a  success  for  himself.  He 
was  allowed  to  pick  specimens  of  the  coal  supplied  by  the 
contractors  to  the  Committee,  and  when  these  were  tested 
by  Mr.  J.  Paterson,  F.C.S.,  of  Warrington,  and  Mr.  Fairley,  of 
Leeds,  the  coal  was  found  to  be  equal  to  sample.  All  his 
trouble  has  consequently  gone  to  give  a  good  repute  to  his 
trade  rivals,  and  to  diminish  his  own  chances  of  getting  upon 
the  list  of  purveyors  to  the  Leeds  Corporation. 

MEETING  OF  THE  SOUTHERN  DISTRICT  GAS  MANAGERS’ 

ASSOCIATION. 

The  Southern  District  Gas  Managers  met  on  Thursday  last, 
under  the  presidency  of  Mr.  James  L.  Chapman,  of  Harrow, 
and  had  a  very  successful  gathering.  The  society  have 
changed  their  place  of  assembly  from  the  Guildhall  Tavern  to 
the  Hotel  Metropole,  greatly  to  the  satisfaction  of  the  members, 
who  have  every  reason  to  thank  their  energetic  Honorary 
Secretary  (Mr.  Jas.  W.  Helps,  of  Croydon)  for  initiating  the 
removal.  Mr.  Geo.  Livesey  read  a  paper  in  which  he  sug¬ 
gested  a  novel  form  of  tank  guide  for  gasholders,  calculated 
to  enable  a  holder  to  preserve  its  stability  with  only  one  tier 
of  guide-rollers.  The  subject  drew  together  a  good  audience, 
and  several  visitors  known  to  be  specially  interested  in  it 
were  present  by  invitation.  Mr.  Gadd,  of  Manchester, 
attended  with  models  illustrative  of  his  patent  spiral 
system  of  guiding  gasholders  ;  and  these  attracted  much 
attention.  The  paper  itself  was  not  very  debateable  ;  but 
there  was  a  good  discussion  on  the  whole  subject  of  the 
guide-framing  of  gasholders,  which  is  undoubtedly  one  of 
the  topics  most  interesting  to  gas  engineers  at  the  present 
time.  Mr.  W.  E.  Price,  of  Hampton  Wick,  also  read  a  paper 
upon  the  obstacles  that  commonly  stand  in  the  way  of 
increasing  the  popular  use  of  gas,  and  the  methods  for  over¬ 
coming  them.  It  was  a  good  paper,  and  served  to  introduce 
the  author’s  very  ingenious  prepayment  meter.  All  discussions 
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of  this  subject  take  the  same  line ;  and  consequently  the 
debate  on  Thursday  in  London  might  have  been  a  continua¬ 
tion  of  that  on  Mr.  Lewis’s  paper,  which  occupied  the  mem¬ 
bers  of  the  Midland  Association  at  their  recent  meeting,  and  a 
report  of  which  appears  elsewhere.  With  regard  to  the  pre¬ 
payment  meter,  it  is  possible,  as  hinted  by  the  author,  that  a 
use  may  be  found  for  this  apparatus  independently  of  that 
hitherto  contemplated.  The  original  purpose  of  these 
machines  was  to  place  gas  at  the  command  of  the  cottage 
class  of  consumers  ;  but  they  may  be  found  very  useful  for 
checking  the  supply  of  gas  to  cooking-stoves,  which  in  most 
households  are  accused  of  making  away  with  a  good  deal  of 
gas.  Servants  are-  prone  to  be  careless  of  the  boiling-burners 
(which  are  large  and  apt  to  be  extravagant),  unless  properly 
looked  after.  While  the  meter  is  silently  recording  the  con¬ 
sumption  without  distinguishing  that  which  is  really  useful 
from  the  waste,  the  householder  has  to  wait  until  the  end  of 
the  quarter  before  he  can  learn  what  has  been  going  on.  All 
this  would  be  changed,  however,  if  a  prepayment  meter  were 
prefixed  to  the  stove.  It  might  then  be  found  practicable  to 
make  the  cook  an  allowance  of  money,  and  insist  upon  her 
paying  for  her  own  gas,  which  would  be  a  long  stride  in  the 
direction  of  economy. 

THE  LONDON  COAL  DUES  AND  THE  METROPOLITAN  BOARD 

OF  WORKS. 

The  Metropolitan  Board  of  Works  and  the  Corpoi'ation  of  the 
City  of  London  have  given  the  usual  intimation  of  their 
intention  to  promote  a  Bill  in  Parliament  next  session  for 
securing  the  renewal  of  the  Coal  and  Wine  Dues,  with  such 
modifications,  limitations,  and  provisions  as  to  the  applica¬ 
tion  of  the  revenue  derivable  from  the  dues  as  Parliament 
may  think  fit  to  impose.  This  action  is,  of  course,  the 
forlornest  of  forlorn  hopes  ;  indeed,  there  can  be  no  hope 
about  it,  but  the  custodians  of  the  public  purse  of  the  Metro¬ 
polis  probably  feel  called  upon,  as  a  matter  of  duty,  to  take 
every  measure  in  their  power  to  retain  this  money.  The 
interest  of  the  Metropolitan  Board  and  of  the  City  Corpora¬ 
tion  in  the  dues  is  not  at  all  the  same.  Long  before  the 
matter  can  come  under  the  consideration  of  Parliament,  the 
Board  will  have  ceased  to  exist,  while  the  Corporation  will 
be  as  lively  as  ever.  The  London  County  Council  will  have 
to  deal  with  the  taxation  and  expenditure  of  the  Metropolis 
outside  the  City  boundary ;  and  it  is  preferable  that  they 
should  start  without  any  of  that  extraneous  pecuniary  resource 
that  helped  to  render  the  old  Board  independent  of,  and  con¬ 
sequently  indifferent  to  the  ratepayers.  The  Metropolitan 
Board  are  endeavouring  to  die  with  dignity  ;  but  they  find  it 
hard  to  do  so  amid  their  numerous  trials.  There  was  an  un¬ 
seemly  dispute-last  Friday  over  the  appointment  of  Chairman. 
Lord  Magheramorne  has  held  the  office  for  seventeen  years, 
and  it  has  not  been  his  fault  if  the  latter  days  of  the  Board 
have  come  under  a  cloud.  If  only  as  acompliment  to  a  veteran 
public  servant,  the  re-election  of  his  Lordship  should  have  passed 
as  a  matter  of  course.  It  was  not  so,  however  ;  for  a  member  of 
the  Board,  who  did  not  find  a  seconder,  took  occasion  to  throw 
a  good  deal  of  “  mud  ”  at  the  Chairman.  The  performance 
was  so  gratuitous,  and  the  justification  offered  so  utterly  in¬ 
significant,  that  it  leaves  the  greater  regret  that  it  was  not 
omitted,  and  so  much  the  more  peace  and  dignity  secured 
for  these  latter  days  of  the  Board.  With  regard  to  the 
scandals  that  have  come  to  light  respecting  the  action  of 
some  officers  and  members  of  the  body,  it  should  be  recorded 
that  an  interim  report  of  the  Royal  Commission  has  been 
presented,  and  proceeds  upon  the  lines  long  since  accepted 
by  public  opinion.  That  some  of  the  members  and  officials 
have  acted  unbecomingly,  to  say  the  least  of  it,  is  universally 
held  to  have  been  proved ;  but  nobody  suspects  the  great 
majority  of  members  or  officials  of  wrong-doing.  It  is  pos¬ 
sible  that  all  the  corruption  that  has  existed  in  connection 
with  Spring  Gardens  was  not  unearthed  by  the  Royal  Com¬ 
mission  ;  but  the  work  of  exposure  and  purification  has  been 
fairly  done,  so  far  as  it  has  gone.  Nobody  denies  that,  during 
the  32  years  of  its  existence,  the  Board  has  done  a  vast 
amount  of  useful  work  ;  and  if  the  cost  has  been  heavy,  there 
has  been  something  to  show  for  the  money.  It  might  have 
been  wished  that  its  career  could  have  terminated  without 
the  disgrace  that  a  few  unworthy  men  have  brought  upon  it ; 
but  the  warning  may  prove  worth  its  cost  if  it  keeps  the 
Board’s  more  powerful  successor  from  similar  troubles. 
Having  regard  to  the  popular  view  of  the  Board  at  the  pre¬ 
sent  time,  it  would  be  wise  for  the  retiring  members  to  leave 
the  County  Council  to  other  hands,  by  not  offering  them¬ 
selves  for  election. 


WiRitx  anb  Sanitary  Affairs. 

The  public  have  scarcely  had  time  to  appreciate  the  logic  of 
the  legal  decision  which,  in  effect,  perpetuates  the  pollution 
of  the  Thames  at  Staines,  when  they  are  treated  to  another 
shock  in  connection  with  what  is  being  done  at  Weybridge. 
Under  the  alarming  head-line,  “  Proposalto  Poison  the  Water 
“  Supply  of  London,”  our  contemporary  the  Morning  Post 
has  published  a  letter  from  Sir  Patrick  Colquhoun  which 
certainly  demands  attention.  It  is  asserted  that  the  parish 
authorities  at  Weybridge  have  initiated  a  scheme  for  dis¬ 
posing  of  their  sewage  by  ”  collecting  the  raw  material  into 
“  tanks,  and  clarifying  it  by  some  chemical  process.”  So  far, 
well  and  good  ;  but  it  is  said  that  the  effluent  is  to  be  poured 
into  the  river  within  a  few  hundred  yards  of  the  intakes 
of  the  five  Water  Companies  which  draw  their  supplies  from 
the  river  for  the  purpose  of  serving  the  South-Western  dis¬ 
tricts  of  the  Metropolis.  It  seems  incredible  that  it  should 
be  thought  right  for  two  small  and  comparatively  obscure 
parishes,  such  as  Weybridge  and  Shepperton,  to  enter  upon 
a  course  so  detrimental  to  the  interests  of  millions  of  the 
inhabitants  of  London.  We  cannot  doubt  that  means  will 
be  found  to  place  a  veto  upon  a  scheme  which,  upon  the  face 
of  it,  is  preposterous.  In  the  first  place,  it  is  matter  for  the 
consideration  of  the  Conservators,  who  receive  an  annual  con¬ 
tribution  of  £5000  a  year  from  the  Water  Companies,  under 
certain  guarantees  for  maintaining  the  purity  of  the  water. 
It  would  be  strange  indeed  if,  after  the  activity  displayed  in 
abating  the  house-boat  nuisance,  it  should  be  found  neces¬ 
sary  to  submit  to  the  wholesale  method  of  pollution  which 
the  wise  men  of  Weybridge  have  deliberately  proposed  to 
bring  about— heedless  of  the  peril  and  injury  which  their 
scheme  would  inflict  on  other  people.  Sir  Patrick  Colqu¬ 
houn  has  done  well  in  directing  public  attention  to  so 
scandalous  a  suggestion.  There  are,  as  he  remarks,  two 
other  authorities  besides  the  Conservators  to  be  looked  to  as 
having  some  measure  of  responsibility  in  the  matter — 
namely,  the  Government  and  the  Water  Companies.  We 
cannot  believe  that  the  former  will  show  any  remissness  in 
a  matter  of  such  vital  interest  and  importance  to  the  com¬ 
munity.  In  regard  to  the  Water  Companies,  it  is  certain 
that  they  will  spare  no  effort  and  no  expense  in  protecting 
their  own  interests — -which,  in  this  instance,  are  identical 
with  those  of  their  customers. 

The  annual  report  of  the  Local  Government  Board,  which  is 
unusually  late  this  year  in  making  its  appearance,  is  remark¬ 
able  for  the  amount  of  attention  which  it  bestows  on  the 
subject  of  the  Metropolitan  Water  Supply.  The  most  criti¬ 
cal  part  of  the  official  record  is  that  which  relates  to  the 
extent  of  the  resources  at  the  command  of  the  Companies 
for  the  purpose  of  supplying  water  to  the  districts  they  serve. 
This  question  is  materially  affected  by  the  increase  of  the 
population  on  the  outskirts  of  the  Metropohs,  and  the  con¬ 
sequent  rapid  addition  to  the  customers  of  the  Companies. 
The  average  population  taking  supplies  last  year  amounted 
to  very  nearly  5,400,000  persons  ;  and  the  growth  goes  on  at 
a  rate  varying  from  100,000  to  130,000  as  the  yearly  increase 
of  the  population  dependent  on  the  Companies  for  their  supply 
of  water.  The  summer  of  last  year  (1887)  was  of  a  remark¬ 
able  character,  and  calculated  to  put  the  existing  provision 
to  a  severe  test.  In  the  week  of  maximum  supply,  the  East 
London  Company  distributed  on  an  average  about  45  million 
gallons  of  water  daily.  Although  this  was  the  amount  of 
the  supply,  the  present  Water  Examiner,  General  Scott,  does 
not  consider  it  was  the  maximum  demand  ;  complaints  being 
made  that  the  supply  was  insufficient,  the  constant  service 
being  interfered  with,  and  many  of  the  houses  being  without 
cisterns  for  storeage.  Taking  what  he  designates  “  the  re- 
“  stricted  maximum  of  1887  ”  as  the  basis  of  his  calculation. 
General  Scott  proceeds  to  show  that,  allowing  for  increase  of 
population,  the  East  London  Company  would  have  to  supply 
a  maximum  of  62  million  gallons  daily  in  1892,  presuming 
that  year  to  be  as  dry  as  1887.  On  this  is  founded  another 
conclusion — namely,  that  under  these  circumstances  the  Com¬ 
pany  would  require  to  obtain  from  some  source  or  sources 
other  than  the  Lea  and  their  immense  reservoirs,  something 
like  22  million  gallons  per  day.  The  other  sources  naturally 
evoked  consist  of  the  Thames  and  wells.  If  the  quantity 
taken  from  the  Thames  is  kept  within  the  present  statutory 
limit  of  10  million  gallons  daily,  as  much  as  12  million 
gallons  will  be  required  from  the  wells.  The  wells  of  the 
New  River  Company  are  said  to  yield  about  14  million 
gallons  per  day ;  and  General  Scott  declares  that  this 
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ought  to  be  increased,  to  17  million  gallons  in  1892, 
should  a  drought  then  prevail.  Adding  this  to  the  estimated 
requirements  of  the  East  London  Company,  it  appears  that 
the  wells  altogether  must  yield  as  much  as  29  million  gallons 
daily.  We  are  told  that  it  becomes  “  a  matter  for  serious  con- 
“  sideration  ”  whether  such  a  “  supply  can  be  obtained,  and, 
“if  it  is,  whether  the  River  Lea  will  not  materially  suffer 
“  by  the  interception  of  the  springs  which  feed  it.”  Hence 
w^e  read  :  “  On  a  general  review  of  the  whole  circumstances,  it 
“  seems  evident  that  the  question  of  the  water  supply  of  the 
“  North  and  East  of  London  has  entered  a  critical  stage.” 
We  are  further  warned  that  an  “  authoritative  examination  ” 
of  the  prospects  of  the  population  thus  situated  “  cannot  with 
“  safety  be  much  longer  delayed.” 

The  year  1892  may  not  be  a  dry  one ;  and  the  danger- 
may  thus  be  postponed.  But  if  General  Scott’s  anticipations 
are  based  on  adequate  data,  there  is  reason  for  husbanding 
the  jrresent  resources  with  the  utmost  care.  It  is  to  be 
regretted  that  the  Southwark  and  Vauxhall  Company  have 
failed  to  find  the  lower  greeirsand  at  Streatham.  The 
remarks  of  General  Scott  extend  to  more  than  the  East 
London  and  New  River  Compairies.  He  does  not  appear  to 
have  any  immediate  anxiety  as  to  the  Thames,  providing 
certain  irreasures  are  adopted.  As  for  the  Kent  wells,  he 
thinks  they  should  be  carefully  watched.  The  Local 
Government  Board,  in  referring  to  the  statements  of 
General  Scott,  express  an  apprehension  that  it  may  become 
necessary  before  long  to  consider  how  the  existing  sources 
of  supply  in  respect  to  at  least  some  of  the  Metropolitan 
Companies  “  can  be  supplemented  from  other  soui'ces 
“  outside  the  watersheds  of  the  Thames  and  the  Lea.” 
General  Scott  estimates  that  if  1892  proves  a  dry  year, 
the  maximum  daily  supply  needed  for  London  will 
then  amount  to  224  million  gallons ;  reckoning  for  the 
whole  of  the  area  included  in  the  territory  of  the  Metropolitan 
Water  Companies.  It  is  certain  that  the  demand  for 
water  in  “Greater  London”  is  growing  enormously; 
and  this  circumstance  is  illustrated  by  the  fact  that,  while 
the  population  of  “  London  proper  ”  has  risen  by  less  than 
400,000  since  1881;  that  supplied  by  the  Water  Companies 
has  risen  by  more  than  800,000  in  the  same  period. 
General  Scott,  desirous  that  the  supply  shall  in  every 
instance  be  both  abundant  and  pure,  evidently  regrets  the 
rejection  of  the  Bill  of  the  Grand  -Junction  Company  during 
the  present  year,  and  hopes  for  its  revival,  with  such  modifi¬ 
cations  as  may  render  it  acceptable.  Satisfaction  is  expressed 
at  the  considerable  advance  made  in  the  extension  of  the 
constant  supply  during  1887.  Credit  is  given  to  the  Com¬ 
panies  for  their  volmitary  action  in  this  matter  ;  the  general 
rule  being  that  neither  the  Local  Authorities  nor  the  inhabi¬ 
tants  take  the  initiative.  The  action  of  the  Companies  leads 
to  the  belief  that,  on  the  whole,  the  constant  supply  is  con¬ 
ducive  to  economy  in  the  use  of  water.  The  practical  value 
of  Deacon’s  waste-water  meters  is  recognized  in  relation  to 
this  part  of  the  subject.  As  to  finance,  Mr.  Allen  Stoneham 
shows  that  the  increase  in  the  net  water-rental  of  the  Metro¬ 
politan  Water  Companies  last  year  was  £40,814  ;  or  more 
than  in  either  of  the  two  preceding  years,  and  about  the  same 
as  in  1884. 


Presentation  to  Mr.  C.  Bird,  of  Rochester. — Last  Friday 
week,  Mr.  C.  Bird,  who  has  been  in  the  service  of  the  Rochester 
Gas  Company  for  a  period  of  48  years,  was  presented  by  the 
emploijfs  with  his  portrait  (a  life-size  photograph),  as  a  testimony 
of  their  esteem. 

Death  of  Mr.  E.  Thorman. — We  regret  to  hear  of  the  loss 
just  sustained  by  Mr.  E.  H.  Thorman,  the  Engineer  and  Manager 
of  the  West  Ham  Gas  Company,  in  the  death  of  his  eldest  son, 
Mr.  E.  Thorman,  Engineer  of  the  Malta  and  Mediterranean  Gas 
Company,  which  occurred  suddenly  on  Tuesday  last,  at  Patras, 
Greece,  where  he  was  engaged  in  inspecting  one  of  the  Company’s 
stations.  The  deceased  was  in  his  48th  year. 

Mr.  Ellis  Lever  and  the  Leeds  Gas  Coal  Contracts. — The 
Secretary  of  the  Gas  Department  of  the  Leeds  Corporation  (Mr. 
James  Lupton)  has  forwarded  the  following  statement  to  the  local 
papers : — “  The  Sub-Investigation  Committee  of  the  Gas  Commit¬ 
tee,  along  with  Mr.  Ellis  Lever,  Mr.  J.  Paterson  (of  Warrington), 
the  Analyst  appointed  by  him,  and  Mr.  Fairley  (of  Leeds),  attended, 
on  the  7th  inst.,  at  the  Meadow  Lane  Gas-Works,  where  the 
alleged  inferior  coal  picked  out  by  Mr.  Lever  was  thoroughly  tested 
in  the  presence  of  all  the  parties  concerned.  A  joint  report  was 
drawn  out  by  the  two  Analysts,  showing  that  the  coal  was  really 
equal  to  sample.  Mr.  Lever  and  all  the  gentlemen  present  ex¬ 
pressed  their  complete  satisfaction  with  the  accuracy  of  the  tests, 
and  the  perfect  fairness  with  which  the  same  had  been  conducted. 
Full  reports  will  be  published  in  due  course,  after  the  meeting  of 
the  Gas  Committee.” 
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GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  858.) 

The  past  week  has  been  rather  a  dull  one  for  the  Stock  Exchange. 
There  was  no  incident  of  special  importance  calculated  to 
depress  the  markets ;  but  they  all  seemed  to  go  heavily,  and 
nothing  would  rouse  them.  The  condition  of  the  Money  Market, 
with  gold  still  going  out,  also  helped  to  keep  down  prices. 
The  Gas  Market,  however,  has  naturally  been  anything  but 
stagnant,  and  was  especially  active  in  the  earlier  part  of  the  week. 
Dealings  in  Gaslight  “  A  ”  have  been  extensive.  We  ventured  last 
week  to  express  the  opinion  that  a  recovery  in  price  was  not  im¬ 
probable  ;  and  the  expectation  has  already  been  to  some  extent 
realized.  An  attempt  was  made  to  run  the  stock  down  still  lower 
on  Tuesday  ;  and  it  was  done  at  -244.  But  from  that  point  it  at 
once  recovered ;  and,  getting  steadily  firmer,  was  marked  on 
Saturday  at  248 — the  best  price  of  the  week.  The  quotation  has 
risen  14.  During  this  time  the  “  H  ”  stock  has  not  moved  at  all. 
The  4  per  cent,  debentures  have  receded  1 ;  but  even  now  they 
stand  proportionately  much  higher  than  the  other  debenture  stocks. 
This  movement  must  be  wholly  independent  of  any  electric 
agency.  South  Metropolitan  “  A”  has  been  steady;  but  the  “  B  ” 
has  come  in  for  some  hostility.  Both  these  stocks  stand  high  as 
compared  with  the  other  two  Metropolitan  Companies.  Commer¬ 
cial  old  has  fallen  2,  for  no  other  reason  that  we  can  imagine  than 
that  some  nervous  proprietor  will  insist  upon  selling  his  goods 
cheap.  We  suppose  that  if  there  be  any  one  of  the  three  Metropolitan 
Companies  which  has  less  than  the  others  to  fear  from  electricity, 
it  is  the  Commercial.  The  new  stock  remains  steady.  There  is 
very  little  of  it ;  and  it  is  dangerous  stuff  to  “  sell  a  bear  ”  of.  The 
same  may  be  said,  to  an  extent,  of  South  Metropolitan  “A.”  In 
fact  neither  of  these  stocks  lends  itself  to  artificial  treatment. 
Suburban  undertakings  are  very  quiet,  and  show  nothing  to  note 
but  the  continued  firmness  of  Brentford.  Foreigners  have  been 
rather  weaker ;  European  and  Continental  Union  having  slightly 
receded.  Para,  however,  has  made  an  advance  of  4-  Water  has 
been  more  than  usually  active — especially  East  London,  which 
has  risen  3.  A  good  bit  has  been  done  in  New  River,  at  average 
figures.  Slight  advances  are  marked  in  Lambeth  and  Southwark. 

The  daily  operations  were  :  Brisk  business  in  Gas  on  Monday. 
Gaslight  “  A  ”  was  better,  and  rose  14.  Para  also  rose  4-  Con¬ 
tinental  Union,  partly  paid,  fell  4.  Water  was  very  firm ;  and 
Lambeth  74  per  cents,  rose  1.  On  Tuesday  Gas  was  again  active. 
The  bulk  of  the  business  was  in  Gaslight  “  A,”  which  showed  a 
tendency  to  relapse  at  one  time,  but  recovered  by  the  close.  Quota¬ 
tions  remained  unchanged.  Water  again  was  firm  ;  and  East 
London  rose  1.  Gas  was  quieter  on  Wednesday.  Nothing  moved 
but  European  new,  which  was  done  very  low,  and  fell  4.  Water  was 
unchanged.  Thursday’s  business  in  Gas  was  much  about  the  same 
as  the  day  before.  Gaslight  “A  ”  was  steady;  but  South  Metro¬ 
politan  “B”  looked  weaker.  In  Water,  East  London  rose  2  more. 
On  Friday,  Gas  was  rather  quieter.  Gaslight  “  A”  continued 
steady;  but  South  Metropolitan  “B”  receded  I4.  Water  was 
active,  but  unchanged.  On  Saturday,  Gaslight  “  A”  was  firmer; 
the  4  per  cent,  debenture  fell  1,  and  Commercial  old  and  South 
Metropolitan  “  B  ”  fell  2  each.  Water  was  very  quiet ;  and  the 
only  change  was  a  rise  of  1  in  Southwark  ordinary. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  “electrical  REVIEW”  ON  GAS  DIRECTORS  AND  ELECTRIC  LIGHTING - 

THE  It.  E.  CROMPTON  COMPANY,  LIMITED — ELECTRIC  LIGHTING  PROPOSALS 
FOR  BIRMINGHAM. 

It  is  not  often  that  we  have  to  disagree  with  the  editorial  state¬ 
ments  and  comments  of  the  Electrical  Beview,  the  conductors  of 
which  journal  are  almost  invariably  fair  in  their  remarks  upon 
subjects  connected  with  electric  lighting.  Very  recently,  how¬ 
ever,  they  made  a  slip  in  this  respect,  probably  through  thought¬ 
lessness,  which  occasionally  overtakes  the  most  careful  and  pains¬ 
taking  of  editors.  It  is  contained  in  an  article  entitled  “  A  Sign 
of  the  Times,”  the  drift  of  which  maybe  understood  clearly  enough 
from  the  opening  sentence,  which  states  that  “  the  progress  which 
is  being  effected  by  electric  light  companies  in  every  part  of  the 
country  becomes  more  marked  every  day.  Even  in  the  South  of 
England,  where,  with  a  few  exceptions,  gas  monopoly  has  not 
been  seriously  shaken,  there  are  signs  of  a  great  advance  in  the 
near  future.”  This  is  all  very  well  for  a  text ;  but  when  our 
esteemed  contemporary  goes  on  to  observe  in  explanation  of  the 
fact  that  electric  lighting  is  not  yet  in  favour  everywhere,  that 
“  gas  companies  are  generally  remarkably  well  represented  on  the 
different  public  boards,  and  hence  the  unwillingness  of  the  latter,  as 
a  rule,  to  entertain  the  question  of  electric  lighting,”  it  is  time  to 
utter  a  word  of  protest.  The  sentence  that  follows  the  words  last 
quoted  runs  :  “  It  is  satisfactory  to  note,  however,  in  spite  of  the 
obstacles  which  an  old-established  and  thriving  monopoly  is  always 
enabled  to  put  in  the  way  of  a  comparatively  struggling  rival,  the 
electric  lighting  movement  is  going  ahead  in  a  manner  which  can 
leave  little  doubt  as  to  what  its  position  will  be  in  a  decade  or  so 
hence.”  There  are  several  weak  points  in  these  sentences;  but, 
before  dealing  with  them  in  any  other  way,  we  would  ask  whether 
the  writer  was  aware  that  in  the  same  issue  of  the  paper  which 
contained  these  statements  there  would  appear  the  report  of  the 
result  of  the  inquiries  of  the  Exeter  Town  Council  respecting  the 
lighting  of  the  streets  of  the  city  by  electricity,  and  comparing  the 
electricians’  estimates  with  the  cost  of  gas  ?  It  is  very  curious  that 
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in  one  page  of  a  technical  journal  we  should  find  the  occult  influence 
of  gas  companies  cited  as  the  only  obstacle  to  the  rapid  spread  of 
electric  lighting,  and  learn  from  another  page  of  the  same  publica¬ 
tion,  “  having  regard  to  the  large  increase  of  cost  as  compared  with 
that  of  gas,”  a  Committee  of  the  Town  Council  did  not  see  their 
way  to  recommend  the  adoption  of  electric  lighting  for  Exeter. 
Seeing  that  the  difference  in  this  case  was  as  between  £G66  and 
J61486  per  annum,  we  would  ask  the  Editor  of  the  Electrical 
Eeview  to  state  whether  the  underhand  influence  of  the  local  Gas 
Company  was  required  in  this  instance.  So  long  as  examples  of 
this  kind  continue  to  appear  in  its  own  pages,  it  is  plain  that  our 
electrical  contemporary  need  not  go  far  to  find  reasons  for  the  un¬ 
willingness  of  many  public  bodies  to  adopt  electric  lighting.  We 
are  prepared  to  admit  that  the  uncalled-for  imputation  upon  gas 
directors  who  may  also  be  members  of  local  authorities  is  a  piece 
of  thoughtlessness  ;  but  it  is  not  less  objectionable  on  that  account. 
It  is,  moreover,  an  example  of  the  manner  in  which  the  friends 
of  electric  lighting  have  blinded  themselves  and  their  followers 
ever  since  the  beginning  of  their  campaign.  According  to  then- 
showing,  their  misfortunes  have  never  been  their  own  fault. _  It 
is  always  ‘‘  the  gas  interest  ”  that  has  been  to  blame  for  their  light 
being  so  dear  and  unsatisfactory.  And  yet  the  truth  is  so 
simple !  That  electric  lighting  is  again  becoming  a  favourite 
with  the  British  public — or  with  some  classes — is  undeniable. 
The  fact  that  the  Edison  and  Swan  Company  earned  last  year  a 
profit  of  ^25,000  out  of  incandescent  lamps  alone  is  sufficient 
proof  of  the  existence  of  a  demand  for  these  articles.  The  most 
that  can  be  made  out  of  this  piece  of  evidence,  however,  does  not 
affect  the  main  point,  which  is  that  the  electric  light  is  a  luxury 
for  which  some  people  are  willing  to  pay.  As  a  light  de  luxe  there 
is  some  business  in  it ;  as  a  work-a-day  light  it  cannot  compete 
with  gas  at  the  ordinary  British  prices.  If  our  electrical  contem¬ 
porary  will  confess  the  truth  jof  this  way  of  stating  the  case, 
we  will  agree  to  his  basing  any  amount  of  expectation  and 
prophecy  upon  it.  We  think  we  have  sufficiently  shown,  how¬ 
ever,  that  to  seriously  ascribe  the  slow  progress  of  electric  lighting 
solely  to  the  opposition,  open  or  secret,  of  gas  directors,  is  a 
ridiculous  attempt  to  mislead. 

The  business  of  Messrs.  E.  E.  Crompton  and  Co.,  electric  light 
engineers  of  Chelmsford  and  London,  is  to  be  converted  into  a 
limited  company.  This  is  one  of  those  things  that  might  have 
been  expected  ;  for  the  firm  have  been  prominent  in  connection 
with  electric  lighting  from  the  beginning  of  the  movement.  Their 
business  has  been  rapidly  developed  during  the  past  three  or  four 
years — in  short,  since  the  collapse  of  the  first  electric  lighting  com¬ 
panies  made  an  opening  for  manufacturing  houses  untrammeled  by 
the  unwieldy  and  useless  paraphernalia  of  joint-stock  concerns  of 
the  Lombard  Street  type.  It  is  no  part  of  our  office  to  predict 
anything  concerning  the  commercial  fortunes  of  the  new  under¬ 
taking.  All  that  need  be  remarked  upon  the  subject  here  is  that 
the  formation  of  the  Company  is  an  interesting  evidence  of  the 
revival  of  confidence  in  electric  light  engineering,  as  providing  the 
basis  of  a  profitable  business,  and  that  Mr.  Crompton  has  for  years 
been  regarded  as  one  of  the  best  working  authorities  upon  electric 
lighting  matters.  He  has  probably  had  as  much  experience  in 
this  line  as  any  engineer  in  the  kingdom. 

The  full  text  of  the  report  of  the  General  Purposes  Committee 
of  the  Birmingham  Town  Council  upon  the  question  of  the  pro¬ 
posed  Electric  Lighting  Order  for  Birmingham  has  been  published. 
It  begins  with  a  recitation  of  the  main  provisions  of  the  Electric 
Lighting  Act,  setting  forth  in  clear  language  an  abstract  of  the 
positions  respectively  occupied  by  local  authorities  and  promoters 
of  Electric  Lighting  Orders  under  the  Act.  Then  the  report 
descends  to  particulars,  rehearsing  how,  two  days  after  the  Act 
was  passed,  Messrs.  Arthur  Chamberlain  and  George  Hookham 
gave  notice  of  their  intention  to  apply  for  a  Provisional  Order  for 
the  supply  of  electricity  within  the  borough  of  Birmingham. 
Ultimately  the  Draft  Provisional  Order,  to  which  the  consent  of 
the  Corporation  was  asked,  was  submitted  ;  and  it  then  appeared 
that  the  promoters  only  proposed  to  lay  distributing  mains  in  a 
few  of  the  principal  streets  within  two  years,  and  the  conditions 
regulating  the  compulsory  supply  appeared  to  be  onerous  as 
regarded  the  consumers.  This  first  draft  was  accordingly  objected 
to  ;  whereupon  a  second  was  prepared  and  submitted,  in  which  it 
was  proposed  to  lay  distributing  mains  in  a  considerable  area  in 
the  centre  of  the  town  within  three  years.  After  looking  into  these 
proposals  as  thoroughly  as  time  permitted,  the  Committee  came  to 
the  conclusion  that  there  was  no  need  for  hurry  in  the  matter,  and 
thatit  would  be  better  to  withhold  the  Corporation  sanction  from 
any  Provisional  Order  for  the  present,  or  until  the  whole  subject 
of  electric  lighting  under  the  provisions  of  the  Act  of  last  session 
can  be  inquired  into  on  behalf  of  the  town  authorities.  Other 
promoters  of  electric  lighting  schemes  have  also  appeared  upon  the 
scene  ;  and  the  result  of  the  Committee’s  deliberations  upon  the 
whole  matter  is  that  the  public  consideration  of  the  Birmingham 
Electric  Light  and  Power  Order  is  temporarily  deferred.  It  is  not 
perhaps  very  complimentary  to  electrical  science  that  the  question 
of  electric  lighting  for  Birmingham  should  be  declared  to  be 
unripe  for  settlement ;  but,  on  the  other  side,  the  Corporation 
need  to  be  as  careful  just  now  how  they  accept  any  particular 
scheme  as  at  any  time  during  the  past  six  or  seven  years. 

The  Society  of  Arts  programme  of  business  so  far  arranged  for 
the  first  part  of  the  coming  session  contains  an  intimation  of  a 
paper  to  be  read,  on  “  Standards  of  Light,”  by  Mr.  W.  J.  Dibdin, 
on  the  19th  prox. 


THE  LATE  DR.  WILLIAM  WALLACE. 

It  is  with  sincere  regret  that  we  announce  the  death  of  Dr. 
William  Wallace,  F.R.S.E.,  of  Glasgow,  who  was  for  so  many 
years  most  intimately  identified  with  the  chemistry  and  physics 
of  gas  manufacture  and  gas  lighting,  and  more  especially  known 
as  the  Gas  Examiner  for  the  City  of  Glasgow.  The  sad  event 
occurred  on  Monday  of  last  week,  after  an  intermittent  illness  for 
at  least  two  years.  Until  about  a  month  before  his  decease,  how¬ 
ever,  he  was  able  to  take  a  general  superintendence  of  his  business 
affairs;  but  his  immediate  acquaintances  could  scarcely  help  con¬ 
cluding  that  his  end  was  fast  approaching.  He  has  left  many 
attached  friends  to  mourn  his  early  removal  from  amongst  them. 
He  has  also  left  a  widow  and  a  son  and  two  daughters — the  former, 
who  bears  his  father’s  name,  being  an  advocate  in  Edinburgh. 

The  deceased  gentleman,  who  was  56  years  of  age,  was  a  native 
of  Edinburgh,  but  was  educated  chiefly  in  Glasgow.  He  early 
showed  a  marked  inclination  for  the  study  of  chemistry;  and 
eventually  became  a  student  under  Dr.  Fred.  Penny,  Professor  of 
Chemistry  in  Anderson’s  College,  Glasgow.  After  completing  his 
studies,  he  made  a  sojourn  in  Germany,  where,  at  the  University 
of  Giessen,  he  had  for  two  years  studied  under  Justus  von  Liebig, 
and  took  his  degree  of  Doctor  of  Philosophy  (Ph.D.).  On  return¬ 
ing  to  Scotland,  he  was  assistant  for  a  number  of  years  in  the 
laboratory  of  Dr.  Penny.  He  at  this  time  gave  a  great  amount 
of  attention  to  the  manufacture  and  purification  of  coal  gas,  practical 
illustrations  of  which  were  obtained  by  visits  to  the  local  gas-works. 
Dr.  Wallace  later  on  started  on  his  own  account  as  an  Analytical 
and  Consulting  Chemist,  in  which  capacity  he  had  an  extensive 
practice  during  the  long  period  of  30  years.  For  nearly  two-thirds 
of  this  time — from  the  year  1870 — he  and  Mr.  Robert  R.  Tatlock 
and  Dr.  John  Clark  were  in  partnership,  carrying  on  such  an 
important  and  extensive  business  of  its  kind  as  had  never  before 
been  known  in  Scotland.  Dr.  Wallace  continued  to  give  special 
attention  to  the  study  of  coal  gas — its  analysis,  its  manufacture, 
purification,  examination  photometrically,  economic  combustion, 
&c. ;  and  in  this  branch  of  technology  he  eventually  became  one  of 
the  leading  authorities  in  the  United  Kingdom.  His  position  as  an 
expert  in  gas  matters  was  early  recognized  by  the  Magistrates  of 
Glasgow  after  the  gas  supply  of  the  city  passed  into  the  hands  of 
the  Corporation  under  the  provisions  of  the  Glasgow  Gas  Act  of 
1869.  In  the  following  year  they  appointed  him  Gas  Examiner 
for  the  city ;  and  in  this  capacity  he  had  to  conduct  weekly  test¬ 
ings  at  several  stations.  He  retained  this  office  up  till  his  death. 
Latterly  he  was  also  Gas  Examiner  for  the  burgh  of  Paisley ;  and 
he  had  likewise  made  professional  examinations  of  gas  in  London 
and  other  English  as  well  as  Scottish  towns. 


Mr.  Ellis  Lever  and  the  Salford  Gas  Undertaking. — At  a 
meeting  of  the  Salford  Town  Council  on  Friday  last,  Mr.  Aider- 
man  A.  L.  Dickins,  who  was  unanimously  re-elected  Mayor  of  the 
borough  for  the  ensuing  year,  read  a  letter  he  had  received  from 
the  Solicitors  of  Mr.  Ellis  Lever,  withdrawing  his  proposal  to 
furnish  evidence  of  frauds  in  the  Gas  Department  to  a  Committee 
of  the  Council,  on  the  ground  mainly  that,  as  the  Mayor  had 
expressed  his  determination  to  have  a  shorthand  writer  present, 
such  information  as  he  gave  might  be  used  as  the  basis  of  further 
litigation  against  him. 

Gas-Contaminated  Wells  at  Gosport. — In  reference  to  the 
paragraph  on  this  subject  in  last  week’s  Journal  (which  was 
based  on  a  communication  to  the  London  papers  by  a  local  corre¬ 
spondent),  Mr.  Geo.  B.  Irons,  the  Manager  of  the  Gosport  Gas 
Company,  writes  to  say  that  the  statement  as  to  the  closing  of  the 
wells  owing  to  contamination  was  erroneous  ;  the  fact  being  that 
an  auxiliary  supply  is  being  laid  on  to  the  Royal  Clarence  Yard 
by  the  local  Water  Company,  and  the  Gas  Company  are  at  the 
same  time  taking  up  their  old  mains,  which  have  been  in  use 
for  40  years,  and  replacing  them  by  larger  ones. 

Society  of  Engineers. — At  a  meeting  of  this  Society,  held  a  t 
the  Westminster  Town  Hall,  on  Monday,  the  5th  of  November — 
Mr.  A.  T.  Walmisley,  the  President,  in  the  chair — a  paper  was  read 
by  Mr.  H.  Ross-Hooper  on  “  The  Practice  of  Foundry  Work.”  The 
author  first  briefly  compared  the  particular  qualities  and  proper¬ 
ties  of  pig  iron,  with  the  view  of  determining  the  varieties  which 
are  best  adapted  to  the  requirements  of  the  different  kinds  of 
castings  made  ;  and  showed  how  the  nature  of  cast  iron  depends 
not  only  upon  the  amount  of  carbon  it  contains,  but  upon  the 
conditions  under  which  this  carbon  exists.  He  then  proceeded  to 
illustrate  how  the  failing  of  portions  of  a  cast-iron  structure  may 
be  traced  to  a  want  of  knowledge  in  the  way  the  lines  of  crystal¬ 
lization  flow  on  the  cooling  of  the  metal,  and  mentioning  the 
weak  points  to  be  guarded  against  in  the  designing  of  cast-iron 
work.  After  explaining  the  operations  of  chill  casting,  malleable 
east  iron,  and  the  system  of  moulding  known  as  ‘‘Jobson’s 
Blocks,”  whereby  sand  moulds  of  thin  delicate  patterns  can  be 
made  by  ordinary  labourers,  the  author  mentioned  the  different 
modes  adopted  for  casting  according  to  the  forms  and  require¬ 
ments  of  the  various  articles  to  be  produced,  and  how  sound 
results  can  only  be  obtained  by  careful  attention  to  the  feeding  of 
the  metal  to  supply  the  shrinkage  and  drawing  away  which  must 
inevitably  occur  on  the  cooling  of  the  metal.  The  cupola,  its  con¬ 
struction,  and  advantages  over  other  types  of  furnaces,  and  the 
manner  of  charging  it,  together  with  the  appliances  necessary  to  a 
foundry  were  duly  considered.  The  author  then  dealt  with  the 
examination  of  cast  ironwork  ;  and  finally  discussed  the  tests 
usually  applied,  and  the  general  strength  of  cast  iron. 
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A  GASHOLDER  DEBATE  AT  THE  SOUTHERN  DISTRICT 

MEETING. 

The  members  of  the  Southern  District  Association  of  Gas 
Engineers  and  Managers  had  a  very  good  meeting  on  Thursday 
last,  when  assembling  for  the  first  time  in  the  Whitehall  Rooms 
of  the  Hotel  Metropole,  they  had  brought  under  their  notice  two 
papers,  either  of  which  would  have  constituted  sufficient 
for  an  ordinary  gathering.  The  first  was  the  contribution  by  Mr. 
George  Livesey  ;  and  the  second  by  Mr.  W.  E.  Price,  of  Hampton 
Wick.  Mr.  Price’s  paper  was  very  good,  and  his  introduction  of 
his  extremely  ingenious  prepayment  meter  was  particularly  well 
received.  The  chief  attraction,  however,  was  Mr.  Livesey’s  paper 
upon  gasholders  without  upper  guide-framing,  and  this  not  only 
on  account  of  the  author’s  eminence,  but  also  because  of  the  posi¬ 
tion  at  present  occupied  by  the  subject  in  the  minds  of  gas  engi¬ 
neers.  As  it  appeared,  moreover,  the  energetic  Honorary  Secretary 
(Mr.  J.  W.  Helps,  of  Croydon)  had  taken  exceptional  measures  for 
organizing  a  good  debate  upon  the  papers  of  the  day.  Both  papers 
had  been  printed  and  circulated  some  days  beforehand,  in  order 
that  members  attending  the  meeting  might  be  well  posted  respect¬ 
ing  the  points  likely  to  arouse  discussion  ;  and  a  full  attendance 
of  specialists  who  were  known  to  be  interested  in  the  subject  of 
Mr.  Livesey’s  paper  was  arranged  for.  The  result  was  the  best 
debate  upon  the  general  question  of  gasholder  guiding  that  has 
been  recorded  anywhere.  Mr.  Gadd,  of  Manchester,  attended 
with  his  models  of  spiral  tank-guided  holders  ;  showing  the  inven¬ 
tion  as  applied  to  single-lift  and  telescopic  vessels.  The  models 
were  carefully,  though  not  elaborately,  constructed ;  but  besides 
demonstrating  the  fact  that  holders  built  according  to  Mr.  Gadd’s 
principle  are  stable,  they  also  showed  that  nothing  like  a  real  in¬ 
ference,  applicable  to  the  working  of  full-sized  holders,  can  be 
drawn  from  such  miniature  imitations.  Mr.  Livesey  had  also  in¬ 
tended  to  illustrate  his  ideas  by  means  of  a  model,  but  it  could 
not  be  completed  in  time.  He  had,  however,  provided  himself 
with  small-scale  specimens  of  the  tank  guides  described  and 
illustrated  in  his  paper,  which  served  the  purpose  of  showing  how 
a  holder  so  guided  would  work  up  and  down.  Photographs  of  the 
Eotherhithe  holder,  as  enlarged  by  the  addition  of  a  third  lift 
without  raising  the  guide-framing,  were  also  exhibited  to  the  mem¬ 
bers  at  the  meeting.  Altogether,  what  with  Mr.  Livesey’s  paper 
and  remarks,  and  the  observations  of  the  visitors  interested 
in  the  subject — among  whom,  as  Mr.  Gadd  has  already  been 
named,  we  must  also  specify  Mr.  H.  Woodall  (the  President  of  The 
Gas  Institute),  Mr.  S.  Cutler,  Mr.  F.  S.  Cripps,  and  Mr.  W.  H.  Y. 
Webber — the  members  of  the  Southern  District  Association  must 
have  felt  that  the  subject  of  gasholder  guiding  was  being  pretty 
well  thrashed  out  before  them,  especially  as  most  of  the  speakers 
referred  to  articles  and  other  communications  published  in  the 
.Journal  for  the  further  exemplification  of  their  views.  The  long 
debate  was  characterized  by  the  greatest  good  humour  ;  and  the 
speakers,  one  and  all,  manifested  the  most  praiseworthy  disincli¬ 
nation  to  dogmatize  respecting  views  held  by  themselves  and 
others.  To  say  that  the  discussion  threw  much  additional  light 
upon  the  subject,  or  either  cleared  away  or  confirmed  any  doubts 
which  members  of  conservative  tendencies  may  have  felt  after 
inspecting  Mr.  Livesey’s  pattern  guides  and  Mr.  Gadd’s  models, 
would  be  claiming  too  much  for  it.  In  effect,  the  net  result  of  the 
afternoon’s  talk  was  to  leave  the  essential  points  of  the  question 
of  external  guide-framing  pretty  much  as  they  were,  with  this 
difference  :  'The  objects  of  the  suggestion,  and  the  most  obvious 
objections  to  it,  were  more  clearly  defined  ;  and  Mr.  Livesey  showed 
how,  if  Mr.  Gadd’s  principle  is  admissible,  the  same  result  can  be 
attained  by  simpler  means.  It  is  not  denied  that  Mr.  Livesey  was 
put  upon  the  scent  by  Mr.  Gadd,  any  more  than  that  Mr.  Gadd 
was  directed  to  the  study  of  the  subject  by  the  stress  laid  by  Mr. 
Webber  upon  the  bottom  guiding  of  holders.  Mr.  Gadd  has  un¬ 
doubtedly  shown  how  Mr.  Webber’s  aim  may  be  secured  ;  and 
Mr.  Livesey  in  turn  demonstrates  that  the  effect  of  Mr.  Gadd’s 
long  spirals,  going  a  long  way  round  the  tank,  may  be  gained,  if 
it  is  deemed  desirable,  by  tank  guides  so  like  these  ordinarily  in  use 
that  the}’  may  be  fixed  in  the  same  way  and  adjusted  by  a  single 
plumbing  operation  for  each.  Somebody  else  may,  and  probably 
will,  come  forward  in  due  time  with  a  scheme  for  doing  the  same 
thing  in  a  different  and,  in  his  own  opinion,  superior  way  of  that 
of  either  Mr.  Gadd  or  Mr.  Livesey.  There  is  no  finality  in  a 
matter  of  methods,  such  as  this  is.  The  question  of  the  possibility 
of  safely  attempting  an  experiment  remains  untried.  Mr.  Livesey 
flatly  says  that,  although  he  can  see  how  '.he  thing  may  be  done, 
he  is  by  no  means  favourably  disposed  to  doing  it ;  and  here  the 
matter  rests  for  the  present. 

Among  the  points  that  came  into  prominence  in  the  course  of 
the  discussion,  one  of  the  most  important,  in  the  practical  sense, 
was  that  of  the  fundamental  difference,  in  their  effect  in  trans¬ 
mitting  strains,  between  tangential  and  radial  guide-rollers.  The 
radial  roller  tends  directly  to  cripple  the  curb  to  which  it  is 
attached  ;  whereas  the  tangential  form,  as  the  name  implies,  brings 
the  strain  to  bear  tangentially  to  the  curve  of  the  curb — that  is  to 
say,  along  its  line  of  greatest  strength.  The  importance  of  this 
consideration  appears  very  conspicuously  in  connection  with  a 
remark  of  Mr.  Cutler.  He  said  that  he  had  never  seen  a  proper 
bottom  curb  ;  meaning  that  these  parts  of  a  gasholder  are  never 
made  sufficiently  rigid.  There  is,  however,  a  difficulty  in  making 
a  bottom  curb  really  strong,  because  of  the  absence  of  room  for  a 
horizontal  member,  of  any  depth,  corresponding  in  effect  to  the 
first  row  of  plates  of  the  crown.  By  j)lacing  the  bottom  rollers 
tangentially,  the  crippling  effect  which  the  shallow  bottom  curb  is 


so  ill-adapted  to  withstand  is  avoided,  and  the  curb  is  as  though 
doubled  in  strength  and  rigidity  to  resist  deformation.  If  only  this 
comparatively  minor  matter  is  properly  attended  to,  the  discussion 
of  this  at  present  theoretical  subject  will  not  have  been  without 
some  practical  fruit. 

WATER  ACTS  FOR  1883. 

The  following  Acts  relating  to  the  supply  of  water  by  Companies 
were  passed  during  the  last  session  of  Parliament.  * 

The  Frodsham  Gas  and  Water  Act  enables  the  Efodsham 
(Cheshire)  Gas  Company  to  undertake  water  supply,  with  a  special 
share  capital  of  L‘"25,000,  and  power  to  borrow  to  one-fourth  of 
the  amount  called  up.  The  water-works  include  a  well  and  bore¬ 
hole  and  pumping  station  in  Frodsham  parish,  a  high  and  a  low 
service  reservoir,  and  the  necessary  pipe-lines.  The  land  required 
is  to  be  taken  within  seven  years  ;  and  the  works  are  to  be  com¬ 
pleted  in  eight  years.  The  rates  for  domestic  supply  range  from 
10  to  8  per  cent,  upon  rental,  with  an  extra  third  for  the  high- 
level  service.  The  Helston  and  Porthleven  Water  Act  incorpo¬ 
rates  a  Company,  with  a  share  capital  of  .£8000,  and  power  to 
borrow  £2000,  for  the  supply  of  a  district  round  the  town  of 
Helston,  Cornwall.  It  is  provided  that,  if  any  parish  included 
in  the  district  remains  without  a  supply  of  water  in  accordance 
with  the  terms  of  the  Act  for  seven  years,  the  powers  of  the 
Company  in  respect  of  such  parish  shall  cease.  The  authorized 
works  comprise  an  impounding  reservoir  upon  the  Tregathenan 
stream,  a  service  reservoir  in  Wendron  parish,  and  the  necessary 
pipe-lines.  The  land  required  compulsorily  by  the  Company  is 
to  be  acquired  within  three  years ;  and  the  works  must  be  executed 
within  five  years.  Certain  provisions  are  made  for  the  protec¬ 
tion  of  Baron  Churston  and  his  tenants.  The  supply  is  to  be 
constant  under  pressure.  The  rates  for  a  domestic  supply  are 
to  be  7i  per  cent,  upon  property  above  £20  annual  rateable 
value,  with  extras  as  usual.  Water  supplied  by  meter  is  to  be 
charged  for  at  the  rate  of  Is.  6d.  per  1000  gallons.  The  Limpsfield 
and  Oxted  Water  Act  incorporates  a  Company  formed  in  1886,  and 
at  the  time  of  the  passing  of  the  Act  having  a  capital  of  £4500, 
and  owing  £1500.  The  capital  of  the  incorporated  Company  is 
fixed  at  £14,000,  whereof  £10,000  is  additional  capital.  There  are 
borrowing  powers  to  the  extent  of  £1500  in  respect  of  the  original 
capital,  inclusive  of  the  amount  already  raised ;  and  £2500  may 
be  borrowed  on  the  additional  capital.  The  works  are  to  be  ex¬ 
tended  by  the  construction  of  two  reservoirs  and  several  lines  of 
main,  to  be  completed  within  five  years.  The  land  held  on  grant 
by  the  limited  Company  is  to  be  purchased  within  three  years. 
Rates  for  domestic  supply  are  to  range  from  10  to  7i  per  cent., 
with  9  per  cent,  for  inns.  The  supply  is  to  be  constant  under  pres¬ 
sure.  An  agreement  between  Mr.  G.  W.  G.  Leveson  Gower  and 
the  Company  for  the  lease  of  certain  land  is  scheduled  in  the  Act. 
The  South  Lincolnshire  Fen  Water  Act  incorporates  a  Company 
with  a  capital  of  £50,000,  and  power  to  borrow  £15,000,  for  the 
supply  of  a  district  in  the  fens  of  the  parts  of  Kesteven  and 
Holland,  Lincolnshire,  with  the  provision  that  the  statutory  rights 
are  to  be  forfeited  in  the  case  of  any  parish  not  supplied  within 
five  years.  The  water-works  are  to  comprise  a  well  and  pumping 
station,  and  the  necessary  auxiliary  works ;  the  land  to  be  acquired 
within  three  years,  and  the  works  to  be  finished  within  five  years. 
An  agreement  relating  to  the  purchase  on  behalf  of  the  Company 
of  certain  lands,  together  with  a  bore  hole,  for  a  fixed  sum  and 
a  rent-charge  is  set  out  as  a  schedule  to  the  Act.  The  supply  is 
to  be  constant  under  pressure  ;  and  the  rates  for  domestic  service 
vary  from  7^  to  5  per  cent,  upon  rateable  value.  The  Uckfield 
Water  Act  incorporates  a  Company  with  a  capital  of  £5000, 
and  power  to  borrow  £1250.  The  works  include  a  well  and 
pumping  station  in  the  parish  of  Uckfield,  a  service  reservoir  in  the 
parish  of  Buxted,  and  the  usual  subsidiary  works,  to  be  com¬ 
pleted  within  five  years.  The  rates  for  household  supplies  range 
from  8^  to  0  per  cent. 

The  Barnstaple  Water-Works  Act  enables  the  Barnstaple  Water 
Company  to  raise  £18,000  under  the  auction  clauses,  with  power 
to  borrow  to  one-fourth  of  the  amount  called  up.  The  limits  of 
supply  are  extended  ;  and  one-fifth  extra  to  their  usual  rates  is 
permitted  for  supplies  at  high  levels.  New  works,  comprising 
pumps,  service  reservoirs,  and  pipe-lines  are  sanctioned,  subject  to 
any  claims  for  compensation  from  riparian  owners  below  the  Com¬ 
pany’s  intake  on  the  River  Yeo.  The  new  works  are  to  be  com¬ 
pleted  within  seven  years.  The  Act  also  enables  the  Company  to 
make  regulations  for  preventing  waste  of  water,  and  to  sell  water 
by  meter.  The  Brymbo  Water  Act  authorizes  the  Company  to 
construct  additional  water-works,  including  an  impounding  reser¬ 
voir  upon  the  Pen  Dinas  stream,  and  an  intake  from  a  lake,  the 
sporting  rights  upon  which  are  reserved.  Compensation  water  is 
to  be  discharged  down  the  bed  of  the  impounded  brook,  under 
penalty  of  £5  per  day  for  default.  The  works  are  to  be  completed 
within  seven  years.  The  Company  are  empowered  to  raise  £15,000 
of  additional  capital  under  the  auction  clauses,  with  power  to 
borrow  £3750.  The  power  to  sell  water  in  bulk,  frame  regula¬ 
tions  for  preventing  waste,  and  other  facilities  are  also  conferred 
by  the  Act.  The  Bristol  Water-Works  Act  enables  the  Company 
to  raise  £240,000  additional  capital  under  the  auction  clauses,  and 
to  borrow  £80,000  in  respect  of  capital  authorized  by  an  Act  of  1882, 
as  well  as  £60,000  in  respect  of  the  new  capital.  The  Company’s 
works  are  to  be  enlarged  by  the  construction  of  pipe-lines,  intended 
to  collect,  under  various  restrictions,  the  water  of  certain  springs, 
and  pumps  for  lifting  the  same  into  the  Company’s  existing  reser¬ 
voirs.  The  works  are  to  be  completed  within  seven  years.  The 
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district  of  supply  is  enlarged.  The  Folkestone  Water  Act  extends 
the  Company’s  limits  of  supply,  and  enables  them  to  raise  ^20,500 
of  new  capital  under  the  auction  clauses,  with  power  to  borrow 
^19,875  in  respect  of  their  original  and  to  one-fourth  of  the  amount 
of  their  new  capital  as  called  up.  It  is  provided  that, 
after  the  passing  of  the  Act,  the  Company  shall  allow  a  sufficient 
supply  of  pure  water  for  the  domestic  use  of  the  inhabitants  ot 
any  house  within  their  limits,  at  a  pressure  sufficient  to 
the  top  storey  of  every  house,  and  so  that  every  such  house  shall 
be  supplied  with  water  for  at  least  five  hours  daily;  and  after  July, 
1889,  the  inhabitants  of  a  district  of  Folkestone  which  is  spe¬ 
cially  defined  upon  a  map  are  to  have  a  sufficient  supply  of  pure 
water  constantly  laid  on  at  such  a  pressure  as  will  make  the  water 
rise  130  feet  above  Ordnance  datum.  The  Fylde  Water-Works 
Act  repeals  parts  of  older  Acts  applying  to  the  Company,  more 
especially  with  regard  to  compensation  water,  providing  for  the 
satisfaction  of  certain  estates.  Additional  land  is  to  be  acquired. 
The  Kent  Water- Works  Act  extends  the  Company’s  limits  of 
supply,  sanctions  new  works,  and  enables  the  Company  to 
^100,000  by  the  issue  of  debenture  stock,  to  be  offered  for  public 
sale,  and  to  bear  interest  at  not  exceeding  4^  per  cent,  per  annum. 
The  Staffordshire  Potteries  Water- Works  Act  extends  the  Company’s 
limits  of  supply,  enables  them  to  raise  £180,000  under  the  auction 
clauses,  with  power  to  borrow  to  one-third  of  the  anaount  as  issued, 
and  sanctions  new  works,  comprising  pumping  stations  and  reser¬ 
voirs,  to  be  completed  within  ten  years.  The  Corporation  of  Long- 
ton  are  protected  by  the  devotion  to  their  particular  service  of  a 
special  main  from  the  Meir  reservoir.  The  West  Surrey  Water  Act 
enables  the  Company  to  raise  £40,000  under  the  auction  clauses, 
and  to  borrow  to  one-fourth  part  of  the  amount  as  issued.  New 
works  are  sanctioned,  including  an  additional  intake  from  the 
River  Thames,  from  which  the  Company  are  authorized  to  draw 
3  million  gallons  per  day.  Water  may  be  sold  in  bulk  at  the  rate 
of  9d.  per  1000  gallons,  provided  that  the  demand  does  not  inter¬ 
fere  with  the  domestic  supply.  The  London  Sea  Water  Supply 
Act  extends  to  July  18,  1890,  the  statutory  powers  of  the  Company 
for  executing  works  in  certain  parishes  named. 


Messrs.  G.  W.  Stevenson  and 'Son,  of  38,  Parliament  Street, 
have  intimated  to  their  clients  that,  owing  to  Mr.  Stevenson  s  very 
serious  illness  necessitating  his  entire  relinquishment  of  active 
work  (to  which  reference  has  already  been  made  in  our  columns), 
the  practice  will  be  continued  by  Mr.  E.  Herbert  Stevenson,  who, 
having  been  associated  with  his  father  for  the  past  eighteen  years, 
is  intimately  acquainted  with  all  its  details. 

It  is  announced  that  the  registered  offices  of  the  “  Beck  ”  Gas- 
Engine  Company  are  about  to  be  removed  from  Newcastle,  to  a 
good  business  centre  in  London.  This  step  is  being  taken,  it  is 
understood,  with  a  view  to  suit  the  convenience  of  the  Directors. 
The  Company  have  just  dispatched  to  the  Southwark  and  Vauxha,ll 
Water-Works  Company  a  12-horse  power  engine,  to  be  used  in 
connection  with  an  electric  light  installation. 

In  financial  circles,  a  Buenos  Ayres  Water-Works  Loan  has  been 
spoken  of  for  some  time ;  and  rumour  has  placed  the  amount  as 
high  as  £10,000,000.  This,  however,  seemed  an  exaggeration,  says 
the  Standard,  even  for  the  insatiable  River  Plate  communities. 
But  it  is  now  reported  that  the  issue  of  the  capital  of  a  Buenos 
Ayres  Water-Works  and  Drainage  Company  is  decided  upon  ;  and 
that  it  will  be  made  at  an  early  date  by  Messrs.  Baring  Bros, 
and  Co.,  to  the  extent  of  £8,000,000. 

The  Royal  Commissioners  appointed  to  inquire  into  the  pro¬ 
ceedings  of  the  Metropolitan  Board  of  Works  have  made  an  in¬ 
terim  report,  which  has  just  been  presented  to  Parliament.  They 
have  submitted  the  conclusions  at  which  they  have  arrived  on  the 
evidence  laid  before  them ;  leaving  further  inquiry  to  be  made 
later  on,  should  it  be  deemed  expedient.  In  concluding  their 
report  they  express  an  opinion  that  it  might  have  a  wholesome 
effect  if  it  were  distinctly  made  a  criminal  offence  to  offer  to  any 
member  or  official  of  a  public  body  any  kind  of  payment,  fee,  or 
reward,  having  any  relation  to  the  affairs  of  the  body  of  which 
he  was  such  member  or  official,  and  also  to  make  the  person 
accepting  such  payment,  fee,  or  reward  amenable  to  the  criminal 
law.  They  think  that  the  provisions  of  the  Corrupt  Practices  Act 
would  afford  some  very  useful  suggestions  in  the  framing  of  such 
an  enactment. 

We  have  received  a  copy  of  the  “  American  Gas  Engineer  and 
Superintendent’s  Handbook  ”  from  the  author,  Mr.  AV.  Mooney,  of 
New  York.  It  may  be  shortly  described  as  an  American  “  New- 
bigging  ;  ”  the  compiler  having,  in  the  selection  and  arrangement 
of  his  material,  followed  generally  the  plan  adopted  by  his  English 
predecessor,  and  even  gone  so  far  as  to  copy  him  almost  exactly  in 
the  outward  garb  in  which  that  material  is  presented.  Mr.  Mooney 
admits,  in  his  preface,  that  such  a  book  as  the  one  he  has  produced 
must,  of  necessity,  be  made  up  in  a  great  measure  of  the  writings 
of  others ;  and  this  is  fully  borne  out  by  a  glance  at  the  contents. 
At  the  same  time,  it  is  not  entirely  devoid  of  original  matter. 
Commencing  with  the  composition  of  American  coals  and  the 
nature  of  the  residual  products  of  carbonization,  the  author  proceeds 
to  describe  the  appliances  used  in  the  manufacture,  testing,  store- 
age,  distribution,  and  consumption  of  gas  ;  the  test  being  illustrated 
by  a  number  of  diagrams.  The  remainder  of  the  book  consists  of 
reference  tables,  useful  rules,  and  other  data  for  the  guidance  of  gas 
managers  ;  and  concludes  with  an  epitome  of  chemistry. 
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SOUTHERN  DISTRICT  ASSOCIATION  OF  GAS 
ENGINEERS  AND  MANAGERS. 

The  Quarterly  Meeting  of  this  Association  was  held  on  Thurs¬ 
day  last,  in  the  Whitehall  Rooms  of  the  Hotel  Metropole.  The 
President  (Mr.  J.  L.  Chapman,  Assoc.  M.Inst.C.E.)  occupied  the 
chair ;  and  the  attendance  of  members  and  friends  was  larger 
than  usual,  owing  to  the  announcement  that  the  papers  to  be  read 
were  on  subjects  which  are  now  receiving  so  much  attention  in  gas 
engineering  circles. 

The  Secretary  (Mr.  J.  W.  Helps,  of  Croydon)  read  the  minutes 
of  the  preceding  meeting,  held  at  St.  Albans  in  May  last,  and  they 
were  confirmed. 

Election  of  Office-Bearers. 

The  President  said  that  his  term  of  office  was  closing;  and, 
according  to  the  agenda,  the  proposition  had  now  to  be  laid 
before  the  members  to  elect  a  new  President.  The  Con^ittee 
had — he  thought  wisely — decided  to  nominate  Mr.  John  Somer¬ 
ville  for  the  position,  as  he  had  done  a  great  deal  in  promoting 
the  welfare  of  the  Association.  He  hoped  the  proposition,  which 
he  moved,  would  be  received  in  the  most  cordial  rnanner. 

Mr.  Jabez  Church  (London)  seconded  the  motion,  which  was 
carried  with  acclamation.  _ 

The  President  said  that,  according  to  the  rules,  two  members 
of  the  Committee  would  retire  at  this  meeting.  By  some  ^ror  at 
the  last  general  meeting,  Mr.  Helps  having  kindly  taken  the  posi¬ 
tion  of  Secretary,  they  omitted  to  elect  another  member  in  his 
place,  so  that  there  were  three  gentlemen  to  elect  on  the  present 
occasion.  Those  who  had  consented  to  take  office  at  the  Committee  s 
request  were  Messrs.  A.  Mead  (Chelmsford),  S.  Durkin  (Southamp¬ 
ton),  and  W.  E.  Price  (Hampton  Wick).  ,  ,  .  •  c 

Mr.  W.  H.  H.  Broadberry  (Tottenham)  proposed  the  election  ot 
the  gentlemen  mentioned  by  the  President.  _ 

Mr.  C.  Gandon  (Lower  Sydenham)  seconded  the  motion,  which 

was  agreed  to.  .  ,  „  /-mt  \ 

The  other  officers  of  the  Association — the  Treasurer  (Mr.  A. 
H.  Wood,  of  Hastings),  the  Secretary  (Mr.  J.  W.  Helps),  and  the 
Auditors  (Messrs.  C.  Farrand  and  E.  Price,  of  London)  were  all 
re-elected. 

Election  of  New  Member. 

Mr.  John  Methven,  of  the  Nine  Elms  Station  of  The  Gaslight 
and  Coke  Company,  was  elected  a  member  of  the  Association. 


Change  of  Meeting-Place. 

The  President  said  that,  before  he  proceeded  with  the  other 
business  on  the  agenda,  he  should  like  to  remark  that  it  was 
through  the  energy  of  their  Secretary  that  they  were  able  to  meet 
together  in  that  room,  which  he  thought  was  better  than  the  one 
in  which  they  had  hitherto  met.  The  room  had  been  obtained 
on  terms  almost  as  good  as  those  on  which  they  had  the  room  in 
the  City  ;  and  he  (the  President)  hoped  the  members  would  agree 
that  the  Secretary  had  done  wisely  in  bringing  the  Association 
there.  The  next  thing  to  occupy  their  attention  would  be  the 
papers.  They  were  very  much  indebted  to  the  gentlemen  who  had 
come  forward  to  help  them  ;  and  he  hoped  they  would 
interesting  meeting  in  every  respect.  Mr.  Livesey  had  always 
been  their  friend,  at  their  beck  and  call ;  and  they  had  to  thank 
him  very  much  for  bringing  before  the  Association  the  subject 
which,  of  all  others,  was  at  the  present  time  being  so  much  dis¬ 
cussed  by  gas  engineers. 

Reading  of  Papers. 

Til®  two  papers  prepared  for  reading  and  discussion  were . 
nj  “  The  Guide-Framing  of  Gasholders  :  How  and  How  Far  may 
it  be  Dispensed  With?  ”  by  Mr.  George  Livesey;  and  (2)  “^o“® 
Hindrances  to  the  Sale  of  Gas,”  by  Mr.  W.  E.  Price.  These 
appear  in  full  elsewhere  to-day ;  but,  consequent  on  pressure 
on  our  space,  the  report  of  the  discussions  is  unavoidably  held  over 

tlTe^ccmclusion  of  the  discussion  on  the  last-named  paper,  the 
proceedings  were  wound  up  by  proposing  the  following 

Votes  of  Thanks. 

The  President  said  that  before  the  meeting  separated,  he 
thought  they  should  pass  a  cordial  vote  of  thanks  to  Mr.  Livesey 
and  Mr.  Price  for  the  interesting  papers  they  had  kindly  contri¬ 
buted.  They  ought  to  include  in  the  vote  Mr.  Gadd,  for  bringing 
to  the  meeting  models  of  his  arrangement  for  guiding  gasholders, 
and  also  Mr.  Cripps  and  Mr.  Cutler,  who  had  taken  part  in  the 

discussion.  .  . 

The  proposal  was  heartily  acquiesced  in. 

Mr.  Broadberry  said  there  was  one  more  vote  they  had  to  pass, 
and  that  was  to  their  retiring  President  for  the  way  in  which 
he  had  conducted  the  affairs  of  the  Association  during  his  year  ot 
office.  He  had  much  pleasure  in  making  the  proposition. 

The  motion  was  agreed  to  amid  great  applause. 

The  President  briefiy  thanked  the  members  for  their  hearty 
vote.  He  hoped  that  they  would  extend  to  his  successor  in  the 
chair  the  same  courtesy  that  had  been  shown  to 

This  concluded  the  business  of  the  meeting,  and  the  members 
afterwards  took  tea  together. 
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MIDLAND  ASSOCIATION  OF  GAS  MANAGERS. 

Tuk  Discussion  on  Mr.  Lewis’s  Paper. 

Last  week  we  gave  an  account  of  the  general  proceedings  at  the 
recent  meeting  of  the  Midland  Association  ;  reserving  till  to-day 
the  report  ol  the  discussion  that  took  place  on  the  paper  presented 
at  the  previous  meeting  by  Mr.  Lewis,  entitled  “  The  Competition 
of  Petroleum  with  Gas  for  Lighting  Purposes.” 

The  President  :  I  regret  that  at  the  Rath  meeting  we  were 
obliged  to  take  Mr.  Lewis’s  paper  as  read,  and  to  defer  discussion 
upon  it.  ■  The  delay,  however,  has  given  you  the  opportunity  so 
often  desired  of  seeing  the  paper  in  print  before  it  was  read  ;  so 
that  you  should  now  be  better  able  to  discuss  it.  The  paper  went 
a  little  beyond  its  title,  and  for  the  purpose  of  discussion  may  be 
divided  into  two  parts — First,  the  subject  conveyed  by  the  title ; 
and,  secondly,  the  policy  of  gas  companies  or  gas  undertakings 
towards  their  consumers. 

Mr.  J.  S.  Cranmer  (Stratford-upon-Avon) :  Our  thanks  are  due 
to  Mr.  Lewis  for  bringing  the  object  before  the  meeting  at  Bath  ; 
and  I  am  sorry  we  could  not  discuss  the  paper  then,  although  pos¬ 
sibly  during  the  interval  we  may  have  had  time  to  digest  it,  and  to 
bring  our  experience  to  bear  upon  it.  Last  week,  through  the 
kindness  of  the  Editor  of  the  Journal,  a  letter  was  inserted  [see 
ante,  p.  636]  asking  for  information  on  this  subject.  The  Gas 
Committee  of  my  Corporation  are  very  anxious  to  assist  me  in 
endeavouring  to  drive  out  what  I  may  term  our  strongest  com¬ 
petitor — petroleum  oil  ;  and  they  requested  me  to  obtain  all  the 
information  I  could  on  the  subject.  I  forwarded  the  letter  I  have 
mentioned  to  the  Journal;  but  I  am  sorry  to  find  there  are  no 
replies  this  week.  The  reason  why,  I  am  unable  to  say.  Whether 
it  is  from  the  lack  of  information,  or  from  that  natural — I  would 
not  say  timidity — but  modesty  on  the  part  of  managers  in  general 
in  regard  to  furnishing  information,  I  cannot  say.  Mr.  Lewis  has 
very  kindly  given  me  information  ;  and  I  trust  I  may  yet  gain 
some  from  other  sources.  It  appears  to  me  that  the  question  of 
supplying  gas  to  small  consumers  is  one  that  should  be  taken  into 
consideration,  not  only  by  gas  managers,  but  by  corporations  and 
gas  companies.  There  is  a  wide  field  open  in  this  direction ;  and 
it  is  only  by  determining  the  best  means  of  dealing  with  the 
matter,  that  we  shall  be  able  to  drive  out  our  competitor. 
In  my  case,  we  have  been  repeatedly  asked  by  people  who 
would  be  small  consumers,  if  we  would  supply  them  with  gas. 
Under  our  present  rules,  we  are  unable  to  do  so.  If  we  afforded 
them  a  supply,  the  difficulty  at  the  end  of  three  months  would 
be  to  get  payment.  Now,  I  do  not  see  any  reason  why  we  should 
not  adopt  the  same  plan  as  is  carried  out  by  those  who  go  out 
selling  oil  in  small  quantities,  and  who  collect  the  money  weekly. 
One  difficulty,  I  see,  is  the  provision  of  gas-fittings  for  these 
small  customers.  In  the  majority  of  cases  they  are  not  in  a 
position  to  pay  even  20s.  for  fitting  up  a  house.  The  owner  of 
the  property  will  not  do  it ;  and  the  result  is  we  are  losing  con¬ 
sumers,  who,  I  am  confident,  would  pay  us  equally  well  as  some 
other  classes.  A  little  more  trouble  might  be  caused  to  the 
manager ;  but  I  contend  these  customers  would  pay  us  equally 
as  well  as  some  of  the  larger  consumers.  If  any  plan  could  be 
adopted  for  providing  gas-fittings  and  charging  a  small  rent  for 
them,  we  might  be  able  to  provide  alike  for  the  cottager  and 
artizan  at  quite  as  cheap  a  rate  as  the  oil-man  does  at  the  present 
time  ;  and  we  should  ail  reap  a  benefit  by  so  doing.  At  present 
I  have  not  done  anything  beyond  making  inquiries  ;  but  if  these 
inquiries  lead  to  satisfactory  results,  I  shall  be  pleased  to  make 
them  known  to  the  Association  at  some  future  time. 

Mr.  P.  Simpson  (Rugby) :  I  cannot  give  any  information  on  the 
question  of  petroleum  v.  gas ;  but  I  have  heard  it  stated  by  other 
managers  that  the  bad  debts  amounted  to  such  a  considerable  sum 
for  the  gas  consumed  by  small  customers,  that  it  was  one  great 
drawback  to  supplying  them.  I  think,  with  Mr.  Cranmer,  that  it 
would  be  a  great  benefit  to  all  gas  companies  if  they  could  get 
into  the  way  of  collecting  the  accounts  from  small  consumers 
more  frequently.  I  have  in  several  instances  had  to  cut  off  the 
supply  to  small  consumers,  because  in  the  winter  quarter  it  comes 
to  rather  a  considerable  amount,  and  there  is  not  that  fore¬ 
thought  which  perhaps  was  more  prevalent  in  olden  times  of  laying 
up  for  a  rainy  day.  As  a  rule,  the  working  population  live  from  week 
to  week ;  and  to  take  the  amount  of  a  quarter’s  gas  account  out 
of  a  week’s  wages  might  sometimes  cause  a  difficulty  in  the  family. 
If  we  could  collect  the  money  more  frequently,  it  would  be  a 
help  in  supplying  small  consumers.  In  my  own  case  I  supply 
889  cottages,  and  630  shops  and  large  houses— a  total  of  1519. 

I  have  taken  a  district  of  two  streets,  which  contain  about 
400  cottages,  of  which  about  156  use  gas  ;  the  average  consump¬ 
tion  in  1887  being  9814  cubic  feet  for  each  cottage.  The  cottages 
in  these  two  streets  are  not  built  as  many  are.  They  are  all 
freeholds ;  but  there  are  very  different  classes  of  cottages  in  the 
same  street.  We  have  numbers  of  cookers  in  use  in  these 
streets  ;  and  there  are  differences  of  degree  in  the  consumjition, 
which  may  make  the  average  consumption  appear  large. 
Taking  the  last  five  years,  the  average  annual  consumption  of  the 
889  cottages  was  8,389,000  cubic  feet ;  and  of  the  630  shops  and 
large  houses,  26,463,000  cubic  feet.  This  gives  an  annual  con¬ 
sumption  of  42,000  feet  for  the  larger  consumers.  Taking  the  five 
years,  I  have  had  for  these  889  cottages,  on  an  average,  bad  debts 
amounting  to  M3  13s.  9d.  per  annum,  and  for  the  630  shops 
and  large  houses  an  average  of  i;l2  Os.  6d.  This  gives 
for  the  cottages  bad  debts  averaging  O'OOd.  per  1000  cubic 

*  Mr.  Lewis’s  pajier  was  given  in  the  Journal  for  May  22  last  (p.  913). 


feet;  and  for  the  larger  consumers,  OTld.  Now,  as  a  com¬ 
pensation  against  this  loss  by  bad  debts,  the  price  is  38.  2d. 
per  1000  cubic  feet,  with  2d.  discount  if  paid  in  a  given  time. 
In  the  past  five  years,  the  average  amount  received  per 
annum  from  those  who  have  lost  their  discount  is  M2{)  128. ; 
so  that,  after  deducting  from  this  the  bad  debts  (il5  14s.  3d.), 
there  was  still  a  balance  left  of  il3  17s.  9d.  above  what  would  be 
received  if  all  had  paid  3s.  per  1000.  I  may  say  that  a  great 
drawback  to  cottagers  having  a  supply  of  gas  is  the  requirement 
in  some  instances  of  a  deposit  and  a  charge  for  laying  the  service- 
pipe.  At  Rugby  we  do  not  ask  for  a  deposit ;  and  we  lay  the 
service  within  the  house.  In  my  opinion,  small  consumers  would 
not,  as  a  rule,  pay  deposits.  I  have  never  tried  to  obtain  them  ; 
and  do  not  think  I  should  be  likely  to  succeed  if  I  did.  We  collect 
our  accounts  every  quarter.  The  accounts  are  made  up  (say)  to 
Sept.  30.  The  bills  are  then  delivered  ;  and  every  customer  is  seen 
twice  before  the  end  of  October.  This  gives  them  the  benefit  of 
the  discount  if  they  pay  ;  and  the  second  time  the  collector  goes 
round,  he  takes  a  considerable  amount  of  money.  After  the 
second  month,  unless  the  customers  pay,  the  supply  is  discontinued ; 
and  they  are  put  into  Court.  I  have  contemplated  bringing  before 
my  Board  the  question  of  more  frequent  collections. 

Mr.  Millard  (Hinckley)  :  I  am  strongly  of  opinion  it  does  not 
pay  to  foster  a  consumption  among  small  consumers,  especially 
where,  as  in  Mr.  Simpson’s  case,  you  put  in  the  service  free,  and 
allow  the  consumers  to  have  meters  without  charging  hire.  Even 
if  you  take  the  interest  on  the  outlay  at  the  small  figure  of  5  per 
cent.,  there  is  also  the  cost  of  collection,  and  other  matters.  Mr. 
Simpson  says  that  he  has  an  average  consumption  in  the  case  of 
his  cottage  consumers  of  more  than  9000  cubic  feet.  In  my  own 
case  at  Middlesbrough,  before  I  went  to  Hinckley,  the  consump¬ 
tion  was  about  8900  cubic  feet.  It  really  does  not  pay  ;  but 
with  the  object  of  broadening  the  basis  of  the  gas-works,  we  did 
try  to  foster  consumption  in  this  direction,  hoping  that  we  should 
also  obtain  increased  consumption  by  the  use  of  gas-cookers.  We 
arranged  in  all  cases  where  landlords  would  put  in  the  internal 
pipes,  to  fix  the  service-pipe  and  meter  without  any  charge.  A 
good  many  of  them  did  so  ;  and  it  was  always  found  that  these 
cottages  let  the  best.  Of  course,  there  is  a  residuum  of  population 
of  a  migratory  character  who  it  would  not  be  worth  while  having 
as  gas  consumers. 

The  President  :  Do  you  include  the  consumption  by  cookers  in 
the  figures  you  have  given  ? 

Mr.  Millard  :  Yes.  There  were  usually  two  lights  in  the 
cottages  I  referred  to.  In  the  end,  the  landlords  began  to  make 
recesses  for  the  cookers ;  and  it  saved  the  expense  of  a  range  in  the 
back  places. 

Mr.  Hunt  ;  I  was  glad  to  hear  Mr.  Millard’s  remarks,  because 
it  has  appeared  to  me  that,  in  discussions  upon  this  subject,  it 
has  too  frequently  been  assumed  to  be  the  special  mission  of  gas 
suppliers  to  oust  all  competitors,  without  any  regard  to  cost.  Gas 
supply  ought  surely  to  be  on  the  same  footing  as  any  other 
business,  in  respect  to  which  blame  would  attach  to  any  one 
carrying  it  on  at  a  loss  ;  and  the  first  thing  to  determine  is  whether 
or  not  the  new  business  we  are  seeking  to  acquire  is  likely  to  prove 
remunerative.  If  it  is  not,  it  cannot  matter  whether  oil  or  candles 
be  used,  or  even  the  electric  light.  I  remember  that,  in  the  time 
of  the  Companies,  it  was  said  in  Birmingham  of  a  certain  class 
of  consumers  that  it  would  pay  to  put  in  the  service-pipe,  supply 
and  fix  the  meter,  and  then  never  go  near  the  premises  again — 
that  is  to  say,  the  consumption  was  insufficient  to  cover  the  cost 
of  attendance  upon  the  meter  and  collection,  to  say  nothing  of 
depreciation  and  interest  on  cost  of  service-pipe  and  meter.  With¬ 
out  going  so  far  as  this,  it  is  evident  from  the  smallness  of 
consumption  in  cottage  property  generally,  that  caution  is 
necessary  in  extending  the  business  in  this  direction.  It  may 
be  quite  true  that  it  cannot  be  said  of  any  single  consumer, 
“This  one  pays;  and  that  one  does  not,”  in  the  sense  of 
supporting  a  gas  undertaking ;  but  having  regard  to  the  class, 
rather  than  the  individual,  we  can  at  once  recognize  the 
difficulty  that  would  be  experienced  with  a  gas  undertaking  whose 
consumers  were  solely  composed  of  small  cottage  occupiers,  having 
say  two  lights  apiece.  It  must  be  apparent  that  an  average 
consumption  of  4000  to  5000  cubic  feet  per  annum  could  not  be 
supplied  at  so  cheap  a  rate  as  an  average  consumption  of  say 
20,000  or  30,000  feet ;  other  conditions  being  the  same.  More¬ 
over,  in  the  migratory  character  of  a  large  portion  of  the  smaller 
occupiers,  especially  in  the  larger  towns,  there  is  an  element  of 
insecurity,  which  can  only  be  met  by  a  system  of  very  short 
collection,  or  prepayment  by  meter  or  otherwise.  In  this  respect 
Mr.  Simpson’s  plan  appears  to  have  been  very  successful,  although 
he  is  evidently  more  favourably  situated  than  are  many  others. 
As  regards  the  extension  of  gas  consumption  generally,  I  feel  con¬ 
vinced  that  Mr.  Simpson  is  upon  the  right  track.  Some  years 
ago  I  had  occasion  to  make  enquiries  upon  the  subject,  and 
procured  returns  from  various  towns — Mr.  Simpson’s  among  the 
number.  I  was  greatly  impressed  by  the  proportion  of  consumers 
to  population,  and  consumption  per  head  of  the  population ;  for 
these  bore  a  very  close  relation  to  the  policy  adopted  towards  the 
consumers.  Where  restrictions  were  in  full  force — the  deposit 
and  guarantee  system  in  full  swing,  there  the  consumption  was 
least.  On  the  other  hand,  where  a  liberal  policy  was  indicated 
by  the  information  afforded  by  the  returns,  there  the  use  of  gas 
was  proved  to  have  widely  extended  limits.  In  this  way  the  con¬ 
sumption  per  head  of  population  was  shown  to  be  actually  less 
jn  the  case  of  a  large  manufacturing  town  than  in  that  of  a 
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comparatively  small  town  having  a  semi-rural  population.  When 
looking  at  a  balance-sheet,  it  is  too  often  assumed  that  a  small 

amountfor  bad  debts  is  an  indication  of  good  management.  I  am 

not  sure  that  it  may  not  sometimes  be  the  reverse.  At  all  events 
it  is  most  probable  that  the  growth  of  business  would  in  many 
cases  be  more  satisfactory  if  a  more  liberal  policy  were  allowed  to 
prevail. 

Mr.  H.  Taplay  (Stoke-upon-Trent)-:  I  can  endorse  Mr.  Hunt  s 
remarks.  In  our  Potteries  district,  we  have  a  population  similar 
to  his  own — a  migratory  one.  One  inducement  we  gave  to  this 
population  to  use  gas  was  to  do  away  with  meter-rents  and  fix 
meters  free.  This  led  to  about  50  newconsumers  with  a  consump¬ 
tion  of  400,000  or  500,000  cubic  feet  a  year  ;  but  our  net  loss  at 
the  present  time  will  be  about  d;500  a  year  in  meter-rents. 

Mr.  North  :  That  means  you  dropped  your  meter-rents  all 
round  ? 

Mr.  Taplay  :  Yes. 

Mr.  J.  A.  Harris  (Wigston)  :  With  regard  to  the  use  of  petroleum 
for  heating  purposes,  I  may  remark  that  at  Wigston  experiments 
are  being  tried  at  one  or  two  shoe  factories  to  heat  irons  by  this 
means.  The  only  drawback  is  that  the  irons  are  blacked.  I  should 
like  to  ask  if  there  is  any  case  where  heating  by  petroleum  is 
carried  out  successfully.  With  regard  to  the  supply  of  gas  to 
cottages,  in  my  opinion  we  need  caution.  If  a  genuine  good 
tenant  will  take  gas,  we  ought  to  make  it  as  easy  as  possible  in  the 
first  place  to  start  the  consumption,  by  laying  the  service-pipe  ami 
fixing  the  meter  free  of  cost.  In  the  case  of  cottages  not  already 
fitted  up,  it  would  also  be  to  our  advantage  to  do  the  work  at  a 
small  margin  of  profit.  The  start  is  the  principal  thing.  If  we 
know  people  are  likely  to  be  sure  tenants  of  a  cottage,  and  gas- 
fittings  are  not  fixed  in  it,  it  might  be  advisable  for  some  one  from 
the  gas-works  to  see  the  landlord.  There  are  tenants  who  would 
be  willing  to  pay  a  penny  a  week  more  if  the  landlords  provided 
the  gas-fittings.  In  a  new  district,  where  there  is  a  population  of 
about  2000,  we  have  experienced  more  difficulty  than  in  all  the 
other  parts  of  Wigston.  I  find  one  factory  is  worth  a  hundred  of 
such  consumers. 

Mr.  W.  R.  Cooper  (Banbury) :  In  our  case  we  try  to  meet  the 
small  consumers  as  liberally  as  possible.  We  do  nothing  in  the 
way  of  fitting  up  houses ;  and  the  consequence  is  that  the  trades¬ 
men  have  gone  more  into  the  petroleum  lamp  than  the  gas-fitting 
business,  as,  after  selling  the  lamps,  they  continue  to  supply  the  oil. 

I  thought  of  suggesting  to  the  Directors  of  my  Company  that  they 
should  try  and  revive  the  trade  in  gas-fittings  by  offering  the  trades¬ 
men  a  premium  upon  all  the  gas-fittings  they  sell ;  so  that  there 
might  be  a  fair  competition  with  the  lamps. 

Mr.  North  :  Why  not  go  into  competition  with  them  ?  You  can 
afford  to  sell  gas-fittings  cheaper  than  they  can. 

Mr.  W.  WiNSTANLEY  (Newcastle) :  I  should  like  to  ask  if  any 
members  present  have  tried  the  prepayment  meter.  I  was  in¬ 
structed  by  my  Committee  to  obtain  one  of  these  meters  to  experi¬ 
ment  with.  I  have  done  so  ;  and  I  find  that  the  pence  dial  works 
backwards.  It  may  be  that  this  is  right,  to  show  the  amount  of 
gas  paid  for  and  the  quantity  to  be  burnt.  I  have  tried  it  with  a 
penny;  but  the  penny  will  not  go  down.  There  it  sticks;  and  still 
the  gas  goes  on  burning.  (Laughter.)  One  of  the  members  has 
spoken  of  supplying  the  services  free.  I  do  not  find  that  it  has 
increased  the  ratio  of  consumption  over  what  it  was  before  adopt¬ 
ing  this  principle.  As  regards  the  deposit  system,  perhaps  that 
may  interfere  with  the  increase  of  consumption.  In  my  case, 

5  per  cent,  is  allowed  upon  all  deposits.  I  find  that  the  bad  debts 
have  decreased,  while  the  consumption  has  increased,  which  may 
perhaps  arise  from  better  collection.  Mr.  Simpson  is  very  favour¬ 
ably  circumstanced  in  the  matter  of  cottage  consumption  ;  but  it 
I  supplied  cottages  in  the  way  he  does  at  Rugby,  I  should  very 
likely  find  a  few  hundreds  increase  in  bad  debts.  The  idea  of 
adopting  the  prepayment  meter  is  to  increase  this  class  of  con¬ 
sumption,  and  at  the  same  time  make  sure  of  the  cash. 

Mr.  Simpson  :  Is  not  the  dial  of  the  prepayment  meter  meant 
to  go  backwards  when  you  put  a  penny  in  ?  It  goes  round  to 
the  12 ;  and  you  cannot  put  any  more  pence  in.  Perhaps  you 
have  broken  the  action  with  your  penny. 

Mr.  Harris  :  There  is  a  dial  registering  up  to  twelve  or  each 
penny  put  in.  It  goes  forward — one,  two,  or  three,  and  so  on  up  to 
twelve  ;  and  then  it  travels  back.  I  have  the  greatest  confidence 
in  the  meter. 

The  President  ;  As  to  the  idea  of  increasing  cottage  consump¬ 
tion,  although  I  agree  with  previous  speakers  that  we  should  not 
take  business  at  a  loss,  yet  I  think  our  aim  should  be  to  bring  into 
our  fold  all  consumers  who  will  in  the  long  run  benefit  us ;  and 
that  we  should  not  stick  at  trifles,  but  remove,  as  far  as  practicable, 
all  the  old  discouraging  restrictions  to  the  use  of  gas  from  all  con¬ 
sumers — small  consumers  though  some  of  them  may  be.  On  the 
Continent,  they  look  at  the  whole  question  very  broadly.  They 
bring  the  service  from  the  street,  and  take  it  right  up  through  the 
various  floors  of  the  house  free  of  cost.  No  doubt  charges  for 
fixing  meters,  deposits,  and  for  one  thing  and  another  are  vexatious, 
and  form  a  stop-block  in  the  way  of  a  small  consumer  entertain¬ 
ing  the  idea  of  using  gas.  I  notice  that  during  the  discussion 
nothing  has  been  said  with  respect  to  Mr.  Lewis’s  figures,  which 
he  had  so  ably  prepared  for  us  in  tabular  form  in  the  paper.  One 
advantage  of  delaying  the  discussion  upon  it  has  been,  as  I  said 
before,  to  give  us  time  for  a  full  consideration  of  them  ;  and, 
availing  myself  of  it,  I  thought  I  would  ascertain  for  myself 
what  was  the  cost  of  burning  ordinary  petroleum  oil,  as  com¬ 
pared  with  coal  gas.  I  am  living  in  the  country  iust  beyond 


the  limits  of  gas  supply,  and  am  compelled  to  use  oil-lamps.  I  use 
Hincks’s  duplex  lamps  with  petroleum  oil;  and  the  oil  costs  9d. 
per  gallon  delivered.  With  the  flames  of  my  lamp  set  at  right 
angles  to  the  photometer  bar,  I  obtained  an  illuminating  power  of 
21'52  candles  ;  and  with  the  edge  of  the  flames  towards  the  bar, 
only  12'01  candles,  or  5(5  per  cent,  less  (which  is  about  4  per  cent, 
less  favourable  for  the  edge  of  the  flame  than  Mr.  Lewis  found). 

One  quart  of  the  petroleum  oil  lasted  14  hours  12  minutes  ;  the 
cost  at  yd.  per  gallon  being  2Id.  or  0T6d.  per  hour.  Taking  the 
mean  of  the  illuminating  power  of  the  flames  edge  and  fuU,  it  is 
equivalent  to  5‘23  cubic  feet  of  gas  of  16-candle  power  per  hour. 
Adopting  3‘2  caudles  per  cubic  foot,  at  3s.  per  1000  cubic  feet,  the 
cost  of  an  equal  light  by  gas  for  the  same  length  of  time  would  be 

2- 67d.  against  2id.  from  the  oil — or  3-42d.  against  the  2^d.  if  the 
comparison  be  made  with  the  higher  lamp-power  of  21‘52  candles. 

The  power  recorded  for  the  full-flame  tests  gives  a  value  of  1215 
candle  power  per  gallon  per  hour,  as  compared  with  Mr.  Lewis’s 
1287  to  1459  ;  and  my  tests  bear  out  his  calculations  that  oil 
at  9d.  per  gallon  is  about  equal  to  gas  at  2s.  per  1000  cubic  feet,  of 
an  illuminating  value  of  3'2  candles  per  cubic  foot.  I  am,  however, 
of  opinion  that,  notwithstanding  the  improvements  which  have 
taken  place  in  gas-burners,  principally  in  those  of  high  power, 

3- 2  candles  per  cubic  foot  is  too  high  a  standard  to  adopt  for  the 
comparison  with  petroleum  lamps.  Such  lamps  as  these  are 
principally  used  in  places  where  ordinary  fishtail  or  other 
flat-flame  burners  would  be  used  if  gas  were  employed ; 
and  with  such  I  think  that  perhaps  a  mean  between  the 
late  Mr.  Hartley’s  figures,  mentioned  by  Mr.  Lewis,  and 
3-2  candles  would  be  fairer,  if  not  still  too  high  a  value  for 
the  comparison — 3'2  being  the  result  obtained  at  present  with  the 
standard  Argand  burner.  Reckoning  therefore,  the  value  of  the 
gas  per  cubic  foot  in  candles,  at  an  eighth  less  than  Mr.  Lewis 
has  done,  it  alters  the  comparative  cost  of  gas  in  his  duplex 
burner  table  from  15-16d.  to  17-31d.  as  against  9d.,  or  nearly 
double  the  cost  of  oil;  and  at  2s.  per  1000  cubic  feet,  ll-54d., 
as  against  9d.— or  28  per  cent,  dearer.  I  quite  agree  with  Mr. 
Lewis’s  statement  in  his  paper  that  the  truth  should  be  known ; 
and  if  we  do  not  bring  it  out,  or  in  any  way  attempt  to  “  scotch 
it,”  it  will  nevertheless  come  to  the  front.  I  therefore  hope  he 
will  excuse  me  in  disagreeing  with  his  figures  as  to  the  cost  of  oil 
compared  with  gas.  From  the  experiments  I  have  made,  and  my 
general  knowledge  as  to  the  cost  of  petroleum,  I  feel  that,  as 
regards  expense,  hght  against  light,  we  shall  not  be  able  to 
”  defy  all  competition,”  without  17-candle  gas  can  be  sold  as  low 
as  2s.  per  1000  cubic  feet.  Anything  above  that  figure  will,  if  cost 
alone  be  considered,  put  the  general  adoption  of  gas  by  very  small 
consumers  out  of  the  question  if  looked  at  apart  from  the  matters 
of  safety  and  convenience,  which  are  so  much  in  favour  of  gas. 
Mr.  Lewis  has  referred  to  a  valuable  paper  by  Mr.  Dalgliesh.  It 
would  be  valuable  information  if  Mr.  Dalgliesh  would  at  some 
future  time  kindly  add  to  his  interesting  figures  the  price  of  gas 
in  the  different  towns  to  which  he  refers  in  his  paper,  where  he 
shows  that  the  non-consumers  vary  from  8  to  81  per  cent.  It 
will  give  us  an  opportunity  of  judging  more  fully  if  it  is  the  price 
of  gas  which  adds  materially  to  the  disposition  of  the  non-consumer 
to  use  petroleum  rather  than  gas. 

Mr.  J.  T.  Lewis  (Wellingborough)  :  The  discussion  to-day  has,  I 
think,  been  on  the  whole  favourable  to  the  views  I  hold.  Some 
members  seem  to  consider  it  is  not  advisable  to  push  the  sale  of 
gas  in  cottage  property,  without  being  quite  certain  that  it  is 
going  to  pay,  or  more  than  pay,  for  the  extra  expense  incurred 
through  deaUng  with  this  class  of  property.  In  my  opinion,  it  is 
necessary  that  we  should  try  and  get  hold  of  this  class  of  con¬ 
sumer;  and  therefore  we  must,  in  the  first  instance,  treat  it  as 
an  experiment,  and  afterwards  be  guided  by  the  results,  which  may 
entirely  differ  in  different  districts  according  to  local  circumstances. 
No  doubt,  in  large  towns,  such  as  Birmingham,  the  migrating 
habits  of  many  cottage  occupiers  makes  it  very  difficult  to  supply 
them  with  gas  on  the  usual  terms  ;  and  the  endeavour  to  do  so, 
on  the  system  of  quarterly  payments,  might  add  to  the  bad  debts 
account.  If,  however,  a  system  of  weekly  collections  was  adopted, 

I  believe  this  class  of  people  might  with  advantage  become  our 
customers.  The  frequent  visit  would  almost,  if  not  entirely  pre¬ 
vent  loss  ;  and  although  the  cost  of  collection  is  greater,  I  think, 
this  is  preferable  to  a  system  of  monthly  collection,  or  the  use  of 
a  prepayment  meter,  the  employment  of  which  would  necessitate 
at  least  monthly  visits,  when  perhaps  at  the  end  of  the  month  you 
might  find  your  customer  had  removed,  or  that  the  meter  had 
been  tampered  with.  I  must  congratulate  Mr.  Simpson  upon  the 
smallness  of  his  bad  debts,  and  also  upon  the  average  consumption 
of  his  cottages ;  both  being  very  good.  Mr.  Millard  is  under  a  mis¬ 
take  when  he  speaks  of  Mr.  Simpson  and  myself  supplying  meters 
free.  We  do  not  do  that.  In  my  own  case,  we  charge  Is.  per 
quarter  for  3-light  meters.  In  reply  to  Mr.  Harris,  as  to  the  use  of 
petroleum  to  heat  shoemakers’  irons,  gas  is  largely  used  in  our 
district  for  this  purpose  ;  and  although  it  is  possible  to  heat  these 
irons  with  petroleum  oil,  and  some  do  it,  I  have  not  met  with 
anyone  who  could  get  a  supply  of  gas  on  favourable  terms  who  did 
not  prefer  gas  for  the  purpose— the  advantages  being  altogether  in 
favour  of  gas.  During  the  past  few  months,  we  have  laid  down 
mains  for  the  supply  of  a  village  of  2000  inhabitants,  where  scarcely 
anything  but  petroleum  oil  was  previously  used  for  lighting  pur¬ 
poses.  Our  price  for  gas  there  is  3s.  4d.  per  1000  cubic  feet,  with 
2d.  discount ;  and  at  this  price,  I  am  glad  to  say  that  many  of  the 
people  have  taken  gas,  and  were  only  too  glad  to  get  it,  in  place  of 
petroleum — clearly  showing  that  it  is  not  altogether  a  question  of 
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cost  light  for  light.  In  this  place  I  have  been  fortunate  enough  to 
induce  some  owners  of  cottages  to  put  in  gas  pipes  and  fittings ; 
so  that  the  occupiers  can  take  the  gas  on  the  weekly  system, 
without  any  expense,  beyond  that  of  the  gas  consumed  and 
the  meter-rent.  I  should  recommend  Mr.  Cooper  to  take  tlie 
supply  of  fittings  into  his  own  hands,  instead  of  offer¬ 
ing  a  premium  to  the  oil-lamp  sellers  on  the  gas- fittings  they 
could  sell.  He  could  supply  the  fittings  at  less  cost,  and  would 
understand  the  requirements  of  his  customers  much  better  than 
the  shopkeepers,  besides  having  the  control  of  them  in  his  own 
hands.  With  regard  to  the  question  which  the  President  has 
raised,  as  to  the  amount  of  light  given  by  an  ordinary  burner  per 
cubic  foot  of  gas,  I  adopted  the  value  of  3'2  candles  because  I  did 
not  wish  to  be  below  the  mark  in  my  comparisons  ;  but  I  quite  agree 
with  him  that,  in  the  bulk  of  cottages  where  oil  is  used,  such  a 
high  value  would  not  be  obtained.  I  think  his  figures  of  2‘8 
candles  per  cubic  foot  are  quite  high  enough  ;  and  I  should  be 
perfectly  willing  to  adopt  his  figure,  if  I  was  going  over  the  matter 
again.  In  a  paper  read  by  Mr.  L,  T.  Wright,  late  of  Nottingham, 
before  the  Society  of  Chemical  Industry, he  compared  the  value 
of  petroleum  and  paraffin  oils  with  gas  as  supplied  at  Nottingham. 
He  allows  a  value  of  3’5  candles  per  cubic  foot  for  ordinary  flat- 
flame  burners.  This  I  consider  much  too  high,  even  when  used 
with  18:|^-candle  gas.  With  this  exception,  I  find  that  his  results 
agree  closely  with  my  own  experiments  ;  and  I  am  pleased  to 
know  that  our  President’s  tests  also  agree  with  mine.  It  is  of 
the  greatest  importance  that  we  should  make  only  true  statements 
to  our  customers  as  to  the  value  of  the  light  obtained  from  the 
gas  used  with  various  burners.  A  short  time  ago  a  pamphlet  was 
given  me  on  the  subject  of  the  supply  of  gas  to  consumers ; 
and  in  it  I  found  very  misleading  statements,  such  as  no 
one  connected  with  gas  undertakings  should  send  out,  and 
which  would  certainly  lead  to  trouble  with  our  consumers. 
Our  President  says  that  gas  must  not  be  above  2s.  per  1000 
cubic  feet  to  be  able  to  compete  with  petroleum.  This  is  true 
when  comparing  the  light  given  by  each  illuminant ;  but 
something  must  be  allowed  for  the  advantages  which  gas  un¬ 
doubtedly  possesses  over  petroleum.  As  an  instance  of  this,  I 
may  mention  that  a  few  weeks  ago  I  attended  a  meeting  of  manu¬ 
facturers  and  others  held  in  a  village  of  3000  inhabitants,  to  take 
into  consideration  the  advisability  of  obtaining  a  supply  of  gas ; 
and  without  any  figures  being  given  them,  their  own  conclusion 
was  that,  if  gas  could  be  supplied  at  Is.  per  1000  cubic  feet,  they 
would  burn  it  in  their  homes  and  factories  instead  of  petroleum. 
Notwithstanding  that  petroleum  is  such  a  severe  competitor,  I 
think  if  we  take  such  steps  as  weekly  collections,  and  offer  every 
facility  for  getting  gas,  we  shall  do  a  great  deal  to  meet,  if  not  to 
stop  altogether,  the  competition  which  we  are  experiencing  at  the 
present  time.  Though  I  cannot  speak  definitely  on  the  subject, 
it  may  interest  some  to  know  how  we  have  succeeded  with  the 
weekly  system  since  we  started  it  in  July  last.  During  the 
quarter  we  had  16  consumers  on  this  system — the  lowest  aver¬ 
age  weekly  payment,  3'3d.,  and  the  highest  where  a  cooking-stove 
is  used.  Is.  7’61d.,  or  an  average  for  each  of  5'94d.  per  week.  We 
have  now  30  customers  on  this  system,  and  have  orders  for  many 
more  to  be  put  on.  In  conclusion,  I  beg  to  thank  you  for  having 
listened  to  me  so  patiently. 

Mr.  Cooi'ER :  With  regard  to  the  question  of  offering  premiums 
to  tradesmen,  my  idea  is  that  in  doing  so  we  should  not  create  a 
rivalry ;  we  should  not  have  any  bad  debts,  and  there  would  be 
no  capital  required  for  carrying  out  my  suggestion. 

The  President  :  I  rise  to  move  a  very  hearty  vote  of  thanks  to 
Mr.  Lewis  for  his  paper,  which  has  been  so  well  discussed  to-day. 
I  hope  some  other  members  present  will  take  a  leaf  out  of  his 
book,  and  bring  before  us  next  year  papers  on  subjects  of  mutual 
interest. 

Mr.  B.  W.  Smith  (Smethwick)  seconded  the  motion,  which  was 
carried  with  applause. 

Mr.  Lewis  :  I  thank  you  very  much.  I  only  felt  I  was  doing 
my  duty  in  preparing  the  paper.  I  shall  be  pleased  at  any  future 
time  to  do  anything  I  can  for  the  Association. 


Metropolis  Water  Supply. — Among  the  notices  of  motion  still 
on  the  paper  of  the  House  of  Commons,  there  is  the  one  by  Mr. 
Dixon-Hartland  for  the  appointment  of  a  Select  Committee  to 
“  inquire  into  the  whole  question  of  the  present  and  future  water 
supply  of  the  Metropolis,”  and  that  of  Mr.  Seager  Hunt  for  a  Bill 
“  to  consolidate  the  Acts  relating  to  the  water  supply  of  London,” 
both  of  which  were  recorded  in  our  columns  at  the  time  the  notices 
were  given. 

Awards  at  the  Brussels  Exhibition. — In  addition  to  the 
awards  at  the  Brussels  Exhibition  which  have  already  been 
recorded  in  our  columns  (see  ante,  p.  674),  we  notice  that  diplomas 
of  honour  were  given  to  M.  Somzee,  for  the  “  Ezmos  ”  gas-lamp 
(described  elsewhere  to-day) ;  to  Messrs.  Marsh,  Greenall,  and  Co., 
of  Manchester,  for  their  gas-lamps  ;  and  to  the  same  firm,  as  well 
as  to  Messrs.  C.  Wilson  and  Co.,  of  Leeds,  and  M.  Wybauw,  of 
Brussels,  for  their  gas-stoves.  Mr.  Jennings  and  Mr.  Justice,  of 
London,  have  received  silver  medals  for  their  gas-stoves  ;  and  Herr 
Elster,  of  Berlin,  a  gold  one  for  his  photometers.  Messrs.  J.  Stott 
and  Co.,  of  London,  were  awarded  a  special  prize  for  their  gas- 
regulators.  For  gas-meters,  the  General  Gas-Meter  Company  of 
Brussels,  MM.  Bienven  and  Serret,  of  that  city,  and  Herr  Haas, 
of  Mayence,  were  all  awarded  gold  medals. 

*  See  Journal  for  June  5  last,  p.  1003. 


THE  GUIDE-FRAMING  OF  GASHOLDERS: 

HOW,  AND  HOW  FAR,  MAY  IT  BE  DISPENSED  WITH  ? 

By  George  Livesey. 

[A  Paper  read  before  the  Southern  District  Association  of  Gas 
Engineers  and  Managers,  Thursday,  Nov.  8,  1888.] 

The  question  has  two  aspects — the  first  is  a  scientific,  and  the 
second  an  economical  problem.  Supposing  the  first  to  be  settled 
satisfactorily  in  the  affirmative  —  that  guide-framing  can  be 
abolished  partially  or  entirely — the  theory  is  not  likely  to  be 
adopted  in  practice  unless  a  considerable  saving  can  be  effected. 

It  has  been  proved,  both  theoretically  and  practically,  that  the 
guide-framing  of  telescopic  holders  can  be  safely  reduced  in  height 
without  appreciably  increasing  the  strength  of  the  holder  or  the 
remaining  guide-framing.  The  theory  is  to  be  found  in  the  series 
of  able  and  exhaustive  articles,  by  “  Theory  and  Practice,”  that 
have  appeared  in  the  Journal  of  Gas  Lighting  (which  I  hope  will 
be  published  separately) ;  and  the  practice  is  to  be  seen  at  Rother- 
hithe.  So  far  as  the  Rotherhithe  holder  is  concerned,  the  idea 
originated  in  1881,  as  may  be  seen  by  referring  to  the  Journal  for 
Dec.  27,  1881,  where,  in  a  letter  referring  to  the  large  holder  then 
just  completed  at  the  Old  Kent  Road,  I  said : 

“  I  close  this  letter  with  an  idea  that  has  occurred  to  me  this  week,  and 
which  may  some  day  be  carried  out  in  practice.  I  believe  it  would  be 
quite  practicable  and  perfectly  safe  to  erect  and  work  such  a  gasholder  as 
this  with  three  lifts  of  53  feet  each,  if  the  guide-framing  reached  only  high 
enough  for  one  lift — say  55  feet  [of  this  I  am  now  doubtful]  in  order  to 
guide  the  inner  holder  until  the  second  is  cupped.  The  process  would 
then  be  repeated  ;  the  second  lift  being  guided  and  kept  in  its  place  until 
it  lifted  the  third,  which  would  rise  to  its  full  height  and  be  held  firmly 
in  position  by  the  combined  radial  and  tangential  rollers  on  the  grip  of 
the  outside  or  bottom  lift  with  similar  rollers  on  its  curb  working  against 
guides  in  the  tank.” 

The  principle  was  tested  soon  after  by  telescoping  a  small  holder 
about  8  feet  diameter  by  8  feet  high — the  inner  lift  having  no 
guide-framing ;  and  the  experiment  being  successful,  the  large 
holder  at  East  Greenwich,  just  completed,  would  have  been  built 
with  a  shortened  framing,  had  we  not  been  advised  that  the  stresses 
on  the  unsupported  part  of  the  holder  would  be  of  such  an  entirely 
novel  and  serious  nature  that  it  would  not  be  safe  to  try  an 
experiment  of  this  kind  on  so  large  and  exposed  a  structure.  The 
first  attempt  in  this  direction  was,  therefore,  made  in  1887  (but 
designed  in  1886)  on  a  more  modest  scale  at  Rotherhithe, 
where  an  ordinary  double-lift  gasholder,  erected  in  1867,  150  feet 
diameter  by  25  feet  deep,  with  sixteen  cast-iron  columns  50  feet 
high,  and  two  tiers  of  girders,  has  been  converted  into  a  three- 
lift  holder  without  increasing  the  height  of  the  original  framing, 
or  strengthening  it  beyond  what  would  have  been  necessary 
had  it  been  carried  up  the  extra  height.  The  strengthening 
consists  simply  of  diagonal  bracing;  and  the  only  additional 
expense  was  replacing  the  channel -iron  guides  with  H-iron 
to  furnish  paths  for  the  combined  radial  and  tangential  rollers 
on  the  grips  of  the  middle  and  outer  lifts.  These  tangential 
rollers  are  the  only  addition  to  the  holder  necessitated  by  the 
shortened  framing.  The  experiment,  therefore,  proves  that  a 
double-lift  holder  can  thus  be  safely  converted  into  three  lifts 
with  advantage  on  the  score  of  economy,  which  is  its  justification  ; 
but  it  is  very  doubtful  whether  the  ordinary  framing  can  be  further 
reduced  without  adding  so  much  to  the  strength  of  both  framing 
and  holder  as  to  prevent  any  further  saving. 


In  the  first  place,  according  to  the  accompanying  diagram 
(copied  from  an  article  by  “Theory  and  Practice  ”  in  the  Journal 
of  8ept.  25  last,  p.  547),  in  a  three-lift  holder  with  framing  two  lifts 
high,  the  stresses  on  the  framing  are  not  appreciably  increased ; 
but  with  framing  only  one  lift  high,  they  become  very  seriously 
augmented — necessitating  great  additional  strength.  Secondly, 
there  are  the  stresses  on  the  bell,  which  are  dealt  with  in  the 
article  on  page  963  of  the  Journal  of  Nov.  29,  1887,  where  it  is 
said  that  “  gasholders  can  be  constructed  safely  with  the  inner  lift 
unsupported  by  external  guide-framing  after  it  has  cupped,  pro¬ 
viding  the  guide-framing  is  carried  to  the  height  of  the  two 
outer  lifts.”  But  the  writer,  dealing  with  “  three-lift  holders  one 
lift  supported  by  guide- framing,”  says  (speaking  of  the  side 
sheeting  acting  as  the  web  plate  of  a  girder)  the  diagonal  strains 
tending  to  distort  and  buckle  the  sheeting  would  be  so  great  that 
he  comes  to  the  conclusion  “  that  it  is  not  safe  nor  advisable  to 
make  treble-lift  gasholders  with  guide-framing  to  the  outer  lift 
only.”  These  conclusions  are  repeated  in  his  article  on  page 
677  of  the  Journal  for  Oct.  16  last;  and  until  these  conclusions 
are  proved  to  be  erroneous,  he  would  be  a  bold,  if  not  a  rash, 
man  who  ventures  lightly  to  construct  a  three-lift  holder  with 
ordinary  guide-framing  to  the  height  of  one  lift  only. 

But  “  Theory  and  Practice,”  at  the  close  of  the  last  article  above 
mentioned,  has  a  “Note  on  Mr.  Gadd’s  Gasholder,”  which  shows 
that,  by  a  different  form  of  guiding,  the  method  of  determining  the 
strains  must  be  different;  and  this  points  to  the  possibility  of  fur¬ 
ther  reducing  or  abolishing  the  framing,  and  brings  us  back  to  the 
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article  in  the  Journal  for  March  29,  1887,  and  to  Mr.  Webber’s 
paper  of  last  year — to  whom  undoubtedly  belongs  the  credit  of  the 
really  original  idea  of  constructing  and  working  gasholders  without 
external  framing.  Until  he  suggested  the  idea,  it  had  never,  so  for 
as  I  know,  been  even  thought  of ;  and  if  gasholders  should  ever  be 
so  constructed,  the  merit  of  the  suggestion  rests  with  Mr.  Webber. 
After  this,  it  occurred  to  me  that  if  some  means  could  be  devised 
whereby  the  bottom  curb,  while  free  to  rise  and  fall,  could  be  main¬ 
tained  perfectly  level,  a  great  step  would  be  made  in  the  direction 
indicated  by  Mr.  Webber.  I  said  in  the  J ournal  for  April  26, 1887, 

“  if  some  practicable  means  could  be  devised  whereby  all  the  bottom 
rollers  might  be  made  to  rise  or  fall  equally,  and  none  of  them 
could  either  rise  above  or  fall  below  the  others,  the  holder  would 
then  to  all  intents  and  purposes  have  a  solid  foundation,^  and  no 
columns  or  guide-framing  of  any  kind  would  be  necessary.  Thus 
a  holder  rigidly  level  would  be  secured ;  and  at  the  same  time  it 
would  be  free  to  move  up  or  down  with  the  inflow  or  exit  of  gas. 
For  some  time,  however,  the  accomplishment  of  this  object 
appeared  impracticable ;  but  Mr.  Gadd’s  ingenious  and  novel 
invention  of  spiral  guides  seems  to  have  solved  the  problem.  ^ 

The  important  question  now  is  whether,  by  Mr.  Gadd’s  or 
any  other  plan,  it  is  advisable  or  practicable  to  dispense  entirely 
with  guide-framing  for  telescopic  holders,  having  regard  to  the 
want  of  strength  in  the  side  sheets  to  resist  the  distorting  and 
buckling  strains  in  an  unsupported  holder.  By  Mr.  Gadd  s  inven¬ 
tion  we  are  enabled  for  the  first  time  to  hold  the  bottom  of  a 
holder  in  a  horizontal  position.  It  is  not  like  a  cylinder  simply 
standing  on  a  solid  foundation  ;  but  is  a  cylinder  (closed  at  the  top) 
supported  from  the  crown  with  the  sides  suspended  therefrom,  and 
the  whole  held  firmly  level  by  the  rollers  acting  on  the  spiral 
guides.  But  I  cannot  see  that  this  diminishes  the  distorting  and 
buckling  strains  on  the  side  sheeting  of  an  unsupported  holder. 
If,  however,  these  strains  can  be  proved  to  be  of  no  great  moment, 
then  Mr.  Gadd  will  have  shown  how  Mr.  Webber’s  idea  of  no 
framing  can  be  made  practicable. 

Assuming  that  for  single  holders,  or  shallow  telescopic  ones, 
unsupported  by  guide-framing,  the  idea  of  holding  the  bottom  curb 
to  be  successful,  we  have  in  the  next  place  to  find  the  simplest 
plan  of  effecting  that  object.  We  have  Mr.  Gadd’s  clever  applica¬ 
tion  of  the  screw  or  inclined  guides ;  and  I  have  now  to  introduce 
an  upright  guide  to  effect  the  same  purpose.  It  is  either  made  in 
channel  form  with  a  single  tangential  roller,  or  solid  with  a  tan¬ 
gential  roller  working  on  each  side.  In  the  case  of  the  channel 
guide,  the  roller  must  be  carried  on  a  stud  unsupported  at  the 
outer  end  ;  but  with  the  solid  guide,  the  rollers  work  on  pins  sup¬ 
ported  at  both  ends — thus  having  the  advantage  of  greater  strength. 
The  peculiarity  of  the  guide  consists,  as  shown,  in  alternate  pro¬ 
jections  and  hollows  on  the  sides.  The  projections  on  one  side 
are  opposite  to  the  hollows  on  the  other,  against  which  the  roller 
or  rollers  work ;  thus  compelling  them  to  take  a  zig-zag  course. 
This  produces  in  the  holder  in  its  rising  or  falling  a  slight  alter¬ 
nating  movement  on  its  vertical  axis — turning,  in  fact,  like  a  top 
on  its  centre,  but  only  to  a  very  small  extent  in  one  direction  (say) 
to  the  right,  when  the  action  is  reversed,  and  it  moves  to  the 
same  extent  to  the  left ;  then  again  to  the  right  ;  and  so  on. 
The  projections  may  vary  in  size  and  shape ;  but  here  they  are 
shown  as  equal  to  one-fourth  the  diameter  of  the  rollers — say, 
3-inch  projections  for  12-inch  rollers — and  as  the  zig-zag  path  is 
of  exactly  the  same  width  as  the  rollers,  there  is  thus  6  inches  clear 
between  the  projections  on  the  side  of  the  guides,  which  may  be 
used  as  a  path  for  radial  rollers  if  required. 


*  The  dotted  lines  show  the  paths  of  the  centres  of  the  rollers. 


The  guides  being  fixed  either  to  the  side  of  the  gasholder  or 
to  the  tank,  in  exact  correspondence,  the  closely  fitting  rollers 
must  of  necessity  all  move  together  in  the  same  direction,  and  to 
the  same  extent.  Consequently  tilting  is  prevented  ;  the  bottom 
curb  being  held  rigidly  level,  though  perfectly  free  to  rise  and  fall. 
The  overturning  force  of  the  wind  is  resisted  in  an  entirely 
different  manner  to  that  of  ordinary  framing.  The  rollers  on  the 
lee  side  hold  the  curb  up,  while  those  on  the  windward  side  hold 
it  down  ;  whereas  with  ordinary  framing  tilting  is  resisted  by  two 
or  more  series  or  circles  of  rollers  at  different  levels  bearing  on 
the  guide-framing.  In  one  case  the  base  is  secured;  in  the  other, 
the  sides  are  supported.  The  difference,  therefore,  is  radical ;  and 
it  may  bring  Mr.  Webber’s  idea  within  the  range  of  practical 
engineering.  Of  course,  the  effect  arrived  at  with  the  corrugated 
guide  is  the  same  as  Mr.  Gadd’s  spiral ;  and  it  is  not  my  intention 
to  disparage  the  latter,  or  to  draw  comparisons  between  them.  If 
both  accomplish  the  same  object,  it  remains  for  impartial  practical 
men  to  determine  which  is  the  more  suitable  for  the  purpose ; 
and  if  any  should  prefer  mine,  they  will  not  find  that  the  protection 
it  was  necessary  to  obtain  in  the  form  of  a  patent  will  prove  an 
obstacle  to  its  adoption. 

If  either  the  spiral  or  corrugated,  or  both  forms  of  guides  prove 
effective,  it  will  then  no  doubt  be  practicable  to  work  single  gas¬ 
holders,  or  small  and  shallow  telescopic  ones  of  two  or  possibly 
three  lifts,  without  guide-framing,  as  holders  of  this  kind  are  pro¬ 
portionately  much  stronger  than  larger  vessels — the  sheeting^  being 
of  about  the  same  thickness  in  both  cases.  If  successful,  it  will 
remove  the  objection  to  shallow  holders ;  and  in  fact  will  make 
them  both  economical  in  construction  and  safe  in  working. 
Expense  will  be  saved  in  the  tank ;  while  the  holder  of  four,  five, 
or  possibly  more  lifts,  with  the  cups  at  comparatively  short 
distances  apart,  will  be  better  able  to  resist  the  diagonal  strains 
that  tend  to  distort  and  buckle  the  sheeting  if  unsupported  by  guide¬ 
framing.  For  large  and  deep  holders  the  utmost  I  expect  from 
the  new  form  of  guiding  is  that,  by  reducing  the  strains  on  the 
guide-framing,  it  will  not  be  necessary  to  increase  its  strength  when 
leaving  two  lifts  out  of  three  or  more  unsupported.  Beyond  this, 
as  the  new  guiding  arrangements  do  not  in  any  way  affect  or 
diminish  the  strains  on  the  side  sheeting  of  the  part  of  the  holder 
which  is  not  supported  by  framing,  the  danger  of  distortion  and 
buckling  renders  it  impracticable  to  work  the  three  lifts  of  a  large 
and  deep  holder  guided  from  the  bottom  curb  only,  without  greatly 
increasing  the  strength  of  the  side  sheeting,  and  so  adding  to  its 
weight  and  cost  that  all  advantages  would  disappear  and  the 
balance  be  left  on  the  wrong  side.  Let  us  hope  that  on  this  point 
there  may  possibly  be  a  mistake  ;  and  that  all  the  predictions  and 
hopes  of  the  enthusiasts  will  be  satisfactorily  developed  in  practice. 

SOME  HINDRANCES  TO  THE  SALE  OF  GAS. 

By  W.  E.  Price,  of  Hampton. 

[A  Paper  read  before  the  Southern  District  Association  of  Gas 
Engineers  and  Managers,  Thursday,  Nov.  8,  1888.] 

Given  an  efficient  plant,  and  the  wherewithal  to  work  it,  a  gas 
engineer,  with  a  sound  knowledge  of  gas  making  in  all  its  branches, 
is  quite  prepared  to  produce  as  much  or  more  gas  than  may  be  re¬ 
quired  ;  but  his  energy  is  far  from  being  less  needed  when  he  has 
delivered  it  into  the  gasholder.  He  has  then  to  put  forth  his  best 
efforts  to  find  what  most  commercial  men  have  more  or  less 
difficulty  in  finding — a  ready  and  increasing  market  for  the  article 
which  he  has  manufactured. 

Like  with  most  commodities  or  necessities,  the  demand  for  gas 
is  regulated  by  its  comparative  cost  to  the  public,  taking  into  con¬ 
sideration  its  advantages  and  disadvantages  compared  with  Uiat  of 
other  illuminants ;  and  we,  as  commercial  men  with  an  article  to 
sell,  ought  to  leave  no  obstacle  in  the  way  of  preparing  a  smooth 
path  for  the  use  of  gas.  We  must  not  forget  that  there  are  other 
means  of  obtaining  artificial  light — from  the  tallow  dip  to  the 
electric  arc  ;  and  if  we  wish  to  see  the  demand  for  gas  increase,  we 
must  remove  all  real  obstacles  to  its  use.  Wherever  we  see  a 
supposed  advantage  in  a  rival  illuminant,  we  must  endeavour  to 
remove  our  corresponding  disadvantage  ;  so  that  the  public  may 
not  give  two  thoughts  to  another  light  in  their  necessary  and  wise 
considerations. 

Let  us  suppose  for  a  moment  that  we  know  nothing  oi  the 
manufacture  of  gas,  but  are  desirous  of  becoming  consumers  of 
that  article.  The  first  obstacle  that  “ruffles  our  feathers”  on 
applving  at  the  gas  office  is  the  demand  for  a  deposit.  On  prin¬ 
ciple',  we  object  to  the  prepayment  of  a  certain  sum  of  money  as  a 
bond  of  our  honesty ;  or,  even  if  we  manage  to  put  up  with  that, 
we  think  that  it  is  only  reasonable  that  interest  should  be  paid  "on 
the  money  deposited,  which,  I  believe,  the  majority  of  companies 
refuse.  No  !  Deposits,  especially  when  demanded  in  an  a,rbitrary 
manner,  and  with  mucli  red-tapeism,  cause  more  dissatisfaction 
against  gas  companies  than  any  other  item  in  their  dealings. 
Cannot  we  dispense  with  deposits  in  the  majority  of  cases? 
method  I  have  adopted  for  some  time  past  is  to  inquire  of  the 
applicant  the  company  who  last  supplied  him  with  gas,  and  then 
to  make  inquiries  of  that  company  as  to  whether  the  said  person 
may  be  depended  upon  for  the  due  payment  for  the  gas  consumed 
by  him — not  forgetting  to  enclose  a  stamped  envelope  for  a  reply. 
I  do  not  think  there  is  a  manager  to  be  found  who  would  object 
to  give  such  information  under  the  circumstances.  If  the  answer 
to  the  inquiry  is  not  satisfactory,  then  is  the  time  to  require  a 
deposit  or  some  other  form  of  security. 

The  next  more  or  less  heavy  expense  which  a  consumer  has  to 
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bear  is  the  whole  or  part  cost  of  laying  the  supply-pipe  from  the 
company’s  main  to  the  meter.  This,  in  my  opinion,  ought  to  be 
borne  by  the  landlord,  as  it  is  obviously  to  the  benefit  of  his  pro¬ 
perty  and  future  tenants  when  the  gas  is  laid  on.  The  cost  of 
fixing  the  meter  is  rather  a  different  matter,  and  is  a  fair  charge 
to  make  on  the  consumer  ;  seeing  that  it  is  for  his  use  only.  But 
in  this  case,  as  also  in  that  of  services,  the  cost  price  only  should 
be  charged.  A  gas  company  should  not  seek  to  reap  much  or  any 
profit  from  the  actual  connection  of  a  house  with  the  mains,  as  all 
charges  of  this  class  are  obstructions  and  detrimental  to  the  use  of 
gas.  Let  a  fair  interest  on  all  initial  outlay  be  taken  into  considera¬ 
tion,  when  the  selling  price  of  gas  is  decided  upon.  This  will  pro¬ 
bably  only  amount  to  a  penny  or  so  per  1000  cubic  feet,  which  does 
not  appear  much  in  this  form,  especially  when  new  consumers  are 
reminded  of  the  great  advantage  of  being  relieved  of  all  primary 
outlay.  In  isolated  cases,  where  it  would  be  unwise  to  maintain 
the  present  charge  per  1000  cubic  feet  on  this  account,  the  method 
now  being  tried  by  one  of  the  London  Companies  in  reference  to 
internal  fittings — viz.,  a  weekly,  monthly,  or  quarterly  rental  which 
is  a  fair  interest  on  the  outlay  of  providing  a  house  with  gas- 
fittings — might  be  extended  to  the  external  pipes. 

The  next  item  we  have  to  consider  is  meter-rents.  This  is 
another  source  of  dissatisfaction  with  consumers.  Many  have 
been  the  emphatic  opinions  expressed  to  all  of  us  of  the  unfairness 
of  this  charge,  especially  in  the  case  of  old  consumers,  who  have 
perhaps  paid  rent  for  their  meters  for  15  or  20  years.  The 
reminder  that  even  a  gas-meter  will  not  last  for  ever  is  not  always 
convincing.  The  average  consumer  does  not  see,  and  cannot  be 
made  to  understand,  why  he  should  pay  rent  for  an  instrument 
which  he  has  not  the  least  interest  in  having  fixed  at  his  house. 
All  present  know  the  prejudice  of  the  public  against  gas-meters. 
The  majority  look  upon  them  with  great  disfavour  as  one  of  the 
necessary  evils  of  civilization — in  use,  only  to  be  distrusted  ;  out 
of  use,  nearly  as  bad.  Unreasonable  as  we  know  tiffs  opinion  to 
be,  still  we  have  to  deal  with  it  as  it  is  ;  and  our  endeavour  ought 
to  be  to  disperse  the  idea  in  every  possible  manner.  Experience 
has  proved  that  the  abolition  of  meter-rent  will  do  this  to  a  great 
extent.  As  with  the  application  of  gas  to  a  house,  a  fair  interest 
on  outlay  for  meters  could  be  charged  on  the  selling  price  of  gas. 

Having  laid  on  the  gas  for  a  new  consumer  without  saddling 
him  with  any  serious  initial  outlay,  we  find  that  our  troubles  are 
not  over.  Before  long,  we  shall  perhaps  receive  from  him  a 
complaint  that  the  light  is  very  insufficient  and  far  from  good.  We 
call  upon  our  friend  ;  and,  as  we  anticipated,  we  at  once  discern 
the  cause  of  the  complaint — bad  fittings  and  worse  burners. 
And  what  an  extraordinary  amount  of  reasoning  will  an  average 
consumer  listen  to  before  he  will  believe  that  your  accusation 
against  his  fittings  is  the  cause  of  the  complaint.  He  will  not  be 
convinced  until  you  have  found  a  bracket  that  will  pass  sufficient 
gas,  and  have  fixed  to  it  a  burner  which  is  suitable  for  the  quality 
of  gas  supplied  and  the  quantity  required.  Then  only  will  he 
believe  that  the  fault  lies  in  his  fittings  and  not  in  the  gas.  We 
have  all  been  astounded  at  the  miserable  class  of  burner  often  used 
— some  actually  being  new,  or  nearly  new — which  are  entirely 
unsuited  to  the  quality  of  gas  supplied.  These  are  generally  fixed 
with  the  idea  that  their  use  will  have  the  effect  of  reducing  the  gas 
bills  ;  whereas  we  all  know  that  the  reverse  is  the  case.  To  make 
matters  worse,  unscientific  inventors  are  continually  placing  on  the 
market  burners  of  supposed  remarkable  economy,  which,  in  reality, 
are  nothing  more  nor  less  than  mechanical  means  applied  to  un¬ 
suitable  bui-ners,  with  increase  of  cost  and  disfigurement  of  the 
flame,  to  secure  a  result  obtained  and  generally  surpassed  by  the 
use  of  an  ordinary  burner  of  suitable  size.  I  am  a  strong  advocate  of 
governor  burners.  They  are  cheap,  and  burn  the  gas  under  the  most 
favourable  conditions,  always  giving  a  steady  and  uniform  light, 
imder  the  usual  variations  of  pressure.  I  think  the  action  of  the 
gas  company  I  have  referred  to  is  a  step  in  the  right  direction — 
supplying  and  fixing  suitable  fittings  and  burners  in  the  consumer’s 
house  at  a  weekly  or  quarterly  rental ;  and  I  hope  that  it  will  be 
attended  with  success,  and  that  their  example  will  be  followed  by 
other  companies  who  wish  to  maintain  good  relationships  with 
their  consumers.  We  shall  then  be  able  to  see  that  consumers  are 
supplied  with  pipes,  fittings,  and  burners  suitable  for  their  require¬ 
ments,  and  thereby  give  satisfaction. 

We  have  often  to  listen  to,  and  successfully  combat  many  more 
or  less  serious  objections  to  the  employment  of  gas.  Many 
people  complain  of  the  injury  to  plants  and  health  ;  and  that  the 
atmosphere  of  rooms  in  which  it  is  irsed  soon  becomes  unbearably 
oppressive  compared  with  rooms  where  other  means  of  illumination 
are  used.  This  is  no  doubt  a  fact  in  very  many  cases ;  but  is 
it  not  rather  a  point  in  favour  of  gas  than  otherwise,  inasmuch 
as  it  soon  discovers  those  rooms  which,  through  bad  or  complete 
absence  of  ventilation,  are  not  fit  for  human  habitation  ?  Those 
who  make  this  complaint,  and  declare  that  previous  to  the  use  of 
gas  no  such  oppressive  feeling  was  experienced,  forget  that  they 
are  now  using  perhaps  three  or  four  times  the  amount  of  light 
they  were  contented  with  when  employing  oil-lamps  or  candles, 
and  that  they  are  now  not  only  illuminating  the  table  they  are 
sitting  at,  or  the  book  they  are  reading,  laut  are  enjoying  the 
pleasures  of  a  room  well-lighted  from  floor  to  ceiling.  The  adop¬ 
tion  of  gas  has  unpleasantly  reminded  these  people  that  the  rooms 
which  they  have  been  using  are  nothing  but  inverted  receivers 
of  carbonic  acid  and  other  deleterious  gases  given  off  by  the 
occupants  of  and  illuminating  agents  in  the  rooms,  with  perhaps 
a  few  outlets  in  the  form  of  cracks  in  the  doors  and  windows. 
These  promiscuous  outlets  were  sufficient  to  prevent  any  oppressive 


feeling  whilst  an  isolated  light  was  being  used ;  but  when  uni¬ 
versal  illumination  is  adopted,  the  unscientific  nature  of  the 
ventilation  becomes  painfully  apparent.  To  complain  of  the  gas 
is  as  bad  as  a  patient  quarrelling  with  the  doctor  who  informs  him 
that  he  is  suffering  from  a  serious  disease. 

We  cannot  speak  too  highly  of  the  introduction  of  the  inverted 
regenerative  burner  ;  for  in  it  we  have  the  best  and  simplest 
means  of  converting  the  oppressiveness  of  an  ill-ventilated  room 
into  the  coolness  of  a  conservatory  if  need  be.  I  have  had  ex¬ 
perience  of  such  a  room  in  my  own  house.  My  dining-room  was 
built  without  any  attempt  at  ventilation  ;  and  so  a  few  years  ago 
I  inserted  into  the  centre  of  the  chimney-breast  one  of  Boyle’s 
mica  flap  ventilators,  which  was  connected  with  the  chimney. 
The  result  is  that,  whereas  previously  I  noticed  a  difference 
of  from  15°  to  20°  in  the  temperature  between  the  level  of  the 
ceiling  and  4  feet  from  the  floor,  it  is  now  reduced  to 
10°  or  12°.  At  this  time  we  had  two  of  Sugg’s  Christiana  burners 
in  use  on  brackets  over  the  mantelpiece.  Last  year,  however,  I 
fixed  a  ventilating  regenerative  burner  in  the  centre  of  the  ceiling, 
communicating,  through  a  perforated  ceiling  rose,  with  a  box  and 
4-inch  square  iron  tube,  which  was  carried  into  the  chimney.  The 
result  is  that  the  thermometers,  fixed  in  the  same  relative  positions, 
only  indicate  now  a  difference  of  2°  or  3°.  So  much  for  the  exit  of 
the  heated  gases ;  but  provision  quite  as  important  must  be  made  for 
ingress  of  fresh  air.  This  I  provided  by  means  of  a  6-ineh  channel 
laid  under  the  floor  in  connection  with  the  outer  air.  There  is  an 
opening  close  to  the  skirting  in  the  room  regulated  by  an  adjustable 
plate,  and  another  inside  the  fender  6  inches  square,  which  is 
covered  by  a  perforated  plate  and  a  sliding  regulator  underneath. 
This  plate  takes  the  place  of  one  of  the  hearth  tiles.  In  this  way 
I  obtain  a  regular  supply  of  air  for  the  room,  and  what  is  quite  as 
important  to  prevent  draught,  a  good  supply  of  air  direct  to  the 
fire  which  has  not  to  travel  across  the  room,  after  having  obtained 
ingress  from  under  doors  and  windows,  chilling  the  feet  and  ankles 
of  the  occupants.  It  is  therefore  our  duty  to  demonstrate  to  the 
public  that  gas,  instead  of  being  an  opponent  and  a  hindrance  to 
ventilation,  is  really  its  best  friend  and  helper. 

Seeing  that  we  have  so  many  prejudices  to  overcome,  and  many 
objections,  though  of  a  frivolous  nature,  to  dissipate,  is  it  not 
important  that  their  number  should  not  be  increased  by  a  high 
charge  for  gas  ?  Have  not  nearly  all  of  us  found  that  the  reduc¬ 
tion  in  the  charge  per  1000  cubic  feet,  though  perhaps  made  with 
a  certain  amount  of  fear  and  trembling  for  the  next  dividend,  has, 
in  most  cases  within  six  or  twelve  months,  resulted  in  an  increased 
consumption,  which  has  been  sufficient  to  compensate  for  the 
expected  reduction  in  the  revenue.  We  do  not  need  any  authority 
to  tell  us  that  it  is  a  mistaken  policy  to  maintain  a  comparatively 
high  price  for  an  article ;  for  we  all  know  that  in  99  cases  out  of 
100  a  timely  reduction  means  an  increase  in  the  revenue.  I 
believe  a  plan  of  discounts  given  to  consumers  in  proportion  to 
the  amount  of  their  consumption  is  much  appreciated,  and  also  a 
general  discount  for  prompt  payments — say,  within  a  month.  I  have 
no  doubt  that  most  of  you  can  call  to  mind  instances  where  both 
of  these  policies  have  shown  very  good  results. 

In  spite  of  the  great  reduction  in  the  price  of  gas,  and  the  con¬ 
sequent  increase  in  consumption  in  the  last  ten  or  fifteen  years, 
there  still  remains  a  fairly  distinct  line  below  which  the  use  of 
gas  has  not  to  any  appreciable  extent  been  adopted  ;  and  this  line 
may  be  drawn  at  the  artizan  class.  We  have  not  far  to  search  for 
the  cause  of  this.  We  have  no  reason  to  suppose  that  it  is  through 
any  hereditary  love  for  the  tallow  dip  or  the  paraffin-lamp.  Is  it 
not  plainly  evident  that  the  cause  lies  in  the  fact  that  our  average 
working  man  cannot  purchase  his  gas  as  conveniently  as  he  can 
his  present  means  of  illumination  ?  If  the  British  workman  could 
purchase  his  weekly  supply  of  gas  as  easily  as  his  equal  supply  of 
paraffin,  I  doubt  not  that  this  pungent  liquid  would  be  a  drug  in 
the  market.  Provided  that  he  can  obtain  his  gas  without  any 
serious  initial  outlay,  and  procure  a  continuous  supply  in  quantities 
within  his  means,  there  is  little  doubt  that  the  artizan  would 
imiversally  adopt  it.  Methods  have  been  suggested,  and  in  some 
eases  adopted,  in  order  to  secure  this  means  of  increasing  revenue  ; 
but  I  fear  that  any  such  proposals  as  weekly  or  monthly  pay¬ 
ments,  though  realizing  their  object,  would  add  considerably  totiie 
cost  of  collection. 

Eecognizing  these  difficulties,  I  have  designed  a  prepayment 
meter,  which.  Sir,  I  hope  I  may  be  allowed  to  describe.  This 
instrument,  whilst  allowing  an  easy  payment,  obviates  the 
necessity  of  collections  more  often  than  circumstances  conveniently 
permit.  The  meter  (a  sample  of  which  is  before  you)  is  constructed 
to  receive  a  coin,  and  to  deliver,  as  may  be  required,  its  equivalent 
value  in  gas.  It  is  of  simple  construction  ;  the  principle  being  to 
deal  with  the  gas  before  it  enters  the  bellows  or  drum  of  the  meter, 
and  to  allow  a  certain  amount  of  gas  to  pass,  equal  in  value  to  the 
coin  inserted ;  and  then,  by  means  of  a  valve,  cutting  off  any 
further  supply  until  another  similar  coin  be  introduced.  The 
supply  is  not  suddenly  stopped  ;  but  warning  is  given  for  about  an 
hour  before  the  supply  ceases,  by  the  lowering  of  the  lights,  which 
instantly  resume  their  usual  proportion  upon  the  insertion  of 
another  coin.  The  coin  is  inserted  in  the  drawer  in  front,  which 
is  then  pushed  home,  opening  the  valve,  and  admitting  the  gas. 
The  small  dial  indicates  the  passage  of  gas  to  the  value  of  one 
coin  ;  so  that  by  its  inspection  the  consumer  may  know  exactly  the 
proportion  of  the  coin  expended  and  that  to  come.  These  meters 
can  be  made  to  receive  a  coin  of  any  value  ;  but  I  find  that  those 
to  receive  sixpence  or  a  shilling  are  the  most  suitable  for  small 
consumers,  whilst  one  for  half-a-crown  would  be  better  for  large 
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consumers.  No  alteration  is  made  in  the  shape  of  the  meter ;  and 
there  is  but  little  addition  to  its  height.  1 

There  appears  to  me  to  be  great  advantages  in  the  use  of  a  meter  i 
of  this  description  ;  for  thereby  more  than  one  obstacle  to  the  use 
of  gas  is  removed,  with  consequent  benefit  to  gas  companies.  In 
the  first  place,  it  brings  gas  within  the  reach  of  any  person  who 
can  afford  to  rent  a  room,  and  to  use  an  artificial  light.  And 
what  an  enormous  increase  to  a  gas  company  this  means, 
perhaps  though  too  sudden  to  be  appreciated  by  all.  In 
the  second  place  it  secures  the  company  from  bad  debts , 
being  on  the  cash-before-delivery  principle  thereby  returning 
a  greater  revenue  from  the  sale  of  a  given  amount  of  gas  ,  and 
consequently  obviating  the  necessity  for  the  demand  of  a  deposit, 
which  alone  means  the  removal  of  a  great  source  of  annoyance 
and  anxiety  to  gas  companies.  Besides  these  uses,  it  is  we 
adapted  to  that  of  consumers  who  wish  to  keep  a  check  upon  ex¬ 
travagant  consumption  by  servants  and  others — in  fact,  i^ore  than 
one  consumer  has  expressed  his  wish  to  have  one  fixed.  Said  one  . 

“  I  cannot  understand  your  present  meters  with  their  mysterious 
pointers  and  their  hundreds  and  thousands  ;  but  I  do  know  what 
has  happened  when  a  shilling  is  taken  out  of  my  pocket.  Now 
I  have  to  wait  till  the  end  of  the  quarter  before  I  know  of_  any 
extravagance ;  but  with  this  meter  I  can  keep  a  check  twenty  times 
in  the  pound.”  _ _ _ 

THE  “DELMAS”AND  “  EZMOS  ”  REGENERATIVE 

LAMPS. 

At  the  congress  of  the  Societe  Technique  du  Gaz  en  France, 
held  in  Boulogne  last  June,  M.  Giroud  described  a  new  horizontal- 
flame  recuperative  burner  devised  by  M.  Delmas-Azema.  The 
appliance,  which  is  shown  in  the  accompanying  engraving,  fig.  1, 
is  a  modification  of  his  vertical-flame  burner,  of  which  anillustrated 
description  appeared  in  the  Journal  for  Feb.  23,  1886  (p.  349)  ; 
and  it  possesses  certain  features  of  interest.  The  burner  consists 
of  a  heat  regenerator  composed  of  cast  iron,  having  in  the  centre  a 
chamber  A  for  carrying  off  the  products  of  combustion,  surmounted 
by  a  chimney  of  variable  length  in  proportion  to  the  quantity  of 
gas  consumed.  Around  this  chamber,  where  the  combustion 
products  give  up  the  greater  portion  of  their  heat,  there  is 
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another,  which  is  attached  to  the  central  charuber  by  parti¬ 
tions,  which  serve  to  conduct  the  heat,  and  direct  the  des¬ 
cending  current  of  the  air,  which  is  heated  by  coming  in 
contact  with  the  sides  of  the  chambers.  The  outer  chamber  is 
closed  over  a  third  of  its  surface  and  underneath,  as  far  as  the 
portion  which  faces  the  burner  is  concerned,  as  well  as  at  a  height 
of  0'5  to  0‘6  inch  above  the  enamelled  reflector  B,  which  closes  the 
under  side  of  the  recuperator.  The  passage  thus  formed  allows  the 
products  of  combustion  to  pass  into  the  chamber  A,  and  thence 
into  the  chimney.  The  partitions  on  the  other  two-thirds  of  this 
chamber  descend  to  the  reflector,  but  terminate  above  at  a  certain 
distance  from  the  outer  casing  of  the  lamp,  so  as  to  allow  the  air 
entering  by  the  orifices  0  (which  are  pierced  all  round  the  lamp) 
to  descend  the  annular  space,  and  feed  the  flame  on  all  sides  at 
once.  Above  the  burner,  and  extending  over  a  quarter  of  the  cir¬ 
cumference  on  each  side,  there  is  a  curved  plate,  by  which  the 
stream  of  fresh  air  is  directed  horizontally  above  the  flame. 
Another  stream  of  air  is  supplied  to  the  under  side  of  the  flame, 
which  is  thus  caught  between  two  currents  of  hot  air, 
which  support  combustion,  and  very  considerably  increase  the 
illuminating  power  of  the  gas.  The  flame  is  slightly  hol¬ 
low  in  the  centre  ;  but  the  edges  never  impinge  against  the  reflec¬ 
tor,  from  which  they  are  kept  by  the  upper  stratum  of  air. 
burner,  it  is  stated,  gives  almost  as  much  light  as  is  afforded 
by  the  one  in  which  the  flame  is  vertical,  although  the  illumi¬ 
nating  surface  is  very  much  less.  The  lamp  may  be  lighted  from 
the  side  by  a  flash-jet,  as  shown  ;  or  a  taper  may  be  passed  down 
the  chimney.  The  appliance  has  been  in  use  for  several  months 
at  the  oil-gasworks  of  the  East  of  France  Railway,  and,  up  to 
the  present,  the  results  are  stated  to  have  been  satisfactory.  With 
a  consumption  of  about  0'7  of  a  cubic  foot  of_  gas,  the  light  of  one 
Carcel  (9‘5  candles)  has  been  obtained ;  while  a  like  quantity  of 


gas  consumed  by  the  same  burner  in  free  air  only  yielded  about  6 
candles.  So  that  an  increase  of  50  per  cent,  in  illuminating  power 
is  secured  without  additional  expense.  As  soon  as  the  appliance 
is  heated,  the  flame  becomes  very  steady ;  and  the  lamp  may  even 
be  inclined  at  a  considerable  angle  without  detriment  to  the  shape 

of  the  flame.  _  .  ,  ,,  -o  « 

The  lamp  shown  (partly  in  section)  in  fig.  2  the  Ezmos 
is  not  a  new  one ;  having  been  designed  about  six  years  ago.  Though 
unknown  in  this  country,  it  has  met  with  a,  certain  amount  ot 
success  in  Belgium  ;  and  has  lately  gained  distinction  by  carrying 
off  the  highest  award  at  the  Brussels  International  Exhibition. 
Our  purpose  here  being  merely  to  acquaint  our  readers  with  the 
construction  of  the  lamp,  we  shall  not  discuss  its  merits  as  compared 
with  the  other  regenerative  burners  with  which  it  cornpeted.  At 
the  same  time  it  may  be  pointed  out  that  the  extraordinai-y  name 
given  to  the  lamp  is  simply  that  of  the  projector  and  chief  of  the 
Executive  Committee  of  the  exhibition — ^M.  Somzee  concealed 
under  the  very  thin  disguise  of  the  simplest  form  of  anagram  , 
and  in  view  of  this  fact,  it  is  not  unnatural  to  suppose 
that  its  performances  were  regarded  with  a  certain  aniount 
of  prepossession  in  its  favour.  However  this  may  have  been, 
the  lamp  took  the  prize.  The  appliance  differs  from  its 
fellows  mainly  in  the  arrangements  for  effecting  the  combustion 
of  the  gas.  Efficient  combustion  may  be  said  to  be  between  the  two 
extremes  of  a  red  and  smoky  flame,  and  that  condition  ot  com¬ 
plete  combustion  which  is  accompanied  by  considerable  heat. 
While  most  of  the  regenerative  burners  fail  to  hit  the  happy 
medium  ”  in  this  respect,  the  designer  of  the  appliance  under 
notice  flatters  himself  that  he  has  succeeded.  He  claims  that, 
unlike  other  lamps  of  this  type,  the  “Ezmos”  is  able  to  accoin- 
modate  itself  to  surrounding  conditions  ;  and  therefore  its  action  is 
undisturbed  by  exterior  influences.  The  supply  of  an"  enters  the 
lamp  in  one  direction  only,  and  this  has  the  effect  ot  giving 
steadiness  to  the  flame — an  important  feature  in  a  high-power 
burner.  An  additional  advantage  claimed  for  the  lamp  is  that  it  is 
of  simple  construction,  and  that  its  form  favours  the  employment 
of  enamelled  iron,  which,  by  resisting  the  action  of  high  tempera¬ 
tures,  prevents  loss  of  heat,  and  thus  facilitates  regular  combustion. 
The  lamp  is  composed  essentially  of  a  recuperator  R,  against  which 
the  products  of  combustion  strike  passing  into  the  chimney  0,  and 
which  terminates  in  a  cylindrical  tube  D.  Upon  the  recuperatoi 
is  fixed  a  plate  of  enamelled  iron  H,  forming  a  reflector,  and 
having  around  its  outer  edge  a  number  of  small  IkAgs  0,  where  ^ 
the  supply  of  air  is  admitted  into  the  lamp.  TfiG  casing  Fj, 
which  forms  a  portion  of  the  chimney,  stands  directly  upon  the 
plate  H,  being  sustained  by  the  support  N,  the  purpose  of  which 
is  to  deflect  the  current  of  hot  air  passing  into  the  chimney,  i  ne 
gas  arrives  by  the  pipe  T,  which  is  in  two  sections,  united  by  the 
junction-piece  M.  The  upper  part  of  this  pipe  is  open,  as  shown  ; 
and  the  lower  ends  in  the  burner  B.  The  curved  piece  of  ineta 
projecting  from  the  cylinder  D  serves  to  give  the  flame  the  shape 
shown  at  F  in  the  illustration  ;  and,  by  radiating  a  certain  amount 
of  heat,  stimulates  into  action  the  entire  surface  of  the  flame._  ihe 
globe  G,  fixed  upon  the  outer  rim  of  the  lamp  K,  is  sufficiently 
large  to  afford  ample  space  beneath  the  flame  to  ensure  perfect 
combustion. 


The  Laying  of  L.yrge  Mains. — This  was  the  title  of  a  paper 
read  at  the  meeting  of  the  Liverpool  Engineering  Society  Ipt 
week  by  Mr.  R.  S.  Wyld,  M.  Inst.  C.E.  The  author,  after  refernng 
to  the  ancient  aqueducts,  stated  that  the  power  to  construct  iron 
to  the  different  materials  of  which  a  main  might  be  constructed  ; 
pipes  bad  only  been  obtained  within  the  past  century.  He  alluded 
and  adduced  arguments  in  favour  of  cast  iron  stating  that  the 
larger  the  main  the  more  water  was  delivered  relatively  to  the 
weight  of  the  iron  employed.  He  referred  to  various  means  of 
transit  over  rough  ground,  and  appliances  for  laying  large  pipes  in 
the  trenches.  The  necessity  for  sluice  drains  in  every  hollow,  and 
an  air-cock  at  every  summit,  was  dilated  on  ;  preference  being  ex¬ 
pressed  for  a  simple  hand  air-cock,  with  an  additional  aperture 
always  open,  permitting  a  slight  leak,  but  preventing  any  a,ccumu- 
lation  of  air.  Drawings  of  some  of  the  works  on 
aqueduct  were  shown  (by  permission  of  the  Engineer,  Mr.  G.  F . 
Deacon,  M.  Inst.  C.E.),  to  illustrate  the  manner  in  which  such 
obstructions  as  rivers,  railways,  and  canals  were  overcome. 


The  King  of  the  Belgians’  “  Pure  Drinking  Water  ”  Prize 
—Further  particulars  are  to  hand  of  the  conditions  under  which 
the  next  award  will  be  made  of  the  prize  of  25,000 
will  be  remembered  that  the  King  of  the  Belgians  founded  in  1874 
for  eminent  services  rendered  to  science.  The  prize  for  18J3  is  o 
be  for  the  best  solution  of  the  question  how  large  cities  are_  to_  be 
most  efficiently  provided  with  abundant  supplies  of  pure  tonking 
water.  In  solving  this  question,  the  local  conditions  of  Brussels 
are  to  be  dealt  with  in  the  first  place  ;  but  probable  increases  in 
urban  populations  generally  are  also  to  be  taken  into  consideration. 
Works  already  in  print  will  be  admitted  to  the  competition  only  it 
the  new  editions  contain  important  changes  and  additions  which, 
like  the  other  prize  essays,  have  been  published  during  188J 
1892— the  period  fixed  for  the  competition.  The  prize  essays  may 
be  in  Dutch,  German,  English,  French,  Italian,  or  Spanish,  and 
must  be  sent  in  by  Jan.  1,  1893,  to  the  Belgian  Ministry  of 
culture.  Industry,  and  Public  Works.  The  jury  (to  be  appointed 
by  the  King  of  the  Belgians)  is  to  consist  of  three  Belgians  and 
four  representatives  of  other  nations. 
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Enriching  and  Burning  Illuminating  Gas. — Porter,  G.,  of  Cullum 
Street,  London.  No.  15,670  ;  Nov.  15,  1887.  [lid-] 

This  invention  relates  to  gas-flttings  furnished  with  means  for 
enriching  the  gas  in  its  passage  to  the  burner  ;  and  it  has  for  its  main 
object  to  so  construct  and  arrange  the  enriching  or  carburetting  appa¬ 
ratus  that  it  can  be  easily  taken  to  pieces  for  the  removal  of  the 
interior — for  the  purpose  of  cleaning  or  removing  the  accumulation  or 
deposit  which  always  takes  place  in  carburetting  apparatus.  The 
tube  conveying  the  gas  from  the  supply-pipe  to  the  vessel  or  receiver 
containing  the  carburetting  material,  and  also  the  tube  which  passes 
the  enriched  or  carburetted  gas  from  the  receiver  to  the  burner,  is 
arranged  within  a  tube  ;  all  or  some  of  the  tubes  being  fitted  in  bodies 
screwed  into  the  centre  of  the  carburetting  vessel,  so  that  by  unscrewing 
the  bodies  the  tubes  are  removed  for  cleaning  or  for  other  purposes. 
The  conductor  is  formed  with  perforations  ;  a  second  or  twin  conductor 
being  placed  over  the  perforated  conductor,  whereby  a  great  amount  of 
heat  from  the  burner  is  directed  to  the  material  in  the  carburetting 
vessel.  In  the  case  of  pendent  lights,  it  is  sometimes  advantageous  to 
employ  only  the  tube  or  tubes  for  conveying  the  gas  into  the  carburet¬ 
ting  vessel ;  the  carburetted  gas  passing  to  the  burners  through  the 
space  between  the  supply-tubes  and  the  outer  tube  forming  the  fitting. 
In  this  arrangement  legs  or  rods  are  employed,  which  extend  from  the 
fitting  into  the  carburetting  vessel,  to  serve  as  conductors  for  the  more 
equal  distribution  of  the  heat  through  the  carburetting  material.  In 
the  case  of  regenerative  gas-lamps,  the  receiver  or  carburetting  vessel 
is  arranged  around  or  above  the  chimney,  which  forms  the  conductor 
for  heating  the  carburetting  material.  A  pipe  conveys  the  gas  from  the 
supply-cock  into  the  carburetting  vessel ;  the  enriched  gas  passing  from 
the  vessel  through  a  pipe  opening  into  the  central  gas-supply  pipe. 

[A  large  number  of  illustrations  of  various  forms  of  lamps  constructed 
according  to  this  patent  accompany  the  specification.] 


Injecting  Liquids  into  Gas-Ketorts. — Good,  E.,  of  Carshalton.  No. 

16,866  ;  Dec.  7,  1887.  [8d.] 

By  this  invention,  to  introduce  liquids,  such  as  crude  petroleum  or 
shale  oil,  into  a  hot  gas-retort,  the  patentee  employs  a  syringe  or  single- 
acting  force-pump.  The  nozzle  of  the  syringe  or  pump  is  provided 
with  an  india-rubber  surface,  which,  when  pressed  against  a  cock  in  the 
retort-lid,  forms  a  tight  joint.  The  mouth  of  the  cock  is  made  to  a 
knife  edge,  so  as  to  form  a  tight  joint  on  the  surface  ;  and  the  piston  of 
the  pump  is  provided  with  an  india-rubber  surface,  which  at  the  end  of 
the  stroke  comes  against  a  ring  inside  the  barrel  surrounding  the  open¬ 
ing  to  the  nozzle.  The  pump  is  filled  with  the  liquid  it  is  desired  to 
inject  into  the  retort ;  and  its  nozzle  is  pressed  against  the  cock  in  the 
retort-lid.  The  cock  is  then  opened,  and  the  liquid  forced  in.  At  the 
end  of  the  stroke  of  the  pump,  the  surface  on  the  piston  comes  against 
the  ring  surrounding  the  nozzle,  and  makes  a  tight  joint,  so  as  to 
prevent  any  back  flow  until  the  cock  is  shut  and  the  pump  can  be 
removed. 


Automatically  Generating  Gas  from  Liquid  Fuel. — Brotherhood,  C., 
of  Eedland,  Bristol.  No.  1315  ;  Jan.  28,  1888.  [8d.] 

This  invention  consists  in  apparatus  constructed  and  arranged  for  the 
production,  in  an  automatic  manner,  of  gas  from  oil  and  other  liquid 
juel. 


The  oil  for  conversion  into  gas  is  supplied  from  a  reservoir  A  situated 
at  such  a  height  as  to  afford  a  suitable  head  for  the  flow  therefrom  of  oil 
to  the  retort,  and  also  to  afford  the  required  pressure  of  gas,  by  means 
of  an  adjustable  stuffing-box  and  set  screw  below  it.  Or  the  cistern 
may  be  fixed,  and  a  ball-cock  employed  governing  the  flow  of  oil  through 
the  pipe  D.  By  the  syphon  E  the  reservoir  communicates  with  the 
retort  F  contained  within  the  heating  chamber  G.  The  pipe  is  fitted 
with  a  cock  and  with  a  “  sight-feed”  appliance  I  for  observing  the  flow 
of  oil  to  the  retort.  The  heating  of  the  retort  is  effected  either  by 
combustion  of  solid  fuel  placed  on  the  fire-bars  K  or  by  gaseous  fuel  in 
combustion  supplied  to  a  perforated  burner  T ;  but  when  solid  fuel  is 
employed,  the  burner  is  withdrawn.  The  products  of  combustion 
escape  preferably  by  two  chimneys  L,  situated  at  the  opposite  side  of  G. 
The  gas  generated  in  the  retort  passes  out  through  the  outlet-pipe  M, 
by  which  it  is  conducted  (either  directly  or  through  a  receiver  or  col¬ 
lector)  to  the  point  of  consumption.  The 'pipe  M  is  fitted  with  a  safety- 
valve  0  ;  consisting  merely  of  a  syphon  tube  containing  mercury.  If, 
while  the  stopcock  of  the  outlet-pipe  is  closed,  oil  be  admitted  to  the 
retort  and  subjected  therein  to  the  action  of  the  fire,  the  pressure  of 
the  gas  generated  will,  in  due  time,  reach  a  point  at  which  the  column 
of  oil  is  balanced,  and  the  flow  of  oil  to  the  retort  thereby  suspended ; 
but  on  opening  the  cock,  the  gas  escapes,  and  the  equilibrium,  of  course. 


is  destroyed.  The  oil  then  resumes  its  flow  to  the  retort,  and  the  pro¬ 
duction  of  gas  is  continued.  Towards  the  lower  end  of  the  spindle 
P  is  a  valve  having  an  orifice  extending  through  it.  The  spindle  is 
connected  at  the  upper  end  to  the  lever  Q,  towards  one  end  thereof. 
At  that  end  of  the  lever  is  a  balance-weight ;  while  at  the  other  end  it 
is  connected  to  the  spindle  E  extended  into  a  chamber,  and  attached 
at  the  lower  end  to  a  flexible  gas-tight  web  or  diaphragm  secured  to 
the  underside  of  the  chamber.  The  chamber  communicates  with  the 
receiver  S,  to  which  gas  is  supplied  by  the  pipe  M.  As  the  pressure 
in  the  chamber  E  varies  with  the  demand  made  upon  the  gas,  the  web 
or  diaphragm  is  acted  upon  accordingly ;  and  the  valve  is  opened  or 
closed  through  the  medium  of  the  counterweighted  lever  Q — the 
arrangement  being  such  that  a  reduction  in  pressure  in  the  diaphragm 
chamber  causes  a  corresponding  opening  of  the  valve  in  P,  and  affords 
an  increased  supply  of  gas  to  the  burner. 


Bunsen  Gas-Burners. — Imray,  0.;  communicated  from  C.  Auer  von 
Welsbach,  of  Vienna.  No.  5722  ;  April  17,  1888.  [6d.] 

This  invention  relates  to  the  construction  of  a  Bunsen  burner  in  such 
a  manner  as  to  produce  a  circular  flame  with  internal  as  well  as  external 
air  supply. 


Fi^.  i.  Fig.  %. 


The  gas,  entering  at  the  bottom,  passes  vertically  through  several 
small  holes  in  a  thin  plate  G  into  a  cavity  A,  into  which  air  enters 
through  lateral  apertures  X.  From  the  cavity  the  gas  and  air  ascend  a 
tube  T,  which  expands  at  its  upper  end  to  a  diameter  equal  to  that  of 
the  desired  flame.  The  expansion  is  covered  by  wire  gauze  W,  which 
serves  to  mix  the  gas  and  air,  and  distribute  the  mixture  uniformly 
through  the  enlarged  part  B  of  the  tube.  The  mixture  then  ascends  an 
annular  passage  C  formed  between  the  external  tube  B  and  an  internal 
tube  or  thimble  D,  which  is  closed  at  its  lower  end,  and  tapers  to  a 
larger  diameter  at  its  upper  end.  To  the  lower  part  of  the  thimble 
there  lead  several  inlets  Y  for  air  from  outside  the  outer  tube 
B  ;  these  inlets  being  formed  by  short  tubes  crossing  the  annular 
passage  C.  At  F  (the  upper  end  of  the  tubes)  the  mixture  of 
gas  and  air  issues  from  the  annular  mouth  between  them  ;  and  this 
mixture  being  ignited  forms  a  circular  flame,  which  receives  air  not  only 
from  the  outside,  but  also  from  the  interior  of  the  thimble  D,  to  which 
the  air  is  admitted  by  the  inlets  Y.  The  upper  part  of  the  tube  B  and  of 
the  thimble  D  may  be  of  metal,  as  shown.  It  is  generally,  however, 
preferable  (says  the  patentee)  to  make  the  parts  which  are  next  the  flame 
of  steatite  or  such  like  material. 


APPLICATIONS  FOE  LETTEES  PATENT. 

15,652. — Brown,  B.,  “Improvements  in  gasholders.”  Oct.  31. 

15,655. — Walker,  W.  T.,  “  Desulphurizing  the  lime  used  in  gas  puri¬ 
fiers,  and  recovering  the  sulphur  therefrom.”  Oct.  30. 

15,727. — Euscoe,  J.,  “  Improvements  in  machinery  for  drilling  and 
tapping,  and  inserting  ferrule  taps  and  plugs  in  gas  and  water  mains,  and 
fixing  saddle  backs  on  mains.”  Nov.  1. 

15,735. — Beardmore,  J.,  “  Improvements  in  or  relating  to  the  gas  and 
air  flues  of  regenerative  gas-furnaces.”  Nov.  1. 

15,770. — Beardmore,  J.,  “  Improvements  in  the  reversing  and  regula¬ 
ting  valves  of  regenerative  gas-furnaces  for  steel  melting  and  other 
analogous  purposes.”  Nov.  1. 

15.840.  — Boult,  A.  J.,  “  Improvements  in  or  relating  to  gas  motors.” 
A  communication  from  E.  Capitaine.  Nov.  2. 

15.841.  — Boult,  A.  J.,  “  Improvements  in  or  relating  to  igniting 
apparatus  for  gas  motors.”  A  communication  from  E.  Capitaine. 
Nov.  2. 

15.845.  — Boult,  A.  J.,  “  Improvements  in  gas  motors.”  A  com¬ 
munication  from  E.  Capitaine.  Nov.  2. 

15.846.  — Boult,  A.  J.,  “  An  improved  friction  clutch  or  coupling 
specially  applicable  to  gas  motors.”  A  communication  from  E. 
Capitaine.  Nov.  2. 

15,886. — Laycock,  J.,  “  Improvements  in  wet  gas-meters  for  auto¬ 
matically  cutting  off  the  supply  when  a  certain  quantity  has  been 
burnt.”  Nov.  3. 

15,983. — Loomis,  B.,  “  Improved  process  of  and  apparatus  for  manu¬ 
facturing  heating  or  fuel  gas.”  Nov.  5. 

16,025. — Bunting,  S.,  “Improvements  in  automatic  measuring  supply 
and  delivery  of  air,  gas,  electricity,  and  like  force,  also  liquids,  by  the 
introduction  of  a  coin  or  any  given  weight.”  Nov.  6. 

16,064. — Cosgreavb,  J.,  and  Morey,  L.,  “  An  improved  vent  and  shut¬ 
off  apparatus  for  shutting  off  water  from  supply-pipes,  and  for  preventing 
sediment  and  other  impurities  flowing  from  a  cistern  into  the  service- 
pipe.”  Nov.  6. 

16,073. — Walker,  G.  A.,  “  Improvements  of  gas-burners.”  Nov.  6. 

16,179. — Carr,  I.,  “  Improvements  in  or  connected  with  the  manu¬ 
facture  of  illuminating  gas.”  Nov.  8. 

16.183.  — Simon,  E.,  “  An  improvement  in  or  connected  with  gas- 
engines.”  Nov.  8. 

16.184.  — Darwin,  S.  B.,  “  Improvements  in  apparatus  for,  and  in  the 
method  of  using  materials  for  the  manufacture  of  illuminating  gas.” 
Nov.  8. 
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[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 

THE  IMPERIAL  CONTINENTAL  GAS  ASSOCIATION. 

Sib, _ The  Directors  of  the  Imperial  Continental  Gas  Association, 

alone '(so  far  as  my  observation  extends)  among  joint-stock  companies, 
do  not  send  to  the  shareholders  any  balance-sheet  or  report  of  any  kind. 
All  that  the  shareholders  get  is  a  circular,  in  similar  terms  to  the  adver¬ 
tisement  which  appears  to-day,  containing  the  resolutions  that  a  divi¬ 
dend  at  the  rate  of  10  per  cent,  be  declared,  and  that  a  vote  of  thanks  be 
given  to  the  Directors  and  officers.  The  Chairman  no  doubt  makp  a 
statement  at  the  meeting,  giving  much  interesting  information  ;  but,  as 
there  must  be  many  hundred  shareholders  who,  like  myself,  are  unable 
to  be  present  at  the  meeting,  it  would  be,  I  should  think,  a  great  satis¬ 
faction  to  them  to  have  a  report  and  balance-sheet  frorn  which  they 
might  see  for  themselves  how  their  undertaking  is  progressing.  It  would 
certainly  be  a  satisfaction  to  ^  Shareholder. 

Nov.  7,  1888. 

[It  maybe  pointed  out  to  our  correspondent  that  the  Chairman  of  the 
Association  has  frequently  explained  at  the  meetings,  in  answer  to  share¬ 
holders,  that  there  is  a  special  reason  for  the  non-publication  of  the  par¬ 
ticulars  mentioned. — Ed.  J.G.L.] 

WATER  BY  MEASURE. 

Sir, — “Meter”  has  courteously  responded  to  my  inquiry  in  the 
Journal  for  the  30th  ult.,  by  informing  you  (ante,  p.  807)  that  he  is 
“  acquainted  with  three*  low-pressure  ’  water-meters — viz.,  Parkinson’s, 
Cowan’s,  and  the  Bascule.”  But,  as  he  is  still  “  entirely  opposed  to  a 
supply  of  water  by  meter  for  domestic  purposes,”  I  may  assume  that  his 
opposition  is  based  oh  sanitary  and  financial  reasons  rather  than  on 
considerations  arising  out  of  the  merits,  or  the  defects,  of  any  particular 
meter  or  class  of  meter.  And  yet  his  references  to  the  notorious  defects 
of  most  water-meters  in  common  use  are  indications  that  he  is  not 
wholly  uninfluenced  by  these  considerations,  and  that  if  a  meter  free 
from  these  defects  were  forthcoming,  he  might  be  induced  to  reconsider 
his  attitude,  and  to  view  the  question  somewhat  difierently. 

“  Meter  ”  says  he  has  found  it  necessary  to  be  “  constantly  repairing  ” 
water-meters.  But  he  will,  in  fairness,  admit  that  it  is  at  least  possible 
that  there  may  be  meters  which  it  is  not  necessary  to  be  “  constantly 
repairing ;  ”  and,  further,  that  although  “  Meter  ”  may,  in  his  extended 
experience,  have  become  “  acquainted  ”  with  such  meters,  he  may  not 
have  had  the  opportunity  of  using  them,  and,  therefore,  have  had  no 
experience  regarding  them.  In  like  manner,  “  Meter  ”  may  have 
used  only,  or  chiefly,  “  high-pressure  ”  meters,  which  are  costly  to  pur¬ 
chase  and  expensive  and  troublesome  to  keep  in  repair,  and  which 
require  repairing  very  often.  He  may  have  had  little  or  no  chance  of 
using  meters  on  the  “  low-pressure  ”  principle,  in  which  these  objection¬ 
able  features  are  absent.  In  addition,  therefore,  to  his  being  “  entirely 
opposed  to  a  supply  of  water  by  meter  for  domestic  purposes,”  your 
correspondent  adduces  objections  to  such  a  supply  which  might  con¬ 
ceivably  be  overcome  if  the  fundamental  difficulty  could  only  be  removed. 
For  the  question  is  not  whether  most  water-meters  are  costly  to  buy  and 
to  keep  in  repair,  but  rather  whether  any  water-meter  is  obtainable 
which,  being  neither  expensive  nor  likely  to  go  wrong,  will  do  what  it 
has  not  hitherto  been  found  possible  to  do  satisfactorily  and  cheaply. 

That  “  low-pressure  ”  meters  are,  and  that  “high-pressure”  meters 
are  not  suited  for  domestic  water  measurement  is  what  I  am  prepared 
to  maintain  ;  and  if  “  Meter  ”  would  forget — for  the  moment,  at  least — 
his  initial  objection  to  all  meter  systems,  I  might  hope  to  convince 
him  of  this.  Common  premisses  being  necessary,  I  may  fairly  ask  him 
to  admit  that  “high-pressure”  meters  are,  generally,  incapable  of 
measuring  all  the  water  which  a  cistern  ball-valve  may  pass.  Then, 
taking  this  for  granted,  I  would  ask  him,  “Why  should  water  be 
measured  at  a  distance  from  the  cistern,  and  thereby  more  or  less  of  it 
be  allowed  to  pass  from  the  ball-valve  unregistered,  when,  by  placing 
the  meter  at  the  cistern,  you  can  measure  with  perfect  accuracy  all  that 
passes  ?  ” 

Your  correspondent  asks  me  to  explain  why  a  low-pressure  meter  “  ought 
to  be  used  and  fixed  over  a  cistern.”  But,  as  he  is  “acquainted  with 
t/iree  low-pressure  meters,”  he  should  be  able  to  answer  this  question 
without  my  assistance.  And  in  regard  to  his  further  question,  “  Why 
is  such  a  meter  and  position  superior  to  the  present  class  of  meters  and 
methods  of  fixing?”  I  think  I  have  already  indicated  the  grounds  of 
the  superiority.  I  am  not  sure  that  I  agree  with  him  in  calling  the 
“  new  fad  demanded  by  the  medical  profession,  of  connecting  the  drink¬ 
ing-water  tap  direct  from  the  main,”  a  “  fad  ;  ”  but,  whether  it  be  so 
or  not,  the  demand  could  be  practically  complied  with  by  such  a  low- 
pressure  meter  as  I  have  in  view.  It  is  otherwise  in  the  case  of  “  garden 
supply,”  which  must  be  “delivered  under  pressure.”  But  ought  the 
fact  that  this  “  would  require  another  class  of  meter  ”  to  be  urged  against 
the  use  of  meters  which  are  the  best  suited  for  the  measurement  of 
water  into  cisterns,  whether  for  domestic  or  for  other  purposes? 

“  Meter  ”  says  it  is  “  necessary  to  read  water-meters  once  a  month  ;  ” 
and  he  contends  that  this  would  be  inconvenient  in  the  case  of  meters 
“placed  in  the  roof”  of  houses.  It  is  not  worth  while  arguing  the 
question  of  convenience  ;  but  I  may  ask.  Why  should  water-meters  be 
read  once  a  month  ?  Is  it  not  because  the  meters  at  present  in  use  are 
so  frequently  going  wrong  that  a  monthly  visit  to  them  is  considered 
necessary?  But,  though  such  a  necessity  may  exist  in  the  case  of  the 
high-pressure  meters  used  by  your  correspondent,  it  would  be  absent  in 
the  case  of  such  meters  as  I  have  in  view. 

Nov.  9,  1888.  Measure. 


Reductions  in  Price. — The  Directors  of  the  Alresford  Gas  Compamj 
have  decided  to  reduce  the  price  of  gas  from  5s.  lOd.  to  5s.  per  1000  cubic 
feet. - The  Hindley  Local  Board  adopted  last  Thursday  a  joint  recom¬ 

mendation  of  the  Gas  Committee  and  the  Finance  Committee  that  the  price 
of  gas  should  be  reduced  on  and  after  Dec.  26  next  to  3s.  4d.  per  1000  cubic 
feet,  with  an  allowance  of  20  per  cent,  to  large,  and  10  per  cent,  to  small 
consumers,  providing  the  accounts  are  paid  within  a  month  from  the 
end  of  the  quarter.  This  will  leave  the  net  cost  of  the  gas  2s.  8d.  to 
large,  and  3s.  to  small  consumers. 


ItrtcUtgencc. 


HIGH  COURT  OF  JUSTICE.— CHANCERY  DIVISION. 

Saturd.vy,  Nov.  10. 

(Before  Mr.  Justice  Kay.) 

In  re  the  patent  argand  gas  and  oil  burners  company,  limited. 

This  was  a  petition  presented  by  Mr.  A.  A.  Lister,  Gas  Engineer,  of 
Birmingham,  who  claimed  to  be  a  creditor  for  T234  16s.  6d.,  asking  for  a 
compulsory  winding-uD  order.  The  Company  was  formed  to  acquire  cer¬ 
tain  inventions  for  improvements  in  oil  and  gas  burners,  and  generally 
to  carry  on  the  business  of  gas-fitters.  The  nominal  capital  was  4;25,000, 
in  10,000  shares  of  ±’2  10s.  each,  of  which  only  362  had  been  issued.  The 
petitioner  was  formerly  in  the  employ  of  the  Company,  and  the  debt  was 
for  salary,  expenses,  &c.  The  debt  was  not  disputed. 

Mr.  Marten,  Q.C.,  who  appeared  for  the  petitioner,  said  the  insolvency 
of  the  Company  was  admitted.  An  extraordinary  resolution  had  been 
passed  for  voluntary  winding  up  and  the  appointment  of  a  liquidator.  A 
compulsory  order  was  asked  for  by  the  petition  ;  but  he  should  be  content 
with  a  supervision  order. 

Mr.  Kerly,  on  behalf  of  the  Company,  submitted  that  the  petition 
ought  to  be  dismissed  with  costs,  as  it  had  been  presented  after  notice  of 
the  voluntary  winding  up.  The  petitioner  commenced  an  action  for  the 
recovery  of  his  debt,  and  the  Company  entered  an  appearance  to  the 
action.  The  petitioner  was  informed  that  the  resolution  to  wind  up 
voluntarily  had  been  passed,  and  that  an  independent  person  had  been 
appointed  as  liquidator ;  and  he  was  urged,  in  the  interest  of  creditors, 
not  to  go  on  with  the  action.  To  this  he  replied  that  it  was  not  his 
intention  to  proceed,  but  he  had  issued  a  petition.  Under  these  circum¬ 
stances,  he  (the  learned  Counsel)  submitted  that  the  petitioner  had  acted 
with  extreme  precipitation ;  and  as  the  majority  of  the  creditors  were 
adverse  to  a  compulsory  order,  the  petition  ought  to  be  dismissed. 

Mr.  Millar,  Q.C.,on  behalf  of  thirteen  creditors,  whose  debts  amounted 
in  the  aggregate  to  T3413  28.  7d.  out  of  a  total  indebtedness  of  T4559, 
objected  to  a  compulsory  order  being  made. 

Mr.  Levett,  who  appeared  for  a  judgment  creditor  for  ^26,  asked  for  a 
supervision  order. 

Justice  Kay  said  that  as  the  majority  of  the  creditors  objected  to  a  com¬ 
pulsory  order,  the  Court  was  bound  to  have  regard  to  their  wishes,  espe¬ 
cially  as  the  petition  alleged  that  the  Company  was  insolvent.  As  the 
whole  of  the  property  belonged  to  the  creditors,  the  Court  would  regard 
their  wishes.  He  greatly  disapproved  of  what  had  been  done,  consider¬ 
ing  that  the  petitioner  should  have  stated  in  his  petition  that  the  Com¬ 
pany  was  in  course  of  voluntary  liquidation.  The  petition  would  be 
refused,  with  costs. 

HIGH  COURT  OF  JUSTICE— QUEEN’S  BENCH  DIVISION. 

Monday,  Oct.  29. 

(Before  Baron  Pollock  and  Mr.  J ustice  Manisty.) 
cutler  and  sons  V.  klonne. 

This  was  a  motion  on  behalf  of  the  plaintifis  in  the  action,  which  had 
been  sent  to  the  Official  Referee  (Mr.  Ridley)  to  dispose  of.  Tlie  Referee 
had  found  that  sums  amounting  to  41764,  il72  Os.  8d.,  and  £76  Is.  5d. 
(being,  in  fact,  the  whole  of  the  plaintiffs’  claim,  with  some  slight  deduc¬ 
tions)  were  due  from  the  defendant ;  these  being  sums  claimed  under  a 
contract  by  which  the  plaintiffs  had  undertaken  to  supply  and  erect  a  gas¬ 
holder  at  Leyden  for  the  defendant,  who  was  the  contractor  for  the  erection 
of  large  gas-works  for  the  Corporation  of  that  city.  On  the  other  hand, 
the  defendant  had  a  counterclaim  for  £1025  for  penalties,  and  also  for  a 
sum  of  £217  12s.  in  respect  of  payment  made  by  him  by  direction  of  the 
plaintiffs.  The  Referee  had  allowed  the  latter  claim,  with  the  exception 
of  £10 ;  but  rejected  altogether  the  claim  for  penalties.  He  had  given  the 
plaintifis  their  costs,  with  the  exception  of  the  costs  of  the  counterclaim, 
as  to  which  he  said  the  defendant  was  entitled  to  costs. 

Mr.  Houghton,  who  appeared  for  the  plaintiffs,  said  the  entire  question 
was  whether  the  words  which  the  Referee  had  used  really  carried  out  his 
intention.  It  appeared  to  his  clients  that  the  finding  as  it  stood  would 
give  the  defendant  the  whole  costs  of  the  counterclaim,  including  the 
portion  on  which  he  had  failed,  which  was  the  substantial  question  in 
dispute,  and  involved  great  expense  in  sending  expert  witnesses  to  Hol¬ 
land.  'The  real  question  in  the  action  was  whether  the  delay  which  un¬ 
doubtedly  took  place  was  due  to  the  action  of  the  plaintiffs  or  defendant ; 
the  plaintiffs’  contention  being  that  it  was  caused  first  by  the  defendant 
not  giving  them  possession  of  the  foundations  at  the  proper  time  ;  and, 
secondly,  by  his  having  turned  water  into  the  tank  too  soon,  and  so  caused 
it  to  bulge,  which  necessitated  much  of  the  work  being  done  over  again. 

After  some  discussion,  it  was  arranged  that  the  Referee  should  state  to 
the  Court  the  view  he  had  really  taken  as  to  the  costs,  in  order  to  see 
whether  any  verbal  alterations  were  required ;  and  the  matter  was  accord¬ 
ingly  adjourned  for  that  purpose. 

Mr.  Spokes  appeared  for  the  defendant,  who  had  presented  a  cross¬ 
motion  of  appeal,  which  was  abandoned  at  the  bar. 

Wednesd-ay,  Nov.  7. 

To-day,  the  Official  Referee  was  in  attendance,  and  was  asked  by  the 
Court,  with  the  consent  of  the  parties,  to  state  his  view  of  how  the  costs 
should  be  dealt  with. 

Mr.  Bidley  said  the  counterclaim  was  divisible  into  two  ppts — the  most 
important  one  being  the  claim  for  penalties,  and  the  less  important  one 
the  claim  for  work  done.  Upon  the  latter  claim  the  defendant  succeeded, 
but  failed  upon  the  first.  In  finding  as  he  had  done,  he  did  not  intend 
that  the  defendant  should  get  the  costs  of  that  part  of  the  counterclaim  on 
which  he  had  failed ;  in  fact,  it  was  not  present  to  his  mind  at  the  moment 
that  there  would  be  so  important  a  difference  with  respect  to  the  costs ; 
and  he  found  generally  for  the  counterclaim,  because,  as  the  defendant 
had  succeeded  on  one  portion,  he  (Mr.  Ridley)  considered  there  was  a 
right  to  put  the  counterclaim  on  the  record.  It  was  not  present  to  his 
mind  that  he  was  finding  that  the  defendant  was  entitled  to  the  costs 
of  the  issue  on  which  he  had  failed.  It  would  more  clearly  have  expressed 
his  view  if  he  had  said  that  the  defendant  should  have  the  costs  of  the 
issue  on  the  counterclaim  on  which  he  had  succeeded. 

Their  Lordships  directed  that  the  matter  should  go  back  to  the  Official 
Referee,  in  order  that  he  might  amend  his  finding. 


Bahia  Gas  Company,  Limited.— The  accounts  of  this  Company  for  the 
half  year  ending  June  30  last,  to  be  presented  at  the  meeting  of  share¬ 
holders  on  the  22nd  inst.,  show  that  the  receipts  during  the  six  months 
amounted  to  £20,155,  and  the  expenditure  to  £11,949 — leaving  a  balance 
of  £8205.  After  placing  £1000  to  the  reserve  fund,  a  profit  remains  of 
£7205,  which,  added  to  the  balance  brought  forward  from  the  last 
accounts,  makes  the  sum  of  £8196.  The  Directors  recommend  the  usual 
dividends  on  the  preference  shares  ;  and  a  dividend  at  the  rate  of  10  per 
cent,  per  annum  (free  of  income-tax)  on  the  ordinary  shares,  which  will 
absorb  £7250,  and  leave  a  balance  of  £946  to  carry  forward. 
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IMPEEI^UIj  continental  gas  association. 

The  Half-Yearly  General  Meeting  of  this  Association  was  held  last 
Tuesday,  at  the  Cannon  Street  Hotel — Sir  Julian  Goldsmid,  Bart.,  M.P., 
in  the  chair. 

The  Secbetaby  (Mr.  E.  S.  Gardiner)  read  the  notice  convening  the 
meeting,  and  also  the  following  report  of  the  Directors  : — 

The  present  half-yearly  ordinary  general  meeting  of  the  proprietors  has  been 
convened  in  conformity  with  the  Association’s  Acts  of  Parliament  for  the  purpose 
of  receiving  a  report  from  the  Directors  upon  the  affairs  of  the  Company,  and  of 
declaring  a  dividend  for  the  half  year  ended  June  30,  1888. 

The  following  summary  shows  the  results  of  the  Association’s  operations 


during  that  period  : — 

Cubic  Feet. 

The  quantity  of  gas  made  in  the  half  year  ended 

June  30  last  was .  3,67.3,000,000 

The  quantity  made  in  the  corresponding  half  year  of 

1887  was .  3,670,000,000 

Being  an  increase  of .  3,000,000 


Or  at  the  rate  of  0’07  per  cent.;  but  in  the  corresponding  half  year  of  1887,  the 
Association’s  former  works  at  Rotterdam  and  Delfshaven  were  still  in  action,  and 
produced  131  million  cubic  feet. 

The  quantity  of  gas  sold  in  the  half  year  under  consideration  was  3397  million 
cubic  feet— an  increase  of  51  millions,  or  at  the  rate  of  1’5’2  per  cent. 

The  total  number  of  lights  on  June  30  last  amounted  to  1,713,121 ;  there  being  at 
that  date  1‘23,186  consumers  on  the  books  of  the  Association.  At  the  close  of  the 
corresponding  half  year  of  1887,  the  number  of  lights  was  1,678,554.  These  figures 
give  an  increase  of  34,567,  or  at  the  rate  of  2-06  per  cent. 

The  entire  length  of  mains  laid  on  June  30  last  was  1439  miles.  The  length  of 
mains  laid  on  June  30, 1887,  was  1461  miles ;  showing  a  decrease  of  22  miles,  which 
is  due  to  the  closing  of  the  works  at  Rotterdam  and  Delfshaven,  which  on  June  30, 
1887,  served  together  a  system  of  mains  59  miles  203  yards  in  length. 

A  comparison  of  the  cost  of  the  coal  employed  during  the  half  year  with  that  of 
the  coal  used  in  the  corresponding  period  of  1887,  exhibits  a  decrease  of  311d. 
per  ton. 

There  was  a  slight  decrease  in  the  value  of  coke ;  but  there  was  a  further 
recovery  in  that  of  tar,  and  the  revenue  derived  from  the  sale  or  treatment  of 
ammoniacal  liquor  also  exhibited  improvement. 

Notwithstanding  the  loss  of  the  Rotterdam  and  Delfshaven  stations,  there  was  a 
slight  increase  both  in  the  rental  and  in  the  profit  of  the  half  year  under  review. 

The  plant  and  mains  at  all  the  stations  were  maintained  in  a  due  state  of  effi¬ 
ciency.  The  extensions  on  the  Association’s  Gitschinerstrasse  works  at  Berlin 
made  further  progress,  and  land  was  purchased  for  the  extension  of  the  Associa¬ 
tion’s  Schoeneberg  works  at  the  same  station,  which  has  also  become  necessary. 
A  piece  of  land  was  purchased  at  Schonweide,  in  the  neighbourhood  of  Berlin, 
upon  which  apparatus  will  be  erected  for  the  treatment  of  the  whole  of  the 
Ammoniacal  Liquor  produced  on  the  Association’s  works  at  Berlin. 

The  contract  with  the  Municipality  of  Aix-la-Chapelle  was  extended  for  a  period 
of  two  and  a  halt  years  ;  and  an  exclusive  privilege  of  the  gas  supply  was  obtained 
for  the  ’24  ye.ars  which  the  concession  has  now  to  run. 

The  contract  with  the  Municipality  of  Hanover  was  extended  for  a  period  of 
25  years  ;  and  a  similar  privilege  obtained  for  the  remaining  37  years  of  that  con¬ 
cession. 

An  arrangement  was  entered  into  with  the  Municipality  of  Antwerp,  by  which 
the  private  consumers  have  been  conceded  an  important  reduction  in  price,  and 
the  onerous  conditions  upon  which  the  public  lighting  is  supplied  have  been  slightly 
improved. 

'The  Association’s  contract  with  the  Commune  of  Bockenheim — a  suburb  of 
Frankfort — has  been  extended  for  a  term  of  30  years. 

Advantage  was  taken  of  opportunities  which  arose  of  purchasing  a  small  plot  of 
land  adjoining  the  Association’s  Erdberg  works  at  Vienna,  and  a  house  adjoining 
the  Association’s  Central  Electric  Lighting  Station  there. 

A  small  property  which  adjoined  the  Association’s  works  at  Hanover  was  also 
purchased. 

The  Directors  desire,  in  conclusion,  to  draw  the  attention  of  the  proprietors  to 
the  accounts  for  the  half  year  ended  the  30th  of  June  last.  These  have  been  duly 
audited ;  and,  from  them,  the  Directors  have,  in  accordance  with  the  provisions 
of  the  Companies’_Clausesl;Consolidation  Act,  prepared  a  scheme  showing  the 
profit  of  the  Association  for  the  half  year,  and  the  portion  thereof  applicable  for 
the  purposes  of  dividend,  which  they  recommend  now  to  be  declared — viz,,  a  divi¬ 
dend  of  5  per  cent,  for  the  halt  year  ended  June  30  last,  payable  free  of  income- 
tax,  on  and  after  the  1st  day  of  December  next. 

The  Chairman:  I  have  to  move  that  the  report  be  adopted;  and 
perhaps,  as  far  as  we  are  concerned,  it  might  be  sufficient  if  I  were  simply 
to  do  that,  because  the  course  of  our  business  has  been  singularly  even, 
steady,  and  satisfactory  during  the  six  months  now  under  review. 
Several  of  us  in  the  course  of  last  winter  were  abroad  upon  the  business 
of  the  Association  ;  and  I  think  every  possible  attention  has  been  given  to 
it  by  the  Directors,  the  Agents,  and  the  Engineers,  who  are  all  interested  in 
the  Association.  I  can  honestly  and  fairly  say  that  I  believe  it  is  in  as 
flourishing  and  satisfactory  a  condition  as  that  of  any  gas  company  of 
which  I  have  any  knowledge  in  this  country  or  out  of  it.  We  have  been 
fortunate  in  extending  contracts,  and  in  improving  our  position  in  several 
of  the  towns  with  which  we  are  connected  from  a  business  point  of  view. 
Of  course,  our  great  desire  always  is,  where  we  have  not  a  perpetual 
right,  to  extend  our  contracts  for  as  great  a  length  of  time  as  we  possibly 
can.  I  am  afraid  that  people  abroad  are  rather  bitten  with  the  idea 
which  prevails  among  so  many  people  at  home — that  corporations  can 
manage  gas-works  better  than  companies.  Eecent  scandals,  however,  of 
which  many  of  us  have  read  and  heard  in  this  country  have  shown  that 
it  is  not  always  the  most  satisfactory  method  that  can  be  pursued  on 
behalf  of  the  public,  and  may,  I  think,  lead  some  people  to  pause  before 
they  endeavour  to  push  forward  this  method  of  absorbing  so  many  im¬ 
portant  businesses  in  municipal  hands.  My  opinion  is  that  all  muni¬ 
cipal  bodies  can  much  better  look  after  the  serious  matters  of  government 
with  which  they  have  to  deal,  and  leave  trading  to  traders  who  are 
accustomed  to  it,  who  understand  it,  and  who,  when  they  are  looking 
after  their  own  interests,  also  consider  the  interests  of  the  public.  As  far 
as  our  business  is  concerned,  you  will  see  there  is  a  steady  improvement, 
to  which  I  have  referred  on  previous  occasions;  and  I  think  this  improve¬ 
ment  is  likely  to  continue,  because  you  will  all  have  noted  the  more  satis¬ 
factory  condition  of  trade  not  only  in  England,  but  throughout  Europe. 
The  result,  of  course,  is  that  business  men,  who  were  formerly  careful  of 
every  halfpenny,  are  obliged  to  keep  their  offices  and  works  open  longer, 
and  so  use  more  gas ;  and  this,  I  trust,  will  improve  our  business.  On 
the_  whole,  as  far  as  I  know,  as  I  said  just  now,  the  condition  of  our 
business  is  as  satisfactory  as  you  could  desire  it  ;  and  I  think  there  is 
nothing  to  be  said  on  the  other  side  of  the  picture.  The  only  matter  to 
which  perhaps  I  should  refer,  though  it  happened  since  these  accounts 
closed,  is  that,  as  many  of  you  are  aware,  we  have  completed 
the  electric  light  installation  at  the  Burg  Theatre  in  Vienna,  which 
is  the  great  new  theatre  that  was  opened  the  other  day  by  the 
Emperor,  about  which  you  have  read  in  the  newspapers.  We  have  been 
complimented  on  our  success  by  both  the  Government  and  the  scientific 
authorities  in  Vienna.  Practically,  therefore,  you  may  say  that  the 
electric  lighting  arrangements  there  are  completed  ;  and  I  believe  they 
give  the  utmost  satisfaction,  and  do  credit  to  the  engineers  who  have 
carried  them  out.  This  matter,  which  created  a  great  deal  of  excitement 
some  months  ago,  but  which  has  now  settled  down  into  the  ordinary 
course  of  the  business,  will  no  longer  attract  an  undue  share  of  attention, 
because,  though  eminently  successful,  it  is,  as  I  have  said  at 


previous  meetings,  a  business  which  we  entered  into  for  reasons  peculiar 
to  the  city  of  Vienna,  and  one  which  was  necessary,  in  order  to  maintain 
our  position  there.  Having  said  so  much,  I  do  not  think  it  is  essential 
for  me  to  refer  to  anything  else  as  to  the  business  in  the  past  half  year. 
I  have  always,  however,  made  it  a  practice  to  say  something  about  any 
point  that  may  have  occurred  concerning  our  affairs  since  the  date  of 
closing  the  accounts  ;  and  to-day  I  would  especially  do  so,  as  we  have  to 
deplore  the  [loss  of  several  most  valuable  members  of  this  Association. 
Only  the  other  day,  one  of  our  Auditors,  Mr.  T.  Eowland  Hill,  after 
having  audited  the  accounts  with  his  usual  care  and  attention,  in  con¬ 
junction  with  Mr.  Sebag  Montefiore,  went  down  to  his  home  at  Tun¬ 
bridge  Wells;  and  within  a  few  days  was  no  more.  Though  only  an 
Auditor  for  four  or  five  years,  we  appreciated  his  honesty,  his  straight¬ 
forwardness,  and  his  desire  to  promote  the  interests  of  the  Association. 
As  his  death  was  so  recent,  I  would  advise  the  proprietors  not  to  fill  up 
the  vacancy  to-day,  seeing  that  a  chance  has  not  been  given  to  those  who 
wish  to  have  the  opportunity  of  offering  themselves.  I  would,  therefore, 
advice  you  to  elect  a  new  Auditor  on  the  next  occasion,  and  would 
suggest  that  any  gentleman  who  desires  to  be  a  candidate  should  send  in 
his  name  to  the  Secretary,  in  order  that  due  announcement  may  be  made 
with  regard  to  it.  This  is  eminently  a  shareholder’s  post ;  and  therefore 
I  venture  to  make  this  suggestion,  and  I  think  you  will  appreciate  the 
spirit  in  which  I  do  it.  Then  I  have  to  refer  to  the  death  of  men  long 
connected  with  our  Association,  and  who  have  done  us  great  service  for 
a  long  time.  In  the  first  place,  I  would  refer  to  one  of  our  late  Engi¬ 
neers,  Mr.  Miltner,  who  was  head  of  our  engineering  stafi  at  Amsterdam 
for  many  years,  and  who  showed  much  zeal  in  the  service  in  which  he  had 
grown  up,  and  to  which  his  heart  was  devoted.  In  the  second  place,  I 
would  refer  to  a  younger  man — Mr.  Pazzani — who  was  also  at  Amster¬ 
dam,  and  previously  at  Vienna,  and  who  showed  signal  energy  and 
ability  in  the  service  of  the  Association.  He  was  taken  away  from  us  a 
few  days  ago  at  the  age  of  47,  in  the  prime  of  life,  and  in  the  fulness  of 
his  energy  and  ability ;  and  I  cannot  too  strongly  express  the  regret  we 
all  feel  at  his  premature  loss.  Well,  gentlemen,  after  all  I  am  happy  to 
say,  though  we  grieve  over  the  departure  of  men  who  have  done  such  good 
service,  and  to  whom  many  of  us  were  sincerely  attached,  that  we  have 
still  able  officers  well  capable  of  fulfilling  any  duties  that  may  devolve 
on  them  in  consequence  of  their  having  to  replace  men  who  have  gone 
before ;  and  I  certainly  believe  thaty  our  service  will  not  suffer,  though  we 
have  these  losses  to  deplore.  Perhaps  there  is  only  one  other  matter  I  need 
refer  to.  I  have  alluded  to  the  opening  of  the  Burg  Theatre  on  Oct.  14, 
which  was  after  the  closing  of  this  report.  I  may  tell  you  that  we  have 
maintained  at  Vienna  for  many  years  that,  whether  or  not  we  undertook 
the  public  lighting,  we  had  a  right,  under  thejimperial  authority  which  was 
given  to  us,  to  continue  for  all  time  to  light  any  private  person  from  the 
streets  of  Vienna.  Now  that  proposition  has  sometimes  been  disputed  ; 
but  I  think  the  dispute  has  never  been  seriously  entertained,  because  I 
believe  the  best  Austrian  lawyers  saw  that  it  would  be  impossible  to  do 
so.  But  the  town  authorities  some  three  years  ago  thought  they  would 
try  it,  and  initiated  proceedings  which  involved  the  discussion  of  our 
right  to  continue  permanently  to  furnish  light  to  the  inhabitants  of 
Vienna,  even  though  we  did  not  undertake  the  public  lighting.  Our  legal 
advisers — and  they  were  the  very  best  that  could  be  had — told  us  that, 
certain  as  they  were  our  case  was  an  excellent  one,  they  were  not  always 
certain  that  in  the  lowest  courts  the  decision  would  be  absolutely  satis¬ 
factory  to  us,  and  consequently  you  can  understand  how  pleased  they 
were  the  other  day  when  the  matter  came  before  the  first  tribunal  for 
decision,  which  was  absolutely  upon  every  point  in  favour  of  the  conten¬ 
tion  we  had  always  held.  The  matter  may  no  doubt  be  re  heard  on  appeal ; 
but  I  and  all  those  who  advise  us  have  no  fear  as  to  the  result,  which,  if 
anything,  will  tend  to  strengthen  the  position  we  occupy  in  this  most 
important  capital.  I  may  say  that,  when  I  was  in  Vienna  last  December, 
I  was  satisfied,  not  only  that  our  service  was  good,  but  also  that  our  able 
Engineer,  Mr.  H.  Drory,  was  prepared  to  meet  every  reasonable  require¬ 
ment  of  the  public ;  and  I  think  we  may  say  that  the  city  is  a  model  to 
many  other  cities  in  different  parts  of  Europe.  That  is  the  position  of 
affairs  now.  I  have  nothing  further  to  add,  except  that  I  am  ready  to 
answer  any  question  which  may  be  put  to  me  as  far  as  the  interests  of  the 
Company  will  allow  it ;  and  I  have  now  to  ask  you  to  adopt  the  report 
which  has  been  read  by  the  Secretary. 

Mr.  Wood  seconded  the  resolution. 

Mr.  Grover  complimented  the  Chairman  and  Directors  on  the  very 
satisfactory  report  which  had  been  presented  to  the  proprietors.  Having 
regard  to  the  loss  of  such  an  important  station  as  Eotterdam  and  Delfs¬ 
haven,  he  considered  that  the  increase  of  1’52  per  cent,  in  the  quantity  of 
gas  sold  in  the  half  year  was  fairly  satisfactory.  He  thought,  however, 
that  it  was  hardly  possible  for  anyone  who  had  shares  in  gas  companies 
to  help  feeling  that  considerable  progress  was  being  made  at  the  present 
time  in  electric  lighting,  not  only  on  the  Continent  but  in  London.  The 
matter  was  brought  forcibly  to  his  notice  a  few  days  ago  at  his  club, 
where  they  happened  to  have  some  members  of  the  St.  Stephen’s  Club, 
who  had  lately  decided  on  expending  over  JEIOOO  in  placing  the  electric 
light  in  their  building.  At  his  {the  speaker’s)  club,  instead  of  putting  in 
the  electric  light,  they  had  improved  the  gas  supply ;  and  some  of  the 
members  of  the  Committee  of  St.  Stephen’s  Club  said  that  if  they  had 
only  known  what  could  be  done  with  gas,  they  would  not  have  gone  to 
the  expense  of  installing  the  electric  light.  He  frequently  found  that  this 
was  the  case — that  people  really  did  not  know  what  could  be  accom¬ 
plished  with  gas,  and  what  he  suggested  was  that  some  members  of  the 
Board,  possibly  assisted  by  some  shareholder  who  had  the  matter  at  heart, 
should  endeavour  to  try  and  find  out  some  method  of  popularizing  gas 
by  showing  the  public  in  the  towns  which  they  lighted  what  gas  was  able 
to  do  in  the  way  of  illumination.  In  most  houses  bad  burners  were  used  ; 
and  this  caused  people  to  say  that  it  would  be  a  good  thing  when  the 
electric  light  did  supersede  [gas.  Could  not  the  Directors,  he  asked,  ap¬ 
point  a  small  Committee,  with  power,  if  thought  advisable,  to  offer  a 
reward  for  the  best  form  of  lighting  by  gas  ?  By  doing  this,  he  believed 
much  would  be  done  to  popularize  the  use  of  gas.  No  doubt  gas  com¬ 
panies  paid  good  dividends ;  but  he  thought  they  did  not  in  all  respects 
march  with  the  times. 

The  Chairman  ;  If  no  other  shareholder  has  anything  to  say,  I  will  reply 
to  Mr.  Grover’s  remarks.  We  have  for  years  past  abroad,  where  the  con¬ 
ditions  somewhat  differ  from  what  they  are  in  England,  done  our  best  to 
popularize  gas.  We  have,  in  towns  where  we  considered  it  would  be  useful, 
opened  show-rooms  of  appliances  of  any  value,  which  are  exhibited  by  our 
representatives  to  manufacturers  and  others  ;  and  we  have  canvassers  going 
about  explaining  the  advantages  of  gas  lighting  and  all  those  things  which 
Mr.  Grover  and  we  know  so  well,  but  which,  he  says,  the  public  is  not  so 
conversant  with.  We  take  every  possible  step  we  can  in  this  way  to  in¬ 
crease  the  business  of  the  Association.  In  fact,  it  ha;S  never  been  our 
practice  to  adopt  the  motto  of  which  we  have  heard  in  political  life— 
“  Best  and  be  thankful.”  We  are  always  thankful,  but  [never  restful.  We 
are  ever  endeavouring  to  increase  the  volume  of  our  business  by  every 
means  in  our  power  ;  and  I  can  assure  Mr.  Grover  and  the  shareholders 
that  nothing  will  be  wanting  in  future,  as  nothing  has  been  wanting  in 


853 


Nov.  13, 1888,]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT, 


the  past,  in  our  endeavours  in  this  direction.  There  you  know  to 

be  an  exhibition  in  Paris  next  year  ;  and  the  gas  :  m.  p^rt 

bition  will  be  an  interesting  and  important  one.  We  are 
in  it.  I  think,  if  Mr.  Grover  had  been  aware  of  all  this, 
said  that  the  Board  have  not  been  remiss  in  these 

contrary,  they  have  done  their  best  to  introduce  gas  among  the  mliabi 
tants  in  the  towns  supplied  by  the  Association. 

The  motion  was  carried  unanimously.  ,  TTint  a 

The  CHAmMiN  next  proposed  the  /f  °^"Vhe  mh  o^  June 

fTividend  of  ^  ner  cent  for  the  half  year  which  ended  on  the  oOtn  ot  June 
L  now^declared  on  the  ^£3,800,000,  stock  of  this  Association ;  and  the 
same  be  payable,  free  of  income-tax,  on  and  after  Dec.  ^  ■  , 

Mr  Wood  seconded  the  motion,  which  was  unanimously  agreed  to. 

Mr!  Sebag  Montefiobe  proposed  a  vote  of  thanks  to  the  Directors  for 
the  careful  manner  in  which  they  had  “^naged  the  aflairs  of 
tior  diirinff  the  half  year.  In  doing  so,  he  thanked  the  Chairman  tor  tne 
S  and  graceful  way  in  which  he  had  alluded  to  the  lamented  death  of 
his  (Mr.  Montefiore’s)  late  colleague  and  co-Auditor,  Mr.  Hill.  He  thoug 
the  remarks  of  the  Chairman  would  be  very  agre^b  e  to  the  family  of  the 
deceased  gentleman.  He  might  say  that  Mr.  ^ 

execution  of  his  duty  ;  for,  as  the  Secretary  could  testify,  Mr.  Hill  was 
extremely  ill  on  the  day  on  which  he  audited  the  accounts.  Eeverting 
his  resolution,  the  speaker  said  that,  having  a  very  ^ 

Company,  he  had  listened,  as  they  all  must  have  done,  with  great  satis- 
factira  to  the  way  in  which  the  Chairman  had  addressed  them  regarding 
the  affairs  of  the  Association.  He  thought  all  the  shareholders  migt  g 
away  from  the  meeting  with  increased  satisfaction  with  the  position  whic 
they  had  been  told  by  so  eminent  an  authority  the  Company  now  occupied. 

Mr.  A.  Cooper  seconded  the  motion,  which  was  carried  unanimously. 

The  Chaieivian  :  I  have  to  thank  Mr.  Sebag  Monteflore  for 
words  he  has  used  with  respect  to  myself  and  the  Directors.  I  can 
honestly  say  that,  as  far  as  I  know,  there  is  no  Board  every  member  of 
which  is  more  prepared  to  devote  what  talent  and  ability  he  has  to 
service  of  his  Company  than  is  this  Board  I  believe  that  four  or  five  of 
us  have  during  the  last  year  been  on  the  Continent  on  the  affairs  of  the 
Association;  and  though  some  of  the  older  ones  are  not  prepared  to  do 
this,  they  are  always  ready  to  give  us  their  advice  in  matters  of  difficulty 
or  importance  that  come  before  us.  Nothing  encourages  us  so  much  as 
the  constant  support  and  confidence  which  the  shareholders  ®'mw  in  us  , 
and  we  are  very  much  obliged  to  you.  I  have  now  to  ask  you  to  pasa  the 
usual  vote  of  thanks,  which  is  by  no  means  a  formality,  to  our  staS  abroad 
headed  by  Mr.  Drory  and  Mr.  Lindon,  and  to  our  staff  m  London  headed 

seconded  the  motion,  observing  that  he  could  do  so  with  all 
sincerity,  being  acauainted  with  most  of  the  gentlemen  who  worked  lor 

The  motion  was  carried  unanimously ;  and  the  proceedings  then 
terminated. _ 


BOMBAY  GAS  COMPANY,  LIMITED. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  last 
Wednesday,  at  the  London  Offices,  6,  Drapers  Gardens,  Throgmorton 

Avenue— Mr.  E.  Davidson  in  the  chair.  •  .u 

The  Secretary  (Mr.  J.  H.  Perrins)  read  the  notice  convening  the 
meeting,  and  the  Directors’  report  and  accounts  for  the  half  year  ending 
Juno  30  last,  which  were  referred  to  in  the  Journal  for  the  30th  ult. 

(d.  768),  were  taken  as  read.  ,  v  . .  i  i,  <. 

The  Chairman  said  the  accounts  spoke  very  much  for  thenaselves  ,  but 
he  would  make  one  or  two  remarks  upon  them.  The  shareholders  would 
see  from  the  report  that  the  revenue  from  the  sale  of  gas  and  the  rent  of 
meters  showed  a  satisfactory  increase  of  J:il02  over  the  corresponding 
period  of  1887.  The  receipts  from  coke,  tar,  and  fittings  were  also  better 
bv  £956.  The  interest  account  was  less,  owing  to  a  stnaller  sum  being  in 
Bombay;  the  money  having  been  remitted  to  this  side  by  means 
of  bills'^  of  exchange.  Looking  at  the  debtor  side  of  the  profit  and 
loss  account,  the  consumption  of  coal  was  212  tons  more  (owing  to  the 
larger  quantity  of  gas  made),  which  coupled  with  the  fact  that 
rates  of  freight  had  to  be  paid,  accounted  for  the  increase  of  ±958  in  the 
cost  of  carbonizing,  as  compared  with  the  expenditure  in  the  same  period 
of  last  vear  The  cost  ot  the  coal  into  the  works  averaged  ±1  9s.  Sd.  per 
ton,  against  £1  6s.  lOd.— an  advance  of  2s.  7d.  per  ton._  Eor  many  years 
past  the  coal  had  been  shipped  at  a  very  low  price  ;  but  it  could  not  be  ex¬ 
pected  that  freights  would  always  remain  so  low,and  it  would  seem  probable 
that  in  the  near  future,  the  coal  supplies  would  stand  at  an  advanced  figure. 
The  report  also  mentioned  that  on  the  money  brought  home  during  the 
year  there  was  a  loss  of  £14,974.  The  rate  of  exchange  was  Is.  4i'„-d.--being 
the  lowest  at  which  the  Company  had  ever  had  money  remitted  from 
Bombay.  The  declared  profits  for  the  year  ending  June  30  last  were 
£18,960.  The  shareholders  would  see  that  the  loss  on  exchange  was 
equal  to  74  per  cent,  of  this  amount.  He  thought  there  was  some  little 
reason  for  thinking  that  the  money  would  come  home  from  Bombay 
during  the  ensuing  year  at  a  slightly  better  exchange.  It  was  witn 
great  regret  that  the  Directors  had  to  announce  the  resignation,  ^rough 
indisposition,  of  one  of  the  auditors— Mr.  G.  A.  Northover.  He  had 
held  the  position  for  the  last  six  years  ;  and  the  shareholders,  he  (the 
Chairman)  was  sure,  would  join  in  the  sympathy  and  oi  the 

Directors  at  his  enforced  retirement.  As  stated  in  the  report,  the  Board 
had  elected  Mr.  E.  A.  Flinders  to  fill  the  yacancy  until  the  next  ordinary 
meeting,  when  the  shareholders  would  be  asked  to  coniirni  the  appoii^- 
ment.  With  the  exception  of  the  purifiers, _  the  works  and  plant  of  the 
Company  were  reported  to  be  in  good  condition  at  the  end  of  the  June 
half  year.  Since  then  four  new  purifiers,  having  all  the  latest  improve¬ 
ments,  had  been  sent  out,  to  take  the  place  of  the  old  ones  which  had 
been  in  use  since  the  starting  of  the  Company,  and  were  consequently 
very  antiquated,  and  almost  worn  out.  The  new  purifiers  would  be  paid 
for  during  the  current  half  year;  and  this  item  would  therefore  appear 
in  the  next  accounts.  In  conclusion,  he  moved  the  adoption  of  the  report 
and  the  statement  of  accounts. 

Mr.  W.  B.  M.  Lysley  seconded  the  motion. 

Mr.  Blundell  remarked  that  he  did  not  know  that  there  was  much  to 
be  said  on  the  shareholders’  side  of  the  table.  Of  course,  they  all  endorsed 
the  observations  of  the  Chairman  in  regard  to  Mr.  Northover  s  retire¬ 
ment;  and  they  much  regretted  the  reason  which  compelled  him  to 
resign.  He  would  like  to  ask  what  would  be  the  cost  of  the  purifiers  that 
were  being  sent  out.  He  presumed  the  Directors  would  be  able  to  dispose 
of  the  old  purifiers  for  some  consideration,  which  would  go  towards  the 
cost  of  the  new  ones. 

Mr.  Houghton  said  that  he  had  been  a  shareholder  for  nearly  20  years ; 
and  he  did  not  find  that  they  had  improved  very  much.  The  shareholders 
had  always  had  7i  per  cent,  dividend;  and  he  saw  that  the  Company  did 
not  make  much  progress  as  regards  earnings.  He  had  looked  over  a  few 
of  the  half-yearly  reports;  and  the  money  the  Company  took  seemed  to 
increase  but  very  little.  Some  years  ago  there  was  a  great  scare  about 
the  electric  light ;  and  much  fuss  was  made  in  that  room,  and  at  other  gas 


companies’  meetings,  as  to  the  increased  consumption  which  they  would 
obtain  by  the  use  of  stoves  for  cooking  and  heating.  Instead  of  an  advance, 
however,  they  seemed  to  be  stationary.  The  state  of  exchange,  he  con¬ 
sidered,  was  rather  bogus;  and  he  suggested  that  they  should  ohaige 
more  for  the  gas  in  Bombay.  They  could  only  judge  what  the  earnings 
really  were  by  the  number  of  rupees  they  took  ;  and  he  would  like  to  know 
whether  the  Company  had  progressed  during  the  past  ten  years. 

Mr  Cuff  said,  as  the  Chairman  had  remarked,  the  accounts  spoke  for 
themselves.  On  the  whole,  he  thought  they  were  very  favourable— espe¬ 
cially  as  regards  the  bad  debts,  which  he  was  glad  to  see,  formed  so  sinall 
an  item  in  their  accounts.  The  gentleman  who  had  just  spoken  alluded  to 
the  very  slow  progress  of  the  Company.  He  (Mr.  Cufi)  did  not  see  tha,t 
they  could  progress  very  fast  while  they  were  unable  to  extend  their 
mains.  If  they  were  in  a  position  to  take  in  a  larger  area,  then  they  might 
expect  the  receipts  to  increase  faster.  However,  they  were  making  steady 
progress.  The  income  was  gradually  increasing ;  and  if  it  were  not  tor 
the  wretched  exchange,  the  Board  would  be  able  to  pay  the  shareholders  a 
much  higher  dividend.  They  seemed  now  to  have  settled  down,  and 
this  loss  on  exchange  was  a  sort  of  fixed  charge.  _  But,  fortunately,  the 
Directors  were  able  to  maintain  the  dividend,  notwithstanding  this  grea,t 
drawback.  There  was  one  question  he  wished  to  ask,  and  that  was  with 
reference  to  the  cash  in  Bombay — whether  they  reduced  this  to  sterling 
value  when  they  took  it  into  the  accounts.  He  expressed  his  regret  at 
Mr.  Northover’s  retirement. 

The  Chairman,  in  reply,  said  that  the  loss  on  exchange  was  very  real , 
it  was  not  a  bogus  amount.  Ten  years  ago,  in  bringing  home  their 
money,  they  lost  £2500 ;  while  this  year  the  loss  am^ounted  to  £15,000— 
and  this  without  having  to  reduce  the  dividend.  During  the  year  an 
amount  equal  to  79  per  cent,  of  the  declared  profit  disappeared  in  the 
shape  of  exchange.  The  price  of  gas  in  Bombay  was  0  rupees  per  1000 
cubic  feet.  If  they  were  to  try  to  put  up  the  price,  the  consumption 
would  immediately  be  seriously  affected.  _  j  i  t  j. 

A  Shareholder  ;  Have  the  earnings  in  rupees  increased  in  the  last  ten 

years  ? 

The  Chairman  :  Unquestionably,  very  largely.  „  ,  ■« 

Mr  Alfred  Penny,  replying  to  the  inquiry  with  regard  to  the  purifiers, 
said  that,  in  a  district  where  there  were  other  gas  companies,  there  wero 
two  means  of  making  money  out  of  old  purifiers— one  was  to  sell  them  to 
another  company,  and  the  other  to  dispose  of  them  for  old  iron  As  there 
were  no  other  Gas  Companies  in  Bombay,  and  it  would  not  do  to  ship  the 
purifiers  to  England,  they  had  to  sell  them  for  old  iron,  which  produced 
something.  Considering  the  purifiers  had  been  in  existence  since  the 
formation  of  the  Company,  and  the  consumption  of  gas  had  been 
constantly  increasing,  it  was  very  remarkable  that  they  had  lasted  so 
long.  As  to  the  outlay,  the  new  purifiers,  including  a  new  roof  to  coyer 
them,  would  cost  perhaps  £1500.  The  shareholders  saw  that  concurrently 
with  the  increase  in  business  there  was  the  diminution  in  the  money 
received  for  the  rupee.  This  was  their  great  drawback.  He  inight  per¬ 
haps  say  that,  supposing  the  value  of  the  rupee  had  continued  at  2s.,  they 
would  long  before  this  have  been  obliged  to  reduce  the  price  of  gas,  which 
they  would  have  been  very  pleased  to  have  done,  to  increase  the  consump¬ 
tion.  Owing  to  the  loss  they  sustained  every  year,  they  could  not 
do  this.  The  increase  in  the  business,  however,  enabled  them  to  keep  up 
the  dividend.  They  obtained  a  fair  profit  out  of  the  sale  of  gas ;  and  the 
more  gas  they  could  sell,  the  less  it  would  cost  to  make._  But  the  business 
did  not  increase  so  fast  as  to  beat  the  enemy  they  had  in  this  low  rate  ot 
exchange.  They  were,  however,  constantly  watching  every  point  to 
economize  the  working ;  and  he  was  very  glad  that  they  had  succeeded 
so  far— notwithstanding  that  they  lost  more  money  by  the  remittances 
to  England  than  they  had  done  in  any  former  year— in  keeping  up  the 
dividend  by  the  constant  increase  in  business,  which  had  been  remark¬ 
able  in  the  last  three  years.  -  .  1- 

The  Chairman  observed  that  in  1876  the  gas  sold  for  private  lighting 
was  20,384,000  cubic  feet ;  and  last  year  it  amounted  to  32,720,000  teet. 
This  showed  their  progress  ;  but  the  loss  on  exchange  came  in,  and  took 
it  away.  Eeplying  to  one  of  Mr.  Cufi’s  questions,  he  said  that  the  cash 
was  brought  home  to  a  point  every  year ;  and  they  did  not  leave 
money  in  Bombay.  It  only  remained  there  for  a  time  to  catch  the  rate 
of  exchange  ;  and  as  soon  as  they  thought  it  was  favourable,  the  money 
came  home. 

The  motion  was  then  carried  unanimously.  ,  ,  ^  ,  , 

On  the  proposition  of  Mr.  E.  King,  seconded  by  Mr.  Cuff,  a  vote  of 
thanks  was  accorded  to  the  Chairman  and  Directors,  for  their  attention 
to  the  Company’s  business  during  the  half  year. 

The  Chairman  having  replied,  the  proceedings  terminated. 


GEOEGETOWN  (BEITISH  GUIANA)  GAS  COMPANY,  LIMITED. 

The  Ordinary  Half-Yearly  Meeting  of  this  Company  was  held  last 
Tuesday,  at  the  London  Offices,  30,  Gracechurch  Street— Mr.  Alfred 
Willlams  in  the  chair. 

The  Secretary  (Mr.  Alfred  Lass,  F.C.A.)  read  the  notice  convening 
the  meeting ;  and  it  was  agreed  to  take  as  read  the  report  and  accounts, 
which  were  summarized  in  the  Journal  for  the  30th  ult.  (p.  7d5). 

The  Chairman  said  that  the  report  and  accounts  had  been  sent  to  all 
the  shareholders ;  and  he  would  be  glad  to  answer  any  questions  whicli 
they  chose  to  put  to  him  in  regard  to  them.  To  his  mind,  they  ^re  jery 
satisfactory ;  and  he  would,  without  further  remark,  move—  That  the 
report  and  accounts  be  received  and  adopted,  and  entered  on  the  mmutes. 
Mr.  C.  Gandon  seconded  the  motion,  which  was  at  once  unanimously 

^The  Chairman  then  moved  the  declaration  of  a  dividend  for  the  half 
year  ended  June  30  last  on  the  preference  share  capital  at  the  rate  ot  H 
per  cent,  per  annum  ;  and  on  the  ordinary  share  capital  at  the  rate  of  /  per 
dent.  per  annum,  both  less  income-tax  (except  upon  those  dividends  to 
which  the  local  shareholders  are  entitled),  payable  on  D©c.  1  next. 

Mr.  C.  Newton  seconded  the  motion,  which  was  carried. 

The  Chairman  proposed  a  vote  of  thanks  to  the  Local  Committ^  in 
Georgetown,  the  Secretary  (Mr.  A.  Lass),  the  Local  Secretary  (Mr.  F.  A. 
Conyers),  the  Engineer  and  Manager  (Mr.  T  B.  Younger),  the  Auditors 
(Meirs.  E.  King  and  C.  Newton),  and  the  Solicitor  (Mr.  E.  K.  Blyth),  for 
their  services  during  the  past  half  year.  He  expressed  the  hope  that 
these  gentlemen  would  continue  to  merit  and  receive  the  thanks  ot  tfie 
shareholders  at  many  future  half-yearly  meetings. 

Mr.  Gandon  seconded  the  proposal,  which  was  heartily  approved. 

Mr.  E.  King  briefly  acknowledged  the  vote  on  behalf  of  all  mentioned 

in  the  resolution.  ,, 

Mr.  Blyth  said  they  ought  to  return  the  compliment  by  passing  a  vote 
of  thanks  to  those  who  kept  the  Company  such  a  steady  dividend-paying 

concern.  ^  . 

Mr.  King  seconded  the  motion,  and  it  was  agreed  to. 

The  Chairman,  on  behalf  of  himself  and  his  colleagues,  thanked  the 
shareholders  for  their  appreciation  of  the  services  of  the  Directors,  it 
they  enjoyed  health  and  the  confidence  of  the  shareholders,  they  _ would 
do  their  utmost  to  keep  the  Company  a  “  dividend-paying  concern. 
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WEST  MIDDLESEX  WATER-WORKS  COMPANY. 

The  Half-Yearly  General  Assembly  of  the  proprietors  in  this  Company 
was  held  last  Tuesday,  at  the  Offices,  19,  Marylebone  Road — Sir  W.  H. 
Wy.iTT  in  the  chair. 

The  Secretary  (Mr.  G.  B.  Hall)  read  the  notice  convening  the  meeting; 
and  the  report  of  the  Directors,  the  chief  features  of  which  will  be  found 
in  the  Chairman’s  remarks  in  moving  its  adoption,  having  been  taken  as 
read,  he  read  the  report  of  the  Auditors  (Messrs.  Cumberlege,  Mackinnon, 
and  Solly),  which  stated  that  the  gross  rental  for  the  half  year  ended  at 
Michaelmas  last  was  T109,525;  being  an  increase,  as  compared  with  the 
corresponding  period  of  last  year,  of  1(741.  The  balance  to  the  credit  of 
the  dividend  and  interest  account  was  1(134.279. 

The  Ch.airm.an,  in  moving  the  adoption  of  the  report,  said  he  was  afraid 
it  would  not  be  in  his  power  to  enlighten  the  proprietors  much  beyond 
what  they  found  in  the  report  and  the  accounts.  He  would,  however, 
just  make  a  few  remarks  ;  and  then,  if  any  gentleman  wished  for  further 
information,  the  Directors  would,  as  far  as  they  were  able,  furnish  it.  In 
the  first  place,  he  was  glad  to  inform  them  that  the  new  works  which 
were  reported  upon  at  their  meeting  last  May  were  now  completed ;  and 
they  had  every  reason  to  hope  that  the  new  Worthington  engine  erected 
at  Molesey  would  prove  a  success.  It  was  thought  that  it  would  give 
them  greatly  increased  pumping  power,  and  at  a  less  cost  for  fuel,  than 
the  old  ones  had  ever  done  before.  It  would  therefore  be  advantageous  in 
all  ways.  In  the  second  paragraph  of  the  report,  the  Directors  mentioned 
that  they  had  bought  a  piece  of  land,  4  acres  in  extent,  at  Willesden.  This 
ground  had  cost  iglOOO  an  acre,  which  seemed  a  high  price  ;  and  no  doubt 
it  was  higher  than  in  the  ordinary  course  of  things  it  would  be 
worth.  It  was,  however,  just  the  level  which  the  Company  wanted ; 
and  they  could  not  get  the  land  for  less.  They  therefore  felt  bound 
to  acq^uire  it  This  would  be  a  large  part  of  the  outlay  they  would  make 
on  the  reservoir,  which  would  cost  possibly  K25,000.  They  would  not  get 
any  direct  return  from  it — no  extra  water-rates.  But  it  would  enable  them 
to  supply  the  new  district  with  much  greater  ease  and  facility  ;  and  they 
thought  it  best  to  give  the  public  all  the  convenience  they  could.  This 
outlay,  therefore,  was  a  serious  one;  and  not  only  was  it  serious  in  the 
immediate  cost,  but,  unfortunately,  the  moment  they  carried  out  any 
works  of  this  kind,  they  were  rated  at  such  an  extraordinary  amount  that 
it  entailed  on  the  Company  a  large  annual  expenditure.  Still,  he  hoped 
the  proprietors  would  agree  with  the  Board  that  it  was  the  best  thing  for 
them  to  do.  They  were  very  careful  now  about  spending  capital,  as  they 
were  getting  near  the  end  of  it.  They  had  only  ±50,000  left,  besides  what 
they  had  in  hand  ;  but  they  had  enough  in  hand  to  finish  all  the  works 
he  had  mentioned.  Still,  they  had  not  very  much  ;  and  they  did  not  wish 
to  go  to  Parliament  for  more  before  they  were  obliged  to  do  so.  Parlia¬ 
ment  now  put  such  onerous  terms  on  water  companies  that  there  was  no 
inducement  to  apply  to  it  unless  they  were  compelled.  He  was  sorry  to 
say  that  during  the  last  six  months  death  had  been  busy  among  them. 
They  had  lost  an  old  and  valued  Director — Mr.  Ware — who  had  been  a 
member  of  the  Board  for  27  years,  and  who  had  always  done  his  best  for 
the  Company’s  interests.  They  had  also  lost  their  valued  friend  and 
Solicitor  Mr.  Bailey,  who  was  taken  away  very  suddenly  after  only  a  few 
days’  illness;  and  he  (the  Chairman)  was  sure  the  Directors  felt  it  was 
only  right  for  him  to  bear  testimony  on  their  behalf  to  the  kindness  and 
care  with  which  Mr.  Bailey  had  always  espoused  the  Company’s  interests. 
They  very  much  regretted  his  removal.  Last  half  year  he  had  to  announce 
a  very  sad  loss  for  them — the  death  of  their  excellent  Engineer,  Mr. 
Thomas  Hack.  They  told  the  proprietors  then  that  they  were  trying  to 
make  arrangements  to  supply  this  gentleman’s  place,  and  that  it  was  a 
matter  of  serious  anxiety  to  them.  They  had  appointed  Mr.  Matthew  W. 
Hervey,  who  was  for  nine  years  Mr.  Hack’s  assistant ;  and  they  had  every 
reason  to  believe  that  this  would  be  a  very  satisfactory  appointment.  He 
did  not  for  a  moment  mean  to  say  that  Mr.  Hack’s  death  would  not  be  a 
great  loss  to  the  Company,  as  he  had  a  long  and  intimate  knowledge  of 
their  affairs — an  advantage  which  could  only  be  replaced  by  his  successor 
having  a  similarly  long  acquaintance  with  them.  They  had  associated 
with  Mr.  Hervey,  as  Consultant  Engineer,  the  late  Mr.  Hack’s  brother, 
who  was  Engineer  of  the  Chelsea  Water  Company.  It  was  thought  by  so 
doing  they  would  have  someone  else  to  resort  to  in  case  of  difficulty ;  and 
they  had  appointed  two  gentlemen  who  were  in  the  Company’s  service  to 
be  Assistant  Engineers,  upon  both  of  whom  they  could  thoroughly  rely. 
He  hoped  the  proprietors  would  approve  and  confirm  all  that  the  Direc¬ 
tors  had  done  in  these  matters.  Then  they  came  to  the  difficulty  as  to 
passing  the  accounts  last  time.  They  still  thought  they  were  right  in 
what  they  did  in  making  the  agreement  with  the  Thames  Conservators  ; 
but  Mr.  Stoneham,  the  Official  Auditor,  would  not  give  way,  and  they  had 
had  to  go  to  the  cost  of  a  reference.  They  selected  as  Arbitrator  Sir 
Henry  James,  who  heard  the  case  on  the  previous  Saturday,  but  had 
not  yet  given  his  decision.  He  (the  Chairman)  could  not,  of  course,  say 
what  this  would  be ;  but  it  would  not  make  much  difference  to  the  Com¬ 
pany.  If  it  was  decided  that  they  were  not  to  pay  the  sum  in  question, 
he  supposed  they  would  not  pay  it  for  some  time.  But  no  doubt  the  Con¬ 
servators  would  go  to  Parliament,  and  get  the  Company  to  pay  it ;  and 
they  did  not  wish  to  be  released  from  paying  it.  On  the  contrary,  they 
had  done  everything  they  could  to  have  the  agreement  they  had  entered 
into,  and  to  which  they  were  bound  in  honour,  confirmed.  He  concluded 
by  moving — “  That  the  report  of  the  Directors,  with  the  half-yearly 
accounts,  and  the  report  of  the  Company’s  Auditors  thereon,  be  severally 
received,  confirmed,  and  entered  on  the  minutes.” 

The  Deputy-Chairman  (Mr.  J.  Meyer)  seconded  the  motion,  which  was 
carried  unanimously. 

On  the  motion  of  the  Chairman,  seconded  by  the  Deputy-Chairman,  a 
resolution  was  passed  declaring  a  dividend  for  the  half  year  at  the  rate  of 
10  per  cent,  per  annum  on  the  consolidated  stock. 

Votes  of  thanks  were  then  accorded  to  the  Auditors,  for  their  careful 
examination  of  the  Company’s  accounts  ;  as  well  as  to  the  Directors,  for 
their  attention  to  the  affairs  of  the  Company  during  the  half  year. 

The  meeting  was  then  made  special  for  the  election  of  a  Director  in  the 
place  of  Mr.  Ware. 

The  Secretary  read  a  report  of  the  Directors  on  the  subject,  in  which 
they  said  that  notices  had  been  received  from  Mr.  Edward  Cumberlege, 
Mr.  Ebenezer  Homan,  and  Mr.  Harry  Bodkin  Poland,  three  duly  qualified 
proprietors,  signifying  their  intention  to  be  put  in  nomination  for  the 
vacant  office.  Subsequently  Mr.  Poland  and  Mr.  Homan  withdrew  their 
names,  and  Mr.  Cumberlege  was  the  only  proprietor  eligible  for  election. 

The  Rev.  S.  F.  Cumberlege  proposed,  and  Mr.  Homan  seconded,  a 
resolution  appointing  Mr.  Cumberlege  to  the  vacant  office;  and  the 
motion  was  carried  unanimously. 

Mr.  Cumberlege  briefly  acknowledged  his  election ;  assuring  the  pro¬ 
prietors  that  he  would  use  his  utmost  endeavour  to  promote  the  welfare 
of  the  Company. 

The  Price  of  Coke.  —  The  demand  for  gas  coke  is  now  growing  so 
rapidly,  that  some  of  the  northern  gas  companies  who  have  large  sales 
with  cement  makers,  &c.,  have  advanced  their  figures.  At  Stockton  the 
price  has  been  increased  to  lOs.  per  ton. 


STRIItB  AT  THE  LEITH  GAS-WORKS. 

The  strike  of  workmen  at  the  Leith  Gas-Works,  threatened  last  week, 
has  unfortunately  begun.  As  soon  as  it  was  intimated  to  the  Gas  Com¬ 
missioners  that  this  act  was  contemplated,  they  issued  advertisements 
warning  consumers  of  their  Leith  gas  that,  owing  to  the  conduct  of  the 
workmen  there,  irregularity  of  supply  might  possibly  arise  for  a  few  days. 
The  advertisement  continued :  “  ’These  men  demanded  certain  concessions 
as  to  working  hours  and  wages.  The  Works  Committee  of  the  Commis¬ 
sioners,  at  a  meeting  on  P’riday  last  (the  2tid  inst.),  agreed  to  recom¬ 
mend  the  increase  of  wages  asked  for  by  the  retort-house  men, 
and  to  call  a  further  meeting  to  consider  carefully  the  claims  of 
the  other  classes  of  workmen.  This  was  at  once  communicated  to 
the  men,  who,  including  the  retort-house  men,  have  nevertheless 
banded  themselves  together,  and  have  given  notice  that  they  will  leave 
work  on  Friday  first  (9th  inst.)  unless  their  demands  are  immediately 
conceded.  This  is  intended  to  concuss  the  Commissioners  into  granting 
demands  which  they  have  had  no  opportunity  properly  to  consider,  by 
the  threat  of  putting  a  stop  to  the  supply  of  gas  to  the  public.  The 
Commissioners  are  resolved  to  withstand  to  the  utmost  such  unreasonable 
and  arbitrary  conduct,  and  to  dispense  with  the  services  of  men  so 
acting ;  and  they  confidently  appeal  to  the  consumers  of  gas  for  their 
forbearance  and  assistance  in  meeting  any  temporary  difficulty  which  may 
arise.”  To  this  the  men,  speaking  through  “A  Gas  Employe,”  made  the 
following  reply  through  the  local  press  :  “  In  answer  to  an  advertisement  in 
the  papers  from  the  Gas  Commissioners’  Clerk  of  an  entirely  misleading 
character,  will  you  allow  me  a  few  lines  to  correct  the  glaring  misstate¬ 
ments  ?  It  says  these  men  demanded  certain  concessions  as  to  working 
hours  and  wages,  and  that  the  Works  Committee  agreed  to  recommend 
the  increase  asked  by  the  retort-men,  and  that  this  was  at  once 
communicated  to  the  men.  But  this  notice  of  the  rise  to  the  retort- 
men  was  not  communicated  till  after  they  had  all  given  in  their 
notice  to  drop  work  at  the  end  of  eight  days,  unless  they  were 
put  on  an  equal  footing  with  the  Edinburgh  men ;  and  after  they  got 
the  Commissioners’  increase  on  the  Friday  night,  they  only  continued 
their  agreement  with  their  fellow-workmen  to  stand  by  their  petition  as 
intimated  to  the  Commissioners.  Now  what  is  concussing  the  Commis¬ 
sioners  into  granting  demands  they  have  had  no  opportunity  properly  to 
consider?  It  is  now  about  nine  weeks  since  the  men  petitioned  the  Com¬ 
missioners  to  get  their  grievances  rectified.  Surely  that  was  time  enough 
for  cons  ideration  before  the  strike  was  threatened.  And  the  workmen’s 
‘  unreasonable  and  arbitrary  conduct,’  it  seems,  is  asking  to  be  put  on  the 
same  footing  as  the  gasmen  in  Edinburgh,  and  to  get  back  what  was  taken 
off  their  pay  about  two  years  ago.”  The  petition  of  the  retort-men  was, 
they  say,  to  have  their  wages  raised  from  fid.  to  fijd.  per  hour.  They  also 
state,  further,  that  barrow-men  in  Leith  are  paid  23s.  4d.  a  week  of  56 
hours,  while  the  Edinburgh  men  receive  25s.  8d.  The  men  employed  on 
the  streets  in  Leith  receive  4d.  per  hour,  and  their  Edinburgh  brethren 
5d. ;  the  former  working  ten  hours  and  the  latter  nine.  At  Leith  the 
yardmen  get  4d.  per  hour,  while  in  Edinburgh  5d.  is  paid ;  and  those 
employed  at  the  purifiers  receive  4d.  an  hour  in  Leith  and  5Jd.  in  Edin¬ 
burgh.  This  statement  having  been  published,  an  individual  Commis¬ 
sioner  communicated  the  following  to  a  press  representative  on  Thursday  : 

“  The  first  petition  from  the  men  asking  back  the  reduction  that  was  taken 
from  them  two  years  ago  meant  a  total  sum  of  ±‘395.  The  Commissioners 
hold  that  they  offered  to  give  effect  to  that  petition.  The  second  petition, 
however,  requests  that  all  the  men  should  be  put  on  an  equality  of  wage 
and  time  with  the  men  in  the  Edinburgh  works.  This  means  something 
like  a  sum  of  ±2500  in  hours  and  wages.  The  Commissioners  hold  that 
the  men  were  content  to  work  for  the  private  Company  at  their  present 
wage,  that  they  ought  to  have  applied  to  them  for  an  increase,  and  that 
there  is  no  change  in  the  circumstances  to  warrant  the  demand  being 
made  now.  Moreover,  if  they  had  received  the  increase,  involving 
±2500,  from  the  private  Company,  the  Commissioners  would  have  had  to 
pay  ±2500  less  of  profits  to  the  Company.  The  Commissioners  resolved 
also  to  employ  workmen  from  the  Edinburgh  works  as  far  as  possible.” 
The  Leith  workmen  held  a  meeting  last  Thursday  night,  and  unanimously 
resolved  to  keep  to  their  resolution  to  strike  unless  their  demands  were 
granted. 

On  Friday  the  struggle  began.  In  the  forenoon  a  reporter  was  informed 
by  the  men  that  that  morning  the  coal-breakers  were  offered  an  increase 
of  id.  per  hour  on  a  nine  hours’  day;  and  the  engine-men  a  day  of  eight 
hours ;  the  question  of  wages  to  be  considered.  These  offers  were  not 
accepted.  At  that  time  the  men  were  confident  of  success.  The  workmen, 
they  stated,  who  had  been  engaged  to  succeed  them  consisted  of  tailors, 
joiners,  and  men  of  no  trade  at  all,  all  of  whom  knew  nothing  of  the  labour 
in  gas-works.  The  men  said  they  had  never  presented  two  petitions ;  that 
what  was  called  the  second  petition  was  merely  more  detailed  information 
which  the  Commissioners  expressed  a  desire  to  have.  They  repudiated 
any  idea  of  trying  to  force  the  Commissioners  to  grant  their  request.  At 
two  o’clock  in  the  afternoon  the  retort-men,  who  number  about  70,  stopped 
work.  The  shift  which  should  have  gone  on  at  that  time  were  waiting 
outside  to  see  their  fellow-workmen  come  out ;  but  there  was  no  demon¬ 
stration  of  any  kind  —  the  men  preserving  a  very  quiet  demeanour. 
According  to  their  statement,  the  Commission  had  not  been  able  to  get 
a  sufficient  number  of  men  to  succeed  them ;  and,  instead  of  keeping 
24  settings  of  retorts  going,  t'ney  said  it  would  take  them  all  their  time  to 
keep  four  at  work.  At  six  o’clock  all  the  workmen  received  their  pay ; 
and  the  remainder  of  the  men — making  the  number  up  to  nearly  200 — 
then  struck.  The  mechanics  have  not  come  out ;  but  they  sympathize 
with  their  fellow- workmen.  On  Friday  night  a  picket  of  the  workmen  on 
strike  paraded  in  the  vicinity  of  the  works,  with  the  intention  of  explain¬ 
ing  their  position  to  anyone  who  might  appear  at  the  works  seeking  em¬ 
ployment.  One  of  their  number,  named  John  M‘Cabe,  while  under  the 
influence  of  liquor,  approached  one  of  the  men  (Alexander  Walker)  who 
had  gone  into  the  works,  while  he  was  going  for  supper,  seized  him,  and 
warned  him  not  to  go  back  to  the  works.  A  charge  was  made  against 
M‘Cabe,  and  he  was  arrested.  At  the  Leith  Police  Court  on  Saturday 
morning — Bailie  Archibald,  one  of  the  Commissioners,  on  the  bench — he 
was  charged  with  assaulting  Walker.  He  at  first  pleaded  guilty ;  but  after¬ 
wards  withdrew  it.  Evidence  having  been  given,  M'Cabe  was  fined  15s., 
with  the  alternative  of  ten  days’  imprisonment.  A  meeting  of  the  men  was 
held  later  on,  when  a  resolution  was  unanimously  adopted  to  the  effect 
that  any  man  resorting  to  intimidation  would  do  so  at  his  own  risk,  and 
that  the  body  of  the  men  condemned  such  action.  The  meeting  also  ex¬ 
pressed  the  hope  that  the  Edinburgh  men  would  keep  away  during  the 
strike,  “  and  show  their  manliness  towards  their  fellow-workmen.” 


Checking  the  Waste  of  Water  at  Bath. — At  the  annual  meeting  of 
the  Bath  Corporation  Water  Committee  last  Thursday,  the  Engineer  (Mr. 
Gilby)  reported  that  when  the  Deacon  waste- water  meters  were  first  applied 
the  average  daily  consumption  per  head  was  42'3  gallons  ;  by  September 
last  it  was  reduced  to  22'9  gallons ;  and  in  October  it  was  21'8  gallons. 
This  was  due  to  the  reduction  of  the  quantity  of  water  wasted,  and  not  to 
any  fluctuation  in  the  consumption. 
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THE  PUEIFICATION  OF  GAS  AT  THE  DQNDEE  GAS-WOBKS. 

Our  readers  will  probably  remember  that  references  .have  lately  been 
made  by  our  Edinburgh  Correspondent  to  complaints  which  have  appeared 
in  the  Dundee  papers  as  to  the  quality  of  the  gas  suppli^  by  the  Corpora 
tion.  The  matter  was  specially  reported  upon  by  Gas  and 

Manager  (Mr.  John  M‘Crae)  at  the  meeting 

the  Gas  Commissioners  on  Monday  last  week.  He  first  explai 

the  year  1882  he  received  instructions  that  the  hl«m>“ating  power  of  the 
gas  should  be  maintained  as  nearly  as  possible  at  26  candles  .and  that 
since  that  time  the  instructions  had  been  most  carefully  and  rigidly  carried 
out.  The  testing  apparatus  had  been  kept  in  perfect  order ;  and  those 
who  manipulated  it  had  had  large  experience  in  this  department.  The 
tests  at  the  works  had  also  been  verified  by  others  made  in  the  Sanita  y 
Inspector’s  office.  He  then  proceeded  to  deal  with  the  statement  that  air 
is  being  pumped  into  the  gas  at  the  ; works.  In  doing  so  he  traced  the 

steps  which  led  to  the  adoption  of  Professor  Wanklyn  s  system  of  purifi¬ 
cation  at  Tunbridge  Wells,  and  subsequently  at  the  Dundee  Gasworks, 
where  it  has  been  in  use  for  the  past  two  and  a  half  years.  He  next 
described  the  process  as  follows “  A  2-inch  pipe  is  connected  to  a  meter 
and  to  the  gas-pipe  immediately  after  it  leaves  the  hydraulic  mam.  At  this 
point  the  product  from  the  coal  is  notone  gas,  but  a  mixture  of  many  gases, 
and  these  at  a  high  temperature.  Some  of  these  gases  and  vapours  are 
condensable,  and  very  rapidly  assume  the  liquid  form,  as  tar  ana 
ammoniacal  liquor.  Contained  amongst  these  tarry  vapours  is  a  valuable 
proportion  of  rich  or  light-giving  hydrocarbons,  and  which  by  fke  old 
process  were  allowed  to  condense— pass  away  with  the  tar,  thereby 
enriching  the  naphtha,  which  was  later  on  to  be  distilled  from  it.  isy 
the  admission  of  this  1  per  cent,  of  air  at  the  point  indicated,  a  good 
percentage  of  these  hydrocarbons  is  picked  up,  carried  forward,  and 
becomes  a  permanent  gas ;  thereby  having  no  depreciating  effect  on  the 
illuminating  power.”  He  then  went  on  to  say:  Of  course,  it  will  be 
apparent  from  what  I  have  said  that  the  quality  of  the  naphtha  must  be 
reduced;  and  that  is  exactly  what  we  have  experienced.  But  this  is  ot 
little  or  no  importance,  bearing  in  mind  the  very  low  price  this  product 
has  reached.  In  a  word,  we  have  removed  a  valuable  ingredient  from 
the  naphtha,  for  which  we  are  receiving  little  or  nothing,  and  converted 
it  into  an  illuminating  gas  of  good  quality,  which  I  consider  should  be 
our  primary  obiect.  Our  secondary  products,  being  such,  deserve  only 
secondary  consideration.  Perhaps  the  most  valuable  virtue  exerted  by 
this  1  per  cent,  of  air  lies  in  the  effect  on  the  purification  of  the  gas,  tor 
by  its  introduction  the  revivifying  of  the  oxide  of  iron  is  accotnplished 
in  situ  ;  thereby  rendering  the  frequent  removing  of  that  material  f^pm 
the  purifiers  unnecessary — a  fact  which  is  most  interesting  and  valuable, 
as  will  be  seen  later.  I  have  now  described  somewhat  in  detail  the  process 
as  applied  in  your  works.  It  is  simple,  economical,  satisfactory,  and  can 
be  stopped  in  one  minute.  Before  this  air  process  was  introduced,  during  the 
summer  months  there  would  be  a  purifier  changed  at  least  once  a  week, 
and  sometimes  oftener.  During  the  past  summer  there  was  not  a  purifier 
opened  from  the  month  of  April  till  the  month  of  August ;  and  the  gas 
was  thoroughly  purified  all  the  time.  I  think  the  importance  of  this 
point  cannot  be  over-estimated  ;  for,  although  it  may  not  be  a  statutory 
obligation,  it  is  none  the  less  our  duty  to  disturb  or  annoy  as  little  as 
possible  those  outside  our  works  by  the  processes  employed  or  carried 
on  inside  the  works.”  With  re-ard  to  the  personal  remarks  made  in  the 
correspondence  above  referreu  to,  Mr.  M‘Crae  said  he  would  not  deign 
to  notice  them.  He  said  he  had  been  nearly  eight  years  in  charge  of  the 
works,  and  could  safely  say  that,  during  this  period,  whatever  had  been 
done  was  to  the  best  of  his  knowledge  for  the  improvement  and  moder¬ 
nizing  of  the  plant,  the  production  of  good  and  cheap  gas,  and  the  satis- 
faction  alike  of  the  Corporation  and  the  gas  consumers  of  Dundee. 

At  the  Monthly  Meeting  of  the  Gas  Commissioners  on  Thursday,  refer¬ 
ence  was  made  to  Mr.  M'Crae’s  report.  Mr.  uindsay  pointed  out  that  the 
introduction  of  air  was  not  to  dilute  the  gas  it  was  to  assist  in  its  purifi¬ 
cation,  and  to  save  the  money  of  the  Commissioners.  It  did  not  bring 
down  the  illuminating  power  of  the  gas  by  the  fraction  of  a  caudle;  and 
Mr.  M'Crae  was  quite  willing  to  explain  the  process.  Bailie  Macdonald 
thought  the  public  should  be  led  to  clearly  understand  that  the  Gas  Enp- 
neer  and  the  Commission  could  have  no  possible  motive  in  diluting  the 
gas.  Mr.  M'Crae  had  adopted  the  new  plan  because  he  was  convinced,  by 
his  experience,  that  it  was  the  best  way  of  purifying  the  gas.  Bailie 
Gentle  remarked  that  no  one  had  any  doubt  as  to  Mr.  M'Crae  s  ability  as 
a  gas  engineer,  and  that  he  was  doing  his  utmost  to  produce  the  highest 
quality  of  gas  at  the  lowest  possible  cost.  He  was  satisfied  with  the  tests 
made  at  the  gas-works  as  well  as  at  the  Sanitary  Office,  which  showed  that 
the  quality  of  the  gas  was  kept  up  to  a  good  standard.  It  was  eventually 
resolved  that  the  Clerk  should  communicate  with  the  Local  Authorities  of 
certain  towns,  with  the  view  of  obtaining  information  as  to  the  process, 

THE  FINANCES  OF  THE  SALFORD  CORPORATION  GAS 
DEPARTMENT. 

The  Borough  Auditor  on  the  Depbeci.4Tion  and  Redemption  Funds. 

An  abstract  of  the  Treasurer’s  accounts  of  the  borough  of  Salford  for 
the  year  ending  March  25  last  has  lately  been  issued.  Accompanying  it 
is  a  letter  from  the  Borough  Auditor  (Mr.  W.  J.  Popplewell),  in  which  he 
makes  some  remarks  on  the  subject  of  the  depreciation  and  redemption 
funds  of  the  gas  undertaking.  The  gross  profits  of  the  gas  fund— 
i61,525  2s.  9d.— he  says,  show  an  increase  on  the  previous  year  of 
£5459  10s.  6d.  This  is  augmented  by  a  reduction  in  the  amount  of  interest 
paid  of  £503  68.  lOd. ;  making  altogether  £5962  ITs.  4d.  From  this  amount 
has  to  be  deducted  a  large  increase  in  the  sum  transferred  to  the  depre¬ 
ciation  fund  of  £4992  5s.  8d.,  and  £168  Os.  Id.  increase  in  the  contri¬ 
bution  to  the  redemption  fund— together  £5160  5s.  9d.— leaving  the 
amount  of  net  profit  divisible  between  the  three  districts  of  Sal¬ 
ford,  Broughton,  and  Pendleton,  only  £802  11s.  7d.  in  excess^  of 
the  amount  divided  last  year.  The  first  thing  which  calls  for  serious 
notice  in  this  fund,  he  goes  on  to  remark,  is  the  condition  ot 
the  depreciation  account — a  matter  recently  raised  in  the  publm 
press.  As  some  misapprehension  appears  to  exist  on  the  subject, 
the  Auditor  points  out  the  distinction  between  a  depreciation  fund 
and  a  sinking  fund.  The  putting  aside  of  an  a,nnual  contribution  to  a 
sinking  fund  for  redemption  of  debt,  he  says,  is  a  compliance  with  the 
conditions  imposed  when  the  loans  for  capital  expenditure  are  authorized, 
and  cannot  be  evaded,  and  is  intended  to  provide  for  the  gradual  and 
ultimate  extinction  of  the  debt.  It  does  not  in  any  way  contribute  to  the 
object  for  which  a  depreciation  fund  is  formed,  which  is  to  provide  a  fund 
out  of  which  may  be  made  the  replacements  and  repairs  necessary  to 
maintain  in  efficient  condition  the  works  upon  which  the  money 
borrowed  had  been  expended.  While  it  is  certainly  incumbent 
to  provide  a  depreciation  fund,  it  is,  on  the  other  hand,  equally  in¬ 
cumbent  that  no  more  shall  be  taken  out  of  the  profits  for  such 
purpose  than  is  actually  required.  And  it  is  quite  evident  there  is 
no  intention  that  large  accumulations  shall  be  made  out  of  profits  to 
provide  for  future  extensions  or  the  erection  of  new  works.  There  is, 
however,  at  the  present  time,  at  Salford,  an  accumulation  on  account  of 


nearly  £78,000,  which  is  increasing  at  the  rate  of  £9000  per  annum,  after 
fully  providing  for  the  objects  named  in  the  Corporations  Improve¬ 
ment  Act  of  1862.  This  large  accumulation  has  arisen  partly  through  an 
excessive  percentage  having  been  set  aside  in  the  past,  and  partly  thrcmgh 
the  wrongful  addition  to  the  fund  of  the  interest  earned  upon  it,  which 
ought  rightlyto  have  been  credited  to  the  general  profit  and  loss  account  in¬ 
stead.  He  gives  the  following  figures  to  show  how  largely  in  excess  of  the 
legitimate  needs  of  the  fund  is  the  amount  set  aside  :— In  the  year  ending 
March  31,  1888,  the  amount  set  aside  for  depreciation  on  works  and  plant, 
at  3  per  cent.,  was  £14,575  4s. ;  the  interest  on  the  fund  for  the  year  was 
£1935  2s.  lOd. — making  a  total  addition  of  £16,510  6s.  lOd ;  the  average 
annual  expenditure  for  the  past  ten  years  has  been  £7233  15s.  4d. ,  or 
an  amount  in  excess  of  £9276  11s.  6d.  The  actual  expenditure 
for  the  year  was  only  £3771  2s.  3d.  Mr.  Popplewell  does  not 
wish  to  be  understood  as  objecting  to  a  reasonable  surplus  over 
estimated  requirements  being  set  aside,  or  to  the  retention  of  even 
the  present  large  balance  in  hand,  although  it  is  a  question  whether 
the  sum  of  the  accumulated  interest  should  not  be  restored  to  the 
general  fund,  and  divided  between  the  districts.  At  any  rate,  the 
interest  should  no  longer  be  added  to  the  depreciation  fund ;  and  he 
recommends  most  strongly  that  for  the  future  a  reduction  of  at  least 

1  per  cent,  be  made  on  the  percentage  set  aside.  The  same  remarks 
will  apply  to  the  hired  meters  depreciation  fund,  in  a  greater  degree 
perhaps  as  to  the  accumulation,  but  in  a  lesser  degree  as  to  the 
Lnual  percentage.  In  this  way  the  saving  on  the  year  s  figures 
would  be  as  folio  ws  General  depreciation,  1  percent.,  £4858  8s. ,  in^terest, 
£1935  2s.  lOd.  ;  hired  meters  depreciation,  at  1  per  cent.,  ±383  5s.  Jd. , 
interest,  £259  2s.  8d.— making  altogether  a  sum  of  £7435  18s.  3d.  to  add 
to  the  balance  of  profit  at  the  disposal  of  the  Committee.  In  consider¬ 
ing  this  matter,  Mr.  Popplewell  says  it  should  not  be  overlooked  tuat  in 
addition  to  the  amount  set  aside  for  depreciation, a  sum  of  more  than  £11,0UU 
has  been  expended  on  repairs,  and  charged  to  revenue  account,  or  over 

2  per  cent,  on  the  capital  invested  in  works,  plant,  mams,  and  services  , 
and  he  is  not  sure  whether  a  strict  rendering  of  the  Act  would  not  re¬ 
quire  a  large  part  of  this  expenditure  to  be  taken  out  of  the  depreciation 
ffind,  which  is  limited,  as  already  stated,  to  3  per  cent.  The  alterations 
he  recommends  in  the  depreciation  accounts  are,  he  thinks,  desirable,  not 
onlv  in  the  interests  of  those  entitled  to  the  benefits  of  and  increase  in 
the  profits  divisible,  but  also  for  the  purpose  of  discouraging  extravagant 

expenditure  in  extensions  under  cover  of  this  fund. 

As  to  the  revenue  account,  Mr.  Popplewell  considers  it  would  be  advis¬ 
able  in  future  that  fuller  details  of  some  of  the  items  of  expenditure 
should  be  given  ;  as,  for  instance,  under  the  heading  manufacture  of 
gas  ”  the  amounts  paid  respectively  for  coal  and  cannel,  wages,  &c.  ;  the 
present  arrangement  of  the  account  being  retained,  as  that  is  desired  for 
tabulation  and  comparison  with  the  gas  accounts  published  by  other  cor¬ 
porations  and  gas  companies.  „  ^  ^ 

^  On  the  subject  of  the  book-keeping  of  the  Gas  Department,  he  says  that, 
although  the  portion  relating  to  wages,  stock,  &c.,  and  the  checking  of 
invoices,  seems  to  be  done  in  a  most  thorough  and  painstaking  manner, 
there  is  one  point  which  appears  to  be  eminently  unsatisfactory,  and  to 
which  he  called  attention  in  his  report  of  last  year  to  the  Gas  Investiga¬ 
tion  Committee.  The  coal  and  cannel  stock  book  is  carefully  entered  up.  so 
far  as  the  quantities  received  are  concerned,  and  a  balance-sheet  prepared  , 
but  the  result  is  of  little  value,  for  although  elaborately  prepared  figures  of 
the  quantities  of  coal  and  cannel  carbonized  are  given,  there  is  a  large  dis¬ 
crepancy  between  these  figures  and  the  total  quantity  of  coal  and  cannel 
apparently  carbonized,  as  shown  by  the  measured  stocks  in  hand  at  the  end 
of  the  year.  The  discrepancy  this  year  at  one  of  the  stations  is  2821  tons, 
or  5-65  per  cent,  on  the  figures  in  the  carbonization  book.  This  means 
either  that  those  figures  are  altogether  unreliable,  or  that  this  quantity  of 
coal  and  cannel  has  been  disposed  of  in  some  other  way.  The  Auditor  is 
inclined  to  attribute  it  to  the  first-named  cause;  for  the  figures  lu  the 
books,  although  ostensibly  received  from  the  different  foremen,  are,  he 
says,  evidently  mere  estimates;  and  he  suggests,  that  if  it  is  worth  while 
to  employ  clerks  to  prepare  elaborate  figures  of  the  quantity  of  material 
carbonized,  it  would  be  a  simple  and  easy  matter— if  the  actual  weights 
cannot  be  given  in  every  case — to  test  the  estimated  quantity  at  frequent 
intervals,  and  so  prove  satisfactorily  that  the  coal,&c.,  is  really  accounted 
for  or  otherwise.  The  plan  adopted,  so  far  as  the  principal  books  of  the 
Corporation  are  concerned,  although  capable  of  improvement  in  some 
minor  points,  is,  Mr.  Popplewell  says,  well  calculated  to  secure  an  accurate 
record  of  the  financial  transactions  of  the  Corporation,  and,  on  the  whole, 
works  well.  _ 


GAS  AND  THE 


RESURRECTION  ”  OF  ELECTRIC  LIGHTING. 
[Prom  Money,  Nov.  7.]  i 

It  is  now  seven  years  since  the  electric  light  ‘  boom  first  excited  the 
alarm  of  gas  shareholders  ;  and  during  all  these  years  the  new  illuminaut 
has  been  passing  through  the  experimental  stage,  and  nothing  more. 
Wbeu  the  “boom”  began,  we  alone  amongst  financial  journals  aid  our 
best  to  reassure  the  terrified  gas  shareholders ;  a,nd  events  have  P^'o^ed 
how  completely  we  were  justified  in  all  that  we  said.  Gas  stocks  are  now 
higher  and  safer  and  pay  bigger  dividends  than  ever ;  and  we  feel  con- 
viLed  they  will  continue  so  for  many  years  to  come,  notwithstauding 
that  the  electric  light  is  at  last  emerging  from  the  experimental  stage 
after  having  impoverished  so  many  hundreds  of  investors  and  enriched 
so  many  company  promoters.  We  have  never  desired  to  depreciate  any 
promising  venture.  When  we  wrote  down  electricity,  we  did  so  because 
we  knew  that,  whatever  might  be  the  case  in  the  future,  the  time  of  the 
electric  light  was  not  yet,  and  also  because  the  companies  that  were 
formed  were  all,  or  nearly  all,  essentially  of  the  bubble  order,  and  not 
intended  to  become  commercially  successful.  And  now,  when  tbere 
appears  to  be  a  fair  prospect  of  success  for  the  new  illuminant,  we  should 
be  the  last  to  attempt  to  discount  that  prospect.  We  have  therefore  made 
it  our  business  to  inquire  into  the  position  of  the  London  Electric  buiqi  y 
Corporation,  Limited,  of  which  a  good  deal  has  recently  been  written  ,  and 
we  have  come  to  the  conclusion  that  if  ever  the  electric  light  is  to  be  a 
commercial  success,  it  should  be  so  in  the  hands  of  this  concern.  Jbis 
not  the  place  to  give  the  history  of  the  Corporation,  which  is  the  outcome 
of  Sir  Coutts  Lindsay’s  experiment  of  four  years  back  in  lighting  the 
Grosvenor  Gallery  by  electricity  ;  but  it  may  be  remarked  that  the  demands 
made  upon  the  Grosvenor  station,  which  was  then  installed,  have 
increased  so  steadily  that  the  present  Corporation  has  been  formed,  with 
an  authorized  capital  of  £1,000,000,  to  erect  and  equip  the  new  centm 
station  at  Deptford,  from  which  the  Directors  expect  eventually  to  be  iii 
a  position  to  supply  the  necessary  current  for  2  million 
have  already  invited  orders  for  the  supply  of  electric  current  for  execution 

^^Let  us  now  consider  how  the  success  of  this  Corporation  will  affect  the 
very  large  community  of  gas  shareholders.  It  has,  as  usual  under  like 
circumstances,  been  pretty  freely  stated  that  if  the  Corporation  is  com¬ 
plete  success,  gas  is  doomed  ;  and  it  is  pretty  certain  that  the  installation 
at  Deptford  will  be  made  a  peg  upon  which  to  hang  bear  attacks  upon 
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Kas  stocks.  We  ourselves,  with  a  full  knowledge  of  the  whole  position, 
must  counsel  holders  of  gas  to  fear  nothing.  If  they  should  allow  tliem- 
selves  to  be  terrified  into  parting  with  their  stocks,  they  will  certainly 
have  cause  to  repent  doing  so.  It  has  been,  and  still  is  in  some  quarters, 
tlie  fashion  to  speak  of  gas  and  electricity  as  rivals.  They  are  in  reality 
nothing  of  the  kind.  Even  if  the  London  Electric  Supply  Corporation 
prove  to  be  all  the  success  that  its  Directors  anticipate,  we  believe  that 
gas  will  in  no  way  suffer  commercially  on  that  account.  In  the  first 
place,  electricity  will  not,  under  any  circumstances,  generally  supersede 
gas  as  a  popular  illuminant  for  some  time  to  come.  It  is  still  expensive 
compared  to  gas  ;  the  proposed  charge  being  7id.  per  Board  of  Trade  unit, 
which  is  equal  to  gas  at  about  4s.  2d.  per  1000  cubic  feet.  This  is  a  very 
high  rate  compared  to  the  present  cost  of  gas  ;  and  it  is  to  be  noted  that 
The  Gaslight  and  Coke  Company  have  resolved  to  reduce  their  rate  to 
2s.  6d.  per  1000  feet  for  ordinary  gas  from  the  beginning  of  the  new  year, 
which  reduction  will  certainly  increase  their  receipts  in  spite  of  all  com¬ 
petition.  But  this  is  not  all.  The  Electric  Supply  Corporation  requires 
a  guaranteed  minimum  rental  of  ±'20  per  annum  in  all  cases.  This  re- 
(luirement  alone — necessary  as  it  is — will  prevent  competition  with  gas 
in  the  case  of  many  thousands  of  householders  whose  gas-rate  does  not 
reach  more  than  ±'10  or  ±15  per  annum.  Again,  the  Corporation  will 
charge  20s.  a  year  for  rent  of  meter,  against  about  8s.  charged  by  the  gas 
companies;  and  there  will  be  extras  for  transformers,  switches,  and 
extra  lamps.  So  much  for  the  comparison  between  the  “  rivals  ”  on  the 
score  of  cost. 

This  is  a  large  order,  and  some  particulars  of  the  Corporation  and  its 
position  will  be  found  interesting.  Of  the  nominal  capital  of  ±1,000,000, 
in  ±5  shares,  rather  more  than  half  is  at  pr'esent  subscribed  ;  the  precise 
figures  being  ±535,000.  The  Company  is  by  no  means  a  public  company 
in  the  full  sense  of  the  word,  for  more  than  four-fifths  of  the  capital  sub¬ 
scribed  has  been  found  by  an  inner  ring  of  eight-and-twenty  financiers. 
These  are  headed  by  Lord  Wantage,  who  alone  holds  not  far  short  of  a 
quarter  of  a  million’s  worth  of  these  shares.  After  him  come  seven 
holders  who  have  subscribed  for  21,752  shares;  then  fifteen  who  have 
taken  23,833  shares ;  and,  finally,  five  others  who  hold  amongst  them 
2766  shares.  Besides  Lord  Wantage’s  ±220,000,  therefore,  no  less  than 
±211,755  have  been  found  by  twenty-seven  other  holders.  There  are  in 
all  fifty  shareholders,  about  twenty  of  whom  have  subscribed  the  balance 
of  about  ±78,000  amongst  them.  Audit  is  this  small  but  rich  syndicate 
which  proposes,  taking  the  requirements  of  London  to  be  equivalent  to 
7  million  10-candle  power  lamps,  to  light  more  than  a  quarter  of  tire 
Metropolis.  Whether  or  not  the  Deptford  station  will  be  found  able  to 
accomplish  it,  we  do  not  pretend  to  predict ;  but  it  is,  we  think,  pretty 
clear  that  this  latest  and  biggest  departure  in  electric  lighting  will  be 
either  a  huge  success  or  else  a  gigantic  failure.  The  Corporation  believe 
the  former,  as  is  shown  by  the  sums  its  handful  of  members  have  staked  ; 
and  if  it  is  a  success,  they  will  reap  the  reward  of  their  courage.  If  it 
is  a  failure,  the  loss  will  also  be  theirs ;  and  in  no  case  will  the  public 
share  either  in  the  loss  or  in  the  profit,  unless  there  should  be  by-and-by  a 
Stock  Exchange  “  rig  ”  in  these  shares,  as  there  was  in  Father  Brush  and 
the  other  old  companies.  This  is  generally  the  way.  The  public  money 
has  already  been  lost  by  hundreds  of  thousands.  Now  the  enterprising 
financiers  step  in  and  reap  what  profit  may  be  earned. 

But  the  main  facts  upon  which  we  base  our  opinion  that  gas  will  con¬ 
tinue  its  successful  career  are  very  different  from  the  above.  The  most 
experienced  authorities  in  the  gas  world — those  who  know  best  and  who 
have  the  best  knowledge  of  the  facts — are  agreed  that  the  consumption  of 
gas  is  not  only  not  likely  to  decrease  generally,  but  is  certain  to  increase. 
It  is  a  fact  that  in  almost  every  place  where  electricity  has  been  utilized 
as  an  illuminant — such  as  railway  stations,  factories,  shops,  &c. — the 
consumption  of  gas  has  not  diminished.  This  is  apparently  paradoxical ; 
but  it  is  a  fact  proved  by  experience.  The  gas  companies  may  lose  the 
custom  of  the  theatres,  hotels,  and  clubs ;  but  their  loss  is  generally 
counterbalanced  by  a  very  satisfactory  increase  of  consumjition  in  other 
ways.  This  is  due  to  the  fact  that  gas  may  be,  and  is,  daily  more 
and  more  utilized  for  many  purposes — such  as  cooking,  heating, 
driving  gas-engines,  &c. — for  which  electricity  is  totally  inapplic¬ 
able.  And  the  uses  for  gas  are  increasing  far  more  rapidly  than  the 
general  use  of  the  electric  light  is  likely  to  come  about ;  and  with  the 
promised  reduction  in  the  price  of  gas,  this  fact  cannot  tail  to  become  more 
and  more  evident.  And  here  we  would  remind  gas  shareholders  that  the 
disturbance  in  the  coal  trade  cannot  affect  their  stock,  since  the  gas  com¬ 
panies  are  well  ahead  with  their  contracts,  made  when  coal  was  at  its 
lowest,  as  far  as  the  summer  of  1890.  The  rise  in  the  price  of  coal,  so  far 
from  being  a  disadvantage  to  the  gas  companies,  is  actually  a  source  of 
profit  to  them  ;  for  it  is  enabling  them  to  get  better  prices  for  coke  which 
they  have  to  dispose  of. 

There  yet  remains  to  be  considered  the  important  question  of  residuals. 
Not  long  ago  the  bye-products  of  a  gas  company  were  not  only  not  profit¬ 
able,  but  were  an  actual  expense  to  get  rid  of  as  waste.  Now  they  are  all 
utilized.  Tar  and  sulphate  of  ammonia  are  now  both  saleable  products; 
and  their  prices  are  steadily  rising  in  the  market.  And  it  must  be  remem¬ 
bered  that  the  quantities  of  these  bye-products  are  so  enormous  that  a 
very  small  rise  in  price  per  ton  means  a  very  considerable  increase  in 
income  to  the  companies.  On  the  whole  question,  it  is  hardly  stating  too 
much  to  say  that  a  well-managed  gas  company  can  now  almost  pay  its 
way  by  the  sale  of  residuals ;  its  income  from  consumers  being  therefore 
almost  entirely  clear  profit. 

Thus,  so  far,  then,  from  anticipating  loss,  shareholders  in  The  Gaslight 
and  Coke  Company  may  safely  anticipate  an  increase  in  the  capital  value 
of  their  holdings  during  next  year.  For  by  their  statutory  sliding  scale 
the  Company  will  be  enabled,  by  its  reduction  in  the  price  of  gas,  to  pay 
higher  dividends.  The  3d.  per  1000  cubic  feet  which  is  to  be  deducted 
from  the  cost  next  January  will  allow  an  additional  j  per  cent,  dividend 
to  be  paid  on  the  stock,  if  it  be  earned,  as  no  doubt  it  will  be.  The  Com¬ 
pany  have  a  very  large  balance  to  draw  upon  for  temporary  purposes ;  and 
there  is,  in  addition  to  all  this,  some  prospect  of  the  early  abolition  of  the 
coal  dues,  which  would  mean  a  saving  of  something  like  ±90,000  per 
annum  to  this  Company  alone.  For  all  which  reasons  it  is  clear  that  gas 
shareholders  should  be  of  good  cheer,  in  spite  of  all  that  electric  light 
“  bulls”  and  gas  “  bears  ”  may  say  or  do  to  the  contrary. 


Retfobd  CoRPOK.iTiON  G.4.S  SUPPLY. — The  annual  report  of  the  Retford 
Corporation  Gas  Committee  shows  that  there  was  an  addition  to  the 
capital  account  in  the  first  half  of  the  present  year  of  ±402  4s.  8d.,  prin¬ 
cipally  for  new  works,  which  leaves  the  capital  account  over-expended  by 
the  sum  of  ±2684  28.  2d.  This  is  provided  for  by  the  reserve  fund,  stand¬ 
ing  in  the  books  of  the  undertaking  at  ±3000.  The  sale  of  gas  during 
the  year  has  realized  ±5294  13s.  lid.,  as  against  ±5298  7s.  Id.  in  the  pre¬ 
ceding  year;  while  the  quantity  made  has  been  38,730,000  feet,  against 
38,248,000  feet.  After  paying  interest  on  debentures,  adding  to  the  sinking 
fund,  and  paying  bank  interest  and  commission,  the  net  profit  for  the  year 
has  been  ±366  68.  4d.  The  expenditure  for  lighting  the  public  lamps  is 
greater  than  the  amount  paid. 


NOTES  FROM  SCOTLAND. 

(PKOM  OUK  EDINBUnOH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  whirl  of  the  municipal  elections  is  over ;  and  a  few  reflections  upon 
them  may  not  be  uninstructive.  Beginning  nearest  home,  the  first  thing 
which  I  notice  is  that  Mr.  Colston,  who  took  the  lead  in  the  negotiations 
for  the  purchase  of  the  Edinburgh  and  Leith  gas  undertakings,  was  pro¬ 
posed  for  the  office  of  Lord  Provost  of  Edinburgh  at  a  private  meeting  of 
the  Town  Council  yesterday,  but  was  not  elected;  his  support  only  num¬ 
bering  19  votes,  as  against  21  for  his  opponent,  Mr.  Treasurer  Boyd.  The 
loss  of  the  office  must  be  a  great  disappointment  to  Mr.  Colston  ;  this 
being  the  fourth  time  he  had  entered  into  a  contest  for  the  honour. 
The  strongest  arrow  in  his  quiver  on  this  occasion  was  the  part  he  took 
in  bringing  about  the  transfer  of  the  Gas  Companies’  property.  The 
])roceeding8  being  in  private,  it  is  impossible  to  say  what  may  have  been 
tlie  reasons  which  the  majority  of  the  Council  had  for  rejecting  Mr. 
Colston  ;  but  outside  observations  point  to  a  certain  diplomatic  subtlety 
in  his  actions,  which  makes  it  often  difficult  to  say  “where”  he  is  on  a 
question.  Everybody  has  not  .subscribed  to  the  dictum  which  was  laid 
down  by  the  promoters  of  the  gas  transfer  themselves,  that  it  was  “  so 
successfully  ”  carried  through  ;  and  it  may  be  that  that  which  Mr.  Colston 
relied  upon  as  his  strongest  support  was,  as  a  matter  of  fact,  hie  weakest. 

In  Arbroath  the  electors  have  returned  five  out  of  six  men  who 
are  pledged  to  oppose  a  large  expenditure  upon  the  gas-works.  Bailie 
Keith,  who  was  one  of  the  chief  supporters  of  the  extension  movement, 
was  defeated.  Only  a  week  ago  the  Provost  was  arguing  that  the  com¬ 
munity  were  not  sufficiently  informed  to  give  a  vote  in  a  plebiscite  upon 
the  question  of  whether  or  not  the  works  should  be  extended.  He  was 
probably  right.  This  foreign  administrative  monstrosity  is  not  well 
adapted  to  a  case  of  this  kind ;  and  it  is  altogether  unnecessary,  because 
the  electors  have  it  in  their  power  to  give  their  opinion  at  the  polling- 
booth  if  they  wish.  The  community  have  expressed  their  wish  in  this 
matter.  They  want  the  gas-works  to  remain  where  they  are  ;  and  if  it  is 
necessary  to  expend  money  upon  them,  let  it  be  a  moderate  sum  to  keep 
them  going — particularly  let  all  improvement  schemes  be  dropped  which 
would  involve  the  expenditure  of  a  large  sum  of  money  in  the  expectation 
of  a  small  annual  saving.  The  decision  may  in  the  end  be  wrong.  The 
public  are  easily  frightened  upon  questions  connected  with  large  outlays ; 
and  this  appears  to  have  been  the  case  here.  Before  any  moderately  exten¬ 
sive  scheme  can  be  carried,  the  Gas  Commissioners  will  probably  find  it 
requisite  to  give  more  information,  and  tie  themselves  down  to  something 
reasonably  definite.  The  vote,  at  the  worst,  means  delay,  and  if  the  time 
be  usefully  employed,  there  need  be  no  reason  why  the  Commissioners 
should  not  be  able  to  carry  through  at  the  next  election  the  scheme  they 
may  resolve  upon.  They  will  very  shortly  have  the  benefit  of  Mr.  Foulis’s 
advice  on  the  subject;  and  probably,  all  things  considered,  it  is  just  as 
well  that  decision  upon  the  question,  even  by  the  community,  is  delayed 
until  after  his  report  has  been  received. 

Mr.  Adam  Pratt,  the  author  of  the  gas  agitation  in  Aberdeen,  has,  con¬ 
trary  to  my  expectation,  been  returned  to  the  Town  Council.  This  success 
is  attributed  to  the  adroit  use  of  “  means.”  It  looked  as  if  Mr.  Pratt  must 
succumb  before  the  reduction  of  4d.  in  the  price  of  gas  announced  by  the 
Gas  Commissioners  a  week  before  the  election,  when,  lo !  he  suddenly 
turned  that  circumstance  to  his  own  credit;  and  with  its  aid  went  in  by 
a  swinging  majority.  When  the  electors  rose  on  the  morning  of  the 
election,  they  found  the  walls  of  the  city  placarded  with  posters  inviting 
them  to  vote  for  Mr.  Pratt  who  had  been  “  the  means  of  reducing  the  price 
of  gas  by  4d.  per  1000  cubic  feet.”  This  is  understood  to  have  turned  the 
scale  in  his  favour.  It  is  to  be  hoped  that  the  Council  will,  in  justice  to 
Mr.  Pratt,  seeing  that  he  has  been  returned  on  account  of  his  discontent 
with  the  gas  management,  put  him  on  the  Gas  Committee  ;  and  if  nothing 
has  been  wrong  in  t^hat  department — which  I  take  to  be  the  case — the  wind 
would  then  be  taken  out  of  his  sails,  and  the  victory  would  lie  with  the 
Committee. 

The  quiet  academic  city  of  St.  Andrews  has  just  carried  through 
that  which  was  such  a  bugbear  in  Edinburgh  last  year,  and  in 
Arbroath  this  year — a  plebiscite  on  gas  affairs.  A  proposal  by 
the  Provost  to  adopt  the  Burghs  Gas  Supply  (Scotland)  Act,  1876, 
was  carried  in  the  Town  Council  in  September  by  twelve  votes 
to  nine.  The  opposition  here  was  not  in  respect  to  the  price  which  the 
Provost  suggested  would  be  sufficient,  but  that  it  was  certain  to  be  more 
than  the  figure  he  mentioned,  and  that  if  the  Town  Council  committed 
themselves  to  the  adoption  of  the  Act,  they  would  be  obliged  to  go  on  with 
the  purchase,  even  although  it  might  come  to  be  compulsory ;  and  they 
might,  at  the  end  of  arbitration,  require  to  pay  a  premium  of  100  per  cent, 
on  the  value  of  the  undertaking.  The  Provost’s  figure  was  ±13,250,  and 
was  based  on  the  principle  of  offering  ±31  5s.  for  each  ±25  share.  On  the 
other  hand,  the  opposition  were  convinced  that  the  price  would  be  at  least 
±20,000.  There  were  eleven  vacancies  in  the  Council,  and  each  side 
nominated  eleven  candidates.  Along  with  the  election,  arrangements 
were  made  for  taking  the  opinion  of  the  electors  by  means  of  a  plebiscite. 
The  result  has  been  a  complete  victory  for  the  Provost.  In  the  election, 
ten  out  of  the  eleven  candidates  in  favour  of  acquiring  the  Gas  Company’s 
undertaking  were  returned  ;  and  in  the  plebiscite  the  numbers  were : 
P’or,  3861 ;  against,  3013. 

The  strike  at  the  Leith  Gas-Works,  to  which  I  referred  last  week,  has  un¬ 
fortunately  begun  ;  and  there  seems  as  yet  no  appearance  of  an  ending  of 
it.  Indeed  it  is  difficult  to  see  how  it  can  end,  except  by  the  Commissioners 
giving  way.  If  they  send  men  down  from  Edinburgh,  they  must  pay 
them  the  Edinburgh  wage ;  and  they  may  as  well  pay  this  to  the  men  on 
strike  as  to  their  substitutes.  If  they  get  men  to  start  in  Leith  at  the 
lower  rate  of  wages  which  has  been  current  there,  these  men  will  either 
be  inferior  workmen,  or,  if  they  are  not,  as  soon  as  they  have  learnt  the 
work,  they  will  be  found  applying  for  the  rise  which  has  been  refused  to 
the  men  who  are  out.  I  confess  it  is  to  me  amusing  to  see  the  Commis¬ 
sioners  pleading  that  this  rise  was  not  asked  from  the  Company  before  the 
transfer.  The  workmen  most  probably  did  not  know  what  was  being 
earned  in  Edinburgh;  and  very  likely  would  not  have  known  except  for  the 
Commissioners  telling  it  themselves.  But  over  and  above  that,the  men  were 
the  employes  of  the  Leith  Company  only,  whereas  they  are  now  co-employes 
with  the  ISdinburgh  men  of  the  Commissioners  ;  and  they  reason — and  I 
think  rightly — that  when  they  do  the  same  work  they  ought  to  have  the 
same  wage. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday, 

Bailie  Mackenzie,  a  leading  member  of  the  Paisley  Town  Council,  in 
addressing  his  constituents  recently,  referred  to  the  affairs  of  the  Gas 
Trust.  He  said  that  there  had  been  a  difference  of  opinion  amongst  the 
members  this  year.  Ought  they,  he  asked,  to  levy  (say)  ±5000  frorn  the 
gas  consumers  more  than  was  required  to  pay  their  expenses  ?  They 
already'had  an  improvement  rate  of  5d.  per  ±1  of  rental,  which  must  be 
paid  between  landlord  and  tenant ;  and  the  sum  he  mentioned  would 
come  almost  to  another  5d.  in  the  pound.  He  was  one  of  the  minority  who 
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opposed  charging  such  a  high  price  for  the  gas  in  order  that  a  surplus 
might  be  obtained.  Returns  from  the  important  burghs  of  Scotland 
showed  that  Paisley  was  the  most  highly  taxed  town  m  Scotland,  with 
the  exception  of  Perth  ;  and  he  thought  they  should  consider  carefully  how 
they  endeavoured  to  raise  surpluses  in  connection  with  any  Trust,  because 
such  surpluses  were  simply  a  tax  upon  the  public.  One  of  Bailie 
Mackenzie’s  colleagues— Bailie  Andrews— traces  much  of  the  prosperity  of 
the  town,  as  a  manufacturing  community,  to  the  excellence  of  the  gas 
supply  and  the  cheapness  of  the  commodity.  Indeed,  he  does  not  hesitate 
to  tell  his  constituents  that  the  Paisley  gas,  having  an  illuminating  pow'er 
of  26  to  27  standard  candles,  is,  at  3s.  per  1000  cubic  feet,  without  doubt, 
the  cheapest  gas  in  Scotland.  He  says  that  during  last  year  after  deduct¬ 
ing  all  necessiry  charges,  the  Gas  Trust  had  a  clear  surplus  of  ±5413,  which 
they  appropriated  for  improvements  ;  and  his  opinion  is  that  if  they  had 
no  surplus  they  would  require  either  to  stop  improvements  or  put  a  tax 
on  the  ratepayers  of  4d.  or  5d.  per  ±1  on  the  rental.  If  it  is  the  cheapest 
gas  in  Scotland  at  3s.  per  lOOO  cubic  feet,  what  must  it  be  now,  seeing 
that  the  price  has  been  reduced  to  2s.  lOd.  per  1000  cubic  feet?  Bailie 
Andrews  seems  to  rejoice  in  the  extent  of  the  gas  surp  us,  and  in 
the  mode  of  raising  and  spending  it.  He  says  that  there  are  a 
few  who  think,  or  at  least  say,  that  to  use  the  gas  surplus  for  local 
improvements  is  a  tax  on  the  inhabitants  j  and  he  asks  how  in  reason  or 
common  sense  it  can  be  called  a  tax,  if  the  gas  be  sold  as  a  marketable 
modity,  and  sold  at  a  lower  price  than  that  charged  by  any  other 
gas  company  in  Scotland.  This  has  long  been  a  vexed  question  m 
Paisley,  as  well  as  in  other  towns  in  Scotland,  where  the  gas  supply 
is  in  the  hands  of  the  municipal  authorities;  and  it  seeins  likely 
to  remain  m  qucestio  vexata  for  some  time  to  come.  But  there  are 
other  members  of  the  Paisley  Town  Council  who  hold  that  the  method  oi 
raising  and  disposing  of  a  surplus  from  the  gas  is  wrong  m  principle  ,  but 
Bailie  Gaudie  does  not  seem  to  be  one  of  them,  for  he  tells  his  constituents 
that  the  gas  undertaking  is  “the  goose  that  lays  the  golden  eggs, 
and  that,  if  it  were  not  for  the  yearly  surpluses  from  the  gas,  niost  oi  the 
town’s  improvements  would  not  have  taken  place,  as  they  had  obviatea 
the  necessity  of  increased  taxation. ^  He  also  tells  them,  however,  that 
within  a  period  of  four  years,  the  price  of  gas  had  been  reduced  IM.  per 
1000  cubic  feet,  and  that  the  cheap  purchase  of  coals,  combined  with  care¬ 
ful  and  judicious  management,  had  brought 

matters.  The  gas-works  were  originally  purchased  for  i;40,000 ;  ana  the 
cost  for  the  extension  of  the  works  was  $38,000  making  the  total  cost 
.178,000.  The  present  estimated  value  is  $102,000.  j  i  • 

Some  interesting  statements  regarding  the  Kilmarnock  gas  undertaking 
have  lately  been  made  to  the  ratepayers  of  the  town.  The  works  were 
acquired  from  the  old  Gas  Company  in  1872;  the  purchase-money  being 
$43,450.  At  that  time  some  necessary  alterations  and  additions  were  made 
which  involved  an  expenditure  of  $1500 — making  a  total  cost  of  $44,950. 
The  price  of  gas  was  then  Ss.  per  1000  cubic  feet.  This  was  in  June  of 
that  year;  and  in  the  following  September  it  was  necessary  to  raise  the 
price  of  gas  to  5s.  lOd.  per  1000  cubic  feet.  Since  that  time  there  has  been 
paid  off  in  the  shape  of  mortgage  bonds  the  sum  of  $11,925;  and  there  has 
also  been  about  $8000  paid  upon  the  profits  for  the  maintenance  of^  the 
works.  Altogether  there  has  been  $20,000  of  profits  used  or  been  received 
from  the  gas-works  for  those  two  purposes.  The  mortgage  bonds  at 
present  existing  amount  to  $33,025.  tt-im  j  j 

On  Monday  of  the  present  week,  the  shares  of  the  Partick,  Hillhead,  and 
Maryhill  Gas  Company  were  offered  for  sale  at  80s.  per  share;  being  5s. 
under  the  price  wanted  by  sellers  on  the  preceding  Saturday.  Buy^s 
tendered  75s.,  which  was  also  Ss.  down  ;  but  no  business  was  reported.  On 
the  following  day  77s.  6d.  and  75s.  per  share  were  accepted  by  holders. 
Sellers  again  asked  80s.  per  share  on  Thursday ;  but  they  did  not  fall  m 
with  any  purchasers,  who  were  willing  to  go  to  77s.  Gd.  per  share. 

At  Kilmarnock  on  Thursday,  17  $10  shares  of  the  Kilmarnock  Water 
Company  were  disposed  of  by  auction.  They  were  4  per  cent,  preference 
shares,  participating  in  dividend  up  to  10  per  cent.  The  upset  price  was 
$16  10s.  per  share;  and  they  realized  $20  3s.  per  share.  Ten  £10  shares 
of  the  same  Company,  4i  per  cent,  preference,  participating  up  to  6  per 
cent,  dividend,  were  exposed  at  $13  each,  and  were  sold  for  $15  1(^.  per 
share.  Some  interest  is  being  taken  in  the  stock  of  the  Kilmarnock  Water 
Company,  as  the  Town  Council  may  by-and-by  make  an  endeavour  to 
take  over  the  water  supply  of  the  town,  in  the  hope  that  it  m,ay  prove  to 
be  equally  successful  with  the  gas  supply  undertaking.  During  the  past 
few  years  some  bitterness  of  feeling  has  been  shown  between  the  Water 
Company  and  the  Town  Council ;  alleged  delinquencies  on  the  part  of  the 
former  body  having  been  readily  taken  hold  of  by  the  late  Provost  of  the 
burgh  and  his  immediate  supporters  in  the  Town  Council.  _ 

The  Glasgow  pig-iron  warrant  market  has  again  been  very  quiet  this 
week.  There  is  a  prospect  of  further  curtailment  in  the  production,  as 
another  blast-furnace  has  been  blown  out  at  the  Eglinton  Iron- Works. 
Yesterday  afternoon  the  prices  of  Scotch  warrants  was  but  slightly  over 
41s.  per  ton  ;  Cleveland  iron  was  quoted  at  33s.  9d. ;  and  hematite  iron  at 

448.  3d.  per  ton.  ^  .  -i.  ii*  •  i.i  i 

A  somewhat  demoralized  condition  is  now  showing  itself  in  the  coal 
trade,  as  the  miners  who  have  not  obtained  the  advance  of  10  per  cent, 
on  their  rate  of  wages  are  likely  to  make  their  influence  felt  amongst  the 
dissentient  coal-masters.  The  shipping  department  is  feeling  the  influence 
already,  as  the  men  are  not  working  full  time,  knowing  that  there  is  a 
large  demand.  Prices  are  advancing  all  round. 


CiiABGE  OF  Embezzlement  by  a  Collector  of  the  New  Eiver  Com¬ 
pany. — Last  Wednesday,  curiosity  was  excited  in  Islington  by  the  state¬ 
ment  that  one  of  the  collectors  of  the  New  Biyer  Water  Company— 
Arthur  Brookes — had  absconded  with  {as  the  Solicitor  to  the  Company 
states)  about  $400.  Brookes  was  apprehended  on  Wednesday  night,  in  a 
public-house  in  the  City,  and  on  the  following  day  was  charged  with  the 
offence  at  the  Clerkenwell  Police  Court.  He  was  remanded. 

The  Thirlmere  Water  Scheme. — A  special  meeting  of  the  Manchester 
City  Council  was  held  on  the  31st  ult.,  to  consider  a  Bill  which  ^e  Cor¬ 
poration  intend  promoting  next  session  with  the  object  of  obtaining 
further  powers  in  connection  with  their  Thirlmere  scheme.  The  Deputy 
Town  Clerk  read  a  statement  to  the  effect  that  it  was  proposed  to  raise 
the  level  of  Thirlmere  Lake  to  the  extent  of  20  feet  only  at  present,  which 
would  give  10  million  gallons  of  water  per  day.  This  supply  was  estimated 
to  be  sufficient  for  some  years  to  come.  This  course  would  avoid  the 
submerging  of  a  considerable  extent  of  good  pasture  land  at  Thirlmere, 
and  render  unnecessary  for  a  long  period  the  construction  of  extensive 
roads  and  other  works.  The  proposal  had  the  sanction  of  the  societies  for 
the  preservation  of  the  lakes  and  others  interested.  The  Bill  was  mainly 
intended  for  water- works  purposes,  and  was  to  be  promoted  at  the  cost  of 
the  water- works  funds.  It  was  not  intended  to  ask  for  additional  borrow¬ 
ing  powers.  It  was  also  proposed  to  defer  the  commencement  of  the 
sinking  fund  for  a  further  period,  to  be  determined  by  the  Local  Govern¬ 
ment  Board.  Some  engineering  and  other  matters  in  regard  to  the  works 
are  dealt  with  by  the  Bill.  A  resolution  in  accordance  with  this  statement 
was  adopted. 


CURRENT  SALES  OE  GAS  PRODUCTS. 

Livekpool,  Nou.  10. 

Sulphate  vj  Amvwnia— In  spite  of  the  further  enhanced  values  of 
nitrate  of  soda,  the  sulphate  market  appears  to  have  lost  a  great  deal  ot 
its  buoyancy.  This  is  somewhat  strange,  seeing  that  the  present  advance 
in  sulphate  was  mainly  due  to  the  improvement  in  nitrate.  .Judging  by 
Continental  reports,  consumers  evidently  do  not  believe  much  in  a  higher 
register  of  sulphate.  Hence  they  abstain  from  augmenting  the  quantities 
already  contracted  for,  although  it  may  be  assumed  that  a  moderate 
decline  would  tempt  them  again  to  operate.  The  principal  business 
during  the  week  has  been  done  at  ±T2  2s.  6d.,  f.o.b.  Hull  and  Liverpool , 
but  some  business  is  reported,  f.o.b.  Leith,  at  a  slightly  higher  figure,  it 
is  stated  that  December  delivery,  f.o.b.  Hull,  can  be  bought  at  ±12  3s.  Jd.; 
but  makers  generally  prefer  to  look  on,  or  are  quoting  higher  rates  than 
mentioned.  Nitrate  on  spot  is  to-day  quoted  at  10s.  6d.  ;  Spring  delivery, 
10s.  9d.  A  cargo  Oct.-Nov.  sailing  is  reported  to  have  been  done  at  10s.  lOjd. 
The  higher  figures  appear  to  be  provoking  re-sales.  As  a  matter  of  fact, 
second-hand  sellers — who  are  realizing  good  profits  on  their  cheap 
contracts — are  appearing  on  the  scene,  and  naturally  interfere  with 
business  from  first  hands.  _ 

London,  Nuv.  10. 

Tar  Froclu,cts—T\\e  better  feeling  reported  in  these  prodncts  last  week 
is  still  maintained.  Benzols  have  improved ;  but  it  remains  to  be  seen 
whether  the  advance  is  a  permanent  one.  Napthas  and  tar  oil  are  also 
strong.  Anthracene  maintains  its  value,  and  a  further  adyaiice  is  not 
improbable.  Pitch  is  better,  and  more  enquired  after.  Carbolic  acid 
steadily  rises,  and  business  has  been  done  at  3s.  9d.  per  gallon.  Prices  may 
be  taken  as  follows :— Tar,  according  to  position,  17s.  6d.  to  22s.  6d.  per 
ton.  Benzol,  90  per  cent.,  3s.  2d.  per  gallon ;  50  per  cent.,  2^  bd. 
Toluol,  Is.  7d.  per  gallon.  Solvent  naphtha.  Is.  3d.  per  gallon.  Crude 
naphtha,  30  per  cent..  Is.  Id.  per  gallon.  Light  oil,  3d.  per  gallon. 
Creosote,  2d.  per  gallon.  Pitch,  12s.  to  15s.  per  ton.  Carbolic  acid  (crude), 
3s. 9d.  per  gallon.  Cresylic  acid,  lOJd.  per  gallon.  Tar  salts,  15s.  per  ton. 
Anthracene,  30  per  cent.,  “  A  ”  quality.  Is.  5d.  per  unit ;  “  B,  Is.  3d. 

Ammonia  Products  are  scarcely  so  strong,  although  ±12  2s.  bd.  to 
±12  3s.  9d.  is  still  the  value  of  sulphate.  Prices  of  other  products  may  be 
taken  as  follows :— Gas  liquor  (5°  Twaddel),  7s.  6d.  per  ton,  with 
a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  2d.  per  lb  Car¬ 
bonate  of  ammonia,  34d.  per  lb.  Muriate  of  ammonia,  brown,  ±lo  per 
ton ;  white,  ±27.  Sal-ammoniac,  ±30  per  ton. 

[hVom  the  Chemical  Trade  Journal,  Nov.  10.  | 

Sulphate  of  AmmoHia.^Tlh.bre  is  not  as  much  “go”  in  the  sulphate 
market  as  there  was  this  time  last  week;  but  prices  keep  very  steady, 
although  it  is  stated  that  ±12  2s.  6d.  is  the  highest  buyers  will  pay  for 
this  month’s  delivery  at  Hull.  Makers  are  asking,  however,  $12  5s.  very 
generally;  but  buyers  cannot  be  induced  to  pay  this  figure.  At  Leith, 
$12  5s.  is  quoted  for  prompt  delivery;  and  it  is  reported  that  $12  10s,  has 
been  paid  for  November  to  March  by  a  certain  speculator.  Beckton  still 
keeps  firm  of  ±12  5s. ;  and  a  similar  price  is  ruling  for  London  outside 
makes.  The  nitrate  market  keeps  firm;  and  dealers  are  quoting  3d.  ad¬ 
vance  for  spring  delivery. 

Tar  Products. — The  market  remains  in  much  the  same  state  as  given 
in  our  report  last  week.  If  anything,  prices  are  ^d.  back  for  90  s  benzol 
making  the  current  price  for  that  commodity  3s.  Id.,  and  2s.  5d.  for 
50  90’s.  Solvent  naphtha  is  very  firm ;  and  creosote  is  still  in  good  demand 
at  old  rates,  while  a  change  seems  to  have  taken  place  in  the  position  of 
crude  carbolic  acid— one  firm  of  users  having  set  themselves  to  work  to 
buy  up  as  much  as  it  is  possible  for  them  to  get  hold  of.  For  a  time  this 
may  keep  prices  moderately  high  ;  but  the  producers  must  look  after 
themselves.  Anthracene  remains  unchanged. _  It  is  quite  as  strong  as 
ever ;  and  there  are  some  makers  who  believe  in  a  further  hardening  of 
prices.  The  pitch  market  is  now  in  a  good  and  healthy  condition  ;  and 
the  prices  quoted  for  last  week  may  serve  equally  for  to-day.  The  stifiiiess 
of  prices  for  most  of  the  finished  tar  products  being  well  maintained  has 
not  been  without  its  influence  on  the  tar  market ;  and  the  tar  distillers 
are  beginning  to  complain  bitterly  of  the  high  prices  they  are  obliged  to 
pay  for  this  article.  _ 


Bursting  op  a  Reservoir  near  Geneva. — Last  Tuesday,  the  water 
reservoir  at  Montreux,  used  for  the  service  of  the  electric  railway,  burst. 
Several  houses  were  swept  away  by  the  rush  of  escaping  water  ;  and  ten 
people  are  reported  to  have  perished  by  the  catastrophe.  The  villages  of 
Sonzier,  Pertit,  and  Vuarrennes  have  been  devastated. 

Cheshunt  Water  Supply. — In  consequence  of  the  great  dearth  of 
water  experienced  in  the  district  of  the  Cheshunt  Local  Board,  this  body 
has  decided  to  proceed  immediately  with  the  construction  of  water-works 
of  their  own.  Land  for  the  purpose  of  sinking  a  well  has  been  purchased 
at  Cuffley  ;  and,  as  the  result  of  a  trial  boring,  it  is  anticipated  that  an 
abundant  supply  will  be  obtained.  A  scheme  has  been  prepared,  which 
has  been  approved  by  the  Local  Government  Board.  The  estimated 
cost  of  the  work  is  ±25,000. 

Gas  Exhibition  at  R.imsgate.— On  Monday,  the  29th  ult.,  an  exhibition 
of  gas  appliances  was  opened,  under  the  auspices  of  the  Ramsgate  Gor- 
poration  Gas  Department,  in  St.  George’s  Hall  in  that  town,  and  continued 
during  the  week.  In  the  absence  of  the  Mayor,  the  opening  ceremony 
was  performed  by  Mr.  Alderman  Turpin.  After  a  few  prelirninary 
remarks,  he  introduced  Miss  Cameron,  who  procqfded  to  give  the  first  of 
a  series  of  lectures  on  high-class  and  plain  cookery,  with  illustrations. 
The  gas-stove  exhibits  were  mainly  supplied  by  Messrs.  T.  Fletcher  and 
Co.,  of  Warrington.  There  was  a  special  stand,  fitted  up  by  the  Gas  De¬ 
partment,  showing  lamps  and  burners  of  difierent  designs,  for  the 
guidance  and  instruction  of  consumers,  as  also  glass-cased  wet  and  dry 
meters.  A  large  number  of  Messrs.  W.  Sugg  and  Co.’s  lamps,  burners, and 
governors  were  also  on  view.  The  exhibition  was  under  the  superinten¬ 
dence  of  Mr.  W.  A.  Valon,  Assoc.  M.  Inst.  C.E.,  the  Gas  and  Water  Engi¬ 
neer  of  the  Corporation. 

Increased  Storeage  at  the  Colney  Hatch  Gas-Works. — On  Monday 
afternoon  last  week,  a  large  and  important  addition  to  the  works  of  the 
Colney  Hatch  Gas  Company  was  brought  into  use  by  the  inflation  with 
gas  of  a  new  holder,  constructed  from  the  designs  of  Mr.  Jabez  Church, 
M.Inst.  C.E.,  the  Company’s  Consulting  Engineer.  The  holder  is  arranged 
to  be  telescoped  in  a  short  time  and  with  little  trouble  when  required ; 
the  whole  of  the  guide-framing  having  been  completed.  The  latter  is 
composed  of  14  wrought-iron  lattice  x-shaped  standards,  with  lattice 
girders  and  “  Paddon  ”  ties,  and  is  a  light,  strong,  and  by  no  means 
inelegant  structure.  When  completed  the  holder  will  be  capable  of  con¬ 
taining  450,000  cubic  feet  of  gas.  Messrs.  John  Aird  and  Sons  constructed 
the  tank,  retaining  walls,  and  other  works;  Messrs.  T.  Cutler  and  Sons, 
of  Millwall,  being  entrusted  with  the  holder.  Mr.  W.  F.  Broadberry,  the 
Company’s  Manager,  filled  the  position  of  Resident  Engineer  during  the 
construction  of  the  works. 
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The  Northern  Coal  Trade. — The  demand  for  coal  continues  large, 
and  the  prices  firm  ;  but  the  extreme  briskness  generated  by  the  Yorkshire 
coal  strike  is  passing  away.  The  inquiry  for  steam  coal  is  still  brisk,  at 
about  8s.  6d.  per  ton  for  best  qualities  ;  but  the  small  coal  is  produced  so 
largely  that  the  market  is  glutted,  and  the  price  is  lower.  For  gas  coal 
there  is  a  pressing  demand,  and  the  price  is  more  than  maintained.  Some 
of  the  chief  collieries  are  far  behind  with  deliveries ;  and  therefore  the 
amount  of  coal  for  sale  at  present  high  prices  is  very  small.  Thus  the 
price  of  8s.  per  ton  which  is  spoken  of,  and  which  has,  it  is  believed,  been 
paid  in  one  or  two  instances,  is  for  a  very  limited  quantity.  The  demand 
is  now  nearly  at  its  maximum  for  gas  coal,  but  it  will  remain  at  its 
present  height  for  probably  six  weeks  ;  after  this  a  fall  may  be  antici¬ 
pated.  The  cost  of  the  freight  of  coal  seems  to  be  tending  upwards, 
however  ;  and  thus,  though  the  contracts  for  coal  may  have  been  placed 
at  low  prices,  it  will  be  a  little  dearer  to  some  buyers. 

End  of  the  Gas-Supply  Difficulty  at  Tong. — Our  readers  may 
remember  that  a  contest  as  to  the  right  of  gas  supply  in  the  Tong  and 
Dudley  Hill  neighbourhood  of  the  Drighlington  Gas  Company’s  area  has 
been  going  on  for  a  considerable  time  between  Mr.  Matthew  Hillas,  of 
Dudley  Hill,  and  that  Company.  Mr.  Hillas,  whose  mill  premises  are 

artly  in  the  Bradford  borough  and  partly  in  the  Drighlington  Company’s 

istriot,  has  for  years  obtained  gas  from  the  Bradford  Corporation,  and 
passed  it  through  his  meter  in  the  borough  into  the  district  of  the  Com¬ 
pany.  This  caused  a  great  deal  of  litigation,  which  ended  last  year  in  Mr. 
Hillas  and  his  supporters  (including  the  Tong  Local  Board)  defeating  the 
Company  before  a  Committee  of  the  House  of  Lords.  The  Drighlington 
Company  then  reduced  the  price  of  their  gas  from  3s.  9d.  to  2s.  Gd.  per 
1000  cubic  feet.  Having  established  the  principle  that  no  private  person 
can  be  prohibited  from  supplying  gas  in  any  district  in  which  a  company 
have,  under  their  Private  Acts,  a  right  of  supply,  Mr.  Hillas  has  now  sold 
his  plant  to  the  Gas  Company. 

The  Neath  Corporation  and  the  Water  Supply. — At  the  meeting  o^ 
the  Neath  Town  Council  on  Monday  last  week,  Mr.  Cuthbertson  com' 
plained  of  the  quality  of  the  water  supply  in  the  town,  and  moved—"  That 
the  Town  Clerk  be  instructed  to  apply  to  the  Neath  Water  Company  for 
terms  for  the  purchase  of  their  rights — firstly,  for  the  Neath  water  under¬ 
taking;  secondly,  for  the  Briton  Ferry  undertaking ;  and,  thirdly,  for  the 
joint  undertakings — and  for  a  return  showing  the  annual  income  and 
expenditure.”  Mr.  Markham  seconded  the  motion.  Alderman  Charles 
thought  there  was  another  way  of  dealing  with  the  Company  ;  and  rather 
than  go  in  for  purchasing  their  works,  he  would  apply  for  power  to  con¬ 
struct  works  of  their  own.  He  moved,  as  an  amendment — “That  the 
Town  Clerk  be  instructed  to  have  Counsel’s  opinion  as  to  what  steps  (if 
any)  should  be  taken  to  obtain  a  continuous  supply  of  water,  either 
under  sections  35  and  36  of  the  Water-Works  Clauses  Act  or  the  Com¬ 
pany’s  Act  of  1885,  or  in  the  alternative  to  construct  their  own  works.” 
After  some  conversation,  Mr.  Cuthbertson  withdrew  his  motion,  and 
the  amendment  was  unanimously  agreed  to. 

The  Prospects  of  the  Electric  Light  at  Bristol. — In  reply  to  a 
question  put  to  the  Chairman  of  the  Bristol  Sanitary  Authority  (Mr. 
Naish),  at  the  meeting  of  that  body  last  week,  as  to  whether  the  time  had 
not  arrived  for  the  adoption  of  the  electric  light  in  Bristol,  he  said  that  a 
Committee  had  been  appointed,  and  probably  during  the  next  twelve 
months  the  matter  would  be  advanced.  They  had  already  had  an  ofler 
from  a  gentleman  who  had  succeeded  in  placing  the  electric  light  at  Bath 
and  Taunton.  They  had  given  him  the  cost  of  gas  throughout  the  main 
streets  which  it  was  suggested  should  be  lighted  in  Bristol,  and  it  was 
pointed  out  to  him  that  the  Committee  would  probably  agree  to  adopt  the 
electric  light  if  it  could  be  supplied  at  the  same  cost  as  the  gas.  He  (Mr. 
Naish)  did  not  think  that  at  present  it  could  be  done  at  the  same  cost ;  but 
the  system  had  been  adopted  in  other  towns,  and  bethought  the  time  was 
arriving  when  it  should  receive  the  consideration  of  the  Bristol  Corpora¬ 
tion.  Mr.  Lockley  (Vice-Chairman  of  the  Committee)  pointed  out  that 
the  question  had  lately  been  under  consideration  at  Exeter ;  and  he 
observed  that  the  Council  of  that  city  decided  not  to  accept  any  of  the 
tenders  for  electric  lighting,  on  the  ground  of  the  increased  cost  as  com¬ 
pared  with  gas.  The  subject  then  dropped. 

The  Liability  for  Damage  to  Public  Lamps. — In  reference  to  the  appli¬ 
cation  in  the  Queen’s  Bench  Division  by  the  Chester  Gas  Company  for  a 
special  case  against  the  Justices  of  Chester,  in  the  matter  of  an  informa¬ 
tion  against  John  Challinor  for  breaking  and  damaging  a  public  lamp  (see 
ante,  p.  808),  The  Times  of  Wednesday  last  contained  a  report  of  a  case 
which  is  almost  identical  with  that  at  Chester.  It  came  before  Mr. 
Justice  Field  and  Mr.  Justice  Wills,  and  raised  a  question  as  to  whether, 
when  a  driver  has  accidentally  injured  a  street  lamp  in  the  Metropolis,  his 
employer  is  liable  for  the  damage  under  the  provisions  of  the  Metropolis 
Management  Act.  The  complaint  was  preferred  by  Mr.  E.  C.  Harding, 
Clerk  to  the  parish  of  St.  Mary  Abbotts,  Kensington,  against  Messrs  W.  A. 
and  W.  Barker,  market  gardeners,  under  section  207  of  the  above-named 
Act,  for  having,  on  June  11,  1867,  carelessly  or  accidentally  broken  “  a 
certain  lantern  and  the  fittings  thereof  opposite  the  Town  Hall,  Ken¬ 
sington  High  Street,”  for  which  they  claimed  damages  to  the  extent 
of  i8  178.  Gd.  On  Nov.  1,  1887,  the  Justices  dismissed  the  complaint.  A 
case  was,  however,  stated  and  argued  before  the  Queen’s  Bench  Division 
on  April  11,  1888,  when  it  was  remitted  for  the  Justices  to  find  whether  the 
act  complained  of  was  a  careless  or  an  accidental  one,  and  for  them  to 
rehear  the  case  for  that  purpose.  The  Justices  decided  that  it  was  an 
accident,  and  the  Court  confirmed  their  decision ;  thus  absolving  the 
master  from  liability.  . 

Defrauding  a  Gas  Company. — At  the  Accrington  Police  Court  last 
Wednesday,  a  potato  dealer  named  Solomon  Williamson,  who  carries  on 
business  in  Grange  Street  in  fnat  town,  was  charged  with  fraudulently 
using  the  gas  of  the  Accrington  Gas  and  Water  Company  at  his  store¬ 
house  in  St.  James’s  Street.  There  were  three  summonses  issued  against 
the  defendant ;  and  the  Company  claimed  KG.  The  Town  Clerk  (Mr.Aitken) 
represented  the  Company,  and  Mr.  M'Keand,  barrister,  appeared  for  the 
defendant.  From  the  evidence  adduced  for  the  prosecution  it  appears 
that  the  defendant  occupied  the  lower  portion  of  the  premises  in  question, 
one  part  being  used  as  a  stable,  and  the  other  as  a  warehouse.  There  was 
formerly  a  gas-meter  in  the  cellar ;  but  this  was  disconnected  by  the 
Company  some  time  ago  and  removed,  though  a  short  pipe  remained. 
On  the  7th  and  8th  of  October,  constables  saw  a  large  blaze  of  gas  in  the 
warehouse,  and  defendant  was  informed  of  the  matter.  He  replied  that 
it  would  be  all  right;  but  the  constables  insisted  on  his  accompanying 
them  to  the  place,  and  this  he  did.  It  was  then  discovered  that  he  had 
been  using  the  gas  from  the  short  pipe  left  by  the  Company — the  pipe 
having  been  flattened  at  the  end.  Mr.  Aitken  explained  that  there  was 
evidence  that  the  defendant  had  been  abstracting  gas  for  a  considerable 
time.  The  Magistrates  considered  the  cases  proved,  and  inflicted  fines  of 
40s.  and  costs  in  each  instance.  The  question  of  damages  was  then 
heard ;  and,  after  some  discussion,  Mr.  M’Keand  agreed  to  pay  40b., 
which  was  accepted  by  the  Company. 


SuND.iY  Labour  at  the  West  Bromwich  Gas-Works. — At  the  meeting 
of  the  West  Bromwich  Town  Council  last  Friday,  the  Gas  Committee 
reported  that,  having  received  a  memorial  from  the  stokers  and  coal 
wheelers  requesting  thatextra  remuneration  should  be  granted  to  them  in 
respect  of  Sunday  labour,  they  had  instructed  the  Manager  to  dispense 
with  Sunday  labour  as  far  as  possible ;  but  when  this  was  found  impractic¬ 
able,  the  stokers  were  to  receive  a  bonus  of  Is.  Gd.  per  man,  and  the  coal 
wheelers  Is.  per  man  in  addition  to  their  day’s  wages. 

Public  Lighting  at  the  East-End. — At  the  meeting  of  the  Vestry  of 
Mile  End  Old  Town  last  Wednesday,  the  Chairman  of  the  Highways 
Committee  (Mr.  Loftus),  in  answer  to  a  question,  stated  that  the  general 
review  of  the  lighting  of  the  hamlet  was  under  consideration,  and  the 
conclusions  arrived  at  would  be  duly  submitted  to  the  Vestry  for  approval. 
In  the  course  of  an  irregular  discussion,  it  was  generally  urged  that  there 
were  many  dark  places  and  alleys  which  needed  lamps.  In  the  end,  it 
was  ordered  that  three  lamps  should  be  set  up  in  places  recommended  by 
the  Committee. 

Lighting  of  Llandaff  with  Gas. — The  smallest  city  in  the  United 
Kingdom  has  followed  others  in  the  run  of  civilization,  and  at  last  has 
its  streets  lighted  with  gas.  This  change  took  place  a  few  evenings  since ; 
and  the  inhabitants  were  so  rejoioed  at  the  event  that  they  turned  out 
en  masse,  as  if  the  place  had  been  illuminated  for  some  special  occasion. 
Llandaff  has  hitherto  been  behind  other  places —  the  old  oil-lamps  remain¬ 
ing  there  until  recently  ;  and  the  late  Bishop  frequently  carried  a  lamp  to 
light  the  way  from  the  Palace  to  the  Cathedral  during  the  winter  evenings. 
The  gas  is  supplied  by  the  Cardiff  Gas  Company  ;  and  the  street  lamps 
are  the  same  in  every  respect  as  those  used  at  Cardiff. 

SiNG.APORE  Gas  Company,  Limited. — At  the  half-yearly  meeting  of  this 
Company  to  be  held  to-day  will  be  submitted  the  Directors’  report  and  the 
statement  of  accounts  for  the  six  months  ending  June  30  last.  The 
accounts  showed  that  the  gas  and  meter  rental  produced  K7518  16s.  ;  and 
products,  profit  on  fittings,  and  sundries,  K2688  18s.  Gd.  These  two  sums, 
together  with  the  balance  brought  forward  (K349),  make  the  receipts  for 
the  half  year  K10,557.  The  expenditure  amounted  to  K7931  13s.  ;  leaving 
a  balance  for  appropriation  of  K2625  7a.  Out  of  this  sum  the  Directors 
recommend  the  declaration  of  a  dividend  at  the  rate  of  74  per  cent,  per 
annum,  less  income-tax.  During  the  half  year  the  buildings,  plant, 
machinery,  and  pipes  have  been  maintained  in  a  good  condition  ;  repairs 
and  renewals  having  been  executed  where  necessary,  including  the  re¬ 
instatement  of  the  coal-stores.  Two  new  purifiers  and  48  extra  public 
lamps  have  been  erected,  new  mains  laid,  and  a  large  amount  of  excavation 
for  the  new  gasholder  tank  has  been  carried  out.  The  collections,  the 
Directors  state,  have  been  very  satisfactory. 
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GAS  COMPANIES. 

£  s.  d. 

590,000 

10 

12  Oct. 

104 

Alliance  &  Dublin  10  p.  c.  . 

10 

174-184 

, . 

6  13  : 

100,000 

10 

2  July 

7* 

Do.  7  p.  0. 

10 

12*— 134 

. . 

5  11  1 

800,000 

100 

6 

Australian  (Syaney)5°/oDeb. 

100 

110—112 

4  9  3 

100,000 

20 

30  May 

10 

Bahia,  Limited . 

20 

24—25 

. . 

8  0  0 

200,000 

5 

11  May 

74 

Bombay,  Limited  .... 

5 

74-7^ 

. . 

4  16  8 

40,000 

5 

74 

Do.  New . 

4 

5i— 5i 

. . 

5  4  2 

380,000 

Stck. 

29  Aug. 

ns 

Brentford  Consolidated  .  . 

100 

223—228 

5  3  1 

125,000 

8i 

Do.  New . 

100 

164—168 

. . 

5  4  2 

220,000 

20 

13  Sept. 

10* 

Brighton  &  Hove,  Original  . 

20 

43—45 

. . 

4  13  4 

320,000 

20 

28  Sept. 

lit 

British . 

20 

43—45 

. . 

5  0  0 

60,000 

10 

13  Sept. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

19—21 

5  4  9 

39,000 

10 

30  May 

8 

Do.  7  p.  c.  . 

10 

13—14 

. . 

5  14  3 

328,750 

10 

8 

Buenos  Ayres  (New)  Limited 

10 

144-154 

5  3  2 

200,000 

100 

2  July 

6 

Do.  6  p.  c.  Deb.  . 

100 

110—112 

. . 

5  7  1 

150,000 

20 

10  Aug. 

7 

Cagliari,  Limited  .... 

20 

2.5—27 

5  3  8 

550,000 

Stck. 

12  Oct. 

132 

Commercial,  Old  Stock  . 

100 

255—260 

-2 

5  5  9 

130,000 

io| 

Do.  New  do. . 

100 

209—214 

5  0  5 

121,234 

28  J  une 

4* 

Do.  44  p.  0.  Deb.  do. 

100 

123—128 

3  10  3 

657,320 

20 

14  June 

12 

Continental  Union,  Limited 

20 

44—46 

-i 

5  4  4 

242,080 

20 

12 

Do.  New ’69  & ’72 

14 

29*-304 

5  10  2 

200,000 

20 

9 

Do.  7  p.  c.  Pref.. 

20 

36—38 

4  14  8 

75,000 

Stck. 

28  Sept. 

10 

Crystal  Palace  District  .  . 

100 

205—215 

. . 

4  13  0 

234,060 

10 

27  July 

13 

European,  Limited  .  .  . 

10 

25*— 264 

-4 

4  18  1 

120,000 

10 

13 

Do.  New.  .  . 

74 

18—19 

5  2  7 

354,060 

10 

13 

Do.  do.  .  .  . 

5 

12-13 

-I 

5  0  0 

6,468,600 

Stck. 

29  Aug. 

13 

Gaslight  &  Coke,  A,  Ordinary 

100 

244—249 

+fi 

5  4  5 

100,000 

4 

Do.  B,  4  p.  0.  max. 

100 

100—105 

3  16  3 

665,000 

10 

Do.C,D,&B,  lOp.c.Pf. 

100 

260—265 

.  . 

3  16  6 

30,000 

6 

Do  P,  5  p.  c.  Prf.  . 

100 

125—130 

.  . 

3  16  11 

60,000 

74 

Do.  G,  74  p.  0.  do.  . 

100 

182-  187 

.  . 

4  0  2 

1,300,000 

7 

Do.  H,  7  p.  c.  max. 

100 

167—172 

4  14 

463,000 

10 

Do.  J,  10  p.  0.  Prf.  . 

100 

258—263 

.  . 

3  16  1 

1,061,150 

14  June 

4 

Do.  4  p.  0.  Deb.  Stk. 

100 

119—122 

-1 

3  5  7 

294,850 

44 

Do.  44  p.  0.  do. 

100 

125—130 

.  . 

3  9  3 

650,000 

11  May. 

6 

Do.  6  p.  0.  do. 

100 

175—178 

.  . 

3  7  5 

3,600,000 

Stck. 

10 

Imperial  Continental  .  .  . 

100 

209—212 

.  . 

4  14  4 

75,000 

5 

14  June 

6 

Malta  &  Mediterranean,  Ltd 

5 

5—5* 

.  . 

5  9  1 

560,000 

100 

1  Oct. 

5 

Met.of  Melbourne,5  p.c.Deb. 

100 

113—115 

.  . 

4  6  11 

541,920 

20 

14  June 

6 

Monte  Video,  Limited  .  . 

20 

20—21 

.  . 

6  14  3 

150,000 

5 

30  May 

-0 

Oriental,  Limited  .... 

5 

9-94 

.  . 

5  5  3 

60,000 

6 

28  Sept. 

7 

Ottoman,  Limited  .... 

6 

6—7 

+i 

5  0  0 

166,870 

10 

27  July 

4 

Para,  Limited . 

People’s  Gas  of  Chicago — 

10 

54-64 

104-107+ 

6  3  1 

6  12  1 

420,OOC 

100 

2  Nov. 

6 

1st  Mtg.  Bds.  .  .  . 

100 

•  . 

600,000 

100 

1  June 

6 

2nd  Do.  .  .  . 

100 

95-100 

6  0  0 

100,000 

10 

12  Oct. 

10 

San  Paulo,  Limited  .  . 

South  Metropolitan,  A  Stock 

10 

16-17 

5  17  8 

500,000 

Stck. 

29  Aug. 

154 

100 

300—310 

-34 

5  0  0 

1,3,50,000 

12 

Do.  B  do.  . 

100 

230—235 

5  2  1 

141,500 

13 

Do.  C  do.  . 

100 

245—255 

.  . 

5  1  11 

650,000 

28  June 

5 

Do.  5  p.  c.  Deb.  Stk.. 

100 

138—143 

3  9  11 

60,000 

5 

29  Aug. 

11 

Tottenham  &  Edm’ntn,  Orig. 

5 

11—13 
*  Ex  div 

4  4  0 

WATER  COMPANIES. 

717,467 

stck. 

28  June 

9 

Chelsea,  Ordinary  .... 

100 

260—265 

-13 

3  7  11 

1,720,560 

Stck. 

12  Oct. 

7 

East  London,  Ordinary  .  . 

100 

197—202 

3  9  9 

700,000 

60 

14  June 

9 

Grand  Junction . 

50 

123—127 

.  . 

3  10  10 

708,000 

Stck. 

10  Aug. 

104 

Kent . 

100 

270—275 

.  . 

3  16  4 

1,043,800 

100 

28  June 

9 

Lambeth,  10  p.  c.  max.  .  . 

Do.  74  p.  c.  max.  .  . 

100 

255—260 

3  9  3 

406,200 

100 

74 

100 

198— ’203 

-li 

3  13  10 

200,000 

Stck. 

28  Sept. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

117—120 

3  6  8 

500,000 

100 

27  July 

124 

New  River,  New  Shares  .  . 

100 

345—350 

.  . 

3  9  3 

1,000,000 

Stck. 

4 

Do.  4  p.  0.  Deb.  Stk.  . 

100 

123—127 

3  3  0 

902,300 

stck. 

14  June 

6 

S’thwk  &  V’xhall.lOp.c.max. 

100 

169—174 

ti 

3  9  0 

126,500 

100 

6 

Do.  74  p.  c.  Jo. 

100 

157—162 

3  14  1 

1,155,066 

Stck. 

14  June 

10 

West  Middlesex  .... 

100 

266—270 

•  • 

3  14  1 
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The  Gas  Scandal  at  Halifax.— At  a  meeting  of  the  ratepayers  of 
Halifax  held  last  Thursday,  a  resolution  was  passed  thanking  the  Mayor 
/Mr.  Alderman  J.  Booth)  and  the  other  members  of  the  Special  Committee 
appointed  to  deal  with  the  charges  lately  made  in  connectmn  with  the  Cor- 
poration  Gas-Works,  and  expressing  the  sympathy  of  the  “°eting  with 
them  in  their  efforts  to  thoroughly  investigate  the  matter.  The  Mayor  in 
responding,  said  that  he  and  his  colleagues  had  resolved  that,  come  what 
might,  whatever  time,  labour,  and  trouble  it  might  bring,  if  it  was  possible 
to  get  at  the  bottom  of  the  scandal  they  would  root  it  out.,  It  was  hig  i 
time  that  the  question  should  be  gone  into,  for  he  could  a  tale 
that  would,  he  thought,  astonish  them— exceedingly  astonish  them.  But 
as  the  matter  was  being  sifted,  and  had  to  be  wormed  out,  so  to  speak  bit 
by  bit,  it  was  better  that  he  should  not  for  the  present  say  .Wore-  Tjiere 
would  be  a  time,  however,  when  he  could  open  his  mouth,  and  tell  them  a 
great  deal  that  had  been  going  on,  and  which  had  not  yet  been  made 
known  to  the  public. 

Electkic  Lighting  at  BxBNET.-At  the  meeting  of  the  Barnet  Local 
Board  last  Tuesday,  the  Lighting  Committee  reported  that  the  electric 
lighting  contractor  (Mr.  Joel)  had  been  in  communication  with  them  on 
the  sulnect  of  the  complaints  made  in  regard  to  the  lighting,  and  had 
stated  that  he  had  every  reason  to  believe  that  everything  would  be 
in  proper  working  order  by  the  20th  inst.  The  Committee  had  inspected 
a32-oandle  power  lamp  ;  and  the  contractor  had  undertaken  that  ail  the 
lamps  should  be  worked  to  a  similar  standard,  with  the  addition  ol 
reflectors  and  improved  appliances.  The  report  having  been  received 
Mr.  James  said  that;  taking  into  account  the  time  which  had  elapseU 
since  the  first  attempt  to  light  the  town  by  electricity,  he  thought  the 
Board  should  take  some  decisive  action.  They  had  had  a  good  many 


promises,  but  none  of  them  had  been  carried  out.  He  proposed  that 
notice  should  be  given  to  the  contrastor  to  terminate  his  contract; 
expressing  the  opinion  that  by  so  acting  the  Board  could  not  be  accused 
of  undue  haste,  or  want  of  consideration.  Mr.  Samuels  pleaded  for  the 
contractor;  saying  that  he  considered  the  Board  would  do  a  very  unwise 
thing  if  they  gave  the  notice.  He  moved,  as  an  amendment,  that  the 
recommendation  of  the  Lighting  Committee  as  to  the  notice  be  not  acted 
upon  ;  and  this  was  adopted. 

SOUTH.VMPTON  G.A.S  COMPANY.— The  half-yearly  general  meeting  of  this 
Company  was  held  last  Wednesday— Mr.  K.  C.  Hankinson  m  the  chair  i  he 
Directors’  report  stated  that  the  profit  and  loss  account  showed  that  the 
amount  available  for  division  was  i;7577  Is  .4d.  The  Directors  recomrnended 
the  payment  of  maximum  dividends  amounting  to  A7>J0I  Is.  lOd.  for  the  halt 
year  on  all  classes  of  shares,  less  income-tax;  leaving  a  balance  or  ^  1  Js.bd. 
to  be  carried  forward.  The  Chairman,  in  moving  the  adoption  of  the  report 
said  that  during  the  six  months  to  which  it  referred,  the  Company  had  sold 
more  gas,  there  had  been  a '.little  improvement  in  the  price  of  residuals, 
and  the  price  of  coals  was  low.  Mr.  R.  E.  Oke  having  sec  ended  the  motion, 
Mr.  J.  B.  Paddon  (the  Company’s  Consulting  Engineer)  said  it  was  Ins 
intention  to  have  brought  the  new  gasholder  into  operation  the  last  uay  of 
October,  but  unavoidable  circumstances  had  caused  delay  ;  though  all  tlie 
difficulties-none  serious  in  themselves— had  now  been  suocesstully  over¬ 
come.  The  report  was  adopted,  and  maximum  dividends  declared.  On 
the  motion  of  the  Chairman,  seconded  bv  Mr.  H.  Lashmore,  a  recom¬ 
mendation  from  the  Directors  that  the  salary  of  the  Secretary  (Mr  C. 
Crowther  Smith)  be  increased  bv  per  annum  was  adopted.  Votes 

of  thanks  to  the  Auditors,  the  Manager  (Mr.  S.  W.  Durkin)  and  staS, 
Directors,  and  Chairman  closed  tlie  proceedings. _ 


iTHE  QUALITY  OF  THE  LONDON  GAS  SUPPLY 
During  the  Four  Weeks  ended  Nov.  6. 

[From  returns  to  the  Metropolitan  Board  of  Works  by  Mr.  W.  J.  Dibdin,  F.I.C.,  F.C.S.] 

Sulphur. 

(Grains  in  100  Cubic  Feet  of  Gas.) 


Companies — Districts. 


The  Gaslight  and  Coke  Company — 

Netting  Hill* . 

Camden  Town . 

Dalston . 

Bow . 

Chelsea  (Fulham) . 

Do.  (Nine  Elms) . 

Kingsland  Road  ...... 

Charing  Cross  (48-inch  main) 

Do.  (district  main)  . 

St.  John’s  Wood . 

Lambeth  Road . 

Holloway . 

Westminster  (cannel  gas)  .  .  . 

South  Metropolitan  Gas  Company — 

Peckham . 

Tooley  Street . 

Clapham . 

Lewisham . 

Blackfriars  Road . 

Commercial  Gas  Company — 

Old  Ford . 

St.  George’s-in-the-East  .  .  . 


ILLUMINATINO  POWER. 

(In  Standard  Sperm  Candles.) 


Ammonia. 

(Grains  in  100  Cubic  Feet  of  Gas.) 


Maxi¬ 

mum. 

Mini- 

mum. 

17- 

5 

15 

8 

16 

8 

16 

1 

17 

3 

16 

1 

17 

0 

16 

2 

16 

5 

16 

1 

17 

2 

16 

2 

17 

1 

16 

0 

17 

0 

15 

9 

17 

0 

15 

5 

17 

3 

16 

2 

17 

2 

15 

3 

21 

0 

20 

2 

16 

8 

16 

1 

16 

7 

16 

3 

17 

0 

16 

0 

16 

7 

16 

0 

16 

8 

15 

9 

17 

6 

15 

7 

16 

8 

16 

0 

Means. 

1 

Maxi- 1 
mum.  j 

Vlini- 

mum. 

Means. 

Oct. 

16 

Oct. 

23 

Oct. 

30 

II 

Nov. 

6 

Oct. 

16 

Oct. 

23 

Oct. 

30 

Nov. 

6 

1 

16-3 

16'7 

16-7 

17-1 

19-4 

10-4 

12-5 

14-0 

14-9 

15-2 

16'6 

16-5 

16-6 

16-5 

18-0 

12-0 

12-5 

13-5 

i4‘5 

Ib'l 

16-7 

16-5 

16-7 

16-8 

8-9 

5-4 

7-1 

6-2 

7-7 

7-y 

16-7 

16-4 

16-3 

16-4 

13-2 

8-2 

10-7 

12-0 

10-9 

10-7 

16-1 

16-2 

16-4 

16-4 

11-7 

7-9 

9-3 

9-1 

9'7 

11*5 

16-5 

16-8 

17-1 

16-8 

14-1 

8-7 

11-1 

10;7 

10-5 

11’4 

16-4 

16'3 

16-8 

16-6 

12-1 

8-7 

10-9 

9-7 

10-0 

9-6 

16-6 

16-3 

16-3 

16-8 

11-9 

8-1 

10-0 

9-6 

10-2 

10-7 

16-7 

16-2 

16-7 

16-2 

11-6 

8-6 

9-2 

9-9 

10-8 

10'6 

17-2 

16'5 

16-5 

16-5 

13-9 

9-7 

10-9 

11-2 

12-3 

11-2 

16-1 

16-0 

16-6 

16-7 

12-6 

9-5 

10-6 

10'9 

11-4 

11  *3 

20-7 

20-6 

20-6 

20-5 

11-9 

8-2 

10-9 

9'4 

10-7 

10-8 

16-6 

16-3 

16-5 

16-6 

13-9 

9-3 

11-4 

ll-O 

11-0 

10-8 

16-6 

16-6 

16-7 

16-6 

17-8 

9-3 

10-0 

11-7 

10-1 

10-4 

16-4 

16-5 

16-1 

16'4 

21-0 

8'6 

9-8 

9-9 

9-6 

14-2 

16-4 

16-2 

16-4 

16-5 

17-0 

6-1 

7-6 

9-9 

8-9 

7-0 

16-2 

16-1 

16-4 

16-2 

13-6 

8-1 

11-2 

9-2 

9-5 

12-1 

16-5 

16-3 

16-4 

16-8 

10-6 

6-4 

8-7 

8-7 

9-0 

8-5 

16-5 

16-4 

16-4 

16-6 

16-2 

7-0 

10-3 

12-4 

8-1 

9-1 

1  Maxi¬ 
mum. 

1 

Mini-  ; 
mum. 

Means. 

Oct. 

16 

Oct. 

23 

Oct.  1 
30 

Nov. 

6 

_ 

1  0-2 

0-0 

00 

0-0 

0-0 

0-1 

0-1 

0-0 

00 

00 

0-0 

0-0 

0-4 

0-0 

0-0 

00 

O'l 

0-0 

0-5 

0-0 

0-2 

0-3 

0-2 

0-2 

0-5 

0-1 

0-1 

0-3 

0-2 

0-4 

0-3 

0-0 

0-1 

0-1 

0-0 

0-0 

0-4 

0-1 

0-3 

0-2 

0-2 

0-2 

0-3 

0-1 

0-2 

0-2 

0-2 

0-2 

0-6 

0-2 

0-4 

0-3 

0-4 

0-4 

0-5 

0-0 

0-3 

0-3 

0-3 

0-4 

0-6 

0-1 

0-3 

0-2 

0-3 

0-3 

1-4 

0-2 

0-3 

0-5 

0-8 

0-5 

0-3 

0-0 

0-1 

0-0 

0-1 

OT 

0-4 

0-0 

0-2 

0-1 

0-1 

0-0 

0-8 

0-0 

0-2 

0-1 

0-0 

0-2 

0-0 

0-0 

0-0 

0-0 

0-0 

0-0 

0-5 

00 

0-2 

0-1 

0-2 

0-2 

0-3 

0-0 

0-0 

0-0 

0-1 

OT 

0-6 

0-2 

0-3 

0-4 

0-3 

0-4 

*  Station  closed  during  alterations. 

Pressure. — In  excess  on  all  occasions. 


and  midnight  to  breqiial  to  a  column  of  1  inch  of  water ;  between  midnight  and  sunset,  fl-lOths  of  an  inch. _ _ _ 

GWYNNE  &  CO.,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C. 

GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  &  ENG8NES. 


Telegrams:  “GWYNNEGRAM,  LONDON.”  Telephone  No.  2698. 

Exhausters  of  nearly  all  sizes  in  Stock. 

Prize  Medals  at  all  the  Great  International  Exhibitions. 
Exhausters  equal  to  a  total  capacity  of  more  than  26)000,000 

cubic  feet  passed  ner  hour  have  been  supplied  by  us. 

Onr  new  Patent  Non- 
Fluctuating  Exhausters, 
work  without  the 
slightest  oscillation  or 
variation  in  pressure,  arc 
strongly  recommended. 


We  supply  only  the  very 
highest  quality  of  Machinery; 
and  our  Exhausters  are  con¬ 
structed  of  large  size  to  run 

at  slow  speeds. 


MAKERS  OF  EVERY 
DESCRIPTION  OF 
HYDRAULIC  AND  GAS 
MACHINERY. 


Qwynne  &  Co.’s  New 
Catalogue  and  List 
of  Testimonials  can 
now  be  obtained  on 
application. 


_  _  _  _  _ - _ 

Exhausters  and  Vertical  Engine  as  supphed  for  both  the  Fulham  and  Bromley-by-Bow  Stations  of  The  Gaslight  and  Coke  Company 
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OXIDE  OP  IRON. 

O’NEILL’S  Oxide  has  a  larger  annual 

sale  in  the  United  Kingdom  than  nil  other  Oxides 
combined.  Purity  and  uniformity  of  quality  guaranteed. 
Pamphlet,  “  How  to  Purchase  Bog  Ore,”  to  be  obtained 
on  application. 

Gas  Purification  and  Chemical  Company,  Limited, 
Palmerston  Buildings,  Old  Broad  Street,  London,  E.C. 

John  Wm.  O’Neii  l,  Managing  Director. 

NDREW  STEPHENSON,  Agent  for 

the  Gas  PnEiFiCATiON  and  Chemical  Companv, 
Limited,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 

CANNEL  COAL,  &c. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SOOl'TISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &o.,  will  be  forwarded  on  application  to 
No.  SO,  St.  Andrew  Square,  Edinbdroh,  ) 

No.  54,  Bernard  Street,  Leith,  )  land. 

SULPHURIC  ACID,  B.O.V.,  for  Sulphate 

of  Ammonia  Making.  Guaranteed  clear,  of  full 
strength,  and  to  produce  a  fine  white-coloured  salt. 
Delivered  in  carboys  or  railway  tank  waggons. 

For  prices  and  terms  address  Bale,  Baker,  and  Co., 
120  &  121,  Newgate  Street,  London. 


Advertiser  desires  an  Appointment 

as  SECRETARY,  MANAGER,  ASSISTANT,  or 
any  place  of  trust.  Thorough  knowledge  of  Gas 
Manufacture,  Distribution,  and  Sulphate  of  Ammonia 
Production.  Good  Accountant,  and  has  a  knowledge 
of  Shorthand.  Age  25.  First-class  testimonial  and 
references. 

Address  No.  1654,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 

WANTED,  Situation  as  Foreman  or 

MANAGER  of  small  Works,  Satisfactory 
testimonials.  Good  Fitter  and  Mainlayer.  Married ; 
age  27.  No  objection  to  go  abroad. 

Address  No,  1656,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 

ABERGELE  GAS,  COKE,  AND  WATER  COMPANY. 

•TIHE  Directors  of  the  above  Company 

“  require  the  Services  of  a  competent  MAN  to  take 
charge  of  their  Works.  He  must  be  a  good  Stoker ; 
and  able  to  do  Main  and  Service  Laying,  and  general 
Fitting  Work.  A  total,  abstainer  preferred.  Wages, 
with  House  and  Garden,  Fire,  and  Light  free,  21s. 
per  week. 

Applications  (with  testimonials)  Ito  be  made  to 
Benjamin  Littler,  Esq.,  on  or  before  the  17th  of 
November. 

TO  GAS  ENGINEERS,  ETC. 

jPOR  SALE— Valuable  Patent  fora  cheap 

“  and  durable  Regenerative  Gas-Lamp. 

Address  “Regenerative,”  Messrs.  Deacon,  Leaden- 
hall  Street,  London. 


(By  Order  of  the  Royal  College  of  Surgeons.) 

CRYSTAL  PALACE  DISTRICT. 

SALE  OF  GAS  SHARES. 

fTiHURGOODand  MAR'TIN  have  received 

*  instructions  to  Sell  by  Auction,  at  the  Auction 
Mart,  Tokenhouse  Yard,  E.C.,  on  'i  hursday,  the  6th  of 
December,  1888,  at  Two  o’clock  precisely,  in  219  lots  cum 
dividend,  £24,780  in  the  STOCK  OF  'THE  CRYSTAL 
PALACE  DISTRICT  GAS  COMPANY,  producing 
Dividends  at  the  rate  of  10  per  cent.,  7  per  cent.,  and 

6  per  cent,  respectively ;  also  375  £6  FULLY  PAID 

7  PER  CENT.  SHARES  in  the  Capital  of  the  same  Com¬ 
pany,  which  is  a  specially  safe  and  easy  investment  for 
large  or  small  sums,  the  dividends  being  secured  against 
fluctuation  by  ample  Reserve  and  Insurance  Funds,  and 
the  increasingly  profitable  district  of  the  Company. 

Particulars  and  Conditions  of  Sale  may  be  had  of 
Messrs.  Wilde,  Berger,  and  Moore,  21,  College  Hill, 
E.C.,  Solicitors ;  at  the  Place  of  Sale  ;  and  of  the 
Auctioneers,  27,  Chancery  Lane,  W.C. 


TO  GASHOLDER  MAKERS. 

The  Gas  Committee  of  the  Corporation 

of  Blackpool  are  pr  pared  to  receive  TENDERS 
for  the  FITTING  of  the  LOWER  LIFT  to  a  GAS¬ 
HOLDER  130  feet  diameter  by  32  feet  deep. 

Drawings  and  Specification  may  be  seen  at  the  Office 
of  the  undersigned. 

Tenders,  endorsed  outside,  to  be  addressed  to  the 
Chairman  of  the  Gas  Committee,  and  sent  in  by 
Saturday,  the  24th  of  November. 

By  order, 

John  Chew.  Gas  Engineer. 
Gas-Works,  Blackpool,  Nov.  12, 1388. 


BOROUGH  OF  BARROW-IN-FURNESS. 


TAR  AND  AMMONIACAL  LIQUOR. 

The  Corporation  are  prepared  to  receive 

TENDERS  for  the  purchase  of  the  surplus  TAR 
and  AMMONIACAL  LIQUOR  produced  at  iheir  Gas- 
Works  from  the  1st  of  January  next  to  the  olst  of 
March,  1890. 

Approximate  quantity:  Tar,  370  tons;  Liquor,  1800 
tons — delivered  into  Contractors’  Tank-Wagons  at  the 
Gas-Works  Siding. 

Tenders  for  Tar  to  be  at  per  ton  ;  tenders  for  Liquor 
to  be  at  per  ton  of  various  strengths — viz.,  4J,  5,  5^,  and 
6  degrees  of  Twaddel’s  Hydrometer  when  tested  at  a 
Temperature  of  60°  Fahr. 

Any  further  information  may  be  obtained  on  applica¬ 
tion  to  Mr.  W.  Fergusson,  Manager,  Gas  and  Water 
Works,  Barrow-in-Furness. 

Sealed  tenders,  addressed  to  the  Chairman  of  the  Gas 
and  Water  Committee,  and  endorsed  “Tender  for  Tar 
and  Liquor,”  to  be  delivered  at  the  Town  Clerk’s  Office 
on  or  before  the  20th  inst. 

The  highest  or  any  tender  not  necessarily  accepted. 
By  order, 

C.  F.  Preston,  Town  Clerk. 
Town  Hall,  Barrow-in-Furness,  Nov.  1,  1888. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  beats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “ Eirwal, London.” 

LEX.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address:  “PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

***  See  Advertisement  on  Page  III.  of  the  Wrapper  of 
last  week’s  issue. 

C.  HOLMES  &  Co.,  Huddersfield, 

•  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete.  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c.,  Improved  Valves,  Engines,  and  Exhausters. 
Also  for  Collingwood’s  Regenerative  Retort-Settings. 

See  Advertisement  p.  863  of  this  week’s  issue. 
Cablegrams :  “  Ignitor  London.  ”  Telegrams :  “  Holmes 
Huddersfield.” 

ACETATE  OF  LEAD  BOOKS. 

Test  Papers  and  Solutions  for  Gas- 

Works  prepared  by  R.  D.  Gibbs,  Summerfield 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. _ 

TO  GAS  MANUFACTURERS  AND  OTHERS. 

The  Directors  of  the  Newark  Gas  Com¬ 
pany  have  for  SALE  by  Private  Treaty  disused 
Plant  in  consequence  of  enlargement  of  Works, 
comprising  : — 

Station  Meter  and  Governor  passing  10,000  cubic 
feet  per  hour,  with  12  inch  connections. 

One  Single-Lift,  Holder  capable  of  bolding  21,000 
cubic  feet,  with  8-inch  connection. 
Washer-Scrubber,  vertical,  by  Newton,  Chambers, 
and  Co.,  5  length,  total  length  25  feet,  with 
9-inch  connections  and  shut-off  valve. 

Six  Condensers,  2  feet  diameter,  with^cups  and  dips 
complete. 

Four  Purifiers.  9  feet  square,  with  centre-  valve. 
The  above  can  all  be  seen  at  the  Newark  Gas-Works, 
and  further  particulars  and  prices  obtained  on  applica¬ 
tion  being  made  to  me. 

Newark,  Nov.  8, 1888. 


C.  C.  Foottit,  Secretary. 


FIRE-CLAY  GOODS. 

The  Directors  of  the  Sheffield  United 

Gaslight  Company  invite  TENDERS  for  the 
supply  of  FIRE-CLAY  GOODS  (Retorts,  Bricks,  &c.) 
required  for  Repairs  at  their  Neepsend  and  Effingham 
Street  Stations  during  the  next  Twelve  months. 

Specifications  and  forms  of  tender  may  be  had  on 
application  at  the  Company’s  Offices. 

’Tenders,  marked  “Tender  for  F’ire-Clay  Goods,” 
must  be  delivered  to  the  undersigned  not  later  than 
Monday,  Deo.  3,  1888. 

Haneury  Thomas,  General  Manager. 
Commercial  Street,  Sheffield, 

Nov.  10.1888. 


CORPORATION  OF  LEICESTER. 


RETORTS  AND  FIRE-BRICKS. 

Contract  No.  10. 

The  Gas  Committee  of  the  above  Cor- 

poration  are  prepared  to  receive  TENDERS  for 
a  supply  of  RETORTS  and  FIRE-BRICKS. 

Specification,  quantities,  and  form  of  tender  can  be 
obtained  upon  application  to  the  Engineer. 

Tenders,  addressed  to  the  Chairman,  and  endorsed 
“Tender  lor  Retorts,  &c.,”  to  be  delivered  at  these 
Offices  not  later  than  Eleven  o’clock  a.in.  on  Saturday, 
Dec.  8  prox. 

The  Committee  do  not  bind  themselves  to  accept 
the  lowest  or  any  tender. 

Alfred  Colson,  C.E., 

Engineer  and  Manager. 
Gas  Offices,  Millstone  Lane, 

Leicester,  Nov.  10,  1888. 


BAHIA  GAS  COMPANY,  LIMITED. 

Notice  is  hereby  given,  that  the  Ordi- 

NARY  HALF-YEARLY  GENERAL  MEETING 
of  this  Company  will  be  held  at  the  Company’s  Offices, 
Nos.  7  and  8,  Idol  Lane,  London,  on  Thursday,  the  22nd 
day  of  November,  1888,  to  receive  the  Report  of  the 
Directors,  the  Balance  Sheet  confirmed  by  the  Auditors, 
and  for  General  Purposes. 

The  Chair  will  be  taken  at  Three  o’clock  precisely. 
By  order  of  the  Board, 

Nov  12  1888  Alfked  J.  Head,  Secretary. 

The  Transfer  Books  are  closed  from  the  8th  to  the 
22nd  inst.,  inclusive.  


IMPERIAL  CONTINENTAL  GAS  ASSOCIATION. 
(Incorporated  by  Act  of  Parliament.) 

Notice  is  hereby  given,  that  the 

HALF-YEARLY  ORDINARY  GENERAL 
MEETING  of  the  Proprietors  of  this  Association  was 
held  at  the  City  Terminus  Hotel,  Cannon  Street,  London, 
on  Tuesday,  the  6th  inst.. 

Sir  Julian  Goldsmid,  Bart.,  M.P.,  in  the  Chair, 
when  the  following  resolutions  were  unanimously 
passed : — 

“  That  the  Report  of  the  Directors  upon  the  affairs  of 
the  Association  be  received,  adopted,  and  entered  upon 
the  Minutes.” 

“That  a  Dividend  of  £5  per  cent,  for  the  Half  Year 
ended  the  30th  of  June  last  be  declared  upon  the 
£3,800,000  Stock  of  the  Association  ;  and  that  the  same 
be  payable  free  of  Income-Tax  on  and  after  the  1st  of 
December  next.” 

“  That  the  cordial  thanks  of  the  Meeting  be  given  to 
the  Directors  for  their  able  management  of  the  affairs 
of  the  Association ;  to  tne  Chairman,  for  his  conduct 
in  the  chair  tliis  day  ;  to  Mr.  H.  V.  Lindon,  Mr.  L.  G. 
Drory,  the  Agents,  Engineers,  and  other  Officers  of  the 
Association  on  the  Continent ;  and  to  the  Secretary  and 
the  London  Staff.” 

By  order  of  the  Board, 

R.  S.  Gardiner,  Secretary. 
30,  Clement’s  Lane,  Lombard  Street, 

London,  E.C.,  Nov.  7,  1888. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 


B 


ALE 

from 


,  BAKER,  &  CO.,  direct  Importers 

Ireland.  Sample  and  Price  on  application. 


Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 
120  and  121.  Newgate  Street,  London,  E.C. 


TUBES. 

For  Gas, steam,  and  Water;  Galvanized, 

White  Enamelled,  and  Hydraulic  Tubes  and  Coils 
John  Spencer,  Globe  Tube  Works,  Wednesbury 
and  14,  Great  St.  Thomas  Apostle,  London. _ 

SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS,  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OF  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. _ _ 

Hutchinson  brothers,  Bamsiey^ 

Gas  Engineers  and  Contractors,  Makers  of  Gas- 
Meters  and  General  Gas  Apparatus,  Sulphate  of 
Ammonia  Plant,  Tools,  and  Sundries. 

*,♦  See  large  Advertisement  in  last  week’s  issue, 
page  738.  


EAST  LONDON  WATER-WORKS  COMPANY. 


ISSUE  OP  NEW  CAPITAL. 

Notice  is  hereby  given,  that  the 

Directors  are  prepared  to  receive  TENDERS  for 
£53,000,  being  the  third  portion  of  the  New  Perpetual 
Debenture  Stock  of  the  Company,  to  bear  Interest  at 
4i  per  cent,  per  annum,  free  of  Income-Tax,  such 
tenders  to  be  delivered  at  the  Company’s  Offices,  St. 
Helen’s  Place,  in  the  City  of  London,  not  later  than 
Pour  p.m.  on  the  3rd  day  of  December,  1888,  and  pay¬ 
ment  of  accepted  tenders  made  on  the  22nd  of  December. 

Particulars  and  conditions,  together  with  form  of 
tender,  may  be  obtained  at  the  said  Offices,  or  will  be 
forwarded  on  application. 

By  order  of  the  Court  of  Directors, 

Isaac  Adolphus  Crookenden, 

Secretary. 

St.  Helen’s  Place,  London,  E.C.,  Nov.  1, 1888. 


TO  INVENTORS  AND  PATENTEES. 

Mr.  W.  H.  BENNETT  having  had 

considerable  experience  in  matters  connected 
with  Gas, Water,  and  Sanitary  Improvement,  begs  to  say 
that  he  continues  to  assist  Inventors  in  the  perfection  of 
their  designs,  and  to  obtain  for  them  PROVISIONAL 
PROTECTION,  whereby  their  Invention  may  be 
secured  for  Twelve  months  ;  or  LETTERS  PATENT, 
which  are  granted  for  Fourteen  Years. 

Patents  completed,  or  proceeded  with  at  any  stage, 
thereby  rendering  it  unnecessary  for  persons  resident 
in  the  country  to  visit  London. 

Patents  procured  for  Foreign  Countries. 

Information  as  to  cost,  &c.,  supplied  gratuitously  upon 
application  to  the  Advertiser,  22,  Great  George  Street 
Westminster. 


BELGIAN  CLAY  RETORTS. 

JSUGG  and  CO.,  late  ALBERT 

■  KELLER,  Ghent. — The  removal  of  the  import 
duties  on  Earthenware  permitting  the  entry  of  Clay 
Retorts  into  England,  Messrs.  Sugg,  of  C^hent,  beg  to 
draw  the  attention  of  the  Gas  Companies  of  London 
and  other  cities  to  the  very  superior  quality  of  the 
RETORTS  manufactured  by  them.  They  can  be  made 
of  any  size,  in  one  piece,  and  of  any  form.  The  price 
will  be  in  proportion  to  the  weight,  and  very  moderate 
in  comparison  to  their  value. 

Communications  addressed  toJ.  Suoa  &  Co.,  Ghent, 
will  receiveimmediate  attention. 

ROBERT  MARSHALL, 

CANNEL  COAL  MERCHANT, 

97,  WELLINGTON  STREET,  GLASGOW. 

Prices  and  Analysis  of  all  the  Scotch  Cannels  on 
application. 


THE  ONLY  RELIABLE 

DRY  CENTRE -VALVE, 

WoRKiNO  One,  Two,  Three,  or  Four  Purifiers  on 
AT  THE  Time. 

Also  made  for  Two  or  Three  Purifiers. 

No  Springing.  No  Leakage.  No  Foul  Gas  passed  in 
Changing.  Special  Facility  for  Blowing  the  Air  out  of 
the  Fresh  Box  before  putting  in  Action,  without  driving 
it  forward  into  the  Holders. 

Write  for  Prospectus. 

ALSO  DOUBLE-ACTION  DOUBLE-FACED  GAS  &  WATER  VALVES. 
F.  WECK,  86,  NEW  STREET,  BIRMINGHAM. 


GEO.  WELLER  &  CO., 

Consulting  &  Contracting  Gas  Engineers, 

SUFFOLK  HOUSE. 

LAURENCE  POUNTNEY  HILL, 

CANNON  STREET,  LONDON. 

GAS-WORKS  LEASED 

On  Special  Terms  or  Guaranteed  Dividends. 
Contractors  for  the  Erection  of  New  and 
Remodelling  of  existing  Gas-Works  from 
own  or  Engineers’  Drawings. 

25  Years'  experience  in  Gas  Manufacture  and  Distribution 
in  London  and  the  Provinces. 
ESTIOVt-A-TES  O  X  *V  E 
Agents  for  Fire-Clay  Goods  and  other  Gas-Plant.  Also 
for  Foreign  Gas  Companies. 

All  Coinmujiicaiiojis  to  be  addressed  to  the  Firm. 
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THE  REPORT  OF  THE  STANDARDS  OFFICE. 

The  annual  report  by  the  Board  of  Trade  on  their  proceed¬ 
ings  and  business  under  the  Weights  and  Measures  Act,  1878, 
has  been  presented  to  Parliament.  Mr.  H.  J.  Chaney,  the 
Controller  of  the  Standards  Department,  generally  contrives 
to  make  his  annual  statements  worth  looking  into  ;  and  this 
year’s  is  no  exception  to  the  rule.  The  report  as  a  whole 
gives  one  the  impression  that  this  particular  Government 
department  is  very  well  occupied.  It  shows  that  the  Standards 
Office  is  employed  in  the  verification  of  weights  and  measures 
not  only  for  the  United  Kingdom  and  its  colonies  and  depen¬ 
dencies,  but  also  for  the  world  at  large  ;  for  in  regard  to  gas¬ 
measuring  apparatus,  we  learn,  from  the  first  page  of  the 
report,  that  such  apparatus  has  been  verified  during  the  year 
for  “  the  city  of  Stockholm  and  the  town  of  Kalmar,  in 
“  Sweden,”  in  addition  to  other  places  with  more  obvious 
claims  upon  the  British  standards  officials.  It  is  advisable 
to  remark,  before  entering  into  the  examination  of  the  details 
of  this  report,  that  a  measure  is  now  before  Parliament,  and 


was  to  be  read  a  second  time  last  night,  for  amending  the 
law  relating  to  weights  and  measures  in  sundry  respects  that 
have  been  recognized  as  desirable  in  previous  reports.  One 
of  the  divisions  of  this  Bill  relates  to  the  sale  of  coal.  It 
provides  that  all  coal  shall  be  sold  by  weight  only,  under  a 
penalty  of  £5  for  transgressions  of  the  law.  Coal  retailed  in 
sacks  must  be  in  weights  of  2  cwt.  downward,  in  aliquot  parts 
of  the  hundredweight.  Regulations  are  also  included  for  the 
retailing  of  coal  in  bulk,  and  defining  the  powers  and  duties 
of  local  authorities  in  respect  of  dealings  in  coal.  The  Bill 
contains  clauses  relating  to  the  weighing  or  measurement 
of  various  commodities ;  among  others  providing  that  the 
Board  of  Trade  shall  from  time  to  time  cause  to  be  made  and 
verified  any  required  new  denominations  of  standards  for  the 
measurement  of  electricity,  temperature,  pressure,  or  gravi¬ 
ties.  It  is  a  purely  administrative  Bill ;  and  it  is  to  be  hoped 
it  will  become  law  in  the  current  session  of  Parliament. 

To  return  to  the  substance  of  the  report,  we  notice  a  para¬ 
graph  which  states  that  the  suggestions  drawn  up  by  the 
Department  with  reference  to  the  sizes  of  screw-threads  and 
connecting-pipes  to  be  adopted  for  gas-meters  have  met 
generally  with  the  approval  of  those  practically  interested  , 
and  a  list  of  the  several  standard  sizes  finally  agreed  upon  is 
attached.  It  may  be  remembered  that  the  opinion  of  the 
Council  of  The  Gas  Institute,  as  representing  the  gas 
industry  of  the  country,  was  asked  upon  this  matter  ;  and  a 
reply  delivered  to  the  effect  that  the  standardizing  of  gas- 
meter  unions  would  be  desirable.  Accordingly  a  page  of  the 
appendix  to  the  report  is  devoted  to  illustrations  and  descrip¬ 
tions  of  the  steel  gauges  made  for  meter  connections,  and  to 
figures  explanatory  of  the  form  and  construction  of  the  union- 
fittings.  It  may  be  trusted  that  the  step  thus  taken  by-  the 
Standards  Office  will  prevent  for  the  future  a  good  deal  of  the 
trouble  that  has  been  experienced  in  the  past  in  ruaking  good 
meter  connections.  The  Department  has  also  paid  attention 
to  the  testing  of  weighbridges,  especially  such  as  are  em¬ 
ployed  for  weighing  coals  in  trucks.  In  Lancashire  alone  over 
300  weighing-machines  at  collieries  have  been  examined  during 
the  past  year  ;  but  it  is  recognized  that  the  thorough  examin¬ 
ation  of  such  machines  is  not  often  practicable.  The  report 
goes  on  to  state  that  representations  have  been  made  as  to  the 
want  generally  of  a  better  system  of  testing  and^  inspecting 
all  weighing-machines  used  in  trade.  In  many  districts  the 
local  authorities  do  not  possess  the  requisite  rneans  of  testing 
weighbridges  ;  and  consequently  the  law  relating  to  the  test¬ 
ing  of  such  machines  must  remain  a  dead  letter.  It  is 
declared — and  the  statement  is  a  very  grave  one  to  appear  in 
such  a  document — that  “fraud  and  trickery  in  the  use  of 
“  weighing  instruments  appears  to  be  increasing  ;  and  it  rests 
“  with  local  authorities,  by  a  systematic  inspection,  to  see 
“  tbat  sellers  who  do  not  resort  to  fraud  or  trickery  have  that 
“  protection  which  it  is  the  intention  of  the  law  to  afford 
“  them  against  the  unfair  competition  of  those  who  sell  by 
“  false  weight.”  Respecting  the  due  testing  of  weighbridges, 
it  is  pointed  out  in  the  course  of  the  observations  of  the 
Superintendent  that  it  is  desirable  to  do  this  with  verified 
standard  weights  only ;  but  it  is  not  easy  to  get  in  all  districts 
the  ton  of  such  weights  declared  to  be  desirable  for  making 
the  test.  Iron  is  not  a  very  suitable  material  for  standard 
weights  ;  but  it  is  cheap.  Gun  metal  would  be  better  ;  but 
local  authorities  will  not  go  to  the  expense,  and  therefore 
inspectors  are  obliged  to  do  the  best  they  can  with  iron, 
although  it  is  admitted  to  be  liable  to  damage  under  the  rough 
handling  to  which  it  is  exposed,  as  well  as  to  rust.  It  is 
remarked  that  a  weighbridge  ought  to  turn  with  a  weight 
of  about  4  lbs.  ;  but  no  hard-and-fast  rule  is  laid  down  on 
the  point. 

The  observations  of  the  Superintendent  upon  matters  that 
have  been  referred  to  the  Standards  Office  during  the  year 
are  sometimes  very  interesting.  Among  these  remarks  we 
read  that  a  question  as  to  the  legality  of  the  measure  of  a 
“  chaldron”  having  arisen,  it  has  been  pointed  out  that  the 
Act  permitted  the  use  of  such  a  denomination.  The  chal¬ 
dron  is  defined  as  containing  36  imperial  bushels,  not  heaped, 
but  filled  in  all  parts  as  nearly  to  the  level  of  the  brim  as  the 
size  and  shape  of  the  article  measured  will  permit.  Our 
readers  do  not  need  reminding  how  awkwardly  the  legally- 
enforced  obligation  to  “  strike”  the  imperial  bushel  measure 
applies  to  such  a  lumpy  commodity  as  coke.  It  is  observed 
that  there  is  nothing  in  the  Act  to  require  dry  measures  of 
capacity  to  be  of  any  particular  shape. 

A  variety  of  interesting  matter  of  a  scientific  order  is  to  be 
found  in  the  appendices  to  the  report.  Thus  the  comparison 
I  of  length  between  the  metre  and  yard  is  made  the  subject  of 
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a  special  note.  It  appears  to  be  almost  practically  impossible 
to  duplicate  standards,  or  to  obtain  an  exact  comparison 
between  the  metre  and  yard  measures ;  the  latter  question 
being  further  complicated  by  the  consideration  that,  whereas 
the  standard  yard  measures  a  true  yard  only  at  the  tem¬ 
perature  of  62°  Fahr.,  the  standard  metre  only  measures 
a  metre  at  32°  Fahr.  It  follows  from  the  tests  of  the 
Standards  Office  that  the  only  means  of  ascertaining  the  exact 
comparative  lengths  of  the  English  and  French  standards  of 
lineal  measure  would  be  by  examination  of  the  two  standards 
side  by  side  ;  and  as  the  English  standard  cannot  be  exported, 
nor  is  it  likely  that  the  French  one  can  be  borrowed  for  this 
purpose,  the  matter  rests  with  an  approximate  determination. 
There  is  one  thing  that  we  miss  from  the  report  ;  and  that  is 
the  question  of  photometrical  standards.  Is  anything  to  be 
done  at  any  time  to  replace  the  discredited  candle  with  a  more 
reliable  standard  ?  There  have  been  enough  reports  upon 
the  subject  ;  but  there  is  no  sign  of  any  positive  action  in  the 
matter  such  as  the  Board  of  Trade  could  very  easily  institute. 
The  Board  have  promoted  the  Weights  and  Measures  Amend¬ 
ment  Act  already  referred  to  in  this  article ;  but  although 
taking  power  to  formulate  standards  for  the  measurement  of 
“electricity,  temperature,  pressure,  orgra^'ities,”  as  the  phrase- 
ology  of  the  Bill  states  it,  there  is  not  a  word  about  standards  of 
illuminating  power.  It  may  be  as  stated  on  many  occasions  that 
special  action  is  required  to  dethrone  the  sperm  candle  legalized 
by  so  many  Acts  of  Parliament,  and  to  set  up  anything  else 
in  its  place  ;  but  the  subject  might  at  least  have  found  pass¬ 
ing  mention  in  the  report,  considering  how  the  Metropolitan 
Board  of  Works  have  assisted  the  Board  of  Trade  by  inquiring 
into  the  merits  of  the  candle  and  its  possible  substitutes.  We 
understand  that  the  authorities  responsible  for  the  examina¬ 
tion  of  the  gas  supplied  to  the  kletropolis  have  arranged  for 
the  regular  tidal  of  different  proposed  standards  by  the  gas¬ 
testing  officers  at  several  photometrical  stations.  This  is 
a  point  which  the  Board  of  Trade  should  take  note  of, 
with  a  view  to  gleaning  information  respecting  the  behaviour 
in  ordinary  usage  of  such  standards  as  may  be  substituted 
for  the  candle.  It  is  possible  that  the  Department  may  prefer 
to  observe  how  pentane  works  for  a  year  in  two  or  three  testing 
stations  before  taking  steps  to  legalize  its  use  upon  recom¬ 
mendations  based  on  special  investigations.  What  we  are 
complaining  of,  however,  is  the  complete  silence  of  the  report 
regarding  this  question,  which  is  certainly  one  of  the  most 
important  and  pressing  of  the  affairs  that  may  be  assumed 
to  be  now  under  the  notice  of  the  officials  of  the  Standards 
Office.  The  Department  cannot  require  further  inquiry  into 
the  matter  ;  but  it  is  possible,  as  we  have  recognized,  that 
some  experience  may  be  sought  before  action  is  taken. 
Another  year  cannot  pass,  however,  without  this  business 
being  settled  in  one  way  or  another.  Either  candles  must 
be  retained  faute  de  mieux,  notwithstanding  their  short¬ 
comings,  or  pentane  will  come  to  the  fore.  The  existing  state 
of  uncertainty  cannot  be  indefinitely  protracted.  Has  Mr. 
Chaney  taken  notice  of  what  Mr.  Dibdin  said  at  the  last  Gas 
Institute  meeting  respecting  the  condition  of  gas  testing  in 
London  ?  His  declarations  on  this  occasion  constituted  a 
grave  impeachment  of  the  system  under  which  the  short¬ 
comings  which  he  then  mentioned  have  become  possible. 
And  this  trouble  can  be  so  easily  remedied,  if  the  Board  of 
Trade  once  satisfy  themselves  that  the  time  for  legislative 
action  has  arrived.  A  short  departmental  Bill  could  be 
passed  through  Parliament  without  any  appreciable  diffi¬ 
culty  ;  and  the  existing  unsatisfactory  condition  of  things, 
which  amounts  to  a  scandal  and  a  reproach  to  modern  science, 
would  be  at  an  end.  If  such  action  is  not  to  be  taken,  one 
would  like  to  know  some  better  reason  for  letting  things 
alone  than  is  at  present  apparent. 

PROPOSED  LEGISLATION  RESPECTING  “  COMMISSIONS.” 
The  report  of  the  Eoyal  Commission  on  the  proceedings  of 
the  Metropolitan  Board  of  Works,  to  which  we  have  already 
referred  in  a  previous  issue,  terminates  with  an  important 
recommendation  on  the  subject  of  “  commissions.”  It  is 
suggested  that,  in  view  of  the  facts  elicited  by  the  inquiry,  it 
might  have  a  wholesome  effect  if  it  were  distinctly  made  a 
criminal  offence  to  offer  to  any  member  or  official  of  a  public 
body  any  kind  of  payment,  fee,  or  reward  having  any  relation 
to  the  affairs  of  the  body  in  question  ;  and  also  to  make  the 
acceptors  of  such  payments  amenable  to  the  criminal  law. 
The  Commissioners  do  not  propose  any  definite  plan  for 
legislation  upon  this  subject,  but  suggest  that  the  provisions 
of  the  Corrupt  Practices  Act  might  be  taken  as  a  model. 
This  recommendation  of  the  Commissioners  is  not  to  be 


allowed  to  pass  unnoticed,  for  Lord  Eandolph  Churchill  has 
already  notified  his  intention  of  stirring  up  the  Government 
to  take  action  in  the  matter.  It  is  to  be  hoped  that  something 
will  be  done  to  deal  with  the  evil  of  which  such  glaring 
examples  came  under  the  notice  of  this  Commission  ;  but  we 
fail  to  see  why  remedial  measures  should  be  confined  in  their 
application  to  members  or  officials  of  public  bodies.  The 
mischief  pervades  all  departments  of  trade  and  manufacture, 
as  well  as  official  life  ;  and  to  attempt  to  keep  it  out  of  the 
latter,  while  allowing  it  to  rage  unchecked  through  the 
remainder  of  the  business  community,  would  be  as  idle 
as  to  think  to  keep  the  cattle  plague  out  of  one  particular 
field  of  an  estate  while  its  victims  surrounded  it  on  every 
side.  The  evil  must  be  legislated  for  as  a  whole ;  or 
not  at  all.  There  is  no  particular  difficulty  in  the  way. 
It  has  only  to  be  enacted  that  any  person  occupying  a 
position  of  trust,  in  which  he  has  power  or  inffuence  over  the 
outlay  of  money  belonging  to  other  people,  or  in  any  way  acts 
on  behalf  of  others,  who  receives  payments  of  money  or  private 
benefits  of  any  kind  in  relation  to  the  affairs  of  his  employers 
or  those  whom  he  represents,  shall  be  guilty  of  a  criminal 
offence.  The  same  would,  of  course,  apply  to  anybody  who 
offers  or  pays  any  such  private  or  secret  considerations 
intended  to  influence  business.  Surely,  some  member  of 
Parliament,  if  not  the  Government,  could  undertake  a  work 
so  badly  needed  as  this.  The  “commission”  system  has 
many  ramifications  and  disguises,  but  it  all  comes  back  to  the 
central  idea  of  a  private  payment  to  an  agent  in  connection 
with  the  affairs  of  liis  principal ;  and  the  law  that  effectually 
grapples  with  the  evil  must  apply  to  all  occupiers  of  a  wholly 
or  partially  fiduciary  office,  from  members  of  Parliament  and 
of  local  governing  bodies  down  to  shopmen.  There  is  no 
branch  of  industry  or  department  of  official  life  in  which 
an  honest  man  is  not  liable  to  be  injured  by  the  venality  of 
his  fellows.  It  is  in  the  interest  of  honest  agents  not  less 
than  in  that  of  principals,  that  stringent  and  effectual 
legislation  is  urgently  called  for.  So  long  as  it  is  pos¬ 
sible  for  the  “pickings”  or  perquisites  of  an  office  to  be 
recognized  as  natural  accessories  to  the  salary  attached  to 
it,  so  long  will  a  deaf  ear  be  turned  to  the  complaints  of 
poor  pay  emanating  from  salaried  officers  popularly  supposed 
to  be  favourably  situated  for  gathering  such  “unconsidered 
“  trifles.”  How  often  is  the  remark  heard  in  all  classes, 
and  with  regard  to  appointments  of  every  degree  :  “  The 
“  salary  is  rather  small,  it  is  true ;  but  that  is  not  all.” 
If  salaries  attached  to  official  positions  are  to  be  improved, 
it  will  be  only  by  virtue  of  the  prevalence  of  a  clear 
understanding  that  the  holder  has  nothing  more  to  rely 
upon.  It  should  scarcely  be  necessary  to  insist  upon  the 
importance  of  bringing  the  payers  of  “commissions”  under 
the  same  ban  as  the  receivers.  The  Corrupt  Practices  Act, 
to  which  allusion  has  been  made,  would  have  vainly 
attempted  to  check  corruption  on  the  part  of  voters  if  it 
had  not  fixed  the  heaviest  responsibility  upon  the  candi¬ 
dates.  Similarly,  if  the  acceptance  of  illicit  “commissions” 
should  make  the  receiver  liable,  under  a  new  Act,  to  a  maxi¬ 
mum  term  of  imprisonment  without  the  option  of  a  fine, 
the  maximum  punishment  allotted  to  the  payers  of  the 
commission  should  be  at  least  double.  This  would  make 
the  whole  tribe  of  bribing  traders  pause  in  their  wicked 
courses,  and  would  result  in  the  end  in  materially  altering 
the  course  of  business,  because  quality  of  goods  and  honest 
prices  would  for  the  first  time  have  fair  play. 

REMARKABLE  RESULT  OF  A  LEAK  OF  GAS.  • 

A  CURIOUS  case,  arising  out  of  a  leak  of  gas  from  a  main, 
has  just  been  heard  by  Mr.  Justice  Denman  and  a  special 
jury,  and  will  be  found  reported  elsewhere.  The  plaintiff 
was  a  solicitor  residing  at  Carshalton,  and  the  defendants 
were  the  local  Gas  Company.  It  appeared  from  the  evidence 
that  in  October,  1885,  the  plaintiff  discovered  a  leakage  of  gas 
into  his  wine-cellar,  and  also  in  certain  parts  of  his  grounds. 
He  thereupon  alleged  that  damage  amounting  to  £70  or  £80 
was  done  to  his  wine  by  the  escaped  gas,  and  that  he  was 
put  to  serious  expense  in  other  ways  in  consequence  of  the 
undesirable  entrance  of  gas  upon  his  premises.  It  is  impos¬ 
sible  to  form  any  but  a  particular  opinion  of  such  claims 
as  these  ;  and  the  Company’s  case — that  while  admitting  the 
fact  of  the  escape  of  their  gas  in  the  manner  stated,  the 
amount  of  damage  done  thereby  was  grossly  exaggerated — 
reads  like  obvious  common  sense  in  comparison.  At  all 
events,  this  was  the  view  of  the  jury,  who  decided  that  there 
had  been  no  negligence  on  the  part  of  the  Company,  and 
that  £5  would  cover  all  the  damage.  Upon  this  finding 


881 


Nov.  20, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY.  &  SANITARY  IMPROVEMENT. 


application  was  made  for  judgment  to  be  entered  for  the 
defendants  with  costs  ;  and  this  was  done.  The  gentleman 
who  was  so  unfortunate  as  to  keep  a  cellar  full  of  wine  that 
could  be  destroyed  by  an  accidental  leak  of  gas,  is  probably 
sorry  that  he  did  not  act  differently  when  he  found  himself 
in  collision  with  the  Gas  Company.  It  is  letting  him  off 
very  easily  to  say  merely  that  his  claim  was  “  grossly 
“exaggerated;”  but  remembering  how  severely  he  must 
have  been  punished  in  pocket  by  the  failure  of  his  suit,  it  is 
impossible  to  say  hard  things  of  him  by  way  of  comment.  If 
he  made  a  mistake,  he  has  been  forced  to  suffer  for  it. 


Mattr  ani)  Sanitarg  Affairs. 

The  time-honoured  custom  of  “  straining  _  at  gnats”  and 
“  swallowing  camels”  is  so  dear  to  the  official  mind,  that  it 
would  be  rash  to  expect  that  prompt  action  will  be  taken  to 
check  the  increased  pollution  of  the  Thames.  Of  the  gigantic 
nuisance  at  Staines,  which  has  now  received  judicial  sanction, 
and  of  the  wholesale  poisoning  process  proposed  to  be  inaugu¬ 
rated  at  Weybridge  and  Shepperton,  the  Jouknal  has  already 
had  something  to  say.  But,  in  regard  to  a  matter  of  such 
vast  and  vital  importance,  we  shall  deem  it  our  duty  to  say  a 
good  deal  more.  It  will  be  interesting  to  see  how  far  we  shall 
have  the  co-operation  of  our  daily  contemporaries  in  drawing 
public  and  official  attention  to  the  present  condition  of  things, 
and  to  the  still  more  appalling  prospects  of  river  pollution  in 
the  not  far-distant  future.  The  daily  press  is  ever  ready  to  give 
prominence  to  the  supposed  delinquencies  of  the  Water  Com¬ 
panies.  When  any  trumpery  dispute  arises  between  one  of  the 
Companies  and  a  consumer,  the  most  is  always  made  of  the 
occasion ;  and  straightway  the  Companies  are  pilloried,  in  the 
character  of  greedy  and  exacting  monopolists.  Now,  there¬ 
fore,  is  the  time  for  our  contemporaries  to  show  a  just  and 
consistent  public  spirit ;  and  for  aiding  the  Metropolitan  Water 
Companies  to  secure  for  their  millions  of  consumers  a  sup¬ 
ply  of  water,  which  ought  not  to  be,  and  need  not  be, 
contaminated.  The  present  situation  may  be  described  as  a 
tussle  between  the  general  public  and  those  whose  duty  it  is 
to  preserve  public  health,  on  the  one  hand,  and  the  rulers  of 
a  few  ill-managed  townships  on  the  other.  Hitherto,  owing  to 
obstinate  adherence  to  masterly  inactivity,  and  a  selfish  disre¬ 
gard  of  the  interests  of  the  Metropolitan  community,  the  victory 
has  remained  with  the  minority.  Indeed  the  champions  of  this 
great  prescriptive  nuisance  have  been  strengthened  in  their 
position  by  the  recent  judgment  of  Justices  Field  and  Wills. 
Because  their  great-grandfathers  knew  nothing,  and  cared 
less,  about  the  principles  of  sanitation,  and  loved  the  old- 
fashioned  method  of  disposing  of  sewage  by  sending  it  into 
the  nearest  stream,  those  who  came  after  them  discover 
that  they  can  with  impunity  go  and  do  likewise.  Surely  this 
position  of  affairs,  and  its  inevitable  consequences,  need  only 
to  be  thoroughly  realized  in  order  that  a  remedy  may  be  found 
for  a  scandal  and  a  danger  likely  to  become  intolerable. 

It  is  quite  clear  that  the  existing  machinery  of  the  law  is 
not  capable  of  coping  with  the  enormous  evil  complained 
of.  This  fact  is  sufficiently  demonstrated  by  the  story  of 
the  Staines  case.  Since  September,  1879,  the  battle  be¬ 
tween  the  Local  Board  of  Staines  and  the  Thames  Conserva¬ 
tors  has  been  persistently  maintained.  Summary  prosecutions 
have  produced  no  effect ;  and  now  even  the  tedious  and  costly 
proceeding  by  w’ay  of  indictment  has  come  to  nothing.  What 
is  to  be  the  next  step  ?  To  attempt  to  set  the  _  Chancery 
Division  of  the  High  Court  to  work  against  the  Staines  Local 
Authoritj’ would  probably  involve  a  large  waste  of  public 
money  and  valuable  time.  Only  one  remedy  will,  in  our 
judgment,  meet  the  exigencies  of  the  case — a  remedy  by  Act 
of  Parliament,  The  interests  of  Londoners  at  large  must  be 
protected,  even  if  the  privileges  of  a  few  individuals  have  to 
be  extinguished.  Public  policy,  apart  from  pure  morality, 
is  against  the  wholesale  poisoning  of  one’s  neighbom’s  ;  and 
it  is  to  be  hoped  that  the  Government  will  realize  and  act 
upon  this  view  before  the  mischievous  effects  of  river  pollu¬ 
tion  reach  a  still  more  sinister  stage  of  development. 

To  go  to  the  root  of  the  matter,  it  will  be  necessary  to  amend 
the  provisions  of  the  Thames  Conservancy  Acts.  They  have 
been  “  weighed  in  the  balance  ”  again  and  again  and  found 
wanting ;  and  the  present  year  ought  not  to  be  allowed  to 
close  without  the  necessary  amendment  being  provided.  A 
very  short  Act  should  be  enough  for  immediate  purposes  ; 
and  there  are  few,  if  any.  Bills  now  under  the  consideration 
of  Parliament  which  have  a  stronger  claim  on  the  attention 
of  the  Legislature,  than  would  be  possessed  by  a  practical 
measure  aiming  at  the  preservation  of  the  health  of  the 


Metropolis.  We  go  so  far  even  as  to  say  that  if  no  other 
method  of  abating  the  nuisance  can  be  found,  it  should  be 
enacted  that  any  person  who,  after  reasonable  notice, 
causes  or  wilfully  permits  sewage  from  his  premises 
to  flow  into  the  river  should  be  liable  to  imprisonment 
without  the  option  of  a  fine.  Exceptional  diseases  always 
demand  exceptional  methods  of  cure  ;  and  thou^  it  might 
be  complained  that  the  suggested  form  of  punishment  would 
be  too  drastic  in  its  character,  we  should  not  fear  that  many 
persons  would  find  themselves  in  durance  vile  by  reason  of 
the  passing  of  such  an  Act.  When  it  became  manifest  that 
they  had  reached  the  end  of  their  tether,  they  would  find  it 
both  practicable  and  convenient  to  mend  their  ways.  In  the 
meantime  any  larger  measure  required  for  the  purpose  of 
conferring  adequate  powers  on  Local  Boards  might  be  care¬ 
fully  considered  and  intelligently  framed.  The  penal  clauses  of 
the  Thames  Conservancy  Acts  stand  condemned  by  practical 
experience  of  their  working.  The  Acts  of  1857,  1864,  and 
1866,  which  are  to  be  read  as  one  enactment,  enable  penalties 
to  be  recovered  summarily.  These  penalties  may  be  levied  by 
distress;  and,  in  default  of  distress,  there  maybe  imprisonment. 
But  imprisonment  has  never  been  inflicted.  Penalties  are 
imposed  and  paid,  and  the  nuisance  has  abated  not  one  jot. 
The  theory  of  the  Conservators  has  been  that  they  had 
nothing  to  do  with  individuals  who  contributed  to  the  pollu¬ 
tion  of  the  river.  The  Staines  Local  Board,  on  the  other 
hand,  disclaimed — and  successfully  disclaimed — responsibility 
for  what  those  individuals  had  done,  and  were  continuing  to 
do.  There  the  matter  stands  ;  but  there  it  must  not  be 
allowed  to  rest.  While  legal  luminaries  are  splitting  straws, 
a  great  wrong  is  being  done  to  the  inhabitants  of  London  , 
and,  if  that  wrong  can  only  be  rectified  by  abolishing  the 
prescriptive  rights  of  a  few  property  owners  to  jeopardize  the 
health  of  the  population,  the  remedy  must,  nevertheless,  be 
applied,  and,  assuredly,  the  sooner  the  better. 


The  Metropolitan  Gas  Referees  have  certified  that  the  new 
testing  station  in  the  district  of  the  South  Metropolitan  Gas  Com- 
pany-^at  No.  211,  Barrage  Road,  Woolwich— has  been  fitted  up  by 
the  Company  with  proper  appai'atus,  and  is  now  ready  for  use. 

Mr.  W.  Crookes  has  presented  to  the  Department  of  Science  and 
Art  a  collection  of  68  radiometers  and  similar  instruments,  for 
permanent  exhibition  in  the  science  galleries  of  the  South  Kensing¬ 
ton  Museum.  They  illustrate  the  steps  by  which  he  was  led  to  the 
construction  of  the  radiometer,  and  to  the  production  of  motion  and 
of  phosphorescence  by  streams  of  electrified  molecules  in  high 
vacua.  Many  of  the  instruments  are  of  the  greatest  historical 
interest.  Among  them  is  included  the  first  radiometer,  with  many 
others,  which  are  described  in  Mr.  Crookes’s  papers  in  the 
“Philosophical  Transactions  of  the  Royal  Society.”  Nearly  all 
the  instruments  are  in  working  order. 

Among  the  financial  schemes  of  the  past  week  was  one  launched 
by  Messrs.  Baring  Bros,  and  Co.,  under  the  title  of  the  Buenos 
Ayres  Water  Supply  and  Drainage  Company,  Limited,  with  a 
capital  of  £3,500,000,  in  £10  shares.  Later  on  it  is  proposed  to 
issue  4  per  cent,  debentures  to  the  amount  of  £5,000,000.  Our 
readers  will  remember  that  an  intimation  of  the  appearance  of  this 
project  was  given  in  the  Journal  last  week.  The  Company  is 
formed  to  take  over  the  concession  obtained  by  Messrs.  Samuel  B. 
Hale  and  Co.  from  the  Argentine  Government,  for  the  acquisition 
and  completion  of  works  for  the  water  supply  and  drainage  of 
Buenos  Ayres.  The  works  are  to  be  completed  within  three  years ; 
and  under  the  terms  of  the  concession,  the  Government  are  to  be 
paid  the  sum  of  £4,200,000,  being  the  amount  stated  to  have  been 
expended  during  the  last  15  years,  exclusive  of  interest.  It  is  esti¬ 
mated  that  50,000  houses  in  the  city  will  be  connected  with  the 
Company’s  service,  and  that  the  rates  therefrom  will  produce  about 
£720,000  per  annum. 

On  the  occasion  of  the  visit  of  the  Prince  of  Wales  to  Derby 
last  week,  as  the  guest  of  Lord  and  Lady  Hindlip,  at  Doveridge 
Hall,  and  to  attend  the  Derby  races,  an  elegant  luncheon-room  at 
the  grand  stand,  which  was  prepared  for  his  use  under  the  super¬ 
intendence  of  Mr.  Henry  Boden,  deserves  a  passing  notice  in  our 
columns,  as  an  example  of  the  excellent  effect  which  may  be 
obtained  by  the  judicious  use  of  the  “  Foo  chow  ”  enamel  manu¬ 
factured  by  Messrs.  Donald  Macpherson  and  Co.,  of  Knott  Mill, 
Manchester.  The  room  was  a  most  successful  representation  of 
an  old  baronial  dining-room,  with  furniture  and  appointments  in 
keeping ;  the  walls  being  covered  with  deal  wainscotting  made  to 
represent  old  oak  by  the  aid  of  the  above-named  material.  Above 
was  a  frieze  of  canvas  enamelled  with  “  Foo-chow”  dead  gold,  in 
imitation  of  “cloth  of  gold.”  Also  by  means  of  the  enamel,  two 
large  round  luncheon  tables  were  converted  into  ‘  old  oak ; 
while  an  ordinary  conventional  ceiling  was  clothed  with  ribs  and 
bosses  which,  to  all  appearance,  might  have  belonged  to  an 
Elizabethan  or  Early  Tudor  dwelling.  The  fireplace  was  of  Coal- 
brookdale  iron  ;  but,  by  the  aid  of  “Foo-chow,”  it  was  made  to 
look  like  majolica.  The  whole  of  the  decorative  work  was  carried 
out  by  Mr.  Macpherson  and  Mr.  Boden  conjointly,  and  reflected 
great  credit  on  their  taste  and  ingenuity. 
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GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  905.) 

A  SHORT  week  and  a  flat  one  was  that  which,  for  the  Stock  Ex¬ 
change,  c^losed  on  Friday — the  house  being  shut  for  repairs  on 
Saturday.  Every  market  and  almost  every  stock  (except  those  in 
which  special  gambling  is  going  on)  has  been  flat ;  and  “  Goschens  ” 
closed  on  Friday  at  the  lowest  tigure,  we  believe,  they  have 
touched — viz.,  9G|.  The  Money  Market  is  in  a  somewhat  anomalous 
condition  ;  and'things  generally  are  out  of  joint.  The  Gas  Market, 
on  the  whole,  has  been  much  calmer;  and  business  has  been  less 
extensive.  An  agreeable  feature  is  the  recovery  of  Gaslight  “  A,” 
which  very  steadily  and  progressively  advanced  day  by  day  from  246 
on  Monday  until  the  final  mark  on  Friday  was  252.  The  nominal 
quotation  shows  a  rise  of  only  2^  ;  but  actual  transactions  were 
more  than  once  recorded  at  figures  above  the  top  price.  South 
Metropolitans  are  down  ;  but  they  were  standing  relatively  higher 
(as  we  remarked  last  week)  than  the  other  Metropolitan  Com¬ 
panies,  and  would  bear  a  little  reduction.  The  “  A  ”  was  done  on 
Friday  at  299 ;  and  it  is  many  a  day  since  it  changed  hands  below 
300.  The  “  B  ”  fell  2,  but  recovered  1  on  Friday  ;  the  final  price 
being  the  best  of  the  week — as  in  the  case  of  Gaslight  “  A.”  The 
quotation  of  Commercial  has  not  moved ;  but  transactions  have 
been  marked  at  rather  lower  figures.  We  believe  this  was 
caused  by  a  quantity  of  stock  being  thrown  on  the  market 
to  close  an  executorship  account.  The  cause  being  removed, 
an  improvement  in  price  may  be  looked  for.  The  Commercial 
Company  are  just  now  inviting  tenders  for  i'87G6  debenture  stock, 
the  unappropriated  balance  of  their  last  issue,  at  not  less  than  L‘123 
per  iTOO  stock.  This  seems  a  moderate  price  to  buy  such  a  high- 
class  security  at,  free  of  commission  and  stamp  duty  ;  and  the 
stock  ought  to  realize  more.  Suburban  Companies  offer  nothing 
for  remark.  Of  the  Foreign  undertakings,  Bahia  has  gone  up 
upon  a  better  state  of  things  being  apparent  in  the  accounts  ;  but 
San  Paulo  is  i  weaker.  Bombay,  Buenos  Ayres,  and  Imperial 
Continental  are  quoted  ex  div.,  at  about  equivalent  figures.  Busi¬ 
ness  in  Water  has  been  quieter ;  but  all  stocks  show  out  very  firm. 
All  variations  in  quotation  are  upward  ;  comprising  an  advance 
of  3  in  each  of  the  Southwark  issues,  and  2  in  West  Middlesex  and 
Lambeth  7^  per  cents. 

The  daily  operations  were :  On  Monday,  Gas  was  moderately 
active  ;  but  prices  were  very  fair,  except  for  South  Metropolitan — 
the  “  A  ”  falling  2j,  and  the  “  B  ”  2.  Water  was  quite  neglected  ; 
but  West  Middlesex  and  Lambeth  7^  per  cent,  rose  2  each.  Gas 
was  quieter  on  Tuesday,  with  greater  firmness  in  Gaslight  “  A,” 
which  improved  l^.  Very  little  done  in  Water,  at  previous  figures. 
Wednesday  was  rather  more  active  for  gas ;  and  Gaslight  “  A  ” 
rose  1  more,  but  South  Metropolitan  “  A  ”  fell  3.  In  Water, 
Southwark  ordinary  rose  1.  Thursday  was  the  busiest  day  of 
the  week  ;  and  Gaslight  “  A  ”  was  still  on  the  upward  march  ;  but 
the  “  C,”  “  D,”  and  “  E  ”  fell  1.  Water  was  quiet  and  unchanged. 
Activity  in  Gas  continued  on  Friday,  with  a  marked  tendency  to 
improve.  South  Metropolitan  “  B  ”  recovered  1 ;  and  Bahia  rose 
In  Water,  Southwark  ordinary  rose  2  more,  and  7^  per  cents.,  3. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  GR08VEN0K  GALLERY  ELECTRIC  LIGHTING  STATION — A  MISLEADING 
STATEMENT — ELECTRIC  LIGHTING  IN  AUSTRALIA — THE  FORTUNES  OF 
THE  FAURE  COMPANY. 

For  the  first  time  since  its  establishment,  the  Grosvenor  Gallery 
electric  lighting  station  has  been  shown  to  representatives  of  the 
press ;  and  last  week’s  lyidustries  contains  a  full  account  of  this 
remarkable  installation.  Through  good  and  evil  report,  the 
managers  of  this  undertaking  have  persevered  in  their  attempt  to 
make  the  Gaulard  and  Gibbs  system  a  working  success,  until  they 
have  not  only  secured  the  largest  and  probably  most  profitable 
electric  lighting  business  in  England,  but  have  also  ascertained  by 
experience  the  necessary  data  on  which  to  plan  the  Deptford  station 
recently  mentioned  in  this  column.  When  that  establishment  is  in 
working  order,  the  Grosvenor  Gallery  station  will  probably  be 
superseded.  It  will  then  have  served  its  purpose,  and  the  removal 
of  the  generating  factory  from  Bond  Street  will  be  a  welcome 
change  for  all  concerned.  We  cannot  withold  an  expression  of 
respect  for  the  quiet,  determined,  and  businesslike  way  in  which, 
on  the  whole,  this  Grosvenor  Gallery  experiment  has  been  carried 
out.  While  other  electricians  have  been  lecturing  all  over 
the  country,  and  telling  what  wonders  they  could  do  if 
only  the  “  infamous  ”  Electric  Lighting  Act  of  1882  would  permit 
them,  the  Grosvenor  Gallery  managers  were  pushing  trade 
and  gleaning  experience  as  though  no  such  enactment  had 
been  in  existence;  thus  justifying  the  position  always  taken 
up  by  the  Journal,  that  there  was  nothing  in  the  Act  to  deter 
honest  enterprise,  whatever  obstacles  it  might  put  in  the  way  of 
merely  speculative  ventures.  Now  that  the  Act  has  been  amen¬ 
ded  it  is  the  Grosvenor  Gallery  people  who  are  ready  to  take  advan¬ 
tage  of  it  first ;  though  we  are  not  by  any  means  sure  that  they 
would  not  have  started  larger  works  even  if  there  had  not  been 
any  alteration  of  the  law,  since  their  business  required  better 
accommodation.  The  practical  success  of  the  station  has  appa¬ 
rently  been  largely  due  to  the  care  and  skill  of  the  electrician- 
engineer  in  charge,  Mr.  S.  Z.  de  Ferranti,  who  succeeded  to  the  post 
in  the  beginning  of  1886,  when  the  station  supplied  only  1000  lamps 
in  all.  At  that  time  the  original  Gaulard  and  Gibbs  system  was 


in  use ;  but  Mr.  Ferranti  soon  modified  this  order  of  things,  and 
introduced  a  transformer  of  his  own.  At  present  the  collective 
energy  of  the  steam-engines  working  at  this  station  is  IGOO-horse 
power.  About  280  customers  are  supplied,  taking  1400-horse  power 
of  electrical  energy.  At  the  moderate  estimate  of  10  lamps  per  horse 
power,  this  would  mean  14,000  lamps  in  all — a  very  different 
estimate  from  the  GO, 000  lights  which  the  station  has  been 
reported  in  some  quarters  to  be  supplying.  It  is  not  to  be 
wondered  at  that  the  Grosvenor  Gallery  experiment —  being  well 
managed,  and  giving  a  fairly  good  light — should  have  prospered  to 
this  extent  in  such  a  choice  neighbourhood  as  Bond  Street.  The 
lowest  charge  to  any  consumer,  however  small,  is  i;20  per  annum, 
which,  as  the  writer  in  Industries  is  forced  to  admit,  “is  likely  to 
act  as  a  deterrent  to  very  small  consumers.”  The  present  charge 
for  current,  above  the  minimum  stated,  is  after  the  rate  of  74d.  per 
Board  of  Trade  unit,  which  is  not  far  from  gas  at  7s.  6d.  per  1000 
cubic  feet.  The  average  consumption  per  head  of  the  list  of  con¬ 
sumers  is  5-horse  power,  or  (say)  50  lamps,  which  is  admittedly  high, 
and  points  to  the  fact  that  the  majority  of  the  subscribers  are  large 
consumers — theatres,  restaurants,  &c.  That  is  to  say,  as  we  have 
always  recognized,  the  only  demand  is  for  the  purposes  of  luxury, 
and  would  not  be  paralleled  anywhere  save  in  wealthy  quarters  of 
the  town. 

Messrs.  Carey  and  Fricker,  electrical  engineers  and  contractors, 
of  Westminster,  have  issued  a  pamphlet  dealing  with  the  cost  of 
electric  lighting  in  installations  varying  in  size  from  50  to  1000 
IG  candle  power  lamps,  and  comparing  the  cost  with  gas  at  3s.  per 
1000  cubic  feet.  Of  course,  the  electricians  make  out  electric 
lighting  to  be  always  cheaper  than  gas.  In  a  plant  for  supplying  250 
lamps,  for  example,  they  show  that  the  electric  light  would  cost 
£260  a  year,  as  against  £328  for  gas.  This  is  a  little  too  audacious, 
even  for  partisans  of  electricity  ;  and  accordingly  Messrs.  Carey 
and  Fricker  have  been  gently  admonished  by  some  of  our  contem¬ 
poraries  that  they  have  overshot  the  mark  in  their  zeal.  The  time 
has  gone  by,  however,  when  much  damage  could  be  done  in  this 
way.  Everybody  knows  now  that  incandescent  electric  lighting  is 
about  twice  or  three  times  the  cost  of  gas  in  the  United  Kingdom ; 
and  the  assertions  of  interested  parties,  however  artfully  put  forward, 
will  not  prevail  against  common  knowledge. 

The  proprietors  of  the  Australian  Electric  Light,  Power,  and 
Storeage  Company  have  just  held  their  sixth  annual  general 
meeting — a  good  old  age  for  a  concessionary  Brush  concern.  Of 
course,  there  was  a  loss  on  the  year’s  revenue  account ;  and 
equally  of  course,  the  Chairman  congratulated  his  auditory  upon 
the  splendid  future  opening  up  before  the  concern.  The  Company 
was  on  the  point  of  winding  up  a  year  ago,  but  was  kept  afloat 
principally  with  a  view  to  seeing  whether  any  profit  could  be  made 
in  connection  with  the  lighting  of  the  Melbourne  Exhibition.  The 
local  agent  of  the  Company  succeeded  in  getting  the  contract  for 
the  lighting  of  the  whole  of  the  buildings  ;  and  although  it  was 
admitted  that  there  was  very  little  money  at  the  back  of  the 
concern,  the  Directors  contrived  to  get  the  necessary  plant  from 
the  parent  Brush  Company,  paying  for  it  as  the  remittances  came 
from  Australia.  It  may  therefore  be  said  that  the  Brush  Company 
did  the  work  and  the  Australian  Company  acted  as  intermediaries 
— clearing  £4000  or  £5000  by  the  transaction ;  which  means  that 
the  Exhibition  Commissioners  were  somehow  induced  to  pay  for 
their  lighting  so  much  more  than  it  was  worth.  These  matters 
are  always  mysteries,  however.  The  statement  of  the  Chairman 
was  regarded  as  so  satisfactory  that  he  was  actually  re-elected  ; 
and  the  meeting  dispersed  without  any  proposition  for  winding 
up  being  made  from  either  side  of  the  table — a  remarkable 
thing  in  connection  with  a  meeting  of  this  class  of  companj'. 

The  unsatisfactory  state  of  the  law  relating  to  joint-stock  com¬ 
panies  was  illustrated  once  more  last  week  in  thejudgment  of  Mr. 
Justice  Kay  in  the  action  brought  by  the  liquidators  of  the  notorious 
Faure  Accumulator  Company  against  certain  of  the  Directors  of 
the  now  defunct  concern.  The  object  of  the  suit  was  to  make 
these  Directors  personally  liable  for  the  money  that  was  lost, 
squandered,  and  generally  misapplied  during  their  tenure  of  power. 
It  would  be  impossible,  in  the  limited  space  at  our  disposal,  to 
explain  all  the  grounds  upon  which  the  Directors  were  attacked. 
Suffice  it  to  say  that  the  attempt  to  make  them  liable,  as  though 
they  had  occupied  the  position  of  trustees,  failed  signally.  It  was 
laid  down  that  directors  of  a  joint-stock  company  are  in  no  sense 
trustees  ;  and  that  they  are  not  personally  responsible  for  any  loss 
that  accrues  through  their  mismanagement,  provided  there  is  no 
fraud.  A  shareholder  of  the  hapless  Company  has  written  to  a 
financial  contemporary  stating  that,  before  going  into  liquidation, 
all  the  Directors  and  “  those  in  the  swim  ”  exchanged  their  shares 
with  liability  for  fully-paid  shares  (how  created,  nobody  knows)  ; 
leaving  about  26  shareholders  on  the  list  of  contributories  liable 
for  calls.  This  is  a  strange  tale,  if  true. 


Natural  Gas  a  Failure  in  Manufacturing  Operations. — 
Writing  to  Industries  on  the  3rd  inst.,  the  New  York  Correspon¬ 
dent  of  our  contemporary  says :  “I  hear  that  the  manufacturers 
of  the  Ohio  Valley  are  abandoning  the  use  of  natural  gas  and  re¬ 
turning  to  coal,  on  account  of  the  irregularity  in  the  supply  and 
the  high  price.  Many  of  them  have  gone  to  great  expense  in 
changing  their  plants  from  coal  to  gas  burners ;  but  the  present 
high  price  of  gas  almost  prohibits  its  economical  use.  Gas’  should 
be  furnished  at  as  low  a  price  as  coal,  or  lower  ;  but  during  the 
past  year  the  expense  has  been  20  per  cent,  over  what  it  formerly 
was  with  coal.” 
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GAS  MATTERS  AT  THE  MUNICIPAL  ELECTIONS. 

Gas  matters,  as  usual,  received  a  large  share  of  attention  in  the 
municipal  elections  throughout  the  manufacturing  towns  ot 
Lancashire  and  Yorkshire.  In  a  few  instances,  the  interest  has 
been  so  great  as  to  well  nigh  overshadow  every  other  question. 

At  Halifax,  Leeds,  and  Salford  gas  has  had  an  unenviable  promi¬ 
nence  ;  and  various  phases  of  so-called  scandals  have  furnished 
material  for  many  speeches,  and  texts  for  numerous  election 
addresses.  Some  of  these  speeches  and  addresses  have  already 
been  noticed  in  the  Journal  ;  and  our  readers  are  sumciently 
acquainted  with  the  subjects  to  which  they  pertained.  H  would 
be  as  tiresome  as  it  is  unnecessary  to  go  over  the  old  ground  ,  and 
we  propose  merely  to  glance  at  cases  in  which  gas  has  entered 
less  prominently  as  a  factor  in  determining  the  elections.  _ 

At  Wi"an  there  was  a  reminiscence  of  an  old  scandal  in  tne 
candidature  of  Mr.  Worthington,  who  has  been  Chairman  of  the 
Investigation  Committee.  He  seems  to  have  thought  it  necessary 
to  defend  the  proceedings  of  that  body ;  and  though  he  did  not 
throw  much  new  light  on  what  is  now  to  a  large  extent  ancient 
history,  he  stated  one  or  two  things  not  generally  known.  It 
sounds  like  an  echo  of  the  far  past  to  be  reminded  that  for  many 
months  Mr.  Worthington  hotly  denounced  the  administration  of 
the  gas  undertaking,  and  was  unheeded  until  what  he  calls  ‘‘the 
Salford  burst-up”  happened.  The  Committee  of  inquiry  which  he 
wanted  came  then  as  a  matter  of  course.  He  was  forced  to  occupy 
the  position  of  Chairman ;  and,  as  he  told  the  electors,  found  that 
a  great  amount  of  labour  had  been  put  upon  him.  One  statement 
which  he  made  seems  to  call  for  some  explanation.  The  first  part 
of  his  Committee’s  report  has,  he  said,  already  been  made  public 
property.  As,  however,  no  copy  of  it  has  been  suffered  to  leave 
the  Town  Clerk’s  office,  except  upon  the  personal  application  of  a 
burgess,  the  phrase  ‘‘public  property  ”  is,  of  course,  to  be  inter¬ 
preted  in  a  modified  sense.  Under  these  circumstances,  Aiij- 
Worthington’s  summary  of  the  report  is  interesting.  ‘‘  While,” 
he  said,  ‘‘  no  extensive  money  frauds  are  made  known,  it  does 
show  that,  upon  several  transactions,  a  larger  price  was  paid  for 
cannel  than  the  colliery  people  stated  they  had  received.  The 
report  also  showed  that  the  work  in  connection  with  extensions  had 
been  varied  in  almost  every  particular.”  ‘‘  Mind  you,’’  he  added, 

‘‘  I  am  not  saying  that  the  contractors  made  these  variations  of  their 
own  accord.  There  is  no  doubt  they  had  some  understanding, 
written  or  verbal ;  but  it  was  curious  that,  when  the  alterations 
were  in  their  favour — and  they  were  not  a  few— not  a  word  was 
said  about  it.”  The  differences  found  to  exist  in  favour  of  the 
contractors  have  amounted,  it  appears,  to  thousands  of  pounds, 
and  claims  to  the  extent  of  A‘2000  have  already  been  withdrawn. 
In  one  case  the  Corporation  have  been  served  with  a  writ  for  over 
J;1000 ;  and  there  are  other  claims  pending.  But  Mr.  Worthington 
was  sanguine  that  nearly  ^£2000  more  will  be  saved  to  the  rate¬ 
payers.  It  will  not  encourage  municipal  reformers  to  learn  that  Mr. 
Worthington  lost  his  election,  though  his  labours  in  connection  with 
the  Investigation  Committee  were  not  the  only  service  he  rendered 
the  ratepayers.  In  one  of  his  speeches,  he  took  occasion  to  warn 
them  against  expecting  over-much  profit  from  the  gas-works. 
The  average  net  price  of  gas  in  Wigan  is  2s.  8|d.  per  1000  cubic 
feet,  and  the  charges  for  interest  amount  to  Is. ;  so  that,  as  Mr. 
Worthington  put  it,  the  margin  is  not  sufficient  to  justify  the  rate- 
])ayers  in  being  sanguine  of  much  relief  in  that  direction.  In 
fact,  as  another  speaker  said,  though  gas  is  manufactured  cheaply 
in  Wigan,  the  capital  stands  at  a  large  figure ;  and  the  consumption 
will  have  to  be  very  much  increased  before  the  works  will  pay. 
Perhaps  the  suggestion  that  advantage  would  accrue  all  round  from 
selling  gas  to  the  out-townships  at  a  lower  rate  than  is  now 
charged  may  some  day  b^ar  fruit. 

Rochdale  narrowly  escaped  inclusion  in  the  list  of  towns  in 
which  discussions  on  the  coal  contracts  have  led  to  charges  of  mal¬ 
administration.  Several  references  have  already  been  made  to 
the  subject  in  our  columns ;  and  it  is  sufficient  to  say  here  that 
one  member  of  the  Gas  Committee  charged  his  colleagues  with 
having  practically  ignored  all  the  considerations  which  are  sup¬ 
posed  to  enter  into  the  letting  of  large  contracts,  and  that  the 
Chairman  and  other  members  of  the  Committee  gave  a  specific 
denial  to  each  of  his  allegations.  In  the  end,  the  author  of  the 
original  statement  publicly  declared  that  he  did  not  impute  either 
wilful  neglect  or  dishonesty  to  his  colleagues.  The  matter,  which 
at  first  had  a  serious  look,  resulted  in  a  trivial  dispute  as  to  which 
of  two  qualities  of  coal  is  really  the  cheaper,  and  as  to  who  knows 
most  of  the  gas-making  properties  of  coal — the  Chairman  of  the 
Gas  Committee,  or  L  gentleman  who  started  the  discussion,  and 
who  seems  to  be  connected  with  the  coal  trade.  This,  however, 
was  not  the  only  question  affecting  the  gas-works  talked  about  at 
the  municipal  elections.  There  was  a  demand  from  more  than  one 
quarter  for  a  reduction  in  the  price  of  gas.  The  Corporation 
sells  gas  at]  a  high  rate,  in  order  to  make  up  for  the  loss  anniLally 
sustained  on  account  of  the  water- works  ;  and  though  a  reduction 
in  the  price  has  been  made  within  the  last  twelve  months,  it  has 
only  served  to  whet  the  appetite  of  the  consumers  for  more.  The 
question  appears  to  have  been  very  largely  discussed  from  individual 
points  of  view.  Men  who  have  large  gas  bills  are  naturally 
anxious  that  the  price  shall  be  reduced,  even  though  the  rates 
should,  as  a  consequence,  be  increased;  while,  on  the  other  hand, 
property-owners  and  others  who  are  large  ratepayers,  but  small 
consumers  of  gas,  have  manifested  a  strong  desire  to  see  the  gas 
and  water  undertakings  ‘‘  balance  each  other.”  It  is  interesting 
to  note  that,  in  support  of  the  ‘‘  balancing  ”  theory,  the  example  of 
Oldham  was  cited  by  a  speaker,  who  is  evidently  unacquainted  with 


the  later  municipal  history  of  that  town.  One  of  his  a,rguments 
was  that  it  would  be  unwise  to  reduce  the  price  of  gas,  because  it 
might  lead  to  an  abolition  of  the  differential  rate  charged  in  the 
out-townships,  and  thus  extinguish  a  large  portion  of  P*"® 
by  which  the  loss  on  the  water-works  is  met.  Had  he  known 
t4t,  in  the  case  of  Oldham,  Parliament  put  a  peremptory  stop 
to  this  system  of  “plundering”  the  gas  consumer  in  order 
that  the  water  consumer  and  ratepayer  rnay  reap  tne 
benefit,  he  might  have  cast  about  for  some  other  example  to 
enforce  his  argument.  Another  gentleman  told  the  ratepayers 
that  he  had  long  thought  over  the  question  of  the  price  ot  gas, 
and  the  propriety  of  reducing  it  to  the  actual  cost,  ihe  con- 
elusion  he  had  arrived  at  was  that  the  ratepayers  ought  to  e 
regarded  in  two  lights— first,  as  proprietors  of  the  gas-works, 
and  then  as  consumers.  In  the  former  character 
entitled  to  a  fair  return  on  the  business  done,  and  m  the  latter 
they  haye  a  right  to  purchase  the  commodity-— gas  at  a  lair 
price.  And  there,  just  as  he  was  becoming  interesting,  the 
speaker  stopped.  In  connection  with  the  question  of  P^ice,  it 
may  be  worth  while  to  quote  the  statement  *at  in  1859  the 
amount  of  profit  was  ^2902 ;  in  1865,  it  was  A2368 ;  and  in  the 
year  ended  March  last,  it  was  1:15,502.  The  latter  is  a  large 
figure.  According  to  the  gentleman  responsible  for  the  statistics, 
it  is  equal  to  a  rate  of  Is.  2d.  in  the  pound ;  so  that  if  gas 
were  sold  at  cost  price,  the  addition  to  the  rates  to  make  up 
the  deficiency  would  be  a  very  substantial  one.  One  other 
subject  referred  to  in  the  election  speeches  was  the  increase  in  the 
salalry  of  the  Gas  Manager  (Mr.  T.  Banbury  Ball).  The  gentle¬ 
men  who  cut  down  that  advance  to  one-half  of  tlie  oiigmal 
proposal  of  the  Gas  Committee,  made  the  most  of  their  heroic 
conduct;  and,  of  course,  posed  as  great  economists.  It  is  rea  y 
wonderful  how  far  a  little  of  the  virtue  of  economy  goes  in 

municipal  elections.  .  ^  i  „„ 

Since  Oldham  has  been  referred  to,  it  will  not  be  out  ot  place 
to  just  glance  at  what  was  said  there,  though  happily  gas  was  not 
this  year  one  of  the  prominent  questions  in  the  elections  in  that 
borough.  Several  of  the  speakers  took  credit  to  themselves  for 
the  reduction  of  2d.  per  1000  cubic  feet  which  has  been  made  in 
the  price  of  gas  ;  but  one  gentleman  rather  dimmed  the  glory  of 
the  others  by  an  untimely  reminder  that  the  price  was  reduced 
because  the  Gas  Committee  are  not  now  allowed  to  make  such 
large  profits  as  before.  One  Councilman,  who  was  evidently 

anxious  to  magnify  the  importance  of  the  tha 

formed  the  burgesses  whom  he  addressed  that,  since  1853  the 
Committee  have  paid  in  relief  of  the  rates  more  than  ^200, 000, 
and  have  aided  the  water-works,  when  that  undertaking  was  worked 

at  a  loss,  to  the  extent  of  J;i00,000.  ,  ,  .u 

The  ratepayers  of  Bury  continue  to  be  vexed  by  what  they  con¬ 
sider  the  excessive  sinking  fund  charges  imposed  upon  tne™  by  t,  leir 
Local  Act  of  1885,  which  they  intend  to  get  modified,  if  possible, 
in  the  session  of  1889.  Under  the  Acts  in  force  before  1885,  the 
Corporation  had  50  years  in  which  to  pay  off  the  liability  upon  the 
gas-works,  100  years  for  the  water-works,  and  60  years  for  the 
loans  for  other  purposes.  But  Parliament  cut  these  periods  down  to 
27  years,  43  years,  and  35  years  respectively  ;  and  the  result  has 
been  an  increase  of  ^8000  or  £10,000  per  annum  in  the  amount  to 
be  raised  on  account  of  the  debt.  This  is  not  peculiarly  a  gas 
matter;  and  the  administration  of  that  department  did  not 
enter  very  largely  into  public  discussion,  as  why  should  it  with 
gas  at  2s.  per  lO'OO  cubic  feet  ?  There  was  a  suggestion  that  it 
might  be  wise  to  reduce  the  price  to  the  consumers  m  the  out- 
townships,  and  also  to  those  in  the  district  added  to  the  boroug 
under  recent  Improvement  Acts,  who  are  exceptionally  treated  in 
reference  to  some  matters  of  rating.  The  fear  expressed  with  refer¬ 
ence  to  these  people  was  that  they  might  be  driven,  by  the  leeling 
of  injustice  done  to  them  by  the  higher  price  they  are  charged,  to 
resort  to  the  use  of  oil  or  some  other  illuminant,  and  tl^t  thereby 
they  will  be  lost  as  customers  to  the  Gas  Committee.  One  ot  the 
speakers  reminded  the  ratepayers  of  the  success  which  has  attended 
the  manufacture  of  sulphate  of  ammonia  at  the  works  since  it  was 
commenced  three  years  ago,  and  stated  that  the  Gas  Committee 
have  under  consideration  the  question  of  the  distillation  oi  t^r, 
which  they  believe  may  be  undertaken  with  similar  proht  and 
success.  They  have  also  in  contemplation  a  scheme  for  the  haulage 
of  coal  from  the  railway  to  the  works,  which  will  save  £600  a  yeM 
in  cartage.  He  added  that  in  1884,  with  gas  at  3s.  4d.  per  lOTO 
cubic  feet,  the  Committee  made  a  profit  of  £15,168  ;  while  in  1888, 
with  the  price  2s.  5d.,  they  made  £12,178.  This  year  the  price  has 
been  reduced  by  5id.,  which  means  a  loss  m  profat  ol  £4500. 

Two  or  three  little  poin  1 1  cropped  up  at  Bolton  in  connection 
with  the  gas-works.  The  recent  difference  with  the  stokers  was 
referred  to  by  some  gentlemen,  who  were  anxious  to  convince 
the  working  men  voters  that  “  Codlin’s  your  friend,  not  ofaort. 
There  was  also  some  discussion  as  to  the  reduction  m  the  price 
of  gas  which  has  been  made  this  year.  Some  members  of  the 
Council,  it  appears,  thought  the  amount  of  the  reduction  shoiild 
have  been  6d.  per  1000  cubic  feet ;  but  the  majority  declined  to  let 
the  whole  profit  be  swept  away,  especially  as  some  of  them  be¬ 
lieved  the  outside  consumers  would  get  the  greater  part  ot  the 
benefit  of  such  a  step.  A  queer  suggestion,  that  the  reduction 
should  be  restricted  to  large  consumers,  seems  to  have  been  made 
in  Committee,  and  was  naturally  a  subject  of  animad-rorsion  at 
meetings  of  working  class  electors.  It  was  boasted  by  the  Chairman 
of  the  Gas  Committee  that  the  profits  made  by  the  gas-works  since 
1871,  when  the  Corporation  acquired  the  undertaking,  would  soon 
amount  to  a  sum  equal  to  the  cost  of  the  Town  Hall,  which,  as 
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“  loud  cheers  ”  greeted  the  announcement,  was  no  doubt  a  costly 
building.  In  connection  with  the  question  of  the  stokers’  treat¬ 
ment,  it  is  interesting  to  note  that,  in  dealing  with  it,  one  of  the 
Councillors  paid  a  compliment  to  the  Manager  (Mr.  W.  Smith), 
whom  he  spoke  of  as  a  very  able  man,  who  has  saved  the  town 
no  less  than  i:i5,000  in  one  year.  There  was,  however,  consider¬ 
able  mud-throwing  during  the  contest.  One  speaker  stated  that 
certain  members  of  the  Council  are  interested  in  a  Colliery  Com¬ 
pany  which  supplies  coal  to  the  gas-works  (but  this  met  with  a 
prompt  and  emphatic  contradiction) ;  while  another  quoted  the 
Bray  pamphlet  on  The  Gas  Institute  as  an  argument  against  the 
practice  of  sending  the  Chairman  and  Manager  to  Institute  meet¬ 
ings.  In  municipal  contests,  any  stick  seems  good  enough  to  beat 
an  opponent  with  ;  and  the  ease  with  which  base  insinuations  are 
made  is  only  equalled  by  the  eagerness  with  which  they  are  often¬ 
times  swallowed. 

Warrington  did  not  furnish  much  in  the  way  of  discussion  on 
gas  matters.  There  was  a  good  deal  of  grumbling  at  the  price,  and 
some  references  to  the  changes  in  the  management  which  caused 
such  an  outburst  a  few  months  ago  ;  but  Warrington  people  have 
another  grievance  just  now  ;  and  the  gas-works  were  only  occa¬ 
sionally  spoken  of. 

At  Manchester  the  price  of  gas  was  a  subject  of  frequent  dis¬ 
cussion.  Many  of  the  candidates  agreed  that  it  is  too  high,  and 
that  the  profit  made  by  the  Corporation  is  too  large.  As  the  rate  to 
which  the  Committee  ought  to  reduce  the  price  of  gas,  2s.  per  1000 
cubic  feet  was  suggested — or  something  less,  said  one  gentleman. 
Those  who  are  concerned  about  the  smoke  nuisance  pointed  out, 
of  course,  that  a  substantial  reduction  of  price  would  lead  to  a 
more  extensive  use  of  gas-stoves,  with  the  result  that  the  pollution  of 
the  atmosphere  would  be  lessened,  while  trade  would  be  stimulated 
in  certain  channels.  There  were  differences  of  opinion,  however, 
as  to  the  extent  of  the  reduction  ;  for  while  some  candidates  were 
in  favour  of  gas  being  sold  at  cost  price,  others  held  that  the  price 
should  clear  the  cost  of  production,  and  provide  a  “  fair  business 
profit  ”  on  the  capital  outlay.  The  system  of  setting  aside  a  large 
sum  annually  as  a  depreciation  fund,  in  addition  to  the  amount 
absorbed  by  the  sinking  fund,  was  condemned  by  more  than  one 
candidate  for  office.  One  suggestion,  as  an  alternative  to  the 
reduction  of  price,  was  that  the  city  should  be  better  lighted 
throughout,  and  lamps  put  up  in  the  dark  places.  The  audience 
heartily  endorsed  the  remark  that  this  would  bo  better  than  giving 
large  sums  yearly  to  the  Improvement  Committee,  to  waste  on 
Victoria  Hotels  and  other  jobs.  Nor  was  the  question  of  the 
cost  of  collection  overlooked.  It  was  stated  that  there  are  36 
collectors  of  gas  accounts,  some  of  whom  it  was  hinted  owe  their 
positions  to  the  influence  of  members  of  the  Council.  The  cost  of 
collection  was  put  at  as  much  as  1|  per  cent,  of  the  amount 
collected;  and  it  was  argued  that  the  work  might  be  consoli¬ 
dated  and  the  staff  reduced  considerably  below  tho  present  strength. 
If  pledges  go  for  anything,  both  this  question  and  that  of  the  price 
at  which  gas  is  sold  ought  to  receive  attention  at  an  early  date. 

In  Safford  there  were  other  gas  questions  discussed  besides  those 
having  reference  to  coal  contracts.  The  case  of  the  stokers  was 
one  of  these.  Among  the  Salford  ratepayers,  as  among  those  of 
Bolton,  there  seems  to  be  considerable  sympathy  with  the  stokers  ; 
and  as  this  appears  to  exist  in  exact  proportion  to  the  ignorance  of 
the  facts  of  the  recent  dispute,  it  made  a  capital  election  cry.  One 
speaker  politely  suggested  that  the  present  Gas  Manager  should 
be  “  sacked,”  and  the  Gas  Committee  dismissed  ;  for  they  were 
endeavouring  to  cheapen  gas,  while  they  were  slowly  murdering 
the  poor  stokers!  Others  had,  however,  the  honesty  to  plead 
for  a  fair  field  for  the  new  Committee,  until  they  have  had  a 
chance  of  carrying  out  the  reforms  needed  in  the  department. 
The  price  of  gas  and  its  quality  were  also  discussed  ;  and  reduction 
of  one  and  improvement  of  the  other  were  advocated  and  promised 
on  more  than  one  platform. 

In  many  of  the  smaller  towns,  there  have  been  reductions  in  the 
price  of  gas  during  the  past  year  ;  and  the  clamour  for  cheap  gas 
has  therefore  been  less  loud  and  persistent  than  is  frequently  the 
case.  The  subject  has,  however,  not  been  entirely  neglected  ;  for 
it  forms  a  very  convenient  and  ready  election  cry.  A  demand  for 
cheaper  gas  or  better  gas  has  therefore  figured  in  many  election 
addresses  ;  but  in  only  a  few  instances  has  the  question  been  at  all 
prominent. 


The  London  Water  Companies  and  the  Thames  Conservators. 
— A  correspondent  has  called  our  attention  to  the  statement  in 
the  first  paragraph  of  the  article  on  “  Water  and  Sanitary  Affairs  ” 
last  week,  that  the  Conservators  of  the  Thames  receive  iloOOO 
annually  from  the  London  Water  Companies,  under  certain 
guarantees  for  maintaining  the  purity  of  the  water.  He  points 
out  that  this  was  the  sum  paid  in  1866.  It  is,  however,  much 
higher  now ;  having  been  raised  to  i£12,000  in  1870,  and  to 
^£18,000  last  year. 

Naphthalene  A  Cure  foe  Dysentery. — Dr.  Taylor,  of  “  Science 
Gossip,”  writing  in  the  Australasian,  says:  “  For  some  time  past 
naphthalene  has  been  a  source  of  some  trouble  to  gas  companies 
generally.  Now  it  appears  as  if,  like  all  other  ‘  waste  substances,’ 
— which  are  only  ‘  waste  ’  because  we  do  not  know  what  to  do  with 
them — naphthalene  will  come  into  vogue  for  special  as  well  as 
general  uses.  Medical  men  have  discovered  that  it  is  a  valuable 
drug  in  cases  of  dysentery,  summer  diarrhoea,  and  other  intestinal 
disorders.  Injections  of  it  have  proved  valuable  in  cases  of 
dysentery.” 


WATER  ACTS  FOR  1888. 

Last  week  (p.  842)  we  gave  an  abstract  of  the  Acts  relating  to 
the  supply  of  water  by  Companies  passed  during  the  last  session 
of  Parliament ;  and  we  complete  to-day  the  Water  Legislation  of 
the  year  by  briefly  referring  to  the  Acts  passed  at  the  instigation 
of  Corporations  and  other  public  bodies. 

The  Falkirk  and  District  Water  Act  incorporates  a  public  Trust 
for  better  supplying  with  water  the  burgh  of  Falkirk  and  neigh¬ 
bourhood.  The  Act  constitutes  a  board  of  sixteen  trustees  for  this 
purpose,  as  a  body  corporate,  part  elective.  The  existing  water¬ 
works  of  the  Commissioners  of  Falkirk  are  vested  in  the  new 
body,  who  are  empowered  to  extend  them  by  the  construction  of 
an  impounding  reservoir  on  the  Earl’s  Burn,  another  on  Faughlin 
Burn,  and  two  others,  together  with  filters  and  accessory  works, 
to  be  completed  within  seven  years.  The  trustees  are  empowered 
to  borrow  TfiO.OOO.  The  Hexham  Local  Board  (Water)  Act 
enables  the  Board  to  construct  water-works  for  the  supply  of 
their  district,  taking  the  water  of  certain  springs,  and  distributing 
it  from  a  service  reservoir,  under  restriction  as  to  quantity  to  be 
abstracted.  The  sum  of  J10,0000  is  to  be  borrowed  for  this 
purpose  ;  and  rates  ranging  from  to  5  per  cent,  are  chargeable 
for  domestic  supplies.  The  Hinckley  Local  Board  Water  Act 
authorizes  the  construction  of  water- works  by  the  Local  Board; 
the  said  works  comprising  means  for  collecting  and  distributing 
the  water  found  in  a  disused  coal  shaft.  The  rate  for  domestic 
supplies  is  to  be  10  per  cent,  upon  the  rateable  value.  Borrowing 
powers  to  the  extent  of  i;45,000  are  conferred  by  the  Act.  The 
Newport  (Monmouthshire)  Corporation  Water  Act  transfers  the 
undertaking  of  the  Newport  Water-Works  Company  to  the  Cor¬ 
poration.  The  consideration  for  the  transfer  is  the  payment  of 
iilO.OOO  in  cash  for  distribution  among  the  “  A  ”  shareholders,  and 
of  annuities  calculated  as  follows  : — The  holders  of  “  A  ”  and  “  B  ” 
stock  receive  8  per  cent. ;  the  owners  of  preference  stock,  6  per 
cent. ;  and  holders  of  “  C  ”  shares,  14s.  per  share.  The  Company 
retain  their  reserve  fund,  and  cash  balance  on  date  of  transfer. 
These  annuities  are  redeemable — preference  after  30  years,  and 
ordinary  after  20  years — at  twenty-five  years’  purchase.  New 
works  are  to  be  constructed  within  five  years.  For  the  purposes 
of  the  Act,  the  Corporation  are  authorized  to  borrow  the 
various  sums  of  TIO.OOO,  ^1255, 000,  and  .£4000.  The  Halifax 
Corporation  Water-Works  Act  enables  the  Corporation  to 
enlarge  their  works  by  the  construction  of  three  impounding 
reservoirs  upon  the  Alcomden  or  Walshaw  Dean  Water,  in  the 
township  of  Wadsworth  and  parish  of  Halifax,  to  be  completed 
within  seven  years.  The  Corporation  are  to  supply  water  in  bulk 
to  the  Hebden  Bridge  Local  Board,  at  the  rate  of  4d.  per  1000 
gallons  for  seven  years,  and  for  ever  afterwards  at  fi^d.  per 
1000  gallons.  The  price  of  water  supplied  in  bulk  to  the  Local 
Boards  for  the  districts  of  Brighouse,  Elland,  Greetland,  and 
Sowerby  Bridge,  and  the  Rastrick  Water-Works  Company  is  fixed 
at  fid.  per  1000  gallons.  The  Corporation  were,  by  an  Act  passed  in 
1870,  authorized  to  borrow  £300,000  for  water-works  purposes,  of 
which  £118,000  had  been  raised,  and  a  further  expenditure  of 
£2fi,000  had  been  incurred.  The  present  Act  forbids  the  borrow¬ 
ing  any  more  money  under  this  former  Act.  For  the  purposes  of 
tho  new  enterprise,  the  sum  of  £180,000  may  be  raised,  to  be 
repaid  in  60  years.  The  Hamilton  Water  Act  authorizes  the  con¬ 
struction  of  additional  water-works  for  the  Hamilton  Water- 
Works  Commissioners,  consisting  of  an  impounding  reservoir 
upon  the  Cadzow  Burn,  to  be  completed  within  five  years  ;  the 
sum  of  £2fi,000  being  raised  for  this  purpose.  The  Stockton  and 
Middlesbrough  Water  Works  Act  amends  the  Acts  relating  to  the 
supply  of  water  by  tlie  Stockton  and  Middlesbrough  Water  Board, 
extending  the  period  allowed  for  the  construction  of  certain  works, 
and  regulating  the  quantity  of  water  to  be  taken  from  the  River 
Tees.  The  Act  contains  a  clause  sanctioning  the  payment  of 
interest  on  money  borrowed  out  of  capital  during  the  construction 
of  the  works.  'The  Corporation  of  Stockton  are  authorized  to 
borrow  £20,000,  and  the  Corporation  of  Middlesbrough  £24,000 
for  the  purposes  of  the  Act.  The  South  Stockton  Local  Board  are 
also  authorized  to  borrow  two  sums — £llfifi  and  £4000  respec¬ 
tively.  The  Lancaster  Corporation  Act  contains  a  few  clauses 
relating  to  water.  It  provides  that  the  Corporation  may,  if  they 
think  fit,  refuse  to  supply  water  for  domestic  purposes,  except  by 
meter,  and  regulates  the  matter  of  compensation  water.  The 
Llanelly  Local  Board  Act  contains  clauses  forbidding  the  levying 
of  a  water  rate  by  the  Board,  and  charging  all  loans  heretofore 
raised  on  the  security  of  such  a  rate  to  the  general  district  fund. 
Power  is  taken  to  establish  a  water- works  renewal  fund,  to  the 
extent  of  £10,000,  by  annually  setting  aside  not  more  than  £400 
out  of  the  net  profits  of  the  undertaking.  The  Nelson  Local 
Board  Act  empowers  the  Board  to  construct  water-works,  im¬ 
pounding  the  Ogden  Water  and  Black  Moss  Water,  to  be  com¬ 
pleted  in  ten  years.  The  sum  of  £130,000  is  to  be  borrowed  for 
this  purpose.  The  Perth  Water  and  Gas  Act  enables  the  Com¬ 
missioners  to  sink  an  additional  filtering- well  in  the  Moncreiffe 
Island  of  the  River  Tay,  and  to  construct  sundry  other  works,  to 
be  completed  in  seven  years.  The  sum  of  £30,000  is  to  be  raised 
for  water-works  purposes. 


In  accordance  with  the  terms  of  their  Act  of  Parliament,  the 
South  Metropolitan  Gas  Company  have  intimated  to  the  Metro¬ 
politan  Board  of  Works  their  intention  to  sell,  on  the  14th  prox., 
£50,000  of  their  5  per  cent,  perpetual  debenture  stock. 


Nov.  20,  1888.] 
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Ellies. 


Experiments  with  Tar  Fuel. 

Mr.  James  Holden,  Locomotive  Superintendent  of  the  Great 
Eastern  Eailway,  has  been  experimenting  with  liquid  tuei  tor 
steam  raising.  His  first  experiments  were  made  upon  a  stationary 
boiler  at  the  oil-gas  works  of  the  Company’s  Stratford  factory. 
Here  Pintsch’s  patent  gas  is  made  for  lighting  the  trains ;  and 
one  of  the  products  of  carbonizing  the  oil  is  a  tar  which  it  was 
difficult  to  dispose  of  at  any  price,  but  which  is  now  successfully 
burnt  under  the  boiler.  These  trials  began  in  1886.  The  boiler  is 
a  small  one  of  the  Cornish  multitubular  type,  10  feet  long  and  4 
feet  diameter,  with  a  furnace  7  feet  long  by  3  feet  in  diameter, 
from  which  122  tubes  If  inches  diameter  by  3  feet  long  extend  to 
the  back  of  the  boiler.  The  boiler  is  worked  at  about  60  lbs. 
pressure ;  and  when  fired  with  coal,  it  consumed  on  an  average 
68  cwt.  1  qr.  16  lbs.  weekly,  for  79  hours’  steaming.  With  the  tar- 
burniii"  apparatus,  the  consumption  of  fuel  per  week,  for  69  hours’ 
steaming,  has  averaged  454J  gallons  of  tar,  and  2  cwt.  of  coal,  or 
an  hourly  average  of  65’9  lbs.  of  tar  and  3'3  lbs.  of  coal,  against 
97T  lbs.  of  coal  per  hour  under  the  old  system.  The  arrangement 
was  next  tried  upon  three  boilers  of  the  locomotive  type  in  the 
Wa"on  Department  at  Stratford  ;  and  on  these  its  performance 
has-been  very  satisfactory.  The  boilers  are  worked  at  80  lbs. 
pressure ;  and  the  comparative  results  of  a  week’s  working  with 
coal  only,  and  with  coal  and  liquid  fuel  together,  are  as  follows 
Staveley  coal,  156  cwt.  for  63f  hours’  steaming  ;  or  275-1  lbs.  per 
hour,  including  coal  for  lighting  up.  With  the  coal  and  oil  there 
was  a  consumption  for  60^  hours*  work  of  55  cwt.  of  Staveley 
coal  and  546  gallons  of  green  oil,  or  an  average  of  101-8  lbs.  of 
coal,  and  99-3  lbs.  of  oil  (9  gallons  per  hour).  With  coal  only  the 
evaporative  duty  was  after  the  rate  of  7‘16  lbs.  of  water  per  pound 
of  fuel ;  while  with  the  coal  and  oil  it  was  8-91  lbs.  per  pound  of 
the  combined  fuels.  Subsequently  the  system  was  adapted  to 
a  furnace  in  the  steam-hammer  shop,  to  a  rivet  furnace  in  the 
boiler-shop,  to  a  Cornish  boiler  in  the  printing  department,  and  to 
two  locomotives.  Various  descriptions  of  liquid  fuel  have  been  tried. 
Engineering  reports  a  trial  run  of  a  locomotive  burning  a  mixture 
of  one-third  of  green  oil  with  two-thirds  of  tar,  which  was  com¬ 
pletely  burnt  without  smoke  or  trouble.  Koughly  speaking,  the 
consumption  of  fuel  in  this  engine  was  1  gallon  of  liquid  and  14  lbs. 
of  coal  per  mile.  In  Mr.  Holden’s  system  the  liquid  is  injected 
into  the  furnace  (which  is  not  altered  in  any  way)  by  a  stearn  jet. 
The  steam  is  supplied  to  the  central  jet  of  the  injector,  the  liquid 
fuel  surrounds  it,  and  an  air  supply  is  disposed  concentrically 
outside  the  whole.  A  thin  coal  fire  is  kept  on  the  grate ;  and  to 
assist  in  keeping  the  grate  properly  covered  with  the  very  thin 
fire,  lumps  of  chalk  are  placed  on  the  bars  when  starting  for  the 
day.  The  locomotives  fired  in  this  way  with  liquid  fuel  (tar), 
valued  at  IJd.  per  gallon  of  11  lbs.,  show  a  slight  saving  as  com¬ 
pared  with  coal. 

A  New  Eolling  Machine. 

An  account  is  given  in  a  recent  number  of  the  Journal  of  the 
FranMin  Institute  of  a  machine  for  rolling  iron  bars  into  finished 
articles,  which  has  been  examined  by  a  Committee  of  the  Insti¬ 
tute.  The  machine  is  described  as  consisting  essentially  of  two 
dies  moving  in  opposite  directions,  with  surfaces  that  approach 
each  other.  The  effect  produced  depends,  of  course,  upon  the  form 
of  the  dies ;  but  all  act  in  the  same  way,  by  first  rolling  the 
ductile  metal  into  the  intended  shape,  and  continuing  the  action 
until  a  finished  surface  is  produced.  The  metal  rod  subjected  to 
this  operation  is  stretched  in  the  direction  of  its  length,  in  contra¬ 
distinction  to  the  shortening  or  “  upsetting  ”  effect  of  other  roller¬ 
finishing  machines.  It  is  described  as  being  the  invention  of  Mr. 
George  F.  Simonds,  and  outwardly  resembles  in  shape  a  steam- 
hammer,  with  the  difference  that  where  the  piston  would  be  are 
two  vertically  moving  planes,  like  planer-beds,  which  by  rackwork 
gearing  move  in  guides  simultaneously  in  opposite  directions, 
rolling’  a  heated  bar  of  iron  between  them.  The  dies  approach 
each  other  as  one  rises  and  the  other  descends,  and  are  inclined 
from  the  vertical ;  so  that,  while  the  bar  of  iron  does  not  shift  its 
position,  it  rolls  on  its  axis  under  the  pressure  of  the  dies,  and  its 
fibres  are  also  extended  longitudinally.  In  tnis  way  a  plain  bar 
of  iron  is  formed  into  a  screw  bolt  without  requiring  other  treat¬ 
ment.  The  machine  delivers  work  approaching  lathe-turned  articles 
in  finish  and  accuracy.  Bolts  with  necks  of  the  same  diameter  as 
the  bottom  of  the  threads  are  easily  made ;  and  the  metal  is 
so  much  improved  that  it  gains  in  strength  and  in  power  to  resist 
corrosion. 


enormously  high  temperatures,  as,  for  instance,  iridium  and 
platinum.  Very  perfect  means  of  regulatmg  the  heat  are  required 
when  dealing  with  such  high  temperatures  so  quickly  developed 
as  in  the  Thomson  process,  and  these  are  provided.  A  bar  ot  1-incn 
iron,  4  inches  long,  can  in  this  way  be  raised  m  20  seconds  to  a 
dull  red  heat,  and  kept  at  this  point  for  an  indefinite  period  ;  then 
the  heat  can  be  raised  in  a  few  seconds  to  bright  red,  and  mcr^sed 
to  welding  or  even  vaporizing  point  in  a  very  short  tim^  " 

inch  round  iron  rod  can  be  welded  in  six  seconds  ,  and  inch  rod,  in 
45  seconds.  Soldering,  bronzing,  annealing,  and  tempering,  as 
well  as  the  direct  joining  by  fusion  of  different  metals,  can  be 
accomplished  in  this  way.  Tubes  for  gas  and  water  can  be  joined 
into  one  length  ;  even  the  joint  between  iron  and  brass  being 
made  by  fusion.  A  portable  machine  for  doing  light  welding 
in  situ  is  being  perfected  by  the  Company  owning  the  Thomson 
patents  for  electric  welding.  The  machines  are  not  very  costly  , 
and  their  use  is  expected  to  revolutionize  the  plumbing  trade. 


Electric  Welding. 

At  the  last  meeting  of  the  Association  of  Eailway  Telegraph 
Superintendents,  held  at  New  York,  Mr.  0.  K.  Stuart  read  a  paper 
on  electric  welding,  in  which  he  remarked  that,  beginning  with 
the  joining  of  small  wires  of  iron  and  copper,  the  process  has  been 
so  successfully  developed  that  bars  of  very  large  size  and  of  almost 
any  shape  or  kind  of  metal  can  be  soundly  welded.  So  absolutely 
is  the  heat  localized  when  pieces  of  metal  carrying  a  welding 
current  are  placed  together,  that  pieces  of  1-inch  iron  bar,  3  inches 
long,  can  be  welded  and  afterwards  held  in  the  hands  for  some 
time  without  any  danger  of  burning  ;  the  only  heat  which  is  felt  at 
all  being  that  which  is  conducted  along  the  metal  to  the  hands 
after  the  welding  is  completed.  It  is  possible  by  the  Thomson 
process  to  weld  any  metal,  including  those  that  melt  at  a  very  low 
temperature,  such  as  lead,  zinc,  and  tin,  and  those  which  melt  at 
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A  SPECIAL  AIE  SUPPLY  FOE  GAS-BUENEES 
By  Norton  H.  Humphrys,  Assoc.  M.  Inst.  C.E.,  F .C.S. 

To  those  who,  from  force  of  circumstances,  have  been  obliged  to 
contemplate  the  subject  of  gas  consumption  from  a  theoretical 
point  of  view  only,  or  from  an  outside  position  in  a  practical  sense, 
the  new  system  described  in  the  Journal  for  the  16th  ult. 

(p  672),  under  the  head  of  “  A  New  Combined  System  of  Gas 
Lighting  and  Ventilation,”  is  of  marked  interest.  It  represents 
a  bold  attempt  to  gather  and  consolidate  into  practical  shape  a 
number  of  vague,  hazy,  and  indistinct  notions  that  have  been 
floating  about  in  the  brains  of  most  gas  engineers  who  have  taken 
an  interest  in  the  scientific  and  theoretical  department  of  gas 
manufacture  and  supply,  and  which  perhaps  date  back  almost 
from  the  commencement  of  the  gas  industry.  The  effect  ot 
diluents  such  as  carbonic  acid,  air,  nitrogen,  and  aqueous  vapour, 
on  the  illuminating  value  of  coal  gas  has  been  several  times 
ascertained  by  experiment.  Incidentally,  the  effect  of  the  air  used 
for  the  supply  of  a  gas-flame  has  been  noticed,  though  it  does  not 
appear  to  have  occurred  to  anyone  to  make  experiments  in  the 
way  of  a  special  air  supply.  For  example,  when  writing  on  the 
subject  of  “  The  Commercial  Valuation  of  Illuminating  Gas 
about  four  years  since,  I  remarked — 

We  know  that  if  gas  is  burnt  under  a  low  atmospheric  pressure,  such  as 
that  furnished  by  the  attenuated  air  on  the  top  of  a  mountain,  or  in  an 
atmosphere  rendered  poor  in  oxygen  by  the  presence  of  other  substances, 
the  amount  of  light  given  by  the  flame  is  much  reduced,  though  at  the 
same  time  the  flame  is  increased  in  size.  Its  intensity  is  diminished  ,  but 
its  quantity  is  increased.  The  presence  of  diluents  in  the  gas  itselt  has 
the  same  effect,  of  impoverishing  the  atmosphere  in  which  the  combustion 
is  taking  place,  The  result  is  that  the  gas  is  burnt  at  a  disadvantage,  and 
does  not  yield  the  amount  of  light  it  would  be  capable  of  giving  under 
more  favourable  circumstances.  .  .  .  The  purer  the  atmosphere,  the 

less  concentrated  the  flame  ;  and  as  the  flame  becomes  less  concentrated, 
it  gets  yellowish  in  colour  and  dull  in  appearance. 

Many  similar  remarks  might  be  quoted  from  articles  or  lectures 
on  the  subject  of  gas  consumption ;  but,  with  the  exception  of  the 
practice  of  supplying  air  under  pressure  to  burners  of  the  incan¬ 
descent  class,  the  writer  is  not  aware  that  any  proposal  in  the  way 
of  a  special  air  supply  has  ever  been  made.  In  the  case  of  the 
incandescent  burners,  the  object  is  to  proinote  combustion  ;  so  that 
the  idea  of  giving  a  separate  and  purified  air  supply,  with  the  object 
of  increasing  the  duty  per  cubic  foot  of  gas  consumed,  is  probably 

entirely  novel.  _  .  . 

Yet  every  gas  engineer  must  have  noticed  at  times  the  important 
effect  exercised  by  the  condition  of  the  atmosphere  upon  the  value 
of  his  gas.  It  is  a  matter  of  common  remark  that  the  street  lamps 
burn  much  brighter  on  a  clear,  dry,  and  frosty  night  than  when  the 
weather  is  heavy,  damp,  and  muggy.  Various  opinions  have  been 
expressed  as  to  the  cause  of  this.  Barometric  conditions  have 
undoubtedly  some  effect ;  for  it  has  been  shown  in  several  ways, 
since  Professor  Tyndall  burnt  a  candle  on  the  top  of  Mont  Blanc, 
and  noticed  that  it  gave  very  much  less  light  than  when  used  in  the 
valley  below,  that  any  illuminant  is  affected  by  variations  in 
atmospheric  pressure.  By  reducing  the  pressure,  the  luminosity 
can  be  destroyed  j  and,  on  the  other  hand,  substances  which  yield 
a  practically  non-luminous  flame  at  ordinary  pressure — marsh  gas, 
for  instance — give  a  considerable  amount  of  light  when  consumed 
in  an  atmosphere  that  has  been  artificially  placed  under  a,  pressure 
of  60  or  70  lbs.  per  square  inch.  This  being  the  case,  it  follows 
that  a  barometric  variation  between  28  and  31  inches,  or  to  the 
extent  of  10  per  cent.,  in  the  pressure  of  the  atmosphere,  will  have 
a  notable  effect  upon  the  illuminating  value  of  ordinai-y  coal  gas. 
Some  experiments  on  the  point  would  be  extremely  interesting. 
In  the  suggestion  that  the  moisture  which  is  always  present  in  the 
atmosphere  to  a  greater  or  less  degree — and  in  England  the 
“greater”  usually  obtains — has  an  important  effect  on  the  illu¬ 
minating  value,  we  have  a  new  line  of  thought  opened  up.  Speak¬ 
ing  generally,  the  lower  the  barometer,  the  greater  the  proportion 
of  moisture  present  in  the  air ;  so  much  so  that  the  indications  of 
this  instrument  are  regarded  as  a  weather  guide — a  “  fall  ’  indi¬ 
cating  wet,  and  a  “  rise  ”  fine  weather.  So  it  would  appear  that, 
at  low  pressures,  the  gas  has  not  only  to  contend  with  the  disad¬ 
vantages  due  to  an  attenuated  atmosphere,  but  also  with  those 

*  See  Journal,  Vols.  XLIII.  and  XLIY. 
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caused  by  the  presence  of  a  larger  quantity  of  moisture  in  the  air 
than  usual. 

In  contemplating  the  subject  of  gas  combustion  for  lighting 
purposes,  and  the  use  of  fuel  gases  as  a  source  of  heat  for  high 
temperatures,  as  in  retort-settings  on  the  generator  system,  a 
remarkable  coincidence  will  be  observed.  It  is  a  usual  experience 
that  the  best  lighting  effect  is  obtained  from  a  gas-burner  just  as 
the  gas  is  on  the  point  of  smoking.  This  means,  when  it  has  a 
sufficient  supply  of  air  and  no  more.  The  upward  draught 
created  by  the  products  of  combustion  and  by  the  escape  of  the  gas 
from  a  gas-burner,  causes  a  continuous  fresh  air  supply  to  it,  exactly 
as  the  draught  of  the  chimney  brings  the  air  supply  to  a  furnace. 
An  increased  pressure  causes  an  augmented  supply  of  air ;  and  a 
burner  under  great  pressure  of  supply  may  be  compared  to  a 
generator  furnace  in  which  the  damper  is  set  too  high,  so  as  to 
draw  in  an  excess  of  air,  or  to  the  old-fashioned  grate  furnace 
that  will  not  act  satisfactorily  unless  an  excess  of  air  is  admitted. 
In  the  burner  we  decrease  the  supply  pressure  until  something 
near  to  the  theoretical  requirement  of  air  is  attained  ;  and  in  the 
furnace  wo  adopt  other  means  for  securing  the  same  end.  The 
result  is  that  more  heat  is  retaineil  in  the  gas-flame  or  in  the 
furnace,  as  shown  by  the  higher  temperature  obtained,  and  a 
proportionately  less  quantity  passes  off  with  the  products  of 
combustion.  In  the  gas-burner,  the  greater  temperature  yields 
an  increase  of  light ;  in  the  furnace,  it  gives  us  a  larger  proportion 
of  the  total  heat  in  a  utilizable  form.  The  analogy  also  extends  to 
the  application  of  regeneration.  The  object  in  each  case  is  to 
bring  back  some  of  the  heat  that  would  otherwise  be  wasted, 
and  to  use  it  as  a  means  of  increasing  the  temperature — the 
initial  temperature,  it  is  usually  called.  It  is  not  unreasonable, 
then,  to  suggest  that  the  improvements  in  modern  gas-burners,  by 
which  “  the  duty  ”  attainable  for  a  given  quantity  of  gas  has  been 
increased  threefold,  or,  including  the  claims  advanced  for  this  new 
system,  fourfold,  are  to  a  great  extent  due  to  the  same  cause 
that  has  led  to  the  improved  results  from  fuels  secured  by  means 
of  the  generator  system.  In  each  case  there  has  been  a  better 
adjustment  of  the  air  supply.  Whereas  it  was  formerly  the  rule 
to  work  with  a  considerable  excess,  this  has  now  been  reduced  to 
very  little  above  that  shown  to  be  necessary  for  complete  com¬ 
bustion  and  oxidation  of  the  hydrogen  and  carbon  present  in  the 
fuel.  When  the  “  special  air  supply  ”  system  has  been  proved  to  be 
a  success  in  respect  to  an  increase  of  duty  from  the  gas,  apart 
from  the  other  advantages  it  undoubtedly  brings  with  it,  it  will 
be  time  to  consider  the  application  of  the  same  system  to  the  use 
of  fuels  on  the  large  scale. 

With  the  ordinary  batswing  or  fish-tail  burner,  used  without  a 
globe,  there  is  a  free  and  unimpeded  rush  of  air  to  the  base  of  the 
fiame  on  all  sides.  In  Sugg’s  Argand,  and  to  a  greater  extent  in 
the  various  makes  of  regenerator  burners,  the  air  supply  is  to  a  cer¬ 
tain  degree  throttled  or  baffled.  In  the  Argand  burner  the  base  of 
the  burner  is  very  much  closed  in  by  the  cone  ;  and  in  the  regene¬ 
rator  burner  the  air  supply  has  to  take  a  circuitous  course  in 
reaching  the  burner,  while  the  products  of  combustion  are  also 
“baffled”  in  passing  the  arrangement  intended  to  act  as  the 
regenerator.  It  is  expressly  stated  that  with  the  Methven-Sugg 
system  the  air  supply  is  arranged  to  be  at  the  rate  of  10  cubic  feet 
per  cubic  foot  of  gas.  The  actual  requirement,  according  to  theory, 
is  from  6  to  7  cubic  feet ;  so  that  an  excess  of  50  or  (50  per  cent,  is 
allowed.  But  this,  though  apparently  high,  is  a  great  advance 
on  ordinary  burners,  all  of  which  require  a  large  excess  of  air  under 
general  circumstances,  and  probably  so  with  other  improved  forms  of 
burner ;  so  that,  apart  from  the  advantages  incidental  to  the 
special  air  supply,  some  considerable  increase  of  “  duty  ”  might  be 
expected  from  the  regulation  of  the  supply. 

The  statement  that  an  improvement  of  10  or  15  per  cent,  is 
obtainable  by  removing  the  moisture  and  carbonic  acid  from  the 
air  is  striking,  but,  on  consideration,  by  no  means  incredible.  The 
effect  of  the  presence  of  1  per  cent,  of  carbonic  acid  in  the  gas  is 
known  to  range  from  4  per  cent,  upwards,  according  to  the  kind  of 
burner  used  ;  and  there  is  reason  to  suppose  it  to  be  a  constant 
quantity,  irrespective  of  the  quality  of  the  gas,  so  that  the  poorer 
the  gas  the  greater  the  percentage  of  depreciation.  As  to  the 
effect  of  moisture,  but  little  is  known.  Mr.  Aitken,  in  a  paper  on 
“  The  Influence  of  Aqueous  and  other  Vapours  on  Illuminating 
Gas,”  read  before  the  West  of  Scotland  Association  of  Gas 
Managers  in  1878,’"  remarked  that  the  result  of  drying  a  sample  of 
gas,  by  passing  it  over  anhydrous  chloride  of  calcium,  was  to  raise 
the  illuminating  value  from  27“24  to  27'46  candles — only  a  gain 
of  0'8  per  cent.  At  the  same  time  the  gas  was  diminished  in 
volume  to  the  extent  of  2-8  per  cent.  Dr,  Percy  Franklandf 
states  that  the  effect  of  di-ying  a  sample  of  gas  is  to  reduce  its 
volume  about  2  per  cent.,  and  to  increase  its  illuminating  value 
from  IG‘9  to  17‘5  candles.  In  this  case  the  depreciating  effect  is 
about  half  a  candle,  or  3'3  per  cent.  Dr.  Frankland  obtained  a 
very  similar  result  with  ethylene — a  rich  gas  of  70-candle  power 
or  thereabouts.!  He  also  remarks  that  some  years  ago  the 
London  Gas  Keferees  found  that  an  advantage  of  G  or  8  per  cent, 
was  obtained  by  drying  the  gas.§ 

The  effect  of  these  impurities,  when  present  in  the  air  instead  of 
the  gas,  will  be  greatly  increased,  because  ten  times  as  much  air  is 
used.  Under  ordinary  circumstances,  air  contains  5  or  6  grains  of 
aqueous  vapour  per  cubic  foot.  Pure  air  in  the  country  contains  2  or 
3  parts  of  carbonic  acid  in  10,000  ;  but  in  towns  this  proportion  is 

*  See  JouBNAL,  Vol.  XXXI.,  p.  802 
t  See  Proc.  Chem.  See.,  Vol.  XhV.,  p.  233. 

:  See  JouBNAi,  Vol.  XLIV.,  p.  17.  §  Ibid,  Vol.  XX.,  p.  625. 


often  more  than  doubled.  The  air  in  the  upper  portion  of  inhabited 
rooms  would  probably  contain  a  larger  quantity  both  of  water  and 
carbonic  acid ;  so  that  the  former  may  be  taken  at  7  grains  per 
cubic  foot,  and  the  latter  at  OT  per  cent.  Each  cubic  foot  of  gas, 
therefore,  receives  at  least  70  grains  of  water  vapour,  and  1  per 
cent,  of  carbonic  acid  from  the  air  ;  and  in  the  case  of  ordinary 
burners  a  good  deal  more.  This  is  sufficient  to  show  the  import¬ 
ance  of  extending  some  consideration  to  the  question  of  the  air 
supply  of  gas-flames. 

Dr.  Frankland,  in  the  paper  already  mentioned,  says:  “  That  the 
presence  of  aqueous  vapour  in  gas  should  tend  to  reduce  its  illu¬ 
minating  value  was  to  be  anticipated,  since  this  aqueous  vapour 
had  to  be  raised  to  the  temperature  of  the  flame  by  the  heat  pro¬ 
duced  in  the  combustion  of  the  gas.”  Moreover,  the  aqueous 
vapour  at  the  temperature  of  the  flame  is  partly  dissociated,  which 
dissociation  is  attended  with  a  large  absorption  of  heat ;  70  grains 
is  just  100th  part  of  a  pound,  and  the  specific  heat  of  water  vapour 
is  0'475.  Therefore  one  unit  of  heat  would  be  sufficient  to  raise  that 
quantity  of  moisture  to  the  extent  of  210°  in  temperature.  The 
flame  temperature  is  very  high — perhaps  3000°  Fahr.,  so  that  from 
12  to  15  units  of  heat  per  cubic  foot  of  gas  would  be  absorbed  in 
raising  the  temperature  of  the  aqueous  vapour.  A  cubic  foot  of 
gas  yields  G'20  units  of  heat  and  upwards,  according  to  quality ;  so, 
with  ordinary  IG-candle  gas,  some  2  per  cent,  or  more  of  the  total 
heat  is  absorbed  in  raising  the  temperature  of  the  aqueous  vapour. 
This  is  without  allowing  anything  for  dissociation.  We  have  no 
actual  knowledge  as  to  whether  or  not  this  occurs  to  any  extent ; 
but  it  is  evident  that  such  an  effect,  taking  place  just  in  the  hottest 
part  of  the  flame,  would  be  greatly  prejudicial  to  its  light-giving 
power.  The  heat-absorbing  effect  of  dissociation  would  be  similar 
to  that  involved  in  raising  the  temperature  of  the  aqueous  vapour 
another  1000°,  and,  if  it  was  complete,  would  involve  the  loss  of 
another  5  units  of  heat.  If  we  calculate  the  effect  of  atmospheric 
moisture  as  an  absorbent  of  heat  from  an  ordinary  furnace,  and  the 
enormous  volume  of  air  that  is  continually  rushing  in  to  maintain 
the  combustion,  it  will  be  seen  that,  as  in  the  case  of  the  gas-flame, 
the  removal  of  this  small  and  apparently  insignificant  quantity  of 
moisture  is  by  no  means  such  a  whimsical  or  chimerical  idea  as  it 
might  at  first  sight  appear. 

It  is  a  singular  fact  that  the  depreciating  effect  on  illuminating 
value  exercised  by  nitrogen,  air,  and  carbonic  acid  is  greater  than 
that  of  aqueous  vapour,  although  their  specific  heat  is  only  about 
one-half.  The  loss  of  heat  due  to  the  presence  of  1  per  cent,  of  any 
one  of  these  constituents  is  very  slight — not  more  than  7  or  8 
units,  or  about  1  per  cent,  of  the  whole.  Yet  the  loss  of  light  is 
four  or  five  times  as  much  ;  and  this  seems  to  show  that  the  loss 
is  due  to  causes  other  than  the  mere  abstraction  of  heat. 

Messrs.  Methven  and  Sugg  are  to  be  congratulated  on  having 
obtained,  or  being  within  fair  prospect  of  obtaining  such  a  remark¬ 
able  duty  as  that  of  13  candles  per  cubic  foot  of  16-candle  gas — an 
increase  of  fourfold  on  that  which  was  considered  to  be  the  limit 
not  very  many  years  ago.  Practically,  the  effect  is  to  cheapen  gas 
to  a  corresponding  extent ;  for  if  the  consumer  is  enabled  to  get 
13-candle  duty  out  of  a  gas  which  formerly  yielded  only  3-2-candlc, 
the  effect  is  to  render  it  worth  four  times  as  much  to  him.  Mr. 
W.  H.  Preece  recently  estimated  (see  ante,  p.  4G3)  that  the  cost  of 
producing  lOOO-candle  power — one  candle  for  1000  hours — by 
London  gas  was  Is.  3d,  The  means  by  which  he  arrived  at  so 
high  a  figure  are  not  at  all  clear.  If  we  assume  gas  to  be  worth 
only  3  candles  per  cubic  foot,  then  the  cost  of  the  333  cubic  feet  of 
gas  required  would  be  less  than  Is.  With  the  Methven-Sugg 
system,  however,  the  cost  would  be  reduced  to  less  than  3d.,  seeing 
that  about  80  cubic  feet  of  gas  would  be  sufficient.  So  it  is  time 
for  electricians  to  amend  their  estimates.  Another  point  for  con¬ 
gratulation  is  that  the  improvement  already  realized — an  increase 
of  fourfold — may  well  encourage  us  to  be  hopeful  as  regards  the 
future.  It  has  been  repeatedly  pointed  out  that  only  a  mere 
infinitesimal  portion  of  the  total  force  produced  by  the  combustion 
of  gas  is  really  obtained  in  the  form  of  light,  and  therefore  that 
there  is  a  large  margin  to  be  worked  for  improvement — so  large 
that  the  advance  already  obtained,  important  as  it  is  in  a  practical 
sense,  is  really  of  comparative  insignificance.  But  this  advance¬ 
ment,  such  as  it  is,  gives  some  promise  of  future  progress. 

The  fact  must  be  faced  that  a  special  air  supply,  and  the  removal 
of  moisture  and  carbonic  acid  therefrom,  means  extra  expense. 
But  the  advantages  secured  are  such  as  to  be  more  than  sufficient 
to  compensate  for  the  cost  of  obtaining  them,  apart  from  any  con¬ 
sideration  as  to  increased  duty  from  the  gas.  Rendering  the  gas 
combustion  absolutely  separate  and  independent  from  the  atmo¬ 
sphere  of  the  apartment  at  once  secures  everything  in  the  way  of 
pure  air,  long  life,  &c.,  that  has  been  claimed  for  electricity,  and 
does  away  with  the  prejudice  sometimes  exhibited  in  regard  to  the 
effect  of  sulphur  compounds,  supposed  incompletely  consumed  con¬ 
stituents  of  coal  gas,  and  the  products  of  combustion  generally.  It 
also  opens  up  a  means  of  arriving  at  what  has  never  been  really 
obtained  before — an  absolutely  reliable  system  of  ventilation,  that 
may  be  equally  depended  upon  under  all  directions  and  degrees  of 
force  of  wind,  and  other  climatic  conditions.  In  this  respect  it 
has  a  distinct  advantage  over  the  electric  light,  which,  at  the  best, 
is  only  a  “  neutral  ”  in  the  matter  of  ventilation. 


The  Halifax  Gas  Coal  Contract.— Our  readers  will  see,  by 
an  advertisement  which  appears  elsewhere,  that  the^  Gas  Com¬ 
mittee  of  the  Halifax  Corporation  have  decided  on  inviting  tenders 
for  cannel  coal,  in  substitution  for  that  which  was  to  be  supplied 
under  the  contract  of  Mr.  Wrigley,  of  Ashton-under-Lyne. 
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Ciectrmral 

SOUTHERN  ASSOCIATION  OF  GAS  MANAGERS. 

The  Discussions  on  Messrs.  Livesey  and  Price  s  Papers. 

Last  week  we  gave  the  text  of  the  two  papers  read  by  Mr.  George 
Livesey  and  Mr.  W.  E.  Price  respectively,  at  the  quarterly  meet¬ 
ing  of  the  Southern  Association  of  Gas  Managers,  held  at  tke 
Hotel  Metropole,  on  the  previous  Thursday,  and  to-day  we  pubhsh 
a  full  report  of  the  discussions. 

Mr.  Livesey’s  Paper— The  Guide-Framing  of  Gasholders: 

How  AND  How  Far  may  It  be  Dispensed  with.” 

(See  ante,  p.  846.) 

The  President  said  the  members  had  before  them  a  novel 
theory  in  the  matter  of  gasholder  construction  ;  and  he  expected 
there  was  not  anyone  there  who  was  able  to  give  them  the  result 
of  any  really  practical  experience  upon  this  subject,  except  in  the 
case  of  the  Rotherhithe  holder.  There  were,  however,  many 
present  who  would  be  in  a  position  to  criticize  the  mattei  a. 

theoretical  point  of  view  ;  and  he  was  sure  that  they  would  have 
a  good  discussion,  which  would  tend  to  enable  them  to  come  to  a 
clear  understanding  as  to  whether  Mr.  Livesey’s  system  could  be 
carried  out  economically  enough  to  be  substituted  in  place  ot 

guide-framing.  ...  „  , 

Mr.  Livesey  said  he  hoped  every  objection  that  gentlemen 
preset  could  think  of  would  be  urged,  as  he  was  not  himself 

particularly  partial  to  the  idea.  ,  ,  ,  ,  r 

Mr.  W.  H.  H.  Broadberry  (Tottenham)  thought  the  thanks  ot 
all  the  members  were  due  to  Mr.  Livesey  for  the  able  manner  in 
which  he  had  placed  this  question  before  them ;  but  those  who 
knew  Mr.  Livesey  were  not  at  all  surprised  at  that.  On  the 
question  of  the  method  of  guiding  gasholders,  he  did  not  know 
that  there  was  anything  practical  to  be  said  upon  the  matter.  It 
seemed  to  him  that  Mr.  Livesey  had  mentioned  all  the  points  that 
it  was  possible  to  discuss.  As  to  erecting  gasholders  without 
guide-framing,  it  really  came  to  the  question  of  cost.  Personally, 
he  could  not  at  present  see  that  there  was  much  advantage  to  be 
gained  by  dispensing  with  the  old-fashioned  guide-framing, 
though  he  must  admit  that  it  was  possible  to  improve  the 
latter.  The  present  method  of  guide-framing  seemed  to  hiin 
to  be  very  simple ;  and  up  to  the  present  time  it  had  proved 
efficacious.  If,  however,  it  was  at  any  time  necessary  to  build  a 
gasholder  where  there  was  no  room  to  put  up  guide-framing,  then 
they  could  use  one  of  the  ingenious  plans  which  they  had  before 
them — either  Mr.  Livesey’s  or  Mr.  Gadd’s  arrangement.  Under 
these  circumstances,  there  was  no  doubt  that  they  would  prove 
very  useful ;  but  it  seemed  to  him  that  if  they  had  room  for  a 
gasholder  to  rise,  it  only  required  a  little  more  space  for  the  guide¬ 
framing  to  be  erected.  He  should  have  more  confidence  in  the 
good  old-fashioned  guide-framing  than  in  Mr.  Livesey’s  idea.  It 
appeared  to  him  that  if  the  strain  was  taken  away  from  one  place, 
it  must  be  put  on  another — that  was,  on  the  sheeting  and  bottom 
curb  of  the  holder.  In  any  case,  they  would  no  doubt  have  to 
considerably  strengthen  the  bottom  curb  j  and  on  the  question  of 
dispensing  with  the  upper  guide-framing  of  a  three-lift  holder,  it 
appeared  to  him  that  they  would  have  to  strengthen  the  curbs  and 
cups  to  prepare  for  it.  He  did  not  know  whether  or  not  this  was 
so.  The  question  naturally  arose.  Where  was  the  saving  to  come 
in  ?  Unless  they  could  show  that  there  was  to  be  some  saving 
unless  they  could  show  they  would  get  more  for  their  money — he 
did  not  see  where  the  special  advantage  would  occur.  At  any 
rate,  on  the  question  of  gasholder  building,  they  knew  that  there 
were  really  very  few  who  would  be  able  to  try  experiments  in  this 
direction.  Mr.  Livesey  was  rather  a  bold  man,  and  no  doubt  he 
liked  to  depart  from  trodden  paths.  As  a  proof  of  this  they  had 
the  experiment  at  Rotherhithe.  This  holder  appeared  to  work 
very  well ;  and  he  hoped  it  would  continue  to  do  so.  He  must, 
however,  confess  that,  unless  he  saw  something  more  than  he  had 
done  up  to  the  present,  if  he  had  to  build  a  three-lift  holder,  he 
should  run  the  guide-framing  up  to  the  top.  If  ever  necessity 
arose  to  put  up  a  holder  without  guide-framing  on  the  outside,  he 
would  then  consult  either  Mr.  Livesey  or  Mr.  Gadd,  and  see  what 
they  could  do  in  the  matter.  He  must  acknowledge  that  he  had  a 
prejudice  for  the  old-fashioned  outside  framing. 

Mr.  C.  Gandon  (Lower  Sydenham)  considered  that  the  paper 
was  a  most  important  one.  Personally,  he  had  very  little  to  say 
upon  the  matter  ;  for  as  he  had  not  had  any  practical  experience 
in  building  holders  without  framing,  it  could  only  be  pure  specu¬ 
lation.  He  read  with  considerable  interest,  and  he  hoped  with 
some  little  advantage,  the  admirable  articles,  to  which  reference  had 
been  made  in  the  paper,  that  appeared  in  the  Journal  by  “  Theory 
and  Practice.”  Although  he  had  had  some  doubt  as  to  the  possibility 
— or  desirability,  at  all  events — of  attempting  to  work  any  portion  of 
a  gasholder  without  guiding  it,  he  must  confess  that  these  articles 
convinced  him  that  it  could  be  done,  at  least  so  far  as  the  upper 
lift  of  a  three-lift  holder  was  concerned.  If  any  gentleman  present 
had  not  read  the  articles,  he  would  strongly  advise  him  to  do  so  ; 
and  he  trusted  that  the  suggestion  contained  in  the  paper,  that 
they  should  be  printed  in  a  separate  form,  would  be  cari’iedout,  for 
they  were  the  most  interesting  contributions  they  had  on  the  sub¬ 
ject.  But  these  ideas — both  Mr.  Livesey’s  and  Mr.  Gadd’s — were 
entirely  different  from  what  he  had  gathered  from  the  articles. 
That  any  one  could  raise  the  upper  lift  of  a  three-lift  holder  without 
guide-framing  was,  to  his  (Mr.  Gandon’s)  mind,  satisfactorily 


proved  by  the  articles,  and  still  more  satisfactorily  demonstrated 
by  the  Rotherhithe  experiment.  He  had  seen  the  holder  there  at 
work  and  fully  inflated  ;  and  it  seemed  to  him  to  be  perfectly  sate. 

As  to  these  spiral  or  zig-zag  guides,  he  was  bound  to  confess  that 
he  did  not  know  how  they  acted.  Mr.  Livesey  had  rnentioned  the 
matter  to  him  some  weeks  previously,  and  he  had  since  read  the 
paper  ;  but  still  he  did  not  quite  understand  it.  He  could  not  see 
what  there  was  to  prevent  the  holder  tilting  or  jamming. 

Mr.  Gadd’s  spiral  guiding,  he  could  see  it  more  clearly.  Possibly 
it  was  only  his  obtuseness  that  prevented  him  comprehending  the 
principle.  Mr.  Livesey’s  plan  was  probably  a  modification  of  Mr. 
Gadd’s  spiral ;  but  he  certainly  could  not  understand  how  it 
would  prevent  tilting.  There  was  also  this  question  for  considera¬ 
tion— How  far  would  they  have  to  strengthen  the  holder  to  resist 
the  strain  which  might  be  thrown  on  it  by  doing  away  with  the 
framing  ?  One  difficulty  in  designing  a  large  gasholder  was  to 
prevent  it  from  causing  too  great  a  pressure.  If  they  had  to 
strengthen  the  holder,  they  would  have  to  put  more  material  into 
it  in  order  to  resist  these  strains.  He  did  not  therefore  see  that 
much  economy  would  arise.  He  fully  shared  Mr.  Broadberry  s 
views  in  this  respect,  for  he  had  a  conservative  feeling  and 
a  singular  affection  for  the  old-fashioned  guide-framing  ;  ai^d  it 
he  (Mr.  Gandon)  had  to  put  up  a  holder  of  any  considerate 
dimensions,  he  should  adopt  the  old  method  of  guiding  it.  He 
should  like  someone  else  to  make  an  experiment  with  the  new 
style  first.  He  thought  the  plan  was  feasible,  and  there  seemed 
to  be  a  considerable  amount  of  theory  to  back  it  ;  but  he  should 
continue  to  prefer  guide-framing  until  the  new  systern  had  been 
proved.  He  saw  in  the  illustrations  that  the  projections  on  the 
guides  were  angular.  Would  it  not,  he  asked,  be  better  in  practice 
that  they  should  be  rounded  off?  .  ^ 

Mr.  Livesey:  You  wiU  see  that  we  have  experimented  with 

one  that  has  been  rounded.  -  w  u 

Mr.  Gandon:  Partially  rounded;  but  he  thought  it  might  be 
more  so.  He  could  only  offer  his  own  views  upon  the  question 
before  them ;  and,  in  conclusion,  he  would  again  say  that  until 
the  idea  was  proved,  he  should  stick  to  the  old  framing. 

Mr.  C.  E.  Botley  (Hastings)  said  that  the  same  ideas  had 
occurred  to  him  which  had  been  expressed  by  Mr.  Gandon.  He 
also  thought  there  would  be  a  tendency  for  the  holder  to  jam  or 
tilt  with  the  proposed  plan  of  guiding  it.  He  also  asked  Mr. 
Livesey  to  explain  the  working  of  his  single  tangential  roller  m 
the  guides.  If  this  system  would  reduce  the  cost  of  erecting  gas¬ 
holders,  it  would  be  a  very  great  boon.  But  when  they  knew  that 
it  would  be  necessary  to  considerably  strengthen  the  bottom 
curb  and  the  holder  altogether,  it  was  trying  an  experiment 
which  might  not  succeed,  while  at  the  present  time  they  had 
a  fairly  cheap  and  satisfactory  way  of  guiding  holders.  What 
diameter  holder,  be  asked,  did  Mr.  Livesey  or  Mr.  Gadd  say  could 
be  worked  upon  with  this  system  of  guiding  ?  He  had  just  been 
designing  a  new  three-lift  holder  of  rather  small  diameter  (about 
100  feet)”  as  they  had  not  much  ground  available  on  the  site  ;  and 
he  was  considering  whether  he  would  not  do  without  the  framing 
to  the  upper  lift.  But  he  thought  it  would  not  be  well  to  risk  it 
for  so  small  a  holder.  He  should  like  to  know  whether  or  not 
Mr.  Livesey’s  or  Mr.  Gadd’s  new  system  of  guiding  would  be 
applicable  to  a  holder  of  small  diameter. 

Mr.  W.  D.  Child  (Romford)  remarked  that  Mr.  Livesey  had 
taken  those  present  into  his  confidence  so  thoroughly  in  regard  to 
his  invention,  that  he  (the  speaker)  thought  it  vyas  only  right  on 
their  part  to  return  the  compliment  by  expressing  the  slightest 
difference  of  opinion  which  they  might  have  regarding  the  matter, 
so  that  one  and  all  might  have  the  benefit  of  it.  They  might  be  m 
error ;  and  the  correction  of  it  would  set  them  right.  There  was 
one  thing  they  had  to  look  at  in  the  construction  of  holders  on  this 
principle”  Taking  it  simply  as  a  single-lift  holder,  he  did  not  see 
exactly  any  reason  why  the  strength  of  the  holder  ^  should  ^  be  in 
any  way  increased  to  deal  with  a  question  of  this  description. 
Mr.  Livesey  was  attempting  to  control  the  movement  of  the 
holder  by  gripping  the  bottom  lift ;  and  therefore  the  sides,  it 
appeared  to  him,  would  be  entirely  in  tension.  The  only  thing 
that  occurred  to  him  was  whether  the  projections  of  the  guides 
were  not  too  sharp — that  they  would  give,  as  it  were,  a  jeiky 
movement  to  the  holder  in  rising  and  falling,  and  rather  a  ten¬ 
dency  to  set  itself  fast.  If  it  would  work  without  any  difficulty 
and  with  smoothness,  it  appeared  to  him  that  the  system  would 
effect  a  considerable  saving,  in  the  cost  of  both  the  holder  and  the 
tank,  because  anyone  who  had  had  experience  in  excavating  tanks 
must  have  seen  that  the  cutting  away  of  the  extra  diameter 
where  the  piers  were  required,  was  frequently  a  source  of  great 
difficulty,  and  was  more  likely  perhaps  to  bring  about  a  fall  of 
earth  than  when  making  a  regular  circular  excavation. 

Mr.  W.  H.  Y.  Webber  (London)  remarked  that  there  appeared 
to  be  some  little  hesitancy  on  the  part  of  the  general  body  of  mem¬ 
bers  to  discuss  this  question.  He  thought  this  might  be  largely 
due  to  the  fact  that  there  was  some  misapprehension  in  the  minds 
of  a  good  many  as  to  what  was  the  exact  scope  or  object  of  the 
various  ideas  put  forward.  When  trying  to  imagine  how  a  gas¬ 
holder  could  be  erected  without  any  guide-framing  at  all,  it  was 
his  idea  that  the  real  object  was  the  pursuit  of  truth  with 
regard  to  the  principles  governing  the  stability  of  gasholders.  The 
first  consideration  was  not  so  much  whether  or  not  they  were  going 
to  save  a  few  pounds  in  the  construction  of  a  gasholder  of  given 
dimensions.  They  wanted  to  get  at  the  truth  of  the  conditions 
governing  the  stability  of  the  holder  ;  and  then  if  they  once  found 
this  datum,  it  followed  that  they  could  go  on  building  holders  as  high 
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and  as  large  as  they  liked.  Then  the  question  of  economy  came 
in.  Mr.  Botley  had  made  an  inquiryin  reference  to  small  holders  ; 
and  he  (Mr.  Webber)  might  remark,  with  regard  to  small  holders, 
that  it  was  easy  to  try  experiments  with  them,  although  the  saving 
might  be  comparatively  slight.  He  would  ask  those  present  to 
carry  their  minds  a  little  back  to  the  time  (say)  when  gasholders 
were  always  built  with  very  massive  cast-iron  columns — some 
fluted  and  gilded,  and  all  that  sort  of  thing  ;  and  the  only  idea  of 
holding  the  columns  up  was  an  ornamental  horizontal  girder  at 
the  top.  The  natural  consequence  of  this  order  of  ideas  was  that 
thei’e  was  understood  to  be  a  limit  in  the  size  and  height  to 
which  holders  could  be  safely  carried.  The  result  was  that  some¬ 
times  when  additional  storeage  was  wanted,  extra  ground  had  to 
be  bought,  and  another  holder  put  up ;  whereas  if  inquiry  had 
been  more  thorough  into  the  conditions  of  stability,  the  existing 
holder  would  have  had  another  lift,  or  even  two  or  three  lifts, 
added.  He  did  not  know  how  many  lifts  klr.  Livesey  thought 
his  holders  would  bear;  but  it  appeared  to  him  (Mr.  Webber), 
judging  from  the  way  in  which  he  was  going  on,  he  would 
make  them  something  like  one  of  those  tourists’  telescopes  of  mani¬ 
fold  shdes,  which  could  be  drawn  out  to  an  extraordinary 
length.  There  was,  of  course,  a  good  deal  of  criticism, 
on  suggestions  of  this  kind  which  was — if  he  might  use 
the  term — comparatively  cheap.  It  was  very  easy  for  any¬ 
one  to  say  they  did  not  like  this  sort  of  thing,  and  that 
they  would  not  care  about  being  the  first  to  try  it.  They  would  be 
without  gas  altogether  if  ever5'one  had  always  gone  to  work  in 
that  spirit.  With  regard  to  the  principal  saving  effected  by  the 
adoption  of  any  successful  method  of  doing  away  with  the  supe¬ 
rior  framing  of  gasholders,  he  thought  Mr.  Newbigging’s  paper 
read  before  the  Manchester  Institution  should  be  mentioned  in  con¬ 
nection  with  any  discussion  of  this  subject.  He  considered  that 
this  paper  very  fairly  showed  where  the  economy  was  likely  to 
come  in.  A  special  point  was  the  saving  that  would  be  effected  in 
regard  to  holders  intended  for  export.  The  matter  had  only  to  be 
mentioned  to  show  what  a  wonderful  difference  there  would  be  in 
this  respect,  especially  if  they  had  to  send  gasholders  inland  in 
places  where  only  horse  or  caravan  carriage  was  available.  A 
holder  of  any  size  could  be  desi)atched  to  any  place  with  compara¬ 
tive  ease,  provided  there  was  no  guide-framing  to  carry  with  it. 
He  agreed  with  Mr.  Child  in  the  opinion  that  there  need  not  be 
any  necessity  for  greatly  increasing  the  strength  of  gasholders.  If 
they  were  to  be  stayed  only  from  the  bottom,  it  might  be  so  ;  but 
this  was  one  of  the  points  which  had  to  be  proved.  The  diagram 
which  Mr.  Livesey  had  included  in  his  paper,  from  those  very 
able  articles  to  which  he  had  referred  so  abundantly,  certainly 
showed  that  the  stresses  increased  as  the  guide-framing  was  cut 
down  ;  but  he  did  not  think  they  showed  that  the  stresses  surpassed 
the  point  which  they  might  be  permitted  to  attain.  He  (Mr. 
Webber)  was  not  altogether  certain  on  this  matter.  The  stresses 
would  be  much  greater,  but  were  they  excessive  ?  He  did  not 
think  they  were  ;  and  he  considered  that  Mr.  Child  was  quite  right 
on  this  point.  The  matter  was  entirely  open  for  discussion  now. 
Nobody  could  say  very  much  about  it  one  way  or  the  other. 
Whether  or  not  the  thing  succeeded,  there  were  numbers  of  gas 
managers  who  would  not  reconcile  themselves  to  it,  and  who  would 
continue  to  profess  that  they  would  be  able  to  retire  to  rest  more 
comfortably  if  they  were  able  to  rely  upon  the  old  guide-framing. 
Some  of  them  might  be  disposed  to  laugh  at  this  timidity.  But 
he  thought  there  was  quite  as  much  reason  for  it  as  some  engi¬ 
neers  had  for  not  believing  in  telescopic  holders  at  all ;  and  it  was 
notorious  that  there  were  some  clever  engineers  in  the  world  who 
had  not  been  able  to  reconcile  themselves  to  the  idea  of  a  tele¬ 
scoped  holder.  Meanwhile,  however,  he  protested  against  sugges¬ 
tions  of  this  or  any  other  novel  kind  of  thing  being  condemned  by 
the  mere  prejudice  of  those  who  could  only  say  they  did  not  like 
them,  and  would  be  more  comfortable  under  an  old  system. 

Mr.  F.  S.  Cripps  (London)  said  he  was  pleased  that  he  had  been 
invited  to  the  meeting,  for  he  was  glad  to  have  an  opportunity  of 
hearing  Mr.  Livesey  read  his  paper.  It  was  certainly  a  very 
practical  paper — at  any  rate  what  the  author  had  said  was  put  in 
a  very  practical  and  clear  way.  Mr.  Livesey  had  stated  at  the 
commencement  that  a  copy  of  the  paper  had  been  supplied  before 
the  day  of  meeting ;  but  unfortunately  it  had  not  been  sent  to  him 
(Mr.  Cripps),  or  he  might  have  criticized  it  to  greater  advantage. 
He  agreed  with  practically  everything  that  Mr.  Livesey  had  said  ; 
but  the  question  of  the  zig-zag  kind  of  guides  was  one  that 
required  to  be  very  closely  looked  into.  If  he  might  make  a 
criticism,  it  seemed  to  him  that  the  holder  would  have  a  jerky 
motion  in  going  over  what  perhaps  he  might  call  the  “  corners  ” 
of  the  guides.  He  would  therefore  suggest  that  these  should  be 
made  easier.  Mr.  Gandon  had  aUuded  to  the  same  thing,  but  in 
a  different  way.  Presuming,  however,  that  they  could  get  a  gas¬ 
holder  perfectly  level,  and  cause  it  to  rise  perfectly  level  through¬ 
out,  what  had  they  to  gain  by  it  ?  This  system  of  constructing 
gasholders  without  any  guide-framing  might  possibly  be  more 
economical  in  first  cost ;  but  that  would  depend  upon  the  quantity 
of  material  they  were  going  to  use.  If  they  increased  the  strains 
coming  upon  the  holder,  they  must  increase  the  weight  of  metal 
they  put  into  it ;  and  this  would  counterbalance  some  of  the  saving 
obtained.  The  question  was.  In  doing  away  with  the  whole  of  the 
guide-framing,  how  much  were  the  strains  increased  ?  Mr. 
Webber  and  Mr.  Child  did  not  think  that  the  strains  would  be 
very  much  greater  ;  or,  in  other  words,  that  the  extra 
strains  would  not  make  it  necessary  to  put  much  additional 
material  into  the  holder.  He  (Mr.  Cripps)  could  not  altogether 


agree  with  them.  Mr.  Gadd  had  on  a  previous  occasion  said  that 
the  sheeting  of  a  gasholder  was  of  no  importance  at  all  as  regards 
resisting  the  strains — that  it  depended  entirely  upon  the  framing. 
Mr.  Gadd  likened  it  to  an  umbrella,  the  cover  of  which  might  be 
thrown  away,  trusting  to  the  framing  to  resist  all  the  strains. 
Taking  it  for  granted,  then,  that  the  sheeting  could  be  disregarded, 
as  far  as  resisting  the  strains  was  concerned.  What  had  they  left  ? 
A  fragile  frame,  consisting  of  a  series  of  horizontal  rings  one  above 
the  other  (curbs,  cups,  &c.),  and  connected  together  vertically  by  a 
number  of  vertical  posts  (guides)  all  round  the  circumference. 
Now,  even  supposing  they  looked  upon  each  of  the  horizontal 
rings  as  incapable  of  distorting  out  of  shape,  and  that  they  would 
retain  their  circular  shape  under  every  condition,  the  whole  frame 
was  not  even  then  by  any  means  rigid ;  it  was  unstable,  because  it 
was  made  up  of  a  series  of  parallelograms,  which  could  all  rock 
over  sideways  together,  without  altering  the  lengths  of  their 
parts.  The  only  thing  which  prevented  them  doing  so  was  the 
assumption  that  they  were  perfectly  fixed  and  rigidly 
attached  at  the  base,  and  that  the  holder  was  considered, 
for  argument’s  sake,  to  be  as  good  as  standing  upon  solid  ground. 
In  order  to  be  rigid,  it  must  be  a  series  of  triangles ;  and  to  get 
this  they  must  introduce  into  the  gasholder  a  system  of  diagonal 
ties  between  the  vertical  posts  all  round  the  holder.  This  could 
not  be  done,  as  the  space  between  the  sides  of  the  various  lifts 
would  not  admit  of  it.  So  they  must  depend  upon  the  sheeting 
fulfilling  the  function  of  the  diagonal  ties.  But  the  sheeting  could 
not  do  so,  owing  to  its  curved  form  between  the  stays,  because 
under  diagonal  stress  it  would  at  once  straighten  across  the  corners, 
instead  of  resisting  the  force.  It  came  to  this,  then — that  they 
could  not  have  diagonal  ties,  and  they  might  not  rely  upon  the 
sheeting.  Therefore,  the  simple  framework  had  to  take  all  the 
strains.  To  show  how  incapable  it  was  of  doing  so,  he  would  take 
an  actual  example.  Take  a  gasholder  200  feet  diameter  and 
120  feet  high.  The  size  of  the  guides  in  the  outer  lift  would  be 
about  6  inches  by  3^  inches  by  ^  inch  channel  iron,  or  (say) 
8  inches  by  2^  inches  by  ^  inch  ;  and  there  would  be  (say)  44  in  the 
circumference.  Now,  as  they  assumed  the  horizontal  cups,  curbs, 
&c.,  to  bo  rigid  rings,  incapable  of  deformation,  the  force  (due  to 
wind  pressure)  would  be  equally  distributed  over  the  whole  of 
these  vertical  posts,  and  would  tend  to  break  them  all  short  off  at 
the  base.  The  breaking  load  of  all  the  44  channel-guide,  120-feet 
high  cantilevers,  taken  together,  was  only  about  13  tons  (uni¬ 
formly  distributed).  The  safe  load  would  only  be  one-fourth  of 
this — say,  3  tons.  Now,  no  one  would  contend  that  the  wind 
pressure  on  the  side  of  a  gasholder  200  feet  in  diameter  by  120  feet 
high  did  not  exceed  3  tons.  Why,  at  10  lbs.  per  square  foot  only, 
it  would  be  10  tons!  Therefore,  they  must  depend  upon  some¬ 
thing  else  beyond  the  guides,  or  increase  their  strength,  which 
meant  weight.  If  they  put  in  Mr.  Gadd’s  diagonal  guides,  they 
would  probably  in  a  measure  act  like  diagonal  ties ;  but  they 
were  curved,  not  direct-acting,  and  would  need  vertical  posts  as 
well  to  make  the  bracing  continuous.  Otherwise  it  would  be 
like  a  girder  with  the  lattices  all  one  way.  He  thought  that  even 
then  there  would  be  a  good  deal  of  twisting  and  distortion  of  the 
gasholder  bell,  especially  when  they  considered  he  had  been  treat¬ 
ing  of  only  one  set  of  strains  upon  the  holder.  There  were  other 
matters  which  could  not  be  ignored  ;  and  even  what  he  had  already 
dealt  with  were  based  upon  such  very  favourable  conditions  (per¬ 
fectly  rigid  cups,  &c.),  by  no  means  tenable.  It  seemed  to  him  to 
be  forgotten  that  the  higher  they  went  into  the  air,  the  greater 
were  the  strains.  Mr.  Child  had  remarked  that  it  made  no  diffe¬ 
rence  how  high  a  gasholder  was. 

Mr.  Child  said  he  should  like  to  disclaim  this  at  once.  He 
went  straight  to  the  principle  of  guiding  a  bottom  lift  of  a  holder 
the  whole  way.  He  was  not  speaking  specially  of  a  one,  two,  or 
three  lift  holder. 

Mr.  Cripps  said  he  had  misunderstood  Mr.  Child.  If  they  did 
away  with  the  guide-framing  to  a  single-lift  gasholder,  they  in¬ 
creased  the  strains  on  the  bell  fourfold ;  with  a  two-lift  holder, 
they  would  have  16  times  as  much  strain ;  while  with  a  three-lift 
holder,  without  guide-framing,  it  would  be  36  times  as  much  as 
in  an  ordinary  single-lift  holder  of  the  same  diameter  and  depth 
of  lift.  The  lower  lift  of  a  gasholder  had  the  most  strain ;  the 
next,  less ;  and  the  top  one,  the  least  of  all.  No  one  who  had 
advocated  the  total  abolition  of  guide-framing  had  as  yet  shown 
scientifically  that  the  guide-framing  could  be  abolished  altogether. 
Mr.  Livesey  had  abolished  it  for  only  one  lift — viz.,  the  top  lift  of 
the  Eotherhithe  gasholder ;  but  he  had  not  gone  so  far  as  to  do 
away  with  guide-framing  entirely  in  a  three-lift  holder. 

Mr.  Livesey  .  And  I  am  not  going  to  try. 

Mr.  Cripps  (continuing)  observed  that  before  the  system  of  no 
guide-framing  was  really  brought  out,  it  should  be  shown  theo¬ 
retically  and  scientifically  that  it  would  work — not  simply  brought 
forward  and  said  that  it  could  be  done.  It  must  be  proved,  just 
as  he  could  prove  to  the  contrary.  When  this  was  done,  possibly 
they  might  launch  forth  into  making  gasholders  without  guide¬ 
framing  ;  but  not  till  then. 

Mr.  Cutler  (London)  expressed  his  satisfaction  at  having  been 
invited  to  be  present  to  hear  this  interesting  paper  of  Mr.  Livesey’s. 
Of  course,  the  idea  of  erecting  a  gasholder  without  guide-framing 
was  quite  contrary  to  the  traditions  of  the  gas  engineering  pro¬ 
fession,  and  there  was  no  experience  to  bring  to  bear  on  it.  It  did 
not  require  any  argument  or  mathematical  investigation  to  prove 
that  if  a  holder  had  to  rise  and  fall  without  guide-framing,  the 
strains  which  in  the  ordinary  way  were  taken  up  and  resisted  by 
the  framing,  would  have  to  be  borne  by  the  holder ;  and  it  seemed 
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to  him  that  they  needed  proof  to  show  the  advisability  of  putting 
this  additional  work  on  a  vessel  designed  for  a  different  purpose 
than  that  of  resisting  such  forces — viz.,  that  of  containing  gas  ; 
and  therefore  of  necessity  it  should  be  kept  in  a  condition  not  likely 
to  allow  of  its  escape,  and  therefore  kept  as  free  as  possible  from 
unnecessary  straining.  The  experience  of  the  past  proved  the 
advantage  of  framing;  and  for  his  part  he  was  unable  at  present 
to  see  any  possible  advantage  in  attempting  to  do  away  with  it. 
Mr.  Liivesey  had  referred  to  the  experiment  at  Kotherhithe  ;  but 
he  (Mr.  Cutler)  could  scarcely  agree  that  the  fact  of  this  holder 
working  all  right  demonstrated  the  advantage  of  doing  away  with 
the  upper  portion  of  the  framing,  although  it  certainly  proved  the 
possibihty  of  so  doing.  Was  not  the  holder  and  its  framing 
exceptionally  strong  ?  and  was  it  proved  that  the  additional  strain 
coming  on  to  the  bell  might  not  be  detrimental  to  it  as  a  gasholder  ? 
With  regard  to  the  idea  suggested  in  the  paper,  he  had  not  had  an 
opportunity  of  seeing  the  paper  before  he  came  to  the  meeting  , 
but  certainly  he  was  exceedingly  doubtful  as  to  the  successful 
working  of  such  a  gasholder.  Its  condition  had  been  described  as 
if  it  were  locked  or  fastened  at  the  bottom,  and  thus  unable  to  tilt, 
and  as  if  it  were  on  the  solid  ground,  when,  of  course,  it  could  not 
be  made  to  tilt.  But,  he  asked,  was  not  such  an  idea  contrary  to 
the  proper  conception  of  what  a  gasholder  is — viz.,  a  bell  freely  float¬ 
ing  on  the  gas  which  it  contains,  and  giving  to  the  gas  a  pressure 
equal  to  its  weight.  If  the  holder  became  locked  at  the  bottom 
its  weight  would  be  more  or  less  supported,  not  by  the  gas,  but  by 
the  slanting  guides  on  which  it  worked ;  and  what  sort  of  influence 
would  this  have  on  the  pressure-gauge  ?  He  should  be  glad  to 
have  some  explanation  on  this  point.  One  portion  of  the  gas¬ 
holder — viz.,  the  bottom  curb — he  was  glad  to  observe  was  now 
receiving  more  like  the  attention  it  deserved.  Engineers  had 
hitherto  seemed  very  much  to  overlook  the  importance  of  this 
member  of  the  structure.  For  his  part  he  did  not  remember  ever 
to  have  seen  a  bottom  curb  really  of  sufficient  strength  in  large  gas¬ 
holders.  In  his  opinion,  too  much  importance  could  not  be  given 
to  the  bottom  curb,  and  to  the  lower  guide-wheels,  which  should 
always  be  carefully  adjusted,  and  receive  much  more  watchfulness 
than  was  frequently  the  case. 

Mr.  W.  Gadd  (Manchester),  on  the  invitation  of  the  President, 
said  he  found  it  was  somewhat  difficult  to  speak  generally  upon 
the  paper  before  them.  He  did  not  know  that  he  ought  to  do  this 
under  present  circumstances,  because  it  would  not  be  necessary 
for  him  to  deal  with  the  special  propositions  put  forward  by  Mr. 
Livesey  ;  inasmuch  as  there  had  been  a  great  amount  of  discussion 
thereon  amongst  the  members.  He  would  like  to  say  one  thing, 
however,  relating  to  his  own  experiments.  He  had  tried  the  effect 
of  his  spiral  guides  going  short  distances  and  returning  and  spiral¬ 
ling  the  opposite  way.  It  seemed  to  him  to  be  something  very 
like  what  Mr.  Livesey  proposed  to  do.  He  showed  a  modification 
of  this  idea  in  one  of  the  models  which  he  exhibited  at  Doncaster 
at  the  meeting  of  the  Manchester  Institution.  Those  who  were  pre¬ 
sent  would  remember  that  the  lift  travelled  in  one  direction - 

Mr.  Livesey  :  But  each  lift  travelled  all  its  height  in  the  same 
direction. 

Mr.  Gadd  said  this  was  so ;  but  it  was  a  modification  of  the 
same  idea  as  was  shown  at  Doncaster.  He  found  that  there  was 
a  httle  jump  or  jerk  ;  and  he  took  it  that  it  was  accounted  for  in 
this  way  :  However  slowly  the  lift  might  be  going,  there  was  sure 
to  be  a  certain  momentum  acquired.  This  had  to  be  overcome ; 
and  when  they  came  to  the  retmm,  it  had  to  be  acquired  in  the 
contrary  direction.  To  go  to  the  more  general  principles,  which 
had  been  mentioned  by  the  various  speakers,  of  dispensing  with 
guide-framing,  he  thought,  with  all  deference  to  those  gentle¬ 
men  who  naturally  felt  that  they  would  like  some  one  else  to  try 
the  experiment — they  all  liked  this — it  was,  at  any  rate,  not 
the  way  in  which  important  improvements  had  been  effected. 
The  great  improvements  they  had  seen  in  the  past  had  always  to 
be  brought  about  by  someone  making  the  trials  and  risking 
something.  Of  course,  it  would  be  quite  improper,  as  Mr.  Cripps 
had  pointed  out,  to  undertake  a  practical  experiment  without 
knowing  something  about  the  theoretical  stresses,  and  satisfying 
one’s  self  beforehand  that  there  was  a  firm  foundation  to  build  upon. 
He  had  listened  very  attentively  to  the  part  of  the  discussion  in 
which  Mr.  Cripps  engaged,  because  he  had  a  great  respect — to 
put  it  in  the  mildest  form — for  that  gentleman’s  opinions  and  for 
his  knowledge  of  such  matters,  which  he  (the  speaker)  recognized 
as  very  considerable ;  and  therefore  Mr.  Cripps  would  probably 
excuse  him  for  slightly  dissenting  from  his  description  of  his 
(Mr.  Gadd’s)  views.  It  was  perfectly  true  that  he  tried  to  hken 
a  holder  to  an  umbrella  covered  with  light  canvas ;  but  it  was 
also  perfectly  true  that  he  (Mr.  Gadd)  did  not  exactly  say  that  he 
would  let  the  sheeting  go  to  the  winds.  What  he  did  say  was  that, 
in  designing  a  holder,  it  was  wise  to  have  the  framing  sufficiently 
strong  to  carry  the  sheeting,  which  nevertheless  had  its  own  work  to 
do,  and  was,  after  all,  most  necessary  to  the  strength  of  the  structure. 
It  seemed  to  him  that  a  holder  without  framing  was  subjected  occa¬ 
sionally  to  all  possible  strains  at  once.  This  would  be  dangerous. 
First  of  all  there  was  the  strain  of  distortion — that  was,  as  he  took 
it,  the  tendency  to  get  out  of  true  shape.  The  second,  which  to  his 
mind  was  the  most  important  thing  to  be  considered,  was  the 
possibility  of  what  he  would  call  the  shearing  strain — that  was,  the 
possibility  of  bending  over.  Now,  if  the  holder  would  resist  this 
shearing  strain,  he  contended  that  it  was  strong  enough  for  any 
pressure  to  which  it  could  be  subjected,  because  he  believed  if  it 
would  resist  the  shearing  strain,  it  would  resist  distortion  ;  for  the 
simple  reason — that  at  present  a  gasholder  was  subjected  to  the 


chance  of  distortion,  though  it  was  held  against  the  guide-framing, 
because  if  there  was  power  enough  in  the  wind,  it  surely  went 
without  saying  that  it  could  crush  up  one  side  against  the  guide¬ 
framing  and  thus  distort  it.  Now,  if  it  was  at  present  strong  enough 
to  resist  this  strain,  it  would  be  strong  enough,  under  any  circum¬ 
stances,  without  the  framing,  to  resist  distortion  jjer  se.  Then 
came  the  necessity  for  resisting  the  possibility  of  shearing  over. 
So  far  as  the  comparison  of  a  holder  with  its  edges  resting  on  the 
solid  ground  went,  the  proposal  he  had  made — of  spiral  framing 
did  compare  therewith,  to  this  extent,  that  the  holder  was  held  at 
its  edges,  and  kept  horizontally,  the  edges  firmly  and  solidly 
gripped  at  every  possible  height  as  it  ascended  or  descended. 

It  therefore  appeared  to  his  mind  that — he  did  not  purpose 
going  into  any  of  the  minor  details — the  only  possibility  of 
destroying  a  holder  was  by  shearing  action,  because  it  was 
impossible  to  move  it  out  of  the  horizontal  without  breaking 
the  bottom  rollers  or  guides.  His  holder  worked  equally  well 
with  three  rollers  as  with  six  or  more.  So  long  as  there  were 
three  sound  bottom  rollers — not  necessarily  in  an  equal  sided 
triangle — his  holder  would  work  up  and  down  all  right.  If 
the  present  make  of  holders  was  not  sufficiently  strong  to  form  m 
themselves  huge  cantilevers  of  sufficient  rigidity,  they  would  in¬ 
quire  to  be  strengthened  up  to  that  point ;  but  not  necessarily  by 
adding  weight.  As  regards  weight  of  material,  it  was  in  the  rnam 
quite  strong  enough.  He  was  perfectly  free  to  admit  that  it  migh  t 
be  necessary  to  alter  the  form  or  disposition  of  the  material  some¬ 
what  for  the  purpose.  Mr.  Newbigging,  in  his  paper,  suggested 
that  the  stays  should  be  in  the  triangular  form,  at  or  near  the 
bottom  curb  of  theJiolder.  This,  he  thought,  would  give  the  re¬ 
quisite  strength  ;  and,  furthermore,  the  spiral  guides  necessarily 
formed  an  arch  or  bow  which  must  strengthen  the  holder  against 
distortion.  He  was  convinced  that  if  it  could  be  demonstrated  that 
a  stable  holder  could  be  made,  the  economy  would  necessarily  be 
great ;  and  this  had  been  incidentally  shown  by  one  of  the  previous 
speakers,  when  he  mentioned  the  cost  of  the  foundations  of  the 
piers,  and  so  forth.  This  was  a  very  important  matter  indeed. 
They  had,  by  the  system  proposed,  a  simple,  plain  tank,  without 
counterforts.  The  guides  could  be  either  built  into  the  tank  or  be 
attached  to  the  sides  in  any  way  which  the  engineer  designing  the 
tank  thought  best.  If  it  was  true  that  something  like  50  per  cent, 
of  the  weight  could  be  taken  out  of  the  total  structure,  it  must,  of 
course,  make  a  large  reduction  in  the  cost.  He  took  it  that  this 
was  a  question  which  must  not  be  lightly  disposed  of  that  this 
possible  saving  could  not  be  ignored.  He  did  not  know  that 
there  was  anything  more  he  particularly  desired  to  say  on  the 
subject.  He  would  only  mention  that  the  two  models  of  holders 
on  his  system  that  he  had  in  the  room  were  not  so  perfectly  con¬ 
structed  as  he  should  have  liked  them  to  be.  However,  they 
were  sufficient  to  show  how  the  system  worked.  With  regard  to 
the  fitting  of  the  rollers  on  the  guides,  he  had  purposely  left  them 
very  loose  ;  his  object  being  to  show  that,  with  loose-fitting  guides, 
without  the  necessity  of  anything  tight  at  all,  the  thing  would 
work.  Of  course,  in  practice  on  a  large  scale,  they  would  be 
made  just  as  tight  as  was  found  necessary  for  the  purpose.  _ 
The  President  said  he  noticed  Mr.  Henry  Woodall,  the  Presi¬ 
dent  of  The  Gas  Institute,  in  the  room;  and  he  was  sure  all 
present  would  be  pleased  to  hear  a  few  remarks  from  him  on  the 
subject  under  discussion.  . 

Mr.  Woodall  said  he  had  only  just  come  from  Birmingham, 
and  had  not  had  the  pleasure  of  hearing  the  paper.  He  was  not 
prepared  to  say  much  of  consequence  on  the  question,  because,  as 
they  were  all  aware,  he  had  been  out  of  office,  and  had  not  had  a,ny 
opportunities  of  inquiring  into  the  particular  aspect  of  the  question 
which  was  at  the  present  time  engaging  the  attention  of  the  meet¬ 
ing.  Although  he  could  not  offer  any  teclmical  suggestions,  he 
could  speak  of  his  experience  with  gasholders,  and  give  one  or  two 
illustrations  which  would  have  some  interest  in  connection  with  this 
question,  and  might  possibly  be  of  some  value.  Looking  at  the 
matter  from  the  light  afforded  by  his  experience,  he  might  ask 
whether  it  was  not  a  fact  that  the  holder  often  supported  the 
framing,  rather  than  the  framing  the  holder.  That  the  framing  of 
holders  had  ordinarily  been  built  very  much  stronger  than  was 
needed,  he  had  been  convinced  for  many  years  past.  He  was  the 
more  assured  of  this  from  an  accident  which  happened  to  a  large 
two-lift  holder  at  Leeds,  when,  in  consequence  of  the  upper 
lift  being  frozen  (gas  being  delivered  from  it  at  the  time),  tlie 
holder  fell  with  such  a  crash  that  the  sudden  vibration  caused  a 
fracture  of  every  one  of  the  16  columns,  3  feet  in  diameter.  He 
applied  four  straps  of  wrought  iron  to  each  column,  each  having 
two  bolts  above  and  below  the  fracture;  and  in  this  way  the 
holder,  150  feet  in  diameter,  lasted  several  seasons— until  he  had 
it  converted  into  a  three-lift  one.  This  was  only  one  of  two  or 
three  cases  of  the  kind  he  might  mention,  though  perhaps  not  so 
distressing.  That  holder  only  cost  L5  for  patching.  ^ 

Mr.  Lrv'ESEY  asked  if  the  holder  had  diagonal  bracing. 

Mr.  AVoodall  replied  that  it  had  not.  They  were  cast-iron 
columns,  with  two  tiers  of  girders.  Then  in  course  of  time  he 
dispensed  with  this  framing,  and  used  very  light  wrought-iron 
framing.  These  holders  had  been  characterized  as  “gossamer 
structures,  that  would  not  stand  a  gale.  It  so  happened  that  the 
first  of  the  six  holders  he  put  up  was  met  by  a  very  severe  gale 
before  half  the  bolts  were  tightened,  and  it  stood  perfectly,  it 
any  of  the  gentlemen  present  went  to  Leeds,  they  would  see 
some  of  the  lightest  possible  structures.  He  had  never  heard  ot 
the  slightest  difficulty  with  them,  although  there  were  ten  three-lilt 
holders  there. 
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The  President  said  the  discussion  had  been  very  full  and  inter¬ 
esting.  Some  of  those  who  had  spoken  were  very  conservative, 
and  some  very  radical;  and  he  supposed  that  between  the  two 
they  would  find  the  answer  to  the  great  question  before  them.  It 
seemed  to  him,  as  Mr.  Woodall  had  said,  that  they  had  in  many 
of  the  gasholders  round  and  about  them  too  much  work  in  the 
portion  of  the  structure  which  held  the  holder  in  position.  On  the 
other  side,  he  thought  that  when  they  came  to  construct  gasholders 
on  the  system  demonstrated  by  Mr.  Livesey  and  Mr.  Gadd,  they 
would  require  to  have  a  great  deal  more  strength  in  the  lower  part 
of  the  structure. 

Mr.  Livesey,  in  reply,  said  that  he  had  been  extremely  in¬ 
terested  in  the  discussion  that  had  been  carried  on  so  ably  by  so 
many  of  those  present ;  and  he  really  felt  there  was  very  little  to 
say.  Perhaps  it  would  be  better  to  take  the  remarks  seriatim. 
Mr.  Broadberry  thought  it  would  be  necessary  to  strengthen  the 
cups.  Well,  he  did  not  think  the  use  of  tangential  rollers  had 
been  sufficiently  appreciated.  By  their  use,  the  strain  was  applied 
in  such  a  way  that  the  cup  was  in  the  best  position  to  resist  it. 
Where  they  had  radial  rollers,  they  by  their  bearing  on  the  guides 
tended  to  push  the  cup  inwards ;  but  with  tangential  rollers,  the 
stress  was  in  a  direct  line  with  the  cup  in  its  strongest  position. 
That  was  a  source  of  additional  strength,  or  rather  it  removed  a 
cause  of  weakness.  In  regard  to  their  friend’s  anxiety  as  to  the 
strength  of  the  unsupported  holder,  the  experience  of  the  President 
of  The  Gas  Institute  seemed  to  show  that  the  framing  used  in 
years  gone  by  had  been  stronger  than  was  necessary.  That 
extraordinary  experience  of  his  showed  that  a  holder  would 
work  safely  with  very  weak  framing  indeed ;  and  therefore, 
if  they  were  to  assume  that  by  the  abolition  of  framing  they 
might  have  to  strengthen  the  holder,  it  did  not  at  all  follow  that 
they  must  put  as  much  strength  into  the  holder  as  was  now  found 
in  the  framing  of  ordinary  holders.  It  was  shown  by  experience 
that  the  framing  was  stronger  than  was  necessary.  Mr.  Botley 
raised  an  important  question  about  the  tilting  or  wedging ;  and 
he  wished  to  know  how  these  new  guides  of  his  worked.  It  was  a 
difficult  matter  to  explain  how  the  thing  worked ;  it  was  necessary 
that  each  one  should  think  it  out  for  himself.  Of  course,  in 
practice,  they  would  have  a  series  of  these  guides  extending  all 
round  the  tank — perhaps  a  score  or  more,  and  all  placed,  as  he 
had  said  in  the  paper,  in  exact  correspondence.  Thus,  the  pro¬ 
jections  and  hollows  of  all  the  guides  would  be  exactly  at  the 
same  level.  Consequently,  when  the  holder  was  going  down, 
supposing  the  rollers  to  be  in  the  top  hollows  of  the  guides, 
all  the  rollers  must  move  in  the  same  direction,  (say)  to  the 
right,  until  they  passed  the  projection.  They  then  moved  to  the 
left,  then  again  to  the  right,  and  so  on.  Of  course  it  had  to  be 
proved  whether  the  thing  would  tilt  or  wedge.  He  had  been 
experimenting,  but  unfortunately  had  not  had  time  to  carry  out  the 
experiments  thoroughly ;  but  so  far  as  they  had  gone  it  seemed 
that,  while  tilting  to  the  extent  of  an  inch  or  two  might  take  place, 
in  practice  there  was  no  danger  of  wedging.  He  was  about  having 
a  model  made.  If  it  succeeded,  he  would  show  it  at  the  next 
meeting ;  and  if  it  failed,  he  would  explain  why  it  had  done  so.  A 
radial  roller  would  work  straight  up  these  guides  in  the  clear 
space  of  6  inches  in  the  middle  between  the  projections ;  but  as  it 
might  possibly  catch  against  the  projections,  they  could  have  a 
channel-shaped  groove  or  recess  cast  in  the  centre,  which  would 
provide  a  suitable  path,  6  inches  wide,  for  the  radial  roller.  Perhaps 
he  had  better  say  that  he  was  not  going  to  recommend  anybody  to 
adopt  this  system.  As  was  well  put  by  Mr.  Webber,  this  was  a 
discussion  on  a  principle  ;  and  what  they  wanted  to  do  was  to  settle 
sound  principles.  Mr.  Botley’s  question  as  to  the  size  of  holder 
adaptable  to  the  system  referred  more  to  doing  away  with  the  upper 
framing,  or  employing  a  shortened  framing.  He  (Mr.  Livesey)  did 
not  see  why  that  should  not  be  applicable  to  gasholders  of  any 
diameter ;  and  he  was  not  at  all  sure  that  they  would  not  be  safer  for 
small  holders  than  large  ones,  because  small  holders  were  relatively 
stronger  than  large  ones  to  resist  distortion.  Mr.  Child  said  there 
was  no  reason  for  increasing  the  strength ;  and  Mr.  Cripps  had 
dealt  very  exhaustively  with  the  matter.  For  a  single-lift  holder, 
he,  like  Mr.  Child,  did  not  think  it  would  be  necessary  to  increase 
the  strength  of  the  sides  at  all.  He  must  say  that  so  far  Mr. 
Cripps  had  proved  his  point,  that  to  leave  two  lifts  unsupported 
would  cause  greatly  increased  strains  on  the  sides,  and  to  leave 
three  lifts  unsupported  would  be  quite  out  of  the  question. 
He  could  not  but  believe  that  the  strains  would  be  very  consider¬ 
ably  increased  on  the  side  sheeting  if  entirely  unsupported  by 
guide-framing.  In  this  connection  he  could  not  do  better  than 
again  recommend  those  who  had  not  done  so  to  study  those  able 
articles  by  “  Theory  and  Practice.”  He  must  make  one  remark 
on  what  had  been  said  by  Mr.  Webber.  He  said  that  Mr.  New- 
bigging’s  paper  ought  not  to  be  passed  by  without  mention. 
With  that  he  (Mr.  Livesey)  quite  agreed.  The  paper  was  very 
interesting,  and  dealt  with  a  part  of  the  subject  which  was  of  great 
importance.  In  that  paper  was  shown  the  proportion  which  the 
framing  bore  to  the  bell ;  and  hence  the  argument,  seeing  that  the 
framing  bore  so  large  a  proportion  to  the  weight  of  the  holder,  if 
they  could  do  away  with  the  framing  there  would  be  a  consider¬ 
able  saving  effected.  Mr.  Cripps  asked  whether  it  would  not  be 
better  to  make  these  projections  easier  or  more  rounded  in  his 
(Mr.  Livesey’s)  guide.  In  one  of  the  sketches  in  the  paper,  they 
were  shown  easier ;  but  that  was  really  a  matter  of  experiment. 
It  had  to  be  found  out  what  kind  of  curve  in  the  guide  would  be 
most  suitable  for  the  purpose.  The  specimens  handed  round  for 
inspection  merely  showed  the  principle.  Mr.  Cripps  spoke  about 


the  possibility  of  a  jerky  motion  with  this  guide.  Possibly  there 
might  be  a  slight  jerky  motion,  but  that  also  had  to  be  proved. 
He  did  not  think  there  would  be  any  difficulty  on  this  score  what¬ 
ever.  Mr.  Cutler  had  spoken  about  the  Kotherhithe  holder  being 
a  holder  of  great  strength.  It  had,  he  confessed,  heavy  guide¬ 
framing  ;  but  he  did  not  call  it  a  strong  holder  at  all. 

Mr.  Cutler  :  The  bell  of  the  holder  is  strong. 

Mr.  Livesey  :  The  holder  has  strong  roof  framing  and  sheeting ; 
but  it  is  not  uniformly  strong.  But  the  guide-framing  was  not 
at  all  strong,  apart  from  its  great  weight,  to  resist  the  strains  that 
might  be  supposed  to  come  upon  it.  He  was  sure  that  if 
they  were  going  to  build  a  three-lift  holder,  and  to  stop  short 
at  the  second  lift,  they  would  put  up  a  much  stronger  framing 
at  less  cost  and  weight.  As  he  had  explained,  the  holder 
(imagining  it  to  be  standing  on  the  ground)  with  the  new 
form  of  guides,  was  held  down  at  the  sides,  and  was  supported 
from  its  crown  by  the  pressure  of  the  gas  on  the  crown ;  and 
by  Mr.  Gadd’s  plan  and  his  own  it  was  held  down  at  the 
sides.  If  Mr.  Cutler  was  right  when  he  spoke  about  the  bottom 
curbs  being  weak,  it  was  a  difficult  matter  to  make  a  bottom 
curb  very  strong,  as  its  width  was  restricted.  But  the  same  object 
could  be  obtained  by  increasing  the  number  of  rollers  or  points  of 
support,  or  by  using  tangential  rollers.  By  doubling  the  rollers, 
and  thus  reducing  the  distance  between  the  bearings  by  one- 
half,  probably  the  curb  would  be  strengthened  fourfold ;  and, 
paradoxical  as  it  might  seem,  they  might  thus  reduce  the  weight 
of  the  curb  very  materially,  and  yet  increase  its  effective  strength. 
He  had  not  any  comment  to  make  upon  Mr.  Gadd’s  remarks ;  but 
he  must  say  he  did  not  think  he  had  answered  Mr.  Cripps  in 
relation  to  the  question  of  distortion  of  the  sides  of  the  holder.  He 
spoke  of  the  shearing  action  ;  but  it  appeared  to  him  (Mr.  Livesey) 
that  the  wind-pressure  on  the  holder  must  tend  to  distort  and 
buckle  it ;  and  until  that  was  proved  not  to  be  so,  he  would  be  a 
very  rash  man  who  would  build  a  three-lift  holder  without  any 
framing  at  all.  Another  thing  occurred  to  him.  He  did  not 
think  the  sides  of  the  holder  were  sufficiently  rigid  to  fix  the 
guides  to.  They  might  well  be  fixed  to  the  tin  sides  of  a  model; 
but  that  was  not  like  a  gasholder.  There  was  no  relative  propor¬ 
tion  between  the  two.  If  they  were  to  fix  spiral  or  his  guides  to 
the  thin  sheeting  of  a  gasholder,  and  depend  entirely  upon  them, 
it  would  not  be  sufficiently  rigid  to  resist  the  strains  that  came 
upon  it.  If  these  guides,  on  the  other  hand,  were  fixed  to 
the  tank,  they  had  there  a  perfectly  rigid  support ;  and  the 
rollers  on  a  strong  bottom  curb  could  not  disturb  the  guides. 
But  if  they  fixed  the  guides  on  the  sheeting  of  the  holder,  he  was 
very  much  afraid  that  it  would  spring  and  give  way  under 
the  strains  that  would  come  upon  it  in  a  holder  entirely  unsup¬ 
ported  by  guide-framing.  His  idea  was  this  :  As  to  doing  away 
with  the  framing  altogether,  he  had  never  thought  of  it ;  and  from 
all  he  had  seen  and  heard,  he  did  not  think  it  would  be  advisable 
or  practicable.  The  more  he  thought  of  it,  the  less  he  considered 
it  would  be  safe  to  abolish  the  framing  altogether.  He  should 
think  it  would  be  practicable  to  build  a  three-lift  holder  with  guide¬ 
framing  one-lift  high,  and  to  adopt  for  it  Mr.  Gadd’s  or  his  own 
guide.  Of  course,  he  should  naturally  prefer  the  latter.  The  inner 
and  second  lifts  would  be  guided  till  they  cupped  by  radial  rollers 
working  up  the  centres  of  the  guides ;  and  with  two  series  of  tan¬ 
gential  rollers  on  the  outer  lift — one  on  the  cup  and  the  other 
on  the  curb  working  in  the  corrugated  guides — he  thought  the 
bottom  lift  would  be  perfectly  rigid  and  safe  ;  and  the  two  upper 
lifts,  if  they  were  strong  enough  to  resist  the  distorting  action, 
would  also  be  perfectly  safe.  That  he  might  tell  them,  was  the 
utmost  to  which  he  thought  it  would  be  safe  to  go.  He  was  much 
obliged  to  them  for  the  patience  with  which  they  had  listened  to 
the  paper  ;  and  he  could  only  hope  that  the  result  would  be  that 
it  would  help  to  settle  what  were  the  true  principles  of  gasholder 
construction. 


Mr.  Price’s  Paper — “Some  Hindrances  to  the  Sale  of  Gas.’ 

(See  ante,  p.  847.) 

The  President  said  he  was  sure  the  members  ware  all  pleased 
with  the  interesting  paper  they  had  just  heard.  They  had  in  the 
first  paper  economy  in  the  construction  of  gasholders ;  and  now 
they  had  had  shown  to  them  the  benefit  which  would  come  to  gas 
companies  if  they  extended  their  business  into  small  cottages. 
Much  might  be  said  on  the  various  points  raised  in  the  paper.  At 
the  commencement  of  his  year  of  office,  he  referred  to  the  matter 
of  deposits ;  and  he  must  again  say  that  in  the  case  of  country 
companies,  they  were  a  source  of  much  mischief  and  obstruction  to 
any  increase  in  the  consumption  of  gas.  The  inhabitants  in  small 
towns  had  a  very  strong  feeling  against  deposits.  In  one  place 
he  had  heard  of,  where  they  were  demanded  of  some  publicans, 
they  immediately  resorted  to  oil-lamps.  The  deposit  system  was, 
he  believed,  being  abolished  in  many  cases,  on  account  of  its  dele¬ 
terious  effect  upon  the  consumption  of  gas.  It  was  necessary  that 
every  obstacle  which  impeded  the  growth  of  the  consumption  of 
gas  should  be  removed. 

Mr.  W.  H.  H.  Broadberry  (Tottenham)  remarked  that  there 
was  scarcely  a  point  in  Mr.  Price’s  paper  which  at  some  time  or 
another  had  not  come  under  the  notice  of  most  of  them ;  and  he 
thought  it  would  result  in  a  considerable  improvement  to  their 
business  if  they  could  remove  the  obstacles  referred  to.  In  the 
first  place,  the  author  mentioned  the  question  of  deposits.  He 
(Mr.  Broadberry)  must  say  he  felt  very  strongly  on  this  question. 
There  was  no  doubt  whatever  that  there  were  not  half-a-dozen 
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gentlemen  present  in  the  room  who  would  not  he  considerably 
annoyed  if  the  baker  were  to  ask  them  for  a  deposit  before  he 
would  deliver  bread  to  them.  Why  gas  companies  should  be 
different  from  other  people  in  business,  in  the  matter  of  demanding 
a  deposit,  he  could  not  at  all  understand.  A  few  years  ago,  he 
must  admit,  they  were  a  little  more  independent  on  the  subj^t  of 
the  supply  of  light  than  they  were  at  the  present  time,  ihey 
could  then  say  to  intending  customers,  “  You  must  come  to 
our  terms,  or  we  will  not  supply  you  with  gas.”  But  this  was 
altered;  and  they  had  now  to  show  more  consideration  to  the 
consumers’  terms.  The  general  demand  for  deposits  could  not  be 
iustified  under  any  system  of  business  whatever  For  some  ^^ars 
he  had  to  work  against  his  conscience,  and  ask  for  a  deposit  from 
every  consumer.  Nine  months  ago,  his  Company  were  not  supply¬ 
ing  gas  in  their  district  to  more  than  about  25  per  cent,  of  the 
inhabitants  ;  and  he  certainly  believed  the  principal  cause  was  the 
infliction  of  the  deposit. 

Mr.  Liyesey  :  In  every  case  ?  _  .  .  ,  .  • 

Mr.  Broadberry  replied  in  the  affirmative.  Their  instructions 
were  not  to  put  on  a  supply  of  gas  without  a  deposit;  and  only 
consumers  who  were  in  existence  before  this  rule  was  laid  down 
were  exempt.  He  made  several  reports  on  the  subject ;  and  the 
system  had  now  been  abolished.  What  they  did  now  was  to  ask 
the  name  of  the  company  that  last  supplied  the  intending  custorner  , 
or  if  they  could  show  by  their  receipts  that  their  gas  accounts  had 
been  promptly  paid  and  so  on,  then  they  were  supplied.  If  not,  the 
company  wrote  for  a  reference ;  and  if  they  did  not  get  a  satis 
factory  one,  they  found  the  simplest  plan  was  to  ask  for  a  deposit. 

He  had  one  case  not  long  ago,  in  which  he  wrote  to  the  company 
who  had  previously  supplied  the  person  applying  for  gas  ;  and  the 
answer  came  back  :  “  Kindly  give  us  his  address  ;  he  owes  us  for 
two  quarters.”  (Laughter.)  As  to  the  question  of  oil,  there  was 
no  possibility  of  doubt  that  gas  companies  had  to  consider  this 
more  than  the  electric  light.  He  carried  out  some  extensive 
experiments  on  this  matter  of  oil  lighting;  and  tliere  was  no 
doubt  that,  light  for  light,  gas  at  3s.  per  1000  cubic  feet 
could  not  compete  with  oil.  When,  however,  the  trouble,  the 
cost  of  chimneys,  &c.,  was  taken  into  account,  most  people  would 
gladlv  pay  the  small  additional  cost  of  gas.  He  advocated  that 
las  accounts  should  be  collected  at  shorter  intervals  than  three 
months.  Whether  prepayment  was  to  be  the  system  ot  the  future, 
or  whether  the  collections  were  to  be  easier,  he  did  not  know ;  but 
he  certainly  thought  they  should  make  the  collection  at  least 
monthly,  or  even  at  shorter  periods  than  that.  In  regard  to  the 
question  of  fittings,  the  first  cost  was  considerable  for  small  house 
holders.  They  could  buy  a  good  oil-lamp  for  15s. ;  but  it  they 
wanted  a  supply  of  gas  they  must  spend  about  £3  or  T4  for  fittings 
in  order  to  get  the  same  amount  of  light.  They  would  have  to 
endeavour  to  meet  the  small  householders  in  this  extraor^nary  ex¬ 
pense  ;  and  then  they  would  certainly  be  able  to  hold  their  own. 
He  thought  that  the  fittings  should  be  put  in  by  the  gas  companies, 
and  a  monthly  rental  charged  for  them.  The  prepayment  meter 
Mr.  Price  had  exhibited  was  a  very  ingenious  contrivance,  and 
would  help  to  meet  the  difficulty  of  quarterly  collections.  . 

Mr  George  Lane  (Aylesbury)  contended  that  depomts  were,  m 
certain  cases,  absolutely  necessary.  At  Aylesbury,  they  found  it 
essential  to  require  them  from  the  publicans,  and  allow  teetotalers 
to  go  “  scot  free.”  They  found,  on  looking  back  for  some  years, 
that  the  bad  debts  were  mostly  caused  by  the  coming  and  going  ot 
the  publicans,  which  showed,  perhaps,  that  they  had  not  a  large 
and  Wrative  business  in  the  town.  In  refereiiee  to  the  meter 
exhibited,  it  appeared  to  him  to  be  like  a  money -b^  ;  and  when  a 
tenant  happened  to  be  in  arrears  and  in  serious  difficulty,  he  (Mr. 
Lane)  thought  there  would  be  the  temptation  to  disconnect  the 
meter  and  run  off  with  the  source  of  profit.  ,  .  ,,  j.  • 

Mr  C  E.  Botley  (Hastings)  said  it  seemed  to  him  that  m 
discussions  of  this  kind  very  great  difficulty  occurred  on  account 
of  there  being  different  kinds  of  procedure  m  regard  to  deposits  and 
so  forth  in  various  towns.  There  were  not  two  cases  that  seemed 
to  be  the  same  in  every  respect.  By  recent  Gas  Acts  deposits  were 
sanctioned,  provided  5  per  cent,  interest  was  paid  on  them ;  and  he 
could  not  conceive  that  there  was  any  injustice  m  this,  in  his 
own  case  they  asked  for  a  reference  from  the  company  who 
previously  supplied  the  person  wishing  to  have  gas ;  and  it  they 
had  a  satisfactory  reply,  they  connected  the  meter.  In  other 
cases  they  demanded  a  deposit,  and  alloYved  5  per  cent,  upon  it. 
One  of  their  customers  a  short  time  ago  inquired  if  they  wanted 
anv  more  money,  because  he  could  let  them  have  some  at  the  same 
rate  of  interest.  With  regard  to  laying  on  the  gas,  they  were  very 
liberal  to  their  customers,  as  they  put  in  100  feet  of  service-pipe 
free  of  charge;  and  if  it  extended  farther  than  this,  they  let  them 
have  it  at  cost  price.  They  did  not  charge  anything  for  fixing 
the  meter.  They  charged  meter-rents,  though  he  should  like  to  do 
away  with  them ;  but  his  Directors  thought  the  amount  of  revenue 
produced  under  this  head  would  not  justify  their  abolition. 

Mr.  Livesey  :  If  you  abolished  meter-rents,  you  would  have  to 

put  up  the  price  of  gas.  •  ,  i  j 

Mr.  Botley;  Just  so;  and  the  consumers  appreciated  a  reduc¬ 
tion  in  price  more  than  the  abolition  of  meter-rental.  As  to  com¬ 
plaints,  all  gas  companies  received  them.  The  consumers  used 
in  a  great  many  cases  bad  gas-fittings  and  bad  burners  ;  but  they 
would  not  be  convinced  that  these  were  the  real  cause  of  their 
complaints,  and  said  that  the  gas  was  bad.  The  Hastings  Town 
Council  had  recently  appointed  a  Gas  Examiner.  They  had  had 
extremely  good  reports  from  him ;  and  now  he  believed  the 
Council  thought  they  had  made  a  mistake.  They  had  appointed  an 


Examiner  to  test  the  gas  ;  and  he  was  giving  the  Company  a  good 
advertisement,  by  showing  that  they  more  than  carried  out  all 
their  legal  requirements.  As  to  the  prepayment  meter,  there  was 
no  doubt  that  they  would,  if  they  wished  to  cultivate  the  small  class 
of  consumers,  have  to  look  to  something  of  this  kind  to  help  them. 
The  question  of  fixing  fittings  in  small  houses  was,  he  thought,  the 
more  serious  question  for  gas  companies  to  consider. 

Mr.  C.  Gandon,  referring  to  the  deposit  question,  said  that  if  it 
was  necessary  to  ask  for  a  deposit  at  all,  great  discretion  should  be 
used.  If  they  knew  they  had  an  untrustworthy  person  to  deal 
with,  of  course  a  deposit  would  have  to  be  demanded.  He  had 
found  the  same  thing  as  had  been  mentioned  by  a  previous  speaker 
with  regard  to  the  losses  by  publicans.  They  were  very  difficult 
people  to  deal  with.  They  went  into  a  public  house,  and  would 
leave  before  the  gas  officials  were  aware  that  anything  was  wrong 
with  them ;  and  then  it  would  be  found  that  the  brewer  had  a  hen 
on  everything  in  the  place.  As  to  meter-rents,  this  was  also  a 
question  on  which  it  was  rather  difficult  to  lay  down  any  absolute 
rule.  The  Crystal  Palace  District  Gas  Company  made  a  charge  of 
9d.  per  quarter  for  meter  hire ;  the  object  being  not  so  much  to 
obtain  a  profit,  as  to  prevent  people  keeping  meters  in  their  houses 
when  they  did  not  use  gas.  If  no  charge  was  ever  made,  some 
people  would  allow  the  meter  to  remain  in  situ  when  they  were 
not  using  gas,  rather  than  have  it  removed.  As  to  Mr.  Price  s 
prepayment  meter,  he  had  not  yet  had  an  opportunity  of  examining 
it ;  but  he  was  rather  disposed  to  think  that  the  contrivance  would 
be  found  difficult  to  work  in  practice.  Could  the  meter  discriminate 
between  a  half-crown  and  a  piece  of  lead  of  the  same  weight  as  a 
half-crown? 

Mr.  Jabez  Church  (London)  said  that,  with  regard  to  gas- 
fittings,  he  thought  it  was  a  question  that  all  gas  managers  would 
have  to  consider — how  they  could  put  proper  and  good  fittings  in 
houses.  It  was  certainly  one  of  the  problems  which  gas 
gers  had  to  solve.  In  the  case  of  water  companies,  they  had 
their  own  plumbers  ;  and  they  had  to  use  stipulated  fittings. 

Mr.  C.  C.  Carpenter  (London)  said  he  was  afraid  there  was  a 
tendency  to  run  after  the  small  consumers,  and  let  the  large  ones 
go  after  the  electric  light.  Electric  light  was  no  doubt  making 
headway ;  and  he  thought  that  the  subject  should  be  dealt  witm 
For  himself,  he  believed  that  everything  could  be  do^  with 
gas  that  the  electric  light  was  capable  of  effecting.  He  was 
one  of  few  gas  people  who  lived  within  the  range  of  electric 
lighting.  They  were  on  one  of  the  oldest  circuits  in  London  ; 
and  they  were  continually  having  breakdowns.  With  the  electric 


light,  unless  they  had  some  artificial  means 


of  ventilation, 

the  atmosphere  was  not  so  fresh  as  with  gas  light.  They  heard 
people  say  that  ferns  and  flowers  were  unable  to  live  in  rooms 
lighted  by  means  of  gas  ;  but  his  ferns  “  turned  up  their  toes  in 
a  week  in  a  room  where  the  electric  light  was  used.  By  putting  m 
one  of  Sugg’s  ventilating  burners,  however,  the  difficulty  was  over¬ 
come.  The  other  occupants  of  the  house  where  he  resided  were 
quite  ignorant  as  to  what  gas  could  do  ;  their  notion  of  it  being 
based  upon  that  relic  of  barbaric  gas  times-— the  union-jet  burner 

_ whereas  gas  lighting  could  be  made  as  artistic  and  decorative  as 

electricity  itself,  at  less  than  one-third  its  cost.  He  thought  the 
proper  education  of  the  consumer  was  a  very  important  subj^t, 
and  one  that  would  have  eventually  to  be  taken  up.  He 
noticed  nearly  every  night,  when  going  home,  that  some  shop  or 
hotel  or  lodging-house  had  the  electric  light  where  it  was  not  on 

the  night  before.  .  4. 

Mr.  Cutler  urged  the  desirability  of  giving  more  attention  to 
the  small  consumers  than  was  done  at  present.  In  conjunction 
with  Mr.  Cloudesley,  he  had  devised  a  meter  to  enable  gas  to  be 
paid  for  beforehand  ;  and  he  might  say,  it  would  be  shortly  brought 
before  gas  companies  and  corporations  for  their  consideration. 

The  President  considered  the  subject  they  had  been  discussing 
was  a  very  interesting  one.  He  thought  that  if  the  prepayment 
meter  came  into  use,  some  arrangement  should  be  naade  with 
the  landlords  of  small  houses  to  put  in  gas-fittings.  In  regard 
to  the  use  of  oil,  he  had  read  in  the  papers  that  the  authorities  m  one 
part  of  China  considered  that  more  material  damage  had  been  done 
by  the  oil  than  by  the  opium  traffic.  He  believed  in  Mr.  Botley  s 
plan  of  supplying  the  services  and  fixing  meters  free  of  charge. 

Mr.  Price,  in  reply,  said  that  in  reference  to  the  question  ot 
fraud  in  connection  with  his  prepayment  meter,  the  arguments 
that  applied  to  a  machine  for  supplying  sweets  and  so  on  would 
not  apply  to  his  instrument,  because  in  the  case  of  the  meter  there 
was  a  responsible  owner;  while  with  a  machine  at  a,  railway 
station  a  person  could  drop  in  a  piece  of  lead  and  be  100  miles 
away  before  the  collector  came  round  to  take  away  the  pence.  As 
to  the  question  of  running  away  with  the  meter,  he  did  not  think 
anyone  would  do  this  for  the  sake  of  the  few  shillings  contained  m 
it ;  besides,  a  meter  was  not  a  thing  that  a  person  could  remove 
without  being  seen.  With  this  machine  he  should  think  the  col¬ 
lection  ought  to  be  made  once  in  six  weeks.  As  stated  by  one 
gentleman,  there  was  no  doubt  that  the  use  of  the  electric  light  was 
increasing  in  the  houses  of  the  wealthy,  and  those  to  whom  expense 
was  no  object  when  a  new  and  attractive  light  was  the  temptation  ; 
but  let  things  settle  down  to  the  inevitable  balance  of  supply  and 
demand,  and  the  usual  comparisons  of  expense— when  the  quarter  s 
electric  light  bill  was  compared  with  the  corresponding  quarter  s  gas 
account— and  he  had  no  fear  but  that  the  “  survival  of  the  fittest 
would  obtain.  He  was  strongly  of  opinion  that  the  small  con¬ 
sumers  should  be  looked  after  ;  and  he  believed  that  a  considerable 
amount  of  revenue  could  be  obtained  from  them.  He  was  muen 
obliged  for  the  attention  that  had  been  given  to  his  paper. 
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AMERICAN  GASLIGHT  ASSOCIATION. 

The  Sixteenth  Annual  Meeting  of  this  Association  was  held  at 
Toronto — as  already  intimated  in  the  Journal — on  the  17th,  18th, 
and  19th  ult.  The  President  (Mr.  T.  Turner,  of  the  Charles¬ 
ton  Gas-Works)  occupied  the  chair.  The  summary  of  the  pro¬ 
ceedings  which  we  publish  to-day,  and  shall  continue  in  subsequent 
issues  of  the  Journal,  is  prepared  from  the  “  Official  Report  ”  pub¬ 
lished  in  the  American  Gaslight  Journal. 

The  first  matter  which  received  the  attention  of  the  members 
was  the  report  of  the  Executive  Committee,  who  recommended 
that  a  portion  of  the  surplus  funds  of  the  Association  should  be 
disposed  of  in  the  purchase  of  badges,  at  a  cost  of  about  $4 
each,  one  of  which  should  be  presented  to  each  member.  The 
report  having  been  accepted,  the  Secretary  and  Treasurer  (Mr. 
C.  J.  R.  Humphreys)  read  the  financial  statements. 

The  President  then  proceeded  to  deliver  his  Inaugural  Address. 
He  commenced  by  congratulating  the  members  on  the  general  and 
almost  unprecedented  prosperity  that  had  attended  the  gas  industry 
during  the  past  year.  The  increase  in  the  consumption  of  gas 
had  ranged  from  5  up  to  30  per  cent.  Considering  the  cause  of 
this,  he  thought  the  natural  tendency  with  all  consumers  was 
towards  the  use  of  more  light.  The  low  price  allowed  a  more  free 
and  extended  use  of  gas ;  and  the  consumption  for  cooking  and 
heating  purposes  was  constantly  increasing.  The  application  and 
use  of  the  electric  light  had  almost  compelled  people  to  have  more 
light  of  all  kinds  ;  and  though  the  market  price  of  gas  stocks  had 
at  times  suffered  from  the  progress  of  this  new  system,  the  gas 
business  as  a  whole  had  rather  progressed.  He  regarded  the  idea 
of  “  fighting  ”  the  electric  light  as  a  mistaken  policy  ;  and  urged 
that  they  should  rather  lend  their  energies  to  the  development  of 
the  possibilities  in  their  own  business,  which  were  greater  than 
most  people  were  aware  of.  All  things  considered,  gas  must  still 
remain,  as  it  had  been  in  the  past,  as  best  adapted  for  universal 
illumination  and  heating.  He  was  not  entirely  in  favour  of  the 
policy  of  amalgamating  the  business  of  electric  lighting  with  that 
of  gas  lighting,  and  did  not  think  that  any  man  could  manage  two 
different  kinds  of  business  as  he  could  one.  One  or  other  must  in 
some  degree  be  neglected,  and  perhaps  both.  At  the  same  time 
he  acknowledged  that  in  some  cases,  local  circumstances  and  con¬ 
ditions  might  render  it  advantageous  to  consolidate  the  two 
interests;  and  wise  managers  would  be  governed  by  these  circum¬ 
stances  rather  than  by  any  general  rule.  If  the  gas  industry  had 
prospered  during  the  last  30  or  40  years,  in  the  hands  of  men  who, 
in  many  cases,  had  no  special  training  or  education  for  it,  he  was 
certain  that  still  greater  improvements  might  be  expected  in  the 
future,  now  that  the  carbonization  of  coal  and  the  treatment  of 
the  resultant  gases  were  more  thoroughly  understood ;  and  that  it 
would  receive  a  fresh  impetus  when  the  young  men  who  were 
now  coming  up  with  specially  trained  minds  and  hands,  bent  their 
energies  to  the  development  of  the  science  of  manufacturing  illu¬ 
minating  and  heating  gas.  With  regard  to  naphthalene,  condi¬ 
tions  of  carbonization,  and  other  points,  much  remained  to  be 
learnt ;  and  the  engineer  who  was  to  be  the  most  successful 
in  the  future,  was  he  who  had  taken  advantage  of  a  thoroughly 
technical  education,  coupled  with  actual  practical  ability  and  appli¬ 
cation.  Under  the  present  system  of  education,  the  students  had 
no  opportunity  of  acquiring  that  practical  judgment  which  must 
needs  accompany  a  technical  education  in  order  to  place  them  in 
the  best  possible  position  as  managers  of  any  great  industrial 
establishment;  and  this  was  one  reason  why  the  man  who  had 
learnt  a  trade,  and  worked  with  his  own  hands,  was  usually  more 
successful  than  the  one  who  had  acquired  a  theoretical  education, 
but  had  never  enjoyed  the  advantage  of  any  practical  experience  in 
the  work. 

The  Executive  Committee  on  the  proposed  amendment  of  the 
constitution  of  the  Association  then  presented  their  report,  which 
embodied  a  remodelled  set  of  rules ;  and  after  some  discussion  it 
was  adopted.  It  was  subsequently  decided  that  the  next  meeting 
of  the  Association  should  be  held  at  Baltimore. 

The  reading  of  papers  was  next  proceeded  with. 

Mr.  W.  H.  Pearson,  of  Toronto,  read  the  first  paper,  which 
consisted  of  a  description  of  the  latest  forms  of  Herr  Lux’s  gas- 
balance.  As  this  was  similar  to  that  given  at  the  recent  meeting 
of  The  Gas  Institute  in  London,  it  is  unnecessary  to  give  an 
abstract  of  the  present  paper. 

Mr.  J.  Somerville,  of  Indianapolis,  contributed  a  paper, 
entitled  “  Daily  Experience  and  Observations  of  a  Gas  Manager.” 
Alluding  to  the  retort-house,  he  said  that  he  preferred  that  it 
should  be  built  on  the  stage  principle,  as  the  best  and  cheapest  in 
the  end,  and  leaving  ample  room  for  the  erection  of  generator 
furnaces.  He  found  it  quite  sufficient  to  brace  the  settings  in  the 
front  and  rear  only,  and  arranged  them  so  as  to  allow  enough 
space  and  also  plenty  of  time  for  the  combustion  of  the  furnace 
gases.  In  passing,  he  laid  some  stress  on  the  importance  of  the 
element  of  time  in  all  gas-works  operations.  There  was  no 
advantage  in  running  the  heats  so  high  as  to  approach  a  white 
heat,  as  the  gas  produced  under  such  circumstances  was  poor,  and 
would  readily  deposit  naphthalene.  The  spent  charge  should,  on 
the  removal  of  the  retort-lid,  present  a  bright  red  sparkling 
appearance  without  a  trace  of  smoke ;  and  the  coke  should  be 
curled  up  at  the  sides,  and  come  out  easily  when  the  rake  was 
applied.  He  also  found  that  the  higher  the  heats,  the  greater  the 
production  of  ammonia.  [It  may  be  here  remarked  that  the 
author’s  experience  in  this  respect  does  not  agree  with  that  of  many 
English  gas  engineers,  or  with  the  experiments  made  by  Mr. 
Lewis  T.  Wright.]  Self-sealing  lids,  Mr.  Somerville  continued. 


were  only  so  in  name,  as  after  the  first  year  or  so  they  were 
unable  to  stand  the  wear  and  tear  of  the  retort-house.  The  hot 
scrubber,  in  which  all  the  heavy  tar  should  be  deposited,  ought  to 
be  so  hot  that  the  hand  could  not  be  held  on  it — say,  about  120°. 
The  light  oils  and  naphthas  would  flow  on  with  the  gas ;  and 
these  should  be  taken  out  in  a  Pelouze  and  Audouin  condenser. 
Some  gas  managers  place  the  latter  appliance  first,  where  he  put 
the  hot  scrubber ;  but  he  objected  to  such  a  course,  as  being  likely 
to  impoverish  the  gas,  and  also  to  allow  a  little  tar  to  pass  forward 
to  the  scrubber.  He  preferred  weak  liquor  of  2°  or  3°  strength  to 
clean  water  in  the  scrubber.  Referring  to  gasholders,  the  author 
said  that  his  observations  led  to  the  conclusion  that,  whenever 
trouble  occurred,  it  was  due  to  the  weakness  of  the  bottom  curb. 
Let  the  bottom  rollers  get  out  of  place,  and  the  stability  and  safe 
working  of  the  holder  was  destroyed.  Much  had  been  said  against 
the  sperm  candle  as  a  standard  of  light ;  but  he  found  that,  when 
burnt  under  proper  conditions,  and  with  due  corrections,  it  did, 
for  all  practical  purposes,  fairly  test  the  illuminating  value  of  the 
gas.  When  the  specific  gravity  rose  without  a  corresponding 
increase  of  illuminating  power,  it  was  time  to  look  to  the  exhauster 
governor.  Every  meter  ought  to  be  examined,  and  repaired  if 
needful,  every  five  years.  The  result  of  one  year’s  testing  of  con¬ 
sumers’  meters  at  Indianapolis  showed  that,  out  of  209  meters, 
116  were  correct,  53  slow,  and  40  fast.  The  average  percentage 
of  slowness  was  8’6,  and  of  fastness,  7'3.  As  to  the  supply  of  gas 
for  cooking  and  heating,  he  had  taken  this  into  his  own  hands 
with  great  success  ;  having  now  over  2000  stoves  out,  giving  great 
satisfaction.  He  also  collected  accounts  weekly  if  desired  ;  and  at 
present  he  had  600  consumers  on  these  terms. 

In  the  course  of  the  subsequent  discussion,  Mr.  King  referred 
to  the  statement  that  “  the  safe  working  of  the  gasholder  was 
entirely  dependent  on  the  strength  of  the  bottom  curb  and  rollers  ” 
as  agreeing  with  the  claims  of  Mr.  Livesey,  Mr.  Gadd,  and  others 
in  England.  Mr.  Clark  said  he  could  not  agree  with  some  points 
raised  in  the  paper.  He  used  self-sealing  lids  successfully ;  the 
only  point  necessary  being  to  take  care  that  they  were  carefully 
scraped.  He  preferred  to  have  the  exhauster  close  to  the  hydraulic, 
as  it  then  needed  no  lubrication ;  but  he  agreed  that  the  hot  scrubber 
should  come  immediately  after,  and  before  the  Pelouze  and 
Audouin  condenser.  Mr.  Mooney,  Mr.  M’Millin,  and  Mr.  Scriver 
spoke  in  favour  of  self-sealing  lids,  supporting  the  remark  made 
by  Mr.  Clark  on  this  subject.  Mr.  Scriver  had  followed  with  great 
advantage  the  advice  given  in  the  paper  with  regard  to  the  use  of 
gas  for  purposes  other  than  lighting,  to  the  extent  of  making  his 
own  stoves,  and  supplying  them  at  cost  price,  and  also  offering  a 
special  rate  for  the  gas  so  used.  Mr.  Harbison  supported  the 
reader  of  the  paper,  but  did  not  agree  with  the  policy  of  Mr. 
Scriver  in  charging  a  special  price  for  gas  used  for  purposes  other 
than  lighting.  He  believed  in  a  uniform  price,  and  this  so  low 
that  everybody  could  afford  to  use  the  gas  for  every  purpose.  He 
had  no  hot  scrubber,  but  used  a  Walker  tar  extractor  and  a  standard 
washer;  and  this  arrangement  he  found  to  answer  well.  Mr. 
Nettleton  [suggested  that  self-sealing  lids  would  work  well  for 
small  but  not  for  large  retorts.  Mr.  Floyd  demurred  to  this  ;  and 
thought  that  the  principal  difficulty  lay  in  the  treatment  of  the 
lids.  Mr.  Somerville,  in  the  course  of  his  reply,  entered  in  detail 
into  some  of  the  reasons  that  had  led  him  to  the  conclusions 
expressed  in  the  paper. 

The  Committee  on  Standard  Meter  Unions  reported  that,  after 
careful  consideration,  they  had  decided  to  recommend  the  adoption 
of  the  following  sizes  : — 

Size.  Standard  Thread.  Diameter.  Tail  of  Swivel.  Nose  of  Swivel. 


3-light  meter  . 

18 

Inch. 

6  3 

•  6-f 

Inch. 

a 

Inch. 

5  „ 

12 

.  1  6\  . 

•  If 

10  „ 

Hi  . 

.11^  . 

, .  1  A 

1 

The  Committee  also  recommended  that  the  foregoing  be  submitted 
to  other  Associations  for  approval  and  adoption,  and  that  they 
should  continue  their  labours  with  regard  to  other  sizes  of  meters, 
and  report  at  the  next  meeting.  It  having  been  proposed  and 
seconded  that  the  report  be  accepted,  Mr.  Down,  the  Chairman  of 
the  Committee,  entered  into  a  full  explanation  of  the  course  by 
which  the  Committee  had  been  guided.  They  found  that  the 
meter-connections  in  use  differed  in  diameter,  in  number  of  threads 
to  the  inch,  and  in  the  size  and  shape  of  the  thread ;  and  it  had 
been  their  endeavour  to  arrive  at  a  standard  that  would,  as  nearly 
as  possible,  be  a  mean  between  these  differences.  Even  of  an 
inch  variation  in  diameter  made  a  great  practical  difference,  enough 
to  bother  anyone  in  attempting  to  make  the  coupling.  It  was  the 
desire  of  the  Committee  (which  comprised  representatives  of  the 
principal  American  meter  makers),  if  their  recommendations  were 
adopted,  to  make  a  set  of  steel  standards  at  their  own  cost,  and 
place  the  same  in  charge  of  the  Association.  Responding  to  a 
suggestion  from  Mr.  A.  C.  Humphreys,  he  said  he  thought  the 
standard  unions  might  be  made  of  a  distinctive  shape,  or  stamped 
with  the  letter  “  S.”  Being  asked  whether  the  new  standards 
would  fit  all  existing  meters,  he  replied  that  they  had  been  care¬ 
fully  selected  to  fit  the  greatest  number ;  but  it  was  useless  to  deny 
that  some  difficulty  would  arise,  until  the  standards  were  generally 
introduced.  After  some  further  discussion,  the  report  was  adopted. 
On  the  motion  of  Mr.  Harbison,  it  was  decided  that  the  three 
standard  sizes  embodied  in  the  report  should  be  adopted  by  the 
members  of  the  Association  on  and  after  March  1  next,  and  that  the 
Committee  be  requested  to  design  other  standard  sizes. 

Mr.  F.  Mayer,  of  Baltimore,  then  read  a  paper  on  the  “  Con¬ 
struction  of  Gasholders  with  Wrought-Iron  or  Steel  Tanks  above 
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Ground.”  He  said  it  had  been  the  desire  of  gas  engineers  in  all 
modern  works  of  magnitude  to  provide  an  easy  access  to  all  parts 
of  the  apparatus.  The  advantages  of  this  system  were  apparent ; 
and  in  works  where  all  the  apparatus  was  above  ground,  exposed 
to  air  and  light,  it  was  an  easy  matter  to  control  and  maintain  the 
same  in  a  proper  state  of  repair.  But  little  or  no  attention  was 
paid  in  this  direction  as  to  the  construction  of  gasholder  tanks  , 
the  old  and  well-known  brick  tank  being  repeated  in  almost  every 
instance,  although  it  was  known  that  the  guarantees  for  perfect 
construction  and  proper  results  were  doubtful,  even  in  good  ground. 
With  a  view  of  meeting  this  objection,  he  had  proposed  and  advo¬ 
cated  for  three  years  the  construction  of  wrought-iron  or  steel 
tanks  built  above  ground,  and  had  erected  several  on  this  principle, 
which  appeared  to  him  to  yield  the  advantages  of  reduced  cost  ot 
construction,  less  time  required  in  construction,  positive  assurance 
of  proper  construction,  easy  accessibility  to  all  parts,  a.nd  no 
deterioration  of  the  ground.  The  probable  cost  of  a  brick  tank 
in  treacherous  ground  was  very  uncertain ;  but  the  cost  ot  a 
suitable  foundation  on  which  to  construct  an  iron  tank  was  com¬ 
paratively  easy  of  estimation.  Even  in  tanks  of  35  teet  depth, 
the  load  per  square  foot  would  not  exceed  a  ton,  which  was 
not  an  unusual  pressure  on  foundations.  Piling  was  neces¬ 
sary  in  very  bad  ground.  The  character  of  the  soil  could 
readily  be  determined  if  an  iron  tank  was  to  be  used ;  but 
proper  tests  for  a  brick  construction  were  difficult  of  attainment, 
owing  to  the  increased  depth.  Consequently,  expenses  for  addi¬ 
tional  sheet  piling,  &c.,  and  dealing  with  water  and  quicksand, 
were  frequently  incurred  in  excess  of  that  originally  contempla^d. 
This  extra  expense  was  coupled  with  delay  in  completion.  The 
time  which  would  be  occupied  in  construction  could  be  esta¬ 
blished  with  certainty  to  within  a  week  or  two,  when  iron  tanks 
above  ground  were  used,  and  was  20  to  30  per  cent,  less  as  com¬ 
pared  with  ordinary  brick  tanks.  With  proper  precautions  m 
erection,  the  iron  tank  would  be  fairly  reliable  as  to  soundness ; 
but  brick  tanks  frequently  did  not  develop  their  defects  till  they 
had  been  filled  with  water.  The  cause  was  simply  that  the 
exterior  of  the  latter  was  inaccessible.  Therefore  defects  might 
exist  there  that  could  not  be  observed  from  the  interior,  but  which 
in  the  case  of  an  iron  tank  would  be  at  once  seen  and  remedied. 
An  iron  tank  could  be  readily  taken  apart,  and  removed  to  another 
site,  if  desired ;  leaving  the  ground  free  and  undisturbed,  ready 
for  immediate  use  as  a  building  site  or  for  any  desired  purpose. 
Attention  was  then  directed  by  the  author  to  the  details  of  con¬ 
struction,  as  exemplified  by  photographs  of  tanks  erected  on  this 
system.  The  entire  weight  of  the  guide-framing,  which  was  ot 
wrought  iron,  was  supported  by  the  side  plating  of  the  tank.  The 
bottom  was  perfectly  horizontal,  and  solidly  bedded  upon  the 
foundations  with  cement  grouting,  poured  in  through  hand  holes 
after  the  bottom  was  in  position.  The  strains  imposed  upon  the 
ironwork  of  the  tank  by  internal  pressure  were  directly  propor¬ 
tional  to  the  diameter,  and  in  the  construction  shown  did  not  in 
any  part  of  the  rivetted  joints  exceed  10,700  lbs.  per  square  inch. 
The  strength  of  the  rivetting  as  compared  with  the  plating  was 
81  per  cent,  for  the  lower  vertical  triple-rivetted  seams,  and  76 
per  cent,  for  the  upper  double-rivetted  seams.  The  upper  edge  of 
tlie  tank  was  formed  of  a  strong  continuous  circular  girder  ot 
plate  iron  ;  and  the  supports  for  the  standards  consisted  of  large 
Jackets  extending  through  the  entire  depth  of  the  tank,  con¬ 
structed  of  angle  and  bar  iron.  The  weight  of  the  guide 
framin"  was  thus  uniformly  distributed  over  the  whole  sur¬ 
face  of°the  foundation.  Quite  a  “low”  overflow  was  provided 
in  addition  to  .the  ordinary  one  near  the  edge  of  the  tank ;  so  that 
the  water  could  be  lowered  when  necessary,  to  admit  of  painting 
the  inner  and  upper  surface  of  the  tank  at  this  point.  In  large 
tanks  it  was  very  necessary  to  make  provision  for  expansion  and 
contraction.  The  guide-framing  consisted  of  trussed  standards, 
joined  by  lattice  girders,  and  diagonal  tie-bars.  It  was  light  in 
appearance,  but  stronger  than  the  usual  pattern.  As  a  proof,  he 
citkatank  and  holder  100  feet  in  diameter  at  Memphis,  which 
was  caught  in  a  tornado  just  when  inflated  to  its  full  height  for 
testing.  Though  the  wind  reached  a  velocity  of  70  miles  per 
hour,  the  holder  was  not  the  least  damaged.  Combined  systems  of 
radial  and  tangential  rollers  were  used ;  and  the  carriages  were 
constructed  entirely  of  wrought  iron  under  recently  obtained 
patents.  An  important  question  was  how  to  prevent  the  for 
mation  of  ice.  Spare  steam  might  be  utilized  if  obtainable  ;  but 
where  additional  apparatus  was  necessary,  he  preferred  heating  by 
hot  water.  In  any  case  the  heating  surface  should  be  uniformly 
distributed  round  the  inner  circumference  of  the  tank. 

The  paper  was  discussed  at  some  length.  Mr.  Harbison  con¬ 
sidered  the  plan  described  in  the  paper  a  vast  step  m  advance 
of  present  experience.  It  would  be  a  great  advantage  to  him  if 
all  his  tanks  were  as  tight  as  he  believed  these  iron  or  steel  tanks 
could  be  made  j  and  he  thought  that  most  of  the  members  had 
had  more  or  less  experience  with  leaky  tanks.  He  was  located 
where  there  was  a  rise  and  fall  of  27  feet  in  the  water  level  ; 
and  the  ground  was  made  ground.  Of  four  tanks,  two  had 
already  been  lined  with  4J-inch  brickwork,  and  a  third  was  split 
from  top  to  bottom ;  and  he  was  considering  the  advisability 
of  putting  in  an  iron  or  steel  lining  instead  of  a  brick  one.  In 
building  a  new  tank,  he  should  therefore  be  inclined  to  try  Mr 
Mayer’s  plan.  As  to  the  prevention  of  ice,  it  would  not  be  a 
difficult  matter  to  house  the  holder  and  tank  together.  Mr. 
Somerville  thought  there  would  be  some  difficulty  from  rust, 
particularly  at  the  bottom  of  the  tank,  and  also  from  freezing, 
Mr.  A.  C.  Humphreys  quite  agreed  with  the  reader  of  the  paper. 


He  did  not  believe  there  would  be  any  trouble  from  rust;  but 
thought  that  extra  precautions  against  frost  would  be  necessary. 
Mr.  Mayer  observed  that  iron  under  water,  or  otherwise  protected 
from  the  air,  merely  became  covered  with  oxide  and  then  stopped 
rusting  ;  so  he  thought  there  would  be  no  difficulty  in  preventing 
the  formation  of  rust,  as  the  outside  was  open  to  examination. 
The  bottom  plates  ranged  from  to  |  inch  according  to  the  size 
of  the  holder,  and  were  about  4  feet  wide  by  16  feet  long.  _ 

Mr.  D.  H.  Geggie,  of  Quebec,  read  the  next  paper,  which  was 
entitled  “  Experience  in  Distributing  Gas  under  Extremely  Low 
Temperatures.”  He  commenced  by  stating  that  at  Quebec  the 
winters  are  long  and  severe ;  the  average  temperature  from 
Nov.  1  to  April  1  averaging  about  15°  Fahr.,  and  for  at  least  two 
months  of  that  time  it  was  below  zero.  His  gas  was  first  passed 
through  an  air  condenser,  then  a  St.  John  and  Rockwell  scrubber- 
condenser,  next  a  series  of  upright  pipes  provided  with  a  lattice- 
work  of  corrugated  plates,  and  lastly  through  a  standard  washer. 
This  apparatus  not  only  eliminatGd  tar,  but  prevGnted  trouble 
from  naphthalene  either  on  the  works  or  elsewhere.  The  illumi¬ 
nating  power  of  his  gas,  as  tested  by  the  Government  Inspector, 
averaged  nearly  18  candles  throughout  the  winter.  He  used 
Newcastle  and  provincial  coal,  with  4  per  cent,  of  cannel ;  and 
attributed  the  small  percentage  of  enricher  required  to  the  efficient 
action  of  the  St.  John  apparatus.  The  gasholders  were  all  enclosed 
in  buildings  heated  by  steam ;  and  the  distributing  plant  was 
divided  into  three  sections,  each  with  its  own  governor,  and  sub¬ 
divided  by  valves,  so  that  in  case  of  breakage  or  fire  a  small 
section  could  be  shut  off  without  interfering  with  the  rest.  The 
mains  were  4  to  6  feet  deep,  laid  near  the  curb  line,  and  proteefod 
in  damp  or  rocky  ground  with  wood  cases,  tar,  and  sawdust.  He 
found  the  lead  joint  preferable  to  the  turned  and  bored  joint,  as 
more  elastic  and  less  liable  to  fracture  by  frost,  contraction,  or 
subsidence  ;  and  he  now  used  lead  joints  entirely,  as,  if  the  frost 
reached  the  pipes,  it  was  invariably  the  body  of  a  turned  and 
bored  joint  that  broke.  On  account  of  the  low  temperature,  the 
gas  was  reduced  to  the  extent  of  5  per  cent,  in  volume  in  the 
course  of  distribution.  The  exposure  of  his  mains  and  services  m 
the  course  of  laying  water  ;and  drain  pipes  caused  him  much 
trouble  ;  and  as  the  earth  was  frozen  when  the  trenches  were 
re-filled,  great  difficulty  occurred  when  the  thaw  came  in  the 
spring,  when  his  mains  would  sag,  fill  with  water,  and  break,  owing 
to  the  subsidence  of  the  ground.  In  the  extremely  cold  weather, 
the  services  remained  clear ;  but  at  warmer  temperatures  frost 
would  form  close  to  the  walls  of  the  house,  and  cut  off  the  supply. 
This  was  removed  by  means  of  spirits. 

In  the  course  of  the  discussion,  Mr.  E.  Baxter,  who  said  he  was 
also  a  native  of  the  frigid  zone,  related  some  of  his  experiences. 
At  Halifax  the  temperature  did  not  fall  quite  so  low  as  at  Quebec  ; 
but  while  the  latter  town  was  peculiarly  well  adapted  for  district¬ 
ing,  Halifax,  like  many  other  towns,  was  not.  Although  his  pipes 
were  4  or  5  feet  deep,  the  frost  would  sometimes  get  down  to  them  ; 
but  he  did  not  find  the  turned  and  bored  joints  break  ;  and  m  fact 
used  them  entirely.  His  great  difficulty,  both  with  mains  and  ser¬ 
vices,  was  due  to  people  making  drains,  &c.,  and  not  filling  up  the 
ground  properly  below  them.  He  used  wet  meters,  charged  with 
one  part  of  methylated  spirit  to  two  of  water,  which  answered 
well,  but  caused  some  annoyance  from  evaporation.  Glycerine  was 
also  employed;  and  each  meter  was  fitted  with  a  reserve  supply  of 
liquid.  Mr.  Scriver,  of  Montreal,  said  he  also  came  from  a  cold 
country ;  and  his  great  trouble  was  excessive  capital.  Having  to 
house  m  all  the  plant,  and  also  to  keep  it  warm,  and  to  lay  the 
mains  5  feet  deep,  the  cost  of  plant  was  increased  to  about  douWe 
of  that  which  would  be  sufficient  in  warmer  climates.  On 
more  than  one  occasion,  he  had  lengths  of  100  feet  of  main  or  so 
frozen  solid  ;  and  the  only  remedy  was  to  open  the  ground  and 
build  coke  fires  upon  the  pipes.  He  was  also  much  troubled  with 
naphthalene  ;  and  this  principally  when  the  winter  set  in.  Ariother 
disadvantage  he  had  to  encounter  was  that,  not  having  railroad 
commimication  with  the  mines,  he  was  under  the  necessity  of  lay¬ 
ing  in  a  very  large  stock  of  coals  in  the  summer  season.  He  did 
not  lay  pipes  across  bridges,  but  went  down  underground  instead. 
Mr.  Shelton,  of  Philadelphia,  remarked  that  he  had  used  slacked 
lime  to  thaw  frozen  ground  instead  of  coke.  He  took  on  a  few 
inches  of  earth,  spread  the  lime  in  the  space,  poured  water  on,  and 
covered  it  over  closely  with  canvas.  By  the  next  morning,  the 
frost  had  been  drawn  out  of  the  ground  to  a  depth  of  nearly  3  feet. 
The  lime  required  to  be  left  for  a  night  to  give  it  time  to  work.  Mr. 
A.  C.  Humphreys  remarked  that  the  difficulty  with  frozen  mams, 
&c.,  arose  where  the  line  of  frost  and  the  line  of  pipG  inteisect^. 
If  laid  at  various  levels  below  the  surface,  the  pipes  would  be 
exposed  to  the  frost  in  some  parts,  but  would  be  found  below  it  m 
others.  Mr.  Starr,  of  Richmond,  Ind.,  said  he  frequently  had  the 
temperature  20°  to  25°  below  zero,  and  was  much  troubled  with  his 
lamp  columns,  until  he  put  in  IJ-inch  services,  instead  of  |-inch. 
With  regard  to  frozen  holders,  he  had  put  small  iron  brackets 
round  the  inner  edge  of  the  tank,  to  support  a  frame  of  wood, 
which,  as  nearly  as  possible,  covered  the  exposed  surface  of  the 
water.  Throughout  the  cold  season,  a  layer  of  manure  was  put 
on  the  frame  ;  and  this  prevented  any  trouble.  He  carried  up 
the  tank  wall  about  3  feet  above  the  water-level ;  and  this 
was  no  doubt  some  help.  At  bridges  and  exposed  places  he  had 
enclosed  the  mains  in  wooden  boxes.  Mr.  Pearson,  of  Toronto, 
observed  that  he  had  followed  the  same  plan,  and  found  his  Qs- 
perience  agree  with  the  suggestion  made  by  Mr.  Humphreys.  He 
was  much  troubled  with  frozen  service-pipes;  and  he  found 
methylated  spirits  effective  for  thawing  them  out.  Mr,  Lmdsley, 
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of  Cleveland,  said  he  had  efficiently  protected  a  service-pipe  in  a 
very  exposed  situation,  by  providing  a  wooden  box  one  inch  larger 
than  the  pipe,  and  filling  in  the  space  with  pitch.  Mr.  A.  C. 
Humphreys,  in  reply  to  enquiries,  said  that  he  always  widened  the 
pipe  at  all  exposed  parts.  On  a  line  of  8-inch  pipes  for  instance, 
where  crossing  a  bridge,  he  would  lay  12-iuch  pipes.  If  they 
were  covered  with  canvas,  so  much  the  better ;  but  he  did  not 
think  the  pipe  would  freeze  without  covering.  He  had  applied  this 
plan  to  lamp  posts  with  great  success ;  using  l^-inch  pipes  in 
place  of  J-inch.  He  did  not  consider  that  the  expansion  merely 
left  room  for  the  frost,  but  that  a  less  actual  formation  took  place 
in  the  larger  pipe.  Mr.  Douglas,  of  Savannah,  also  testified  to  the 
success  of  this  plan.  Mr.  M'Millin,  of  Columbus,  had  two  lines  of 
16-inch  pipe  crossing  a  bridge,  which  caused  much  trouble.  At  the 
point  where  the  gas  entered  the  exposed  part,  the  main  was  carried 
perpendicularly  out  of  the  ground  to  a  height  of  5  feet  or  6  feet.  He 
enclosed  this  part  in  an  18-inch  pipe,  packing  the  space  with  felt, 
and  for  10  feet  or  so  beyond  added  a  jacket  of  sheet  iron  with  the 
object  of  causing  the  exposure  to  cold  to  be  gradual,  and  not 
sudden.  He  believed  that  the  application  of  this  plan  would 
prevent  trouble  in  all  cases.  Mr.  Slater,  of  Providence,  preferred 
cement  joints  to  lead  joints  for  mains  ;  and  said  he  did  not  find 
the  rigid  joints  broke  at  all.  If  he  hated  anything  it  was  broken 
pipes.  He  always  boxed  in  the  pipes  passing  over  bridges. 

This  concluded  the  first  day’s  proceedings. 


Death  of  Mr.  D.  Vincent,  of  Erith. — The  death  is  an' 
nounced  of  Mr.  Daniel  Vincent,  who  for  28  years  had  been 
Manager  of  the  West  Kent  Gas  Company’s  works  at  Erith.  He 
was  63  years  of  age,  and  had  charge  of  the  works  before  the 
West  Kent  Company  was  formed.  He  enjoyed  the  entire  confi¬ 
dence  of  the  Directors  from  the  time  of  his  taking  service  under 
them,  on  the  formation  of  the  Company  in  1865,  until  the  last. 
He  proved  himself  to  be  a  thoroughly  practical  man  of  business, 
and  remarkably  well  fitted  for  the  discharge  of  the  duties  with 
which  he  was  entrusted.  The  late  Mr.  Vincent’s  father  (Mr. 
Matthew  Vincent)  was  Manager  of  the  Crayford  works. 

Mid-Sussex  Water  Company,  Limited. — The  prospectus  of  this 
Company,  which  has  been  formed  for  the  construction  of  works 
and  the  supply  of  water  to  Hayward’s  Heath  and  other  places  in 
Sussex,  has  been  issued.  The  capital  is  £35,000,  in  £5  shares  ; 
and  the  Company  have  borrowing  powers  to  the  extent  of  £8750. 
It  is  proposed  to  issue  6000  shares  at  par  ;  but  only  three-fifths  of 
the  amount  will  have  to  be  paid  within  three  months  from  the 
date  of  allotment.  The  population  of  the  district  covered  by  the 
Company’s  powers  is  estimated  at  about  14,000,  who  are  at 
present  in  urgent  need  of  a  good  supply  of  water ;  the  existing 
sources  being  much  contaminated.  'The  works  have  been 
designed  by  Mr.  Jabez  Church,  M.  Inst.  C.E.,  F.G.S.,  and  are 
being  carried  out  by  Messrs.  J.  and  H.  Kobus. 

Overhead  Wires  for  Electric  Lighting. — In  the  House  of 
Commons  last  Thursday,  Mr.  Bradlaugh  asked  the  President  of 
the  Board  of  Trade  whetherthe  Board  had  sanctioned  any  existing 
overhead  wires  for  the  purpose  of  electric  lighting ;  and  whether 
they  intended  to  authorize,  under  Provisional  Orders  or  Licences, 
the  transmission  of  electricity  at  high  tension  by  such  wires 
within  the  Metropolis.  Sir  M.  Hicks-Beach  replied  that  no  over¬ 
head  wires  had  been  sanctioned  so  far ;  and  although  he  was  not 
prepared  to  make  any  definite  promise  as  to  future  applications  on 
the  subject,  he  should  not  be  disposed  to  accede  to  such  request. 
In  reply  to  a  question  by  another  member,  as  to  whether  or  not 
he  had  power  to  prohibit  the  erection  of  overhead  wires,  he  said  he 
would  rather  not  give  an  answer  at  present. 

A  Handbook  for  the  London  County  Councillors. — Mr.  D. 
Nutt  has  published  a  neat  little  work  by  Mr.  G.  Laurence  Gomme, 
F.S.A.,  upon  the  duties  and  powers  of  the  London  County  Council 
under  the  Local  Government  Act  of  the  current  year.  Mr.  Gomme 
has  written  an  interesting  introduction  to  his  subject,  in  which  he 
recognizes  that  the  method  adopted  for  dealing  with  “  such  a  con¬ 
centrated  area  of  human  life  as  London,”  by  invoking  the  idea  of 
the  shire  or  county,  was  a  stroke  of  good  statesmanship.  It  is 
regrettable,  however,  that  writers  of  books  who  take  the  trouble 
to  prepare  introductions  or  prefaces  to  explain  the  objects  of  their 
works,  so  frequently  fall  into  a  slipshod  way  of  expressing  them¬ 
selves  in  these  explanatory  compositions.  In  this  instance,  it  is 
to  be  presumed  that  Mr.  Gomme  knows  what  he  means  by  such 
a  contradiction  in  terms  as  “  a  concentrated  area  ;  ”  but  the  phrase 
certainly  looks  odd.  Concentrated  soup  we  know,  and  to  concen¬ 
trated  attention  we  are  not  strangers;  but  how  an  “  area  ”  is  to 
be  concentrated  surpasses  our  ken.  This,  however,  by  the  way. 
Mr.  Gomme  has  presumably  been  more  careful  of  his  facts  than  of 
his  language.  There  is  an  ample  index  of  subject  titles  ;  and  the 
contents  of  the  book  are  arranged  alphabetically  in  short  para¬ 
graphs,  under  side-headed  titles  printed  in  bold  capitals.  Every 
subject  respecting  which  inquiry  may  be  made  is  consequently 
easily  found,  and  the  required  information  ascertained  at  a  glance. 
The  incorporated  Acts  are  in  most  cases  referred  to,  together  with 
other  information  to  the  point.  Thus,  under  the  heading  “  Gas 
Testing,”  there  are  references  to  the  Acts  under  which  the  duty  of 
testing  gas  was  confided  to  the  Metropolitan  Board,  and  also  a  list 
of  the  testing  stations.  The  book  will  be  found  a  concise  index  to 
the  Local  Government  Act  itself,  and  the  other  statutes  which 
have  to  be  construed  with  it.  It  is  clearly  printed,  and  well  worth 
the  small  price  asked  for  it. 


NEW  PROCESS  FOR  THE  TREATMENT  OF  AMMONIACAL 

LIQUOR. 

In  the  number  of  Industries  for  the  9th  inst.,  an  illustrated 
description  was  given  of  the  plant  in  use  at  the  Wear  Patent  Fuel 
Works,  Sunderland,  for  the  treatment  of  ammoniacal  liquor  for  the 
manufacture  of  sulphate  of  ammonia.  Since  the  first  adoption  of 
apparatus  for  this  purpose,  various  minor  improvements  have  been 
made  in  its  arrangement ;  the  latest— a  new  method  of  dealing 
with  the  waste  gases — having  been  introduced  at  the  beginning  of 
March  last.  The  General  Manager  of  the  works  (Mr.  W.  Dixon) 
courteously  furnished  to  our  contemporary  drawings  of  the  plant 
and  a  description  of  the  entire  process ;  and  from  these  the 
following  particulars,  with  the  accompanying  illustrations,  have 
been  prepared. 


As  stated  abave,  the  new  arrangement  was  brought  into  use  at 
the  beginning  of  March  last.  Prior  to  that  date,  the  ”  column  ” 
system  was  employed  at  the  works;  and  the  plant  is  still  retained, 
being  made  use  of  when  that  for  the  improved  process  is  being 
repaired.  The  annexed  illustrations  show  in  fig.  1  an  elevation, 
and  in  fig.  2  a  plan  of  the  complete  plant.  The  first  process  through 
which  the  liquor  passes  is  that  of  being  boiled.  This  is  effected  in 
the  “  stripper,”  an  egg-ended  cylindrical  boiler  A,  25  feet  long  and 
6  feet  in  diameter,  elevated  above  the  ground,  to  allow  the  neces¬ 
sary  connections  of  pipes  to  be  made  for  carrying  off  the  sedimental 
refuse  to  the  drains.  The  boiling  is  effected  by  means  of  steam, 
at  a  pressure  of  60  lbs.  per  square  inch,  which  is  passed  into  the 
stripper  through  a  system  of  2-inch  copper  pipes  from  the  main 
boilers.  The  portions  of  the  pipes  inside  the  stripper  are  perforated, 
so  that  the  steam  comes  into  actual  contact  and  mixes  with  the 
liquor.  As  soon  as  the  latter  has  been  raised  to  boiling  point,  the 
supply  of  steam  through  the  perforated  tubes  is  cut  olf,  and  the 
boiling  is  continued  by  means  of  steam  passing  through  a  coil  of 
pipes  which  is  also  located  inside  the  stripper.  The  vapours  from 
the  liquor,  which  commence  to  evolve  at  a  temperature  of  about 
190°  Fahr.,  pass  out  of  the  stripper  through  metal  pipes  B  to  the 
saturators  C,  situated  in  an  adjoining  building,  where  it  is 
neutralized  in  the  ordinary  manner  by  means  of  sulphuric  acid. 
As  soon  as  the  process  of  neutralization  is  completed,  the  fluid  is 
passed  into  the  settlers  D  or  D'^,  situated  conveniently  below  the 
saturators — settlers  D  and  D'^  being  in  connection  with  the  saturator 
C  ;  while  the  remaining  settlers  E  and  E'  and  the  saturator 
form  an  independent  arrangement  in  connection  with  the  column 
F.  In  case  of  need,  however,  both  sets  of  saturators  and  settlers 
can  be  used  for  either  the  old  or  the  improved  process.  After  the, 
settUng  process  is  completed,  which  usually  takes  about  an  hour 
the  clear  liquor  is  passed  into  the  evaporators  G  and  Gh  which  are 
of  the  ordinary  type,  having  in  close  conjunction  drainers  H,  on 
which  the  sulphate  is  deposited.  Returning  to  the  stripping 
process,  the  lime  is  introduced  into  the  boiling  liquor,  as  in  the 
ordinary  column  process,  in  order  to  free  the  fixed  ammonia;  and 
one  of  the  advantages  of  this  improved  method  is  that  it  facilitates 
the  liming  process,  which  is  effected  by  injecting  the  lime  by  water 
pressure  into  the  top  of  the  stripper.  Besides  other  minor  advan¬ 
tages  as  compared  with  the  column  system,  Mr.  Dixon’s  improved 
arrangement  obviates  the  necessity  of  heating  the  liquor  prior  to 
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introducing  it  into  the  stripper.  There  is  also  a  considerable 
saving  of  time,  as  the  entire  operation  of  treating  3000  gallons  of 
liquor  is  effected  in  the  new  plant  in  from  8  to  18  hours,  according 
to  the  strength  of  the  liquor ;  while  in  the  old  system  from  10  to 
20  hours  were  occupied  in  completing  the  process.  _ 

The  disposal  of  the  waste  gases  is  also  carried  out  by  an  improved 
method.  The  sulphuretted  hydrogen  which  accumulates  m  the 
saturators  passes  through  suitable  pipes  I  to  the  condensers  J  and 
K.  Previously  these  gases  were  discharged  underneath  the  grates 
of  the  furnaces  of  the  main  boilers.  This  practice,  however,  had 
to  be  abandoned  under  the  provisions  of  the  Alkali  Act.  The  gases 
are  now  conducted  into  the  condensers  J  and  K,  which  are  two 
flat-ended  cylinders  12  feet  high  and  3  feet  in  diarneter.  They  are 
connected  together  by  a  cast-iron  pipe  L,  8  inches  m  diameter,  aim 
placed  at  an  angle  so  as  to  connect  the  bottom  of  tM  condenser  K 
to  the  top  of  the  condenser  J,  as  shown  in  flg.  1.  The  gases  enter 
J,  and  are  therein  partially  condensed  by  the  atmosphere  and  by 
a  spray  of  water.  After  passing  through  the  condenser  K,  all  the 
moisture  in  the  gases  is  removed.  They  then  pass  through  a 
6-inch  pipe  into  one  of  the  two  purifiers  M  and  N.  Each  of  the 
condensers  is  provided  with  traps  formed  of  2-inch  pipes  for  passing 
to  the  sewers  the  retained  moisture  and  the  water  used  in  con¬ 
densing.  The  purifiers  shown  are  built  of  bricks,  and  are  7  feet 
square  and  6  feet  deep.  Some  distance  above  them  is  erected  a 
substantial  shed  roof  0  to  protect  from  the  weather  the  oxide  of 
iron  with  which  the  purifiers  are  filled.  As  already  indicated,  the 
gases  from  the  condensers  pass  into  the  bottom  of  one  of  the 
purifiers,  although  two  are  provided,  so  that  in  case  one  becomes 
fully  charged,  the  other  is  available  while  the  sulphuretted  oxide  of 
iron  is  removed  and  the  purifier  recharged. 


Issue  of  Additional  Debenture  Stock  by  the  Southwark 
AND  Vauxhall  Water-Works  Company. — The  Directors  of  the 
above-named  Company  are  about  to  offer  for  sale,  by  tender, 
^100,000  of  4  per  cent,  perpetual  debenture  stock  ;  being  a  portion 
of  the  additional  capital  authorized  by  the  Company’s  Act  of  1886, 
and  created  by  the  resolution  passed  by  the  proprietors  at  their 
meeting  on  the  30th  ult.  The  stock  will  be  consolidated  with 
the  existing  4  per  cent,  debenture  stock,  and  will  rank  before  the 
present  paid-up  stock  and  share  capital  of  the  Company. 

Death  of  Mr.  .1.  Leigh,  of  Manchester.  —  We  regret  to 
announce  the  death,  on  the  11th  inst.,  in  his  74th  year,  of  Mr. 
John  Leigh,  M.R.C.S.,  Medical  Officer  of  Health  for  the  City  of 
Manchester,  and  Gas  Analyst  to  the  Gas  Department  of  the  Cor¬ 
poration.  In  the  latter  capacity  he  was  some  years  ago  engaged 
in  making  experiments,  and  became  convinced  that  the  illumi¬ 
nating  power  of  gas  did  not  lie  in  the  olefiant  gas,  to  which  it  had 
usually  been  attributed,  but  to  more  condensed  hydrocarbon  or 
hydrocarbons.  To  test  this  he  passed  a  quantity  of  gas  through 
fuming  nitric  acid,  and  obtained  a  large  quantity  of  nitro-benzol 
and  oxalic  acid.  The  discovery  of  nitro-benzol  had  been  made 
long  before  by  Mr.  Leigh,  and  was  communicated  by  him  to  the 
British  Association  at  their  Manchester  meeting  in  1842.  _  The 
deceased  gentleman  was  interested  in  other  departments  of  science, 
and  also  possessed  considerable  literary  abihty. 

Society  of  Arts. — The  first  meeting  of  the  135th  session^  of 
this  Society  will  be  held  to-morrow  evening,  when  the  opening 
address  will  be  delivered  by  the  Duke  of  Abercorn,  C.B.,  Chairman 
of  the  Council.  We  mentioned  last  week  that  arrangements  have 
been  made  for  Mr.  W.  J.  Dibdin,  F.I.C.,  F.C.S.,  to  read  a  paper 
on  “  Standards  of  Light,”  on  the  19th  prox.  Among  the  Cantor 
Lectures  to  be  delivered  on  Monday  evenings  during  the  session, 
there  will  be  four  on  “Light  and  Colour,”  by  Captain  W.  de  W. 
Abney,  C.B.,  E.E.S.;  four  on  “  Instruments  for  the  Measurement 
of  Heat,”  by  Mr.  C.  V.  Boys,  F.R.S.;  and  four  on  “  Heat  Engines 
other  than  Steam,”  by  Mr.  H.  Graham  Harris,  M.  Inst.  C.E. 
Captain  Abney’s  lectures  will  be  commenced  on  the  26th  inst. ; 
those  by  Mr.  Boys  on  the  25th  of  March  next ;  and  Mr.  Harris’s 
on  May  6.  The  papers  to  be  read  after  Christmas  comprise  one  on 
the  “  Forth  Bridge,”  by  Mr.  B.  Baker,  M.  Inst.  C.E. ;  and  others 
on  “  Automatic  Selling  Machines  ”  and  “  Secondary  Batteries,”  by 
Mr.  J.  G.  Lorrain  and  Mr.  W.  H.  Preece,  F.R.S.,  respectively. 

The  Laying  of  Gas  and  Water  Mains  in  the  Metropolis. — 
With  the  view  of  placing  the  London  County  Council,  when 
elected,  in  a  position  to  proceed  with  the  measure,  the  Metropolitan 
Board  of  Works  have  given  notice  of  a  Bill  to  amend  the  local 
management  of  the  Metropolis,  one  of  the  clauses  of  which  is  to 
confer  upon  the  Council  and  upon  the  Vestries  and  District  Boards 
named  in  Schedule  B  to  the  Metropolis  Management  Act,  1855, 
further  powers  to  control  and  regulate  the  laying  within  their 
districts  of  mains  and  pipes  for  water  or  gas,  or  hydraulic  power 
purposes,  and  to  remove  or  limit  the  liability  of  such  Vestries  and 
District  Boards  for  damage  or  injury  to  such  mains  and  pipes ; 
and  another  to  confer  on  the  Council,  Boards,  and  Vestries  further 
powers  with  reference  to  the  formation  of  streets  and  roads,  and  to 
prevent  or  regulate  the  removal  of  gravel  or  other  subsoil  in  the 
formation  thereof,  and  the  substitution  of  other  material  for  such 
subsoil.  They  have  also,  with  the  same  object,  given  notice  of  a 
Bill  in  reference  to  Metropolitan  improvements,  in  which  power  is 
sought  to  prohibit  the  breaking  up  or  interference  with  any  new 
streets  to  be  made,  or  the  approaches  thereto,  for  laying  down  any 
gas,  water,  or  other  mains  or  pipes,  except  with  the  consent  of  the 
County  Council,  and  subject  to  such  terms  and  conditions  as  to 
payment  and  otherwise,  as  the  Council  may  determine. 


j^cgisttr  of  H  atmts . 

Gas  Fires  and  Stoves. — Rhodes,  S.  G.,  of  Leeds.  No.  15,529  ;  Nov.  14, 
1887.  [6d.] 

These  improvements  consist  in  applying  to  gas-fires  or  gas-stoves  one 
or  more  tubes  or  diaphragms  H,  made  of  two  corrugated  plates  of  metal 
joined  together  at  the  sides,  but  open  at  the  top  and  bottom,  having  a 
number  of  tubes  A  passing  through  them.  The  hot  products  of  com¬ 
bustion  pass  on  to  the  diaphragm  through  the  tubes  to  the  back,  before 


being  allowed  to  escape  to  the  chimney  C.  The  tube  is  open  ^  ® 

atmosphere  at  the  bottom,  its  upper  end  entering  the  box  K ;  tni^ 
allowing  a  current  of  air  to  pass  through  H  and  out  at  openings  n, 
warmed.  B  is  the  burner  for  supplying  the  fire  ;  and  F,  the  fire-clay 
back  of  the  stove.  The  arrows  show  the  direction  taken  by  tne 
gases  into  the  box  or  casing  G,  in  which  is  placed  a  tube  or  diaphragna  H. 
D  is  an  opening  for  fresh  air  to  pass  through  the  diaphragm  into  the 
Bnv  V  onrl  nni.  ni,  17..  T  are  the  corrugations  of  the  diaphragm. 


Supplying  a  Definite  Quantity  of  Gas  on  Prepayment  by  the  In¬ 
sertion  OF  A  Coin  in  the  Meter. — Price,  W.  E.,  of  Hampton 
Wick.  No.  15,410;  Nov.  11,  1887.  [Is.  Id.]  .  u 

In  allusion  to  his  invention,  the  patentee  remarks  that  it  has  been 
found  that  the  use  of  gas  among  the  artizan  classes  and  other  small 
householders  is  checked  by  the  present  arrangements  of  quarterly  pay¬ 
ments  (for  which  their  weekly  wages  and  general  habits  in  relation  to 
money  matters  do  not  offer  facilities),  whereas  the  collection  of  weekly 
gas  bills  would  be  expensive,  and  might  necepitate  the  charging  of  a 
higher  rate  for  such  consumers.  His  invention  therefore  has  for  its 
object  the  removal  of  these  hindrances  to  the  spread  of  the  use  of  gas,  by 
providing  a  meter  with  fittings  in  addition  to  those  usually  appertaining 
to  it,  by  which,  on  a  coin  of  definite  denomination  being  dropped  into 
a  slot  provided  for  the  purpose,  apparatus  connected  with  the  recording 
mechanism  of  the  meter  is  operated,  so  that  the  consumer  may  obtain 

a  definite  supply  of  gas.  .  „ 

Fig.  1  [see  next  page]  is  a  plan,  and  fig.  2  a  sectional  elevation  of  parts 
additional  to  an  ordinary  meter,  together  with  the  ordinary  recording 
wheels  forming  the  apparatus  when  the  shaft  is  placed  horizontally. 
Fig.  3  is  an  outside  front  elevation  of  the  meter. 

A  is  a  horizontal  shaft  or  spindle  carrying  the  pointer  e  of  the  upper 
dial,  the  wheel  d,  the  table  B,  and  terminating  in  a  stem  on  which  a 
tubular  spindle  a  connected  with  the  valve  G  is  made  to  slide,  ihe 
counting-wheels  of  the  meter  are  connected  to*  and  are  driven  by 
the  ordinary  moving  parts  in  the  usual  manner  ;  and  these  give  motion 
to  the  spindle  g,  and  the  wheel  h,  by  which  it  is  transmitted  to  the 
wheel  d  and  the  shaft  A  put  in  motion.  Each  revolution  of  the  wheel  is 
made  to  correspond  with  the  passage  of  one  unit  quantity  of  g^s  say, 
for  example,  300  feet  valued  at  Is.  D  is  a  slide,  which  may  be  drawn 
out  by  the  knob  i  for  the  purpose  of  inserting  a  com.  There  is  a  slot 
quite  through  the  slide  for  the  reception  of  the  com,  as  well  as  a  stud 
which  fixes  the  distance  to  which  the  slide  can  be  drawn  out,  so  as  to 
limit  the  size  of  the  coin  that  can  be  inserted.  Under  the  slide  D,  but 
separated  from  it  by  a  horizontal  partition  (in  which  is  a  slot  through 
which  the  coin  passes,  first  partly  and  afterwards  entirely),  is  a  dr^er 
K,  into  which  the  coins  drop  when  they  have  passed  the  apparatus,  i  wo 
chambers  s  si  are  formed  in  a  corner  of  the  meter  case,  one  abc^e  the 
other,  separated  by  a  horizontal  partition  s^  communicating  with  the  pipe 
G— s  above  and  si  below  the  diaphragm  r— and  serving  to  conduct  the 
gas  from  the  pipe  G  to  the  valve  C,  and  back  again  to  the  pipe  G.  When 
a  coin  z  is  inserted  in  the  slot,  and  the  slide  D  pushed  home,  the  com  is 
carried  against  the  arm  or  tail-piece  m,  which  it  pushes  backwards,  and 
is  itself  pressed  downwards  by  the  obliquely  cut  ending  of  the  slot,  until 
it  assumes  the  position  shown  in  the  figure,  where  it  is  returned  by  the 
pressure  of  the  tail-piece  holding  it  against  the  end  of  the  slot  m  the 
partition  until  it  is  released.  When  the  tail-piece  is  pushed  back  by 
the  coin,  the  arm  n,  which  moves  with  it,  is  brought  downwards  so  as  to 
engage  with  the  notch  ni ;  thereby  preventing  the  slide  being  drawn  out 
as  long  as  the  coin  remains  in  the  position  indicated.  The  Mms  m  and 
n  are  attached  to  the  spindle  E,  which  passes  through  a  stuffing-box  b , 
and  carries  the  arms  o  and  p — the  latter  of  which  carries  at  its  end  a 
pin-like  projection  ;  while  the  arm  o  terminates  in  a  fork  holding  the 
tubular  spindle  a  by  the  collar  ah  The  disc  forming  the  table  B  has  a 
hole  through  it,  into  which  the  pin  drops  when  the  gas  which  has  been 
paid  for  is  consumed.  This  disc  may  be  bevelled  towards  one  side  of  the 
hole  so  that  the  pin  may  at  first  sink  gradually  ;  and  thus,  by  partially 
closing  the  valve,  give  notice  to  the  consumer  that  the  supply  is  near! 
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exhausted.  When  the  hole  b  passes  in  front  of  the  pin,  the  latter  (being 
pressed  forward  by  a  coiled  spring  5)  passes  through,  allowing  the  lever  p 
to  advance  by  the  length  of  the  pin,  carrying  with  it  the  arm  0,  and 
thus  moving  the  spindle  a  longitudinally,  and  closing  the  valve  C  and 
shutting  off  the  gas.  On  an  appropriate  coin,  however,  being  inserted 
in  the  slot  in  the  slide  D,  and  the  slide  pushed  home,  the  arms  m  and  n 
are  operated  as  before,  and  the  gas  readmitted. 

The  meter  thus  started,  the  passage  of  the  gas  as  it  is  consumed 
causes  the  rotation  of  the  disc  B  ;  and  the  inclined  surface  of  the  projec¬ 
tion  or  cam  c  soon  comes  in  contact  with  the  pin,  and  pushes  it  back 
further  than  it  was  carried  by  the  pressure  of  the  coin  in  the  first 
instance,  and  thereby  removing  the  arm  m  from  contact  with  the  coin, 
which  then  drops  through  the  slot  in  the  partition  into  the  drawer.  As 
the  disc  revolves,  the  cam  passes  from  under  the  pin  ;  and  the  pin 


advances  so  as  to  be  in  contact  with  the  surface  of  the  disc.  The  other 
arms  moving  similarly,  the  arm  n  is  raised  out  of  the  notch  ni,  leaving 
the  slide  free  to  be  drawn  out,  and  the  arm  m  in  position  to  be  operated 
by  the  next  inserted  coin.  If  now  another  coin  is  inserted,  the  arm  p  is 
thereby  moved  back  just  far  enough  to  lift  the  pin  off  the  surface  of  the 
disc  ;  so  that,  when  the  hole  passes  in  front  of  it,  the  pin  remains  held 
back  by  the  coin,  but  when  the  cam  c  passes  the  pin  it  again  pushes  it 
back,  and  releases  the  coin  as  before.  The  gas  enters  the  meter  by  the 
inlet-pipe  G,  which  is  closed  by  a  diaphragm  shown  in  fig.  3  by  a  dotted 
line,  and  passes,  by  an  opening  in  the  side  of  the  tube,  into  chamber  s, 
and  thence  into  and  through  the  valve  C,  thence  through  the  valve-box 
C'  to  the  chamber  si,  and  so  into  the  pipe  G,  below  the  diaphragm  r,  as 
indicated  by  the  arrows,  and  thence  into,  through,  and  out  of  the  meter 
proper  in  the  usual  manner.  H  is  the  ordinary  dial  of  the  meter. 


The  Coxtinuocs  Production  op  Gas. — Dempster,  J.,  of  Manchester. 

No.  16,582  ;  Dec.  2,  1887.  [Is.  3d.] 

In  his  specification  of  this  invention — which  is  described  as  relating 
“  more  particularly  to  the  retorts  and  attachments  used  in  the  manu¬ 
facture  of  illuminating  gas  from  coal  as  is  well  understood  ” — the 
patentee  remarks  that  the  charging  and  drawing  of  retorts,  if  done  by 
hand,  is  “  laborious  and  uncertain,  while  most  of  the  machines  at  pre¬ 
sent  in  use  for  these  purposes  are  expensive  in  prime  cost,  difficult  to 
keep  in  order,  and  occupy  considerable  space.”  He  has  therefore  de¬ 
vised  an  apparatus  which  is  “  easily  worked,  occupies  little  room,  and 


pushed  into  gear  with  the  other  half,  whereby  this  latter  half,  together 
with  the  eccentric  e,  is  caused  to  make  one  revolution  ;  the  loop  Z*-  in 
the  cam  groove  being  calculated  to  give  exactly  this  length  of  contact 
between  the  halves  of  the  clutch.  The  eccentric  straps  carry  a  tail  /, 
which  is  formed  as  a  rack,  and  which  gears  with  pinions  g,  which  are 
of  such  proportions  that  the  rise  and  fall  of  the  rack  will  cause  the  ram 
shafts  to  revolve  sufficiently  to  give  the  proper  charging  advance  to  the 
rams,  and  also  effect  their  withdrawal.  To  hold  the  tail  rack  /  in  gear 
with  the  pinions  g,  a  bridle  h  and  bowl  are  used.  The  space  of  time 
during  which  the  bowl  travels  in  the  concentric  portion  of  the  eccentric 


is  considerably  cheaper  than  existing  machines  ;  while  the  retorts  may 
be  charged  and  the  coke  removed  either  continuously  or  intermittently, 
as  desired.” 

In  the  illustration,  the  apparatus  is  shown  applied  to  a  set  of  six 
retorts  A  B  C  D  E  F,  arranged  in  vertical  sets  of  three  and  side  by 
side ;  but  it  is,  of  course,  understood  that  the  apparatus  is  capable  of 
application  to  single  retorts  or  to  sets  of  any  number  or  disposition  of 
retorts.  In  front  of  each  retort  is  a  mouthpiece  G,  which  contains  a 
reciprocating  ram,  by  which  the  coal  is  thrust  into  the  retort.  Above 
the  retort  is  a  hopper  L  closed  at  the  top  by  a  door,  which  can  be  slid 
to  and  fro  by  a  hand-wheel  shaft  and  pinion  N  ;  the  pinion  gearing  with 
a  rack  on  the  door.  The  coal  in  the  hopper  is  led  by  branches  E  to  the 
front  of  the  retorts  and  rams.  When  the  ram  H  is  advanced,  the  plate 
with  which  it  is  fitted  pushes  the  coal  in  front  of  it  into  the  retort ;  and 
when  it  is  withdrawn,  a  fresh  supply  of  coal  falls  down  from  the  hopper, 
and  lodges  in  front  of  the  ram  ready  to  be  pushed  in  by  its  next  advance. 
When  the  charge  of  coal  is  beyond  the  reach  of  the  ram-plate,  it  has  been 
sufficiently  long  subjected  to  heat  to  cohere  and  form  a  caked  mass, 
which  will  not  break  up  before  the  pressure  of  the  ram.  The  coal 
occupying  the  lengthfof  the  retort  is  also  sufficiently  caked  together  by  the 
heat  to  form  a  mass  which  will  not  break  or  crumble  up,  and  which  is 
pushed  gradually  through  the  retort  by  the  successive  movements  of 
the  ram.  Some  classes  of  coal  cohere  more  firmly  than  others  ;  and  the 
length  of  the  retorts  has  thus  to  be  regulated  in  accordance  with  the 
behaviour  of  the  coal  employed.  The  retorts  may  either  be  arranged 
horizontally  as  shown,  or  set  at  an  angle  (sloping  downward  from  the 
front  towards  the  back)  so  as  to  assist  the  passage  of  the  charge,  and 
render  it  less  liable  to  break  up  under  the  pressure  of  the  rams. 

The  mechanism  for  automatically  advancing  and  retracing  the  rams 
is  as  follows  :  Above  the  retorts  and  in  front  of  the  setting  is  a  revolv¬ 
ing-shaft  S,  carried  in  bearings  T,  and  driven  by  a  pulley  and  strap  V 
from  a  small  motor  U.  For  each  of  the  operating  appliances  there  is 
on  the  shaft  a  worm  W,  which  gears  with  a  worm-wheel  X,  running 
loosely  on  a  stud  Y.  In  the  worm-wheel  is  a  cam  groove  Z  ;  and  a 
jawed  and  weighted  bracket  a  hangs  from  the  stud,  and  has  an  arm  b  to 
which  is  pivotted  the  link  c.  At  the  upper  end  of  the  link  is  a  bowl, 
which  runs  in  the  cam  groove  Z.  Midway  between  the  arm  b  and  the 
bowl,  the  link  is  connected  to  a  clutch,  one-half  of  which  slides  on  the 
shaft  S  and  revolves  therewith  by  means  of  a  slip  feather  and  groove  ; 
the  other  half  being  loose  on  the  shaft,  and  carrying  an  eccentric  e. 
When  the  loop  Z*  in  the  cam  groove  comes  round  and  pushes  the  bowl 
and  link  c  to  one  side,  the  sliding  and  revolving  half  of  the  clutch  is  ; 


groove  Z  represents  the  dwell  which  takes  place  before  the  ram  is  again 
advanced  and  withdrawn. 

The  coal  which  has  been  fed  into,  and  traversed  through,  the  retorts 
in  this  manner  falls  in  the  form  of  coke  from  the  delivery  ends  into  the 
coke-delivery  trunk  i,  which  is  simply  a  large  upright  box,  into  which 
all  the  retorts  open,  and  which  is  provided  with  man  or  spy  hole  doors  j 
opposite  to  the  several  retorts.  The  gas  as  evolved  may  be  withdrawn 
in  the  ordinary  manner  or  through  an  outlet  k  at  the  top  of  the  trunk.  At 
the  foot  of  the  trunk  is  a  hinged  door  I,  through  which  the  spent  charge 
of  coke  is  discharged.  It  consists  of  a  plate  applied  preferably  at  an 
angle  to  the  mouthpiece  casting  ;  the  casting  and  the  plate  being  both 
machined  or  faced,  so  as  to  make  a  good  joint  when  the  door  is  closed. 
The  door  is  held  against  the  mouthpiece  by  a  counter-balance  weighted 
lever  n  held  by  a  hasp.  When  the  trunk  i  contains  sufficient  coke,  the 
hasp  is  knocked  aside,  and  the  door  is  allowed  to  fall  open,  and  permit 
of  the  coke  being  discharged  upon  the  ground  or  into  a  truck  or  other 
receptacle. 

Controlling  and  Regulating  the  Discharge  of  Water  or  other 
Liquid  at  any  He.ad  Below  the  Initial  Pressure. — Braithwaite 
C.  L.  and  I.,  of  Kendal.  No.  13,649  ;  Oct.  8,  1887.  [8d.] 

The  objects  of  this  invention  are  to  produce  an  apparatus  which  will 
reduce  to  any  desired  extent  the  pressure  of  liquids  passing  into  it,  and 
also  to  provide  means  of  admitting  a  liquid  under  pressure  behind  a 
diaphragm  in  any  valves  or  cocks  in  which  a  diaphragm  is  used  in  con¬ 
nection  with  the  controlling  and  regulating  of  liquids.  To  accomplish 
these  objects,  a  diaphragm-valve  is  employed,  past  which  the  liquid 
flows ;  and  that  which  has  passed  this  valve  is  allowed  to  act  upon  a 
second  diaphragm,  connected  by  a  lever  with  a  small  controlling-valve 
belonging  to  the  diaphragm-valve  in  such  a  way  that  the  pressure  on 
the  second  diaphragm  tends  to  close  the  controlling-valve. 


Governing  the  Speed  of  Gas-Engines. — Wallwork,  R.,  of  Manchester, 
and  Sturgeon,  T.,  of  Ilkley.  No.  17,353;  Dec.  17,  1887.  [8d.] 

In  order  to  carry  out  this  invention,  there  is  fixed  upon  the  slide-valve 
or  some  other  convenient  reciprocating  part  of  the  gas-engine  a  pin 
which  works  against  an  inclined  lever  in  such  a  manner  as  to  cause  a 
constant  up-and-down  or  to-and-fro  motion  of  the  lever.  Upon  the 
fulcrum  of  this  lever  is  fixed  another  short  lever  having  a  projecting  lip, 
which  is  called  the  “  pecker.”  This  pecker  is  placed  opposite  to  the 
end  of  the  gas-valve  spindle ;  but  there  is  a  certain  space  allowed  between 
the  end  of  the  valve  spindle  and  the  pecker.  This  space  is  occupied  by 
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a  block  on  the  end  of  a  rod ;  and  when  the  block  is  in  its  normal 
position  and  the  pecker  is  depressed,  it  forces  the  block 
valve  spindle,  and  so  opens  the  gas-valve,  and  allows  gas  to  be  admitted 
to  the  engine,  but  when  it  is  moved  away  the  action  of  the  pecker  does 
not  affect  the  gas-valve,  which  therefore  remains  shut— no  ^as  bemg 
allowed  to  pass  to  the  engine.  The  other  end  of  the  rod  which  cariies 
the  block  is  attached  to  a  short  lever  earned  by  the 

carries  another  lever  acted  upon  by  a  cam  on  the  crank-shaft,  so  arranged 
that  it  will  gradually  raise  the  lever  and  suddenly  release  it.  ihe 
raising  of  the  lever  pushes  the  block  from  underneath  the  pecker ,  and 
on  thf  lever  being  released,  it  falls  and  brings  the  block  again  under¬ 
neath  the  pecker.  Should  the  engine  be  running  at  Us  proper  speed 
this  block  will  return  to  its  normal  position  in  time  to  be  caught  by  the 
pecker  as  it  comes  down;  and  gas  will  thus  be  admitted  for  the  next 
stroke  of  the  engine.  But  should  the  engine  be  running  too  fast,  the 
block  will  not  return  in  time  to  be  caught  by  the  pecker  as  it  descends. 
Thus  no  gas  will  be  admitted  to  the  engine,  which  therefore  slows  down 
again  to  its  proper  speed.  _ _ 

Mlnufactcbing  Illuminating  and  Fuel  Gas.  Hew,  H.  C.,  of  Chicago, 
U.S.A.  No.  12,733 ;  Sept.  4,  1888.  [Is.  Id.] 

This  invention  embraces  improvements  upon  matters  describea  in 
patents  granted  in  the  United  States.  One  of  these,  dated  December, 
1883,  related  to  the  continuous  generation  and  fixing  of  gas ;  oil  vapours 
being  introduced  into  the  fixing  chamber  to  enrich  the  gas  ;  superheating 
and  fixing  chambers  being  heated  simultaneously  by  the  combustion  ot 
gas  free  from  ash;  and  nitrogen  being  excluded  from  the  final  product. 

A  second  patent,  dated  April,  1886,  related  to  a  method  of  heating  super¬ 
heating  and  fixing  chambers  simultaneously  by  passing  downwardly 
through  them  the  hot  products  of  combustion  from  two  hard  coal  furnaces  . 
connected  at  the  base  ;  the  heat  of  the  latter  being  maintained  by  con¬ 
ducting  away  the  manufactured  gas  at  the  base  in  a  similar  manner. 
The  superheating  and  fixing  chambers  containing  refractory  material 
extended  from  the  bottom  ot  the  apparatus  about  its  full  height ;  means 
being  provided  for  introducing  oil  into  the  chambers  (the  use  of  external 
metallic  flues  for  the  passage  of  the  products  or  gases  to  the  chambers 
being  avoided).  The  third  patent,  dated  April,  1886,  related  to  the 
decomposition  of  superheated  steam  in  the  presence  of  gas  in  a  chamber 
Containing  heated  refractory  material ;  the  use  of  oil  vapours  to  convert 
the  carbonic  acid  thus  produced  to  carbonic  oxide  ;  and  the  enriching  of 
the  final  product.  The  fuel  in  the  chambers  located  above  the  chambers 
containing  the  refractory  material  was  heated  by  radiation  and  direct 
upward  circulation  of  the  gases  used  in  heating  the  latter  chambers,  and 
by  conduction  through  open  flues  in  the  masonry,  so  as  to  save  heat 
that  would  otherwise  be  radiated  upward  into  the  open  air  and  j-ost- 
The  fourth  patent,  dated  May,  1886,  related  to  a  method  of  heating  both 
steam  superheating  and  fixing  gas  chambers  simultaneously,  by  passing 
hot  products  of  combustion,  generated  in  two  hard  coal  furnaces  con¬ 
nected  at  the  top,  downwardly  through  them  ;  the  heat  of  the  latter 
being  maintained,  as  in  the  previous  patent,  by  conducting  away  the 
manufactured  gas  at  the  base  in  a  similar  manner.  The  superheating 
and  fixing  chambers  in  this  case  were  located  immediately  below  the  fuel 
chambers. 

The  object  of  the  present  invention,  however,  is  to  provide  much 
quicker  and  more  efficient  means  for  completely  utilizing  bituminous 
coal  in  the  manufacture  of  illuminating  and  fuel  gas  by  methods  and 
apparatus  which,  though  they  have  a  general  resemblance  to  previous 
plant,  are  nevertheless  new.  The  operation  is  such  that  hydrocarbon 
vapours  and  gases  are  quickly  expelled  from  bituminous  coal ;  and  the 
coal  is  first  reduced  to  coke  without  the  use  of  externally  heated  retorts, 
and  without  the  passage  therethrough  of  the  heated  products  of  combus¬ 
tion.  Means  are  provided  for  conducting  the  hot  hydrocarbon  vapours 
and  gases  from  the  vertical  retorts  or  compartments,  adapted  for  coking 
coal,  into  the  current  of  hot  gases  generated  by  the  decomposition  of 
steam,  air,  or  gas  in  and  by  the  hot  coke  which  is  first  rendered  incan¬ 
descent  by  air  blasts.  The  coke  is  supplied  by  gravity  from  the  coking 
compartments  to  the  chambers  adapted  for  the  decomposition  of  super¬ 
heated  steam.  The  coal  is  thus  quickly  coked  ;  and  the  coke  can  then 
be  converted  into  water  gas  in  one  continuous  operation.  The  latter  can 
then  be  enriched  by  the  coal  gas  passing  from  the  coking  chambers  with¬ 
out  carbonizing  the  hydrocarbon  vapours,  and  without  suspending  the 
operation  to  introduce  either  coal  or  coke.  The  heat  radiated  and  con¬ 
ducted  directly  from  the  generating  compartments  and  regenerators  to 
the  coal  in  the  coking  chambers  is  utilized  to  quickly  expel  the  volatile 
and  gaseous  hydrocarbons  from  the  bituminous  coal  employed  ;  thus 
avoiding  the  use  of  costly  and  poor  heat-conducting  retorts  and  convert¬ 
ing  the  coke  into  water  gas  without  withdrawing  it  from  the  apparatus. 

APPLICATIONS  FOE  LETTEKS  PATENT. 

16,194. — Dinsmore,  J.  H.  K.,  “  Improvements  in  and  connected  with 
the  manufacture  of  illuminating  gas.”  Nov.  8. 

16,196.— Miller,  H.  P.,  “  Improvements  in  gas  heating,  cooking,  and 
vaporizing  apparatus,  which  improvements  are  partly  applicable  to 
other  purposes.”  Nov.  8. 

16,220. — Eoots,  J.,  “  Improvements  in  gas-engines.”  Nov.  9. 

16,268. — L.ALBIN,  E.  L.,“  Improvements  in  and  relating  to  gas-engines.” 
Nov.  9. 

16,289.— Bunting,  S.,  ‘‘Improvements  in  apparatus  for  gas  and 
electric  motors.”  Nov.  10. 

16,307. — Watson,  G.,  “  A  reversible  hydraulic  gas-valve  to  be  fixed 
between  the  retort  and  the  gas-main  of  the  retort-bed  ;  applicable  also 
to  regenerative  furnaces.”  Nov.  10. 

16,324. — Bowing,  J.,  ‘‘  Improvements  in  the  distillation  of  coal  tar 
and  similar  substances.”  Nov.  10. 

16,379. — SoMZEE,  L.,  ‘‘Improvements  in  regenerative  gas-lamps.” 
Nov.  12. 

16,421. — Arrowsmith,  E.,  ‘‘The  better  regulation  of  gas-meters, 
entitled  ‘  Stoimont  and  Co.’s  gas-regulator.’  ”  Nov.  13. 

16,580. — Littlehales,  A.,  ‘‘  An  improved  blade  and  band  to  be 
attached  to  existing  gas-burners  for  the  better  illuminating  power  of 
the  gas.”  Nov.  15. 

16,610. — Somerville,  J.,  and  All.an,  A.,  “  Improvements  in  apparatus 
for  the  prevention  of^  stoppages  in  gas-ascension  pipes,  and  increasing 
the  illuminating  power  of  the  said  gas.”  Nov.  15. 


'fFeare  not  responsible  for  the  opinions  expressed  by  Correspondents.] 

GASHOLDEE  CONSTEUCTION. 

Sir,— Permit  me  to  echo  the  hope  expressed  by  Mr.  George  Livesey 
in  his  paper  on  this  subject,  in  your  issue  of  the  13th  inst.,  that  your 
contributor  ‘‘  Theory  and  Practice”  will  give  us  in  pamphlet  form  the 
series  of  papers  on  gasholder  construction  which  have  appeared  in  your 
pages  from  time  to  time,  and  which  I  venture  to  think  are  the  nmst 
valuable  contributions  of  the  kind  which  have  appeared  anywhere.  The 
examination  as  to  the  stresses  of  every  kind  to  which  holders  are  liable 
under  all  circumstances,  and  the  demonstration  of  the  actual  functions 
discharged  by  the  various  portions  of  the  guide-framing,  are  far  beyond 
anything  I  have  yet  read  on  the  subject. 

On  a  former  occasion,  I  expressed  the  conviction  that  it  would  not  be 
possible  to  reduce  the  height  of  the  standards  outside  the  gasholder,  or 
to  lighten  their  framing,  without  putting  more  than  the  saving  in  rnoney 
into  the  floating  part  of  the  holder,  in  the  shape  of  internal  framing  to 
stiffen  it  All  that  has  been  written  since— including  Mr.  Newbigging  s 
eulogium  of  Mr.  Gadd’s  invention,  and  Mr.  Livesey’s  suggestions  of  cur¬ 
vilinear  roller  paths  with  tangential  rollers-only  confirms  me  in  this 

If  we  are  to  have  standards  outside  the  holder  at  all,  the  higher  they 
are  carried  the  more  effect  will  be  given  to  the  ties  at  the  head  of  them 
in  relation  to  the  stress  thrown  by  the  gasholder ;  and  they  can  only  be 
cut  down  by  being  largely  strengthened.  Unless  the  guides  project 
above  the  holder,  Mr.  Paddon’s  valuable  plan  of  triangulated  horizontal 
ties  cannot  be  applied ;  and  these  are  of  the  highest  value  in  contri¬ 
buting  stability.  The  illustration  at  the  old  works  of  the  Surrey  Con¬ 
sumers  Gas  Company  only  shows  that  the  existing  columns  were  far 
above  the  duty  they  had  previously  to  perform. 

Eeferring  to  the  suggestions  of  Mr.  Gadd  and  Mr.  Livesey,  thei^e  can 
be  no  doubt  that  in  the  model  they  will  work  fairly  enough.  There  i. 
equally  no  doubt  that  in  gasholders  of  the  size  which  are  now  commonly 
a^pted,  sufficient  rigidity  at  the  points  of  attachment  of  the  numerous 
rollers  on  the  curb,  and  sufficient  accuracy  in  the  adjustment  of  the 
roller  paths  (whether  spiral  or  curvilinear),  would  not  pra.ctically  be 
attained  without  enormous  cost  and  great  weight  in  the  floating  part  of 
the  structure.  The  whole  question  is  one  of  rigidity  in  the  thing  to  be 
guided  ;  and  these  are,  as  I  have  before  observed,  already  getting  to  a 

weight  which  is  inconvenient  in  practical  operation. 

I  would  point  out  the  extreme  liability  of  both  these  latter  suggestions 
to  jamming  when  the  holder  is  flattened  by  side  wind  pressure  ;  and  to 
thiir  exposing  the  holder  to  much  friction  and  jerking  when  being 
rapidly  raised  or  lowered.  A  further  great  practical  drawback  would  be 
that  the  rollers  would  be  inaccessible— being  always  submerged,  and 
often  at  a  depth  rendering  them  entirely  unapproachable  in  case  ot 
accident  or  requirement  of  adjustment.  Jones. 

Gas-Worhs,  Stepney,  Nov,  17,  1888. _ 

COALS  AND  COAL  CONTEACTS. 

Sir _ I  have  no  desire  to  obtrude  into,  or  to  prolong  the  discussion 

which  is  going  on  as  to  what  are  called  gas  scandals,  coal  purchases, 
substitutions,  &c.,  &c. ;  but  I  think  it  most  important  that  a  reply  from 
the  highest  authority  should  be  given  to  questions  which  I  venture  to 
submit  for  insertion  in  your  columns,  viz.— 

1.  Is  there  any  ‘‘  trade  mark  ”  in  the  case  of  coal  ? 

2.  Is  the  same  coal  often  sold  under  different  names  • 

3.  Are  not  some  names  which  used  to  be  distinctive  of  certain  coals 

from  particular  pits  now  frequently  applied  to  coal  from  other 

4.  If^coal  is  tendered  at  a  price ;  if  the  coal  is  tested  or  guaranteed 

to  produce  certain  results  ;  and  if  price,  test,  or  guarantee  are 
satisfactory— what  does  it  matter  by  what  name  the  coal  is 

called  ^  • 

5.  If  when  a  contract  is  entered  into,  and  deliveries  are  made  in 

strict  accordance  therewith  (without  any  substitution),  where 
is  there  any  wrong  or  fraud  by  whatever  name  the  coal  may  or 

may  not  be  called  ?  .  ,  ,  ,  ^  i 

6  Is  every  truck  of  coal,  every  lump  of  coal,  absolutely  free  from 
■  inferior  matter ;  and,  if  not,  is  it  fair  to  pick  out  portions  of 
the  inferior  stuff  only  as  samples  of  the  bulk  ?  _ 

7,  Is  it  not  quite  true  that  each  coal  contractor  in  his  own  estima¬ 
tion  can  supply  cheaper  and  better  material  than  any  or  all 
other  coal  proprietors  ?  And  does  not  this  explain  the  secret  of 
much  of  the  present  controversy  ? 

It  will  be  seen  that  the  above  questions  have  no  reference  to  “  com¬ 
missions  ;  ”  but  I  submit  that  they  have  an  important  bearing  on  the 
present  controversy.  Enquirer. 

Nov.  15,  1888. _ 

THE  IMPEEIAL  CONTINENTAL  GAS  ASSOCIATION. 

Sir  —I  observe  the  foot-note  in  your  issue  of  the  13th  inst.  to  your 
corres’pondent’s  letter  of  the  7th  on  the  above  subject.  I  feel  every 
confidence  in  our  Directors,  and  believe  that  they  have  pod  reason  for 
not  entering  too  much  into  detail ;  but  I  do  think  that  they  mipt  at 
least  inform  the  shareholders  in  what  cities  or  towns  our  four  millions 
worth  of  plant  is  to  be  found. 

Nov.  15,  1888.  _ 


Another  Shareholder. 


WATEE  BY  MEASUEE. 

Sir, — ‘‘  Meter  ”  has  given  his  views  on  the  subject  in  a  pry  able 
manner ;  and  it  is  valuable  information  to  your  reaprs.  But  True 
Measure  ”  has  not  yet  added  anything  to  the  dipussion-not  even  the 
description  of  his  meter.  The  conclusions  at  which  ‘‘True  Mppre 
has  arrived  appear  to  entirely  hinge  upon  the  new  ‘‘  meter,  which  he  has 
in  view.”  From  what  I  know  of  low-pressure  water-metps,  they  are 
not  so  accurate  as  the  present  positive  meters.  The  latter  I  pve 
continually  tested,  and  find  them  sufficiently  accurate  for  all  practical 

^'Yt'irquite  evident  that  ‘‘  True  Measure  ”  has  not  had  experience,  or 
he  would  not  advocate  meters  at  the  end  of  a  service.  Gas  men  would 
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not  do  that.  How  many  services  are  continually  being  altered,  and 
additions  made  throughout  houses,  and  taps  put  on  direct  from  the 
mains  unknown  to  the  water  companies?  Is  it  not  a  temptation  to  steal 
water  ?  Stolen  it  would  be  in  thousands  of  cases,  both  intentionally  and 
unintentionally,  through  the  plumber’s  ignorance. 

In  conclusion,  I  would  ask  “  True  Measure  ”  to  kindly  give  us  a 
description  of  his  meter,  if  such  a  thing  exists.  It  would  be  exceedingly 
interesting  to  all  concerned. 

Nov.  16,  1888, 


Positive. 


HIGH  COUET  OF  JUSTICE— QUEEN’S  BENCH  DIVISION. 

Wednesday,  Nov.  14. 

(Before  Mr.  Justice  Denman  and  a  Special  Jury.) 

JACKSON  V.  C.ABSHALTON  GAS  COMPANY. 

CLAIM  FOR  ALLEGED  DAMAGE  CAUSED  BY  LEAKAGE  OP  GAS. 

This  was  an  action  to  recover  damages  in  respect  of  injury  done  to  the 
plaintiii’s  premises  through  an  escape  of  gas  from  the  defendant’s  mains, 
which,  it  was  alleged,  were  improperly  laid.  The  defendants  denied  that 
their  pipes  were  out  of  repair;  and  alleged  that  the  work  done  by  the 
plaintiff  was  unnecessary. 

Mr.  Kemp,  Q.C.,  and  Mr.  Paget  appeared  for  the  plaintiff;  Mr.  Jelp, 
Q.C.,  and  Mr.  E.  M.  Bray  for  the  defendants. 

Mr.  Kemp  said  the  idaintiff  was  a  gentleman  who  for  many  years  had 
lived  in  the  neighbourhood  of  Carshalton,  where  he  had  a  house  known  as 
Beechwood  Lodge,  upon  which  he  had  expended  a  considerable  amount  of 
money.  Near  the  house  were  four  cross  roads,  along  which  were  the  mains 
of  the  Company.  The  present  complaint  related  to  the  year  1885 ;  but 
prior  to  that  the  plaintiff  had  to  draw  attention  to  the  state  of  the  mains, 
and  he  made  a  claim  for  damage  done  by  an  escape  of  gas,  and  received 
compensation.  This  showed  that  the  Company  had  had  their  attention 
called  to  the  defective  state  of  their  pipes,  and  that  they  ought  to  have 
done  more  than  they  did.  In  the  basement  of  the  plaintiff’s  house,  was 
an  arched  vault,  used  as  a  wine-cellar ;  the  bins  being  filled  with  wines  of  a 
valuable  character.  In  October,  1885,  on  the  plaintiff  going  to  the  cellar,  he 
was  beaten  back  by  the  strong  smell  of  gas.  As  he  knew  there  were  no  gas- 
pipes  in  the  cellar,  it  was  a  great  surprise  to  him  to  find  that  there  could 
possibly  be  an  escape  in  this  place.  A  gas-fitter  was  sent  for,  but  he  could 
not  discover  the  leak.  Things  having  grown  worse,  on  Oct.  26,  the  plain¬ 
tiff  gave  notice  to  the  Company  that  he  should  hold  them  liable  for  all 
loss  and  damage  occasioned  by  the  escape  of  gas.  With  a  view  to  keep 
the  gas  out,  the  plaintiff  had  the  ground  excavated,  the  walls  cemented 
and  the  floor  concreted ;  but  the  gas  then  found  its  way  into  the  premises 
through  the  stoke-hole.  The  Company’s  Inspector  again  visited  the 
premises,  but  was  unable  to  discover  the  escape.  The  plaintiff  afterwards 
had  a  hole  cut  in  the  arch  of  the  cellar,  which  allowed  the  gas  to  escape ; 
but  this  thoroughly  destroyed  the  cellar  as  a  cellar.  Upon  the  ground 
being  opened  outside  the  house,  it  was  found  that,  to  a  considerable  depth, 
it  was  saturated  with  gas.  According  to  the  admissions  in  the  case,  the 
average  leakage  was  12  per  cent.,  whereas  the  maximum  ought  to  be  5  per 
cent. ;  so  that  the  Jury  would  readily  understand  there  must  be  something 
wrong  with  the  pipes.  Upon  the  ground  being  excavated,  it  was  found 
that  the  work  had  been  abominably  scamped.  At  the  corner  where  there 
was  a  cellar,  the  pipe  had  been  bent  round,  and  stuffed  up  with  white  lead ; 
and  the  gas  escaping  from  here  had  entered  an  old  drain-pipe  which 
passed  under  the  cellar.  In  addition  to  damages,  the  plaintiff  claimed  an 
injunction  to  restrain  the  continuance  of  the  acts  complained  of. 

Mr.  H.  Jackson,  the  plaintiff,  was  then  called,  and  gave  evidence  bearing 
out  the  statement  of  Counsel. 

In  cross-examination,  on  being  asked  why  he  had  waited  for  three  years 
before  commencing  the  action,  witness  said  he  knew  that  a  new  main  was 
to  be  laid  ;  and  he  wished  to  see  whether  this  would  cure  the  evil.  As  to 
the  damage  to  the  wine,  he  “  fancied  ”  this  was  due  to  the  gas  having 
percolated  the  corks.  He  did  not  know  that  in  1885  or  1886  he  intended 
to  make  any  claim  for  damage  to  the  wine ;  and  he  could  not  produce  the 
invoices  for  wine  purchased  since  1885,  nor  could  he  state  the  quantity  of 
wine  in  stock  in  1885,  although  he  claimed  as  damage  20  per  cent,  upon 
the  value  of  the  wine  in  stock.  The  gas  entered  the  cellar  through  an 
old  disused  drain,  which  was  stopped  up  in  May,  1887.  A  small  service- 
pipe  he  had  heard  had  been  found  broken  in  Mill  Lane,  about  200  yards 
from  his  premises ;  but  his  troubles  did  not  cease  when  this  pipe  was 
mended.  He  could  not  say  that  the  work  done  on  his  behalf,  for  which  he 
claimed  payment,  had  remedied  the  mischief — in  fact,  his  workmen  had 
been  on  a  false  scent. 

Janies  Martin,  road  foreman  to  the  Local  Board,  deposed  that  in 
November,  1885,  the  Gas  Company  opened  the  road  about  126  yards  from 
the  plaintiff's  house;  and  witness  and  Mr.  Good  (the  Company’s  Manager) 
had  a  dispute  as  to  whether  there  was  an  escape  of  coal  gas  or  sewer  gas — 
witness  being  of  opinion  that  it  was  coal  gas.  About  October,  the  road 
was  opened  in  another  place  for  the  purpose  of  taking  up  some  drains ; 
and  on  a  light  being  applied,  the  gas  blazed  up.  The  pipe  was  cracked, 
and  eaten  through  with  rust,  so  much  so  that  he  could  pick  it  to  pieces 
with  his  thumb  and  finger.  The  Company  took  up  the  pipe,  and  put  in  a 
fresh  one.  Speaking  generally,  the  gas-pipes  were  in  a  leaky  condition. 

Edwin  Alders,  gas-fitter  and  plumber,  of  Carshalton,  said  he  visited 
plaintiff’s  house  in  November,  1885,  and  found  coal  gas  in  the  cellar. 
Having  inspected  the  fittings,  and  found  them  all  perfect,  he  went  outside, 
and  detected  gas  coming  through  the  ground.  An  excavation  was  made  ; 
and  it  was  discovered  that  gas  came  through  an  old  drain.  One  of  the 
Company’s  men  named  Green  was  present,  and  said  :  “  We  must  not  have 
alight  here.”  Witness  afterwards  saw  the  ground  opened  at  the  cross 
roads,  and  inspected  the  pipes.  They  were  not  properly  laid  ;  a  collar 
having  been  dispensed  with,  and  white  lead  used.  He  also  inspected  some 
of  the  other  pipes,  and  found  the  joints  “  blown ;  ”  the  ground  round  them 
being  black.  Green  had  admitted  that  the  pipes  were  in  a  bad  condition. 
If  the  joints  were  properly  “  set  up,”  there  would  not  be  any  leakage.  He 
had  observed  about  30  or  40  joints  leaking.  There  had  been  a  smell  of  gas 
at  plaintiff’s  house  during  the  last  week ;  it  came  through  the  shaft. 

Cross-examined  ;  Pipes  could  be  laid  in  such  a  way  that  there  would  be 
no  leakage.  As  a  rule,  there  was  always  leakage,  however  well  the  pipes 
were  laid,  owing  to  the  road  sinking.  In  a  district  where  there  was  a  large 
amount  of  main  without  service-pipes,  there  would  be  more  leakage  than 
where  the  gas  was  driven  through  and  sent  to  the  services  quickly  ;  and 
this  would  be  owing  to  the  gas  having  to  stand  longer  in  the  pipe,  and  so 
getting  condensed.  The  Carshalton  Company  had  a  great  extent  of  main 
without  services  thereon ;  so  that  he  should  expect  them  to  have  a  larger 
percentage  of  loss  than  companies  not  similarly  situated.  His  charges  for 
work  done  amounted  to  4:23. 

Ee-examined,  witness  said  the  ordinary  leakage  of  a  gas  company  was 
5  per  cent. ;  and  he  thought  12J  per  cent,  showed  the  pipes  were  faulty. 


Georye  Lowry,  formerly  in  the  employ  of  the  defendants,  deposed  that, 
during  the  time  he  was  in  the  employ  of  the  Company,  the  pipes  were  in 
a  dilapidated  condition.  He  knew  the  pipes  at  the  four  cross  roads  near 
plaintiff’s  house.  In  1885,  he  inspected  these  pipes ;  and  one  out  of  every 
two  or  three  joints  leaked.  None  of  them  were  properly  “  set  up;  ”  the 
lead  was  just  as  it  was  run  into  the  joint.  It  was  a  12-inch  main.  There 
was  a  strong  escape  of  gas ;  and  the  ground  was  very  black.  The  x-piece, 
which  ought  to  have  joined  with  a  collar,  had  a  piece  of  4-inoh  pipe  to 
imitate  a  collar  ;  and  this  was  broken.  He  applied  a  light;  and  the  gas 
flared  up.  Green  was  then  present ;  and  witness  asked  him  whether  he 
should  go  to  the  works  and  fetch  a  double  collar.  Green  said  there  were 
none  in  stock.  The  pipe  was  covered  over  with  a  piece  of  sheet  iron,  and 
bound  up  with  yarn  and  red  lead,  and  the  ground  filled  in. 

In  cross-examination,  witness  admitted  that  if  the  pipe  was  repaired 
with  red  lead  and  yarn,  it  would  keep  all  right  for  some  time. 

Ee-examined,  he  could  not  say  how  long  it  would  be  before  the  pipe 
would  leak  again  when  thus  repaired. 

Jas.  Buckingham,  labourer  in  the  employ  of  the  Carshalton  Local 
Board,  and  formerly  in  the  Gas  Company’s  service,  stated  that  in  1885 
he  was  engaged  in  removing  the  main  out  of  the  path  and  relaying  it  in 
the  road.  The  condition  of  the  main  was  very  bad.  In  November,  1885, 
he  was  searching  the  main  in  Paper  Mill  Lane ;  and  now  and  then  found 
two  or  three  joints  leaky.  About  2u0  yards  from  the  plaintiff’s  house  a 
service-pipe  was  found  eaten  away;  and  on  a  light  being  applied,  the 
trench  took  fire.  The  gulley  in  the  road  near  the  plaintiff’s  house  had 
lately  been  trapped  ;  and  there  was  now  no  escape  of  gas  there. 

Cross-examined :  The  pipe,  which  was  broken  as  well  as  eaten  away, 
was  laid  across  the  surface-drain.  No  doubt  the  surface-drain  had 
weakened  the  ground ;  and  a  heavy  waggon  going  over  the  road  would 
help  to  break  the  pipe  if  it  was  old  and  rusty. 

Amy  Smith,  formerly  in  plaintiff’s  employ  as  cook,  testified  to  there 
being  a  strong  smell  of  gas  in  the  wine-cellar  in  the  latter  part  of  1885. 
The  windows  and  doors  had  to  be  kept  open  night  and  day ;  and  she  could 
not  have  a  light  in  the  kitchen,  scullery,  or  passages. 

Alfred  Jacques,  a  reporter,  produced  a  copy  of  the  Director’s  report 
presented  at  a  meeting  of  the  Gas  Company  held  on  March  20  last,  from 
which  it  appeared  that  the  quantity  of  gas  unaccounted  for  was  1,886,100 
cubic  feet,  or  12  per  cent,  of  the  quantity  made. 

Mr.  Jelp  objected  to  this  evidence,  as  it  related  to  three  years  after  the 
date  in  question. 

Mr.  Paget  submitted  that  it  wentto  show  the  present  state  of  the  main. 
Counsel  then  put  in  the  report  for  the  half  year  ending  Dec.  31,  1885, 
from  which  it  appeared  that  the  quantity  of  gas  unaccounted-for  was 
1,951,600  cubic  feet. 

Mr.  Jelp  admitted  that  the  percentage  was  about  the  same  in  all  the 
reports. 

Mr.  A.  Dyett,  a  shareholder  in  the  Company,  said  that  in  October  and 
November,  1886,  he  was  frequently  on  the  plaintiff’s  premises,  and  noticed 
the  excavations.  At  the  meetings  of  the  Company,  the  subject  of  the 
mains  was  frequently  discussed.  At  the  last  meeting,  the  Chairman  made 
a  statement  with  regard  to  the  mains. 

Mr.  Jelp  objected  to  the  evidence  ;  but  his  Lordship  thought  the  objec¬ 
tion  premature. 

Examination  continued :  The  Chairman  stated  at  the  meeting  referred 
to  that  he  was  very  sorry  a  larger  dividend  could  not  be  paid  ;  but  it  was 
due  to  the  fact  that  there  had  been  a  large  leakage. 

Mr.  S.  Hayward,  a  Gas  Engineer,  deposed  that  the  average  percentage 
of  leakage  in  the  United  Kingdom  was  6  per  cent.  If  12i  per  cent,  of  gas 
was  unaccounted-for,  it  would  represent  an  excessive  amount  of  leakage. 

Cross-examined  :  'I'he  amount  of  gas  unaccounted-for  in  the  case  of  the 
Dorking  Gas  Company  was  12'5 ;  and  the  Epsom  Company,  12T5. 

Mr.  Jackson,  recalled,  produced  various  receipts  from  wine  merchants 
for  wine  purchased  in  1886  and  1887. 

Mr.  Jelp,  in  submitting  that  there  was  no  case  to  go  to  the  jury,  said  an 
incorporated  Company  were  not  in  the  same  position  as  a  person  who 
had  a  dangerous  animal  in  his  possession  ;  and  in  the  present  case  negli¬ 
gence  had  not  been  proved.  All  the  Company  had  to  do  was  to  take  reason¬ 
able  means  to  prevent  accidents  happening ;  and  the  plaintiff  could  not 
possibly  succeed  without  showing  two  things — first,  negligence ;  and  next 
that  negligence  caused  the  thing  complained  of.  No  evidence  had  been 
given  to  show  that  the  pipes  were  in  a  bad  state  owing  to  the  neglect  of 
the  defendants ;  or  if  it  were,  that  it  caused  the  mischief.  The  pipe  broke 
owing  to  heavy  waggons  passing  over  ground  weakened  by  a  surface- 
drain,  and  this  was  sufficient  to  entitle  the  defendants  to  judgment.  He 
should  ask  the  Court  to  hold  the  plaintiff  strictly  to  his  pleadings,  espe¬ 
cially  when  such  a  stale  claim  was  made ;  and  the  pleading  was  that  the 
defendants  “  allowed  their  pipe  to  get  out  of  repair,”  not  that  it  was  an 
“  old  pipe.”  There  was  nothing  to  trace  the  gas  along  the  drain  to  the 
house. 

Justice  Denman  said  that  if  the  defendants  had  caused  gas  to  travel 
about  there,  and  it  had  escaped  from  their  pipes,  the  first  question  would 
be  whether  it  was  allowed  to  escape  negligently.  If  so,  it  would  not  be 
so  difficult  for  the  plaintiff  to  make  out  that  the  gas  which  hurt  him  was 
gas  which  was  negligently  suffered  to  escape.  He  did  not  think  he  could 
withdraw  the  plea  of  negligence  from  the  jury. 

Mr.  Jelp  said  there  was  the  third  alternative,  if  the  plaintiff  showed 
that  the  gas  got  into  the  wine-cellar  through  the  defendants’  negligence — 
viz.,  the  question  of  whether  it  caused  the  damage. 

Justice  Denman  thought  that  was  also  a  question  for  the  jury. 

Mr.  Jelp  then  proceeded  to  address  the  jury.  He  said  whatever  might 
be  the  rights  of  the  parties  in  the  case,  it  certainly  was  not  an  action 
which  ought  to  have  been  brought  at  this  late  period,  and  under  the  cir¬ 
cumstances.  No  one  had  been  called  to  say  that  the  wine  tasted  a  bit 
the  worse  for  the  gas ;  and  even  the  plaintiff  only  said  he  “  fancied  ”  it  had 
deteriorated.  Every  vestige  of  damage  ceased  in  1885 ;  but  nevertheless 
the  plaintiff  persisted  in  claiming  an  injunction.  It  was  about  the  coolest 
and  most  impudent  case  that  was  ever  brought  into  Court ;  and  if  the 
jury  were  driven  by  any  defect  in  the  defendants’  case  to  find  against  them, 
he  submitted  they  should  give,  by  way  of  damages,  the  smallest  possible 
coin  of  the  realm. 

Mr.  TV.  H.  Green,  Assistant  Manager  of  the  Bournemouth  Gas  and 
Water  Company,  said  that  from  May,  1881,  to  February,  1886,  he  was 
in  the  employ  of  the  defendants,  as  fitter  and  inspector  of  mains  and 
pipes.  He  remembered  the  complaint  made  by  the  plaintiff;  and  by 
direction  of  Mr.  Good  he  visited  the  houses.  There  was  no  escape  from 
the  service  pipe  or  fittings  in  the  house.  On  the  following  morning  he 
inspected  the  wine-cellar ;  but,  not  being  satisfied  that  the  smell  arose 
from  coal  gas,  he  fetched  Mr.  Good.  There  was  a  nasty  smell  in  the 
cellar.  He  proceeded  to  strip  the  main  ;  and  when  he  came  to  the  cellar, 
discovered  there  was  a  slight  leakage.  Upon  remedying  this,  and  finding 
that  it  made  no  difference  to  the  house,  he  came  to  the  conclusion  that 
this  was  not  the  source  of  the  mischief.  The  main  was  then  stripped  for 
a  further  distance  of  200  or  300  yards  ;  but  nothing  was  found  to  account 
for  the  smell.  There  was  no  escape  of  any  magnitude  from  the  mains. 
Upon  the  mains  being  opened  opposite  Mr.  Wallis’s  (some  200  yards  from 
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the  plaintiffs  house),  a  service  pipe  was  found  to  he  broken.  This  pipe  was 
laid  in  March,  1884.  It  was  a  new  pipe  ;  and  when  uncovered,  was  found 
to  be  sound.  It  was  not  eaten  away  by  rust.  He  attributed  the  breakage 
to  a  heavy  weight  passing  over  the  ground,  or  to  the  natural  sinking  o 
the  soil.  There  was  a  surface-drain  at  this  spot,  which  would  weaken  the 

^  Cross-examined;  The  annual  percentage  of  unaccounted-for  gas  at  the 
Bournemouth  works  was  about  5  per  cent.  If  11  or  12  per  cent,  was  un¬ 
accounted  for,  it  would  not  indicate  that  the  leakage  was  excessive. 
There  might  be  an  under-estimate  of  the  iiuantity  consumed  by  the  public 
lamps.  After  the  pipe  which  was  found  broken  had  been  laid,  the  road 
was^opened  by  the  Lwal  Board  for  the  purpose  of  putting  in  new  drains. 

As  to  the  alleged  defective  collar,  he  was  opinion  that  the  work  was  pro¬ 
perly  done ;  but  the  material  was  not  the  right  thing  to  use. 

^  Ee-examined  ■  The  escape  from  the  collar  had  nothing  whatever  to  do 
with  the  escape’in  plaintiffs  house.  In  Bournemouth  the  services  went 
out  from  the  main  very  frequently ;  and  as  the  gas  passed  quickly  throug 
the  pipes  there  was  not  the  same  loss  from  condensation  as  at  Oarshalton. 

It  took  the  defendants  about  two  months  to  discover  the  leak. 

By  Justice  Denman  ;  He  had  had  17  years’  pperience.  His  theoiy  was 
that  the  gas  in  the  plaintifi’s  house  came  from  the  broken  serv^ice  to 
which  he  had  referred ;  the  fractured  collar  had  nothing  to  do  with  it. 

Thubsday,  Nov.  15. 

On  the  resumption  of  the  proceedings  this  morning,  _ 

Mr.  B.  Good,  Manager  of  the  defendant  Company,  was  examined.  He 
stated  that,  on  visiting  the  plaintiff’s  premises,  he  there  was  some 

coal  gas  in  the  wine-cellar,  mixed  with  sewer  gas.  He  told  Mr.  ^ckson 
it  was  useless  for  him  to  search  for  the  escape ;  that  the  gas  came  through 
the  drain  outside;  and  if  this  was  trapped,  at  the  cost  ot  2s.  bd.,  tue 
nuisance  would  be  at  once  stopped.  He  also  said  the  Company  would 
do  what  was  necessary  to  prevent  the  gas  entering  the  premises.  Witness 
confirmed  the  evidence  given  by  the  last  witness  as  to  the  gas  coming 
from  the  fractured  service-pipe ;  and  said  that  after  the  fracture  was 
made  good,  the  gas  ceased  to  enter  plaintifi’s  house.  The  percentage  of 
unaccounted-for  gas  varied  according  to  the  size  of  the  works.  Dis  com¬ 
pany  had  20  miles  of  mains  ;  and  at  places  there  were  no  services  for  a 
distance  of  three-quarters  of  a  mile.  Consequently  there  was  consider¬ 
able  condensation.  It  was  not  fair  to  compare  the  defendant  Company 
with  the  Bournemouth  Gas  Company.  He  had  not  received  any  com¬ 
plaint  from  persons  in  the  district  beside  the  plaintiff.  TT 

Cross-examined  :  In  1885,  the  leakage  was  about  lOi  per  cent.  He  did 
not  consider  this  a  considerable  blot  on  the  balance-sheet  for  such  a  small 
Company.  The  shareholders  did  not  complain  bitterly  of  the  leakage.  _ 

Mr.  Hudson,  a  wine  merchant,  was  then  called  to  prove  that  the  wine 
could  not  have  been  injured  as  the  plaintiff  alleged  by  the  gas. 

Mr.  Paget  asked  if  he  should  address  his  Lordship  on  the  question  ot 

injunction.  i  ■  i- 

Justice  Denman  said  he  certainly  should  not  grant  an  mjunction. 

Mr.  Jele  then  summed  up  the  defendants’  case.  He  admitted  that 
some  gas  had  escaped  into  the  cellar,  though  the  amount  had  been  grossly 
exaggerated  ;  and  it  seemed  to  him  that  a  great  part  of  what  hkd  been 
complained  of  arose  from  sewer  gas — not  from  coal  gas  at  all.  bo  the 
source  of  the  coal  gas  which  did  get  into  the  cellar,  he  contended  that  it 
came  from  a  defective  service-pipe,  and  for  this  the  Company  were  not 
responsible.  When  complaint  was  made,  the  Company  did  everything 
which  reasonable  men  could  to  discover  the  source  of  the  evil ;  arid 
after  finding  the  broken  service,  and  repairing  it,  the  mischief  ceased.  It 
was  not  for  three  years  afterwards  that  this  claim  for  damages  was 
raised,  in  order  to  bolster  up  the  claim  for  an  injunction,  which  his 
Lordship  had  said  there  was  not  a  shadow  of  foundation  for.  He  cona- 
mented  rather  severely  on  the  manner  in  which  the  plaintiff  s  case  had 
been  conducted  ;  and  the  evidence  which  had  been  given,  and  submitted 
that  the  plaintiff  had  failed  entirely  in  the  case  he  put  forward. 

Mr.  Kemp  addressed  the  jury  in  reply.  ^  n  . v  .  f 

Justice  Denman  then  summed  up  the  case.  Having  stated  the  nature  ot 
it,  which  was  first  for  damages  from  gas  escaping  into  his  cellar  and 
greenhouse,  and,  secondly,  for  an  injunction  such  as  was  not  granted, 
except  on  very  strong  grounds,  especially  if  there  had  been  conside^ 
able  delay  in  taking  proceedings,  his  Lordship  said  that  the  plaintiH 
was  clearly  disentitled  to  any  injunction;  and  this  being  a  question  of 
law,  he  should  not  ask  the  jury  any  question  about  it.  The  matter  ot 
damages  was  to  some  extent  affected  by  the  same  circumstance  of  delay  ; 
the  only  damage  claimed  for  being  for  what  occurred  in  the  months  of  !No- 
vember  and  December,  1885.  On  this  question,  the  facts  were  toleramy 
simple,  more  so  perhaps  than  the  law,  because  it  might  be  argued  that  the 
defendant  Company  were  bound  so  to  deal  with  their  gas  as  to  prevent 
it,  under  any  circumstances,  escaping  into  people’s  houses,  and  that  if  it 
did,  they  were  answerable,  whether  they  were  guilty  of  negligence  or  not. 
On  the  other  hand,  it  might  be  held  that  the  plaintiff  was  bound  to 
prove  more  than  an  escape,  and  to  establish  negligence,  or  want  of  due 
and  reasonable  care  on  the  part  of  the  defendants,  to  entitle  him  to 
recover.  In  order  to  prevent  future  difficulty  or  the  expense  of  a  new 
trial  in  case  his  decisions  on  the  legal  point  were  disputed,  he  should 
ask  the  jury  in  any  case  to  say  what  amount  of  damage  they  considered 
the  plaintiff  had  sustained.  The  two  questions  for  them  would  be  hirst, 
whether  the  escape  of  gas  was  caused  by  the  negligence  of  the  Company  , 
and,  secondly,  whether  it  was  so  caused  or  not,  what  damages  had  the 
plaintiff  in  fact  sustained.  His  Lordship  then  commented  at  length  on 
the  evidence,  some  of  which  he  suggested  was  more  suited  for  a  Coinmis- 
sion  sitting  on  gas  companies,  or  a  Parliamentary  Committee,  than  for  a 
jury.  He  concluded  by  asking  the  jury  to  keep  entirely  sepamte  and  dis¬ 
tinct  the  two  questions  they  had  to  decide — not  on  the  one  hand  under¬ 
estimating  the  damages  because  they  thought  there  was  no  negligence  , 
nor  on  the  other  hand  saying  the  defendants  were  guilty  of  negligence, 
because  they  thought  the  damages  were  very  small. 

The  jury,  after  very  brief  consideration,  found  that  the  defendants  were 
not  guilty  of  negligence  ;  and  they  assessed  the  actual  amount  of  damages 

Mr.  Paget  asked  for  judgment ;  but  after  a  brief  argument. 

Justice  Denman  said  he  was  of  opinion  that  the  defendants  were  not 
liable  unless  negligence  were  found  ;  and  he  should  therefore  give  judg¬ 
ment  in  their  favour. 


COHET  OF  SESSION-OUTEE  HOUSE.— Fbid ay,  Nov.  16. 

{Before  Lord  Wellwood.) 

MACKAY  AND  CO.  V.  THE  EDINBUBGH  GASLIGHT  COMPANY.  ^ 

To'day  Messrs.  Mackay  and  Co.,  of  St.  Margaret’s  Brewery,  Edinburgh, 
sought  declarator  that  the  Edinburgh  Gaslight  Company  are  not  entitled 
to  manufacture  or  store  gas  at  their  premises  in  Canongate  in  such  a  way 
as  to  foul,  contaminate,  or  pollute  the  water  in  a  well  in  St.  Margaret  s 
Brewery,  and  that  defenders  are  bound  to  take  effectual  means  to  prevent 
the  escape  from  their  works  into  the  well  of  gas,  steam,  vapour,  gas 
washings,  or  noxious  substances.  Interdict  was  also  asked,  or  payment 


of  £5C00  as  damages.  The  water  in  the  well,  it  was  stated,  is  peculiarly 
well  suited,  and  had  been  used  for  upwards  of  a  century,  for  brewing 
purposes.  In  1883  a  new  gasholder  was  erected  by  the  Company  on  their 
gromd  at  Canongate,  and  shortly  afterwards  the  water  in  the  well  was 
found  to  be  contaminated  or  tainted  by  some  foreign  matter.  It  became 
worse  in  quality ;  and  in  1885  pursuers  were  obliged  to  cease  using  the 
water  for  brewing.  In  July  of  that  year  they  ascertained  that  the  water 
was  being  contammated  by  gas  or  noxious  vapours  coining  from  tfie 
defenders’  works ;  and  on  the  23rd  of  that  mouth  pursuer  s  Law  Agents 
wrote  to  the  Company  intimating  that  the  well  was  being  contaminated. 

No  measures,  it  is  said,  were  taken  by  the  Company  to  put  a  stop  to  the 
contamination,  and  the  water  is  now  in  such  a  foul  state  as  to  be  quite 

'’^Defenders  fou^d  upon  the  Edinburgh  and  Leith  Corporations  Gas  Act 
of  this  year,  and  quoted  several  sections  of  the  statute  in  which  provision 
is  made  for  the  transfer  of  all  the  liabilities  and  obligations  of  the  Com- 
panv,  except  revenue  debts,  to  the  Corporations  ;  and  it  is  enacted  that 
after  the  date  of  transfer,  the  Company  shall  only  exist  for  the  purpose 
of  being  wound  up.  It  was  pleaded  that  all  parties  were  not  cahed  ;  that 
in  terms  of  the  statute  the  action  was  incompetent ;  that  defenders, 
having  ceased  to  manufacture  gas,  should  be  absolved  from  the  declara¬ 
tory  conclusion  of  the  action  and  from  the  conclusion  for  interdict;  thac 
no  damage  had  been  sustained  by  the  pursuers  for  which  defenders  were 
liable ;  and  that,  in  any  view,  the  damages  claimed  were  excessive. 

The  record  was  closed,  and  the  case  was  sent  to  the  procedure  roll  for 
discussion  upon  the  preliminary  pleas. 

LAMBETH  COUNTY  COUET.— Tuesday.  Nov.  13. 

[Before  Mr.  J.  J.  Powell,  Q.C.,Jzidge.) 

PBOCEEDINGS  UNDEB  THE  WATEB  COMPANIES  (BEGULATION  OF  POWEBS)  ACT. 

To-dav  the  Lambeth  Water  Company  summoned,  under  the  recent 
Water  Companies  (Eegulatiou  of  Powers)  Act,  1887,  several  occupiers  of 
small  houses  for  payment  of  water-rate  due  ;  these  being  the  first  sum¬ 
monses  issued  under  the  Act.  At  the  last  moment,  however,  the  amounts 

claimed  were  paid  into  Court.  i 

Mr  Washington,  who  appeared  for  the  Company,  on  applying  for  an 
order  for  costs,  said  he  wished  to  explain  why  these  proceedings  were 
necessary,  as  heretofore  water  companies  had  been  allowed  to  cut  oil  tlie 
water  for  non-payment  of  rates,  and  the  mere  threat  of  doing  so  was  gene¬ 
rally  sufficient  to  obtain  payment  of  their  claims.  The  Vv  ater  Companies 
(Eegulation  of  Powers)  Act  limited  the  powers  of  the  Companies  to  cut  off 
the  tenant’s  water  supply  where  the  rates  were  agreed  to  be  paid  by  the 
landlord ;  and  in  such  cases  it  was  now  necessary,  when  the  amount  due 
was  not  paid,  or  could  not  be  obtained  from  the  landlord,  to  serve  the 
tenant  with  a  notice  informing  him  that  he  might  pay  such  sum,  and 
deduct  it  out  of  the  rent  then  due,  or  thereafter  to  become  due  from  him 
to  his  landlord,  and  that  if  he  did  not  do  so,  legal  proceedings  would  be 
commenced  against  him  for  the  recovery  of  the  amount,  with  interest 
thereon  and  expenses.  No  doubt,  he  would  he  able  to  deduct  such  P^J' 
ments  from  the  rent  payable  to  his  landlord.  In  mentioning  the  matter, 
Mr  Washington  remarked  that  no  doubt  the  Act  was  passed  mainly  in  the 
interests  of  poor  people.  The  Company  endeavoured  to  make  the  land¬ 
lord  pay  in  the  first  instance,  and  would  only  resort  to  proceedings  against 
tenants  if  the  landlord  failed  to  pay.  But  the  Act  further  provided  that  if 
the  rates  were  not  paid  by  either  landlord  or  tenant,  the  anaount  (ffie  be¬ 
came  a  first  charge  on  the  property.  It  therefore  behoved  all  purchasers, 
not  only  of  small  property,  but  also  of  that  large  class  of  property  which 
had  now  become  as  much  in  vogue— viz.,  residential  flats— where  the  rates 
were  paid  by  the  landlords  and  not  by  the  tenants,  to  see  that  all  arrears 
of  water-rates  were  paid,  or  complications  might  ensue  on  the  transfer 

Orders  were  made  against  the  defendants  for  the  costs  as  asked. 

The  Nobtheen  Coal  Tease.— The  northern  coal  trade  last  week  felt 
the  unsettled  state  arising  from  the  labour  disputes ;  there  being  a 
demand  for  increased  wages  both  in  the  steam  coal  trade  of  Northuniber- 
land  and  in  the  Durham  coal  trade.  In  the  latter,  whence  gas  coal  is  so 
largely  produced,  there  is  a  desire  on  the  part  of  the  miners  to  anticipate 
the  rise  which  the  sliding  scale  is  expected  to  give  them ;  _  and  it  is  prob . 
able  that  the  coal-owners  will  grant  the  increase  thus  desired.  T«e  ten 
denev  of  these  demands,  nevertheless,  is  to  unsettle  the  trade.  The  steam 
coal  business  is,  however,  otherwise  slightly  weaker  ;  the  demand  being 
less  from  the  Baltic,  though  above  the  usual  at  this  time  of  toe  year. 
In  gas  coal  the  consumption  is  now  very  high;  and  there  is  difficulty  in 
meeting  it— many  of  the  miners  evidently  restricting  the  output,  so  that 
contracts  are  kept  up  to  with  difficulty.  And  there  is  also  a  scarcity  of 
steamers  by  which  to  ship  the  coal,  so  that  there  is  some  reason  for  the 
delay  The  rate  of  freight  for  coal  from  the  Tyne  to  London  has  risen 
to  5s 'ad  per  ton— which  is  Is.  3d.  above  the  usual  at  this  period— and 
some  expect  it  to  advance  still  higher.  It  will  be  seen  that  very  gpat 
activity  characterizes  the  gas  coal  trade;  and  it  may  be  added  that  as 
high  as  8s.  per  ton  free  on  board  is  now  asked  for  best  gas  coal— tffe 
scarcity  for  early  delivery  being  the  chief  cause  of  this.  Other  kinds  of 
coal  partake  in  a  smaller  degree  in  the  improvement  in_  price.  There 
are  all  the  indications  of  a  very  full  demand  for  the  winter,  with  one 
exception— viz.,  that  as  yet  November  has  not  locally  brought  much  fog. 

Obiental  Gas  Company,  Limited.— The  Directors  of  this  Company  report 
that,  during  the  year  ending  June  30  last,  there  has  been  an  improvement 
in  the  revenue  ;  and  they  say  the  operations  of  the  Company  would  have 
resulted  in  an  increase  of  profit  over  the  previous  financial  year  but  for 
the  heavy  additional  charge  for  exchanp.  The  sum  ’’e/eived  from  the 
sale  of  gas  was  ^64,528 ;  and  from  coke,  tar,  fittings,  &o.,  ±18,723— making 
together  ±83,251.  The  expenditure  amounted  to  ±49,513;  the  balance 
carried  to  general  revenue  account  being  ^33,737.  The  balance  of  general 
revenue  (after  payment  of  debenture  interest,  and  the  appropriation  o 
±1300  to  reserve  account)  is  ±27,185,  out  of  which  the  Dipctors  recom¬ 
mend  a  distribution  of  6  per  cent.,  free  of  income-tax,  payable  on  the  4th 
prox.,  making,  with  the  interim  dividend  of  4  per  cent,  on  June  4  last,  a 
total  of  10  per  cent,  for  the  year.  There  has  been  an  increase  in  public 
lighting  during  the  twelve  months  ;  and  in  private  lighting,  179  new  con¬ 
sumers  were  obtained,  and  1423  burners  added.  The  Company  s  buildings 
have  received  during  the  year  such  a  complete  exammatip  and  thorougn 
repair,  that  they  are  now  in  a  most  excellent  state  ;  and  tp  respective 
apparatus  and  holders  are  in  good  order  and  working  condition.  There 
has  been  an  extension  of  mains  for  new  public  lights  of  abimt  2200  yards 
The  Directors  further  state  that  the  local  affairs_  of  tlm  Company  con¬ 
tinue  to  receive  the  careful  supervision  of  the  Eesident  Committee  ;  and 
they  also  recognize  the  exertions  of  the  Manager,_  Mr.  Niven,  in  main¬ 
taining  the  prosperity  of  the  Company.  Eeference  is  made  m  the  pppt 
to  theleceate,  on  April  21  last,  of  Mr  W.  White,  who  as  a  Director  for 
a  period  of  about  25  years,  afforded  the  Company  the  benefit  of  his  valu¬ 
able  experience,  and  devoted  himself  at  all  times  to  the  furtherance  of  its 
best  interests.  The  vacancy  on  the  Board  has  been  filled  provisionally 
by  the  appointment  of  Mr.  H.  L.  Hammack. 
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THE  LATE  DR.  WALLACE. 

In  the  Journal  last  week  (p.  841),  we  recorded  the  death  of  Dr.  William 
Wallace,  of  Glasgow,  which  took  place  on  the  5th  inst.,  and  gave  a  short 
sketch  of  the  deceased  gentleman’s  career.  We  now  supplement  those 
particulars  by  the  following  account  of  Dr.  Wallace’s  life-work  (more  espe¬ 
cially  in  its  relation  to  the  gas  industry),  which  has  been  forwarded  to  us 
by  our  Glasgow  Correspondent : — 

Dealing  first  with  the  late  Dr.  Wallace’s  work  as  an  analyst,  I  may  say 
that  tor  a  period  of  about  ten  years — from  18(38  to  1877 — he  devoted  much 
of  his  time  to  analyzing  and  testing  tor  use  in  gas  making  upwards  of  200 
varieties  of  Scotch  coals,  including  cannels,  splints,  shales,  &c. ;  as  also 
samples  of  such  minerals  from  America,  Australia,  and  other  foreign  coal¬ 
fields.  His  results  were  embraced  under  various  heads — such  as  the  physical 
properties  of  the  coal,  the  composition  of  the  volatile  matters  contained 
therein,  the  composition  of  the  coke,  and  in  respect  of  the  gas,  its  yield 
per  ton  of  coal,  its  illuminating  power,  its  sperm  value,  &c.  These  analyses, 
which  have  been  published  in  a  collected  form,  are  of  the  highest  value  to 
gas  managers.  I  may  also  mention  that  prior  to  the  year  1876  Dr.  Wallace 
had  made  something  like  2000  analyses  of  ironstones  of  various  kinds, 
limestones,  fire-clays,  furnace  coals,  pig  iron,  and  slag.  Of  these  a  number 
of  examples  illustrative  of  the  Scottish  iron  manufacture  were  published 
in  that  year  in  a  volume  on  “  The  Leading  Industries  of  Glasgow  and  the 
West  of  Scotland  ” — one  of  three  guide-books  presented  to  the  members  of 
the  British  Association  at  the  Glasgow  meeting  of  1876.  For  a  number  of 
years  Dr.  Wallace  gave  himself  up  largely  to  the  science  of  sugar-refining, 
in  which,  as  well  as  in  gas  matters,  he  was  a  leading  authority. 

I  now  come  to  Dr.  Wallace’s  connection  with  the  science  and  practice  of 
the  gas  industry  ;  this  being  the  subject  of  most  interest  to  the  readers  of 
the  Journal.  The  first  published  paper  in  this  department  of  his  work 
of  which  we  can  find  any  notice  was  entitled  “  On  Some  Points  in  the 
History  of  Coal  Gas” — a  subject  which  he  treated  in  a  lecture  delivered  at 
the  annual  meeting  of  the  North  British  Association  of  Gas  Managers  in 
1869.  His  next  paper  was  “  On  the  Economical  Combustion  of  Coal  Gas.” 
It  was  an  experimental  discourse  which  he  gave  in  March,  1874,  to  the 
Philosophical  Society  of  Glasgow,  whose  membership  he  entered  in  the 
year  1851.  This  was  a  most  comprehensive  and  interesting  paper;  and  it 
showed  that  Dr.  Wallace  had  an  extensive  and  intimate  acquaintance 
with  the  gas-burners  that  had  up  to  that  time  been  brought  into  notice. 
In  the  year  1874  the  members  of  the  North  British  Association  of  Gas 
Managers  had  the  pleasure  of  hearing  a  discourse  from  Dr.  Wallace  on 
the  influence  of  pressure  on  the  illuminating  power  of  coal  gas;  and  on 
that  occasion  he  also  had  a  paper  on  a  new  system  of  photometry  for  gas. 
Three  years  later,  at  the  annual  meeting  of  the  same  Association  held  in 
Stirling,  he  gave  another  lecture,  the  subject  of  which  was  “  The  Bunsen 
Burner.”  In  the  course  of  his  exceedingly  interesting  remarks,  he  not 
only  described  the  burner  in  detail  and  the  character  of  the  flame  pro¬ 
duced  by  it,  but  also  showed  the  various  modes  of  applying  it  in  practice 
in  the  laboratory. 

A  marked  recognition  of  the  position  now  secured  hy  Dr.  Wallace  in 
connection  with  the  development  of  the  illuminating  properties  of  coal 
gas  was  made  in  the  year  1877,  at  the  Plymouth  meeting  of  the  British 
Association,  on  which  occasion  a  Committee,  which  included  himself. 
Professor  Dittmar,  and  the  late  Mr.  T.  Wills,  was  constituted  for  the 
purpose  of  reporting  on  the  best  means  for  the  development  of  light 
from  coal  gas  of  different  qualities.  Dr.  Wallace  was  appointed  Secretary, 
or  “Reporter  ’’ ;  and  in  the  following  year,  at  the  Dublin  meeting  of  the 
Association,  Part  I.  of  the  report,  which  had  been  drawn  up  by  Dr. 
Wallace,  was  submitted.  (See  Journal,  Vol.  XXXII.,  p.  423.)  Part  II.  of 
the  report  (which  was  drawn  up  by  Mr.  J.  Pattinson,  of  Newcastle-on- 
Tyne,  who  had  taken  the  place  of  Mr.  Wills  on  the  Committee)  dealt 
chiefly  with  gas  made  from  common  bituminous  coal  of  the  Newcastle 
and  other  coal-fields ;  while  Dr.  Wallace’s  portion  of  the  report  had 
reference  chiefly  to  the  use  of  cannel  gas,  such  as  is  supplied  in  most 
towns  of  Scotland.  (Part  II.  of  the  report  will  be  found  in  Vol.  XXXVI. 
of  the  Journal,  p.  376.) 

In  the  year  1879  Dr.  Wallace  communicated  to  the  Philosophical 
Society  of  Glasgow  a  paper  bearing  the  title,  “  On  the  Heating  Power  of 
Coal  Gas  of  Different  Qualities,”  in  the  courseof  which  he  worked  out  the 
general  fact  that  gas  of  low  illuminating  power  is  the  cheapest  for  heating 
purposes.  About  this  time  he  also  gave  attention  to  the  condition  in  which 
sulphur  exists  in  coal — a  subject  with  which  he  dealt  in  a  paper  read 
before  the  Chemical  Section  of  that  Society.  Within  the  last  three  or 
four  years  the  deceased  was  much  associated  with  Mr.  W.  Foulis,  the 
General  Manager  of  the  Glasgow  Corporation  Gas  Undertaking,  in  prose¬ 
cuting  an  inquiry  as  to  the  propriety  of  reducing  the  illuminating  power 
of  the  gas  made  in  Glasgow,  in  consequence  of  the  Corporation  Gas  Com¬ 
mittee  having  resolved  to  ask  for  parliamentary  powers  to  make  an 
important  change  in  this  direction.  The  reports  prepared  for  the  Com¬ 
mittee  (chiefly  by  Dr.  Wallace)  have  appeared  in  the  Journ.al  as  they  were 
rendered  available ;  and  consequently  it  is  not  necessary  to  refer  to  them 
with  any  detail. 

As  makers  of  gas-burners  and  patentees  of  new  gas-lamps  are  well 
aware.  Dr.  Wallace  was  extensively  consulted  in  reference  to  such  inven¬ 
tions,  and  commissioned  to  report  upon  them  professionally.  One  of  his 
most  important  pieces  of  work  in  connection  with  gas  matters  was  to  serve 
as  a  juror  in  the  exhibition  of  gas  and  electric  lighting  appliances  held 
under  the  auspices  of  the  Philosophical  Society  in  the  year  1880.  The 
work  he  had  to  do  on  that  occasion,  in  the  way  of  testing  and  reporting 
upon  gas-meters,  governors,  &c.,  was  very  great,  and  of  permanent  value. 
His  fellow-jurors  freely  admit  that  the  work  was  his  and  not  theirs. 

The  deceased  was  largely  employed  by  the  Glasgow  municipal  authori¬ 
ties  from  time  to  time  to  inspect  and  report  upon  sewage  systems  in 
operation  in  various  parts  of  the  country;  and  other  local  authorities 
had  his  professional  advice  on  many  occasions  in  reference  both  to 
sewage  schemes  and  water  supply.  One  of  the  “  Glasgow  Health 
Lectures”  was  delivered  by  him  in  1881;  his  subject  being  “  On  Water 
and  Water  Supply.”  On  another  occasion  he  delivered  a  course  of  four 
public  lectures  under  the  auspices  of  the  Lord  Provost,  Magistrates,  and 
Town  Council  of  Glasgow,  when  he  dealt  with  “  The  Air  of  Towns,” 
“  The  Water  Supply  of  Towns,”  “  The  Disposal  of  Sewage,”  and  “  Food 
and  its  Preservation.”  At  the  Glasgow  Congress  of  the  Sanitary  Institute, 
he  read  a  paper  on  “  Some  Sanitary  Aspects  of  House  Construction.” 
In  this  connection  I  may  state  that  one  of  his  Philosophical  Society 
papers  was  on  “  Air  and  Water  in  Relation  to  Public  Health ;  ”  and  another 
on  “The  Germ  Theory  of  Putrefaction.” 

I  have  already  mentioned  that  Dr.  Wallace  became  a  member  of  the 
Philosophical  Society  in  1851  ;  and  I  may  now  add  that  he  was  elected  a 
member  of  the  Council  in  November,  1870.  He  entered  the  Council 
again  in  1879,  to  serve  a  second  term  of  three  years.  This  was  followed 
hy  his  election  to  the  ofBce  of  President,  which  he  filled  with  the  greatest 
credit  to  himself  and  success  to  the  Society  for  another  period  of  three 


years.  He  was  an  honorary  member  of  The  Gas  Institute,  and  of  the 
North  British  Association  of  Gas  Managers,  and  a  Fellow  of  the  Royal 
Society  of  Edinburgh,  of’  the  Chemical  Society,  and  of  the  Institute  of 
Chemistry.  Dr.  Wallace  will  long  be  remembered  us  a  zealous  servant 
of  science,  an  excellent  citizen,  and  a  fai'hful  friend.  In  testimony  of 
the  respect  in  which  he  was  held  by  his  fellow-members  of  the  Glasgow 
and  Scottish  Section  of  the  Society  of  Chemical  Industry,  the  first 
meeting  of  the  present  session,  which  was  to  have  taken  place  on  the  6th 
inst.,  was  postponed  till  the  12th.  A  few  members  assembled  on  the 
first-named  date,  when  the  Vice-Chairman  (Mr.  R.  R.  Tatlock)  alluded  in 
feeling  terms  to  the  loss  the  Society  had  sustained  in  the  death  of  Dr. 
Wallace,  and  of  the  loss  which  the  event  had  brought  to  him  personally ; 
the  deceased  having  been  his  partner  in  business  for  a  long  series  of  years, 
during  which,  he  said,  the  slightest  dissension  had  never  arisen  between 
himself  and  his  friend  thus  prematurely  removed. 


SINGAPORE  GAS  COMPANY,  LIMITED. 

An  Extraordinary  General  Meeting  of  this  Company  was  held  last 
Tuesday,  at  the  Cannon  Street  Hotel,  E.C. — Mr.  R.  S.  Foreman  in  the 
chair. 

The  Secretary  (Mr.  Robert  King)  read  the  notice  convening  the  meet¬ 
ing  ;  and  the  Directors’  report  and  the  statement  of  accounts,  an  epitome 
of  which  appeared  in  the  Journal  last  week  (p.  858),  were  taken  as  read. 

The  Chairman  said  he  would  only  detain  the  shareholders  with  a  few 
remarks  before  formally  moving  the  adoption  of  the  report.  As  a  conse¬ 
quence,  he  observed,  of  the  increased  use  of  kerosene  oil  as  an  illumi- 
uant,  by  reason  of  its  present  low  price,  and  the  cheapness  with  which  the 
German  and  American  lamps  and  other  fittings  could  be  supplied  for  its 
service,  the  gas  and  meter  rental  from  private  sources,  and  necessarily  also 
the  fittings  department,  showed  some  reduction  as  compared  with  the 
previous  and  corresponding  half  years.  On  the  other  hand,  the  public 
lighting  exhibited  a  decided  increase.  Forty-eight  additional  lamps 
had  been  fixed  and  lighted  within  the  last  few  months;  and  the 
indications  of  further  development  in  this  direction  were  most  encouraging. 
Whilst  on  this  subject,  he  might  be  allowed  to  call  the  shareholders’  atten¬ 
tion  to  a  paragraph  which  appeared  in  The  Times  on  Sept.  15  last,  which 
some  of  them  probably  had  noticed,  headed  “  Kerosene  in  China,”  from 
which  the  following  was  an  extract : — “  The  Viceroy  of  Canton,  the  famous 
Chang  Chitling,  has  addressed  a  memorial  to  the  Emperor  which  contained 
a  terrible  indictment  of  kerosene  oil.  He  brings  a  long  series  of  charges 
against  it.  Not  long  ago  it  caused  the  destruction  of  400  houses  in 
Swatow ;  just  before  it  burnt  a  steamer  to  the  water’s  edge,  taking  the 
lives  of  about  800  persons  ;  shortly  afterwards,  it  burnt  out  1000  families 
in  Canton,  and  destroyed  10  million  dollars’  worth  of  property.  It  is 
responsible  for  nine-tenths  of  the  fires  occurring  every  year  in  the  city  of 
Canton.  Therefore,  the  Viceroy  denounces  it.”  There  was  much  more, 
the  Chairman  continued,  in  the  article  to  a  like  purpose ;  but  the  fore¬ 
going  extract,  he  thought,  was  sufficient  to  show  that,  notwithstanding 
the  low  price  at  which  this  commodity  could  be  supplied,  its  introduction 
into  some  parts  of  the  Eastwas  not  regarded  as  altogether  one  of  unqualified 
advantage.  In  regard  to  the  residual  products,  he  might  mention  that 
they  had  met  with  a  brisk  demand,  and  realized  good  prices.  The  collec¬ 
tions,  which  required  constant  and  unremitting  attention,  had  been 
thoroughly  well  maintained,  and  the  outstandings  reduced  to  the  lowest 
possible  point.  Considerable  improvements  had  been  carried  out  on  the 
works  during  the  half  year — notably  the  old  coal-stores,  which  were  put 
up  when  the  Company  was  first  established,  had  been  strongly  but  cheaply 
reconstructed.  The  level  of  the  flooring  had  been  raised,  and  also  the 
ground  in  other  parts  of  the  works  hitherto  subject  to  flooding  at  high 
spring  tides.  The  two  new  purifiers  recently  erected  were  also  working 
satisfactorily.  The  whole  of  the  material  for  a  new  gasholder  and  tank, 
after  a  careful  inspection  by  the  Engineer  (Mr.  R.  King),  was  landed  on 
the  works  at  Singapore  early  in  October;  and  the  whole  of  the  work  of 
erection,  including  repairs  to  one  of  the  original  holders,  was  expected 
to  be  completed  early  in  the  commencement  of  the  ensuing  year.  Before 
concluding,  he  might  mention  that,  as  the  proprietors  had  probably 
noticed,  the  accounts  were  sent  out  on  the  present  occasion  with  the 
signature  of  only  one  of  the  Auditors  appended.  This  was  in  conse¬ 
quence  of  the  absence  of  Mr.  W.  T.  Morrison  from  England  at  the  time 
appointed  for  holding  the  audit ;  so  that  the  whole  of  the  work  devolved 
upon  Mr.  Alfred  ’Williams.  He  then  moved— “That  the  report,  with  the 
balance-sheet  thereto  attached,  be  received,  adopted,  and  entered  on  the 
minutes.” 

Mr.  Smith  said  he  should  have  pleasure  in  seconding  the  report.  He 
thought  he  might  venture  to  say  that  the  shareholders  were  much  obliged 
for  the  free  and  ample  explanation  which  the  Chairman  had  given  them. 
Looking  at  the  profit  and  loss  account,  and  the  revenue  account,  he  con¬ 
sidered  the  whole  a  very  fair  and  reasonable  working  statement.  Although 
there  were  items  with  which  they  had  at  times  to  find  fault,  they  all  knew 
that  in  such  undertakings  as  this  there  were  always  variations.  He  noticed 
that  the  gas-rental  and  fittings  account  was  rather  less  than  before ;  but  to 
this  he  attached  little  importance,  because  this  was  simply  one  half  year. 
From  the  increase  in  the  number  of  public  lamps  and  the  improvement  in 
the  value  of  residuals,  together  with  the  revival  of  trade,  he  was  under  the 
impression  that  the  accounts  for  the  whole  year  would  prove  satisfactory. 
Compared  with  the  corresponding  half  year,  the  accounts  were  very  similar. 
He  was  glad  to  see  the  Company  in  a  prosperous  condition,  which  he 
trusted  would  still  continue  in  the  future. 

Mr.  Spencer  said  that  at  the  last  meeting  he  referred  to  the  leakage ; 
and  he  should  like  to  know  how  it  stood  now. 

The  Secretary  replied  that  it  amounted  to  about  14  per  cent. 

Mr.  Spencer  remarked  that  this  was  better ;  but,  of  course,  it  still  was 
a  considerable  amount  for  leakage, 

The  Secretary  observed  that  they  were  troubled  at  Singapore  with  the 
steam-roller  of  the  Municipality.  It  broke  the  Company’s  mains ;  and 
they  were  bothered  a  good  deal  with  them. 

The  Chairman  said  that  whenever  it  was  brought  home  to  the  Munici¬ 
pality,  they  always  paid  for  any  damage. 

Mr.  Spencer  inquired  what  was  the  mileage  of  the  mains. 

The  Secretary  replied  about  35  or  36  miles. 

Mr.  Smith  expressed  the  opinion  that  a  leakage  of  14  per  cent,  was  not 
extravagant.  The  ground  in  which  the  mains  were  laid  was,  he  said, 
very  watery,  and  the  district  a  scattered  one. 

Mr.  Williams  remarked  that  with  a  leakage  of  14  per  cent.,  they  might 
depend  upon  it  that  they  were  not  doing  badly. 

'The  motion  was  then  carried  unanimously. 

The  Chairman  proposed  the  declaration  of  a  dividend  on  the  ordinary 
share  capital  at  the  rate  of  7§  per  cent,  per  annum,  less  income-tax ;  such 
dividend  to  be  payable  on  the  20th  inst. 

Mr.  F.  A.  M.  Nicol  seconded  the  motion,  which  was  agreed  to. 

On  the  motion  of  Mr.  Smith,  seconded  by  Mr.  Newton,  a  vote  of  thanks 
was  passed  to  the  Chairman  and  Directors,  for  the  satisfactory  manner 
in  which  they  had  conducted  the  affairs  of  the  Company  during  the  past 
half  year. 

The  Chairman,  in  acknowledging  the  compliment  on  behalf  of  himself 
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and  his  co-Directors,  observed  that  there  was  no  doubt 
late  had  a  very  anxious  time.  The  strike  in  the  coal  trade  and  the  ad^ 
vance  in  freight  had  caused  the  Directors  considerable  anxiety.  They 
would  do  their  best  in  the  future,  as  they  had  done  in  the  past,  to  merit 

recognition  being  made  of  the  trouble  Mr.  A.  Williams  h 

double  duty  in  auditing  the  accounts.  ..oormnded  to 

The  Secretaby  and  Mr.  Williams  having  both  suitably  responded  t 

the  vote,  the  proceedings  terminated. 

PAETICK  HILLHEAD,  AND  MAKTHILL  GAS  COMPANY. 

TrV  Position  of  the  Pbefebence  Shabeholdebs. 

In  the  Journal  for  the  6th  inst.  (p.  810),  it  was  stated  that  an  extra¬ 
ordinary  general  meeting  of  the  above-named  Company  was  to  be  o° 
the  following  Thursday  for  the  purpose  of  considering  resolutions  auth(> 
rizing  the  Dmectors  (1)  to  enter  into  an  agreement  with  the  Corporatum 
of  Glasgow  for  the  sale  to  them  of  the  whole  of  the  Company _s  undertak 
ing  and^assets,  at  the  net  price,  over  and  above  the  Company  s 
of  ^122,370;  and  (2)  sanctioning  the  payment  to  the  holders  of  the  5i  p 
cent,  preference  shares  of  the  amount  of  their  shares  and  10  per  cent, 
premium,  and  to  the  holders  of  the  ordinary  shares  of  the  amount  of  their 
Lares,  less  10  per  cent,  discount.  In  view  of  the  proposal 
the  second  resolution,  the  preference  shareholders  had  a  on  toe 

previous  Monday,  at  which  it  was  unanimously  resolved  that  toe  terms 
offered  by  the  Directors  were  inequitable,  and  that  though  they  might 
agree  to  toe  purchase  of  the  Company’s  undertaking  by  the  Corporation 
at  the  lump  sum  of  £122,370,  they  could  not  agree  to  accept  the  proportion 
proposed  to  be  allotted  to  them.  A  Committee  was  formed  the 

Linion  of  Counsel  on  the  question,  and  generally  to  attend  to  the  interests 
of  the  preference  shareholders.  The  Directors  becoming  acquainted  with 
this  determination,  also  sought  toe  advice  of  Counsel,  which  appears  to 
have  been  similar  to  that  given  in  answer  to  the  question  of  the  preference 
shareholders.  At  the  meeting  on  the  8th  inst,  the  Chairman  (Mr.  H. 
Cowan)  read  a  statement  on  behalf  of  the  Directors,  in  which,  after 
announcing,  in  regard  to  the  first  resolution,  that  the  proposed 
sale  of  the  undertaking  to  the  Corporation  of  Glasgow  had  been 
approved  of  by  a  large  proportion  of  the  shareholders,  they  said  that, 
as  opposition  to  the  second  resolution  might  he  expected,  they  had 
deemed  it  advisable  to  take  Counsel’s  opinion  on  the  whole  position 
This  they  had  done;  and  the  reply  received,  established  the  following 
points  (1)  That  the  first  resolution  was  undoubtedly  competent,  and,  it 
passed  by  the  requisite  majority,  would  authorize  the  sale  of  the  works  at 
the  price  stated.  (2)  That  by  law  the  assets  of  the  Company  on  its  dis¬ 
solution  would  fall  to  be  divided  among  toe  shareholders  pro  rafa,  without 
reference  to  whether  the  shares  were  preference  or  ordinary  ;  and  that,  as 
the  second  resolution  would  have  the  efiect  of  conferring  upon  the  pre¬ 
ference  shareholders  a  benefit  as  in  a  question  with  the  ordinary  share¬ 
holders  beyond  what  the  law  allows,  it  was  doubtful  whether  that  resolution, 
if  passed,  could  be  carried  into  effect  without  the  consent  of  every  share¬ 
holder  of  the  Company.  On  receipt  of  this  opinion,  and  on  finding  that 
a  unanimous  acceptance  of  the  second  resolution  was  not  to  be  expected, 

the  Directors  found  it  necessary  carefully  to  reconsider  the  position,  It 

would,  of  course,  have  been  open  to  them  to  propose  the  fipt  resolution, 
of  the  validity  of  which  there  was  no  possible  doubt,  and  simply  to  drop 
the  second,  on  the  legality  of  which  doubt  had  been  thrown ;  but,  on 
consideration,  they  felt  that  this  course  would  not  be  fair  to  absent  shar^ 
holders,  who  might  have  granted  proxies  on  the  understanding  that  both 
resolutions  were  to  be  submitted.  The  Directors  accordingly  came  to  the 
conclusion  that  the  proper  course  to  take  was  not  to  submit  at  that  meeting 
either  of  the  resolutions,  but  to  hold  another  meeting  at  as  early  a  date  as 
possible  for  the  purpose  of  considering  and,  if  so  resolved,  of  adopting  the 
first  resolution  only.  This  course  involved  the  abandonment  of  the  idea 
of  putting  the  preference  shareholders  on  a  better  footing,  in  the  division 
of  the  money  received  for  the  undertaking,  than  the  ordinary  share¬ 
holders  ;  but,'  however  willing  the  Directors  might  be  that  the  prefer¬ 
ence  shareholders  should  be  dealt  with  specially,  found  it 

to  be  impossible,  without  incurring  serious  risk,  for  the  .Company  to 
pass  any  resolution  altering  in  any  way  the  statutory  mode  of  dividing 
the  price  of  the  Company’s  works  if  sold.  After  this  statement 
had  been  read,  it  was  unanimously  resolved  to  dissolve  the  meeting ; 
not  a  word  of  objection  being  raised  by  the  preference  shareholders. 
The  result  of  the  opinion  of  Counsel  therefore  is,  that  whatever  sum 
the  Corporation  of  Glasgow  decide  to  give  as  a  premium  on  the  P)'^ 
ference  stock  in  their  scheme  of  purchase  must  be  divided  equally  with 
the  ordinary  shareholders.  As  for  the  20,000  ordinary  and  6000  pre¬ 
ference  shares,  each  of  £5,  the  proposed  purchase  price  is  £122,370,  this 
comes  to  only  about  £4  14s.  lid.  each  ;  so  that  when  the  general  divi¬ 
sion  comes,  the  preference  shares  are  likely  to  be  levelled  down  from 
£5  lOs.,  and  the  ordinary  shares  levelled  up  from  £4  10s.,  to  the  above- 
named  figure.  In  the  meantime,  toe  holders  of  the  former  will  con¬ 
tinue  to  get  per  cent.,  and  the  holders  of  the  latter  4  per  cent, 
dividend  on  their  shares.  As  many  of  these  were  purchased  when  the 
price  was  down  to  37s.  6d.,  or  from  that  to  45s.  each,  the  holders  will 
not  have  much  cause  to  complain. 

The  Electric  Lighting  at  Leamington. — On  Monday  and  Tuesday 
evenings  last  week,  the  first  instalments  of  the  improvements  now  being 
carried  out  in  connection  with  the  electric  lighting  system  at  Leamington 
were  completed,  and  brought  into  use.  The  new  lights  are  of  the  arc 
type,  ranging  from  300  down  to  50  candle  power.  They  are  placed  at 
intervals  along  the  Parade ;  and  their  brilliancy  detracts  somewhat  from 
the  power  of  the  ordinary  electric  lights. 

The  Public  Lighting  of  Twerton,  near  B.ath. — After  having  had 
before  them,  at  various  times  during  toe  past  17  years,  the  subject  of 
lighting  the  district,  the  inhabitants  of  Twerton  have  now  decided  to 
adopt  gas.  At  a  largely  attended  meeting  held  last  week,  a  Committee 
was  appointed  to  take  up  the  matter ;  and  a  sum  of  £200  placed  at 
their  disposal  for  the  first  year,  on  the  understanding  that  they  are  to 
“  make  it  go  as  far  as  possible.”  This  will  mean  a  rate  of  3d.  or  4d.  in  the 
pound. 

The  Electric  Lighting  of  Kensington. — The  question  of  the  lighting 
of  the  parish  of  Kensington  by  electricity  came  up  at  the  meeting  of  the 
Kensington  Vestry  last  week.  Mr.  Lindsay  objected  to  mapping  out  the 
parish,  as  was  proposed,  to  four  companies ;  and  said  that,  though  the 
Committee  pretended  not  to  want  to  grant  a  monopoly,  this  would  be 
virtually  created  by  the  adoption  of  their  proposal.  He,  therefore,  moved 
that  the  Vestry  should  give  authority  to  the  whole  seven  electric  light 
companies  who  had  applied  for  permission  to  supply  light,  without  allot- 
ing  any  particular  part  of  the  area.  The  proposal  was  carried  by  38  votes 
to  19.  The  Chairman  of  the  Committee  (Mr.  Jordan)  and  two  members 
resigned  their  positions  in  consequence  of  this  decision.  Ultimately  the 
Vestry  reconsidered  their  decision,  and  postponed  toe  matter  for  a  fort¬ 
night. 


LEEDS  COEPOEATION  GAS  SUPPLY. 

The  Coal  Question. 

At  the  Meeting  of  the  Leeds  Town  Council  last  Wednesday,  the  Mayor 
(Mr  Alderman  Ward)  in  the  chair— the  question  of  the  quality  m  toe 
coal  supplied  to  the  Corporation,  which,  as  our  readers  are  aware,  had  been 
under  investigation  by  a  Special  Committee,  was  discussed.  ^ 

Mr.  Gilston,  in  moving  the  adoption  of  the  Gas  Committee  s  minutes 
referred  to  statements  made  during  the  past  month  about  the  quality  o£ 
the  Leeds  gas,  and  more  particularly  about  the  coal.  The  Council  were 
aware,  he  said,  that  Mr.  Ellis  Lever,  had  had  interviews  with  the  Com¬ 
mittee  on  the  question  of  the  coal  supplied  to  thern.  A  mOTe  favourable 
time  for  the  purpose  could  not  have  happened,  as  finding  themselves  on 
the  eve  of  a  coal  crisis,  the  Committee  had  for  several  weeks  been  pressing 
the  contractors  to  send  in  every  ton  of  coal  they  could  possibly  spa^re  ;  and 
if  ever  there  was  a  time  when  coal-owners  would  be  likMy  to  send  in  sur¬ 
plus  stock,  they  might  then  have  been  expected  to  do  it.  Every  facility  saw 
given  to  Mr.  Lever  to  secure  samples  of  the  coal  supplied ;  and  te^s  were 
made  at  the  works,  and  also  by  toe  Borough  Analyst  (Mr.  T.  Pairley, 
P’.C.S.),  in  toe  presence  of  Mr.  J.  Paterson,  P  .G.S.,  of  Warrmgton,  on  be¬ 
half  of  Mr.  Lever:  and  the  results  were  such  as  to  show  that  all  the  noise 
made  about  the  way  in  which  the  Gas  Committee  were  allowing  the  rate¬ 
payers  to  be  swindled  to  the  extent  of  2000  tons  of  coal  a  year  was  as  great 
a  piece  of  humbug  as  was  ever  spoken  in  the  borough.  Mr. 
suggested  that  the  Committee  did  not  get  the  weight  of  coal  they  paid 
for  r  and  as  to  the  results  of  the  tests  of  the  different  kinds  of  coal 
selected  by  Mr.  Lever  and  the  Committee,  they  showed  them  to  be 
capable  of  producing  per  ton  respectively  11,600  cubic  feet  of  gas  of 
26i-candle  illuminating  power,  11,(00  cubic  feet  of  26  5  candle,  and 
11,150  cubic  feet  of  28-candle.  The  coal  in  the  second  case  was  selected  as 
worthless ;  while  the  third  was  taken  as  slack.  As  bearing  upon  the  Das 
Committee’s  work,  he  had  taken  out  details  showing  the  improvement  made 
under  every  head  in  the  year  1888,  as  compared  with  the  year  ending 
June,  1885.  In  1885  they  averaged  9036  cubic  feet  of  gas  per  ton  of  coal , 
and  in  1888,  9964  cubic  feet.  The  cost  per  ton  in  188o  was  8-(s. ;  in  1888, 
8'3s.  In  1885  they  obtained  13'34  gallons  of  tar  per  ton  of  coal;  in  1888, 
13-96  gallons.  In  1885,  32-34  gallons  of  ammoniacal  liquor ;  in  1888,  34  29 
gallons.  In  1885,  the  gas  produced  cost  ll'Sd.  per  1000  feet ;  in  1888,  9  9/d. 

A  severe  crisis  had  been  passed  through;  but  in  the  half  year  ending 
June,  1888,  the  deficit  had  been  brought  down  to  only  £1600.  ihey  had 
increased  the  contract  for  tar  from  11s.  to  21s.  and  26s.  per  ton ;  and  as 
they  had  made  15,000  tons  during  the  present  year,  there  would  be  an 
infiux  into  their  coffers  of  £10,000  or  £12,000  without  any  increased  con¬ 
sumption  of  gas.  So  that  they  had  seen  the  last  year  of  their  deficits. 
He  had  no  hesitation  in  saying  that  at  the  end  of  the  next  financial  year 
would  be  seen  the  beginning  of  a  surplus  which  would  be  little  short  ot 
£10,000  in  favour  of  the  ratepayers.  . 

Mr.  Dyson  seconded  the  motion,  and  remarked  that  the  Committee 
could  not  have  published  Mr,  Lever’s  report  without  the  risk  of  an  action 

^°Mr!^GiLSTON  said  the  Committee  intended  to  print  and  distribute  the 

’"^Mr.'^'LAYcocK  asked  Mr.  Willey  whether  he  had  been  misreported  as 
saying  at  a  meeting  in  the  South  Ward  that  “  they  might  take  it  that  the 

;  ratepayers  had  for  many  years  been  paying  for  thousands  and  thousanas 

'  of  pounds  worth  of  coal  which  they  had  not  been  getting  ?  ■  j 

Mr.  Willey  said  the  report  was  substantially  correct.  He  really 
“  thousands  and  thousands  of  pounds  worth  of  coal,  the  value  of  whic 
they  had  not  received.”  This  he  adhered  to,  and  was  prepared  to  prove. 
He  was  amazed,  in  going  through  the  books  of  tests  in  the  Gas  Manager  s 
office,  to  find  that  the  Gas  Committee  had  been  passing  coal  without  proper 
examination,  and  that  from  January  last  at  least  one-half  of  the  coal 
passed  into  stock  as  equal  to  sample  was  below  it  from  2  to  15  per  cent. 
In  some  cases  it  was  20  to  29  per  cent,  lower  than  the  contract  sample. 
When  he  questioned  Mr.  Lupton,  the  Secretary,  he  found  that  such  faults 
were  only  complained  of  by  letter,  but  no  deduction  had  been  made,  except 
in  one  case.  It  was  bad  and  wrong  commercially  thus  to  pass  interior 
coal ;  and  what  he  said  was  perfectly  true.  These  things  did  not  come 
before  the  Gas  Committee.  The  tests  were  sent  only  to  toe  Secretary,  wno 
handed  them  to  the  Chairman  of  toe  Gas  Committee,  and  then  the  matter 
dropped.  These  tests  ti’e  Hommittee  should  have  been  informed  of. 

Alderman  Scabs  said  the  Lever  question  had  been  an  unpleasant  busi¬ 
ness  for  him,  because  members  of  the  Committee  thought  he  had  given 
Mr.  Lever  more  liberty  in  examining  toe  coal  than  he  ought  to  have  done. 
Mr.  Gilston  looked  upon  Mr.  Lever  as  a  coal  dealer  wishing  to  get  advan 
tages  as  a  coal  dealer  rather  than  as  one  who  had  exposed  a  scandal  at 
Salford.  It  would  have  been  a  fatally  unwise  thing  if  the  Committee  had 
so  regarded  him;  and  toe  position  they  occupied  that  day  was  owing  to 
the  fact  that  they  followed  the  better  course.  From  what  haff  arisen  in 
connection  with  these  investigations,  he  had  drawn  certain  deductions , 
and  he  should  be  unfaithful  to  the  Gas  Committee  and  to  the  town  it  he 
did  not  give  them  the  results  of  his  views.  Mr.  Lupton,  the  Secretary, 
stated  to  Mr.  Lever  that  certain  deficiencies  had  occurred  in  coal  ftom  one 
colliery  to  the  extent  of  22  per  cent.  When  he  looked  into  this,  he  found 
that  the  tester  discovered  the  coal  was  not  up  to  the  standard  on  the  4t 
of  October,  the  test  was  not  made  till  the  12to,  the  report  was  given  to 
Mr.  Lupton  on  the  15th,  and  the  colliery  was  not  communicated  with 
until  the  20th.  Between  the  discovery  of  the  discrepancy  and  the  ...drd  ot 
October,  the  Committee  received  292  tons  of  coal.  As  a  commercial  man, 
he  was  of  opinion  that  this  was  not  business.  The  moment  he  found  that 
there  was  any  deficiency  taking  place  in  the  quality  of  the  goods  delivered 
to  him,  he  stopped  the  "delivery,  pointed  the  matter  out,  and  had  it  recti¬ 
fied.  The  matter  ought  to  have  been  looked  into  at  once.  It  was  not 
sufficient  that  a  young  man  should  test  the  coals  half-a-dozen  times  in  a 
year ;  but  caution  demanded  that  a  man  fully  understanding  the  qimstion 
should  examine  every  truckload  of  coal  that  came  to  the  worM.  He  did 
not  say  that  there  had  been  any  frauds  practised  at  the  Leeds  Gas-vyorRs; 
but  there  had  been  very  great  room  for  frauds.  If  it  was  true  that  4  per 
cent,  of  “  hub”  was  admitted,  they  were  receiving  8000  tons  of  coal  per 
annum  lower  than  sample.  He  believed  that  the  inquiry  would  result  in 

the  better  management  of  toe  gas-works.  ,  .u  _ 

Mr.  Arnold  Lupton  denied  that  it  was  possible,  under  the  conditions 
for  sending  coal  out,  to  forward  trucks  of  coal  which  should  be  in  the 
nicest  degree  equal  to  sample.  Coal  might  be  deficient,  without  any 
design  on  the  part  of  the  contractor.  .  ,  it...  ,,.0= 

Mr.  Gilston,  in  reply,  said  it  was  the  practice  at  the  gas-  works  to  pass 
coal  in  bulk  as  satisfactory  if  it  were  within  4  per  cent,  of 
the  sample.  The  Works  Managers  had  power  to  send  coal  to  the  tester 
if  its  quality  was  at  all  in  question.  He  himself  oomplairmd  ^h®  neglect 
referred  to  by  the  ex-Mayor  (Mr.  Alderman  Scarr).  But  between  the 
periods  mentioned  by  him,  exception  was  not  taken  to  a  single  trucR  ,  ana 
to  his  (Mr.  Gilston’s)  mind  this  in  itself  was  evidence  of  the  quality  01  the 
coal.  He  dealt  with  Mr.  Ellis  Lever  as  a  reformer  of  abuses,  as  well  as 
a  coal  dealer.  But  that  gentleman  made  two  insmuations  which  dis¬ 
turbed  his  mind  ;  and  if  the  ex-Mayor  had  been  in  his  position,  he  would 
also  have  felt  that  an  injustice  had  been  done.  He  had  tried  to  do  his 
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duty,  and  no  more.  As  to  Mr.  Willey’s  complaint,  he  could  prove  that  in 
one  year  13  tests  were  made  of  a  certain  supply  of  coal,  which  only  gave 
an  average  of  2J  per  cent,  below  the  sample  test  from  which  the  purchase 
was  made.  No  contractor  would  sell  coal  if  every  truck  were  to  be  sub¬ 
mitted  to  fine  chemical  tests.  The  fact  that  tests  had  been  made  at  the 
gas-works  for  two  yea,rs,  was  in  itself  an  incentive  to  the  coal  contractors 
to  supply  an  article  similar  to  that  tendered  for. 

The  minutes  were  then  adopted. 


BUEY  COEPOEATION  GAS  SUPPLY. 

Tm  Peice  of  Gas  in  the  Out-Townships. 

At  the  Meeting  of  the  Bury  Town  Council  on  the  9th  inst.,  the  Mayor 
(Mr.  Alderman  Smethurst)  presiding, 

Mr.  Eastham,  in  accordance  with  notice,  moved — “That  the  resolution 
of  the  Gas  Committee  passed  on  the  18th  of  June  last,  and  confirmed  by 
the  Council  on  the  6th  of  July  last,  so  far  as  the  same  relates  to  fixing  the 
price  of  gas  to  consumers  outside  the  borough  and  in  the  newly-added  areas 
at  3s.  Id.  per  1000  cubic  feet,  less  2d.  for  prompt  payment,  be  rescinded, 
and  that  the  price  charged  to  such  consumers  be  2s.  7d.,  less  Id.  for  prompt 
p^ment.”  He  said  the  original  resolution  was  sprung  upon  the  Council, 
who  had  not  time  to  think  about  it.  There  was  a  determined  opposition 
in  the  outside  districts  to  the  enormous  diSerence  of  50  per  cent,  between 
the  price  in  the  added  areas  and  other  parts  of  the  borough.  The  con¬ 
sumers  were  resorting  to  oil,  which  was  stated  to  be  cheaper  and  better 
than  gas,  from  a  feeling  of  being  unfairly  treated.  After  the  recent  visit 
to  the  gas-works,  the  Manager  (Mr.  W.  Woodward)  told  them  that,  in 
consequence  of  the  reduction  in  price  inside  the  borough,  about  500,000 
cubic  feet  of  gas  per  week  were  being  consumed.  The  moral  was  that  if  they 
charged  the  added  consumers  a  reasonable  price,  the  consumption  would 
increase,  the  loss  in  the  shape  of  waste  and  condensation  lessened,  their 
income  increased,  and  a  larger  revenue  would  accrue.  They  should  treat 
the  outsiders  not  as  foreigners,  but  as  themselves. 

Mr.  Metcalf  seconded  the  motion,  not  on  the  ground  of  price,  but  of 
the  outsiders  being  charged  50  per  cent,  more  than  those  inside  the  borough. 
Previous  to  those  districts  being  brought  into  the  borough,  they  had  gas 
at  an  additional  price  of  fid.  per  1000  feet ;  but  now  they  were  charged  a 
greater  difference,  and  there  was  a  strong  feeling  against  this. 

Alderman  Burrow  was  sorry  the  question  had  arisen,  as  half  the  year 
had  already  gone.  Two  quarters’  bills  had,  he  said,  been  paid  in  most 
instances  ;  and  it  would  be  inconvenient  and  unusual  to  rescind  a  resolu¬ 
tion,  alter  the  accounts,  and  refund  the  money.  He  hoped  the  motion 
would  not  be  entertained.  He  wished  to  have  a  year’s  experience  of  the 
arrangement.  The  great  increase  in  the  consumption  of  gas  had  occurred 
in  the  outside  district,  where  the  price  had  not  been  reduced.  The  increase 
inside  was  8§  per  cent.,  and  outside  9J  up  to  last  month.  There  were  other 
reasons  why  no  alteration  should  be  made. 

Mr.  Mellor  said  the  price  was  fixed  and  the  estimates  of  the  cost  of 
working  based  on  there  being  no  profit  on  the  works  ;  so  that  if  the  motion 
were  passed  there  would  be  a  loss  of  fid.  per  1000  cubic  feet.  They  could 
only  meet  the  deficiency  by  raising  the  charge  inside  by  3d.  per  1000  feet, 
and  dropping  the  price  outside  a  like  amounfi  He  asked  Mr.  Eastham  to 
withdraw  his  motion. 

Alderman  Peers  said  that  if  the  motion  were  carried,  it  would  upset 
the  whole  calculations  on  which  they  reduced  the  price  so  that  no  profit 
should  be  made.  He  was  not  in  favour  of  an  increase  in  ths  price  to  out¬ 
siders  ;  but  in  the  inside  district  they  had  a  water-rate  of  2d.  in  the  pound 
which  the  outsiders  would  not  pay.  They  were  going  to  Parliament  to  get 
relief  from  a  lOd.  rate.  Did  the  added  areas  contribute  to  this  rate  ?  Not  a 
penny.  To  show  how  little  the  outside  people  had  to  complain  of,  he  had 
a  list  of  the  prices  charged  for  gas  in  the  districts  round  about.  The 
outside  people  of  Bury  paid 2s.  Hd.  net;  Eadcliffe,  3s.  5d.  to  4s. ;  Accring¬ 
ton,  3s.  Id.;  Blackburn,  3s.  5d.;  Bolton,  3s.;  Burnley,  3s.  3d.;  Eams- 
bottom,  38.  fid.  to  3s.  lid.  Where  did  the  injustice  come  in?  [Mr.  Met¬ 
calf  :  It  is  not  the  price.  It  is  the  diSerence  between  the  rates.]  There 
was  also  a  diSerence  between  a  lOd.  and  a  2d.  rate  and  the  amount  paid 
by  outsiders.  Inside,  the  rate  was  compulsory;  outside,  people  had  the 
option  of  using  gas  or  not.  Yet  the  Coporation  were  asked  to  make  gas 
at  a  low  rate  for  those  who  did  not  contribute  towards  the  expenses  of  the 
borough. 

Mr.  Mosley  said  to  rescind  the  resolution  in  the  middle  of  the  year 
would  be  absurd.  It  was  not  fair  to  the  Committee  to  bind  them  down  to 
charge  2s.  7d.  per  1000  feet  to  outsiders. 

Alderman  Hoeridge  said  that  when  the  price  was  4s.  per  1000  feet  the 
diSerence  was  only  fid.,  which  was  enough  now.  He  objected  to  the  water 
question  being  mixed  up  with  the  gas  question.  They  could  not  work 
amicably  with  the  added  areas  by  charging  a  higher  price  for  gas. 

Mr.  Bentley  pointed  out  that  when  the  Corporation  applied  for  the 
Local  Act  of  1885,  it  was  pleaded  that  the  outsiders  did  not  wish  to  be 
saddled  with  the  liabilities  or  assets  of  the  Corporation ;  they  wished  to  be 
considered  as  customers  and  not  as  partners.  Now,  however,  as  to  gas, 
they  wished  to  be  partners.  He  would  allow  the  added  areas  to  have  gas 
at  the  same  price  as  insiders  if  those  outside  would  pay  the  rates  that 
were  paid  inside. 

The  motion  was  withdrawn. 


LYMM  LOCAL  BOAED  GAS-WOEKS. 

Extension  of  the  Plant. 

We  learn  from  a  local  paper  that  the  alterations  in  the  plant  at  the 
Lymm  Gas-Works,  for  the  carrying  out  of  which  the  Chairman  of  the  Gas 
Committee  has  been  for  a  longtime  agitating,  have  now  been  completed. 
In  view  of  this  circumstance,  it  may  not  be  uninteresting  to  glance  at 
the  progress  of  the  undertaking  in  the  past  decade.  Some  ten  years  ago, 
the  amount  of  gas  consumed  daily  at  this  time  of  the  year  averaged 
about  20,000  cubic  feet;  at  present  it  is  something  like  double  this 
quantity.  On  certain  days  last  winter,  it  even  reached  50,000  cubic  feet 
in  a  day  ;  but  this  can  scarcely  be  said  to  be  the  present  normal  output 
on  short  winter  days.  With  double  the  consumption  in  ten  years,  it  is 
only  natural  to  suppose  that  in  the  same  time  there  must  have  been  some 
considerable  changes  in  the  apparatus.  There  used  to  be  but  nine 
retorts  ;  whereas  now  there  are  24  of  increased  capacity,  which  allows  a 
margin  of  five,  or  occasionally  ten,  being  out  of  use.  In  the  purification 
process,  after  the  tar  is  extracted,  the  gas  passes  through  the  old  washer 
(which  remains  much  in  the  same  position  as  formerly),  after  which  it 
passes  into  an  “Eclipse’’  scrubber- washer,  made  by  Messrs.  Clapham 
Bros.,  of  Keighley.  This  machine  is  specially  designed  to  divest  the  gas 
of  all  traces  of  ammonia.  After  the  gas  has  entered,  it  is  forced 
through  ten  chambers,  each  of  which  is  packed  with  wooden  balls 
IJ  inches  in  diameter,  which  are  kept  constantly  revolving  by  a  small 
engine.  Each  ball  has  a  hole  i  inch  in  diameter  through  it;  and  by 
this  means  the  gas  is  broken  up.  As  the  chambers  revolve  in  water, 
the  latter  becomes  charged  with  the  ammonia  in  the  gas.  The  gas 
passes  thence  into  the  next  chamber,  where  the  process  is  repeated ;  and 
then  to  the  next,  until  it  passes  through  the  tenth  and  last  chamber. 


Long  before  it  reaches  it,  however,  there  is  not  a  trace  of  ammonia  left. 
This  machine  has  only  been  in  operation  a  short  time,  but  is  giving 
eminent  satisfaction.  The  water  remains  in  the  first  chamber  until  it 
registers  6°  Twaddel.  The  gas  next  passes  to  the  lime  purifiers,  of  which 
there  are  four — no  additions  having  been  made  since  the  works  were 
erected.  Of  course  they  are  not  adequate  to  the  work  required  of  them ; 
and  their  improvement  is  urgently  called  for.  A  new  station  meter,  sup¬ 
plied  by  the  Gas-Meter  Company,  of  Oldham  and  Loudon,  was  brought 
into  use  at  the  beginning  of  the  present  month.  It  is  capable  of  passing 
180,000  cubic  feet  of  gas  per  day.  The  storeage  capacity  of  the  works  is 
another  weak  point  which  will  have  to  engage  the  attention  of  the  Com¬ 
mittee.  It  is  only  equal  to  43,000  cubic  feet;  and  the  holder  is  defective. 
We  may  add,  in  reference  to  the  “Eclipse”  washer-scrubber,  that  Messrs. 
Clapham  Bros,  are  just  now  busily  engaged  upon  the  manufacture  of 
these  machines,  having  received  a  large  repeat  order  for  two,  each  of  a 
daily  capacity  of  4  million  cubic  feet,  and  one  of  2  million  cubic  feet,  from 
a  gas  company  who  put  in  one  of  these  appliances  about  four  years  ago. 


HUDDEESFIELD  COEPOEATION  GAS  AND  WATEE  SUPPLY. 

At  the  Meeting  of  the  Huddersfield  Corporation  on  the  9th  inst.,  the 
Mayor  (Mr.  Alderman  J.  Brooke)  addressed  a  few  observations  to  the 
Council  bearing  on  the  work  of  the  various  departments  during  his  year 
of  office.  Alluding  to  the  gas  undertaking,  he  said  the  cannel  and  coal 
used  in  1887  was  40,fi90  tons ;  in  1888,  it  was  41,638  tons — showing  an 
increase  of  948  tons.  'The  gas  sent  out  and  consumed  in  1887  was  433,626,000 
cubic  feet ;  in  1888  it  was  447,900,000  cubic  feet — showing  an  increase  of 
14,271,000  cubic  feet,  or  3'29  per  cent.  The  average  illuminating  power  of 
the  gas  for  the  year  1887  was  20  01  sperm  candles ;  in  1888  it  was  20T0 
sperm  candles.  The  extension  of  the  gas-works  this  year  has  been  un¬ 
usually  large,  involving  an  outlay  of  nearly  4117,000.  This  had  been 
necessary  in  order  to  make  provision  for  the  constantly  increasing  demand 
for  gas.  The  new  works  were  now  completed.  There  had  also  been  a 
new  gasholder  erected,  having  a  capacity  of  1,120,000  cubic  feet,  and  this 
was  now  at  work.  On  the  27th  of  September,  the  new  works  were  started 
(the  new  holder  included)  in  the  presence  of  the  Gas  Committee,  when 
everything  passed  off  smoothly  and  evenly,  without  difficulty  or  accident, 
and  all  had  continued  in  excellent  order.  There  had  been  an  increase  of 
about  400  new  consumers  during  the  year ;  and  the  mains  had  been  extended 
by  a  mile.  The  whole  of  the  works  and  mains  had  been  kept  in  thorough 
repair  and  efficiency.  The  profits  from  the  gas-works  this  year  was 
i8479  11s.  fid.,  as  against  i£7714  168.  fid.  in  1887.  With  respect  to  the 
water  undertaking,  the  number  of  gallons  of  water  supplied  for  trade 
purposes  inside  the  borough  during  the  past  year  had  been  360,563,000 ; 
outside  the  borough,  67,144,000  gallons — making  a  total  of  427,707,000 
gallons,  as  compared  with  436,609,000  gallons  last  year.  The  population 
supplied  inside  the  borough  was  97,280 ;  outside,  35,135 — making  a  total 
of  132,415,  as  compared  with  129,975  at  the  same  time  last  year.  The 
number  of  houses  added  for  water  supply  during  the  year  was  292  inside 
the  borough,  and  196  outside — making  a  total  of  488.  The  number  of 
meters  fixed  was  398  inside  the  borough,  and  123  outside — making  a  total 
of  621,  as  compared  with  603  last  year.  The  length  of  mains  now  laid 
was  as  follows  : — Trunk  mains,  30  miles  446 yards;  distribution  mains  out¬ 
side  the  borough,  115  miles  139  yards ;  inside  the  borough,  68  miles 
643  yards — making  a  total  of  213  miles  1228  yards.  The  net  water-rental 
during  the  year  had  been  ^45,447  ;  during  the  previous  year  it  amounted 
to  4:42,122 — showing  an  advance  of  4)3326.  The  water-works  revenue 
account  showed  the  income  for  the  year  to  be  £1569  18s.  fid.  in  excess  of 
the  expenditure.  This  surplus  had  been  applied  towards  reducing  the 
amount  of  accumulation  of  deficiencies  in  previous  years ;  and  the  balance 
remaining  it  was  expected  would  be  discharged  in  about  three  or  four 
years,  if  not  sooner.  All  available  resources  for  obtaining  water  that 
could  be  brought  to  the  town  deserved  the  early  and  anxious  consideration 
of  the  Council.  The  present  consumption  of  water  was  about  3i  million 
gallons  per  day.  The  sources  of  supply  were  calculated  to  yield  (say) 
4J  million  gallons  per  day,  exclusive  of  compensation  water.  This  left 
li  million  gallons  daily  in  favour  of  supply  over  demand.  If  the  two 
reservoirs  proposed  were  made  in  the  Wessenden  Valley,  they  would 
probably  add  2  million  gallons  per  day  to  the  supply,  which  would  amount 
to  3i  million  gallons  daily  to  meet  the  growing  demand.  The  rate  of 
increase  in  the  demand  for  the  last  five  years  had  been  about  40  million 
gallons  per  annum.  At  this  rate  the  consumption  would  overtake  the 
supply  in  30  years.  He  held  the  opinion  that  all  the  surplus  water  would 
be  utilized  long  before  30  years  had  elapsed.  Whenever  this  event 
happened,  were  it  sooner  or  later,  the  prosperity  of  the  town  and  district 
would  receive  a  deadly  blow.  His  last  words  on  this  important  subject 
were  the  expression  of  an  earnest  conviction  that  it  was  incumbent  upon 
the  Council  to  endeavour  to  obtain,  as  soon  as  possible,  a  cheap,  abundant, 
and  practically  inexhaustible  supply  of  pure  water  for  domestic  and  manu¬ 
facturing  purposes,  so  that  the  prosperity  of  the  town  should  be  secured 
for  untold  years  to  come. 


Burnham  Water  Supply. — Mr.  T.  Codrington,  C.E.,  held  an  inquiry  at 
Burnham,  Somerset,  last  Tuesday,  for  the  purpose  of  receiving  evidence 
with  regard  to  the  application  made  by  the  Burnham  Local  Board  to  the 
Local  Government  Board  for  sanction  to  borrow  £2000  for  works  of  water 
supply.  It  was  stated  that  most  of  the  amount  was  required  for  the  con¬ 
struction  of  gullies  and  trenches.  Evidence  having  been  taken,  the 
Inspector  visited  the  pumping  station  at  Brent  Knoll. 

Long  Eaton  Water  Supply. — Last  Wednesday  a  special  meeting  of  the 
Long  Eaton  Local  Board  was  held  to  consider  the  question  of  a  supply 
of  water— Mr.  J.  Orchard,  J.P.,  presiding.  After  a  long  discussion,  it  was 
decided  to  apply  for  the  necessary  powers  to  procure  a  good  supply  of 
water.  Another  resolution  was  passed  that  the  Clerk  should  watch  an 
effort  by  an  outside  syndicate  to  obtain  power  to  supply  water  to  the  Long 
Eaton  district.  A  deputation  was  appointed  to  consult  the  Nottingham  Cor¬ 
poration  as  to  supplying  the  township  with  water  from  their  works. 

Proposed  Constant  Water  Supply  in  Wimbledon. — At  the  meeting  of 
the  Wimbledon  Local  Board  on  the  7th  inst.,  the  Clerk  reported  the  receipt 
of  a  letter  from  the  Secretary  of  the  Lambeth  Water  Company  (Mr.  S.  H. 
Louttit)  with  reference  to  the  proposed  constant  supply  of  water  to  South 
Wimbledon.  The  deputation  from  the  Board  met  the  writer  in  conference 
on  Oct.  10  last,  when  the  Secretary  pointed  out  that,  Wimbledon  being 
outside  the  area  defined  by  the  Metropolis  Water  Act,  1852,  the  Board  of 
Trade  regulations  as  to  prescribed  fittings,  framed  under  the  Act  of  1871, 
could  not  be  enforced,  but  that  the  Company  had  power  under  the 
Water-Works  Clauses  Act,  1817,  and  their  own  Act  of  1848,  to  out  off  the 
supply  to  houses  in  cases  of  waste  or  misuse  of  water  due  to  inefficient 
fittings.  The  Directors  would  give  a  constant  supply  to  a  part  of  the 
district  as  an  experiment ;  and  it  would  depend  on  the  inhabitants  them¬ 
selves  whether  it  was  continued  and  extended  throughout  the  parish. 
The  Company,  however,  reserved  to  themselves  the  right  to  revert  to  the 
intermittent  system  should  they  be  unable  to  satisfactorily  check  waste. 
The  letter  was  referred  to  the  Eoad  and  Drainage  Committee. 
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THE  PEICE  OP  GAS  AND  WATER  IN  LANCASHIRE. 

In  the  Journal  for  Sept.  25  last  (p.  558),  we  published  some  particulars 
in  reference  to  the  price  of  gas  in  various  Lancashire  towns,  from  a  return 
compiled  by  Mr.  J.  H.  Bailey,  the  Borough  Treasurer  of  Blackburn.  A 
similar,  but  more  extensive  table  has  now  been  issued  by  Mr.  Carter,  the 
Treasurer  to  the  Corporation  of  Preston,  from  which  we  take  the  follow¬ 
ing  figures  showing  the  price  of  gas  per  1000  cubic  feet,  the  charge  in 
pound  for  water  used  for  domestic  purposes  on  a  house  of  £15  rateable 
value,  and  the  total  local  rates; — 


Name  of  Town. 

Population. 

Rateable 

Value. 

Charge 

forWater. 

Price  of 
Gas. 

Total 

Rates. 

Accrington . 

31,435 

£ 

120,872 

s. 

1 

d. 

3i 

s.  d. 

3  1 

s.  d. 

4  2 

Ashton-under-Lyne.  .  . 

39,600 

141,426 

1 

10 

2  4 

4  6 

Barrow-in-Purness  .  .  . 

52,000 

223,210 

408,834 

1 

0* 

3  C 

3  10 

Blackburn . 

120,000 

1 

7-2 

2  94 

4  8 

20,000 

155,117 

1 

0 

2  fi 

4  2 

110,000 

407,086 

1 

54 

2  6 

4  10 

224,507 

979,864 

1 

6 

2  3 

5  4 

119,983 

680,:456 

0 

9 

3  1 

4  8 

206,874 

984,490 

— 

— 

4  114 

Burnley . 

78,000 

224,906 

1 

0 

2  3 

5  1  • 

Burtonon-Trcnt.  , 

46,500 

213,912 

— 

— 

3  ii 

120,000 

631,961 

1 

2-4 

2  6 

4  54 

42,000 

153,355 

0 

lOi 

2  6 

3  10 

Chester . 

37,000 

161,811 

1 

8 

3  4 

4  6 

Coventry . 

60,000 

57,000 

128,279 

1 

7-2 

3  0 

6  0 

Darlington . 

154,119 

1 

34 

2  0 

5  4 

Dewsbury . 

33,000 

112,621 

1 

0-8 

3  0 

6  3 

Gateshead . 

80,000 

242,000 

1 

4 

1 

5  10 

80,000 

310,139 

1 

4 

1  9 

5  2 

Huddersfield . 

91,419 

351,639 

1 

8 

2  74 

4  9 

Hull . 

196,855 

677,332 

1 

0* 

2  6 

5  8 

Lancaster . 

24,649 

93,739 

1 

4 

2  6 

3  0 

Leicester  ' . 

143,000 

487,993 

1 

24» 

2  4 

6  0 

Macclesfield . 

37,514 

94,301 

1 

3 

3  0 

5  10 

Manchester . 

377,529 

2,435,404 

0 

9 

2  8 

4  84 

Middlesbrough  .... 

70,000 

221,731 

1 

3* 

2  0 

5  94 

Newcastle . 

145,359 

823,338 

— 

— 

4  4 

Northampton . 

60,000 

175,868 

1 

6 

2  2 

5  4 

Norwich . 

94,000 

289,656 

1 

3 

3  4 

7  64 

Nottingham . 

230,000 

914,520 

1 

1 

2  4 

0  0 

Oldham . 

1140,000 

574,000 

1 

6* 

2  4 

3  6 

Plymouth . 

79,000 

270,415 

0 

94 

1  9 

5  4 

Preston . 

103,234 

334,174 

1 

04 

2  9 

5  2 

Rochdale  .  .  t  .  .  . 

72,789 

255,298 

2 

0 

2  10 

5  3 

Sheffield . 

316,288 

1,071,000 

1 

6 

2  2 

6  8 

Southport . 

39,000 

226,000 

1 

6 

2  104 

3  8 

Sunderland . 

132,000 

425,210 

1 

2 

1  8 

4  8 

St.  Helens . 

57,403 

252,552 

0  lOG 

2  10 

4  1 

Swansea . 

77,000 

258,000 

1 

0 

2  10 

7  0 

Wakefield . 

32,000 

139,666 

1 

3* 

2  6 

7  0 

"Wigan . 

63,000 

163,954 

1 

1 

2  94 

7  5 

Wolverhampton  .... 

81,000 

259,847 

1 

3 

2  6 

5  84 

York . 

70,800 

236,158 

1 

0 

2  3 

4  2 

*  Charged  on  gross  rental. 


METROPOLIS  WATER  SUPPLY. 

According  to  the  returns  furnished  to  the  Registrar-General  by  the 
London  Water  Companies,  the  average  quantity  of  water  supplied  daily 
to  the  Metropolis  during  the  past  month  was  161,994,888  gallons,  against 
159,115,975  gallons  in  the  corresponding  month  of  1887.  The  number 
of  houses  served  last  month  was  744,592,  or  218  gallons  per  house,  and 
27'9  gallons  per  head  of  the  population.  In  October,  1887,  the  number 
of  houses  supplied  was  731,508 ;  and  the  quantity  of  water  allowed  for 
each  person  27'9  gallons.  Of  the  entire  bulk  of  water  supplied  last 
month,  80,490,057  gallons  were  drawn  from  the  Thames,  and  81,504,831 
gallons  from  the  Lea  and  other  sources. 

In  his  report  to  the  Registrar-General  on  the  quality  of  the  Metro¬ 
politan  water  supply  last  month.  Dr.  E.  Erankland  makes  the  following 
remarks: — “Taking  the  average  amount  of  organic  impurity  contained 
in  a  given  volume  of  the  Kent  Company’s  water  during  the  nine  yeaM 
ending  December,  1876,  as  unity,  the  proportional  amount  contained  in 
an  equal  volume  of  water  supplied  by  each  of  the  Metropolitan  Water 
Companies  and  by  the  Tottenham  Local  Board  of  Health,  was  :  Kent, 
Colne  Valley,  and  Tottenham,  0'8;  New  River,  0  9;  Southwark,  1’6 ; 
Chelsea,  1'8;  Grand  Junction  and  Lambeth,  1'9  ;  West  Middlesex,  2 ; 
East  London,  2T.  The  proportion  of  organic  matter  present  in  the 
Thames  water  supplied  by  the  Chelsea,  West  Middlesex,  Southwark, 
Grand  Junction,  and  Lambeth  Companies  was,  as  in  the  previous  month, 
exceptionally  small  for  river  water.  All  the  samples  were  clear  and 
bright.  The  water  principally  derived  from  the  Lea,  and  distributed  by 
the  New  River  and  East  London  Companies,  also  contained  only  a  small 
proportion  of  organic  matter;  the  amount  present  in  the  New  River 
Company’s  supply  being  less  than  in  any  of  the  other  river  waters.  Both 
waters  were  clear  and  bright.  The  deep-well  waters  of  the  Kent  and 
Colne  Valley  Companies  and  of  the  Tottenham  Local  Board  of  Health 
contained,  as  usual,  only  a  very  small  proportion  of  organic  matter  ; 
and  the  Colne  Valley  Company,  by  softening  their  supply  with  lime 
before  delivery,  thereby  rendered  it  also  of  excellent  quality  for  wash¬ 
ing  and  all  other  domestic  purposes.” 

In  the  course  of  their  report  to  the  Official  Water  Examiner  for  the 
Metropolis  (General  A.  De  Courcy  Scott,  B.A.),  on  the  composition  and 
quality  of  the  daily  samples  of  water  supplied  to  London  last  month, 
Messrs.  Crookes,  Odling,  and  Tidy  say  :  “  The  high  quality  of  the  water 
referred  to  in  September’s  report  [see  ante,  p.  732]  has  been  well  main¬ 
tained  during  the  past  month.  Moreover,  the  analyses  of  the  daily 
samples  are  marked  by  great  uniformity  of  excellence.  Thus,  of  the 
Thames-derived  waters,  only  4  out  of  130  samples  examined  by  the  oxygen 
process  required  more  than  0  045  grain  of  oxygen  per  gallon  to  oxidize  the 
organic  matter;  the  average  of  the  whole  130  samples  being  a  little  over 
0  03  grain  per  gallon.  Of  the  189  samples  examined,  187  were  clear,  bright, 
and  well  filtered.” 


Proposed  Electric  Lighting  Scheme  for  Paddington. — The  Padding¬ 
ton  Vestry  have  resolved  to  obtaiu  plans  and  specifications  to  enable  them 
to  proceed  with  an  application  to  Parliament  for  a  Licence  to  supply  the 
electric  light  for  public  and  private  purposes  throughout  the  parish. 

The  Bursting  op  a  Water  Reservoir  near  Geneva. — It  is  reported 
that  the  accident  at  Montreux,  to  which  reference  was  made  in  the 
Journal  last  week,  was  due  to  the  telephone.  The  reservoir  (which 
furnished  the  motive  power  of  the  Chillon  electric  tramway)  being  so  full 
as  to  cause  apprehensions,  the  man  in  charge  was  telephoned  to  in  the 
v/orAs,  “  Ne  mettez plus  d'eau” — i.e.,  “Put  no  more  water.”  He  did  not 
catch  the  first  two  words,  and  consequently  turned  on  more  water ;  the 
result  being  that  the  reservoir  burst,  with  loss  of  life  and  great  damage  to 
property.  Perfect  security,  however,  now  prevails. 


LAMBETH  WATER- WORKS  COMPANY. 

The  Half-Yearly  Report  of  the  Directors. 

The  report  of  the  Directors  of  this  Company  for  the  six  months  ending 
Sept.  30,  1888,  which  will  be  presented  at  the  half-yearly  general  meeting 
of  proprietors  on  the  27th  inst.,  states  that,  notwithstanding  a  falling  on 
in  the  charges  for  road-watering  supplies  by  rneter  (mainly  attributable 
to  the  past  wet  season),  and  for  water  for  use  in  building  operations  to 
the  extent  of  4)617,  there  has  been  an  increase  of  iei397  15s.  in  the  water- 
rents,  <fcc.,  as  compared  with  the  corresponding  period  of  last  year.  On 
the  other  hand,  although  the  item  of  storeage,  in  consequence  of  the 
repairs  to  one  of  the  Molesey  reservoirs,  is  4)639  more,  and  the  payments 
to  the  Thames  Conservancy  and  for  rates  and  taxes  are  increased  by  i250 
and  4)329  respectively,  the  total  expenditure  is  4)61  less  than  in  the 
summer  months  of  1887.  During  the  six  months  reported  upon,  1122 
houses  and  other  supplies  of  water,  estimated  to  afford  an  annual  water- 
rental  of  4)2813  10s.,  were  connected  with  the  Company’s  works  ;  as  against 
1154  houses,  yielding  a  rental  of  4)3084,  in  the  six  summer  months  of  1887. 
There  was  expended  on  capital  account  during  the  half  year  ending  in 
September,  4)6934  19s.  8d. ;  making,  since  the  passing  of  the  Metropolis 
Water  Act,  1871,  a  total  outlay  of  4)730,177  13s.  lid.  on  new  works.  The 
surplus  transferred  from  the  revenue  account  to  the  dividend  and  interest 
account  is  i69,197  15s.  lid.  After  payment  of  interest  on  debenture 
stock,  there  is  to  the  credit  of  the  latter  account  an  available  sum  of 
£68  869  16s.  lOd.,  out  of  which  the  Directors  recommend  the  distribution 
of  the  maximum  dividend,  at  the  rate  of  7J  per  cent,  per  annum  on  the 
shares  issued  under  the  Company’s  Act  of  1856,  and  a  dividend  at  the 
rate  of  9  per  cent,  per  annum  on  all  the  other  share  capital  ot .  the 
Company  (less  income-tax).  These  dividends  will,  it  is  estimated, 
amount  to  4)62,203 ;  and  consequently  a  balance  of  £6666  will  remain  to 
be  carried  forward,  as  against  £5916  last  year.  Constant  supply 
is  now  given  to  44,769  houses,  &o.,  in  all  of  which  the  Board 
of  Trade  regulations  as  to  fittings  have  been  complied  with.  The 
whole  of  these  houses  are  regularly  inspected  by  the  Company  a 
officers  ;  and  the  Directors  express  satisfaction  at  finding  that  while  the 
supply  has  remained  constant,  without  any  interruption,  in  all  the 
divisions  of  the  district,  there  has  been  no  increase  in  the  consumption  of 
water  as  compared  with  the  intermittent  systena.  They  are  about  to 
make  some  experiments  in  Wimbledon,  with  the  view  of  giving  constant 
service  to  all  the  houses  supplied  by  the  Company  in  that  parish.  Uncmr 
the  Lambeth  Water- Works  Act,  1886,  all  debenture  stock  authorized  by 
that  Act  to  be  created  must  be  issued  under  auction  clauses,  and  at  the 
end  of  three  years  after  such  issue  a  certain  sum  must  be  set  aside  out  of 
the  profits,  in  addition  to  the  interest  on  the  stock  itself,  for  purchasing 
and  extinguishing  the  share  capital  of  the  Company.  As  the  time  is 
approaching  when  it  may  become  necessary  to  raise  some  of  this  deben¬ 
ture  capital,  the  Directors  desire  to  obtain  the  sanction  of  the  proprietors 
to  create  and  issue,  by  auction  or  tender,  the  £150,000  of  debenture  stock 
authorized  by  the  above-named  Act,  with  4  per  cent,  interest. 


The  Use  of  Oil  for  Public  Lighting  at  New  Southgate.— A  corre¬ 
spondent  of  a  local  paper  complains  bitterly  of  the  inefficient  lighting  of 
New  Southgate  by  oil.  He  says  :  “  Some  two  years  ago  the  Iriern  Barn^ 
Local  Board  professed  to  light  up  this  neighbourhood  ;  and  it  has  proved 
a  total  failure.  There  is  scarcely  a  night  passes  that  one-half  of  the 
oil-lamps  are  not  blown  out,  and  those  that  are  alight  only  serve  to  ma,ke 
the  darkness  more  visible.  I  suppose  we  have  the  very  worst  lamps  for 
street  lighting  that  can  be  found.” 

Chertsey  Gas  Company.— The  annual  general  meeting  of  this  Company 
was  held  last  Thursday — Mr.  J.  Bartholomew  in  the  chair.  The  Secretary 
(Mr.  J.  Moir)  read  the  report  of  the  Directors,  which  showed  that  the 
profit  would  allow  of  the  declaration  of  an  additional  J  per  cent,  dividend, 
to  which  the  shareholders  were  entitled  owing  to  the  price  of  gas  having 
been  reduced  2d.  per  1000  cubic  feet.  The  excellent  results  of  the  past 
year’s  working  have  influenced  the  Directors  to  again  lower  the  price  as 
from  the  1st  ult. ;  thus  benefiting  both  consumers  and  shareholders.  The 
increased  consumption  of  gas  will,  it  is  thought,  necessitate  the  erection 
of  another  holder  in  the  spring  of  next  year.  The  Chairman,  in  moving 
the  adoption  of  the  report,  said  there  was  much  cause  for  congraculation 
at  the  continued  success  of  the  undertaking.  The  motion  was  carried,  and 
the  dividend  declared.  After  payment  thereof,  and  debiting  the  insurance 
account  with  £119  in  addition  to  that  of  last  year,  there  will  be  left  a 
balance  of  £1188.  The  retiring  Directors  and  Auditor  having  been  re-elected, 
a  unanimous  vote  of  thanks  was  accorded  to  the  Manager  and  Secretary 
for  their  exertions  on  behalf  of  the  Company.  A  similar  compliment  to 
the  Chairman  and  Directors  closed  the  proceedings. 

G.arforth  Water  Supply. — Last  Wednesday,  Mr.  A.  Taylor,  one  of  the 
Local  Government  Board  Inspectors,  held  an  inquiry  at  Garforth,  with  re¬ 
ference  to  an  application  of  the  Tadcaster  Rural  Sanitary  Authority,  whose 
district  includes  Garforth,  for  authority  to  borrow  £3000  to  enable  Garforth 
to  procure  a  supply  of  water  from  the  Corporation  of  Leeds.  Hitherto 
Garforth,  whose  population  numbers  about  2300,  has  drawn  its  water  from 
wells,  tanks,  and  pumps,  all  of  which,  from  one  cause  or  another,  are 
regarded  as  unsatisfactory.  The  total  outlay  of  about  £3000,  for  which 
water  could  be  conveyed  from  Leeds,  can  be  met  by  a  rate  of  7d.  or  8d.  in 
the  pound  upon  the  property  in  Garforth,  and  about  one-fourth  of  this 
amount  upon  land.  It  is  thought,  however,  that  in  the  course  of  time  the 
receipts  from  water-rents  will  make  the  scheme  self-supporting.  In  sup¬ 
port  of  the  application.  Dr.  Wilson,  the  Medical  Officer  of  Health  for  the 
district,  produced  several  analyses  of  the  water  now  being  used  by  the 
people,  which  were  not  calculated  to  induce  those^who  are  alive  to  the 
importance  of  pure  water  to  rest  content  with  existing  arrangements.  In 
opposition  to  the  scheme,  it  was  contended  that  there  is  plenty  of  water 
in  Garforth  at  present,  and  that  more  can  be  obtained  by  sinking  addi 
tional  wells.  The  matter  now  awaits  the  Inspector’s  report. 

Heywood  Gas  and  Water  Works. — A  special  meeting  of  the  Heywood 
Town  Council  was  held  last  Thursday,  to  determine  upon  the  expediency 
of  promoting  next  session  a  Bill  to  extend  the  time  for  the  construction 
of  the  Ashworth  Moor  reservoir  and  other  works,  to  provide  for  the  com¬ 
pulsory  purchase  of  the  gas  and  water  annuities  issued  under  their  local 
Acts.  'The  Town  Clerk  stated  that  by  the  Act  of  1877  the  Local  Board 
obtained  power  to  construct  a  reservoir  and  works  at  Ashworth  Moor.  By 
that  Act  they  had  to  purchase  the  land  and  other  easements  in  five  years 
from  its  passing,  and  by  another  section  the  works  were  to  be  constructed 
within  12  years.  The  Corporation,  as  successors  to  the  Board,  purchased 
the  land  and  easements  within  the  period  named,  but  had  not  constructed 
the  works.  Last  year  they  determined  to  apply  for  power  to  e.xtend  the 
time  for  their  construction  by  Provisional  Order  ;  but  the  Local  Govern, 
ment  Board  had  not  power  to  grant  the  Order.  The  Council  were  con¬ 
sequently  driven  to  the  last  year;  and  the  only  way  to  get  an  extension  of 
time  was  to  apply  to  Parliament,  This  was  the  main  object  of  the  Bill. 
He  explained  the  nature  of  the  application  in  regard  to  the  annuities,  and 
said  another  matter  was  the  borrowing  of  money  for  water  and  other 
purposes— principally  water;  the  amount  to  be  determined  hereafter.  The 
necessary  resolution  was  passed. 
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NOTES  FROM  SCOTLAND. 

(FROM  OUR  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  strike  at  the  Leith  Gas-Works  in  one  sense  still  continues — the  men 
who  struck  are  still  out  ;  but,  in  another  sense,  it  may  be  said  to  be  at  an 
end,  because  the  Commissioners  have  advanced  the  wages  paid  in  the 
works  to  practically  the  figure  asked  by  the  men.  It  is  difficult  to  with¬ 
hold  sympathy  from  the  men.  They  were  lured  into  making  the  demand 
which  they  did ;  and  when  it  was  refused,  they  struck.  No  sooner  had 
they  gone  out,  than  the  Commissioners  conceded  sufficient  to  satisfy  them  ; 
but  stipulated,  in  offering  the  increase,  that  they  would  only  take  on  the 
men  they  wanted.  This  was  announced  to  the  men  on  Monday;  and 
along  with  the  announcement,  there  was  published  a  prominent  advertise¬ 
ment  offering  the  increased  wages  for  men  to  work  in  the  Leith  works.  A 
meeting  of  the  men  on  strike  was  held  on  Monday,  at  which  it  was  resolved 
that  “  no  man  start  work  unless  he  be  put  on  the  same  footing  as  the 
Edinburgh  men,  and  every  man  be  reinstated  to  the  position  he  held  before 
the  strike.”  This  resolution  was  reported  to  the  Assistant  Manager  at 
the  works,  who  undertook  to  lay  it  before  his  superiors.  Next  day  some  of 
the  men  presented  themselves  at  the  works,  apparently  in  violation  of  tlie 
above  resolution,  but  were  told  that  their  places  were  filled  up,  and  that, 
if  they  were  wanted,  they  would  be  sent  for.  This  implied  that  a  full 
staff  had  been  secured  ;  and  the  onl5'  hope  of  the  men  who  are  out  lies  in 
the  expectation  that  the  new  men,  being  for  the  most  part  unacquainted 
with  the  work,  will  soon  be  found  to  be  unfit,  and  that  the  old  hands  will 
then  be  called  in.  In  this  they  were  strengthened  by  statements  that 
retort-lid  explosions  were  frequent,  doing  damage  to  plant;  and  they  con¬ 
cluded  that  the  Manager  would  soon  find  it  to  be  unprofitable  to  keep  on  the 
new  hands.  I  confess  I  am  not  so  sanguine  as  the  men.  Their  places 
have  been  filled  up ;  and  the  Commissioners  have  taken  the  precaution,  in 
order  to  avert  the  probability  of  future  difficulties,  to  require  the  new 
hands  to  sign  articles  for  one  month.  This,  for  one  thing,  prevents  the 
new  men  being  dismissed  in  order  to  make  room  for  the  old.  Then  the 
Commissioners  have  strengthened  their  position  by  conceding  to  the  pipe- 
layers  and  outdoor  labourers  terms  which  place  them  practically  on  a 
level  with  their  brethren  in  Edinburgh,  and  by  similarly  treating  the 
mechanics  inside  the  works,  in  whose  case  the  working  week  has  been 
reduced  from  56  to  51  hours  without  any  decreased  rate  of  pay.  By 
this  means,  disaffection  will  be  prevented  from  spreading ;  and  whether 
or  not  the  works  can  be  carried  on  to  the  same  profit  or  with  the  same 
convenience,  the  Commissioners  are  committed,  and  cannot  go  back.  It 
does  seem  hard  that  the  men  who  have  forced  this  improvement  should 
not  take  any  benefit  by  it ;  but,  on  the  other  hand,  there  is  a  good  deal 
to  be  said  for  the  position  taken  up  by  the  Commissioners.  The  origin 
of  the  strike  must  be  laid  on  the  shoulders  of  the  “  garrulous  minority  ” 
of  the  Board.  The  value  of  these  electioneering  speeches  is  to  be  seen  in 
this,  that  not  one  of  the  speakers  has  taken  a  single  public  step  to  support 
the  men.  But  the  men  took  their  remarks  in  earnest,  and  attempted  to 
force  the  Commissioners  to  a  concession — a  very  foolish  step,  when  it 
is  remembered  that  the  Commissioners  had  remitted  the  whole  question 
of  wages  to  a  Committee  to  consider.  Had  the  men  been  well  advised,  they 
would  have  waited  for  the  report  of  that  Committee ;  and  they  would 
probably  have  received  what  they  asked  for.  It  is  a  curious  medley  of 
rights  and  wrongs,  in  which  both  sides  must  bear  a  certain  amount  of 
blame,  and  probably  neither  will  have  any  advantage.  The  men,  as  a 
body,  have  lost  their  employment ;  while  the  Commissioners  have  secured 
a  staff  of  men  who,  for  some  time,  cannot  be  expected  to  do  their 
work  so  well.  I  understand  the  Commissioners  take  the  view  that, 
if  they  are  to  pay  the  increased  wages,  they  must  have  a  superior 
class  of  men  to  those  who  were  content  to  work  at  the  lower  rate.  In 
ordinary  circumstances,  this  might  have  been  accepted.  As  it  is,  I  am 
afraid  it  can  only  be  regarded  as  a  species  of  salve  to  their  conscience — 
an  excuse  to  be  put  before  the  public,  and  which  may  go  down  with  them, 
but  which  will  not  receive  much  credence  at  the  hands  of  all  who  exercise 
their  reflecting  faculties. 

The  first  meeting  after  the  elections  of  the  Arbroath  Gas  Corporation 
was  held  on  Monday.  I  suppose  Provost  Anderson  has  found  it  awkward 
to  have  to  deal  with  opposition  both  in  Committee  and  at  the  public 
meetings  of  the  Board  ;  and  the  Committee  of  Management  which  he 
proposed  to  appoint  did  not,  as  formerly,  include  all  the  members  of  the 
Corporation,  but  only  two-thirds  of  them.  He  had  endeavoured,  he  said, 
to  select  representative  gentlemen  on  both  sides  of  the  question  which  at 
present  chiefly  occupies  their  attention.  His  efforts  in  that  direction  did 
not  please  Mr.  Michie  and  Mr.  Saudeman,  both  of  whom  are  opposed  to 
the  extension  of  the  gas-works.  These  gentlemen  moved  that  the  whole 
Board  be  appointed,  as  before ;  but  only  themselves  voted  in  support  of  it. 
The  Provost’s  list  was  thus  adopted  ;  and,  whether  he  intended  it  or  not, 
he  has  succeeded  in  excluding  the  chief  members  of  the  opposition  from 
the  Committee.  Henceforth  the  movers  in  the  new  scheme  will  not 
require  to  reveal  their  hand  to  the  opposition  before  playing. 

A  furious  gale  has  been  raging  in  Scotland  for  the  past  two  days,  doing 
great  damage  to  property.  At  Cowdenbeath,  in  PTfeshire,  the  newly- 
erected  oil  gas  works  have  been  completely  wrecked  by  the  fall  of  the 
chimney  of  the  works.  The  stack,  about  40  feet  high,  went  crashing 
through  the  root  of  the  works,  and  smashed  the  retorts  and  fittings. 
Meantime  the  gas  supply  has  been  stopped.  It  is  proposed  to  re-construct 
the  works  on  a  more  extensive  scale.  In  Edinburgh  an  old  feature  has 
been  intensified  by  the  storm.  About  ten  years  ago  Lord  Provost 
Falshaw  announced,  at  a  public  meeting,  that  nearly  one-third  of  the 
public  lamps  required  to  be  renewed  annually,  on  account  of  the 
destructive  force  of  the  wind  experienced  in  the  city.  It  is  reported 
to-day  that  54  lamps  were  destroyed  by  the  fury  of  the  gale  during  last 
night,  and  that  the  previous  night  the  number  which  collapsed  was  nearly 
40 — making  about  90  in  all.  Another  effect  of  the  severe  weather  has  been 
the  giving  way  of  a  bank  owing  to  the  heavy  rains,  by  which  about  15  feet 
of  the  main  pipe  supplying  water  to  a  portion  of  the  town  of  Alyth  were 
displaced,  and  the  water  supply  was  stopped. 

By  the  opening  of  the  Forth  Bridge,  the  town  of  Queensferry,  at  present 
a  veritable  “  Sleepy  Hollow,”  will  have  a  chance  of  improving  its  position. 
Success  in  this  will  depend  on  local  effort;  audit  is  satisfactory  to  note 
that  the  Police  Commissioners  are  taking  “  time  by  the  forelock,”  and 
endeavouring  to  have  matters  tidied  up  before  the  influx  of  expected 
settlers.  Besides  looking  into  sanitary  affairs,  an  extensive  scheme  of 
water  supply  is  all  but  arranged  for;  and  now,  in  addition,  the  question  of 
assuming  the  control  of  the  gas  supply  has  been  hinted  at.  The  matter 
came  before  the  Commissioners  on  Monday,  when  Mr.  C.  Carlow,  the  Gas 
Manager,  wrote  stating  that  the  rates  for  street  lighting  charged  by  the 
Gas  Company  were  quite  inadequate,  and  asking  that  they  be  increased. 
At  present  l‘2s.  6d.  is  paid  for  lamps  which  are  extinguished  at  10  o’clock, 
and  17s.  fid.  for  lamps  which  are  alight  all  night.  On  the  motion  of  the 
Provost,  it  was  agreed  to  raise  the  rate  by  2s.  fid.  per  lamp,  if  the  ten- 
o’clock  lamps  be  kept  burning  on  Saturday  night  till  eleven  o’clock.  Some 
of  the  members  urged  that  the  Commissioners  should  themselves  supply 
the  gas — a  proposal  not  very  well  defined,  but  which,  in  a  small  town  like 


Queensferry,  could  only  mean  the  acquisition  of  the  Company’s  property. 
The  matter  was  not  taken  up  ;  but  it  may  be  heard  of  again. 

The  town  of  Buckie  was  recently  created  a  burgh ;  several  villages 
being  incorporated  in  the  process.  One  of  the  advantages  to  the  local 
Gas  Company  of  municipal  government  has  already  emerged,  in  a  com¬ 
munication  from  the  Police  Commissioners,  which  was  laid  before  the 
Easter  Buckie  Gas  Company  on  Friday  of  last  week,  requesting  them  to 
extend  their  mains  to  the  two  villages  of  Gordonsburgh  and  Janstown, 
the  streets  of  which  the  Commissioners  propose  to  light.  The  Directors 
of  the  Company  resolved  to  accede  to  the  request,  doubtless  in  the 
expectation  of  being  able  to  secure  a  large  increase  of  customers  among 
the  residents. 


(FROM  OUR  GUSGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

The  vexed  question  of  the  public  lighting  of  the  district  of  Craigneuk, 
which  is  part  of  the  burgh  of  Wishaw,  again  came  before  the  Police  Com¬ 
missioners  of  that  town  at  a  special  meeting  held  last  Monday.  The 
Committee  previously  ajipointed  for  the  purpose  of  making  the  necessary 
inquiries  regarding  the  matter,  reported  that,  of  the  house  proprietors 
written  to,  only  six  had  replied  ;  and  of  them,  only  three  had  agreed  to 
connect  their  prooerties  with  the  gas-mains  that  might  be  laid  for  the 
street  lighting.  Certain  recommendations  were  made  by  the  Committee 
as  to  the  laying  of  the  mains,  which  would  have  a  total  length  of  about 
two  miles ;  the  cost,  as  estimated  by  Mr.  M’Nair,  the  Gas  Manager,  being 
about  TfifiS.  A  somewhat  keen  discussion  took  place  on  the  matter ;  but 
eventually  the  recommendations  of  the  Committee  were  adopted. 

The  lighting  of  the  common  stairs  within  the  Burgh  of  Rothesay 
seems  to  be  in  a  most  unsatisfactory  state,  judging  by  the  remarks  made 
at  the  monthly  meeting  of  the  Town  Council  on  Monday  last.  Mr.  Mac- 
kinnon  inquired  what  steps  had  been  taken  to  put  the  regulations  in 
force  regarding  the  lighting  of  these  stairs.  Provost  Thompson  replied 
that  the  matter  was  being  dealt  with  by  the  Superintendent  of  Police,  by 
whom  a  list  of  stairs  still  unlit  had  been  made  up,  which  would  shortly 
be  brought  before  the  Lighting  Committee.  He  proceeded  to  say  that  the 
question  of  lighting  the  stairs  was  before  the  Committee  last  year;  but 
that,  as  there  was  a  probability  of  the  new  Police  Bill  for  Scotland  be¬ 
coming  law  this  session,  it  was  thought  better  to  try  and  work  on  for 
another  year,  as  they  had  been  doing.  The  Bill  referred  to  proposed  to 
give  power  to  charge  the  lighting  of  the  common  stairs  to  the  owners  of 
dwelling-houses;  and  eventually  the  whole  arrangements  for  lighting 
would  be  in  the  hands  of  the  Burgh. 

Regarding  the  street  lighting  of  the  Royal  Burgh  of  Rothesay,  a  Scoto- 
American,  now  temporarily  resident  in  the  town,  attempts,  in  a  letter  to 
one  of  the  local  papers,  to  throw  some  “  light  ”  on  the  subject.  Being  a 
great  admirer  of  Rothesay,  he  thinks  it  might  get  on  much  faster  and 
better  if  it  had  more  of  the  “  go-aheadism  ”  of  the  Americans ;  and  he 
enthusiastically  suggests  that  the  beauty  of  the  lovely  crescent  bay  (a 
miniature  Bay  of  Naples)  and  its  sloping  hillsides  would  be  much  increased 
if  they  were  lighted  with  the  brilliant  electric  light  instead  of  a  dingy  (?) 
gas.  Net  only,  he  remarks,  is  every  first  and  second  rate  town  in  the 
States  illuminated  in  this  way,  but  many  twentieth  and  thirtieth  rate 
towns  are  so  lighted.  Great  Falls  (which  is  the  nearest  town  to  his  own 
sheep  farm  in  Montana)  is,  he  says,  a  place  of  only  1500  inhabitants;  and 
yet  it  has  been  lighted  by  electricity  for  years.  He  speaks  of  the  diffi¬ 
culties  which  the  Electric  Lighting  Act  is  said  to  place  in  the  way  of  the 
general  adoption  of  the  electric  light  in  British  cities  and  towns;  but  it 
is  evident  that  he  does  not  know  all  the  facts  of  the  case,  one  of  the  most 
important  of  which  is  the  very  low  price  at  which  coal  gas  can  be  supplied 
compared  with  the  cost  of  the  electric  light.  This  letter  affords  the 
Editor  a  text  for  some  remarks,  which  he  concludes  in  these  words  : 
“  Now  that  the  embargo  foolishly  placed  by  Parliament  on  the  adoption 
of  the  electric  light  is  about  to  be  removed,  ah  enterprising  towns  will, 
no  doubt,  be  setting  about  its  adoption.  There  is  in  Rothesay  a  water 
power  wasting  into  the  sea  from  Loch  Fad  more  than  sufficient  to  develop 
electricity  enough  to  light  all  the  dwellings  and  streets  of  the  town  ;  and 
it  would  be  a  feather  iu  our  cap  if  we  should  manage  to  be  the  first  town 
in  Scotland  to  adopt  this  great  improvement  in  lighting.”  The  writer 
does  not  seem  to  be  aware  of  the  effort  made  by  the  municipal  authorities 
of  Greenock  within  the  past  three  years  or  so  to  turn  electricity  to  account 
tor  lighting  the  public  streets — an  effort  which  proved  decidedly  unsuc¬ 
cessful,  even  though  an  excellent  supply  of  water  power  was  used,  which 
was  obtained  almost  without  any  expense. 

At  a  meeting  of  the  Ardrossan  Police  Commissioners  held  last  Monday, 
it  was  agreed  to  adopt  the  recommendation  of  the  Gas  Committee  to 
accept  an  offer  by  Messrs.  Laidlaw,  Sons,  and  Caine,  of  Glasgow,  amount¬ 
ing  to  412124,  for  some  important  extensions  and  alterations  to  be  made  at 
the  gas-works. 

Towards  the  end  of  last  week,  the  important  mining  village  of  Dreg- 
horn,  near  Kilmarnock,  had  its  streets  lighted  with  gas  for  the  first  time, 
amidst  great  rejoicing  from  the  people  generally.  The  village  has  made 
great  progress  in  public  improvements  within  recent  years;  one  of  them 
being  the  introduction  of  gas  into  the  dwelling-houses,  which  took  place 
about  ten  years  ago. 

The  shares  of  the  Partick,  Hillhead,  and  Maryhill  Gas  Company  were 
in  demand  on  the  Glasgow  Stock  Exchange  last  Tuesday  at  80s.  per  share  ; 
but  sellers  held  out  for  823.  fid.,  and  no  business  was  done.  They  changed 
hands  on  Friday  at  80s.  per  share  ;  and  at  the  close  of  the  market  buyers 
were  offering  77s.  fid. 

Yesterday’s  pig-iron  market  closed  with  Scotch  warrants  at  41e.  2d.  cash, 
buyers;  Cleveland,  at  338.  8d. ;  and  hematite  iron,  at  43s.  lid. 

Quietness  has  been  the  rule  in  the  coal  trade  this  week ;  but  prices 
remain  firm  all  round.  The  wages  of  the  miners  are  now  being  generally 
advanced  where  the  increase  had  not  previously  been  conceded. 


Checking  Waste  of  Water  at  Shrewsbury. — At  the  meeting  of  the 
Shrewsbury  Town  Council  on  the  9th  inst.,  the  Borough  Surveyor  and 
Water  Engineer  (Mr.  W.  Chappie  Eddowes)  presented  a  report,  in  the 
course  of  which  he  gave  the  results  of  the  adoption  of  the  Deacon  meter 
in  certain  districts  of  the  city.  When  the  supply  was  intermittent,  the 
average  consumption  before  the  inspection  of  the  fittings  was  81,450 
gallons  in  12  hours,  or  27T5  gallons  per  head.  After  the  first  inspection 
and  repair,  it  was  57,450  gallons,  or  19  gallons  per  head  ;  and  after  the 
second  inspection  and  repair,  51,450  gallons,  or  17T5  gallons  per  head. 
The  total  saving  was  30,000  gallons,  equal  to  10  gallons  per  head  per  day. 
When  the  service  was  constant,  the  average  consumption  per  day  before 
the  inspection  of  the  fittings  was  146,641  gallons ;  after  the  first  inspection 
and  repair,  it  was  reduced  to  98,641  gallons ;  after  the  second  inspection 
and  repair,  to  86,641  gallons — the  consumption  per  head  being  48  88, 32'88, 
and  28'88  gallons.  The  total  saving  effected  was  60,000  gallons,  or  equal  to 
20 gallons  per  head  per  day.  The  constant  supply  was,  therefore,  reduced 
almost  to  what  the  intermittent  supply  was  prior  to  the  repairs.  The 
detection  of  the  waste  had  been  effected  solely  by  the  meters. 
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CUBRENT  SALES  OF  GAS  PRODUCTS. 

Livebpool,  Nov.  17. 

Sulphate  of  Ammonia. — The  market  is  again  stronger,  due  to  the 
further  progress  of  the  upward  movement  in  nitrate ;  but  it  will  be  noticed 
that  sulphate  values  do  not  by  any  means  advance  in  the  same  ratio  as 
nitrate  prices,  the  rapid  inflation  of  which  is  already  making  consumers 
dubious  about  their  ultimate  maintenance.  On  spot,  nitrate  has  been  put 
up,  within  a  week’s  time,  nearly  £,\  per  ton  (to  11s.  6d.  per  cwt.),  which 
indicates  a  rise  of  about  £‘1  10s.  per  ton  since  the  beginning  of  September. 
It  would  be  very  difficult  to  And  sufficient  arguments  for  this  rise,  as 
any  statements  on  paper  cannot  show  that  there  will  be  a  famine  in  the 
spring;  nor  is  there  any  reason  why  spot  values  should  be  advanced  to  an 
absurd  level,  when  there  is  no  agricultural  demand,  nor  will  there  be  for 
months  to  come.  It  is  said  that  stocks  are  low  in  the  United  Kingdom. 
But  there  is  very  little  wanted  for  present  delivery  ;  and  it  may  serve 
holders,  here  for  instance,  to  dole  out  their  4000  to  5000  tons  stocks  they 
tould  not  sell  much  if  they  would.  Cargoes,  Oct.-Nov.  sailing  are  now 
quoted  at  11s.  6d.  (the  spot  price).  Nitrate  can  be  bought  readily  at  11s.  3d. 
Irom  second  hands;  and  indeed  these  re-sales,  showing  in  many  cases 
handsome  profits,  may  eventually  play  havoc  with  the  market.  From  this 
cui  sory  glance  at  the  nitrate  market,  those  interested  in  sulphate  can  form 
their  own  opinions.  Attention  will  have  to  be  given  to  the  fact  that 
sulphate  has  barely  advanced  ±1  per  ton  since  September;  and  it  will  be 
noticed  that  the  difference  in  the  respective  values  of  the  two  commodi¬ 
ties  is  only  about  £1  per  ton.  This  difference  ought  to  be  increased,  one 
way  or  the  other,  to  place  the  respective  articles  on  their  proper  basis,  or 
we  may  see  them  again  on  an  equality,  as  they  have  been  for  two  succes¬ 
sive  springs  (1886  and  1887),  and  the  autumn  of  1885.  The  sulphate 
quotations  at  the  close  stand  at  4112  5s.  (buyers),  £12  7s.  6d.  to  £12  10s. 
^aellers)  f.o.b.  Hull ;  Leith  and  Liverpool  about  23.  6d.  less. 


London,  Nov.  17. 

Tar  Products.— 'With  the  exception  of  pitch,  which  is  quoted  a  little 
higher,  all  the  products  continue  at  about  the  same  value  as  last  week. 
Considerable  activity  exists,  and  stocks  are  undoubtedly  low.  The  follow¬ 
ing  prices  have  ruled  during  the  week  Tar,  according  to  position,  17s.  6d. 
to  22s.  6d.  per  ton.  Benzol,  90  per  cent.,  3s.  2d.  per  gallon  ;  50  per  cent., 
2s.  6d.  Toluol,  Is.  7d.  per  gallon.  Solvent  naphtha.  Is.  3d.  per  gallon.  Crude 
naphtha,  30  per  cent..  Is.  Id.  per  gallon.  Light  oil,  3d.  per  gallon. 
Creosote,  2d.  per  gallon.  Pitch,  17s.  to  208.  per  ton.  Carbolic  acid  (crude), 
3s.  9d.  per  gallon.  Cresylic  acid,  lO^d.  per  gallon.  Tar  salts,  15s.  per  ton. 
Anthracene,  30  per  cent.,  “A”  quality.  Is.  5d.  per  unit;  “  B,”  Is.  3d. 

Ammojiia  Products. — Sulphate,  if  anything,  is  a  little  quieter;  but 
buyers  are,  all  the  same,  willing  to  book  forward  business  at  an  advance 
on  to-day’s  value.  Considerable  shipments  are  being  made  ;  and  stocks 
are  low.  The  selling  price  during  the  week  has  ranged  between  £12  2s.  6d. 
and  £12  58.  per  ton.  Prices  of  other  products  are  about — Gas  liquor 
(5°  Twaddel),  8s.  per  ton,  with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor 
ammonia,  2d.  per  lb.  Carbonate  of  ammonia,  3id.  per  lb.  Muriate  of 
ammonia,  brown,  £18  per  ton ;  white,  £25.  Sal-ammoniac,  £30  per  ton. 


[From  the  Chemical  Trade  Journal,  Nov.  17.] 

Sulphate  of  Ammonia. — From  some  quarters  the  market  has  been 
reported  quieter;  but  the  fact  remains  that  £12  5s.  was  paid  at  Hull  on 
Monday  last  for  prompt  delivery.  It  is  quite  true  that  the  market  to-day 
is  not  as  earnest  as  it  was  a  week  ago,  but  that  is  in  a  measure  due  to  a  fear¬ 
fulness  that  prices  might  run  away  under  small  stocks  and  a  good  demand, 
if  too  strong  a  desire  for  purchase  was  now  expressed.  It  is  now  under¬ 
stood  that  many  users  are  fearful  of  a  scarcity  in  the  spring  and  conse¬ 
quent  high  prices,  and  that  it  may  not  be  possible  to  purchase  when  it  is 
required  if  a  mild  winter  intervenes  and  early  spring  planting  is  possible. 
Beckton  and  outside  London  makes  stand  at  £12  5s.,  and  Leith  £12  3s.  9d. 
per  ton. 

Tar  Prodwcfs.— Benzoles  are  a  little  flrmer ;  and  sales  have  just  been 
made  over  the  remainder  of  this  year  at  prices  showing  an  advance  on 
that  quoted  last  week.  At  these  prices  also  it  is  rumoured  that  some 
business  has  been  done  for  next  year.  For  90’s  benzol,  the  prices  ruling 
to-day  may  fairly  be  stated  as  Ss.  2d.  to  33.  3d.  ;  while  50, 90’3  are  fetching 
28.  6d.  to  23.  7d.  All  other  products  remain  much  the  same  as  in  our 
last  report.  Anthracene  is  firm  at  Is.  3d.  for  “  B  ”  quality,  and  Is.  5d.  for 
“  A,”  on  the  basis  of  30  per  cent.  Pitch  is  now  a  fairly  good  market,  and 
seems  likely  to  be  so  during  the  whole  of  the  winter. 


The  Swansea  Corporation  and  Electric  Lighting. — At  the  meeting 
of  the  Swansea  Town  Council  last  Wednesday,  Mr.  Martin  moved  the 
adoption  of  the  minutes  of  the  Special  Gas  Committee,  which  stated  that 
the  Surveyor  had  reported  the  result  of  his  visits  to  various  places  where 
public  and  private  lighting  is  effected  by  electricity ;  and,  in  accordance 
with  his  suggestions,  it  was  recommended  that  tenders  be  invited  for  the 
lighting  of  a  portion  of  the  borough  (which  was  defined).  He  said  the 
present  cost  of  lighting  this  area  was  £539  13s.  8d.  per  annum ;  and  the 
Surveyor  estimated  that  to  light  it  with  electricity  would  cost  an  additional 
£175  per  annum,  or  30  per  cent,  more,  while  the  total  increase  in  illumi¬ 
nating  power  would  be  raised  from  3288  to  44,400  candles.  The  Surveyor 
was  directed  to  supply  each  member  of  the  Committee  with  a  plan  show¬ 
ing  the  proposed  position  of  the  electric  lamps  in  the  area  referred  to.  It 
was  decided  to  invite  tenders  for  lighting  by  electricity  the  streets  speci¬ 
fied.  The  cost,  he  said,  would  be  certainly  greater ;  but  there  would  be  a 
considerable  increase  in  illuminating  power.  On  this  ground  alone  he  had 
no  doubt  the  town  would  be.glad  to  have  the  alteration.  The  minutes  were 
adopted. 

Disputed  Meter  Registration.— At  the  Sale  Petty  Sessions  on  Mon¬ 
day  last  week,  Mr.  J.  Richardson,  Solicitor,  of  Sale,  appeared  in  answer  to 
an  adjourned  summons,  taken  out  by  the  Shelford  Gas  Company,  for  the 
non-payment  of  £4  IBs.  4d.  on  account  of  gas  supplied  to  him.  He 
admitted  liability  to  the  extent  of  £1  12s. ;  and  this  amount  he  had  paid 
into  Court.  The  matter  really  in  dispute  was  the  accuracy  of  the  regis¬ 
tration  of  the  defendant’s  meter,  which  was  one  that  had  been  on  view  at 
the  Manchester  Exhibition.  The  meter  had  been  tested  on  two  occasions 
— once  for  the  Company  and  once  for  the  defendant — and  had  been  found 
correct.  Mr.  Richardson  maintained  that  the  charge  was  excessive.  He 
said  the  average  for  the  past  20  years  had  been  about  £1  lls.  6d.  for  the 
halt  year;  and  this  fact  he  considered  to  be  of  more  value,  as  evidence, 
than  the  indication  of  a  meter.  It  was  contended,  on  behalf  of  the  Com¬ 
pany,  that,  under  the  Gas-Works  Clauses  Act,  the  meter  index  is  to  be 
taken  as  yiriwd/acie  evidence  of  the  quantity  of  gas  consumed;  and  as 
the  meter  had  been  tested  and  found  to  be  correct,  they  were  entitled  to 
be  paid  for  the  gas  shown  to  have  been  passed  through  it.  In  the  result, 
the  Bench  decided  that  the  amount  paid  into  Court  was  sufficient  dis¬ 
charge  of  the  claim,  inasmuch  as  the  Company’s  meter  inspector  had 
noticed  the  unusually  large  consumption  for  the  period  in  question,  and 
had  remarked  that  there  must  be  something  wrong.  They  also  allowed 
defendant  his  costs. 


Padiham  Water  Supply.— Last  Saturday  week,  an  extraordinary  meet¬ 
ing  of  the  Padiham  and  Hapton  Local  Board  was  held,  to  consider  the 
propriety  of  promoting  next  session  a  Bill  to  extend  the  time  ior  the 
completion  of  the  water-works  authorized  by  the  Padiham  Local  Board 
Act,  1882 ;  to  construct  a  compensation  reservoir,  and  other  works  in  con¬ 
nection  with  the  water  undertaking  of  the  Board ;  to  enable  the  Board  to 
borrow  further  capital  for  the  above  purposes ;  to  extend  the  district  so  as 
to  include  in  the  present  gas  and  water  limits  of  the  Board  the  rest  of 
the  township  of  Padiham  (not  included  in  the  Board’s  district),  and  part  of 
the  extra-parochial  township  of  Ightenhill  Park.  Mr.  Ingham  proposed  a 
resolution  couched  in  the  terms  of  the  notice.  Mr.  Monk,  in  seconding, 
said  they  asked  Burnley  to  supply  them  ;  but  Burnley  would  not  listen  to 
them.  If  they  could  have  bought  water  cheap  enough,  they  would  not 
have  gone  in  for  works  of  their  own.  They  found,  however,  they  could 
not  do  better  than  start  a  scheme;  and  they  entered  into  a  proposefi 
expenditure  of  about  £45,000,  but  it  might  run  up  to  very  near  £80,000. 
The  resolution  was  agreed  to. 


Pontefract  Water  SuppLY.-On  Wednesday,  the  7th  inst.,  Major-General 
C.  Phipps  Carey,  R.E.,  held  an  inquiry,  on  behalf  of  the  Local  Government 
Board,  with  reference  to  an  application  of  the  Pontefract  Town  Council  to 
borrow  £23,152  for  works  of  water  supply.  There  was  a  large  attendance 
of  the  ratepayers  of  the  borough— many  in  favour,  and  othe^rs  against, 
the  water  scheme,  which  proposed  to  bring  a  supply  from  Roall,  n_e^ 
Selby.  The  Inspector  made  detailed  notes  of  the  whole  scheme,  which 
has  tlie  support  of  the  Mayor,  and  many  members  of  the  Council,  and 
which,  if  carried  out,  is  intended  to  supply  Knottingley  and  other  places 
on  the  way.  It  was  pointed  out  that  at  Knottingley  the  inhabitants  are  in 
many  parts  drinking  water  taken  from  the  River  Aire,  and  within  a  short 
distance  of  the  outfall  of  sewage  into  the  river.  One  speaker  held  that  the 
Roall  water  was  suitable  for  all  manufacturing  purposes  ;  the  towns  of 
Birmingham,  Nottingham,  Leicester,  and  other  places  being  supplied 
from  the  red  sandstone.  Others  spoke  strongly  against  the  Roall  6®“®“®  1 
and  held  that  the  water  at  present  used  is  good,  as  proved  by  the  death- 
rate,  and  that  only  an  auxiliary  supply  is  needed.  The  opponents  of  the 
scheme  prayed  that  the  Inspector  would  recommend  to  the  Local  Oovern- 
ment  Board  that  it  should  be  postponed,  in  order  that  other  districts 
might  be  surveyed,  with  the  view  of  obtaining  an  additional  supply  ot|*y- 
At  the  close  of  the  inquiry,  the  Inspector  said,  from  the  evidence  he  had 
heard,  a  better  supply  of  water  was  needed ;  and  he  would  report  the 
matter  at  once,  so  as  to  have  the  question  settled.  He  then  visited  the 
wells  and  the  surrounding  district. 


GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 
(For  Stock  Market  Intelligence,  see  ante,  p.  882. 
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10 
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10 
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10 

13—14 
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8 
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10 
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6 
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7 
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10 

254 — 264 

4  18 
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Do.  44  p.  c.  do. 

100 

125—130 

•  • 

3  9 
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10 

Imperial  Continental  .  .  . 
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6 
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5 
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• 
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6 
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*0 

Oriental,  Limited  .  .  .  . 

5 
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60,000 
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7 
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5 
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4 
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10 
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6 
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100 
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6 

2nd  Do.  .  .  . 
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. 
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10 
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10 
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10 
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6  1 

500,000 

Stck 

29  Aug. 
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5  2 
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12 

Do.  B  do.  . 
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13 
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5 
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11 
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5 
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• 
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9 
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9 
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.. 
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708,000 

Stck 

10  Aug. 
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The  Tunbridge  Local  Board  and  the  Water-Works. — A  Committee 
of  the  Tunbridge  Local  Board  recommend  that  body  to  purchase  the 
works  from  the  Water  Company  for  the  sum  of  A'30,000. 

Proposed  Lighting  op  Abbey  Wood  by  Oil. — The  Plumstead  Board 
of  Works  have  decided  to  light  the  district  of  Abbey  Wood  by  oil  instead 
of  gas,  providing  they  can  effect  an  agreement  with  the  Erith  contractors 
on  the  same  terms  as  those  in  existence  there. 

Monte  Video  Water  Company. — From  an  available  balance  of  itSLOOl, 
the  Directors  of  the  Monte  Video  Water  Company,  Limited,  in  their 
annual  report,  propose  a  dividend  of  5  per  cent.,  and  an  addition  of 
±‘12,000  to  the  special  reserve  fund  ;  carrying  forward  ±2391. 

The  Auxiliary  Water  Supply  to  Liverpool. — At  the  meeting  of  the 
Water  Committee  of  the  St.  Helens  Corporation  on  Wednesday  last,  the 
Deputy  Town  Clerk  reported  that  on  the  previous  Monday  he  received  an 
intimation  from  the  Liverpool  Corporation  to  discontinue  the  auxiliary 
supply  of  water  furnished  by  them  for  the  past  few  months. 

Proposed  Further  Eeduction  in  the  Price  of  Gas  at  Rochdale — 
It  is  reported  that  the  Rochdale  Corporation  Gas  Committee  will  consider, 
at  a  meeting  to  be  held  to-morrow,  the  suggested  further  reduction  in 
the  price  of  gas.  It  is  said  the  members  of  the  Gas  Committee  are  unani¬ 
mous  in  favour  of  a  reduction  ;  but  undecided  as  to  the  extent  to  which 
the  charge  should  be  decreased. 

New  Joint  Stock  Gas  and  Water  Companies. — The  Market  Rasen 
New  Lighting  Company,  Limited,  was  registered  on  the  2nd  inst.,  with  a 
capital  of  4.500  shares,  of  ±10  each,  to  acquire  the  undertaking  of  the  Market 

Rasen  Gas  Company,  and  to  carry  on  the  business. - The  Pocklington 

Water  Company,  Limited,  with  a  capital  of  ±3000,  in  ±5  shares,  has  been 
formed  to  supply  the  town  of  Pocklington,  in  the  East  Riding  of  Yorkshire, 
and  the  adjoining  and  neighbouring  parishes  and  districts,  with  pure  spring 

water  ;  and  generally  to  carry  on  the  business  of  a  water  company. - The 

Coal  and  Coke  F'uel  Company,  Limited,  has  been  formed  with  a  capital  of 
±30,000,  in  shares  of  ±10  each,  to  acquire  the  exclusive  right  to  use,  sell, 
and  deal  with  certain  inventions  known  as  “  Improvements  in  the  manu¬ 
facture  of  (fuel  from  coal  slack  and  similar  substances,  and  in  the  dis¬ 
tillation  of  coal  tar  and  similar  substances.” 


Alexandria  Water  Company. — The  Directors  of  the  Alexandria  Water 
Company  have  declared  a  dividend  of  2J  per  cent,  for  the  half  year  ending 
Sept.  30. 

Reduction  in  Price. — The  Directors  of  the  Chichester  Gas  Company 
announce  that  after  the  1st  of  January  next  the  price  of  gas  will  be 
4s.  3d.  per  1000  cubic  feet ;  being  a  reduction  of  3d.  per  1000  feet. 

Monte  Video  Gas  Company,  Limited. — The  Directors  of  this  Company 
have  declared  an  interim  dividend  of  123.  per  share,  free  of  income-tax,  in 
respect  of  the  halt  year  ended  June  30  last ;  being  at  the  rate  of  G  per  cent, 
per  annum. 

Electric  Lighting  at  B.i.rnet.— A  correspondent  sends  to  the  Barnet 
Press  the  following  figures  as  to  the  comparative  cost  of  gas  aud  electric 
lighting  in  that  town  : — Electric  light :  74  lamps  at  ±5  83.  =  ±399  123. 
Gas  :  100  ordinary  lamps  at  ±2  IBs. ;  two  lamps  at  ±16;  and  two  at  ±10  = 
±342.  He  gives  them  to  show  that  the  contractor  has  not  sacceeded  in 
“  replacing  gas  by  electricity  at  a  similar  cost,”  which,  he  says,  he  under¬ 
took  to  do. 

The  Price  of  Gas  at  Knaresborough. — The  Knaresborongh  Gas- 
Works  were  purchased  for  ±2000  by  the  Improvement  Commissioners  in 
the  year  184G  from  the  late  Mr.  John  Malam,  of  Hull.  On  the  Commis¬ 
sioners  becoming  owners  of  the  works,  the  price  of  gas  to  private  con¬ 
sumers  was  reduced  from  10s.  to  8s.  4d.  per  1000  cubic  feet;  in  the  year 
1850,  to  Vs.  6d. ;  in  1853,  to  5s.  lOd. ;  in  1865,  to  5s.  ;  afterwards  to  48.  2d.  and 
33  4d.;  the  present  price  being  2s.  6d.  The. Manager  (Mr.  W.  Stansfleld) 
reports  that  during  the  last  half  year  there  was  an  increase  of  653,200  cubic 
feet  in  the  sale  of  gas. 

The  Use  of  the  Divining-Rod  at  Hastings. — The  Hastings  Board  of 
Guardians  have  decided  to  proceed  to  a  practical  test  of  the  recommenda¬ 
tions  of  Mr.  Mullens,  the  “  diviner,”  whose  experiments  with  the  divining 
rod  in  searching  for  water  on  the  site  of  the  new  workhouse  a  couple  of 
months  ago  caused  considerable  interest  not  only  in  that  town,  but 
throughout  the  country,  and  were  recorded  in  the  Journal.  For  this 
purpose  they  have  accepted  a  tender  of  about  ±1000  for  the  sinking  of  a 
well  and  the  makiug  of  headings,  in  accordance  with  the  plan  mapped  out 
by  Mr.  Mullens. 


GWYNNE  &  CO.,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C, 

GWYNNE  &  BEALE’S  PATENT  GAS  EKHAySTERS  &  ENGINES. 


Gwynne  &  Co.’s  New 
Catalogue  and  List 
of  Testimonials  can 
now  be  obtained  on 
application. 


Exhausters  and  Vertical  Engine  as  supplied  for  both  the  Fulham  and  Bromley-by-Bow  Stations  of  The  Gaslight  and  Coke  Company. 


Telegrams:  “GWYNNEGRAM,  LONDON.”  Telephone  No.  2698. 

Exhausters  of  nearly  all  sizes  in  Stock. 

Prize  Medals  at  all  the  Great  International  Exhibitions. 


Exhausters  equal  to  a  total  capacity  of  more  than  26,000,000 
cubic  feet  passed  per  hour  have  been  supplied  by  us. 

Our  new  Patent  Non- 
Fluctuating  Exhausters, 
to  work  ivithout  the 
slightest  oscillation  or 
variation  in  pressure,  arc 
strongly  recommended. 


We  supply  only  the  very 
highest  quality  of  Machinery; 
and  our  Exhausters  are  con¬ 
structed  of  large  size  to  run 


makers  of  every 

DESCRIPTION  OF 
HYDRAULIC  AND  GAS 
MACH  NERY. 


at  slow  speeds. 


OXIDE  OF  IRON. 

O’NEILL’S  Oxide  has  a  larger  annual 

sale  in  the  United  Kingdom  than  all  other  Oxides 
combined.  Purity  and  uniformity  of  quality  guaranteed. 
Pamphlet,  “  How  to  Purchase  Bog  Ore,”  to  be  obtained 
on  application. 

6as  Purification  and  Chemical  Company,  Limited, 
Palmerston  Buildings,  Old  Broad  Street,  London,  E.C. 

John  Wm.  CNeill,  Managing  Director. 

Andrew  stephenson,  Agent  for 

the  Gas  Purification  and  Chemical  Company, 
Limited,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 


CANNEL  COAL,  &0. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
OOl'TISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Edinburgh,  ) 

No.  64.  Bernard  Street,  Leith,  (  “Gotland. 

Advertiser  seeks  Engagement  as 

WORKS  MANAGER  and  CHEMIST  of  Tar,  Gas, 
or  similar  Works. 

For  particulars  apply  to  No.  1659,  care  of  Mr.  King, 
11,  Bolt  Court,  Fleet  Street,  E.C. 

WANTED,  by  a  Young  Man,  a  Re¬ 
engagement  as  FITTER  in  Gas  Works.  Well 
used  to  Heating  and  Cooking  Stoves,  Meter  Fixing,  and 
Meter  Reading,  Service  Laying,  and  House-fitting  work. 

Address  Fiiieb,  6,  Collingwood  Road,  Waltham¬ 
stow,  E. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address;  **Eirwal,  London.” 

Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address:  “PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

***  See  Advertisement  on  Page  III.  of  the  Wrapper  of 
_ this  week*s  issue. 

C.  HOLMES  &  Co.,  Huddersfield, 

•  ^  •  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete.  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c.,  Improved  Valves,  Engines,  and  Exhausters. 
Also  for  Collingwood’a  Regenerative  Retort-Settings. 

*+*  See  Advertisement  p.  863  of  last  week’s  issue. 
Cablegrams :  “  Ignitor  London.  ”  Telegrams :  “  Holmes 
Huddersfield.” 


ACETATE  OF  LEAD  BOOKS. 

rpEST  Papers  and  Solutions  for  Gas- 

"  Works  prepared  by  R.  D.  Gibbs,  Summerfield 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. 


■fj^ANTED,  a  Situation  as  Fitter ;  used 

•  •  to  Fixing  Lead  or  Iron  Piping,  putting  in  Mains 
and  Services,  Fixing  Meters,  Repairing,  Glazing,  and 
Painting  Lamps;  willing  to  be  useful  about  the  works. 

Address  John  Kemp,  60,  Caunce  Street,  Blackpool, 
Lancashire. 


IRISH  BOG  ORE  OXIDE  OP  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street.  London.  E.C. 


SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS.  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 


JOHN  RILEY  &  SONS,  Chemical  Manu- 

facturers,  Hapton,  near  Accrington,  are  MAKERS 
of  SULPHURIC  ACID,  from  Brimstone,  for  Sulphate 
of  Ammonia  making.  Highest  percentage  of  Sulphate 
of  Ammonia  obtained  from  the  use  of  this  Vitrol. 
References  given  to  Gas  Companies. 

LOUGHBOROUGH  GAS  COMPANY. 

WANTED,  at  once,  an  Experienced 

MAN,  who  can  lay  Service-Pipes,  Read  and  Fix 
Meters,  and  willing  to  make  himself  generally  useful. 

Reply,  stating  age,  wages  expected,  &o.,  to  the 
Manager  of  the  Gas-Works,  Loughborough. 


COLLECTOR  WANTED. 

The  Directors  of  the  Hornsey  Gas  Com¬ 
pany  invite  APPLICATIONS  for  the  COL- 
LECTORSHIP  of  one  of  the  Divisions  of  their  District. 
The  Collector  would  be  required  to  find  Security  to  the 
amount  of  £260. 

Applications,  with  testimonials,  to  be  forwarded, 
sealed  up,  on  or  before  the  23rd  inst.,  to  the  Secretary, 
63,  Chancery  Lane,  W.C. 
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THE  HON.  F.  A.  HOLLO  EHSSELL  ON  SMOKE  AND  FOG. 

A  RATHER  interesting  lecture  was  delivered  in  the  early  part 
of  the  year  by  the  Hon.  F.  A.  R.  Russell,  under  the  auspices  of 
the  Smoke  Abatement  Institution.  An  abstract  of  the  address 
was  given  in  the  Journal  for  March  6  last ;  and  it  has  lately 
been  printed  in  extenso,  and  commented  upon,  in  Nature. 
This  Institution  has  apparently  terminated  its  languid  exis¬ 
tence  ;  for  there  is  nothing  to  be  heard  of  it  at  present.  The 
only  sign  of  life  it  gave  of  late  years  was  the  holding  of 
occasional  meetings  for  hearing  papers,  some  of  which  were 
decidedly  interesting.  Now  even  this  light  work  has  been 
stopped ;  and  as  was  remarked  in  a  recent  article,  the  fog 
and  smoke  of  Loudon  remain,  whilst  the  organization  that 


was  to  have  removed  them  has  retired.  For  the  present, 
however,  we  have  no  intention  to  discuss  the  Smoke  Abate¬ 
ment  Institution,  but  merely  to  take  note  of  anything  that 
may  be  useful  in  Mr.  Russell’s  paper.  The  author  has  a 
very  clear  notion  of  the  way  in  which  town  fogs  are  formed. 
He  will  not  believe  that  anything  but  coal  smoke  is  respon¬ 
sible  for  the  foulness  of  London  fogs ;  holding  that  if  bitu¬ 
minous  coal  were  not  so  largely  burnt  in  domestic  fireplaces, 
the  valley  of  the  Thames  would  merely  present  occasional 
examples  of  its  natural  white  fogs.  He  says,  truly  enough, 
that  “  on  a  fine,  cold,  still  morning,  with  a  bright  sun,  and 
“  the  temperature  near  the  dew  point,  persons  coming  from  the 
“  country  are  pretty  sure  to  find  a  black  fog  in  town  between 
“  10  and  12  a.m.”  When  the  country  is  covered  with  a  wet 
winter  fog,  there  is  none  in  town,  because  the  dry  warm 
surfaces  of  the  houses  prevent  wet  fogs  fi’om  reaching  any¬ 
thing  like  the  density  they  attain  in  the  country.  “  A  wet 
“  fog  disappears  under  cover  ;  showing  its  causation  by  the 
“  radiation  of  its  particles  towards  colder  surfaces  or  space, 

“  as  well  as  by  mixture  of  different  air  currents.  A  dry  fog 
“  persists  to  some  degree  in  a  warm  room  ;  showing  it  to  be 
“  largely  composed  of  carbonaceous  particles  of  visible 
“  magnitude.”  This  is  good  sense,  as  is  also  the  conclusion 
that  London  would  rejoice  in  clearer  air  than  some  other 
districts  if  ordinary  coal  were  superseded  by  anthracite  and 
gaseous  and  liquid  fuel. 

Mr.  Russell  cites  vital  statistics  to  show  the  fatal  effect  of 
town  fogs  upon  the  community  ;  indicating  forcibly  enough 
that  people  liable  to  bronchial  attacks  should  keep  out  of 
London  during  winter  anti-cyclones.  Like  other  smoke 
abolitionists,  he  also  accuses  smoke  of  depressing  the  spirits 
of  the  people,  and  states  in  all  gravity  that,  “  as  the  result  of 
“  a  computation,  taking  into  account  the  damage  to  buildings, 

“  furniture,  ceilings,  wall-papers,  works  of  art  of  all  kinds, 

“  the  extra  washing,  and  consequent  wear  and  tear  for  four 
“  million  people,  window  cleaning,  waste  of  coal,  extra  light- 
“  ing  required,  chimney-sweeping,  loss  of  time  by  artists,  &c., 
“  impairment  of  health,  and  many  other  items,  it  appears 
“  that  the  loss  by  our  wasteful  method  of  burning  coal  must 
“  be  about  £5,000,000  a  year.”  This  is  something  like  a 
bill  for  consequential  damages.  Unfortunately,  statements  of 
this  order  do  not  sensibly  impress  the  community.  We  have, 
all  of  us,  a  vague  sense  that  our  lives,  as  members  of  a 
civilized  society,  are  influenced  to  infinity  by  consequences  of 
our  own  and  other  people’s  actions.  If  we  once  began  to 
reckon  the  expenses  to  which  we  are  put  by  these  actions,  we 
should  not  know  where  to  stop.  Wherefore,  like  common 
carriers,  we  repudiate  for  ourselves  the  doctrine  of  conse¬ 
quential  liability,  and  are  not  to  be  frightened  by  the  piling 
up  of  claims  of  this  kind  by  the  best  intentioned  social  re¬ 
formers.  Mr.  Russell  is  not  all  vague,  however.  He  tells 
his  readers  plainly  enough  that  they  may  economize  in  the  use 
of  fuel  by  a  variety  of  devices.  He  acknowledges  that  gas 
cooking-stoves  ouglit  to  come  into  general  use  with  reduced 
prices  for  gas  ;  and  he  says  the  best  he  can  for  gas-fires.  He 
might  have  urged,  with  greater  emphasis,  the  use  of  small 
coke  for  kitcheners  ;  but  this  is  a  point  that  smoke  preven- 
tionists  seldom  discuss  with  the  consideration  which  its 
importance  deserves. 

Our  contemporary  Nature,  in  commenting  upon  the  sub¬ 
ject  of  Mr.  Russell’s  address,  does  not  advance  anything  of 
particular  moment.  The  editorial  appears  to  have  been 
written  by  somebody  interested  in  the  Smoke  Abatement 
Institution,  since  it  eulogizes  several  individuals  who  pro¬ 
minently  advertised  themselves  in  connection  with  the 
organization,  the  net  value  of  whose  labours  in  the  cause  has 
not  been  highly  appreciated  by  outside  observers.  The 
article  is  vitiated  by  the  assumption  that  only  legislative 
action  is  required  to  restrain  householders  from  polluting 
the  atmosphere  with  smoke  from  their  grates  and  kitcheners 
— an  assumption  which  is  directly  contradicted  by  the  facts. 
One  of  the  considerations  adduced  in  support  of  this  conten¬ 
tion  is  that  Mr.  Alfred  E.  Fletcher  has  written  to  The  Times 
recommending  for  the  warming  of  houses  a  coke-stove  in  the 
basement,  with  a  flue,  and  an  air-pipe  drawing  in  air  round 
the  stove,  and  discharging  it  through  a  grating  on  the 
ground  floor.  The  writer  is  quite  sad  because  there  does 
not  happen  to  be  a  law  to  enforce  the  application  of  this 
system.  The  complaint  illustrates  the  short-sightedness  of 
these  enthusiasts  ;  as  this  one  has  never  stopped  to  think 
what  could  be  done  for  houses  which  do  not  possess  a 
basement,  of  which  there  are  hundreds  added  to  London 
every  year.  We  are  as  solicitous  as  any  of  the  lecturers 
and  supporters  of  the  Smoke  Abatement  Institution  that 
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the  atmosphere  of  London  should  be  purified  of  smoke  and 
its  consequential  fog  ;  but  we  cannot  blind  ourselves  to  the 
fact  that  the  data  for  effective  legislation  for  such  an  object 
do  not  exist.  The  free  use  of  gas  and  coke,  fostered  by  the 
cheapness  of  these  fuels,  will  extend  as  time  goes  on  ;  and 
to  this  we  must  look  for  relief  from  the  smoke  and  fog 
incubus.  We  do  not  believe  that  the  householders  of 
London  will  ever  use  anthracite  for  their  fire-grates  while 
they  can  buy  bituminous  coal  at  the  usual  rates  ;  and  we 
have  yet  to  learn  that  bituminous  coal  can  be  regulaidy  burnt 
in  open  grates  without  smoking.  The  subject  of  the  abate¬ 
ment  of  domestic  smoke  is  apparently  well-nigh  hopeless  ;  but 
its  importance  is  too  great  to  permit  of  its  being  altogether 
neglected,  especially  during  this  season  of  the  year. 

MR.  ELLIS  LEVER  CATECHIZED— MR.  W.  CARR  ARRESTED. 
If  the  interchange  and  discussion  of  personalities  were  the 
main  purpose  of  the  Journal,  we  should  have  plenty  to  do 
just  now.  It  is,  however,  with  the  greatest  reluctance  that 
we  ever  touch  this  class  of  subjects,  and  never  do  so  without 
the  compulsion  of  obvious  public  duty.  Unfortunately,  cir¬ 
cumstances  have  rendered  it  necessary  for  us  to  devote  oflate 
a  great  deal  of  our  space  to  matter  which  is  of  personal  origin, 
although  in  its  developments  it  has  become  of  public  import¬ 
ance.  First  with  regard  to  one  member  of  the  gas  profession, 
then  with  reference  to  another,  we  have  been  compelled — in 
the  interests  of  truth  and  fair  play — to  publish  many  personal 
reflections  which  we  would  willingly  have  retained.  We  are 
not  going  to  refrain  from  telling  the  truth,  however,  because 
it  may  happen  to  be  unpalatable  to  persons  interested  in 
getting  up  an  illusion  by  which  they  hope  to  serve  their  private 
ends.  When  we  observe  a  bubble  being  blown  with  infinite 
pains,  by  persons  who  for  this  purpose  find  it  convenient  to 
vilify  their  fellow  men  or  to  magnify  their  own  credit,  we  are 
impelled  to  prick  it,  by  recounting  facts  and  stating  views  that 
the  inflationists  would  prefer  to  forget  or  ignore.  It  is  un¬ 
necessary  to  cite  more  than  one  instance  in  which  we  have 
pm'sued  this  course,  although  our  readers  will  not  experience 
any  .difiSculty  in  recalling  others.  The  case  in  point  is  the 
conduct  of  Mr.  Ellis  Lever,  first  in  the  Hunter  affair  and  after¬ 
wards  in  the  proceedings  in  which  he  has  recently  figured 
as  an  “  Apostle  of  Purity  in  Commercial  Dealing.”  We  never 
took  the  part  of  Hunter  ;  but  we  likewise  consistently  refused 
to  accept  Mr.  Lever’s  presentment  of  himself  as  the  true 
one.  Accordingly,  we  have  followed  up  Mr.  Lever’s  pro¬ 
ceedings  at  Salford,  Leeds,  and  Halifax,  in  the  full  expecta¬ 
tion  that  somebody  would  in  time  find  an  opportunity  for 
making  some  candid  remarks  respecting  Mr.  Lever’s 
dealings.  We  have  not  waited  in  vain.  The  letter 
from  Mr.  James  Ward,  of  Pendleton,  which  wo  pub¬ 
lish  in  another  column,  is  a  most  remarkable  contribution 
to  the  “  Purity  Campaign  ;  ”  and  we  shall  not  offer  any 
comment  upon  it,  except  to  remark  that,  on  the  face  of  it, 
we  are  amply  justified  for  the  reserve  we  have  shown  in 
regard  to  Mr.  Lever’s  claim  to  be  regarded  as  a  disinterested 
public  benefactor. 

The  interest  of  the  Halifax  gas  “  scandal  ”  culminated 
with  unexpected  suddenness  last  week  in  the  arrest  of  Mr. 
William  Carr  upon  a  charge  of  wilfully  mutilating  “  with 
“  intent  to  defraud”  a  certain  book  belonging  to  the  Corpo¬ 
ration.  Mr.  Carr  was  arrested  on  Tuesday  last ;  and,  having 
been  formally  charged  on  the  same  day,  was  remanded  till 
Friday,  bail  being  accepted.  On  Friday  a  jjrimd  facie  case 
was  made  out  against  him— the  question  of  intent  being,  of 
course,  reserved  for  a  jury — and  he  was  committed  for  trial 
at  the  Assizes  ;  bail  being  required  and  given,  in  the  amount 
of  £2000  for  himself  and  £1000  each  for  two  sureties.  The 
act  with  which  Mr.  Carr  is  now  charged  is  not  a  fresh  dis¬ 
covery;  having  been  the  subject  of  public  comment  for  the 
past  two  months.  It  was  ascertained  immediately  after  Mr. 
Carr  had  given  up  his  appointment  as  Gas  Manager  that 
79  pages  of  a  letter  copying  book  ordinarily  used  in  his  office, 
known  to  contain  the  records  of  gas  coal  tests  made  by 
him,  had  been  cut  out  by  a  clerk  acting  under  his  directions, 
and  retained  by  him.  The  fact  was  admitted ;  but  it  was 
stated  in  explanation  that  Mr.  Carr  had  been  openly  in  the 
habit  of  testing  coals  for  different  people  in  the  experimental 
gas-works  belonging  to  the  Corporation,  and  reporting  thereon 
as  a  private  business  of  his  own.  The  Corporation  benefited 
not  only  by  the  knowledge  of  different  coals  thus  acquired  by 
their  Manager,  but  also  immediately  through  the  surplus  coal 
being  added  to  their  store,  and  the  gas  resulting  from  the 
experiments  going  into  their  holders.  The  letters  whereby 
Mr.  Carr  communicated  the  results  of  these  experiments  to 


the  interested  parties  were  copied  in  the  Corporation  letter- 
book  ;  and  when  Mr.  Carr  left  the  service  of  the  Corporation, 
he  had  the  copies  cut  out,  and  took  them  away.  This  is  the 
whole  misdemeanour  with  which  he  is  now  charged  ;  and  his 
Counsel  offered  to  produce  every  one  of  tlie  sheets  said  to  have 
been  torn  out  of  the  book  “  with  intent  to  defraud.”  Asked 
why,  as  they  admitted  knowledge  of  the  larceny  of  these 
sheets  of  paper  two  months  ago,  proceedings  had  not  been 
taken  earlier,  the  Corporation  declared  that  they  have  only 
recently  learnt  that  these  copies  of  reports  on  coal  tests  are 
likely  to  throw  light  upon  the  questions  respecting  the  admini¬ 
stration  of  the  gas  undertaking  which  are  now  agitating  the 
local  public.  It  is  not  for  us  to  express  any  opinion  respect¬ 
ing  these  remarkable  proceedings ;  but  although  the  action 
comes  in  a  peculiar  shape,  we  cannot  refrain  from  regarding 
it  with  a  degree  of  satisfaction,  as  a  definite  step  in  the  way 
of  cleax'ing  up  this  miserable  business. 

A  SUGGESTION  CONCERNING  GAS  MAKING. 

A  LONG  letter  has  been  written  by  Mr.  William  Thomson, 
“  F.R.S.  Ed.,  &c.,”  as  he  signs  himself,  to  one  of  the  Man¬ 
chester  papers,  which  is  apparently  intended  fora  supplement 
to  a  lecture  on  air  pollution  delivered  by  the  writer  some 
months  ago  before  the  Manchester  and  Salford  Noxious 
Vapours  Abatement  Association.  In  this  communication  the 
author  begins  by  talking  a  little  about  the  advantages  that 
would  accrue  if  town  fogs  could  be  prevented ;  but  the 
greater  part  is  devoted  to  a  somewhat  diffuse  argument 
upon  the  comparative  excellencies  of  gas  and  electricity  for 
lighting  and  other  purposes.  The  electrical  part  of  the  letter 
is  dealt  with  elsewhere  ;  and  we  have  here  merely  to  ex¬ 
amine  what  Mr.  Thomson  has  to  say  respecting  gas  supply. 
It  is  only  due  to  a  man  of  science,  with  such  credentials  as 
those  displayed  by  Mr.  Thomson,  that  anything  he  may  have 
to  state  for  the  guidance  of  the  public  should  be  respectfully 
considered  by  those  to  whom  his  counsels  are  addressed.  So 
far  as  can  be  clearly  ascertained,  the  drift  of  the  letter  in 
question  is  to  recommend  gas  manufacturers  in  general  and 
the  Manchester  Gas  Committee  in  particular,  to  undertake 
the  distribution  of  electricity  for  lighting  purposes  by 
the  alternating  transformer  system,  and  to  supplement 
this  by  distributing  fuel  gas  made  by  gasifying  their 
coke  %  some  water  gas  process,  mixing  it  with  the  gas 
produced  by  carbonization  in  the  ordinary  way.  This 
is  very  much  after  the  programme  adopted  by  Mr.  George 
Westingbouse  for  the  towns  of  the  United  States ;  but  Mr. 
Thomson  does  not  acknowledge  the  copy.  He  has  not  quite 
made  up  his  mind  as  to  whether  or  not  electricity  should 
supplant  gas  for  lighting  ;  for  he  remarks  that  even  if  coal 
gas  should  be  “  let  down  ”  by  the  admixture  of  water  gas 
made  from  the  coke,  a  light  could  still  be  obtained  by  car- 
buretting  the  gas  with  benzoline,  or  by  the  use  of  the  Wels- 
bach  burner.  From  this  indecision,  it  may  be  inferred  that 
Mr.  Thomson’s  letter  is  not  very  conclusive,  and  the  suspicion 
is  only  too  well  justified.  Indeed,  although  Mr.  Thomson, 
writing  from  the  Royal  Institution  Laboratory,  Manchester, 
signs  his  name  with  an  awful  array  of  letters,  it  cannot  be  truth¬ 
fully  said  that  his  letter  is  worth  the  space  it  occupies  in  tlie 
newspaper.  He  contents  himself  with  vague  assertions  as  to 
things  that  can  or  might  be  done  with  coal  gas,  water  gas, 
and  electricity ;  but  there  is  not  one  figure  in  the  whole 
letter  for  a  practical  man  to  lay  hold  of — except  a  citation 
from  the  prospectus  of  the  Lawrence  Patent  Gas  Company  ; 
and  we  know  how  much  or  how  little  that  is  worth.  To  turn 
the  coke  into  water  gas  and  distribute  it  with  the  coal  gas  is 
a  proposal  that  is  not  fresh  to  British  gas  makers  ;  but  it  could 
only  emanate  from  somebody  who  never  troubled  to  analyze  a 
Gas  Company’s  accounts.  The  first  step  in  an  argument  upon 
such  a  proposal  is  to  ask  whether  the  contemner  of  established 
practice  has  studied  “  Field’s  Analysis  ;  ”  and  if  he  has  never 
heard  of  this  useful  work,  which  is  more  than  likely,  he 
should  be  supplied  with  a  copy,  and  asked  to  come  back 
again  and  resume  the  conversation  in  a  week’s  time,  after  he 
has  studied  one  or  two  matters  to  be  found  in  the  book.  It 
is  quite  true  that  gas  managers,  like  other  specialists,  may 
occasionally  learn  something  from  outsiders  ;  but  only  when 
the  outsiders  are  prepared  to  respect  the  data  upon  which  the 
business  of  gas  supply  rests.  There  must  bo  some  common 
ground  of  fact  upon  which  disputants  can  stand,  if  any  good  is 
to  bo  effected  by  their  argument;  but  this  is  altogether  lacking 
as  between  ordinary  gas  makers  and  visionary  reformers  like 
Mr.  Thomson.  It  is  idle  for  gentlemen  writing  in  laborato¬ 
ries  or  elsewhere  to  trouble  the  public  with  indefinite  sugges¬ 
tions  about  gas  and  electric  lighting,  to  the  purport  that  a 
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prevailing  system  should  be  abandoned  in  favour  of  some 
other  course  which  they  recommend  on  their_  own  authority, 
such  as  it  is,  without  proving  its  acceptability.  The  world 
is  not  to  be  moved  in  this  way  ;  but  a  few  hare-brained_lolk 
may  be  disturbed.  We  have  no  respect  for  an  “  F.R.S.  Jiid., 
without  figures,  in  connection  with  a  matter  of  which  figures 
are  the  very  essence.  Mr.  Thomson  must  either  go  fuither 
and  prove  his  case,  or  rest  under  the  imputation  of  having 
published  a  mass  of  mere  babble. 


MR.  W.  MOONEY  ON  GASHOLDER  GUIDING. 

In  another  column  will  be  found  the  second  part  of  Mr.  W. 
Mooney’s  contribution  to  the  Americcm^  Gaslight  Journal 
respecting  the  question  of  gasholder  framing.  The  first  part 
of  Mr.  Mooney’s  article,  which  we  reproduced  some  weeks  ago, 
consisted  of  a  review  of  the  various  suggestions  that  have 
been  offered  on  this  subject  in  the  columns  of  the  Journal 
and  before  The  Gas  Listitute.  It  seemed  serviceable  to  bring 
these  points  together;  and  therefore  we  reprinted  Mr. 
Mooney’s  citations,  correcting  them  by  reference  to  the  text, 
as  they  had  (as  the  author  now  acknowledges)  been  hastily 
put  together  during  a  busy  season.  We  supposed  that  the 
author  intended  to  use  this  mass  of  material  as  the  founda¬ 
tion  for  some  useful  suggestion  of  his  own  ;  and  consequently 
awaited  with  some  interest  the  continuation  of  his  article. 
Unfortunately,  it  cannot  be  said  that  Mr,  Mooney  has  much 
advanced  the  question  by  his  treatment  of  it.  _  Attentive 
perusal  of  the  second  portion  of  his  communication, _  in 
which  any  originality  of  suggestion  or  acuteness  of  criticism 
would  be  looked  for,  reveals  nothing  but  the  most  superficial 
observations,  not  particularly  well  expressed.  Thus,  when 
he  states  in  his  third  paragraph  that  “  the  point  at  which 
“  the  holder  would  buckle  or  break  in  Mr.  Webber’s  holder 
“would  be  ontheleeward  side,”he  seems  to  imply  that  buckling 
and  breaking  are  synonymous,  whereas  in  point  of  fact  the 
buckling  would  be  on  the  leeward  side,  and  the  breaking  (i.e., 
tearing  of  the  sheets)  would  be  on  the  opposite  or  windward 
side  of  the  supposed  holder.  Mr.  Mooney’s  remarks  in  the 
same  and  following  paragraph  upon  Mr.  Gadd’s  system,  and 
the  advantages  of  tangential  rollers,  are  not  at  all  impressive  ; 
and,  whatever  he  may  think,  English  engineers  are  not  in 
the  habit  of  discussing  points  of  gasholder  construction  in 
vulgar  slang,  nor  do  they  consider  such  language  conclusive. 
The  single  constructive  contribution  which  Mr,  Mooney  brings 
to  the  discussion  is  a  revival  of  Joshua  Horton’s  proposal, 
patented  in  1851,  to  fix  guide  cantilevers  upon  the  grips  of 
the  lower  lifts  of  a  telescopic  holder  instead  of  erecting  them 
upon  the  ground.  This  is  the  plan  that  has  been  recorded  as 
tried  without  success  at  the  Pigott  Street  (Blackfriars)  gas¬ 
holder  station.  There  is  no  advantage  in  it ;  for  if  we  must 
have  guide-columns,  these  may  as  well  be  erected  on  the 
ground  as  carried  upon  the  grips  of  the  holder.  Mr,  Mooney 
is  evidently  unable  to  grapple  with  the  problem  of  guiding  a 
holder  from  the  base,  or  he  would  not  ask  such  a  question  as 
this  :  “  Why  will  not  a  holder  depending  on  single  rollers 
“  at  the  hottom  have  a  greater  tendency  to  hind  than  one 
“  having  two  or  more  series  of  rollers  ?  ”  How  can  a  single 
tier  of  rollers  possibly  “bind”?  Then,  again,  what  does 
Mr.  Mooney  mean  by  stating  that  dispensing  with  the 
girders  connecting  the  tops  of  the  guide-columns  is  the 
first  step  in  the  dh-ection  of  dispensing  with  guide¬ 
framing,  and  especially  that  it  is  a  step  which  can  be  easily 
and  safely  taken,  in  order  to  save  “  6  per  cent,  of  the  whole 
“  weight  of  iron  in  a  double-lift  holder  ?  ”  Did  he  never  hear 
of  guide-columns  actually  snapped  off  near  the  base  by  their 
own  vibration  in  the  wind  during  erection,  and  before  their 
tops  could  be  steadied  by  the  connecting  girders  ?  He  is 
leading  the  gas  manager  straight  to  disaster  with  this  sugges¬ 
tion.  It  is  quite  clear,  as  we  have  already  observed,  that 
Mr.  Mooney  has  no  grip  of  the  question  which  he  professes 
to  discuss.  It  is  thus  not  worth  while  to  follow  him  in  his 
remarks  upon  the  housing  of  gasholders,  which  is  essentially 
a  question  of  climate.  It  is  very  funny,  however,  to  read 
“  that  there  is  no  limit,  within  reasonable  bounds,  to  the  size 
“  of  a  holder  that  might  be  covered.”  After  noticing  this 
fine  specimen  of  an  American  breed  of  the  genuine  old  Irish 
bull,  we  have  only  to  add  that,  as  Mr.  Mooney  was  doubtless 
actuated  by  the  desire  to  be  useful  to  gas  managers  in  thus 
entering  into  the  pirblic  discussion  of  an  admittedly  difficult 
and  interesting  subject,  it  is  to  be  regretted  that  he  did  not 
make  himself  a  little  more  sure  of  his  ground  before  offering 
criticism  and  advice,  to  which  the  objection  distinctly 
applies  tliat  “  where  true  it  is  not  new,  and  where  new  it  is 
“  not  triLe.”  He  means  well ;  but  must  be  taken  with  caution. 


nitx  anil  ^anilara  ^flairs. 

What  is  everyone’s  business  is,  in  the  general  way,  no  one’s 
business;  and,  therefore,  in  the  matter  of  the  continued 
pollution  of  the  Thames,  inaction  yet  prevails.  Such  a  man 
as  Lord  Kandolph  Churchill,  who  is^  still  a  political  Free 
Lance,  might  well  take  this  question  in  hand.  But  for  his 
Lordship’s  zeal,  the  rectification  of  the  scandalous  irregu¬ 
larities  which  prevailed  at  the  Metropolitan  Board  of  Works 
would  never  have  been  brought  about ;  and^  here,  in  connec¬ 
tion  with  the  water  supply  of  London,  is  a  condition  of 
things,  existing  and  threatened,  which  has  a  far  more  serious 
import,  and  may  be  productive  of  infinitely_  worse  conse¬ 
quences,  than  those  caused  by  the  malpractices  in  Spring 
Gardens.  Peculation  is  bad  enough;  but  poison  is  worse. 
Only  the  other  day,  addressing  a  meeting  at  Paddington, 
Lord  Randolph  Churchill  declared  that  there  are  at  the 
present  time  several  sanitary  questions  which  cry  aloud  lor 
legislation.  We  submit  that  the  question  of  river  pollution 
is  one  of  them,  and  not  the  least  in  importance,  although  ic 
had  no  place  in  Lord  Randolph’s  list  of  public  grievances . 
We  apprehend  that,  with  a  man  of  such  quick  perceptions,  it 
is  only  necessary  that  the  subject  should  be  brought  o 
notice,  in  order  that  its  paramount  importance  may  be 
immediately  appreciated.  His  Lordship  reminded  his  Padding¬ 
ton  audience  of  Lord  Beaconsfield’s  legislative  motto,  uttered 
twenty  years  ago — “  Sanitas  sanitatum,  omnia  sanitas.  We 
accept  the  motto.  The  great  drink  question  is,  as  Lord 
Randolph  urged,  an  important  one  ;  and  there  are  plenty 
of  people  to  look  after  it.  Again,  it  may  be,  and  doubtless  is, 
the  duty  of  the  State  to  take  care  that  the  humbler  classes 
of  society  shall  be  enabled  to  live  “under  coniRtions 
“  which  do  not  violate  all  the  principles  of  cleanliness, 

“  of  health,  of  decency,  and  of  morality.”  These  are 
the  subjects  which,  in  the  opinion  of  the  member  for 
Paddington,  should  occupy  the  attention  of  the  present  Par¬ 
liament  ;  and  it  is  obvious  that  they  cannot  be  adequately 
dealt  with  unless,  incidentally,  the  question  of  the  purity  oi 
the  London  Water  Supply  is  also  taken  into  consideration. 
Cleanliness  and  health  involve,  it  should  be  remembered, 
the  existence  of  a  sufficient  supply  of  pure  and  whole¬ 
some  water.  Of  the  sufficiency  of  the  supply  placed  by 
the  Water  Companies  at  the  disposal  of  the  Metropolita,n 
public,  there  cannot  be  any  reasonable  doubt ;  and  it,  in 
the  future,  that  supply  should  be  less  ffiee  froin  contami¬ 
nation  than  it  has  been,  the  blame  must  not  be  laid  at 
the  door  of  the  Companies.  In  common  fairness,  let 
it  be  borne  in  mind  that  at  the  present  time  the 
London  Companies  jointly  contribute  no  less  than 
£18,000  annually  for  the  express  purpose  of  ensuring  the 
purity  of  their  main  source  of  supply.  Their  part  of  the 
bargain  is  punctually  and  ungrudgingly  fulfilled.  But 
the  question  is  whether  the  other  contracting  party  -that 
is  to  say,  the  Thames  Conservators--are  in  a  pos^ion 
to  carry  out  their  statutory  functions  in  the  matter.  H  the 
decision  in  the  Staines  case  holds  good,  and  if  Weybridge 
and  Shepperton  are  to  be  allowed  to  “  go  and  do  likewise, 
it  is  only  too  clear  that  the  Conservators  cannot  furnish 
the  necessary  quid  pro  quo.  To  use  a  legal  phrase,  t  e 
Companies  would  seem  to  be  paying  away  their  money  lor 
a  consideration  that  has  failed.  And  yet,  come  what  may, 
millions  of  the  inhabitants  of  London  must  continue  to 
receive  their  water  supply  from  the  Thames.  _ 

The  Metropolis,  it  will  be  remembered,  receives  its  water 
through  the  agency  of  eight  Companies.  The  Southwark 
and  Vauxhall  Company  obtain  their  supply  from  the  Thames 
at  Hampton;  as  also  do  the  West  Middlesex  and  Grand  Junc¬ 
tion  Companies.  The  Lambeth  Company  draw  theirs  from 
Molesey;  and  the  Chelsea  Company  have  recourse  to  the 
river  both  at  Ditton  and  Molesey.  In  addition  to  these,  the 
East  London  Company  may,  when  necessary,  abstract  ti’om 
the  Thames  at  Sunbury  a  daily  quantity  not  exceeding  10 
million  gallons.  These  are  the  data  quoted  in  the  late  Ool. 
Sir  Francis  Bolton’s  valuable  work  on  “London  Water 
“  Supply”  (last  edition)  ;  and  we  believe  they  are  pertectly 
correct.  Formerly  the  aggregate  quantity  authorized  to  be 
taken  from  the  river  by  the  foregoing  Companies  1 
million  gallons  a  day ;  but  under  an  agreement  entered 
into  between  five  of  the  Companies  and  the  Thames 
Conservancy  Board  less  than  two  years  ago,  the  maximum 
quantity  was  increased ;  and  at  the  present  time,  for  the  pur¬ 
pose  of  meeting  public  requirements,  these  Compaines, 
together  with  the  East  London  (which  retains  its  original 
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limit  of  10  million  gallons  per  diem),  may  collectively  take 
130  million  gallons  from  the  Thames  during  every  twenty- 
four  hours.  The  quantity  actually  taken  does  not  reach  the 
authorized  maximum  ;  but,  nevertheless,  it  is,  and  must  con¬ 
tinue  to  be,  enormous.  How  should  it  be  otherwise  when  the 
aggregate  population  supplied  with  water  by  the  London  Com¬ 
panies  reached  in  the  early  part  of  the  present  year  5,440,579  ? 
We  cite  these  particulars  merely  for  the  purpose  of  showing 
the  magnitude  of  the  system  of  Metropolitan  Water  Supply, 
and  the  pressing  need  to  safeguard  it  from  contamination. 
It  was  the  intention  of  the  Legislature  to  confer  upon  the 
Conservancy  Board  wide  and  ample  powers.  The  Act  of  1866 
vested  in  them  “  the  Eiver  Thames,  the  Conservancy  of  the 
“  Thames  and  Isis  from  Staines  in  the  County  of  Middlesex  to 
“  Cricklade  in  the  County  of  Wilts.”  The  range  of  their 
jurisdiction  is,  therefore,  very  extensive,  and  the  trust  they 
have  to  fulfil  proportionately  great.  Yet  the  recent  decision  of 
Justices  Field  and  Wills  would  seem  to  show  that  the  powers 
of  the  Board  cannot  be  properly  enforced  ;  and  it  is  for  this 
reason  that  we  have  urged,  and  still  urge,  that  fresh  legisla¬ 
tion  is  peremptorily  called  for. 


Death  of  the  Eev.  Richard  Okes,  D.D. — We  regret  to  learn 
of  the  demise  of  the  Eev.  Richard  Okes,  D.D.,  Provost  of  King’s 
College,  Cambridge,  on  Saturday  morning,  after  a  brief  illness.  The 
deceased  gentleman  was  born  at  Cambridge,  in  December,  1796;  and 
therefore  would  have  completed  his  92nd  year  in  the  course  of  a 
few  days.  Dr.  Okes  took  a  keen  interest  in  the  affairs  of  his  native 
town.  He  was  one  of  the  promoters  of  the  Cambridge  University 
and  Town  Water  Company  ;  and  Chairman  of  the  Board  of  Directors 
until  1887 — a  period  of  29  years — when  he  retired.  The  Company, 
as  is  well  known,  has  proved  a  great  commercial  success.  Dr. 
Okes  was  also  a  Justice  of  the  Peace  for  the  borough. 

The  Approaching  Completion  of  the  Vyrnwy  Water- 
Works. — Latest  advices  as  to  the  progress  being  made  with  the 
Vyrnwy  Water-Works  scheme  of  the  Liverpool  Corporation,  under 
the  direction  of  the  Engineer  (Mr.  G.  F.  Deacon,  M.  Inst.  C.E.), 
give  the  interesting  information  that  matters  have  so  far  progressed 
that  it  is  intended  this  week  to  close  the  valves  upon  the  discharge 
pipes  passing  through  the  Vyrnwy  masonry  dam,  so  far  as  is 
necessary  to  stop  the  Eiver  Vyrnwy,  except  the  compensation 
water  to  the  Rivers  Vyrnwy  and  Severn.  The  Bishop  of  Bangor 
— in  consecpience  of  the  lamented  illness  of  the  Bishop  of  St.  Asaph 
— will  consecrate  the  new  church  to-day  (Tuesday)  ;  and  imme¬ 
diately  afterwards  the  old  church  and  the  Powis  Hotel  will  be 
removed.  The  water  behind  the  masonry  dam  now  extends  for 
about  two  miles  up  the  valley ;  but  this,  we  understand,  is  merely 
due  to  the  late  exceptional  rainfall. 

Another  South  African  Gas-Works  Undertaking. — Mr.  T. 
Newbigging,  M.  Inst.  C.E.,  left  England  for  South  Africa  last 
Friday  to  fulfil  an  engagement  entered  into  under  the  auspices  of 
Messrs.  Davis  and  Soper,  of  Bury  Street,  St.  Mary  Axe,  the  Lon¬ 
don  Agents  for  the  Cape  Town  Corporation.  The  object  of  Mr. 
Newbigging’s  visit  to  South  Africa  is  to  inspect  the  native  coal 
and  test  it,  with  a  view  of  ascertaining  its  suitability  or  otherwise 
for  gas-making  purposes  ;  to  report  as  to  the  desirability  of  erecting 
gas-works  for  the  supply  of  illuminating  gas  to  Johannesburg,  the 
capital  of  the  Transvaal ;  to  determine  the  size  of  the  works,  and 
to  estimate  their  cost,  and  to  select  a  suitable  site.  He  will  also 
have  to  settle  the  diameters  and  lengths  of  the  main  pipes  for 
distributing  gas  throughout  the  town ;  and  advise  as  to  whether 
the  combination  of  electric  lighting  and  gas  lighting  would  be 
advantageous  and  desirable.  Mr.  Newbigging  will  also  possibly 
have  to  go  to  Pretoria — the  seat  of  the  Government. 

A  Deep  Spring. — A  correspondent  writes  to  The  Times  as 
follows  “  A  Company  is  at  present  carrying  on  works  at  Seltzer 
Spring,  Spring  Avenue,  Saratoga,  with  a  view  of  utilizing  its 
waters  for  the  purpose  of  liberating  and  storing,  in  liquid  form,  the 
carbonic  acid  gas  which  it  contains  in  large  quantities.  Mr.  Oscar 
Brunler,  who  is  superintending  the  works,  has  made  a  startling 
discovery  in  connection  with  the  spring.  The  latter  was  discovered 
about  three  years  ago  by  Dr.  Haskins,  who  put  down  the  drill  to  a 
depth  of  500  feet.  At  this  depth  an  abundant  supply  of  water 
was  found  flowing  from  a  crevice  in  the  rock  bottom.  Recently, 
in  order  to  ascertain  the  depth  of  the  spring,  Mr.  Brunler  sounded 
it  with  a  line  and  plummet ;  but,  instead  of  resting  at  500  feet, 
the  weight  sank  the  whole  length  of  the  line — 900  feet.  Other 
soundings  have  since  been  made  (the  weight  used  being  a  piece  of 
1-inch  gas-pipe  filled  with  lead,  and  weighing  34  lbs.),  until  a 
depth  of  3300  feet  has  been  reached,  and  yet  without  touching  the 
bottom  or  any  obstacle.  It  will  be  impossible  to  take  further 
soundings  until  instruments  specially  designed  for  the  purpose 
have  been  made.  Mr.  Brunler  admits  that  the  line  may  have 
been  carried  away  by  some  powerful  current ;  but  he  holds  to  his 
belief  in  the  existence  of  a  subterranean  sea  of  greater  or  less 
extent,  and  of  there  being  some  connection  between  it  and  the 
ocean.  In  other  words,  Saratoga  is  over  a  vast  water-filled  cavern, 
the  roof  of  which  is  about  500  feet  thick.  Should  the  existence 
of  a  subterranean  sea  be  established,  it  would  dispose  of  many 
theories  and  scientific  speculations  as  to  the  source  and  course  of 
the  mineral  springs  of  Saratoga.” 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  950.) 

The  markets  in  general  have  been  very  heavy  and  dull  during  the 
past  week  on  the  Stock  Exchange ;  and  prices  nearly  all  round 
have  sustained  more  or  less  of  a  fall.  The  prominent  cause  is  still 
to  be  found  in  the  condition  of  the  Money  Market.  “  Goschens  ” 
have  fallen  even  lower  ;  and  were  repeatedly  done  on  Wednesday 
at  9Gg — the  lowest  yet  touched.  Still,  the  tendency  at  the  close  of 
the  week  was  rather  better  ;  and  some  markets  had  made  a  slight 
recovery.  The  Gas  department  has  been  only  moderately  active. 
The  open  stocks  of  the  Metropolitan  Companies  have  continued 
their  improvement,  and  show  a  marked  rise  from  their  recent 
depression.  In  Gaslight  “  A  ”  the  quotation  is  3  better  ;  and  all 
transactions  throughout  the  week  have  been  done  at  good  steady 
figures.  Very  little  has  been  done  in  South  Metropolitan  “  A  ;  ” 
but  the  “  B  ”  has  been  in  good  demand,  and  exhibits  an  improve¬ 
ment  of  3i.  Commercial  shows  no  change  at  all.  Some  of  the 
preferences  of  Gaslight,  and  the  debentures  of  both  Gaslight  and 
South  Metropolitan,  have  slightly  receded.  This  is  quite  in 
sympathy  with  the  general  tendency  of  the  week,  which  has  been 
to  depress  first-class  securities,  mainly  through  adverse  monetary 
influences.  Suburbans  have  been  very  quiet,  but  are  firm  and  un¬ 
changed.  Alliance  and  Dublin  is  4  better.  Foreign  undertakings 
offer  little  for  remark.  The  only  variation  is  a  fall  of  ^  in  Buenos 
Ayres.  Continental  Union  is  going  to  appropriate  a  1  per  cent, 
higher  dividend — to  wit,  13  per  cent,  on  the  old  and  new  shares, 
and  10  per  cent,  on  the  preference.  This  will  raise  the  number  of 
13  per  cent,  paying  companies  to  four — viz..  Gaslight,  South  Metro¬ 
politan,  European,  and  Continental  Union.  Only  the  Commercial 
exceeds  this  rate.  The  Water  department  has  been  much  more 
active,  and  some  advances  in  quotation  have  been  effected  ;  New 
River  showing  well  to  the  front. 

The  daily  quotations  were :  Fairly  good  business  in  Gas  on 
Monday,  with  a  marked  tendency  to  improve.  Gaslight  “A”  rose 
1^;  South  Metropolitan  “  B,”  2;  and  Imperial  Continental,  1. 
Water  was  pretty  active ;  but  prices  were  not  remarkably  good. 
Tuesday  brought  a  further  improvement  in  Gas ;  Gaslight  “  A  ” 
gaining  another  IL  and  Alliance  and  Dublin  old,  J.  Water  was 
quieter ;  and  the  only  change  was  an  advance  of  1  in  buyers  of 
Southwark  ordinary'.  Business  in  Gas  was  less  on  Wednesday ; 
but  prices  continued  satisfactory.  Neither  in  Gas  nor  in  Water  was 
there  any  change  of  quotation.  On  Thursday,  Gas  was  good  and  firm 
generally.  South  Metropolitan  '*  B  ”  was  done  at  235 — the  best 
of  the  week — and  rose  1^.  Buenos  Ayres  was  ^  weaker.  Water 
was  (|uiet ;  but  New  Eiver  and  Southwark  7J  per  cents,  rose  2  each. 
On  Friday  there  was  less  business  doing  in  Gas.  Gaslight  “C,” 
“  D,”  and  “  E,”  fell  2  ;  “  J,”  3  ;  and  the  debentures,  from  2  to 
3  each.  South  Metropolitan  debentures  also  fell  3.  Water  was 
active  ;  and  New  Eiver  rose  1  more.  On  Saturday  Gas  generally 
was  firm  ;  and  Gaslight  4  per  cent,  debentures  recovered  1.  Water 
continued  its  activity,  but  made  no  further  change. 


ELECTRIC  LIGHTING  MEMORANDA. 

A  MUNICIPAL  ELECTRIC  LIGHT  STATION  FOR  PARIS — PRICES  FOR  ELECTRIC 
LIGHTING  AT  THE  PARIS  EXHIBITION  —  MR.  WILLIAM  THOMSON  ON 
ELECTRICAL  SUPPLY — PROGRESS  OF  THE  WBSTINGHOUSE  COMPANY. 

When  French  officialdom  undertakes  work  a  little  out  of  the 
ordinary  fine,  it  is  not  exempt  from  the  liability  to  make  mistakes 
and  be  robbed,  which  is  the  heritage  of  all  Governments ;  but  it 
at  least  takes  care  to  blunder  and  waste  money  with  great  for¬ 
mality.  An  example  in  point  is  supplied  by  the  proceedings  of 
the  Paris  Municipality  in  connection  with  their  electric  lighting 
scheme.  It  has  been  recorded  in  this  column  how  after  most 
elaborate  inquiry  by  a  Special  Commission,  the  Municipality  some 
time  ago  decided  to  invite  tenders  from  electricians  willing  to 
take  up  concessions  for  the  lighting  of  portions  of  the  city  accord¬ 
ing  to  prescribed  terms.  These  conditions,  it  scarcely  need  be 
said,  are  very  stringent ;  but  it  is  nevertheless  reported  that  offers 
have  been  made  for  the  best  districts.  Meanwhile  the  Munici¬ 
pality  have  resolved  to  retain  one  of  the  districts  under  their  own 
control,  and  to  undertake  the  lighting  of  it,  presumably  by  way 
of  establishing  a  check  upon  the  operations  of  the  electrical  con¬ 
tractors  elsewhere.  The  great  step  of  inviting  tenders  for  the 
erection  and  equipment  of  this  municipal  lighting  station  has 
been  taken.  The  motive  power  to  commence  with  is  to  be  six 
140-horse  power  high-speed  ste.am-engines,  supplying  energy  for 
three  distinct  systems  of  distribution.  The  first  system  will 
include  a  service  of  500  incandescent  lamps  and  140  arc 
lamps  in  the  markets ;  the  second  group  contains  about 
1000  incandescent  lamps  required  for  lighting  the  buildings 
adjoining  the  markets ;  and  the  third  system  is  for  the 
supply,  by  an  alternating  current,  of  from  2000  to  3000  in¬ 
candescent  lamps  over  a  length  of  about  2  kilometres  of 
the  neighbouring  streets.  The  tenders  will  be  examined  by  two 
Special  Commissions — one  to  deal  with  the  electrical  and  the 
other  with  the  steam  plant.  Parties  tendering  must  manufacture 
the  whole  of  the  plant  in  France  if  possible  ;  but  the  Commission 
have  power  to  make  a  dispensation  in  favour  of  the  contractor,  if 
it  can  be  shown  that  certain  articles  cannot  be  manufactured  in 
that  country — to  such  an  extent  have  Free  Trade  principles 
penetrated  the  French  mind  !  It  is  not  stated  when  the  Munici¬ 
pality  expect  to  start  their  electric  lighting  station  ;  but  working 
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by  Commissions  is  usually  extremely  slow,  and  not  safer  from  error 
in  the  end  than  any  other  system  of  control.  As  we  have 
already  remarked,  however,  if  the  Paris  Municipality,  should  after 
all  get  into  trouble  and  lose  money  over  their  electric  lighting 
scheme,  they  will  have  the  satisfaction  of  reflecting  that  everything 
was  done  in  the  most  orderly  and  formal  manner. 

There  is  to  be  a  great  deal  of  electric  lighting  at  the  Pans 
Exhibition  next  year.  A  Syndicate  has  been  formed  for  supply¬ 
ing  arc  and  incandescent  lamps  to  exhibitors  for  the  lighting  of 
their  stalls,  in  addition  to  the  ordinary  lighting  of  the  buildings. 

It  is  reported  that  the  charges  for  this  service,  calculated  upon  the 
full  period  of  900  hours  of  lighting  during  which  the  Exhibition  is 
expected  to  be  open,  are  to  be  as  follows : — For  a  16-candle  power 
lamp,  60  frs. ;  for  a  10-candle  power  lamp,  40  frs. ;  for  a  500- 
candle  power  arc  lamp,  500  frs. ;  and  for  a  1000-candle  power 
lamp,  1000  frs.  Power  will  also  be  supplied  at  the  rate  of  50  c.  per 
horse-power  per  hour  up  to  500,  and  40  c.  beyond.  These  rates  can¬ 
not  be  regarded  as  low  ;  but,  on  the  other  hand,  they  are  not  exces¬ 
sive,  considering  the  place  and  the  circumstances.  Motor  power  is 
generally  costly  in  Paris,  for  a  variety  of  reasons. 

Mr.  William  Thomson,  F.R.S.Ed.,  &c.,  has  written  a  long  letter 
to  the  Manchester  papers,  dated  from  the  Royal  Institution  Labora¬ 
tory,  upon  the  future  of  coal  gas  and  electricity.  This  is  not  the 
place  for  an  examination  of  the  writer’s  gas  theories,  but  a  few 
words  may  be  devoted  to  what  he  has  to  say  respecting  electric 
lighting.  He  arouses  his  readers’  attention  by  roundly  declaring 
that  “  we  are  on  the  eve  of  a  revolution  in  the  supply  of  energy 
to  the  houses  of  the  people.”  Further  examination  of  the  letter 
results  in  the  discovery,  embedded  in  much  vague  verbiage,  of 
another  passage  of  similar  purport — “  Electrical  engineers  \yere 
not  in  a  position,  until  a  few  months  ago,  to  introduce  electric  light 
into  houses  to  compete  with  gas  at  its  present  price  in  Manchester. 
Now  this  can  be  done.”  After  this  amazing  statement,  instead  of 
showing  how  the  change  referred  to  has  been  brought  about,  the 
writer  wanders  off  again  ;  and  it  is  only  near  the  end  of  his  letter 
that  he  attempts  to  explain  himself.  He  states  once  more  “  that 
although  electricity  could  years  ago  be  economically  produced  to 
compete  with  gas  at  present  Manchester  prices,  it  could  not  have 
been  economically  supplied  to  houses,  because  the  electric  current 
could  only  have  been  carried  along  very  thick  copper  conductors, 
the  cost  of  which  would  have  been  too  great.  This  difficulty  has 
within  the  last  few  months  been  satisfactorily  overcome.”  And 
after  this  triple  introduction  Mr.  Thomson  merely  hints  that  he 
is  alluding  to  the  transformer  system  of  distributing  high  poten¬ 
tial  currents  by  means  of  wires  of  small  section.  Nobody  who 
did  not  happen  to  know  something  of  the  subject  would  imagine, 
from  this  manner  of  introducing  it,  that  the  wonderful  advance  in 
electrical  distribution  spoken  of  by  Mr.  Thomson  has  been  on  trial 
for  many  years  in  all  parts  of  the  world.  We  altogether  fail  to 
see  what  justification  the  writer  can  show  for  his  assertion  that 
the  transformer  system  of  distributing  electricity  has  ‘‘within 
the  last  few  months  ”  placed  electric  lighting  in  a  better  position 
as  regards  gas  than  it  previously  occupied.  In  making  such  an 
assertion  he  is  simply  misleading  the  people  of  Manchester. 
Irrespective,  however,  of  the  era  when  his  favourite  system  came 
into  successful  operation,  how  can  Mr.  Thomson  maintain  that  by 
its  aid  electric  lighting  can  be  supplied  in  Manchester  at  a  price 
that  will  enable  it  to  compete  with  gaslight,  when  the  most  ex¬ 
perienced  of  all  the  users  of  the  system — the  Grosvenor  Gallery 
Company,  whose  business  lies  in  the  most  favourable  quarter  of 
London — charge  for  their  services  a  price  equivalent  to  gas  at 
three  times  the  London  rates  ?  Statements  of  this  kind,  made  on 
his  own  authority  by  a  writer  with  a  string  of  capital  letters  after 
his  name,  only  impress  those  who  are  ignorant  of  the  facts,  and 
who  yet  retain  some  faith  in  the  disinterestedness  and  reliability 
of  all  men  of  scientific  eminence.  They  do  no  good  even  to  the 
cause  to  which  the  advocate  is  committed,  because  the  most  super¬ 
ficial  inquiry  addressed  to  those  actually  concerned  in  the  business 
elicits  the  truth,  which  knocks  the  pretty  story  to  pieces. 

The  Westinghouse  Electric  Light  Company  of  America  have 
recently  taken  a  long  stride  in  the  way  of  aggrandisement,  by 
absorbing  the  Consolidated  Electric  Light  Company  of  New  York. 
The  Consolidated  Company  were  owners  of  the  Sawyer- Mann 
incandescent  lamp  patents,  the  right  to  the  use  of  which  now 
passes  to  the  Westinghouse  Company,  and  renders  them  much 
more  independent  of  outside  assistance.  The  consideration  for  the 
amalgamation  is  the  payment  of  interest  on  the  Consolidated 
Company’s  capital  at  the  rate  of  4  per  cent.,  which  amounts  to  the 
sum  of  £30,000  a  year.  After  certain  outstanding  debts  are  cleared 
off,  the  payment  is  to  be  increased  to  6  per  cent.  In  addition  to 
this  the  Westinghouse  Company  agree  to  pay  a  royalty  of  Ic.  on 
every  Sawyer-Mann  lamp  sold,  which  is  expected  to  bring  the 
dividend  of  the  Consolidated  proprietors  up  to  12  per  cent. 
Accordingly,  they  regard  the  arrangement  as  distinctly  better  for 
them  than  their  previous  independent  existence,  when  dividends 
were  always  uncertain  and  seldom  high. 


Hints  to  Gas  Consumers. — Messrs.  James  Milne  and  Son,  of 
Edinburgh  and  Glasgow  (Milne,  Sons,  and  Macfie,  of  London),  have 
issued  a  neat  little  pamphlet  intended  for  distribution  among  gas 
consumers.  The  book  contains  readable  general  information 
respecting  gas,  besides  instructing  consumers  on  the  subject  of 
improved  burners  and  means  of  regulating  consumption,  whereby 
they  may  in  reality  reduce  their  gas  bills  and  obtain  better  lighting  ; 
and  so  escape  the  deceptions  of  the  impostors  who  find  an  easy 
prey  in  the  discontented  user  of  bad  burners.| 


SOUTH  AFRICAN  LIGHTING  ASS9CIATION,  LIMITED. 

In  the  Journal  for  the  6th  inst.,  we  noticed  the  regi^ration  of  a 
Company  under  the  above]  title,  with  a  capital  of  ^50,000  m  ilU 
shares.  It  has  been  formed  for  the  purpose  of  carrying  oiR  cer¬ 
tain  agreements  entered  into  by  Mr.  Corbet  Woodall, 
behalf  of  a  Syndicate,  for  the  acquisition  of  the  Port  Elizabeth  gas 
undertaking,  and  the  lighting  of  King  William’s  Town  ,  also  lor 
lighting  with  gas,  or  gas  and  electricity  combined,  other  towns 
with  which  negotiations  have  been  opened,  if  these  negotiations 
result  in  contracts  being  entered  into. 

South  Africa  at  present  possesses  only  two  gas-works  in  opera¬ 
tion — viz.,  those  at  Capo  Town  and  Port  Elizabeth.  Both  are, 
and  have  been  prosperous,  and  have  paid  good  returns  to  tho 
shareholders.  At  Port  Elizabeth,  we  understand,  that  these  pro¬ 
fits  have  averaged  more  than  15  per  cent,  for  years  past !  but  a 
large  proportion  has  been  wisely  applied  in  reduction  of  capi- 
taljwhich  now  stands  at  £20,000.  This  undertaking  has  been 
purchased  by  the  Syndicate  for  £30,000,  which  is  not  more 
than  the  value  of  the  assets  of  the  Company  appearing  in 
their  balance-sheet.  A  reduction  of  2s.  6d.  per  1000  cubic  feet 
was  made  last  year  in  the  price  charged  for  gas  ;  but  while 
this  will  reduce  the  immediate  profits,  it  will  no  doubt  naturally 
stimulate  the  consumption.  At  King  William’s  Town  a  provisional 
agreement  has  been  entered  into,  giving  the  Association  the  exclu¬ 
sive  right  to  lay  mains  in  the  streets  for  a  term  of  25  years,  at  Uie 
end  of  which  time  tlie  Corporation  may  purchase  on  arbitration 
terms.  King  William’s  Town  should  afford  abundant  business  to 
pav  a  dividend  on  the  small  capital  proposed  to  be  spent  there. 
In  both  these  towns  there  is  considerable  business  done  in  wool 
pressing  and  packing  ;  and  for  these  purposes  gas-engines  are  muc  i 
in  request.  It  is  also  confidently  anticipated  that  in  a  climate 
where  the  sun  through  nearly  the  whole  year  provides  more  heat 
than  is  needful  for  comfort,  gas  cooking-stoves  will  be  readily  pre¬ 
ferred  to  wood  or  coal  fires.  The  Association  contemplate  pro¬ 
viding  electric  light  in  such  places  as  demand  it ;  the  motive  power 
being  gas.  The  heat  of  the  climate  is  such  that  a  demand  tor 
the  coolest  light  obtainable  is  natural,  especially  in  such  places  as 
public  halls  and  theatres— probably  no  better  ventilated  in  bouth 

Africa  than  they  are  at  home.  . 

South  Africa  has  been  a  country  of  alternate  periods  of  pros¬ 
perity  and  adversity  very  sharply  defined  ;  but  in  spite  of  these  fluc¬ 
tuations,  the  gas  companies  have  steadily  prospered.  The  recent 
development  of  the  gold-fields  has  given  considerable  stimulus 
to  the  trade  of  the  country ;  and  its  great  natural  advantages  will 
doubtless  make  it  increasingly  attractive  to  emigrants  ot  the 
better  class,  having  intelligence  and  some  capital.  Such  progress 
is  well  marked  out  by  the  increased  demand  for  gas,  which  enables 
the  price  to  be  reduced,  and  thus  again  the  consumption  is  Simu¬ 
lated.  In  South  Africa  the  abundant  supply  of  cheap  and  efficient 
Kafir  labour,  while  shutting  out  the  European  unskilled  labourer, 
is  a  great  help  to  traders  and  manufacturers. 

The  Association  is  happy  in  its  first  Directors.  They  are  Mr.  D. 
Ford  Goddard,  Assoc.  M.  Inst.  C.E.,  Mr.  James  Mansergh,  M.  Inst. 
C.E.,  and  Mr.  W.  Woodall,  M.P.  Mr.  Goddard  is  well  known  to  our 
readers  as  formerly  Engineer,  and  now  a  Director  of  the  Ipswich 
Gas  Company.  The  name  he  bears  has  for  years  been  honourably 
associated  with  gas  lighting.  Mr.  Mansergh  is  one  of  the  most  emi¬ 
nent  Engineers  of  the  day,  and  a  member  of  the  Council  ot  the  in¬ 
stitution  of  Civil  Engineers.  Few  men  have  had  larger  experience 
in  the  valuation  of  such  property.  Mr.  W.  Wooda,ll,  though  better 
known  by  his  association  in  recent  years  with  political  and  educa¬ 
tional  work,  had  an  early  training  in  gas  management,  which  will 
aid  him  in  the  service  of  the  Association.  As  to  the  gentleman 
under  whose  advice  the  Association  has  been  launched,  it  is  quite 
unnecessary  to  say  anything  to  readers  of  the  J ournal  in  recorn- 
mending  Mr.  Corbet  Woodall’s  skill  and  judgment.  But  it  should 
be  stated  that  he  has  recently  visited  the  Colony,  and  has  formed  a 
very  high  opinion  of  the  prospect  there  is  for  the  profitable  employ¬ 
ment  of  capital  in  gas-works  enterprises  there ;  and  no  better 
presage  is  needed  for  the  ultimate  success  of  the  undei  taking 
now  under  notice. 


THE  IRONMONGERS  EXHIBITION. 

The  Ironmongery  Exhibition  at  the  Agricultural  Hall  is  one  of 
many  annual  fixtures  of  the  kind,  intended,  it  may  be  supposed,  to 
display  to  interested  members  of  the  trades  concerned  the  novel¬ 
ties  and  improvements  which  mark  the  passage  of  time  in  all  pro¬ 
gressive  industries.  It  is  several  years  since  we  noticed  this 
particular  kind  of  exhibition  in  the  columns  of  the  Journal,  and 
t^herefore  we  consider  that  the  time  has  come  for  another  exami¬ 
nation  of  what  may  be  called  the  ironmongery  side  of  the  business 
of  gas  lighting,  with  a  view  to  discovering  what  progress,  if  any, 
could  be  signalized  in  this  department  of  trade.  The  mana,gers  of 
the  show  have  given  it  the  now  hackneyed  title  ‘‘  International;” 
but  habitual  frequenters  of  this  class  of  exhibitions  are  too  well 
accustomed  to  the  matter-of-course  use  of  this  descriptive  prefix 
to  allow  their  expectations  to  be  unduly  aroused  by  it.  Now-a-days 
a  stand  of  American  clocks  and  another  of  German  lead  pencils 
form  sufficient  justification  for  calling  any  British  bazaar  ‘‘  Inter¬ 
national.”  But  this  by  the  way.  We  notice  that  in  the  introduc¬ 
tion  to  the  catalogue,  the  General  Manager  (Mr.  Harry  Etherington) 
claims  for  this  show  the  position  of  first  of  a  series,  in  which  all 
branches  of  the  ironmongery  and  metal  trades  are  to  find  com¬ 
plete  representation.  We  are  unable  to  name  any  particular  feature 
in  which  the  present  exhibition  differs  from  its  precursors ;  but, 
of  course,  Mr.  Etherington  may  know  better.  All  that  we  can  say 
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upon  the  point  is  that  there  is  nothing  apparent  in  the  show, 
either  regarded  as  a  whole  or  taken  piecemeal,  which  would 
lead  an  ordinary  visitor  to  think  it  better  or  worse  than  the 
general  run  of  such  manufacturers’  and  merchants’  bazaars. 
It  is  quite  possible  that  this  is  the  first  of  a  series,  as  Mr. 
Etherington  declares.  But  the  fact  is  ironmongery,  gas-fittings, 
and  the  general  hardware  trades  run  so  far  on  the  one  hand  into 
building  materials,  and  on  the  other  into  furniture — also  the 
names  of  annual  exhibitions — that  this  class  of  commodities  seems 
to  be  always  on  show  somewhere  ;  and  this  consideration  takes  off 
from  the  novelty  of  the  present  exhibition. 

If  for  no  other  reason,  however,  we  are  constrained  to  notice  the 
exhibition  on  account  of  the  inclusion  in  the  catalogue  of  an  intro¬ 
ductory  article  (the  writer  of  which  has  thought  fit  to  withhold  his 
name)  upon  coal  gas  as  adapted  for  lighting,  cooking,  and  trade 
purposes.  Unless  we  are  very  much  mistaken,  the  author  of  this 
very  praiseworthy  little  essay  is  himself  engaged  in  gas  making  ; 
for  the  matter  of  his  remarks  has  a  distinctly  professional  flavour. 
If  anything  is  to  be  said  by  way  of  fault-finding,  it  may  be  that 
the  writer  has  devoted  too  much  of  his  limited  space  to  the 
description  of  gas-works  processes,  in  which  the  visitors  who 
may  be  supposed  to  patronize  an  exhibition  of  ironmongery 
cannot  be  expected  to  take  any  very  considerable  interest.  So 
little  is  popularly  known  about  gas  making,  however,  that  the 
determination  of  the  author  to  make  use  of  his  opportunity  for 
disseminating  a  little  reliable  information  upon  the  subject,  is  not 
to  be  lightly  complained  of.  That  such  a  technical  paper  should 
find  admission  into  the  catalogue  is  a  proof  of  the  desire  of  the 
managers  of  the  exhibition  that  their  enterprise  should  instruct 
their  patrons  in  some  things  not  generally  known,  as  well  as 
benefit  them  in  the  way  of  trade.  We  cannot  speak  too  highly  of 
the  little  article  as  a  whole.  After  telling  comprehensively  and 
accurately  how  gas  is  made,  stored,  distributed,  and  measured,  it 
shades  off  naturally  into  detailed  comments  upon  gas  utilizing 
appliances — not  confining  its  explanations  to  goods  actually 
exhibited  ;  and  after  making  mention  of  the  comparative  excel¬ 
lences  of  gas  and  electric  lighting,  ends  with  some  appropriate 
hints  to  consumers  respecting  the  choice  of  fittings,  burners,  globes, 
and  stoves.  It  is  a  pleasure,  as  great  as  it  is  rare,  to  find  trust¬ 
worthy  information  concerning  gas  lighting  and  the  other  ordinary 
uses  of  gas  in  a  publication  of  this  order ;  and  we  most  heartily 
congratulate  the  General  Manager  of  the  exhibition  upon  the 
wisdom  he  displayed  in  finding  room  for  such  sound  matter,  as  well 
as  the  writer  upon  the  use  he  has  made  of  his  opportunity. 

As  though  not  to  be  charged  with  partiality,  immediately  after 
the  article  on  gas  the  catalogue  has  another  on  electricity  and  its 
uses.  This  also  is  a  neatly-written  little  essay ;  and  we  should 
not  be  surprised  to  learn  that  it  came  from  the  same  hand  that 
wrote  the  article  on  gas,  because,  while  very  fair  and  comprehen¬ 
sive,  it  leaves  out  of  accoimt  many  things  that  a  professional  elec¬ 
trician  would  have  been  certain  to  mention,  and  is  also  pheno¬ 
menally  devoid  of  boasting  and  prophecy.  If  it  had  but  contained 
a  single  estimate  of  the  cost  of  electric  lighting,  showing  it  to  be 
cheaper  than  gas,  or  had  finished  with  the  frank  declaration  that 
the  days  of  gas-hghting  are  numbered,  and  that  the  electric  light  is 
to  be  “  the  light  of  the  future,”  we  might  have  thought  differently  ; 
but  the  absence  of  such  statements  impels  us  to  declare  the  opinion 
that  the  article  was  not  written  by  an  electrician.  Its  usefulness 
is  not  imperilled  on  this  account ;  indeed,  it  is  much  more  reliable 
than  the  great  majority  of  electricians’  papers. 

We  have  devoted  a  good  deal  of  space  to  the  discussion  of 
these  features  of  the  catalogue ;  and  our  excuse  must  be  that, 
in  point  of  fact,  the  catalogue  is  almost  the  best  thing  about  the 
exhibition.  Not  that  there  are  not  some  particularly  interesting 
exhibits.  For  example,  the  first  object  that  strikes  a  visitor 
upon  entering  the  hall  is  the  stand  of  the  British  Gas- 
Engine  Company,  Limited  (Atkinson’s  patent  engines),  where 
several  of  the  latest  forms  of  these  remarkable  motors  are  shown 
in  operation.  The  arrangement  of  the  working  parts  of  these 
engines  has  been  altered  since  their  action  was  described  by  Mr. 
Denny  Lane  to  The  Gas  Institute  in  1885  ;  and  they  now  look 
more  like  the  general  type  of  reciprocating  engines.  One  of  them 
is  driving  a  dynamo  supjilying  incandescent  lamps,  which  are  very 
steady.  Messrs.  J.  E.  H.  Andrew  and  Co.,  Limited,  also  show 
some  “  Stockport  ”  gas-engines — one  being  specially  adapted  for 
working  a  hydraulic  lift,  and  another  driving  an  exhibit  of  Brush 
arc  lamps.  Messrs.  Dick,  Kerr,  and  Co.  show  a  collection  of 
“  Griffin  ”  gas-engines,  also  supplying  power  for  electric  lighting, 
pumping,  ventilation,  &c.  Messrs.  Hartley,  Arnoux,  and  Fanning, 
of  Stoke-upon-Trent,  show  an  “  Albion”  silent  gas-engine  of  their 
own  manufacture.  It  will  thus  be  perceived  that,  notwithstanding 
the  abstention  of  some  well-known  gas-engine  makers,  these 
machines  are  fairly  represented  at  Islington. 

There  are  several  exhibitors  of  gas  fires  and  heating-stoves,  some 
of  which  are  distinctly  more  curious  than  useful.  Among  the 
exhibitors  of  this  class  of  goods  may  be  named  Messrs.  C.  Wilson 
and  Sons,  Messrs.  T.  Fletcher  and  Co.,  the  L.  W.  Leeds  Stove 
Company,  Limited,  Mr.  F.  Siemens,  Messrs.  Greenall  and  Co., 
Messrs.  J.  Wright  and  Co.,  Messrs.  Freeman,  Emery,  and  Co.,  and 
Messrs.  Arden  Hill  and  Co.  Besides  these  firms,  whose  speci¬ 
alities  in  this  line  are  well  known,  there  are  others  who  strive  to 
tempt  the  public  with  a  variety  of  fanciful  stoves  in  which  the 
power  of  the  gas  consumed  is  supposed  to  be  magnified  by  different 
devices.  Great  use  is  made  of  coloured  glass,  vitrefied  ware,  and 
polished  brass  in  some  of  these  productions.  In  gas-cooking  stoves, 
which  are  shown  by  Messrs.  Thomas  Fletcher  and  Co.,  Messrs. 


Charles  Wilson  and  Co.,  Messrs.  Arden  Hill  and  Co.,  and  Messrs. 
E.  Siddaway  and  Sons,  there  is  nothing  novel  to  remark ;  but  we 
observed  a  noteworthy  addition  to  the  resources  of  consumers  of 
gas  and  oil  in  the  stand  of  the  Wanzer  Company,  Limited, 
who  show  some  really  remarkable  lamps  and  heating-stoves 
for  gas  and  oil.  In  these  stoves  the  heat  of  the  oil  or  gas 
flame — for  the  principle  is  identical  in  both  cases — is  applied  to  a 
circulating  hot  water  and  steam  warming  system  ;  the  idea  being 
that  the  air  admitted  to  the  room  passes  in  contact  with  these 
steam-pipes,  and  condenses  the  steam  into  water,  which  falls  down 
to  the  boiler  and  is  heated  over  again.  Of  course,  it  is  impossible 
to  form  a  correct  notion  of  the  true  utility  of  such  arrangements 
without  proper  tests ;  but  so  far  as  its  application  to  oil  heating- 
stoves  is  concerned,  the  principle  seems  to  be  a  decided  advance. 
The  Wanzer  Company  also  show  a  peculiar  petroleum  lamp,  burn¬ 
ing  without  a  chimney.  It  is  claimed  that  these  lamps  are  per¬ 
fectly  safe,  and  may  be  thrown  down  while  alight  without  danger 
of  explosion.  The  necessary  draught  for  burning  the  oil  with¬ 
out  smoke  is  produced  by  a  fan  driven  by  clockwork,  and 
requiring  to  be  wound  up  occasionally,  like  the  spring  of  the  old- 
fashioned  moderator  lamps.  These  lamps  burn  very  well ;  but 
one  of  the  chief  advantages  claimed  for  them  is  that,  owing  to 
the  absence  of  a  chimney,  they  can  be  used  for  cooking  as  well  as 
lighting.  For  this  purpose  a  light  wire  framework,  standing  on 
the  body  of  the  lamp — which,  it  should  be  stated,  is  all  of  metal — 
supports  a  steel  cooking-pot  capable  of  being  converted  into  an 
oven.  A  3-inch  flame  of  petroleum,  such  as  these  lamps  are 
capable  of  giving  at  their  best,  is  very  hot,  and  quite  powerful 
enough  to  do  the  cooking  required  for  a  small  family.  The 
arrangement  may  be  found  very  handy  in  small  households, 
especially  in  the  country,  and  certainly  does  not  help  to  favour  the 
idea  that  gas  is  the  only  friend  of  the  poor  man ;  but,  of  course, 
the  lamp  has  its  limitations.  Such  as  it  is,  however,  the  Wanzer 
exhibit  struck  us  as  one  of  the  greatest  novelties  of  the  show. 

There  is  not  much  to  be  said  about  the  gas  burners  and  fittings. 
Mr.  F.  Siemens  has  the  best  display  of  regenerative  lamps ;  but 
Messrs.  H.  Greene  and  Sons  show  their  governors,  Brenner’s 
burners,  and  the  Westphal  regenerative  lamps,  which  are  also  used 
to  light  Messrs.  Fletcher’s  stand  of  gas-stoves.  Messrs.  Greenall 
and  Co.,  of  Manchester,  also  exhibit  a  lamp  of  the  same  character 
— Marsh’s  patent.  Considering  the  numbers  of  this  class  of  gas- 
lamps  that  are  patented  weekly,  it  is  strange  that  so  few  novelties 
of  the  kind  are  found  at  exhibitions.  Gas-governors  are  also  shown 
by  Mr.  A.  E.  Beck,  Messrs.  H.  Harrison  and  Co.,  Mr.  J.  Parkinson, 
and  Messrs.  Weir  Bros.  There  is  a  sprinkling  of  those  catchpenny 
gas-burners  and  toy  fittings  always  to  be  found  in  such  places ;  but 
they  are  not  offensively  prominent. 


Mid -Sussex  Water  Company,  Limited. — By  an  advertisement 
which  appears  in  another  column,  our  readers  will  see  that  the 
Directors  of  this  Company  (the  formation  of  which  was  mentioned 
in  the  Journal  last  week)  are  inviting  applications  for  the  6000 
shares  which,  as  already  stated,  they  purpose  issuing,  out  of  the 
7000  into  which  the  entire  capital  is  divided.  The  Company’s 
district  covers  a  large  area,  comprising  Hayward’s  Heath,  Cuck- 
field,  Lindfield,  Balcombe,  and  portions  of  Wivelsfield  and 
Ardingly,  in  which  a  good  supply  of  water  is  greatly  needed.  The 
neighbourhood  of  the  three  first-named  places  is  of  a  superior  resi¬ 
dential  character  ;  and  the  building  of  first-class  houses  and  villas 
will  no  doubt  be  stimulated  by  the  existence  of  such  a  supply  of 
good  water  as  the  Company  will  be  prepared  to  furnish.  The  site 
for  the  works  (which  have  been  designed  by  Mr.  Jabez  Church, 
M.  Inst.  C.E.,  and  are  being  carried  out  by  Messrs.  J.  and  H.  Bobus) 
has  been  well  selected  for  procuring  an  abundance  of  water,  which 
will  be  supplied  by  gravitation.  It  is  expected  that  the  works  will 
be  ready  by  September  next.  The  Chairman  of  the  Company  is 
Lieut.-Gen.  Sir  John  Stokes,  K.C.B. ;  and  the  other  members  of 
the  Board  are  gentlemen  whoso  names  are  known  to  most  of  our 
readers.  The  field  of  operations  seems  to  have  been  well  chosen  ; 
and,  with  good  management,  the  undertaking  should  not  be  less 
successful  than  others  of  similar  character  and  extent. 

Manchester  District  Institution  of  Gas  Engineers. — The 
seventy-sixth  quarterly  meeting  of  this  Institution  will  be  held  at 
the  Victoria  Hotel,  Manchester,  on  Saturday  next,  under  the  pre¬ 
sidency  of  Mr.  Thomas  Duxbury,  of  Darwen.  The  business  before 
the  meeting  includes  the  election  of  President  for  the  ensuing  year; 
an  alteration  of  rules,  to  enable  two  Honorary  Secretaries  (instead 
of  one,  as  at  present)  to  be  appointed ;  and  the  adjourned  dis¬ 
cussion  on  two  papers  read  at  previous  meetings.  Mr,  James 
Dalgliesh’s  paper,  on  ‘‘  Oil  and  other  Illuminants,  and  their  Effect 
on  Gas  Consumption,”  will  first  be  discussed  ;  and  afterwards  Mr. 
T.  Newbigging’s  paper  (read  at  Doncaster  three  months  since), 
on  “  Gasholders  without  Upper  Guide-Framing.”  A  paragraph 
appearing  elsewhere  mentions  that  Mr.  Newbigging  has  left 
England  for  a  professional  engagement  in  South  Africa  ;  and  so  he 
wiU  not  be  present  at  the  meeting.  It  is  understood,  however, 
that  Mr.  Gadd— to  a  description  of  whose  invention  the  paper  was 
mainly  devoted— will  be  present;  and,  with  the  consent  of  the 
meeting,  will  reply  to  the  discussion  on  Mr.  Newbigging’s  behalf. 
After  the  transaction  of  this  business,  should  time  permit,  the 
attention  of  the  members  will  be  asked  to  the  subject  of  “  The 
Presence  of  Water  or  Moisture  in  Coal,  and  its  Effects  ” — a  paper 
bearing  this  title  having  been  prepared  by  Mr.  Newbigging,  and 
left  with  the  Honorary  Secretary  (Mr.  Harrison  Veevers)  for 
presentation  to  the  meeting. 
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THE  DISPOSAL  OF  RESIDUAL  PRODUCTS. 

For  every  material  or  product  in  the  market,  there  is  a  certain 
value,  representing  what  it  is  worth  to  the  purchaser.  This  may 
be  called  its  intrinsic  value ;  and  although  it  may  occasionally 
happen  that  the  purchaser,  through  ignorance,  pays  more  than  the 
intrinsic  value,  as  a  general  rule  he  gives  rather  less.  The  influences 
of  competition,  both  amongst  buyers  and  sellers,  tend  to  keep  the 
price  very  near  to  the  actual  value,  and  a  trifle  under,  in  general, 
rather  than  over  it.  It  is  the  business  of  every  manufacturer  or 
producer  to  see  that  he  secures  as  nearly  as  possible  the  intrinsic 
value  of  his  commodities ;  and  it  does  not  follow,  from  the  fact  oi 
it  being  actually  secured  in  the  open  market,  that  the  original 
seller  is  successful  in  this  respect.  Astute  speculators  may  have 
got  the  market  into  their  own  hands  j  a  cumbrous  system  ot 
middlemen  and  agencies  may  have  been  established  or  the  con¬ 
sumer  may  live  in  another  quarter  of  the  globe,  thus  causing  a 
great  expense  for  carriage.  Since  the  consumer  will  not  pay  more 
than  the  intrinsic  value  of  the  article  bought,  all  expenses  in  the 
way  of  carriage,  commission  to  dealers,  &c.,  may  be  regarded  as 
coming  from  the  pocket  of  the  original  seller.  Take  the  case  of 
any  product — let  us  say,  coal — having  an  intrinsic  value  of  20s.  per 
ton.  The  consumer  will  not  pay  more  than  20s. ;  so  that  if  the 
cost  of  conveying  it  to  him  is  .5s.,  and  it  is  not  sold  directly  to 
him,  but  through  middlemen  who  expect  to  make  5s.  per  ton 
profit,  it  follows  that  only  10s.  is  left  for  the  producer.  So  it  is 
obviously  to  the  advantage  of  the  seller  to  supply  the  user  direct, 
without  the  intervention  of  middlemen  or  agents,  and  also  to  find 
a  customer  as  near  as  possible — -next  door  if  he  can — so  as  to  save 
the  expense  of  carriage.  Of  course,  there  are  cases  where  it  is  pos¬ 
sible  to  make  the  consumer  bear  a  proportion  or  the  whole  of  the 
carriage  and  of  the  agency  expenses,  or  where  the  intrinsic  value 
of  the  article  varies  in  different  localities.  But  the  enterprise  of 
the  age  tends  to  reduce  these.  If  coal  is  costly  in  any  particular 
locality,  by  reason  of  heavy  charges  tor  carriage,  &c.,  endeavours 
are  made  to  find  it  in  the  immediate  neighbourhood,  or  else  to  light 
upon  a  substitute,  such  as  wood,  petroleum,  &c. 

Whatever  may  be  the  exception  to  our  argument,  it  certainly 
applies  to  the  residual  products  from  gas  undertakings  ;  and  the 
present  time,  when  coke  and  tar  show  signs  of  rising  in  value,  is 
opportune  for  returning  to  the  consideration  of  a  subject  which 
has  repeatedly  occupied  attention  in  these  columns — viz.,  How  to 
dispose  of  these  residuals  to  the  best  advantage.  In  connection 
therewith,  attention  may  be  directed  to  the  two  papers  on  “  Coke,” 
by  Mr.  C.  Gandon,  Engineer  of  the  Crystal  Palace  District  Gas 
Company,  and  by  Mr.  C.  E.  Jones,  of  Chesterfield,  respectively, 
which  were  read  at  the  1887  meeting  of  The  Gas  Institute.  The 
utterances  of  Mr.  Gandon  are  especially  interesting,  because  it 
is  known  that  the  Crystal  Palace  Gas  Company  were  among  the 
first  to  give  proper  attention  to  the  disposal  of  residuals.  Mr. 
Gandon  points  out  one  remarkable  fact.  Taking  the  prices  of  coal 
m  different  towns,  and  comparing  them  with  the  price  of  coke  in 
each  case,  he  finds  that,  weight  for  weight,  coke  sometimes  returns 
120  per  cent,  on  the  price  of  the  coal,  whilst  under  other  circum¬ 
stances  only  40  per  cent,  can  be  obtained.  Assuming  a  fixed  value 
of  10s.  per  ton  for  coal  the  price  realized  for  coke  ranges  from 
4s.  to  12s.,  according  to  circumstances.  This  wide  variation  cannot 
be  accounted  for,  since  it  may  fairly  be  expected  that  the  intrinsic 
value  of  coke  would  be  regulated  by  that  of  coal.  It  we  assume  a  fixed 
intrinsic  value  for  the  one,  we  should  expect  the  same  for  the  other. 
The  calorific  value  of  coke  is  about  equal,  weight  for  weight,  to  that 
of  coal ;  and  it  possesses  some  advantages  and  some  disadvantages 
as  compared  therewith.  We  do  not  know  of  any  circumstances, 
except  to  a  limited  degree,  that  should  unduly  inflate  the  demand 
for  coke  in  one  locality,  or  depress  it  in  another.  In  the  case  of  a 
large  production — as,  for  example,  at  the  Beckton  Gas-Works — 
the  expenses  of  carriage,  &c.,  must  be  expected  to  operate  against 
the  Company  to  some  extent.  A  correspondent  in  these  columns 
has  pointed  out  the  real  state  of  the  case — viz.,  that,  as  a  general 
rule,  the  prices  realized  for  coke  are  far  below  its  intrinsic  value 
as  fuel.  Instead  of  receiving  nearly  the  equivalent  of  the  intrinsic 
value,  the  producer  gets  a  small  proportion  only — the  remainder 
being  divided  between  the  consumer,  the  cost  of  carriage,  and  the 
middlemen,  dealers,  &c.  In  many  towns  an  analogous  state  of 
things  prevails  with  regard  to  tar  and  sulphate  of  ammonia. 

One  of  the  departments  which  come  under  the  charge  of  a  gas¬ 
works  manager  is  that  of  the  sale  of  residuals.  Obviously,  his 
duty  is  to  dispose  of  them  to  the  best  advantage.  The  recent  fall 
in  the  values  of  tar  and  ammonia  has  directed  attention  to  this 
department :  and  probably  the  advance  in  the  value  of  coke  is  in 
some  part  due  to  the  endeavours  that  have  been  made  to  develop 
a  local  trade  for  it,  so  that  it  might  to  some  extent  compensate  for 
the  deficiency  on  the  other  residuals.  The  chief  thing  is  to  get 
into  direct  communication  with  the  consumer.  If  a  local  demand 
does  not  exist,  the  question  of  creating  it  should  be  carefully 
considered.  Many  difficulties  may  have  to  be  encountered,  and 
rapid  progress  in  the  direction  of  the  entire  disposal  of  all  the 
residuals  by  retail  trade  may  not  be  possible.  But  by  perseverance 
in  turning  to  account  any  means  that  offer — remembering  that 
even  a  small  demand  is  not  unworthy  of  notice,  as  it  helps  towards 
the  desired  end— substantial  progress  may  soon  be  made.  Notwith¬ 
standing  all  that  has  been  written  on  the  subject,  there  is  still 
much  to  be  done,  in  many  districts,  in  the  way  of  introducing  coke 
as  an  article  of  household  consumption ;  in  pushing  the  use  of  tar 
for  pavements,  for  artificial  asphalte,  as  a  preservative  paint  for 
rough  woodwork,  and  for  many  other  purposes  ;  and  in  bringing 
sulphate  of  ammonia  before  the  notice  of  agriculturists. 


When  any  of  these  materials  are  disposed  of  to  a  customer  at 
a  distance,  there  is  the  cost  of  carriage  to  be  met,  the  burden  of 
which  comes  chiefly  upon  the  seller.  If  the  sales  are  conducted 
through  the  agency  of  middlemen  or  dealers,  the  result  is  not  only 
a  present  but  also  a  prospective  disadvantage  to  the  sellers.  The 
dealer’s  profit  must  be  paid  out  of  the  transaction ;  and  there  is 
also  a  tendency  to  allow  him  to  get  a  certain  control  of  the  trade, 
which  he  will  not  hesitate  to  use  to  his  own  advantage  in  the 
future.  In  respect  to  all  classes  of  gas-works  residuals,  these  two 
points  have  not  been  sufficiently  appreciated.  Especially  there 
have  been  signs  of  gradual  encroachment  in  allowing  the  dealers 
to  obtain  a  command  of  the  trade.  It  usually  happens  that  gas 
engineers  have  so  many  engagements  in  connection  with  the 
several  details  incidental  to  the  manufacture,  distribution,  and 
sale  of  their  gas,  and  in  meeting  the  demands  of  a  continually 
increasing  business,  that  the  residuals  market  is  of  necessity  left 
to  take  its  own  bearings.  They  are  only  too  glad  to  get  rid  of 
surplus  stock  to  dealers  at  any  reasonable  price.  They  find  it 
more  convenient  to  dispose  of  the  products  in  large  parcels  by 
contract,  than  to  sell  them  out  in  small  lots  by  retail.  A^et  it  is 
evident  that  considerable  benefit  will  follow  careful  attention  to 
the  possibilities  of  developing  home  retail  trade.  This  may  be 
easily  proved  by  examining  the  published  accounts  of  those  gas- 
undertakings  of  which  the  managers  are  known  to  have  given  due 
regard  to  the  point  now  under  consideration,  and  by  comparing 
with  the  general  average  the  returns  realized  for  residuals  per  ton 
of  coal  carbonized.  We  do  not  hesitate  to  say  that  if  this  depart¬ 
ment  received  the  attention  it  deserves  in  every  case,  the  large 
range  of  variation  that  was  observed  by  Mr.  Gandon  would  be 
materially  reduced. 

The  plan  of  fixing  a  moderately  high  retail  price,  and  of  dispos¬ 
ing  of  the  surplus  at  a  much  lower  rate  in  order  to  keep  the  stocks 
down,  may  do  very  well  so  long  as  the  bulk  of  the  products  are 
sold  off  by  retail.  But  when  the  “  surplus  ”  becomes  an  important 
proportion  of  the  whole,  matters  are  not  so  favourable  to  the  seller. 
The  dealers  acquire  sufficient  command  of  the  trade  to  be  able  to 
bring  various  influences  to  bear  with  a  view  to  their  own  advantage. 
Their  interest  is  to  buy  cheaply  and  sell  dearly  ;  and  they  have  no 
inducement  to  study  the  advantage  of  the  producer,  but  rather  the 
reverse.  If  a  large  quantity  of  surplus  coke  has  been  so  disposed 
of,  the  gas  manager  may  find  his  own  coke  brought  into  competition 
with  his  retail  trade.  Instances  could  be  cited  where,  with  a  retail 
price  of  12s.  per  ton  at  the  works,  the  surplus  had  been  sold  to 
merchants  at  8s.  per  ton,  and  the  merchants  had  actually  com¬ 
peted  with,  and  secured  a  share  of,  the  gas-works  retail  trade  at 
(say)  11s.  Coal  merchants  are  glad  to  take  large  coke  contracts, 
under  some  circumstances,  at  barely  remunerative  rates,  in  order 
that  they  may  be  able  to  keep  together  a  coal-supply  connection. 
This  disadvantage  has  been  recognized,  and  sought  to  be  met  by  a 
stipulation  that  the  coke  supplied  at  the  cheap  rate  is  not  to  be 
offered  for  sale  in  the  district  of  the  producer.  But  such  a  pro¬ 
ceeding  is  simply  protecting  oneself  at  the  expense  of  one’s  neigh¬ 
bours.  It  is  in  effect  saying  :  “Go  and  injure  the  retail  trade  of 
some  other  gas  undertaking  ;  it  does  not  matter  to  me  so  long  as 
you  leave  mine  alone.”  And  so  we  come  to  the  edifying  prospect  of 
two  towns,  situated  (say)  50  miles  apart,  where  large  quantities  of 
“  surplus  ”  coke  from  A  are  delivered  to,  and  sold  by  dealers  at  B, 
at  the  same  time  that  “  surplus”  coke  from  B  is  being  forwarded 
for  sale  at  A.  There  are  many  small  towns  where,  if  left  to 
themselves,  the  limited  production  of  coke  could  be  disposed  of  at, 
let  us  say,  15s.  per  ton.  But  a  practically  unlimited  supply  is 
brought  in  by  the  coal  merchants  from  a  large  gas-works  any¬ 
where  within  a  radius  of  50  miles,  and  offered  at  a  lower  figure- — 
perhaps  10s.  ;  and  consequently  the  local  production  must  be  dis¬ 
posed  of  at  an  equally  low  rate.  The  owners  of  the  small  works 
are,  in  fact,  forced  to  sell  at  prices  fixed  by  the  coal  merchants. 
These  circumstances  seem  to  point  to  the  desirability  of  a  mutual 
understanding  between  gas  undertakings  on  the  subject  of  the  price 

of  coke.  -1  •  r 

Let  us  now  briefly  review  the  circumstances  of  the  production  of 
gas-works  residuals.  In  the  first  place,  it  cannot  be  limited  or 
restricted  in  any  way.  So  long  as  the  demand  for  gas  increases, 
the  production  of  coke,  tar,  and  ammonia  will  also  be  increased, 
whether  they  are  worth  much  or  little  in  the  market.  Sometimes 
it  has  even  been  necessary  to  pay  for  the  removal  of  tar  and 
ammoniacal  liquor.  If  a  manufacturer  of  any  article  nails,  for 
instance — finds  he  has  accumulated  a  larger  stock  than  there  is 
any  immediate  demand  for,  he  can  limit  the  production  for  a  time, 
and  BO  reduce  his  stock.  But  gas  engineers  cannot  resort  to 
expedients  of  this  sort.  A  second  consideration  is  that  gas-works 
are  a  permanency,  and  not  a  temporary  undertaking  that  will  be 
closed  in  a  year  or  two.  Under  such  circumstances,  it  is  neces¬ 
sary  to  look  beyond  the  mere  disposal  of  the  products  at  the  best 
price  obtainable  for  the  time  being.  The  policy  of  shipping  off 
large  quantities  at  cheap  rates  may  result  in  some  temporary  ad¬ 
vantage  ;  but  if  this  is  purchased  at  the  expense  of  a  permanent 
prejudicial  effect  on  the  market  at  large,  it  may  be  bought  too 
dearly.  On  the  contrary,  a  policy  of  an  opposite  character  may  be 
the  wiser — viz.,  to  bear  some  temporary  loss,  in  order  to  put  the 
market  on  a  firmer  or  better  basis,  with  a  view  to  future  business. 
The  policy  followed  in  the  disposal  of  residuals  should  certainly  be 
based  on  the  two  considerations  of  illimitable  and  of  permanent 
production. 

In  this  connection,  apart  from  wholesale  and  retail  considera¬ 
tions,  a  large  number  of  small  customers  are  greatly  preferable 
to  a  few  large  ones.  In  gas  undertakings  where  the  sale  of 
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residuals  is  entirely  confined  to  a  few  dealers  or  larg;e  consumers, 
some  little  sacrifice  may  judiciously  be  accepted,  if  necessary,  in 
order  to  make  the  change.  Suppose  two  undertakings,  each  selling 
10,000  tons  of  coke  per  annum,  but  the  one  disposing  of  this 
quantity  to  ten  large  customers,  who  may  either  be  dealers  or 
iond  fide  users,  and  the  other  having  a  circle  of  a  thousand 
customers.  The  ten  large  customers  would  be  in  a  continual 
state  of  activity,  seeking  for  every  opportunity  of  beating  down 
the  price.  They  might  even  come  to  some  sort  of  understanding 
between  themselves.  In  any  case  they  would  be  continually  on 
the  look-out  for  cheaper  quotations  from  neighbouring  towns,  or 
possibly  for  other  fuels,  suclj  as  anthracite.  The  practical  result 
would  be  that  they  must  be  continually  supplied  at  the  lowest 
price  in  the  neighbourhood ;  and  if  one  or  two  of  them  were  lost, 
the  effect  would  be  very  marked,  and  even  disastrous.  With  the 
small  consumers  the  case  is  very  different.  So  long  as  they  are 
supplied  with  a  good  article  at  a  fair  price,  they  go  on  continually 
from  year  to  year.  The  loss  of  a  few  of  them  is  not  felt ;  and,  on 
the  average,  the  demand  is  more  likely  to  keep  regular.  Unless 
driven  to  it  by  exorbitant  charges,  they  are  not  likely  to  look  about 
for  cheaper  quotations  elsewhere.  Therefore,  even  if  the  result  of 
establishing  a  retail  trade  was  a  temporary  loss,  it  might  be  worth 
incurring ;  but,  as  a  matter  of  fact,  not  only  is  the  market  put  upon 
a  firmer  and  more  durable  basis,  but  an  actual  improvement  in 
returns  is  at  once  obtained. 

The  various  courses  that  commend  themselves  in  the  establish’ 
ment  of  a  retail  local  trade,  have  been  so  frequently  set  forth  that 
they  need  not  be  repeated  here.  A  great  deal  depends  upon  the 
commercial  instinct  and  ability  of  the  manager,  or,  in  large  works, 
of  the  person  who  may  be  appointed  to  the  control  of  this  impor¬ 
tant  department,  in  being  able  to  utilize  to  the  utmost  the  peculiar 
circumstances  under  which  he  is  placed.  The  methods  followed 
in  developing  any  business  have  a  strong  family  likeness.  Perhaps 
there  may  be  competition  of  a  special  character  to  be  encountered. 
In  coal  districts,  coke  manufactured  from  small  coal  and  waste  at 
the  pits  may  perhaps  be  offered  for  sale  in  large  quantities ;  and 
it  is  preferable  to  gas  coke  for  some  manufacturing  purposes — 
being  harder  in  texture  and  not  so  liable  to  decrepitate.  Special 
circumstances,  of  course,  call  for  special  means.  But,  speaking 
in  a  general  way,  there  are  two  important  items  to  be  considered 
— How  to  get  orders  ;  and  how  to  execute  them  promptly  and  satis¬ 
factorily  when  secured.  As  regards  the  first,  every  kind  of  adver¬ 
tising  may  be  resorted  to — such  as  the  columns  of  local  papers,  the 
backs  of  gas  bills,  circulars,  and  posters,  or  even  special  arrange¬ 
ments  in  the  way  of  sending  out  agents  to  solicit  orders.  The 
amount  expended  in  advertising  will,  of  cotirse,  depend  on  the 
quantity  of  products  to  be  sold,  and  the  extra  custom  that  may 
be  reasonably  expected  to  result.  Indiscriminate  advertising  may 
do  no  good  ;  for  it  is  just  as  easy  to  waste  money  in  advertising  as 
in  any  other  way.  The  object  of  advertising  is  to  bring  the  article 
offered  for  sale  prominently  before  the  attention  of  probable  buyers 
who  are  not  likely  to  be  attracted  to  it  in  any  other  way  ;  and 
successful  advertising  consists  of  something  more  than  the  mere 
distribution  of  orders  with  a  lavish  hand,  and  trusting  to  chance 
for  the  result.  Care  must  be  taken,  too,  not  to  stop  at  getting  the 
orders.  The  convenience  of  customers  should  be  studied  in  every 
possible  way.  They  should  be  able  to  secure  prompt  delivery — 
either  in  their  own  conveyances  at  the  works,  or  by  the  company’s 
vans  at  their  residence  or  place  of  business,  as  may  be  preferred — 
and  that  in  quantities  large  or  small  according  to  requirements. 


Sulphate  Plant  for  Milan. — Mr.  Henry  Simon,  of  Manches¬ 
ter,  has  just  received  instructions  from  the  Continental  Union  Gas 
Company,  to  erect,  at  their  Milan  works,  one  of  his  most  improved 
plants  for  the  continuous  distillation  of  liquor  in  the  manufacture 
of  sulphate  of  ammonia. 

The  Amyl-Acetate  Lamp. — At  the  last  meeting  of  the  Society 
of  German  Gas  and  Water  Engineers,  the  Photometric  Committee 
presented  a  report  in  which  the  advantages  of  the  amyl-acetate 
lamp  as  a  standard  of  light  were  dwelt  upon.  Before  coming  to 
any  decision  on  the  subject,  however,  it  was  resolved  to  communi¬ 
cate  with  the  Physikalischtechnische  Reichsanstalt,  with  a  view  to 
carrying  out  some  experiments  on  the  relative  luminosity  of  this 
light  and  other  standards  at  present  in  use. 

The  Electric  Street  Lighting  Experiment  at  Barnet. — 
Alluding  to  this  matter  in  their  last  week’s  issue,  the  Electrical 
Review  states  that  its  representative,  on  a  recent  evening,  was 
“  fortunate,  or  perhaps  it  would  be  nearer  the  truth  to  say  unfor¬ 
tunate,  enough  to  witness  the  Barnet  electric  light  installation  in 
all  its  glory ;  ”  and  he  is  able  to  assert  that  the  lighting  was  in  no 
respect  superior  to  that  of  ordinary  gas-lamps.  Continuing,  our 
contemporary  says  :  “  The  filaments  were  in  various  stages  of 
incandescence  (the  light  from  several  being  decidedly  inferior  to 
gas) ;  and  as  the  number  of  lamps  in  circuit  falls  short  by  some 
dozens  of  the  number  of  displaced  gas  jets,  we  can  only  conclude 
that  if  the  illumination  witnessed  by  us  represents  the  normal  state 
of  the  Barnet  streets,  the  inference  is  obvious.  We  have  no  desire 
to  make  matters  worse  than  they  are  ;  but  we  do  think  that  it  is 
decidedly  bad  policy  to  blind  one’s  self  to  actual  facts  as  they  exist. 
We  therefore  feel  that  our  contemporary  [the  Electrical  Engineer] 
showed  somewhat  bad  taste  in  attributing  to  the  gas  journals  and 
the  local  press,  a  desire  to  disparage  the  installation  generally. 
Surely  gas  journals  can  give  their  honest  convictions  ;  and  we  find 
that  they  are  not  invariably  behindhand  in  bestowing  praise  even 
to  electric  lighting,  where  praise  is  due,” 
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Preserving  Exposed  Ironwork. 

Mr.  John  Heald,  the  proprietor  of  the  machine-works  at 
Crockett,  Contra  Costa  County,  California,  has  for  some  years 
past  been  experimenting  with  a  view  to  preserving  exposed  iron¬ 
work,  and  has  demonstrated  some  things  respecting  this  important 
matter  that  may  be  of  great  value.  Mr.  Heald  some  years  ago 
had  occasion  to  move  a  gasholder  at  Vallejo,  and  happened  to 
notice  on  the  old  plates,  which  were  badly  corroded,  that  the 
“  shipping  marks  ”  on  the  sheets  were  perfectly  preserved.  This 
led  to  the  examination  of  other  cases  of  the  kind  where  marking 
had  been  done  on  ironwork ;  and  also  to  experimenting  with 
turpentine  and  white  lead  as  a  first  coating  to  prevent  rust.  It 
was  found  that,  when  surfaces  are  coated  with  finely  ground  lead, 
thinned  with  spirits  of  turpentine,  no  corrosive  action  or  scaling 
takes  place,  even  when  heavy  coats  of  paint  are  afterwards  put  on 
the  outside.  Mr.  Heald  says  that  common  paint  mixed  with  oil  is 
too  thick  to  penetrate  or  close  the  imperfections  of  the  surface  and 
penetrate  beneath  the  scale  where  it  exists,  thus  leaving  places  for 
corrosion  to  begin  beneath  the  paint.  With  turpentine  and  white 
lead  mixed  thin,  the  very  pores  of  the  iron  are  closed.  The  inter¬ 
stices,  to  so  call  them,  are  too  minute  to  receive  the  body  which  oil 
gives,  but  are  closed  by  the  thinner  compound.  This  is  the  theory, 
says  Iron ;  but  that  is  of  no  consequence  so  long  as  the  fact  is 
known.  'The  process  will  be  an  important  one  for  iron  vessels, 
above  water  at  least.  The  wash  can  be  quickly  put  on,  and  will 
dry  in  a  short  time. 

The  Dangers  of  Water  Gas. 

In  a  paper  read  by  Herr  C.  Hartmann  at  Diisseldorf,  before  a 
meeting  of  the  Union  of  Sanitary  Engineers,  he  stated  that  water 
gas,  as  ordinarily  made,  contained  at  least  30  per  cent,  of  carbonic 
oxide,  as  compared  with  from  3  to  10  per  cent,  in  coal  gas.  Accord¬ 
ing  to  Pettenkofer,  air  containing  0’2  per  cent,  of  carbonic  oxide  is 
fatal  to  life,  whilst  air  containing  about  0'7  per  cent,  of  coal  gas  is 
slightly  poisonous.  As,  however,  coal  gas  can  be  detected  by  its 
smell  when  from  O'Ol  to  0‘02  per  cent,  is  present,  there  is  a  margin 
of  safety  ;  but  this  is  not  the  case  with  water  gas.  While  admitting 
that  water  gas  might  be  used  with  due  precautions  for  industrial 
purposes  in  which  many  other  poisonous  substances  were  already 
employed,  Herr  Hartmann  was  strongly  opposed  to  its  use  for 
domestic  lighting.  In  proof  of  his  assertion  that  it  is  dangerous, 
he  adduced  the  following  table.:  of  deaths  in  New  York  from  poison¬ 
ing  by  water  gas  and  coal  gas  respectively  : — 

Water  Gas.  Coal  Gas. 


1880  .  14  1 

1881  . 18 . 3 

1882  .  22  . 2 

1883  .  20  0 

1884  .  19  2 

1885  .  18  0 

1886  .  35  1 

1887  .  27  0 

1888  (January  and  February) . 7 . 0 
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The  Adulteration  of  Coal  Tar  Naphtha. 

In  the  course  of  a  communication  on  this  subject  to  the  Chemical 
Neius,  Mr.  Thomas  T.  P.  Bruce  Warren  says  that  the  naphtha 
used  by  india-rubber  manufacturers  is  generally  obtained  from  the 
crude  products  of  gas-works.  There  is  no  doubt,  however,  that 
a  great  deal  is  obtained  in  the  “carbonizing  processes”  used  in 
preparing  coke  for  smelting  operations ;  but  this  does  not  appear 
in  commerce  under  a  distinct  name,  although  such  naphtha  is  not 
unknown.  Generally,  Newcastle  or  cannel  coal,  or  mixtures  of 
these,  are  used  in  making  coal  gas ;  and  hence  the  tar  met  with 
will  vary  more  or  less,  and  consequently  the  naphtha.  The  pro¬ 
cess  of  destructive  distillation  will  thus  introduce  a  variation  in 
the  composition  of  the  naphtha  recovered  from  such  tar.  Petro¬ 
leum  products  are,  therefore,  now  largely  mixed  with  coal-tar 
naphtha  ;  the  advantages  being  that  their  greater  volatility  enables 
the  spreading  machines  to  be  driven  at  three  or  four  times  the 
speed,  while  the  diminished  cost  is  greatly  in  its  favour.  If  it  is 
desired  to  test  the  mixture,  the  iodine  absorption  of  petroleum 
and  its  commercial  products,  as  compared  with  naphtha  obtained 
from  Newcastle  coal,  or  mixtures  used  in  gas-making,  will  readily 
reveal  the  fraudulent  admixture  of  petroleum ;  and  it  is  thus  im¬ 
portant  in  the  fractional  distillation  of  such  a  mixture,  to  examine 
each  product  separately. 

The  Valuation  of  Spontaneously  Fired  Coal. 

In  a  recent  number  of  Engineering,  it  is  recorded  that  about 
5000  tons  of  semi-bituminous  coal,  stored  in  brick  houses  in 
America,  took  fire  spontaneously  about  the  middle  of  last  September. 
When  the  fire  was  discovered,  it  was  evident  from  the  appear¬ 
ance  of  the  smoke  curling  upward  from  different  places  on  the  top 
of  the  pile  of  coal,  that  the  whole  mass  was  alight.  The  deposi¬ 
tion  of  sulphur  on  the  surface  of  the  heap,  condensed  from  the 
fumes,  presented  the  appearance  of  a  yellow  dew.  The  method 
adopted  for  ascertaining  the  amount  of  the  loss  in  this  instance  to 
be  made  good  by  the  fire  insurance  company  was  to  have  a  sample 
of  the  coal  analyzed,  when  it  was  found  to  be  composed  as  follows  : — 
Carbon,  76  50 ;  hydrogen,  3-98 ;  mineral  matter,  12'13 ;  sulphur, 
1‘48.  The  calorific  value  of  the  coal,  as  computed  from  this 
analysis,  was  found  to  be  13’594  thermal  units  per  pound.  Other 
samples  were  taken  from  the  oblique  face  of  the  heap  after  ono^ 
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half  of  it  had  been  removed.  These  samples  gave  an  average 
composition  for  the  coal  of:  Carbon,  74'13  ;  hydrogen,  3  95, 
mineral  matter,  13-18.  The  computed  calorific  value  was 
13,230  units  per  pound,  or  a  loss  of  2'68  per  cent.,  which  was 
taken  to  represent  the  depreciation  in  the  value  of  the  coal  by 
heating.  A  sample  of  partially  coked  coal,  which  represented  an 
average  sample  of  the  coal  actually  injured  by  the  fire  so  as  to 
make  a  notable  change  in  its  appearance,  showed  upon  analysis 
the  following  percentage  composition : — Carbon,  65'77  ;  hydrogen, 
1-36 ;  mineral  matter,  26-13  ;  sulphur,  0-82.  The  calorific  value 
of  this  sample  was  ascertained  in  the  same  way  as  before  to  be  1U,4U  J 
thermal  units  per  pound,  or  12-7  per  cent,  less  than  that  of  the  un¬ 
injured  coal.  The  compensation  paid  was  assessed  upon  these  data. 
Tile  cause  of  the  fire  was  the  presence  of  iron  pyrites,  which  is  the 
only  dangerous  form  of  sulphur  in  coal ;  for  sulphur  combined 
with  organic  matter  is  not  liable  to  spontaneous  changes.  Ordinary 
analyses  of  coal  fail  to  show  the  dangerous  kinds,  because  they 
are  made  upon  samples  representing  an  average  of  many  speci¬ 
mens  ;  whereas  the  danger  of  spontaneous  combustion  is  due  to 
the  greatest  concentration  of  iron  pyrites  in  one  or  more  spots 
rather  than  to  the  diffusion  of  sulphur  through  the  mass. 


PIPE  EXTRACTOKS. 

By  “  Mains.” 

When  it  is  necessary  to  remove  a  small  line  of  pipes  for  the 
purpose  of  laying  a  larger  main,  an  expeditious  method  of  taking 
out  the  old  pipes  must  be  adopted.  The  system  described  m  the 
Journal  for  Sept.  18  last  (p.  508)  is  not  “  new,”  and  I  doubt  if  there 
are  any  mainlayers  now  actively  engaged  in  this  work  who  have 
not  resorted  to  the  plan  as  there  described,  which  will  answer  the 
purpose  for  small  mains  ;  but  it  becomes  much  more  useful  if  the 
clip  is  made  sufficiently  heavy  and  strong,  and  provided  with  two 
l|-inch  round  thread  screws  for  forcing  the  joint,  ^with  a  steel 
pointed  set  screw  for  fixing  the  clip  more  firmly  to_the  pipe.  A 


forcing  clamp  C  (fig.  1)  is  commonly  used  by  mainlayers ;  and  the 
spanners  or  j^bars  for  working  the  screws  S  may  be  3ft.  Gin. 
long.  If  the  clip  should  slide,  place  a  wood  skid  at  the  back,  bear¬ 
ing  against  the  shoulder  of  the  next  socket.  A  loose  clip  B  placed 
against  the  socket  receives  the  ends  of  the  screws.  Tlie  clip  is 
made  large  enough  to  allow  the  lead  joint  to  be  drawn  with  the 
spigot.  This  forcing  clamp  will  be  found  especially  useful  for 
removing  hydrants  when  repairs  are  required. 

An  ordinary  bottle  jack  will  push  off  all  small  pipes  as  usually  con¬ 
structed  with  the  common  spigot  and  socket  joint ;  but  if  the  joint 
is  made  with  a  recess  (a  most  unnecessary  contrivance),  it  is  best 
to  be  provided  with  hydraulic  jacks.  A  more  efficient  system  is 
mostly  adopted  for  larger  mains,  and  will  be  found  to  disconnect 
the  pipes  more  quickly,  and  is  handier  to  work.  Of  course  cutting 
out  joints  has  been  abandoned  by  experienced  mainlayers  for  a 
long  time ;  but  melting  out  the  joints  may  be  effected  cheaply  and 
expeditiously  in  outlying  districts,  where  fire  and  smoke  would  not 
be  objected  to.  This  may  be  done  in  the  trench,  or  by  cutting  out 
long  lengths  and  lifting  them  out  of  the  trench  by  derricks. 

Having  a  clip  to  fit  each  size  of  pipe,  the  apparatus  shown  in 
fig.  2  will  be  found  sufficient  to  extract  all  sizes  of  water  and  gas 
mains.  Referring  to  the  illustration,  A  is  the  pipe  to  be  extracted  ; 
B,  a  20-ton  hydraulic  jack;  C,  a  wood  skid  or  packing  piece  ;  D,  a 
strong  pair  of  iron  clips  hinged  underneath,  with  two  bolts  on  top, 
the  upper  one  to  carry  a  shackle  to  be  used  in  lifting  the  end  of  the 
pipe  if  required  ;  E,  greased  iron  plate  for  pipe  to  slide  on  ;  F,  iron 
packing  the  same  thickness  as  the  lead  joint,  to  allow  the  latter 
to  come  away  with  the  spigot. 

Some  may  assert,  after  all  that  may  be  said  for  the  practice 
of  drawing  the  joints  of  old  mains,  that  very  little  is  to  be  saved  ; 
but  if  the  main  is  12  inches  to  24  inches  in  diameter,  and  a  num¬ 
ber  of  pipes  require  removing,  it  will  be  found  a  very  expensive 
work  to  cut  out  the  joints,  or  to  cut  and  break  the  pipes,  when 
hydraulic  jacks  will  do  the  work  more  expeditiously,  and  leave  the 
pipes  and  fittings  intact  for  another  job.  The  same  appliances  are 
also  found  most  useful  for  changing  the  old  fire-plugs  for  the  new 
hydrants  now  being  fixed  in  the  City  of  London  and  elsewhere. 


Death  of  Mr.  J.  R.  Capron,  F.R.A.S.— We  regret  to  have  to 
record  the  death,  on  the  12th  inst.,  of  Mr.  John  Rand  Capron, 
who  was  for  about  twenty  years  a  Director,  and  for  a  consider¬ 
able  portion  of  this  period  the  Chairman,  of  the  Guildford  Gas 
Company.  The  deceased  gentleman,  whose  removal  was  rather 
unexpected,  was  in  his  60th  year. 
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THE  GASHOLDER  GUIDE-FRAMING  QUESTION. 


An  American  Review  of  the  Discussion. 

[In  the  issue  of  the  American  Gaslight  Journal  for  the  2nd 
inst.,  Mr.  W.  Mooney,  C.E.,  concludes  (presumably  for  the 
present)  his  review  of  the  discussion  on  the  question  of  the  possi¬ 
bility  of  dispensing,  wholly  or  partially,  with  the  guide-framing 
of  gasholders.  The  first  portion  of  the  communication  appeared 
in  the  preceding  issue  of  our  contemporary,  and  was  reproduced 
in  the  Journal  for  the  30th  ult. ;  and  we  now  give  the  author’s 
concluding  remarks,  which  will  be  found  to  contain  an  expression 
of  his  individual  views  on  the  subject. — Ed.  J.G.L.] 

The  first  fruit  of  the  controversy  which  has  extended  to  such 
length  was  Mr.  Livesey’s  experiment ;  and  this  has  been  followed 
by  Mr.  Gadd’s  invention,  a  full  description  of  which,  by  Mr.  New- 
bigging,  was  read  before  the  Manchester  District  Institution  of  Gas 
Engineers  on  the  25th  of  August.-  Mr.  Gadd’s  invention  intro¬ 
duces  an  entirely  new  principle ;  the  whole  of  the  guide-framing 
being  done  away  with,  and  the  holder  securely  guided  from  the 
bottom  curb.  Briefly  stated,  the  invention  for  dispensing  with  the 
usual  guide-framing  consists  in  placing  the  channel  or  other  guides 
within  the  tank,  at  an  angle  like  the  thread  of  a  screw  instead  of 
in  the  vertical  plane.  The  guide-rollers  of  the  bottom  curb,  as 
they  work  in  the  channels  or  rails  provided  for  them,  give  a 
helical  or  screw-like  motion  to  the  holder  as  it  rises  and  descends 
in  the  tank. 

Notwithstanding  that  Mr.  Newbigging  appears  to  accept  Mr. 
Gadd’s  invention  as  the  key  to  dispensing  with  guide-framing,  it 
seems  to  the  writer  that  the  conditions  are  much  the  same  as  in 
Mr.  Webber’s  idea ;  that  is,  the  whole  structure  must  depend  on 
the  bottom  curb  and  rollers  for  support,  and  the  holder  must  be 
made  stiff  enough  to  withstand_  the  force  of  the  wind,  however 
strongly  it  may  blow.  The  point  at  which  the  holder  would 
buckle  or  break  in  Mr.  W^ebber’s  holder  would  be  on  the  leeward 
side,  at  the  point  of  contact  with  the  upper  roller  or  guide- 
wheel  (about  5  feet  above  the  water-line) ;  and  in  Mr.  Gadd  s 
system  this  point  would  be  just  at  the  water-line.  With  radial 
and  tangential  rollers  well  fitted  to  the  tank  guides,  Mr.  Webber  s 
holder  would  be  as  firmly  held  at  the  bottom  as  Mr.  Gadd  s  would 
be  by  his  spiral  system  of  guides.  It  is  a  question  whether  the 
added  weight  to  the  holder,  necessary  in  any  system  dispensing 
with  all  or  nearly  all  of  the  guide-framing,  will  not  be  as  costly 
as  the  guide-framing  it  displaces,  with  the  risk  added.  _ 

Much  stress  is  placed  on  the  use  of  tangential  rollers,  in  addition 
to  the  usual  radial  rollers  ;  but,  unless  they  have  very  wide  chan¬ 
nels  to  run  in,  there  would  be  very  great  danger  of  these  breaking 
on  the  windward  side  of  the  holder  when  the  holder  was  pushed 
against  the  opposite  guides.  The  idea  that  holders  can  be  ad¬ 
justed  so  nicely  that  all  the  wheels  shall  fit  tightly  against  the 
rails  at  all  times,  smacks  very  strongly  of  what  our  English  friends 
call  “rot.”  The  tendency  on  our  side  of  the  water  is  to  build 
holders  of  large  diameter  with  from  three  to  four  lifts,  but  with  an 
abundance  of  guide-framing.  . 

The  various  writers  whose  opinions  have  been  given  in  con¬ 
densed  form  differ  on  the  subject  of  the  wind  pressures  to  which 
holders  are  exposed.  There  can  be  no  limit  to  the  force  which 
the  wind  may  exert  against  any  object ;  there  being  no  reason  why 
the  greatest  known  or  recorded  pressures  may  not  be  surpassed  in 
the  future.  The  writer  has  seen  the  path  of  a  hurricane  in  the 
West  where  every  house  and  tree  had  been  swept  away ;  and 
nothing  in  the  shape  of  a  gasholder  could  possibly  have  with¬ 
stood  such  a  force.  But  we  know  that  gasholders  do  withstand 
very  severe  gales  without  damage.  There  must  be  some  reason 
why  gasholders  are  not  blown  away  in  high  winds  ;  and  the  follow¬ 
ing  theory,  not  original  with  the  writer,  may  account  for  it.  In 
America,  it  is  well  known  that  we  have  many  square  wooden 
structures  on  high  foundations,  without  anchors  or  other  means 
of  security.  If  the  wind  had  full  play  against  the  side  of  such  a 
structure,  it  would  seem  impossible  for  it  to  withstand  it.  We 
know,  however,  that  it  is  rare  that  such  a  thing  happens,  although 
thousands  of  buildings  are  exposed  to  the  full  force  of  the  wind. 
The  theory  is  this  :  The  air  in  the  space  enclosed  in  the  triangle 
formed  by  the  vertical  side  of  the  structure,  the  ground  line,  and 
the  hypotenuse  connecting  the  extremities  of  these  lines,  forms 
an  elastic  air  cushion,  which  receives  and  yields  to  the  force  of 
the  blast— transmitting  but  a  small  portion  of  the  force  to  the 


BUI  .  /V-  . 

As  to  the  distribution  of  the  force  of  the  wind,  and  its  enect  on 
a  gasholder,  there  seems  to  be  also  a  difference  of  opinion ;  the 
point  in  dispute  being  whether  the  holder  is  pushed  along  hori¬ 
zontally,  or  whether  the  wind  exerts  an  overturning  force  against 
it.  If  the  pressure  of  the  wind  is  equal  over  the  whole  exposed 
height  of  the  holder,  it  will  be  pushed  against  the  guides  on  the  lee¬ 
ward  side.  Whether  it  would  not  be  capsized  if  the  guide-framing 
were  out  of  the  way,  is  a  problem  which  the  experimenters  will  be 
apt  to  solve  for  themselves  in  the  future.  The  tendency  no  doubt 
is  to  overturn  the  holder,  as  it  is  a  top-heavy,  floating,  and  con¬ 
sequently  unstable  body  ;  and  this  is  only  prevented  by  either  the 
rollers  clutching  the  guide-rails,  or  (in  the  future,  when  guide¬ 
framing  has  become  obsolete)  by  the  rigidity  of  the  holder  carrymg 
the  strains  down  to  the  tank.  In  some  respects  a  gasholder 


See  ante,  p,  373, 
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resembles  an  inflated  balloon,  which  has  to  be  held  down,  previous 
to  its  aerial  flight,  by  numerous  guys  ;  a  slight  wind  being  sufficient 
to  cause  it  to  plunge  and  sway  in  an  alarming  manner. 

In  this  connection  it  seems  proper  to  call  attention  to  the  system 
of  guide-framing  of  gasholders  invented  by  Joshua  Horton,  in 
1851.''=  Whether  this  system  was  ever  tried  is  not  known  to  the 
writer ;  but,  in  view  of  what  has  already  been  done,  in  the  way  of 
dispensing  with  lofty  guide-framing  by  Mr.  Livesey,  and  the 
confidence  with  which  he  and  other  eminent  English  engineers 
express  their  belief  in  eventually  changing  completely  the  present 
system,  a  description  of  Mr.  Horton’s  invention,  and  some  proposed 
improvements  upon  it,  are  here  given. 

In  a  double-lift  holder  the  guide-framing  is  carried  up  to  one- 
quarter  ot  the  height  of  the  upper  section  ;  and  the  guide-wheels  at 
the  top  and  bottom  of  the  lower  section  roll  against  the  guide-rail 
in  the  usual  manner.  Securely  fastened  on  the  top  of  the  grip  of 
the  outer  section  is  a  column,  extending  half  way  up  the  side  of  the 
inner  section  ;  the  base  of  the  column  being  secured  on  the  grip  by 
a  leg  on  the  outside  of  the  outer  section.  According  to  the 
description  ot  the  patent,  the  column  is  a  combination  of  wood  and 
iron.  The  columns  are  tied  together  by  a  T-iron.  [The  author 
then  proceeds  further  to  describe,  by  the  aid  of  diagrams,  Mr. 
Horton’s  invention,  as  well  as  his  own  improvement  thereon.] 
The  objection  to  this  system  is  the  added  weight  to  the  lower 
section  ;  but  this  would  be  equally  the  case  with  any  system  dis¬ 
pensing  with  exterior  guide-framing,  particularly  with  Mr.  Gadd’s 
spiral  system.  The  grips  and  cups  would  perhaps  have  to  be  made 
a  trifle  wider  and  heavier,  to  afford  abetter  footing  to  the  standard 
guiding  the  inner  section. 

It  is  no  proof  of  the  failure  of  Mr.  Horton’s  system  that  no  example 
of  it  exists  now.  Many  good  inventions  have  been  condemned  with¬ 
out  a  fair  trial ;  and  improvements  now  in  common  use  have  obtained 
recognition  only  after  years  of  struggle  and  poverty  on  the  part  of 
the  inventor.  This  system  would  fulfil  the  stated  requirements 
of  most  of  the  engineers  engaged  in  the  discussion  before  described. 
The  strains  in  the  upper  section  would  be  transmitted  to  the  tank 
guides,  and  the  inner  section  would  always  be  sustained  for  one- 
half  its  height.  The  standard  on  the  tank  wall  could  be  a  very  light 
lattice  column,  extending  from  the  top  of  the  tank  wall  to  a  point 
not  far  above  the  top  of  the  lower  section,  and  carrying  a  guide- 
rail  extending  from  the  top  of  the  column  to  the  bottom  of  the 
tank.  The  system  could  be  applied  to  a  three- lift  holder  as  well  as 
any  other,  provided  the  lifts  were  of  unequal  heights,  to  admit  of 
securing  the  column  on  the  grip. 

Holders  to  dispense  with  exterior  guide-framing  must,  no  doubt, 
be  strengthened,  particularly  in  the  bottom  curb.  The  sides 
could  also  be  stiffened  by  diagonal  or  spiral  bracing,  consisting  of 
light  angle-irons  placed  about  2  feet  apart.  These  need  not  be 
carried  over  the  vertical  legs,  but  could  be  secured  to  them  and  to 
the  sheets.  These  braces  would  prevent  the  blowing  in  of  the 
sides  of  the  holder,  so  often  seen  in  high  winds. 

It  is  well  known  that  a  holder,  with  short  lifts  in  proportion 
to  its  diameter,  will  bind  or  get  jammed  much  easier  than  a 
holder  having  longer  lifts.  Different  authors  give  different  pro¬ 
portions  for  height  and  diameter ;  but  it  is  generally  agreed  that 
the  height  should  not  be  less  than  one-quarter  of  the  diameter. 
As  the  holder  itself  does  not  touch  the  guide-framing,  except  at 
the  points  of  contact  of  the  wheels  and  guides,  it  is  evident  that 
the  farther  apart  these  points  are,  the  easier  will  the  holder  rise 
and  fall.  The  example  of  a  drawer  sliding  into  a  desk  will  illus¬ 
trate  this.  If  the  drawer  is  long  and  narrow,  it  slides  in  easily 
without  binding  ;  but  let  it  be  short  and  wide,  it  will  stick,  first  on 
one  side  and  then  on  the  other. 

Now,  in  view  of  this  well-known  fact,  why  will  not  a  holder 
depending  on  single  rollers  at  the  bottom  have  a  greater  tendency 
to  bind  than  one  having  two  or  more  series  of  rollers  ?  A  three- 
lift  or  a  four-lift  holder  towering  (say)  100  feet  or  more  in  the  air, 
unsupported  anywhere  except  at  the  bottom,  and  that  only  on  the 
outer  edge,  will  be  a  grand  sight  to  the  engineer ;  but  it  will  be 
a  long  time,  and  by  many  short  steps,  that  this  desired  system  will 
be  attained. 

That  much  may  be  done  in  the  matter  of  dispensing  with  lofty 
guide-framing  is  not  only  possible  but  probable  ;  but  the  question 
of  how  much  or  how  little  will  not  be  solved  for  some  time  yet. 
The  first  step — dispensing  with  the  girders  connecting  the  tops  of 
the  columns — no  doubt  can  be  easily  and  safely  taken  ;  and  as  they 
are  about  6  per  cent,  of  the  whole  weight  of  iron  in  a  double-lift 
holder,  the  saving  will  be  felt  at  once.  Beyond  this  it  will  be 
wisdom  to  go  slowly  and  by  short  steps. 

When  it  is  considered  that  the  holder  is  the  storehouse  or  reser¬ 
voir  from  whence  the  consumers  are  supplied,  and  when  the  con¬ 
sequences  of  any  failure  in  the  supply  are  suggested  and  thought 
over,  it  looks  as  if  there  was  no  portion  of  the  plant  where  experi¬ 
menting  would  be  more  dangerous.  Small  companies,  having  but 
one  holder,  should  certainly  have  that  one  guarded  by  every  known 
means.  The  wrecking  of  that  holder,  or  its  partial  destruction, 
would  be  disastrous  in  the  extreme. 

Here  it  may  be  well  to  put  in  a  plea  for  covered  holders.  This 
subject  comes  under  the  general  title  to  this  article,  as  holders 
enclosed  in  buildings  need  very  little  or  no  guiding ;  and  if  the 
guide-framing  can  be  dispensed  with  anywhere,  here  surely  is  the 
place.  In  the  severe  climate  of  America,  with  its  blizzards  and 
snowstorms,  covered  holders  are  perhaps  more  of  a  necessity  than 


*  Attention  was  called  to  Mr.  Horton’s  patent  (No.  13,436  of  1851)  in  a 
letter  addressed  to  the  Journai,  for-May  17,  1887,  by  Mr,  W,  Mann. 


in  the  milder  climate  of  England.  It  may  be  argued  against  the 
use  of  enclosed  holders  that  only  smaller  sizes  can  be  economically 
covered.  But  very  large  ones  have  been  enclosed  on  the  Continent ; 
and  by  using  a  dome-shaped  roof,  it  would  seem  that  there  is  no 
limit,  within  reasonable  bounds,  to  the  size  of  a  holder  that  might 
be  covered.  The  Providence  (B.I.)  Gas  Company  have  several 
holders  covered  with  domes ;  the  largest  covering  a  holder  136 
feet  in  diameter.  Colonel  F.  S.  Benson,  the  well-known  Engineer 
of  the  Nassau  Gas  Company,  of  Brooklyn  (N.Y.),  in  a  paper  read 
before  the  Society  of  Gas  Lighting  in  18'77,  having  for  its  title 
“  Covered  Holders,”  gave  the  advantages  of  this  system  at  length. 
No  doubt,  if  the  matter  rested  entirely  with  the  engineer,  whose 
anxieties  and  trials  are  little  known  to  the  powers  above  him,  many 
more  holders  would  be  covered  ;  and  the  engineer  would  have  that 
portion  of  his  troubles  mitigated. 

One  of  the  writers  on  the  subject  under  consideration  mentions 
the  absurdity  of  using  architectural  columns  for  the  guide-framing 
of  gasholders.  In  this  he  is  right,  as  the  use  of  a  column,  where 
no  structure  is  to  be  supported  upon  it,  is  ridiculous,  to  say  the 
least ;  but  that  is  not  all.  The  ancients,  who  invented  the  orders 
of  architecture,  established  a  certain  proportion  between  the  dia¬ 
meter  of  the  column  and  the  height — the  height  varying  in  the 
different  orders  as  follows : — Corinthian,  height  =  10  diameters, 
Ionic  •=  9,  Tuscan  =;  7,  and  Doric  =  8  ;  and  these  proportions 
have  proved  to  be  the  best.  When  we  consider  the  height  of  a 
three-lift  holder,  surrounded  by  a  frame  with  Tuscan  columns, 
with  the  height  exceeding  50  diameters,  we  can  see  what  dispro¬ 
portionate  things  they  are.  In  this  city  [New  York]  and  its 
immediate  vicinity  may  be  seen  examples  of  Gothic  columns  in 
clusters  three  tiers  high,  single  Tuscan  and  Corinthian  columns, 
and  various  nondescripts,  equally  out  of  proportion,  but  all  used 
for  the  guide-framing  of  gasholders.  The  height  of  the  absurd 
in  this  matter  is  reached  in  the  framing  of  a  holder  at  the  Point 
Breeze  station  of  the  Philadelphia  Gas-Works.  This  is  probably 
a  relic  of  the  early  days  of  gas  lighting  in  America.  The  tank 
has  a  stone  wall  reaching  10  or  12  feet  above  the  ground  level, 
with  enormous  buttresses  supporting  the  columns.  These  columns 
consist  of  four  cast-iron  standards  to  each,  having  at  the  base  a 
spread  about  10  feet  square,  and  tapering  to  the  top,  where  there 
is  a  room,  formed  within  the  enclosure  made  by  the  four  standards, 
having  glazed  windows  on  all  sides,  and  covered  with  a  roof  over 
all.  The  object  of  these  enormous  columns,  as  well  as  the  rooms 
at  the  top,  is  a  question  as  obscure  as  the  use  of  the  pyramids  of 
Egypt ;  and,  in  fact,  is  a  question  for  the  antiquaries  to  solve. 
The  rooms  might  possibly  have  served  for  the  temporary  banish¬ 
ment  of  refractory  stokers,  in  the  same  way  that  sailors  are  sent  to 
the  masthead  for  petty  breaches  of  discipline. 

The  use  of  cast  iron  for  columns  or  guides  is  fast  becoming 
obsolete ;  and  very  properly,  as  many  accidents  have  happened 
from  its  use.  At  the  present  time,  when  wrought  iron  can  be 
obtained  in  every  variet3'  of  shapes,  there  can  be  no  excuse  for  the 
use  of  cast  iron,  except  for  caps,  bases,  rollers,  &c. 

The  author,  in  conclusion,  explains  that  his  criticisms,  &c., 
were  written  at  odd  times  during  a  busy  season ;  and  this  will,  he 
says,  to  some  extent  account  for  their  disjointed  character.  He 
counsels  his  readers,  in  the  matter  of  dispensing  with  the  guide¬ 
framing  of  gasholders,  to  follow  Pope’s  advice — not  to  be  the  first 
to  try  what  is  new,  nor  the  last  to  lay  aside  what  is  old. 


Dowson’s  Water  Gas  Plant. — For  the  last  six  months,  says 
Industries,  a  Dowson  gas  plant  has  been  in  use  at  the  works  of 
Messrs.  Spicer  Bros.,  paper  manufacturers.  Godaiming,  Surrey, 
in  connection  with  two  “Otto”  gas-engines,  of  30  and  40  hoi’se 
power  respectively.  The  result  has  been  so  satisfactory  that  the 
firm  have  just  ordered  from  Messrs.  Crossley  Bros.,  Manchester, 
two  more  engines  each  of  80-horee  power.  Messrs.  Spicer  are  also 
preparing  to  use  the  Dowson  gas  in  their  paper-drying  cyhnders, 
instead  of  steam. 

Connecting  Lightning  Conductors  with  Gas  and  Water 
Mains. — At  the  last  meeting  of  the  Society  of  German  Gas  and 
Water  Engineers,  held  at  Stuttgart,  Herr  Fischer  made  a  commu¬ 
nication  on  the  above  subject,  based  on  a  pamphlet  published  by 
Dr.  N.  H.  Schilling.  This  gentleman  came  to  the  conclusion  that 
“  the  connection  of  lightning  conductors  with  gas  and  water  pipes 
is  neither  necessary,  nor  for  practical  reasons  advisable  in  the 
interests  of  gas  and  water  works.”  Statistics  show  that  houses 
provided  with  such  piping  do  not  incur  greater  risk  from  lightning  ; 
on  the  contrary,  it  probably  acts  as  a  protection.  In  only  very 
few  instances  have  pipes  inside  houses  been  struck  ;  and  the  damage 
done  was  very  slight.  In  these  cases  the  damage  concentrates 
itself  on  those  points  which  lie  on  the  shortest  line  between  the 
outer  wall  and  the  piping.  The  gas  and  water  pipes  are  only 
exposed  to  danger  from  lightning  (1)  when  the  lightning  passes  to 
it  from  a  neighbouring  lightning  conductor,  and  this  can  generally 
be  traced  to  defect  in  the  conductor  ;  (2)  when  the  packing  of  the 
piping  consists  of  a  bad  conducting  material — e.g.,  india-rubber  or 
wool,  the  use  of  which  should  therefore  be  avoided.  The  piping 
should  not  be  connected  with  the  conductor,  as  it  is  sometimes 
interrupted  when  repairs  or  a  new  arrangement  of  pipes  is  being 
carried  out.  Besides,  the  danger  should  not  be  forgotten  to  which 
workmen  are  exposed  when  repairing  these  pipes  during  a  thunder¬ 
storm.  A  Committee  was  subsequently  appointed  to  discuss  the 
subject  in  conjunction  with  the  Elektro-technische  Verein  and  the 
Verband  Deutscher  Architecten  und  Ingenieure. 
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THE  NEW  HOLDEE  OF  THE  CONSOLIDATED  GAS 
COMPANY  OF  NEWYOEK. 

A  recent  number  of  the  Scientific  American  contained  some 
particulars  of  the  new  holder  which  the  Consolidated  Gas  Company 
of  New  York  are  erecting  between  Fifteenth  and  Sixteenth  Streets 
in  that  city.  As  this  is  the  largest  holder  in  America,  om’  readers 
will  doubtless  be  interested  in  the  following  description  of  it,  for 
which,  as  well  as  for  the  accompanying  illustrations,  we  are  in¬ 
debted  to  the  above-named  publication. 

The  problem  presented  was  the  erection  of  a  holder  of  the  largest 
attainable  capacity  upon  a  piece  of  ground  which  w'as  not  only 
limited  in  area,  but  which  was  of  the  most  unstable  character  at 
any  great  depth  below  the  surface.  To  have  made  the  usual  ex¬ 
cavation,  and  built  within  it  a  brick  tank,  would  have  entailed 
very  great  expense.  The  upper  stratum  of  earth  was  made  ground, 
composed  of  dumpings  from  all  parts  of  the  city,  underneath  which 
quicksand  was  liable  to  be  found  at  all  places.  For  these  reasons 
it  was  decided  to  dispense  with  the  brick  tank,  and  to  build  an  iron 
one  resting  practically  on  the  surface  of  the  ground.  In  order  to 
economize  depth,  the  holder,  as  will  be  seen,  is  a  three-lift  one. 

The  ground  where  the  tank  stands  was  levelled  off  by  excavation 
to  a  depth  of  about  8  feet ;  and  about  a  thousand  1'2-inch  piles, 
40  feet  long,  were  driven  over  an  annular  area  lying  mostly  within, 
and  corresponding  to  the  general  circumference  of  the  tank.  This 
left  in  the  centre  a  circular  area  \yithout  piling.  Two  feet  of  con¬ 
crete  were  then  laid ;  and  on  this  the  bottom  plates  of  the  tank 
were  placed.  The  entire  foundation  is  '200  feet  in  diameter. 

The  tank  is  of  wrought  iron.  The  plates  at  the  lowest  course 


are  |  inch  thick,  and  are  laid  double,  so  as  to  give  1 J  inch  thickness 
of  metal;  they  are  arranged  to  break  joints.  Where  two  plates 
abut,  a  strap  of  iron  with  six  rows  of  rivets  is  carried  over  the 
joint.  For  each  of  these  butt  joints  there  is  one  strap,  either 
inside  or  outside  the  tank,  according  to  the  locality  of  the  joint. 
As  the  sides  rise  they  diminish  in  thickness.  The  tank  is  192  feet 
in  diameter,  and  42  ft.  9  in.  deep.  Around  the  top  a  box  girder  is 
carried  which  forms  the  curb  ;  and  upon  this  rest  the  24  standards. 
These  are  made  of  iron  channel  bars,  and  are  tied  together  by 
lattice  girders,  of  which  several  courses  surround  them.  Between 
the  girders  diagonal  bars  extend,  crossing  in  the  centre  of  the 
panel.  At  their  crossing  they  are  secured,  so  as  not  to  strike 
against  each  other  in  stormy  weather.  Special  trussing  is  used  at 
the  top,  to  resist  any  outward  thrust  that  may  be  brought  to  bear 
upon  the  standards.  The  framework  rises  125  feet  above  the  curb, 
or  about  150  feet  above  the  level  of  the  street. 

The  holder,  as  already  stated,  is  in  three  lifts,  each  about  41  feet 
high.  On  its  upper  curb,  each  lift  carries  24  roller  brackets,  pro¬ 
vided  with  both  radial  and  tangential  rollers;  this  being,  it  is 
believed,  the  first  application  of  this  combination  in  America. 
The  radial  rollers  are  the  larger  and  more  securely  fastened  ;  the 
tangential  rollers,  which  are  comparatively  small,  being  treated 
!  as  subsidiaries.  The  crown  is  stiffened  circumferentially  by  a  box 
1  girder  contained  within  the  holder.  The  outer  circle  of  top  plates 
1  and  the  upper  circle  of  side  plates  form  two  of  its  sides.  A  hori- 
[  zontal  circle  of  plates  within  the  holder  forms  the  lower  element ; 
and  the  open  side  is  filled  with  lattice  trusswork,  so  as  to  allow 
the  gas  free  access.  The  crown  is  provided  with  internal  radial 
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trusses,  extending  to  a  central  king-post,  which  carries  their  in. 
ward  ends  when  the  holder  is  empty. 

The  general  structure  is  based  on  recent  English  practice.  The 
old  style  of  columnar  frame  is  departed  from ;  and  the  securely 
braced  uprights,  with  horizontal  and  diagonal  bracing,  recall  to 
mind  the  framework  of  the  great  Birmingham  holders,  full  parti¬ 
culars  of  which  were  given  in  Vol.  XL VII.  of  the  Journal.  The 
capacity  of  the  holder  is  3,250,000  cubic  feet.  The  inlet  and  out¬ 
let  pipes  are  30  inches  in  diameter.  The  illustrations  convey  a 
very  good  idea  of  the  size  of  the  structure,  the  erection  of  which 
has  so  far  been  unattended  by  accident. 


REGENERATIVE  GAS-ENGINES. 

The  next  step  in  the  direction  of  increased  economy  of  fuel  in 
gas-engines  will  most  probably  be,  says  Ejigineer,  the  utilization 
of  the  waste  heat  of  the  exhaust  gases.  The  other  important 
sources  of  loss — viz.,  radiation,  and  absorption  of  heat  by  the  water 
jacket — may  be  regarded  as  unavoidable  with  motors  of  the 
present  prevailing  types.  Engines  have,  no  doubt,  been  proposed 
which  dispense  with  the  water  jacket  altogether ;  but  there 
seems  to  be  little  probability  of  such  machines  coming  into 
practical  use.  It  is  also  significant  that  the  most  success¬ 
ful  gas-engine  builders  appear  to  regard  the  method  of  exter¬ 
nal  refrigeration  as  a  necessary  evil,  and  make  no  serious 
attempt  to  do  away  with  it.  Putting  aside,  then,  the  losses 
due  to  radiation  and  conduction  (amounting  in  all  to  some¬ 
thing  like  66  per  cent.),  we  have  about  17  per  cent,  of 
the  total  heat  of  combustion  converted  into  available  power, 
while  an  almost  equal  quantity  of  heat  passes  away  in  the 
exhaust  gases  without  performing  any  duty.  In  the  Atkinson 
cycle  engine,  the  quantity  of  heat  carried  off  by  the  jacket  is 
only  about  19  per  cent. ;  the  heat  converted  into  work  is  nearly 
20  per  cent. ;  and  the  heat  carried  off  by  exhaust  is  over  50  per 
cent.  In  gas-engines  of  good  construction,  the  escaping  gases 
have  a  temperature  of  about  500°  C. ;  and  if  we  assume  the 
maximum  temperature  to  be  1500°  C.,  the  theoretical  efficiency 
would  be  0-56.  Now  if  we  suppose  the  temperature  of  the 
exhaust  gases  to  be  usefully  lowered  to,  say,  140°  C.  with  the 
same  initial  temperature,  the  theoretical  efficiency  would  rise 
to  0-76,  with  a  corresponding  gain  in  actual  efficiency.  It  is 
not  practicable  to  reduce  the  final  temperature  by  further  ex¬ 
pansion  of  the  gases  in  the  cylinder ;  so  that  some  form  of 
regeneration  affords  the  only  means  of  a  closer  approximation 
to  the  conditions  of  maximum  efficiency.  The  employment  of 
regenerators  with  engines  using  town’s  gas  is,  for  obvious  reasons, 
out  of  the  question  ;  but  for  the  rapidly  increasing  number  of 
motors  burning  pi'oducer  gas,  the  application  of  the  regenerative 
system  mirst  lead  to  a  large  saving  of  fuel.  Atkinson  and  Otto 
engines  working  with  Dowson  gas  are  at  present  using  less  than 
1'5  lbs.  of  coal  per  indicated  horse  power  per  hour,  as  certified  by 
their  users,  who  can  have  no  reason  for  understating  their  fuel 
consumption.  In  some  cases  it  is  said  to  be  as  low  as  11  lbs. ; 
and  it  may  be  safely  assumed  that  gas  motors  using  generator  gas 
can  be  worked  with  an  hourly  consumption  of  1-25  lbs.  of  coal  per 
horse  power— particularly  if  the  engines  are  specially  designed  for 
burning  generator  gas,  as  ordinary  engines  have  features  which, 
though  advantageous  when  gas  of  high  calorific  power  is  used,  lead 
to  considerable  loss  when  fuel  gas  is  substituted.  Rankine  estimated 
that  90  per  cent,  of  the  heat  in  the  exhaust  of  air-engines  might  be 
retained  for  use  by  means  of  a  regenerator.  If  we  suppose,  in  the  case 
of  a  gas-engine  working  in  near  proximity  to  the  producer  or  generator, 
that  75  per  cent,  of  the  exhaustheat  could  be  returned  to  the  producer 
by  means  of  a  suitable  regenerator,  the  fuel  consumption  would  be 
reduced  to  less  than  1  lb.  per  indicated  horse  power  per  hour — a 
result  certainly  worth  striving  for.  The  regenerative  apparatus 
required  is  simple  and  inexpensive,  and  would  require  practically 
no  attention,  as  the  temperature  of  the  exhaust  gases  is  low  enough 
to  permit  the  use  of  continuous  conducting  regenerators.  Gas 
generators  working  with  cold  air  use  about  5  per  cent,  by  weight 
of  steam  with  the  air  blast ;  and  the  percentage  of  combustible  in 
the  gas  averages  40  per  cent.,  with  more  than  50  per  cent,  of  nitro¬ 
gen.  A  hot  air  supply  drawn  from  a  regenerator  would  insure  the 
decomposition  of  a  larger  proportion  of  steam  ;  thus  enriching  the 
gas,  and  reducing  the  volume  of  useless  nitrogen. 

In  a  recent  number  of  La  Nature,  instructions  are  given  for  the 
electric  deposition  of  black  iron  upon  ornamental  metal  articles, 
such  as  gas  burners  and  fittings,  to  give  all  the  appearance  of 
highly  finished  wrought-iron  work.  Fine  metallic  iron,  such  as 
is  prepared  for  rubbing  parquetry  flooring  in  France,  and  called 
'paille  defer  (iron-straw),  is  dissolved  in  commercial  hydrochloric 
acid  to  saturation,  which  is  shown  by  the  appearance  of  a  deposit 
at  the  bottom  of  the  bath  of  liquid.  A  fiftieth  part  (by  weight) 
of  arsenious  acid  is  added ;  and  the  whole  is  briskly  agitated. 
The  solution  is  not  completed  and  ready  for  work  until  the  whole 
of  the  latter  constituent,  which  dissolves  slowly,  is  completely 
absorbed.  Articles  to  be  treated  are  to  be  placed  in  connection 
with  the  negative  pole  of  a  battery  and  plunged  into  the  bath ; 
the  anode  being  composed  of  old  files  and  pieces  of  gas-retort 
carbon.  Articles  made  of  copper  and  brass  blacken  directly  ;  but 
those  of  iron  would  be  attacked  and  dissolved  by  the  bath.  It  is 
therefore  necessary  to  previously  nickel  them.  In  this  way  a  bril¬ 
liant  deposit  is  obtained  which  is  called  black  nickel.  As  the  iron- 
electro  deposited  by  this  process  would  quickly  lose  its  colour 
upon  exposure  to  a  damp  atmosphere,  it  is  necessary  to  protect  it 
by  a  colourless  spirit  lacquer. 


THE  RATHMINES  AND  RATHGAR  TOWNSHIP  WATER¬ 
WORKS. 

At  the  Meeting  of  the  Institution  of  Mechanical  Engineers, 
held  recently  in  the  Lecture  Hall  of  the  Institirtion  of  Civil 
Engineers,  No.  25,  Great  George  Street — Mr.  C.  Cochrane,  Vice- 
President,  in  the  chair — a  paper  describing  the  above-named  works 
was  read  by  Mr.  A.  W.  N.  Tyrrell,  M.  Inst.  C.E. 

The  author  stated  that  the  idea  of  controlling  and  utilizing 
the  head  waters  of  the  River  Dodder  originated  with  the  late 
Mr.  Robert  Mallett,  who  in  1846  was  instructed  by  the  Com¬ 
missioners  of  Drainage  for  Ireland  to  investigate  the  feasibility 
and  conditions  of  constructing  reservoirs  on  some  part  of  that 
river,  “  for  the  combined  purposes  of  providing  an  unfailing  and 
increased  supply  of  water  power  to  the  millowners  occupying 
the  stream,  and  contingently  of  controlling  the  floods,  which  at 
frequently  recurring  intervals  prove  so  destructive  to  property 
situated  on  its  banks.”  After  a  lengthened  investigation  of  the 
question,  Mr.  Mallet  recommended  the  construction  of  a  large  im¬ 
pounding  reservoir  in  the  upper  part  of  the  Glenesmoel  Valley, 
by  an  embankment  1025  feet  in  length  and  rather  more  than 
100  feet  in  height.  The  reservoir  was  to  have  a  water  surface  of 
142  acres,  with  a  content  of  227,843,645  cubic  feet  and  a  drainage 
area  of  6070  acres.  Nothing  further,  however,  was  done  in  the 
matter.  Subsequently,  in  1860,  when  an  improved  supply  of  water 
for  the  city  of  Dublin  was  under  consideration  by  Sir  John  Hawk- 
shaw,  the  Royal  Commissioner  appointed  to  investigate  the  subject, 
Mr.  Mallet  brought  forward  a  project  for  procuring  the  supply 
from  the  Dodder.  It  was,  however,  rejected,  for  two  reasons  : 
Firstly,  because  the  quantity  of  water  procurable  from  the  district 
would  not  be  sufficient  for  Dublin  ;  and,  secondly,  because,  in  order 
to  obtain  the  quantity  which  it  was  stated  the  district  would  supply, 
it  would  be  necessary  to  impound  the  whole  of  the  water  from 
the  drainage  area  of  9^  square  miles,  about  two-thirds  of  which 
is  covered  with  peat,  and  excepting  in  very  dry  weather  produces 
water  more  or  less  coloured  thereby. 

In  1877,  the  supply  of  water  to  the  Rathmines  and  Rathgar 
township  from  the  Grand  Canal  at  Gallanstown  being  deemed 
unsatisfactory,  a  provisional  agreement  was  arrived  at  between 
the  Water  Committee  of  the  Corporation  of  Dublin  and  the  Rath¬ 
mines  and  Rathgar  Township  Commissioners,  by  which  the 
former  body  were  to  supply  the  township  from  the  city  mains 
with  an  average  of  a  million  gallons  of  water  daily  for  an  annual 
payment  of  £2281  5s. ;  and  any  further  quantity  up  to  li  million 
gallons  daily  at  the  rate  of  l^d.  per  1000  gallons.  This  agree¬ 
ment  not  being  ratified,  the  Rathmines  Township  Commissioners 
called  in  Mr.  R.  Hassard,  M.  Inst.  C.E.,  to  advise  them  as  to 
the  feasibility  and  cost  of  procuring  an  additional  supply  of  water 
from  the  higher  levels  of  the  Canal,  and  as  to  obtaining  an  inde¬ 
pendent  supply  from  the  Corporation  reservoirs  at  Stillorgan, 
supposing  an  arrangement  as  to  price  could  be  agreed  on.  In 
sending  his  report,  Mr.  Hassard  laid  before  the  Commissioners  a 
project  by  which  a  supply  of  water  might  be  obtained  by  gravita¬ 
tion  from  the  tributaries  of  the  Dodder  draining  into  the  Glenes¬ 
moel  Valley ;  and  from  this  project  the  undertaking,  since  carried 
out,  does  not  materially  differ. 

The  principle  of  construction  adopted  was  that  known  as  the 
“  separation  ”  system,  which  has  been  carried  out  at  Manchester, 
Halifax,  and  other  places.  The  upper  part  of  the  Dodder  drainage- 
ground,  having  an  area  of  4340  acres  of  granitic  formation,  is 
covered  with  peat,  as  already  stated ;  but  immediately  below  this 
district  there  occurs  an  area  of  about  3250  acres,  free  from  peat, 
partly  of  granitic,  but  principally  of  metamorphic  and  Silurian 
formation,  producing  water  of  great  purity.  It  was  evident,  there¬ 
fore,  that  if  the  water  from  the  peat-covered  area  could  be  inter¬ 
cepted,  and  passed  by  or  through  the  lower  district  without 
mingling  with  that  to  be  obtained  from  the  latter,  a  supply  of 
excellent  water  could  be  secured  for  the  use  of  the  township. 
This  arrangement  has  been  carried  out.  The  water,  as  taken 
from  the  streams  in  dry  weather,  contains  about  4  grains  of  solid 
matter  per  gallon,  and  is  of  about  5°  of  hardness.  A  more  desirable 
water  it  would  be  difficult  to  procure.  The  drainage  area  at  its 
summit  at  Kippure  Mountain  attains  an  altitude  of  2473  feet  above 
Ordnance  datum — giving  an  average  inclination  from  the  head  of 
the  upper  reservoir  of  about  1  in  10 ;  and  the  sides  of  the  valley 
are  in  many  places  of  steeper  slopes,  rendering  it  necessary  to 
construct  the  flood  channels  of  unusual  size  and  capacity,  as  the 
rainfall  is  large,  and  during  storms  flows  off  the  bare  hillsides  very 
rapidly.  The  watercourse  for  conveying  the  waters  of  the  Dodder, 
the  Cot  Brook,  and  the  Slade  Brook,  from  the  peat-covered  district 
past  the  upper  reservoir,  is  capable  of  carrying  off  120,000  cubic 
feet  of  water  per  minute,  or  27^  cubic  feet  per  minute  per  acre 
of  drainage ;  and  the  overflow  weirs  of  the  reservoirs  are  each 
200  feet  in  length.  The  streams  and  springs  on  the  western  side 
of  the  valley,  adjacent  to  the  upper  reservoir,  are  conducted  into 
it  by  culverts  passing  underneath  the  artificial  watercourse ;  and 
in  the  lower  part  of  the  valley  the  waters  from  the  Ballinascorney 
and  Ballymaice  Streams,  distant  respectively  IJ  and  2  miles,  are 
intercepted,  the  direction  of  their  currents  reversed,  and  the  water 
conducted  back  into  the  upper  reservoir  by  catchwater  conduits 
constructed  along  the  hillsides.  The  Piperstown  stream  on  the 
eastern  side  of  the  valley  is  carried  across  it  by  a  syphon  pipe 
2  feet  in  diameter,  passing  through  the  lower  reservoir,  and 
delivering  into  the  catchwater  conduit  on  the  western  side. 

It  was  at  first  intended  to  construct  a  reservoir  of  large  storeage 
capacity  in  the  lower  part  of  the  valley,  for  impounding  the  water 
from  the  peat-covered  district,  and  from  this  reservoir  to  give  out  not 
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only  the  amount  of  compensation  water  due  to  the  lower  (^strict  of 
3250  acres,  but  in  addition  a  largely  increased  supply  for  mill- 
owners’  use,  for  which  it  was  proposed  to  tax  them  per  toot  oi 
occupied  fall,  as  has  been  done  in  other  places.  The  mill-owners 
objecting  to  this,  it  was  arranged  during  the  progress  oi  the  iim 
through  Parliament  that  the  water  frorn  the  upper  district  should 
be  diverted  past  both  reservoirs,  excepting  at  such  times  as  the 
volume  of  the  stream  flowing  from  it  exceeded  1500  ^bic  feet  per 
minute,  which  is  as  much  as  the  mills  can  use  ;  and  that  the  Com¬ 
missioners  should  have  power  to  impound  all  water  m  excess  o 
this  flow.  With  this  object,  works  and  gauges  have  been  provided 
which  ensure  that  1500  cubic  feet  per  minute  must  pass  down  tor 
mill-owners’  use  before  any  water  from  the  upper  district  can  flow 
into  the  reservoirs;  and  from  the  weir  immediately  above  the 
lower  reservoir  the  1500  cubic  feet  per  minute  secured  pref^en- 
tially  to  the  mill-owners  is  conveyed  partly  by  an  open  conduit, 
and  partly  by  a  line  of  iron  pipes  27  inches  diameter,  laid  through 
the  reservoir  and  terminating  in  the  old  course  of  the  river  below 
the  reservoir  embankment.  Consequent  on  this  arrangement,  the 
lower  reservoir  has  been  constructed  of  much  less  extent  and 
capacity  than  originally  intended.  _ 

There  was  nothing  very  unusual  in  the  construction  of  the  works ; 
the  two  embankments  being  formed  in  the  ordinary  way,  with 
slopes  of  3  to  1  on  the  inner  and  2  to  1  on  the  outer  faces.  At 
both,  however,  there  occurred  on  the  eastern  side  of  the  valley 
veins  and  deposits  of  sand  and  gravel,  extending  for  a  consider¬ 
able  distance  into  the  hill,  and  rendering  it  necessary  to  follow 
them  in  by  headings  driven  one  over  another,  and  filled  with 
concrete ;  the  ground  being  too  steep  for  open  ^  trenches.  This 
operation  was  one  of  considerable  difficulty,  owing  to  the  loose 
nature  of  the  sand  and  the  quantity  of  spring  water  met  with.  The 
lower  heading  at  the  upper  embankment  was  extended  120  feet  into 
the  hillside,  until  the  deposit  of  sand  had  been  completely  cut 
through  and  a  wall  of  hard  blue  clay  reached.  Into  this  clay  the 
heading  was  carried  sufficiently  far  to  ensure  a  sound  junction 
being  effected  between  the  concrete  filling  and  the  impervious 
material  at  its  termination.  From  the  floor  of  the  lower  heading 
a  trench  was  then  sunk  to  a  depth  of  32  feet,  when  the  hard  clay 
was  reached  ;  and  the  whole  was  refilled  with  carefully  rammed 
concrete.  After  this  the  next  heading  was  proceeded  with,  pd 
filled  up  with  concrete  in  the  same  manner ;  and  so  on  until  a 
height  of  84  feet  from  the  bottom  was  attained,  when  the  work 
was  completed  by  a  short  length  of  open  trench.  The  headings 
being  only  5  feet  in  height  and  all  heavily  timbered,  this  part  of 
the  work  was  necessarily  very  slow  and  tedious,  greatly  retarding 
the  progress  of  the  upper  reservoir  embankment,  and  consequently 
the  final  completion  of  the  works.  The  upper  reservoir  has  an 
area  of  57  acres,  and  contains  357  milhon  gallons,  its  embankment 
being  70  feet  in  height  at  the  deepest  part ;  the  lower  one  has  an 
area  of  30^  acres,  and  contains  160  million  gallons,  its  embank¬ 
ment  having  an  extreme  height  of  55  feet. 

The  eduction  tunnels,  through  which  the  River  Dodder  was 
diverted  during  the  progress  of  the  embankments,  are  constructed 
in  the  solid  ground  on  the  western  side  of  the  valley,  and  entirely 
below  the  puddle  trenches.  They  are  in  each  case  11  feet  in  dia¬ 
meter,  having  a  sectional  area  of  100  square  feet ;  and  with  the 
exception  of  the  central  plugging,  which  is  of  brickwork,  are  built 
entirely  of  rubble  masonry  backed  with  concrete.  The  outlet 
towers  are  placed  in  close  proximity  to  the  fore-bays  of  the  tunnels, 
and  are  reached  by  foot-bridges  from  the  embankments.  There 
are  three  openings  in  the  outlet  tower  of  the  upper  reservoir, 
through  which  the  water  is  drawn  off  at  different  levels  for  the 
township  supply ;  and  from  the  base  of  the  tower,  extending 
through  the  eduction  tunnel  to  the  valve  chamber,  are  laid  two 
lines  of  pipes — one  of  24  inches  diameter  for  emptying  purposes, 
and  the  other  of  16  inches  diameter  for  the  supply  of  the  township. 
A  second  emptying -pipe,  18  inches  in  diameter,  is  inserted  in  the 
plug,  and  discharges  into  the  lower  reservoir  below  the  weir  at  the 
mill-owners’  slot-gauge.  From  the  outlet  tower  of  the  lower 
reservoir  are  laid  two  lines  of  pipes,  of  27  and  24  inches  diameter. 
The  larger  forms  a  junction  with  the  line  of  27-inch  pipes  laid 
through  the  reservoir;  and  the  smaller  extends  through  the 
eduction  tunnel  and  valve-chamber  to  the  mill-owners’  gauge-basin 
below. 

For  township  use  the  water  can  be  drawn  off  from  the  upper 
reservoir  at  three  different  levels,  as  already  stated ;  and,  after 
passing  through  a  gauge-basin,  is  conveyed  by  a  line  of  15-inch 
pipes,  4^  miles  in  length  (with  two  intermediate  relief- pits  on  its 
course)  to  a  service  reservoir  at  Ballyboden,  distant  about  2f  miles 
from  the  township,  at  an  altitude  of  325  feet  above  Ordnance 
datum,  and  175  feet  above  the  highest  part  of  the  township  at 
Terenure.  From  this  reservoir,  after  passing  through  copper 
wire  gauze  screens,  the  water  is  conveyed  to  the  township 
by  a  line  of  18-inch  pipes  laid  in  the  public  roads.  The  water 
for  mill-owners’  compensation  is  drawn  off  from  the  lower 
reservoir,  and,  after  passing  through  a  gauge-basin,  is  delivered  into 
the  old  course  of  the  river  immediately  below  it.  The  preferential 
supply  of  1500  cubic  feet  per  minute  from  the  upper  district  is 
diverted  past  the  lower  reservoir  by  a  weir  placed  across  the  old 
river  bed,  and  is  then  passed  through  a  slot-gauge  which  is  capable 
of  delivering  the  stipulated  quantity  with  a  mean  head  of  9  inches, 
this  being  the  height  of  the  crest  of  the  adjoining  weir. 

The  works  were  designed  to  secure  a  supply  of  3,000,000  gallons 
daily  for  township  use,  and  2,100,000  gallons  for  mill-owners’  com¬ 
pensation.  From  the  register  of  rainfall  on  the  site  of  the  works, 
it  has  been  ascertained  that,  at  the  termination  of  the  unprece¬ 


dented  drought  of  1887,  which  extended  from  May  23  to  Oct.  31 
a  period  of  161  days— there  would  have  been  in  stock  more  than 
fifty  days’  supply  for  both  township  and  mill-owners’  use. 

The  works  were  designed  and  carried  out  by  Mr.  Hassard,  in 
conjunction  with  the  author;  the  contractors  being  being  Messrs. 
Falkiner  and  Stanford,  of  Dublin. 

In  the  course  of  the  brief  discussion  which  followed  the  paper, 

Mr.  Maetin  said  that  when  the  Institution  held  their  meeting 
in  Ireland,  he  had  the  pleasure  of  seeing  the  works  which  had  been 
described  by  Mr.  Tyrrell ;  and  he  was  much  interested  at  the  way 
in  which  the  difficulties  were  overcome  in  their  construction.  To 
the  general  members  of  the  Institution,  the  author’s  very  com¬ 
plete  description  of  these  works  would  be  of  great  service.  _  The 
problem,  or  rather  the  great  difficulty,  with  which  the  Engineers 
had  to  contend  was  to  carry  a  large  quantity  of  water  that  was  not 
fit  for  use  in  the  town  over  the  very  area  that  was  wanted  for 
gathering  good  water.  This,  he  considered,  had  been  very  inge¬ 
niously  contrived,  as  Mr.  Tyrrell  had  shown.  When  inspecting  the 
works,  he  did  not  quite  see  why  there  should  be  a  weir  to  raise  the 
water  into  the  main  channel  at  all ;  and  he  did  not  also  see  why 
there  should  be  a  hole  through  the  weir. 

Mr.  Mair  thought  that  Mr.  Tyrrell  and  Mr.  Hassard  ought  to 
be  congratulated  upon  such  a  result  as  was  shown  in  the  paper 
—viz.,  that  after  161  days’  drought,  there  remained  in  stock  in 
the  reservoirs  50  days’  supply.  He  presumed  the  water  from  the 
upper  district — the  peat  area — was  taken  away  by  a  separate 
channel  altogether,  and  not  allowed  to  flow  down.  As  to  the  quan¬ 
tity  of  rain  that  fell  into  the  reservoirs,  he  should  think  the  rain¬ 
fall  there  was  very  excessive. 

Mr.  Tyrrell,  replying  to  the  last  speaker,  observed  that  the 
water  flowing  off  the  upper  district — the  4000  acres — was  entirely 
unsuitable  for  the  township  supply,  and  was  diverted  past  the 
upper  reservoir  by  means  of  an  artificial  channel,  and  discharged 
into  the  lower  reservoir.  This  channel  would  have  to  deal  with 
floods  of  considerable  magnitude  ;  and  it  had  been  designed^  to 
carry  off  floods  at  the  rate  of  120,000  cubic  feet  per  minute,  which 
was  equal  to  27^  cubic  feet  per  acre  of  drainage  per  minute,  or  at 
the  rate  of  27  inches  of  rain  in  24  hours.  The  population  of  the 
township  was  30,000  ;  and  the  works  would  give  3  million  gallons 
of  water  per  day,  which,  at  30  gallons  per  head,  would  suffice  for 
three  or  four  times  the  existing  population.  As  to  the  culverts 
through  one  of  the  weirs,  these  culverts  were  placed  in  the  weir 
to  carry  off  the  ordinary  flow  of  the  river ;  and  at  times  of  heavy 
rainfall,  when  a  large  quantity  of  water  was  running  down  the 
channels,  it  would  pass  over  in  the  usual  way._  The  rainfall  in  this 
district  was  no  doubt  excessive.  On  the  occasion,  however,  of  the 
heavy  flood  to  which  he  had  referred,  there  was  only  about  1^ 
inches  in  Dublin.  _  •  •  i 

The  Chairman  mentioned  that  he  had  seen  it  authoritatively 
stated  that  the  average  rainfall  in  Dublin  was  25  inches. 

A  vote  of  thanks  was  accorded  to  the  author  of  the  paper,  who 
acknowledged  it  in  appropriate  terms. 


At  next  Friday’s  Students’  meeting  of  the  Institution  of  Civil 
Engineers,  two  papers  are  to  be  read — on  “  The  Covered  Service 
Reservoir  of  the  Southampton  Corporation,”  by  Mr.  E.  T.  Hildred, 
and  “On  the  New  High-Level  Storeage  Reservoir  for  the  Grand 
Junction  Water-Works  Company  at  Hanger  Hill,  Ealing,”  by  Mr. 
Herbert  Ashley. 

A  TEST  for  the  detection  of  commercial  saccharine  in  articles  of 
food  has  been  discovered  by  Herr  E.  Bernstein,  and  described  by 
him  in  the  Zeit.  fur  Anal.  Chemie.  It  is  based  on  an  observation 
of  Remsen’s,  that  when  a  minute  quantity  of  saccharine  is  heated 
in  a  test-tube  with  a  little  resorcinol  and  some  strong  sulphuric 
acid,  the  mixture  becomes  yellow,  then  red,  and  finally  deep  green  ; 
sulphur  dioxide  being  at  the  same  time  disengaged  with  efferves¬ 
cence.  On  cooling,  the  solution  is  diluted  with  water,  and  an 
excess  of  alkaline  hydroxide  added.  The  liquid  now  appears  red 
by  transmitted  light,  but  has  a  strong  green  fluorescence.  A  milli¬ 
gramme  of  saccharine  will  yield  6  litres  of  fluorescent  solution.  In 
applying  the  test  to  articles  of  food,  the  substance  is  slightly 
acidified,  preferably  with  phosphoric  acid,  and  is  then  extracted 
with  ether ;  the  evaporation  of  the  ether  leaving  the  saccharine 
sufficiently  pure  for  the  reaction.  Any  fat  present  is  removed  by 
petroleum  spirit  before  the  extraction  with  ether. 

The  Committee  on  Science  and  the  Arts  of  the  Franklin  Insti¬ 
tute  of  Pennsylvania  notify  that  they  are  empowered  to  award  the 
Elliott  Cresson  gold  medal  and  the  John  Scott  legacy  premium  and 
medal  (|20  and  a  copper  medal)  for  meritorious  discoveries  and 
inventions  tending  to  the  progress  of  the  arts  and  manufactures. 
The  first-named  medal  was  founded  by  the  legacy  of  Elliott  Cresson, 
of  Philadelphia ;  and  its  award  was  placed  in  the  hands  of  the 
Committee,  who  decided  to  bestow  it  for  some  discovery  in  the 
arts  and  sciences,  for  the  invention  or  improvement  of  some  useful 
machine  or  new  process,  for  some  combination  of  materials  in  manu¬ 
factures,  or  for  ingenuity,  skill,  or  perfection  in  workmanship.  The 
John  Scott  premium  and  medal  was  foundediin  1816  by  John  Scott, 
a  merchant  of  Edinburgh,  who  bequeathed  to  the  City  of  Phila¬ 
delphia  a  considerable  sum  of  money,  the  interest  of  which  should 
be  devoted  to  rewarding  ingenious  men  and  women  who  make 
useful  inventions.  The  premium  is  not  to  exceed  the  above-named 
sum,  and  the  medal  is  to  be  inscribed  “  To  the  most  deserving.” 
The  Secretary  of  the  Institute  (Mr.  W.  H.  Wahl)  wiU  furnish  any 
required  information  on  the  subject  of  these  medals. 
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|legist£r  0f  patois. 

Pipes  Employed  in  the  MANuyACxuiiE  of  Illuminatino  Gas. — Firthi 
A.  F.,  of  Brighouse.  No.  IG.GHl ;  Dec.  3,  1887.  [8d.J 

This  invention  relates  to  such  metal  pipes  as  in  the  manufacture  of 
illuminating  gas  are  exposed  to  considerable  heat ;  the  object  being  “  to 
render  such  pipes  more  durable  by  preventing  actual  contact  between 
the  flame,  or  heated  gas,  and  the  pipe.” 

For  this  purpose  the  patentee  employs,  in  combination  with  iron 
pipes,  fire-clay,  formed  into  segmental  slabs  or  clips,  two  or  more  of 
which  enclose  the  diameter  of  the  pipe;  while  for  such  lengths  of  the 
pipe  as  are  not  supported,  the  blocks  are  flanged  and  secured  to  each 
other  by  bolts.  The  butt  joints  of  the  several  lengths  are  also  provided 
with  projecting  and  cavity  locking  pieces.  For  curved  portions  of  the 
pipe,  the  ends  of  the  slab  are  cut  at  an  angle,  or  on  a  radius  line.  The 
blocks  or  slabs  can  be  of  any  convenient  length  and  thickness ;  and  they 
afford  facilities  for  repairs  by  replacement  of  one  or  more  slabs  at  any 
point  where  the  ones  previously  used  are  defective  or  destroyed.  As  an 
alternative,  the  iron  pipe  may  be  encased  in  fire-clay,  first  thoroughly 
well  tempered  and  worked,  and  afterwards  steadily  and  evenly  “  fired.” 


Pu.MPS  FOR  Gases  and  Aik. — Clark,  E.  B.  Ellice,  and  Chapman,  L.,  of 
Connaught  Mansions,  Westminster.  No.  IG, 986  ;  Dec.  9, 1887.  [8d.  j 
This  invention  has  for  its  object  so  to  construct  pumps — especially 
such  as  are  used  for  pumping  gases  or  air — that  their  action  is  much 
facilitated,  as  no  inlet-valves  have  to  be  lifted  against  their  own  weight  or 
stiffness,  as  has  hitherto  been  the  case.  The  piston  of  the  pump,  accord¬ 
ing  to  the  present  invention,  works  in  an  inner  cylinder  or  liner,  which 
is  of  less  diameter  and  less  length  than  the  main  cylinder  of  the  pump. 
The  inlet-pipe  to  the  pump  opens  into  the  space  between  the  liner  and 
the  cylinder.  The  outlet-valve  is  in  the  cylinder  covers  or  ends,  which 
are  so  situated  as  to  be  within  the  space  included  in  the  diameter  of  the 
liner.  When  the  piston  commences  its  stroke,  the  liner  moves  with  it, 
until  its  forward  end  bears  on  the  forward  end  of  the  cylinder,  whereby 
an  annular  or  circumferential  opening  is  left  between  the  rear  end  of 
the  liner  and  the  rear  end  of  the  cylinder  ;  and  thus  the  pump  draws  in 
at  the  rear  side  of  the  piston,  through  the  space  between  the  liner  an 
the  cylinder,  and  into  the  interior  of  the  liner  at  the  rear  of  the  piston 
by  the  continued  movement  of  the  piston  in  the  liner,  the  contents  of 
the  liner  at  the  forward  side  of  the  piston  being  at  the  same  time 
expelled  through  the  outlet-valves.  When  the  piston  makes  its  back 
stroke,  the  liner  moves  back  with  it  a  distance  sufficient  to  leave  a  similar 
annular  or  circumferential  inlet  opening  between  its  forward  end  and 
the  forward  end  of  the  cylinder,  and  to  cause  the  rear  end  of  the  liner 
to  bear  on  the  rear  end  of  the  cylinder ;  and  the  same  operations  are 
repeated  at  the  end  of  the  cylinder  the  reverse  of  those  already  men¬ 
tioned,  and  so  on  during  the  working  of  the  pump. 


Funcuino,  Biveting,  and  Shearing  Machine  Worked  uv  Gas. — 
Pinkney,  C.  W.,  of  Smethwick.  No.  639  ;  Jan.  14,  1888.  [8d.J 

This  invention  consists  in  constructing  and  arranging  the  parts  of 
gas-worked  punching,  riveting,  and  shearing  machines  so  that  they 
may  work  more  efficiently  than  heretofore. 

The  principal  or  motive  piston  in  a  punching-machine  and  the  charg¬ 
ing  piston  are  fixed  in  the  same  hollow  cylinder.  The  motive  piston 
is  uppermost ;  and  its  piston-rod  passes  out  of  the  top  of  the  cylinder 
and  works  in  a  tubular  guide  on  the  cylinder  cover.  The  piston-rod  of 
the  charging-piston  passes  out  of  the  bottom  of  the  cylinder.  The  piston 
rod  of  the  motive-piston  is  connected  with  the  long  arm  of  the  lever, 
the  short  arm  of  which  carries  the  punch.  The  long  arm  passes  through 
an  opening  in  the  tubular  guide,  in  which  the  piston-rod  of  the  motive- 
piston  works;  and  its  rounded  end  takes  into  a  slot  in  the  piston-rod. 
By  the  ascent  of  the  motive-piston,  the  short  arm  of  the  punch  lever  is 
forcibly  depressed  upon,  and  punches  the  article  to  be  punched.  The 
lower  or  charging  piston  is  operated  in  the  following  manner  ; — To  the 
lower  protruding  end  of  the  piston-rod  of  the  charging-piston,  a  cranked 
lever  is  jointed  ;  the  two  arms  of  the  lever  being  situated  at  a  distance 
apart  on  a  shaft.  They  are  inclined  to  one  another  at  an  angle  of  about 
.50° ;  the  fulcrum  being  at  the  angle  formed  by  the  junction  of  the 
two  arms  of  the  lever.  The  upper  end  of  the  short  arm  of  the  lever 
is  jointed  to  the  lower  end  of  the  piston-rod  of  the  charging-piston  ; 
and  the  fulcrum  on  which  the  lever  turns  is  carried  by  a  sliding-block, 
which  works  in  a  horizontal  guide  on  the  base  of  the  machine.  The  long 
arm  of  the  lever  terminates  in  a  handle,  by  which  the  workman  operates 
it.  By  depressing  the  long  arm  of  the  lever,  the  sliding-block,  carrying 
its  fulcrum  is  moved  in  its  horizontal  guide  ;  the  short  arm  of  the  lever 
approaching  nearer  and  nearer  to  the  vertical  position  as  the  long  arm 
is  depressed.  When  the  long  arm  has  been  fully  depressed,  the  sliding- 
block  is  brought  to  the  end  of  the  guide  in  which  it  works ;  while  the 
short  arm  of  the  lever  is  vertical  and  in  a  line  with  the  piston-rod  of 
he  charging-piston.  The  piston  is  then  in  its  highest  position ;  and 
he  force  of  the  detonation  cannot  communicate  any  motion  to  it.  In 
the  normal  state  of  the  parts  of  the  machine,  the  motive-piston  is  at  its 
lowest  position — that  is,  a  little  lower  than  the  middle  of  the  cylinder  ; 
and  the  charging-piston  at  its  highest  position —that  is,  nearly  in 
contact  with  the  motive-piston.  In  the  side  of  the  cylinder  immediately 
opposite  the  space  between  the  pistons  when  they  are  in  their  normal 
position,  is  an  opening,  at  which  the  mixture  of  inflammable  gas  and  air 
is  introduced,  and  at  which  the  exhaust  gases  are  expelled. 

The  action  of  the  apparatus  is  as  follows : — The  parts  being  in  the 
normal  positions  described,  the  workman  raises  and  pushes  over  the 
long  arm  of  the  lever.  The  charging-piston  is  thus  depressed ;  and 
the  detonating  mixture  is  thereby  drawn  into  the  cylinder  below  the 
motive-piston.  The  detonating  mixture  being  cut  off,  the  workman 
reverses  the  motion  of  the  lever  ;  and  in  that  way  raises  the  charging- 
piston,  and  compresses  the  detonating  gaseous  mixture  between 
itself  and  the  stationary  motive-piston.  When  the  compression  has  so 
far  proceeded  that  the  elastic  force  of  the  gaseous  mixture  exceeds  the 
downward  pressure  of  the  motive-piston  and  its  piston-rod,  the  piston 
rises,  and  causes  the  punch  to  descend  and  rest  upon  the  plate  or  article 
to  be  punched.  The  charging-piston  is  supported  firmly  in  the  manner 
already  described.  The  detonation  is  then  effected,  and  raises  the 


motive-piston ;  thereby  effecting  the  punching  of  the  article.  The  gaseous 
mixture  being  ignited  under  pressure,  detonation  is  effected  by  the  heat 
of  a  red-hot  tube.  The  exhaust-valve  is  operated  by  a  hand-lever. 


Carburetting  Gas.— Dorns,  L.,  of  Vienna.  No.  13,147;  Sept.  11, 
1888.  [Gd.] 

According  to  this  invention  naphthalene  is  used  in  the  form  of  “  cart¬ 
ridges  ”  or  compressed  cylinders  made  of  naphthalene-powder  ;  and  the 
gas-lamps  in  which  they  are  employed  are  like  candles.  By  this  means 
it  is  claimed  that  the  disadvantages  arising  from  the  melting  and  casting 
of  the  naphthalene  are  obviated ;  and  moreover,  owing  to  the  form  of 
the  lamps  employed,  they  can  be  more  conveniently  arranged  on  gas¬ 
brackets  or  chandeliers,  and  the  flames  do  not  throw  any  shadow 
downwards. 


As  shown  in  figs.  1,  2,  and  3,  the  naphthalene  contained  in  the  receptacle 
B  is  evaporated  by  the  heat  of  the  burner  D.  Gas  is  introduced  into 
the  upper  part  of  B  ;  and  after  it  has  mixed  therein  with  the  naphtha¬ 
lene  vapours,  it  passes  to  one  or  more  burners  C.  Instead  of  using  a 
flame  D  for  heating  the  receptacle  B,  bent  metal  rods  Di  D^  D^  can  be 
used  (as  illustrated  in  figs.  4  and  5),  which  rods  will  conduct  the  heat  of 
the  flame  to  the  receptacle  B  placed  below.  In  order  to  enable  the  bent 
rods  to  be  moved  out  of  the  reach  of  the  flame,  they  are  either  hinged 
or  pivoted  as  in  fig.  4,  or  arranged  to  slide  as  shown  in  fig.  5. 

For  regulating  the  admixture  of  the  naphthalene  vai^ours  to  the  illu¬ 
minating  gas,  the  regulator  represented  in  figs.  1,  2,  and  3  is  used.  By 
the  perforated  piston  adapted  to  be  displaced  in  the  gas-admission  pipe, 
the  openings  for  admitting  the  gas  to  the  receptacle  B  can  be  closed  ; 
and  by  means  of  valves,  the  discharge  of  the  gas  impregnated  with  the 
naphthalene  vapours  is  regulated,  whilst  another  valve  controls  the  dis¬ 
charge  of  the  unmixed  gas.  The  displacement  of  the  piston  and  valves 
is  effected  through  the  medium  of  a  cam,  which,  on  being  turned,  causes 
the  rod  carrying  the  piston  and  the  valves  to  move  upwards  against  the 
pressure  of  a  spring. 


APPLICATIONS  FOE  LETTERS  PATENT. 

16,624. — Hellmann,  J.,  “  Improvements  in  gas-burners.”  Nov.  15. 

16,633. — Bivett,  T.,  “  Improvements  in  the  machines  known  as  gassing 
frames,  and  employed  for  gassing  yarns  or  threads.”  Nov.  16. 

16,636. — Grimston,  G.  S.,  “  Improvements  in  self-generating  gas 
burners  for  burning  oils  or  other  combustible  liquids,  and  arrangements 
for  supplying  or  feeding  the  same.”  Nov.  16. 

16,652. — Price,  A.  E.,  “Regulating  or  controlling  the  supply  of  gas 
to  burners  of  any  description  used  for  the  consumption  of  gas.”  Nov.  16. 

16,822. — Walker,  B.,  “  Improvements  in  ovens  or  gas  cooking  ranges.” 
Nov.  20. 

16,841. — Bribrley,  S,  H.  “  Apparatus  for  raising  or  lowering  gas¬ 
lights  from  a  distance.”  Nov.  20. 

16,927.— Hutchinson,  B.  E.,  “  Improved  method  of  generating  gas 
from  hydrocarbon  oils,  and  apparatus  therefor  ;  applicable  to  kilns, 
furnaces,  or  the  heat  chambers  or  flues  of  steam  boilers.”  Nov.  21. 

16,958. — Dowson,  J.  E.,  “  Improvements  in  apparatus  for  use  in  the 
treatment  of  gas.”  Nov.  21. 

16,970. — Thwaite,  H.A.,  “  Improved  methods  of  producing  combustible 
gases  and  in  apparatus  therefor.”  Nov.  22. 


PATENTS  WHICH  HAVE  BECOME  VOID. 

[after  the  fourth  year.] 

9931. — Tiiorr,  T.,  “Registering  the  illuminating  power  of  gas.” 
10,430. — Richards,  N.  G.,  Gas-burners.” 

10,512. — Cotton,  W.,  “  Water-meters.” 

10,675. — Brewer,  E.  G.  (Dery),  “  Carburation  of  gas.” 

10.771.  — Peebles,  D.  B.,  “  Gas-governors.” 

10.772.  — Flosky,  E.,  “  Gas-burners.” 

10,790. — Dempster,  J.,  “  Extracting  tar,  &c.” 

10,897.— Wright,  J.  F\,and  another,  “  Cooking-ranges,  &c.” 
10,910.— Pearson,  H.  W.,  “  Water-meters.” 

11,175, — PiETZ,  C.,  “  A  gas-burner  attachment.” 

11,202. — Coates,  J.,  “  Extracting  benzole  from  gases  of  coke  ovens.” 
11,335. — Cahen,  M.,  “  Gas  for  heating  purposes.” 


Advance  in  the  Price  of  Coke. — One  of  the  Birmingham  newspapers 
reports  that  a  great  advance  has  recently  taken  place  in  the  price  of  coke, 
and  that  ironmasters  are  becoming  alarmed.  Derbyshire  cokes,  which  six 
months  ago  were  7s.  per  ton,  have  rushed  up  to  11s.  6d.  and  128.  Best 
Welsh  cokes  have  advanced  2s. — making  furnace  sorts  148.  6d.  delivered  in 
Staffordshire  ;  and  foundry,  21s.  North  Staffordshire  have  advanced  Is.  6d. ; 
making  furnace  14s.  Gas  cokes  have  risen  25  per  cent.  It  is  stated  that 
this  is  due  to  the  scarcity  of  slack,  through  the  colliers  working  short 
time,  and  ironmasters  competing  for  the  diminished  coke  supplies. 
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(Jomspntrjena. 

[IFeare  not  esponsible  for  the  opinions  expressed  by  Correspondents.] 

ME.  ELLIS  LEVER  AND  SALEORD  GAS  AFFAIRS. 

SiE,— In  one  of  your  recent  issues,  I  had  pointed  out  to  me  an 
extract  from  one  of  my  speeches  during  the  municipal  contest  m 
Pendleton,  Salford,  bearing  upon  the  now  famous 
Scandal.”  By  that  report,  you  will  find  I  was  one  of  the 
members  of  the  old  Gas  Committee,  and  that  I  interested  myself  in 
obtaining  all  possible  information  to  enable  me  to  take  a  useful  part 

in  the  letting  of  the  contracts  in  1886. 

I  gather  from  the  “letters”  and  “interviews  of  Mr.  Ellis  Lever, 
that  because  he  was  not  fortunate  enough  to  get  an  order,  he  denounces 
everybody  connected  with  that  Committee  as  either  fools  or  rogues. 
But  so  far  as  I  am  concerned,  I  refuse  quietly  to  be  considered  either  ;  and 
injustificationof  the  action  of  the  Committee,  I  shall  be  glad  if  you  will 
publish  the  following  further  particulars.  +  o«  laas 

In  a  letter  to  the  Manchester  Examiner,  dated  Sept.  2b,  1888  (sum¬ 
marized),  Mr.  Lever  says:  First,  he  has  been  boycotted  for  nearly  ten 
years  by  the  Salford  Gas  Committee  because  he  ventured  to  tell  theni  they 
were  being  defrauded.  Secondly,  That  the  coal  and  cannel  used  in  the 
gas-works  is  notoriously  bad ;  being  charged  with  poisonous  impurities. 

As  to  the  first  charge.  It  is  true  Mr.  Lever  has  not  had  an  order  for 
some  years ;  but  his  tenders  have  always  been  considered  along  with 
others.  On  the  last  occasion,  he  offered  Bestwood  cannel  at  123.  bd. ; 
but  as  Hucknall  was  offered  at  the  same  price,  it  got  the  preference. 
The  two  collieries  join  each  other ;  and  the  Gas  Committee  had  good 
reasons  for  making  the  choice  they  did.  Other  offers  were  made  at  the 
same  time  ;  but  his  prices  were  not  so  favourable  as  those  whose  tenders 

were  accepted.  .  ...  •  .a  nx 

There  is  no  denying  that  there  does  exist  a  prejudice  against  Mr. 
Lever  at  Salford.  It  is  not  forgotten  that,  during  Mr.  Hall’s  manage¬ 
ment,  Mr.  Lever  was  sending  in  cannel  at  37s.  6d.  per  ton  a  idTich 
higher  price  than  any  other  firm — nearly  all  of  which  had  to  be  stacked  ; 
but  the  more  recent  transactions  will  be  fresher  in  the  remembrance  ot 

those  concerned.  ,  ,  ,  , 

In  the  year  1876,  Mr.  Lever  offered  by  tender  to  deliver  cannel  from 
either  Hucknall  or  Bestwood  colliery.  It  was  resolved  by  the  Gas  Com¬ 
mittee  to  order  from  him  20,000  tons  at  13s.  6d.  Mr.  Lever  accepted 
the  order ;  but  was  unable  to  deliver,  and  letters  received  TTOTn 
both  collieries  subsequently  stated  “that  Mr.  Lever  had  no  aumority 
to  offer  either  of  these  cannels,  neither  could  he  deliver  them  if  he  got 
any  orders.”  The  Gas  Manager  and  Committee,  instead  of  boycotting 
Mn  Lever  as  he  richly  deserved,  arranged  to  allow  him  to  substitute  an 
order  for  24,000  tons  of  coal,  which  he  delivered. 

The  next  order  Mr.  Ellis  Lever  got  was  in  1877 — conditions  and  de¬ 
liveries  stated  in  tender.  The  delivery  times,  Mr.  Lever  did  not  comply 
with.  He  sent  large  quantities  when  not  required,  and  when  large 
deliveries  were  required  he  did  not  carry  out  his  contract ;  so  that  other 
contractors  were  asked  and  delivered  extra  supplies.  One  of  these  was 
Mr.  E.  G.  Wrigley  (who  is  not  one  of  Mr.  Lever’s  closest  friends). 
Mr!  Lever  failed  in  his  deliveries  about  one-third,  or  between  70()0  and 
8000  tons.  What  he  did  send  in  was  not  all  as  contracted  for.  His  con¬ 
tract  was  for  Shirland  cannel ;  yet  more  than  one  class  of  cannel  Tvas 
substituted— one  being  found  2s.  per  ton  inferior,  and  another  Is.  4d. 
inferior — so  that  the  Committee,  on  the  information  of  their  Manager 
(which  was  proved  to  be  reliable),  stopped  further  deliveries  on  the 

contract.  ,  .  ,  • 

Does  it  not  look  more  likely  that  Mr.  Ellis  Lever  has  been  his 

own  boycotter  ?  ,  •  n  ,  j 

As  to  Mr.  Ellis  Lever  telling  the  Committee  they  were  being  defrauded. 
He  has  often  been  requested  to  meet  the  Committee,  and  substantiate 
his  charges  ;  but  hitherto  he  has  failed  to  do  so. 

As  to  the  second  point,  “  That  the  coal  and  cannel  used  in  the  gas-^ 
works  are  notoriously  bad  ;  being  charged  with  poisonous  impurities.” 
A  portion  of  the  cannel  used  is  from  the  same  pits  from  which  Mr, 
Lever  supplies  Manchester,  and  none  of  the  cannel  used  in  Salford  is 
inferior  to  that  which  he  delivers  to  Manchester.  As  to  coals,  Salford 
buys  the  best  gas-producing  coals  in  the  market.  The  new  Gas  Com¬ 
mittee  are  so  satisfied  with  the  quality  of  coals  that  they  have  redimed 
the  cannel,  and  increased  the  coal,  in  their  manufacture  of  gas.  Had 
the  coals  been  bad,  more  cannel  would  have  been  required,  instead  of 
less.  The  purity  of  gas  does  not  altogether  depend  upon  the  material 
used ;  but  it  is  a  question  of  purifying.  It  matters  little  what  the  quality 
of  the  material  may  be,  so  long  as  the  purifying  process  is  cornplete. 
The  illuminating  power  does  depend  upon  the  material  used,  and  during 
the  late  management  there  was  very  little  fault  to  be  found  with  the 
candle  power  of  the  gas  they  produced.  _  . 

The  new  management  have  chosen  to  make  gas  after  the  Birmingham 
school — more  coal  and  less  cannel ;  but  this  is  a  question  of  policy  not 
honesty.  Coal  may  make  as  much  gas  per  ton  as  cannel ;  but  it  has 
not  the  illuminating  power,  and  costs  more  to  purify.  The  consumer, 
to  have  the  same  light,  must  increase  his  burners,  and  consequently  his 
gas  bill ;  while  the  profits  of  the  Committee  go  up  nearly  7Jd.  per  1000 

cubic  feet.  .  , 

Mr,  Ellis  Lever  has  also  made  the  following  statement,  or  is  reported 
to  have  done  so,  to  an  interviewer  from  the  Pendleton  Reporter — viz., 
“  That  he  offered  to  supply  the  Committee ;  and  had  they  taken  his 
tenders,  it  would  have  saved  the  ratepayers  £25,000.”  Having  the 
tenders  in  my  possession,  I  find  the  following  are  the  facts  :  The  Gas 
Committee  required  50,000  tons  of  coal  each  year  for  three  yearn. 
Mr.  Lever  offered  only  10,000  tons  of  coal  for  two  years  that  is,  he 
offered  20,000  tons,  where  the  Committee  wanted  150,000  tons.  As  to 
price,  his  quotation  was  9s.  6d.  per  ton.  In  no  single  instance  was  any 
tender  at  9s.  6d.  considered.  The  average  price  paid  by  the  Committee 
was  8s.  8d.  per  ton  ;  and  the  gas-producing  power  and  residuals  of  the 
average  purchases  are  equal  to  Mr.  Lever’s  coal  offered.  The  Committee 
thus  saved  £6580,  by  not  giving  Mr.  Lever  the  order,  even  if  he  could 
have  delivered  it.  Of  cannel  the  Committee  wanted  40,000  tons  each 
year  for  three  years.  It  so  happened  that  this  was  what  Mr.  Lever  had 
to  offer.  But  the  average  price  of  Mr.  Lever’s  was  13s. ;  and  the  Com¬ 
mittee  bought  a  much  superior  average  at  123.  9d. — thereby  saving 


£1500,  or  a  saving  altogether  of  nearly  £8000,  instead  of  a  loss  of 

^  When  Mr.  Lever  made  this  statement  I  wonder  if  he  had  calculated 
that  it  is  nearly  2s.  per  ton  on  the  whole  270,000  tons  purchased.  A 
margin  of  from  2s.  to  3s.  per  ton  for  profit  and  lubrication  to  the  fortu¬ 
nate  contractors  is  very  comfortable.  Perhaps  Mr.  Lever  is  used  to  it. 

Mr.  Lever’s  charges  against  individuals  and  corporate  bodies  are  very 
numerous  and  grave.  He  evidently  does  not  live  in  a  glass  house,  hence 
he  can  safely  throw  stones,  besides  working  through  agencies  divers  and 

dark.  Will  Mr.  Lever  answer  the  following  ?  .  tj  rt 

1.  Is  not  Mr.  Fox,  who  has  distinguished  himself  at  hlalitax,  in 

your  employ  ?  .  .  «;  •  i  o 

2.  Have  you  ever  paid  tips  or  commissions  to  gas  officials  . 

3.  Have  you  not  paid  such  to  Mr.  Samuel  Hunter,  as  well  as  to 

Manchester  Gas-Works  officials  ? 

4.  Did  not  both  yourself  and  your  daughter,  Mrs.  Church,  offer  to 

Mr.  Hunter  and  family  the  use  of  your  Colwyn  Bay  house  free 
of  charge,  prior  to  the  letting  of  the  last  contracts  1®®”  ■ 
Also  did  you  not  offer  him  a  large  commission  if  he  would 
secure  you  an  order  from  his  Committee  ? 

5.  Did  you  not  pay  Mr.  Hunter  a  sum  of  money  to  withdraw  his 

former  action  against  you  in  the  Civil  Court,  besides  sending  a 
cheque  to  the  Wesleyan  Chapel  at  Pendleton,  where  Mr. 

Hunter  attended?  .  .  , 

6.  Is  it  not  true  that  where  you  have  made  charges  against  either 

the  Gas  Manager  or  the  Committee,  Mr.  E.  G.  Wrigley  has 
been  supplying  that  Committee  ?  and  that  the  origin  of  all  the 
troubles  in  Salford  was  the  refusal  of  Hunter  to  work  with  you, 
and  against  Mr.  Wrigley  ?  „  ,  u  t 

7.  Is  it  not  your  candid  opinion  that  Mr.  Hunter  would  not  now 

have  been  in  prison  if  he  had  kept  friends  with  you  and  done 
as  you  wished  him  ?  James  Ward. 

Albany  Square,  Pendleton,  Nov.  23, 1888. 

THE  POSITION  OF  GAS  INSTITUTE  MEMBERS. 

Sir  —Upon  reference  to  the  rules  of  The  Gas  Institute,  I  mfer  that 
any  Wember  wishing  to  retire  therefrom  must  give  notice  of  his  inten¬ 
tion  of  so  doing  before  the  1st  of  January  in  any  year,  or  he  will  be 
held  liable  for  his  subscription  for  the  next  year.  In  August  last,  a 
circular  was  addressed  to  the  members,  asking  them  to  refrain  from 
resigning,  as  an  extraordinary  meeting  would  be  held  in  the  course  of 
the  autumn.  The  Council  having  since  resolved  not  to  hold  such  meeting, 
but  to  let  matters,  re  Bray,  stand  over  to  the  June  meeting  of  next 
year,  I  should  like  to  know  in  what  position  the  members  now  stand  as 
resards  such  notice  of  resignation  as  above  stated.  ^ 

I  do  not  intend  paying  my  guinea  subscription,  and  expenses  m 
travelling  several  hundred  miles  to  participate  in  such  disgraceful  pro¬ 
ceedings  as  have  of  late  years  taken  place,  to  the  discredit  of  tb® 
tute  Cannot  Mr.  Bray  be  induced — now  that  the  (to  him)  obnoxious 
members  have  resigned,  and  he  being  still  declared  a  member--grace- 
fully  to  promise  not  again  to  refer  to  a  matter  whicn  has  been  distasteful 
to  most  of  the  members,  and  thus  restore  the  harmony  which  formerly 
prevailed  at  these  annual  gatherings  ? 

Nov.  22,  1888.  _ 


A  Peovincial  Member. 


GASHOLDER  CONSTRUCTION. 

Sir _ My  admittedly  novel  proposal  for  gasholder  construction  having 

received  so  much  attention  from  the  gas  world,  it  may  seem  to  some 
that  I  need  not  trouble  to  object  to  any  little  inaccuracies  of  description 
thereof.  When,  however,  it  comes  to  a  comparison  of  my  invention 
with  another  proposal,  the  suggestion  for  which  it  is  admitted  was 
taken  from  my  own,  I  think  it  only  right  that  inaccurate  expressions  of 
the  more  important  kind,  whether  arising  from  bias  or  carelessness, 

In  your^ummary  of  the  meeting  of  the  Southern  District  Association, 
appearing  in  the  Journal  for  Noy.  13  last,  you  say  that  “  Liyesey 
in  turn  demonstrates  that  the  effect  of  Mr.  Gadd’s  (o/ir;  spirals,  going  a 
Iona  way  round  the  tank,  may  be  gained,”  &o.  The  italics  are  mme, 
and  serve  to  show  how  the  art  of  judicious  tautology  may  be  employed, 
so  as  to  create  an  unfavourable  prejudice.  The  inclined  guides  I 
propose  to  employ  in  practice,  and  have  illustrated  in  my  models,  can  in 
lo  sense  be  called  “  long  ”  spirals,  neither  do  they  go  a  long  way 
round  the  tank.  As  a  matter  of  fact,  an  inclination  for  the  rails  of  45 
forms  a  very  short  or  quick  spiral  indeed  ;  while  one  of  60  ,  of  course,  i 
shorter  still,  and  goes  a  very  little  distance  along  the  circumference  o 

With  regard  to  making  exceedingly  short  spiral  guides  in  alternate 
directions,  as  I  explained  at  the  meeting,  I  had  experimented  with  such 
to  a  modified  size.  I  had  not  shortened  the  spira  to  the  extent  pro¬ 
posed  by  Mr.  Livesey,  although  I  confess  I  am  at  a  loss  to  see  how  veiy 
short  spiral  or  inclined  guides— being  a  matter  of  degree  only  can  form 
a  new  invention  after  spiral  guides  in  alternation,  or  whatever  size,  have 
once  been  employed  for  the  same  object.  If  a  holder  turns  on  itscential 
axis,  and  at  the  same  time  is  raised  or  lowered,  it  will  take  some  kind  of 
spiral  motion ;  and  inclined  guides  of  some  description  must  be  used. 
I^rhaps  we  shall  see  presently  some  person  proposing  to  reduce  the 
length  of  the  inclined  guides  for  alternate  motion  to  a  still  greater  extent, 
and  thereby  making  a  supposed  departure  from  Mr.  Livesey  s  proposal. 
On  this  head  I  may  fall  back  on  the  old  adage  that,  “  Imitation  is  the 

sincerest  form  of  flattery.”  .  .  , ,  t  ir,  sovi 

I  see,  by  the  letter  which  appears  in  this  week  s  Journal  (p.  8J7), 
that  Mr.  H.  E.  Jones  thinks  there  is  extreme  liability  to  jam  when  the 
holder  is  flattened  by  side  wind  pressure.  I  find  it  difficult  to  quite 
realize  the  precise  meaning  Mr.  Jones  wishes  to  put 
“  flattened.”  Of  course,  if  the  holder  were  flattened  to  the  extent  of  pro¬ 
ducing  a  major  diameter  greater  than  the  diameter  of  the  tank,  it 
certainly  would  jam  ;  and  so  I  opine  would  any 
ever  occurred  ?  Short  of  this  catastrophe,  general  or 
supposing  such  to  be  possible— would  not  interfere,  provided  the  bottom 
rffig  remiined,  with  the  rise  and  fall  of  a  holder  constructed  in  accord¬ 
ance  with  my  invention. 

Mr.  Jones  has  also  a  difficulty  as  to  submergence  of  the  rolleis  ,  but 
are  not  all  bottom  rollers  submerged  ?  Nevertheless,  I  can  assure  Mr. 
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Jones  that  my  rollers  are  not  very  particular  about  adjustment ;  and  an 
inch  or  so  of  play  between  the  rollers  and  guides  will  not  trouble  a  holder 
the  least  in  its  working  or  stability.  If  it  be  esteemed  necessary  to 
readily  get  at  the  rollers,  they  may  be  arranged  round  the  top  of  the 
tank,  free  of  the  water  altogether,  as  has  already  been  shown. 

So  far  as  I  can  see,  the  sole  legitimate  doubt  is  that  so  fairly  put 
forward  by  Mr.  Cripps  at  the  Southern  Association  meeting — viz.,  the 
resisting  power  of  the  holder  to  the  distorting  tendency  of  the  transverse 
strains  induced  by  wind  pressure.  On  this  head  I  hope  shortly  to  be 
able  to  report  the  results  of  certain  experiments  actually  made  with 
the  model,  and  also  some  others  which  will,  I  think,  throw  some  light 
on  the  subject. 

I  am  further  hopeful  it  will  not  be  very  long  before  all  concerned  may 
be  able  to  see  a  working  holder  on  a  practical  scale,  when  the  question 
will  once  for  all  be  set  at  rest.  ^  r  \t,v, 

Manchester,  Nov.  23,  1888. 

[The  question  of  the  accuracy  of  our  comments  upon  the  positions 
respectively  occupied  by  Mr.  Gadd’s  and  Mr.  Livesey’s  suggestions  for 
guiding  gasholders,  must  be  decided  by  individual  judgment.  We  can, 
however,  and  do  distinctly  repudiate  the  imputation  in  the  second 
paragraph  of  the  above  letter,  that  in  these  comments  we  employed  “  the 
art  of  judicious  tautology,”  with  or  without  intent,  to  “  create  an 
unfavourable  prejudice.”  We  remain  most  deplorably  ignorant  of  the 
existence  of  any  “  art  of  judicious  tautology ;  ”  while  pleading  guilty  to 
occasional  indulgence  in  repetition  of  particular  words,  when  the  object 
is  to  emphasize  a  line  of  argument  or  to  make  an  explanation  specially 
clear.  Mr.  Gadd  objects  to  our  distinguishing  his  suggestion  as  a 
system  of  “  long  spirals  ;  ”  yet  he  is  fain  to  admit  that  Mr.  Livesey’s 
proposal  is  for  “  very  short  spiral  or  inclined  guides  ” — much  shorter, 
in  fact,  than  he  had  ever  attempted  to  make  his  own  inclined  tank 
guides.  Where,  then,  is  the  error  in  our  description  of  the  difference 
between  the  two  suggestions?  We  cannot  profess  to  enlighten  Mr. 
Gadd  as  to  the  degree  of  difference  between  two  inventions,  aiming  at 
the  same  object,  that  may  be  legally  held  sufficient  to  constitute  their 
independence.  All  that  we  can  say  is  that  we  have  tried  to  describe, 
for  the  benefit  of  our  readers,  what  we  have  understood  to  be  the  obvious 
difference  in  the  examples  under  notice;  and  if  we  have  unwittingly 
done  so  in  terms  that  displease  Mr.  Gadd,  we  are  sorry  for  it,  while  still 
failing  to  see  the  heinousness  of  our  language. — Ed.  J.G.L.] 


WATEK  BY  MEASUKE. 

Sir, — “  Positive  ”  says  that  I  have  “  not  yet  added  anything  to  the 
discussion  and  he  invites  me  to  describe  the  meter  on  which  my 
“  conclusions,”  as  he  correctly  infers,  “  appear  entirely  to  hinge.” 
The  reasonableness  of  my  position  in  basing  my  views  on  the  merits  of 
the  meter  is  shown  by  “  Positive  ”  himself ;  for  he  says  that  his  expe¬ 
rience  of  low-pressure  meters,  is  that  they  “  are  not  so  accurate  as  the 
present  positive  meters,”  whilst  all  he  can  say  of  the  latter  is  that  he 
finds  them  “  sufficiently  accurate  for  all  practical  purposes.” 

Previous  to  the  enactment  of  the  Act  for  regulating  measures  used  in 
sales  of  gas,  it  was  frequently  said  that  gas-meters  were  ‘‘  sufficiently 
accurate  for  all  practical  purposes  but  the  Legislature  brushed  aside 
this  vague  expression,  and  prescribed  the  amount  of  error  that  would  in 
future  be  allowed.  This  was  declared  to  be  5  per  cent. — 2  per  cent,  in 
favour  of  the  seller,  and  3  per  cent,  in  favour  of  the  buyer ;  and  we 
know  that  this  has  proved  sufficient. 

Now,  if  such  a  rule  were  applied  to  the  water-meters  “  Positive  ” 
refers  to,  would  they,  one  and  all,  or  any  of  them,  comply  with  it  ?  If 
they  would  not,  I,  for  one,  would  not  consider  them  “sufficiently  accu¬ 
rate  for  all  practical  purposes.”  But,  as  has  been  rightly  inferred,  I 
have  in  view  a  meter  which  does  comply  with  these  conditions,  and  that 
too,  under  all  possible  variations  as  to  quantity,  between  the  full  supply 
and  the  smallest  drop.  I  shall  therefore  avail  myself  of  your  kind  per¬ 
mission  to  send  a  description  of  this  meter  for  an  early  number  of  the 
Journal;  and  I  am  glad  to  learn  from  “Positive”  that  this  will  be 
“  exceedingly  interesting  to  all  concerned.” 

“Positive”  says,  “It  is  quite  evident  that  ‘True  Measure’  has  not 
had  experience,  or  he  would  not  advocate  meters  at  the  end  of  a 
service  ;  ”  and  he  adds  that  “  gas  men  would  not  do  that.”  Now,  is 
it  not  “  Positive”  whose  “  experience  ”  is  deficient?  For  do  not  “  gas 
men,”  in  the  majority  of  instances,  do  the  very  thing  “Positive”  says 
they  “  would  not  ”  ?  Is  the  gas-meter  not,  usually,  placed  at  the  end 
of  the  service  ?  And  has  not  the  consumer  full  control  of  the  pipes  and 
fittings  beyond  it  ? 

I  may  safely  dismiss  the  suggestion  of  “  Positive  ”  that,  with  a  meter 
on  the  end  of  the  service— i.e.,  at  the  ball-valve  of  the  cistern — 
pipes  would  be  led  from  the  service  (behind  the  meter),  and  water 
would,  through  these,  be  stolen.  There  is  no  more  reason  to  apprehend 
this  in  the  case  of  water-meters  than  in  the  case  of  gas-meters  ;  and 
whenever  such  a  thing  occurs  in  connection  with  the  latter,  gas  com¬ 
panies  know  how  to  deal  with  it,  and  water  companies  would  be  no  less 
equal  to  the  occasion. 

Nov.  23,  1888. 


True  Measure. 


A  New  Water  Scheme  for  Barrow. — The  General  Purposes  Com¬ 
mittee  of  the  Barrow  Town  Council  have  decided  to  promote  in  the  next 
session  of  Parliament  a  Bill  to  empower  the  Corporation  to  take  water 
from  the  Eiver  Duddon,  and  to  construct  weirs,  settling  ponds,  conduits, 
&c.  It  is  estimated  that  this  work  will  cost  ^50,000.  The  reason  the 
Corporation  are  promoting  this  Bill  is  because  the  Barrow  Steel  Com¬ 
pany  are  requiring  a  further  supply  of  water,  which  they  are  unable  at 
present  to  obtain  from  the  town’s  water  supply  ;  and,  consequently,  they 
propose  to  bring  their  own  supply  from  the  Duddon,  unless  the  Corpora¬ 
tion  will  agree  to  certain  terms  which  at  present  are  refused.  Conse¬ 
quently,  two  separate  schemes  are  being  promoted  for  one  object;  but  it 
is  likely  that  a  compromise  will  be  effected,  and  that  the  supply  will  be 
provided  by  the  Corporation. 


HALIFAX  BOROUGH  C  O  URT.— Tub  sd  a  y,  Nov.  20. 

(Before  Mr.  B.  W.  Jackson  and  Mr.  E.  M.  Wavell.) 

PROSECUTION  OF  THE  LATE  GAS-WORKS  MANAGER. 

This  morning,  Mr.  William  Carr,  late  Engineer  and  Manager  of  the 
Corporation  gas  undertaking  was  brought  before  the  Court,  having  been 
arrested  on  a  warrant  issued  at  the  instance  of  the  municipal  authorities. 
The  warrant  specified  that  “  the  said  William  Carr,  then  being  Manager 
of  the  gas-works  of  a  body  corporate — to  wit,  the  Halifax  Corporation — 
unlawfully  did,  with  intent  to  defraud,  mutilate  a  certain  book  belonging 
to  the  said  body  corporate.” 

The  Town  Clerk  (Mr.  Keighley  Walton)  appeared  for  the  prosecution  ; 
Mr.  Walter  Storey  defended. 

The  Town  Clerk  stated  that  the  proceedings  were  taken  under  sec.  83 
of  the  Act  24  and  25  Viet.  cap.  96.  He  was  not  prepared  to  go  into  the  case 
that  morning,  as  Mr.  Carr  had  only  just  been  arrested  ;  but  he  might  state 
shortly  that  he  would  be  charged  with  tearing  out  of  a  book  belonging  to 
the  Corporation  79  pages.  The  pages  contained  very  valuable  informa¬ 
tion;  and  the  absence  of  this  information  would  prevent  the  Corporation 
from  getting  to  the  bottom  of  the  “gas  scandal.”  He  applied  for  a  remand 
till  the  following  Friday,  and  if  necessary  would  call  the  Borough  Ac¬ 
countant,  Mr.  Nichol. 

Mr.  Storey  (interrupting)  said  he  did  not  object  to  the  application  at 
all.  Mr.  Carr,  who  had  been  in  the  South  of  England  for  a  time,  returned 
the  previous  Friday.  He  was  in  the  town  on  Friday  night,  and  had  been 
about  ever  since.  All  sorts  of  rumours  had  been  afloat — rumours  that  Mr. 
Carr  was  about  to  go  to  India,  and  other  statements  equally  devoid  of 
foundation.  Mr.  Carr  was  prepared  to  meet  any  charges  preferred  against 
him  in  the  fullest  manner  at  the  proper  time.  He  asked  the  Magistrates 
to  fix  bail ;  for  there  were  many  gentlemen  in  the  town  who  had  still 
confidence  in  Mr.  Carr,  and  were  ready  to  come  forward  as  sureties. 

Mr.  Wavell  observed  that  the  remand  was  only  until  Friday. 

Mr.  Storey  urged  that  the  affair  of  the  missing  leaves  was  made  public 
two  months  ago.  Therefore,  if  Mr.  Carr  had  wished  to  go  away,  he  could 
have  done  so. 

The  Town  Clerk  said  it  was  quite  true  that  they  knew  about  the  mis- 
ing  leaves  two  months  ago;  but  they  did  not  until  quite  recently  see  the 
importance  of  the  information  which  the  leaves  contained.  Something 
had  recently  occurred  of  a  very  serious  nature  indeed,  which  rendered  it 
most  important  that  they  should  have  these  papers.  They  were  more 
wishful  to  have  the  missing  papers  than  that  Mr.  Carr  should  be 
punished. 

Mr.  Wavell  said  the  Bench  as  yet  knew  very  little  of  the  matter; 
but  from  what  had  been  made  public  in  the  papers,  the  question  as  a 
whole  was  a  very  grave  one  indeed. 

Mr.  Storey  protested  that  statements  in  the  newspapers  ought  not  to 
influence  the  Bench. 

The  Town  Clerk  said  he  had  no  objection  to  bail. 

The  Chairman  (Mr.  Jackson)  said  that  Mr.  Wavell’s  remarks  appeared 
to  have  been  misunderstood  by  Mr.  Storey. 

After  a  short  consultation,  the  Bench  fixed  bail — the  accused  in  £'600, 
and  two  sureties  of  £250  each. 


Friday,  Nov.  23. 

(Before  Mr.  E.  M.  Wavell,  Chairman,  and  Messrs.  Arnold,  Whiteley, 

and  Highley.) 

MR.  CARR  committed  FOR  TRIAL. 

Examination  into  the  matter  mentioned  above  was  continued  this 
morning. 

Mr.  Banks,  instructed  by  the  Town  Clerk  (Mr.  Keighley  Walton),  repre¬ 
sented  the  Corporation ;  and  Mr.  M'Keand,  instructed  by  Mr.  Storey, 
appeared  in  defence. 

Mr.  Banks,  in  opening  the  case,  said  he  would  state  the  facts  very 
shortly.  Mr.  Carr  was  for  some  time  Gas  Manager  to  the  Halifax  Cor¬ 
poration  ;  and  on  Sept.  28  last  he  was  in  possession  of  a  copying-book 
which  belonged  to  the  Corporation.  Some  79  pages  of  this  book  had  been 
used  for  the  purpose  of  copying  gas  tests  ;  and  on  Sept.  28,  the  prisoner 
ordered  a  man  named  Milner — a  clerk  under  him— to  cut  out  the  whole  of 
these  gas  tests  from  the  book.  The  following  day,  Carr  left  his  situation. 
He  (Mr.  Banks)  submitted  that  on  these  facts  he  should  be  entitled  to  ask 
their  Worships  to  commit  Mr.  Carr  on  one  or  other  of  the  two  charges — 
or  both — which  he  would  quote.  Under  Viet.  24  and  25,  cap.  96,  sec.  83, 
he  would  submit  that  Mr.  Carr  did,  being  a  public  officer  of  a  body  corpo¬ 
rate,  mutilate  a  book  belonging  to  that  body  corporate,  with  intent  to 
defraud,  although,  of  course,  the  question  of  intent  to  defraud  was  clearly 
a  matter  for  a  jury.  The  other  section  which  he  submitted  would  meet 
his  case  was  the  67th  section  of  the  same  statute,  which  set  forth  that 
any  servant  stealing  a  document  should  be  guilty  of  a  felony.  As  to  the 
question  of  value,  it  was  perfectly  clear  that  the  sheets  had  been  taken ; 
and  if  they  were  of  no  value,  why  should  they  have  been  torn  out  of  the 
book  ?  It  was  clear  that  they  would  have  been  of  some  value  to  the  Cor¬ 
poration  if  they  had  been  left  there ;  and  it  was  equally  clear  that  they 
were  of  some  value  to  the  prisoner,  who  had  taken  them  away.  He  would 
call  the  Borough  Accountant  to  prove  the  ownership  of  the  book ;  and 
then  the  clerk  whom  the  prisoner  instructed  to  remove  the  sheets. 

Mr.  Janies  Nicholl,  Borough  Accountant,  said  that  he  had  held  his 
present  position  for  nearly  thirteen  years,  and  knew  Mr.  Carr  as  the  late 
Gas  Engineer  and  Manager  to  the  Halifax  Corporation.  The  foolscap 
copying-book  produced  was  used  at  the  gas-office,  and  was  the  property 
of  the  Halifax  Corporation.  The  book  was  purchased  in  February,  1876, 
and  had  been  in  use  since  that  time.  He  identified  the  letters  produced, 
one  from  the  Town  Clerk  asking  for  certain  tests,  and  the  other  a  reply 
from  the  prisoner  informing  the  Town  Clerk  that  he  had  not  got  the  testa 
spoken  of — that  they  had  been  submitted  to  the  Committee,  and  he  had 
not  seen  them  since. 

Cross-examined :  The  copying-book  had  been  in  Mr.  Carr’s  possession 
from  the  time  it  was  bought.  He  did  not  know  that  the  book  contained 
private  analyses  of  coal  made  by  Mr.  Carr.  There  were  79  pages  missing. 
He  knew  that  Mr.  Carr  was  allowed  to  make  private  analyses  of  coal  sub¬ 
mitted  to  him,  unconnected  with  the  Corporation  altogether;  and  these 
private  analyses  would  not  have  anything  to  do  with  the  Corporation 
funds  or  with  Corporation  affairs. 

Mr.J.  Milner,  Chief  Clerk  in  the  Corporation  Gas  Offices,  deposed  to 
having  torn  a  number  of  leaves  out  of  the  copying-book,  at  Mr.  Carr’s 
request,  on  Sept.  28. 

Mr.  Banks  :  What  did  Mr.  Carr  say  to  you  ? 

Witness  :  He  told  me  to  take  the  coal  tests  out  of  the  book. 

Can  you  tell  us  how  many  pages  you  took  out  ? — I  cannot  say.  I  Was 
asked  the  question  before ;  and  I  thought  about  20  or  30,  but  could  not 
tell. 

Why  did  you  select  those  sheets  ? — Because  Mr.  Carr  told  me. 

Were  those  all  the  coal  tests  you  could  find  ? — Yes. 
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By  the  Magistrates’  Clerk  ;  I  gave  the  pages  to  Mr.  f  ®  ’■ 

can  say,  the  book  was  intact  before  I  commenced  to  , 

Examination  resumed,  witness  said  that  all  the  *?®*®  J}®,*°°^  ? ^ 
the  book  were  coal  tests ;  and  they  were  in  his  (witness  s)  own  hand- 

''^Mr^  Banks,  at  this  point,  said  he  would  like  to  make  one  matter  a  little 
more  clear.  In  a  letter  of  the  28th  of  September  last,  Mr.  Carr,  in  answer 
to  a  letter  froi  the  Town  Clerk,  asking  him  to  forward  the  cod  teds 
referred  to  in  the  report  of  June  1,  said  that  he  had  not  got  them.  On 
the  following  day  the  sheets  were  gone  from  the  copying-booK. 

Cross-examined:  Witness  said  he  knew  that  Mr.  C®" 
analyses ;  but  he  did  not  know  that  he  did  so  with  the  consent  the  Cor 
noration  He  found  out  after  Mr.  Carr  had  gone  away  that  Mr.  Berry, 
Alderman  Midgley,  and  Alderman  Biley  were  cognizant  of  his  having 
made  private  tests^  The  surplus  coal  that  was  left  after  a  private  analysis 

had  been  made  went  to  the  Corporation.  rpInteiT  en 

Mr.  M'Keand  :  The  pages  which  you  tore  out  of  the  book  related  en 

tirely,  did  they  not,  to  private  analyses  ? 

What  did  he  ten°you  to  ’tear  out  of  the  book  ?— He  told  me  to  tear  out 

*^And^you^know  that  the  coal  tests  you  tore  out  were  all  private  ones  ?— 

^There  S°one  of  the  leaves  (produced).  As  far  as  you  know,  it  refers  to 

Has^it^any^hfng^o^o^’with  Corporation  business  or  funds  ?— The  Cor¬ 
poration  have  never  had  any  dealings  with  the  person  mentioned. 

I  will  not  put  the  whole  of  the  sheets  in  ;  but  only  a  few  for  the  purposes 
of  this  cross-examination.  That  sheet  marked  “  G  is  also  a  private  one  ? 
—Yes ;  this  appears  to  be  a  private  test. 

Is  the  sheet  marked  “  H  ”  a  private  test  ? — Yes. 

You  used  to  copy  these  things?— Yes,  Sir.  v 

Did  you  ever  yourself  make  a  mess  in  copying  these  things,  and  have 

to  tear  a  leaf  out  ? — Yes,  Sir.  t 

Can  you  tell  us,  roughly  speaking,  how  often  you  suppose  that  will  have 
happened  during  the  last  twelve  years  ?— I  cannot  say.  .... 

It  might  have  happened  eight  or  nine  times  ? — It  might ;  it  is  impossible 

You  ^remember  the  tests  referred  to  in  the  letter  which  has  been 

mentioned? — Yes.  ,  .  ,  _  -.i  .1.  i.  j.„  t 

Had  the  tests  referred  to  in  the  letter  anything  to  do  with  the  testa  i 

■nroduce  to-day  ? — No.  .  ^  2.  3  •„ 

Mr  M‘Keand  (addressing  the  Bench)  called  attention  to  this  last  admis¬ 
sion,  and  asked  that  it  should  be  inserted  in  the  depositions.  Otherwise 
it  would  appear,  from  the  letters,  that  the  prisoner  had  told  a  deliberate 

^*^The  Magistrates’  Clerk  said  the  Court  was  dealing  with  the  question 
of  mutilation.  It  would  be  for  a  jury  to  say  whether  there  had  been  any 

fraudulent  intent.  -  , ,  tv  i  t 

The  Chairman  said  he  took  it  that  the  duty  of  the  Bench  was  to  decide 
on  the  question  of  mutiiation  ;  and,  if  there  were  reasonable  evidence,  to 
then  send  the  case  on  to  another  tribunal  for  further  consideratiom 
Mr.  Banks  :  Tho  witness  was  told  to  take  out  the  coal  tests,  and  he  took 
out  ail  the  coal  tests  he  could  find.  .  , 

The  Chairman  :  He  speaks  to  20  or  30  sheets ;  while  you  refer  to  79. 

Mr.  Banks  :  That  is  his  recollection  of  what  he  took  out.  I  submit  there 
is  a  strong  presumption,  which  it  is  for  the  defendant  to  rebut,  and  which 
he  must  rebut  before  a  jury.  He  is  asked  for  the  coal  tests  ;  and  the  very 
next  day  he  tells  this  witness  to  take  every  coal  test  out  of  the  book. 
Here  is  the  book ;  and  every  coal  test  is  gone.  That  is  mutilation  ;  and 
there  is  really  no  other  inference  to  be  drawn  but  fraudulent  intent. 

The  Chairman  ;  Do  you  propose  to  give  any  evidence  as  to  the  im¬ 
portance  of  these  leaves  ?  ,  U  lA 

Mr  Banks  said  it  would  be  some  time  before  tne  trial  came  on,  snoulcl 
the  Bench  choose  to  commit ;  and  the  interval  would  be  spent  by  those 
who  instructed  him  in  strengthening  the  case  in  every  way  they  could. 

Mr.  M‘Keand  :  You  ought  to  do  it  to-day.  .  i.  n  .j 

Mr.  Banks  :  Not  necessarily.  You  shall  have  notice  of  all  evidence  in 

the  usual  way.  ^  •  • 

The  Chaibman  asked  the  extent  of  the  transactions  which  the  missing 

sheets  covered 

Mr.  Banks  ;  Our  discoveries  are  only  very  recent ;  but  I  believe  the 
amounts  are  very  large. 

The  Chairman  suggested  that  it  would  have  been  the  fairest  course 
towards  the  defendant  to  have  put  in  any  general  evidence  which  was  in 
possession  of  the  prosecution.  , 

Mr.  Banks  said  the  defendant  should  have  notice  of  it  as  soon  as  possible. 
Mr.  M‘Keand:  That  is  cruel. 

Mr.  Banks  submitted  that  the  prosecution  had  made  out  a  case  of  muti¬ 
lation,  and  also  of  larceny.  t  a  ai.  j.  4. 

Mr.  M‘Keand  said  he  believed  that  the  rules  observed  at  that  Court 
would  not  allow  him  to  go  into  the  facts ;  but  he  would  like  to  addr^s  a 
few  observations  to  the  Bench  on  points  of  law.  He  submitted  that  there 
was  no  case  to  go  to  a  jury.  His  first  argument  might  perhaps  sound 
ridiculous  at  the  outset ;  but  he  did  not  niean  it  to  be  so.  He  contended 
that  there  was  no  evidence  of  the  existence  of  the  Corporation  of 
Halifax ;  and  it  was  necessary,  for  the  purpose  of  a  criminal  trial,  that 
there  should  be  a  certificate  of  incorporation  put  in  by  a  proper  person 
to  show  that  in  fact  the  Corporation  did  exist.  He  had  successfully 
upheld  that  objection  over  and  over  again;  and  he  trusted  that  he  should 
succeed  once  more.  Apart  from  that,  he  had  to  urge  that,  unless 
they  had  some  evidence  to  show  that  there  was  intent  to  defraud, 
there  was  no  evidence  to  go  to  a  jury.  The  inference  drawn 
by  the  prosecution  was  that  because  the  defendant  had  mutila^d 
a  book,  therefore  he  had  mutilated  it  with  intent  to  defraud.  But  his 
friend  was  not  in  a  position  to  call  any  witnesses  to  connect  the  trans¬ 
actions  of  the  Corporation  with  the  leaves  which  had  been  torn  out; 
and  this  being  so,  there  was  absolutely  no  evidence  of  any  intent  to 
defraud.  Mr.  Carr  was  willing,  and,  indeed,  he  desired,  to  court  the 
fullest  investigation,  because  they  had  no  fear  of  the  issue,  whether  dis¬ 
posed  of  there  or  at  the  Assizes.  He  would  be  set  right  in  the  eyes  of  the 
public  of  Halifax,  he  was  perfectly  confident ;  but,  under  the  circum¬ 
stances,  it  was  a  cruel  thing  that  a  gentleman  in  his  position  should  be 
kept  waiting  for  his  trial  on  such  a  serious  charge.  He  M  Keand) 
would  wait  the  decision  of  the  Bench  with  confidence,  only  observing  that 
he  could  and  would  produce  every  one  of  the  sheets  about  which  com- 
plaint  was  made. 

Mr.  Banks:  That  will  be  a  question  for  the  jury.  ... 

The  Magistrates  then  retired  for  a  few  minutes ;  and  on  returning  into 

Court,  .  i  .  1 

The  Chairman  said  they  had  decided  to  send  the  case  for  trial. 

On  being  asked  if  he  had  anything  to  say,  Mr.  Carr  intimated  that  he 
would  reserve  his  defence.  .  .  u 

Mr.  M'Khand  :  I  suppose  the  Bench  will  allow  Mr.  Carr  out  on  the  same 

bail  as  before  ? 


The  Chairman  :  I  should  be  glad  if  Mr.  Banks  could  give  me  any  idea, 
from  general  figures,  of  the  amount  of  the  transactions  which  these  79 
sheets  cover. 

Mr.  Banks  :  It  is  almost  impossible  to  say. 

The  Chairman  :  Is  it  tens  of  thousands  ? 

Mr.  Banks  :  It  may  be  ;  but  that  we  cannot  say.  The  amount  must  be 
very  large. 

'The  Chairman  :  The  question  of  bail  is  always  regulated  by  the  circum¬ 
stances  of  the  case.  In  this  case,  as  it  is  not  opposed,  the  Bench  will 
accept  bail — Mr.  Carr  himself  in  T2000,  and  two  sureties  of  TIOOO  each. 

Mr.  Carr  was  then  formally  committed  to  take  his  trial  at  the  next 
Leeds  Assizes. 

At  the  close  of  the  remaining  business  before  the  Bench, 

Mr.  Storey  said  there  were  two  or  three  gentlemen  who  would  be 
willing  to  act  as  sureties  for  Mr.  Carr,  but  only  one  was  in  Court.  One 
was  in  Leeds,  and  another  was  in  bed  with  rheumatism,  but  he  was  willing 
to  attend  as  soon  as  possible.  He  (Mr.  Storey)  suggested  that  Mr.  Carr 
should  remain  where  he  was  until  his  sureties  were  able  to  attend.  The 
latter  would  be  men  who  would  satisfy  the  Town  Clerk  and  the  Chief 
Constable.  .  ,  ,  -j 

The  Chairman  asked  if  it  was  not  usual  in  such  cases  for  the  other  side 
to  concur  in  the  bail  offered.  .  (  n 

Mr.  Storey  said  that  was  so;  and  he  submitted  that,  the  Chief  Con¬ 
stable  and  the  Town  Clerk  being  satisfied,  the  rule  was  to  allow  Gie 
accused  his  liberty.  To  be  sure,  the  Bench  could  make  any  rule  they 
pl63(S0fi 

The  Chairman  asked  if  it  was  not  necessary  that  this  should  be  done 
before  a  Justice.  -r  ,■  a 

Mr.  Storey  said  undoubtedly  it  was  necessary ;  but  any  J ustice  would  do. 
The  Chairman  :  You  will,  of  course,  take  one  who  is  not  a  member  of 
the  Town  Council  ? 

Mr.  Storey  :  Oh  yes.  ,  ^  .  iu 

The  Chief  Constable  said  he  thought  it  might  be  arranged  during  the 
afternoon  or  evening. 

Among  the  witnesses  said  to  have  been  subpoenaed  by  Mr.  Carr,  were 
Alderman  Biley,  Alderman  Midgley,  Mr.  William  Berry  (three 
Chairmen  of  the  Gas  Committee),  and  the  Town  Clerk;  but  as  the 
defence  was  not  entered  upon  they  were  not  called.  It  is  understood  the 
three  ex-Chairmen  would  have  been  called  to  show  that  it  was  customary 
for  Gas  Managers  to  be  allowed  to  make  private  tests  of  coal. 

Later  in  the  afternoon,  Mr.  W.  Longbottom  and  Mr.  W.  Swale  offered 
themselves  as  sureties  for  Mr.  Carr,  and  were  accepted. 

WESTMINSTEB  COUNTY  COUBT.— Thursday,  Nov.  15. 

(Before  Mr.  Francis  Bayley,  Judge.) 

THE  GASLIGHT  AND  COKE  COMPANY  V.  NOBTHFIELp._ 

In  this  case,  the  point  in  dispute  was  as  to  whether  or  notit  is  necessary 
for  a  consumer  to  give  notice  in  writing  to  the  Company  supplying  him 
of  his  intention  to  discontinue  the  use  of  gas.  The  amount  claimed  by 
the  Company  was  £1 ;  being  the  value  of  gas  consumed  on  the  premises 

in  question  from  April  to  August  of  this  year.  ...  ju 

Defendant  stated  that  he  left  the  premises  referred  to  in  1880,  and  he 
informed  the  Company’s  collector  of  the  fact.  Since  then  the  place  had 
been  let  to  two  different  tenants,  whose  names  had  been  put  up  over  the 
shop.  He  had  been  a  customer  of  the  Company  for  40  years ;  and  he 
believed  he  was  doing  what  was  right  when  he  told  the  collector  that  he 
was  leaving  the  place.  ,  ,,  ,  ,  a  ^  » 

On  behalf  of  the  plaintiffs,  it  was  pointed  out  that,  under  the  Act  ol 
Parliament,  it  was  necessary  that  notice  to  discontinue  the  supply  of  gas 
should  be  given  to  the  Company  in  writing ;  and  this  was  stated  on  the 
card  which  was  left  with  each  consumer. 

His  Honour,  after  referring  to  the  Act,  said  that  the  defendant  must 
pay  the  amount  claimed— a  written  notice  ought  to  have  been  given  to 
the  Company.  _ 

THE  GASLIGHT  AND  COKE  COMPANY  V.  HUSSEY. — A  DEPOSIT  QUESTION. 
This  was  an  action  to  recover  IBs.  6d.  from  the  defendant,  who 
carries  on  business  in  Mare  Street,  Hackney,  for  gas  consumed  between 
Nov.  11,  1887,  and  June  19,  1888.  The  Company  allowed  £3  off  this 
amount— being  the  sum  paid  by  defendant  as  a  deposit.  The  claim  was 
admitted;  but  the  defendant  made  a  counter-claim  for  damage  caused 
through  the  Company  cutting  off  the  supply  without  proper  reason. 

Mr.  W.  Barker  stated  that  he  made  the  contract  on  behalf  of  the  Com¬ 
pany  to  supply  gas  to  the  defendant’s  shop.  He  took  £3  as  deposit.  The 
contract  stated  that  the  £3  would  be  deducted  from  “  a  ”  winter’s  quarter. 
A  day  or  two  before  the  contract  was  signed,  he  wrote  a  letter  to  the 
defendant,  in  which  he  said  the  deposit  would  “  be  returned  on  the 
winter’s  quarter.”  The  word  “  the  ”  was  put  in  instead  of  “  a  by 

mistake.  ^  . 

Defendant  said  that  he  forwarded  to  the  Company  the  amount  mr 
the  gas  consumed,  less  the £3  paid  as  deposit;  and  it  was  returned.  He 
sent  it  again ;  and  it  was  returned.  Soon  after  this  the  Company  cut  off 
the  supply  ;  and  it  caused  him  great  inconvenience.  He  would  not  have 
signed  the  contract,  unless  the  deposit  was  credited  to  him  on  the  first 

quarter,  as  that  was  the  winter  quarter. 

His  Honour  said  it  was  clear  that  Barker  had  made  a  mistake  in  his 
letter,  by  writing  the  word  “  the  ”  for  “  a ;  ”  and  there  must  be  a  verdict 
for  the  plaintiffs  on  the  claim  and  counter-claim. 

Friday,  Nov.  16. 

THE  GASLIGHT  AND  COKE  COMPANY  V.  LEACH. 

In  this  case  the  amount  sued  for  was  £8;  being  for  gas  supplied  to 
Messrs.  Leach  and  Co.,  Wine  Merchants,  of  Charterhouse  Street. 

On  behalf  of  the  Company,  it  was  stated  that  the  contract  to  supply  the 
above-named  firm  with  gas  was  entered  into  in  1878  ;  and  they  held  them 

liable  for  the  gas  consumed.  t  u  i  .u 

For  the  defence,  it  was  alleged  that  in  the  year  1879  Mr,  Leach  left  the 
firm,  and  gave  notice  to  this  effect  to  the  Company  ;  and  the  amount  now 
sued  for  was  for  gas  consumed  after  his  interest  in  the  firm  had  ^ased. 
When  he  left  Charterhouse  Street,  he  took  offices  in  Fenchurch  Street, 
and  the  Company  supplied  him  with  gas  there ;  nothing  being  said  as  to 
the  account  at  Charterhouse  Street.  He  had  never  attempted  to  evade 
payment,  because  he  did  not  consider  he  was  liable ;  in  fact,  he  knew 
nothing  as  to  the  amount  of  gas  used  after  he  left. 

His  Honour  said  he  was  not  satisfied  with  the  evidence ;  and  he  would 
therefore  adjourn  the  case  for  the  production  of  books  and  documents. 

New  Beservoir  for  the  Hobart  Water-Works  (N._Z.).— The  formal 
opening  of  the  storeage  reservoir  of  the  Hobart  Corporation  Water- Works, 
New  Zealand,  was  celebrated  a  short  time  since.  The  reservoir,  which  was 
full  to  overflowing,  contained  47  million  gallons  of  wate^which  will  be 
only  drawn  upon  when  the  ordinary  supply  from  Mount  Wellington  runs 
short.  The  cost  of  the  work  was  £40,000. 
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SALFORD  CORPORATION  GAS  SUPPLY. 

The  Huntek  Case. — The  Gas  Committee  and  the  Press. — Mr.  Ellis 
Lever’s  Charges  against  the  Department. 

At  the  Adjourned  Quarterly  Meeting  of  the  Salford  Town  Council  last 
Wednesday — the  Mayor  (Mr.  Alderman  A.  L.  Dickins)  presiding — the 
above-named  matters  were  under  consideration. 

Mr.  Lord,  Chairman  of  the  Gas  Committee,  moved—"  That,  as  recom¬ 
mended  by  the  General  Purposes  Committee,  a  previous  resolution 
appointing  eight  members  of  the  Council  to  form  a  Consultative  Com¬ 
mittee  in  relation  to  the  matters  pending  in  connection  with  the  Hunter 
case  be  rescinded,  and  that  the  Mayor  and  four  members  of  the  Council 
form  the  Committee.” 

Alderman  Hall  seconded  the  motion. 

Mr.  Rycroft  proposed  an  amendment  to  the  effect  that  the  Committee 
consist  of  six  members  of  the  Council  and  the  Mayor  ex  officio.  He  re¬ 
marked  that  the  Committee  being  a  General  Committee,  it  could  not 
legally  be  composed  in  the  manner  suggested.  Each  district  of  the  Council, 
he  maintained,  ought  to  have  an  equal  representation  on  such  a  Com¬ 
mittee.  His  object  in  moving  the  amendment  was  that  Mr.  Hewitt  and 
himself  might  be  placed  on  the  Committee.  When  the  Investigation  Com¬ 
mittee  was  being  dissolved,  he  desired  to  be  placed  on  the  Consultative 
Committee ;  and  the  Investigation  Committee  in  the  first  instance 
nominated  Mr.  Hewitt  and  himself  as  members  of  the  Committee.  But — 
under  the  influence  of  the  late  Town  Clerk,  he  believed — Mr.  Hewitt,  him¬ 
self,  and  Mr.  Mandley  were  excluded  from  the  Committee.  However,  he 
did  not  complain  of  the  past.  As  the  questions  which  would  come  before 
the  Committee  involved  legal  points,  he  thought  Mr.  Hewitt  and  himself, 
being  members  of  the  legal  profession,  ought  to  be  on  the  Committee,  so 
that  they  might  give  as  much  assistance  as  they  could  to  the  Committee 
and  to  the  Town  Clerk.  In  the  past  the  Consultative  Committee  had 
been  oblivious  to  what  was  going  on  ;  and  were  only  called  together  when 
it  suited  the  late  Town  Clerk.  He  wished  to  have  a  Consultative  Com¬ 
mittee  which  would  endeavour  to  understand  the  position  of  matters,  and 
do  its  work  promptly,  and  with  decision. 

The  Mayor  assured  the  Council  that  it  was  desirable  that  things  should 
be  done  quietly,  and  that  the  Committee  should  be  as  small  as  possible. 
Information  had  been  conveyed  to  him  since  the  last  Consultative  Com¬ 
mittee  meeting,  which  showed  him  very  clearly  that  the  result  of  the 
appointment  of  a  large  Committee  would  simply  be  to  undo  the  work 
that  was  being  done.  The  important  information  which  would  by-and-by 
be  placed  before  the  Council  would  show  that  the  Committee  had  done 
its  work. 

Mr.  Davus  seconded  the  amendment. 

After  a  short  discussion,  the  vote  was  taken,  when  26  were  in  favour  of 
the  amendment  and  24  against.  The  amendment  was  then  put  as  a  sub- 
stantative  resolution,  and  adopted. 

The  Council  then  appointed  the  Committee  “  in  relation  to  the  matters 
pending  in  the  civil  action  against  Samuel  Hunter  ;  ”  and  they  were  autho¬ 
rized  “to  take  such  legal  or  other  proceedings  as  they  may  think  fit  in 
all  matters  that  may  arise  in  such  action  or  actions,  reporting  from  time 
to  time  their  proceedings  to  this  Council.”  The  Committee  consists  of 
Alderman  Husband,  Mr.  Phillips,  Alderman  M'Kerrow,  Mr.  Hewitt,  Aider- 
man  Walmsley,  and  Mr.  Rycroft. 

In  reply  to  a  question,  it  was  stated  that  the  Committee  would  have 
power  to  start  an  action  against  a  coal  contractor. 

Mr.  Russell  next  moved — “  That  inasmuch  as  it  is  desirable  that  the 
ratepayers  should  know  more  about  the  Council  proceedings,  the  General 
Gas  Committee  be  and  is  hereby  instructed  to  admit  to  their  General 
Committee  meetings  the  responsible  representatives  of  the  local  and 
district  press,  on  the  understanding  that  it  be  in  the  power  of  a  majority 
of  the  members  then  present  to  declare  any  matter  before  them  to  be 
private,  and  to  consider  the  same  during  or  without  the  presence  of  the 
reporters  as  they  may  see  fit.”  He  considered  the  time  had  arrived  when 
something  ought  to  be  done  in  the  direction  he  had  indicated.  Past 
affairs  connected  with  the  gas-works  had  occupied  a  good  deal  of  attention 
lately ;  and  he  thought  that  it  was  desirable  they  should  attend  still  more 
closely  to  present  affairs.  He  believed  the  ratepayers  wished  for,  and  were 
entitled  to  more  information  than  they  had  at  present  with  regard  to  the 
work  of  the  Gas  Department.  With  more  publicity,  the  members  of  the 
Committee  would  receive  greater  credit  for,  and  more  support  in  their 
work  than  they  did  just  now.  Rightly  or  wrongly,  Salford  was  under  a 
cloud,  and  the  Gas  Department  in  particular ;  and  he  believed  publicity 
would  do  much  to  clear  away  this  cloud.  With  regard  to  recent  proceed¬ 
ings  connected  with  coal  contracts,  with  the  question  of  stokers’  wages, 
and  other  matters,  publicity  would  have  saved  a  good  deal  of  misappre¬ 
hension. 

Mr.  Rudman  seconded  the  motion. 

Alderman  Brown  observed  that,  while  Mr.  Russell  had  put  the  matter 
in  a  fair  and  reasonable  way,  in  his  opinion,  a  wiser  [plan  than  that  pro¬ 
posed  would  be  for  each  Committee  to  take  its  own  special  circumstances 
into  consideration,  and  decide  for  or  against  reporters  being  present.  He 
moved,  as  an  amendment,  that  the  matter  be  referred  to  the  Gas  Com¬ 
mittee  for  consideration. 

Alderman  M'Kerrow,  in  seconding  the  amendment,  said  they  had  had 
experience  of  the  presence  of  reporters  at  meetings  of  the  other  Committees 
of  the  Corporation.  He  did  not  say  that  any  serious  mischief  had  arisen 
from  it ;  but  he  certainly  felt  that  any  advantage  there  had  been  connected 
with  the  opening  of  the  Committees  had  been  counterbalanced  by  the 
inconvenience  which  had  been  occasioned.  He  thought  that  of  all  the 
Committees  of  the  Corporation,  the  one  that  was  most  likely  to  have  deli¬ 
cate  matters  to  negotiate — such  matters,  for  instance,  as  the  coal  contracts 
and  the  selling  of  the  bye-products — was  the  Gas  Committee;  and  this 
being  so,  he  thought  Mr.  Brown’s  proposal  was  a  reasonable  one.  As  a 
matter  of  policy,  he  thought  it  was  inexpedient  to  admit  reporters. 

Mr.  Roper  supported  the  amendment,  and  expressed  a  hope  that  the 
Gas  Committee  would  decide  to  adopt  the  proposal  in  the  resolution. 

Mr.  Lord  said  he  was  not  unwilling  that  the  question  should  come 
before  the  Gas  Committee;  but  personally  he  agreed  with  Alderman 
M’Kerrowthat  as  a  matter  of  expediency,!and  in  the  interests  of  the  rate¬ 
payers,  it  was  better  their  proceedings  should  not  be  reported. 

The  amendment  was  adopted. 

Mr.  Phillips  subsequently  said  he  desired  to  know  whether  any  further 
communication  had  taken  place  with  Mr.  Ellis  Lever  with  the  view  of 
obtaining  from  him  the  information  which,  in  his  letter  to  the  local 
papers,  he  offered  to  communicate  to  a  Committee.  On  Oct.  31,  the 
Council  adopted  a  resolution  he  proposed,  accepting  Mr.  Lever’s  offer; 
but  Mr.  Lever  had  refused  to  go  on  because  of  certain  statements  with 
which  the  resolution  was  weighted — because  of  the  Mayor’s  declaration 
that  he  would  take  care  to  be  present,  and  that  there  would  be  shorthand 
notes  taken  of  all  that  took  place.  He  thought  it  was  most  desirable  to 


get  to  the  bottom  of  the  statements  which  had  been  made  by  Mr.  Lever  ; 
and  this  being  so,  he  wished  to  know  whether  the  Mayor  and  the  Council 
would  not  accept  Mr.  Lever’s  terms  pure  and  simple,  and  allow  him  to 
make  his  communication  to  the  three  gentlemen  who  might  be  appointed. 

The  Mayor  said  he  would  be  prepared  to  agree  with  Mr.  Lever  to  the 
extent  of  dispensing  with  the  shorthand  writer ;  but  if  Mr.  Lever  met  the 
Committee  in  the  Town  Hall,  he  would  insist  upon  his  right  as  Mayor  to 
be  present. 

Alderman  Walmsley  hoped  the  Mayor  would  be  present  at  any  meeting 
of  the  Committee  appointed. 

The  Mayor  observed  that  if  the  persons  chosen  met  outside  the  Town 
Hall,  the  matter  would  be  different ;  but  if  they  met  there,  he  must  be 
present. 

It  was  then  resolved,  on  the  motion  of  Mr.  Rudman,  seconded  by  Mr. 
Robinson,  to  accept  Mr.  Lever’s  terms  unconditionally. 


THE  BLYTH  GAS  COMPANY  AND  THE  COWPEN  LOCAL 

BOARD. 

The  Public  Lighting  Question. 

In  the  Journal  for  the  6th  iust.  (page  815),  we  briefly  noticed  an  extra¬ 
ordinary  meeting  of  the  Blyth  Gas  Company,  which  had  been  convened 
for  the  purpose  of  considering  the  dispute  that  has  arisen  between  the 
Directors  and  the  Cowpen  Local  Board.  A  resolution  was  then  passed, 
to  the  effect  that  an  offer  should  be  made  to  the  Board  to  elect  three  of 
their  number  to  meet  an  equal  number  appointed  by  the  shareholders 
of  the  Company  to  discuss  the  matters  at  issue  between  the  two  bodies. 
At  the  succeeding  meeting  of  the  Local  Board,  the  Clerk  read  two  letters 
from  the  Gas  Company,  in  which  it  was  stated  that  they  had  appointed 
Messrs.  Lynn,Walker,  and  Keenlyside  as  a  deputation  to  meet  a  Committee 
of  the  Board.  He  also  announced  that  these  three  gentlemen  were  in 
attendance.  It  was  agi'eed  to  at  once  hear  the  statement  of  the  deputa¬ 
tion.  On  entering,  Mr.  Lynn  (speaking  on  behalf  of  himself  and  his  two 
colleagues)  briefly  referred  to  the  proceedings  at  the  meeting  of  the  Com¬ 
pany  at  which  they  were  appointed  to  discuss  the  matters  in  dispute  with 
a  Committee  of  the  Board  ;  but  to  save  time  the  deputation  had  decided 
to  wait  upon  the  Board  that  day.  He  had  to  ask  them  to  re-open  the 
negotiations  which  had  been  so  abruptly  closed  ;  and  he  was  sure  that  if 
they  were  inclined — and  he  did  not  anticipate  any  difSculty — they  could 
bring  the  matter  to  a  satisfactory  termination.  The  unfortunate  dispute, 
he  believed,  first  arose  with  regard  to  the  purchase  of  the  lamps ;  and  he 
found  in  the  report  of  the  Board’s  meeting  that  there  was  an  offer  made 
by  the  Board’s  Committee  of  30s.  per  lamp  all  round.  This  offer  the 
Company  then  refused.  To  show,  however,  that  they  were  now  prepared 
to  waive  everything  they  possibly  could,  and  to  avoid  any  ques¬ 
tion  of  arbitration,  they  would  sell  them  at  the  Board’s  own 
price.  He  thought  that  this  was  as  far  as  they  could  go  in  the  first 
instance.  In  the  discussion  which  ensued,  the  Chairman  (Mr.  W.  Robin¬ 
son)  said  that  the  whole  of  the  ratepayers  were  against  buying  the  lamps  ; 
and  he  thought  the  only  thing  which  would  meet  the  case  would  be  a 
reduction  in  the  price  of  gas,  and  a  cheap  rate  for  the  public  lighting 
during  the  remainder  of  the  season.  To  this  Mr.  Lynn  replied  that  the 
Company  had  very  carefully  considered  the  lighting  of  the  district  for 
the  remainder  of  the  season  ;  and  they  had  arrived  at  a  lump  sum,  which 
was  the  lowest  they  could  possibly  do  it  for.  At  the  meeting  of  the 
shareholders,  he  understood  that  there  was  no  dispute  as  to  the  price 
of  the  gas ;  but  he  would  take  it  upon  himself,  on  behalf  of  the 
shareholders,  to  say  that  they  would  supply  the  Board  with  gas  at 
15  per  cent,  below  the  ordinary  price.  Certain  members  of  the 
Board  said  that  they  should  object  to  this  arrangement,  unless  some 
concession  was  also  made  to  the  consumers.  After  further  discussion, 
Mr.  Lynn  expressed  the  willingness  of  the  Company  to  light  the  district 
for  the  remainner  of  the  lighting  season — from  Nov.  22  to  May  15  next — 
for  i258  net ;  but  he  was  not  prepared  to  say  that  the  Company  would 
afterwards  continue  on  these  terms.  The  Chairman  promised  that  the 
suggestions  of  the  deputation  should  be  considered  ;  and  the  members  then 
withdrew.  A  representative  of  Messrs.  Jennings  and  Co.,  electricians,  of 
London,  then  had  an  interview  with  the  Board.  He  said  they  were  pre¬ 
pared  to  light  the  town  for  ii600  a  year ;  he  gave  it  as  his  opinion  that  18 
electric  lamps  would  suffice.  The  shortest  period  for  which  his  Company 
would  tender  was  seven  years. 

An  Adjourned  Meeting  of  the  Local  Board  was  held  on  the  13th  inst. 
— the  Chairman  (Mr.  W.  Robinson)  presiding — to  consider  the  matters 
referred  to  above.  A  communication  was  read  from  the  deputation  of  the 
Gas  Company,  offering  to  light  the  district  from  Nov.  22  to  May  15  next 
for  the  sum  of  4;258. 

Mr.  Hedley  thought  the  time  was  come  when  they  should  adopt  some 
mode  of  lighting  the  district.  They  had  been  in  darkness  too  long  ;  and 
he  believed  it  was  owing  to  the  high  price  the  Gas  Company  had  been 
charging  for  their  gas.  The  fact  was  apparent  that  other  lights  could  be 
had  more  cheaply.  He  thought  there  would  be  improvements  in  electric 
lighting;  and  it  would  be  wise  for  the  Board  only  to  have  it  for  a  short 
time,  so  that  they  might  probably  get  better  terms  with  the  electric  light 
company  which  they  had  been  in  treaty  with  for  some  time.  He  con¬ 
sidered,  if  the  electric  light  was  adopted,  it  would  be  to  the  benefit  of  the 
community,  and  might  tend  to  increase  the  consumption  of  gas  for  other 
purposes  than  those  which  it  had  been  hitherto  used  for.  He  moved  that 
the  Board  adopt  the  electric  light  for  lighting  the  district. 

Mr.  Todd  said  if  Mr.  Hedley  would  move  that  they  should  accept  the 
tender  of  the  electric  lighting  company,  he  would  second  it. 

Mr.  Hedley  consented  to  do  this. 

Mr.  Todd  seconded  the  motion.  The  residents  in  the  district,  he  said, 
had  been  very  patient ;  and  he  thought  that  that  night  the  Board  should 
come  to  some  definite  conclusion.  He  believed  electricity  would  be  the 
cheapest  illuminant  in  the  long  run.  This  might  be  questioned;  but  he 
pointed  to  the  4;390  which  gas  would  cost  without  the  plant,  and  they 
would  require  50  other  lamps  if  they  took  Cowpen  Colliery  into  the  lighting 
area.  Altogether  it  would  cost  about  £550.  He  supported  the  idea  of 
electricity,  on  the  ground  that  it  was  the  unanimous  wish  of  the  ratepayers 
that  they  should  have  the  electric  light,  and  crush  the  monopoly  with 
which  they  had  been  for  so  many  years  contending. 

Mr.  JoBLiNG  desired  to  point  out  what  he  conceived  to  be  the  greatest 
drawback  to  the  adoption  of  electricity,  and  that  was  the  seven  years’ 
agreement.  By  it  they  shut  themselves  out  of  all  improvement,  which 
they  should  be  careful  to  watch.  If  they  could  by  any  means  reduce  the 
period  to  a  shorter  one — say,  three  years — it  would  be  better  for  them. 

Mr.  Nixon  suggested  that  they  should  try  and  get  better  terms  for  the 
electric  light. 

Mr.  Lee  said  he  went  down  one  of  the  back  streets  during  the  exhi¬ 
bition  of  the  electric  light;  and  he  certainly  was  not  satisfied.  He 
thought  the  back  streets  were  the  most  important  parts  of  the  town. 
He  also  took  exception  to  the  seven  years’  contract,  as  it  was  a  long  time 
to  be  tied  down.  He  should  like  to  ascertain  whether  they  could  not  have 
the  district  lighted  with  oil-lamps. 
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Mr.  Hindmabch  considered  that  a  four  years’  contract  would  be  more 

'^Orthe’motion  being  put  to  the  vote,  it  was  negatived  by  f  ^o^s  to  3. 

Mr  Nixon  then  moved  that  a  Committee  be  appointed  to  confer  with 
the  electric  light  company,  to  see  whether  a  shorter  term  than  seven  years 

’’'it’was’dedded^thftt^he  Clerk  should  acknowledge  the  receipt  of  the 
letter  from  the  deputation  of  the  Gas  Company  and  inform  them  that  it 
was  not  satisfactory,  and  that  they  could  not  entertain  it. 

At  a  Snecial  Meeting  of  the  Local  Board,  held  last  Wednesday— the 
CHaiBMtN  (Mr.  W.  Eobfnson)  presiding— the  public  lighting  question  was 

*'Se  toa'iS’ that  the  Committee  appointed  at  the  la.t  meet, 
ing  of  the  Board  had  fully  considered  the  subject  of  public  lighting,  and 
had  come  to  the  conclusion  to  recommend  the  Board  to  make  an  ofier  to 
Messrs.  Nicholson  and  Jennings.  They  were  to  be  asked  to 
city  at  the  rate  of  ^550  per  lighting  season  for  18  arc  lamps  of  2000-candle 
power,  for  a  period  of  five  years,  subject  to  conditions  and  arrangernents 
L  be  mutually  agreed  upon;  the  work  to  be  satisfactorily  completed  within 
a  period  of  two  months  from  the  date  of  signing  the  contract.  _ 

Mr.  Bbyson  inquired  whether  any  counter-proposals  had  been  received 

**"^6  Clerk  said  they  had  not.  He  had  had  a  letter  from  Mr.  Lynn, 
acknowledging  the  receipt  of  the  communication  which  he  (the  Clerk)  was 
instructed  to  send  him,  and  expressing  regret  that  the  Board  could  not  see 
their  way  clear  to  accept  the  offer  made  by  the  deputation  on  behalf  of  the 
Gas  Company,  so  that  the  town  might  be  lighted  pending  negotiations. 

Mr.  Lee  said  he  thought  it  was  a  pity  the  Gas  Company  could  not  see 
their  way  to  ofier  terms  for  three  years  which  might  have  met  with  the 

^  Mr.  Todd  moved  that  the  recommendation  of  the  Committee  be  adopted. 
Mr.  Hedley  seconded  the  motion.  „  ,  u  ,,  * 

Mr.  Whiteman  proposed  that  the  words,  “  Further,  that  all  arrangements 
and  sanctions  necessary  from  the  Board  of  Trade  be  obtained  by  con¬ 
tractors,”  be  added  to  the  recommendation  of  the  Committee. 

This  proposal  having  been  agreed  to,  the  Committee  s  recommendation 
was  unanimously  adopted. _ 

One  of  the  local  papers  reports  that  the  Gas  Company  are  removing 
their  lamps  and  placing  them  in  store;  and  this  action,  it  says,  puts 
“  an  element  of  uncertainty  out  of  the  way,  it  reinstates  the  Company  in  a 
position  of  dignity  and  self-respect,  and  is  a  virtual  intimation  to  the 
Board  that  it  is  at  liberty  to  proceed  with  its  alternative  method  of 
lighting.”  _ _ 

MOSSLEY  COBPOEATION  GAS  SUPPLY. 

Auditor’s  Report. — The  Leakage. 

At  the  Meeting  of  the  Mossley  Town  Council  on  Thursday,  the  loth 
inst.,  the  Mayor  (Mr.  Alderman  R.  S.  Buckley)  presiding,  the  Auditors 
presented  a  report  on  the  gas  accounts  for  the  half  year  ending 
Sept.  29  last,  in  the  course  of  which  they  stated  as  follows 
The  total  make  of  gas  during  the  half  year,  according  to  the  Manager’s 
report,  has  been  19,704,900  cubic  feet.  The  sales  have  been  as  under 
^  ’  Mossley.  Saddleworth.  Total. 

Cubic  Feet.  Cubic  Feet.  Cubic  Feet. 
Private  consumers  .  .  7,721,300  ..  5,587,800  ..  13,309,100 

Public  lamps  ....  705,100  . .  59,200  . .  oto’onn 

Used  on  works  .  .  .  258,200  ..  -- 258,200 

Total .  8,684,600  ..  5,647,000  ..  14,331,600 

leaving  a  balance  unaccounted  for  of  6,373,300  cubic  feet, or  27’27  percent, 
on  the  total  make.  For  the  corresponding  half  year  in  1887,  the  loss  or 
balance  unaccounted  for  was  26*86  per  cent.  We  have  b^ore^  remarked 
that  this  loss  is  exceptionally  heavy ;  and  we  still  think  that  it  requires 
very  careful  attention.  The  following  is  a  comparison  of  the  amounts 
charged  for  gas  (inclusive  of  lamps  and  works)  for  the  corresponding 

periods  of  1886, 1887,  and  1888  : —  .  „  .  o 

Half  Year  ending  Sept.  3. 

1888.  1887.  1886. 

Mossley  ....  £1221  4  7  . .  £1193  15  4  . .  £1308  4  10 

Saddleworth .  .  .  848  9  8  . .  883  9  4  . .  881  5  4 

£2069  14  3  . .  £2077  4  8  . .  £2189  10  2 

Although  the  amount  for  September,  1888,  is  slightly  less  in  comparison 
with  September,  1887,  there  is  an  actual  increase  in  the  consumption  of 
gas — the  relative  quantities,  in  cubic  feet,  being  14,331,600  and 
12,926,600;  the  difiereuce  in  value  arising  from  the  reduction  of  4d.  per 
1000  cubic  feet  from  March  25  last.  The  arrears  of  gas-rentals  at  Sept.  29 
amount  to  <£96  16s.  lOd.,  of  which  Til  8s.  4d.  has  since  been  written  off 
as  irrecoverable.  This  compares  very  favourably  with  the  state  of  the 
arrears  in  September,  1887,  when  the  amount  was  T227  2s.  lid.  New 
mains  have  been  charged  during  the  half  year  with  TT36  33.,  being  the 
proportion  of  the  Staveley  Coal  and  Iron  Company’s  invoices  of  T301  lOs., 
and  representing  the  difference  in  the  cost  of  the  10-inch,  as  cornpared 
with  the  6-inch  mains  for  which  they  have  been  substituted  in  the 
Saddleworth  district. 

The  Mayor,  referring  to  the  increase  in  the  leakage,  said  it  was  not 
more  than  they  expected,  because  there  naturally  was  a  considerable 
amount  of  gas  lost  during  the  laying  of  mains.  The  result  of  the  experi¬ 
ment  of  putting  down  larger  pipes  in  Saddleworth  had  yet  to  be  proved; 
but  it  was  expected  that  its  effect  would  be  to  much  reduce  the  leakage. 
They  were  already  supplying  gas  to  Saddleworth  at  lower  pressure  than 
at  the  same  time  last  year,  and  they  were  hoping  that  the  leakage  would 
be  proportionately  reduced.  If  this  did  not  result,  they  would  have  to 
adopt  other  and  more  decided  means  to  reduce  it.  Of  course,  it  was  only 
during  the  summer  months  that  it  was  so  heavy.  It  was  not  probably 
half  the  amount  during  the  winter.  Still,  unless  the  leakage  was  reduced, 
the  anticipations  of  the  Chairman  of  the  Gas  Committee  this  year  would 
not  be  realized.  With  respect  to  the  income  from  the  supply  of  gas,  there 
was.  one  pleasing  feature.  In  1887  the  total  receipts  from  March  25  to 
Sept.  30  were  T2077;  and  this  year  they  were  T2069 — a  difierence  of  only 
£8,  though  during  the  interval  the  price  had  been  reduced  4d.  per  1000 
cubic  feet.  He  thought  this  a  matter  for  congratulation. 

Mr.  Marland  asked  if  the  consumption  at  the  works  was  registered. 
They  put  it  down  at  T48 ;  and  he  wished  to  know  the  basis  on  which  this 
was  calculated. 

Mr.  J.  Mayall  thought  the  Gas  Manager  should  be  instructed  to  check 
the  consumption  in  difierent  parts  of  the  district,  both  Mossley  and  Sad¬ 
dleworth.  It  was  impossible  for  26  per  cent,  of  gas  to  escape ;  and  it 
seemed  to  him  it  was  being  consumed  without  being  paid  for. 

The  Mayor  said,  with  regard  to  the  registration  of  the  gas  at  the 
works,  that  Mr.  Marland  was  a  member  of  the  Gas  Committee,  and  if  the 
meter  was  there  he  should  see  it.  Mr.  Mayall  was  also  on  the  Committee^ 
The  point  he  had  mentioned  was  one  that  had  occupied  his  (the  Mayor’s^ 


attention  very  seriously.  Eighteen  months  ago  he  would  have  called  m 
an  expert  to  ask  his  opinion  as  to  the  loss  of  gas.  It  had  been  in  the  hands 
of  the  Committee,  and  they  decided  to  put  down  new  and  larger  mains, 
and  see  whether  or  not  they  could  reduce  the  waste.  They  must  try 
()his  now ;  but  he  would  have  resorted  to  stronger  measures. 

THE  LONDON  COAL  DUES. 

The  Division  of  this  Year’s  Surplus. 

In  the  course  of  a  long  letter,  a  correspondent  of  The  Times  last 
week  discussed  the  subject  of  the  distribution  of  the  present  year  s 
surplus  of  the  London  Coal  Dues.  He  commenced  by  pointing  out  that 
the  Metropolitan  Board  of  Works  are  not  entitled  to  receive  the  duties 
collected  in  respect  of  coal  brought  into  London  since  July  5  last, 
although  the  duties  remain  to  be  payable  till  the  corresponding  date 
next  year.  The  continuing  Act  of  1868  specifies  that,  in  the  event  of 
there  being  a  surplus,  the  same  is  to  be  applied  “  as  Parliament  may  here¬ 
after  direct.”  Speculation  is  already  rife  as  to  how  Parliament  will  “direct;” 
and  already,  as  will  be  seen  later  on,  suggestions  have  been  made  as  to 
suitable  objects  on  which  to  bestow  the  remaining  funds.  The  duties 
produce  annually  about  T450,000  ;  and  according  to  a  statement  prepared 
and  issued  last  year  by  the  Metropolitan  Board  of  Works,  ^ 

freeing  the  bridges — the  main  purpose  of  the  dues — amounted  to  £353,618. 
Consequently,  there  will  be  about  £100,000  to  dispose  of,  which  amount 
will  probably  be  available  somewhere  about  September  next.  Any  dis- 
position  concerning  it  must,  therefore,  be  made  next  session.  In  view  of 
this  state  of  things,  two  notices  have  already  appeared  in  which  clairns 
are  put  forward  to  some  portion  of  the  dues.  Under  one  of  them 
proposed  to  apply  for  an  Act  to  appoint  trustees  to  take  charge  of  the 
surplus  of  the  London  coal  and  wine  dues,  and  to  apply  the  same, 

“  together  with  any  other  moneys  that  may  come  to  their  hands  by  gift  or 
otherwise,”  as  follows  “  In  the  purchase  of  lands,  rights,  and  easements, 
and  for  providing  the  expenses  of  erecting  a  monumental  chapel  or  other 
buildings,  in  proximity  of,  or  contiguous  to  Westminster  Abbey  ;  the 
preservation  of  open  spaces  within  or  near  to  the  Metropolis  ,  and  gene¬ 
rally  to  apply  such  surplus,  or  portion  thereof  and  other  moneys  in  or 
towards  one-half  the  expenses  of  such  monumental  chapel,  and  other  works, 
public  buildings,  and  improvements  ivithin  the  Metropolis,  as  defined  by  the 
Metropolis  Management  Act,  1855,  or  within  the  area  of  the  Metrojmlitan 
Police  district,  or  such  objects  as  will  be  named  in  the  Bill,  or  as  Parlia¬ 
ment  shall  direct;  the  other  one-half  part  of  the^  expenses  to  be  incurred 
in  or  about  such  works,  public  buildings,  and  improvements  being  pro¬ 
vided  from  other  sources.”  A  second  and  independent  notice  contemplates 
an  Act  to  authorize  certain  lauds  and  houses  at  Westminster 
purchased,  by  compulsion  if  necessary.  It  is  proposed  to  remove  the 
houses  situated  in  Old  Palace-A^ard  “for  the  purpose  of  opening  out  a 
view  of  Westminster  Abbey,  the  Chapter  House,  and  other  buildings,  and 
to  appropriate  a  portion  of  the  site  so  cleared  for  the  erection  of  a  moim- 
mental  chapel  in  connection  with  Westminster  Abbey,  ^nd  in  the 
improvement  of  the  approaches  to  the  Abbey.  To  aid  in  efiecting  these 
objects  it  appears  to  be  intended  to  ask  the  sanction  of  Parliament  to  apply 
the  whole  or  some  part  of  the  surplus  coal  duties  for  the  present  year. 
These  notices,  it  was  remarked,  “  foreshadow  a  regular  scramble.  ’ 
Proceeding  to  explain  how  the  dues  are  raised,  the  writer  observed 
that,  as  is  well  known,  the  whole  of  the  Metropolitan  Police  District  con¬ 
tributes  to  them.  This  district  extends  far  beyond  the  Metropolis,  and 
comprises  Cheshunt  on  one  side  of  London  and  Epsom  on  the  other.  it 
is  not  likely,”  he  said,  “  that  the  Local  Authorities  of  the  extra-Metro- 
politan  district  will  very  quietly  stand  by  and  see  the  surplus  duties  of 
the  present  year  appropriated  to  improvements  in  Westminster.  It  is 
true  that  the  toll  bridges  which  are  freed  by  the  present  year’s  dutiM  are 
not  bridges  which  afiord  much  convenience  to  the  City  or  to  the  West¬ 
minster  ratepayers ;  but  on  the  other  hand,  the  coal  consumers  m  the 
extra-Metropolitan  districts  have  for  many  years  contributed  to  the  duties 
which  have  been  exclusively  laid  out  within  the  Metropolis.  It  may,  at 
any  rate,  be  fairly  argued  that,  as  the  Legislature  only  gave  the  Metro- 
politau  Board  of  Works  th©  coal  duties  up  to  th©  5th  of  July,  188o,  and 
then  partially  appropriated  the  duties  for  the  following  year,  it  was  con¬ 
sidered  that  the  Metropolis  had  received  all  the  benefit  it  was  entitled  to 
from  the  coal  duties  levied  for  a  great  number  of  years_  over  a  large 
outside  area.  Another  question  may  arise  in  connection  with  this 
surplus.  The  Act  of  1868  is  not  very  clearly  drawn;  and  it  will  be 
open  to  the  Corporation  of  the  City  to  urge  that  the  surplus 
wholly  belongs  to  them.  Their  right  to  this  depends  upon  the  con¬ 
struction  of  the  Act  of  1868  and  preceding  enactments.  Although, 
however,  the  question  of  interpretation  may  be  discussed,  there  can  be 
little  doubt  that  Parliament  will  consider  that  it  is  able  to  exercise  the 
power,  which  in  1868  it  reserved  to  itself,  of  dealing  with  the  surplus  as 
it  should  ‘  hereafter  direct.’  When,  in  the  early  part  of  the  present 
year,  the  Metropolitan  Board  and  City  Corporation  offered  the  Local 
Authorities  of  the  outside  area  a  tempting  bait  if  only  they  would  “Slp 
them  in  getting  the  coal  duties  re-imposed,  a  statement  was  published  by 
the  Corporation  of  the  City  indicating  what,  in  the  judgment  of  the  Cor- 
poration,  was  a  fair  proportion  of  the  duties  to  be  repaid  to  the  Local 
Authorities  in  the  non-represented  area.”  _  l  ^ 

The  net  amount  produced  by  the  coal  duties  being  £450,000,  ascolleoted 
for  a  year  from  a  district  having  a  net  rateable  value  of  £38,000,000,  it  was 
estimated  that  the  amount  collected  in  the  area  outside  the  Metropolis 
was,  in  proportion  to  rateable  value,  equal  to  about  £85,000.  Dividing  the 
assumed  surplus  of  £100,000  on  a  similar  basis,  the  Metropolis  would  ^ 
entitled  to  about  £78,000  and  the  outside  districts  to  about  £22,000. 
Worked  out  on  the  same  principle,  the  writer  considered  that  the  follow¬ 
ing  counties  would  be  entitled  to  the  amounts  named  :  Middlesex,  £9410  ; 
Surrey,  £5720;  Essex,  £4410;  Kent,  £1810;  Herts,  £660.  He  thought, 
however,  that  the  districts  comprised  in  these  counties  had  a  claim  to  a 
much  larger  sum  (£100,000  was  named),  divided  in  similar  proportions 
to  the  £22,000  mentione(i  above. 


RosarioWater  Company,  Limited.— The  ordinary  general  meeting  of  this 
Company  was  held  on  Monday  last  week,  at  Winchester  House,  Old  Broad 
Street— Mr.  J.  Morris  in  the  chair.  The  report  stated  that  the  gross  revenue 
from  the  opening  of  the  works  on  Aug.  1,  1887,  to  June  30  last  had  been 
£7776,  and  the  expenses  £4858 ;  leaving  a  balance  of  £2918,  which  had 
been  carried  to  the  credit  of  net  revenue  account.  After  charging  that 
account  with  the  debenture  interest  and  interest  on  loans  for  the  year 
ended  June  30  last,  there  remained  a  balance  at  the  debit  of  the  account 
of  £5195.  Last  December  a  concession  was  granted  by  the  Municipality 
for  the  drainage  of  the  city,  one  of  the  terms  of  which  was  that  the  taking 
of  the  Company’s  water  was  obligatory  on  all  the  houses  connected  with 
the  drainage  system.  An  English  Company  had  been  formed  for  carry¬ 
ing  out  this  concession  ;  and  the  works,  which  were  being  proceeded  with, 
were  expected  to  be  completed  within  two  years.  'The  Chairman,  m 
moving  the  adoption  of  the  report,  referred  with  satisfaction  to  the  pro- 
gress  of  the  undertaking,  which  he  believed  had  a  bright  future  before  it. 
The  motion  was  adopted. 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [Not.  27, 1888. 


BAHIA  GAS  COMPANY,  LIMITED. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  last  Thurs¬ 
day,  at  the  London  Offices,  No.  7  and  8,  Idol  Lane,  E.C. — Mr.  B.  Horner 
in  the  chair. 

The  Secretary  (Mr.  A.  J.  Head)  read  the  notice  convening  the  meet¬ 
ing  ;  and  it  was  agreed  to  take  as  read  the  Directors’  report  and  the 
statement  of  accounts  for  the  half  year  ending  June  30  last,  which  were 
summarized  in  the  Journal  for  Nov.  13  (p.  851). 

The  Chairman  said  that  the  first  resolution  he  had  to  put  before  the 
shareholders  was — “  That  the  report  and  statement  of  accounts  now  pre¬ 
sented  be  and  is  hereby  adopted.”  In  proposing  this,  he  did  not  think 
there  was  a  great  deal  for  him  to  say.  He  had  carefully  gone  through  the 
figures  jn  the  accounts  ;  and  he  made  out  that  there  were  certain  items 
in  them  on  the  expenditure  side  which  had,  taking  them  together,  risen 
to  J:618  more  than  in  the  previous  half  year.  On  the  other  hand,  there 
were  decreases  which  amounted  in  all  to  ilOQO  ;  leaving  a  considerable 
balance  in  favour  of  the  Company.  One  of  the  principal  causes  of  this  result 
was  the  rate  of  exchange,  which,  fortunately  for  the  Company,  had  gone  up 
very  much.  They  were  i6687  better  off  in  this  respect  in  the  present  half 
year  than  before.  On  the  other  side  of  the  account,  there  were  items  that 
showed  a  decrease  together  of  ^189  ;  while  the  other  items  exhibited  an 
increase  of  j;588.  This  result  was  very  satisfactory.  There  was  no  doubt 
about  the  fact  that  exchange  had  gone  up  at  last ;  and  he  hoped,  looking  at 
the  low  rate  of  interest  which  now  prevailed  in  the  country  in  which 
they  carried  on  their  operations,  that  it  would  not  be  so  bad  again  as  it 
had  been.  The  gas  made  during  the  half  year  had  been  scarcely  so  much 
per  ton  of  coal  carbonized  as  previously.  This  was  due  to  the  fact  that 
they  had  been  using  up  the  stock  which  had  been  on  the  works  a  long 
time.  Of  course,  in  a  hot  climate,  the  coal,  if  kept  in  stock  a  certain 
time,  would  not  yield  so  large  a  quantity  of  gas  as  when  fresh.  They  were 
now  using  a  new  lot  of  coal,  and  they  were  producing  quite  as  much  gas 
per  ton  as  formerly.  In  conclusion,  he  remarked  that  the  Board  hoped  to 
be  able  to  meet  the  shareholders  on  future  occasions  in  just  as  happy  a 
position  as  on  the  present. 

Mr.  Hor.atio  Brothers  seconded  the  motion. 

Mr.  Machell  asked  the  amount  of  the  unaccounted-for  gas,  as  he  did 
not  see  it  mentioned  in  the  report.  At  the  last  meeting,  this  matter  was 
referred  to  ;  and  it  was  stated  that  the  leakage  was  largely  caused  by  the 
traffic  and  the  opening  up  of  the  ground  in  Bahia,  which  greatly  injured 
the  pipes. 

The  Chairman  said  that  the  leakage  in  the  previous  accounts  was  9  6 
per  cent. ;  and  on  the  present  occasion  it  was  lOT  per  cent. 

Sir  H.  B.  C.ARTWRiGHT  inquired  whether  the  Directors  had  been  able  to 
sell  any  of  the  Bahia  provincial  bonds  since  last  year.  A  certain  number 
appeared  in  the  accounts;  and  he  was  aware  that  there  was  at  present  an 
impression  that  bonds  of  this  sort  were  not  so  saleable  as  they  were  some 
time  ago.  There  was  some  expressed  fear  as  to  the  uncertainty  in 
Brazilian  politics  just  now.  For  his  own  part,  however,  he  believed  the 
bonds  were  good. 

The  Ch-URMan  said  they  had  sold  £3800  of  the  provincial  bonds  during 
the  half  year.  They  could  have  disposed  of  more  ;  but  they  did  not  care 
to  do  so. 

Mr.  J.  W.  Mason  said  that  at  one  of  the  previous  meetings  a  question 
was  asked  as  to  the  large  amount  of  preliminary  expenses  which  was 
standing  in  the  balance-sheet  of  £10,000.  The  reason  given,  he  recollected, 
as  to  why  this  particular  item  was  kept  in  the  accounts  was  that  it  might 
influence  the  position  when  the  Company  was  taken  over,  or  the  conces¬ 
sion  that  would  be  moved  for  by-and-bye.  In  the  present  accounts  he 
noticed  that  £8000  of  this  amount  had  gone  somewhere  since  the  last 
meeting ;  and  he  should  like  a  little  information  respecting  this  point. 

The  Chairman  observed  that  this  matter  referred  to  a  time  prior  to  his 
connection  with  the  Company ;  and  he  would  ask  Mr.  King  to  explain  the 
matter. 

Mr.  A.  J.  King  said  it  was  true  that  the  item  alluded  to  stood  in  the  pre¬ 
vious  accounts  at  £10,000.  The  original  estimate  of  preliminary  expenses 
was  £16,914  ;  and  this  had  been  partly  written  off  by  successive  sums  of 
£1000  from  revenue  account  since  1880  till  now.  The  reason  of  the  £8000 
disappearing  now  was  this  :  It  seemed  a  very  extraordinary  thing  that,  after 
28  years’  existence  of  the  Company,  it  should  have  any  preliminary  ex¬ 
penses  at  all;  and  the  Board  asked  the  Accountant  to  prepare  an  analysis 
of  the  balance  still  remaining  of  those  expenses,  and  say  whether  it  was 
all  properly  chargeable  as  such.  He  reported  that  no  less  than  £8000 
should  be  charged  as  investment ;  and  the  Board  had  carried  this  sum  to 
investment — leaving  only  the  balance  of  £2000,  which  would  disappear  in 
due  course  by  successive  half-yearly  amounts.  He  thought  they  were  per¬ 
fectly  justified  in  dealing  with  the  £8000  in  this  manner. 

Mr.  Mason  said  that,  to  his  mind,  it  had  taken  a  long  time  to  come  to 
the  conclusion  that  this  sum  should  have  been  charged  to  another  account. 
If  care  had  been  taken  in  working  out  the  accounts  originally,  this  amount 
would  not  have  appeared  so  long  in  the  balance-sheet. 

Mr.  King  remarked  that  the  present  Board  inherited  the  accounts  from 
their  predecessors. 

The  motion  was  then  agreed  to. 

The  Chairman  moved  the  declaration  of  a  dividend  for  the  half  year 
ending  June  30  last  at  the  rate  of  10  per  cent,  per  annum,  less  income- 
tax,  on  the  10  per  cent,  preference  capital,  of  7^  per  cent.,  less  income-tax, 
on  the  7i  per  cent,  capital,  and  of  10  per  cent.,  free  of  income-tax,  on  the 
ordinary  capital  of  the  Company. 

Mr.  Machell  seconded  the  motion,  which  was  carried  unanimously. 

On  the  motion  of  Mr.  Brothers,  seconded  by  Mr.  A.  Clarke,  Mr. 
Homer  was  re-elected  to  his  seat  at  the  Board  ;  as  was  also  Mr.  A.  J.  King, 
on  the  motion  of  Mr.  H.  Finlay,  seconded  by  Mr.  Clarke. 

The  Chairman  and  Mr.  King  having  acknowledged  their  re-election, 

Mr.  T.  Guyatt  proposed,  and  Mr.  Escott  seconded,  the  re-election  of 
the  Auditor  retiring  by  rotation  (Mr.  Magnus  Ohren,  Assoc.  M.  Inst.  C.E.). 

The  proposition  having  been  agreed  to. 

The  Chairman  moved  a  vote  of  thanks  to  the  Superintendent  (Mr.  F. 
Hope),  the  Secretary,  and  the  other  officers  of  the  Company. 

Mr.  Brothers  seconded  the  resolution,  which  was  heartily  approved  of. 

Sir  H.  E.  Cartwright  said  that  the  shareholders  were  indebted  to  the 
Directors  for  the  successful  working  of  the  past  half  year.  It  had  been  a 
fairly  difficult  position  ;  and  he  hoped  that  the  Board  would  work  on  with 
the  same  success  in  the  future.  He  suggested  that  the  Directors  should 
use  proper  influence  in  the  necessary  quarters,  and  forestall  any  arrange¬ 
ment  that  might  be  made  as  to  the  continuation  of  the  concession.  This 
was  a  serious  matter  that  the  Board  had  in  hand ;  and  they  would  have  to 
exert  every  possible  influence  they  had  in  all  quarters,  so  as  to  ensure  the 
future  success  of  the  Company.  He  concluded  by  proposing  a  vote  of 
thanks  to  the  Chairman  and  Directors. 

Mr.  Machell  seconded  the  motion,  which  was  agreed  to  nem.  con. 

The  Chairman  thanked  the  shareholders  for  their  recognition  of  the 
Directors’  services.  Eeferring  to  the  question  of  the  concession,  he  said 
that  there  was  a  large  gas  company  working  in  Europe  whose  concession 
lately  expired ;  and  they  bad  done  what  he  should  like  to  see  carried  out — 
that  is,  have  an  iutermiuable  concession.  They  would  be  able  to  put  such 


a  case  before  the  Government  or  the  Corporation  of  the  town  as  would 
give  them  an  immediate  profit,  so  that  they  would  never  terminate  with 
the  Company  at  all.  Even  if  the  shareholders  took  a  little  less  dividend 
and  succeeded  in  this  way,  it  would  be  of  permanent  interest  to  the 
Company. 

The  proceedings  then  terminated. 


THE  AFFAIRS  OF  THE  QUEENSTOWN  GAS  COMPANY. 

The  Auditor  appointed  by  the  Queenstown  Commissioners  (Mr.  M.  P. 
Buckley)  to  investigate  the  accounts  of  the  Queenstown  Gas  Company  has 
presented  his  report,  dealing  with  the  accounts  for  the  year  ending  June  30 
last.  He  says  the  quantity  of  coal  carbonized  in  this  period  was  1530  tons 
18  owt.,  which  cost  £1038 ;  or  an  average  of  13s.  6gd.  per  ton.  The  total 
make  of  gas  was  14,394,000  cubic  feet ;  being  equal  to  a  production  of  9400 
cubic  feet  per  ton  of  coal ;  and  the  loss  by  leakage  was  1,914,400  cubic  feet, 
or  13’35  per  cent.  The  working  expenses  for  the  year  were  £2429  4s.; 
and  the  total  receipts  amounted  to  £3939  3s.  lOd.  The  outlay  on  the 
Company’s  permanent  investment,  which  now  stands  at  £19,794  4s.,  was 
£11  12s. ;  while  the  paid-up  share  capital  and  debentures  is  only  £19,672 
16s.  lid.— thus  showing  an  outlay  of  £125  8s.  Id.  on  capital  out  of  revenue. 
The  result  of  the  year’s  working  shows  a  profit  balance  of  £1509  19s.  lOd., 
which  is  allocated  as  follows  : — Debenture  interest,  £209  13a.  3d. ;  divi¬ 
dend  at  the  rate  of  OJ  per  cent,  on  “A”  shares;  3i  per  cent,  on  “B” 
shares;  4|i  per  cent,  on  “C”  shares — in  all  £815  8s. — and  depreciation 
£80;  leaving  a  surplus  of  £404  5s.  4d.  Mr.  Buckley  says  that  if  the  share¬ 
holders  had  received  their  usual  full  statutory  dividend  of  £1247,  instead 
of  £815  183.,  and  the  Directors  and  Auditors  their  usual  fees  of  £115,  the 
year’s  working  would  show  a  deficit  of  £142  6s.  8d.  The  surplus  assets  of 
the  Company  now  stand  at  £248  128.  8d.,  as  compared  with  £2916  Is.  3d. 
for  the  corresponding  period  of  1887.  In  other  words,  the  surplus  assets 
of  the  Company  are  now  less  by  £3071  13s.  lid.  Since  the  last  audit, 
certain  defalcations,  amounting  to  £991  13s.  lid.,  occurred  in  the  office, 
owing  to  a  system  of  fraud  carried  out  by  the  former  Secretary  through 
the  medium  of  the  rental  journal.  Mr.  Buckley  shows  how  this  was  effec¬ 
ted.  Supposing  a  consumer  owed  £7  lOs.,  and  paid  his  bill  in  due  course,  the 
Secretary  (who  was  also  Cashier  and  Collector)  appropriated  the  amount 
and  allowed  the  sum  named  to  stand  in  the  books  as  against  the  consumer. 
He  explains  that  all  the  books  were  certified  as  correct  before  he  commenced 
his  annual  audit;  and  he  therefore  concluded  that  the  balance  brought 
down  at  the  foot  of  each  consumer’s  account  was  strictly  accurate.  He  also 
mentions,  in  justification  of  the  Company’s  Auditors,  that  the  skilful 
manner  in  which  the  frauds  were  effected  almost  prevented  detection.  He 
confesses  that  he  attributes  this  loss  to  the  false  economy  practised  by  the 
Directors  in  entrusting  the  duties  of  Secretary,  Collector,  and  Cashier  to 
one  individual,  and  not  having  ample  security  with  a  person  occupying  a 
position  of  such  responsibility.  Mr.  Buckley  takes  exception  to  the  allo¬ 
cation  of  £2150  among  the  shareholders  of  the  old  Company,  with  the 
sanction  of  the  Master  of  the  Rolls.  This  sum  is  composed  of  two  items; 
£1593  18a.  lid.,  being  surplus  assets  as  shown  by  the  balance  sheet  of  1879 ; 
and  £556  Is.  Id.,  interest  allowed  thereon  from  this  period  up  to  June  29, 
1888.  As  regards  the  item  of  interest,  he  finds  that  the  sum  of  £1593  18s.  lid. 
realized  to  the  Company  during  the  nine  years  only  £419  Is.  4d.,  yet 
£556  Is.  Id.  has  been  paid  to  the  shareholders  of  the  old  Company — show- 
ingaloss  of  £136  19s.  9d.  On  this  subject  Mr.  Buckley  remarks :  “  I  am  of 
opinion  that  the  Directors  of  the  new  Company  should  have  calculated  on 
the  actual  amount  of  assets  realized,  and  they  certainly  ought  to  have  been 
satisfied  with  the  amount  of  interest  accrued  thereon,  as  it  was  they  who 
invested  the  money,  and  consequently  they  ought,  to  say  the  least  of  it, 
to  be  content  with  the  result  of  their  own  investment.  Now,  what  is  the 
fact  ?  £153  15s.  7d.  of  the  amount  put  down  as  surplus  assets  was  never 
realized  ;  and  not  only  did  they  receive  this  amount,  to  which  they  had 
no  claim,  but  they  were  actually  paid  4  per  cent,  per  annum  interest  on  it 
for  nine  years.  I  may  mention  that  the  1000  shares  of  the  old  Company 
in  1879  were  held  by  35  shareholders,  23  of  whom  have  retained  822  of  them 
and  since  considerably  added  to  this  number ;  so  that  in  point  of  pro¬ 
prietary,  the  old  and  new  Company  are,  with  few  exceptions,  virtually  one. 
As  your  Auditor,  I  have  done  all  I  could  to  prevent  what  I  considered 
misappropriation  of  the  Company’s  assets,  as  I  respectfully  submit  the 
Legislature  never  contemplated  such  allocation  of  them  when  granting 
the  Queenstown  Gas  Act  of  1879  ;  and  I  am  still  of  opinion  that  my  con¬ 
tention  is  based  upon  equity  and  common  sense.”  Accompanying  Mr. 
Buckley’s  report  is  a  copy  of  the  “  opinion  ”of  Mr.  J.  Atkinson,  of  Dublin, 
to  the  effect  that  the  profits  of  the  old  Company  do  not  properly  form  part 
of  the  reserve  fund,  but  under  the  7th  section  of  the  Queenstown  Gas  and 
Light  Act,  1879,  are  assets  to  be  applied  to  the  purposes  of  the  Company. 


The  Public  Lighting  op  Buttershaw. — At  the  meeting  of  the  But- 
tershaw  Local  Board  last  Thursday,  it  was  reported,  on  behalf  of  the  Gas 
Committee,  that  trial  had  been  given  to  several  types  of  oil-lamps  for 
street  lighting  purposes,  but  none  had  proved  satisfactory.  In  the  point 
of  cost,  too,  they  found  there  would  be  no  economy  in  working  expenses 
as  compared  with  gas,  and  there  would  have  to  be  a  large  outlay 
in  the  purchase  of  the  new  oil-lamps.  In  this  condition  of  affairs,  the 
members  were  of  opinion  that  oil  lighting  could  not  be  entertained  at  all ; 
neither  could  the  Board,  in  face  of  the  expressed  opinion  of  the  ratepayers, 
take  steps  to  light  the  existing  gas-lamps.  It  was  therefore  decided  to 
take  no  further  action  in  the  matter  of  the  public  lighting  of  the  place. 

The  Liverpool  Corporation  and  their  “  Water  Famine  ”  Rates. — Last 
Wednesday,  at  the  County  Magistrates  Court,  the  Liverpool  Corporation 
sued  a  Solicitor  (Mr.  W.  Cowl)  for  a  sum  of  £1  for  “  garden  water  ”  supplied 
during  the  past  summer.  It  seems  that  early  in  the  present  year  the 
Corporation,  owing  to  the  short  supply  of  water  available,  determined  to 
raise  their  scale  of  charges  for  the  supply  of  water  through  garden  hose. 
Mr.  Cowl  was  formerly  charged  10s.  6d.  a  year ;  but  the  charge  was 
increased  to  £1,  and  the  demand  note  for  this  sum  was  served  in  June. 
No  objection  was  raised  until  November,  when  Mr.  Cowl  pointed  out  that 
he  had  a  special  contract  as  to  the  price  at  which  the  Corporation  were 
bound  to  supply  him  with  any  water  that  he  might  require  for  the 
purposes  of  his  garden.  As  a  matter  of  fact,  however,  for  three  months 
out  of  the  four,  when  it  was  ordinarily  necessary  to  use  the  hose,  the 
supply  was  curtailed ;  the  water  being  turned  off  for  the  greater  part  of 
the  day.  He  had  no  notice  of  the  increased  charge  until  June,  when  the 
year  was  half  through  ;  and  he  contended  that  the  Corporation  had  they 
no  power  to  make  the  increase,  and  that,  under  the  circumstances,  it  was 
unreasonable  to  demand  payment  of  the  full  amount.  But  he  offered  to 
compromise  the  matter  on  an  equitable  basis.  Mr.  Barber,  on  behalf  of 
the  Corporation,  produced  the  contract,  and  said  in  pursuance  of  the 
terms  therein  mentioned,  they  had  the  power  to  vary  the  charge.  Had 
Mr.  Cowl  communicated  his  objection  soon  after  he  received  the  demand 
note,  as  others  did,  the  charge  would  in  all  probability  have  been  reduced  ; 
but  nothing  was  heard  from  him  until  the  present  month.  After  an  in¬ 
effectual  attempt  to  compromise  the  matter,  the  Bench  made  an  order  for 
the  payment  of  10s.  6d.— thus  supporting  the  defendant’s  contention. 
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GAS  SUPPLY  IN  SOUTH  AFBICA. 

Commencement  op  Gas-Works  at  ^ 

On  Saturday,  Oct.  20,  the  foundation-stone  of  the  works  which  the 
South  African  Gas  Company  are  erecting  at  Woodstock, 
that  town  and  the  neighbouring  villages  on  the  road  from 
Wynberg,  was  laid  by  the  Mayor  of  Woodstock  (Mr.  W.  Searle).  The 
formation  of  the  Company,  with  a  capital  of  £100,000,  j  ® 

Journal  about  a  year  ago;  and  a  joint  concession  from  the  Municipality 
of  Woodstock  and  the  Cape  Town  Divisional  Council 
a  site  was  secured  at  the  former  place  as  the  centre  of  ^ 

works  have  been  designed  by  Mr.  B.  Herbert  Stevenson  o  Westminster 
and,  of  course,  will  be  furnished  with  the  latest  ®'PP'‘“.®®®, 
economical  manufacture  of  gas.  They  will  cover  an  area  of  about  two 
acres,  and  be  capable  of  producing  100,000  cubic  ^®®^  Per  day.  Th 

retort-hoiise  will  contain  three  settings  of  six  retorts  on  the  regenera 
system  ;  though  two  will  be  sufficient  to  meet  the  first  requirements  All 
tL  necessary  auxiliary  apparatus  will  be  provided,  as  w®^* .  ^he 

buildings  for  the  accommodation  of  the  Manager  and  his  staff.  The 
gasholder  will  be  a  two-lift  one,  contained  in  ^  wrought-iron  tank.  It 
will  be  60  feet  in  diameter,  and  have  a  capacity  of  88’°°°  *f®/‘ 

Already  4000  out  of  the  5000  yards  of  mams  (ranging  from  12  down  to 
4  inches  in  diameter),  which  it  is  intended  to  lay,  have  been  put  dow  , 
so  that  as  soon  as  the  manufacturing  plant  is  in  order  a  supply  ^  gas 
will  be  at  the  command  of  the  inhabitants.  The  Municipality  of  Wood- 
stock  have  arranged  to  light  the  streets.  The  works  are  J 

a  railway  line,  with  which  they  will  eventually  be  connected  by  a  siding  , 
thereby  facilitating  the  delivery  of  coal  direct  into  the  works  from  the 
docks.  ^  It  is  expected  that  everything  will  be  ready  for  lighting  Wood- 
stock  in  about  three  months  from  the  present  time  ;  and  on  their  com¬ 
pletion,  arrangements  will  be  made  for  giving  a  supply  of  gas  to  tne  vil¬ 
lages  of  Rondebosoh  and  Claremont.  Mr.  J .  Maxwell  is  the  contractor 
for  the  works ;  the  Resident  Engineer  being  Mr.  Arnott.  After  the 
ceremony  of  laying  the  stone  had  been  P®’^^^’'“‘®d>  ^  . 

a  brief  address,  in  the  course  of  which  he  remarked  that  the  - 
troduction  of  gas  into  the  streets  of  Woodstock  meant  far  more  than 
the  mere  substitution  of  one  mode  of  lighting  for  another.  It  was,  to  i  - 
self,  conclusive  evidence  that  the  inhahitants  were  determined  to  a 
advantage  of  all  the  comforts  of  modern  civilization,  and  thus  render  the 
suburbs  of  Cape  Town  more  attractive,  and,  furthermore,  to  enhance  the 
value  of  property.  Not  only  would  the  interior  of  houses  in  the  Munici¬ 
pality  be  rendered  more  comfortable  by  a  superior  naethod  of  illumination 
but  the  streets  would  be  lighted,  and  those  crimes  for  which  the  hours  o 
darkness  were  peculiarly  suitable  and  generally  chosen  would  natura  y 
decrease.  The  ceremony  of  that  afternoon,  therefore,  marked  an  impor¬ 
tant  period  in  the  history  of  Woodstock  ;  and  they  might  weU  pnde  them¬ 
selves  upon  being  the  first  of  the  suburban  municipalities  to  take  steps 
for  the  supply  of  gas  and  water.  He  need  scarcely  assure  the  Company 
that,  as  soon  as  they  were  in  the  position  to  supply  gas,  they  would  find 
the  inhabitants  ready  and  wishful  to  do  their  part  in  making  the  venture 
remunerative.  The  charge  for  gas  would  be  8s.  per  1000  ciffiic  teet,  or 
somewhat  less  (by  23.  6d.)  than  the  rate  charged  in  Cape  Town.  H®  was  only 
giving  expression  to  the  sentiments  of  the  public  when  he  said  tfiat  fie 
wished  the  South  African  Gas  Company  every  success  in  &eir  enterprise 
Subsequently  the  toast  of  “  Success  to  the  South  African  Gas  Company, 
was  proposed  by  Mr.  Atmore,  and  responded  to  by  Mr.  W.  E.  Moore  (one 
of  the  local  Directors)  as  representing  the  Board. 

THE  HOUSE-TO-HOUSE  ELECTRIC  LIGHT  SUPPLY  COMPANY, 

LIMITED. 

In  view  of  the  fact  that  this  Company  is  the  first  to  propose  giving  a 
supply  of  electricity  to  private  houses  of  any  size  on  terms  at  all  analogous 
to  those  under  which  gas  is  furnished,  it  may  be  interesting  to  reproduce 
in  our  columns  some  extracts  from  a  circular  now  being  sent  out  to  resi¬ 
dents  in  Brompton,  Earl’s  Court,  South  Kensington,  and  the  immediate 
neighbourhood.  It  is  intimated  that,  consequent  on  the  approaching 
completion  (on  the  15th  prox.)  of  their  West  Brompton  Central  Electric 
Lighting  Station— adjoining  the  West  Brompton  Station  of  the  Metro¬ 
politan  District  Railway— the  Company  are  prepared  to  contract  witfi 
residents  in  the  neighbourhood  for  a  supply  of  electricity  to  their  houses 
on  the  following  terms  : — 

Supply  of  the  Liaht.— The  householder  can  have  any  number  of  lamps 
installed  on  his  premises;  but  in  pursuance  of  the  regulations  of  the 
Board  of  Trade,  he  is  obliged,  in  demanding  the  light,  to  state  tfie 
maximum  supply  he  requires — i.e,,  he  must  declare  the  greatest  number 
of  lamps  he  may  want  to  use  at  any  one  time.  The  householder  fi®®d 
only  avail  himself  of  the  maximum  supply  (which  he  can  compel  tfie 
Company  to  have  always  available  for  his  use)  to  such  extent  as  he 
requires.  In  the  event  of  the  householder  wishing  temporarily  to  in¬ 
crease  the  number  of  lamps  available  for  use  beyond  that  stipulated  tor 
in  his  maximum  supply,  he  can  do  so  by  arrangement  on  giving  48  hours 
previous  notice  in  writing  to  the  Company.  The  maximum  supply  de¬ 
manded  by  the  householder  will  be  conveyed  to  his  premises  from  the 
central  station  either  hy  means  of  underground  or  overhead  mains  as  the 
local  authority  may  determine.  After  passing  the  main  switch  in  the 
house,  a  simple  but  absolutely  reliable  meter  will  register  the  quantity  ot 
electricity  actually  consumed  in  the  lamps.  When  any  lamps  are  turned 
on  or  off,  a  greater  or  lesser  amount  of  electricity  is  being  consumed,  and 
a  greater  or  lesser  amount  is  consequently  passing  through  the  meter,  so 
that  the  quantity  registered  is  exactly  in  proportion  to  the  number  ot 
lamps  in  use  from  time  to  time.  a 

Cost  of  the  Light— The  quantity  of  electricity  actually  consumed  on  the 
premises  will  be  ascertained  quarterly,  and  the  following  charge  made  on 
the  basis  of  a  sliding  scale,  varying  with  the  maximum  supply  demanded 
by  the  householder,  as  follows  : —  ,  ^  ^  u  > 

1.  At  the  rate  of  Is.  per  Board  of  Trade  unit*  for  the  first  100  hours 

consumption  of  the  maximum  supply  demanded.  ,  , 

2.  At  the  rate  of  8d.  per  Board  of  Trade  unit  for  the  second  100  hours 

consumption  of  the  maximum  supply  demanded. 

3.  At  the  rate  of  4d.  per  Board  of  Trade  unit  for  any  further  quantity 

consumed.  ^  t 

Rent  of  meter,  instruments,  &c.,  5s.  per  Board  of  Trade  unit  of 

maximum  supply  demanded  per  quarter. 

For  example,  suppose  that  40  lamps  are  installed  on  premises  in  respect 
of  which  a  maximum  supply  of  one  Board  of  Trade  unit  (which  will  permit 
of  about  20  incandescent  lamps  of  16-candle  power,  or  their  equivalent, 
being  alight  at  any  one  time)  has  been  demanded,  and  that  during  the 
heavy  winter  quarter  20  lamps  have  been  in  use  on  an  average  for  fi^® 
hours  each  evening,  the  total  consumption  of  electricity  registered  by  the 
meter  would  be  :  20  lamps  x  5  hours  X  92  days  X  50  watts  per  hour  — 
460,000  watt-hours,  or  460  Board  of  Trade  units  (50  watts  per  hour  being 
the  quantity  consumed  by  a  16-oandle  power  incandescent  lamp  of  the  best 

*  A  Board  of  Trade  unit  (1000  watt-hours)  may  be  estimated  to  supply  about  20 
incandescent  lamps  of  16-oandle  power  (or  an  equivalent  number  of  lamps  ot 
smaller  candle  power)  for  one  hour. 


efficiency).  Then,  the  maximum  supply  having  been 
of  Trade^unit  of  1000  watt-hours— t.e.,  the  electricity  required  for  20  16 
candle  power  lamps  for  one  hour— and  the  actual  oo“8amption  havin^been 
460  Board  of  Trade  units,  the  amount  payable  would  be  as  follows  . 


First  100  units  at  Is . . 

Second  100  units  at  . . " 

Balance  of  260  units  at  . . . 

Lamp  renewals,  say  9  at  . . 

Rent  of  meter,  instruments,  . . 


0 
6 
6 
16 
0  5 


£14  14  4 


Equal  to  an  average  charge  of  6Jd.  per  Board  of  Trade 

or  less  than  4s.  per  1000  cubic  feet  of  gas.  In  “^king  comparison  with 


gas,  however,  it  must  be  remembered  tjiat  greater  econon^  can  be  exer¬ 
cised  in  the  consumption  of  electricity  by  the  facihty_  with  which  the  hght 


...  irtSoranTS,  and  the 
of  keeping  the  lamps  alight  when  not  required.  In  t*?®  ®7“‘ 
extension  of  the  Company’s  business  as  would  P®*!™'*  ./the 

charge,  all  consumers,  whether  new  or  old,  will  enjoy  the  benefit  of  t 
reduced  tarifi;  and  it  should  be  also  noted  that  every  improvement  in  the 

efficiency  of  incandescent  lamps  by  reducing  the  quantity  of  electricity 

Burned  will  further  diminish  the  cost  of  the  light  to  the  i^onseholder. 

TcLps.-The  cost  of  the  renewal  of  lamps  is  to  be  born®  by  the  house^ 
holder,  who  may  use  those  of  any  maker  he  may  Pj-et®''-  „^b® 

roill  he  Tirenared  to  supply  lamps  of  the  highest  efficiency  at  the  pnce  of 
rbout  4reach  The  best  lam%  are  extremely  durable,  and  ordinarily 

last  for  ioOO  hours  ;  so  that  in  the  case  of  an  i“®‘^J^^^^°'durilVthe*year 
which  each  light  is,  on  an  average,  in  use  for  250  hours  during  the  yea  , 
there  will  be  an  average  renewal  of  about  10  lamps  per  annum. 

InstalliTa-The  cost  of  installing  the  electric  light  on  the  premises 
is  to  be  borne  by  the  householder,  estimates  for  which  the  Company  will 
be  prepared  to  finish  free  of  charge.  In  the  event  of  tb®  pr®mi8®s  b®ing 
wir^ed  by  others,  the  work  is  to  be  done  to  the  S'PPPT'b. 

Test!  of  the  Company’s  Engineer.  As  a  set-off  ^g^^®®VotLrS^’inc“rred 
be  remembered  that  a  large  expense,  which  would  be  otherwise  incurrea 

for  painting,  decorating,  Ac.,  will  be  avoided.  „  j-o  do  awav 

Fittings— In  cases  where  the  householder  may  prefer  not  t  ^ 

with  his  gas-fittings,  he  can  have  the  electric  lamps  attached  to  them. 
The  beautf  of  the  electric  light,  however,  is  peatly  '7®''®^'®®^ 
of  special  electroliers  and  fittings,  which  ^PP.bfnces  by  the  be®t  makers 
can  be  supplied  by  the  Company  in  great  variety  and  on  the  most  advan 

of  Cost  of  the  Light  for 

(Based  upon  the  probable  consumption  for  the  heavy 
Twenty  16-candle  power  incandescent  lamps,  or  the  equivalent  tbereo^. 


in  7C4e  where  th^e  maffimum  number  ^^uired  to  be  us_ed  a^any^^^^^ 
time  is  10  lamps  of  16-candle  power,  or  the  equivalent  thereof  _  a 
supply  demand  of  0  50  of  a  Board  of  Trade  unit.  10  lamps  X  J2  days 
X  50  watts  =:  230,000  watts,  or  230  units. 


supply 
X  5  hours 

First  100  hours  of  maximum  supply  demand  of  0-50  of 

1  unit  —  50  units  at  Is . .  •  ‘ 

Second  100  hours  of  maximum  supply  demand  of  0  50  ot 

1  unit  =  50  units  at  . .  . 

Balance  of  130  units  at  4d.  .  . 

Renewal  of  lamps,  5  at  43. 

Rent  of  meter,  instruments,  &c. 


13 

3 

1  0 
0  5 


£7  11  8 


Gas  at  2s.  9d.  per  1000  cubic  feet . •_  ®  ^ 

Forty  16-candle  power  incandescent  lamps,  or  the  ®fi"iy^l®“*  7^®^®°/:’ ' “ 
a  Cse  where  the  maximum  number  required  t°b®  used  anyone 
is  20  lamps  of  16-candle  power,  or  the  equivalent  thereof  -  a  maximum 
supply  demand  of  1  Board  of  Trade  unit.  20  lamps  X  92  days  X  5  hours 
X  50  watts  =  460,000  watts,  or  460  units. 

First  100  hours  of  maximum  supply  demand  of  1  unit 

=  100  units  at  Is . .  ■  •  t,  : . 

Second  100  hours  of  maximum  supply  demand  of  1  unit 

=  100  units  at  . . 

Balance  of  260  units  at  . . 

Renewal  of  lamps,  9  at  . . 

Rent  of  meter,  instruments,  . . 


£5  0  0 


£14  14  4 

Gas  at  23.  9d.  per  1000  cubic  feet . £10  7  5 

Fifty  16-candle  power  incandescent  lamps,  or  the 
a  house  where  the  maximum  number  required  t®  b®  "sed  a^an^one  Um 
is  25  lamps  of  16-candle  power,  or  the  equivalent  tb®5®°f 
supply  demand  of  1'25  of  a  Board  of  Trade  unit  25  lamps  X  92  days 
X  5  hours  X  60  watts  =  575,000  watts,  or  575  units. 

First  100  hours  of  maximum  supply  demand  of  1‘25  of  1 
unit  =  125  units  at  Is.  .  .  ■  I'.ocUf  i 

Second  100  hours  of  maximum  supply  demand  of  1  25  ot  i 

unit  =  125  units  at  8d . . . „ 

Balance  of  325  units  at  . . 

Renewal  of  lamps,  12  at  . . 

Rent  of  meter,  instruments,  . . 


£6  6  0 


3 
8 
2  8 
0  10 


Gas  at  2s.  9d.  per  1000  cubic  feet 


£18  14  8 
£13  3  0 


One  hundred  16-candle  power  incandescent  lamps,  or  the  efi^^ale 
thereof,  in  a  house  where  the  maximum  number  required  to  f®  ^sed  at^ny 
one  timrisbO  lamps  of  16-candle  power,  or  the  ®quivalent  thereof  -  a 
maxi^Zm  supply  demand  of  2-50  of  a  Board  of  Trade  unit.  50  lamps 
X  92  days  X  5  hours  X  60  watts  =  1,150,000  watts,  or  1150  units. 

First  100  hours  of  maximum  supply  demand  of  2-60  of 
1  unit  =  250  units  at  Is.  .  .  •  ■  ■  '  i-Zofenf 

Second  100  hours  of  maximum  supply  demand  of  2  50  ot 

1  unit  =  250  units  at  . . 

Balance  of  650  units  at  . . 

Renewal  of  lamps,  24  at  4s.  . . 

Rent  of  meter,  instruments,  . . 


8  6 
10  16 
4  16 
0  15 


Gas  at  2s.  9d.  per  1000  cubic  feet 


£37  4  4 
£26  1  0 


The  Price  of  Gas  at  KocHOALE.-The  newly-appointed  Gas  Com¬ 
mittee  of  the  Rochdale  Corporation  held  its  first  “®®‘^'®S  ]!®Agcusse^d 
Alderman  Petrie  was  re-elected  Chairman.  The  ,  g^rst  proposed 

was  the  suggested  reduction  in  the  price  of  gas.  It  was  at  P’^'jP 
That  the  Mduction  should  be  2d.  per  1000  feet ;  but  ®bi“^y  was 
unanimously  decided  to  recommend  the  Council  to  reduce  t  p  g 

supplied  to  consumers  within  the  borough  by  3d.  per  1000  feet  If  this 
recommendation  is  approved  by  the  Council  the  pwces  b  ,  P  P 
navment-Under  10,000  cubic  feet,  2s.  9d.  ,P®-^_1000  feet^  net ,  W,000  toet 


payment- 
and  under  50,000,  2s.  8d, 
above  100,000  feet,  2s.  6d. 


50,000  feet  and  under 


100,000 


948 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [Nov.  27, 1888. 


THE  PROPOSED  TRANSFER  OF  THE  PARTICK  GAS-WORKS 
TO  THE  GLASGOW  CORPORATION. 

Objections  to  the  Scheme. 

When  referring,  in  the  last  number  of  the  Journal  (p.  901),  to  the 
position  of  the  proprietors  of  the  above-named  Company  in  view  of  the 
proposed  acquisition  of  the  undertaking  by  the  Glasgow  Corporation,  it 
was  stated  that  at  the  meeting  held  on  the  8th  inst.  no  intimation  was 
given  by  the  preference  shareholders  of  any  intention  on  their  part  to 
oppose  the  propositions  of  the  Directors.  We  find,  however,  that  these 
gentlemen  are  still  dissatisfied  with  the  agreement  entered  into  by  the 
Directors  for  the  sale  of  the  works ;  and  they  have  addressed  to  their 
fellow-shareholders  a  circular  setting  forth  their  views  on  the  subject. 
They  consider,  in  the  first  place,  that  the  price  oSered  for  the  under¬ 
taking  is,  considering  its  prospects,  ridiculously  small ;  and  they  charge 
the  Directors  with  having  surrendered  to  the  Corporation  without  dis¬ 
cretion.  They  review  the  position  of  the  Company,  as  shown  by  the  last 
balance-sheet.  According  to  the  revenue  account,  there  was  a  gross 
profit  of  ATS, 245.  After  providing  for  interest  on  debentures,  interest  on 
the  reserve  fund,  general  interest,  and  the  dividend  on  the  preference 
shares  for  one  year,  there  was  left  a  balance  of  A9047.  A  portion  of  this 
was  employed  in  meeting  several  extraordinary  items,  amounting  together 
to  A5242.  Out  of  the  balance  {i'3805),  the  Directors  wrote  off  certain 
amounts  for  depreciation,  and  for  interest  on  the  depreciation  fund.  This 
the  preference  shareholders  regard  as  an  injudicious  act,  in  view  of  the 
possible  annexation,  inasmuch  as  the  writing  off  of  these  sums  had  the 
effect  of  lowering  the  net  profits,  and  consequently  the  selling  price  of  the 
concern;  and,  moreover,  they  question  the  necessity  for  taking  this 
course,  seeing  that  the  works  have  been  kept  in  efficient  repair,  year  by 
year,  out  of  revenue.  It  is  contended  that,  after  reducing  the  priceof  gas 
to  meet  the  reduction  made  by  the  Corporation,  the  profits  of  the  Company 
in  ordinary  years  are  sufficient  to  pay  a  6  or  7  per  cent,  dividend ;  and 
they  say  that  no  body  of  business  men  would  come  to  an  agreement  by 
which  a  concern  capable  of  paying  7  per  cent,  is  bound  down  to  pay  only 
4  per  cent.,  and  the  shareholders’  capital  locked  up  for  two  years  with  this 
inadequate  rate  of  interest.  The  lump  sum  of  il22,370  proposed  to  be 
paid  for  the  works,  they  maintain  is  not  based  upon  any  fair  valuation  of 
the  property  as  a  going  concern  capable  of  earning  good  dividends.  The 
figure  should,  they  think,  be  nearer  A'200,000  than  Ai20,000.  The  circular 
concludes  as  follows  : — “  If  we  assume  that  the  profits  admit  of  a  dividend 
of  7  per  cent,  being  paid — and  that  is  well  within  the  mark — then  25  years’ 
purchase  of  it  (A'VOOO)  and  the  preference  dividend  (A1650)  =  A8650  amounts 
to  A216,250.  The  price  agreed  on  is  not  even  based  upon  the  low  rate  of 
interest  accepted  by  the  Directors  pending  the  handing  over  of  the  concern 
to  the  Corporation ;  for  if  we  add  the  preference  interest  or  dividends, 
A1650,  to  the  ordinary  dividends  at  4  per  cent.,  A‘4000,  and  multiply  the 
total,  A5650,  at  25  years’  purchase,  we  get  A14l,250  as  the  value  of  the 
roperty,  or  over  £18,000  more  than  the  price  agreed  upon.  The  want  of 
rmness  in  standing  out  for  an  equitable  price,  has  greatly  prejudiced  the 
value  of  the  property.”  These  being  the  views  of  the  representatives  of 
the  preference  shareholders,  it  is  probable  that  the  proceedings  at  the 
adjourned  meeting  will  he  anything  but  tranquil.  The  opinion  of  the 
objectors  to  the  scheme  is  that  better  terms  may  be  secured  by  the  Com¬ 
pany  defending  their  interests  in  Parliament  when  the  Corporation  apply 
for  power  to  extend  their  boundaries. 


Impbotod  Gas  Lighting  in  Newington  Parish. — At  the  last  meeting 
of  the  Newington  Vestry,  the  Works  and  Sanitary  Committee  recom¬ 
mended  that  new  lanterns  with  single  10  feet  burners  should  be  fixed  to 
the  148  columns  in  the  eight  main  roads  of  the  parish,  at  a  first  outlay  of 
£173  188.  and  afterwards  at  an  annual  charge  of  £303  4s.  4d.  The  recom¬ 
mendation  of  the  Committee  was  adopted. 

The  New  Water  Supply  for  W.ikefield. — A  sample  of  the  water  now 
being  supplied  to  Wakefield,  and  which  is  obtained  from  the  Rish worth 
Moors,  on  the  Peuine  Range  or  backbone  of  England,  was  recently  for¬ 
warded  to  Dr.  C.  Meymott  Tidy,  for  examination  ;  and  he  has  just  made 
a  report  to  the  Corporation  as  to  the  result  of  his  analysis.  He  states  that 
it  is  “  most  excellent  water  for  a  town’s  supply.” 

The  Aldershot  Loc.il  Bo.ard  and  'the  Gas  and  Water  Company. — 
About  the  middle  of  last  month,  the  Aldershot  Gas  and  Water  Company 
intimated  to  the  Local  Board  their  intention  to  apply  to  the  Board  of 
Trade  for  power  to  increase  their  capital  by  £20,000,  to  purchase  20  acres 
of  land,  and  to  supply  gas  and  water  beyond  the  district  of  the  Local 
Board.  The  matter  was  referred  to  a  Committee,  who  obtained  a  legal 
opinion  from  Messrs.  Wilkins,  Blyth,  and  Dutton,  who  pointed  out  that 
as  the  money  proposed  to  be  raised  was  for  gas  capital,  the  water  and 
gas  capital  of  the  Company  should  be  separated.  There  was  a  proposal 
to  adopt  the  sliding  scale  for  gas,  which  they  advised  the  Board  to 
oppose  unless  the  Company  would  fix  an  initial  price  of  3s.  per  1000  cubic 
feet.  The  clause  in  the  proposed  Order  exempting  the  Company  from 
penalties  was  also  objectionable,  as  it  practically  prevented  penalties 
being  enforced  by  suggesting  a  regulation  answer.  A  special  meeting  of 
the  Board  has  been  held  since  the  receipt  of  the  letter  to  consider  the 
matter ;  and  a  communication  was  then  read  stating  that  the  Company 
had  decided  to  withdraw  their  application,  on  the  ground  that  there  was 
no  time  for  further  discussion  before  the  advertisements  should  be  issued 
to  the  papers.  After  an  animated  discussion,  it  was  decided— notwith¬ 
standing  the  decision  of  the  Directors — to  meet  them,  if  possible,  on  an 
early  date  to  see  what  arrangement  could  be  come  to. 

The  Gas  Question  in  Hawes. — The  township  of  Hawes-in-Bedale  is, 
says  the  Yorkshire  Post,  at  present  the  centre  of  a  lively  discussion  on 
the  respective  merits  of  coal  gas  v.  water  gas  for  illuminating  purposes. 
The  leading  men  of  the  district  have  been  agitating  the  community  to 
bestir  itself  to  introduce  an  illuminant  to  supersede  the  old-fashioned 
and  dangerous  paraffin  lamps ;  and,  after  some  correspondence  on  the 
matter,  it  was  determined  to  invite  representatives  of  the  coal-gas  interest 
and  the  British  Water  Gas  Syndicate  to  meet  the  inhabitants  and  discuss 
the  different  methods.  The  coal  gas  representatives  did  not  “  turn  up.” 
But  Messrs.  Wildy  and  Brewer,  from  the  British  Water  Syndicate,  did ; 
and  a  goodly  number  of  representative  Hawes  men  listened  with  deep 
attention  to  a  most  interesting  and  instructive  lecture  on  water  gas  by 
Mr.  Wildy,  who  illustrated  the  method  of  manufacture  of  gas  from  water 
by  diagrams  on  a  blackboard.  Mr.  Wildy,  in  suitable  language  (avoiding 
as  much  as  possible  all  technical  terms),  made  himself  thoroughly  under¬ 
stood  to  his  audience.  The  pertinent  questions  put  to  the  lecturer  by 
some  of  those  present  showed  that  the  subject  was  one  which  had 
already  been  carefully  considered ;  whilst  the  suggestion  of  a  well-known 
gentleman  in  the  room,  to  raise  a  subscription  there  and  then  to  send 
delegates  to  Leeds  to  see  the  water-gas  plant  at  the  Leeds  Forge,  showed 
the  practical  Yorkshire  mind.  The  result  of  the  suggestion  was  that  a 
sum  of  money  was  raised,  and  three  gentlemen  were  selected  to  represent 
the  meeting,  and  visit  Leeds  to  view  the  water  gas  making,  and  witness 
experiments  as  to  its  illuminating  and  heating  properties. 


STOCKTON  AND  MIDDLESBROUGH  WATER  BOARD, 

The  Working  During  the  Past  Hilf  Year. 

The  accounts  of  the  Stockton  and  Middlesbrough  Water  Board  for  the 
half  year  ending  Aug.  13  last  have  just  been  issued.  They  show  that 
there  has  been  a  capital  expenditure  in  the  half  year  of  £17,994  ;  bringing 
the  total  cost  of  the  undertaking  up  to  £1,238,738.  Of  the  capital  expendi¬ 
ture,  the  principal  items  are  as  follows : — On  account  of  the  Hury  reser¬ 
voir,  £10,288  ;  reservoir  at  Sadberge,  £2437 ;  conduit  No.  5  (Sadberge  to 
Stockton),  £425 ;  pumping  plant  at  Broken  Scar,  £1368 ;  reservoir  at 
Fighting  Cocks,  £689.  The  sums  received  on  capital  account  during 
the  half  year  amounted  to  £30,000 ;  bringing  the  total  amount  up  to 
£1,243,094 — ^being  £4355  in  excess  of  the  amount  expended.  The 
revenue  account  shows  the  income  to  have  been  £28,347 ;  being  an  increase 
of  £837,  as  compared  with  the  preceding  half  year,  and  of  £1084  13s.  as 
compared  with  the  half  year  ending  Aug.  13,  1887.  'There  was  an 
expenditure  on  revenue  account  during  the  half  year  of  £6703  12b  ;  being 
an  increase  of  £24,  compared  with  the  previous  half  year,  and  of  £277  lOs. 
as  compared  with  the  half  year  ending  Aug.  13,  1887 — this  increase 
being  more  than  accounted  for  under  the  head  of  rates  and  taxes.  'The 
balance  carried  to  the  net  revenue  account  is  £21,643,  as  compared  with 
£20,829  19s.  in  the  former  half  year,  and  £20,836  in  the  six  months  ending 
Aug.  13,  1887.  The  net  revenue  account  is  debited  with  £290,  in  respect 
of  sundry  charges  for  interest,  and  is  credited  with  the  rents  of  land  in 
Baldersdale,  and  interest  received  from  the  bank.  After  being  so  dealt 
with,  there  remains  a  balance  of  £21,481,  of  which  £18,000  has  been  paid 
to  the  Corporations  and  the  Local  Board ;  and  there  remains  a  balance  of 
£3481,  which  it  is  proposed  to  carry  forward,  as  it  is  understood  that  the 
effect  of  clause  12  of  the  Act  of  1888  is  to  relieve  the  funds  of  the  constituent 
authorities  of  any  charge  on  revenue  account  for  the  past  year.  During 
the  summer  the  works  in  connection  with  the  Hury  and  Sadberge  reser¬ 
voirs  have  made  excellent  progress  ;  the  latter  may  he  expected  to  be 
ready  for  use  in  the  early  part  of  next  year,  and  the  former  probably  in 
the  early  part  of  1890.  'The  Sadberge  reservoir  mains  are  in  such  an 
advanced  state  that  they  will  be  ready  for  use  simultaneously  on  comple¬ 
tion  of  the  reservoir,  when  it  is  confidently  expected  that  the  numerous 
complaints  of  want  of  pressure  in  the  mains  will  be  remedied.  The 
growing  demand  for  water  for  manufacturing  purposes,  to  which  atten¬ 
tion  was  called  in  the  last  two  reports,  it  is  stated  has  continued  without 
interruption  during  the  past  half  year.  The  prospect  of  a  still  greater 
demand  in  the  immediate  future,  and  the  best  means  to  meet  it,  have 
engaged  the  serious  consideration  of  the  Board  ;  and,  after  much  delibera¬ 
tion,  it  has  been  decided  that  it  is  not  safe  any  longer  to  defer  the  com¬ 
mencement  of  the  construction  of  the  Blaokton  reservoir.  The  Engineer 
has  therefore  been  instructed  to  prepare  the  plans  and  specifications 
requisite  to  enable  the  Board  to  enter  into  contracts  for  the  works;  the 
land  upon  which  the  reservoir  is  to  be  constructed  having  been  acquired 
by  the  Board  some  years  ago. 


BRADFORD  CORPORATION  WATER  SUPPLY. 

The  Prevention  of  Waste. 

The  Engineer  of  the  Bradford  Corporation  Water-Works  (Mr.  A.  R. 
Binnie,  M.  Inst.  C.E.)  has  just  presented  to  the  Water  Committee  a  report 
on  the  working  of  the  Deacon  waste-water  meter  system,  which  has  now 
been  in  use  in  the  borough  for  about  three  years. 

In  commencing  the  report,  Mr.  Binnie  states  that  the  whole  borough 
has  been  divided  into  38  districts,  governed  by  29  6-inoh  and  9  4-inch 
meters.  In  beginning  work  in  any  district,  a  complete  register  is  made  of 
all  the  circumstances  of  each  particular  supply  included  in  it.  ^  As  soon  as 
this  information  is  obtained,  outside  stop-taps  and  Deacon’s  detection 
meters  are  fixed,  and  tlie  district  under  observation  is  ready  for  inspection. 
In  working  it  is  assumed  that,  between  the  hours  of  twelve  midnight  and 
five  a.m.,  all  ordinary  use  of  water  is  at  a  standstill,  and  that  which  is 
found  passing  through  the  pipes  is  running  uselessly  to  waste.  Of  course, 
as  is  pointed  out,  this  is  not  exactly  the  case  in  any  town,  and  is  far  from 
being  so  in  a  large  centre  of  manufacture  like  Bradford.  As  soon  as  the 
meters  are  set  to  work,  several  trials  are  made  of  the  flow  through  them 
into  the  district  between  the  hours  of  midnight  and  five  a.m.  The 
flow  per  hour  is  noted  on  the  diagram  ;  and  the  result,  multiplied  by  24, 
is,  for  the  purpose  of  the  work,  assumed  to  be  waste— the  object  being,  by 
the  detection  and  repair  of  leaks,  to  reduce  this  night,  or  rather  early 
morning  flow  to  the  smallest  possible  amount. 

The  modes  in  which,  in  the  first  instance,  leakages  are  detected  are  two. 
First,  as  to  the  distribution-pipes  in  the  street.  The  meter  having  been 
set  to  work  between  midnight  and  five  a.m.,  each  of  the  branch-pipes  is 
in  succession  shut  off.  It  is  clear  that  if  no  water  is  passing 
through  them,  this  will  have  no  effect  on  the  meter  reading;  but, 
should  leakage  be  going  on,  the  cessation  of  its  flow  is  at  once 
recorded  on  the  meter  diagram,  which  records  the  exact  tiine  of  such 
cessation,  and,  as  a  record  is  also  made  by  the  inspector  of  the  time  when 
each  street  was  shut  off,  a  comparison  of  his  note-book  with  the  meter 
diagrams  at  once  detects  in  which  particular  street  the  leakage  was  situated 
'The  first  preliminary  trial,  the  report  says,  generally  detects  large  flows 
from  defects  in  the  iron  pipes,  which  between  1886  and  1888  have  beM  as 
follows  : — From  pipes  of  IJ  inch  diameter,  the  number  of  leaks  has  been 
1;  from  2-inch  pipes,  4;  from  2J-inch,  1;  from  3-inoh,  146;  from  4-moh, 
41 ;  from  5-inch,  6 ;  from  6-inch,  2U ;  from  9-inch,  2 ;  from  12-inch,  4 ; 
from  18-inch,  6;  from  30-inch,  1.  The  total  number  of  leaks  was  230, 
exclusive  of  35  similar  cases  detected  by  the  same  means  previous  to 
1886.  The  second  mode  of  detecting  leakage  refers  to  such  as  occurs  in 
private  houses.  When  it  is  believed  that  all  the  iron  supply-pipes  m  the 
district  are  in  good  order,  but  that  leakage  is  still  detected  going  on  in  the 
district,  that  street  in  which  it  is  suspected  is  shut  off  and  isolated  from 
the  others.  The  meter  diagram  then  records  the  flow  in  that  particular 
street  only.  The  inspector  afterwards  visits  each  outside  stop-tap  which 
governs  the  private  supplies,  listens  with  his  stethoscope,  and  if  he  hears 
water  running,  closes  it.  As  he  always  notes  the  time  at  which  he  does  so, 
a  comparison  of  his  book  with  the  meter  diagram  at  once  indicates  in 
what  particular  house  supply  the  leakage  is  situated.  By  this  means 
many  hidden  and  underground  leaks  are  detected,  which  by  mere  visiml 
inspection  could  never  be  discovered ;  and  householders  are  saved  the 
annoyance  of  useless  visits  from  inspectors,  as  they  are  enabled  to  go  at  once 
to  the  exact  house  where  the  leak  exists  instead  of  visiting  all  the  houses 
in  a  street  to  find  perhaps  one  or  two  faulty  taps,  cisterns,  or  broken  pipes. 
Between  1886  and  1888  the  following  causes  of  leakages  were  detected ; — 
water-closets,  145  taps,  1498;  lead  water-pipes,  851;  urinals,  15;  fire¬ 
plugs,  91;  valves,  30;  ferrules,  43;  water-taps  left  open,  80;  and  miscel¬ 
laneous  leakages,  220— making  a  total  of  2973  leakages. 

Speaking  of  the  outcome  of  the  work  in  the  whole  of  the  38  districts 
combined,  Mr.  Binnie  says  that,  when  they  introduced  the  system  the 
assumed  night  leakage  was  at  the  rate  of  4,080,600  gallons  per  24  hours, 
which,  after  inspection  and  repair,  has  been  reduced  to  1,041,600  gallons  per 
24  hours;  showing  that  a  leakage  of  3,039,000  gallons  has  apparently 
been  prevented  since  commencing  the  work  in  1885.  As  latterly  the 
staff  work  with  greater  accuracy  due  to  increased  experience,  and  many 
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of  the  meter’s  diagrams  are  often  taken  on  Saturday  and  Sunday  nights 
so  as  to  avoid  trade  meter  supplies  interfering  with  the  result,  and  which 
was  not  done  in  all  instances  at  the  commencement  of  working,  Mr.  Binnie 
is  inclined  to  think  that  the  actual  daily  saving  is  less  than  the  above 
figures  really  show,  and  which  he  estimates  at  about  2,000,000  gallons  a 
day  actually  saved.  But,  he  continues,  even  the  whole  of  this  saving  of 
2,000,000  gallons  a  day  cannot  any  longer  be  reckoned  on  as  available  for 
use,  as  between  1885  and  1887  the  trade  supply  by  meter  has  increased 
nearly  500,000  gallons  a  day,  and  the  supplies  to  property  within  the 
borough  have  increased  in  the  four  years  1885  to  1888  by  2809. 

As  to  the  expense  incurred  in  the  whole  of  the  work  since  1885,  the 
following  is  a  brief  summary  of  the  charges  up  to  date:  Capital  for 
meters  and  stop-taps,  ^5152;  salaries  and  working  expenses,  i£2631  or  a 
total  of  i:7783.  At  first  sight  it  would  appear,  continues  the  report,  that 
there  have  been  saved  about  2,000,000 gallons  a  day,  or  2,190,000,000  gallons 
in  three  years.  As  the  gross  expenditure  has  been  ii7783,  this  would  be 
at  the  rate  of  0'85d.  per  1000  gallons.  But  although  such  a  rough  mode  of 
viewing  the  question  is  satisfactory  in  showing  the  generally  economical 
nature  of  the  work,  yet  the  correct  method  is  to  take  the  capital  and  work¬ 
ing  expenses  in  proper  proportions  for  one  year  only.  The  capital  cha:rges 
are  supposed  to  be  paid  oS  in  twelve  years  ;  therefore  one-twelfth  of  £5152 
equals  an  annual  charge  of  £429  6s.  8d.  Salaries,  &o.,  for  the  past  year 
amounted  to  £1102  83.  4d.  These  two  amounts  added  together  inake 
£1531  15s.  (estimated  in  1885  to  cost  £1540)  as  the  total  annual  expenditure 
in  saving  2,000,000  gallons  a  day,  or  730,000,000  gallons  per  annum.  This 
is  at  the  rate  of  0'503d.  (say  Jd.)  per  1000  gallons  ;  the  value  of  the  water 
saved,  at  the  rate  of  6d.  per  1000  gallons,  being,  of  course,  £18,200. 


PEOPOSED  PUKCHASE  OF  THE  TONBEIDGE  WATEE-WOEKS 
BY  THE  LOCAL  BOAED. 

A  Meeting  of  ratepayers  was  held  at  Tonbridge  last  Wednesday  to 
consider  the  question  of  the  Local  Board  acquiring  on  behalf  of  the  town 
the  property  of  the  Water  Company.  Mr.  W.  Hodgeskin,  who  presided,  in 
opening  the  proceedings,  remarked  that  he  was  in  the  awkward  position 
of  being  a  shareholder  and  Director  of  the  Company ;  but  whatever  the 
ratepayers  decided  upon,  he  would  concur  in.  Mr.  Eice  addressed  the 
meeting  at  length.  He  considered  the  report  of  the  Local  Board  was  in 
favour  of  the  purchase  of  the  works  ;  and  he  was  afraid  that  if  they  did 
not  acquire  them  now,  they  would  lose  this  valuable  property.  Two  or 
three  years  ago  he  addressed  a  letter  to  the  ratepayers  on  the  question, 
when  he  submitted  that  the  purchase  of  the  works  would  be  a  distinct 
advantage  to  the  town.  The  greater  part  of  the  loans  would  be  paid  ofi 
in  30  years  ;  the  works  would  be  the  property  of  the  town  ;  and  the  revenue 
would,  to  the  extent  of  £1200,  go  to  reduce  the  general  district  rate.  He 
went  onto  refer  to  a  circular  which  had  been  distributed  by  the  opponents 
of  the  project,  in  which,  among  other  things,  it  was  stated  that  the  Local 
Board  would  not  pledge  itself  to  borrowing  the  money  for  the  purchase 
at  3i  per  cent,  for  30  years  ;  but  a  private  gentleman  had  given  him  (Mr. 
Eice)  permission  to  say  that  he  would  find  the  money  at  that  rate  of 
interest.  Then,  it  was  asserted  that  the  Company’s  profits  were  less  than 
£1000  per  annum  ;  but,  by  their  own  showing  this  was  incorrect.  With 
regard  to  the  statement  that  the  mains  had  been  in  use  30  years,  and  in 
a  few  years  would  have  to  be  renewed  at  a  cost  of  £1000  per  mile,  if 
this  were  true,  it  was  strange  that  the  Company  should  want  to  retain 
their  undertaking.  He  thought  the  town  would  make  a  mistake  if  they 
did  not  purchase  the  undertaking.  A  number  of  questions  were  then  put 
by  various  ratepayers ;  and  subsequently  Mr.  Eice  moved  a  resolution 
urging  the  Local  Board  “  without  delay  to  carry  out  the  terms  of  the 
Provisional  Order,  by  the  immediate  purchase  of  the  water-works  under¬ 
taking.”  Mr.  Millidge  seconded  the  motion  ;  and  after  some  further  dis¬ 
cussion,  it  was  carried  with  but  two  dissentients.  It  was  then  decided  to 
forward  the  resolution  to  the  Local  Board,  a  Committee  of  which  body 
have  already  reported  in  favour  of  the  purchase. 


Lead  Poisoning  at  Pudsey. — At  the  meeting  of  the  Pudsey  Local 
Board  last  Wednesday  week,  the  minutes  of  the  Sanitary  and  Hospital 
Committee  contained  a  report  made  by  Messrs.  Eeynolds  and  Branson,  of 
Leeds,  of  an  analysis  of  the  water  supplied  by  the  Calverley  Water  Com¬ 
pany  to  the  Pudsey  district.  The  Chairman  said  they  were  told  that  not 
fewer  than  from  40  to  60  cases  of  lead  poisoning  had  occurred  in  the  town  ; 
and  it  was  highly  desirable  that  the  ratepayers  should  be  placed  in  pos¬ 
session  of  the  facts  which  had  led  to  the  water  supplied  to  the  district 
being  sent  for  analysis,  as  he  was  of  opinion  that  the  remedy  was  largely 
in  the  hands  of  the  ratepayers  themselves.  The  Clerk  then  read  the  report, 
which  showed  that  the  samples  of  water  submitted  contained  as  much  as 
13-20ths  of  a  grain  of  lead  per  gallon,  which  the  analysts  regarded  as  a 
distinctly  injurious  quantity.  The  Chairman  said  it  appeared  that  the 
cases  of  lead  poisoning  had  occurred  in  families  residing  in  houses  a  long 
distance  from  the  mains,  and  that  the  poisoning  had  resulted  from 
drinking  water  which  had  been  all  night  in  the  lead  pipes  conveying  the 
water  from  the  mains  to  the  houses  in  question.  He  was  of  opinion  that 
the  people  themselves  could  obviate  a  great  deal  of  the  mischief  if  they 
allowed  the  water  to  run  to  waste  every  morning  for  some  time,  so  as  to 
empty  the  pipes  before  drawing  water  for  domestic  use.  After  some  con¬ 
versation,  it  was  decided  that  a  copy  of  the  analysts’  report  should  be  sent 
to  the  Calverley  Water  Company,  and  that,  after  their  answer  had  been 
received,  further  action  could  be  taken  in  the  matter. 

The  Water  Question  at  Brighouse, — A  Brighouse  correspondent 
writes,  under  date  of  Nov.  16,  that  “  the  Directors  of  the  Eastrick  Water- 
Works  Company,  Limited,  have  given  notice  of  their  intention  to  apply 
to  Parliament  during  the  ensuing  session  for  an  Act  incorporating  their 
Company,  and  conferring  upon  them  the  customary  statutory  rights  and 
privileges,  and  restrictions  usually  vested  in  and  imposed  upon  under¬ 
takings  of  a  like  nature.  The  Company,”  it  is  remarked,  “  was  established 
shortly  after  the  very  serious  drought  and  scarcity  of  water  that  pre¬ 
vailed  in  the  year  1868 ;  and  for  the  space  of  20  years  it  has  solely  supplied 
the  district  with  water.  The  present  action  of  the  Company  in  seeking 
incorporation  and  more  extensive  capital  powers  is  the  outcome  of  the 
growing  requirements  of  the  district,  which  causes  a  corresponding  increase 
in  the  consumption  of  water,  to  cope  with  which  the  Company  are  in¬ 
tending  to  make  considerable  extensions  in  their  works.  At  present  they 
supply  the  bulk  of  the  water  in  Eastrick  for  domestic  and  other  purposes ; 
the  Local  Board  having  no  interest  whatever  in  the  water  supply.  Some 
half-dozen  years  ago  a  vigorous  agitation  sprung  up  in  the  district  in 
favour  of  the  Local  Board  purchasing  the  Water  Company’s  plant ;  but 
the  proposal  was  contested,  and  was  ultimately  allowed  to  lapse.  The 
proposed  action  of  the  Directors  came  as  a  surprise  yesterday  to  the  bulk 
of  the  water  consumers  and  ratepayers  in  the  district ;  and  opinions  were 
freely  expressed  that  the  Bill  should  be  opposed  by  the  Local  Board ;  and 
that  the  opportunity  should  also  be  taken  to  ‘buy  out’  the  Company 
before  any  further  capital  is  sunk  in  the  undertaking.  The  capital  of  the 
Company  is  £6000,  in  2000  shareq  of  £3  each,  all  of  which  are  fully  paid 
up.  Last  year  the  Company  paid  a  dividend  of  8  per  cent.” 


NOTES  FEOM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  Dundee  Gas  Commission  met  for  the  first  time  after  the  election 
on  Tuesday.  Almost  the  only  business  transacted  was  the  appointment 
of  officers.  Mr.  Nlcoll,  Treasurer  of  the  town,  was  re-elected  Convener  of 
the  Finance  Committee  ;  and  Mr.  Lindsay,  Convener  of  the  Works  Com¬ 
mittee.  In  acknowledging  his  re-election,  Mr.  Nicoll  said  he  hoped  the 
finances  of  the  Commission  would  prove  as  satisfactory  this  year  as  last ; 
and  he  added  that,  so  far  as  the  year  had  gone,  there  was  every  reason  to 
expect  that  the  accounts  would  turn  out  favourably. 

The  storm  which  I  mentioned  last  week,  as  having  damaged  several 
gas  and  water  works,  was  the  occasion  of  a  peculiar  effect  at  Portobello. 
The  large  gasholder  got  twisted  by  the  gale ;  and  while  it  was  being 
adjusted,  unpurified  gas  was  allowed  to  enter  the  mains  by  the  bye-pass 
valve.  This  is  the  explanation  given  by  the  Gas  Company.  What  the 
inhabitants  of  the  town  felt  was  a  sense  of  oppression,  and  a  difficulty  of 
breathing,  in  apartments  where  gas  was  burned.  On  Saturday  night  shop¬ 
keepers  were  obliged  to  keep  the  doors  of  their  premises  open  ;  and  on 
Sunday  the  odour  in  the  churches  was  of  so  sulphurous  a  nature,  that 
the  congregations  could  scarcely  remain  in  the  buildings.  It  was  reported 
locally  that  the  occurrence  was  owing  to  the  mistake  of  a  workman, 
committed  while  the  Manager  was  giving  his  attention  to  the  gasholder. 

Mr.  Adam  Pratt,  whom  I  have  before  referred  to  as  the  head  and  front 
of  the  agitation  in  Aberdeen  upon  the  alleged  overcharges  for  gas,  having 
been  returned  to  the  Town  Council,  this  body  have  done  the  wisest  thing 
possible  in  unanimously  appointing  him  to  the  Gas  Committee.  Now 
that  Mr.  Pratt  is  on  the  Gas  Committee,  he  may  get  his  eyes  opened  to  the 
extent  of  being  obliged  to  look  at  things  in  a  different  light  than  when  he 
was  an  agitator.  Can  this  be  the  explanation  of  his  attitude  at  a  meeting 
of  the  Gas  Committee  on  Thursday  ?  At  that  meeting,  Mr.  Clark  drew 
attention  to  the  long  delay  in  receiving  the  report  as  to  the  gas  consumer^ 
grievances,  and  asked  when  it  was  going  to  be  finally  brought  forward. 
Mr.  Cook  made  a  remark  that  he  thought  Mr.  Pratt  would  have  pushed 
this  matter ;  but  Mr.  Pratt,  in  reply,  said  there  was  time  enough  when  the 
report  was  before  them.  The  Convener  said  the  report  would  be  before 
them  very  soon  j  and  it  was  stated  that  the  Sub-Committee  appointed  to 
furnish  a  statement  would  meet  in  a  day  or  so. 

After  a  good  deal  of  difficult  negotiation,  the  burgh  of  Linlithgow  seems 
to  be  in  a  fair  way  to  obtaining  an  additional  water  supply.  _  The  Local 
Authority  are  being  pushed  on  to  take  this  step,  as  well  as  to  improve  the 
sanitary  condition  of  the  town,  by  the  Board  of  Supervision.  A  complaint 
by  the  Board  against  the  Local  Authority  has  been  for  several  months 
before  the  First  Division  of  the  Court  of  Session ;  and  procedure  in  it  has 
been  more  than  once  delayed  at  the  request  of  the  burgh,  to  allow  the 
negotiations  for  means  to  remove  the  evils  complained  of  to  be  made.  A 
report — the  sixth  on  the  subject — was  made  by  the  Local  Authority  to 
the  Court  on  Thursday.  In  it  they  stated  that  they  had  resolved  to  im¬ 
pound  the  water  on  the  estates  of  Hiltly  and  Preston  ;  but  that  they  had 
been  threatened  with  legal  proceedings  by  paper  makers  who  use  the  water 
collected  on  the  Preston  estate ;  and  that  in  view  of  this  opposition,  as 
well  as  the  opposition  of  a  minority  of  themselves  who  favoured  a  proposal 
to  take  the  water  from  the  Piccarton  Burn,  they  had  resolved  to  apply  to 
Parliament  for  a  Provisional  Order  authorizing  them  to  have  the  Hiltly- 
Preston  works  executed.  In  addition,  they  are  endeavouring  to  acquire,  by 
agreement,  the  water  rights  of  the  two  estates.  The  Court  were  asked  to 
allow  further  delay;  and  this  was  readily  granted.  Mr.  J.  A.  Warren, 
C.E.,  of  Glasgow,  has  reported,  with  reference  to  the  Hiltly-Preston 
water,  that  ‘‘  it  is  free  from  sewage,  and  is  an  upland  water  of  great  purity, 
well  suited  for  drinking  purposes.”  The  total  addition  to  the  water  supply 
would  be  27,967  gallons  per  day,  or  seven  gallons  per  hea,d  per  day.  He 
proposes  to  construct  a  reservoir  to  contain  12  million  gallons,  and 
estimates  the  cost  of  the  scheme  at  £3960. 

The  Edinburgh  and  District  Water  Trustees  have  issued  notices  that 
they  propose  to  apply  to  Parliament  for  a  Bill  to  increase  their  borrowing 
powers,  to  enable  them  to  take  steps  to  reduce  excessive  use  of  water,  to 
terminate  existing  agreements  for  the  supply  of  water  to  other  Water 
Trustees  in  the  district,  and  to  enter  into  new  agreements  with  these 
’Trustees.  It  is  proposed  to  increase  the  borrowing  powers,  which  are 
nearly  exhausted,  by  £50,000. 

The  water  supply  of  Aberdeen  does  not  appear  to  have  benefited  to 
anything  like  the  extent  expected  by  the  opening  of  the  two  new  reservoirs. 
The  Water  Committee  on  Thursday  had  before  them  complaints  by 
residents  in  the  higher  parts  of  the  city,  that  there  was  not  sufficient 
pressure;  and  it  was  stated  that  the  new  reservoir  at  Mansfield  had  not 
given  any  increased  pressure  to  parts  of  the  town  whence  the  complaints 
emanated.  The  Committee  ordered  reports  to  be  prepared  on  the  sub¬ 
ject  of  the  pressure  in  all  the  districts  from  which  there  were  com¬ 
plaints,  in  order  that  they  may  be  able  to  equalize  it. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

There  seems  to  be  every  probability  that  the  next  move  of  any  im¬ 
portance  in  connection  with  gas  affairs  in  the  neighbouring  town  of 
Paisley  will  be  the  abolition  of  the  meter-rent.  ’This  matter  came 
prominently  forward  in  the  late  municipal  elections.  An  opinion  was 
expressed  at  a  meeting  Jof  the  First  Ward  electors  that,  as  they  had  now 
such  cheap  gas  in  the  town,  the  Gas  Trust  should  turn  their  attention  to  a 
reduction  of  the  charges  for  meter-hire ;  and  Mr.  Smith,  a  member  of  the 
Council,  in  replying,  stated  that  he  had  canvassed  the  members  of  the 
Town  Council  with  considerable  success  to  have  the  meter- hire  abolished. 
He  promised  that  if  he  was  sent  back  to  the  Council,  he  would  press  the 
matter  to  an  open  division.  At  the  same  meeting  an  elector,  after 
assuming  that  the  meter-hire  would  be  abolished,  asked  what  considera¬ 
tion  the  members  of  the  Gas  Trust  would  give  to  those  consumers  who 
had  purchased  their  own  meters.  Ex-Bailie  Macfarlane  remarked  that 
the  subject  broached  by  the  elector  would  doubtless  receive  attention  ; 
and  those  persons  who  had  purchased  their  meters  would  likely  be 
recompensed.  On  this  point,  the  Chairman  of  the  meeting  suggested 
that  a  portion  of  the  annual  gas  surplus  might  be  used  in  the  event  of  the 
meter-hire  being  abolished  to  recompense  those  who  had  purchased 
meters;  and  Ex-Bailie  Macfarlane  stated  that  he  was  quite  willing  that 
this  should  be  done. 

Complaints  are  being  made  in  various  towns  as  to  the  inadequacy  of 
the  street  lighting.  At  the  meeting  just  referred  to,  one  of  the  speakers 
stated  that  there  was  an  insufficiency  of  lamps  in  certain  streets  in  the 
burgh;  and  that,  in  fact,  the  streets  throughout  the  whole  of  the  West- 
end  were  not  half  lighted.  Then,  as  regards  the  street  lighting  in 
Greenock,  a  correspondent  in  one  of  the  local  newspapers  calls  attention 
to  the  condition  of  several  parts  of  the  town  ;  one  portion  named,  he  says, 
being  at  nights  and  in  the  early  morning  in  a  state  of  utter  darkness. 
Eeferring  to  the  complaint  made  by  the  correspondent,  the  Editor  of  the 
paper  says  that  there  is  a  great  amount  of  truth  in  the  accusation,  and 
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asserts  that  at  the  present  time,  even  when  all  the  shops  are  lighted  up, 
the  main  thoroughfare  of  the  town  has  a  very  gloomy  appearance. 

The  subject  of  insufficient  street  lighting  was  also  before  the  Town 
Council  of  Stirling,  at  the  monthly  meeting  last  Monday.  A  long  minute  in 
reference  to  the  public  lamps  was  submitted  by  the  Lighting  Committee, 
in  the  course  of  which  it  was  stated  that  the  Convener  had  asked  the  Gas 
Manager  (Mr.  P.  Watson)  to  take  out  of  the  lamps  all  the  No.  4  burners 
except  four.  The  Committee  had  compared  the  light  given  by  such  a 
burner  in  one  lamp  with  that  afforded  by  a  No.  3;  and  they  were  of 
opinion  that  the  difference  of  the  light  was  not  worth  the  additional  cost 
of  10s.  per  lamp.  They  recommended  that  only  No.  3  burners  should  be 
used  in  the  lamps.  In  the  course  of  the  discussion,  several  complaints 
of  insufficient  lighting  were  made  by  members  of  the  Council ;  and  a  motion 
was  subsequently  made  by  Mr.  M'Queen,  and  agreed  to,  to  the  effect  that 
the  Lighting  Committee  should  be  empowered  to  improve  the  lighting  in 
certain  districts. 

On  Thursday  of  this  week  business  was  done  on  the  Glasgow  Stock 
Exchange  in  the  shares  of  the  Partick,  Hillhead,  and  Maryhill  Gas  Com¬ 
pany,  when  Sis.  per  share  was  paid,  which  showed  no  change.  Sellers 
were  wanting  828.  Yesterday  business  was  again  done  at  that  price. 

Sulphate  of  ammonia  is  steadily  advancing  in  value  ;  the  spot  price  this 
week  having  reached  T12  15s.  per  ton,  and  close  on  £13  per  ton  has  been 
named  as  the  forward  price. 

A  very  material  advance  has  been  obtained  by  the  Johnstone  Gas  Com¬ 
missioners  in  this  year’s  contract  price  for  the  residual  products — £290, 
as  against  £149  last  year.  Some  years  ago  more  than  £500  was  obtained 
at  Johnstone  for  the  residuals. 

After  a  little  irregularity  in  the  early  part  of  the  week,  the  Glasgow  pig 
iron  warrant  market  has  for  the  last  day  or  two  presented  more  firmness ; 
the  week  closing  with  a  very  hopeful  tone.  Over  the  week  Scotch  warrant 
iron  has  fallen  in  price  about  3d.  per  ton  ;  Cleveland,  6d. ;  and  hematite 
iron,  2d. 

The  local  coal  trade  continues  to  be  exceedingly  active  in  almost  every 
department,  with  firm  prices.  All  fears  of  a  strike  among  the  miners  have 
disappeared,  as  the  advance  of  wages  conceded  by  the  coalmasters  has 
generally  been  accepted. 


CURRENT  SALES  OF  GAS  PRODUCTS. 

Lrv’EEPOoL,  Nov.  24. 

Sulphate  of  Ammonia.— Ihoro  has  been  some  further  improvement  in 
sulphate  ;  but  unfortunately  the  nitrate  market  exhibits  symptoms  which 
do  not  augur  well  for  the  immediate  future.  The  gravamen  of  the 
moderating  attitude  of  nitrate  values  is  evidently  found  in  the  figures 
cabled  in  reference  to  the  November  shipments.  These  are  apparently 
thought  heavy  (105,000  tons),  especially  as  the  loadings  for  December  are 
stated  to  be  close  upon  this  figure  (102,000  tons).  Adding  thereto  the 
probability  of  large  shipments  by  steamers,  the  doubts  as  regards  any 
deficiency  during  the  early  spring  months  seem  to  have  been  palpably 
removed.  As  it  may  be  interesting  to  compare  the  shipments  and  loadings 
of  previous  years,  they  are  given  below.  After  saying  this  much  about 
nitrate,  which  has  been  made  responsible  for  the  recent  advance  in 
sulphate,  it  remains  but  to  be  remarked  that,  whatever  decline  may  take 
place  in  nitrate  rates,  it  does  not  necessarily  follow  that  sulphate  will 
adopt  the  course  of  nitrate  in  this  direction.  It  has  been  stated  before 
that  sulphate  did  not  advance  quite  as  much  as  nitrate;  and  it  cannot  be 
gainsaid  that  the  position  of  the  former  is  exceptionally  strong — admitted, 
though  it  be,  that  very  large  quantities  are  held  in  second  hands  for 
speculative  account.  It  7nmt  be  assumed  that  the  demand  is  far  from 
satisfied ;  but  the  upward  tendency  will  receive  a  check  because  the  im¬ 
petuous  operations  of  consumers,  excited  by  the  nitrate  movement,  will 
now  cease,  and  they  may  hold  off  until  the  time  of  actual  requirements. 
The  production  (now  getting  very  heavy)  does  not  so  far  clog  the  market, 
which  closes  very  steady  at  £12  12s.  6d.  to  £12  15s.,  at  the  various  ports. 
Nitrate  on  spot  is  quoted  at  11s.  3d.  per  cwt.,  and  is  somewhat  dull. 

Nitrate  Shipments  to  Europe  during  November  1884-1888. 

1888.  1887.  1886.  1885.  1884. 

Tons  105,000  ..  102,000  ..  09,000  ..  46,000  ..  52,000 

Loading  on  the  Isf  of  December. 

Tons  102.000  . .  88,000  . .  28,000  . .  34,000  . .  27,000 

Livei'pool  “  Spot"  Prices. 

^r  ^t  1 

p“^'P^^**}£12158.  £1112s.  Gd.  £10158.  £10  10s.  £13  108. 

London,  Nov.  24. 

Tar  Products. — There  is  a  little  better  demand  for  creosote  for  burning 
purposes  ;  and  both  crude  and  crystal  carbolic  acid  are  more  inquired 
after.  Benzoles  are  undoubtedly  weaker ;  whilst  pitch  is  nominally  quoted 
higher,  though  buyers  will  not  pay  the  prices  now  named.  Prices  may  be 
taken  as  follows: — Tar, according  to  position,  17s. 6d.  to  22s.  6d.  per  ton. 
Benzol,  90  per  cent.,  3e.  Id.  per  gallon  ;  60  per  cent.,  2s.  5d.  Toluol,  Is.  7d. 
per  gallon.  Solvent  naphtha.  Is.  3d.  per  gallon.  Crude  naphtha,  30  per 
cent..  Is.  Id.  per  gallon.  Light  oil,  3d.  per  gallon.  Creosote,  2d.  per  gallon. 
Pitch,  178.  to  20s.  per  ton.  Carbolic  acid  (crude),  3s.  9d.  per  gallon. 
Cresylic  acid,  lOJd.  per  gallon.  Tar  salts,  158.  per  ton.  Anthracene,  30 
per  cent.,  “  A  ”  quality.  Is.  5d.  per  unit ;  “  B,”  Is.  3d. 

Ammonia  Products. — Sulphate  is  in  excellent  demand  ;  and  the  price 
continues  to  advance.  Sales  have  been  reported  as  high  as  £12  17s.  6d.  ; 
but  the  average  price  of  the  week  will  not  exceed  £12  lOs.  to  £12  123.  6d. 
per  ton.  Prices  of  other  products  are  :  Gas  liquor  (6°  Twaddel),  8s. 
per  ton,  with  a  rise  or  fall  of  la.  6d.  per  degree.  Liquor  ammonia,  2d.  per  lb. 
Carbonate  of  ammonia,  3id.  per  lb.  Muriate  of  ammonia,  brown,  £18 
per  ton ;  white,  £25.  Sal-ammoniac,  £30  per  ton. 


[From  the  Chemical  Trade  Journal,  Nov.  24.] 

Tar  Products. — The  rise  in  value  of  tar  products  has  not  been  without 
effect  upon  the  price  of  tar.  The  last  price  we  have  heard  of  as  being 
realized  for  tar  of  good  quality  is  29s.  per  ton  at  the  gas-works,  upon  which 
there  was  a  carriage  of  Is.  lOd.  Benzoles  continue  firm ;  and  last  week’s 
prices  may  be  [said  to  be  ruling  to-day.  The  demand  for  creosote  and 
solvent  naphtha  is  very  good ;  and  the  effect  of  the  Wells’  light  upon  this 
market  has  made  itself  felt  in  the  Manchester  district.  Crude  carbolic 
acid  is  reported  firmer;  and  at  the  same  time  crystals  have  a  higher  ten¬ 
dency,  though  some  attribute  this  only  to  speculative  agencies.  Anthra¬ 
cene  is  very  firm ;  and  the  report  that  a  split  had  occurred  in  the  foreign 
alizarine  market  is  making  producers  here  hold  all  the  more  firmly.  'To 
one  maker.  Is.  6d.  has  been  offered  for  “  A”  quality,  and  has  been  refused, 
as  both  he  and  others  expect  finally  to  get  much  more.  Pitch  has  been 
rising  lately ;  and  we  hear  Beckton  is  asking  203.  per  ton.  To  our  own 
knowledge,  business  has  been  done  in  Yorkshire  at  17s.  6d.,  and  in  other 
districts  at  18s.  f.o.b.  As  a  specimen  of  inland  business,  the  requirements 


of  the  Manchester  [Corporation  for  the  next  twelve  months  have  just 
been  secured  at  10s.  per  ton. 

Sulphate  of  Annnonia. — The  market  in  ammonia  salts  has  been  very 
firm  indeed  during  the  past  week ;  and  both  sulphate  and  muriate  have 
risen  in  price.  Hull  sulphate  stands  to-day  at  £12  lOs.  3d.  f.o.b. ;  the  price 
at  Leith  being  £12  15s.  London  outside  makes  are  fetching  £12  128.  6d. ; 
and  though  Beckton  price  is  nominally  £12  lOs.,  they  are  not  sellers  for 
the  moment. 


A  Lamplighters’ Benefit  Society. — The  lamplighters  employed  by  the 
Manchester  Corporation  have  formed  a  sick  and  superannuation  society ; 
and  at  its  first  annual  meeting  last  Saturday  week,  it  was  reported  that 
there  are  101  members,  with  funds  amounting  to  £378  83.  A  burial  fund 
has  been  added  to  the  sick  or  superannuation  branches.  The  subscription 
per  member  is  only  6d.  weekly,  and  an  additional  amount  is  received  from 
fines. 

S.vLE  OP  Shares. — On  Wednesday  last,  100  new  “  B  ”  shares  in  the 
Horsham  Gas  Company,  of  the  nominal  value  of  £10  per  share,  the 
maximum  dividend  on  which  is  7  per  cent.,  were  sold  by  auction  at  Hor¬ 
sham,  in  lots  of  from  one  to  five.  The  following  are  the  prices  realized  : 
Tliree  shares  sold  at  £14  23.  6d.  each  ;  twelve,  at£14  58. ;  fifty,  at  £14  78.  6d. ; 
fifteen,  at  £14  10s. ;  fifteen,  at  £14  12s.  Gd. ;  and  five,  at  £14  15s. — the  total 
amount  produced  being  £1442  15s.,  or  an  average  of  £14  8s.  Gd.  per  share. 

The  Northern  Coal  Trade. — In  the  Northern  coal  trade,  there  is  a 
good  demand  for  steam  coal ;  but  it  is  less  than  it  was,  as  is  usual  at  this 
period  of  the  year,  and  a  further  contraction  of  the  demand  must  bo 
looked  for  now  the  winter  will  close  the  ports.  The  current  price  for  best 
steam  qualities  must  be  put  at  about  83.  Gd.  It  is  believed  that  the  wages 
agitation  will  be  settled  by  the  miners  accepting  the  advance  offered.  In 
the  gas-coal  trade,  there  is  difficulty  in  meeting  contracts,  owing  to  the 
miners  restricting  the  output.  One  of  the  chief  Tyneside  gas-coal 
collieries  used  to  obtain  2200  tons  of  coal  daily  ;  but  it  now  rarely  exceeds 
1900  tons,  and  it  is  evident  that  the  margin,  after  meeting  contracts, 
must  be  a  limited  one.  For  that  small  margin,  from  7s.  Gd.  to  83.  Gd.  per 
ton  is  asked  and  obtained.  There  is,  however,  a  probability  that  next 
month  the  miners  will  work  better,  as  they  usually  do  before  the  holidays. 
Household  and  manufacturing  coals  retain  their  old  features  ;  but  coke 
sells  more  freely,  and  gas  coke  would  realize  8s.  Gd.  to  9s.  per  ton  for  ship¬ 
ment,  were  it  readily  obtainable.  The  coal  trade  promises  better  even  for 
next  year — increasing  cost  of  timber  and  increasing  wages  tending  to 
make  prices  higher. 


GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 
(For  Stock  Market  Intelligence,  see  ante,  p.  930. 


Issue. 

Share 

When 

ex- 

Dividend. 

Dividend 
or  Div. 
Bonus. 

NAME. 

Paid 

per 

Share 

Closing 

Prices. 

Rise 

or 

Fall 

in 

Wk. 

Yield 

upon 

invest* 

meat. 

£ 

p.o, 

GAS  COMPANIES. 

£  s. 

d. 

690,000 

10 

12  Oct. 

10^ 

Alliance  &  Dublin  10  p.  c.  . 

10 

184—19 

6  10 

6 

100,000 

10 

7^1 

Do.  7  p.  0. 

10 

124-134 

. . 

5  11 

1 

800,000 

100 

2  July 

5 

Australian  (Sydney)  6% Deb. 

100 

110—112 

4  9 

3 

100,000 

20 

30  May 

10 

Bahia,  Limited . 

20 

244—254 

. . 

7  16  10 

200,000 

5 

14  Nov. 

7^ 

Bombay,  Limited  .  .  •  . 

5 

7-74* 

5  0 

0 

40,000 

6 

Ih 

Do.  New . 

4 

6—54* 

. . 

5  9 

1 

880,000 

Stek. 

29  Aug. 

Hi 

Brentford  Consolidated  .  . 

100 

223-228 

. . 

5  3 

1 

125,000 

8| 

Do.  New . 

100 

164—168 

« . 

5  4 

2 

220,000 

20 

13  Sept. 

lOi) 

Brighton  &  Hove,  Original  . 

20 

43-45 

. . 

4  13 

4 

820,000 

20 

28  Sept. 

Hi 

British . 

20 

43—46 

•  • 

5  0 

0 

50,000 

10 

IS  Sept. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

19—21 

5  4 

9 

89,000 

10 

8 

Do.  7  p.  0.  . 

10 

13—14 

. . 

5  14 

3 

828,750 

10 

14  Nov. 

8 

Buenos  Ayres  (New)  Limited 

10 

134-144* 

5  10 

4 

200,000 

100 

2  July 

6 

Do.  6  p.  c.  Deb.  . 

100 

110—112 

5  7 

1 

150,000 

20 

10  Aug. 

7 

Cagliari,  Limited  .... 

20 

25—27 

5  3 

8 

650,000 

Stek. 

12  Oct. 

13? 

Commercial,  Old  Stock  .  . 

100 

255—260 

. . 

5  5 

9 

130,000 

loi 

Do.  New  do. .  . 

100 

209—214 

. . 

5  0 

5 

121,234 

28  June 

4J 

Do.  4J  p.  c.  Deb.  do. 

100 

123—128 

3  10 

8 

657,320 

20 

14  June 

13t 

Continental  Union,  Limited 

20 

44—46 

. . 

5  13 

0 

242,680 

20 

I3t 

Do.  New ’69  &  *72 

14 

294-304 

. . 

5  19 

4 

200,000 

20 

10! 

Do.  7  p.  c.  Pref.. 

20 

36—38 

. . 

5  5 

3 

75,000 

Stek. 

28  Sept. 

10 

Crystal  Palace  District  .  . 

100 

205—215 

. . 

1  13 

0 

234,060 

10 

27  July 

13 

European,  Limited  .  .  . 

10 

254—264 

4  18 

1 

120,000 

10 

13 

Do.  New,  .  . 

74 

18—19 

.  • 

5  2 

7 

354,060 

10 

13 

Do.  do.  .  .  . 

6 

12-13 

5  0 

0 

6,468,600 

Stek. 

29  Aug. 

13 

Gaslight  &  Coke,  A,  Ordinary 

100 

250—254 

+3 

5  2 

4 

100,000 

4 

Do.  B,  4  p.  0.  max. 

100 

100—105 

3  16 

3 

665,000 

10 

Do.  C,D,&E,  lOp.c.Pf. 

100 

257—262 

-2 

3  16 

4 

30,000 

6 

Do  F,  5  p.  0.  Prf.  . 

100 

125—130 

. . 

3  16  11 

60,000 

7i 

Do.  G,  74  p.  c.  do.  . 

100 

182-  187 

. . 

4  0 

2 

1,300,000 

7 

Do.  H,  7  p.  c.  max. 

100 

167—172 

. . 

4  1 

4 

463,000 

14  June 

10 

Do.  J,  10  p.  c.  Prf. . 

100 

255—260 

-3 

3  16  11 

1,061,150 

4 

Do.  4  p.  c.  Deb.  Stk. 

100 

118—121 

-1 

3  6 

1 

'294,850 

14 

Do.  4J  p.  c.  do. 

100 

122—127 

-3 

3  10  10 

650,000 

6 

Do.  6  p.  c.  do. 

100 

172—177 

-2 

3  7 

10 

8,600,000 

Stek. 

14  Nov. 

10 

Imperial  Continental .  .  . 

100 

205-208* 

+1 

4  16 

1 

75,000 

5 

14  June 

6 

Malta  &  Mediterranean,  Ltd 

5 

6—54 

* . 

5  9 

1 

660,000 

100 

1  Oct. 

6 

Met. of  Melbourne, 5  p.c.  Deb. 

100 

113—115 

. . 

4  6  11 

641,920 

20 

14  June 

6 

Monte  Video,  Limited  .  . 

20 

20—21 

.  • 

5  14 

3 

150,000 

5 

30  May 

-0 

Oriental,  Limited  .... 

6 

9-94 

.  • 

5  5 

3 

60,000 

5 

28  Sept. 

7 

Ottoman,  Limited  .... 

5 

6-7 

•  • 

5  0 

0 

166,870 

10 

27  July 

4 

Pari,  Limited . 

10 

64-64 

•  • 

6  3 

1 

People’s  Gas  of  Chicago— 

420,000 

100 

2  Nov. 

6 

1st  Mtg.  Bds.  .  .  . 

100 

104—107 

* . 

6  12 

1 

500,000 

100 

1  June 

6 

2nd  Do.  .  .  . 

100 

95—100 

.  * 

6  0 

0 

100,000 

10 

12  Oct. 

10 

San  Paulo,  Limited  .  .  . 

10 

154— 164 

•  • 

6  1 

2 

600,000 

Stek. 

29  Aug. 

1.5i 

South  Metropolitan,  A  Stock 

100 

297—302 

5  2 

7 

1,350,000 

12 

Do.  B  do.  . 

100 

233—237 

+ 3^ 

5  1 

8 

141,500 

13 

Do.  C  do.  . 

100 

245—255 

5  1 

11 

650,000 

28  June 

6 

Do.  6  p.  c.  Deb.  Stk.. 

100 

135—140 

-8 

3 11 

6 

60,000 

5 

29  Aug. 

11 

Tottenham  &  Edm’ntn,  Grig. 

5 

11—13 

•  • 

4  4 

0 

♦  Ex  div 

WATER  COMPANIES. 

717,467 

stek. 

28  June 

9 

Chelsea,  Ordinary .... 

100 

260—265 

, , 

3  7 11 

1,720,560 

Stek. 

12  Oct. 

7 

East  London,  Ordinary  .  . 

100 

197—202 

• . 

3  9 

9 

700,000 

60 

14  June 

9 

Grand  Junction . 

50 

123—127 

. . 

3  13 

2 

708,000 

Stek. 

10  Aug. 

104 

Kent . . 

100 

270—276 

. . 

3  16 

4 

1,043,800 

100 

28  June 

9 

Lambeth,  10  p.  c.  max.  .  . 

100 

255—260 

. . 

3  9 

3 

406,200 

100 

74 

Do.  p.  c.  max.  .  . 

100 

200—205 

. . 

3  13 

2 

200,000 

Stek. 

28  Sept. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

117—120 

. . 

3  6 

8 

600,000 

100 

27  July 

124 

New  River,  New  Shares  .  . 

100 

348—353 

+3 

3  8 

8 

1,000,000 

Stek. 

4 

Do.  4  p.  0.  Deb.  Stk.  . 

100 

123—127 

. . 

3  3 

0 

902,300 

Stek. 

14  June 

6 

S’thwk  &  V’xhall.lOp.o.max. 

100 

173—177 

+4 

8  7  10 

126,600 

100 

6 

Do.  74  p.  0.  do. 

100 

162—167 

+2 

3  11 

10 

1,156,066 

Stek. 

14  June 

10 

West  Middlesex  .  ,  .  . 

100 

267—272 

•  • 

3  13 

6 

t  Next  dividend  will  be  at  this  rate. 
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POETSMOUTH  Watee  COMPANY.— At  the  half-yearly  meeting  of  this 
Company  on  Thursday  last,  the  Directors  reported  that  the  expenditure 
on  capital  account  during  the  six  months  ending  ^ 

Part  of  this  outlay  was  on  account  of  the  new  pumping  station  at  Bed- 
hampton  Springs,  with  which  good  progress  has  been  made.  During  the 
half  year  3306  yards  of  additional  street  mams  of  various  sizes  were  aid 
and  663  yards  of  new  mains  in  place  of  old.  There  were  694  additional 
house  services  laid  on,  including  25  meter  supplies.  The  total  number  of 
premises  now  supplied  by  the  Company  is  31,759.  The  average  daily 
supply  of  water  for  all  purposes  in  the  half  year  was  o,457,000  gallons  , 
beFn^a  decrease  of  31,000  gallons  per  day,  as  X 

period  of  last  year.  The  reyeuue  from  all  sources  amounted  m  the  six 

months  to  £-23,313;  and  the  expenditure,  to  ?  subieot  to 

£15,496.  The  sum  available  for  dividend  was  ^16,651  7s.  2d.,  subject  to 
the  usual  deductions.  The  report  was  adopted ;  and  dividends  at  the  rate  of 
10  per  cent,  and  7  per  cent,  on  the  different  classes  of  shares  were  dec^d 
It  was  also  agreed  to  carry  £500  to  the  renew-als  account  ;  leaving  a  balance 
of  £2837  to  be  carried  forward. 


The  London  Coal  Dues. — In  the  House  of  Commons  last  Thursday,  Sir 
J  Pease  asked  the  Attorney-General  whether,  on  the  expiration  of  the 
London  Coal  Dues  in  July,  1889,  it  would  be  within  the  power  of  the  Cor¬ 
poration  or  other  City  authority  to  exercise  an  alleged  obsolete  right  of 
measuring  or  weighing  all  coals  coming  within  the  Port  of  London  under 
certain  charters  of  James  I.  and  James  II.,  or  other  alleged  title,  and  to 
levy  therefor  a  due  of  8d.  or  some  other  sum  per  ton  ;  and,  if  so,  whether 
Her  Majesty’s  Government  proposed  to  take  steps  to  repeal  such  power. 
The  Attorney-General,  in  reply,  said  he  could  not  express  an  opinion  upon 
an  abstract  aud  very  difficult  question  of  law,  and  one  which  ^pended 
upon  the  exact  nature  of  any  claim  which  might  be  made  by  the  Corpora¬ 
tion.  "With  regard  to  the  latter  part  of  the  question,  he  said  he  was  autho¬ 
rized  to  state  that  in  the  event  of  any  such  claim  being  made,  the  Govern¬ 
ment  would  carefully  consider  the  whole  subject.  Mr.  Brunner  pointed 
out  that  the  matter  was  of  great  importance  ;  and  he  asked  whether  the 
Attorney-General  would  undertake  to  inquire  into  the  subject,  and  advise 
the  Government  to  bring  in  a  Bill  before  the  claim  was  made.  _  oir  it. 
Webster  replied  that  it  was  impossible  to  give  any  such  undertaking. 


GWYNNE  &  C0„  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C. 

GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  &  ENGINES. 

-  __  ,  .  A  Supply  only  the  very 


highest  quality  of  Machinery; 
and  our  Exhausters  are  con¬ 
structed  of  large  size  to  run 

at  slow  speeds. 


Telegrams:  “GWYNNEGRAM,  LONDON.”  Telephone  No.  2698. 

Exhausters  of  nearly  all  sizes  in  Stock. 

Prize  Medals  at  all  the  Great  International  Exhibitions. 
Exhausters  equal  to  a  total  capacity  of  more  than  26,000)000 
cubic  feet  passed  per  hour  ha-ye  heeu  supplied  by  us. 

Our  new  Patent  Non- 
Fluctuating  Exhausters, 
to  work  without  the 
slightest  oscillation  or 
variation  in  pressure,  arc 
strongly  recommended. 


MAKERS  OF  EVERY 
DESCRIPTION  OF 
HYDRAULIC  AND  GAS 
MACHINERY. 


Gwynne  &  Co.’s  New 
Catalogue  and  List 
of  Testimonials  can 

now  be  obtained  on 
application. 


Exhausters  and  Vertical  Engine  as  supplied  for  both  the  Fulham  and  Bromley -by- Bow  Stations  of  The  Gaslight  and  Coke  Compau- . 


OXIDE  OF  IRON. 

I^’NEILL’S  Oxide  has  a  larger  annual 

V/  Bale  in  the  United  Kingdom  than  all  other  Oxides 
combined.  Purity  and  uniformity  of  quality  guaranteed. 
Pamphlet,  “  How  to  Purchase  Bog  Ore,”  to  be  obtained 
on  application. 

Gas  Purification  and  Chemical  Company,  Limited, 
Palmerston  Buildings,  Old  Broad  Street,  London,  E.C. 

John  Wm.  O’Neill,  Managing  Director. 

miMMIS  &  CO.,  of  STOURBRIDGE 

^  Make  only  the  best  quality  of 

FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock, 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address :  ”  Eirwal,  London.” 

A  LEX.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Xl  Millbank  Street,  London,  S.W. 

[Telegraphic  Address:  “PRECISICN  LCNDCN.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

See  Advertisement  on  Page  III.  of  the  Wrapper  of 
last  week’s  issue. 

ANDREW  STEPHENSON,  Agent  for 

**  the  Gas  Purification  and  Chemical  Company, 
Limited,  Palmerstpn  Buildings,  Cld  Broad  Street, 
London,  E.C. 

cannel  coal,  &o. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

U  Gas  Engineers,  supply  ail  the  most  approved 
SCOITISH  CANNELS;  also  FIRE-CLAY  GCCDS, 
CAST-IRCN  pipes,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  Ac,,  will  be  forwarded  on  application  to 

No.  80,  St.  Andrew  Square,  Edinburgh,  )  Scotland 
No.  64,  Bernard  Street,  Leith,  ) 

C.  HOLMES  &  Co.,  Huddersfield, 

■  V  •  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete,  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c..  Improved  Valves,  Engines,  and  Exhausters. 
A' so  for  Collingwood’s  Regenerative  Retort-Settings. 

***  See  Advertisement  p.  958  of  this  week’s  issue. 
Cablegrams  :  “  Ignitor  London.  ”  Telegrams :  “  Holmes 
Huddersfield.” 

qULPHURIC  ACID,  B.O.V.,  for  Sulphate 

of  Ammonia  Making,  Guaranteed  clear,  of  full 
strength,  and  to  produce  a  fine  white*coloured  salt 
Delivered  in  carboys  or  railway  tank  waggons. 

For  prices  and  terms  address  Bale,  Baj£er,  and  Co., 
120  &  121,  Newgate  Street,  London. 

ACETATE  OF  LEAD  BOOKS. 

fJlEST  Papers  and  Solutions  for  Gas- 

“  Works  prepared  by  R.  D.  Gibbs,  Summerfleld 
Crescent,  Birmingham. 

Analysis  of  Coal,  Cxide,  and  all  Gas  Materials. 

ADVERTISER  seeks  Engagement  with 

a  Gas  Company.  Considerable  experience  in  all 
kinds  of  Stoves,  Meters,  and  general  Fittings,  Accounts, 
Shorthand,  and  knowledge  of  Gas  Testing.  Age  26. 
First-class  references. 

Address  No,  1661,  care  of  Mr,  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 

TIIT' ANTED,  a  Gas-Fitter,  also  a  Main 

W  V  and  SERVICE  LAYER. 

Apply  to  the  Manager  of  the  Gas-Works,  Hindley. 

ANTED,  Tenders  for  Ammoniacal 

•  V  LIQUOR  1°  to  9°  Twaddel.  Must  be  removed 
in  consignments  of  about  900  gallons  every  three  to  four 
weeks. 

Reply  to  F.  G.  Dexter,  Manager,  Gas-Works, 
Wantage. 

^AS  Manager  wants  a  Situation.  Has 

been  Six  years  in  present  appointment,  and 
holds  excellent  testimonials.  Thoroughly  experienced, 
and  not  afraid  of  work.  Age  83  years,  and  married. 

Apply  by  letter  to  No.  1660,  care  of  Mr.  King,  11,  Bolt 
Court,  Fleet  Street,  E.C. 

■POR  SALE— Suitable  for  a  Gentleman’s 

*  Mansion,  &o.— A  COMPLETE  3-INCH  GAS¬ 
WORKS  PLANT,  consisting  of  three  Mouthpieces  for 
Settings  of  Beds  of  two  and  one,  with  5-inch  Ascension- 
Pipes,  Cast-Iron  Hydraulic  Main,  12  inches  diameter; 
Vertical  Condenser,  10  feet  high ;  two  Purifiers,  4  feet 
6  inches  by  2  feet  6  inches  by  2  feet  deep,  with  Covers 
and  Centre-Valve  ;  Gasholder,  25  feet  6  inches  diameter 
10  feet  deep,  with  Tripod  Framing,  Chains,  and  Weights, 
Inlet  and  Outlet  Pipes  and  Valves. 

All  in  first-class  order ;  erected  1880. 

Further  particulars  and  order  to  view  to  be  obtained 
from  the  undersigned,  to  whom  tenders  are  to  be 
addressed  on  or  before  Dec.  3. 

T.  H.  Martin,  Assoc.  M.  Inst.  C.E. 
Gas-Works,  New  Barnet,  Nov.  16,  1881. 

"l^ANTED,  a  Man  accustomed  to  the 

■  •  Gas-Stove  trade.  Must  be  able  to  Fit  and  Sell. 
Address  “  Gas,”  care  of  Advertising  Offices,  163, 
Queen  Victoria  Street,  E.C. 

ANTED,  a  Second-hand  Livesey 

■  V  WASHER,  sufficiently  large  for  45,000  cubic 
feet  per  hour.  Must  be  in  good  order. 

Price  and  full  particulars  to  W.  L.,  55,  Pyenest  Street, 
Shelton,  Stoke-on-Trent. 

lEISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 


Bale,  baker,  &  CO.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street,  London,  E.C. 
TUBES. 

For  Gas,  steam,  and  Water;  Galvanized, 

White  Enamelled,  and  Hydraulic  Tubes  and  Coils 
John  Spencer,  Globe  Tube  Works,  Wednesbury 
and  14,  Great  St.  Thomas  Apostle,  London. 


SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS.  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OF  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 

Hutchinson  brothers,  Barnsley, 

Gas  Engineers  and  Contractors,  Makers  of  Gas- 
Meters  and  General  Gas  Apparatus,  Sulphate  of 
Ammonia  Plant,  Tools,  and  Sundries. 

***  See  large  Advertisement  in  last  week’s  issue, 
page  911. _ 

For  sale— a  station  Meter  in  Round 

Case,  to  pass  12,000  cubic  feet  per  hour,  with 
Clock  Tell-tale,  Water-Level  Indicator,  &o.  The  Meter 
is  being  removed  to  make  room  for  a  larger  one. 
Inspection  invited. 

For  particulars,  apply  to  Mr.  Joseph  Heydon,  Gas- 
Works,  Mansfield. 

For  sale— a  valuable  French  and 

GERMAN  PATENT  for  Gas  Apparatus.  Is 
Selling  rapidly  in  England.  Good  testimonials. 

For  particulars,  apply  to  No.  1658,  care  of  Mr.  King, 
II,  Bolt  Court,  Fleet  Street,  E.C. 

(By  Order  of  the  Royal  College  of  Surgeons.) 

CRYSTAL  PALACE  DISTRICT. 


SALE  OF  GAS  SHARES. 

THURGOOD  and  MARTIN  have  received 

instructions  to  Sell  by  Auction,  at  the  Auction 
Mart,  Tokenhouse  Yard,  E.C.,  on  Thursday,  the  6th  of 
December,  1888,  at  Two  o’clock  precisely,  in  219  lots  cum 
dividend,  £24,780  in  the  STOCK  OF  THE  CRYSTAL 
PALACE  DISTRICT  GAS  COMPANY,  producing 
Dividends  at  the  rate  of  10  per  cent.,  7  per  cent.,  and 
6  per  cent,  respectively ;  also  375  £6  FULLY  PAID 
7  PER  CENT.  SHARES  in  the  Capital  of  the  same  Com¬ 
pany,  which  is  a  specially  safe  and  easy  investment  for 
large  or  small  sums,  the  dividends  being  secured  against 
fluctuation  by  ample  Reserve  and  Insurance  Funds,  and 
the  increasingly  profitable  district  of  the  Company. 

Particulars  and  Conditions  of  Sale  may  be  had  of 
Messrs.  Wilde,  Beroer,  and  Moore,  21,  College  Hill, 
E.C.,  Solicitors;  at  the  Place  of  Sale;  and  of  the 
Auctioneers,  27,  Chancery  Lane,  W.O. 
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Shares  may  be  paid  up  in  full,  and  5  per  cent.  Interest  will  be  allowed  upon  Calls  paid  in  advance. 


SOUTH  AFRICAN  LIBHTINO  ASSOCIATION 

XjIIiyEITEllD. 

Incorporated  lender  the  Companies’  Acts,  1862  to  1886. 


IN  5000  SHARES  OF  £10  EACH. 


PRESENT  ISSUE,  5000  Shares  of  £10  each.— Payments,  £1  on  Application;  £2  on  Allotment;  £2  a  fortnight  later; 
and  the  remainder  in  Calls  of  not  more  than  £2,  at  intervals  of  not  less  than  three  months. 

The  intention  being  to  call  up  the  whole  amount  within  18  months. 


Dimtors. 

D.  FORD  GODDARD,  Esq.,  Assoc.  M.  Inst.  C.E.,  Ipswich  (Director  of  the  Ipswich  Gas  Company). 
JAMES  MANSERGH,  Esq.,  M.  Inst.  C.E.,  3,  Westminster  Chambers,  Victoria  Street,  S.W. 
WILLIAM  WOODALL,  Esq.,  M.P.,  Queen  Anne’s  Mansions,  S.W. 

(With  power  to  add  to  their  number.) 

IGanhrra. 

THE  ALLIANCE  BANK,  Limited,  Bartholomew  Lane,  E.C. 

^oUritors. 

Messrs.  WILKINS,  BLYTH,  &  DUTTON,  112,  Gresham  House,  Old  Broad  Street,  E.C. 

Droltrra. 

Messrs.  F.  A.  HELPS  &  SON,  9,  Cornhill,  London,  E.C. 

©uginrrr. 

CORBET  WOODALL,  Esq.,  M.  Inst.  C.E.,  Palace  Chambers,  Westminster,  S.W. 

^grnta  in  Africa. 

Messrs.  MACKIE,  DUNN,  &  CO.,  Port  Elizabeth. 

^rrrrtarg. 

WILLIAM  CASH,  Esq.,  90,  Cannon  Street,  London,  E.C. 


The  objects  of  this  Association  are  the  providing 
of  artificial  light  to  towns  in  South  Africa,  the  acquisition 
of  existing  and  the  erection  of  new  works,  and  the  supply 
of  apparatus  for  lighting  by  Gas,  Electricity,  or  Oil. 

Acting  on  the  advice  of  Mr.  Corbet  Woodall,  M.  Inst. 
C.E.,  who,  in  the  autumn  of  last  year,  visited  South  Africa 
on  behalf  of  the  promoters  of  the  Association,  provisional 
contracts  have  been  entered  into  for  the  purchase  of  the 
undertaking  of  the  Port  Elizabeth  Gas  Company,  and  for 
lighting  King  William’s  Town,  both  in  Cape  Colony. 

At  present  Cape  Town  and  Port  Elizabeth  are  the  only 
towns  in  South  Africa  which  have  a  gas  supply. 

Negotiations  have  been  opened  by  Mr.  Corbet  Woodall 
with  other  towns  ;  and  there  is  reason  to  believe  that  further 
contracts  of  a  favourable  nature  will  be  concluded,  in 
which  event  the  Association  will  have  the  benefit  of 
these  contracts. 

Poet  Elizabeth. — This  is  a  considerable  town  of  13,000 
inhabitants,  and  a  port  second  only  in  importance  to  that  of 
Cape  Town.  The  Gas-Works  have  been  established  for 
over  20  years  ;  and  the  Company  has  been  earning  large 
profits.  A  new  Manager  of  much  experience  was  sent  from 
England  at  Christmas  last,  and  has  already  brought  about 
marked  improvements  in  the  working. 

The  Works  are  in  excellent  condition,  and  are  equal  to  the 


production,  storeage,  and  distribution  of  more  than  twice  the 
present  maximum  requirements. 

The  Company  has  acquired  the  Works  for  £36,000 
(which  includes  the  provisional  agreement  for  the  King 
William’s  Town  concession  and  the  preliminary  expenses'), 
in  addition  to  the  value  of  the  coal  in  stock. 

King  William’s  Town. — This  is  a  thriving  town,  about 
40  miles  from  the  coast,  having  a  population  of  about  6000, 
and  the  centre  of  a  large  up-country  trade.  It  contains  good 
public  buildings,  churches,  stores,  &c.  The  Municipal 
Council  have  provisionally  agreed  to  grant  the  exclusive 
right  to  open  the  streets  for  the  purpose  of  laying  gas-mains 
for  a  period  of  25  years,  and  to  take  gas  for  lighting  the 
public  roads  at  a  remunerative  price. 

The  cost  of  erecting  works  and  laying  mains  in  this 
town,  as  estimated  by  Mr.  Corbet  Woodall,  will  not  exceed 
£18,000  ;  and  it  is  confidently  anticipated  that  the  revenue 
derived  therefrom  will  be  sufficient  to  enable  a  dividend  of 
10  per  cent,  to  be  divided  upon  this  capital. 

The  only  contract  which  has  been  entered  into  is  as 
follows,  viz. : — A  contract  dated  the  24th  of  October,  1888, 
between  Mr.  Corbet  Woodall,  of  the  one  part,  and  William 
Cash,  as  a  trustee  for  the  Company,  of  the  other  part. 

It  is  the  intention  of  the  Directors  to  apply  for  a  Stock 
Exchange  quotation  at  the  proper  time. 


Prospectuses  may  be  had  of  the  Bankers,  or  of  the  Brokers,  or  at  the  Offices  of  the  Company. 

The  Memorandum  and  Articles  of  Association  can  be  inspected  at  the  Offices  of 

the  Solicitors, 


Dec.  4,  1888.] 
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ORNAMENT  IN  ENGINEERING  WORK. 

Some  short  time  since  the  American  engineering  press  con¬ 
tained  an  account,  in  the  usual  “  spread-eagle  ”  style,  of  a 
wonderful  piece  of  work  that  had  been  done  in  a  locomotive 
engine-shop  at  Altoona,  consisting  in  the  erection  of  a  loco¬ 
motive  and  finishing  it  ready  for  steam  in  16  hours  and 
50  minutes.  This  loudly-blazoned  triumph  of  American 
mechanical  engineering  was  criticized  in  Ent/incering  as  being 
somewhat  too  theatrical  to  really  merit  admiration.  It  was 
pointed  out  in  the  English  print  that  a  little  previous  arrange¬ 
ment  will  enable  very  ordinary  people  to  perform  very  sen¬ 
sational  feats  in  the  way  of  despatching  work  ;  and  the  writer 
might  have  quoted  the  instance  which  so  greatly  interested 
our  grandfathers,  of  a  coat  being  made  complete  from  the 
fleece  on  the  sheep’s  back  in  a  single  day.  The  key  to 
apparent  miracles  of  this  kind,  which  are  at  bottom  mere 
conjuring  tricks,  is  the  preparation  ;  and  in  engineering  work 


the  meaning  of  the  word  completion  as  applied  to  a  paiti- 
ciilar  job  is  open  to  various  interpretations.  The  Americans 
who  put  their  engine  together  in  less  than  17  hours,  of  course 
started  with  a  good  deal  of  the  heaviest  work  alrea  y 
done.  The  boiler  was  fixed  on  the  frame,  and  the  cylinders 
were  in  place  All  the  hoisting  and  lining-out  had  been 
finished,  in  short ;  and  "what  "was  left  was  the  assembling  of 
the  small  pieces  which  had  been  already  made  to  ga,uge. 
Thus  in  the  same  way  the  period  required  for  “  completing 
any  work  will  depend  greatly  upon  the  point  of  starting. 

In  the  example  of  the  Forth  Railway  Viaduct,  which  has 
been  in  progress  for  years,  and  will  yet  take  a  long  time 
to  complete,  the  time  will  come  when,  by  the  placing  of 
a  last  beam,  and  the  closing  of  the  last  rivet,  the  great 
undertaking  will  be  finished.  By  making  a  special  efibrt, 
a  great  deal  of  this  final  work  could  be  done  m  a  very 
short  time ;  but  it  would  be  an  abuse  of  language  to  claim 
any  special  credit  for  thus  expediting  the  “completion”  ot 
the  work.  So  argued  the  writer  in  Eruiineennn,  and  wound 
up  his  critical  remarks  by  stating  that,  after  all  the  heavy 
and  particular  work  is  done,  it  does  not  require  much  time  to 
turn  out  a  locomotive  “  resplendent  with  brass  and  paint. 
This  last  phrase  has  called  forth  a  rather  smart  rejoindei  trom 
an  American  correspondent,  who  points  out  that  the  day  is 
long  past  when  locomotives  in  that  country  were  usually 
smartened  up  in  the  fashion  alluded  to.  They  are  all 
thoroughly,  but  soberly  painted  ;  and  there  is  no  brass,  ihe 
writer  goes  on  to  say  ;  “We  are  here  becoming  very  sensible 
“  in  matters  of  machine  design;  and  I  think  that  we  can 
“  teach  you  in  England  a  good  lesson  in  the  plainness  and 
“  smoothness  of  machinery.  Why,”  he  asks,  “  do  Doric  and 
Corinthian  architectures  still  flourish  among  the  designers 
of  your  town  water-works  pumping- engines  ?  ”  and  so  on 
to  the  same  effect.  We  are  reminded  in  reading  this  bit  ot 
satire,  of  the  ridicule  which  we  have  on  former  occasions 
poured  on  the  Siena  marbled  station-meters,  and  the  ornate 
temples  for  enshrining  these  “  things  of  beauty,”  with  which 
well-meaning  but  inartistic  gas  managers  attempt  to  relieve 
what  they  feel  to  be  the  dinginess  and  ugliness  of  their  manu¬ 
facturing  stations.  . 

The  reappearance  of  this  reproach  in  connection  with 
machine  design  in  general  reminds  one  how  deeply  seated 
is  the  love  of  ornament  in  the  human  breast.  The  lowest 
savage  may  perforce  dispense  with  clothing  and  ignore  the 
advantages  of  cleanliness  ;  but  he  must  have  his  bead  neck¬ 
lace  and  his  tattoed  skin  decoration.  And  so  it  is_  up  to  the 
modern  engineer,  who  in  designing  a  beam  engine  makes 
his  central  pillar  into  the  similitude  of  a  fluted  Doric  column, 
and  in  erecting  a  gasholder  disguises  his  cantilevers  under 
architectural  adornments  borrowed  from  Corinthian  temples. 
Drive  the  manifestation  of  this  tendency  under  the  surface  in 
one  place,  and  it  breaks  out  again  at  another.  If  we  forbid 
the  gas  engineer  to  make  his  gasholder  look  what  Joe  Gargery 
calls  “  much  too  architectooralooral,”  he  will  smarten  up  his 
station-meter;  and  if  we  deprive  him  of  this  solace,  he  will 
do  something  to  the  ridge  and  ventilators  of  his  retoru-house. 
Somewhere  and  somehow  he  will  pay  this  homage  to  the 
tastes  of  his  ancestors,  unless  all  remnants  of  the  transmitted 
propensity  are  purged  out  of  him  by  severe  discipline  in  the 
cold  verities  of  Art.  Most  of  us  have  need  to  watch  over  our¬ 
selves  in  matters  of  design,  to  see  that  we  offend  not  in 
respect  of  unnecessary,  ill-placed,  or  incongrous  adorn¬ 
ments,  We  can  all  smile  at  the  florid  decorativeness  of  the 
Renaissance,  when  natural  philosophy  was  being  painfully 
equipped  with  the  apparatus  which  has  done  so  much  to 
unlock  the  secrets  of  the  universe.  If  we  look  into  any 
account  of  the  origin  and  development  of  a  particular  philo¬ 
sophical  instrument  or  pursuit,  such  as  the  telescope  or 
ballooning,  we  cannot  fail  to  be  struck  with  the  elaborate 
ornamentation,  as  contrasted  with  tbe  intrinsic  crudity  of 
design  of  the  early  forms  of  these  appliances.  An  old  micro¬ 
scope  was  engraved,  and  fluted,  and  embossed  with  Medusa 
heads  and  festoons  of  fruit  and  flowers,  which  made  it  an 
extremely  costly  toy ;  while  the  vagueness  of  its  defining 
power  prevented  it  from  being  much  more  than  an  ornament. 
Half  the  cost  of  Montgolfier’s  balloon  must  have  gone  in  the 
decoration  of  it  by  paint  and  gilding.  This  exuberance  of 
ornamentation  was  toned  down  by  degrees,  although  it 
yielded  ground  very  stubbornly,  and  clung  tenaciously  to  every 
part  which  seemed  to  harbour  it.  Thus,  as  the  microscope 
was  improved,  ornament  was  banished  from  the  tube  to  the 
stem  and  pillar— foliations  and  arabesques  giving  place  to  rings 
and  lines,  until  at  last  all  attempt  to  trick  out  the  instru¬ 
ment  was  abandoned,and  the  makers  grew  content  to  take  their 
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chance  of  the  beauty  that  comes  of  fitness  and  good  material 
well  put  together.  The  great  solace  is  that  this  reward  is 
nearer  than  seekers  after  ornament  can  realize.  The  truer  a 
thing  is  to  type,  the  more  obviously  designed  with  intelligent 
regard  to  its  nature  and  office,  the  better  it  is  finished — so 
much  nearer  is  it  to  beauty.  It  requires  high  training  or 
keen  natural  sense  of  beauty,  or  both,  to  appreciate  this 
truth  in  its  fulness,  so  as  to  rely  upon  it  in  deed  as  well  as  in 
thought.  Unfortunately,  we  English  as  a  people  are  any¬ 
thing  but  artistic,  and  Americans  are  no  better.  Some 
Continental  and  Oriental  peoples  have  a  true  feeling  for  Art ; 
but  it  is,  naturally,  confined  to  objects  that  have  afforded 
opportunities  for  the  growth  of  this  feeling  through  past 
generations.  Thus  the  Tyrolese  will  build  a  wooden  cottage 
that  it  is  a  pleasure  to  look  upon,  just  as  naturally  as  he 
takes  to  playing  the  zither.  The  Briton  of  a  similar  class 
would  never  think  of  attempting  to  do  either  one  thing  or  the 
other.  The  uninstructed  Eussian  peasant  makes  and  paints 
pretty  as  well  as  useful  wooden  articles  which  an  artist 
delights  to  place  upon  his  mantelpiece  where  he  can  have 
them  before  his  eyes  ;  while  the  English  cottager  buys 
of  a  hawker  the  most  hideous  earthenware  dogs  and  horses, 
for  chimney  “ornaments.”  It  would  be  useless  to  ask  the 
Tyrolese  or  the  Eussian  to  design  a  gas-bracket ;  for  such  an 
object  ■would  come  from  without  the  world  of  his  sympathies 
and  experiences.  It  is  we  inartistic  British  people  who 
have  originated  steam-engines,  gasholders,  iron  viaducts,  and 
the  host  of  other  ugly  modernities  that  harmonize  so  badly 
with  pretty  old-fashioned  things  ;  and  when  in  our  ignorance 
we  try  to  break  the  shock  of  the  contrast  by  “  ornamenting  ” 
our  harsh  utilitarian  creations  with  features  borrowed  from 
the  older  life,  which  was  before  these  came,  the  result  is 
an  abominable  monstrosity.  If  we  let  our  work-a-day  con¬ 
structions  alone,  they  are  not  always  so  utterly  bad.  We 
have,  as  a  people,  a  sense  of  the  proportion  of  the  members 
of  machines  which  is  not  to  be  seen  in  much  of  the  best 
foreign  work  ;  and  we  make  the  best  and  neatest  finish  per¬ 
mitted  by  our  materials,  and  required  for  the  purposes 
intended  to  be  served.  No  mechanic  can  compare  British  and 
(say)  French  workmanship  in  machinery,  without  noticing 
the  difference  in  the  styles  in  which  such  work  is  turned 
out  of  hand.  When  we  build  a  gasholder,  every  plate  is 
flattened,  and  every  rivet  regularly  placed,  although  few 
people  may  see  the  work  after  it  is  done.  In  such  towns  as 
Berlin  and  Vienna,  on  the  other  hand,  the  windows  of  shops 
occupying  the  ground  floor  of  magnificent  blocks  of  build¬ 
ings  in  the  principal  thorouglifares  may  be  observed  closed 
with  miserably-made  iron  shutters,  constructed  of  sheet  iron 
buckled  in  all  directions,  so  that  work  which  we  should  be 
ashamed  to  put  in  a  corner  of  an  obscure  gas  factory  our 
neighbours  tolerate  upon  their  house  fronts.  Let  us  then 
be  content  with  that  which  we  can  do,  and  resign  all 
attempts  after  what  is  beyond  our  reach.  If  the  gasholder 
framing  is  taut  and  well  proportioned,  let  us  not  sigh  after 
ornate  finials  on  columns  or  rosettes  at  the  intersections  of 
girders.  If  the  station  meter  is  well  built  and  safely  housed, 
it  will  not  be  improved  by  disguising  it  as  a  sarcophagus. 
Unnecessary  ornament,  -when  confined,  as  it  must  be,  to 
particular  spots,  only  makes  the  rest  look  uglier  and  more 
forlorn,  like  a  diamond  ring  upon  a  dirty  hand  or  a  gold  chain 
festooned  across  a  shabby  waistcoat.  It  may  be  hoped  and 
beheved  that  a  sense  of  this  truth  is  surely,  if  slowly,  making 
its  way  among  British  engineers. 

THE  PAELIAMENTARY  NOTICES  FOR  NEXT  SESSION. 

In  another  column  will  be  found  the  list  of  notices  given  for 
the  Private  Bills  relating  to  the  supply  of  gas,  water,  and 
electricity  which  are  to  be  submitted  to  Parliament  next  year. 
The  measures  relating  to  gas  make  a  very  poor  show  indeed. 
Only  seven  Bills  in  all  mention  gas  supply  ;  and  there  is  not 
one  of  even  second-rate  importance,  to  say  nothing  about  a 
higher  class.  The  most  interesting  notice  is  that  of  the  West 
Ham  Gas  Company ;  and  the  interest  of  this  lies  chiefly  in 
the  fact  that  the  Company  are  asking  for  an  extension  of  the 
amalgamation  provisions  of  the  City  of  London  Gas  Act, 
1868,  so  that  they  may  be  enabled  to  unite,  under  the  terms 
of  the  Act,  with  any  neighbouring  Company.  It  may  be 
judged  from  this  statement  how  meagre  the  crop  of  new  Acts 
is  likely  to  be,  when  this  little  scheme  of  a  London  Suburban 
Company  has  to  be  cited  as  the  most  striking  notice  of  the 
whole  list.  Nor  does  inspection  of  the  notices  for  Provisional 
Orders  reveal  any  prospective  activity  of  the  Board  of  Trade 
by  way  of  compensation  for  the  poverty  of  Bills.  Seven 
Orders  are  to  be  applied  for,  all  by  small  Companies  ;  and  a 


body  of  Improvement  Commissioners  intend  to  move  the 
Local  Government  Board  for  powers  to  purchase  gas-works 
at  present  in  private  ownership.  On  the  whole  the  parlia¬ 
mentary  outlook  is  dull  in  the  extreme.  Electricians  are 
moving  a  little,  as  we  notice  in  another  column  ;  the  relaxa¬ 
tion  of  the  transfer  clauses  of  the  Electric  Lighting  Act 
having  inspired  speculators  Avith  the  desire  to  make  fresh 
attempts  upon  the  investing  public.  If  the  legal  aspect  has 
improved  in  their  eyes  since  this  time  last  year,  however, 
other  circumstances  are  not  more  favourable.  It  may  be 
mentioned  that  the  Metropolitan  Board  of  Works  have  given 
notice  of  their  Bill  for  regulating  the  position  of  gas-mains 
in  thoroughfares  (as  to  which  the  A'iews  of  the  London  Gas 
Companies  are  not  quite  in  accord],  in  order  that  the  County 
Council  may  be  in  a  position  to  proceed  with  the  measure 
if  they  think  fit. 

THE  LAWRENCE  GAS  COMPANY  AGAIN. 

The  Lawrence  Automatic  Gas  Company  gave  what  is  called 
a  “private  view”  of  their  system  of  lighting  to  the  usual 
knot  of  newspaper  reporters  on  Wednesday  last.  Particular- 
care  was  taken  that  no  representative  of  the  Journal  should 
be  present,  for  reasons  rvliich  rve  perfectly  understand  and 
fully  appreciate.  We  had  a  look  at  the  first  display  of  this 
precious  “im-ention”  when  it  was  shown  in  Fenchurch 
Avenue  at  the  end  of  March  last,  and  told  our  readers  plainly 
what  we  thought  about  it.  Since  then  we  have  had  occasion 
to  mention  the  subject  again,  apropos  of  the  “puff”  of  the 
system  Avhich  the  Company  have  extracted  from  that 
celebrated  expert.  Dr.  John  Hopkinson,  F.E.S.,  whose  com¬ 
petency  in  such  matters  is  attested  by  his  confession  that  he 
had  never  previously  heard  of  any  arrangement  for  carbu- 
retting  gas  by  volatile  hydrocarbons  vapourized  Avithout 
external  heat  !  The  Company  have  attempted  to  spaAvn 
some  concessionary  concerns,  after  the  approved  example  of 
“  Grandfather  Brush  ;  ”  but  Avith  what  success  Ave  knoAV  not. 
Wednesday’s  sIioav,  and  the  little  lunch  to  follow,  must  ha\'e 
been  intended  to  signalize  the  removal  of  the  Company  into 
Lombard  Street.  They  Avill  go  a  little  farther  yet,  before 
they  have  done  ;  for  we  do  not  entertain  the  slightest  illusion 
respecting  the  fate  of  the  Company.  It  will  be  kept  afloat  until 
some  of  those  who  are  interested  in  it  can  “  unload,”  as  the 
picturesque  phraseology  of  the  financial  papers  has  it ;  and 
then  it  Avill  sink  like  a  stone.  It  is  amusing  to  see  how 
neAvspapers  like  The  Times,  which  are  popularly  supposed 
to  be  AA'ell  posted  in  regard  to  all  matters  of  current  interest, 
have  reported  Wednesday’s  doings  as  though  some  of  them 
had  not  published  similar  intelligence  respecting  the  identical 
speculation  months  ago.  As  to  The  Times,  one  groAvs  tired 
of  pointing  out  how  egregiously  the  Editor  is  misled  by  the 
people  or  person  to  Avhom  he  entrusts  the  preparation  of 
paragraphs  upon  scientific  matters  ;  and  nobody  who  ever  saw 
the  class  of  representatives  that  are  sent  by  the  conductors  of 
London  daily  and  weekly  newspapers  to  demonstrations  of  this 
kind,  could  Avonder  at  the  rubbish  they  Avrite  respecting  such 
subjects.  These  men  might  do  very  well  at  a  fire,  or  the 
scene  of  a  murder ;  but  it  is  cruelty  to  expect  them  to  write 
intelligibly — after  a  city  luncheon,  too  ! — about  gas  making. 
Yet  these  are  the  witnesses  the  Directors  of  the  Lawrence 
Gas  Company  seek,  instead  of  welcoming  the  criticism  that 
comes  from  knoAvledge.  Though  we  did  not  receive  their 
invitation  for  Wednesday  last,  however,  we  Avillingly  bestow 
this  notice  upon  them.  They  may  desire  to  exclude  the  un¬ 
welcome  voice  of  warning  ;  but  it  will  not  be  silenced  for  all 
that,  seeing  that  while  the  LaAvrence  Directors  have  their  own 
object  to  gain  by  this  practice  of  getting  hold  of  ignorant 
press-men,  we  have  also  an  end  to  serve,  which  is  to  prevent 
readers  of  the  Journal  from  falling  into  trouble.  Mean¬ 
while  Ave  notice  that  the  great  flourish  made  by  the  promoters 
of  the  LaAvrence  gas  scheme  has  attracted  another  projector, 
in  the  person  of  a  Mr.  F.  J.  Lothammer,  who  also  managed 
to  get  his  wonderful  invention  described  in  The  Times.  This 
is,  of  course,  a  gasoline  carburetter  device,  like  the  other,  only 
the  air  is  delivered  under  pressure,  which  is  one  more  disad¬ 
vantage.  There  will  be  plenty  more  of  such  schemes  it  the 
British  public  shoAV  the  slightest  tendency  to  “  bite.” 

A  NE-W  SERIES  OF  PLATES  ILLUSTRATING  GASHOLDER 

DESIGN. 

With  this  issue  of  the  Journal,  we  commence  the  publi¬ 
cation  of  a  set  of  drawings  illustrating  the  large  gasholder 
recently  supplied  for  the  Sydney  Gas-Works  by  Messrs. 
0.  and  W.  Walker,  Avho  are  responsible  for  both  the  design 
and  construction.  It  is  a  very  creditable  piece  of  work  ;  and 
we  publish  it,  with  the  description,  in  order  to  place  it  upon 
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record  as  one  of  the  finest  examples  of  modern  gasholder 
construction.  It  is  also  a  substantial  proof  of  the  material 
progress  of  the  Australian  colonies  that  they  should  now 
require  such  large  provision  for  gas  lighting  in  localities 
that  but  two,  or  at  most  three  generations  ago  were  wilder¬ 
nesses  only  lighted  on  dark  nights  by  the  bushmen’s  fires. 
And  it  does  not  appear  as  though  any  other  means  of 
artificial  lighting  that  might  be  supposed  to  be  able  to 
supplant  gas  at  the  Antipodes  has  yet  achieved  sufficient 
success  to  alarm  the  Directors  of  the  Australian  Gaslight 
Company  ;  seeing  the  splendid  provision  they  are  making 
for  the  future  wants  of  the  community  which  provides  them 
with  consumers  of  gas.  At  the  present  time,  when  the  de¬ 
sign  of  gasholders  is  very  much  before  the  attention  of  gas 
engineers,  it  is  desirable  that  the  actualities  of  construction 
should  not  be  overlooked  in  the  discussion  of  future  possi¬ 
bilities.  We  cannot  say  positively  what  the  gasholder  of  the 
future  may  be  like ;  but  we  confidently  recommend  the 
subject  of  this  notice  as  a  first-rate  example  of  the  gas¬ 
holders  of  the  present.  There  is  nothing  strikingly  novel 
about  the  design,  which  was  indeed  to  be  deprecated  under 
the  conditions ;  the  holder  being  made  in  England  and 
erected  by  the  Gas  Company’s  own  workmen.  It  is  all 
plain,  straightforward  design,  realized  in  sound  materials  and 
good  workmanship,  such  as  any  gas  manager  might  be 
satisfied  with.  We  understand  that  the  holder  is  giving,  in 
daily  working,  every  proof  of  the  excellence  of  its  planning 
and  execution. 


Although  not  without  importance,  no  very  striking  features 
offer  themselves  for  comment  in  respect  to  the  schemes 
coming  before  Parliament  in  the  session  of  1889,  in  connec¬ 
tion  with  the  water  supply  of  the  kingdom,  and  of  which  we 
give  a  complete  list  in  our  present  week’s  issue.  The  Barrow 
Hsematiite  Company,  Limited,  seek  power  to  construct  water- 
supply  works,  with  power  to  transfer  the  same  to  the  Cor¬ 
poration  of  Barrow-in-Furness.  The  Corporation,  it  will  be 
seen,  are  going  to  introduce  a  Bill  empowering  them  to  con¬ 
struct  new  water- works,  taking  their  supply  from  the  Eiver 
Duddon  and  elsewhere.  The  Haematite  Company  propose 
drawing  from  the  Duddon  and  the  waters  of  Crosby  Gill. 
Bills  are  to  be  introduced  for  forming  new  Companies  in  some 
localities — including  a  district  in  East  Kent,  comprising 
Sandwich  and  other  places,  the  works  to  be  constructed 
at  East  Langdon ;  also  for  the  supply  of  Bettws-y-Coed, 
Cwmdu,  Llangeinor,  and  contiguous  parts  in  Glamorganshire ; 
the  parishes  and  townships  of  Long  Eaton,  Sandiacre,  and 
Stapleford,  in  Derbyshire  and  Nottinghamshire  ;  and  several 
small  places  in  South  Kent.  Powers  for  the  construction 
of  additional  works  are  sought  by  the  Barrow  Corporation, 
as  already  mentioned,  as  also  by  the  Bristol  Water 
Company,  the  Belfast  Water  Commissioners,  the  Cor¬ 
porations  of  Bury,  Coventry,  and  Hythe,  the  Commis¬ 
sioners  of  the  Deanhead  Reservoir,  the  Eastbourne  Water 
Company,  the  Kettering  Water  Company,  Limited  (who 
likewise  propose  a  change  in  their  legal  status),  the 
Newcastle  and  Gateshead  Water  Company,  the  Padiham 
and  Hapton  Local  Board,  the  Plymouth  Dock  Water- Works 
Company,  the  Rastrick  Water  Company,  Limited  (to  be 
transformed  into  a  new  Company),  and  the  Yeadon  Water- 
Works  Company.  An  extension  of  time  for  works  already 
authorized  is  sought  by  the  Barrow  Corporation  in  respect  to 
works  authorized  in  1875  ;  and  by  the  Belfast  Water  Com¬ 
missioners  concerning  works  specified  in  their  Act  of  1884. 
The  Wakefield  Corporation  seek  similar  relief  for  works 
authorized  in  1880,  including  four  reservoirs.  The  Swansea 
Corporation  desire  an  extension  of  the  time  fixed  by  their 
Act  of  1884  for  the  completion  of  the  Upper  Lliw  reservoir 
and  other  works.  An  extension  of  time  is  sought  by  the 
Heywood  Corporation  in  regard  to  a  reservoir  ori  Ashworth 
Moor.  An  enlargement  of  the  statutory  limits  is  proposed 
in  several  cases.  Some  of  the  Bills  propose  to  regulate  the 
employment  of  plumbers  ;  Liverpool  affording  one  instance. 
The  misuse  and  fouling  of  water  are  the  occasion  of  some 
preventive  measures.  The  Corporation  of  Manchester  seek 
for  authority  to  alter  certain  lines  and  levels  connected  with 
their  aqueduct  from  Lake  Thirlmere  to  Prestwich.  In 
London  we  meet  with  the  Bill  of  the  Metropolitan  Board  for 
regulating  the  laying  of  mains  and  pipes,  and  limiting  the 
liabilities  of  Vestries  and  District  Boards  in  the  event  of 
damage.  The  London  Hydraulic  Power  Company  seek  to  alter 


some  provisions  of  the  Acts  relating  to  their  undertaking.  The 
Rickmansworth  and  Uxbridge  Valley  Water  Company  propose 
to  extend  their  limits  so  as  to  include  Harmondsworth,  Sun- 
bury,  Shepperton,  and  Littleton.  New  works  are  to  be  con¬ 
structed  by  this  Company,  who  also  seek  power  to  supply 
water  in  bulk  to  Water  Companies  and  other  bodies.  The 
Corporation  of  Wigan  have  a  somewhat  ambitious  scheme  for 
extending  the  borough  boundaries  and  absorbing  the  water 
undertakings  of  adjacent  Local  Boards.  At  Bury,  Cleveland, 
and  elsewhere,  it  is  proposed  that  the  charges  for  water  shall 
be  revised.  The  Huddersfield  Corporation  seek  powers  for  the 
transfer  to  them  of  the  property  held  by  the  Commissioners  of 
theWissenden  reservoir.  The  Woodhall  Spa  Company  desire 
to  obtain  the  water-works  situated  in  Bindley.  There  is  thus 
a  considerable  amount  of  change  contemplated,  even  though 
the  individual  projects  are  generally  on  a  moderate  scale. 
Among  the  more  important  schemes  to  which  we  have  thus 
referred,  attention  might  be  called  to  the  projects  at  Bristol 
and  Newcastle.  Further  particulars  concerning  them  are 
given  in  our  “  Parliamentary  Intelligence.”  In  each  case  a 
reservoir  is  to  be  formed  by  means  of  an  embankment  across  a 
valley  traversed  by  a  river.  It  will  be  noticed  that  the  Grand 
Junction  Company  are  not  proposing  to  re-introduce  their  Bill 
for  drawing  a  supply  of  water  from  a  source  miles  above 
Windsor  Bridge.  The  scheme  has  been  highly  commended 
by  General  Bcott,  the  Metropolitan  Water  Examiner  ;  but  the 
ill-judged  opposition  offered  this  year  in  Parliament  has  frus¬ 
trated  the  enterprise,  despite  its  extreme  importance  to  the 
Metropolis.  So  far,  we  have  referred  to  the  Bills  which  are 
to  be  brought  into  Parliament.  In  addition,  there  are  a  few 
applications  to  be  made  to  the  Board  of  Trade,  which 
do  not  call  for  special  remark  at  present. 


The  New  Gas  Manager  at  Batley. — The  vacancy  in  the 
management  of  the  Batley  Gas-Works,  caused  by  the  removal  of 
Mr.  T.  Holgate  to  Halifax,  has  been  filled  by  the  appointment  of 
Mr.  John  F.  Bromley,  of  Bolton. 

The  Salford  Town  Council  and  Mr.  Ellis  Lever. — A  meeting 
of  the  Salford  Town  Council  will  be  held  on  Wednesday  next,  to 
consider,  among  other  things,  a  communication  sent  to  the  Mayor 
from  the  Solicitor  of  Mr.  Ellis  Lever  with  reference  to  the  resolu¬ 
tion  passed  at  the  last  meeting  of  the  Council  agreeing  to  the 
proposal  of  Mr.  Lever  as  to  the  appointment  of  three  members  of 
the  Council  to  whom  he  would  disclose  certain  alleged  frauds  in 
connection  with  the  Gas  Department,  which  he  now  declines. 

Saccharine. — Dr.  Fahlberg,  “the  discoverer  of  saccharine,” 
writes  from  Salbke,  Westerhusen,  to  one  of  the  Manchester  papers, 
denying  the  truth  of  the  allegation  that  coal  tar  saccharine  is  inju¬ 
rious  to  the  human  system.  The  origin  of  the  statement,  he  says, 
is  doubtless  traceable  to  the  report  issued  by  the  Commission  ap¬ 
pointed  by  the  Conseil  d’Hygiene  et  de  Salubrite  de  la  France,  to 
inquire  into  the  properties  of  saccharine,  and  also  to  the  remarks 
made  by  Dr.  Worms  at  a  meeting  of  the  Academie  de  Medecin  in 
Paris,  on  April  10  last.  The  report,  he  avers,  is  objected  to  by  all 
prominent  men  of  science  outside  France,  who  have  been  con¬ 
sulted  in  the  matter ;  that  the  words  of  Dr.  Worms  had  become 
magnified  and  distorted  by  the  French  press,  until  they  no  longer 
represent  what  he  did  say  ;  and  that  this  distortion  is  malicious 
and  is  dictated  by  the  fears  of  the  French  sugar  industry  lest 
sugar  should  be  displaced.  Dr.  Fahlberg  has  delayed  replying  to 
the  charges  which  have  been  made  against  saccharine  pending 
the  completion  of  experiments,  impartially  conducted,  with  a  view 
to  testing  their  veracity.  Had  they  been  confirmed  he  declares  he 
should  have  discontinued  the  production  or  sale  of  saccharine. 

The  Late  Mr.  John  Collins,  of  Bolton. — We  have  just  learned 
some  particulars  as  to  the  late  Mr.  John  Collins,  F.C.S.,  &c.,  of 
Bolton,  whose  death  was  briefly  announced  in  our  columns  at  the 
time  of  its  occurrence.  Mr.  Collins,  who  was  one  of  the  most 
prominent  Chemists  and  Gas  Analysts  in  Lancashire,  was  born  at 
Darton  in  1832,  and  was  educated  at  Chester  College  and  South 
Kensington.  He  was  identifled  with  the  gas  industry  all  his  life  ; 
and  carried  on  an  extensive  practice,  in  association  with  his  son, 
Mr.  Walter  H.  Collins,  Ph.D.,  F.C.S.,  &c.,  as  an  Analytical 
Chemist  and  Consulting  Chemical  Engineer,  at  Bolton.  He  was 
Chemist  to  the  Ashton  Gas  Company,  Gas  Examiner  under  the 
Sale  of  Gas  Acts  for  several  Local  Board  districts  in  the  neighbour¬ 
hood  of  Bolton,  Wigan,  Liverpool,  &c. ;  and  he  was  at  one  time 
Chemist  to  the  Bolton  Gas-Works  Committee  and  also  Borough 
Analyst.  He  devoted  a  good  deal  of  attention  to  water  supply  and 
pollution  ;  and  his  experience  of  over  thirty  years  in  “  scientific 
litigation  ”  was  very  extensive.  He  was  a  familiar  figure,  as  an 
expert  witness,  at  Westminster  and  the  new  Law  Courts.  His 
health  began  to  fail  about  three  years  ago,  since  which  time  most 
of  his  work  has  devolved  upon  Mr.  Walter  Collins.  Mr.  Collins 
was  the  originator  of  a  most  successful  process  for  treating  town’s 
sewage,  called  the  “M  &  C  Process,”  in  use  at  Bolton  and  else¬ 
where.  His  loss  is  felt  by  many  gas  engineers  as  a  personal  one. 
Those  who  were  intimate  with  him  find  it  difficult  to  name  a  man 
more  equally  or  usefully  accomplished.  He  had  read  deeply  ;  and 
was  a  keen  observer  of  men  and  manners  in  many  countries. 
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GAS  AND  WATEK  COMPANIES  IN  THE  STOCK  MAEKET, 
(For  Stock  and  Share  List,  see  p.  9‘J7.) 

During  tlie  jiast  week  there  has  scarcely  been  any  recovery  elfected 
in  the  Stock  Exchange  markets  from  the  depression  which  character¬ 
ized  them  the  week  before.  From  time  to  time  there  was  a  promise 
of  some  degree  of  rallying — according  as  more  favourable  views  of 
the  monetary  position  were  formed  ;  but  it  died  away,  leaving  only 
fluctuation  as  the  result.  Still,  on  the  whole,  the  week  has  closed 
rather  better  than  it  opened.  Business  in  the  Gas  department 
may  be  written  as  decidedly  quieter,  especially  in  the  Metropolitan 
Companies.  Transactions  in  these  have  been  marked  at  steady 
prices  throughout  the  week,  with  very  slight  range  of  figures. 
Gaslight  “  A  ”  has  only  varied  from  2514  to  253.  South  Metro¬ 
politans  have  been  quiet ;  and  transactions  have  been  mostly  in 
the  “  A  ” — prices  ranging  from  SOO  to  301.  For  the  “  B,”  235  has 
been  the  only  price  recorded  ;  and  the  single  transaction  effected 
in  “  C  ”  was  at  246.  In  Commercial,  the  old  stock  has  changed 
hands  a  few  times  at  rather  better  than  average  figures ;  but  it 
has  not  yet  evinced  that  tendency  to  rise  which  we  are  in¬ 
clined  to  believe  is  in  store  for  it.  All  the  Companies  are,  we 
believe,  doing  excellent  business,  not  only  in  their  residuals 
(the  markets  for  which  have  greatly  improved),  but  also  in  an 
increased  sale  of  gas,  which  is  the  healthiest  possible  sign. 
Unless  any  abnormal  circumstances  and  conditions  of  weather 
should  occur  to  make  this,  the  last  month  of  the  year,  less  pros¬ 
perous  than  the  rest,  we  shall  expect  that  the  accounts  for  1888, 
when  disclosed,  will  occasion  a  feeling  of  regret  to  those  who  have 
lately  been  parting  with  their  stock.  Among  the  Suburban  Com¬ 
panies,  Brentford  has  been  done  at  rather  easier  prices ;  but  the 
quotation  is  not  affected.  In  the  Foreign  category.  Continental 
Union,  partly  paid  and  preference,  have  advanced  in  view  of  the 
approaching  improved  dividend ;  and  some  Companies  are  quoted 
ex  div.,  at  about  equivalent  figures.  The  Water  Companies  offer 
nothing  particular  to  remark,  except  general  firmness.  Business 
in  them  has  been  very  quiet ;  but  some  have  made  further  advances 
in  quotation.  The  only  exception  is  Southwark  and  Vauxhall,  the 
7^  per  cent,  shares  of  which  have  lost  the  2  that  they  gained  the 
week  before. 

The  daily  operations  were :  Moderate  business  on  Monday  in 
Gas,  mostly  in  the  Metropolitan  issues,  without  change  of  quota¬ 
tion.  Water  was  very  quiet  indeed;  but  New  Eiver  rose  l.J.  On 
Tuesday,  business  in  Gas  was  more  restricted  ;  and  again  without 
change.  Water  was  extremely  quiet ;  but  Kent  improved  2. 
Wednesday’s  Gas  business  was  only  a  shade  more  active,  if  at  all, 
at  previous  quotations.  A  few  Water  stocks  changed  hands  at 
good  prices — especially  East  London,  which  rose  2;  but  South¬ 
wark  74  per  cents,  relapsed  to  a  similar  extent.  There  was  rather 
more  doing  in  the  Gas  department  on  Thursday ;  but  prices  were 
only  moderate.  Water  was  quite  stagnant.  Friday  was  a  very 
inactive  day  for  Gas ;  but  the  figures  recorded  showed  a  very  fair 
degree  of  firmness.  Water  again  presented  nothing  to  notice. 
Saturday’s  business  in  Gas  was  quiet,  even  for  a  Saturday  ;  but 
the  few  prices  marked  were  satisfactory.  Continental  new  rose  4  ; 
and  preference,  1.  A  little  was  done  in  Water  ;  but  all  quotations 
remained  unchanged. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  COST  OF  ELECTRIC  LIGHTING  IN  LONDON — PARLLiJIENTARY  NOTICES  OF 
ELECTRIC  LIGHTING  VENTURES — FAILURES  OF  ELECTRIC  LIGHTING  IN 
GLASGOW  AND  PARIS. 

Last  week  we  published  a  statement  emanating  from  the  House- 
to-House  Electric  Light  Supply  Company  respecting  the  business 
which  they  contemplate  doing  in  view  of  the  immediate  comple¬ 
tion  of  their  West  Brompton  lighting  station.  This  statement 
calls  for  some  comment.  It  will  be  noticed  that  in  the  first  place 
the  undertakers  lay  special  stress  upon  the  necessity  for  their  being 
informed  as  to  the  maximum  supply  required  by  their  subscribers. 
The  importance  of  this  direction  becomes  apparent  when  studied 
in  connection  with  the  experience  of  the  customers  of  the  Gros- 
venor  Gallery  Company,  whose  style  of  lighting  is  criticized  in 
another  column  by  an  eminent  correspondent.  It  is  complained  of 
the  Grosvenor  Gallery  Company  that  they  have  taken  on  more 
subscribers  than  they  are  able  to  properly  supply  at  the  hours  of 
greatest  demand ;  and  they  accordingly  have  been  driven  to  keep 
some  consumers  short  while  attending  to  others.  The  Charing 
Cross  Railway  Station  has  notoriously  been  made  a  convenience  of 
in  this  way.  Here  the  gas  is  always  on ;  and  when  the  electric 
lamps  grow  too  dim,  they  are  dispensed  with  for  a  time.  When 
the  Bond  Street  and  Regent  Street  shops  close,  then  the  railway 
station  gets  its  full  current.  Of  course,  the  Grosvenor  Gallei-y 
Company  are  not  working  under  the  restrictions  of  a  Provi¬ 
sional  Order,  or  these  vagaries  would  not  be  permitted.  The 
West  Brompton  station  is  not  legalized  either  ;  but  steps 
may  be  taken  with  this  object,  and  the  Company  are  wise  to 
make  sure  of  what  they  may  be  asked  to  maintain  in  the  way  of 
maximum  supply  during  the  heaviest  hours  of  business.  The 
Company’s  statements  relating  to  the  price  of  their  supplies  are 
worth  noticing.  By  artfully  manipulating  the  figures  of  imaginary 
rental  accounts,  they  make  it  appear  that  incandescent  electric 
lamps  are  to  cost  their  customers  but  little  more  than  gas  at 
London  prices.  It  is  shown  that  20  such  lamps  may  cost  for  a 
winter  quarter  (reckoning  five  hours  of  lighting  per  night),  the 
modest  rental  of  i;i4  14s.  4d.  Now  this  is  equivalent  to  46,000 


cubic  feet  of  gas  for  the  same  quarter,  which  at  the  same  total  cost 
would  come  to  about  6s.  6d.  per  1000  cubic  feet.  It  is,  however, 
waste  of  time  to  examine  all  theise  estimates.  The  best  rule  is’ 
that  which  we  have  already  given  in  a  previous  issue :  The  price 
of  electricity  per  Board  of  Trade  unit,  multiplied  by  13,  gives  the 
equivalent  cost  of  10-candle  gas. 

The  Parliamentary  Notices,  which  appear  in  another  column, 
contain  several  references  to  electric  lighting.  The  Metropolitan 
Electric  Supply  Company  seek  powers  by  Bill  for  producing  and 
supplying  electricity  in  the  parishes  of  St.  James,  Westminster, 
and  St.  Martin’s-in-the-Fields,  also  over  Waterloo  Bridge  and  the 
Victoria  Embankment.  Then  the  Chelsea  Electricity  Supply 
Company  mean  to  apply  for  Orders  to  enable  them  to  commence 
business  in  the  parishes  of  St.  George’s,  Hanover  Square,  and 
Kensington.  The  Electrical  Power  Storeage  Company  contemplate 
installations  for  the  supply  of  Paddington  and  St.  Martin’s-in-the- 
Fields,  and  the  Strand  district.  The  Kensington  lighting  is  to  be 
scrambled  for  by  the  House-to-House  and  Kensington  and  Knights- 
bridge  Electric  Supply  Companies.  The  London  Electric  Supply 
Corporation  have  given  notice  of  their  desire  to  occupy  an  enor¬ 
mous  district  extending  from  Chelsea  to  Whitechapel,  and  from 
Hampstead  to  Greenwich — all  London,  in  short.  In  this  ambitious 
scheme,  they  are  rivalled  by  the  Metropolitan  Electric  Lighting 
Company  ;  and  there  are  two  smaller  ventures,  taking  their  names 
from  Netting  Hill  and  Westminster  respectively,  which  are 
designed  to  pick  up  the  crumbs  that  the  others  may  leave  in  these 
parts.  So  that  it  will  be  seen  how  well  provided  London  is  to  be 
with  electric  lighting  in  the  near  future— if  all  these  schemes  get 
successfully  under  weigh.  This  is,  of  course,  a  very  big  “  if;”  and 
we  are  a  long  way  yet  from  the  Royal  Assent  to  all  these  projects. 
They  will  keep  the  Vestries  busy  for  a  few  months,  and  give  the 
new  County  Council  something  to  think  of. 

The  claims  of  electricity  to  be  regarded  as  the  safest  of  all 
possible  means  of  lighting  will  not  be  helped  by  what  happened 
on  Monday  last  week  at  the  Glasgow  Post  Office.  About  eight 
o’clock  in  the  evening — ^just  at  the  busiest  hour,  of  course — all 
the  electric  lights  went  out,  leaving  the  rooms  in  darkness. 
Soon  it  was  reported  that  the  roof  was  on  fire.  The  fire 
brigade  on  the  premises  ran  out  their  hose,  and  got  the  fire 
under  with  the  assistance  of  the  town  force.  It  was  found 
to  have  been  caused  “  by  some  defect  in  connection  with  the 
electric  lighting  apparatus.”  For  the  rest  of  the  night  the 
building  was  lighted  by  candles.  So  the  much-abused  lights 
of  other  days  have  to  be  called  in  too  frequently  to  supplement 
the  defects  of  the  light  of  the  future.  The  incident  is  a  serious 
one,  not  to  be  undervalued  by  those  who  wish  to  understand  the 
exact  position  of  electric  lighting  in  this  country.  Professors 
pretend  to  cudgel  their  brains  for  reasons  why  electric  lighting  is 
not  more  prosperous  than  it  is,  yet  somehow  they  always  happen 
to  forget  these  little  mishaps,  one  of  which  does  more  harm  to  the 
prospects  of  electric  lighting  than  a  volume  of  lectures  can  repair. 
This  class  of  misadventure  is  not  Iconfined  to  British  electricians, 
for  we  read  in  the  Revue  Industrielle  that  the  Paris  Municipal 
Council  Chamber  and  also  part  of  the  Hotel  de  Ville  have  been 
lighted  by  electricity ;  and  at  the  first  sitting  after  this  improve¬ 
ment  had  been  completed,  there  was  a  sudden  extinction  of  all 
the  lights.  Darkness  cut  short  the  business  of  the  evening  ;  and,  no 
preparation  having  been  made  for  such  an  eventuality,  the  municipal 
councillors  were  fain  to  find  their  way  to  the  doors  as  best  they  might, 
adjourning  their  usually  lively  debate  to  the  third  day  after.  The 
electrical  plant  is  fixed  in  the  cellars  o  f  the  Hotel ;  and,  naturally, 
all  the  arrangements  of  the  lighting  service  are  the  best  that  money 
can  procure.  The  occurrence  is  remarkable  in  connection  with  the 
fact  that  the  Municipal  Council  have  decided  to  embark  in  the 
business  of  electric  lighting  in  the  market  quarter  of  the  capital. 
Warnings  against  their  undertaking  any  such  business  have  been 
vainly  addressed  to  them ;  and  now  they  have  been  so 
dramatically  reminded  of  the  risks  and  uncertainties  of  electric 
lighting,  people  are  asking  the  question  how  the  Municipality  can 
expect  to  do  a  satisfactory  business  of  the  kind  in  a  large  out-of- 
door  district,  when  they  cannot  depend  upon  having  a  proper  light 
in  their  own  house  ?  These  considerations  are  not,  however, 
likely  to  trouble  municipal  authorities  bent  upon  spending  public 
money  in  furtherance  of  their  own  ideas. 


The  Directors  of  the  Anglo-Spanish  Gas  Company  have 
appointed  Senor  Francisco  Ivern  y  Roig  to  be  General  Manager  of 
their  Jitiva  and  Denia  stations. 

The  Directors  of  the  West  Kent  Gas  Company  have  appointed 
Mr.  Albert  Box  to  the  post  of  Manager  of  the  Erith  works  of  the 
Company,  vacant  by  the  recent  death  (already  announced)  of 
Mr.  Daniel  Vincent. 

Next  Thursday,  at  5  o’clock,  there  will  be  a  meeting  at  the 
Sanitary  Institute,  Margaret  Street,  Regent  Street,  W.,  to  hear  a 
lecture  by  Sir  Douglas  Galton,  K.C.B.,  F.R.S.,  on  ”  The  Future  of 
the  Amalgamated  Societies — the  Parkes  Museum  and  Sanitary 
Institute  of  Great  Britain.” 

The  Buenos  Ayres  Co-operative  Gas  Company  have  accepted 
the  tender  of  Messrs.  Gibbons  Bros.,  of  Dudley,  for  the  erection  of 
retort-benches  at  the  new  gas-works  now  in  course  of  construc¬ 
tion.  The  system  of  firing  is  entirely  regenerative — as  designed 
by  Mr.  G.  Ernest  Stevenson,  C.E.,  the  Company’s  Engineer — and 
consists  of  32  beds  of  8  retorts  each,  in  four  benches.  The  Com¬ 
pany  hope  to  make  gas  by  Jan.  1,  1890. 
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DESCRIPTION  OF  A  THREE-LIFT  GASHOLDER  FOR 

SYDNEY. 

Designed  and  Constructed  by  Messrs.  C.  &  W.  Walker, 
Engineers,  of  London  and  Donnington. 

By  the  courtesy  of  Messrs.  C.  &  W.  Walker,  we  are  able  to 
present  to  our  readers  a  series  of  actual  working  drawings  used  in 
the  manufacture,  construction,  and  erection  of  one  of  the  largest 
and  handsomest  gasholders  in  the  world.  This  gasholder  was 
specially  designed  by  Messrs.  Walker  for  the  Australian  Gaslight 
Company,  to  be  erected  at  their  works  at  Sydney ;  and  every¬ 
thing  has  been  so  arranged  as  to  give  the  least  possible  trouble  in 
erection — the  Company  themselves  undertaking  this  part  of  the 
work. 

It  is,  of  course,  obvious  that  a  firm  of  engineers  like  Messrs. 
C.  &  W.  Walker,  who  are  constantly  making  and  erecting  gas¬ 
holders,  not  only  from  their  own  designs  but  from  designs  by  all 
the  most  eminent  gas  engineers  of  the  day,  must  be  in  an  advan¬ 
tageous  position  for  determining  the  most  economical  and  effective 
design  to  fulfil  given  conditions.  So  many  gasholders  pass  through 
their  hands  that  they  can  teU  at  once  the  best  form  to  adopt  to 
attain  the  maximum  of  stability  with  the  minimum  of  work  for 
the  given  capacity. 

The  gasholder  we  have  to  describe  is  a  three-lift  holder,  of  the 
following  dimensions ; — 

Ft.  In. 

Inner  lift.  .  .  .  199  0  diameter  by  40  feet  deep. 

Middle  lift  .  .  .  201  6  ,,  „  ,, 

Outer  lift  .  .  .  204  0  „  ,,  „ 

Tank .  206  0  „  ,,  ,, 

The  total  capacity  is  about  3,750,000  cubic  feet. 

The  guide-framing  consists  of  22  lattice  standards  of  T  section, 
connected  by  three  tiers  of  warren  girders,  and  diagonal  ties.  The 
tops  of  the  standards  are  braced  together  horizontally  by  wind  ties  ; 
and  the  whole  guide-framing  forms  a  complete,  rigid  structure, 
entirely  independent  of  the  gasholder  bell  for  its  preservation  of 
form,  and  therefore  able  to  give  it  perfect  support  and  guidance  in 
the  operation  of  rising  and  falling. 

The  cost  delivered  f.o.b.  Liverpool  was  about  .£11,000,  or  less 
than  ^3  per  1000  cubic  feet  capacity — a  remarkably  low  sum,  when 
the  substantial  character  of  the  work  is  considered ;  and  especially 
when  everything  was  done  to  lessen  the  cost  of  erection,  freight,  &c. 

General  Principles  to  he  Observed  in  the  Design. 

I.  — Gasholder  to  be  erected,  thousand  of  miles  away,  by 
strange  hands.  Necessary,  therefore,  that  the  difficulty  and 
labour  of  erection  should  be  reduced  to  a  minimum. 

II.  — In  order  to  reduce  “  freight,”  the  weight  of  the  holder 
must  not  be  greater  than  necessary. 

III.  — For  the  same  reason,  the  shape  and  size  of  the  pieces 
in  which  it  is  sent  away  must  conform  to  the  shipping 
requirements. 

These  three  points  had  to  be  borne  prominently  in  mind  ;  but 
are  influenced  greatly  by  the  following  considerations,  or  axioms, 
which  affect  the  designing  of  gasholders  generally  : — 

(1.)  Saving  weight  in  a  structure  does  not  always  mean  saving 
cost,  because,  to  get  the  same  strength  and  durability,  the  work 
and  labour  expended  upon  the  manufacture  and  erection  of  a  light, 
flimsy  holder  of  complex  form,  may  more  than  wipe  out  aU  the 
estimated  advantages  due  to  reduction  of  weight. 

(2.)  In  many  ways  the  less  pieces  there  are  to  handle  and  con¬ 
nect  in  a  holder,  the  less  will  be  the  cost ;  and  if  this  can  be 
attained  by  a  little  extra  weight,  it  is  a  good  compromise. 

(3.)  It  is  far  cheaper  to  do  as  much  work  as  possible  on  a  low 
level  where  everything  can  be  got  at  for  rivetting,  &c.,  and  where 
every  appliance  is  handy  for  doing  the  work  in  the  cheapest  form, 
and  then  lift  the  holder  up  in  the  bulk  so  to  speak,  than  to  build  it 
up  in  fragments,  piece  by  piece,  towards  the  sky.  It  is  also  easier 
to  get  at  it  for  inspection,  sounder  work  is  secured,  and  it  is  much 
easier  to  get  everything  plumb  and  true.  This  applies  more 
particularly  to  the  guide-fi-aming. 

(4.)  As  far  as  possible,  special  sections  of  iron  should  be  avoided 
— viz.,  unequal  sided  tees  or  angles,  and  of  unusual  thickness  and 
widths,  as  they  entail  extra  cost,  and  are  difficult  to  get  rolled  in  a 
hurry.  Sometimes  a  job  is  kept  waiting  a  long  time  because  the 
makers  of  the  iron  will  not  put  in  the  rolls  for  an  awkward  section, 
which  an  engineer  insists  on  having.  Of  course,  there  are  special 
cases  where  it  is  an  advantage  to  use  an  irregular  section,  where 
the  strength  or  convenience  of  construction  demands  it. 

(5.)  A  mmiher  of  different  sections  of  iron  (angle,  tees,  &c.)  should 
be  avoided.  As  far  as  can  be  arranged,  the  same  section  should  be 
used  throughout  the  work — e.g.,  how  often  do  we  find  gasholders 
with  top  purlins  of  several  different  awkward  sections,  when  one 
or  two  at  the  most  of  some  regular  size  would  do.  This  rule  is 
particularly  necessary  to  observe  in  the  case  of  channel  and  rolled 
joist  iron,  as  they  invariably  take  longer  to  get  than  ordinary  bar 
iron.  Moreover,  if  only  a  small  quantity  of  several  sections  are 
ordered,  the  makers  will  not  put  in  the  rolls  for  them  until  they 
get  orders  for  the  same  section,  from  other  sources  to  make  it 
worth  their  while  ;  whereas  with  the  same  total  quantity  of  one 
or  two  sections,  there  would  probably  be  little  trouble  in  getting 
them  in  good  time. 

(6.)  One  part  should  be  the  duplicate  of  another,  or  in  other  words 
everything  should  repeat  itself  as  much  as  possible  ;  and  every¬ 
thing  should  be  arranged  symmetrically.  For  instance,  the 
gasholder  should  be  constructed  in  harjs,  corresponding  in 
number  with  the  number  of  columns  or  standards.  By  this 


we  mean  that  the  number  of  pieces  into  which  each  ring, 
whether  top  curb,  bottom  curb,  or  hydraulic  cups  should  be  divided 
must  equal  the  number  of  columns;  and  they  should  all  be  of 
equal  length.  The  number  of  vertical  stays,  guides,  &c.,  should 
also  be  a  multiple  of  the  number  of  columns.  By  this  means  every 
bay  with  its  system  of  curbs,  cups,  dips,  vertical  stays,  guides, 
rollers,  &c.,  is  repeated  throughout  the  holder. 

(7.)  Welded  joints  and  turned  or  joggled  corners  of  angle 
or  tee  iron  should  be  avoided  where  a  substantial  joint  can  be 
made  in  other  ways.  This  will  be  understood  when  we  come  to 
consider  the  framed  standards  hereafter  described,  which  are  singu¬ 
larly  free  from  unnecessary  bending  and  welding  of  the  iron. 

(8.)  Plates  cut  out  in  hollow  curves  should  be  avoided,  as  the 
pieces  have  to  be  punched  out,  which  occupies  much  time.  Thus 
to  cut  out  the  shaded  piece  in  “  A  ”  it  has  to  be  done  inch  by  inch, 
and  then  trimmed  on  the  raw  edge.  It  is  far  better  to  leave  it 


A. 

straight  on  the  edge  ;  for  the  value  of  the  piece  of  plate  saved  is 
nothing  compared  with  the  trouble  of  cutting  it  out.  Of  course, 
plates  can  be  sheared  with  convex  curved  edges  without  any 
trouble.  For  instance,  cutting  away  the  shaded  part  in  “  B  ”  only 
requires  a  few  strokes  of  the  shearing-machine. 

(9.)  A  great  and  unnecessary  variety  in  the  sizes  of  rivets  or 
bolts  should  be  avoided,  especially  in  the  same  member  or  bar — 
e.g.,  it  is  often  advisable  to  put  a  larger  rivet  through  a  bar  in  a 
certain  place  than  is  theoretically  required  to  meet  the  sti'ain  upon 
it,  just  to  agree  with  other  holes  in  the  same  bar  which  are  required 
to  be  of  that  size.  Otherwise  the  bar  has  to  be  lifted,  and  brought 
to  the  punching-machine  two  or  three  times,  when  once  handling 
would  do.  The  extra  weight  of  the  rivet  is  a  mere  trifle,  compared 
with  the  saving  in  labour  of  handling.  Besides,  to  have  but  httle 
variety  in  rivetting,  prevents  mistakes  being  made.  If  it  be  said 
that  the  iron  is  weakened  by  putting  through  a  larger  hole  than 
necessary,  then  use  a  heavier  section  to  compensate  for  the  weaken¬ 
ing  ;  it  will  be  saved  over  and  over  again  in  the  increased  facility  with 
which  the  work  can  be  executed. 

(10.)  Many  things  might  be  mentioned  respecting  castings, 
especially  relating  to  cast-iron  columns ;  but  as  they  do  not  enter 
into  the  construction  of  this  holder,  it  will  not  be  necessary  to  lay 
down  minutely  the  rules  for  guidance  in  designing  cast-iron  work. 
We  may,  however,  mention  that :  (1)  The  taper  of  a  cast-iron 
column  should  always  be  ^-ineh  to  a  foot.  (2)  The  lengths  of  each 
piece  should  not  exceed  16  feet,  except  for  special  reasons.  (3) 
All  mouldings  should  be  well  bracketed  inside.  (4)  The  metal 
should  be  thickened  up  round  holes  for  bolts,  &c.  (5)  Never  cast 

a  guide-rail  or  other  large  projections  on  one  side  of  a  column. 
(6)  The  practical  requirements  of  the  foundry  as  regards  moulding, 
&c.,  must  be  observed.  (7)  Square  based,  high  pedestals,  on  which 
to  stand  the  shaft  above,  are  very  bad  ;  they  crack  in  casting  from 
contraction  strains.  (8)  Cast-iron  lattice-work  must  be  avoided  ; 
it  is  very  treacherous. 

(11.)  The  depth  of  a  gasholder  should,  if  possible,  never  be  less 
than  one-fifth  of  the  diameter.  Messrs.  C.  &  W.  Walker  have,  we 
believe,  made  the  shallowest  gasholders  in  the  world — viz.,  165  feet 
diameter  by  20  feet  deep,  each  lift ;  the  depth  in  this  case  being 
less  than  one-eighth  of  the  diameter.  From  their  experience,  they 
assert  that  it  would  be  absolute  waste  of  material  to  make  them 
any  shallower ;  indeed,  they  should  never  have  been  this  depth 
(as  the  expense  was  greatly  increased  thereby),  if  it  had  not  been 
for  very  exceptional  circumstances. 

We  will  now  give  a  description  of  each  of  the  working  drawings 
as  they  appear,  calling  attention  to  any  details  of  special  interest 
and  give  the  reasons  for  the  construction  adopted. 

drawing  No.  I. 

The  Inlet  and  Outlet  Pipes. — These  are  3  feet  diameter,  and 
constructed  of  wrought-iron  plates,  made  in  handy  lengths  with 
angle-iron  flanged  joints,  faced.  The  duck-foot  bends  and  tees, 
however,  are  made  of  cast  iron,  as  wrought-iron  duck-foot  bends 
and  tees  are  very  expensive  to  make.  It  is  worth  noting  that  the 
duck-foot  is  cast  in  separate  pieces  from  the  bend  ;  the  reason  being 
that  it  avoids  the  cracking  from  contraction  strains.  In  fitting 
together,  there  is  the  least  possible  work  in  chipping,  as  little  snugs 
are  cast  on,  which  alone  require  trimming;  the  joints  are  also 
caulked  up  solid  with  borings  to  make  a  sound  job. 

Holding -doivn  Bolts  and  Plates. — These  are  2|- inches  diameter, 
and  about  16  feet  long.  There  is  no  swelling  up  at  the  thread, 
because  it  is  better  to  make  the  bolts  larger  in  diameter  (for  their 
entire  length)  to  allow  for  weakening  due  to  screwing  ;  and  thus 
save  the  weld.  The  foundation  plates  are  built  solid  in  the  brick¬ 
work  ;  flat  iron  being  used  in  preference  to  a  large  casting,  as  the 
latter  destroys  the  continuity  of  the  brickwork  of  the  tank  too 
much  by  cutting  it  away.  For  the  same  reason  the  foundation 
bolts  are  made  with  heads,  instead  of  cotter  ends,  as  cotters  require 
large  recesses  to  be  left  in  the  tank  to  get  them  in  after  the  tank 
is  built. 

Tank-Guides. — The  wrought-iron  tank-guides  are  of  channel  iron 
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bedded  flat  against  the  tank  wall  all  the  way  up,  to  avoid  spring¬ 
ing,  and  are  attached  by  wings  and  Lewis  bolts  to  the  stones  let 
in  the  tank  walls.  This  is  all  clearly  shown  on  the  drawing. 

Livesey  Man-Lid. — Drawing  No.  1  also  gives  a  detail  of  the 
Livesey  man-lid,  which  is  coming  very  much  into  use,  especially 
in  large  holders,  as  it  admits  of  ready  access  to  the  inlet  and 
outlet  pipes  inside  the  gasholder  when  the  holder  is  at  rest,  without 
discharging  all  the  gas  contained  in  the  crown  of  the  holder.  The 
construction  shown  is  as  etfective  and  simple  as  it  is  possible  to 
make  it. 


ELECTRIC  LIGHTING  STATIONS. 

During  the  last  few  months  a  considerable  amount  of  public 
interest  has  been  aroused  by  reports  of  a  prospective  revival  of 
enterprise  in  electric  lighting  from  central  stations.  This  was  of 
course,  the  system  upon  which  the  pioneer  electric  lighting  com¬ 
panies  of  ten  years  ago  were  supposed  to  work  ;  and  we  all  know 
how  they  fared.  Then  for  some  years  past  central  lighting  stations 
were  only  talked  about  between  electricians  as  among  the  certainties 
of  that  future  to  which  they  have  always  looked  with  undimmed 
hope.  But  their  only  real  business  meanwhile  was  with  special 
installations  for  lighting  single  buildings,  or  groups  of  buildings, 
and  steamships.  Yet  through  all  this  period  of  discouragement, 
the  lamp  has  been  kept  burning  in  one  or  two  places.  There  have 
still  been  a  select  few  who  would  not  give  up  the  idea  of  distri¬ 
buting  electricity  for  lighting  like  gas,  and  disdained  to  join  in  the 
scramble  for  isolated  lighting  installations  in  which  others  were 
fain  to  seek  their  livelihood.  Now  these  persevering  experiment¬ 
alists  seem  to  be  forging  their  way  to  the  front  once  more.  The 
Electric  Lighting  Act  has  cleared  the  road  for  them,  to  a  certain 
extent,  and  capital  appears  to  be  forthcoming  to  test  the  practical 
question  whether  the  last  ten  years  of  probation  have  really 
weeded  out  weaknesses  from  the  various  surviving  systems  of 
electrical  distribution.  Mr.  Killingworth  Hedges  has  recognized 
the  moment  as  an  opportune  one  for  the  publication  of  a  little 
work  descriptive,  from  an  ostensibly  impartial  standpoint,  of  these 
systems. =•'  He  confesses  also  to  having  another  object — that  of 
persuading  British  gas  companies  to  “  follow  the  example  of  the 
American  companies,  and  take  up  the  business  of  supplying  elec¬ 
tricity.”  And  as  Mr.  Hedges  is  a  well-known  writer  on  the  subject 
of  electric  lighting,  with  some  pretensions  to  be  esteemed  an 
authority  upon  electrical  engineering,  we  are  prepared  to  seriously 
examine  his  arguments. 

In  his  preface,  Mr.  Hedges  admits  that  the  actual  result  of  the 
application  of  scientific  knowledge  and  large  capital  during  the 
last  ten  years  to  the  art  of  lighting  by  electricity,  ”  appears  to  be 
discouraging.”  He  thinks,  however,  that  “  the  era  of  central- 
station  electric  lighting,  which  has  now  commenced,  ought  to  re¬ 
establish  the  position  of  electricity  in  financial  circles,  and  afford 
a  safe  and  profitable,  outlet  for  the  surplus  capital  of  the  investor 
who  buys  gas  and  water  shares  to  pay  4  per  cent.”  This  passage 
is  not  so  clear  as  could  have  been  desired.  It  might  be  asked,  for 
instance,  in  what  sense  the  era  of  central-station  lighting  has 
“  now”  commenced  ?  We  have  already  shown  that  this  was  the 
purpose  claimed  by  the  companies  which  started,  in  the  first  years 
of  the  decade,  with  the  expectation  of  driving  gas  lighting  out  of 
the  kingdom.  We  are  not  aware  that  there  exists  any  justification 
for  the  claim  that  there  is  at  the  present  time  anything  more  than 
a  revival  of  interest  in  this  subject,  due  in  great  measure  to  the 
amendment  of  the  Electric  Lighting  Act.  The  demonstration  of 
the  scientific  and  commercial  success  of  the  idea  which,  with  the 
ineradicable  precipitancy  of  electricians,  Mr.  Hedges  writes  of  as 
a  fact,  is  sonoething  which  remains  to  be  proved.  Mr.  Hedges 
begins  his  book  with  a  general  explanation  of  what  is  meant  by 
the  term  “  Central-Station  ;  ”  what  such  an  establishment  may  be 
expected  to  do  as  a  matter  of  work  ;  and  how  it  is  likely  to  be  sup¬ 
ported.  He  then  goes  on  to  deal  with  the  method  of  charging  for 
electricity ;  and  here  he  becomes  misleading.  In  the  first  place, 
he  does  not  explain  the  Board  of  Trade  unit  in  a  way  that  a  non¬ 
technical  consumer  could  understand ;  indeed,  it  is  as  much  as  we 
can  do  to  follow  him.  He  states  that  the  Board  of  Trade  unit  is 
1000  watts  per  hour,  and  that  a  IG-candle  power  Swan  lamp  is 
assumed  to  require  GO  watts,  which  permits  his  readers  to  under¬ 
stand  that  IGJ  such  lamps  can  be  kept  going  (theoretically)  with  a 
consumption  of  one  unit  of  current,  which  he  says  is  supplied  in 
England  from  Is.  to  7d.  by  different  contractors.  Now,  1G§  statu¬ 
tory  gas-burners  of  IG-candlo  power  will  consume  5  cubic  feet  per 
burner  per  hour  each,  or  altogether  83  cubic  feet  of  gas  per  hour, 
which  is  consequently  the  equivalent  of  a  Board  of  Trade  unit  of 
electricity.  Therefore  the  ratio  of  the  unit  of  electricity  (which,  as 
we  see,  ecjuals  in  lighting  effect  83  cubic  feet  of  gas)  to  the  usual  unit 
of  1000  cubic  feet  by  which  gas  is  sold,  must  be  as  83  :  1000,  or 
a  fraction  over  one-twelfth.  To  find  the  equivalent  price  for  gas, 
to  give  equal  light,  to  electricity  quoted  at  per  Board  of  Trade 
unit,  we  must  multiply  the  latter  by  twelve.  Hence  electricity  at 
Is.  per  unit  is  equivalent,  light  for  light,  to  gas  at  12s.  per  1000 
cubic  feet.  Mr.  Hedges  makes  it  Gs.  lOd.  Will  he  kindly  explain 
how  he  gets  at  this  figure  ?  Even  our  calculation  is  scarely  fair 
to  gas,  for  Mr.  Hedges  admits  that  Swan  lamps  require  in  practice 
about  one-sixth  more  power  than  theory  prescribes ;  and,  further, 
that  a  20-candle  power  lamp  must  be  used  to  give  the  IG  candles 
actual  illuminating  power,  so  that  his  statement  of  equivalent  values 
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is  still  more  erroneous.  Mr.  Hedges  would  probably  admit  that  the 
cause  of  electric  lighting  has  suffered  sufficiently  in  the  past  from 
exaggerated  statements  of  its  value  as  compared  with  gas ;  yet  here, 
in  the  very  opening  of  his  new  book,  we  detect  him  in  an  altogether 
misleading  comparison,  as  flagrant  in  its  way  as  the  “  French 
measurement  ”  of  illuminating  power  introduced  and  adhered  to 
with  such  effrontery  by  the  Brush  Company.  For  the  guidance  of 
our  readers,  we  have  been  in  the  habit  of  computing  the  Board  of 
Trade  unit  of  electricity  as  equal  to  100  cubic  feet  of  ordinary  coal 
gas.  Thanks  to  Mr.  Hedges,  we  shall  in  future  multiply  the  price 
of  the  unit  by  13  to  arrive  at  the  true  equivalent,  unless  he  can 
correct  us  in  this  matter. 

We  cannot  follow  the  author  through  all  his  descriptions  of 
systems  and  plants,  most  of  which  are  borrowed  from  published 
lectures  and  papers,  and  tell  little  or  nothing  that  has  not  been 
already  conveyed  to  our  readers  through  our  ordinary  reports  of 
such  matters.  For  a  subject  that,  according  to  the  author’s  claim, 
is  to  be  taken  as  the  record  of  a  scientific  and  commercial  success, 
he  has  singularly  few  data  to  offer.  All  his  statements  of  capital 
and  working  expenses  are  mere  estimates,  or  apply  to  foreign  or 
isolated  examples,  and  not  one  of  them  can  be  cited  as  illustrating 
the  financial  circumstances  of  an  English  central  electric  lighting 
station.  So  far  as  we  are  informed,  the  Grosvenor  Gallery  people 
are  the  sole  possessors  of  reliable  information  upon  this  head  ; 
and  they  are  distinguished  for  keeping  their  knowledge  to  them¬ 
selves.  Mr.  Hedges  has  a  chapter,  which  he  would  probably 
regard  as  of  peculiar  interest  for  our  readers,  headed,  “  The 
Interests  of  Gas  Companies  as  to  Electric  Lighting.”  It  begins 
with  the  statement  that  “  the  policy  of  gas  companies  with  regard 
to  electric  light  has,  with  few  exceptions,  been  a  state  of 
indifference  to  the  progress  of  things  electric,  with  contempt 
for  a  rival  whose  opposition  is  not  sufficiently  powerful  to  be 
appreciated.”  This,  we  venture  to  say,  is  altogether  an  error. 
Gas  companies  have  looked  upon  “  the  progress  of  things 
electric  ”  with  much  interest,  since  the  memorable  time 
when  a  Stock  Exchange  manoeuvre  sent  their  shares  down  to  panic 
values.  Mr.  Hedges  goes  on  to  prophesy  that  the  progress  of  incan¬ 
descent  lighting  will  infallibly  displace  gas  lights ;  and  he  proceeds 
to  argue  that  gas  companies,  being  in  a  position  which  would  enable 
them  to  acquire  “almost  as  complete  a  monopoly  of  lighting  by 
electricity  as  they  have  of  gas,”  should  seize  the  opportunity.  He 
employs  the  example  of  the  Imperial  Continental  Gas  Association 
in  Vienna,  and  gas  companies  generally  in  the  United  States,  to 
prove  that  electric  lighting  and  gas  can  be  satisfactorily  supplied 
together.  With  much  of  his  argument  we  agree.  If  it  is  possible 
to  supply  electric  light  well  and  cheaply,  it  can  be  done  from  gas¬ 
works,  where  fuel  may  be  had  at  the  minimum  of  cost,  and  the  best 
experience  in  distribution  is  available.  With  Mr.  Hedges’s  deduc¬ 
tion,  however,  it  is  impossible  to  concur.  Gas  companies  are  under¬ 
takings  for  supplying  gas,  not  electricity,  with  which  they  have  no 
more  warrant  for  concerning  themselves  than  they  have  for  selling 
petroleum.  If  electric  lighting  from  central  stations  is  ever  made 
successful,  it  will  not  be  by  gas  companies  ;  and  if  money  is  lost  in 
it,  it  will  not  be  money  subscribed  on  the  faith  of  the  gas  business. 
Even  if  the  idea  recommended  itself  to  gas  shareholders  (which  it 
does  not),  local  authorities  would  rightly  object  to  such  an  expansion 
of  the  gas  interest.  Mr.  Hedges  knows  little  of  the  circumstances 
and  motives  of  local  authorities  in  the  United  Kingdom  if  he  really 
believes  that  “  a  very  little  expenditure  ”  would  enable  gas  com¬ 
panies  to  enlarge  their  powers  in  the  direction  he  contemplates. 
We  do  not  presume  to  judge  the  conduct  of  American  gas  com¬ 
panies,  whose  circumstances  differ  radically  from  those  of  English 
gas  undertakings.  It  would  doubtless  be  very  agreeable  to  elec¬ 
tricians  if  gas  companies  everywhere  would  take  electric  lighting 
in  hand,  but  it  would  be  folly  to  encourage  any  delusions  upon  this 
point.  Such  a  thing  is  not  to  be  looked  for  in  this  country,  where 
gas  lighting  is  so  settled  by  statute  that  the  public  are  partners  of 
the  undertakers,  which  is  not  the  case  in  any  other  part  of  the 
world. 

On  the  whole,  Mr.  Hedges’s  book  may  be  found  a  useful  com¬ 
pendium  of  the  information  respecting  its  subject  which  may  be 
regarded  as  generally  available  at  the  present  time.  The  author 
has  no  original  experiences  to  narrate,  and  has  not  discovered  any 
useful  secrets  ;  but  he  is  a  very  fair  chronicler  of  other  engineers’ 
projects  and  reports. 


At  last  night’s  meeting  of  the  Society  of  Chemical  Industry, 
Mr.  A.  H.  Allen  read  a  paper  on  “  The  Analytical  Examination  of 
Water  for  Technical  Purposes.” 

The  County  Justices  of  Suffolk  have  appointed  Mr.  G.  Hodson, 
M.  Inst.  C.E.,  of  Loughborough,  to  advise  them  upon  the  water 
supply  of  their  asylum  at  Melton. 

Last  Friday  week,  Mr.  Thomas  Canning,  Assoc.  M.  Inst.  C.E., 
Engineer  and  Manager  of  the  Newport  (Mon.j  Gas  Company,  was 
elected  a  member  of  the  Town  Council  for  the  Central  Ward  of  his 
borough. 

Telegraphic  information  has  been  received  that  the  formal 
contract  for  the  acquisition  of  the  De  Beer’s  Consolidated  Mines 
Water  Supply  Act  by  the  Kimberley  Water-Works  Company, 
Limited,  has  now  been  signed. 

At  the  recent  municipal  elections,  Alderman  Samuel  Haynes, 
Managing  Director  of  the  Lichfield  Gas  Company,  was  elected 
Mayor  of  the  city,  and  his  son  (Mr.  George  Haynes)  was  elected 
High  Sheriff  of  the  City  and  County  of  Lichfield. 
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Hates. 


The  Adulteration  of  Coal  Tar  Naphtha. 

In  a  further  note  to  the  Chemical  News  (see  ante,  p.  934),  Mr. 
Thomas  T.  P.  Bruce  Warren  gives  the  following  results  of  some 
ordinary  commercial  products,  so  as  to  show  the  value  of  the 
method  he  suggested  : — 


Designation  of  Liquid. 

Benzol,  90  per  cent.  .  . 

Toluol,  commercial 

Naphtha,  solvent  .  .  . 

,,  product,  142°  C. 

„  „  160°  C. 

,,  „  residues 


Iodine 
absorbed 
Per  cent. 
1'911 
4'046 

3-808 

3- 429 

4- 679 
4-246 


Remarks. 


Mean,  3-429  and  4-679 
=  4-054. 

Sp.  gr.  875  at  15-6°  C. 
Sp.  gr.  869  at  15-5°  C. 

68  per  cent. 

Sp.  gr.  870  at  16-5°  C. 

29  per  cent. 

Sp.  gr.  900  at  16-5°  C. 
3  per  cent. 


Sp.  gr.  760  at  15-5°  C. 
Sp.  gr.  797. 


„  with  10  °/o  benzoline  5-742 

Benzoline .  20-980 

Paraf&n  oil,  white  ....  4-864 

Shale  spirit .  44  900 

The  iodine  absorption  of  the  original  naphtha  was  3-808  per  cent. ; 
the  absorption  calculated  on  the  products  was  3-801  per  cent.  The 
addition  of  10  per  cent,  of  benzoline  to  the  same  naphtha  should 
have  given  a  calculated  absorption  of  5-525  per  cent.  The  addition 
of  petroleum  products  will,  says  Mr.  Warren,  evidently  increase 
the  iodine  absorption.  The  specific  gravity  of  the  mixture  with 
10  per  cent,  of  benzoline  was  863  at  15-5°  C. 

The  Distribution  of  Friction  in  Steam-Engines. 


Professor  Thurston  read  a  paper,  at  the  last  meeting  of  the 
American  Society  of  Mechanical  Engineers,  upon  the  distribution 
of  internal  friction  in  steam-engines.  In  this  he  stated  the  results 
of  a  number  of  experiments  conducted  by  himself  and  others 
under  his  direction.  The  idea  of  the  experiments  was  to  ascer¬ 
tain  how  the  observed  total  friction  was  made  up  by  the  addition 
of  the  friction  of  the  various  eliding  parts ;  and  the  method 
adopted  for  carrying  out  the  investigation  was  by  determining 
the  total  internal  friction  of  the  engines  selected  for  testing,  and 
then  disconnecting  the  moving  parts  one  after  another,  driving  them 
separately  from  some  other  source  of  power.  In  this  way  it  was 
ascertained  that  in  a  so-called  “  straight-line  ”  engine,  with  a  6-inch 
cylinder  and  12-inch  stroke,  working  with  a  slide-valve,  the  inter¬ 
nal  friction  amounted  to  2-389-horse  power,  distributed  as  follows  : — 
In  the  main  journals,  35-4  per  cent. ;  in  the  eccentric  strap,  4  per 
cent. ;  in  the  crank-pin,  5-1  per  cent. ;  in  the  crosshead,  4-1  per 
cent. ;  in  the  valve,  26-4  per  cent. ;  in  the  piston  and  rod  25  per 
cent.  In  a  new  12  inch  by  18  inch  “  Automatic  ”  engine,  the  main 
journals  took  41-6  per  cent. ;  the  valve  and  valve  gear,  including 
eccentric,  took  9-3  per  cent, ;  and  the  piston,  crosshead  and  crank 
took  the  remaining  49-1  percent.  It  was  found  that  the  friction 
of  all  the  engines  tested  was  practically  the  same  under  all  con¬ 
ditions  of  loading  ;  even  a  compound  engine  exhibited  substantially 
the  same  internal  friction  at  all  loads  up  to  its  full  rated  power,  and 
also  without  any  load  at  all.  Several  engines  showed  a  different 
distribution  of  friction  at  different  rates  of  speed  ;  but  the  variation 
was  in  all  cases  slight.  Consequently  the  writer  concludes,  as  a 
general  deduction,  that  in  all  ordinary  forms  of  the  steam-engine, 
and  under  all  common  conditions  of  working,  the  internal  friction 
of  the  machine  is  practically  invariable  under  variation  of  useful 
work,  and  is  very  nearly  independent  of  piston  speed. 


The  Mixing  of  Cement  Concrete. 

A  recent  number  of  the  Deutsche  Bauzeitung  contains  a  contri¬ 
bution  upon  the  subject  of  Portland  cement  concrete  from  a  well- 
known  German  authority,  Herr  Dyckerhoff.  The  main  purport  of 
this  communication  is  to  emphasize  the  fact  that  careful  mixing  of 
the  ingredients  of  concrete  is  tantamount  to  saving  cement,  seeing 
that  a  comparatively  small  proportion  of  cement  thoroughly  incor¬ 
porated  with  the  broken  stone  and  sand  is  much  more  effective  than 
a  greatly  increased  quantity  less  perfectly  mixed.  For  ordinary 
foundations,  Herr  Dyckerhoff  recommends  one  part  of  cement  to 
from  six  to  eight  parts  of  sand  or  gravel,  or  from  eight  to  ten  parts 
of  broken  stone.  Where  the  substructure  is  likely  to  be  subjected 
to  heavy  shearing  stresses,  these  proportions  should  be  slightly 
reduced — say,  to  one  of  cement  to  five  or  six  of  gravel.  In  cases 
of  very  important  works,  the  writer  recommends  the  carrying  out 
of  preliminary  experiments  to  determine  the  best  proportions  of 
cement  and  sand,  employing  samples  of  the  same  sand  that  is 
intended  to  be  used  in  the  work,  because  sands  differ  very  much 
in  constitution,  and  often  a  dull  and  comparatively  poor-looking 
sand  will  give  much  better  results  when  tested  in  this  way  than 
sands  of  brighter  and  better  appearance.  This  remark  does  not 
apply  to  the  case  of  sands  clearly  containing  clay.  In  the  prepara¬ 
tion  of  concrete  the  cement  should  not  be  measured  but  weighed. 
The  sand  and  cement  should  be  mixed  dry  in  a  wooden  trough,  and 
turned  over  three  or  four  times  with  a  spade,  before  any  water 
is  added,  after  which  it  is  again  to  be  thoroughly  worked  over  until 
it  forms  a  homogeneous  and  slightly  damp  mass.  The  broken 
stone,  gravel,  &c.,  which  has  been  carefully  washed  and  is  still 
damp  is  then  added  ;  and  the  whole  is  thoroughly  re-worked,  so 
as  to  cover  every  fragment  of  stone  with  a  coating  of  the  cement, 
which  is  a  point  of  the  first  importance.  Care  is  taken  to  prevent 
the  stone  working  to  the  top  during  the  transit  of  the  concrete 
from  the  mixing-table  to  the  site  where  it  is  to  be  deposited,  and 


equal  care  is  taken  in  depositing  it  in  the  trenches.  For  finishing 
off  the  surface  of  work,  Herr  Dyckerhoff  uses  a  cement  mortar 
composed  of  1  part  of  cement  to  2^  parts  of  sharp  sand  ;  to  which, 
if  the  sand  is  very  coarse,  0-1  part  of  fat  lime  is  added,  which 
makes  the  mortar  spread  more  easily.  Of  course,  old  work  is  very 
carefully  washed  before  the  mortar  is  applied. 

Differential  Charges  for  Electro -Motors. 

In  a  contribution  to  the  New  York  Convention  of  the  National 
Electric  Light  Association,  Mr.  H.  C.  Lufkin  states  that  where 
motor  energy  is  distributed  by  electrical  currents,  it  is  found  more 
convenient  to  differentiate  between  the  uses  of  power  for  various 
purposes,  than  to  charge  a  uniform  rate  per  horse-power  delivered. 
Thus,  for  example,  fans  used  in  the  ventilation  of  hotel  dining¬ 
rooms  and  restaurants,  being  only  required  for  a  short  time  during 
the  day  and  for  a  few  months  in  the  year,  are  charged  at  the 
highest  rate  for  the  horse-power  required.  The  highest  rate  is 
also  charged  for  working  open  tank  elevator  pumps  for  passenger 
use.  An  important  source  of  business  in  connection  with  electric 
motor  service  is  sewing-machines.  In  some  cases  the  machines 
are  driven  from  counter-shafting  actuated  by  a  comparatively  large 
motor ;  and  in  others  every  machine  has  its  independent  motor  of 
about  ^-horse  power — the  latter  being  the  more  profitable  system 
to  the  supplying  company.  It  is  stated  that  a  company  can  make 
in  the  United  States  a  better  profit  than  out  of  lighting  by  lending 
out  sewing-machine  motors  and  supplying  them  with  current  at  an 
average  charge  of  $1-25  per  month.  Picture-frame  makers  and 
moulding  manufacturers  are  good  customers  to  the  electric  power- 
supplying  companies,  and  so  are  nickel  and  silver  platers  and 
polishers.  Printers  frequently  take  the  electrical  power  for  one  or 
two  job  presses ;  and  laundries  are  profitable.  Coffee  grinders, 
manufacturing  jewellers,  opticians,  dentists,  and  church-organs 
are  all  in  Mr.  Lufkin’s  list,  which  illustrates  the  need  experienced 
by  modern  town  communities  for  small  and  convenient  motors  in 
substitution  for  manual  labour. 


The  death  is  announced  of  Mr.  Thos.  Wheatley,  Secretary  of  the 
Greenhithe  and  Northfleet  Gas  Company  at  the  age  of  40  years. 

The  Directors  of  the  Abergele  Gas  and  Water  Company  have 
appointed  Mr.  J.  W.  Wilson,  of  Crossgates,  near  Leeds,  to  be 
Manager  of  their  works. 

It  has  been  decided  to  light  the  town  of  Puerto  Beal,  near 
Cadiz,  by  gas;  and  the  proprietor,  Senor  M.  Diez  y  Carrera,  has 
placed  the  order  for  the  necessary  plant,  &c.,_with  Messrs. 
Gibbons  Bros.,  of  Dudley,  who  expect  to  have  all  in  readiness  to 
light  the  town  about  the  beginning  of  next  March. 

The  greatest  pressure  recorded  at  the  Forth  Bridge  during  the 
gale  on  Friday,  the  16th  ult.,  was  27  lbs.  per  square  foot  on  the 
large  board  of  300  square  feet  area,  41  lbs.  on  the  small  fixed,  and 
35  lbs.  on  the  moveable  boards.  On  the  island  of  Inchgarvie  are 
placed  three  wind-gauges  or  pressure-boards  ;  the  larger  one,  300 
square  feet  in  area,  is  fixed  square  to  the  east  and  west  winds,  and 
of  the  two  smaller  ones  of  1|^  square  feet  area,  one  is  fixed  as  above, 
and  the  other  is  free  to  swivel  square  to  the  wind  in  any  direction. 
The  wind,  being  south-west,  did  not  strike  the  fixed  board  at  right 
angles.  At  the  other  parts  of  the  bridge,  an  average  pressure  of 
32  lbs.  per  square  foot  was  recorded.  A  pressure  of  56  lbs.  per 
square  foot  has  been  allowed  for  in  the  bridge  calculation. 

An  interesting  and  most  successful  conversazione  was  given  last 
Friday  week  by  the  Oxford  Junior  Scientific  Society ;  the  elite 
of  Oxford  society  and  learning  being  present  in  the  Museum  to 
listen  to  the  lectures  of  Professor  Milnes- Marshall,  on  “Animal 
Pedigrees,”  and  Colonel  Gourand,  on  Edison’s  new  phonograph. 
Among  the  many  interesting  objects  exhibited  were  a  fine  group 
of  regenerative  lamps  of  various  kinds  erected  by  the  Oxford  Gas 
Company.  These  included  the  “  Wenham,”  the  “  Cromartie,”  and 
the  “  Schiilke  ”  lamps  ;  the  latter  being  shown  in  three  sizes  of  25, 
15,  and  4  feet  per  hour  consumption.  One  of  these  was  placed  in  a 
most  trying  position — opposite  the  entrance  door,  through  which  a 
furious  gale  was  blowing  ;  and  those  versed  in  such  matters  were 
struck  by  the  remarkable  steadiness  of  the  flame  under  such 
difficult  conditions.  The  whole  display  was  a  remarkable  one,  as 
showing  the  highest  development  which  lighting  by  gas  has  reached 
at  the  present  time. 

A  useful  recipe  for  a  cement  for  stopping  cracks  in  stone  or 
brickwork  is  published  in  the  American  Wood  Worher.  The 
basis  of  the  preparation  is  old  paint  scrapings  from  kegs,  the  skins 
formed  in  old  paint  pots,  or  any  similar  refuse  which  contains 
oil  and  zinc  or  other  mineral.  The  mass  is  to  be  steeped  in 
some  cheap  oil,  and  heated,  if  necessary,  until  soft  enough  to  be 
capable  of  being  stirred  into  a  homogeneous  paste,  when  it  should 
be  reduced  by  the  addition  of  a  little  more  oil,  and  then  worked 
through  a  sieve,  and  ground  in  an  ordinary  paint-mill.  A  quantity 
of  common  whiting  is  next  to  be  worked  into  the  oil  and  paint, 
exactly  as  in  the  manufacture  of  putty ;  but  the  paste  of  whiting, 
oil,  and  paint  should  not  be  so  tough  as  common  putty.  When 
the  whiting  has  been  thoroughly  mixed  in,  and  the  mass  well 
worked  over,  add  a  quantity  of  Portland  cement,  just  sufficient  to 
bring  the  paste  to  a  consistency  that  permits  ready  handling. 
Cracks  in  brick  and  stone  work  puttied  up  with  this  mixture  will 
be  effectually  stopped.  The  mixture  sets,  and  hardens  like  iron, 
becoming  impervious  to  moisture,  and  unaffected  by  any  range  of 
atmospheric  temperature, 
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C^rfrttual 

MANCHESTER  DISTRICT  INSTITUTION  OF  GAS 
ENGINEERS. 

The  Seventy-sixth  Quarterly  Meeting  of  this  Institution  was  held 
last  Saturday,  at  the  Victoria  Hotel,  Manchester.  The  President 
(Mr.  Thomas  Duxbury,  of  Darwen)  occupied  the  chair  ;  and  there 
was  a  fair  attendance. 

The  Honorary  Secretary  (Mr.  Harrison  Veevers,  of  Dukin- 
field)  read  the  minutes  of  the  last  meeting,  which  was  held  at 
Doncaster,  on  Aug.  25  last,  and  they  were  unanimously  confirmed. 

New  Member. 

Mr.  J.  C.  Ingham,  Manager  of  the  Ramsbottom  Gas-Works,  was 
elected  a  member  of  the  Association ;  on  the  motion  of  Mr.  W. 
Woodward  (Bury)  seconded  by  Mr.  J.  Dalgliesh  (Glossop). 

Election  of  President. 

The  next  business  was  to  elect  the  President  for  the  year  1889-90 ; 
the  election,  according  to  rule,  preceding  by  three  months  the 
actual  time  of  entering  on  the  duties  of  the  office. 

The  President  remarked  that  the  gentleman  who  was  to  succeed 
him  in  the  chair  was  one  who  would  fill  it  with  credit  to  himself 
and  honour  to  the  Institution. 

Mr.  Woodward  said  he  had  a  very  pleasant  duty  to  perform  in 
proposing  the  election  of  Mr.  T.  Banbury  Ball,  of  Rochdale,  as 
President  for  the  ensuing  year.  He  did  not  know  any  member  of 
the  Institution  who  would  fill  the  position  with  more  credit  to 
himself  and  to  the  Institution  than  Mr.  Ball.  His  bearing  and 
general  manner  towards  the  members  of  the  Institution  had  been 
such  as  to  make  him  many  friends.  His  election  would  be  a 
popular  one  ;  and  he  did  not  doubt  that  his  occupation  of  the  chair 
would  give  satisfaction  to  the  members  generally. 

Mr.  W.  W.  Hutchinson  (Barnsley),  in  seconding  the  proposal, 
said  that  Mr.  Ball’s  professional  ability  entitled  him  to  the  highest 
honour  wdiich  the  Institution  could  confer,  while  his  integrity  and 
gentlemanly  bearing  were  qualities  calculated  to  bring  credit  on 
the  Institution. 

The  President  observed  that  he  wished  to  echo  every  word 
which  the  mover  and  seconder  of  the  resolution  had  said  in  regard 
to  Mr.  Ball.  That  gentleman  had  had  considerable  experience  in 
the  management  of  Gas  Institutions.  He  had  been  on  the  Council 
of  The  Gas  Institute,  and  seen  how  things  were  there  conducted  ; 
though,  whether  he  had  seen  anything  there  to  emulate  might  be 
a  matter  of  opinion  ;  still,  he  was  a  gentleman  who  would,  as  Presi¬ 
dent,  be  calculated  to  enhance  the  interests  of  the  Institution,  if  he 
retained  his  health.  They  were  sorry  that  his  health  had  not  been 
all  that  they  or  he  could  have  wished ;  but  they  were  glad  to  have 
him  amongst  them,  and  they  would  do  credit  to  themselves  in 
electing  him  President  of  the  Institution. 

The  resolution  was  carried  by  acclamation. 

Mr.  Ball  remarked  that  no  one  was  more  fully  aware  than  he 
himself  of  the  few  merits  which  he  had  to  recommend  him  to 
their  selection  as  President  of  the  Institution.  During  the  past 
year,  occupying  as  he  had  the  post  of  senior  Vice-President,  he 
was  sorry  to  say  that  his  attendances  had  been  very  few  and  far 
between.  This,  however,  had  not  been  his  fault.  It  was  partly 
owing  to  the  fact  that  the  works  he  had  to  superintend  required  a 
great  amount  of  personal  supervision.  This  was  an  experience 
known  to  many  of  them ;  for  the  technical  assistance  afforded 
them  was,  in  many  instances,  of  the  most  meagre  description,  and 
absence  from  home  could  not  therefore  be  undertaken  without 
serious  thought  and  consideration.  This  was  one  of  the  reasons 
which  had  prevented  him  attending  as  often  as  he  could  have 
wished  during  the  past  year.  By  their  kindly  forbearance,  these 
absences  had  been  overlooked  ;  and  if  his  health  was  spared,  he 
hoped,  during  his  year  of  office  in  the  chair,  to  pay  better  atten¬ 
tion  to  the  business  of  the  Institution,  and  to  attend  oftener,  so 
that  at  the  end  of  the  year  he  might  deserve  their  confidence  as 
he  at  present  possessed  it. 

The  Secretaryship. 

The  Honorary  Secretary  proposed  an  alteration  in  Rules  2  and 
3,  by  the  substitution  of  the  words  “  two  Honorary  Secretaries  ” 
for  “  Honorary  Secretary”  in  the  places  where  these  words  occur. 
He  said  he  suggested  this  alteration  at  the  last  meeting  of  the  Com¬ 
mittee,  after  filling  the  office  of  Secretary  for  nine  months,  and 
with  an  intimate  acquaintance  with  the  Institution  from  the  com¬ 
mencement.  The  suggestion  was  not  a  new  one  with  him  ;  for  he 
had  advocated  the  appointment  of  a  senior  and  junior  Secretary  for 
many  years.  The  work  at  the  meetings  was — as  Mr.  Hutchinson, 
the  late  Secretary,  would  bear  him  out — really  too  much  for  one 
man.  The  issuing  of  circulars  was  a  serious  matter,  for  120  of 
them  had  to  go  out  four  times  a  year ;  and  this,  with  the 
engagement  of  rooms,  and  looking  generally  after  the  arrange¬ 
ments  for  the  meetings,  was  too  much  for  one  gentleman  to  do 
with  any  degree  of  comfort.  Then  when  the  Secretary  retired, 
a  new  man  came  who  knew  nothing  about  the  work.  If  the 
resolution  he  proposed  was  carried,  there  would  be  two  Secretaries. 
The  senior  Secretary  would  look  generally  after  the  conduct  of 
business,  and  the  other  undertake  the  drudgery  and  detail  work, 
and  qualify  himself  for  the  senior  position  when  it  became  vacant. 
He  did  not  advocate  this  from  any  selfish  motive,  because  his 
term  of  office  was  drawing  to  a  close.  He  thought,  however,  that 
if  The  Gas  Institute  had  done  much  the  same  thing,  and  had  an 
Honorary  Secretary  as  well  as  a  paid  Secretary — though  he  did  j 


not  advocate  anything  in  the  nature  of  payment  here — it  would 
have  been  very  much  better  for  the  parent  association.  He  had 
brought  forward  this  proposal  merely  to  see  whether  or  not  the 
members  approved  of  it. 

There  was  no  seconder  to  the  motion ;  and  the  President 
announced  that,  as  this  was  the  case,  the  proposal  fell  to  the 
ground. 

General  Business. 

The  members  then  proceeded  to  discuss  Mr.  Dalgliesh’s  paper  on 
“  Oil  and  other  Illuminants  and  their  Effect  on  the  Consumption 
of  Gas,”*  and  Mr.  Newbigging’s  paper  on  “  Gasholders  without 
Upper  Guide-Framing,”!  both  of  which  were  read  at  previous  meet¬ 
ings.  A  report  of  the  discussions  will  appear  in  next  week’s  issue 
of  the  Journal. 

The  President,  in  the  absence  of  Mr.  T.  Newbigging  (who,  as 
announced  in  last  week’s  Journal,  is  on  his  way  to  South  Africa), 
read  a  paper  prepared  by  that  gentleman,  entitled  “The  Presence 
of  Water  or  Moisture  in  Coal,  and  its  Effects.”  This  communication 
is  given  elsewhere  to-day ;  and,  on  the  motion  of  Mr.  Dalgliesh, 
seconded  by  Mr.  W.  W.  Hutchinson,  the  discussion  was  postponed 
until  the  next  meeting. 

The  President,  before  closing  the  proceedings,  took  the  oppor¬ 
tunity  of  expressing,  in  the  name  of  the  Institution,  their  pleasure 
at  seeing  present  Mr.  Henry  Woodall,  the  President  of  The  Gas 
Institute.  They  were,  he  said,  always  glad  to  see  the  heads  of  the 
profession  at  their  meetings,  and  to  learn  from  the  experience  they 
had  gained  in  the  past. 

Mr.  Woodall,  who  was  received  with  applause,  thanked  the 
members  for  their  kind  greeting,  and  said  he  really  ought  to 
apologize  for  being  so  late.  He  came  too  late  to  contribute  any¬ 
thing  in  the  way  of  discussion.  It  was  his  loss  that  he  was  not 
present  to  hear  the  discussions ;  but  it  was  his  misfortune,  on  that 
and  previous  occasions,  to  have  had  business  which  had  delayed 
him  in  another  place  until  their  meeting  was  well  advanced.  He 
was  glad,  however,  to  be  with  them  ;  and  it  was  always  the 
greatest  possible  pleasure  to  him  to  be  where  gas  managers 
assembled. 

The  members  afterwards  took  tea  together. 


AMERICAN  GASLIGHT  ASSOCIATION. 

The  Annual  Meeting  in  Toronto. 

Having  already  noticed  the  proceedings  on  the  first  day  of  the 
annual  meeting  of  this  Association,  held  in  Toronto  last  October, 
we  proceed  to  give  an  account  of  those  on  the  second  day. 

The  first  paper  read  was  written  by  Captain  Ross,  of  (Cincinnati, 
and  consisted  of  a  description  of  his  steam-stokers  and  improved 
charger.  He  remarked  at  the  commencement,  that  the  subject  of 
working  retorts  by  machinery  was  not  novel ;  it  had  occupied 
the  attention  of  some  of  the  brightest  and  most  intelligent  gas  engi¬ 
neers.  Coming  to  his  own  apparatus,  he  said  that  the  system  of 
injecting  coals  into  the  retorts  by  means  of  steam  had  been  objected 
to,  as  not  capable  of  evenly  distributing  the  coal,  which  might  be 
packed  at  the  front  so  as  to  prevent  the  free  egress  of  gas  ;  and  it 
was  stated  that  the  concussion  incidental  to  the  blast  might  fracture 
weak  retorts,  or  cause  a  variation  in  the  seal.  Questions  had  also 
been  raised  as  to  whether  the  condensed  steam  would  not  moisten 
the  coal  ;  and  whether  the  weight  of  the  charge  could  be  pro¬ 
perly  adjusted.  In  reference  to  these  objections,  he  said  that  by 
intelligently  directed  blasts,  the  coal  was  deposited  in  the  retorts 
exactly  as  it  would  be  by  shovels ;  the  first  portion  going  to  the  end 
of  the  retort,  the  second  striking  on  the  first,  and  so  on,  thus 
securing  even  distribution.  As  the  front  part  of  the  hopper  did 
not  cover  one-half  the  superficial  area  of  the  mouthpiece,  it  was 
evident  there  could  be  no  pressure  inside  the  retort  during  the  act 
of  charging.  A  series  of  tests  at  the  works  of  the  Cincinnati  Gas 
Company  had  proved  that  practically  the  seal  was  not  affected  ; 
and  in  no  single  instance  had  a  retort  ever  been  blocked.  Of 
course,  a  careless  operator  might  distribute  the  coal  irregularly, 
just  as  he  might  with  the  scoop  or  shovel ;  but,  with  the  Ross 
machine,  all  the  charging  would  be  done  by  one  man,  who  could 
be  held  responsible  for  its  efficiency.  Of  the  total  volume  of  steam 
used,  not  exceeding  10  cubic  feet  could  be  retained  in  the  retort  ; 
and  this  represented  an  insignificant  quantity  of  moisture.  The 
hoppers  were  gauged  by  ascertaining  the  number  of  cubic  inches 
occupied  by  any  given  weight  of  coal  to  be  charged,  and  the  weight 
of  each  charge  could  be  adjusted  as  easily  as  with  the  scoop.  At 
the  Cincinnati  Gas-Works,  the  difference  between  the  weight  of  the 
coal  actually  put  in,  and  that  calculated  by  theory,  during  a  period 
of  six  months,  was  only  IJ  per  cent.  Captain  Ross  next  pro¬ 
ceeded  to  describe  the  discharging  machine,  the  construc¬ 
tion  of  which  is  generally  known,  and  passed  on  to  a 
detailed  description  of  the  steam  charger  which  he  admitted 
was  not  perfect  when  first  introduced,  but  had  since  been 
greatly  improved.  Tbe  working  pressure  was  60  to  80  lbs.  per 
square  inch,  and  three  retorts  could  be  charged  concurrently  in 
5  seconds.  From  practical  experience,  he  could  say  that,  under 
the  most  unfavourable  circumstances,  the  depreciation  would  not 
exceed  5  per  cent,  per  annum.  As  evidence  of  the  practical  work¬ 
ing  of  the  machinery,  some  letters  from  well-known  gas  engineers 
were  read.  The  first  was  from  Mr.  Keenan,  Engineer  to  the 
Cincinnati  Gas  Company.  At  the  East-end  station,  a  pair  of  these 
machines  were  used  for  a  stack  of  224  retorts,  charging  every 
5  hours  with  333  lbs.  of  coal  per  charge.  This  required  45  retorts 

*  See  Journal  Vol.  L.,  p.  1091.  t  See  anie,  p.  373. 
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to  be  drawn  and  charged  per  hour,  and  the  work  was  usually  done 
in  40  minutes,  by  a  staff  of  10  men,  who  worked  12-hour  shifts. 
There  were  also  one  furnace  man,  three  coke  men,  and  four  coal 
men,  making  a  total  of  18.  There  was  one  man  on  the  discharger, 
two  on  the  charger,  and  the  remainder  acted  as  lid  men.  The 
average  yield  of  gas  was  5'07  cubic  feet  per  pound,  representing  a 
production  of  908,000  cubic  feet  in  12  hours.  From  the  results  of 
several  months’  operations,  it  was  found  that  the  average  cost,  in¬ 
cluding  wages,  fuel,  water,  repairs,  and  sundries,  was  about  £8,  or 
2-ld.  per  1000  cubic  feet  of  gas.  The  cost  of  effecting  the  same 
work  by  manual  labour  in  the  usual  manner  would  be  about  ^18, 
or  4-7d.  per  1000  cubic  feet.  At  the  West-end  station  where  the 
drawing  machinery  only  was  used,  the  cost  was  3'ld.  per  1000 
cubic  feet,  as  compared  with  5‘2d.  under  the  old  system.  Mr. 
Keenan  thought  the  Boss  apparatus  might  be  advantageously 
applied  in  any  works  using  not  less  than  8  benches  of  sixes.  He 
did  not  consider  the  depreciation  exceeded  that  of  hand  tools  ;  and 
the  system  had  not  injuriously  affected  his  retorts.  Letters  from 
several  other  Engineers,  including  Mr.  T.  Forstall,  of  New  Orleans, 
General  Hiekenlooper,  of  Cincinnati,  and  Mr.  M.  S.  Greenough, 
of  Boston,  all  certifying  to  the  effect  that  considerable  economy 
had  followed  the  use  of  the  machines,  were  also  read. 

After  reading  the  paper,  Capt.  Ross  replied  to  several  inquiries. 
He  said  that  the  apparatus  could  be  worked  in  a  ground-floor 
retort-house  ;  and  a  space  of  about  16  ft.  C  in.  wide  in  front  of  the 
retorts  was  all  that  was  really  necessary.  He  preferred  to  use 
overhead  store-bins  for  the  coal ;  but  these  need  not  be  higher  than 
the  level  of  the  top  of  the  charger.  The  discharger  weighed  8  tons 
10  cwt.,  and  the  charger  7  tons.  Mr.  G.  Shepard  Page  said  that 
the  subject  of  stoking  by  machinery  presented  three  aspects — 
philanthropic,  as  dispensing  with  hard  work ;  prudential,  as  a 
remedy  against  strikes ;  and  financial,  as  a  means  of  reducing 
working  expenses. 

A  paper  on  “  Gas  Coals,  with  Special  Reference  to  Provincial 
Coal,”  was  read  by  Mr.  J.  D.  Perkins,  of  New  York.  After  a  few 
remarks  of  a  general  character,  he  gave  a  sketch  of  the  early 
history  of  the  subject  in  the  United  States.  They  were  first  dis¬ 
covered  by  Nicholas  Denys,  in  1672,  at  Cape  Breton ;  and  the 
first  attempt  in  the  way  of  regular  mining  was  made  in  1720  in  the 
same  locality.  For  some  time  after  the  first  establishment  of  gas¬ 
works  in  the  States,  the  principal  supply  of  gas  coal  was  imported 
from  England.  Even  down  to  1855,  the  only  gas  coal  raised  in 
the  States  was  that  from  the  Albion  mines  at  Pictou,  so  that 
one  company  held  the  monopoly  of  it.  Full  details  as  to  the 
establishment  of  the  principal  American  gas  collieries  were  next 
given,  together  with  some  details  as  to  the  working  results  and 
and  quality  of  the  products.  From  these  it  appears  that  the 
Pennsylvania  gas  coals,  on  the  average,  yield  11,800  cubic  feet  of 
16^-candle  gas,  and  15^  cwt.  ot  coke  per  ton  ;  and  the  Cape  Breton 
gas  coals,  10,800  cubic  feet  of  15j-candle  gas,  and  15  cwt.  coke. 

Mr.  J.  R.  Smedberg  followed  with  a  paper  entitled,  “  Observa¬ 
tions  during  Many  Years  Experience  in  the  Gas  Business.” 
Commencing  with  the  year  1853,  he  remarked  that  exhausters  were 
then  matters  of  debate,  clay  retorts  were  unknown,  and  a  favourite 
setting  at  Cincinnati,  where  he  was  then  engaged,  was  one  of 
three  iron  retorts.  A  Box  washer,  set  next  to  the  hydraulic  main 
was  considered  to  yield  better  results  than  a  jet  washer.  The 
guide  columns  of  Jeffreys  great  single-lift  gasholder  were  handsome 
Corinthian  shafts  arranged  in  groups  of  three,  and  also  adapted  to 
serve  as  atmospheric  condensers ;  and  in  small  works  the  centre- 
mast  gasholder  was  not  uncommon.  A  yield  of  4  cubic  feet  of 
gas  per  pound  of  coal  carbonized  was  considered  good  work  ;  and 
stoppages  from  naphthalene  were  rare.  Mr.  Smedberg  proceeded 
to  give  an  account  of  a  number  of  interesting  personal  reminiscences 
relating  to  troubles  experienced  and  overcome.  In  the  course  of 
the  American  War  he  ran  out  of  coals  and  could  not  obtain  a 
supply,  so  had  to  fall  back  on  wood  gas ;  and  it  was  stated  that  a 
cord  of  ordinary  fire-wood  would  furnish  nearly  as  much  illumin¬ 
ating  material  as  that  obtained  from  a  ton  of  the  best  Pittsburg 
coal.  A  cord  of  dry  oak  was  said  to  yield  16,000  to  17,000  cubic 
feet  of  27-candle  gas,  consisting  of  30  per  cent,  hydrogen,  33  per 
cent,  marsh  gas,  6^  per  cent,  hydrocarbons,  and  26  per  cent, 
carbonic  oxide ;  and  having  a  specific  gravity  of  0'580.  Pine  wood 
was  found  to  yield  a  gas  consisting  of  hydrogen  33  per  cent., 
marsh  gas  21  per  cent.,  hydrocarbons  lOJ  per  cent.,  carbonic  oxide 
27  per  cent.,  and  carbonic  acid  5  per  cent.  ;  the  specific  gravity 
being  0'663.  After  this  he  began  to  make  gas  from  the  splendid 
light  wood  of  Southern  Georgia,  producing  10,000  cubic  feet  per 
retort  per  day,  or  from  24,000  to  36,000  cubic  feet  per  cord  of 
wood,  according  to  the  quality.  At  Bluff,  California,  many  years 
later,  he  found  that  the  average  cord  of  Sierra  Nevada  pitch  pine 
weighed  3139  lbs.  and  yielded  21,000  cubic  feet  of  nearly  17-candle 
gas.  The  volume,  character,  and  behaviour  of  the  product  were 
largely  modified  by  the  amount  of  moisture  present  in  the  wood, 
the  form  and  temperature  of  the  retort,  the  weight  and  duration 
of  the  charge,  and  the  kind  of  burner  employed.  He  had  found 
that  the  Hartley  shale  or  Wollongongite  of  Australia  yielded 
14,000  cubic  feet  of  80-candle  gas  per  ton. 

Consideration  of  the  “  Question  Box  ”  was  then  proceeded  with. 
In  reply  to  the  question,  “  What  is  the  extra  cost  on  wear  and  tear 
of  meters  where  iron  purification  is  used,”  Mr.  Somerville  said 
that  the  use  of  oxide  certainly  had  the  effect  of  stiffening  the 
diaphragms  of  the  meters ;  but  he  could  not  say  what  the  extra 
cost  was,  though  he  believed  it  to  be  an  important  item.  Mr. 
Scriver  felt  warranted  in  saying  that  the  use  of  oxide  did  not 
injure  the  meters  at  all.  Mr.  Young  had  not  observed  that  the 


use  of  oxide  affected  the  meters  in  any  way.  Another  question 
was :  “  What  is  the  best  way  to  treat  men  who  are  overcorne  by 
coal  gas  ?  ”  Mr.  Clarke  referred  to  a  recipe  given  by  a  prorninent 
physician,  recommending  that  the  man  be  laid  on  his  back  without 
the  head  raised,  in  the  fresh  air  away  from  a  crowd,  that  the 
clothing  be  loosened  at  the  neck  and  waist,  and  a  little  brandy 
and  water  administered.  A  teaspoonful  of  a  mixture  of  one  part 
aromatic  ammonia  to  16  of  water  to  be  given  every  two  or  three 
minutes.  The  face  and  chest  to  be  slapped  with  the  wet  end  of  a 
towel ;  and  warmth  and  friction  applied  if  the  body  or  limbs  were 
cold.  If  the  breathing  was  feeble  or  irregular,  artificial  respira¬ 
tion  should  be  used,  and  persevered  with  so  long  as  there  is  any 
possible  hope.  Oxygen  might  be  administered.  Mr.  White  had 
been  told  by  a  physician  that  the  best  plan  was,  if  the  man  was 
sensible  enough  to  swallow,  to  give  a  tablespoonful  of  olive  or 
common  sweet  oil.  This  might  be  followed  by  milk,  brandy,  or 
other  stimulant.  He  had  followed  this  plan  in  conjunction  with 
the  rules  as  to  fresh  air,  loosening  clothes,  &c.,  as  mentioned  by 
Mr.  Clark,  for  some  years  with  success,  and  had  had  personal  expe¬ 
rience  of  its  efficacy.  Mr.  Somerville  remarked  that  the  effects 
of  coal  gas  soon  passed  off ;  but  water  gas  seemed  to  influence  the 
blood,  and  it  was  some  weeks  before  it  was  got  rid  of.  He  would 
be  glad  to  hear  of  a  remedy  for  water  gas  inhalation. 

A  brief  conversation  subsequently  took  place  on  the  “  Advan¬ 
tages  Gained  by  using  Naphtha  of  High  Specific  Gravity  in  the 
Manufacture  of  Water  Gas,”  on  “  Sunday  Labour,”  and  on  the  old 
bugbear  “Naphthalene  in  Mains  and  Services;”  but  no  new 
theories  were  advanced  by  any  of  the  speakers  on  these  questions. 
After  the  usual  votes  of  thanks  had  been  passed  to  the  officers  of 
the  Association,  the  meeting  terminated  in  the  manner  already 
detailed  in  our  columns  a  few  weeks  since. 


THE  PRESENCE  OF  WATER  OR  MOISTURE  IN  COAL 
AND  ITS  EFFECTS. 

By  Thomas  Newbigging,  C.E.,  of  Manchester. 

I" A  Paper  presented  at  the  Quarterly  Meeting  of  the  Manchester  District 
Institution  of  Gas  Engineers,  Saturday,  Dec.  1, 1888.] 

In  my  first  paper,  read  before  this  Institution  some  time  ago,* 
on  the  subject  of  “  Water,”  I  dealt  with  that  substance  se — its 

physical  character  and  effects,  and  its  constituent  gases  and  the 
properties  of  each.  On  the  present  occasion,  I  propose  to  speak  of 
water  in  connection  with  the  manufacture  of  coal  gas.  The  part 
which  water  or  moisture  plays  in  the  economy  of  gas  manufacture 
is  impor  tant  and  wide-reaching.  Its  presence  is  useful  and  even 
indispensable  under  certain  circumstances;  whilst  in  others  it  is 
highly  objectionable.  Let  us  now  trace  it  throughout  its  various 
manifestations. 

The  spontaneous  combustion  of  coal  when  stored  in  a  dense 
mass,  in  a  wet  or  moist  condition,  is  a  not  unusual  occurrence  in 
the  experience  of  gas  managers.  I  do  not  know  whether  any  of 
the  members  present  have  been  unfortunate  enough  to  have  added 
this  experience  to  their  other  qualifications  ;  but  if  they  have,  I  am 
sure  they  will  be  ready  to  admit  that  it  is  one  of  the  most  undesirable 
occurrences  that  has  overtaken  them  during  their  professional  career. 
I  have  had  one  experience  of  the  kind ;  and  the  vivid  recollection 
of  it  remains  with  me  to  the  present  hour.  For  several  days  I 
perceived  in  the  retort-house  a  disagreeable  smell,  which  pro¬ 
duced  a  kind  of  sickly  and  choking  or  smothering  sensation  as 
I  drew  breath.  At  first,  being  inexperienced  as  to  the  cause,  it 
did  not  strike  me  that  anything  was  wrong,  though  the  pheno¬ 
menon  was  unusual  and  unaccountable.  The  objectionable  smell 
continuing,  and  even  becoming  more  pronounced,  it  suddenly 
dawned  upon  me  that  spontaneous  combustion  in  the  coal  had 
taken  place.  A  close  examination  of  the  heap  of  material  (to  the 
amount  of  about  1500  tons)  stored  in  one  of  the  adjacent  coal- 
stores  confirmed  my  suspicions  ;  and  without  delay  I  had  about 
a  dozen  men  employed  in  reducing  the  thickness  of  the  heap 
at  the  place  where  it  appeared  to  me  the  fire  was  smouldering. 
The  labour  of  getting  down  to  the  source  of  the  mischief  was 
one  of  great  difficulty,  and  even  danger.  The  centre  of  the  mass 
began  to  give  off  suffocating  and  deadly  fumes  in  considerable 
volume  ;  and  for  hours  the  men  toiled  at  the  work — some  of 
them  being  so  far  overcome  as  to  be  compelled  to  desist,  and 
seek  the  open  air  to  recover  their  breath.  The  fire  had  spread 
like  the  roots  of  a  tree  in  every  direction  from  the  centre  of  the 
heap,  and  was  only  extinguished  with  difficulty,  by  deluging  it 
with  water  from  a  hose-pipe  which  I  called  into  requisition. 
Many  tons  of  the  coal  were  charred,  and  rendered  worthless  so 
far  as  gas  making  was  concerned ;  and  the  sulphurous  odour 
hovered  about  the  premises  for  days  after. 

There  is  this  liability  to  spontaneous  ignition  in  almost  all 
bituminous  coals  of  a  friable  nature.  It  is  due  to  more  than  a 
single  cause.  It  may  arise  from  the  condensation  of  oxygen  within 
the  pores  of  the  carbonaceous  particles,  just  as  oily  cotton-waste 
will  fire  spontaneously  in  the  same  way  by  the  rapid  absorption 
of  oxygen.  According  to  Professor  Abel  and  Dr.  Percy,  water  or 
moisture  does  not  accelerate,  but  rather  retards  spontaneous  igni¬ 
tion  under  these  circumstances.  The  danger  of  firing  is  greatest 
with  those  coals  which  contain  a  large  proportion  of  iron  pyrites  in 
the  shape  of  nodules,  or  “brasses  ”  as  they  are  called,  and  which 
are  stored  in  a  mass  in  the  wet  condition.  These  “  brasses  ” 
become  oxidized  by  the  atmospheric  oxygen  dissolved  in  the  water 
with  which  the  coal  is  saturated  ;  and  the  heat  thus  generated 
raises  the  coal  to  ignition  point.  The  moral,  of  course,  is  to 

*  See  .JouENAL,  Vol.  XLVIII.,  p.  1016. 
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avoid  using  coal  of  tins  character,  which  is  costly  in  other  respects  ; 
and  if  it  must  be  used,  then  care  should  be  taken  to  hand-pick  the 
pyrites  as  far  as  possible,  and  to  store  the  coal  in  a  dry  state,  or 
otherwise  to  adopt  means  of  thoroughly  ventilating  the  mass  with 
a  swift  current  of  air.  Unless  the  ventilation  is  thorough,  the 
admission  of  air  will  do  more  harm  than  good,  as  a  sluggish 
current  will  not  reduce  the  temperature,  but  rather  tend  to  develop 
and  increase  it. 

When  coal  is  exposed  to  the  weather,  being  stored  in  the  open 
air  without  any  protecting  covering,  it  is  not  only  liable  to  be 
wetted  by  rain  on  its  outer  surface,  but  it  also  absorbs  and  retains 
moisture  within  its  structural  interstices.  Bituminous  or  gas- 
producing  coal,  from  its  comparatively  soft  or  friable  texture,  is 
especially  affected  in  this  latter  particular.  Cannel,  by  reason  of 
its  close-grained  and  harder  character,  does  not  absorb  water  or 
moisture  in  the  same  degree.  The  effect  of  this  excess  of  mois¬ 
ture  in  bituminous  coal  is  to  produce  disintegration,  reducing  the 
size  of  the  lumps,  and  converting  them  to  a  considerable  extent 
into  dust  and  culm.  The  exposure  of  the  coal  in  the  winter  season 
in  this  climate  is,  of  course,  the  most  objectionable  as  regards  dis¬ 
integration.  In  hot  climates  the  intense  heat  of  the  sun  produces 
disintegration.  The  ill-effects  of  this  absorption  of  moisture  do 
not  end  there.  Oxidation  of  the  particles  of  the  coal  also  ensues  ; 
and  as  this  is  only  another  name  for  eremacausis  or  slow-burning, 
the  material  is  not  only  reduced  in  weight,  but  its  gas-producing 
power,  both  as  regards  quantity  and  quality,  and  its  coking  quali¬ 
ties,  are  greatly  impaired.  This  is  the  common  experience  of  gas 
managers ;  and  the  desirability,  and  even  the  necessity — if  good 
and  satisfactory  results  are  to  be  achieved — of  providing  covered 
storeage  room  for  the  coal  is  therefore  very  generally  admitted,  and 
acted  upon. 

When  coal  in  a  wet  or  moist  condition  is  placed  in  the  retorts  to 
undergo  carbonization,  the  results  are  unsatisfactory  in  several 
respects.  In  the  first  place,  the  temperature  of  the  retorts  is 
reduced  ;  and,  as  a  consequence,  extra  fuel  is  consumed  in  restor¬ 
ing  the  temperature,  and  in  drying  the  coal  by  evaporating  the 
moisture,  and  driving  it  off  as  steam  before  the  coal  is  in  a  fit 
condition  to  undergo  destructive  distillation. 

If  the  mischief  caused  by  the  wet  or  moist  coal  ended  here,  it 
would  be  tolerable.  But  it  does  not.  A  portion  of  the  moisture 
or  steam  is  decomposed  in  contact  with  the  sulphide  of  iron  (Fe  S) 
produced  by  decomposition  from  the  bisulphide  of  iron  or  iron 
pyrites  (Fe  So)  contained  in  the  coal.  The  oxygen  combines  with 
the  iron,  forming  the  oxide  of  that  metal ;  and  the  hydrogen  with 
the  sulphur,  producing  sulphuretted  hydrogen.  Bisulphide  of 
carbon  is  also  formed  in  considerable  volume.  In  this  way  the 
whole  of  the  sulphur  present  in  the  coal  is  caused  to  pass  off  into 
the  gas,  and  has  to  be  subsequently  removed  in  the  process  of 
purification ;  thus  increasing  the  cost  of  manufacture.  On  the 
other  hand,  when  the  coal  is  distilled  in  the  dry  state,  rather  more 
than  one-half  of  the  sulphur  present  is  left  behind  in  the  coke. 

These  are  the  principal  drawbacks  attending  the  presence  of 
water  or  moisture  in  connection  with  gas  manufacture.  In  a 
future  paper,  I  hope  to  point  out  the  advantages  which  the  gas 
manager  derives  from  the  use  or  presence  of  water  under  other 
conditions. 


COWAN’S  “  SYPHON  ”  WATER-METER. 

Habitual  readers  of  the  Journal  will  not  need  to  be  reminded 
of  the  two  series  of  letters  that  have  recently  appeared  in  our 
“  Correspondence  ”  columns — one  series  during  the  last  few  weeks, 
and  the  former  one  the  early  part  of  the  past  summer.  As  the 
outcome  of  the  discussion,  we  are  to-day  enabled  to  publish  an 
illustrated  description  of  the  “  Syphon  ”  water-meter,  patented  by 
Mr.  William  Cowan,  of  Edinburgh  ;  remarking  that  an  examination 
of  the  instrument  itself  will  show  that  no-one  need  have  any  diffi¬ 
culty  in  fully  understanding  it.  The  principle  is  so  simple,  and 
the  construction  and  action  are  so  open  to  view,  that  prejudice  is 
likely  to  be  disarmed,  and  confidence  inspired  in  the  mind  of 
the  observer. 

The  water  is  measured  in  the  two  equal  compartments  of  what 
is  practically  an  open  box  or  trough.  Over  the  central  division  of 
this  box  hangs  a  reciprocating  funnel,  which  receives  the  water 
passing  from  the  ball-valve,  and  conducts  it  into  the  compartments 
alternately.  In  each  of  these  chambers  there  is  a  syphon,  the 
outlet  end  of  which  projects  through  the  bottom  of  the  chamber, 
and  so  discharges  the  contents  each  time  the  water  attains  the 
level  at  which  the  syphon  becomes  charged.  The  measuring 
capacity  of  each  chamber  is  the  quantity  it  is  capable  of  containing 
between  the  level  of  the  surface  of  the  water  which  remains  after 
the  syphon  has  acted,  and  the  higher  level  which  had  to  be  attained 
before  that  action  could  begin.  The  meter  is  practically  two 
syphon  chambers  acting  in  combination,  so  as  to  be  filled  and 
emptied  alternately  ;  and,  in  being  so  emptied,  to  give^an  accurate 
register  of  the  water  they  discharge. 

The  motion  of  the  shaft  which  suspends  and  reciprocates  the 
funnel,  originates  in  the  alternate  discharge  of  the  syphons.  It 
will  be  observed  in  the  illustration  that,  below  the  syphon  outlets, 
there  is  a  beam  which  has  a  bucket  on  each  of  its  ends  ;  and  that 
the  buckets  are  so  placed  that  the  end  of  the  beam,  which  at  the 
time  happens  to  be  “up,”  has  its  bucket  enclosing  the  projecting 
end  of  the  corresponding  syphon.  In  this  position,  therefore,  the 
•bucket  receives  the  first  water  the  syphon  passes ;  and  consequently 
that  end  of  the  beam  is  made  to  descend  whilst,  by  the  same  action, 
the  opposite  end  and  bucket  are  raised  so  that  they  may  be  simi¬ 
larly  operated  upon  when  the  other  syphon  begins  to  discharge. 


The  result  is  a  reciprocal  motion  of  the  beam,  which  is  transmitted 
(by  two  connecting  rods)  to  the  beam  above,  which  moves  the 
funnel  shaft  and  operates  the  index. 

The  primary  purpose  of  the  bucket-beam  is  to  produce  the  motion 
which  reciprocates  the  funnel  and  moves  the  index.  But,  in 
addition  to  this,  the  buckets  serve  the  useful  purpose  of  temporarily 
“  sealing,”  in  the  water  they  receive,  the  outlet  ends  of  the  syphons. 
The  seal  so  produced  is  suddenly  withdrawn  when  the  bucket 
descends  ;  and  this  aids  the  syphon  action,  especially  when  small 
streams  or  mere  droppings  are  all  that  the  chamber  is  receiving 
from  the  ball-valve.  But  for  this  provision,  a  mere  stand-pipe 
action  might  be  produced,  and  continue  without  charging  the 
syphon.  In  the  largest  size  of  meter,  a  plunger  hangs  over  each 
chamber  from  a  beam  on  the  funnel  shaft.  Tliis  beam,  having  the 
same  reciprocating  action  as  the  others,  lowers  one  plunger  and 
raises  the  other  each  time  the  beam  moves.  The  immersion  of 
the  plunger,  just  as  the  chamber  has  become  filled,  raises  the  water 
therein  and  charges  the  syphon. 

The  buckets  also  act  as  compensators  for  the  slightly  reduced 
quantity  the  chamber  contains  when  supplied  by  mere  droppings, 
as  compared  with  its  contents  entering  in  a  full  stream.  It  will  be 
readily  understood  that  when  the  stream  is  large,  the  chamber  is 
rapidly  filled,  and  the  syphon  completely  and  easily  charged.  The 
bucket  then  is  thrown  down  by  the  mere  force  of  the  water,  with¬ 
out  being  necessarily  filled  to  its 
full  capacity.  In  this  case  the 
bucket  has  nothing  to  do  with 
the  measurement,  which  is  all 
effected  in  the  chamber  by  the 
syphon.  But  it  is  otherwise  when 
the  water  in  the  chamber  rises 
very  slowly ;  for  in  this  case 
stand-pipe  action,  into  the  bucket, 
precedes  the  full  action  of  the 
syphon.  This  has  the  effect  of 
filling  the  bucket  with  water  before 
it  is  thrown  down  ;  and  this  extra 
water  in  the  bucket,  on  these 
occasions,  compensates  for  any 
deficiency  in  the  chamber,  which 
the  slowness  in  the  supply  may 
have  produced.  In  this  way  it  is 
that  small  streams  and  mere 
droppings  may  be  as  accurately 
Adjusting  FERRULE™®3,sured  by  this  meter  as  the 
largest  quantity  it  is  intended  to 
pass. 

The  adjusting  ferrule  on  the 
ball-rod  is  for  the  purpose  of 
adapting  the  maximum  passage 
through  the  valve  to  the  power  of 
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the  meter.  It  will  be  readily  understood  that  a  valve  which  might 
be  large  enough  to  give  the  necessary  supply  when  the  pressure  is 
100  lbs.,  would  be  much  too  small  for  a  pressure  of  10  lbs.  Hut 
meters  must  be  made  suitable  for  use  under  varying  conditions  ot 
pressure;  and,  therefore,  the  adjusting  ferrule  is  employed  to 
restrict,  or  to  enlarge,  the  maximum  opening,  so  as  to  ensure  that 
the  maximum  pressure  can  never  pass  into  the  meter  more  water 
than  the  meter  is  able  to  deal  with.  As  lower  pressures  can  have 
no  disturbing  effect,  it  is  only  necessary  to  ernploy  the  lerrule 
against  that  which  is  the  highest,  in  the  locality  and  position 
where  the  meter  is  fixed.  In  order  to  facilitate  the  adjustment  ot 
the  ferrule,  the  ball-rod  is  marked  with  a  scale  which  shows  the 
proper  positions  of  the  ferrule  in  regard  to  several  pressures. 

Alluding  to  his  invention,  the  patentee  (to  whom,  of  course,  we 
are  mainly  indebted  for  the  above  interesting  account  of  his  meter) 
says:  “If  popularity  has  been  denied  to  the  gas-meter,  it  has 
chiefly  been  because  so  few  persons  have  been  able  to  understand 
that  much  abused  apparatus.  To  an  ordinary  gas  consumer,  his 
meter  is  as  mysterious  as  his  watch ;  but,  whilst  the  watch  may 
be  proved  to  be  correct  or  incorrect  by  the  man  himself,  the  meter 
must  be  tested  by  others,  and  its  accuracy  ascertained  by  means 
the  consumer  can  rarely  be  got  to  understand.  If  meters  for 
measuring  water  are  less  unpopular  than  meters  for  measuring 
gas,  it  is  not  because  the  former  are  more  easily  ilnderstood  ;  but, 
rather,  because  they  are  less  generally  used.  In  their  varying 
constructions  and  principles,  as  well  as  in  their  actions,  water- 
meters  have  hitherto  been  as  much  beyond  the  understanding  of 
most  consumers,  as  gas-meters  of  all  kinds  have  been  and  are.  So 
far  as  gas-meters  are  concerned,  it  is  not  likely  that  these  instru¬ 
ments  will  ever  be  brought  within  the  easy  and  complete  compre¬ 
hension  of  the  ordinary  consumer.  But,  as  regards  water-meters, 
there  can  be  no  doubt  that  this  has  been  already  accomplished  in 
the  case  of  the  ‘  Syphon  ’  water-meter. 

“  This  meter,  being  on  the  low-pressure  principle,  is  usually  placed 
over  the  cistern ;  and,  therefore,  at  the  end  of  the  service-pipe. 
In,  this  latter  respect,  its  position  resembles  that  of  a  gas-meter ; 
and  this,  of  itself,  ought  to  be  a  sufficient  vindication  of  the 
arrangement  which  places  the  water-meter  over  the  cistern.  The 
meter,  therefore,  receives  through  its  ball-valve  the  water  the 
service  pipe  supplies ;  and  passes  it,  after  measurement,  into  the 
cistern  below.  But  the  distinguishing  feature  of  this  meter — in 
addition  to  its  novelty  and  simplicity— is  its  power  to  measure 
every  drop  of  water  that  passes  from  the  ball-valve.  There  are 
persons  who  profess  to  think  this  a  matter  of  little  importance ; 
but,  if  it  be  worth  while  to  use  meters  at  all,  it  is  surely  desirable 
that  the  measurement  should  be  as  effective  in  regard  to  small 
droppings  as  when  large  quantities  are  being  delivered.  When  it 
is  kept  in  view  that  most  of  the  water  used  is  passed  into  cisterns, 
it  cannot  be  doubted  that  such  meters  as  are  incapable  of  record¬ 
ing  the  smaller  streams  and  droppings  which  pass  from  the  ball- 
valve,  are  very  unsatisfactory  instruments.  The  absurdity  of 
using  ‘  high-pressure  ’  meters  because  they  may  be  interposed  in 
the  line  of  main  or  service-pipe,  and  do  not  materially  lessen  the 
pressure,  must  be  apparent  in  all  those  cases — and  they  are  the 
vast  majority — where  the  destination  of  the  water  is  a  cistern.  If 
the  fact  were  sufficiently  borne  in  mind,  we  should  hear  less  of 
the  superior  advantages  of  high-pressure  meters,  and  water 
authorities  would  be  more  ready  to  consider  the  claims  of  any 
meter  on  the  low-pressure  principle  which  might  be  found  capable 
of  dealing  effectually  with  the  difficulty  of  measuring  water  into 
cisterns.” 


CALCULATING  THE  FLOW  OF  WATER  THROUGH  PIPES. 

At  the  Convention  of  the  National  Association  of  Master 
Plumbers  held  a  short  time  ago  in  Boston  (U.S.A.),  a  paper  was 
read  by  Mr.  E.  Murphy,  of  New  York,  on  “  Simple  Methods  of 
Calculating  the  Flow  of  Water  Through  Pipes.”  The  paper  has 
since  appeared,  and  from  it  we  make  the  following  extracts. 

Mr.  Murphy  began  by  explaining  that  the  subject  he  had  chosen 
was  one  which  had  for  years  possessed  unusual  interest  for  him  ; 
but  he  found  it  was  not  easy  to  procure  the  information  he  desired 
— the  formulae  being  so  forbidding  and  inscrutable  as  to  baffle  all 
hope  of  his  ever  being  able  to  solve  them.  He  wished  to  discover 
some  simple  practical  rules  for  finding  the  quantities  of  water  dis¬ 
charged  from  pipes  of  varying  diameters  and  heights,  and  from 
long  lines  of  pipe  at  a  distance  from  the  main  or  reservoir  ;  when 
account  must  be  taken  of  loss  arising  from  friction  ;  how  to 
calculate  the  volume  of  water  discharged  from  aqueducts  or  sewers 
when  the  size  and  fall  are  given  ;  the  losses  arising  from  using 
pipes  of  insufficient  size  in  supplying  tanks  ;  and  other  matters  cf 
interest  to  an  engineer  concerned  with  the  supply  of  water. 

Before  entering  upon  the  main  subject  of  his  communication, 
the  author  briefly  explained  the  laws  of  gravitation,  according 
to  one  of  which  solid  bodies  fall  16  feet  in  the  first  second. 
He  pointed  out,  however,  that  the  velocity  of  the  falling  body 
at  the  end  of  the  first  second  is  32  feet,  because,  starting 
from  nothing,  and  the  motion  being  gradually  accelerated,  16 
is  the  average  between  0  and  32.  Another  of  these  laws  is  that, 
by  squaring  the  number  of  seconds  during  which  a  body  falls,  and 
multiplying  by  16,  the  total  number  of  feet  fallen  can  be  told. 
Thus  :  In  two  seconds  a  body  falls  64  feet,  two  seconds  squared 
and  again  multiplied  by  16  will  give  64  ;  and  three  seconds  squared 
and  multiplied  (9  X  16),  144 — the  distance  the  body  falls  in  three 
seconds.  Another  law  is  that  while  the  distances  fallen  increase  in 
one  proportion,  the  time  or  the  seconds  advance  in  another,  and  the 
velocity  in  still  another.  The  velocity  attained  in  the  first  second 


is  increased  by  adding  32  feet  for  each  succeeding  second.  Thus  : 
For  the  first  second  velocity,  32  feet ;  for  the  second,  64  feet  ;  ^d 
for  any  other  second,  32  multiplied  by  the  number  ot  seconds.  He 
then  proceeded  as  follows.  _  ■  n  ■ 

In  hydraulics,  velocity  is  the  chief  factor  to  be  determined  in 
every  problem.  The  rule  for  finding  it  is  written  thus: 
a/  2  gh  -  V.  Although  it  looks  suspiciously  learned,  it  is  siinple 
in  its  application,  and  easily  remembered.  It  means  .  Multiply 

2  by  32  by  the  given  height  and  extract  the  square  root,  and  the 
velocity  in  feet  for  one  second  of  time  is  found.  In  this  formula  g 
is  the  acceleration  of  gravity,  or  the  velocity  in  feet  per  second  ac¬ 
quired  by  a  falling  body  in  one  second  of  time.  This,  as  we  have 
seen,  is  32  ;  and  li  is  the  height.  Water  will  issue  from  an  opening 
in  the  side  or  bottom  of  a  tank  or  reservoir  with  a  velocity  equal  to 
that  attained  by  a  body  falling  freely  through  a  space  equal  to  the 
perpendicular  distance  of  the  centrejof  the  opening  below  the  surface 
of  the  water.  For  example,  in  a  cistern  filled  with  water  25  feet 
deep,  if  we  make  a  circular  opening  one  inch  in  diameter  at  the 
bottom,  we  find  the  velocity  thus,  according  to  the  formula 
a/  Tfh  =  V  ;  that  is,  2  X  32  X  25  =  1600  ;  extract  the  square  root, 
and  the  velocity  for  one  second  is  found  to  be  40  feet.  This  rule 
applies  to  all  bodies  falling  freely  in  space.  The  calculation  is  simple, 
with  probably  the  exception  of  the  extraction  of  the  squaie  root. 

Having  found  velocity,  the  next  step  is  to  find  quantity.  Mul- 
tiply  velocity  by  the  area  of  the  orifice,  and  we  find  it  would  fill 
a  pipe  one  inch  square  and  31^  feet  long  in  a  second ;  and 
sequently  31i  feet  for  one  second  becomes,  by  multiplying  by  12 
for  inches  and  by  60  seconds  for  one  minute,  the  number  of  cubic 
inches  discharged  in  a  minute,  which,  divided  by  231,  the  number 
of  cubic  inches  in  a  gallon,  gives  the  discharge  in  gallons  for  one 
minute.  The  process  is  as  follows  : — Multiply  velocity  40  by 
•7854  (area  of  1-inch  circle),  which  gives  31^  feet  nearly  ; 
31  X  12  X  60=22,680  (cubic  inches),  divided  by  231,  and  98  gal¬ 
lons  is  found  to  be  the  quantity  discharged  per  minute.  AVliile 
this  is  the  theoretical  amount,  it  varies  under  certain  conditions. 
If  the  orifice  is  cut  in  a  thin  plate,  the  amount  would  be  about 
two-fifths  less,  or  38  per  cent. ;  and  if  the  orifice  is  prolonged  by 
a  short  tube  3  or  4  diameters,  the  amount  is  increased  ariother 
fifth,  or  19  per  cent.;  and  if  the  interior  of  the  opening  is 
rounded  into  a  conical  form,  the  amount  is  inci eased  to  within 

3  or  4  per  cent,  of  the  calculation. 

In  calculating  the  amount  of  water  delivered  through  long  pipes, 
account  must  be  taken  of  two  kinds  of  loss :  (1)  Loss  occasioned  by 
cross  currents  and  shape  of  the  edge  of  the  orifice,  and  (2)  loss  by 
friction.  The  latter  is  the  principal,  and  nearly  the  only  one  con¬ 
sidered.  The  friction  of  water  on  smooth  surfaces  is  about  i  lb.  per 
square  foot  when  water  is  moving  at  the  rate  of  10  feet  per  second. 
If  the  velocity  is  increased  or  diminished,  the  friction  increases  or 
diminishes  in  proportion  to  the  square  of  the  velocity.  The  pro¬ 
portion  is  as  follows : — As  10  feet  squared  (=  100)  is  to  20  feet 
squared  (=  400),  so  is  i  lb.  to  2  lbs.  So  that  doubling  the  velocity 
increases  the  friction  fourfold ;  and  if  the  velocity  is  increased  to 
30  feet  per  second,  the  friction  is  increased  ninefold.  According  to 
this,  then,  if  a  1-inch  tap  be  connected  with  a  2-inch  pipe  under 
any  given  head,  the  velocity  is  reduced  to  one-fourth,  because  the 
space  in  the  2-inch  pipe  being  four  times  greater  than  the  1-inch,  the 
water  necessarily  moves  four  times  slower,  as  only  the  same  quan¬ 
tity  is  passing  through  both.  Hence,  as  the  velocity  in  the  2-inch 
pipe  is  reduced  to  l-4th,  the  friction  is  reduced  to  l-16th  of  what  it 
was  in  the  1-inch  pipe.  Besides,  as  the  surface  of  a  1-inch  pipe  is 
twice  as  great  as  that  of  a  2-inch  pipe  containing  the  same  quantity 
of  water,  and  as  friction  is  according  to  the  extent  of  the  surface, 
it  may  easily  be  seen  that  friction  in  the  1-inch  pipe  is  32  times 
treater  than  in  the  2-inch.  It  is  owing  to  this  fact  that  pipes  of 
the  same  length  and  head  will  deliver  water  according  to  the  2^ 
power  of  their  diameters ;  that  is,  a  2-inch  pipe  will  pass  nearly 
six  times,  and  a  3-inch  pipe  nearly  sixteen  times,  as  much  water  as 

a  1-inch.  .  ■  ^  ^  j 

I  will  now  give  the  rule  for  finding  the  quantity  ot  water  delivered 
through  pipes  of  any  length,  diameter,  and  head.  The  formula 
is  :  Multiply  the  constant  425  by  the_  diameter  in  inches  multiplied 
by  the  pressure  per  square  inch ;  divide  by  the  length,  and  extract 
the  square  root  to  find  the  velocity. 

V  (425  X  d  X  p)  ^  I  ==  «• 

I  will  take  the  former  example  (425  X  1  X  H)  100,  assuming 
the  length  of  pipe  to  be  100  feet  from  reservoir  or  tap.  The  pres¬ 
sure  in  pounds  per  square  inch  is  found  by  multiplying  the  decimal 
•43  by  the  head  (-43  lb.  giving  the  pressure  for  a  square  inch  1  foot 
high),  425  X  1  x  11=  4-675,  which  divided  by  100  =  46-2.  Extract 
the  square  root,  and  it  gives  the  velocity  as  6-7  feet  per  second. 
This  multiplied  by  the  area  -7854  X  12  for  inches  X  60  for  seconds 
in  a  minute  will  give  the  number  of  cubic  inches  discharged 
(6-7  X  -7854  X  12  X  60  =  3787,  divided  by  231)=  16  gallons  nearly. 
This  shows  that  in  a  1-inch  pipe  100  feet  long,  the  quantity  dis¬ 
charged  is  considerably  lessened  by  friction. 

Another  useful  rule  for  finding  the  velocity  in  pipes  where  the 
head  is  low  (it  is  used  a  good  deal  by  English  engineers,  and  is 
credited  to  a  Mr.  Blackwell)  is  :  Multiply  head  in  feet  per  mile  by 
diameter  in  feet,  divided  by  2-3,  extract  the  square  root,  and  the 
velocity  is  obtained.  The  remaining  process  is  the  same  as  men¬ 
tioned  before  for  finding  number  of  gallons.  _ _ 

*  The  velocities  found  by  this  rule  are  about  oue  lo‘,t  per  second  less 
than  those  given  by  the  Poncelet-Trautwine  formula  ■ 

V  =  m  V  ct  /i  -f-  (i  -|-  64  Uj 
in  which  7ii  is  a  variable  coefficient. 
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It  may  not  be  out  of  place  here  to  point  out  the  difference  between, 
first,  pressure  in  weight ;  second,  pressure  in  square  inches  ;  third, 
volume  discharged.  If  we  assume  a  column  100  feet  high  and 
1  inch  square,  the  weight  is  43  lbs.,  and  the  pressure  is  43  lbs.  per 
square  inch.  But  you  can  make  a  column  of  water  100  feet  high 
with  only  a  pint  of  water,  and  the  pressure  at  the  bottom  is  still 
43  lbs.  per  square  inch.  The  volume  of  water  discharged,  how¬ 
ever,  from  an  orifice  in  the  bottom  of  a  tank  100  feet  high  is  some¬ 
thing  altogether  different.  Thus  in  a  tank  of  this  height,  and 
capable  of  discharging  1  gallon  from  an  opening  1  foot  from  the 
top,  the  quantity  discharged  will  not  be  as  the  height  in  pounds 
weight  or  in  pounds  per  square  inch,  but  as  the  square  root  of  the 
height.  In  the  case  of  the  tank,  10  gallons  will  be  discharged,  or, 
as  the  square  root  of  the  head,  100  feet.  So  that  knowing  the 
height,  we  can  easily  compare  the  results  to  be  obtained  from 
orifices  of  different  sizes.  Thus  it  may  be  required  to  know  what 
head  a  2-inch  tap  will  need  in  order  to  give  as  much  water  as  a 
1-inch  tap  with  a  head  6  feet  high.  As  the  2-iuch  tap  is  four 
times  larger,  square  it,  and  divide  it  into  64,  and  the  answer  is 
that  the  2-inch  tap  with  4  feet  pressure  will  deliver  the  same 
quantity  of  water. 


flegistn  d 

Starting  Gas-Engines. — Bickerton,  H.  N.,  of  Ashton-under-Lyne. 

No.  17,686  ;  Dec.  23,  1887.  [lid.] 

This  invention  refers  to  the  application  of  a  small  water-motor  and 
connecting  mechanism  for  the  purpose  of  starting  gas-engines.  It  is 
proposed  to  work  the  motor  by  the  pressure  of  water  in  the  ordinary 
water-supply  mains.  The  motor  is  fixed  to  the  bed  of  the  gas-engine  ; 
and  the  ram  is  formed  at  its  front  extremity  as  a  toothed  rack  for  gear¬ 
ing  with  a  spur-wheel  mounted  on  the  gas-engine  shaft.  This  spur- 
wheel  is  not  keyed  direct  to  the  shaft,  but  is  in  the  form  of  an  annular 
ring  around  the  boss  of  the  ratchet-wheel,  or  its  equivalent  keyed  upon 
the  driving-shaft,  and  which  ring  carries  a  pawl  or  clutch  for  engaging 
with  the  ratchet-wheel  in  one  direction,  but  being  free  from  it  in  the  other 
direction.  In  this  manner  it  is  possible  to  impart  two  or  more  rapidly 
following  strokes  to  the  fly-wheel ;  and  thus  to  keep  up  its  momentum 
until  the  engine  is  fairly  started.  The  ram  of  the  motor  is  of  less 
diameter  than  the  cylinder,  and  is  fitted  at  its  back  extremity  with  a 
cupped  leather  of  the  full  diameter  of  the  cylinder,  so  that  the  difference 
in  area  between  the  piston  and  cylinder  can  be  utilized  for  bringing  back 
the  ram  when  the  slide-valve  is  timed  to  open  the  communication  with 
the  exhaust. 

Gas-Lamps. — Thompson,  W.  P. ;  communicated  by  F.  Deimel,  of  Berlin. 

No.  17,877  ;  Dec.  29,  1887.  [8d.] 

This  invention  relates  partly  to  a  chimney  for  lamps,  which  when 
placed  on  a  burner  causes  the  flame  to  assume  a  spherical  form  like  that 
of  a  regenerative  burner. 


Fig.  1  shows  a  vertical  section  of  an  Argand  burner  turned  into  a 
regenerative  lamp  by  placing  on  the  burner  the  new  chimney.  Figs.  2 
and  3  show  modified  forms  of  the  invention. 

On  the  bell  holder  B  of  the  Argand  burner  A  (fig.  1)  the  glass  globe  C 
is  placed,  so  that  the  usual  flame  is  obtained.  By  placing  the  chimney 
D  on  the  globe  C,  this  flame  is  turned  into  a  regenerative  lamp.  The 
chimney  consists  of  the  usual  straight  tube  D,  and  of  the  chimney  holder 
provided  with  a  deflector  hanging  downwards.  The  holder  can  be  used 
for  the  purpose  of  heating  and  leading  to  the  upper  part  of  the  flame  the 
fresh  air  required  for  combustion,  and  can  then  be  made  hollow  ;  or  it 
can  be  formed  of  one  single  plate  having  the  shape  of  a  saucer  (figs.  2 
and  3)  ;  or  it  can  consist  of  a  cross  piece,  in  which  case  the  air  is  heated 
by  its  contact  with  the  chimney  and  led  from  the  latter  to  the  flame. 
If  a  hollow  chimney  holder  is  applied,  its  upper  part  is  advantageously 
made  of  metal ;  whilst  the  lower  part  can  be  made  of  porcelain  or 
enamelled  metal.  The  latter  is  provided  with  air  inlets  ;  whilst  the  air 
is  admitted  at  the  edge  of  the  globe,  between  the  upper  and  lower  part  of 
the  holder.  The  air  entering  the  globe  from  the  outside  is  compelled  to 
pass  into  the  highly-heated  chimney  holder,  and  comes  in  contact  with 
its  surface.  Thence  it  is  led  to  the  upper  part  of  the  flame  The 


deflector  which  hangs  down  from  the  chimney  holder,  is  preferably 
saucer  shaped,  and  so  arranged  as  to  present  its  hollow  surface  to  the 
flame  F.  The  gas  issuing  from  the  burner  strikes  against  the  deflector  ; 
and  in  consequence  of  the  hollow  in  the  deflector,  the  air  rising  upwards 
inside  the  flame,  which  has  partly  become  mixed  with  gas  on  its  way,  is 
collected  and  heated.  The  combustion  of  the  gas  is,  therefore,  assisted  ; 
so  that  the  flame  assumes  the  appearance  of  a  perfectly  uniform  ball. 
The  upper  part  of  the  flame  is  supplied  with  air,  which  enters  through 
the  inlets  in  the  chimney  holder  ;  the  air  having  travelled  between,  and 
in  contact  with  the  sides  of  the  holder.  This  effects  a  complete  com¬ 
bustion  of  the  gas  and  produces  a  “  white  bright  lighting  flame.” 

The  method  of  obtaining  a  white  flame  in  the  new  lamp  chimney  is 
therefore  different,  says  the  patentee,  from  that  used  in  the  regenerative 
lamp.  The  heated  air  for  effecting  the  complete  combustion  of  the  gas 
is  not  admitted  direct  to  the  burner,  but  behind  or  above  the  place  of 
ignition  ;  and  therefore  the  disadvantage  of  overheating  the  gas  before 
its  escape  from  the  burner  is  avoided.  The  temperature  at  the  mouth¬ 
piece  of  the  burner  is  the  same  as  is  usual  in  gas-burners ;  and  it  can¬ 
not  cause  a  decomposition  of  the  gas.  The  combustion  will  gradually 
increase ;  and  if  a  comparison  with  well-known  burning  devices  be 
made,  the  working  will  be  found  to  be  similar  to  that  of  fireplaces 
provided  with  smoke  consuming  devices — that  is,  with  a  supply  of  air  to 
the  back  part  of  the  flame.  In  order  to  obtain  a  complete  and  uniform 
burning  of  gas  and  a  noiseless  flame,  it  is  necessary  to  make  an  essential 
alteration  in  the  introduction  of  the  air  to  the  burner  itself.  If  gas- 
burners  were  to  be  used  as  they  are  in  practice,  there  would  arise 
whirling  currents  in  the  flame;  and  these  currents  are  easily  recognized 
by  means  of  the  wandering  dark  stripes  they  produce.  In  order  to 
avoid  these  disadvantages,  says  the  inventor,  it  is  necessary  to  divide, 
as  finely  as  possible,  the  air  which  enters  from  below  into  the  globe 
holder,  and  admit  it  to  the  flame.  This  effect  is  obtained  by  placing  a 
fine  wire  gauze  net  X  in  the  globe  holder  B.  A  perforated  plate  does 
not  fulfil  the  intended  purpose,  for  the  edges  of  the  perforations  cannot 
be  made  otherwise  than  sharp,  so  that  the  air  flowing  through  them 
meets  always  with  a  resistance  which  prevents  the  uniform  combustion  of 
the  gas.  If,  on  the  contrary,  a  wire  gauze  is  used,  the  openings  in  the 
latter  have  all  their  edges  rounded,  and  the  air  flows  through  the  holes 
without  meeting  with  much  resistance. 


Mandfacturing  Gas. — Meeze,  A.  G.,  of  Kedhill.  No.  7097 ;  May  12, 
1888.  [8d.] 

This  invention  relates  to  the  manufacture  of  illuminating  gas  “  by 
the  mutual  decomposition  of  steam  and  hydrocarbon  fluid  in  contact 
with  suitable  heated  surfaces — such  as  deflecting  and  impact  devices — 
of  cast  iron  or  other  material,  and  by  combining  with  the  nascent  gases 
and  vapours  of  such  decomposition,  a  suitable  regulated  proportion  of 
natural  gas,  hydrogen,  carbonic  oxide,  or  a  mixture  of  hydrogen  and 
carbonic  oxide,  such  as  that  obtained  in  the  production  of  what  is  com¬ 
monly  known  as  water  gas  in  a  heated  condition.” 


Fig.  1  represents  a  section  of  a  through  retort,  containing  a  steam 
superheating  coil,  an  ingression  pipe,  and  deflecting  and  impact  devices, 
and  having  attached,  at  opposite  ends,  a  gas  supply  and  a  gas  eduction 
pipe.  Fig.  2  represents  a  through  retort  of  modified  form,  in  which  a 
short  ingression  pipe  is  used,  and  the  gas  inlet  pipe  is  connected  to  the 
same  end  of  the  retort  as  the  steam  and  oil  injector.  A  number  of 
such  retorts  may  be  set  in  a  bench,  and  fired  like  ordinary  gas-coal  dis¬ 
tilling  retorts.  It  is  also  proposed  to  adapt  existing  coal-gas  retorts  for 
carrying  out  the  process,  by  fitting  them  with  the  necessary  internal 
devices  and  connections. 

The  body  of  the  retort  is  filled  with  deflecting  and  impact  devices  D, 
each  composed  of  an  annulus,  a  disc,  a  connecting  body  having 
numerous  narrow  longitudinal  openings,  and  inclined  spacing  or  sepa¬ 
rating  legs.  These  deflectors  are  made  of  a  shape  to  correspond  with 
the  cross  section  of  the  retort,  so  as  to  pirovide  uniform  passages 
between  them  and  the  walls  of  the  retort.  Two  or  more  of  the  deflectors 
at  the  rear  end  of  the  retort  (where  the  water  gas  is  supplied)  are  made 
with  solid  discs  to  act  as  heaters  for  the  inflowing  water  gas  ;  but  the 
remainder  have  their  discs  provided  with  central  perforations,  to  receive 
the  ingression  pipe  or  small  retort  B.  This  internal  retort  is  preferably 
made  of  thin  wrought  iron,  about  one-fourth  to  one-sixth  the  diameter 
of  the  surrounding  retort,  and  long  enough  to  extend  from  the  front 
to  about  two-thirds  or  three-fourths  the  length  of  such  outer  retort — as 
shown  in  fig.  1.  It  is  fitted  at  its  front  end  in  an  opening  in  t  he  lid  G 
and  is  provided  with  a  flange  or  ring  shrunk  thereon,  which  may  be 
bolted  to  the  lid,  and  is  supported  centrally  as  shown.  Deflectors  made 
with  rings,  discs,  and  legs,  and  preferably  of  cast  iron,  are  fitted  in  the 
retort  B,  from  its  rear  open  end  to  near  its  front  end  ;  leaving  sufficient 
space  at  the  front  for  the  proper  injection  of  steam  and  oil.  The  injector 
I  is  fitted  to  the  retort  lid,  so  as  to  open  centrally  into  the  retort  B. 
The  double  steam  superheating  coil  C  is  preferably  arranged  at  or  near 
the  front  of  the  retort  A,  around  the  retort  B ;  and  a  steam-supply  pipe 
connects  with  its  induction  and  through  the  lid,  while  another  pipe 
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leads  from  its  outlet  end  through  the  lid  to  the  injector  I.  A  supply- 
pipe  for  petroleum,  shale  oil,  or  other  hydrocarbon  fluid,  also  connects 
with  the  inject  ir.  The  steam  pipe  preferably  connects  with  the  front 
end  of  the  injector,  while  the  oil-pipe  connects  with  its  top  or  side,  as 
shown.  A  pipe  F  connects  with  the  back  mouthpiece,  for  supplying 
hydrogen,  natural  gas,  or  water  gas.  A  stand-pipe  E,  leading  to  the 
hydraulic  main  or  seal  box,  connects  with  the  front  mouthpiece.  The 
lid  Gr,  steam  coil  C,  and  injector  I,  may  be  so  connected  that  they  may 
be  removed  together,  without  disturbing  the  ingression  pipe  or  retort  B. 
The  deflectors  D  in  the  outer  retort,  may  be  made  of  tire  clay  or  other 
refractory  material,  though  preferably  of  cast  iron. 

Vapours  and  gases — such  as  steam,  oil  vapour,  and  hydrogen  gas — 
cannot  be  effectually  heated,  decomposed,  and  combined  by  radiation 
from  contiguous  hot  surfaces,  says  the  patentee ;  and  he  has  found  it 
necessary  to  cause  the  vapours  and  gases  to  pass,  by  direct  and  repeated 
impact,  in  contact  with  the  hot  surfaces  extending  through  the  area  of 
the  retort,  in  order  to  effect  their  uniform  and  economical  decomposi¬ 
tion  and  combination,  to  form  a  homogeneous  fixed  gas.  For  securing 
the  best  results  above  stated,  the  deflecting  and  impact  devices  are 
found  to  admirably  answer  the  purpose ;  and  they  are  important 
features  in  successfully  carrying  out  the  process.  For  some  reason, 
however,  which  the  inventor  is  unable  satisfactorily  to  explain,  cast- 
iron  deflecting  devices  are  more  efficient  than  those  made  of  other 
material.  It  would  appear,  he  says,  that  during  the  gas-making  process, 
the  molecules  of  the  iron  deflectors  occupy  a  position  of  unstable  equi¬ 
librium,  and  by  acting  as  a  sort  of  “  common  carrier,”  promote  the 
necessary  chemical  interchanges. 

In  the  modified  form  of  apparatus  represented  in  fig.  2,  the  ingression 
pipe  or  small  internal  retort  is  made  short,  and  arranged  to  discharge 
steam  and  hydrocarbon  fluid  near  the  front  end  of  the  large  retort,  in 
contact  with  the  deflecting  and  impact  devices  D.  The  supply-pipe  for 
admitting  a  chemically  active  diluting  agent  (such  as  natural  gas, 
hydrogen,  or  water  gas)  connects  with  the  front  end  of  the  retort,  so 
that  the  steam,  hydrocarbon  fluid,  and  diluting  gas  are  caused  to  pass 
together  in  contact  with  the  deflectors  throughout  the  whole  length  of 
the  retort.  There  being  only  a  short  ingression  pipe,  the  discs,  except 
the  first,  are  here  made  solid  throughout,  and  present  a  larger  heating 
surface  than  where  the  ingression  pipe  passes  through  them  ;  bujr,  of 
course,  the  special  advantages  of  the  ingression  pipe  itself  are  sacrificed. 
The  gas  stand-pipe  E  connects  with  the  rear  mouthpiece. 

In  order  to  manufacture  gas,  the  operation  is  as  follows  : — The  retorts 
are  fired  in  the  ordinary  way,  and  when  heated  to  the  proper  gas-making 
temperature,  a  supply  of  high-pressure  steam  from  the  boiler  is  admitted 
through  an  ordinary  regulating  valve  to  the  superheating  coil  C,  whence 
it  passes,  in  a  highly  superheated  state,  to  the  injector  I.  The  hydrocarbon 
oil  is  then  admitted  in  regulated  quantity  from  the  supply -tank  to  the 
injector,  from  which  it  is  thrown  in  a  vapour  spray,  by  the  jet  of  super¬ 
heated  steam,  into  the  ingression  pipe  or  retort  B.  The  steam  and  oil 
vapours  are  thoroughly  mixed  and  highly  heated,  nearly  to  the  point  of 
decomposition,  by  contact  with  the  deflecting  and  impact  devices  in 
their  passage  through  the  small  retort,  and  are  discharged  therefrom  into 
the  main  retort,  where  the  production  of  fixed  gas  at  once  begins.  After 
gradually  admitting  oil  to  the  injector,  hydrogen — light  carburetted 
hydrogen  (such  as  natural  gas  or  water  gas) — is  admitted  in  regulated 
quantity  through  the  pipe  F  into  the  larger  retort,  where  it  is  heated  by 
contact  with  the  deflectors  D.  The  heated  gas  meets  the  highly-heated 
current  of  oil-vapour  and  steam  flowing  from  the  retort  B,  and  the 
mixture  flows  in  contact  with  the  deflecting  and  impact  devices  sur¬ 
rounding  the  retort,  or  arranged  beyond  its  discharge  end,  resulting  in 
their  complete  decomposition  and  recomposition,  so  as  to  form  “  a  fixed 
high-grade  illuminating  gas.”  In  this  reaction,  it  is  claimed  that  the 
hydrogen  gas  present  chemically  unites  with  the  rich  hydrocarbon  vapour 
or  gas  in  the  nascent  state,  to  form  fixed  carburetted  hydrogen  gas  of  a 
merchantable  character,  and  some  of  the  carbonic  oxide  and  marsh  gas 
enter  into  new  combinations,  by  which  the  light-giving  quality  of  the 
final  product  is  improved.  The  hydrocarbons  are  thus  utilized  and 
prevented  from  being  destructively  decomposed,  with  the  formation  of 
lamp-black  or  hard  carbon  on  the  one  hand,  or  on  the  other  hand,  from 
passing  oS  in  the  form  of  tarry  condensable  vapour. 


Opening,  Closing,  and  Secubing  the  Glass  Shades  ob  Globes  of 
Wenham  Lamps,  and  Lighting  and  Manipulating  the  Lamps. — 
Hempel,  E.  J.,  of  Dresden.  No.  12,880  ;  Sept.  6,  1888.  [6d.] 

The  object  of  this  invention  is  to  provide  means  for  opening,  closing, 
and  securing  the  glass  shades  or  globes  of  the  ordinary  type  of  regene¬ 
rative  gas-lamps,  and  for  lighting  and  otherwise  manipulating  them. 
The  device  for  this  purpose  consists  of  a  roa  or  handle,  fitted  with 
wires,  a  lighting  lamp,  and  a  hook  used  in  combination  with  a  ring, 
pins,  and  a  set-screw  fitted  to  a  locking  bar,  so  as  to  permit  of  the  open¬ 
ing,  closing,  and  lighting  of  the  lamp  at  one  operation. 


APPLICATIONS  FOR  LETTERS  PATENT. 

17,037. — Joaquin,  F.,  Cabdlia,  R.,  and  Gloveb,  E.  M.,  “  Improvements 
in  the  manufacture  of  sulphate  of  ammonia.”  Nov.  23. 

17,044. — Taylob,  W.,  “  Improvements  connected  with  gas-burners.” 
Nov.  23. 

17,088. — Bbaithwaite,  Jun,,  C.  L.,  and  Bbaithwaite,  I.,  “  Improve¬ 
ments  in  apparatus  for  controlling  or  regulating  the  discharge  of  water 
or  other  liquids.”  Nov.  24. 

17,097. — Pabkes,  W.  E.,  “  An  apparatus  for  heating  of  water  by  means 
of  gas.”  Nov.  24. 

17,102. — Scott,  G.,  “  Improvements  in  the  construction  of  gas-pro¬ 
ducers  and  furnaces.”  Nov.  24. 

17,167. — Sorting,  E,,  “  Improvements  in  gas  and  petroleum  engines.” 
Nov.  26. 

17,204. — Price,  H.  A.,  and  Turner,  H.  C.,  “A  regulation  jet  for  gas, 
steam,  &c.”  Nov.  27. 

17,264. — Grube,  E.,  “  Improvements  in  gas-generating  burners.” 
Nov.  27. 

17,337. — Westman,  G.  M.,  “  Process  for  the  manufacture  of  illuminat¬ 
ing  gas  and  coke.”  Nov.  28. 

17,413. — Crossley,  F.  W.,  and  Anderson,  F.  H.,  “  Improvements  in 
igniting  apparatus  for  gas  or  oil  motor  engines.”  Nov.  29. 


[We  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


THE  GROSVENOR  GALLERY  ELECTRICAL  INSTALLATION. 
Sib, — On  a  recent  visit  to  London,  when  I  arrived  (about  6  p.m.)  at  what 
I  thought  ought  to  be  the  Charing  Cross  Station  of  the  Metropolitan 
District  Railway,  I  found  I  could  not  read  the  name  of  the  station  on  the 
lamps  which  gave  a  very  faint  glimmer  of  a  reddish  hue.  I  discovered 
that  they  were  supplied  from  the  Grosvenor  Gallery  Electric  Light 
Company,  and  gave  so  poor  a  light  that  it  was  almost  perilous  to  move 
about  the  station.  The  ticket  taker,  although  he  had  an  incandescent 
lamp  close  to  him,  could  not  check  the  tickets  by  its  faint  glow,  and  had 
to  light  a  gas-lamp  before  he  could  read  the  figures  on  the  tickets.  I 
used  my  umbrella  as  a  very  rough  photometer — placing  it  at  about  an 
equal  distance  from  the  gas  and  the  electric  lights — with  the  result  that, 
while  the  shadow  of  the  first  was  well  defined  and  strong,  it  was  barely 
possible  to  see  the  shadow  of  the  second  in  the  brighter  field  illumined 
by  the  gas-light.  I  came  to  the  station  again  at  11  p.m.,  and  found 
things  a  shade  better  ;  but  I  should  guess  that  the  light  given  by  the 
16-candle  (?)  electric  lamp  did  not  average  more  than  4  candles.  The 
present  price  charged  by  the  Grosvenor  Gallery  people  is  7Jd.  per 
nominal  unit,  or  equal  to  6s.  3d.  per  1000  cubic  feet  of  gas.  Now  if  the 
light  given  was  only  one-fourth  of  the  nominal  power,  the  cost  would 
be  really  equal  to  25s.  per  1000  cubic  feet.  What  would  be  said  of  gas 
companies  if  they  performed  their  duties  in  this  way  ? 

It  is  said,  in  excuse,  that  the  Company  have  taken  on  more  consumers 
than  they  can  supply.  Again,  What  would  be  said  of  a  gas  com  pany 
under  contract  to  give  a  minimum  pressure  of  1  inch  of  water  if  they 
gave  only  2-lOths?  I  believe  a  good  many  of  the  consumers  have  con¬ 
tracted  for  so  much  per  lamp  ;  and  most  electricians  say  that  the 
Ferranti  meter  is  not  to  be  relied  on.  I  trust  in  justice  to  the 
consumer  thev  will  make  proportionate  allowance  for  supplying  only  4 
candles,  instead  of  16.  Indeed,  as  there  are  men  of  the  highest  character 
on  the  Board,  I  am  sure  they  will  feel  bound  to  take  this  course,  and  not 
make  up  a  fictitious  dividend  by  any  avoidance  of  their  obligations  to 
the  public. 

I  would  be  glad  if  you  could  get  some  competent  person  to  test  the 
lights  at  the  station  I  have  mentioned,  and  at  other  places. 

Nov.  28,  1888.  _ _  A-  Pkovinclvl. 

MR.  ELLIS  LEVER  AND  SALFORD  GAS  AFFAIRS. 

— I  have  read  in  the  Journal  of  Tuesday  last,  a  letter  upon  this 
subject  from  Mr.  James  Ward.  It  contains  such  extraordinary  state¬ 
ments,  that  I  think  they  should  be  answered. 

Mr.  Ward  commences  by  stating  that  he  was  “  one  of  the  young 
members  of  the  old  Gas  Committee.”  Mr.  Ward  may  have  some  satis¬ 
faction  in  knowing  that  the  frauds  were  greatest  during  the  past  six  or 
eight  years  of  the  Hunter,  or  shall  I  say  more  correctly.  Sharp  regime— 
for  Mr.  Alderman  Sharp  was  the  Chairman  of  the  Gas  Committee  during 
the  whole  time  that  Hunter  was  the  Gas  Engineer.  These  frauds  are 
more  gigantic  than  most  folks  know.  However  sincere  Mr.  Ward  may 
have  been  to  introduce  reform,  his  presence  on  the  Gas  Committee  did 
not  immediately  effect  any  good  to  the  ratepayers.  I  do  not  here  wish 
to  champion  Mr.  Ellis  Lever ;  but  I  should  not  be  surprised  to  learn 
that,  if  he  ever  did  business  with  the  Salford  Corporation,  he  would  be 
compelled,  like  many  of  the  other  ..contractors,  to  submit  to  blackmail. 
As  to  Mr.  Lever’s  relationship  with  Mr.  Hunter,  and  the  alleged  offer  of 
the  use  of  a  house  at  Colwyn  Bay,  &c.,  Mr.  Ward  must  know  that  to 
keep  the  Engineer  or  the  Gas  Committee  at  arm’s  length  was  not  the 
best  way  to  secure  a  contract.  Mr.  Ward  was  himself  a  great  friend  of 
Mr.  Hunter  ;  but  it  does  not  necessarily  follow  that  the  friendship  was 
for  any  dishonourable  motive.  Mr.  Ward’s  statements  prove  the  adage 
“  that  a  little  knowledge  is  a  dangerous  thing  ;  ”  for  he  has  forgotten,  or 
has  never  known,  that  Mr.  Alderman  Sharp,  who  was  Chairman  of  the 
Gas  Committee,  in  a  statement  made  by  him  on  oath  at  the  trial,  Regina 
V.  Lever,  said  he  “  had  made  up  his  mind  that,  so  long  as  he  (Sharp) 
was  on  the  Gas  Committee,  Mr.  Ellis  Lever  should  never  have  a  con¬ 
tract.”  Allow  me,  also,  to  tell  Mr.  Ward  that  it  was  not  a  question  of 
price,  nor,  as  he  very  naively  admits,  a  question  of  quality,  of  coal  that 
guided  the  Gas  Committee  in  their  selection  of  the  contractor. 

Let  us  consider  the  matter  of  the  contract  when  the  Gas  Committee 
refused  Mr,  Ellis  Lever’s  offer  at  9s.  6d.  per  ton,  and  accepted  another 
gentleman’s  at  8s.  6d.  Mr.  Ward  says  :  “  In  no  single  instance  was  a 
tender  at  9s.  6d.  considered.  Why  this  sophistry,  Mr.  Ward?  You 
who  know  so  much  about  gas  making  and  purification  !  Do  you  know 
what  became  of  the  tenders  before  they  were  submitted  to  the  Gas 
Committee,  or  what  became  of  them  after  ?  Was  there  a  single  tender 
sent  in  by  any  would-be  contractors  retained  in  the  archives  of  the 
Corporation,  and  obtainable  for  reference  (say)  in  May,  1887  ?  How 
many  tenders  were  considered  when  the  final  bargain  was  made  in  coal 
by  the  Gas  Committee,  which  resulted  in  a  saving  to  the  ratepayers  of 
£8000  ?  How  many  cubic  feet  of  gas  per  ton  was  made  with  the  extra¬ 
ordinary  coal  described  three  times  by  Mr.  Ward,  regarding  which  it  is 
not  necessary  to  consider  the  quality,  but  only  to  look  well  to  the 
purifying  ?  Is  it  not  a  fact  that  for  years,  during  the  time  this  extraor¬ 
dinary  cheap  coal  was  being  used,  numerous— almost  daily— complaints 
were  made  as  to  the  quality  of  the  gas.  It  is  asserted,  on  the  most 
reliable  authority,  that  the  illuminating  power  rarely,  if  ever,  exceeded 
15  candles.  Will  Mr.  Ward  tell  us  how  much  of  this  coal  was  weighed 
by  the  Railway  Company  who  carried  it,  or  by  the  Gas  Committee’s 
servants  who  received  it.  Further,  was  the  stock  of  coal  taken  ? 
During  the  past  twelve  months  it  has  been  asserted  in  the  Council 
that  they  were  30,000  tons  short;  but  it  has  been  admitted,  and  I 
believe  is  a  fact,  that  in  the  past  twelve  months  there  is  3000  tons  in 
some  way  unaccounted  for. 

I  think  if  we  were  to  go  into  facts,  Mr.  Ward’s  figures  would  be  easily 
disposed  of  ;  and  it  would  not  be  difficult  to  show,  as  Mr.  Lever  asserts, 
a  possible  loss  of  £25,000.  If  Mr.  Ward  tells  us  what  .was  the  cost  of 
this  peculiar  system  of  purification  in  each  year  that  he  was  a  young 
member  of  the  old  Gas  Committee,  I  will  show  him  that  he  should  never 
prophecy  before  he  knows.  Was  Mr.  Ward  a  member  of  the  deputation 
who  visited  gas-works  in  other  towns,  to  seek  information  as  to  the 
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advisability  of  erecting  at  the  Salford  Gas-Works  a  sulphate  plant ;  and 
did  that  deputation  take  the  Gas  Engineer  to  show  them,  I  presume, 
what  a  gas-works  was  like,  and  then  leave  him  outside  ?  The  only  part,  I 
believe,  the  Manager  was  allowed  to  take  in  the  proceedings  was  to  par¬ 
take  of  the  good  cheer  which  the  deputation  always  comforted  themselves 
with. 

I  am  perfectly  convinced  that  if  the  Gas  Committee  had  done  its  duty 
by  the  ratepayers,  none  of  these  frauds  would  have  been  perpetrated, 
and  Samuel  Hunter  would  probably  have  never  been  in  prison.  Mr.  Ward 
has  not  forgotten  that  the  “  Investigation  Committee,”  in  their  report 
to  the  Council,  said  that  “  the  Gas  Committee  stood  discredited  and 
condemned.”  Mr.  Ward  was  a  member  of  that  Committee.  If  he  seeks 
to  defend  the  transactions  of  the  Committee  of  which  he  was  only  a 
young  member,  why  does  he  not  take  up  the  cudgels  against  this  con¬ 
demnation  of  the  Investigation  Committee  ?  He  may  also  answer  a  few 
of  the  questions  I  have  put  to  him,  which  I  venture  to  submit  are  as 
pertinent  to  the  question  of  the  Salford  gas  mismanagement  as  any  he 

has  propounded.  Samuel  Haywaed. 

Forest  Hill,  S.E.,NoV.  29,  1888. 


THE  lEONMONGEES’  EXHIBITION.  _ 

Sir, — While  thanking  you  for  your  exhaustive  and  critical  review  in 
this  week’s  Journal  of  the  late  Ironmongers’  Iron  and  Metal  Trades 
Exhibition,  I  would  suggest  that  your  remarks  as  to  its  scope  running 
so  far  into  the  builders’  and  furniture  exhibition  are  a  trifle  unjust.  On 
the  one  hand,  the  bulk  of  my  exhibition  would  be  mere  sections  or 
“hanging  on”  to  the  general  idea  of  either  of  the  exhibitions  you 
mention  ;  and,  on  the  other  hand,  both  these  exhibitions,  which  you 
mention  as  “  annual,”  have  been  dropped  for  some  time.  Being  the 
first  of  the  kind,  some  of  the  larger  firms  were  naturally  a  trifle  shy ; 
but  judging  from  the  support  I  am  already  receiving  for  my  next  show 
(March,  1890),  I  think  I  can  safely  promise  that  all  your  objections  will 
be  met  then.  I  can  assure  you  that  any  suggestions  as  to  the  improve- 

1  Harry  Etherington. 

Nov.  30,  1888. 


Proposed  New  Water-Works  for  Eoscommon. — An  inquiry  has  recently 
been  held  at  Eoscommon,  by  Mr.  E.  O’Brien  Smyth,  one  of  the  Local 
Government  Board  Inspectors,  into  an  application  to  borrow  i'5000  for  the 
construction  of  new  water-works  for  the  town.  There  was  practically  no 
opposition  to  the  proposal.  It  is  stated  that  the  town  has  been  in  a 
deplorable  condition  as  regards  water;  and  it  is  intended  to  make  the 
entire  union  contribute  towards  the  expense  of  the  scheme. 

Cromer  Gas  Company. — Mr.  G.  Breeze,  presiding  at  the  annual  meeting 
of  this  Company  last  week,  was  able  to  announce  an  increase  of  profits 
over  the  preceding  twelve  months,  and  sufficient  to  justify  the  Board  in 
recommending  a  dividend  at  the  rate  of  5  per  cent,  per  annum,  free  of 
income-tax.  In  view  of  the  cost  of  the  replacement  of  retorts  next  year, 
and  also  an  extension  of  retort  power  to  meet  the  increasing  consumption, 
the  Directors  were  desirous  to  carry  forward  as  large  a  balance  as  practic¬ 
able,  and  therefore  did  not  suggest  a  higher  dividend. 

The  Gas-Works  at  the  Harwell  Schools. — Yesterday  week  the 
question  which  has  several  times  of  late  been  agitating  the  Managers  of 
the  Central  London  District  Poor  Law  Schools  at  Hanwell — as  to  the 
alterations  and  improvements  necessary  at  their  gas-works — was  again 
under  discussion  (see  ante,  pp.  731,  807).  The  Farm  Committee  recom¬ 
mended,  and  it  was  agreed  to  employ  Messrs.  Alfred  Williams  and  Co., 
of  Bankside,  to  carry  out  the  work  suggested  by  Mr.  W.  F.  Broadberry. 
It  is  anticipated  that,  if  a  more  suitable  class  of  coal  is  employed,  the 
cost  of  gas  manufacture  will  be  reduced  to  2s.  7d.  per  1000  cubic  feet — or 
5d.  per  1000  feet  less  than  the  price  at  which  the  Brentford  Gas  Company 
oSer  to  supply  it.  A  saving  will  thus  be  effected  of  about  L‘83  on  such  a 
consumption  as  that  of  last  year,  which  was  4,023,670  feet. 

The  Holiday  Question  at  the  Birmingham  Gas-Works. — The  gas 
stokers  and  yard-men  from  Alderley  Street  and  Swan  Village  who  benefit 
by  the  resolution  recently  passed  by  the  Council,  according  them  a  week’s 
holiday  during  the  summer,  gave  a  complimentary  breakfast  to  Mr. 
Councillor  E.  Nixon  and  Messrs.  J.  E.  Oswald,  J.  Cawley,  and  E.  Benson, 
last  Sunday  week.  Mr.  J.  Cawley,  Chairman  of  the  Committee,  presided ; 
and  the  Company  numbered  about  100.  After  breakfast,  the  following 
resolution  was  passed  : — “  That  the  thanks  of  this  meeting  be  tendered  to 
the  Mayor  and  Corporation  of  Birmingham  for  their  kindness  in  conceding 
a  week’s  holiday  to  the  men  engaged  in  the  Gas  Department,  and  that  a 
copy  of  this  resolution  be  forwarded  to  the  Mayor  and  Chairman  of  the 
Gas  Committee.”  Mr.  Nixon,  in  acknowledging  the  resolution,  expressed 
regret  that  an  endeavour  should  have  been  made  to  gain  party  capital  out 
of  the  circumstances.  He  had  scrupulously  avoided  any  such  possibility, 
because  he  thought  that  the  introduction  of  party  politics  would  have  been 
unfair  to  the  men,  and  might  possibly  have  endangered  the  success  of  the 
agitation.  He  trusted  that  everyone  would  use  to  good  purpose  the  time 
given,  and  so  enjoy  to  the  full  the  concession  made.  A  resolution  thanking 
Messrs.  Nixon,  Oswald,  Cawley,  and  Benson  for  their  services  was  also 
carried  unanimously.  These  gentlemen  having  suitably  replied,  the  pro¬ 
ceedings  were  brought  to  a  conclusion  with  a  vote  of  thanks  to  the 
Chairman. 

The  Oil  Lighting  of  Erith.— In  consideration  of  Messrs.  Defries 
foregoing  their  claim  for  damage  which  was  done  to  the  old  gas-lanterns 
in  transit  from  Erith  to  Messrs.  Defries’  works,  the  Erith  Local  Board 
have  decided  not  to  enforce  the  penalties  to  which  the  contractors  have 
become  liable  by  the  non-lighting  of  the  oil-lamps.  This  penalty  amounts 
to  2s.  6d.  for  each  lamp  not  lighted  ;  and  the  fines  already  incurred  total 
up  to  £11  5s.  Perhaps,  says  our  correspondent  in  the  district,  the  Board 
have  a  right  to  be  generous  with  the  ratepayers’  money,  and  pay  for  what 
they  have  not  received ;  for  as  a  matter  of  fact,  the  question  of  the 
damaged  lanterns  was  only  a  side-wind  by  which  a  glaring  inconsistency 
could  be  blown  away.  But  if  they  choose  to  ignore  that  a  “  contract  is 
a  contract  ”  they  have  certainly  no  right  to  endeavour  to  palliate  their 
conduct  by  publicly  stating — as  several  of  the  members  did — that  if  a 
record  had  been  kept  of  the  lamps  found  not  lighted  when  the  Gas  Com¬ 
pany  had  the  contract,  the  result  would  not  have  been  satisfactory. 
There  are  ninety  half-crowns  in  £11  5s. ;  and  that  means  that  during  the 
brief  period  this  district  has  been  “  illuminated  ”  by  oil-lamps,  ninety 
lamps  have  been  found  unlit.  This  is  a  very  large  number ;  and  if  the 
West  Kent  Gas  Company  had  been  the  ofienders,  there  would  have  been 
nothing  strong  enough  to  hold  the  members  of  the  Erith  Local  Board 
within  the  bounds  of  that  “  dignity”  which  they  talk  so  much  about. 
They  would  have  collapsed  altogether. 


NOTICES  GIVEN  FOE  PEIVATB  BILLS  (SESSION  1889) 
EELATING  TO  THE  SUPPLY  OF  GAS,  WATEE, 

AND  ELECTEICITY. 

Barrow-in-Furness  Corporation. — This  is  an  application  by  the  Barrow- 
in-Furness  Corporation  for  leave  to  introduce  a  Bill  empowering  them 
to  construct  new  water-supply  works  and  to  take  water  from  the  Eiver 
Duddou  and  elsewhere.  The  notice  comprises  provisions  in  regard  to 
the  compulsory  purchase  of  lands,  the  variation  and  extinguishment  of 
water  rights,  and  the  supply  of  water  for  domestic  and  trade  purposes.  An 
extension  of  the  tine  within  which  the  water-works  authorized  by  the 
Corporation’s  Act  of  1875  may  be  constructed  is  desired ;  and  authority 
is  asked  to  form  gas  and  water  reserve  funds,  and  a  fund  for  working 
capital  for  gas  and  water  purposes.  Clauses  in  relation  to  financial  and 
other  general  matters  are  included. 

Barrow  H-ematite  Steel  Company,  Limited  (Water  Supply).— This 
Company  intend  making  application  for  leave  to  introduce  a  Bill  giving 
them  powers  to  construct  water-supply  works,  purchase  lands  and  water 
rights,  and  to  divert  and  use  the  waters  of  Crosby  Gill  and  of  the  Eiver 
Duddon.  They  seek  authority  to  apply  their  existing  funds  to  the  pur¬ 
poses  of  the  Bill  and  to  raise  additional  capital.  A  provision  is  inserted 
in  the  notice  authorizing  the  transfer  to  the  Corporation  of  Barrow-in- 
Furness  of  the  powers  conferred  by  the  intended  Act  and  any  works 
constructed  thereunder. 

Barry  and  Cadoxton  Gas  and  Water. — This  is  an  application  by  the 
Barry  and  Cadoxton  Gas  and  Water  Company  for  leave  to  construct 
works  specified  in  the  notice— including  a  service  reservoir,  wells,  and 
pipe-lines.  The  applicants  require  permission  to  purchase  lands, 
waters,  and  other  property,  and  to  lay  down,  remove,  and  renew  their 
pipes.  Adjustment  of  the  existing  capital  and  further  powers  in  this 
respect  are  sought.  A  provision  is  to  be  included  in  the  proposed  Bill 
asking  for  authority  to  dispose  of  the  undertakings  of  the  Company  to 
the  Local  Board  ;  and,  upon  transfer,  to  invest  this  Board  with  all  the 
powers  and  privileges  of  the  Company.  The  Local  Board  is  to  be  em¬ 
powered  to  apply  their  existing  funds,  and  raise  additional  money,  for 
the  purpose  of  such  purchase.  A  clause  providing,  in  the  case  of  sale, 
for  the  winding  up  of  the  affairs  of  the  Company  is  embraced  in  the 
notice. 

Belfast  Water. — Power  is  intended  to  be  sought  by  the  Belfast  Water 
Commissioners  to  construct  filtering-basins,  a  reservoir,  and  incidental 
works.  They  also  ask  for  an  extension  of  time  for  the  exercise  of  com¬ 
pulsory  powers  to  take  land,  and  for  the  completion  of  certain  works, 
authorized  by  the  Belfast  Water  Act  of  1884.  Provisions  are  to  be 
inserted  in  the  proposed  Bill  in  regard  to  new  borrowing  powers,  the 
conversion  of  existing  mortgages  of  the  Commissioners  into  stock,  and 
as  to  granting  and  charging  for  plumbers’  licenses. 

Bristol  Water. — Notice  is  given  by  the  Bristol  Water  Company  that 
they  purpose  making  application  for  powers  to  construct,  among  other 
things,  a  reservoir  (to  be  called  the  Yeo  reservoir),  to  be  formed  by  means 
of  an  embankment  across  the  valley  of  the  Eiver  Y'eo,  and  a  pumping 
station;  also  the  necessary  water  towers,  filter-beds,  &c.  They  also 
wish  to  be  enabled  to  abandon  certain  works  authorized  by  the  Act  of 
1888— chiefly  the  pumping  station  known  as  No.  2,  and  various  lines  of 
pipes.  Provisions  are  to  be  included  in  the  proposed  Bill  in  reference 
to  the  breaking  up  of  roads,  the  laying  of  pipes,  the  acquisition  of  lands, 
and  agreements  with  mill  and  mine  owners,  and  public  bodies.  For  the 
purpose  of  carrying  out  the  intended  works,  additional  capital  is 
required. 

Burnley  Corporation  Extension. — Notice  is  given  by  the  Corporation 
of  Burnley  of  their  intention  to  apply  for  leave  to  introduce  a  Bill  autho¬ 
rizing  the  extension  of  the  borough  boundaries,  and  the  limits  within 
which  they  have  power  to  supply  gas  and  water.  It  is  sought  to  repeal 
and  amend  all  Acts  empowering  the  Padiham  Local  Board  to  supply 
gas  and  water  within  the  township  of  Habergham  Eaves,  and  to  prohibit 
the  Board  continuing  to  supply  gas  or  water  within  the  township  ;  and 
sanction  is  sought  to  purchase  the  mains  and  other  works  belonging  to 
the  Board  situated  therein.  The  Corporation  wish  to  be  enabled  to 
enlarge  their  existing  gas-works,  and  to  construct  additional  works  both 
for  gas  manufacture  and  the  conversion  of  residual  products,  upon  land 
which  they  desire  to  be  authorized  to  acquire.  Permission  is  required 
to  apply  existing  funds,  and  the  enlarged  borrowing  powers  asked  for,  to 
the  purposes  of  the  proposed  Bill. 

Bury  Corporation  Water. — The  Corporation  of  Bury  give  notice  that 
they  intend  to  apply  for  authority  to  construct  new  works  for  water 
supply— comprising  chiefly  a  reservoir  to  be  called  “  Clough  Bottom,” 
a  catchwater  drain  or  conduit,  and  an  aqueduct.  In  order  to  carry  out 
these  works,  sanction  is  sought  to  compulsorily  purchase  lands,  to 
divert  roads  and  footpaths,  and  various  streams.  The  owners  and 
occupiers  of  mills  and  other  works  are  to  be  protected;  and  provision 
is  made  with  respect  to  compensation  water.  The  Corporation  ask  for 
permission  to  revise  the  charges  for  water  supplied  by  them,  and  to 
apply  for  the  purposes  of  the  proposed  works  their  funds,  and  any 
moneys  which  they  may  now  be  authorized  to  raise.  It  is  desired  to 
repeal  a  portion  of  sections  129  and  131  of  the  Bury  Improvement  Act 
of  1885  as  to  sinking  funds,  and  to  make  other  provisions  for  the  repay¬ 
ment  of  money  borrowed  by  the  Corporation  in  respect  of  their  water 
undertaking,  and  the  payment  off  of  the  annuities  created  for  water¬ 
works  purposes  under  the  Bury  Improvement  Act  of  1872. 

Cheltenham  Improvement. — In  the  notice  of  an  application  to  be  made 
for  general  powers,  the  Cheltenham  Corporation  have  a  clause  to 
authorize  trustees  or  other  persons  holding  annuities  under  the 
Cheltenham  Corporation  Water  Act  of  1878  to  invest  the  proceeds 
thereof,  on  purchase  or  redemption,  in  the  purchase  of  Cheltenham 
Corporation  Stock. 

Cleveland  Water. — The  Cleveland  Water  Company  intend  to  ask  for  leave 
to  alter  and  vary  the  existing  rates,  rents,  and  charges,  and  for  power 
to  increase  them,  and  in  particular  to  fix  or  prescribe  the  minimum  rents 
or  charges  at  which  they  shall  be  bound  to  supply  water  to  houses 
or  other  premises. 

Coventry  Corporation  Water. — The  Corporation  of  Coventry  seek  autho¬ 
rity  to  maintain  their  existing  water-works,  and  to  construct  additional 
works — comprising  two  wells  and  pumping  stations,  two  service  reser¬ 
voirs,  the  necessary  pipe-lines,  &o.  Power  is  sought  to  take  and  im¬ 
pound  water,  and  to  purchase,  by  compulsion  or  agreement,  lands  and 
other  property.  Extension  of  limits  within  which  water  may  be  supplied 
is  desired ;  and  also  powers  regarding  rates  and  charges,  misuse  and 
pollution  of  water,  agreements  with  local  authorities,  &c.  For  the  above 
objects  further  borrowing  powers  are  asked. 

Deanhead  Water. — The  Commissioners  of  the  Deanhead  reservoir 
pose  applying  for  authority  to  use  and  maintain  their  existing  Deanhead 
reservoir  and  works  situated  on  the  Blaokbourne  Brook,  in  the  parish  of 
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Huddersfield,  to  construct  additional  works,  and  to  divert  and  impound 
certain  waters  for  the  proposed  new  works.  Provisions  are  inserted  in 
the  notice  in  regard  to  compensation  water,  breaking  up  of  roads,  com¬ 
pulsory  purchase  of  land,  &o.;  and  permission  is  sought  to  supply  water 
by  agreement  or  otherwise  in  the  townships  of  Stainland  with  Old 
Lindley  and  Barkisland,  to  make  contracts  for  the  supply  of  water  in 
bulk  to  local  authorities,  and  to  borrow  further  money  upon  the  credit 
of  the  income  receivable  from  the  sale  of  water. 

Eastbourne  Water. — The  Eastbourne  Water-Works  Company  intend  to 
seek  authority  to  construct  certain  new  works,  to  alter  existing  works, 
and  to  have  the  period  limited  by  their  Act  of  1881  extended  for  the 
completion  of  reservoirs  named  in  the  present  notice.  Further  share 
and  loan  capital  are  needed  for  the  objects  of  the  proposed  Bill  and  the 
general  purposes  of  the  undertaking. 

East  Kent  District  Water. — It  is  proposed  to  apply  for  powers  to  in¬ 
corporate  a  Company  for  the  supply  of  water  to  Sandwich,  Ash,  Eastry, 
St.  Margaret’s-at-Cliffe,  and  other  places  in  Kent.  For  this  purpose 
authority  to  construct  works  at  East  Langdon,  to  acquire  lands,  waters, 
(fee.,  and  to  lay  pipes,  is  required.  Power  is  desired  to  levy  rates,  to 
supply  water  in  bulk,  and  to  make  agreements  with  any  sanitary 
authority  and  other  body  for  the  sale  of  the  concern. 

Edinburoh  and  District  Water. — The  Edinburgh  and  District  Water 
Trustees  announce  their  intention  of  applying  for  power  to  borrow  ad¬ 
ditional  money  to  enable  them  to  complete  works  already  authorized, 
including  works  for  the  more  effective  filtration  and  distribution  of  the 
water  supplied  by  them.  They  also  wish  to  be  authorized  to  alter  or 
cancel  existing  agreements,  and  to  enter  into  others  in  regard  to  the 
supply  of  water  to  local  bodies. 

Faversham  Gas.— The  Faversham  Gas  Company,  Limited,  notify  their 
intention  to  apply  for  power  to  dissolve  the  Company,  annul  the  Memo¬ 
randum  and  Articles  of  Association,  and  to  re-incorporate  the  share¬ 
holders  into  a  Company  of  the  name  of  the  “  Faversham  Gas  Com¬ 
pany,”  in  which  will  be  vested  the  existing  works,  &c.  Provisions  are 
to  be  included  in  the  proposed  Bill,  in  regard  to  the  conduct  of  the 
Company’s  affairs,  the  arrangement  of  capital,  the  conversion  of  exist¬ 
ing  share  capital  into  stock,  additional  capital,  and  borrowing  powers. 
Authority  is  asked  to  maintain  and  enlarge  the  works,  and  to  supply 
gas  in  Faversham  and  certain  parishes  and  townships  named  in  Kent. 
The  applicants  desire  sanction  to  construct  new  works,  to  manufac¬ 
ture  and  store  gas,  and  to  manufacture  and  convert  residual  products 
on  lands  described  in  the  notice.  Clauses  are  to  be  inserted  as  to  the 
acquirement  and  disposal  of  land,  the  acquisition  of  patent  rights,  the 
breaking  up  of  roads,  the  making  of  agreements  with  public  bodies, 
and  other  minor  matters. 

Garw  Water. — It  is  proposed  to  make  application  for  leave  to  incorporate 
a  Company,  and  to  authorize  them  to  supply  water  to  Bettws,  Cwmdu, 
Llangeinor,  and  a  number  of  other  places  mentioned  in  Glamorganshire. 
Power  is  sought  to  maintain  the  existing,  and  to  construct  additional 
works,  to  take  lands,  springs,  and  streams,  and  to  levy  rates.  The  Bill 
will  amend  as  much  of  the  Bridgend  Gas  and  Water  Act,  1869,  as  em¬ 
powers  the  Bridgend  Gas  and  Water  Company  to  supply  water  in  any  of 
the  districts  defined  in  the  notice.  Permission  is  asked  to  acquire  the 
Porthcawl  Water-Works,  and  also  the  undertaking  of  the  Garw  Water 
and  Light  Company,  or  to  dissolve  and  re-incorporate  the  last-named 
Company,  with  further  powers.  Special  provisions  are  to  be  included 
for  preventing  pollution  of  streams,  cfec. 

Great  Wigston  Gas. — The  Great  Wigston  Gaslight  and  Coke  Company, 
Limited,  intend  to  apply  for  powers  of  dissolution  and  re-incorporation 
without  limitation,  but  with  the  capital  of  the  undertaking  rearranged 
and  increased.  Authority  is  sought  to  continue,  maintain,  and  extend 
the  existing  gas-works,  manufacture  gas  therein,  and  supply  it  within  an 
area  to  be  defined.  The  usual  powers  to  make  agreements  with  local 
authorities  and  others,  to  levy  rates  and  charges,  and  to  manufacture 
and  supply  stoves  and  fittings  are  included  in  the  notice. 

Heywood  Corporation. — Application  is  proposed  to  be  made  by  the  Hey- 
wood  Corporation  for  an  extension  of  the  time  limited  by  the  Heywood 
Water  Act,  1877,  for  the  construction  and  completion  of  the  reservoir  on 
Ashworth  Moor  and  other  works  connected  therewith,  and  for  the 
power  to  purchase  at  the  end  of  such  period,  and  upon  such  terms  and 
conditions  as  may  be  mentioned  in  the  intended  Act,  the  annuities 
issued  by  them  in  respect  to  the  purchase  of  their  gas  and  water  under¬ 
takings,  or  otherwise  to  provide  for  the  determination  of  such  annuities. 
Provisions  as  to  issuing  licenses  to  plumbers  and  to  prohibit  unlicensed 
persons  from  executing  any  work  connected  with  the  Corporation  water 
mains  and  pipes  are  included  in  the  notice ;  and  further  powers  in 
respect  to  borrowing  money  for  the  purposes  of  the  water  undertaking 
are  sought. 

Huddersfield  Corporation  Water. — This  is  an  application  by  the 
Huddersfield  Corporation,  who  desire  to  have  transferred,  by  agreement 
or  compulsorily,  and  vested  in  them,  the  undertaking  and  property  of 
the  Commissioners  of  the  Wessenden  Reservoir.  The  applicants  wish 
to  be  empowered  to  make  agreements  with  the  Commissioners  ;  and  to 
have  the  property  intended  to  be  transferred  to  them  constituted  a 
part  of  their  water  undertaking.  Authorization  to  use  existing  funds, 
enlarge  present  borrowing  powers,  and  raise  additional  money  is 
required. 

Hythe  Corporation  Water. — The  Corporation  of  Hythe  purpose  seeking 
authority  to  impound  and  use  for  the  general  purposes  of  their  water¬ 
works  undertaking  the  waters  of  the  Black  Rock  Spring,  and  to  purchase 
land  adjacent  thereto.  Enlarged  borrowing  powers  are  sought  for  the 
foregoing  and  other  purposes. 

Kettering  Water. — The  Kettering  Water  Company,  Limited,  propose 
making  application  for  power  to  enable  them  to  dissolve  and  re-incor¬ 
porate  the  proprietors  in  a  Company  without  limitation,  in  which 
Company  all  the  works,  &c.,  will  be  vested.  Further  money  powers 
are  sought,  and  also  authority  to  construct  additional  works,  and  to 
purchase  lands.  Clauses  are  included  in  the  notice  in  reference  to  the 
rates  and  charges  to  be  levied  by  the  Company,  the  supply  of  water 
by  meter,  and  the  making  of  agreements  with  sanitary  and  other 
authorities. 

Liverpool  Corporation  Water. — The  Liverpool  Corporation  have  given 
notice  of  their  intention  to  make  application  for  various  general  powers, 
which  include  a  provision  to  confer  upon  them  authority  in  respect  to 
the  prevention  of  waste,  misuse  and  fouling  of  water,  and  the  registra¬ 
tion  of  plumbers  and  others. 

London  Hydraulic  Power  Company. — This  Company  intend  to  apply  for 
power  so  raise  further  capital,  and  to  alter  some'of  the  provisions  of  the 
Wharves  and  Warehouses  Steam  Power  and  Hydraulic  Pressure  Com¬ 
pany’s  Act,  1871,  and  of  the  London  Hydraulic  Power  Act,  1884,  or  of 
any  other  Act  relating  to  the  Company. 

Long  Eaton  and  District  Water. — This  is  an  application  for  leave  to  in¬ 
corporate  a  Company  to  supply  water  in  the  parishes  and  townships  of 
Long  Eaton,  Sandiacre,  and  Stapleford,  in  Derbyshire  and  Nottingham  ; 
and  for  this  purpose  authority  is  asked  to  construct  works.  The  powers 
necessary  for  a  Water  Company  to  carry  on  business  are  sought. 


Manchester  Corporation  Water. — Application  is  intended  to  be  made  by 
the  Manchester  Corporation  for  power  to  make  certain  deviations 
alterations  (fully  set  forth  in  the  notice)  in  the  line  and  levels  of  the 
aqueduct  from  Lake  Thirlmere  to  Prestwich  authorized  by  their  Water 
Act  of  1879,  and  to  make  amendments  in  the  provisions  of  that  Act  as 
to  roads  and  sinking  funds.  Authorization  is  also  sought  to  maintain 
and  use  two  lines  of  pipes  in  the  county  of  Chester.  •,  «  -rcr  i 

Metropolis  Local  Management. — The  Metropolitan  Board  of  Works 
give  notice  of  their  intention  to  apply  for  leave  to  bring  in  a  Bill  (in  order 
that  the  London  County  Council  may  be  enabled  to  proceed  with  the 
measure  if  they  should  so  resolve)  to  confer  upon  them,  inter  afia,  powers 
“  to  control  and  regulate  the  laying  ....  of  mains  and  pipes  for 
water  or  gas,  or  hydraulic  power  purposes,  and  to  remove  or  limit  the 
liability  of  vestries  and  district  boards  for  damage  or  injury  to  such  mains 
and  pipes.” 

Metropolitan  Electric  Supply. — Authority  is  sought  by  the  Metro¬ 
politan  Electric  Supply  Company,  Limited,  to  produce  and  supply 
electricity  within  the  parishes  of  St.  James,  Westminster,  and  St. 
Martins-in-the-Fields,  Waterloo  Bridge,  and  the  Victoria  Embankment. 
The  Company  seek  to  be  empowered  to  break  open  streets,  and  to  inter¬ 
fere  with  sewers,  pipes,  &c.,  to  enter  houses  and  premises  supplied  by 
them  for  any  purpose  relative  to  the  supply,  to  levy  rates  and  charges, 
to  make  contracts  with  local  authorities,  and  to  apply  their  funds  for 
these  purposes. 

Morley  Gas. — This  is  a  proposal  by  the  Morley  Gas  Company  to  apply 
for  powers  to  acquire  additional  lands  for  the  purposes  of  their  under¬ 
taking,  to  raise  further  capital,  and  to  make  agreements  with  public 
bodies  as  to  the  supply  of  gas. 

Newcastle  and  Gateshead  Water.— Notice  is  given  by  the  Newcastle 
and  Gateshead  Water  Company  of  their  intention  to  apply  for  perrnis- 
sion  to  construct  additional  works — embracing  a  reservoir,  a  relieving 
tank,  and  various  pipe-lines  or  conduits.  Powers  are  asked  to  break  up 
roads,  lay  pipes,  purchase  lands,  houses,  mines,  &c.,  to  make  agree¬ 
ments  with  land,  mine,  and  mill  owners,  and  to  give  compensation,  in 
money  or  water,  as  the  circumstances  may  require,  to  any  person  or 
body  injuriously  affected  by  the  proposed  Bill.  Increased  share  and 
loan  capital  is  required. 

Newry  Improvement. — The  Town  Commissioners  of  Newry  purpose 
making  application  for  power,  among  other  things,  to  amend  or  repeal 
all  or  some  of  the  provisions  contained  in  the  Newry  Improvement  and 
Water  Act,  1871,  and  in  the  Newry  Commissioners’  Gas  Act,  1878, 
relating  to  the  borrowing  and  repayment  of  money,  and  to  authorize 
them  to  re-borrow  the  money  repaid  under  these  Acts,  and  to  repay  all 
or  some  of  their  existing  mortgages,  and  to  make  further  provisions  in 
relation  to  these  matters. 

Padiham  and  Hapton  Local  Board. — It  is  proposed  by  this  Board  to 
apply  for  an  Act  to  extend  the  boundaries  of  their  district.  They  also 
desire  authority  to  construct  a  compensation  reservoir  and  other  works 
connected  with  the  water  supply,  to  acquire  certain  lands,  and  to  use 
their  existing  funds  and  any  moneys  tney  may  now  be  authorized  to 
raise  for  these  purposes. 

Plymouth  Dock  (Devonport)  Water. — It  is  proposed  by  the  Plymouth 
Dock  Water-Works  Company  to  obtain  authority  to  construct  various 
works  specified  in  the  notice,  to  obtain  additional  land,  to  extend  the 
limits  of  supply,  to  change  the  name  of  the  Company,  to  make  agree¬ 
ments  with  the  Secretary  of  State  for  the  War  Department,  the  Lords 
of  the  Admiralty,  and  public  bodies,  and,  in  order  to  carry  out  their 
proposals,  to  increase  the  share  and  loan  capital. 

Rastrick  Water. — It  is  intended  to  make  application  for  the  dissolution 
of  the  Rastrick  Water  Company,  Limited,  and  the  incorporation  of  the 
shareholders  into  a  new  Company,  with  additional  borrowing  powers. 
Authority  is  asked  to  maintain  the  existing  works,  and  to  construct  a 
new  reservoir  and  other  works  j  and  leave  is  desired  to  compulsorily 
purchase  lands.  Confirmation  of  an  agreement  with  the  Halifax  Cor¬ 
poration  to  supply  water  in  bulk  to  the  Limited  Company  is  sought ; 
and  the  applicants  ask  that  so  much  of  section  9  of  the  Halifax  Water 
and  Improvement  Act  of  1868  as  authorizes  the  Corporation  to  supply 
water  in  Rastrick  may  be  repealed. 

Rickmansworth  and  Uxbridge  Valley  Water. — The  Rickmansworth 
and  Uxbridge  Valley  Water  Company  announce  their  intention  to  apply 
for  power  to  alter  and  extend  the  limits  of  the  area  of  supply,  so  as  to 
include  Harmondsworth,  Sunbury,  Shepperton,  and  Littleton.  Autho¬ 
rity  is  asked  to  construct  new  works,  and  to  enter  into  agreements  for 
the  supply  of  water  in  bulk  to  water  companies  and  other  bodies.  The 
usual  provisions  as  to  the  application  to  these  purposes  of  the  existing 
funds  and  of  the  additional  capital  to  be  raised  will  be  included  in  the 
suggested  Bill. 

Scarborough  Improvement.— The  Scarborough  Corporation  purpose 
applying  for  a  number  of  general  powers  to  be  conferred  upon  them, 
among  which  is  authority  to  make  better  provision  in  regard  to  the 
supply  of  water  for  domestic  and  other  purposes,  and  to  arrange  for  the 
redemption  of  the  water  annuities. 

South  Kent  Water.— This  is  an  application  for  the  incorporation  of  a 
Company  to  supply  water  to  Merewortb,  Wrotham,  and  a  number  of 
other  small  places  in  Kent.  Sanction  is  sought  to  construct  the  necessary 
works,  acquire  lands,  levy  rates  and  charges,  and  make  agreements 
with  local  authorities  both  as  to  the  supply  of  water  and  the  sale  of  the 
undertaking. 

Swansea  Corporation  Water. — In  the  notice  of  an  application  to  be  made 
by  them  for  general  powers,  the  Swansea  Corporation  announce  their 
intention  of  asking  for  an  extension  of  the  time  granted  by  their  Water 
Act  of  1884  for  the  purchase  of  laud  and  for  the  construction  and 
completion  of  the  Upper  Lliw  Reservoir  and  other  works. 

Tunbridge  Wells  Water. — The  Tunbridge  Wells  Improvement  Com¬ 
missioners  give  notice  of  a  Bill  to  confer  on  them,  among  other  things, 
additional  powers  in  regard  to  the  water-works,  to  enable  them  to  make 
further  provision  as  to  the  rents  and  charges  for  the  supply  of  water  for 
domestic  and  other  purposes  and  by  meter,  to  prevent  waste,  misuse, 
and  fouling  of  water,  to  remove  pipes  and  fittings,  and  to  recover  rates 
and  charges  by  distress. 

Tuscan  Gas  Company,  Limited. — This  Company  intend  to  apply  for  an 
Act  to  extend,  alter,  and  amend  their  Memorandum  of  Association,  and 
to  change  the  title  of  the  Company. 

Wakefield  Corporation  Water. — It  is  proposed  by  tbe  Wakefield  Cor¬ 
poration  to  seek  for  an  extension  of  the  time  limited  by  the  Wakefield 
Corporation  Water-Works  Act,  1880,  for  the  construction  and  comple¬ 
tion  of  certain  works — including,  among  other  things,  four  reservoirs. 
They  also  wish  to  be  empowered  to  purchase  compulsorily  or  by  agree¬ 
ment,  lands,  mills,  and  other  property  for  the  purpose  of  their  intended 
works  ;  and  to  be  authorized  to  borrow  money  for  the  execution  of 
these  works. 

West  Ham  Gas.— The  West  Ham  Gas  Company  intend  to  apply  for 
power  to  raise  additional  capital,  enlarge  and  extend  their  borrowing 
powers,  adopt  the  sliding  scale,  and  deal  in  meters,  stoves,  engines,  and 
other  appliances  incidental  to  the  use  of  gas.  They  wish  to  have  the 
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illuminating  power  of  their  gas,  as  well  as  the  burner  apparatus  with 
which  it  is  to  be  tested,  and  the  testing-places,  prescribed.  An  im¬ 
portant  clause  in  the  notice  is  the  application  for  an  extension  of  the 
provisions  of  the  City  of  London  Gas  Act,  1868,  with  respect  to 
amalgamations,  so  as  to  enable  the  Company,  subject  to  the  conditions 
and  regulations  prescribed  by  that  Act,  to  amalgamate  with  any  other 
Company  supplying  gas  in  the  Metropolis,  or  in  any  district  adjoining 
that  of  the  Company.  The  auction  clauses  are  asked  for  in  respect  of 
the  new  capital,  which  is  to  be  raised  on  debentures.  The  Company 
seek  to  be  enabled,  where  the  powers  to  borrow  for  the  purposes  of 
capital  on  the  security  of  their  undertaking,  or  to  create  an  insurance, 
reserve,  or  any  other  fund  are  limited  to  a  definite  proportion  of  the 
paid-up  share  capital,  to  reckon  the  premiums  invested  in  the  under¬ 
taking  from  every  source,  as  part  of  the  paid-up  share  capital,  and  to 
regulate  the  amount  of  such  borrowed  monej'  or  funds  accordingly  ; 
also,  when  a  reserve  fund  is  provided  by  the  shareholders,  at  their  own 
expense,  out  of  moneys  they  might  otherwise  distribute  as  dividend,  to 
regulate  the  amount,  investment,  and  entire  appropriation  of  such  fund 
as  they  think  fit. 

■Wigan  Extension. — The  Corporation  of  Wigan  notify  their  intention  of 
making  application  for  an  extension  of  the  borough  boundaries,  and  to 
provide  for  the  government  of  the  extended  borough  by  means  of  Dis¬ 
trict  Committees,  who  will  manage  the  gas  and  water  undertakings  of 
the  Corporation  and  the  water  undertakings  of  the  Ince,  Hindley,  and 
Pemberton  Local  Boards,  which  bodies  it  is  proposed  to  dissolve. 
Provision  is  also  intended  to  be  made  for  the  debts  and  liabilities  of 
each  such  undertaking  to  be  charged  upon  and  the  receipts  carried 
to  the  credit  of  the  respective  district.  The  Corporation  farther  seek  to 
acquire  the  gas  undertaking  of  the  Hindley  Local  Board.  Powers  in 
regard  to  the  issue  of  Corporation  stock  and  other  financial  arrangements 
are  sought. 

Windermere  District  Gas  and  Water. — This  is  an  application  by  the 
Windermere  District  Gas  and  Water  Company  for  authority  to  issue  and 
apply  for  the  purposes  of  the  water  undertaking  the  present  unissued 
capital  authorized  to  be  raised  under  their  Act  of  1869  without  the 
consent  of  the  shareholders,  as  provided  by  section  10  of  the  Act;  and 
for  this  purpose  to  amend  the  section.  Additional  borrowing  powers 
are  asked  for ;  and  also  sanction  to  construct  new  works  connected 
with  the  water  supply.  Provisions  are  included  in  the  notice  referring 
to  compensation  water,  the  levying  of  rates,  &o.  The  Company  also 
desire  to  be  enabled  to  suply  water  for  other  than  domestic  purposes 
without  the  permission  of  the  owners  or  occupiers  of  mills  or  manu¬ 
factories  using  the  waters  of  Dubbs  Beck. 

WooDHALL  Spa  Company. — It  is  proposed  to  ask  for  power  to  incorporata 
a  Company  bearing  this  title,  to  take  and  maintain  the  water-works 
situated  in  Lindley — viz.,  a  reservoir  and  pumping  station  in  a  field 
belonging  to  the  Eight  Hon.  Earl  Fortescue,  a  service  reservoir,  and  the 
line  of  pipes,  aqueduct,  and  other  works  connected  therewith.  They 
seek  for  authority  to  divert  and  appropriate  all  streams  and  waters  that 
may  be  found  on  land  which  belongs  to,  or  may  be  acquired  by  them, 
and  to  make  regulations  for  the  prevention  or  misuse  or  contamination 
of  water.  The  applicants  also  desire  to  be  invested  with  power  to 
purchase  certain  lands  in  the  parish  of  Woodhall  or  Kirkstead,  to  be 
used  as  works  for  the  manufacture  of  gas  and  residual  products ;  and 
sanction  is  asked  to  the  supply  of  gas  and  water  by  them  in  Woodhall, 
Kirkstead,  Langton,  Kirkby-on-Bain,  Thornton,  Eoughton,  and  Martin. 
Compulsory  powers  of  purchase  of  lands  and  waters  are  sought ;  and 
also  authority  to  levy  rates  and  charges,  to  acquire  and  maintain  sewers 
and  works  belonging  to  the  Woodhall  Spa  Estate,  and  to  make  agree¬ 
ments  with  the  proprietors  of  the  latter. 

Ye.vdon  Water. — The  Yeadon  Water  Company  intend  to  seek  for  powers 
to  construct  a  new  reservoir  and  other  works ;  and  for  this  purpose  to 
take  certain  lands.  The  extension  of  the  present  limits  of  supply  is 
desired,  and  also  authority  to  alter  the  existing  rates  and  charges.  Pro¬ 
visions  relative  to  agreements  with  local  authorities,  the  fouling  of  water, 
&c.,  are  included  in  the  notice.  To  the  foregoing  objects  the  Company 
wish  to  apply  existing  funds,  any  moneys  which  they  still  ha  ve  power 
to  raise,  and  any  additional  capital  they  may  be  allowed. 


NOTICES  OF  APPLICATIONS  TO  THE 
BOARD  OF  TRADE  (SESSION  1889),  UNDER  THE  GAS  AND 
WATER  WORKS  FACILITIES  ACT,  1870. 

Briohtlingsea  Water. — Application  is  proposed  to  be  made  by  the 
Brightlingsea  Water  Company  for  power  to  maintain,  enlarge,  and 
continue  the  existing  water-works,  and  to  impound  therein  springs  or 
streams  near  the  site  thereof ;  and  also  to  construct  further  works. 
Sanction  is  required  to  levy  rates  for  water,  and  permission  to  take 
steps  to  prevent  the  pollution  and  misuse  of  the  Company’s  water.  The 
applicants  desire  the  capital  and  borrowing  powers  to  be  defined  and 
regulated ;  and  to  be  permitted  to  efiect  contracts  for  the  supply  of  water 
in  bulk. 

Buckley  Gas.— Application  is  to  be  made  for  an  Order  to  authorize  the 
undertakers  to  be  named  therein,  or  a  Company  formed  for  the  pur¬ 
pose,  to  construct  and  maintain  gas-works,  and  to  supply  gas  in  Buckley 
and  the  neighbourhood.  All  the  powers  necessary  to  the  carrying  on  of 
the  business  of  a  Gas  Company  are  sought  for. 

CoRSH.AM  Water. — The  Corsham  Water  Company  announce  their  inten¬ 
tion  of  applying  for  authority  to  continue  and  maintain  existing  water¬ 
works,  and  to  supply  water  within  the  parishes  of  Corsham,  Pewsham, 
and  Lacock.  They  also  wish  to  be  empowered  to  construct  additional 
works,  and  to  therein  impound  the  underground  waters  of  certain  springs 
situated  in  the  parish  of  Pewsham.  Sanction  is  asked  to  supply  water 
by  meter,  to  make  and  sell  meters,  and  to  let  meters  on  hire ;  and, 
further,  to  make  arrangements  for  the  supply  of  water  in  bulk  or  other¬ 
wise  to  local  authorities.  Permission  is  also  sought  to  sell  absolutely  or 
to  lease  for  a  term  of  years,  any  part  of  the  undertaking. 

Faversham  Water. — Application  is  to  be  made  by  the  Faversham  Water 
Company  for  authority  to  maintain  and  continue  water-works  and 
supply  water  in  so  much  of  the  parishes  of  Faversham,  Preston, 
Davington,  Ospringe,  and  other  places  in  Kent,  as  lie  within  a  radius  of 
a  mile  and  a  half  from  the  Faversham  Town  Hall.  Further  money 
powers  are  sought,  as  well  as  authority  to  make  agreements  with  local 
bodies  for  the  supply  of  water  in  bulk. 

Harpenden  Water. — It  is  intended  to  apply  for  power  to  enable  the 
undertakers  to  be  named  in  the  proposed  Order  to  maintain  and  con¬ 
struct  water- works,  and  to  supply  water  in  the  parish  of  Harpenden. 
Provisions  in  reference  to  water-rates,  the  manufacture,  purchase,  and 
sale  of  meters,  and  contracts  with  local  authorities  are  embraced  in  the 
notice.  It  is  desired  that  the  capital  in  respect  of  the  existing  works 
should  be  determined;  and  sanction  to  raise  further  money  is  asked. 

Llandrindod  Wells  Water. — This  is  an  application  by  the  Llandrindod 
Wells  Water  Company  for  powers  to  raise  additional  capital  for  the  pur¬ 
poses  of  their  undertaking. 


Market  Rasen  Gas. — The  Market  Rasen  New  Lighting  Company, 
Limited,  seek  to  obtain  authority  to  maintain  and  continue  their  existing 
works  and  plant,  and  to  makesuch  extensions  as  may,  from  time  to  time,  be 
necessary.  They  also  desire  power  to  sell  gas  in  bulk  to  any  local  authority 
authorized  to  supply  gas,  or  to  any  gas  company,  for  re-sale  in  adjoining 
districts,  and  to  be  enabled  to  acquire  patent  rights  and  licenses  in 
relation  to  the  manufacture  and  distribution  of  gas.  E'or  the  various 
purposes  of  the  proposed  Order,  additional  capital  is  desired. 

Marlow  Water. — Application  is  intended  to  be  made  by  the  Great 
Marlow  Water  Company,  Limited,  for  authority  to  maintain  and  con¬ 
tinue  their  existing  works,  and  to  construct  such  works  as  may  be 
deemed  necessary  for  the  purposes  of  the  Order.  They  wish  to  be 
empowered  to  supply  water  in  the  parishes  of  Great  Marlow,  Little 
Marlow,  Woburn,  and  Medmenham  (Bucks),  and  Bisham  and  Hurley 
(Berks) ;  and  to  have  their  capital  fixed  and  defined. 

Melton  Mowbray  Gas. — The  Melton  Mowbray  Gas  Company,  Limited, 
purpose  applying  for  authority  to  maintain  and  continue  their  existing 
gas-works,  and  to  manufacture  and  supply  gas  within  the  parishes  of 
Melton  Mowbray  and  Thorpe  Arnold,  in  the  county  of  Leicester,  for 
which,  and  for  the  general  purposes  of  the  undertaking,  additional 
capital  is  required.  The  usual  powers  as  to  supplying  gas  meters, 
fittings,  stoves,  &o.,  levying  rates  and  charges,  and  making  agreements 
with  local  authorities  are  sought. 

Otley  Gas. — Authority  is  intended  to  be  sought  by  the  Otley  Gas  Com¬ 
pany  for  authorization  to  maintain,  alter,  and  re-erect  their  works ;  and 
to  supply  gas  to  Otley,  Newall-with-Clifton,  Farnley,  and  Weston. 
Permission  is  asked  to  the  supply  of  gas  in  bulk,  and  to  the  extension 
of  the  Company’s  mains.  The  notice  includes  the  usual  powers  as  to 
breaking  up  of  streets,  purchase  of  patent  rights,  &o.  To  enable  the 
Company  to  carry  out  their  proposals,  additional  capital  is  required. 

Pocklington  Water. — The  Pocklington  Water  Company,  Limited,  notify 
that  they  intend  applying  for  power  to  construct  new  works;  and  they 
ask  for  sanction  to  purchase  lands  for  this  purpose. 

Romford  Gas. — ^The  Romford  Gas  Company  propose  to  ask  for  power  to 
maintain  or  discontinue  their  existing  works,  and  to  erect  new  works  for 
the  manufacture,  storeage,  and  supply  of  gas,  coke,  and  residual  pro¬ 
ducts.  Sanction  is  required  by  the  Company  to  acquire  and  hold  patent 
rights  and  licenses  in  relation  to  the  manufacture  and  distribution  of  gas 
and  the  utilization  of  residual  products.  They  also  desire  to  be  em¬ 
powered  to  purchase  lands,  to  make  contracts  with  local  authorities,  to 
raise  additional  capital,  and  to  manufacture,  purchase  or  hire,  and 
supply  gas-meters,  fittings,  and  stoves. 

St.  Ives  (Hunts)  Gas. — 'The  St.  Ives  (Hunts)  Gas  Company,  Limited, 
intend  seeking  authority  to  maintain  and  enlarge  their  existing  works, 
to  manufacture  gas  and  residual  products,  to  supply  gas  subject  to  the 
provisions  of  the  Gas-Works  Clauses  Acts  of  1847  and  1871,  and  to 
exercise  all  powers,  rights,  and  privileges  as  are  necessary  for,  and  inci¬ 
dental  to  a  Gas  Company.  They  ask  that  the  existing  capital  may  be 
defined,  and  authority  given  them  to  raise  further  capital. 

Warminster  Gas. — It  is  proposed  by  the  Warminster  Gas  and  Coke  Com¬ 
pany  to  apply  for  an  Order  to  authorize  them  to  continue  and  from  time 
to  time  repair,  improve,  and  enlarge  their  existing  works.  Power  is 
asked  to  supply  gas  in  the  parishes  of  Warminster  and  Bishopstrow,  and 
to  manufacture  coal  tar,  coke,  pitch,  asphaltum,  ammoniacal  liquor,  oil 
and  other  residual  products.  Additional  lands  are  required,  and  also 
increased  borrowing  powers.  The  notice  includes  provisions  relative  to 
the  supply  of  gas  in  bulk,  extension  of  mains,  acquisition  of  patent 
rights,  rates  and  charges,  &c. 


NOTICES  TO  THE  BOARD  OF  TRADE  UNDER  THE  ELECTRIC 
LIGHTING  ACTS,  1882  AND  1888. 

Birmingham  Electric  Light  and  Power. — Application  is  intended  to  be 
made  by  Messrs.  A.  Chamberlain  and  G.  Hookham  for  powers  to  produce 
and  distribute  electricity  for  public  and  private  purposes  within  an  area 
(defined  in  the  notice)  in  the  borough  of  Birmingham;  and  for  this 
purpose  they  desire  authority  to  break  up  streets,  acquire  land,  fix  wires, 
and  supply  lamps,  meters,  and  fittings.  Provisions  as  to  making  agree¬ 
ments  with  the  Local  Authority,  the  Postmaster-General,  and  others 
are  embraced  in  the  notice. 

Brighton  and  Hove  Electric  Lighting. — It  is  proposed  by  the  Brighton 
Electric  Light  Company  to  ask  for  sanction  to  produce  and  supply 
electricity  for  public  and  private  purposes  “  in  all  the  streets  and 
thoroughfares  in  the  borough  of  Brighton  and  parish  of  Preston,  and 
the  town  of  Hove,”  including  a  number  of  private  streets  specified  in 
the  notice.  All  the  powers  necessary  for  the  undertakers  to  conduct 
such  business  are  sought. 

Chelsea  Electricity  Supply  Company. —  This  Company  have  given 
notice  of  their  intention  to  apply  for  two  Orders  to  supply  electricity 
(1)  in  the  parish  of  St.  George,  Hanover  Square,  and  (2)  in  the  parish  of 
Kensington.  The  applicants  ask  for  authority  to  construct  the  neces¬ 
sary  works,  lay  wires,  break  open  streets,  acquire  land,  levy  rates,  and 
make  agreements  with  local  authorities. 

Dublin  Electric  Lighting. — The  Corporation  of  Dublin  give  notice  of 
their  intention  to  apply  for  authority  to  supply  electricity  for  all  public 
and  private  purposes  within  the  city,  and  for  this  purpose  to  erect  and 
maintain  works  and  lines,  and  exercise  all  the  necessary  powers  inci 
dental  to  the  business.  The  streets  in  which  lines  are  first  to  be  placed 
are  specified  in  the  notice ;  and  the  applicants  do  not  propose  to  ask  for 
power  to  break  up  any  streets  not  under  the  control  of  the  Local 
Authority. 

Electrical  Power  Store.age  Company. — This  Company  intend  to  apply 
for  two  Orders,  authorizing  them  to  produce  and  supply  electricity  in 
(1)  Paddington,  and  (2)  St.  Martin’s-in-the-Fields  and  the  Strand  district. 
They  ask  for  powers  to  enable  them  to  construct  works  and  to  make  all 
arrangements  necessary  to  the  carrying  out  of  their  proposals. 

Kensington  Electric  Lighting.— The  House-to-House  Electric  Light 
Supply  Company,  Limited,  purpose  making  application  for  power  to 
supply  electricity  in  the  parish  of  St.  Mary  Abbotts,  Kensington  ;  cer¬ 
tain  streets  and  places  (specified  in  the  notice)  being  excepted. 
Authority  is  sought  to  make  charges,  acquire  land,  construct  works, 
make  arrangements  with  local  authorities,  and  to  open  streets. 

Kensington  and  Knightsbridge  Electric  Lighting. — Authority  is 
sought  by  the  Kensington  and  Knightsbridge  Electric  Lighting  Com¬ 
pany,  Limited,  to  supply  electricity  for  public  and  private  purposes  in 
the  parishes  of  St.  Mary  Abbotts,  Kensington,  and  St.  Margaret,  West¬ 
minster,  for  which  object  they  require  power  to  construct  the  necessary 
works,  acquire  lauds,  break  up  and  interfere  with  streets,  and  make 
arrangements  with  local  authorities. 

Liverpool  Electric  Lighting.— The  Liverpool  Electric  Supply  Company, 
Limited,  propose  to  apply  for  power  to  produce  and  supply  electricity 
for  lighting  and  other  purposes  in  the  city.  They  wish  for  authority  to 
break  up  streets  and  roads,  and  lay  down  wires,  as  well  as  for  construct¬ 
ing  the  necessary  works;  also  to  acquire  land  and  other  rights,  and 
8up))ly  lamps,  meters,  and  fittings.  The  district  to  be  supplied  is  defined 
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in  the  notice,  which  also  contains  a  clause  to  enable  the  Company  and 
the  Corporation  to  enter  into  agreements  as  to  supplying  electricity, 
breaking  up  roads,  &c.,  and,  if  necessary,  to  authorize  the  Corporation 
to  exercise  any  of  the  powers  proposed  to  be  conferred  upon  the 
Company.  The  usual  authority  as  to  levying  rates  and  charges  is 
sought.  The  Liverpool  Electric  Lighting  License  of  last  year  is  to  be 

amended  or  revoked.  _  .  „  ,  ^ 

London  Electbic  Supply. — The  London  Electric  Supply  Corporation, 
Limited,  intend  applying  for  sanction  to  supply  electricity  for  public 
and  private  purposes  to  the  extensive  area  constituting  the  following 
parishes  and  districts: — The  parishes  of  St.  Martin-in-the-Fields ,  St. 
Margaret  and  St.  John  (united),  Westminster ;  St.  James,  Westnainster; 
St.  George,  Hanover  Square  ;  Chelsea ;  St.  Mary  Abbotts,  Kensington , 
Paddington;  St.  Marylebone;  St.  John,  Hampstead;  St.  Pancras ;  St. 
Mary,  Islington;  St.  James  and  St.  John  (united),  Clerkenwell;  bt. 
Leonard,  Shoreditch;  St.  Luke  and  St.  George-in-the-East ;  the 
Strand  district ;  St.  Giles  ;  Holborn  ;  Whitechapel ;  the  City  of  London 
and  the  Liberties  thereof ;  Lincoln’s  Inn  ;  Gray’s  Inn ;  the  Inner  and 
Middle  Temple  ;  all  the  County  of  Middlesex  ;  Greenwich  ;  the  parishes 
of  St.  Mary,  Eotherhithe  ;  St.  Mary,  Lambeth  ;  St.  Mary,  Newington  ; 
St.  George-the-Martyr,  Southwark,  and  St.  Mary,  Bermondsey;  the 
districts  of  St.  Olave,  St.  Saviour,  and  Christchurch  in  the  county^  m 
Surrey.  The  Company  purpose  constructing  a  central  station  at  which 
the  electricity  will  be  generated,  and  a  systein  of  distributing  stations 
and  mains  ;  and  they  seek  for  authority  to  acquire  all  the  necessary  plant 
therefore.  Permission  is  asked  to  enter  into  arrangement  with  local 
authorities  in  regard  to  the  breaking  up  of  streets,  &c. ;  to  make  con¬ 
tracts  to  supply  such  bodies  with  electricity  ;  and  to  apply  for  the  above 
purposes  the  funds  of  the  Corporation  and  the  money  to  be  borrowed 
under  the  Order.  The  applicants  propose  to  take  powers  to  cross  the 
Thames  by  the  bridges  of  the  London  and  Brighton,  South  Lastern,  and 
Chatham  and  Dover  Bailway  Companies,  to  interfere  with  various  tram¬ 
ways  and  railways,  to  levy  rates  and  charges,  and  for  other  purposes. 

Metropolitan  Electric  Lighting, — The  Metropolitan  Electric  Supply 
Company,  Limited,  have  notified  their  intention  of  applying  for  Pro¬ 
visional  Orders  having  reference  respectively  to  North  London,  South 
London,  Mid  London,  and  West  Loudon.  In  the  notice  relating  to  the 
first-named  district,  the  Company  wish  to  be  authorized  to  distribute 
electricity  in  the  parishes  of  St.  James,  and  St.  John,  Clerkenwell;  St. 
Mary,  Islington ;  and  St.  Pancras  and  St.  John,  Hampstead,  The  pro¬ 
posed  South  London  Order  embraces  Lambeth,  Streatham,  and  Clapham. 
In  the  notice  referring  to  Mid  London,  the  Company  contemplate 
supplying  electricity  to  a  very  wide  area,  comprising  the  parishes  of  St. 
John  the  Evangelist,  Westminster;  St.  Margaret,  Westminster;  St. 
George,  Hanover  Square;  St.  Giles-in-the-Fields ;  St.  George,  Blooms¬ 
bury;  St.  Andrew,  Holborn-above-Bars ;  St.  George-the-Martyr;  St. 
Sepulchre,  Saffron  Hill;  Hatton  Garden  ;  Ely  Bents  and  Ely  Place;  the 
Liberty  of  Glasshouse  Yard ;  St.  Anne,  Soho ;  St.  Paul,  Covent  Garden  ; 
St.  John  the  Baptist,  Savoy,  or  precinct  of  the  Savoy ;  St.  Mary-le- 
Strand;  St.  Clement  Danes,  and  the  Liberty  of  the  Bolls,  together  with 
the  Charter  House,  Gray’s  Inn,  Lincoln’s  Inn,  Staple  Inn,  Eurnival  s 
Inn,  and  the  Close  of  the  Collegiate  Church  of  St.  Peter.  Authority  is 
sought  in  the  proposed  West  London  Order  to  supply  St.  Marylebone, 
Paddington,  and  St.  Mary  Abbotts,  Kensington.  The  various  powers 
required  by  the  Company,  as  set  forth  in  each  of  the  notices,  are  similar 
in  almost  every  respect ;  and,  stated  shortly,  they  are  to  authorize  the 
Company  to  produce,  store,  and  supply  electricity,  to  construct  works, 
break  up  and  interfere  with  streets,  (fee.,  purchase  lands,  patent  rights, 
&c.,  to  make  agreements  with  local  authorities,  to  levy  charges  for  the 
supply  of  electricity,  to  apply  the  funds  of  the  Company  to  the  purposes 
of  the  Orders,  and  to  sub-divide,  if  deemed  necessary  or  expedient,  the 
area  of  supply.  ^  •  t  .  u 

Notting  Hill  Electric  Lighting. — The  Netting  Hill  Electric  Light 
Company  notify  their  intention  of  making  application  for  power  ^to 
supply  electricity  in  the  parish  of  St.  Mary  Abbotts,  Kensington,  bor 
this  purpose  they  ask  for  authorization  to  acquire  lands,  and  to  construct 
the  necessary  works.  Provisions  as  to  rates  and  charges,  and  making 
arrangements  with  local  authorities,  are  comprised  in  the  notice. 

Strand  Electric  Lighting. — The  House-to-House  Electric  Light  Supply 
Company,  Limited,  ask  for  authority  to  supply  electricity  in  the  streets, 
thoroughfares,  and  houses  in  the  Strand  district ;  and  the  powers 
necessary  to  carry  out  this  proposal  are  desired. 

Swansea  Electric  Lighting. — The  Corporation  of  Swansea  notify  their 
intention  of  applying  for  power  to  produce,  store,  and  supply  electricity 
within  the  borough  ;  and  for  this  purpose  to  acquire  land,  construct  the 
necessary  works,  lay  down  wires,  &c. 

Westminster  Electric  Lighting. — This  is  a  proposal  by  the  Westminster 
Supply  Corporation,  Limited,  to  obtain  authority  to  produce  and  supply 
electricity  for  both  public  and  private  purposes  in  various  parishes 
(named  in  the  notice}  in  the  City  and  Liberties  of  Westminster  and 
the  Strand.  Authorization  is  sought  to  fix  charges,  to  acquire  lands, 
to  make  arrangements  with  local  authorities,  to  open  streets,  and  to  lay 
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NOTICE  OF  APPLICATION  TO  THE 
LOCAL  GOVEENMENT  BOAKD  (SESSION  1889)  UNDEE  THE 
PUBLIC  HEALTH  ACT,  1875. 

Eoss  Impeovejient.— It  is  intended  by  the  Eoss  Improvement  Commis¬ 
sioners  to  make  application  for  power  to  purchase  the  private  gas¬ 
works  existing  at  Eoss,  and  to  carry  on  the  business  generally  of  gas 
manufacturers  and  suppliers.  For  this  purpose,  the  applicants  desire  to 
be  allowed  to  borrow  money. 


THE  HALIFAX  GAS  SCANDAL. 

The  event  of  last  week,  as  far  as  Halifax  Gas  ASairs  are  concerns, 
was  the  seizure  on  Tuesday — at  the  offices  of  Mr.  Carr’s  Solicitors  of  the 
press-copy  sheets  containing  coal  tests,  which  are  to  be  the  subject  of  a 
criminal  examination  against  Mr.  Carr  at  the  forthcoming  Leeds  Assizes. 
The  Halifax  Courier  understands  that  last  Thursday  week  (the  day 
before  Mr.  Carr  answered  to  the  charges  made  against  him  at  the  Borough 
Court)  some  negotiations  were  entered  into  by  which  Mr.  Alderman 
Horsfall  made  a  proposal  to  Mr.  Storey,  that  if  he  gave  up  the  whole  of 
the  missing  leaves,  the  Mayor,  representing  the  Corporation,  would  not 
press  the  case  against  him  for  mutilating  the  test-book.  For  some 
reason  or  other,  these  negotiations  where  not  successful ;  and  so  the 
case  was  heard  and  sent  for  trial.  In  the  course  of  the  hearing,  it 
be  remembered,  the  chief  clerk  at  the  gas-works  admitted  he  had  spoiled 
perhaps  8  or  9  of  the  leaves  in  the  test-book,  leaving  about  70,  all  of  which 
Mr.  Carr’s  Counsel  said  would  be  produced.  Only  three,  however,  were 
produced,  as  samples  of  the  rest.  Nothing  more  transpired;  and  it 
was  understood  by  most  people  that  the  prosecution  would  ha^  to  go 
to  the  Assizes  without  the  missing  leaves  in  their  possession.  On  Tuesday 
morning,  however,  a  somewhat  daring,  and  a  very  unusual  course  was 
resorted  to.  On  the  application  of  the  Town  Clerk,  Mr.  J.  H.  Swallow, 
J.P.,  issued  a  search  warrant ;  and,  armed  with  this,  Detective-Inspector 
Newburn,  accompanied  by  the  Mayor  and  Town  Clerk,  drove  up  to  Mr. 
Storey’s  office.  Mr.  Storey  and  his  partners  were  all  away— only  two 
boys  being  within.  There  were  79  pages  missing  from  the  book  in  ques¬ 
tion,  70  of  which  Mr.  Storey  was  understood  to  have  ;  and  the  whole  of 
these  were  seized  by  Inspector  Newburn  and  taken  to  the  Town  Hall.  As 
soon  as  they  were  found,  the  Mayor  and^Town  Clerk  drove  on  ;  the  In¬ 
spector  remaining  behind  until  Mr.  Storey’s  return. 

The  following  correspondence — sent  to  the  local  press  _  by  Messrs. 
Storey  and  Co.— has  been  published,  accompanied  by  a  brief  prefacing 
letter  in  which  Mr.  Carr’s  Solicitors  say:  “The  unprecedented  and 
questionable  course  taken  by  the  Mayor  and  Town  Clerk  of  entering  our 
offices  on  Tuesday  last,  accompanied  by  Detective-Inspector  Newburn, 
leaves  us  no  alternative  but  to  ask  you  to  publish  the  following  letters,  to 
which  we  have  received  no  reply.”  The  letters  are  all  addressed  to  the 
Town  Clerk,  Mr.  Keighley  Walton  :- 

Dear  Sir,— Although  Counsel  only  put  in  four  or  five  of  the  missing 
sheets,  it  must  not  be  inferred  that  the  remaining  sheets  at  all  afiect  the 
Corporation  or  its  funds ;  and  as  an  impression  has  been  allowed  to  go 
abroad  that  the  sheets  were  kept  back  because  they  implicate  our  client,  we 
are  quite  prepared  to  furnish  you  with  copies  of  the  whole  of  thern,  in  order 
that  you  may  see  that  there  is  not  a  tittle  of  evidence  of  fraud  of  any  kind 
against  our  client.  He  courts,  and  will  require,  the  fullest  investigation 
into  the  matter ;  and  does  not  wish  it  to  be  said  that  he  has  concealed 
anything.  A  perusal  of  the  sheets  or  copies  thereof  will,  we  think,  con¬ 
vince  you  and  the  Mayor  of  our  client’s  innocence. 

At  any  rate,  after  you  have  had  the  opportunity  of  examining  what  we 
are  prepared  as  above  to  furnish,  you  will  doubtless  feel  it  your  duty  to 
point  out,  if  you  can,  anything  which  you  think  constitutes  fraud,  and  to 
give  us  notice  thereof,  so  that  we  may  be  prepared  to  deal  therewith# 

We  repeat  what  we  have  all  along  said,  that  the  sheets  relate  solely  to 
private  analyses,  and  do  not  afiect  the  Corporation  in  any  way.^ 

Your  reply  in  the  course  of  to-day  or  Monday  will  oblige. — Lours  truly, 

(Signed)  Stobey  &  Co. 

Halifax,  Nov.  27,  1888. 

Dear  Sir,— We  enclose  you  a  letter,  which  was  written  previous  to  our 
Mr.  Storey’s  leaving  the  office  this  morning,  and  only  awaited  the  com¬ 
pletion  of  the  transcripts  to  be  forwarded  to  you  We  think  you  had 
better  have  it,  in  order  to  show  that  we  are  acting  in  good  faith. 

We  have  also  to  request  that  you  will  give  us  an  opportunity  of  com¬ 
pleting  the  transcripts  and  examining  them  with  the  press  copies. 

With  regard  to  your  action  this  morning,  we  may  have  something  to 
say  later  on.— Yours  truly,  (Signed)  Stobey  &  Co. 

[Enclosure.]  Halifax,  Nov.  27,  1888. 

Dear  Sir,— We  have  now  made  transcripts  of  the  press  copies  of  leaves 
taken  from  the  letter  book,  with  a  view  to  hand  such  transcripts  to  you, 
as  promised ;  but  as  it  may  be  more  satisfactory  to  you  to  have  the 
original  press  copies  instead  of  the  transcripts,  we  now  hand  the  whole  of 
them  to  you.  ,  #  ,,  , 

In  doing  so,  we  think  it  due  to  our  client  to  say  that  he  has  all  along 
regarded,  and  still  regards,  the  information  contained  therein  to  be  his 
private  property,  as  it  has  no  reference  to  any  matter  connected  with  the 
Halifax  Gas-Works.  He  most  distinctly  and  emphatically  disclaims  any 
felonious  or  fraudulent  intent  whatever  in  instructing  the  clerk  (Milner) 
to  remove  the  leaves  from  the  book.  In  regard  to  the  few  pages  which 
appear  to  be  missing,  our  client  is  unable  to  give  any  information  respect¬ 
ing  them.  He  can  only  suppose  they  may  have  been  injured  or  destroyed 
in  the  process  of  making  copies,  as  was  admitted  by  Milner,  who  made  the 
copies,  to  be  quite  possible.  At  any  rate,  they  are  not,  and  never  have 
been,  in  our  client’s  possession.— Yours  truly,  (gigug^)  Stobey  &  Co. 


It  is  understood  that  Mr.  Carr’s  case  will  come  on  for  trial  at  the  next 
Leeds  Assizes,  which  commence  on  the  10th  inst. 


Unlawfully  Using  Gas  at  Debby.— On  Tuesday  last,  at  Derby,  Henry 
John  Eobinson  was  summoned  by  the  Derby  Gas  Company,  that  between 
the  9th  of  October  and  the  15th  of  November  he  did  unlawfully  use  and 
burn  gas  supplied  to  his  premises  by  the  Company.  A  fitter  in  the  employ 
of  the  Company  deposed  that  on  the  9th  ult.  he  went  to  the  defendant’s 
house  to  take  the  state  of  the  meter,  and  to  cut  the  gas  off.  He  unscrewed 
the  connection,  and  put  a  cork  in  the  pipe.  The  state  of  the  index  at  that 
time  was  283.  Another  of  the  Company’s  workmen  stated  that  on  the 
15th  of  November  he  examined  the  meter.  The  cork  had  been  taken  out 
and  gas  had  been  used,  the  index  registering  303.  Defendant  denied  that 
he  had  unstopped  the  meter ;  and  said  he  had  no  notice  that  the  gas  was 
going  to  be  stopped.  He  was  sure  he  never  took  any  cork  out,  and  alleged 
that  the  gas  burned  as  usual  after  it  was  supposed  to  have  been  stopped. 
He  called  his  daughter,  who  said  the  gas  was  lit  immediately  after  the  first 
workman  had  gone,  and  burned  as  usual.  This  man,  however,  said  he 
tried  the  gas  after  he  had  stopped  it,  and  found  there  was  no  supply.  The 
Company’s  collector  said  the  supply  was  stopped  owing  to  the  defendant 
becoming  bankrupt.  The  Company  did  not  wish  to  press  the  case,  but 
they  desired  to  deter  others  from  doing  the  same  thing.  The  Bench 
inflicted  a  fine  of  20s.  and  costs,  in  all  29s.  fid. 


THE  GENEEAL  GAS  COMPANY  OF  FEANCE. 

In  the  report  presented  by  the  Directors  of  this  Company  at  the 
annual  general  meeting  on  the  23rd  of  October  last,  they  stated  that  during 
the  twelve  months  ending  June  30  they  had  been  subjected  to  competi¬ 
tion  with  the  electric  light  in  several  of  the  French  towns,  whereas  pre¬ 
viously  this  competition  had  only  been  experienced  at  Tours.  The  receipts, 
however,  and  consequently  the  profits,  had  not  fallen  off;  on  the  con¬ 
trary,  the  accounts  showed  that  they  had  considerably  increased  as  com- 
pared  with  the  preceding  year.  This  fact  would,  the  Directors  thought, 
have  the  efiect  of  removing  any  apprehensions  to  which  the  competition 
of  electricity  might  give  rise  in  regard  to  the  future  of  gas.  In  adffition 
to  the  works  already  possessed  by  the  Company,  two  others  (at  Brest 
and  at  Pirseus)  were  acquired  towards  the  end  of  the  financial  year  ;  but,  of 
course,  they  had  little  effect  on  the  result  of  the  working.  The  camtal 
account  was  thus  increased  from  27,557,352  frs.  to  30,913,990  frs.  ^ 
profits  resulting  from  the  works  possessed  by  the  Company  amounted  to 
714  824  frs. ;  the  interest  accruing  on  the  investments  in  other  under¬ 
takings,  to  1,505,094  frs. — making  a  total  of  2,219,378  frs,  and  being  an  in¬ 
crease  of  142,337  frs.  on  the  profit  for  the  preceding  year.  A^aing  to  this 
the  balance  brought  forward  (630,211  frs.),  made  a  total  of  ^849,589  frs. 
Taking  from  this  sum  the  general  expenses,  interest,  and  the  payment 
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to  the  sinking  fund — in  all,  756,904  frs. — there  was  left  a  net  balance  of 
‘2,092,625  frs.  After  making  the  various  deductions  for  the  reserve  fund. 
Directors’  fees,  &c,,  there  was  left  a  sum  of  968,896  frs.  available  for  divi¬ 
sion  among  the  proprietors.  The  Directors  recommended  that  200,000  frs. 
of  this  should  be  distributed  as  dividend,  and  the  remainder  carried  for¬ 
ward.  This  would  allow  a  dividend  of  30  frs.  per  share.  The  statutory 
reserve  fund  was  brought  up  to  470,375  frs. ;  bonds  and  other  securities 
to  the  amount  of  512,500  frs,  were  paid  off ;  and  there  was  left  tojthe  good 
768,896  frs.  The  above-named  dividend  was  declared.  In  order  to  meet  the 
expenditure  necessitated  by  the  increasing  business  of  the  Company,  the 
Directors  were  authorized  to  raise  additional  capital  to  the  extent  of 
5,000,000  frs.  by  the  issue  of  bonds. 


OEIENTAL  GAS  COMPANY,  LIMITED. 

The  Ordinary  General  Meeting  of  this  Company  was  held  last  Wednes¬ 
day,  at  the  London  Offices,  14,  St.  Mary  Axe,  E.C. — Mr.  H.  M‘Lauchlan 
Backlek  in  the  chair. 

The  Secretaey  (Mr.  A.  Hersee)  read  the  notice  convening  the  meeting  ; 
and  it  was  agreed  to  take  as  read  the  report  of  the  Directors  and  the  state¬ 
ment  of  accounts  for  the  year  ending  June  30  last,  an  epitome  of  which 
appeared  in  the  Journal  for  the  20th  ult.  (p.  899). 

The  Chairman  ;  Gentlemen, — I  have  now  to  make  a  few  remarks  ;  and 
they  will  be  but  few,  because  there  is  very  little  to  say.  The  report  itself, 
though  not  a  long  one,  deals  with  the  principal  subjects  that  have  been 
under  the  consideration  of  the  Directors  during  the  year,  apart  from  the 
ordinary  daily  management  to  which  they  give  their  attention.  In  the 
first  place,  as  regards  the  accounts  for  the  twelve  months,  there  is  nothing 
particular  in  them,  except,  I  am  sorry  to  say,  a  further  increase  of  the 
rate  of  exchange,  which  has  caused  us  an  additional  loss  of  ^1337.  This, 
as  you  know,  we  have  not  the  slightest  power  over.  It  is  very  discouraging 
I  must  say  to  us  (as  it  must  be  to  all  others  who  have  money  to  receive 
from  India)  to  find  that,  notwithstanding  the  endeavours  made  to  improve 
the  position  of  the  Company  to  a  higher  state  of  success  than  that  which 
it  has  attained — although  that  is  very  satisfactory — all  these  efforts  are 
annulled  by  such  a  circumstance  as  this,  and  a  circumstance  which  seems 
to  be  interminable,  so  far  as  I  can  tell,  at  all  events.  We  have  lost,  as  I 
have  said,  i£1337  more  than  we  did  before ;  and  consequently,  although  we 
have  an  increase  of  revenue,  and  although  the  greatest  exertions  have 
been  made  by  our  able  Manager,  Mr.  Niven,  to  add  to  the  business  of  the 
Company,  and  with  some  success,  still  this  is  all  annulled  by  the 
increase  in  the  rate  of  exchange.  This  we  cannot  help  ;  and  therefore 
it  is  no  use  remaining  any  longer  on  the  subject.  I  will  now  proceed 
to  make  a  few  remarks  on  the  accounts  in  other  particulars,  which, 
however,  are  of  less  importance  than  that  which  I  have  mentioned. 
You  will  see  the  capital  outlay  is  very  small  indeed  this  year.  I  com¬ 
mented  last  year  on  the  smallness  of  the  amount ;  but  it  is  still  less  on 
the  present  occasion.  I  am  sorry  it  should  be  so  small,  because,  as  I  then 
said,  if  we  had  to  spend  money  out  of  our  capital,  it  would  be  because  that 
capital  would  be  more  productive  by  the  expenditure  incurred.  We  are 
therefore,  pretty  nearly  at  a  standstill,  although  not  entirely  so,  as  you 
see  by  the  additional  receipts  which  we  have  had  for  gas.  Then  another 
item  in  the  accounts  which  would  attract  the  attention  of  those  among 
you  who  are  well  acquainted  with  gas  matters — and  I  know  there  are 
several — is  the  additional  expenses  for  coal.  You  would  naturally  say, 
“  You  have  spent  so  much  more  on  coals — about  iT400  more — and  yet 
the  gas-rental  has  only  increased  by  4;983.”  I  will  explain  this  circum¬ 
stance  to  your  satisfaction.  In  the  first  part  of  the  year,  we  found  our 
coke  was  selling  readily ;  and  we  thought  it  would  be  advantageous  to 
use  coal  instead  of  coke  in  the  furnaces  for  the  heating  of  the 
retorts.  We  did  this;  and  it  was  very  satisfactory  indeed.  We 
should  have  continued  to  do  so  ;  but,  later  in  the  year,  we  found  that  an 
inferior  quality  of  coke  was  being  introduced  into  the  Calcutta  market 
which  was  the  product  of  coal  dross  from  the  collieries,  and  was  brought 
down  cheaply  to  Calcutta.  The  inferior  quality  of  it,  however,  would 
always  prevent  it  from  being  a  serious  competitor  with  the  gas  coke  we 
produce.  But  at  the  same  time,  the  Indian  natives  are  not  so  particular 
as  we  should  be ;  and  if  they  can  get  anything  cheaply,  that  is  sufficient 
inducement  to  them  to  use  it,  which  they  did  in  this  case  to  some  con¬ 
siderable  extent — so  much  so  that  our  stock  of  coke  increased  towards  the 
close  of  the  year ;  and  we  thought  it  necessary  then  to  suppress  the  use 
of  coal,  and  return  to  the  employment  of  coke  as  fuel.  This  we  may  alter 
again  as  circumstances  require.  You  will  see  by  this  that  Mr. 
Niven,  who  has  the  direction  of  these  matters  at  Calcutta,  has  not  been 
unmindful  of  our  interests,  and  that  he  has  done  all  in  his  power 
to  meet  the  difficult  circumstances  of  the  case  as  they  arose. 
With  regard  to  the  other  side  of  the  capital  account,  we  have 
paid  off  i£935  of  debentures,  which  fell  due,  and  which  we  did  not 
renew,  though  perhaps  we  may  do  later  on.  We  have  added  JEIOOO 
to  the  reserve  account ;  and  altogether  the  financial  state  of  the  Company 
is  on  an  excellent  basis.  Passing  on  to  the  other  paragraphs  of  the 
report,  you  will  observe,  of  course,  that  there  is  an  increase  in  public 
lighting.  The  addition  is  not  very  large;  but  at  the  same  time  we  cannot 
expect  a  great  increase  in  public  lights,  as  has  been  explained  to  you 
frequently  before.  The  extent  of  public  lighting  depends  entirely  upon 
the  amount  of  rate  voted  for  this  purpose.  If  the  rate  produces  a  large 
sum,  then  the  Company  are  likely  to  get  more  public  lighting;  but 
if  it  remains  at  a  standstill,  then  we  do  not  get  any  additional  benefit.  I 
should  mention  with  regard  to  public  lighting,  that  in  Calcutta  it  is  remu¬ 
nerative,  which  is  not  the  case  in  many  instances,  especially  in  other 
companies  working  abroad  in  which  many  of  us  here  are  interested. 
With  regard  to  private  lighting,  I  think  it  is  satisfactory.  Wo 
have  had  179  new  consumers,  and  1423  burners  added.  The  increased 
quantity  of  gas  consumed  during  the  year  has  been  used  by  the 
natives.  I  am  pleased  to  see  this  door  opened,  because,  once  opened,  I 
believe  it  is  there  we  shall  find  the  additional  profit  which  we  hope  to 
derive  from  the  extension  of  our  business.  No  doubt  this  is  a  difficult 
matter ;  and  Mr.  Niven  has  had  his  attention  drawn  specially  to  it — not 
that  he  requires  reminding,  because  he  is  most  zealous  in  endeavouring 
to  extend  the  Company’s  business.  Then  as  to  the  Company’s  works, 
Mr.  Niven  reports  that  they  are  in  a  satisfactory  condition,  and  the 
apparatus  and  holders  are  in  good  working  order.  Turning  again  to 
the  accounts,  there  are  several  items  which  are  not  exactly  the  same 
as  last  year,  though  they  do  not  differ  very  materially.  Eeferring  to 
mains  account,  wear  and  tear  and  repairs,  and  retort  account,  they  all 
show  differences  from  the  previous  year  ;  but,  taking  the  whole  of  the 
items  together,  you  will  find  that  the  difference  is  only  about  &YI.  We 
have  a  staff  of  men  who  are  employed  according  to  the  require¬ 
ments  for  their  labour — sometimes  it  may  be  for  one  thing  and 
sometimes  for  another.  And  this  is  the  only  reason  for  the  dif¬ 
ferences  yon  may  have  noticed  in  these  items :  The  men  have 
been  differently  employed  to  what  they  were  in  the  previous  year; 
consequently,  the  sum  being  the  same,  the  details  are  somewhat 
different.  The  extension  of  mains  by  2200  yards  does  not  require 
comment.  I  only  wish  it  had  been  much  more  than  this.  We  have  in 


Calcutta,  as  you  are  aware,  an  able  Committee,  composed  of  two  gentle¬ 
men,  who  have  rendered  the  Company  good  services.  We  have  not  had 
occasion  during  the  past  j'ear  to  call  for  any  special  effort  on  their  part  to 
serve  us;  but  their  vigilance  has  been  constant  and  successfully  exercised. 
They  work  in  perfect  harmony  with  Mr.  Niven;  and  you  know  how 
necessary  it  is  that  all  who  are  engaged  in  one  undertaking  should  work 
well  together— it  is  very  difficult  to  achieve  success  without  it.  The  next 
thing  I  have  to  refer  to  is  the  death  of  our  late  friend  Mr.  W.  White, 
which  we  all  felt  very  much  indeed.  He  was  a  regular  attendant  at  the 
Board  meetings ;  and  he  was  most  anxious  to  devote  himself  to  the 
interests  of  the  Company  at  all  times.  We  have  lost  a  good  friend  in  him ; 
and  our  Company,  an  able  adviser.  Of  this  we  have  acquainted  the 
family ;  aud  we  made  bold  to  think  the  shareholders  would  associate 
themselves  in  it.  On  the  death  of  Mr.  White,  it  was  incumbent  upon  us 
to  elect  another  Director ;  and  we  turned  immediately  to  one  of  the 
Auditors  (Mr.  H.  L.  Hammaok),  who  has  been  a  candidate  for  the  office  for 
some  years.  This  gentleman  unites  in  himself  all  the  qualities  necessary 
to  make  an  able  Director  of  this  Company.  We  have  already  found  that 
we  were  fully  justified  in  nominating  him  to  this  post ;  and  it  will  be  for 
you  to  confirm  this  nomination.  Mr.  Hammack,  who  is  a  son  of  one  of 
the  original  Directors  of  this  Company,  is  a  Director  of  the  Commercial 
Gas  Company  ;  and  his  knowledge  of  gas  affairs,  combined  with  his  well- 
known  business  and  administrative  abilities,  will  commend  themselves  to 
you  as  they  did  to  us.  Mr.  Hammack  having  resigned  the  position  of 
Auditor,  which  he  has  held,  with  great  satisfaction  to  us,  for  some  years, 
there  was  a  vacancy  which  we  were  bound  to  fill  up.  The  applicant  for 
the  office  was  Mr.  j.  Blanket  Gill,  who  has  been  a  candidate  for  several 
years.  Mr.  Gill  is  also  the  son  of  one  of  the  original  Directors  of  this 
Company  ;  and  he  is  likewise  a  Director  of  the  Commercial  Gas  Company. 
The  experience  which  these  gentlemen  have  acquired  in  connection  with  the 
Commercial  Company  will,  I  am  sure,  be  brought  usefully  to  bear  upon 
the  management  of  our  affairs.  Passing  to  the  balance  of  the  general 
revenue  account — that  is,  the  profit  after  all  deductions — there  is  sufficient 
to  pay  the  same  dividend  as  last  year.  It  is  a  large  amount — £‘27,185 — 
and  it  will  leave  a  good  balance  to  the  credit  of  this  account  after  we  have 
paid  the  dividend.  I  therefore  think  we  may  congratulate  ourselves  on 
the  position  of  our  affairs,  notwithstanding  the  circumstance  to  which  I 
have  alluded  in  my  opening  remarks.  Eeviewing  what  I  have  said,  the 
business  which  we  are  doing  is  a  good  substantial  business  ;  and  apart 
from  all  the  adverse  circumstances  which  arise,  whether  it  be  from  com¬ 
petition  in  coke,  or  whether  it  be  the  bad  state  of  business  (which  affects 
people  in  Calcutta,  as  elsewhere)  or  whatever  the  adverse  circumstances 
may  be,  I  hope  we  shall  still  maintain  our  position — we  hold  our  own,  as 
is  familiarly  said;  and  if  we  do  this  under  adverse  circumstances,  with 
the  rate  of  exchange  as  it  has  been,  we  may  reasonably  hope  in  future, 
with  the  increase  arising  out  of  the  sale  of  gas,  that  we  shall  derive  a 
very  great  benefit,  which  will  counterbalance  the  adverse  effect  of  the 
exchange,  and  will  enable  us  to  look  with  certain  hope  to  brighter  days 
than  we  have  experienced  in  the  past,  however  satisfactory  those  days  may 
have  been.  I  now  beg  to  move — “  That  the  report  of  the  Directors  and 
the  statement  of  accounts  now  submitted  be  received  and  adopted.” 

Mr.  H.  Solomon  seconded  the  motion,  which  was  at  once  carried 
unanimously. 

On  the  motion  of  Mr.  C.  Hill,  seconded  by  Mr.  J.  E.  Peill,  the  retiring 
Directors  (Messrs.  H.  M‘L.  Backler  and  H.  L.  Hammack)  were  re-elected. 

The  Chairman  and  Mr.  Hammack  having  thanked  the  shareholders  for 
re-instating  them  on  the  Board, 

The  retiring  Auditors  (Messrs.  E.  Garey  and  J.  Blacket  Gill)  were 
re-elected,  on  the  proposition  of  Mr.  Eastman,  seconded  by  Mr.  T.  Hill. 

The  Chairman  next  moved  the  declaration  of  a  dividend  of  10  per  cent, 
tor  the  twelve  months  ending  June  30th  last,  to  be  payable,  free  of  income- 
tax,  on  Dec.  4,  less  4  per  cent,  paid  on  account  on  June  4  last. 

Mr.  Hammack  seconded  the  motion,  which  was  agreed  to. 

The  Chairman,  in  moving  a  vote  of  thanks  to  the  Secretary,  the  Engi¬ 
neer,  and  the  staff  generally,  referred  in  eulogistic  terms  to  the  services 
of  Mr.  Hersee  and  Mr.  Niven. 

Mr.  Solomon  seconded  the  resolution,  which  was  carried  nem.  con. 

The  Secretary  having  briefly  returned  thanks  on  behalf  of  himself, 
Mr.  Niven,  and  the  staff. 

The  usual  compliment  was  passed  to  the  Chairman  and  Directors,  and 
the  proceedings  terminated. 


CocKERMOUTH  AND  WoEKiNGTON  Water  SUPPLY.— A  dispute  which  has 
been  pending  for  some  time  past  as  to  the  quantity  of  water  the  main 
leading  from  Crummook  Lake,  which  supplies  the  Cockermouth  Urban, 
Cockermouth  Eural,  and  Workington  Urban  Sanitary  Authorities  with 
water,  is  capable  of  delivering,  is  shortly  to  be  brought  to  an  issue.  Under 
the  provisions  of  the  Workington  Water  Act,  1883,  the  Cockermouth  Urban 
and  Cockermouth  Eural  Authorities  have  applied  to  the  Local  Govern¬ 
ment  Board  for  an  engineer  to  be  appointed  to  ascertain  the  quantities  of 
water  the  main  is  capable  of  delivering;  the  Workington  Authorities 
having  bound  themselves,  under  their  Act  of  1883,  to  take,  or  pay  for,  all 
the  water  the  main  can  deliver,  after  the  two  Cockermouth  Authorities 
have  obtained  what  they  require,  under  the  provisions  of  the  Crummock 
Joint  Water  Act.  In  response  to  this  application,  Mr.  H.  Eobinson,  C.E., 
has  been  appointed  Arbitrator  on  the  subject ;  and  this  gentleman  has 
rranged  to  take  evidence  about  the  middle  of  December. 

The  Water  Supply  of  Melmerby. — Last  Tuesday,  Mr.  Arnold  Taylor, 
Local  Government  Board  Inspector,  held  an  inquiry  at  Melmerby,  near 
Eipon,  with  respect  to  an  application  to  the  Local  Government  Board  by 
the  Eural  Sanitary  Authority  of  the  Eipon  Union  for  sanction  to  borrow 
£1100  for  works  of  water  supply  for  the  township  of  Melmerby.  Mr. 
C.  F.  P.  Edmundson,  the  Clerk  to  the  Sanitary  Authority,  stated  that  the 
present  supply  of  water  at  Melmerby  was  obtained  from  about  twenty  wells, 
a  number  of  which  were  liable  to  contamination  from  fold-yards  and 
other  places.  It  was  proposed  to  utilize  the  Hallikeld  Springs,  which 
were  about  1000  yards  from  the  village,  lifting  the  water  by  means  of 
Blake’s  hydraulic  rams  to  an  elevator  above  the  village  into  a  reservoir, 
whence  it  would  gravitate  for  use  by  consumers.  The  cost  of  the  scheme 
was  estimated  at  £1057.  The  population  of  the  township  was  305  at  the 
last  census.  The  inhabitants  who  would  benefit  by  the  supply  numbered 
259;  and  as  the  springs  ran  at  the  rate  of  70,560  gallons  per  day,  of  wuich 
the  hydraulic  rams  would  lift  5547  gallons,  the  daily  supply  womd  be 
equal  to  21 J  gallons  per  head  of  the  population.  The  Marquess  of  Eifmn 
had  consented  to  give  the  land  required,  on  condition  that  one  oi  nia 
farms  was  supplied  with  water;  while  other  interested  persons  could  be 
dealt  with  at  a  reasonable  price.  The  water,  as  analyzed  by  Mr.  Fan  ley, 
was  stated  to  be  moderately  hard  and  of  good  quality.  Evidence  in 
support  of  the  application  was  then  given.  The  Inspector  being  informed 
that  no  charge  would  be  made  to  consumers  for  the  water,  suggested  that 
a  rate  should  be  levied  upon  those  who  had  the  benefit  of  the  supply. 
At  the  close  of  the  inquiry  the  Inspector  examined  the  springs  whence  the 
supply  is  to  be  obtained. 
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A  COMPAKISON  OF  OIL  AND  GAS  AS  ILLUMINATING 
AGENTS.  _  ,  .  ^  . 

In  connection  with  an  exhibition  of  oil  lighting,  heating,  and  cooking 
appliances  held,  during  the  week  ending  tbe  24th  ult.,  in  the  Holly 
Park  Lecture  Hall,  New  Southgate,  Mr.  Defbies,  the  well-known  maker 
of  safety  oil-lamps,  delivered  a  lecture,  in  which  he  compared  with  gas  the 

“  economy  and  superiority  ”  of  oil  as  an  illuminating  agent. 

The  lecturer,  commenced  by  remarking  that  he  had  been  asked  to  say  a 
few  words  in  order  to  demonstrate  the  economy  and  superiOTity,  in  every 
respect,  of  lighting  by  mineral  oil,  as  contrasted  with  lighting  by  gas. 
The  task  set  him,  he  said,  was  not  at  all  difficult ;  for  nothing  was 
simpler  than  to  prove,  as  he  was  going  to,  that  gas  lighting,  ha,ying  now 
been  in  use  for  the  best  part  of  this  century,  and  having  got  to  the  top  of 
the  tree  as  an  illuminating  agent,  was  now  past  its  zenith,  and  was  going 
down  hill,  not  only  on  account  of  the  unpopularity  of  the  monopoly  it 
had  enjoyed,  but  because  its  great  rival— mineral  oil— was  proving  m- 
contestably  its  utter  superiority  in  use  on  the  scores  of  economy,  intensity 
of  light,  and  health.  Incidentally  he  had  been  told,  and  had  even  seen 
it  published  in  newspapers,  commenting  on  some  very  successful  instal¬ 
lations  of  mineral-oil  lamps  for  lighting  towns  that  he  had  recently 
carried  out,  that  in  giving  up  gas  and  using  mineral  oil,  the  local  bodies 
responsible  for  the  change  were  taking  a  retrogressive  step,  ®'nd  going 
back  to  the  oil-lamps  of  our  grandfathers.”  Nothing  could  be  more  un¬ 
true.  When  he  stated  that  gas-lamps  were  used  in  the  London  streets 
nearly  ninety  years  ago,  and  that  about  forty  years  since  the  use  of 
mineral  oil  was  unknown,  they  could  judge  if  the  giving  up  of  gas  and 
the  employment  in  its  place  of  mineral  oil  was  a  step  backward  or  for¬ 
ward  He  would  give  some  figures,  that  would  prove,  he  said,  beyond 
a  shadow  of  a  doubt,  that  gas  could  not  compete  with  mineral  oil.  He 
based  his  calculations  on  gas  at  4s.  6d.  per  1000  cubic  feet  (which  was 
what  he  believed  they  paid  in  that  town),  and  burned  in  an  ordinary 
burner,  and  mineral  oil  at  8d.  per  gallon— at  which  price  it  could  readily 
be  purciiased — as  consumed  in  a  Defries  safety  lamp.  A  Defries  mineral- 
oil  lamp  with  a  No.  1,  or  43-candle  power,  burner  consumed  a  pint  of  oil 
in  five  hours;  thus  giving  a  light  equal  to  43  caudles  at  a  cost  of  Id. 
for  five  hours.  A  No.  6  Bray’s  gas-burner  was  supposed  to  consume 
6  cubic  feet  of  gas  per  hour;  but  generally  burned  7  or  8  feet.  However, 
he  would  take  it  at  6  feet.  Burned  in  this  manner,  gas  was  supposed  to 
give  the  light  of  24  standard  candles  for  each  cubic  foot  consumed  per 
hour.  It  would  therefore  be  seen  that  three  such  burners,  consuming 
18  cubic  feet  per  hour,  were  supposed  to  yield  a  light  of  45-candle  power, 
and  to  consume  in  five  hours  90  cubic  feet  of  gas,  which  at  4s.  6d.  per 
1000  cubic  feet,  was  equal  to  4tgd.,  or  in  plain  figures  5d.  So  they  saw 
clearly  that,  burned  in  the  best  mineral-oil  lamp  known,  and  the  one  in 
most  general  use,  a  given  light  could  be  obtained  from  oil  at  one-fifth  the 
cost  of  a  similar  light  from  gas.  Oil  lighting  cost  therefore  one-fifth  the 
cost  of  gas.  There  were,  doubtless,  many  persons  who,  either  in  their 
dwelling-houses  or  their  places  of  business,  paid  ^20,  £30,  £40,  and  perhaps 
£50  a  year  for  gas.  The  man  who  was  now  spending  £50  a  year  for  gas 
lighting  could  have  an  equal  light  from  Defries  oil-lamps  at  a  cost  of  £10  a 
year  for  oil ;  and  so  save  £40  of  his  present  annual  expenditure. 

No  form  of  gas-burner,  he  continued,  had  yet  been  constructed  which 
would  perfectly  consume  all  the  carbon  or  sulphur  in  gas.  A  few  months’ 
experience  with  gas-burners  showed  on  ceilings,  decorations,  and  pictures 
that  free  unburnt  carbon  came  away.  The  products  of  half-burned  carbon 
and  impurities  showed  their  effect  in  the  death  of  flowers  kept  in  a  room 
where  gas  was  burning.  But  a  more  serious,  though  less  striking  mis¬ 
chief,  was  the  efiect  of  gas  on  the  health  of  its  users.  In  addition  to  day¬ 
light,  a  pure  atmosphere  was  necessary  to  enable  flowers  to  live  in  a  room. 
It  was,  he  said,  a  fact  not  properly  appreciated  thatthe  health  of  a  human 
being  was  injured  by  an  atmosphere  that  was  fatal  to  the  life  of  flowers. 
It  followed  very  clearly  that  an  ordinary  sitting-room  lighted  with  gas, 
and  having  an  atmosphere  in  which  flowers  could  not  live,  was  responsible 
for  many  of  the  sufferings  of  mankind.  If  they  could  reckon  the  total 
amount  of  headache  and  dyspepsia  which  it  had  caused,  he  thought  they 
would  arrive  at  an  aggregate  of  human  misery  which  was  simply  appalling. 
On  the  other  hand,  mineral  oil  properly  burned,  or  in  other  words  used  in 
lamps  that  had  practically  a  perfect  combustion,  did  not  vitiate  the 
atmosphere  of  a  room  to  any  appreciable  extent.  Flowers  would  live  in 
a  room  so  lighted — picture  frames,  gilt  ornaments,  decorations,  and  furni¬ 
ture  were  not  affected  by  its  use  ;  and  the  atmosphere  of  a  room  so  lighted 
was  perfectly  wholesome  and  did  not  injure  the  health  of  a  human  being. 

A  great  advantage  of  mineral-oil  lighting,  as  compared  with  gas  light¬ 
ing,  the  lecturer  said,  was  that  you  obtain  a  softer  yet  more  brilliant,  and 
much  steadier  light.  Now  there  were  many  effective  methods  of  lighting 
rooms  by  lamps,  and  results  could  be  produced  with  them  which  could 
not  be  obtained  at  all  from  gas.  A  good  lamp,  properly  trimmed,  burned 
without  a  flicker.  To  light  a  dining-room  properly,  the  best  method  was 
to  suspend  in  the  centre  of  the  room  a  powerful  yet  shaded  single  burner 
lamp  of  about  60-candle  power.  The  efiect  produced  was  that  the  ceiling 
was  lighted  with  the  soft  light  of  the  lamp  emitted  through  the  opal  glass, 
while  the  table  and  the  bottom  of  the  room  generally  was  brilliantly 
lighted,  yet  without  there  being  any  glare.  The  colour  of  the  light 
emitted  from  a  perfect  lamp  more  nearly  resembled  daylight  than  any 
other  form  of  artificial  lighting  ;  so  much  so  that,  althoughjthey  might  re¬ 
place  a  four-light  gasalier,  supposed  to  be  giving  a  light  of  60-oandle 
power,  by  a  lamp  having  a  60-oandle  power  burner — actually  and  not 
nominally  60-candle  power— the  room  would  appear  to  be  better  lighted 
than  it  originally  was  by  gas.  The  most  effective  manner  in  which  to  light 
a  drawing-room,  was  to  place  a  few  stand  lamps  in  corners  of  the  room 
on  tables.  In  a  room  of  (say)  24  feet  by  18  feet,  three  lamps  of  about  40- 
candle  power  each  were  ample  to  light  the  room  with  a  soft,  warm  light, 
and  to  produce  at  the  same  time  a  most  charming  efiect.  For  the  purpose 
of  study  or  reading,  he  recommended  lamps  giving  a  pure  white  light  of 
about  20-candle  power.  His  reason  was,  that  such  a  light  was  just  about 
ample  for  the  purpose,  yet  not  too  little  to  fatigue  the  eyes  ;  and,  more¬ 
over,  a  burner  giving  such  a  light  emitted  very  little  heat. 

Turning  to  the  question  of  street  lighting  by  mineral  oil,  Mr.  Defries 
said  this  was  a  matter  of  the  very  greatest  importance  to  the  ratepayers 
of  the  whole  kingdom.  It  was  impossible  to  state  (for  he  had  no  means 
of  finding  out)  how  many  public  street  lamps  there  were  in  the  country  ; 
but  they  might  be  estimated  at  one  per  hundred  of  the  population.  At 
Erith,  which  with  its  surroundings  was  not  very  densely  populated,  it  was 
1  to  60.  This  would  give  an  estimated  total  of  350,000  public  gas-lamps 
now  in  use  in  the  kingdom,  taking  the  population  at  35,000,000.  The 
gas-burner  generally  employed  was  a  No.  5,  giving  a  light  of  about  12  to 
13,  or  (say)  14  candle  power,  although  in  many  cases  a  smaller  burner  was 
used.  The  cost  per  lamp  per  annum  averaged  between  £3  10s.  in  large 
towns  to  £4  lOs.  and  more  in  small  towns.  Taking  it  that  they  all  cost 
£3  12s.  6d.,  each  lamp  burning  every  day  in  the  year  from  sunset  to  sun¬ 
rise,  the  price  being  inclusive  of  the  necessary  labour  to  light  and 
extinguish  and  clean  the  lamps,  they  found  the  sum  annually  expended 
in  the  United  Kingdom  for  street  lighting  was  £1,268,750.  Now,  it  was 
admitted  that  the  light  given  was  not  sufficiently  powerful,  and  yet  the 
price  paid  was  by  nearly  every  district  already  considered  most  excessive. 


He  would  show  how  more  than  double  the  light  at  present  obtained  from  gas 
could  be  obtained  from  mineral  oil,  and  at  the  same  time  a  saving  of  more 
than  a  third  efiected  in  the  whole  of  this  cost  for  the  “  inferior  ”  gaslight. 
The  system  which  had  been  found  to  answer  its  purpose  well,  by  means  of 
which  lamps,  independent  of  each  other,  may  have  a  reservoir  placed  high 
above  the  burner,  and  if  necessary  hold  enough  oil  to  burn  a  week  with 
once  filling,  was  the  joint  invention  of  two  gentlemen,  and  was  worked  by 
the  Company  with  which  he  (the  lecturer)  was  associated.  The  idea  of 
the  inventors  was  to  so  construct  a  lamp  with  a  reservoir  of  any  width, 
but  of  a  given  height,  that  it  should  supply  its  oil  to  a  burner  fitted  on  a 
wick  case,  which  wick  case  should  be  provided  with  a  space  for  the  flow  up 
it  of  a  head  of  oil  equal  to  the  head  in,  or  the  height  of,  the  reservoir. 
The  equilibrium  had,  of  course,  to  be  maintained;  and  they  found  that 
the  finest  spring  they  could  use  that  would  exert  an  equal  and  unvarying 
pressure  on  the  head  of  oil  in  the  reservoir  and  the  head  of  oil  in  the  wick 
case  was  a  column  of  air,  which  was  being  constantly  changed.  By  the 
simplest  of  all  natural  means,  they  had  constructed,  in  accordance  with 
these  principles,  what  might  be,  he  thought,  considered  a  perfect  lamp, 
which  had  no  vacuum,  and  burned  in  consequence  equally  well  whether 
hot  or  cold,  and  had  not  a  single  moving  part  in  it,  and  so  could  not 
become  deranged.  This  was  the  system  that  was  considered  by  many 
Local  Boards,  in  addition  to  scientists  who  were  well  able  to  judge,  as 
rendering  street  lighting,  by  means  of  mineral  oil,  not  only  a  possibility, 
but  an  accomplished  fact.  He  might  mention  that  they  had  15,000  to 
16,000  of  these  lamps  now  out  in  use  ;  each,  with  a  reflector,  giving  a  light 
of  about  30-candle  power.  He  had  proved,  by  the  work  done  in  the 
districts  referred  to,  the  exact  cost  of  maintaining  the  lights,  providing 
the  oil,  labour,  &c.  ;  and  he  found  it  to  be,  as  nearly  as  possible,  47s.  per 
lamp  per  annum,  supposing  the  lamp  burned  from  sunset  to  sunrise  every 
day  in  the  year. 

in  concluding  his  remarks,  Mr.  Defries  said  that  mineral  oil  was  capable 
not  only  of  theoretically  lighting  the  public  streets,  but  was  practically 
doing  it.  He  had  estimated  the  number  of  existing  street  gas-lamps  of 
14-candle  power  at  350,000;  and  their  annual  cost  to  the  ratepayers  at 
£1,268,750.  The  same  number  of  mineral-oil  lamps,  yielding  more  than 
double  the  light  at  present  given  by  the  gas-lamps,  would  cost  only 
£822,500 ;  and  the  ratepayers  had  it  in  their  power,  therefore,  to  at  once 
save  an  annual  outlay  of  £446,250,  while  doubling  the  light  in  the  streets. 
Surely,  he  observed,  this  was  proof  enough  of  the  absolute  superiority  of 
mineral  oil,  burnt  in  suitable  lamps,  over  gas.  The  saving  by  the  change 
was  not  so  large  as  it  was  to  private  consumers  ;  but,  of  course,  labour 
was  a  large  item  in  street  lighting,  and  his  proposal  was  to  give  double 
the  light  of  the  gas-lamps.  In  any  case,  towns  that  now  paid  £4  10s.  for 
gaslight,  could  save  by  this  change  nearly  half  their  present  outlay. 

The  proceedings  closed  with  a  vote  of  thanks  to  the  lecturer. 


THE  HAEGEEAVES  THEEMO-MOTOE. 

A  Creosote  Engine. 

At  one  of  the  recent  Meetings  of  the  Liverpool  Polytechnic  Society,  Mr. 
J.  Hargreaves,  of  Widnes,  described,  by  the  aid  of  a  sectional  model,  his 
new  thermo-motor. 

Mr.  Hargreaves,  in  his  opening  remarks,  said  that  in  a  steam-engine 
there  were  two  great  sources  of  loss — First,  there  was  the  loss  in  the 
boiler  where  the  products  of  combustion  were  sent  into  the  air  at  a  high 
temperature,  the  heat  necessary  for  which  was  all  wasted;  and,  secondly, 
there  was  the  loss  to  the  engine  due  to  the  latent  heat  being  taken  away 
by  the  condensing  water.  For  these  reasons  there  was  only  about  12 
per  cent,  of  the  total  heat  utilized;  all  the  rest  being  thrown  away.  In 
the  engine  he  was  about  to  describe,  he  claimed  that  he  obtained  a  larger 
duty  from  the  fuel  by  burning  it  in  the  cylinder  itself,  so  that  all,  or 
nearly  all  the  heat  generated  by  combustion  might  be  extracted  from 
the  fuel  before  it  was  rejected.  Very  high  temperatures  might  be 
employed;  and  the  higher  the  temperature,  the  greater  the  efficiency. 
Commencing  at  the  air  pump,  water  was  injected  into  it  to  reduce  the 
temperature  of  the  air,  and,  by  vaporization,  to  increase  the  pressure. 
Tiie  mixture  of  air  and  water  vapour  was  then  passed  into  the  saturator, 
where  it  was  still  further  saturated  with  water  vapour  if  necessary  ;  but 
in  practice  it  was  unnecessary.  After  leaving  the  saturator,  the  mixture 
of  air  and  water  vapour  passed  into  the  superheater,  where  it  was  heated 
by  waste  gases.  It  then  flowed  through  a  regenerator  filled  with  pieces 
of  earthenware  into  the  combustion  chamber,  where  it  met  with  a  jet  of 
limpid  fuel,  and  was  burnt  at  a  very  high  temperature,  and,  consequently, 
with  great  increase  of  volume  and  pressure.  The  combustion  chamber 
was  lined  with  non-conducting  material,  so  that  the  quantity  of  heat 
passing  to  the  exterior  walls  of  the  combustion  chamber  might  be  regu¬ 
lated,  and  the  interior  of  the  chamber  kept  at  a  sufficiently  high  tempera¬ 
ture  to  ensure  perfect  combustion  of  the  fuel.  Attached  to  the  top  of  the 
combustion  chamber  was  a  metal  cylinder,  within  which  worked  the  main 
piston.  The  waste  products  of  combustion  passed  out  through  the  re¬ 
generator  ;  giving  up  nearly  all  their  heat — the  temperature  when  leaving 
the  regenerator  being  only  about  350°  Fahr.  They  then  flowed  through 
tubes  in  the  superheater  and  saturator ;  giving  up  the  remaining  heat  so 
thoroughly  to  a  fresh  supply  of  air  and  water  vapour  that  the  tempera¬ 
ture  of  the  escape-pipe  was  only  about  180°  Fahr.  All  rubbing  surfaces, 
he  remarked,  must  be  kept  at  a  reasonable  temperature,  or  else  a  tight 
joint  could  not  be  obtained. 

Attention  was  then  drawn  by  Mr.  Hargreaves  to  the  water-jacket  of  the 
engine.  In  a  gas-engine  the  cylinder  was  kept  cool  by  a  water-jacket ; 
and  all  the  heat  taken  up  by  the  jacket  was  lost.  The  combustion  chamber 
of  his  engine  was  jacketed  much  in  the  same  manner;  but  it  was  made  to 
generate  steam  so  long  as  the  inner  surface  of  the  combustion  chamber 
was  not  cooled  below  a  certain  temperature.  The  water  to  supply  the 
jacket  was  first  taken  through  a  hollow  space  in  the  piston,  which  it  kept 
cool ;  and  then  into  the  jacket,  where  it  was  converted  into  steam.  The 
jacket  was  in  connection  with  a  small  supplementary  boiler,  which  could 
be  fired  in  the  ordinary  way^when  first  starting,  in  order  to  get  power  to 
compress  a  supply  of  air  for  the  main  engine.  The  steam  from  the 
jacket,  after  passing  through  the  small  boiler,  was  led  to  the  saturator, 
where  it  was  injected  into  the  mixture  of  air  and  water,  until  there  was 
altogether  about  30  per  cent,  of  water  vapour  mixed  with  the  air.  Air  at 
a  comparatively  low  temperature  containing  this  quantity  of  vapour  would 
not  support  combustion,  but  when  the  mixture  was  highly  superheated, 
as  it  was  in  passing  through  the  regenerator,  it  would  burn.  'The 
mechanical  arrangement  of  this  engine  might  be  of  any  convenient  kind. 
There  seemed  to  be  an  impression  that  the  engine  was  a  very  complicated 
one;  but  really  it  was  not  so  complicated  as  an  ordinary  steam-engine. 
He  was  making  another  engine  somewhat  similar,  in  which  there  was  only 
one  superheating  nossle  used  ;  but,  otherwise,  it  was  much  the  same  as 
the  one  before  them. 

In  reply  to  various  questions.  Mr.  Hargreaves  said  that  about  20  per 
cent,  of  the  indicated  horse  power  was  used  in  driving  the  engine  itself. 
For  starting  the  engine,  a  small  portable  furnace  was  used  to  heat  the 
combustion  chamber,  and  to  compress  a  charge  of  air  ;  and  steam  was  got 
up  in  the  small  supplementary  boiler,  which  worked  a  donkey-engine  and 
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air-pump.  For  small  engines  a  hand  air-pump  might  be  used.  The  com¬ 
plete  engine,  as  he  had  described  it,  would  be  more  economical  than  the 
simpler  form.  He  could  get  40-horse  power  with  a  consumption  of  two 
gallons  of  creosote  per  hour.  In  his  experiments,  the  temperature  in  the 
engine  had  risen  so  high  at  times  as  to  melt  the  bottom  of  the  piston,  and 
fuse  the  earthenware  blocks  in  the  regenerator.  To  get  the  best 
results,  an  extremely  high  temperature  must  be  used.  It  was  a 
question  of  properly  proportioning  the  thickness  of  the  non-conducting 
material  to  prevent  the  cylinder  lining  being  melted.  The  regula¬ 
tion  of  heat  was  to  a  certain  extent  automatic,  for  when  the  tempera¬ 
ture  of  the  combustion  increased,  there  was  more  steam  generated  in 
the  jacket,  which  steam  increased  the  proportion  of  water  vapour  in  the 
air  and  so  lowered  the  temperature  of  combustion.  If  too  much  steam 
was  generated,  the  temperature  would  be  too  low,  and  more  heat  would  be 
carried  away,  Ijecause  all  the  heat  of  vaporization  could  not  be  recovered. 
All  the  heat  in  the  steam  in  a  latent  form  was  lost.  It  was  more  econo¬ 
mical  to  use  air;  but  if  air  alone  was  used,  the  temperature  became  so 
high  as  to  melt  the  whole  interior  of  the  engine.  However,  by  making 
the  non-conducting  material  of  proper  thickness,  the  engine  became  self- 
regulating  by  means  of  the  difference  in  the  generation  of  steam,  which 
might  become  so  large  as  to  put  the  fire  out  if  the  non-conducting  material 
were  not  properly  proportioned. 

In  the  course  of  the  discussion  which  ensued, 

Mr.  Miller  remarked  that  the  heat  in  the  jacket  of  the  Britton  gas- 
engine  was  not  lost,  because  the  jacket'  was  used  to  generate  steam, 
which  was  utilized  in  the  engine  by  mixing  it  with  the  gas  and  air,  to  be 
burnt  just  in  the  same  manner  as  in  the  Hargreaves  engine.  He  under¬ 
stood  the  Britton  gas-engine  worked  better  with  the  mixture  of  steam  and 
gas  than  with  gas  alone. 

Mr.  H.iBGREAVES  Said  in  the  gas-engine  referred  to,  the  steam  was 
obtained  at  the  cost  of  reducing  the  temperature  of  the  cylinder  much 
below  that  of  the  best  gas-engines.  No  regenerator  was  used;  and  all  the 
latent  heat  of  the  steam  was  lost.  In  his  own  engine,  the  volume  of 
steam  was  increased  about  four  times  in  passing  through  the  regenerator 
alone ;  so  that  four  times  more  work  was  obtained  by  superheating  the 
steam  than  by  using  it  simply  as  steam.  It  was  a  prominent  feature  of 
his  engine  to  use  it  as  a  “  red-hot  ”  steam-engine. 

Professor  Shaw  considered  that  the  Hargreaves  engine  was  one  of  the 
most  interesting  things  going  at  the  present  time.  One  of  the  greatest 
difficulties  to  get  over  was  the  question  of  durability  of  materials. 

Mr.  J.  Johnson  asked  if  Mr.  Hargreaves  had  tried  oromo  iron  ;  it  would 
stand  very  high  temperatures. 

Mr.  Hargreaves  replied  that  he  had  not  found  anything  better  than 
China  clay  blocks  for  filling  the  regenerator,  and  good  cast  iron  for  the 
metal  parts.  He  would  be  glad  if  someone  could  discover  some  material 
having  the  infusibility  of  fire-clay  and  the  tenacity  of  iron.  Asbestos,  no 
matter  of  what  quality,  was  of  no  use ;  as  it  all  became  vei-y  brittle  and 
powdery  when  highly  heated.  Chromo  iron  would  stand  a  high  tem¬ 
perature  ;  but  there  was  also  the  question  of  standing  the  vibrations  and 
shocks  when  working.  There  was  one  thing  he  had  not  pointed  out,  and 
that  was  the  advantage  he  obtained  by  mixing  water  spray  with  the  air.  It 
was  a  law  that  if  liquid,  at  a  certain  temperature,  was  exposed  to  air  at  the 
same  temperature,  the  vapour  of  the  liquid  added  its  own  pressure  to 
that  of  the  air.  For  instance,  if  air  was  heated  in  a  vessel  from  32°  to 
212°  Fahr.,  the  pressure  would  at  first  remain  at  5  lbs. ;  but  by  agitating 
or  spraying  the  water  so  that  its  vapour  could  be  absorbed  by  the  air, 
the  pressure  would  be  increased  to  about  20  lbs.  per  square  iuch  above  the 
atmosphere.  In  this  way  heat  was  recovered  that  could  not  be  possibly 
utilized  by  any  other  means.  It  was  the  latent  heat  that  was  utilized. 

A  vote  of  thanks  was  accorded  to  Mr.  Hargreaves,  who,  in  acknow¬ 
ledging  it,  remarked  that  he  had  still  more  details  to  work  out  before  he 
could  give  the  members  of  the  Society  a  full  and  complete  paper  on  the 
subject.  _ 

We  understand  that  the  Widnes  Foundry  Company  have  constructed 
one  of  the  Hargreaves  motors  ;  and  it  is  now  driving  the  machinery  in 
the  boiler-shop.  It  is  said  that  with  a  daily  consumption  of  ten  gallons 
of  crude  oil,  the  cost  of  which  is  quoted  at  lid.  per  gallon,  it  does  the 
work  which,  with  an  ordinary  engine,  previously  required  25  cwt.  of  coal. 


Hoyland  Silkstone  Coal  and  Coke  Company,  Limited. — This  Com¬ 
pany  was  registered  on  the  17th  ult.,  with  a  capital  of  £70,000,  divided 
into  7000  shares  of  £10  each,  to  acquire  as  a  going  concern  the  business  of 
a  colliery  proprietor  and  coke  manufacturer,  now  carried  on  by  Thomas 
Henry  Birch,  Jacob  Higson,  and  John  Higson,  at  Hoyland,  in  the  parish 
of  Wath-upon-Dearne,  in  the  county  of  York. 

Kipon  Water  Supply. — A  meeting  of  the  Eipon  City  Council  was  held 
in  Committee,  last  Wednesday,  to  consider  the  progress  of  the  new  water¬ 
works  at  Lumley  Moor,  now  completed  with  the  exception  of  the  filter- 
beds.  The  Engineer  (Mr.  E.  Carter)  stated  that  the  first  filter-bed  would 
be  completed  in  a  day  or  two  ;  and  after  some  discussion  as  to  the  desira¬ 
bility  of  turning  on  the  supply,  it  was  resolved,  by  the  casting  vote  of  the 
Mayor,  that  the  water  should  be  turned  on  at  Lumley  Moor  on  the  10th 
inst.  Subsequently,  the  Water  Supply  Committee  decided  to  invite  the 
ex-Mayoress  (Mrs.  ISaynes)  to  perform  the  ceremony. 

The  Public  Lighting  of  Bristol. — During  the  recent  discussion  as  to 
the  proposal  of  the  Bristol  Gas  Company  to  adopt  the  sliding  scale,  atten¬ 
tion  was  directed  to  the  cost  of  public  lighting  in  the  city  ;  and  at  one  of 
the  meetings  of  the  Sanitary  Committee,  when  the  matter  was  under 
discussion,  a  question  was  asked  as  to  whether  the  time  had  not  arrived 
when  steps  should  be  taken  to  introduce  electric  lighting  in  the  main 
thoroughfares.  In  reply,  it  was  stated  that  at  the  present  time  the  elec¬ 
tric  light  was  much  more  expensive  than  gas,  but  that  the  subject  would 
continue  to  receive  the  consideration  of  the  Electrical  Committee  ap¬ 
pointed  by  the  Council.  In  this  connection,  the  following  figures,  giving 
the  cost  of  the  public  lighting  during  the  three  months  ending  September 
last,  will  prove  interesting.  The  price  of  gas  supplied  to  the  street 
lamps  was  2s.  2d.  per  1000  cubic  feet.  The  number  of  public  lamps  with 
No.  5  burners  was  4853 ;  with  No.  7  burners,  16  ;  with  No.  10  burners,  4. 
There  were  also  16  large  lamps  consuming  18  cubic  feet  per  hour;  one, 
15  feet;  111,  21  feet;  38,  25  feet;  and  11,  33  feet.  The  total  consumption 
of  gas  during  the  quarter,  including  the  new  lamps  erected,  was  28,216,787 
cubic  feet,  divided  as  follows  : — Consumed  by  ordinary  lamps,  24,200,966 
cubic  feet,  costing  at  2s.  2d.  per  1000  cubic  feet,  less  5  per  cent,  discount, 
£2499  19s.;  consumed  by  large  lamps,  3,925,821  cubic  feet,  at  2s.  2d.  per 
1000  feet,  less  10  percent.,  £382  15s.  The  expenditure  for  lighting,  ex¬ 
tinguishing,  cleansing,  and  repairs,  &c.,  to  5050  lamps,  at  15s,  per  lamp 
per  annum,  amounted  to  £946  17s. ;  for  lighting,  extinguishing,  and 
cleansing  new  lamps  erected  during  the  quarter,  £2  43.  ;  for  new  ser¬ 
vices  and  alterations  to  lamps,  £84  6a.  7d. ;  and  for  gas  consumed  at 
offices  and  hospitals,  £3  7s.  Id.  The  foregoing  sums  added  together 
make  a  total  of  £3919,  which  was  the  cost  of  the  public  lighting  during 
the  three  months  named. 


EDINBUEGH  AND  LEITH  GAS  COMMISSIONEES. 

At  the  Meeting  of  the  Edinburgh  and  Leith  Gas  Commissioners  yester¬ 
day  week — Provost  Aitken  (Leith)  presiding — a  variety  of  matters  occupied 
the  attention  of  the  members. 

The  Works  Committee  reported  the  termination  of  the  strike  at  the 
Leith  Gas-Works,  and  that  alterations  in  the  working  hours  and  wages  of 
the  men  had  been  made,  which,  if  continued  during  the  whole  year, 
would  entail  an  increase  of  about  £1750  in  the  working  expenses.  Bailie 
Archibald  briefly  explained  the  position  of  matters,  and  the  result  of  the 
strike.  The  total  number  of  men,  he  said,  who  gave  notice  was  156 ; 
but  five  withdrew  their  notice ;  leaving  151  who  went  out  on  strike.  Of 
these,  89  had  been  taken  back ;  and  this  left  62  of  those  who  gave  notice 
still  unemployed.  The  retort  men  had  claimed  djd.  an  hour ;  and  the 
Committee  recommended  that  their  wages  should  be  raised  to  the  scale 
before  the  reduction  in  May,  1886.  They  struck  work,  however, 
not  because  they  did  not  get  what  they  wanted,  but  in  the  in¬ 
terests  of  the  labourers ;  and  the  Committee  had  authorized  the 
Engineer  to  raise  the  wages  of  first-class  labourers  to  5d.  per  hour. 
The  increase  of  £1750  in  working  expenses  was  estimated  on  the 
assumption  that  the  hours  of  labour  would  be  reduced  from  66  to  51 
per  week;  but  it  was  believed  that  by  employing  only  good  men,  they 
would  get  as  much  work  in  the  51  hours  as  in  the  56  hours  formerly,  so 
that  the  increase  would  not  be  nearly  so  great.  Eeplying  to  Mr.  Eobertson, 
Bailie  Archibald  said  he  had  no  information  as  to  whether  or  not  the 
ringleaders  of  the  strike  had  been  taken  back  ;  and  the  Sub-Committee 
had  given  no  instructions  in  this  matter.  It  had  been  left  entirely  with 
the  Engineer.  On  the  termination  of  the  strike,  they  had  intimated  to 
the  Engineer  that,  although  the  men  had  acted  rather  precipitately,  a 
preference  should  be  given  to  them  over  strangers  when  any  vacancies 
occurred. 

"With  regard  to  the  application  for  a  supply  of  gas  to  Colinton  (see  ante, 
p.  728),  the  Works  Committee  recommended  the  Commission  to  introduce 
gas,  on  receiving  a  guarantee  from  two  mill-owners  to  use  gas  for  five 
years,  the  terms  to  be  4s.  2d.  per  lOOO  cubic  feet  during  the  first  three 
years,  and  8d.  beyond  the  Edinburgh  rate  for  the  next  two  years.  The 
report  was  approved;  and  the  guarantees  having  been  received,  the 
estimate  of  Messrs.  M'Laren,  of  Glasgow,  for  the  new  main  pipe  was 
accepted — the  price  being  £4  6s.  per  ton. 

The  next  matter  under  consideration  was  the  insurance  of  three  gasholder 
stations  ;  and  it  was  remitted  to  the  Finance  Committee  to  effect  insur¬ 
ance  for  £38,000.  It  was  stated  that  the  annual  premium  would  be  only 
about  £65. 

The  acceptance  of  an  offer  received  from  Glasgow,  to  buy  1500  tons  of 
coke,  at  4s.  9d.  per  ton,  was  recommended  by  the  Works  Committee.  Mr 
Kinloch  Anderson  complained  that  they  were  selling  coke  at  such  a  low 
price  to  Glasgow  people,  while  they  were  charging  double  that  rate  to 
Edinburgh  purchasers.  Ilailie  Steel  stated  that  coke  was  sent  from  Glasgow 
to  Edinburgh,  and  sold  at  a  lower  price  than  the  Commissioners  were 
charging ;  and  if  they  had  a  market  for  it  at  their  door,  he  did  not  see  that 
they  should  send  it  to  Glasgow.  Mr.  Colston  said  that  there  were  about 
2500  tons  of  coke  in  stock  at  the  time  ;  and  it  was  with  the  view  of  getting 
quit  of  it,  that  they  had  accepted  this  offer.  Tlie  recommendation  was 
then  agreed  to ;  and  the  whole  question  of  the  price  of  coke  in  future  was 
remitted  to  the  Works  Committee. 

A  letter  was  read  from  Mr.  Dewar,  Superintendent-Surveyor,  in  which 
he  stated  that,  after  considering  the  working  of  the  establishment,  he 
thought  the  best  thing  for  the  peace  of  the  office  would  be  his  retirement 
from  his  present  situation ;  and  he  claimed,  under  the  provisions  of  the 
Act  of  Parliament,  a  pension  of  £250  per  annum.  A  conversational  dis¬ 
cussion  arose  on  the  matter,  in  the  course  of  which  Mr.  Pollard  suggested 
that,  as  there  was  a  dispute  between  Mr.  Dewar  and  the  other  officers,  the 
matter  had  better  be  remitted  to  a  Special  Committee.  Mr.  Kinloch 
Anderson  stated  that  the  cause  of  the  difference  was  that  they  had  tried  to 
make  a  place  for  Mr.  Dewar  when  there  was  not  an  opening  for  him.  The 
letter  was  sent  to  a  Special  Committee  for  consideration. 

A  statement  in  regard  to  the  public  lighting  was  subsequently  made  by 
Bailie  Archibald,  in  the  course  of  which  he  said  that  the  Works  Committee 
were  unanimous  in  their  opinion  that  burners  should  be  supplied  to  all 
the  public  lamps  by  the  Commission ;  but  until  they  learned  at  what 
price  gas  was  to  be  supplied  to  the  Corporations,  they  could  not  decide  as 
to  the  description  of  burner.  There  were  great  complaints  in  Edinburgh 
and  Leith— especially  in  Edinburgh — as  to  the  public  lighting.  He  had 
been  making  some  inquiry  into  the  matter ;  and  he  had  the  concurrence 
of  the  Engineers  in  suggesting  that  the  price  of  gas  for  the  public  lamps 
should  be  2s.  6d.  per  1000  cubic  feet,  without  discount.  If  this  were  agreed 
to,  it  would  enable  the  Corporations  to  supply  No.  2  patent  jets,  which 
burn  2  cubic  feet  per  hour,  or  about  8000  feet  a  year;  and  the  charge  for 
each  burner  would  be  20s.  They  would  have  2  cubic  feet  of  gas  per  hour, 
instead  of  li  feet  as  at  present ;  and  this  would  make  a  very  great  difference 
in  the  public  lighting.  With  the  low  price  of  coal,  and  their  present 
favourable  position,  he  thought  they  should  decide  the  matter  at  once; 
and  he  therefore  moved  that  they  reduce  the  price  of  gas  supplied  to  the 
public  lamps  to  2s.  6d.  per  1000  cubic  feet,  and  supply  burners  free  of 
charge — leaving  it  to  the  Corporations  to  determine  what  burner  they 
should  use.  The  present  rate  for  a  No.  2  burner  was  27s.  5d.,  less  2i  per 
cent,  discount,  or,  as  nearly  as  possible,  3s.  3d.  per  1000  cubic  feet  net  ;  so 
that  his  proposal  meant  a  reduction  of  9d.  Bailie  Turnbull  seconded  the 
motion,  which  was  unanimously  agreed  to. 


ELECTEIC  LIGHTING  AT  BAENET. 

At  the  Meeting  of  the  Barnet  Local  Board  last  Tuesday  week,  a  report 
was  presented  by  the  Surveyor  (Mr.  W.  H.  Mansbridge)  giving  a  list  of 
the  electric  lamps  found  out  from  the  7th  to  the  16th  ult. — numbering 
in  all  13.  The  Chairman  (Mr.  C.  Stevens)  reported  that  the  Lighting 
Committee  were  going  round  the  district  in  order  to  see  the  effect  of 
the  lighting  at  different  points  where  gas-lamps  had  been  removed  and 
no  substitutes  provided.  A  great  many  complaints  had  reached  the 
Board  of  the  failure  of  the  electric  light ;  but  a  far  larger  number  of 
complaints  had  reference  to  the  non-replacement  of  lights  which  existed 
when  gas  was  used.  The  Committee  had  not  yet  completed  their  per¬ 
ambulations  ;  and  therefore  their  report  was  not  yet  complete.  Mr. 
Samuels  said  the  Committee  were  really  considering  how  best  to  provide 
light  for  the  places  which  had  suffered  by  the  change  from  gas  to 
electric  light.  Subsequently  a  letter  was  read  which  had  been  received 
from  the  electric  light  contractors  stating  their  willingness  to  supply  and 
fit  any  additional  lamps  on  the  present  contract,  of  16-candle  power,  at 
£2  143.  per  annum.  They  also  offered  to  fit  up  one  2000-candle  power  arc 
lamp  for  the  inspection  of  the  Board,  without  any  charge  for  the  experi¬ 
ment;  but  for  this  they  would  prefer  to  wait  until  they  had  a  new  engine 
running,  which  would  be  in  a  few  days.  The  Clerk  said  he  had  seen  Mr. 
Joel  since  the  receipt  of  the  letter;  and  he  was  willing  to  put  up  a 
300-candle  power  incandescent  lamp  free  of  charge,  so  that  the  Board 
might  see  the  effect  of  larger  lamps,  both  arc  and  incandescent.  The 
Chairman  observed  that  he  had  told  Mr.  Joel  that  they  must  certainly 
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have  more  light  in  some  parts  of  the  town ;  and  that  it  was  a  question 
whether  they  should  use  electricity,  gas,  or  oil.  Mr,  Schmidt  said  he  was 
afraid  that  16-oandle  lamps  would  not  give  satisfaction ;  and  that 
ought  to  have  32-candle  power  like  those  now  in  use.  Mr.  Pooley  ob¬ 
served  that  he  was  rather  inclined  to  try  16-oandle  lamps  ;  there  could 
not  be  much  difference  between  them  and  what  they  now  had  as  32-ca,ndle 
lamps.  (Laughter.)  After  some  further  remarks  of  a  conversational 
nature,  the  matter  dropped.  Before  the  Board  adjourned,  a  letter  was 
read  from  an  inhabitant  in  the  Sebright  Road,_  stating  that  since  the 
gas-lamp  was  discontinued,  he  had  to  “  grope  his  way  ”  to  his  gate,  and 
that  the  residents  would  esteem  it  a  great  boon  if  they  could  have  a  gas- 
lamp  again  or  even  an  oil-lamp. 


THE  ELECTRIC  LIGHTING  EXPERIMENT  AT  BRADFORD. 

Considerable  progress  is  reported  to  have  been  made  during  the  last 
few  weeks  with  the  experimental  installation  of  the  electric  light  which 
the  Corporation  of  Bradford  have  decided  to  carry  out.  The  erection  of 
the  station  is  being  proceeded  with  as  quickly  as  circumstances  will 
permit.  Workmen  have  been  employed  for  some  days  in  laying  the  cables 
along  Kirkgate  and  some  of  the  other  thoroughfares  in  the  centre  of  the 
town  ;  and  it  is  believed  that  the  whole  of  the  preparations  will  be  com¬ 
pleted  before  Christmas.  A  sum  of  Tl.5,000  has  been  granted  by  the  Town 
Council  to  the  Gas  Supply  Committee  to  cover  the  cost  of  the  installation 
and  incidental  expenses  connected  therewith.  Should,  however,  the  expe¬ 
riment  be  successful,  and  the  tradesmen  and  others  in  the  centre  of  the 
town  show  a  disposition  to  avail  themselves  of  the  facilities  oSered  them 
by  the  Corporation  for  lighting  their  premises  by  electricity,  it  is  probable 
that  the  area  of  supply  will  be  extended.  The  number  of  applications 
which  the  Committee  have  already  received  lead  them  to  expect  that  such 
an  extension  will  soon  become  necessary ;  and,  foreseeing  this  contingency, 
they  are  carrying  out  the  present  works  as  though  they  were  but  a  part  of 
a  larger  scheme,  which  the  Provisional  Order  obtained  for  the  purpose 
authorizes  them  to  effect.  Two  main  cables  are  being  laid  to  the  Town 
Hall  and  the  Free  Library ;  and  it  is  anticipated  that  both  these  buildings 
will  be  lighted  by  electricity,  which  will  also  be  supplied  to  tradesmen  and 
others  along  the  streets  through  which  the  cables  pass.  Connecting 
wires,  it  is  said,  can  with  little  difficulty  and  at  a  moderate  cost,  be  laid 
under  adjacent  streets  ;  so  that,  if  need  be,  the  whole  of  the  centre  of  the 
business  part  of  Bradford  can  be  lighted  by  electricity  during  the  course 
of  a  few  months  from  the  present  time. 


THE  PROPOSED  MODIFICATION  OF  THE  THIRLMERE 
WATER  SCHEME. 

As  intimated  elsewhere  to-day — in  our  “  Parliamentary  Intelligence  ” — 
the  Corporation  of  Manchester  intend  applying  to  Parliament  next 
session  for  permission  to  deviate  from  the  Thirlmere  scheme  as  authorized 
to  be  carried  out.  Alluding  to  this  proposal,  a  correspondent  of  the  Man¬ 
chester  Guardian  says:  “All  lovers  of  English  scenery  will  hear  with 
satisfaction  that  the  Manchester  Corporation  are  petitioning  Parliament 
amongst  other  things  for  leave  to  depart  temporarily  in  some  measure 
from  the  original  design  of  the  Thirlmere  water-works  undertaking. 
Parliamentary  notice  of  their  wish  has  been  served  ;  and  we  can  hardly 
doubt  that  when  the  question  comes  on  for  hearing,  the  House  will  be 
unanimous  in  granting  the  leave  that  the  Manchester  Water-Works  Com¬ 
mittee  seek.  It  is  not  only  that  the  reduction  of  the  scheme  will_  entail  a 
temporary  economy,  but  it  will  also  in  an  important  degree  diminish  the 
immediate  damage  to  the  beauty  of  Thirlmere.  There  is  only  one 
Thirlmere  in  the  world,  and  lovers  of  beautiful  England  will  greatly 
rejoice  at  anything  which  shall  help  to  preserve  to  us  its  charm 
even  for  a  generation.  All  who  knew  intimately  the  western  shore 
of  the  lake  were  troubled ;  they  felt  not  only  that  those  who  tilled 
the  fields  there,  and  had  tilled  them  for  generations,  were  to  be  drowned 
out  by  the  projected  raising  of  Thirlmere  Lake  to  50  feet  above  its  present 
level,  but  they  realized  also  that  by  the  Act  of  Parliament  a  huge 
main  road,  as  useless  as  it  would  be  costly,  was  in  contemplation  all  along 
above  the  western  shore.  This  road  in  its  engineering  would  destroy 
permanently  two  or  three  of  the  finest  crags  in  the  Western  Cliffs ;  and 
its  debris  and  embankment  would  be  a  visible  scar  for  centuries  all  along 
the  Armboth  Fells,  and  would  by  its  very  making  quite  prevent  people 
getting  down  to  the  lake  shore,  take  from  the  height  of  the  Fells,  and  give 
a  long  level  line  of  ugliness  to  the  eye.  And  who  wanted  it  ?  It  was 
thought  the  public  needed  it.  On  inquiry  this  was  seen  not  to  be  the  fact. 
The  present  road  on  the  east  was  to  be  widened  in  part,  if  not  wholly. 
The  few  farmers  were  content  with  the  old  packhorse  road  for  market 
purposes ;  the  ratepayers  of  the  district  knew  that  a  great  road  in  a  rainy 
country  takes  a  great  deal  of  repairing,  and  rates  were  high  enough  as  it 
was.  IJnless,  therefore.  Parliament  compels  the  waste  of  the  ratepayers’ 
money,  the  road  for  the  present  will  remain  in  abeyance  ;  the  level  of  the 
lake  will  be  raised  only  20  feet ;  and  the  western  shore  of  Thirlmere  will 
be  spared.  The  ex-Mayor  (Sir  John  Harwood)  and  his  coadjutors  on  the 
Water-Works  Committee  deserve  all  credit  for  their  prudence  in  this 
matter.” 


The  Pboposed  Purchase  of  the  Tonbridge  Water-Works  by  the 
Local  Board. — The  question  of  the  advisability  of  applying  to  the  Local 
Government  Board  for  permission  to  borrow  the  necessary  funds  for 
purchasing  the  undertaking  of  the  Tonbridge  Water  Company  (reference 
to  which  was  made  in  the  Journal  last  week,  p.  949)  was  discussed  at  a 
specially  convened  meeting  of  the  Local  Board  last  Tuesday.  In  the  end 
it  was  decided  by  nine  votes  to  six,  not  to  apply  for  borrowing  powers ; 
so  that  no  further  steps  will  be  taken  in  the  matter. 

Northern  Coal  Trade. — The  coal  trade  of  the  north  has  begun  to 
display  its  winter  characteristics.  The  demand  for  the  steam  coal  of 
Northumberland  has  fallen  off,  and  is  likely  to  fall  still  further ;  and  this 
is  affecting  prices,  and  will  probably  do  so  for  some  months — until  there 
is  again  the  summer  demand.  On  the  other  hand,  the  inquiry  for  gas 
coal  is  very  heavy ;  and  the  collieries  find  a  difficulty  in  supplying  all 
the  orders  they  have — for  in  no  previous  year  has  the  demand  for  gas  coal 
been  as  large  as  it  is  now.  Steam  coal  is  now  quoted  at  about  8s.  9d. ;  but 
second-class  is  about  6d.  lower.  There  is  a  glut  of  small  steam  coal  in 
the  market;  and  the  best  kinds  are  quoted  at  2s.  6d.,  though  a  discount  is 
often  allowed  to  effect  a  clearance.  For  gas  coal  the  prices  vary  con¬ 
siderably  ;  but  about  7s.  6d.  may  be  put  as  that  for  best  qualities.  The 
tenders  for  coal  for  the  chief  local  railway  are  attracting  attention— as  was 
to  be  expected,  when  it  is  remembered  that  there  is  paid  by  this  one 
Railway  Company  more  than  4)15,000  monthly  for  coal  for  locomotive  pur¬ 
poses  alone.  It  is  anticipated  that  there  will  be  a  keen  competition  for  the 
contracts,  and  that  the  Northumbrian  pita  will  endeavour  to  supply  more  ; 
but  at  the  same  time  it  is  expected  that  the  price  will  be  slightly  above 
what  it  was  a  year  ago.  Household  coal  is  dull ;  the  season  not  being  cold 
enough  to  develop  the  demand  as  usual.  There  is  a  large  call  for  coal  for 
steamship  use;  and  fair  prices  are  obtained.  Other  branches  of  the  coal 
trade  present  little  change  this  week. 


THE  DETECTION  OF  WATER  LEAKAGE  AND  WASTE 
BY  THE  DEACON  METER. 

Our  Edinburgh  Correspondent  in  his  “Notes”  a  few  weeks  since, 
referred  to  an  attempt  which  had  been  made  to  induce  the  Edinburgh 
Water  Trustees  to  adopt  the  Deacon  waste-water  meter.  The  Works 
Committee  took  the  matter  in  hand ;  and,  after  consideration,  decided, 
before  coming  to  any  decision,  to  obtain  reports  cn  the  matter  froni  their 
Water  Engineers.  In  the  meantime  the  Scotsman  has  been  collecting  in¬ 
formation  respecting  its  working  from  various  places  where  the  Deacon 
system  is  in  operation ;  and  last  Tuesday  published  the  first  of  the  letters 
they  had  received  in  answer  to  their  inquiries. 

The  first  letter  was  from  Mr.  J.  Hepworth,  Assoc. M. Inst.  C.E.,  the 
Engineer  and  Manager  of  the  Carlisle  Gas  and  Water  Works.  He  stated 
that  the  average  daily  consumption  of  water  for  domestic  and  a,ll  other 
purposes  in  Carlisle  in  1875  was  38  gallons  per  head  of  population.  In 
that  year  he  directed  the  attention  of  the  authorities  to  the  excessive 
quantity  of  water  supplied,  and  the  desirability  of  preventing  waste  ;  and 
for  this  purpose  recommended  the  adoption  of  the  Deacon  waste-water 
meter.  The  system  was  not  adopted  until  1878,  when  the  average  daily 
delivery  of  water  had  reached  nearly  40  gallons  per  head  of  population  ; 
and  even  then  the  system  was  only  partially  introduced.  Six  meters  were 
fixed  in  as  many  districts,  comprising  about  one-third  of  the  entire  popu¬ 
lation  supplied  with  water.  The  results  revealed  by  the  waste  meters, 
he  says,  were  somewhat  extraordinary.  The  average  consumption  of 
water  over  the  whole  city  was  known  to  be  about  40  gallons  per  head; 
but  in  one  of  the  districts  supplied  through  a  waste-water  meter,  it  was 
found  that  the  water  delivered  was  only  about  16  gallons,  while  in  another 
it  was  nearly  60  gallons  per  head.  This  led  to  a  thorough  examination  of 
the  whole  of  the  water  mains,  services,  and  consumers’  fittings.  Numerous 
leakages  were  soon  discovered,  localized,  as  they  were,  to  some  extent  by 
the  system  introduced  ;  and  within  a  short  time,  the  60  gallons  delivery 
was  reduced  to  20  gallons.  In  the  first  year  (1878-9),  after  the  adoption 
of  the  system,  out  of  8000  inspections,  232  leakages  from  mains  and  ser¬ 
vices,  and  812  leakages  from  consumers’  water-fittings — principally  water- 
closets— being  a  total  of  1004  leakages,  were  discovered  and  repaired.  In 
the  following  year,  out  of  5030  inspections,  only  437  defects  were  found  to 
exist.  The  reduction  in  the  average  daily  delivery  of  water  in  one 
year  was  from  40  gallons  to  23‘50  gallons  per  head,  and  has  remained 
at  about  the  latter  quantity  until  the  present  time.  With  the  view  of  its 
further  reduction,  the  Corporation  have  lately  resolved  to  extend  the 
system  over  the  whole  city ;  and  Mr.  Hepworth  is  of  opinion  that  there  is 
no  justification  for  a  higher  consumption  than  20  gallons  per  head  per  day 
for  all  purposes.  The  cost  of  the  system  as  applied  in  Carlisle,  when  com¬ 
plete,  will  be  about  TIOOO ;  and  its  annual  cost  is  estimated  at  LT50.  The 
annual  saving  effected  exceeds  its  total  cost ;  the  estimated  cost  of  filtering 
and  pumping  the  quantity  of  water  previously  wasted  being  about  T1700 
per  annum.  The  letter  concludes  by  stating  that  the  consumers  use  as 
much  water  as  required;  and  not  only  has  the  cost  of  filtering,  pumping, 
and  distributing  water  been  reduced,  but  the  supply  of  w'ater  has  been 
continued  with  greater  regularity,  at  a  higher  and  more  constant  pressure, 
and  at  a  reduced  charge  to  all  consumers. 

Reports  prepared  by  Mr.  A.  R.  Binnie,  M.Inst.C.E.,  the  Water  Engi¬ 
neer  of  the  Bradford  Corporation,  on  the  working  of  the  Deacon  system 
in  the  borougli  in  1886  and  1888,  were  forwarded  by  Mr.  O.  Nicholson,  the 
Waste-Water  Engineer.  An  abstract  of  the  1888  report  was  published  in 
the  Journal  last  week  (p.  948). 

Regarding  the  working  of  the  system  in  Bolton,  Mr.  R.  H.  Swindlehurst, 
M.Inst.C.E.,  the  Corporation  Water  Engineer,  in  his  reply,  spoke  in  very 
favourable  terms.  He  said  that  they  had  only  six  Deacon  meters  in 
use  at  present.  The  saving  of  water  in  those  districts  where  they  are 
fixed  was  most  satisfactory,  so  much  so  that  he  had  recommended  the 
Corporation  to  apply  the  system  to  the  whole  of  their  area  of  supply.  He 
also  enclosed  a  copy  of  a  report  prepared  by  himself  upon  the  results 
attained  with  the  meters  ;  but  the'  Water  Committee,  he  says,  have  not 
yet  passed  any  resolution  as  to  its  adoption  or  otherwise.  In  the  course 
of  this  report  Mr.  Swindlehurst  stated  :  “The  daily  consumption  when  four 
of  the  meters  were  first  put  in,  stood  at  464,100  gallons  ;  now  it  is  reduced 
to  258,600  gallons— showing  a  saving  of  205,500  gallons  a  day.  This  result, 
although  perhaps  startling  to  the  uninitiated,  is  but  similar  to  what  has 
been  discovered  wherever  the  waste-water  meter  system  has  been  tried. 
After  careful  consideration,  and  not  wishing  to  over-estimate  the  quantity 
I  expect  the  saving  to  be  effected  over  the  v/hole  area  of  supply  will  aver¬ 
age  five  gallons  per  head  per  day.  It  may  prove  more ;  but  I  shall  be 
very  much  surprised  if  it  is  less.  Five  gallons  per  head  per  day  on 
195,000  persons  amounts  to  975,000  gallons  a  day,  or  355,875,000  gallons  per 
annum,  which  at  4s.  per  1000  gallons,  the  cost  price  of  the  water,  equals 
4:5931  5s.  per  annum,  taking  which  to  represent  a  return  at  the  rate  of 
5  per  cent.,  would  imply  a  capital  cost  of  .£118,625  on  works  to  yield  that 
quantity.’* 

The  Secretary  of  the  Lambeth  Water  Company  (Mr.  J._  H.  Louttit) 
supplied  some  interesting  figures  regarding  the  results  achieved  by  the 
use  of  the  Deacon  meters  in  his  Company’s  area  of  supply.  The  Lam¬ 
beth  Company  supply  an  area  of  about  100  square  miles,  containing  at 
the  present  time  88,097  services,  44,823  of  which  receive  constant  supply 
at  high  pressure.  Of  these,  38,300  houses  are  controlled  by  Deacon’s 
waste-water  meters,  without  the  use  of  which,  or  some  similar  appliance, 
it  is  believed,  he  says,  the  Company  would  have  been  quite  unable  to 
extend  and  maintain  the  system  of  constant  supply,  except  at  a  ruinous 
cost.  The  number  of  meters  in  use  is  86  4-inch  and  4  6-inoh;_and  each 
meter  supplies,  on  an  average,  about  400  houses.  When  Deacon’s  system 
was  commenced  in  1880,  the  average  consumption  per  head  per  diem  for 
all  purposes  was  34  gallons,  with  a  population  of  12,200  people  under 
meter  inspection.  At  the  present  time,  it  is  a  little  above  20  gallons  per 
head,  with  a  population  of  about  308,000;  and  it  is  hoped  that  still  better 
results  will  be  obtained. 

Writing  of  his  experience  with  the  Deacon  meter  at  Gloucester,  Mr.  R. 
Read,  Assoc. M.Inst.C.E.,  the  City  Surveyor,  says  that  he  first  advised 
the  adoption  of  the  system  in  February,  1881,  as  an  alternative  to  spending 
£10,000  for  an  additional  and  very  doubtful  supply  of  water.  After  two- 
and-a-half  year’s  discussion,  he  fixed  the  first  meter  in  October,  1883,  and 
completed  the  whole  system  by  May,  1884 ;  the  city  being  divided  into 
twenty  meter  districts.  The  whole  cost  of  the  installation  was  ±2000  j 
the  meters  and  fixing  taking  half  the  amount,  and  additional  valves  in 
the  mains,  and  stop-taps  to  the  services  the  remainder.  Previous  to 
October,  1883,  the  supply  had  always  to  be  shut  off  at  night  during 
dry  seasons,  and  the  consumption  ranged  from  950,000  gallons  up  _  to 
1,000,000  in  frosty  weather  per  day.  By  J une,  1884,  the  consumption 
was  reduced  to  600,000  gallons  per  day  ;  or,  in  other  words,  the  consump¬ 
tion  was  steadily  reduced  from  31  gallons  per  head  per  day  to 
16  gallons  per  head  per  day  as  a  minimum  in  1885.  Since  that 
date  it  had  fluctuated  between  16  gallons  and  17J  gallons,  notwith¬ 
standing  a  very  large  increase  in  the  number  of  consumers. 
consumption  includes  about  3  gallons  per  head  per  day  for  trade 
purposes,  and  an  unsparing  supply  for  flushing  sewers.  Mr.  Read  s  ex¬ 
perience  convinces  him  that,  however  large  the  supply  to  a  community 
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may  be,  unless  it  is  controlled  by  a  mechanical  system  of  inspection  like 
Deacon’s,  the  people  will  exceed  the  limits  of  supply  in  a  very  short  time. 
As  an  experiment,  he  fixed  an  ordinary  meter  to  one  of  the  dirtiest  courts 
in  the  town,  and  found  they  used  or  wasted  40  gallons  per  head  per  day. 
Another  meter  was  fixed  to  a  new  cottage,  with  a  man,  wife,  and  four 
children  living  in  it,  doing  all  their  own  washing;  and  the  consumption 
for  twelve  months  averaged  6J  gallons  per  head  per  day. 

Mr.  C.  Gilby,  Manager  of  the  Bath  Water-Works,  states  that  the  system 
is  now  in  operation  in  districts  of  Bath  and  the  neighbourhood  containing 
a  population  of  about  40,000.  Formerly  the  supply  was  an  intermittent 
one — on  for  from  two  to  six  hours  daily.  The  consumption  was  then 
rather  over  30  gallons  per  head.  When  the  constant  service  was  first 
introduced  under  the  [meter  system,  the  average  daily  consumption  was 
43'7  gallons  ;  and  it  has  already  been  reduced  to  22.  The  trade  supply, 
he  says,  is  1'2  gallons  per  head,  and  is  included  in  the  above  figures. 

It  was  reported  from  Clevedon  that  during  the  year  before  the  Deacon 
meters  were  introduced,  there  was  an  average  consumption  of  37  gallons 
a  head  per  day,  of  which,  it  is  said,  25  gallons  were  waste.  During  the 
year  following  their  introduction,  the  supply  was  23  gallons  a  day  per 
head,  of  which  nearly  10  gallons  are  assumed  to  be  waste. 

The  Water  Engineer  of  Abergavenny  (Mr.  J.  Haigh,  Assoc.  M.  Inst.  C.E.), 
after  four  years’  experience  of  the  system,  says  he  cannot  speak  too  highly 
in  its  favour.  By  its  use,  he  had  succeeded  in  reducing  the  waste  to  the 
extent  of  16  gallons  per  head  per  day,  which  means  an  actual  saving  of 
water  to  the  town  of  128,000  gallons  per  day.  Formerly  it  was  found 
that  37  gallons  per  head  would  barely  meet  requirements ;  whereas,  by 
reducing  the  waste,  21  gallons  per  head  is  ample,  and  it  is  hoped  to  bring 
the  waste  down  so  that  15  or  16  gallons  will  suffice. 

The  testimony  of  Mr.  C.  Cullum,  the  Manager  of  the  Newport  Corpora¬ 
tion  Water-Works,  was  strongly  in  favour  of  the  system.  Formerly  the 
daily  supply  was  about  35  gallons  per  head  ;  and  last  week,  with  Deacon’s 
meter  in  use,  the  consumption  was  only  19J  gallons  per  head.  In  one 
district  he  found,  by  the  use  of  the  meter,  that  59  gallons  of  water  per 
head  were  taken  daily ;  and  now  the  quantity  is  not  20  gallons. 

The  evidence  of  Mr.  W.  H.  Wilds,  the  Borough  Surveyor  of  Hertford, 
was  likewise  very  favourable  to  the  use  of  Deacon’s  meters  for  the  detec¬ 
tion  of  waste.  With  a  population  of  under  8000,  and  an  intermittent 
supply  of  twelve  hours  per  day  for  five  days,  but  six  hours  per  day  for  the 
rest  of  the  week,  the  consumption  and  waste  ran  up  to  16  or  17  million 
gallons  of  water  per  quarter.  By  means  of  Deacon’s  waste  detection 
system,  he  was  now  supplying  the  town  on  a  constant  service  with  a  con¬ 
sumption  amounting  to  only  6  million  gallons  per  quarter  ;  and  he  says 
he  is  confident  that,  would  his  Water  Supply  Committee  allow  him  to 
continue  the  constant  night  inspection,  he  could  reduce  this  consumption 
by  one-half. 

Mr.  J.  W.  Richardson,  the  Corporation  Water  Engineer  of  Birkenhead, 
in  his  answer  to  the  inquiries  made,  also  bears  witness  to  the  efficacy 
of  the  Deacon  meter  in  detecting  leakage  from  pipes  and  mains  under¬ 
ground.  According  to  his  statement,  the  population  now  supplied  by  the 
Corporation  is  93,000 ;  and  the  borough  is  divided  into  twenty  separate 
districts,  the  supply  into  each  of  which  is  through  one  of  Deacon’s  waste- 
water  meters.  Previous  to  the  adoption  of  these  meters,  there  was  a 
constant  and  careful  house-to-house  inspection  for  the  prevention  of  waste, 
and  this  inspection,  he  states,  did  largely  prevent  waste,  bringing  the 
consumption  from  35  to  25  gallons  per  head  per  day.  There  was,  how¬ 
ever,  a  large  waste  from  pipes  and  mains  underground  that  was  not  and 
could  not  be  detected  by  inspection  alone.  Hence  the  additional  value  of 
the  Deacon  meter;  for  a  very  large  proportion  of  the  underground  waste 
does  not  show  itself  on  the  surface,  as  is  generally  supposed.  In  one  case 
in  the  town,  there  was  an  underground  waste,  from  cracked  mains,  of 
nearly  a  million  gallons  per  week  discovered  wholly  through  the  waste- 
water  meters.  With  the  aid  of  stop-cocks  to  shut  off  the  supply  to  all 
defective  fittings,  and  the  use  of  the  Deacon  waste-water  meter,  the 
supply  in  Birkenhead  is  reduced  to  15'48  gallons  per  head  per  day.  In 
1882,  previous  to  the  fixing  of  stopcocks  and  the  Deacon  waste-meters, 
the  rate  of  supply  was  as  high  as  25  gallons  per  head  per  day  ;  the  reduc¬ 
tion  being  9'52  gallons.  Having  had  every  means  of  testing  the  value  of 
the  use  of  the  Deacon  waste-water  meters  as  against  close  and  constant 
inspection  without  them,  Mr.  Richardson  said  he  had  no  hesitation  in 
saying  it  is  impossible  to  check  waste  as  soon,  or  in  the  same  efficient 
manner,  by  inspection  without  the  use  of  the  meters,  as  with  them. 

The  introduction  of  the  Deacon  meter  into  Widnes  in  1886  has,  writes 
Mr.  Isaac  Carr,  the  Manager  of  the  Local  Board  gas  and  water  works, 
resulted  in  a  saving  in  waste  of  35  million  gallons  per  annum.  Four  of 
the  meters  are  used  to  check  the  supply  to  3700  houses,  or  to  a  population 
of  about  20,000.  Previously  the  waste  was  not  excessive  ;  being  only  at 
the  rate  of  7  gallons  per  head  of  population  per  day.  But  this,  by  means 
of  the  meters,  has  been  reduced  to  1'5  gallon  per  head.  The  present 
total  consumption  per  head  per  day,  including  the  1'5  gallon  waste,  is 
8'6  gallons.  When  the  system  was  first  commenced,  a  number  of  under¬ 
ground  leakages  that  must  have  been  running  for  years  were  discovered- 
such  as  old  and  forgotten  service-pipes  with  open  ends  into  drain-pipes, 
&c.,  which,  but  for  the  meters,  would  in  all  probability  have  still  been 
running.  The  old-fashioned  mode  of  house-to-house  inspection  is,  Mr. 
Carr  thinks,  almost  useless  for  the  checking  or  discovery  of  underground 
waste.  To  do  this  efiectually,  meters  must  be  employed  ;  and  the  Deacon 
system,  he  says,  is  the  best  he  knows  of. 

Although  the  system  has  only  been  in  use  in  Chester  for  a  very  brief 
period,  Mr.  J.  Dugdale,  the  Engineer  and  Manager  of  the  water-works,  is 
able  to  contribute  satisfactory  evidence  of  its  usefulness.  Time  has  not 
permitted  of  a  complete  inspection  of  the  city  being  made,  so  that  all  the 
defects  have  not  been  remedied.  Previous  to  its  introduction,  part  of  the 
supply  was  obliged  to  be  limited  to  sixteen  hours  per  day  on  account  of 
the  great  amount  of  waste;  but  this,  Mr.  Dugdale  says,  has  now  been 
altered,  and  the  whole  supply  is  on  constantly,  and  less  water  is  delivered 
than  before.  This  statement  is  verified  by  the  following  comparative  table 
(which  was  given  at  the  end  of  Mr.  Dugdale’s  letter)  showing  the  number 
of  gallons  of  water  consumed  each  day  during  the  weeks  ending  Nov.  25, 


1888  and  1887. 

1888. 

1887. 

Gallons. 

Gallons. 

Nov.  19 . 

1,874,800 

,,20 . 

1,664,600 

„  21 . 

. 1,218,084 

1,698,200 

,,22 . 

1,798,400 

„  23 . 

. 1,241,170 

1,807,600 

„  24 . 

1,633,400 

„  25 . 

. 1,116,458 

1,764,600 

Judging  from  the  diagrams  and  his  past  experience,  Mr.  Dugdale  antici¬ 
pates  a  much  greater  reduction  than  is  shown  in  these  figures. 

Southampton,  it  appears  from  a  letter  sent  by  Mr.  W.  Matthews,  the 
Engineer  of  the  water-works,  has  likewise  considerably  benefited  by  the 
use  of  Deacon’s  meters.  He  states  that  the  system  was  got  into  work 
about  the  middle  of  1885.  The  meters,  22  in  number,  with  the  necessary 
fittings,  cost  £1340.  In  addition  to  this  they  had  outside  stopcocks  fixed 
to  about  2500  houses,  where  they  were  not  already  existing,  at  a  further 


cost  of  £1250.  Prior  to  1885  the  consumption  of  water  in  the  borough  had 
been  61  gallons  per  head.  Within  a  few  months  of  setting  the  system  to 
work,  they  were  able  to  absolutely  close  one  of  the  old  pumping  stations  ; 
effecting  an  immediate  saving  of  about  £700  per  year.  The  consumption 
has  now  been  reduced  to  31  gallons  per  head,  including  that  used  for  manu¬ 
facturing  purposes,  which  is  at  the  rate  of  200,000  gallons  per  day.  Previous 
to  1885  Mr.  Matthews  says  they  were  pumping  3i  million  gallons  per  day, 
compared  with  2  millions  now  ;  and  he  hopes  to  further  reduce  the  con¬ 
sumption  to  15  gallons  per  head,  which,  he  considers,  is  ample,  including 
what  is  necessary  for  trade  purposes.  The  greatest  waste  in  the  borough 
was  due  to  old  and  defective  mains;  and  this  system  had  enabled  them  to 
pick  out  districts,  streets,  and  places  where  great  waste  was  going  on. 


EDINBURGH  CORPORATION  WATER  TRUST. 

Peoposed  Additional  Supplies. 

Under  a  remit  from  the  Edinburgh  and  District  Water  Trustees,  the 
Engineers  of  the  Trust,  accompanied  by  the  Conveners  of  the  Works  and 
Finance  Committees  (Bailie  Archibald  and  Mr.  Colston),  ex-ProvostWood, 
of  Portobello,  and  the  Treasurer  (Mr.  Oliver),  visited  the  district  of  the 
Manor,  the  Talla,  and  the  head  waters  of  the  Tweed  on  the  23rd  and  24th 
ult.,  in  connection  with  suggestions  for  augmenting  the  city  supply  from 
these  localities.  On  the  last  occasion  on  which  samples  were  taken  of  the 
waters  of  the  Manor  and  Talla,  the  streams  were  at  their  minimum  flow  ; 
and  the  water  was  remarkably  pure.  As  the  supply  from  these  districts 
would  consist  to  a  large  extent  of  impounded  water,  it  was  considered 
necessary,  in  order  to  arrive  at  a  satisfactory  conclusion  as  to  the  quality  of 
the  water,  to  see  the  streams  in  full  flow.  The  party  first  visited  the  Manor 
on  Friday  (the  23rd  ult.),  when  they  found  an  immense  volume  of  water  flow¬ 
ing,  of  remarkable  purity,  and  containing  no  apparent  tinge  of  peat.  The 
next  day  they  visited  the  Talla  and  Fruid,  and  the  high  waters  of  the 
Tweed.  On  arriving  at  the  point  where  the  Talla  flows  into  the  Tweed,  it  was 
observed  that,  while  the  Tweed  itself  was  considerably  discoloured  and 
turbid,  the  water  from  the  Talla  was  so  pure  and  of  such  abundance  as  to 
make  a  decided  difference  on  the  Tweed  for  fully  a  mile  of  its  course.  The 
same  effect  was  observed  at  the  junction  of  the  Manor  and  the  Tweed.  A 
visit  was  next  paid  to  the  Fruid  tributary;  and  there,  as  at  Talla,  a  very 
large  supply  of  comparatively  pure  water  was  flowing.  The  Manor 
scheme  is  estimated  to  afford  a  supply  of  15  million  gallons  per  day,  after 
making  full  provision  for  compensation.  It  might  be  brought  in  in  two 
sections — the  first  of  ten  million  gallons,  and  the  second  of  five  million 
gallons.  The  water  from  the  Talla  might  be  brought  in  either  separately 
or  in  conjunction  with  the  Fruid  water.  If  the  first  course  is  adopted, 
about  7J  .million  gallons  of  water  may  be  obtained  ;  and  if  both  waters 
were  united,  and  compensation  given  by  the  construction  of  a  large  reser¬ 
voir  in  the  Tweed,  it  is  computed  that  a  supply  of  20  million  gallons  may 
be  procured.  The  Manor  scheme  involves,  it  is  understood,  a  tunnel  of 
about  5  miles  in  length  between  the  valley  of  the  Tweed  and  the  Lead- 
burn  ridge.  The  distance  from  Edinburgh  is  about  27  miles,  and  that  of 
the  Talla  and  Fruid  about  37  miles ;  the  latter  scheme  also  involving  some 
tunnelling.  The  sites  for  the  reservoirs,  particularly  those  for  the  Manor 
and  Talla,  were  considered  excellent.  In  a  short  time  the  Engineers  will 
be  able  to  present  a  report  to  the  Trustees,  as  to  the  cost  of  the  various 
schemes,  including  that  of  St.  Mary’s  Loch  ;  stating  the  quantities  and 
qualities  of  the  water  which  may  be  obtained  from  each. 


LIVERPOOL  CORPORATION  WATER  SUPPLY. 

Pbogeess  of  the  Vyrnwy  Works. 

Tuesday  last — says  the  Shrewsbury  Chronicle — will  long  be  remembered 
in  the  Llanwddyn  district  as  the  day  on  which  two  most  important 
events  connected  with  the  history  of  the  Liverpool  Water-Works  took 
place.  In  the  first  place,  the  construction  of  the  Vyrnwy  reservoir  has 
so  far  approached  completion  that  Mr.  G.  F.  Deacon,  M.  Inst.  C.E.,  the 
Engineer,  commenced  to  close  the  valves  of  the  discharge-pipes  passing 
through  the  fine  dam  of  masonry,  with  a  view  of  commencing  to  im¬ 
pound  the  waters  and  to  fill  the  large  artificial  lake,  which  before  next 
summer  will  supply  the  city  of  Liverpool  and  other  communities  on  its 
route  with  water.  Though  no  impounding  had  been  done  up  to  that 
date,  the  recent  rainfall  has  been  so  heavy  that  the  water  behind  the 
masonry  dam  extended  two  miles  up  the  valley ;  but  now  the  lake  will 
rapidly  increase  in  depth  and  area.  The  whole  of  the  water  flowing  down 
this  valley  will  be  intercepted  until  that  is  accomplished.  Nearly  all 
the  buildings  of  the  village  of  Llanwddyn  and  elsewhere  are  pulled  down  ; 
and  the  last  inhabitants  will  soon  vacate  the  bed  of  the  new  lake 
about  to  be  formed  in  Wales.  Though  often  stated,  the  magnitude  of 
this  undertaking  does  not  appear  to  be  generally  understood.  Lake 
Vyrnwy  will  be  nearly  five  miles  long,  and  will  be  at  once  the  largest  and 
most  picturesque  lake  in  Wales.  The  masonry  dam  and  the  arches  of 
the  viaduct  carrying  the  road  over  it  have  been  completed ;  while  the 
last  work  in  connection  with  the  parapet,  at  a  height  of  161  feet  above 
the  foundations,  is  in  progress.  The  straining  tower — in  which  neces¬ 
sary  means  are  provided  for  drawing  off  water  at  any  required  level, 
and  within  which  suspended  peaty  and  other  impurities  will  be  arrested 
— is  a  considerable  height  above  the  overflow  level,  and  will  form  one 
of  the  most  striking  and  picturesque  features  in  the  lake.  The  filter- 
beds  and  intermediate  reservoir  near  Oswestry  are  fast  approaching 
completion. 


WORCESTER  CORPORATION  WATER  SUPPLY. 

At  the  Meeting  of  the  Worcester  Town  Council  to  be  held  next  Tuesday, 
the  Water  and  Sewerage  Committee  will  present  a  report  on  the  water 
supply  of  the  city.  They  state  that  if  the  present  source  of  supply  is  to  be 
retained,  it  appears  necessary  to  carry  out  the  works  referred  to  by  Mr. 
Purchas  (see  below)  at  an  estimated  cost  of  £26,000.  They  would,  how¬ 
ever,  prefer  obtaining  a  substituted  supply  from  Burcot,  if  it  could  be 
had  at  a  reasonable  cost ;  but  they  regard  the  price  asked  by  the 
East  Worcestershire  Water-Works  Company  for  the  Burcot  Well  as  pro¬ 
hibitive.  Failing  the  latter  supply,  they  say  it  is  desirable  to  sink  a  trial 
bore-hole  at  the  site  near  Aston  Fields,  referred  to  in  Mr.  Etheridge’s 
report  of  Jan.  16,  ISOS’*,  with  a  view  of  testing  the  opinions  of  the  experts 
that  by  sinking  to  a  lower  level  than  the  present  Charford  bore-hole,  water 
would  be  obtained  from  the  underlying  Bunter  sandstones  of  a  similar 
quality  to  the  Burcot  water.  The  Committee  recommend  that  they  be 
authorized  to  take  the  necessary  steps  for  sinking  a  trial  bore-hole  near 
Aston  Fields,  and  to  obtain  the  necessary  surveys  for  the  purpose  of 
ascertaining  the  probable  cost  of  bringing  water  from  Aston  Fields  to  the 
city.  The  works  estimated  for  by  the  Surveyor  (Mr.  Purchas)  are  as 
follows  :  New  subsiding  tanks,  to  hold  2J  million  gallons,  including  land 
about  21  acres,  at  2s.  per  yard,  £6270 ;  new  filtering-beds,  capable  of  filter¬ 
ing  about  §  million  gallons  per  day,  £880 ;  new  reservoir,  to  hold  2J  million 
gallons,  including  pipes  and  valves,  £18,000;  covering  pure  water- tank, 
£850— making  a  total  cost  of  £26,000. 


■*  See  Journal,  Vol.  XLV.,  p.  809. 
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NOTES  FEOM  SCOTLAND. 

(FROM  OUR  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saiurday. 

The  Edinburgh  and  Leith  Gas  Commissioners  held  a  meeting  last 
Monday,  at  which  they  transacted  a  large  amount  of  business.  A  report 

is  piven  in  another  column.  i  i 

The  proposal  by  the  St.  Andrews  Town  Council,  to  take  over  the  local 
Oas  Company’s  undertaking,  has  been  shelved  for  another  year.  At 
a  meeting  of  the  Council  on  Tuesday,  Provost  Paterson  said  that  sonae 
scruples  had  arisen  as  to  the  reading  of  the  Burghs  Gas  Supply  (Scotland) 
Act  certain  members  thinking  that  if  they  were  to  confirm  a  previous 
resolution  in  favour  of  the  transfer  they  would  be  bound  to  go  on  with 
it  immediately.  In  deference,  he  said,  to  these  scruples,  and  the  desire  ^ 
the  electors  for  further  information,  he  moved  the  following  resolution  . 

“  That  this  meeting  be  adjourned  to  a  date  not  later  than  the  last  Tue^ 
day  of  September,  1889,  with  power  to  the  Provost  to  advance  such 
mating  on^ the  requisite  notice,  and  that,  failing  other  instructions,  the 
Clerk  be  instructed  to  call  an  adjourned  meeting  for  the  above  date,  and 
&\bo  to  address  a  letter  to  the  St.  Andrews  Gas  Company  in  the  last  week 
of  July,  1889,  requesting  them  to  convene  a  special  meeting  of  their  share¬ 
holders  for  the  same  date  as  their  annual  meeting,  to  consider  whether 
they  will  make  an  offer  to  the  town  of  their  property  for  lAd,2oO.  in 
support  of  his  motion,  the  Provost  said  he  could  now  show  his  hand.  Under 
the  Act  of  1870,  the  Gas  Company  might  have  applied  for  a  Provisional 
Order  giving  them  the  control  of  the  streets,  which,  as  a  private  Company , 
they  had  not  at  present.  They  could  not  now  do  that.  Had  the  Company 
obtained  an  Order,  the  Town  Council  would  not  have  had  the  same  power 
in  the  taking  over  of  the  gas-works.  He  did  not  want  to  approach  the  Gas 
Company  at  present.  An  unfair  dividend,  he  said,  was  declared  last 
year  -  but  in  May  the  books  of  the  Company  would  be  before  the  share¬ 
holders  and  the  Council  would  then  be  able  to  value  the  Company  s 
property  at  a  more  correct  figure.  The  present  prosperity  of  the  Com¬ 
pany  was,  he  considered,  a  bogus  one.  The  motion  was  adopted.  I  may 
point  out  that  the  dividends  paid  by  the  Company  have  been  :  _  In 
1881-2  303.  per  share,  with  lOs.  bonus  ;  in  1882-3,  lOs. ;  in  1833-4,  403. ,  in 
1884-5’  40s. ;  in  1885-6,  40s. ;  in  1886-7, 30s. ;  and  in  1887-8, 503.  This  so  far 
bears  out  the  Provost’s  notion  that  an  inflated  dividend  was  paid  on  the 
prospect  of  the  purchase  of  the  undertaking  by  the  Cor  poration. 

Mr  Adam  Pratt  has  not  resigned  the  championship  of  the  Aberdeen  gas 
agitation  on  his  appointment  to  the  membership  of  the  Gas  Committee 
of  the  Town  Council.  The  Sub-Committee,  consisting  of  Mr.  Colh^  the 
Convener  of  the  Gas  Committee,  and  two  other  gentlemen,  met  on  lues- 
day  to  consider  the  cases  of  alleged  overcharge,  which,  through  the  instru¬ 
mentality  of  Mr.  Pratt  before  his  election  to  the  Town  Council,  had  been 
submitted  to  them.  The  Sub-Committee  drew  up  a  report,  which  set  forth 
that,  in  their  opinion,  there  was  no  ground  for  the  complaints  made.  By 
Dr  Wallace’s  report  it  was  shown  that  the  quality  of  the  coals  used  at  the 
works  was  satisfactory.  A  list  containing  134  complaints  of  increases  was 
before  the  Sub-Committee;  but  this  number  was  reduced  to  84,  and,  even 
in  these  instances,  the  increases  were  accounted  for,  among  other  reasons, 
by  the  construction  of  larger  mains.  In  certain  districts  from  which  com¬ 
plaints  came,  it  was  found  that,  while  there  were  some  small  increases,  the 
decreases  were  of  a  substantial  character.  The  Gas  Committee  met  on 
Wednesday,  and  received  the  Sub-Committee’s  report.  Mr.  Pratt  ^ok 
exception  to  the  finding  of  the  Sub-Committee,  and  protested  against  their 
conclusions;  reserving  his  views  on  the  matter  until  the  public  meeting 
of  the  Council.  He  urged  that  it  was  impossible  to  deal  with  so  large  a 
subject  in  detail  until  the  report  was  submitted  in  print  to  the  members 
of  the  Committee.  It  was  therefore  agreed  to  print  the  report,  to  circulate 
it  among  the  members,  and  to  discuss  it  a  month  hence.  •  i  a 

A  case  of  suffocation  by  gas  at  Aberdeen  has  this  week  terminated 
fatally.  On  Friday  of  last  week,  a  young  woman,  from  the  country, 
entered  upon  her  duties  as  domestic  servant  in  a  house  in  the  west  end  of 
the  city.  Knowing  nothing  of  gas,  she  blew  the  light  out  on  going  to  bed ; 
and  in  the  morning  was  found  by  her  mistress  lying  in  a  state  of  uncon¬ 
sciousness — the  room  at  the  same  time  being  filled  with  gas.  She  was 
sent  to  the  Eoyal  Infirmary,  where  she  died  last  Thursday. 

An  anonymous  writer,  under  the  name  of  “  Scrutiniser,  seems  resolved 
on  giving  as  much  trouble  as  possible  to  the  Dundee  Gas  Conimissioners. 
It  was  he  who  took  up,  and  has  made  his  own,  the  question  mvolved  in 
the  mixing  of  air  with  gas  to  assist  in  oxide  purification,  to  which  I  have 
made  reference  on  previous  occasions.  To  most  rniuds,  Mr.  M  Crae  s 
report  on  the  subject  disposed  of  it  ;  but  “  Scrutiniser  is  still  uncon¬ 
vinced.  In  a  letter  to  the  local  press  on  Thursday,  he  returns  to  the  charge, 
taking  for  his  text  the  published  statistics,  which  show  that  10,000  cubic 
feet  of  gas  were  derived  per  ton  of  coal  carbonized.  The  published 
accounts,  he  says,  show  that  as  low  as  7000  cubic  feet  of  gas  per  ton  are 
produced  from  a  large  quantity  of  the  coal  used  ;  and  he  comes  to  the 
following  conclusion  : — •“  There  are  two  strong  and  tempting  reasons,  from 
the  Gas  Manager’s  point  of  view,  for  the  absorption  of  air  ;  but  we  are 
only  told  of  one — -viz.,  the  saving  of  labour  and  expense  in  the  process  of 
purification.  There  is  another  reason,  not  less  potent.  It  is  a  cheap 
way  of  very  materially  assisting  to  swell  the  total  make  of  gas  and  cover 
the  very  great  waste  and  loss  of  gas  which  have  taken  place  at  the  very 
commencement  of  its  manufacture  within  these  works  for  a  very  consider- 
'able  time.  Why  should  the  consumer  have  to  buy  and  pay  for  the  free  air 
of  heaven  at  the  rate  of  3s.  8d.  per  1000  cubic  feet  ?  ”  To  this  I  would  say 
that  as  long  as  the  Commissioners  supply  gas  of  the  requisite  illuminating 
power — and  that  is  not  yet  questioned — it  is  difficult  to  conceive  what 
prejudice  can  be  done  to  the  consumer.  .... 

A  strange  question  has  arisen  in  connection  with  the  administration  of 
the  new  Falkirk  and  District  Water  Act.  The  measure  was  carried 
through  the  Houses  in  the  face  of  strong  opposition  by  the  Carron  Iron 
Company.  After  it  passed,  the  Trust  was  constituted,  and  they  laid  an 
assessment.  The  Carron  Company  refuse  to  pay  this  assessment,  on  the 
ground  that  clause  71  of  the  Act  provides  that  occupiers  shall  not  be 
liable  to  pay  the  domestic  rate  “  unless  some  pipe  of  the  Trustees  shall 
be  laid  down  within  100  feet  of  the  outer  wall,  fence,  or  boundary  ’  of 
their  property.  It  is  likely  that  the  opinion  of  Counsel  will  be  taken  on 
the  question;  and  it  may  have  to  be  fought  out  in  the  Law  Courts. 


know  that  one  of  them  is  Mr.  E.  E.  Tatlock,  F.E.S.Edin.,  F.C.S.,  &c., 
who  has  been  one  of  the  public  analysts  for  the  City  of  Glasgow  during 
at  least  fourteen  years,  and  for  some  five  or  six  other  burghs  during 
various  periods  of  time.  Mr.  Tatlock  was  partner  with  Dr.  Wallace  till 
within  a  few  weeks  of  his  death.  In  his  application  for  the  appomtment, 
he  does  not  publish  any  testimonials,  considering  that  his  qualifications 
for  such  an  office  are  sufficiently  well  known  to  render  tlmm  totally  un¬ 
necessary.  Mr.  Tatlock  is  also  candidate  for  the  similar  office  at  Paisley, 
which  was  also  held  by  Dr.  Wallace.  ...  ,  r., 

Some  time  ago  I  mentioned  that  Bailie  (now  ex-Bailie)  Shearer,  a 
prominent  member  of  the  Glasgow  Gas  Trust,  had  given  notice  that  he 
would  ask  for  a  vote  of  A‘5000  from  the  annual  gas  surplus  to  be  devoted  to 
the  purposes  of  the  “Common  Good.”  In  course  of  time,  the  Gas  Committee 
so  framed  their  accounts,  by  “writing-off”  here  and“wriiing-off  there  that 
the  actual  surplus  for  the  last  financial  year  was  reduced  to  less  than 
±’2400  but  which,  with  the  balance  carried  over  for  the  preceding  year, 
made  ’a  total  of  ±’5200.  So  far  as  1  remember.  Bailie  Shearer  never  returned 
to  the  matter  at  any  meeting  of  the  Council ;  and  a  feeling  generally  pre¬ 
vailed  that  the  proposal  had  been  permanently  put  on  the  shell.  it 
now  seems,  however,  that  it  has  been  taken  down  from  the  resting-place, 
a  member  of  the  Gas  Committee,  I  am  informed,  having  moved  his  col¬ 
leagues,  or  a  majority  of  them,  in  favour  of  recommending  to  the  Gouncil 
sitting  as  the  Gas  Trust,  to  vote  a  large  proportion  of  the  surplus— T3UUIJ 
it  is  said— for  public  purposes.  The  consideration  of  the  motion  will 
come  before  the  Council  at  the  monthly  meeting  on  Thursday  next,on  which 
occasion  some  stiff  opposition  is  likely  to  be  offered  to  the  proposal  by 
those  Gas  Commissioners  who  believe  in  the  propriety  of  all  gas  surpluses 
being  devoted  to  the  legitimate  purpose  of  reducing  the  price  of  gas  to  the 
consumers.  There  are,  I  am  glad  to  say,  still  some  persons  who  hold,  as 
an  article  of  faith  and  as  an  item  of  common-sense  philosophy,  the  prin¬ 
ciple  that  “  every  herring  should  hang  by  its  own  tail,”  and  that  every 
municipal  trust  should  deal  exclusively  with  its  own  “  ways  and  means. 
We  shall  see  how  members  of  the  Council  rise  to  the  circumstaimes 
of  the  occasion.  Within  my  recollection,  the  surplus  funds  of  the  Gas 

Trust  have  only  been  dipped  into  twice— possibly  three  times. 

The  Kilsyth 'Gas  Commissioners,  on  the  motion  of  ex-Provost  Whyte, 
have  resolved  that  in  future  no  deposits  be  asked  from  gas  consumers  as 
security  for  the  payment  of  their  accounts.  In  some  cases  the  deposit  has 
been  2s  6d.  ;  and  in  others,  5s.  They  have  also  decided  that  all  deposits 
in  the  possession  of  the  Gas  Trust  be  returned  to  those  persons  frona 
whom  they  were  exacted.  It  is  confidently  believed  that  the  abolition  ot 
the  “senirity”  deposit  will  induce  many  persons  to  become  gas  con¬ 
sumers  who  have  hitherto  regarded  the  deposit  as  a  stumbling-block,  and 

as  an  unwarrantable  impost.  . .  .  .v,  _h„i. 

By  the  way,  this  bit  of  news  from  Kilsyth  reminds  me  that  the  Partick, 
Hillhead,  and  Maryhill  Gas  Company  have  just  been  taken  to  task  by  a 
correspondent  in  one  of  the  local  papers  for  what  he  calls  a  gross  injustice 
—viz  the  exacting  of  deposits  of  money  as  security  by  the  Company, 
and  of  claiming  the  right  to  cut  of  the  gas  supply  from  any  person  who 
refuses  to  pay  the  deposit.  He  asks  if  the  Company  have  not  the  same 
means  of  recovering  debts  as  others,  and  urges  that  it  would  be  time 
enough  to  cut  off  the  gas  supply  when  there  were  arrears  due.  Then  he 
proceeds  to  remark  that  it  is  clear  to  anyone  that  the  Company  derive 
the  benefit  of  the  interest  on  a  very  large  sum  ot  money  for  which  no 
return  is  ffiven,  and  on  money  whicli  does  not  belong  to  them. 

In  the  early  part  of  the  week,  the  Glasgow  pig-iron  warrant  market  was 
inactive;  but  during  the  latter  half  of  the  week  it  rallied,  and  became 
more  satisfactory  than  it  has  been  for  some  time.  Several  influences 
have  been  at  work  ;  one  of  them  being  a  growing  disposition  to  limit  the 
production,  due  to  the  cost  of  making  it,  and  to  the  possibility  of  loss  m 
disposing  of  the  iron.  The  closing  price  for  Scotch  iron  yesterday  was  9d. 
per^ ton  better  than  at  the  close  on  Friday  last  week.  The  top  price 
reached  was  42s.  OJd.  per  ton  cash.  . 

The  coal  trade  is  still  a  little  slack  in  the  shipping  department  on 
account  of  the  slow  arrival  of  steamers.  Still,  many  firms  are  doing  a  fair 
business ;  and  there  are  numerous  vessels  awaiting  cargoes.  Contracts 
for  next  year  are  now  being  talked  of,  and  will  shortly  require  lih 
arranged.  Shippers  are  expecting  rather  better  rates  than  during  the 
present  year.  For  months  past  they  have  been  sending  away  large 
quantities  of  coals  under  contract  at  prices  very  much  below  those  current 
in  the  open  market;  and,  at  the  same  time,  advanced  rates  of  freight 
have  had  to  be  found.  On  the  whole,  therefore,  this  part  of  the  trade 
cannot  have  been  very  profitable.  On  the  larger  contracts  a  rise  of  at 
least  lid.  a  ton  is  being  spoken  of  for  deliveries  over  the  whole  of  next 
year  ;  and  this  advance  appears  small,  and  would  seem  to  indicate  that 
the  present  high  quotations  of  coals  are  not  expected  to  b^e  of  very  long 
continuance.  Meantime  the  f.o.b.  prices  are  maintained ;  being  indeed  m 
most  cases  a  shade  higher  than  they  were  a  week  ago. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

The  office  of  Gas  Analyst  to  the  City  of  Glasgow,  rendered  vacant  by 
the  death  of  Dr.  William  Wallace,  is  to  be  continued  in  accordance  with 
resolutions  recently  come  to  both  by  the  Magistrates’  Committee  and  by 
theCommittee  on  Gas  Supply;  and  the  intention,  I  believe,  is  that  the 
appointment  will  be  made  on  the  understanding,  if  not  by  express  stipu¬ 
lation,  that  the  successor  to  Dr.  Wallace  will  have  the  same  work  to  do, 
and  receive  the  same  salary  as  he  bad.  If  I  mistake  not,  the  salary  has 
for  some  years  been  11200  per  annum,  for  which  an  examination  of  the 
gas  made  at  the  t  ree  works  owned  by  the  Gas  Trust  must  be  carried 
out  and  reported  on  every  week.  I  cannot  say  yet  how  many  candidates 
there  aie  in,  or  are  likely  to  enter,  the  field  for  the  vacant  office;  bat  I 


Dangerous  Oils.— At  the  Court  of  Aldermen,  held  at  the  Guildhall, 
last  Tuesday— permission  having  been  granted  in  several  cases  to  store 
petroleum  under  certain  regulations — the  Lord  Mayor  stated  that,  after 
the  terrible  explosion  at  Calais,  there  was  a  feeling  of  insecurity  in 
London-a  feeling  of  alarm,  he  might  say-lest  they  should  be  subjected 
to  a  similar  calamity  in  the  City.  He  had  ascertained  at  the  Thames 
Conservancy  Board  facts  which  he  thought  it  would  be  very  gratifying  to 
the  public  to  know.  First,  no  volatile  oil  of  any  kind  was  alffiwed  to  be 
unshipped,  if  he  might  say  so,  westward  of  Thames  Haven  Then  no  oil 
of  the  same  quality  was  imported  into  this  country  at  all.  It  seeined  that 
the  duty  on  oils  of  that  character  going  into  France  was  a  very  high  one ; 
and  therefore  only  oils  of  a  very  low  quality  were  imported  there,  while  the 
best  oils  of  that  description  were  alone  imported  into  England.  His 
Lordship  thought  it  desirable  these  facts  should  be  made  known  to  the 
public  ;  so  that  the  alarm  felt  might  be  at  once  quelled. 

The  Swansea  Corporation  Water  Compensation  Cases.— The  ques¬ 
tion  of  the  costs  involved  in  the  action  Lewis  and  others  v.  The  Corpora¬ 
tion  of  Swansea  (argued  last  July  before  the  Court  of  Appeal,  as  reported 
in  the  Journal  at  the  time)  was  mentioned  in  the  High  Court  recently  by 
Mr.  Finlay,  Q.C.,  for  the  Corporation.  It  may  be  remembered  that  the 
plaintiffs,  who  are  manufacturers,  brought  an  action  to  recover  penalties 
from  the  Corporation  of  Swansea  for  having  withdrawn  a  certain  water 
supply  from  their  works,  &o.  The  result  was  that  both  parties  were  par¬ 
tially  successful ;  but  no  costs  were  allowed  to  the  defendants  in  respect  to 
the  points  on  which  the  plaintiffs  had  failed.  The  defendants  raised  no 
objection  to  the  plaintiffs  receiving  the  costs  ot  the  matters  on  which 
they  had  succeeded  ;  but  Mr.  Finlay  submitted  that  the  order  as  to  costs 
made  on  the  last  occasion  should  be  varied  so  as  to  give  the  defendants  a 
portion  of  the  costs.  Mr.  MTntyre,  Q.C.,  opposed  the  application.  The 
Master  of  the  Bolls,  after  consulting  with  his  colleagues,  said  the  order 
as  to  costs  would  be  in  this  form— the  plaintiffs  to  have  costs  of  the  action 
and  trial  before  Mr.  Justice  Denman,  and  defendants  to  have  costs  of  the 
issues,  if  any,  found  for  them ;  and  as  to  the  present  application,  there 
would  be  uo  order  as  to  costs. 
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CUEKENT  SALES  OF  GAS  PEODUCTS. 

Liveupool,  Dec.  1. 

Sulphate  of  Ammoiiia. — The  improvement  in  tlie  market  has  been 
rudely  checked  by  a  sudden  change  in  the  tendency  of  nitrate,  as  well 
as  by  tbe  unexpected  veering  round  of  the  principal  operators  in  sulphate, 
who  are  now  sellers  at  below  the  prices  they  were  willing  to  pay  a  week 
ago.  This  metamorphosis  makes  one  feel  less  secure  about  the  future ; 
for  if  the  recent  improvement  in  both  commodities  rests  on  substantial 
grounds,  there  is  no  occasion  to  lose  heart  at  a  critical  moment,  and 
without  any  sufficient  reason.  Almost  the  only  danger  appears  to  lie  in 
the  fact  that  large  quantities  of  both  sulphate  and  nitrate  are  in  second 
hands  ;  and  that  there  exists  a  great  desire  to  realize  the  good  profits 
which  present  values  still  offer.  The  weaker  nitrate  market  has,  of 
course,  caused  the  demand  from  sulphate  buyers  to  fall  away.  The  latter 
already  see  in  the  not-too-far-distant  future  the  more  tempting  prices  of 
a  month  ago  return  ;  and  they  will  probably  wait  for  a  favourable  oppor¬ 
tunity  for  their  purchases.  There  is,  however,  meanwhile  no  sulphate 
pressing  on  the  market ;  and  any  possible  depression  seems  to  rest,  to  a 
great  extent,  with  the  makers  in  their  manner  of  disposal  of  ready  parcels. 
A  very  large  production  has,  of  course,  to  be  got  through  this  month  ;  but, 
perhaps,  in  view  of  the  present  position,  makers  will  not  persist  in  pur¬ 
suing  their  usual  plan  of  clearing  out  their  stocks  before  the  end  of  the 
year.  The  closing  quotations  are  :  iT2  lOs.,  Hull  and  Leith  ;  iT2  7s.  Od., 
Liverpool.  It  is  stated  that  nitrate  will  not  fall  much  in  price,  owing  to 
the  bulk  of  it  being  held  in  strong  hands  ;  but,  meanwhile,  spot  values 
have  declined  to  11s.  lid.,  and  there  is  great  weakness  apparent,  both  for 
present  and  spring  delivery. 

London,  Dec.  1. 

Tar  Products. — This  market  is  now  feeling  the  effects  of  a  larger  pro¬ 
duction  ;  and  some  of  the  principal  products  are  decidedly  weaker,  both  in 
demand  and  price.  This  applies  specially  to  benzole,  pitch,  and  anthra¬ 
cene.  Tar  oils  continue  in  good  request;  and  for  the  first  time  for  many 
years  past  at  this  season  are  somewhat  scarce.  Naphthalene  continues 
unsaleable  ;  and  it  is  surprising  that  some  ingenious  inventor  has  not 
discovered  a  mode  of  utilizing  this  product  for  illuminating  purposes — 
especially  remembering  that,  at  present,  it  has  only  a  nominal  value. 
The  following  prices  have  rirled  during  the  week  : — Tar,  according  to 
position,  18s.  to  23s.  per  ton.  Benzole,  90  per  cent.,  3s.  (nominal)  per  gallon  ; 
50  per  cent.,  2s.  44d.  Toluol,  Is.  Gd.  per  gallon.  Solvent  naphtha.  Is.  3d. 
per  gallon.  Crude  naphtha,  30  percent..  Is.  2d.  per  gallon.  Light  oil, 3d. 
per  gallon.  Creosote,  2id.  per  gallon.  Pitch,  18s.  to  20s.  per  ton.  Carbolic 
acid  (crude),  3s.  lOd.  per  gallon.  Cresylic  acid,  lOid.  per  gallon.  Tar 
salts,  158.  per  ton.  Anthracene,  30  per  cent.,  “A”  quality.  Is.  4Jd.  per 
unit ;  “  B  ”  quality.  Is.  2id. 

Ammonia  Products. — There  has  been  unusual  excitement  in  the 
sulphate  market;  but  the  week  closes  with  this  article  flat.  Whether 
this  is  the  result  of  the  unexpected  and  rapid  rise  in  price,  or  the  reflec¬ 
tion  of  weakness  in  the  nitrate  market,  remains  to  be  seen.  The  price  of 
sulphate  has  averaged  during  the  week  between  4112  15s.  and  iT3  per  ton ; 
but  the  latter  figure  more  nearly  represents  to-day’s  value.  Prices  of 
other  products  may  be  taken  as  follows  : — Gas  liquor  (5°  Twaddel),  8s. 
per  ton,  with  a  rise  or  fall  of  Is.  Cd.  per  degree.  Liquor  ammonia,  2d.  per  lb. 
Carbonate  of  ammonia,  3Jd.  per  lb.  Muriate  of  ammonia,  brown,  £18 
per  ton;  white,  £25.  Sal-ammoniac,  £30  per  ton. 


[From  the  Chemical  Trades  Journal,  Dec.  1.] 

Tar  Products. — The  benzol  market  is  not  so  firm  as  it  was  a  week  ago ; 
and  to-day’s  prices  may  be  stated  as  3s.  Id.  to  3s.  2d.  for  90’s,  and  23.  5d.  to 
2s.  6d.  for  50;90’s.  ’The  winter  production  is  now  preparing  for  the 
market;  and  the  influx  of  larger  supplies  must  have  a  telling  effect  in 
the  course  of  time.  The  demand  for  solvent  naphtha  still  continues 
gool;  and  creosote  is  moving  off  as  fast  as  it  is  produced.  Crude  car¬ 
bolic  acid  is  stilt  firm  at  old  rates,  while  anthracene,  good  30  per  cent.  “  B,” 
is  decidedly  firmer  at  Is.  3id.  The  pitch  market  is  still  in  good  trim; 
and  while  17s.  6d.  is  being  paid  in  Liverpool  and  183.  Gd.  in  London,  the 
Yorkshire  makers  have  realized  as  much  as  20s.  f.o.b. 

Sulphate  of  Ammonia. — The  sulphate  of  ammonia  market  is  just  now 
in  a  critical  condition.  Tbe  advance  in  price  has  stopped;  and  a  slight 
relapse  set  in  ;  so  that,  while  £12  IGs.  3d.  was  easily  obtainable  at  Hull  on 
Monday,  not  more  than  £12  12s.  Gd.  was  able  to  be  secured  yesterday. 
Still,  there  should  be  no  fear  of  any  serious  fall  if  makers  remain  cool, 
and  do  not  attempt  to  press  business  ,in  a  falling  market ;  stocks  are  low 
and  there  is  not  much  offering,  and  makers  as  a  rule  are  fairly  well  sold. 
We  have  only  to  reiterate  the  caution  contained  in  our  market  report  of 
Nov.  3,  “  Makers  should  be  mindful  that  the  act  of  running  up  the  price 
to-day  may  leave  them  short  of  customers  for  to-morrow.”  Everyone 
cannot  expect  to  realize  the  top  prices  ;  and  it  is  only  when  a  constant 
business  is  being  done  that  the  market  can  be  declared  he  althy.  To-day’s 
prices  are:  Hull,  £12  12s.  Cd.  to  £12  IGs.;  Leith,  £12  13s.  9d. ;  London 
and  Beckton,  £12  15s. 


The  Eiver  Ln.t  and  the  Sewage  op  Tottenham. — At  the  meeting  of 
the  Hackney  District  Board  of  Works  last  Wednesday,  Mr.  Cox  stated  that 
tne  Metropolitan  Board  of  Works  had  decided  to  grant  the  request  of  tbe 
Board  to  an  extension  of  the  privilege  provided  by  tbe  Lea  Purification 
Act  for  the  flowing  of  the  Tottenham  effluent  into  the  main  sewers  of  the 
Metropolis.  The  privilege  under  the  Act  would  expire  next  June.  He 
thought  the  Board  should  not  rest  satisfied  with  having  obtained  this  ex¬ 
tension,  and  allow  themselves  to  be  face  to  face  with  a  similar  state  of 
things  next  year.  He  had  been  making  inquiries ;  and  he  said  most  un¬ 
hesitatingly  that  the  effect  upon  the  Metropolitan  sewers  was  comparatively 
nil.  He  advised  the  Board  not  to  go  to  sleep,  but  impress  the  matter  early 
upon  the  attention  of  the  new  County  Council,  with  a  view  to  getting  that 
body  to  grant  a  further  concession. 

Salford  Corporation  Gas  Affairs. — The  Salford  Gas  Committee  had 
under  consideration,  last  Thursday  evening,  the  question  of  admitting 
reporters  to  their  meetings,  which  was  referred  to  them  by  the  Town 
Council  the  week  before.  The  result  was  that  three  voted  for  the  admis¬ 
sion  of  the  press  and  eight  against.  The  Committee  have  been  investigat¬ 
ing  a  number  of  complaints  respecting  the  demand  of  the  collectors  for 
deposits  of  money  from  old  customers  for  the  continuance  of  the  gas 
supply.  Instructions  have  been  given  that  the  indiscretion  must  not  be 
continued.  The  new  Gas  Committee,  in  their  endeavour  to  stimulate  the 
consumption  of  gas,  have  abolished  the  old  meter  deposit,  and  only 
demand  deposits  from  new  consumers.  During  the  last  fortnight,  tests 
have  been  made  with  a  view  to  determining  whether  the  gas  maintains  at 
a  distance  the  illuminating  power  which  it  shows  at  the  works.  Tests 
have  been  made  simultaneously  at  Eccles,  the  Broughton  Town  Hall,  and 
the  Salford  works,  with  the  best  available  instruments,  with  the  gratifying 
result  that  the  illuminating  power  is  shown  to  be  fully  maintained  at 
these  places  at  19-candle  power.  The  tests  are  to  be  continued. 


South  American  Water-Works  Schemes. — In  reference  to  the  two 
water-works  undertakings  in  South  America,  the  shares  of  which  have 
recently  been  offered  in  England  to  the  investing  public,  it  is  reported 
that  letters  of  allotment  have  been  posted  to  applicants  for  the  13,350 
shares  of  the  Monte  Video  Water-Works  Company  ;  also  that  heavy  con¬ 
tracts  for  lead  and  iron  piping  and  other  materials  have  been  given  out  by 
Messrs.  Baring  Bros,  and  Co.,  in  connection  with  the  Buenos  Ayres  Water- 
Works  scheme. 

Lectures  on  Coal  Gas  at  Bristol. — The  first  of  a  series  of  lectures 
on  coal  gas  was  given  last  Tuesday  evening,  in  the  hall  of  the  Merchant 
Venturers’  School,  Bristol,  by  Mr.  Coomber.  The  lecturer  explained,  by 
the  aid  of  diagrams,  the  various  processes  employed  in  the  production 
and  purification  of  coal  gas,  the  properties  of  the  impurities,  and  the 
effects  which  would  be  produced  by  them  if  not  removed  before  the  gas 
was  supplied  to  the  public.  He  intimated  that  Dr.  Cook  would  give  the 
second  lecture  on  coal  gas  as  a  source  of  heat  and  light ;  and  Mr.  Munro 
the  third,  on  coal  gas  as  a  source  of  energy  in  the  gas-engine. 

An  Artesian  Well  at  Altrincham. — The  existence  of  water  under 
Altrincham  in  sufficient  quantity  to  be  of  practical  value  has  at  last 
been  proved  by  the  sinking  of  an  artesian  well  at  the  “  Eoyal  ”  brewery 
of  Messrs.  Eiohardson  and  Goodall.  Mr.  E.  Timmins,  of  the  Bridgewater 
Foundry,  Euncorn,  sank  the  well ;  and  it  appears  that  it  is  capable  of 
yielding  more  than  two  million  gallons  per  week.  The  analysis  is  as 
follows  : — Total  solid  matter  per  gallon  at  212  feet,  31'60  grains  ;  com¬ 
bined  chlorine,  2'0  ;  as  common  salt,  3'29 ;  total  hardness,  12°  ;  sulphate 
of  lime,  10 '37  grains.  The  analyst  remarks:  “  The  water  is:of  very  good 
quality  for  a  first  sample,  and  bids  fair  to  be  a  very  first-class  water. 
The  residue  is  principally  of  calcareous  salts.” 

The  Proposed  Electric  Lighting  of  the  City. — At  a  meeting  of  the 
Court  of  Common  Council  last  Thursday,  the  Chairman  of  the  Commis¬ 
sioners  of  Sewers  (Mr.  W.  H.  Pannell)  was  questioned  as  to  what  progress 
had  been  made  with  the  arrangements  to  supply  the  City  with  electric 
lighting;  and,  in  reply,  he  said  the  matter  had  been  referred  to  the  Streets 
Committee,  with  instructions  to  take  the  advice  of  Mr.  Preece.  They  had 
had  printed  reports  from  this  gentleman  and  the  Engineer  to  the  Com¬ 
mission  ;  and  the  Committee  had  proceeded  so  far  satisfactorily  that  they 
had  now  virtually  agreed  upon  the  lines  on  which  tenders  should  be  invited. 
Every  substantial  electric  lighting  company  would  be  invited  to  tender; 
but  he  could  hardly  say  at  present  when  the  tenders  would  be  solicited. 

Electric  Lighting  at  Ipswich. — Messrs.  Lawrence,  Paris,  and  Scott, 
the  electricians,  who  are  desirous  of  supplying  electricity  for  lighting 
purposes  in  Ipswich,  are,  it  appears  from  a  communication  read  at  the 
meeting  of  the  Ipswich  Paving  and  Lighting  Committee  last  Friday, 
experiencing  a  little  difficulty  in  regard  to  the  laying  of  their  wires.  In 
the  letter  they  stated  that  alter  they  had  made  considerable  progress  in 
their  arrangements  for  placing  electric  wires  underground,  they  had  been 
disappointed  to  learn  that  the  Committee  were  legally  advised  they  had 
no  power  to  grant  permission.  They,  however,  were  not  to  be  deterred  by 
this,  and  asked  to  be  allowed  to  carry  wires  overhead,  and  also  for  the 
sanction  of  the  Committee  to  apply  to  the  Board  of  Trade  for  a  Licence  or 
Provisional  Order  to  make  overhead  communication.  After  a  little  dis¬ 
cussion,  the  Committee  adopted  a  resolution,  on  the  suggestion  of  the 
Town  Clerk,  granting  their  assent  for  overhead  wires  for  a  limited  time, 
and  urging  Messrs.  Lawrence  and  Co.  in  the  meantime  to  adopt  every 
means  to  obtain  powers  for  placing  their  wires  underground. 

Grand  Junction  Water  Company. — The  report  of  the  Directors  of  this 
Company  for  the  halt  year  ending  Sept.  30  last  states  that,  owing  to  the 
prevalence  of  wet  and  cold  weather  during  the  past  summer  months,  there 
was  a  diminution  in  the  quantity  of  water  supplied  for  road  watering, 
public  batbs,  flushing  sewers,  and  other  purposes ;  and  although  the 
domestic  supplies  had  somewhat  augmented,  there  was  a  net  reduction  in 
the  water-rental,  asjcompared  with  the  previous  half  year,  of  £1266.  The 
expenditure  compares  favourably  with  the  figures  in  the  last  account,  as 
well  as  with  those  of  the  corresponding  period  of  1887  ;  and  the  balance  of 
undivided  profit,  after  payment  of  the  dividend,  will  show  an  increase  over 
that  of  the  preceding  half  year.  The  Directors  recommend  that  a  dividend 
at  the  rate  of  9  per  cent,  per  annum  upon  the  ordinary  share  capital  of 
the  Company,  and  of  7J  per  cent,  per  annum  on  the  £25  “  C  ”  shares,  and 
of  7  per  cent,  per  annum  on  the  new  ordinary  £50  shares,  together  with 
interest  in  accordance  with  the  conditions  of  sale  on  payments  on  the 
shares  issued  in  February,  1883,  be  now  declared,  and  that  warrants  be 
issued  for  the  payment  of  the  same  on  Jan.  15  next. 

The  Cowpen  Local  Board  and  Electric  Lighting. — The  public 
lighting  question  at  Cowpen  (to  which  extended  reference  was  made  in 
the  Journal  last  week)  was  again  under  discussion  at  a  special  meeting  of 
the  Local  Board  last  Thursday.  A  letter  was  read  from  the  representative 
of  Messrs.  Nicholson  and  Jennings,  with  whom,  it  may  be  remembered, 
negotiations  have  been  proceeding  in  regard  to  the  proposed  introduction 
of  electric  light  into  the  town.  The  communication  stated  that  the 
writer’s  principals  had  carefully  considered  the  Board’s  offer,  but  they 
were  compelled  to  decline  the  contract  for  any  sum  than  £600  per  lighting 
season.  In  arriving  at  this  conclusion  they  had  taken  all  the  surrounding 
circumstances  into  consideration,  and  to  accept  a  less  sum  would  mean  a 
positive  loss  to  them.  They  felt  great  regret  at  having  to  arrive  at  this 
determination,  being  really  anxious  to  obtain  the  contract  for  lighting  the 
township  ;  and  the  writer  trusted  the  Board  would  still  see  their  way  tu 
agree  to  the  terras  offered — viz.,  £600  per  lighting  season  for  a  term  o^ 
five  years  without  discount,  or  for  six  years  with  discount.  In  the  course 
of  the  discussion  which  followed  the  reading  of  the  letter,  a  motion  was 
made  that  the  tender  be  accepted  ;  but  on  being  put  to  the  vote,  only  two 
members  were  in  favour  of  it,  and  four  against  it. 

Local  Government  Board  Inquiry  at  Epsom. — Mr.  S.  J.  Smith,  one 
of  the  Local  Government  Board  Inspectors,  recently  held  an 
into  an  application  by  tbe  Local  Board  to  borrow  tlie  sum  of  £84TO 
for  purposes  of  sewerage  and  water  supply.  Mr.  White,  Clerk  to  the 
Local  Board,  opened  the  proceedings  by  stating  for  what  purposes 
the  money  was  required,  and  said  the  Board  would  endeavour  to  find 
water  in  order  to  prevent  any  anticipated  water  famine,  as  was  feared 
would  happen  last  year.  'They  proposed  to  sink  a  shaft  in  the  neighbour¬ 
hood  of  the  present  works,  and  to  carry  out  a  more  efficient  system  ot 
distributing  the  water.  After  some  considerable  amount  of  discussion  as 
to  the  advisability  of  carrying  out  the  plan  proposed — one  feature  of  which 
was  to  sink  an  18-inch  bore-hole  to  the  depth  of  200  feet  at  a  cost  o.  ~4.50 
— the  Inspector  remarked  that  the  Board  had  better  obtain  definite  infor¬ 
mation  as  to  the  quality  and  quantity  of  the  water  they  proposed  to  obtain 
before  the  whole  loan  was  asked  for  machinery,  &c. ;  and  this  it  was 
understood  was  the  course  the  Board  would  pursue.  The  Inspector  ex¬ 
pressed  surprise  that  the  present  G-inch  main  was  both  the  “  rising 
main  and  the  distributing  main  as  well;  and  he  said  the  Board  would 
need  to  have  a  new  rising  main  IJ  miles  long  to  the  reservoir,  and  make 
the  old  main  the  distributing  main. 
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SdrCorpLSn  ^t  ?hwaTte  Ga/e.“irC 

l,pit.ry  Authority  to  oop.lruet  "SS"  Sii  .uTmpLp. 

?srriSX.,M*r.i 

Local  Government  Board  is  given  to  the  borrowing  o 
purpose,  an  imiuiry  is  to  be  held. 

Basingstoke  Watee  SuPPLV.-An  fPPlIff f„\’?^/^^f,,'|®"(7ov“ernment 
the  Basingstoke  Urban  Sanitary  Authori  y  i.nnnn  for  the  purpose  of 
Board  for  "their  sanction.to  borrow  Uie  sum  o^  A2000  J°^^\he^P\^P;„blic 

extending  tbe  water-i^ins  and  putting  tphornhiU  Harrison,  C.E., 

inquiry  was  held  on  Wednesday  last  oy  ivxi.  Town  Clerk  (Mr. 

one  of  the  Local  Government  Board  Inspectors  Th®  Town  olerK  ^ 
W  H.Bayley)  having  stated  the  requirements  of  the  Council,  evmeu 
was  given  as  to  the  necessity  for  an  increase  m  the  ^ater^^^ins  and 
the  number  of  hydrants.  The  Inspector  promised  to  lay  the  result 
this  inquiry  before  the  Local  Government  Board. 

nesdarMe"ss®rrETw7n'Foxl^d"Sfl^rd"diI^^^^^^^^ 

shareJ’i^the  New  Biver  Companij.  The  Prices  realmedwjre  a^Uo^  ^ 
Four  shares  sold  at  y£358  each  ;  six,  for  £357  f°ur  for  beve^^  y 

ilO  fully  paid-up  shares  in  the  folloWing  prices  have 

fatly^TenSXor  stcli  in  the  TonWldge  ^^ 

b.s;uTK..Xvs 

was  charged  with  unlawfully  connecting  a  wa  p  p  Valley  Water 

Compi7y“‘Tt  a^pTared  that  the  defendant  th^°ther  he 

ret'neir^nofha'X-t:^^^^^ 

by  himself ;  but  some  time  ago  it  was  discovered  that  P  P  ^ 

bkn  connected  with  the  service-pipe  which  supp  led  t®?X®i’y""®j]der8 
run  through  the  wall  separating  the  two  Properties.  “  tbe 

Lr  »in“g^afr  rcte.'r  Bench  decided  to 

fine  the  defendant  only  10s.,  and  costs  16s. 


GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 
(For  Stock  Mabket  Intelligence,  see  ante,  p.  97U 


Issue.  Share 


When 

ex- 

Dividend. 


590,000 

100,000 

300,000 

100,000 

200,000 

40,000 

380,000 

125,000 

220,000 

320,000 

50,000 

39,000 

328,750 

200,000 

150,000 

550,000 

130,000 

121,234 

557,320 

242,680 

200,000 

75,000 

234,069 

120,000 

354,060 

5,468,600 

100,000 

665,000 

30,000 

60,000 

1,300,000 

463,000 

1,061,150 

294,850 

650,000 

8,600,000 

75,000 

500,000 

541,920 

150,000 

60,000 

166,870 


10 

10 

100 

20 

5 

5 

Stck. 


-3  —  C 

3““ 

^  o 


NAME. 


20 

20 

10 

10 

10 

100 

20 

Stck 


20 

20 

20 

Stck 

10 

10 

10 

Stck 


12  Oct. 

2  July 
29  Nov. 
14  Nov. 

29  Aug. 

13  Sept. 
28  Sept. 

13  Sept. 

14  Nov. 
2  July 

10  Aug. 

,  12  Oct. 

I  „ 

'28  June 
'14  June 


Paid 

per 

Share 


28  Sept. 
27  July 


29  Aug 


14  June 


420,000 

500,000 

100,000 

500,000 

1,350,000 

141,500 

550,000 

60,000 


Stck 

5 

100 

20 

5 

5 

10 

100 

100 

10 

Stck 


717,467 

Stck. 

1,720,560 

Stck 

700.000 

50 

708,000 

Stck 

1,043,800 

100 

406,200 

100 

200,000 

Stck 

500,000 

100 

1,000,000 

Stck 

902,300 

Svk 

126,500 

100 

1,155,066 

Stck 

14  Nov. 
14  June 

1  Oct. 
29  Nov. 
29  Nov. 

28  Sept. 

27  July 

2  Nov. 
1  Dec. 

12  Oct. 

29  Aug. 

»» 

28  June 

29  Aug. 


28  J  une 
12  Oct. 
14  June 
10  Aug. 
28  J  une 

28  Sept 
27  July 


p.c. 

lOJ 

u 

5 
10 

7i 

7i 

11* 

si 

104 

Hi 

11 

8 

8 

6 

l| 

4A 

13t 

131 

lot 

10 

13 

13 

13 

13 

4 

10 

5 

7i 

7 

10 

4 

44 

6 
10 

6 

5 

6 
*0 

7 
4 


GAS  COMPANIES. 


Alliance  &  Dublin  10  p.  0.  . 

Do.  7  p.c.  . 

Australian  (Sydney)  5  °/o  Deb, 

Bahia,  Limited . 

Bombay,  Limited  ,  .  .  . 

Do.  New . 

Brentford  Consolidated  .  . 

Do.  New . 

Brighton  &  Hove,  Original  . 

British . 

Bromley,  Ordinary  10  p.  c.  . 

Do.  7  p.  c.  . 

Buenos  Ayres  (New)  Limited 
Do.  6p.  c.  Deb.  . 

Cagliari,  Limited  .  .  .  • 

Commercial,  Old  Stock  . 

Do.  New  do. .  .  . 

Do.  44  p.  c.  Deb.  do. 
Continental  Union,  Limited 
Do.  New ’69 & ’72 

Do.  7p.  c.  Pref.. 

Crystal  Palace  District  .  . 

European,  Limited 

Do.  New.  .  . 

Do.  do.  .  .  . 

Gaslight  &  Coke,  A,  Ordinary 
Do.  B,  4  p.  c.  max. 

Do.C,D,&  E,  lOp.c.Pf. 
Do  F,  5  p.  c.  Prf.  . 
Do.  G,  74  p.  0.  do.  . 
Do.  H,7  p.  c.  max. 

Do.  J,  10  p.  c.  Prf.  . 
Do.  4  p.  c.  Deb.  Stk. 
Do.  44  p.  c.  do. 

Do.  6  p.  c.  do. 
Imperial  Continental  . 

Malta  &  Mediterranean,  Ltd 
Met.of  Melbourne,5  p.c.  Deb. 
Monte  Video,  Limited 
Oriental,  Limited  .... 
Ottoman,  Limited  .... 

Para,  Limited . 

People’s  Gas  of  Chicago — 

6  1st  Mtg.  Bds.  .  .  . 

6  2nd  Do.  .  .  • 

10  San  Paulo,  Limited  .  .  . 

154  South  Metropolitan,  A  Stock 

12  Do.  B  do.  . 

13  Do.  C  do.  . 

5  Do.  5  p.  c.  Deb.  Stk.. 

11  Tottenham  &  Edm’ntn,  Orig. 


WATER  COMPANIES. 


9  Chelsea,  Ordinary .  .  .  • 
7  East  London,  Ordinary  .  . 

9  Grand  Junction . 

104  '  Kent . 

9"  Lambeth,  10  p.  c.  max,  .  . 

74  ,  Do.  74  p.  c.  max.  .  . 

4  I  Do.  4’p.  c.  Deb.  Stk.  . 

124  New  River,  New  Shares  .  . 

4  Do.  4  p.  c.  Deb.  Stk.  . 

6  S’thwk  &  V’xhall.lOp.c.max 
6  i  Do.  74  p.  c.  do. 

10  !  West  Middlesex  .  .  .  . 


Riee 
Closing  “f. 
Puces. 

I  Wk. 


10 

10 

100 

20 

5 

4 

100 

100 

20 

20 

10 

10 

10 

100 

20 

100 

100 

100 

20 

14 

20 

100 

10 

74 

5 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

5 

100 

20 

5 

5 

10 


184—19 

124—134 

110—112 

24— 25’ 

7-74 

5—54 

223—228 

164—168 

43-45 

43— 45 
19—21 
13—14 

134-144 

110—112 

25— 27 
255—260 
209—214 
123—128 

44— 46 
30-31 
37-39 

205—215 

254- 264 
18—19 
12—13 

250-254 
100—105 
257—262 
125—130 
182-  187 
167—172 

255- 260 
118—121 
122—127 
172—177 
203—208 

5- 54 

113-115 
194-204’ 
8i-9i* 

6— 7 


Yield 

upon 

invest¬ 

ment. 


£  s.  d. 


5  10 
11 
9 
0 
0 

9 

3 

4 

13 
0 

4 

14 

10 
7 
3 

5 
0 

3  10 
5  13 


100 

100 

10 

100 

100 

100 

100 

5 


6 

1 

3 
0 
0 
1 
1 
2 

4 
0 
9 

3 

4 
1 
8 
9 

5 
3 
0 


12  10 
2  7 


13 
18 
2 

,  0 
,  2 
I  16 
I  16 

3  16  11 

4  0  2 
4  1  4 
3  16  11 

6  1 
10  10 


0 

1 

7 

0 

4 

3 

4 


19 

1 

1 

11 

1 

1 

0 

1 


104—107 

92—97* 

154—104 

297—302 
233  -237 
245 — 255 
135—140 
11—13 
’  Ex  div 


5  12  1 


3 

6  12 
5  2  7 
5  13 
5  1  11 

3  11  5 

4  4  0 


100  260-265 
100  200—203  +2 
123-127 
272—277 
255—260 
200—205 
117—120 
350—354 
123—127 
173—177 
160-165 
267—272 


50 

100 

100 

100 

100 

100 

100 

100 

100 

100 


3 
3 
3 
3 
3 
|3 

..  13 

+  143 

..  3 


7  11 
9  0 

13  2 
15 
9 
13 
6 

8 
3 


-2 


3 
2 
8 
6 
0 
7  10 
12  9 
;  13  6 


Next  dividend  will  be  at  this  rate. 


GWYNNE  &  C^SSeTsTREeTwORK^^  EMBANKMENT,  L0Np3 JW-C. 

“mi  mo  MJ.  “"‘W  .&  EN« 

highest  quality  of  Machinery; 


Telegrams:  “GWYNNEGRAM,  LONDON.”  Telephone  No.  2698. 
Exhausters  of  nearly  all  sizes  in  Stock. 

Prize  Medals  at  all  the  Great  International  Exhibitions^ 
Exhausters  equal  to  a  total  capacity  of  more  than  26,000,000 


cubic  feet  passed  per  hour  have  been  supplied  by  us. 


and  our  Exhausters  are  con¬ 
structed  of  large  size  to  run 

at  slow  speeds. 


Our  new  Patent  Non- 
Fluctuating  Exhausters, 
to  work  without  the 
slightest  oscillation  or 
■variation  in  pressure,  are 
strongly  recommended. 


MAKERS  OF  EVERY 
DESCRIPTION  OF 
HYDRAULIC  AND  GAS 
MACHINERY. 


Gwynne  &  Co.’s  New 
Catalogue  and  List  m 


of  Testimonials  can 

now  be  obtained  on 


application.  Exhausters  and  Vertical  Engine  as  supplied  for  both  the  Fulham  andlBromley-by-Bow  Stations  of  The  GasUght  and  Coke  Company . 
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OXIDE  OF  IRON. 

O’NEILL’S  Oxide  has  a  larger  annual 

sale  in  the  United  Kingdom  than  all  other  Oxides 
combined.  Purity  and  uniformity  of  quality  guaranteed. 
Pamphlet,  “  How  to  Purchase  Bog  Ore,”  to  be  obtained 
on  application. 

Gas  Purification  and  Chemical  Company,  Limited, 
Palmerston  Buildings,  Old  Broad  Street,  London,  E.C. 

John  Wm.  O’Neill,  Managing  Director. 


Andrew  stephenson,  Agent  for 

the  Gas  Purification  and  Chemical  Company, 
Limited,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 


CANNEL  COAL,  &c. 

JOHN  HOMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOITISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 

Prices,  &o.,  will  be  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Edinburgh,  1 
No.  64,  Bernard  Street,  Leith,  i  land. 


Gas  Manager  wants  a  Situation.  Has 

been  Six  years  in  present  appointment,  and 
holds  excellent  testimonials.  Thoroughly  experienced, 
and  not  afraid  of  work.  Age  33  years,  and  married. 

Apply  by  letter  to  No.  1660,  care  of  Mr.  King,  11,  Bolt 
Court,  Fleet  Street,  E.C. _ 

Gas  Manager  wants  re-engagement. 

First-class  testimonials.  No  objection  to  go 
abroad. 

Address  No.  1663,  care  of  Mr.  King,  11,  Bolt  Court, 
Fleet  Street,  E.C. 


WANTED,  a  Second-hand  Livesey 

WASHER,  sufficiently  large  for  45,000  cubic 
feet  per  hour.  Must  be  in  good  order. 

Price  and  full  particulars  to  W.  L.,  55,Pyenest  Street, 
Shelton,  Stoke-on-Trent. 


To  BE  S  0  L  D,  on  account  of  the 

removal  of  the  Cornholme  Gas-Works,  Two 
HYDRAULIC  M.-MNS,  with  Covers,  fitted  for  10  and 
12  Retorts  respectively ;  One  small  SCRUBBER  ;  and 
Two  PURIFIERS,  each  8  feet  by  3  ft.  9  in.,  with 
Four-way  Valves  complete. 

Further  particulars  may  be  had  on  application  to 
Mr.  G.  E.  Saville,  Gas-Works,  Todmorden, _ 

For  sale— Suitable  for  a  Gentleman’s 

Mansion,  &c.— A  COMPLETE  3-INCH  GAS¬ 
WORKS  PLANT,  consisting  of  three  Mouthpieces  for 
Settings  of  Beds  of  two  and  one,  with  5-inch  Ascension- 
Pipes,  Cast-Iron  Hydraulic  Main,  12  inches  diameter; 
V'ertical  Condenser,  10  feet  high ;  two  Purifiers,  4  feet 
6  inches  by  2  feet  6  inches  by  2  feet  deep,  with  Covers 
and  Centre-Valve ;  Gasholder,  25  feet  6  inches  diameter 
lOfeet  deep,  with  Tripod  Framing,  Chains,  and  Weights, 
Inlet  and  Outlet  Pipes  and  Valves. 

All  in  first-class  order ;  erected  1880. 

Further  particulars  and  order  to  view  to  be  obtained 
from  the  undersigned,  to  whom  tenders  are  to  be 
addressed  on  or  before  Dec.  3. 

T.  H.  Martin,  Assoc.  M.  Inst.  C.E. 
Gas-Works,  New  Barnet,  Nov.  16,  1881. _ 

PURIFIERS,&c.,  for  Sale  (cheap),  erected 

complete,  in  perfect  working  order,  practically 
equal  to  new. 

Four  Purifiers  (London),  14  ft.  square  by  4  ft.  deep, 
with  Wrought-Iron  Covers,  Lifting  Gear,  and 
Crab.  Makers,  C.  and  W.  Walker. 

Also  Four  Purifiers  (near  Leicester),  12  ft.  by  9  ft. 
by  3  ft.  6  in.  deep,  with  10*inch  Centre-Valve  and 
Connections,  and  Lifting  Gear. 

Also  Cast-Iron  Tank  and  Gasholder,  40  ft.  diameter 
by  12  ft.  6  in.  deep,  complete. 

Also  smaller  sizes  i»«  T^in*vd3rs,  and  various  sizes  in 
second-hand  Gasliol.lers,  Scrubbers,  Condensers 
Station  Governors,  Exhausters,  Station  Meters 
Gas-Valves,  &c.  Enquiries  invited. 

Apply  to  Saml.  While  (late  Ashmore  and  While) 
60,  Queen  Victoria  Street,  London,  E.C. 


(By  Order  of  the  Royal  College  of  Surgeons.) 

CRYSTAL  PALACE  DISTRICT. 

SALE  OF  GAS  SHARES. 

THURGOOD  and  MARTIN  have  received 

instructions  to  Sell  by  Auction,  at  the  Auction 
Mart,  Tokenhouse  Yard,  E.C.,  on  'J  hursday,  the  6th  of 
December,  1888,  at  Two  o’clock  precisely,  in  219  lots  cum 
dividend,  £24,780  in  the  STOCK  OF  THE  CRYSTAL 
PALACE  DISTRICT  GAS  COMPANY,  producing 
Dividends  at  the  rate  of  10  per  cent.,  7  per  cent.,  and 
6  per  cent,  respectively;  also  375  £6  FULLY  PAID 
7  PER  CENT.  SHARES  in  the  Capital  of  the  same  Com¬ 
pany,  which  is  a  specially  safe  and  easy  investment  for 
large  or  small  sums,  the  dividends  being  secured  against 
fluctuation  by  ample  Reserve  and  Insurance  Funds,  and 
the  increasingly  profitable  district  of  the  Company. 

Particulars  and  Conditions  of  Sale  may  be  had  of 
Messrs.  Wilde,  Berger,  and  Moore,  21,  College  Hill, 
E.C.,  Solicitors;  at  the  Place  of  Sale;  and  of  the 
Auctioneers,  27,  Chancery  Lane,  W.O. 


SOUTH  METROPOLITAN  GAS  COMPANY. 


£50,000  Five  Per  Cent.  Perpetual  Debenture  Stock 
of  the  above  Company,  presenting  an  Investment 

OF  THE  soundest  DESCRIPTION. 

Mr.  G.  a.  WILKINSUN  is  instructed 

by  the  Directors  to  Sell  by  Auction,  at  the 
Mart,  on  Friday,  Dec.  14,  at  Two  o’clock  precisely,  in 
numerous  lots,  to  suit  large  and  small  purchasers, 
£.50,000  FIVE  PER  CENT.  PERPETUAL  DEBEN¬ 
TURE  STOCK  in  the  SOUTH  METROPOLITAN 
GAS  COMPANY. 

The  districts  supplied  by  the  Company  comprise 
nearly  the  whole  of  the  South  of  London,  from  Wands¬ 
worth  to  Plumstead  Marshes ;  and  the  demand  has  so 
much  increased  that  the  supply  of  Gas  has  been  nearly 
doubled  within  the  last  ten  years. 

Particulars  may  be  had  of  Frank  Bush,  Esq.,  Secre¬ 
tary  to  the  Company,  709a,  Old  Kent  Road  ;  of  Messrs. 
Johnson,  Budd,  and  Johnson,  Solicitors,  100,  Winches¬ 
ter  House,  Old  Broad  Street  ;  and  of  Mr.  G.  A. 
Wilkinson,  Auctioneer  and  Land  Agent,  7,  Poultry. 
City. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawbie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  “ Eirwal,  London.” 


Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address :  "  PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &o.,  &o. 

***  See  Advertisement  on  Page  III.  of  the  Wrapper  of 
this  week’s  issue. 


WC.  HOLMES  &  Co.,  Huddersfield, 

•  and  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete.  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c..  Improved  Valves,  Engines,  and  Exhausters. 
Also  for  Collingwood’s  Regenerative  Retort-Settings. 

’***  See  Advertisement  p.  958  of  last  week’s  issue. 
Cablegrams  :  “  Ignitor  London.  ”  Telegrams:  “  Holmes 
Huddersfield.” 


ACETATE  OF  LEAD  BOOKS. 

Test  Papers  and  Solutions  for  Gas- 

Works  prepared  by  R.  D.  Gibbs,  Summerfield 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. 


For  sale— a  valuable  French  and 

GERMAN  PATENT  for  Gas  Apparatus.  Is 
Selling  rapidly  in  England.  Good  testimonials. 

For  particulars,  apply  to  No.  1658,  care  of  Mr.  King, 
11,  Bolt  Court,  Fleet  Street,  E.C. 

GLASGOW  CORPORATION  GAS. 

The  Glasgow  Corporation  Gas  Com- 

missioners  are  prepared  to  receive  TENDERS 
for  the  Construction  at  the  Tradeston  Gas-Werks  of 
Two  Sets  of  Four  PURIFIERS,  each  35  feet  square. 

The  Drawings  may  be  inspected,  and  copies  of  the 
specifications  and  forms  of  tender  olDtaineci,  on  applica¬ 
tion  to  Mr.  William  Foulis,  the  Engineer,  42,  Virginia 
Street,  Glasgow,  on  and  after  Monday,  the  3rd  current, 
upon  payment  of  one  guinea. 

Sealed  offers,  endorsed  ‘‘Tender  for  Purifiers,”  and 
addressed  to  the  subscriber,  will  be  received  by  him,  on 
or  before  Monday,  the  24th  current. 

The  Commissioners  do  not  bind  themselves  to  accept 
the  lowest  or  any  offer. 

J.  D.  Marwick,  Town  Clerk. 
City  Chambers,  Glasgow,  Dec.  1, 1888. 


CORPORATION  OF  LEICESTER. 


RETORTS  AND  FIRE-BRICKS. 

Contract  No.  10. 

inHE  Gas  Committee  of  the  above  Cor- 

A  poration  are  prepared  to  receive  TENDERS  for 
a  supply  of  RETORTS  and  FIRE  BRICKS. 

Specification,  quantities,  and  form  of  tender  can  be 
obtained  upon  application  to  the  Engineer. 

Tenders,  addressed  to  Mr.  Councillor  Lennard,  Chair¬ 
man,  and  endorsed  “Tender  lor  Retorts,  &o.,”  to  be 
delivered  at  these  Offices  not  later  than  Eleven  o’clock 
a.m.  on  Saturday,  Dec.  8  prox. 

The  Committee  do  not  bind  themselves  to  accept 
the  lowest  or  any  tender. 

Alfred  Colson,  C.E., 

Engineer  and  Manager. 
Gas  Offices,  Millstone  Lane, 

Leicester,  Nov.  10,  1888.  


SODTHWAEK  AND  VAUXHALL  WATER 
COMPANY. 


TO  COAL  MERCHANTS. 

The  Directors  invite  Tenders  for  the 

supply,  at  their  several  Stations,  of  about  20,000 
tons  (more  or  less)  of  COAL  during  the  year  1889. 

Specification  and  form  of  tender  may  be  obtained  at 
the  Office  of  the  Engineer,  upon  payment  of  lOs.  6d. ; 
and  the  same  must  be  sent  in  not  later  than  the  lOth 
of  December,  1888,  addressed  to  the  Chairman,  South¬ 
wark  and  Vaiixhall  Water  Company,  Sumner  Street, 
Southwark,  S.E.,  endorsed  ”  Tender  for  Coal.” 

The  Directors  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

68,  Sumner  Street,  Southwark,  S.E., 

Nov.  29,  1888. 


SOUTHWARK  AND  VAUXHALL  WAiER 
COMPANY. 

TO  PIPE  POUNDERS. 

The  Directors  are  prepared  to  receive 

TENDERS  from  Manufacturers  willing  to  supply 
Cast-Iron  WATER-MAINS  and  SPECIAL  CASTINGS 
required  by  the  Company. 

Specification  and  form  of  tender  may  be  obtained  at 
the  Office  of  the  Engineer,  upon  payment  of  lOs.  Od. ; 
and  the  same  must  be  sent  in  not  later  than  the  10th 
of  December,  1888,  addressed  to  the  Chairman,  South¬ 
wark  and  Vauxhall  Water  Company,  Sumner  Street, 
Southwark,  S.E.,  endorsed  ”  Tender  for  Pipes.” 

The  Directors  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

68,  Sumner  Street,  Southwark,  S.E., 

Nov.  29,  1888. _ _ 

^UTHWARK  AND  VAUXHALL  WATER 
COMPANY. 

TO  ENGINEERS. 

The  Directors  are  prepared  to  receive 

TENDERS  from  Manufacturers  willing  to  supply 
SCREW  COCKS  required  by  the  Company. 

Specification  and  form  of  tender  may  be  obtained  at 
the  Office  of  the  Engineer,  upon  payment  of  lOs.  6d. ; 
and  the  same  must  be  sent  in  not  later  than  the  10th 
of  December,  1888,  addressed  to  the  Chairman,  South¬ 
wark  and  Vauxhall  Water  Company,  Sumner  Street, 
Southwark,  S.E.,  endorsed  “  Tender  for  Screw  Cocks.” 

The  Directors  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

68,  Sumner  Street,  Southwark,  S.E., 

Nov.  29, 1888. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 


GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street.  London,  E.C. 

TOLPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS,  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 

JOHN  RILEY  &  SONS,  Chemical  Manu¬ 
facturers,  Hapton,  near  Accrington,  are  MAKERS 
of  SULPHURIC  ACID,  from  Brimstone,  for  Sulphate 
of  Ammonia  making.  Highest  percentage  of  Sulphate 
of  Ammonia  obtained  from  the  use  of  this  Vitrol. 
References  given  to  Gas  Companies. 

SULPHURIC  ACID. 

Tenders  are  invited  by  the  under¬ 
signed  for  1000  tons  (more  or  less)  of  B.  O.  V.  and 
D.  O.  V.  derived  from  Brimstone  or  Spent  Oxide  (of 
which  about  200  tons  would  be  D,  O.  V.),  delivery  at  the 
Whitwood  Colliery  Sidings  over  1889.  B.  O.  V.  to  be 
148“  to  150“  and  D.  O.  V.  168“  to  170“  Twaddel.  The 
former  to  be  delivered  in  seller’s  tank-waggons,  and  the 
latter  in  bottles. 

Tenders  and  samples  not  later  than  Tuesday,  Dec.  li 
Address  Whitwood  Chemical  Co.,  Limited.,  Whit¬ 
wood  Collieries,  near  Normanton. 


SURPLUS  TAR. 

The  Gas  Committee  of  the  Corporation 

of  Coventry  are  prepared  to  receive  TENDERJ^ 
for  the  purchase  of  the  SURPLUS  TAR  produced  at 
their  Works,  Coventry,  for  One  year  from  Dec.  31  next. 
Make,  about  1000  tons  per  annum. 

Tenders,  stating  price  per  ton  delivered  into  boat,  to 
be  addressed  to  the  Manager,  and  marked  ‘‘  Tender  for 
Tar,”  not  later  than  Saturday  morning,  Dec.  15. 

The  Committee  do  not  bind  themselves  to  accept  the 
highest  or  any  tender. 

Geo.  Winstanley',  Assoc.  M.  Inst.  C.E. 
Manager,  &c. 

Gas-Works,  Coventry,  Nov.  26,  1888. 


SURPLUS  TAR. 

The  Gas  Committee  of  the  Borough  of 

Doncaster  invite  TENDERS  for  the  SURPLUS 
TAB  produced  at  their  Works  in  the  Holmes,  Doncas¬ 
ter,  for  a  period  of  One,  Two,  or  Three  years,  to  com¬ 
mence  Jan.  1, 1889. 

The  Tar  will  be  delivered  into  Tank-Barges  in  the 
River  Don,  alongside  the  Gas-Works,  and  in  no  other 
form. 

Tender  forms,  and  any  other  information,  may  be 
obtained  on  application  to  Robert  Bridge,  the  Engineer. 

Tenders,  endorsed  on  Committee’s  form,  will  be 
received  on  or  before  Wednesday,  the  12th  of  Decem¬ 
ber  next,  by  the  undersigned. 

The  Committee  do  not  bind  themselves  to  accept  the 
highest  or  any  tender. 

By  order, 

H.  Wainwrtght,  Chairman. 
Gas-Works,  Doncaster,  Nov.  30, 1888. 


BRISTOL  UNITED  GASLIGHT  COMPANY. 


AMMONIACAL  LIQUOR. 

The  Directors  of  this  Company  invite 

TENDERS  for  the  purchase  of  the  AMMONIA¬ 
CAL  LIQUOR  to  be  produced  at  all  or  either  of  their 
three  Stations  during  a  period  of  One,  Three,  Five,  or 
Seven  years,  commencing  on  the  1st  day  of  July,  1889. 

The  annual  quantities  and  strengths  of  the  Liquor 
produced  at  each  of  the  Stations  at  present  are  approxi¬ 
mately  as  follows : — 

Gallon^. 

Canons’  Marsh  Station,  1,006,000  of  14  ounce  Strength. 
Avon  Street  „  1,300,000  ,,  15  ,,  ,, 

Stapleton  ,,  700,000  „  17  ^  a 

Conditions  of  Contract,  and  forms  of  tender,  may  he 
obtained  on  application  to  the  undersigned,  to  whom 
also  tenders,  sealed,  and  endorsed  “Tender  for 
Ammoniacal  Liquor,”  must  be  delivered  not  later  than 
Ten  a.m.  on  Monday,  the  28th  day  of  January,  1889. 

The  Directors  do  not  bind  themselves  to  accept  the 
highest  or  any  tender. 

Jas.  V.  Green,  Secretary. 
Chief  Offices:  Canons’  Marsh, 

Bristol,  November,  1888. 

BRISTOL  UNITED  GASLIGHT  COMPANY. 

OXIDE  OP  IRON. 

The  Directors  of  this  Company  invite 

TENDERS  for  the  supply  of  their  requirements 
of  OXIDE  OF  IRON  during  the  Twelve  months  next 
ensuing. 

Conditions  and  forms  of  tender  may  be  obtained  on 
application  to  the  undersigned,  to  whom  also  tenders, 
sealed,  and  endorsed  ”  Tender  for  Oxide  of  Iron,” 
must  be  delivered  not  later  than  Ten  a.m.  on  Monday, 
the  17th  day  of  December  next. 

Jas.  V.  Green,  Secretary. 
Chief  Offices;  Canons’  Marsh, 

Bristol,  November,  1888. 

THE  GASLIGHT  AND  COKE  COMPANY. 

Notice  is  hereby  given,  that  the 

TRANSFER  BOOKS  of  this  Company,  so  far 
as  they  relate  to  the  DEBENTURE  STOCKS  and 
BONDS,  will  be  closed  on  the  Evening  of  Monday,  the 
10th  of  December  next,  for  the  Half  Year  ending  the 
3lst  of  December,  1888,  and  that  the  Interest  for  that 
Half  Year  will  be  payable  on  the  1st  of  January  next, 
to  the  Proprietors  registered  as  the  holders  of  such 
Debenture  Stocks  and  Bonds  at  t:ie  time  of  such, 
closing  of  the  Transfer  Books,  which  will  be  re-opened, 
for  the  following  Half  Year  on  the  Morning  of  Tuesday,, 
the  lith  of  December  next. 

By  order, 

John  Orwell  Phillips, 

Secretary  and  General  Manager* 
Chief  Office:  Horseferry  Road, 

Westminster,  S.W.,  Nov.lO,  1889. 


Dec. 


11, 1888.]  the  journal  of  gas  lighting,  water  supply.  &  SANITARY  IMPROVEMENT. 


1017 


CONTENTS. 


EDiTORiAii  Notes — Ga?,  Lightino^  <tc, : — 

ham  and  Elsewhere . .  .  .  •  • 

Improved  Street  Lighting  . . 

A  Pronouncement  respecting  Water  Gas . 

Essays,  Commentaries,  AND  Reviews-^  .  . 

Gas  and  Water  Companies  in  the  Stock  Market . 

Electric  Lighting  Memoranda  .  . . 

A  Comnarison  between  Oil  and  Gas.  .  •  •  . . . 

The  Three-Lift  Gasholder  for  Sydney  Gas-Works . 

Modern  Diviners  Exposed . 


■^"Tccrnt^rG^s  Undertakings.  By  Alfred  Lass,  P.C.A.,  Assoc.  Inst.  C.E. 

'^“’SScoiistruction  and  the  Guide-Framing  Question.  ,  .  .  •  ■ 

tiEOAi,  Intelligence 

^‘chance"r*y  Div“s‘inlTn  r6  the  Cagliari  Gas  and  Water  Company 
Queen’s  Bench  Division— Strube  v.  Southwark  and  Vauxhall  ^ 

ManSe?^Assises-Nisi  Prius' Court-Hindl'e,  Norton,  ‘  and  Co.  t. 

wSnTti‘'co"nt/court-^^  and  Coke  bompany  T.Leach 


Page 

1017 

1018 
1018 
1019 

1019 

1019 

1020 
1021 
1022 

1023 

1028 


Water 


1029 

1029 

1030 

1030 

1031 


*^'^Simingbam  Corporation  Gas  Supply— The  Salaries  Question  ....  I03i 
Important  Sales  of  Shares  . . jq32 

The  Gas  Coal  Contracts  of  the  Bury  Corporation  .  .  •  V  '  L  ‘  nj.  1032 

■Salford  Corporation  Gas  Supply — Alleged  Frauds  in  the  Gas  p 
The  Alleged  Overcharges  for  Gas  in  Aberdeen . 

The  Proposed  Electric  Lighting  of  Dublin.  .  .  .  .  .A  r'v,.'. 

The  Electric  Lighting  of  Barnet— Further  Dissatisfaction  with  the  Light 

inc— The  Third  Collapse  .  .  .  *  .1 . in34 

The  Inauguration  of  Electric  and  Gas  Lighting  in  Ipswich . 

Gaseous  Fuel  and  Its  Uses . *  *  !  !  1034 

UivininK  for  Water  and  IVIetals  »  •  •  •  *_*  *  r.*  *  t  ofa 

The  Proposed  Modification  of  the  Thirlmere  Water  o® 

Chairman  of  the  Water  Committee  on  the  Proposal ,  Meeting  of 

Ratepayers . .  1036 

Notes  from  Scotland . .  ^ 

Current  Sales  of  Gas  Products  .  •  7.  1  '  ‘  ‘  '  '  '  ‘  .  1037 

Gas  and  Water  Companies’ Stock  and  Share  List  .  .  •  •  ’.  ’ 

Quality  of  tL  London  Gas  Supply  in  the  Four  Weeks  ending  Dec  4.  ^  Wj!8 

'The  Halifax  Gas-Works  Scandal,  1019 — Saffron  ino^ 

Works  1021— Creosoting  Timber,  1021— Institution  of  Civil  Enginee  , 

The  Quality  of  the  South-West  Suburban  Water  Company  s  Supply,  10-3 

Sndon  CoL  DuL,  1023-The  Vyrnwy  Wa‘«'-Works  10^Pr^Ben‘a^ 

Mr.  J.  F.  Bromley,  1023-South  African  Lighting  Association  L,mi^,102S 
TVTr  \v  pTrr’q  Trial  1028— The  Use  of  Candles  in  Gas  Testing,  1028—1  uscan 
Ga^Sjm^fny.TSra^Presentation  to  Mr.  R  H.  Townsley  1028-Cleckl^at^ 

^y°?h1S  irarl“?0«Ksrg  of  laTMlLVs^in  Du°h5!^^K^^^ 

St  Anne’s  Gas-Works,  1030— The  Lighting  of  Limehouse,  ^32--The  Proposed 

The  Bristol  Gas  and  Water  Undertakings,  1036— The  Public  Ligntmgo 
Felixstowe,  1036— The  Water  Supply  of  Queensbury,  t® 

Price  of  Water  at  Elland,  1037— The  Cost  of  Removing  the  Hunter  -Irial  w 

^  lAQo _ Thp  New  Water-Works  of  the  Alfreton  Local  Board,  lOoo 

The  WatefI upply  of" Northallerton,  1038-Strike  at  the  Blackburn  Gas-Works, 
1038^uggestld  PurXaso  of  the  Heanor  Gas-Works  by  the  Local  ^ard, 
Wsl-Lefd  PoVson^g  at  Drighlington,  1038-Ilkeston  Corporation  Water 
Supply,  1038.  


TO  ADVERTISERS. 


TUESDAY,  DECEMBEB  11,  1888. 


ADVERTISEMENTS  for  the  next  number  of  the  JOURNAL 
must  he  received  by  Monday,  12  o’clock  noon,  to  ensure 

insertion '  but  as  the  Advertisement  sheet  of  the  JocBNAJi  is  sent  to 
Press  the  first  thing  on  Monday  Morning,  Advertisers  will  please  bear  in 
mind  that  Orders  for  Alterations  in  or  Stoppages  of  PERMANENI? 
Advertisements  should  be  received  Not  Later  than  Two  o  clock 
on  SATURDAYS. 


THE  JOURNAL  OF  GAS  LIGHTING, 

WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


MR.  ALFRED  LASS  ON  GAS  COMPANIES’  ACCOUNTS. 

In  another  part  of  the  present  issue  of  the  Journal  will  be 
found  the  text  of  a  paper,  “  On  Gas  Companies’  Accounts,” 
recently  read  by  Mr.  Alfred  Lass  before  the  Chartered  Ac¬ 
countants  Students’  Society.  The  author^  describes  his 
paper  as  bearing  specially  upon  the  reserve,  insurance,  sink¬ 
ing,  and  depreciation  funds  relating  to  gas  undertakings,  and 
on  the  legislation  affecting  the  same  ;  and  it  is  obviously  of 
advantage  to  have  a  record  of  the  views  of  such  an  experi¬ 
enced  Accountant  as  Mr.  Lass  in  regard  to  this  class  of 
subjects.  Mr.  Lass  begins  by  summarizing  the  history  of 
the  introduction  of  gas  lighting  and  of  the  early  legislation 
affecting  the  industry ;  showing  what  are  the  General  Acts 
of  Parliament  necessary  to  be  studied  by  those  who  would 
understand  the  conditions  under  which  statutory  Gas  Com¬ 
panies  have  to  carry  on  their  operations.  After  this  pre¬ 
fatory  instruction,  the  author  sets  out  his  subject  under  eight 
alphabetically  distinguished  headings.  The  bulk  of  matter 
is  very  unequally  divided  among  these  classes  ;  for  while 
.some  headings  only  require  a  few  paragraphs  of  explanation, 
others  run  into  long  statements.  The  history  of  the  form 
of  accounts  prescribed  by  the  Act  of  1871  is  very  quickly 
told ;  but  the  discussion  of  the  manner  in  which  Gas  Com¬ 


panies  may  distribute  their  profits  takes  Mr.  Lass  a  long  way 
into  his  paper.  His  synopsis  of  the  law  relating  to  tlie  pay¬ 
ment  of  dividends  and  the  allocation  of  gas  profits  in  other 
ways  is  very  clear  and  instructive.^  Upon  the  question  ot  the 
right  of  Gas  Companies  to  establish  contingency  funds,  Mr. 
llss  is  not  positive.  Such  a  right  may  be  derived  from  the 
Companies  Clauses  Consolidation  Act,  1845  ;  but  he  says  that 
some  authorities  hold  that  this  permission  is  supplanted 
by  the  authorization  of  a  reserve  fund  by  the  Gas-Works 
Clauses  Act  of  1847.  The  point  has  never  been  settled  by 
the  Courts  ;  and  Mr.  Lass  admits  that  Gas  Companies  have 
seldom  indulged  in  contingency  funds,  and  to  only  a  small 
extent.  The  author  goes  on  to  explain  the  reason  for  the 
creation  of  the  optional  insurance  funds,  and  also 
upon  the  optional  and  unlimited  reserve  funds  permitted  by 
the  latest  legislation.  He  points  out  a  fault  in  the  wording 
of  the  model  clauses,  and  declares  that  the  actual  sta,te  of  the 
law  requires  amendment  to  reconcile  the^  general  intern  o 
the  Act  of  1847  with  the  altered  state  of  things  brought  about 
by  sliding  scale  legislation.  Mr.  Lass  discusses  the  sliding 
scale,  and  its  actual  and  prospective  effects  upon  gas  con¬ 
sumers  and  stockholders,  and  arrives  at  the  prudent  reflec¬ 
tion  that  “the  auction  clauses  and  sliding  scale  will  not 
“result  either  in  unmixed  good  or  unmixed  evil.  No  man 

can  say  anything  fairer  than  this.  tj- 

After  unburdening  his  mind  upon  the  subject  of  the  sliding 
scale,  Mr.  Lass  turns  his  attention  to  the  application  of 
profits  of  gas  making  by  Local  Authorities.  He  recites  the 
provisions  to  this  effect  that  are  usually  found  in  bpecial 
Acts  relating  to  such  undertakings— showing  that  Local 
Authorities  are  not  bound  to  keep  their  accounts  in  the  for^ 
prescribed  for  Gas  Companies ;  that  they  are  authorized  to 
create  a  sinking  fund  for  the  repayment  of  borrowed  moneys  ; 
that  they  may  also  form  limited  reserve  funds  out  of  profits, 
and  carry  any  balance  of  profit  to  the  district  or  other  local 
fund.  Mr.  Lass  does  not  mention  that  this  last  direction  is 
not  usual  in  the  case  of  Scotch  undertakings  ;  nor  does  he  lay 
quite  sufficient  stress  upon  its  consequences  in  the  majority  of 
English  towns  where  it  is  followed.  It  may  be  objected  that 
the  real  object  of  an  accountant’s  paper  should  he  the  tacts 
as  they  exist,  and  that  comment  is  not  within  his  province. 
As  he  permitted  himself  to  state  some  of  the  considerations 
for  and  against  the  sliding  scale,  however,  it  would  not  have 
been  going  far  out  of  his  way  if  the  author  had  done  the 
same  thing  for  the  similarly  “  burning  question  of  municipal 
gas  administration.  When  lie  arrives  at  the  division  of  his 
paper  which  deals  with  repairs,  renewals,  and  depreciation, 
Mr.  Lass  pauses,  as  it  were,  to  draw  breath,  while  directing 
his  readers’  attention  to  the  very  delicate  distinctions  and 
important  classifications  which  come  into  this  branch  of  the 
subject.  Not  Dr.  Trench  himself  could  be  more  solicitous 
that  those  whom  he  addresses  should  clearly  grasp  the 
meanings  of  the  words  employed.  People  in  conversation 
may  carelessly  transpose  the  words  “  repair  ’  and  “renew 
as  though  these  were  synonymous.  Not  so  Mr.  Lass; 
lie  draws  the  clear  distinction  between  them,  and  drives 
it  home.  Having  duly  insisted  upon  the  necessity  of 
clear  language,  and  a  just  appreciation  thereof,  Mr.  Lass 
is  prepared  for  grappling  with  the  question  of  renewMs 
and  depreciation,  which  he  does  very  satisfactorily.  He 
first  lays  down  the  data  upon  which  depreciation  funds 
for  gas-works  may  be  calculated.  Averaging  the  life  of 
plant,  buildings,  and  apparatus  at  from  37  to  40  years,  he 
shows  that  if  per  cent,  upon  the  capital  cost  is  taken  out 
of  the  profits,  and  allowed  to  accumulate  at  compound 
interest  at  the  rate  of  3  per  cent,  per  annum,  a  fund  will  be 
created  which  will  be  at  all  times  sufficient  for  the  renewal  of 
the  works  in  perpetuity.  After  showing,  however,  that  the 
expense  of  renewals  must  come  out  of  revenue,  Mr.  Lass 
argues  that  a  special  depreciation  fund  is  unnecessary,  seeing 
that  the  works  must  be  regularly  kept  up  in  an  efficient  con¬ 
dition.  He  clinches  the  argument  by  remarking  that  the 
General  Acts  do  not  anywhere  specially  authorize  the  creation 
of  a  depreciation  fund,  except  for  works  on  leasehold  lands. 

Mr.  Lass  explains  the  principle  to  be  followed  in  allocating 
the  charges  for  new  and  enlarged  plant  as  between  capital 
and  revenue,  and  explains  the  operation  of  sinking  funds  for  re¬ 
deeming  the  cost  of  works  in  the  hands  of  Local  Authorities. 
Seeing  that  he  addressed  students,  it  might  have  been  better 
if  Mr.  Lass  had  offered  a  little  more  comment  upon  the 
difference  between  the  positions  of  Gas  Companies  and 
Municipalities  in  tliis  regard.  All  that  he  says  upon  this 
subject  is  that  “  the  works  are,  therefore,  to  be  redeemed 
“  from  debt,  as  well  as  repaired  and  renewed,  out  of  the 
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“  profits  derived  from  the  gas  consumers.”  The  last  section 
but  one  of  the  paper  deals  with  the  appointment  and  position 
of  auditors.  Seeing  who  his  audience  were,  there  is  much 
point  in  Mr.  Lass’s  aspirations  after  the  adoption  of  the 
system  of  official  audit  “  by  chartered  accountants”  for  Gas 
Companies  everywhere.  It  was  a  sentiment  certain  to  awaken 
an  echo  in  the  breasts  of  his  auditory.  In  a  general  way, 
moreover,  the  suggestion  is  not  a  bad  one  ;  but,  as  the  author 
said,  “  legislation  moves  slowly  ;  ”  and  it  is  to  be  hoped  that 
the  young  accountants  whom  Mr.  Lass  had  in  his  eye  when 
he  spoke  will  not  be  compelled  to  wait  for  snug  auditorial 
berths  until  the  law  is  altered  in  the  sense  desired.  In  con¬ 
cluding  his  paper,  the  author  submits  some  general  reflections 
upon  his  subject.  He  recommends  Local  Authorities  owning 
gas-works  to  keep  their  accounts  as  strictly  as  possible  in 
accordance  with  the  form  provided  by  the  Act  of  1871,  and 
lays  stress  upon  the  necessity  for  solicitude,  when  making  up 
the  accounts  of  gas  undertakings,  that  charges  upon  capital 
and  revenue  should  be  fairly  apportioned.  The  ordinary  con¬ 
ditions  of  a  trading  concern  do  not  apply  in  such  cases  ;  and 
it  is  consequently  all  the  more  essential  that  the  rights  and 
interests  alike  of  the  public  and  the  undertakers  slioiild  be 
looked  after.  Here  also  Mr.  Lass  permits  himself  to  make  a 
few  remarks  upon  the  vexed  question  of  the  subsidizing  of 
district  rates  out  of  gas  profits  ;  but  he  is  very  careful  not  to 
offer  any  opinion  regarding  the  right  and  wrong  of  the  matter. 
He  points  out  that  the  duty  of  an  accountant  is  clearly 
to  carry  out  the  intentions  of  the  Legislature  as  expressed 
in  the  various  Acts  of  Parliament  which  he  has  to  consult, 
without  allowing  his  own  prejudices  to  warp  his  judgment. 
This  is  a  piece  of  counsel  that  all  accountants  called  in  to 
investigate  Gas  Companies’  accounts  in  a  judicial  capacity 
have  not  borne  in  mind.  With  a  final  warning  respecting 
the  difficulties  of  the  subject  of  depreciation,  the  paper  con¬ 
cludes.  It  was  rendered  more  complete  by  appendices  con¬ 
sisting  of  the  forms  of  accounts  scheduled  in  the  Act  of  1871, 
and  also  an  example  of  the  method  of  analyzing  the  work¬ 
ing  results  of  a  Gas  Company’s  operations  for  a  half  year. 
Altogether  the  paper  is  a  very  useful  one  ;  and  if  it  does  not 
tell  the  more  experienced  of  our  readers  anything  new,  it 
contains  much  useful  information  to  which  we  direct  the 
attention  of  some  of  the  perplexed  managers  and  secretaries 
who  are  in  the  habit  of  writing  to  us  for  guidance  as  to  the 
meaning  of  some  of  the  references  to  accounts  in  the  Acts  of 
1847  and  1871. 

THE  EMOLUMENTS  AND  RESPONSIBILITIES  OF  GAS-WORKS 
OFFICIALS  IN  BIRMINGHAM  AND  ELSEWHERE. 

There  has  been  a  lively  discussion  by  the  Birmingham  Town 
Council  on  the  subject  of  the  pay  and  position  of  the  chief 
officers  of  the  Corporation  Gas  Department,  arising  out  of 
the  recent  action  of  the  Gas  Committee  in  raising  certain 
salaries  without  notifying  the  fact  to  the  Council.  It  was 
explained  that,  in  acting  as  they  had  done,  the  Committee 
had  only  followed  precedent.  It  appears  that  when  the  Cor¬ 
poration  acquired  the  undertakings  of  the  two  old  Gas  Com¬ 
panies,  and  the  water  supply,  the  principle  of  management 
adopted  by  the  Gas  and  Water  Committees,  and  persevered 
in  ever  since,  was  for  the  Committees  to  act  very  much  as 
though  they  were  Boards  of  Directors.  According  to  this 
interpretation  of  their  position,  the  Committees  could  deal 
with  their  officers  very  much  as  they  thought  fit ;  and  so 
long  as  the  Gas  Committee  continued  to  hand  over  the  usual 
annual  subsidy  to  the  Corporation,  they  did  not  expect 
the  Council  to  interfere  with  their  acts  of  administration 
in  detail.  This  is  a  view  that  appears  to  have  been 
growing  unfashionable  in  the  town  ;  and  it  has  now  been 
finally  abandoned,  with  the  consent  of  both  Committees, 
in  favour  of  the  more  general  course  of  reporting  to  the 
Council  proposed  increases  of  salary  amounting  to  £50  or 
upwards.  Following  upon  the  resolution  by  which  this 
alteration  of  the  priuciple  of  administering  the  Corporation 
gas  and  water  undertakings  was  expressed,  came  a  proposal 
evidently  originating  in  the  same  circumstances,  although 
more  personal  in  its  aim.  It  was  for  taking  away,  as  from 
the  end  of  the  year,  the  advances  of  salary  recently  granted 
by  the  Gas  Committee  to  Mr.  Charles  Hunt  and  Mr.  Edwin 
Smith,  the  Secretary  of  the  Department.  The  supporters  of 
this  proposal  could  not  argue  that  the  officers  in  question  did 
not  earn  their  pay ;  but  they  objected  to  the  salaries  given 
on  the  same  grounds  that  are  always  advanced  by  orators  of 
the  school  of  that  eminent  publicist,  old  Eccles,  in  “  Caste.” 
Happily  for  the  credit  of  Birmingham,  the  motion  only 
received  five  votes  against  thirty-five.  The  mover  of  | 


the  resolution  disclaimed  any  desire  to  disparage  the 
work  of  the  officers  whom  he  sought  to  victimize,  and 
referred  to  the  examples  of  Manchester  and  Leeds  for 
standards  of  the  pay  and  position  of  gas-works  officials. 
This  is  only  what  may  be  expected  while  these  two  towns 
remain  quotable  for  such  a  purpose.  It  is  necessary,  how¬ 
ever,  that  the  circumstances  both  of  Manchester  and  Leeds 
should  be  understood.  It  is  true  that  in  both  places  the  Gas 
Committees  are  for  the  present  endeavouring  to  manage 
their  own  business  “  on  the  cheap  and  a  miserable  mess 
they  are  making  of  it.  The  Leeds  Corporation  are  some 
thousands  a  year  worse  off  than  they  were  when  they  had 
the  advantage  of  Mr.  Henry  Woodall’s  advice  ;  and  they  are 
able  to  muddle  on  as  they  have  done  the  past  few  years  only 
because  he  put  them  fairly  on  the  road.  As  for  IManchester, 
we  thought  everybody  knew  of  the  gas  supply  of  this  city  as 
a  by- word  for  cost  and  bad  quality,  thanks  to  the  wonderful 
ability  of  the  great  unpaid  members  of  the  Gas  Committee, 
who  have  had  the  works  in  hand  since  Mr.  West’s  time.  And 
how  was  it  before  him  ?  When  INIanchester  wanted  new 
works,  the  Corporation  Gas  Committee  went  about  getting 
them  in  the  most  costly  way  possible.  Having  no  Engineer 
in  their  employ,  they  invited  competitive  plans,  and  engaged 
Mr.  G.  Livesey  and  Mr.  William  King  to  select  the  best  for 
execution.  Then  they  spent  vast  sums  of  money  in  pre¬ 
paring  the  site  for,  and  building  that  section  of  the  new 
station  which  they  least  required.  What  is  the  recompense  re¬ 
ceived  by  Mr. Hunt  in  respect  of  the  new  Windsor  Street  works, 
in  comparison  with  the  money  spent  for  advice  alone  by 
the  Corporation  of  Manchester  in  regard  to  their  Bradford 
Road  works  ?  And  which  town  have  the  most  value  for  the 
money  ?  It  is  such  reflections  as  these  that  make  one  dis¬ 
gusted  with  the  narrowness  and  short-sightedness  of  some  Cor¬ 
poration  gas-works  administration.  Manchester  and  Leeds, 
forsooth  !  If  there  had  not  been  any  proverb  declaring  the 
extreme  foolishness  of  the  “  penny  wise,”  it  would  have 
been  necessary  to  make  one  to  fit  their  case.  To  return  to 
the  case  of  Birmingham,  it  may  be  noticed  that,  in  defending 
the  claims  of  Mr.  Smith  to  be  regarded  as  something  more 
than  an  Accountant,  Mr.  Alderman  Pollock  described  him  as 
General  Manager  of  the  gas  undertaking.  This  must  surely 
have  been  a  slip  in  the  warmth  of  debate,  as  we  are  not 
aware  that  the  Birmingham  Gas  Department  has  a  General 
Manager  ;  being  managed  by  a  Secretary  and  two  Engineers, 
who  are  equally  responsible  to  the  Committee. 

IMPROVED  STREET  LIGHTING. 

Several  of  the  London  newspapers  have  been  complaining 
of  late  of  the  miserable  lighting  of  the  streets  of  the  Metro¬ 
polis  ;  and  the  announcement  that  the  Corporation  are 
thinking  of  dabbling  once  more  in  electric  lighting  only 
increases  the  exasperation  of  the  public,  who  are  naturally 
at  a  loss  to  understand  why  the  street  lighting  authorities 
do  not  make  better  use  of  the  gas  they  have,  instead  of 
waiting  for  the  electricity  which  is  not  yet  available.  This 
is,  in  truth,  one  of  the  most  curious  problems  of  the  age  in 
connection  with  the  subject  of  street  lighting.  If  they  put 
up  a  good  refuge-lamp  here  and  there,  the  highway  authorities 
think  they  may  leave  the  rest  of  their  town  in  semi-dark¬ 
ness.  It  may  be  gathered  from  recent  intelligence,  however, 
that  here  and  there  local  authorities  are  waking  up  to  a 
better  sense  of  their  responsibilities.  Indeed,  it  would  not 
be  too  much  to  say  that  the  reflections  which  w'e  published  a 
short  time  since  upon  the  opportunity  afforded  to  murder  and 
outrage  by  neglect  of  lighting  in  the  poorer  town  districts, 
have  also  occurred  to  some  of  the  authorities  chargeable 
with  this  matter.  The  Vestry  of  Newington  have  ordered 
all  the  street  lamps  in  their  district  to  be  enlarged  to  burn 
10  cubic  feet  of  gas  per  hour ;  and  we  hear  of  the  doubling 
of  the  number  of  lamps  in  other  parts  of  the  town,  besides 
a  general  lighting  up  of  dark  corners.  It  is  to  be  hoped 
that  the  impulse  to  this  improved  public  service  will  not 
prove  transient.  The  utter  wretchedness  of  much  of  the  usual 
street  lighting  is  an  unfailing  topic  with  the  people  who 
seek  to  supplant  gas  by  electricity ;  and  it  is  in  vain 
for  those  wlio  know  what  gas  can  do,  to  speak  a 
word  in  its  favour  while  the  ordinary  street  lamp  remains 
as  an  example  of  how  thoroughfares  should  vot  be  lit.  Time 
was  when  gas  engineers  thought  that  highway  authorities 
had  drifted  into  their  common  miserly  way  of  using  gas  by 
mere  force  of  tradition,  and  for  want  of  knowledge.  Mr. 
Corbet  Woodall,  when  Engineer  of  the  Phoenix  Gas  Com¬ 
pany,  entertained  this  opinion,  and  was  one  of  the  first  tO’ 
endeavour  to  break  through  the  force  of  habit  in  this  matter 
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by  showing  how  Waterloo  Bridge  might  be  lighted  by  im¬ 
proved  gas-lamps.  This  hopeful  view  has  long  been  dis¬ 
credited  by  the  general  observation  that,  while  a  highway 
authority  will  cheerfully  bear  an  increased  charge  for  street 
lighting,  provided  that  the  money  is  to  be  spent  upon  ineffi¬ 
cient  electric  lamps,  they  will  not,  as  a  rule,  stretch  a  point 
to  vastly  improve  the  gas  lighting  which^  they  know  they  can 
depend  upon.  Let  us  hope  that  the  initiative  of  the  Newing¬ 
ton  Vestry  is  the  sign  of  a  new  departure  in  this  matter. 

A  PKONOUNCEMENT  EESPECTING  WATER  GAS. 

Does  anybody  know  who  are  the  components  of  the  “  British 
“  Water  Gas  Syndicate,”  for  whom  a_Mr.  W.  L.  Wildy,  sign¬ 
ing  himself  as  engineer,  of  Leeds,  writes  in  a  recent  number 
oilndustnes?  If  the  members  of  the  “  Syndicate  ”  are  as 
remarkable  in  their  way  as  the  engineering  knowledge 
exhibited  by  their  representative  in  his  letter,  the  group  must 
form  a  curious  combination.  Our  contemporary  recently 
published  some  remarks,  taken  from  a  German  source,  upon 
the  subject  of  the  dangers  of  water  gas,  which  Mr.  Wildy 
seems  to  think  reflect  upon  the  projects  of  his  “  Syndicate ;  ” 
and  he  has  accordingly  rushed  into  print  in  defence.  He 
begins  by  arguing  that  it  is  idle  to  object  to  the  dangerous 
character  of  anything,  from  football  to  dynamite,  which 
happens  to  be  cheap  and  good  for  some  special  purpose.  The 
argument  is  not  very  strong  ;  because  it  would  be  easy  to 
name  commodities — such  as  crude  petroleum,  and  a  variety 
of  active  poisons — which  are  not  admitted  into  British  trade 
on  account  of  their  dangerous  nature,  although  they  might 
doubtless  be  useful  for  some  purposes.  Mr.  Wildy  admits  that 
in  some  communities  there  is  a  prejudice,  reflected  in  legisla¬ 
tive  enactments,  against  the  general  distribution  of  water  gas, 
on  account  of  its  containing  a  high  proportion  of  carbonic  oxide ; 
but  he  triumphantly  says  that  wherever  these  obstacles  existed 
in  the  United  States  they  are  being  swept  away,  simply 
because  the  water  gas  is  cheaper  than  coal  gas,  and  not  only 
cheaper  but  better.  As  to  the  cheapness,  it  is  of  course 
impossible  to  lay  down  any  general  rule;  but  Mr.  Wildy’s 
peculiar  competence  to  treat  of  this  subject  peeps  out  in  his 
contention  that  water  gas  is  better  than  coal  gas,  because  in 
the  first  place  “  its  combustion  is  perfect,  under  all  circum- 
“  stances,  without  any  smoke.”  This  is,  of  course,  only  true 
of  water  gas  when  wholly  free  from  illuminating  constituents. 
Then  he  says  that  all  the  sulphur  can  be  ta,ken  out  of  water 
gas,  which  cannot  be  done  for  coal  gas  “  without  destroying 
“more  or  less  its  lighting  power.”  Again,  coal  gas  always 
flickers  and  hurts  the  eyes  ;  while  with  water  gas  used  to 
make  a  light  by  incandescence,  there  is  no  flickering. 
“  Besides,  in  using  water  gas  there  is  only  half  as  much  heat 
“produced  with  a  similar  quantity  of  light  given  out,  as 
“  with  common  coal  gas  ;  and  in  consequence  only  half  as 
much  carbonic  acid  introduced  into  a  room.”  Thus  Mr. 
Wildy  thinks  that  carbonic  acid  is  a  direct  product  of  beat. 
Then  for  cooking  and  heating,  Mr.  Wildy  recommends  water 
gas  in  preference  to  coal  gas,  because  it  does  not  require  any 
“  secondary  air.”  It  appears  from  this  strange  effusion  that 
Mr.  Wildy  has  attended  a  few  gas  engineers’  meetings  where 
technical  matters  have  been  discussed,  and  has  picked  up  a 
smattering  acquaintance  with  such  terms  as  sulphur  impurity, 
carbonic  acid,  and  secondary  air,  which  he  uses  very  much 
at  random.  It  will  tax  all  his  natural  and  acquired  powers 
to  show  that,  under  ordinary  English  conditions,  water  gas  for 
illuminating  purposes  is  comparable  either  in  cost  or  value 
with  common  coal  gas. 


The  Halifax  Gas-Woeks  Scandal. — In  the  House  of  Commons 
last  Thursday,  Mr.  Labouchere  gave  notice  that  on  Monday,  he 
would  ask  “the  President  of  the  Local  Government  Board  whether 
his  attention  had  been  drawn  to  the  Halifax  Times  of  the  4th  of 
October,  1888,  containing  a  report  of  the  proceedings  of  the 
Halifax  Town  Council,  and  to  the  charges  then  made  in  writing 
against  certain  gentlemen  connected  with  the  Town  Council — viz., 
‘  That  they  had  been  guilty  of  fraud  and  malpractices  in  connection 
with  the  Halifax  Gas-Works,’  and  to  the  resolution  of  the  Council 
excluding  one  of  these  gentlemen  from  all  Committees  of  the 
Council  in  consequence  of  such  charges ;  and,  whether  he  will  take 
proceedings  to  have  an  official  inquiry  into  the  allegations  which 
have  been  made.”  Last  night,  Mr.  Ktchie,  replying  to  the  ques¬ 
tion,  said  that  his  attention  had  not  been  called  to  the  matter.  As 
regards  the  suggestion  that  the  Local  Government  Board  should 
make  an  official  inquiry  into  the  allegations,  he  pointed  out  that 
they  have  no  power  to  inquire  into  the  conduct  of  members  of  a 
town  council,  or  of  their  officers.  Even  if  there  were  such  powers, 
he  did  not  think  such  an  inquiry  would  be  expedient.  One  of  the 
persons  implicated  was,  he  remarked,  to  be  tried  at  the  present 
Leeds  Assizes. 


®0ntntmtarus,  aiitr 

GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(Foe  Stock  and  Shaee  List,  see  p.  1037.) 

The  Stock  Exchange  markets  have  generally  ruled  dull  and  heavy 
during  the  past  week.  The  amount  of  business  done  was  on  a 
reduced  scale,  and  lack  of  support  caused  some  departments  to 
give  way.  But  the  prime  cause  of  the  depression  in  prices  is  still 
to  be  found  in  the  condition  of  the  Money  Market,  which  has 
increased  rather  than  abated  during  the  week.  If  matters  do  not 
take  a  turn  the  other  way,  we  may  see  a  6  per  cent,  rate  before 
Christmas.  The  Gas  Department  has  formed  no  exception  to  the 
rule  of  limited  business — more  especially  in  the  latter  portion  of 
the  week.  The  tendency,  however,  has  on  the  whole  been  more 
favourable;  and  the  few  variations  in  price  to  be  noted  are,  with 
one  exception,  in  the  upward  direction.  Taking  the  Metropolitan 
Companies  first :  Gaslight  “  A  ”  has  been  moderately  dealt  in,  and 
at  remarkably  steady  figures ;  the  prices  never  ranging  outside 
251^-252|.  A  few  transactions  have  also  been  marked  in  the  pre- 
ference  stocks,  at  good  average  rates.  South  Metropolitans  of  all 
three  issues  have  been  fairly  active.  The  “A”  shows  out  strongest, 
and  looks  ripe  for  a  little  advance.  Commercial  old,  after  having  been 
done  (on  one  day  only)  at  more  than  average  figures,  made  the  im¬ 
provement  we  referred  to  last  week,  by  advancing  2.  Nothing  was 
done  in  the  new  stock.  We  understand  that  the  tenders  invited  by 
the  Company  for  the  small  balance  of  per  cent,  debenture  stock 
unappropriated  were  opened  on  Friday  and  allotments  made.  The 
average  price  realized  was  rather  in  excess  of  125  per  cent.,  which 
must  be  satisfactory  to  the  Company.  Suburban  undertakings  have 
not  been  dealt  in ;  but  a  quantity  of  Crystal  Palace  stock  (formerly 
belonging  to  Sir  Erasmus  Wilson)  was  disposed  of  at  the  Mart  on 
Thursday.  The  prices  realized  about  206  for  the  10  per  cent.,  146 
for  the  7  per  cent.,  and  136  for  the  6  per  cent,  preference.  Among 
the  foreigners.  Continental  Union  new  have  made  a  further  rise 
of  [N.B.-In  last  week’s  list,  the  yield  upon  investment  in  these 
shares  was,  by  an  obvious  error,  given  as  £5  12s.  lOd.  It  should 
have  been  £5  17s.  5d.]  Other  changes  are  a  rise  of  1  in  Cagliari, 
and  a  fall  of  |  in  Monte  Video.  Water,  though  very  quiet,  has 
been  interesting  for  the  determined  advance  made  by  New  River. 
It  now  looks  like  resuming  the  position  from  which  it  has  been  so 
long  displaced.  Kent  also,  which  has  been  very  much  kept  down 
for  some  time,  jumped  up  to  280  on  Tuesday.  West  Middlesex  and 
Southwark  ordinary,  however,  are  a  little  easier. 

The  daily  operations  were :  Fairly  good  business  In  Gas  on 
Monday — mostly  in  Gaslight  “  A,”  South  Metropolitan  “  B,”  and 
Imperial  Continental.  Continental  Union  new  rose  Water 
was  quiet  and  unchanged.  Gas  was  rather  less  active  on  Tuesday ; 
but  prices  held  firm.  Water  was  brisker,  at  good  figures;  but 
quotations  were  still  left  as  before.  Business  in  Gas  on  Wednes¬ 
day  was  more  limited ;  but  more  Companies  were  dealt  in. 
Cagliari  improved  1.  Water  was  quite  neglected  ;  and  Southwark 
ordinary  dropped  2J.  Thursday  brought  no  increase  of  business 
in  Gas,  and  prices  were  only  ordinary.  Monte  Video  feU 
Hardly  anything  was  done  in  Water  ;  but  buyers  of  Southwark 
ordinary  took  another  5  off  their  price.  Gas  remained  just  as 
quiet  on  Friday.  Commercial  old  advanced  2,  without  business 
done.  Water  was  more  active,  and  for  the  most  part  stronger. 
New  River  sellers’  price  rose  6;  the  debentures  changed  hands 
at  top  price ;  and  Southwark  rallied.  West  Middlesex,  however, 
fell  back  1^.  On  Saturday,  Gas  offered  nothing  to  remark  ;  being 
very  quiet  and  unchanged.  In  Water,  Kent  rose  3  ;  and  South¬ 
wark  ordinary  recovered  its  loss  of  Thursday. 


ELECTRIC  LIGHTING  MEMORANDA. 

A  SENSATIONAL  REPOBT  AND  ITS  JUSTIFICATION — WINDING  UP  OP  THE  PILSEN- 
JOEL  COMPANY — FIRST  MEETING  OP  CROMPTON  AND  CO.,  LIMITED — THE 
FORTUNES  OP  THE  MAXIM-WESTON  COMPANY. 

It  is  an  old  saying  that  one  must  leave  home  to  hear  news ;  but 
it  is  nevertheless  startling  to  read  in  the  American  Engineer  the 
announcement  that  “  London  is  to  be  lighted  by  electricity  ;  and 
it  is  said  the  plant  will  be  the  largest  in  the  world.  The  contract 
has  been  captured  by  the  Westinghouse  people.”  Although  the 
American  printer  of  this  astounding  piece  of  intelligence  has 
omitted  to  complete  the  address  of  the  city  in  question  by  the 
customary  affix  (“  Eng.”),  in  order  to  distinguish  it  from  the  other 
and  nearer  Londons  which  local  readers  are  supposed  to  have  in 
their  minds  when  the  word  is  mentioned,  we  venture  to  assume 
that  he  means  the  capital  of  these  islands.  This  being  understood, 
the  real  difficulty  of  the  passage  stands  revealed.  Who  has  deter¬ 
mined  that  London  is  to  be  lighted  by  electricity,  and  what  con¬ 
tract  has  been  captured  by  the  Westinghouse  Company  ?  Upon 
inquiry  into  this  mystery,  however,  we  have  discovered  more 
justification  for  it  than  appears  at  a  first  glance,  when  it  merely 
looks  as  though  the  American  reporter  had  allowed  himself  to 
write  of  London  and  its  lighting  arrangements  with  about  as  much 
knowledge  as  was  displayed  with  regard  to  other  things  English  by 
Martin  Chuzzlewit’s  Yankee  acquaintances.  It  appears  that  the 
Metropolitan  Electric  Light  Company — the  concern  mentioned  in 
the  parliamentary  notices  last  week  as  intending  to  apply  for  Pro¬ 
visional  Orders  for  the  four  quarters  of  London — have  given  the 
contract  for  fitting  up  their  first  central  station  to  the  Westinghouse 
Company.  We  do  not  know  what  may  be  the  value  of  this  order  ; 
but  it  seems  to  have  been  regarded  as  of  sufficient  importance  to 
be  telegraphed  across  to  the  Westinghouse  Company  of  Pittsburg, 
and  to  be  by  them  communicated  to  the  American  technical  press. 
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This  is  the  one  grain  of  fact,  which,  by  the  application  of  that 
“  French  measurement  ”  of  which  electricians  are  so  fond,  has 
been  expanded  into  a  contract  for  lighting  all  London.  It  is  re¬ 
ported  that  the  English  electric  lighting  firms  were  much  chagrined 
at  the  Metropolitan  Company  thus  sending  abroad  their  first  order ; 
but  they  have  been  pacified  by  the  invitation  of  tenders  for  the 
equipment  of  a  second  station.  By  having  one  station  fitted  up 
with  American  and  the  other  with  English  plant  and  machinery, 
the  Metropolitan  Company  expect  to  learn  which  is  the  better 
plan  by  the  time  they  require  to  extend  their  resources.  Each 
station  is  to  supply  10,000  incandescent  lamps — rather  a  large 
order  for  a  Company  not  yet  in  possession  of  statutory  powers. 

The  Pilsen-Joel  Company  have  held  their  seventh  ordinary 
general  meeting.  Sir  Kawson  W.  Eawson  in  the  chair.  When  the 
Directors  last  met  the  proprietors,  there  was  a  proposal  on  for  the 
sale  of  the  business ;  but  a  shareholder  stigmatized  the  arrange¬ 
ment  as  a  “job,”  and  moved  the  Court  to  prevent  it.  He  succeeded 
in  his  immediate  endeavours ;  but  the  consequence  of  the  action 
was  that  the  Directors  could  not  carry  on  the  business  of  the 
Company,  having  no  money,  and  no  prospect  of  raising  any. 
At  the  last  meeting,  it  was  therefore  a  question  as  to  whether  any 
possible  means  of  escape  from  liquidation  could  be  found.  No¬ 
thing  of  the  kind  presented  itself.  The  shareholders  would  not 
find  money  to  throw  after  their  lost  capital ;  and  the  Directors  did 
not  pretend  to  believe  in  the  possibility  of  a  prosperous  future  for 
the  Company.  There  was  no  quarrelling  or  recrimination  ;  every¬ 
body  feeling  that  the  time  for  that  had  gone  by.  When  the  ship  is  on 
the  rocks,  it  is  waste  of  time  to  blame  those  who  may  be  suspected 
of  having  contributed  to  the  disaster  ;  the  best  thing  is  to  save 
what  can  be  taken  off  the  wreck.  So  the  Pilsen-Joel  concern  is  to 
be  voluntarily  wound  up  at  last,  after  a  career  rather  longer  than 
the  majority  of  its  contemporaries  of  the  same  order. 

The  same  page  of  the  Electrical  Beviezv  which  contains  the 
account  of  the  last  public  meeting  of  the  Pilsen-Joel  Company, 
gives  a  report  of  the  first  general  meeting  of  Crompton  and 
Company,  Limited,  the  formation  of  which  concern  we  recently 
noticed.  It  being  only  the  statutory  meeting,  there  was  not  much 
for  the  Chairman  to  say ;  but  as  it  was,  he  took  the  opportunity 
for  declaring  that  the  Directors  had  made  themselves  fully  ac¬ 
quainted  with  the  business,  and  were  satisfied  that  they  had 
acquired  a  valuable  property.  Trade  was  flourishing,  according 
to  this  statement,  and  orders  were  coming  in  faster  than  the  Com¬ 
pany  could  execute  them.  Experience  showed  that  electric  lighting 
could  be  made  to  pay  ;  and  consequently  companies  were  starting 
up  in  all  directions  to  undertake  this  work.  Mr.  Crompton  would 
have  been  happy  to  have  made  the  acquaintance  of  the  share¬ 
holders  ;  but  he  had  gone  to  Vienna  on  business  connected  with 
his  work  there  for  the  Imperial  Continental  Gas  Association.  All 
this  sounded  very  well  from  the  chair  ;  but  it  is  not  the  first  time 
that  things  have  looked  rosy  at  the  inaugural  meeting  of  an 
electrical  company.  We,  of  course,  place  Crompton  and  Company, 
Limited,  upon  a  very  different  footing  to  that  from  which  the 
Pilsen-Joel  concern  has  just  tumbled  ;  but  it  is  impossible  to  help 
thinking  they  may  not  always  have  on  their  books  customers  like 
the  Imperial  Continental  Gas  Association,  and  jobs  like  the  Vienna 
Opera  House  lighting. 

The  Maxim-Weston  Company  is  another  of  the  electrical  ven¬ 
tures  the  proprietors  in  which  must  regard  their  hopeful  new  rivals 
with  very  jaundiced  eyes.  They  held  an  extraordinary  general 
meeting  on  the  3rd  inst. — one  of  an  already  lengthened  series — for 
the  purpose  of  considering  a  reconstruction  scheme.  Mr.  John 
Marks  presided  ;  and  the  character  of  his  speeches  may  be  inferred 
from  the  fact  that  a  notification  has  since  been  published  to  the 
effect  that  proceedings  for  libel  have  been  taken  against  him  by 
his  notorious  predecessor  in  the  chair — Mr.  Hugh  Watt.  The 
business  of  the  meeting  began  very  quietly.  The  Chairman  ex¬ 
plained  that,  in  consequence  of  the  Directors  not  having  been  sup¬ 
ported  in  their  efforts  to  raise  fresh  capital,  they  had  determined 
upon  recommending  that  the  concern  should  be  wound  up  volun¬ 
tarily.  This  recommendation  was  accepted ;  but  when  the  names 
of  the  proposed  liquidators  were  read  out,  the  liveliness  began.  The 
acting  Directors  were  proposed  for  this  employment  ;  but  it 
speedily  appeared  that  information  respecting  the  late  Chairman 
and  his  doings  was  urgently  required,  and  this  was  supplied  by 
the  Chairman  in  speeches  of  remarkable  candour,  for  which,  it 
appears,  he  is  to  be  called  to  account.  The  net  result  of  the  day’s 
proceedings  so  far  as  the  Company’s  future  is  concerned,  is  that  the 
liquidators  are  to  transfer  the  business  and  effects  to  a  new  Com¬ 
pany  with  a  capital  of  ±75,000  in  3s.  shares.  It  was  stated  that 
there  would  not  be  any  difficulty  in  floating  this  new  Company,  who 
are  to  exchange  one  share,  with  2s.  credited  as  paid  up,  for  every 
share  of  the  old  Company.  Upon  these  terms  the  Maxim-Weston 
venture  is  supposed  to  be  able  to  make  a  clear  start  once  more.  It 
cannot  be  denied  that  they  have  a  good  property,  as  electrical  pro¬ 
perties  go  ;  and,  with  good  luck  and  good  management,  they  may 
be  able  to  weather  the  storm,  albeit  the  outlook  is  not  promising. 


The  Queen  has  been  pleased  to  approve  of  the  Borough  of  Bir¬ 
mingham  and  the  Burgh  of  Dundee  being  raised  to  the  rank  of 
Cities. 

The  Glenboig  Union  Fire-Clay  Company,  Limited,  of  Glasgow, 
have  been  awarded  three  prize  medals  for  goods  shown  by  them  at 
various  exhibitions  held  this  year — viz.,  a  silver  medal  at  the 
Brussels  Exhibition  ;  a  gold  medal  at  the  Barcelona  Exhibition  ; 
and  a  first-class  medal  at  the  Cardiff  Exhibition. 


A  COMPARISON  BETWEEN  OIL  AND  GAS. 

The  necessity  that  exists  for  a  better  knowledge  as  to  the  capa¬ 
bilities  of  coal  gas  amongst  consumers  of  the  same,  was  markedly 
illustrated  by  the  lecture  delivered  at  Holly  Park,  by  Mr.  Defries, 
an  inventor  and  manufacturer  of  oil-lamps  (see  ante,  p.  991) r 
The  best  reply  that  the  gas  company  supplying  the  district  could, 
make  to  the  remarkable  line  of  argument  followed  by  this  gentle¬ 
man  in  his  endeavours,  not  only  to  make  out  the  best  possible 
case  for  his  special  manufactures,  but  also  the  worst  for  gas,  would 
be  to  fit  up  a  few  dining-rooms  and  drawing-rooms  in  the  district 
with  gas-burners  of  the  best  and  most  approved  modern  kind ; 
and  thus  practically  illustrate  the  fact  that  gas  is  capable  of 
yielding  four  or  five  times  the  duty  that  Mr.  Defries  credits  it 
with.  It  ig  only  natural  that  this  gentleman  should  be  very 
strongly  prejudiced  in  favour  of  oil,  and  against  gas,  and  of 
course  he  is  perfectly  at  liberty  to  state  his  opinions ;  but 
when  he  condescends  to  endeavour  to  prejudice  coal  gas  by 
the  adoption  of  a  disingenuous  and  unjust  line  of  argument, 
it  is  necessary  to  point  out  the  fallacy  of  the  same.  Passing 
by  the  popular  clap- trap  to  the  effect  that  gas  has  got  to- 
the  top  of  the  tree  as  an  illuminating  agent  (which  is  perfectly 
true,  although  not  in  the  sense  intended  by  this  advocate  of 
oil),  has  passed  the  zenith,  and  is  going  down  hill,  we  come  to 
the  means  by  which  he  arrives  to  his  own  satisfaction  at  the  con¬ 
clusion  that  oil — burnt  in  a  Defries  lamp,  of  course — is  only  one- 
fifth  the  cost  of  gas.  Or  in  other  words,  that  “  when  burnt  in  the 
best  mineral-oil  lamp  known,  and  the  one  in  most  general  use” — 
i.e.,  the  Defries — it  affords  a  given  light  at  one-fifth  the  cost  of 
a  similar  light  from  gas.  The  standard  of  comparison  adopted  in 
the  lecture  is  a  light  of  43  candles  for  5  hours,  which  it  is  alleged 
can  be  obtained  by  the  consumption  of  one  pint  of  oil.  With  oil  at 
(say)  8d.  per  gallon,  the  cost  of  this  would  be  Id.,  for  which  a 
lighting  effect  of  215  candle-hours  is  claimed.  The  subject  of 
gas  lighting  is  approached  with  great  caution,  which  may  be  due  to 
ignorance.  A  Bray’s  No.  G  fishtail  burner  is  said  to  generally  use 
7  or  8  cubic  feet  per  hour,  but  is  taken  as  using  G  cubic  feet,  and 
yielding  a  light  equivalent  to  15  candles.  Three  such  burners  would 
be  necessary  to  yield  a  light  of  45  candles.  These  are  alleged  to 
consume  in  five  hours  90  cubic  feet  of  gas,  which  with  gas  at  -is.  Gd. 
per  1000  cubic  feet  would  cost  4f§d.  or  say  5d. 

We  would  first  point  out  two  or  three  obvious  defects  in  this 
argument,  all  of  which  tell  against  gas  and  in  favour  of  oil.  There 
is  nothing  estimated  for  the  cost  of  a  wick,  or  for  the  extra  trouble 
in  cleaning,  trimming,  replenishing,  &c.,  required  with  the  oil 
lamp.  Then,  whereas  a  duty  of  215  candles  is  required  for  the  oil, 
225  candles  is  the  duty  obtained  from  the  gas  with  which  it  is 
compared,  or  an  excess  of  nearly  5  per  cent.  Then  there  is 
another  instance  of  petty  inching  on,  where  a  cost  of  4fd.  is  said 
to  be  practically  5d.  These  little  matters  alone,  which  certainly 
would  not  be  overlooked  by  any  one  desirous  of  making  a  fair  and 
just  comparison  between  oil  and  gas,  would  reduce  the  estimated 
cost  to  nearer  4d.  than  5d. 

In  the  course  of  a  paper  read  before  the  Society  of  Chemical 
Industry  on  “  The  Present  Position  and  Prospects  of  the  Coal  Gas 
Industry,”  by  Mr.  Lewis  T.  Wright,  in  May  last,  the  following 
comparison  between  the  cost  of  oil  and  gas  lighting  was  given, 
the  standard  being  1000  candle  hours  : — 

Best  result  obtained  with  mineral  oil  at 
8d.  per  gallon  after  trying  various  forms 

of  lamps . 5'G3d. 

Gas  at  2s.  3d.  Schulke  burner  ....  2'70d. 

,,  Wenham  burner  ....  3-90d. 

,,  Ordinary  flat-flame  burner  .  7'70d. 

Compared  with  this  standard,  Mr.  Defries’s  resiilts  work  out  to — 


Mineral  oil  at  8d . 4'Gd. 

Gas  at  4s.  Gd . 23’Od. 


The  means  adopted  in  order  to  arrive  at  this  result  are  patent  to 
everyone.  Mr.  Defries  takes  for  the  basis  of  the  oil  calculation,  a 
careful  laboratory  experiment  with  his  own  lamp,  which  for  the 
present  purpose  may  be  accepted  as  what  it  is  said  by  its  inventor 
to  be,  “  the  best  mineral-oil  lamp  known.”  But  for  gas  he  takes 
the  ordinary  burners  as  used  by  consumers,  which  are  known  to 
be  incapable  of  developing  anything  like  the  best  possible  lighting 
effect  from  the  gas.  This  course  is  popular  with  the  makers  of 
electric  lamps,  and  enables  them  to  prove  (!)  to  their  own  satisfac¬ 
tion,  that  electricity  is  cheaper  than  gas,  in  spite  of  the  known  fact 
that  in  practice  it  is  found  to  be  equivalent  to  gas  at  about  7s.  Gd. 
per  1000  cubic  feet.  If  a  fair,  honest  comparison  was  desired,  both 
would  be  put  upon  the  same  footing.  Either  the  gas  would  be 
burnt  in  the  best-known  gas-burner,  in  which  case  it  would  jueld 
some  four  times  the  duty  credited  to  it  by  Mr.  Defries  ;  or  else 
ordinary  oil  lamps  that  have  been  some  time  in  common  use  would 
be  used  for  the  oil.  When  the  Defries  lamp,  irsing  oil  at  8d.  per 
gallon,  is  compared  with  the  best  gas-burners,  it  will  be  seen  that 
it  is  about  on  a  par  in  regard  to  cost  with  ordinary  gas  at  4s.  Gd. 
per  1000  cubic  feet,  and  this  without  making  any  allowance  for  the 
extra  trouble  and  attention  which  it  will  hardly  be  disputed  is 
necessary  in  the  case  of  oil.  So  much  for  the  claims  as  to  the 
economy  of  oil.  It  can  be  as  readily  shown  that  the  claim  for  its 
superiority  are  equally  as  disingenuous,  specious,  and  illusory  in 
their  nature. 

It  was  stated  that  a  much  steadier  light  could  be  obtained  from 
oil  than  from  gas  ;  and  the  manner  in  which  this  point  was  set  forth 
would  lead  the  listener  to  believe  that  owing  to  some  inherent 
defect,  it  was  impossible  to  obtain  a  perfectly  steady  light  by 
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means  of  gas.  The  real  facts  of  the  matter  are  that  a  flame,  what¬ 
ever  its  source — whether  gas,  oil,  or  candle — will  be  steady  or 
otherwise  according  as  it  is  exposed  or  protected  from  draughts 
of  air.  Expose  an  oil-flame  to  the  same  circumstances  as  those 
which  obtain  in  the  case  of  a  naked  fishtail  gas-burner, 
will  flicker  and  smoke  to  a  much  greater  extent ;  the  oil-flame 
being  much  more  sensitive  to  atmospheric  influences  than  the 
gas.  Protect  the  gas-flame  by  means  of  suitable  shades,  &c.,  and 
the  light  will  be  perfectly  steady.  It  is  almost  superfluous  to 
state  That  if  a  perfectly  steady  gas-flame  is  required,  any  respect¬ 
able  gas-fitter,  who  understands  his  business,  would  know  how  to 
meet  the  requirement. 

The  statement  that  no  form  of  gas-burner  has  yet  been  con¬ 
structed  that  will  perfectly  consume  all  the  carbon  or  sulphur  in 
gas  is  simply  untrue.  Can  Mr.  Defries  or  anyone  else  prove  the 
production  of  unconsumed  sulphur  from  coal  gas  ?  This,  how- 
€ver,  is  a  matter  of  no  moment,  seeing  that  the  quantity  of  sulphur 
present  is  infinitesimal,  about  one  part  in  3000,  and  therefore  of 
no  more  consequence  than  the  striking  of  a  match  tipped  with  sul¬ 
phur.  As  to  the  escape  of  unconsumed  carbon,  this  may 
occur  if  the  flame  is  left  exposed  to  draught  or  is  otherwise 
improperly  treated.  Under  proper  conditions  of  use,  a  gas 
flame  is,  if  anything,  much  less  likely  to  give  off  soot 
or  smoke  than  an  oil-lamp.  It  is  quite  true  that  noweis  will 
not  flourish  in  small  rooms  where  ordinary  gas-burners  are  used ; 
but  we  have  yet  to  learn  that,  where  modern  improved  burners 
are  employed,  the  same  effects  are  noticeable.  In  any  case  it  is 
more  a  question  of  ventilation,  than  of  the  use  of  gas.  Mr.  Defries 
conjures  up  an  appalling  vision  of  a  grand  sum  total  of  headaches, 
dyspepsia,  and  other  human  miseries,  which  he  hardily  asserts 
are  due  to  the  use  of  coal  gas  as  an  illuminant ;  but  on  this  point, 
however,  proof  is  wanting.  As  compared  with  gas,  he  claims  that 
oil  will  not  vitiate  the  air  to  any  appreciable  extent ;  but  let  us 
examine  the  facts.  Oil,  like  gas,  consists  of  carbon  and  hydrogen  , 
and  goes  to  form  water  vapour  and  carbonic  acid  in  the  act  of 
combustion.  Assuming  proper  precautions  are  observed  in  select¬ 
ing  suitable  apparatus,  the  conversion  into  these  substances  will 
be  practically  complete.  At  any  rate,  we  know  it  is  so  in  the  case 
of  coal  gas,  having  seen  chimneys  of  regenerator  burners  that  have 
been  in  use  for  weeks,  without  the  slightest  particle  of  carbon  or  dust 
in  them.  Taking  the  pint  of  oil  above  alluded  to,  the  weight  will 
be  about  IJ  lbs.  Since  hydrogen  is  so  light,  it  only  represents 
a  small  percentage  by  weight,  and  therefore  the  bulk  of  this 
consists  of  carbon,  so  it  is  evident  that  the  pint  of  oil  when  burnt 
will  evolve  about  3  lbs.  or  some  25  cubic  feet  of  carbonic  acid  , 
whereas  90  cubic  feet  of  gas  will  weigh  something  under  3  lbs.,  of 
which  about  three-fourths  will  consist  of  carbon,  giving  a  result  of 
i’ather  more  than  6  lbs.  of  carbonic  acid.  Even  with  Mr.  Defries  s 
excessive  estimate,  the  vitiating  effect  of  coal  gas  will  only  be 
about  double  that  of  oil ;  but  if  the  consumer,  desiring  to  have  as 
pure  an  atmosphere  as  possible,  elects  to  take  advantage  of  modern 
improvements,  he  can  have  the  same  amount  of  light,  as  we  have 
seen,  with  an  expenditure  of  only  one-fourth  the  quantity  cf  gas. 
By  so  doing,  he  reduces  to  a  corresponding  extent  the  vitiating 
effect  on  the  atmosphere  of  the  room  in  which  the  light  is  used,  or 
to  about  one-half  of  that  obtaining  in  the  case  of  oil,  thus  proving 
a  claim  that  has  repeatedly  been  advanced  on  behalf  of  gas,  and 
never  been  refuted— viz.,  that,  light  for  light,  gas  vitiates  the  au¬ 
to  a  less  extent  than  any  other  illuminant. 

Weight  for  weight,  it  is  evident  that  oil  will  require  a  smaller 
quantity  of  oxygen  than  gas  for  complete  combustion,  because  it 
contains  less  hydrogen  ;  and  that  whereas  with  the  oil,  carbonic 
acid  is  the  principal  product,  there  will  with  gas  be  also  a  consider¬ 
able  proportion  of  water  vapour.  Approximately  it  may  be  said 
that  oil  requires  twice  its  weight,  and  gas  three  times  its  weight  of 
oxygen  for  complete  combustion.  Oil  gives  off  about  three  times 
its  weight  of  carbonic  acid,  and  gas  about  twice  its  weight ;  the 
remain'der  of  the  oxygen  coming  off  as  harmless  water  vapour. 
This  is  sufficient  to  show  that  any  prejudices  as  to  the  use  of  oil 
allowing  a  pure  atmosphere  to  obtain,  while  the  use  of  gas  under 
precisely  similar  circumstances  would  render  it  impure  and 
unwholesome,  have  no  foundation  in  fact.  The  public  have  now 
used  gas  for  half  a  century  or  more,  and  if  the  poisonous  properties 
so  eloquently  dilated  upon  by  Mr.  Defries  had  any  real  existence, 
they  would  long  ago  have  found  them  out  and  discarded  that  means 
of  illumination  in  consequence.  Whether  they  use  gas,  oil,  or 
■electricity,  there  is  need  for  improving  the  ventilation  of  ordinary 
domestic  apartments  ;  and  this  is  the  direction  in  which  to  look  for 
improved  health,  &c.,  rather  than  in  the  substitution  of  one  illu- 
minant  for  another. 


THE  THREE-LIFT  HOLDER  FOR  SYDNEY  GAS-WORKS. 

Designed  and  Constructed  by  Messrs.  C.  &  W.  Walker, 
Engineers,  of  London  and  Donnington. 
description  op  drawing  No.  2. 

This  is  the  general  drawing  of  the  guide-framing,  giving  the 
position  of  the  joints  in  the  standards,  &c.  One  bay  only  is 
shown,  as  the  remaining  21  bays  are  exactly  the  same.  The  pitch 
of  the  lattices,  and  sizes  of  the  iron  used,  are  given  throughout; 
likewise  the  exact  lengths  for  the  diagonal  ties,  &c. 

It  will  be  noticed  that  the  standard  tapers  from  7  ft.  to  2  ft.  6f  in. 
in  the  back  member ;  and  from  4  ft.  6  in.  to  1  ft.  Hi  in.  in  the 
front.  The  guide-rail  forms  part  and  parcel  of  the  standard  ;  and 
therefore  assists  in  strengthening  the  standard.  The  total  height 
of  the  standard  is  122  ft.  Of  in.  above  the  base.  It  is  made  in  five 


lengths— the  bottom  being  22  feet  long  over  all ;  the  top,  24 
feet ;  and  the  intermediate,  25  feet.  These  are  handy  lengths  for 
shipping  and  for  erection.  If  the  holder  had  been  erected  in 
England  probably  the  standard  would  have  been  in  about  30  feet 
lengths ;  and  thus  reduced  the  number  of  joints. 

It  will  be  noticed  that  the  same  size  angle-irons  are  used  for  the 
full  height  of  the  standard.  This  is  for  convenience.  Theoretically 
they  might  be  reduced  somewhat  in  section  as  they  rise ,  but  it 
would  complicate  the  work  to  be  done  on  them.  Beyond  the 
taper,  the  only  reduction  in  weight  as  the  structure  rises  is  in  the 
lattices  and  tee-iron  cross-struts.  The  former  are  reduced  in 
three  stages,  and  the  latter  in  two  stages  ;  the  riveting  being  the 

same  throughout.  ,  .  • 

This  same  drawing  No.  2  also  shows  the  detail  of  the  cast-iion 
base  upon  which  the  standard  rests.  The  standard  is  bolted  down 
firmly  to  the  cast-iron  base  with  twenty  If-inch  bolts  passing 
through  the  stout  wrought-iron  plate  and  angle-irons  ;  so  that  the 
casting  is  made  one  with  the  standard.  In  order  to  secure  a  good 
level  bed,  the  top  face  of  the  casting  is  planed  perfectly  level ;  and 
the  whole  is  then  bolted  down  to  the  tank  pier  by  the  four  holding- 
down  bolts  previously  described.  The  round  holes  shown  in  tlie 
base  are  hand-holes  for  putting  the  bolts  in  by.  The  base  is  filled 
solid  with  concrete  after  erection  through  these  holes. 

In  standards  of  T-section,  it  is  very  common  to  add  a  table- 
plate  to  the  two  angle-irons,  forming  each  flange  as  in  sketch  “  C,” 
instead  of  two  angle-irons  only.  This  is  much  more  costly  than 
the  plan  adopted,  as  the  table-plates  have  to  be  riveted  all  the 
way  up  to  the  angle  irons,  so  that  there  are  six  lines  of  rivets 
extra,  extending  the  whole  height  of  the  standard.  Again,  it  makes 
little  recesses  for  the  rain  water  to  settle  in  at  the  joints  of  the 
lattices  (as  indicated  in  sketch  “  D  which  is  objectionable,  and 


tends  to  rust  away  the  standard  ;  whereas  if  only  two  stout  angle- 
irons  are  adopted,  the'way  between  them  is  open  right  through, 
and  no  water  can  lodge.  The  latter  is  also  easier  to  paint.  There¬ 
fore,  when  the  two  angle-irons  are  sufficiently  wide  for  latteral 
stiffness,  it  is  much  better  to  avoid  using  table-plates — even  leav¬ 
ing  economy  out  of  the  question.  Sometimes  the  spaces  between 
the  angle-irons,  &c.,  are  cemented  up,  to  exclude  the  water. 

The  objection  to  tee-iron  being  used  for  the  flanges  is  that  it 
lacks  lateral  stiffness,  being  narrow  on  the  table.  It  also  puts 
all  the  rivets  in  single  shear ;  thereby  weakening  the  attachment 
of  lattices,  &c.,  and  requiring  more  rivets.  More  rivets  than  are 
necessary  for  the  work  are  mischievous,  as  they  weaken  the  struc¬ 
ture  by  cutting  away  material,  beside  causing  needless  expense. 


Saffron  Walden  Corporation  Water-Works. — Owing  to  the 
hardness  (25°)  of  the  water  obtained  from  their  works,  the  Saffron 
Walden  Corporation  have  decided  (imder  the  advice  of  their 
Consulting  Engineer,  Mr.  Jabez  Church,  M.  Inst.  C.E.)  to  put  up 
a  softening  plant,  so  as  to  reduce  the  temporary  hardness  of  the 
water  to  5°  or  6°.  A  Local  Government  inquiry  has  already  been 
held  ;  and  a  loan  for  this  purpose  has  been  granted.  The  contract 
for  the  necessary  plant  and  alteration  to  the  existing  works — 
amounting  to  ^2237 — has  been  let  to  the  National  Pure  Water 
Engineering  Company,  Limited. 

Creosoting  Timber. — A  zinc  creosote  process  for  preserving 
timber  is  described  in  the  recently-published  volume  of  “  Proceed¬ 
ings  of  the  Institution  of  Civil  Engineers.”  The  experiments 
from  which  the  data  have  been  obtained  are  from  the  observations 
of  Mr.  J.  P.  Caird,  an  American  engineer.  After  the  timber  has 
been  prepared  in  the  usual  way  by  steaming  and  vacuum,  dead- 
oil  is  run  into  the  cylinder ;  and  so  much  as  may  be  desired  is 
forced  into  the  wood — half  a  gallon  of  oil  (or  less)  to  each  cubic  foot 
of  timber  being  about  the  quantity  required.  The  oil  is  then 
withdrawn  from  the  cylinder,  which  is  charged  with  chloride  of 
zinc ;  and  this  by  pressure  is  forced  into  the  timber  through  and 
beyond  the  oil.  In  this  way  the  wood  receives  the  advantage  of 
the  dead-oil  treatment  with  the  expenditure  of  one-half,  or  less,  of 
the  usual  proportion  of  oil ;  and  the  chloride  surrounded  by  the  oil 
is  protected  for  a  lengthened  period  against  moisture.  It  is  stated 
that  this  process  gives  the  best  result  for  the  money  invested. 
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MODERN  DIVINERS  EXPOSED. 

In  the  Journal  for  Sept.  25,  there  appeared  an  article  upon  the 
use  of  the  divining  rod  for  finding  underground  water,  in  which, 
after  stating  some  general  testimony  in  support  of  our  proposal 
to  treat  the  subject  in  all  seriousness,  as  a  matter  suited  for  dis¬ 
cussion  in  a  technical  publication,  we  narrated  some  personal 
experiences  of  the  manipulation  of  the  rod  by  Mr.  John  Stears, 
of  Hull.  We  then  related  how,  on  the  occasion  of  the  meeting 
at  Lisburn  of  the  North  of  Ireland  Association  of  Gas  Managers, 
Mr.  Stears  astonished  the  members  and  their  friends  by  showing, 
on  the  indications  of  a  freshly-cut  forked  hazel  twig,  which  moved 
in  his  hands,  but  apparently  without  his  own  volition,  the  posi¬ 
tion  of  the  gas  and  water  mains  in  the  high  road.  Further  than 
this,  our  testimony  did  not  go.  We  maintained  a  particular 
degree  of  reserve  in  commenting  upon  the  exhibition ;  being 
careful  only  to  vouch  for  the  actuality  of  the  phenomena  brought 
about  through  the  instrumentality  of  Mr.  Stears,  and  intimating 
that  further  investigation  of  the  mysterious  faculty  alleged  to  be 
possessed  by  him  and  by  other  “diviners”  was  very  desirable. 
In  the  same  issue  of  the  Journal,  and  as  a  footnote  to  the  article 
referred  to,  was  recorded  the  contemporary  fact  of  the  employment 
of  a  diviner  named  Mullins  to  discover  the  best  place  to  sink  a 
well  for  the  supply  of  the  new  workhouse  at  Hastings.  Con¬ 
firmation  of  Mr.  Mullins’s  indication  has  not  yet  come  to  hand. 
In  the  following  number  of  the  Journal  (Oct.  2),  will  be 
found  some  further  communications  on  the  subject ;  comprising  a 
reprint  of  a  leading  article  published  in  the  Morning  Post,  and  of 
a  batch  of  correspondence  that  originally  appeared  in  the 
columns  of  the  same  newspaper.  From  time  to  time  since  then, 
we  have  had  occasion  to  mention  the  subject  under  various  cir¬ 
cumstances  ;  for  there  has  seemed  to  be  during  the  last  few 
months  a  distinct  revival  of  interest  in,  and  experiments  with,  the 
divining-rod,  and  the  matter  has  been  discussed  in  several  promi¬ 
nent  newspapers — Truth  among  the  number.  This  recapitulation 
is  necessary  to  explain  the  condition  of  affairs  in  connection  with 
modern  users  of  the  divining-rod  up  to  about  a  week  ago. 

One  of  the  correspondents  of  the  Morning  Post  was  Mrs.  Louise 
Cotton,  a  lady  who  made  no  secret  of  her  fancy  for  the  so-called 
“occult”  arts  of  palmistry  and  astrology,  and  evidently  had  a 
desire  to  take  “  rhabdomancy  ”  under  her  wing.  She  accordingly 
issued  a  public  notification  of  her  desire  to  test  the  pretensions 
of  such  modern  diviners  as  chose  to  come  forward  for  the  purpose ; 
and  having  secured  promises  of  attendance  from  four  of  the 
class — William  Scott  Lawrence,  described  as  a  stone  merchant,  liv¬ 
ing  in  the  neighbourhood  of  Bristol ;  John  Stears,  gas  engineer,  of 
Hull ;  Charles  Holt,  signalman  at  Redmile  Station  (Leicester¬ 
shire)  on  the  Great  Northern  Railway  ;  and  Alfred  Allen,  son  of 
a  farmer,  of  Abergele,  North  Wales — Mrs.  Cotton  arranged  for 
a  demonstration  last  Saturday  week  before  a  small  and  select 
body  of  interested  witnesses  asembled  at  the  house  of  Captain  Nis- 
bet,  “  Hollywood,”  South  Kensington.  The  grounds  of  Hollywood 
are  admirably  suited  for  the  purpose  ;  the  garden  being  about  half 
an  acre  in  extent,  and  containing  somewhere  an  old  well,  first  dug 
in  1809,  the  exact  situation  of  which  was  only  known  to  Captain 
Nisbet,  who  was  no  believer  in  the  diviners  or  their  art.  The' 
programme  was  that  the  position  of  this  well  should  be  found,  if 
possible,  by  the  diviners.  They  one  and  all  accepted  the  challenge, 
with  the_^single  qualification  that,  as  the  rod  was  supposed  to  be 
affected  only  by  running  water,  they  might  not  be  able  to  hit  upon 
the  well  itself — the  water  in  which  would,  of  course,  be  stagnant — 
but  would  trace  the  course  of  the  soring  or  springs  from  which  the 
well  was  fed.  This  was  the  order  of  the  day ;  but  what  really  took 
place  will  be  found  described  at  length  in  the  reportof  the  representa¬ 
tive  of  Truth,  which  we  cannot  improve  upon,  and  accordingly  re¬ 
produce  in  another  column.  We  endorse  from  personal  observation 
every  line  of  this  statement,  which  is  an  unvarnished  record  of  the 
facts.  Not  one  of  the  diviners  gave  the  faintest  indication  of  the 
neighbourhood  of  the  well,  although  three  of  them  were  actually 
taken  over  the  spot  by  Captain  Nisloet,  and  all  of  them  passed  round 
about  it,  in  “  full  cry,”  many  times.  They  all  gave  indications  of 
water,  after  their  respective  manners,  in  di  fferen  t  parts  of  the  grounds ; 
but  they  never  agreed,  except  in  the  vicinity  of  very  obvious  hydrants, 
and  from  the  comments  which  they  offered  upon  each  other’s  per¬ 
formances,  we  formed  the  opinion  that  they  did  not  put  much  faith 
in  one  another.  Mr.  Stears  found  so  many  indications  of  water  under 
the  grass  plots  and  garden  walks,  that  the  ground  would  have  had  to 
be  riddled  like  a  rabbit  warren  to  test  tlieir  truth ;  but  although 
his  twig  worked  well  over  a  purse,  which  he  said  contained  a  penny 
and  placed  on  the  ground  to  demonstrate  the  contrary  action  of 
the  rod  over  metal  as  contrasted  with  its  movement  over  water,  he 
failed  to  find  a  lump  of  iron  purposely  trodden  into  the  grass  by 
one  of  the  spectators,  although  he  walked  upon  it  three  times. 
Both  Mr.  Stears  and  Mr.  Lawrence  had  indications  of  water  upon 
revisiting  spots  which  they  had  previously  passed  over  without  any 
sign ;  thus  leaving  it  to  be  inferred  that  observation  of  the  sur¬ 
roundings  may  have  had  something  to  do  with  the  correction  of 
their  earlier  divinations.  Mr.  Stears  walked  once  in  silence  over 
the  spot  between  the  water-tank  and  hydrant  mentioned  in  the 
Truth  report  as  the  place  where  Mr.  Lawrence  became  so  con¬ 
vulsed  ;  but  after  seeing  Mr.  Lawrence  perform  in  this  way,  Mr. 
Stears’s  rod  became  very  sympathetic  in  the  same  neighbourhood. 
The  net  result  of  the  garden  tests,  therefore,  was  disappointment. 
The  diviners  declared  for  the  existence  of  water  in  many  places 
where  Captain  Nisbet  denied  its  presence ;  and  they  did  not 
discover  the  well,  or  even  detect  the  fact  that  an  iron  pipe 
full  of  water  ran  straight  across  the  central  grass  plot,  from 


one  hydrant  to  another.  It  was,  of  course,  impossible  to  say 
that  water  did  not  exist,  at  any  depth,  at  the  spots  indicated  by 
the  diviners.  Indeed,  the  subsoil  of  this  part  of  Kensington  being 
gravel,  it  is  more  than  probable  that  a  well  sunk  anywhere  upon 
Captain  Nisbet’s  property  to  the  same  depth  as  the  actual  one — 
25  feet — would  collect  water.  The  diviners  did  not  say  anything 
to  this  effect,  however,  nor  attempt  to  explain  their  failure  not  only 
in  finding  the  well,  but  also  in  ascertaining  the  existence  of  any 
springs  or  water  courses  going  to  feed  it. 

When  darkness  put  an  end  to  the  experiments  in  the  garden, 
the  company  adjourned  to  the  house,  where,  as  the  Truth 
reporter  tells,  Mr.  Stears  conspicuously  broke  down  over  an 
attempt  to  find  by  divination  five  sovereigns  hidden  under  the 
cover  of  a  book  placed  among  others  on  a  table.  After  this  incident, 
Mrs.  Cotton  read  a  short  paper  of  a  rather  rhapsodical  cast,  in 
which  the  genuineness  of  indications  of  the  rod  were  taken  for 
granted.  Asked  afterwards  whether  she  could  not  have  worded 
her  paper  differently  if  she  had  known  that  the  diviners  would 
fall  to  satisfy  the  test  conditions  accepted  by  themselves,  the  lady 
allowed  it  to  be  understood  that  her  faith  in  the  rod  was 
unshaken  by  the  failure  of  its  professors.  This  was  also  the 
state  of  mind  of  several  of  the  company,  who  came  with  a 
distinct  predisposition  in  favour  of  astrology,  spiritualism,  and 
similar  eccentricities.  The  matter-of-fact  order  of  spectators, 
who,  like  Captain  Nisbet  himself,  began  by  thinking  the  whole 
notion  unaccountable  and  outrageous,  but  who  were  yet  disposed 
to  give  the  professors  of  divination  every  advantage  that  they  could 
fairly  claim,  were  left  by  the  experiments  with  a  confirmed  belief 
that  the  thing  is  gross  humbug.  It  should  be  recorded  that  before 
the  proceedings  came  to  an  end  on  Saturday,  a  further  trial  was 
made  of  Mr.  Stears’s  powers,  with  his  own  consent,  the  result  of 
which  was  to  still  more  effectually  dispose  of  his  claims  in  this 
regard.  He  stated  that  he  could  find  any  substantial  mass  of 
metal ;  but,  remembering  his  previous  failure,  he  objected  to  coin. 
Accordingly  a  2  lb.  iron  weight  was  procured  from  Captain 
Nisbet’s  kitchen;  and  when  held  openly  in  the  hand  before  Mr. 
Stears,  his  rod  was  strongly  affected  by  it.  He  expressed  himself 
as  being  quite  satisfied  with  the  object ;  and  all  could  see  that  his 
own  powers,  whatever  they  were,  had  not  suffered  any  deterioration. 
The  weight  was  then  hidden  in  the  drawing-room  by  one  of  the 
company,  who  also  hid  18s.  in  silver  inside  a  lady’s  muff  lying  on 
an  occasional  table.  Unknown  to  this  gentleman  another  spec¬ 
tator  placed  a  huge  old-fashioned  iron  doorkey  quite  openly  between 
the  leaves  of  a  book,  in  such  a  way  that  half  of  its  length 
stuck  out.  This  book  and  key  lay  upon  a  small  table  standing 
in  a  rather  dimly  lighted  part  of  the  room  ;  so  that  no  one 
would  be  likely  to  notice  the  key  unless  his  attention  was  di¬ 
rected  to  it.  Mr.  Stears  then  began  his  search  ;  and  although 
his  rod  was  strongly  affected  in  the  neighbourhood  of  the  piano, 
on  account,  as  he  said,  of  the  wires,  and  also  when  held  over  an 
ottoman  obviously  provided  with  metal  springs,  he  failed  to  detect 
either  the  2  lb.  weight,  or  the  heap  of  silver  coin,  or  the  key, 
although  he  was  repeatedly  taken  near  these  objects,  and  was 
almost  in  contact  with  the  last  two  or  three  times.  This  experi¬ 
ment  concluded  the  “  business  ”  of  the  day. 

Altogether,  we  regard  last  Saturday’s  doings  as  extinguishing  the 
reputation  of  the  diviners  implicated,  and  inflicting  a  deadly  blow 
upon  the  divining  art  itself.  We  do  not  deny  that  all  the  diviners 
had  testimonials  from  respectable  witnesses,  who  declared  that  they 
had  succeeded  in  many  instances  named  ;  and  we  do  not  wish  to 
imply  that  they  are  all  conscious  and  deliberate  impostors.  It  is 
possible  for  them  to  helieve  in  themselves  to  some  extent ;  although, 
as  already  remarked,  those  collected  by  Mrs.  Cotton  did  not  show 
any  great  faith  in  each  other.  All  the  same,  we  hold  from  Satur¬ 
day’s  tests  that  there  is  absolutely  nothing  in  the  so-called  art 
of  divination  for  water  or  metals  by  the  rod  worthy  of  the  atten¬ 
tion  of  sensible  people.  One  failure  in  a  matter  of  this  kind  is 
more  significant  than  many  recorded  successes ;  for  one  never 
knows  all  the  circumstances  of  the  successes,  nor  can  discover  how 
far  occult  art  was  likely  to  he  aided  by  more  ordinary  resources. 
When  the  Psychical  Society  investigated  this  matter  of  divination 
for  water,  they  decided  (as  recounted  by  the  Honorary  Secretary, 
Mr.  Frank  Podmore,  on  Saturday  week)  that,  to  be  trustworthy, 
the  •positive  indications  of  a  diviner  should  be  checked  by  negative 
indications  upon  the  same  authority.  For  example,  it  is  not  suffi¬ 
cient  for  a  diviner  to  declare  that  water  will  be  found  in  a  certain 
spot ;  he  should  also  be  able  to  indicate  a  spot  where  water  will  not 
be  met  with.  Otherwise,  there  is  room  for  the  objection  that  the 
prediction  relating  to  an  under^ound  spring  may  be  mere  guess¬ 
work,  or  at  best  a  guess  fortified  by  trained  observation  and 
knowledge  of  the  ground.  The  Committee  of  the  Psychical 
Society  acted  upon  this  principle  in  their  experiment.  They 
employed  a  diviner,  who  assured  them  that  water  would  be 
found  in  one  part  of  a  certain  field,  and  not  in  another;  but 
when  they  had  wells  sunk  in  the  two  places,  they  fotmd  water 
in  both — which,  indeed,  was  to  have  been  expected  from  geolo¬ 
gical  considerations.  The  conclusion  to  be  drawn  from  thi& 
experiment  of  the  Psychical  Society  is  precisely  the  same  that 
follows  from  Saturday’s  demonstrations.  It  will  not  be  shaken, 
even  though  the  Hastings  Guardians,  who  are  now  sinking  for 
water  \ander  the  directions  of  Mullins — a  diviner  who  did  not 
accept  Mrs.  Louise  Cotton’s  invitation  for  Saturday — should  obtain 
their  desired  supply  ;  since  in  this  event  there  will  be  nothing  to 
prove  the  non-existence  of  water  in  other  parts  of  the  site  at  their 
disposal.  There  exist  tens  of  thousands  of  people  in  all  grades  of 
the  community,  however,  who  cannot  or  will  not  weigh  evidence 
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in  this  manner  ;  but  if  they  are  so  inclined  by  riature  will  accept 
the  slenderest  bit  of  positive  testiinony  as 

of  negative  evidence.  The  divining-rod  is  only  one  ofthe  si^er 
stitions  which  are  cherished  in  the  present  age  by 
though  they  breathe  the  atmosphere  of  our  modern  civilization, 
are  not  of  it.  Words  of  comment  fail  before  such  a  combination 
of  the  ancient  and  modern  as  a  diviner  with 
a  sii^nalman  of  the  Great  Northern  Railway.  Moabitish  necro 
mancy  and  the  most  unromantie  of  modern  callings  unite  in  one 
nerson  who,  poor  man,  does  not  suspect  what  genealogy  belongs 
to  his  magician  half!  Not  all  the  roar  and  bustle  and  c^acfatude 
of  the  railway  service  could  prevent  the  resurrection  m  Holt  s 
sienal-box  of  4ie  oldest  of  all  known  departments  of  magic,  inis 
Si  IntoM  thing  to  think  ot,  but  it  is  o  Hne  of  thought  tha^ 
cannot  enter  upon.  We  have  regarded  it  as  a  duty  to  oui  reaaers 
that,  having  introduced  to  them  the  subject  of  divination  “  connec^ 
tion  with  water  supply,  we  should  complete  the  matter  by  faithful  y 
recounting  last  Saturday  week’s  experiments. 


^ierorb. 


Institution  of  Civil  Engineers.— Last  Tuesday  the  ordmiu-y 
meeting  of  the  Institution  was  held,  under  the  °Lok 

George  B.  Bruce.  The  first  ballot  for  the  session  1888-89  took 
placed  and  resulted  in  the  election  of  18  inembers,  87  as^ciate 
members,  and  4  associates.  In  the  first  category,  we  notice  the 

name  of  Mr.  William  Davidson,  of  the  Melbourne  Water.^\  orks 

office.  Among  the  associate  members  elected  wa,s  Mi .  i  .  S  uripps, 
whose  articles  on  “  The  Guide-Framing  of  Gasholders  (recently 
published  in  the  Journal,  and  now  being  revised  for  publication  in 
book  form)  have  been  so  favourably  commented  upon  at  several 
recent  meetings  of  District  Associations  of  Gas  Managers. 

The  Quality  of  the  South-West  Suburban  Water  Com¬ 
pany’s  Supply.— Mr.  Pickersgill  gave  notice  in  the  House  of 
Commons,  on  Thursday  last,  that  on  Monday  he  would  ask  the 
President  of  the  Local  Government  Board,  whether  complaints 
had  reached  him  of  the  bad  quality  of  the  water  supplied  by  the 
South-West  Suburban  Water  Company,  who  carry  on  business 
outside  the  Metropolis,  by  virtue  of  a  Private  Act  of  Parliament 
passed  in  1883 ;  and  whether  there  is  any  power  either  in  the  Local 
Government  Board  or  in  any  Local  Authority  to  inspect  the  works 
of  the  Company,  or  in  any  way  to  take  steps  to  ensure  the  pmity 
of  the  supply,  and,  if  not,  whether  he  will  consider  the  propriety  of 
conferring  on  extra-metropolitan  districts  securities  similar  to  those 
provided  for  the  Metropolis  by  section  4  of  the  Metropolis  Water 
Act,  1852,  and  sections  35  and  36  of  the  Act  of  1871. 

London  Coal  Dues. — In  the  House  of  Commons  last  Tuesda,y, 
the  President  of  the  Local  Government  Board  was  questioned  by 
Mr.  Pickersgill  as  to  whether  on  the  expiration  of  the  Metropolitan 
Coal  Dues  in  July  next,  there  will  remain  an  unappropriated  sur¬ 
plus  of  about  ^6100,000  ;  and,  if  so,  whether  the  Government  will 
consult  the  County  Council  for  London  before  they  make  any  pio- 
posals  to  Parliament  as  to  the  disposition  of  this  surplus.  Mr. 
Ritchie,  in  reply,  said  he  understood  that  the  sum  payable  in 
respect  of  the  freeing  of  the  bridges  which  will  fall  on  coM  ^d 
wine  dues  for  the  year  ending  July  5,  1889,  was  a,bout  £350,000. 

He  had  no  reason  to  doubt  that  the  coal  and  wine  dues  would 
exceed  this  sum  by  £100,000.  The  Government  would  be  pre¬ 
pared  to  consider  any  representations  on  the  subject  which  might 
be  made  to  them  by  the  County  Council  of  London. 

The  Vyrnwy  Water-Works.— The  impounding  of  the  waters  of 
the  artificial  Lake  Vyrnwy,  in  Llanwddyn  Valley,  for  the  supply 
of  Liverpool,  is  now  in  operation.  Two  of  the  three  valves  through 
the  embankment  are  closed ;  the  remaining  valve  being  open  only 
to  the  extent  of  5  inches  for  the  supply  of  compensation  water 
along  the  river  bed.  Last  Tuesday  the  waters  had  reached  the 
height  of  about  30  feet  above  the  bottom  of  the  invert  of  the  dis¬ 
charge  tunnels.  The  effect  of  this  is  to  cover  the  village  road 
running  from  the  south-east  side  of  the  valley  to  the  north-west 
side  near  the  old  village  of  Llanwddyn,  the  houses  of  which  are 
now  nearly  all  demolished.  Some  considerable  time  must,  how¬ 
ever,  elapse  before  the  site  of  the  village  is  completely  sul^erged 
by  the  vast  lake,  which  will  eventually  be  4  miles  in  length.  Mr. 
Alderman  Bower  was  able  to  announce,  at  the  meeting  ot  the 
Liverpool  City  Council  on  Wednesday,  that  the  water  was  3^  miles 
up  the  lake,  which  was  filling  very  rapidly. 

Presentation  to  Mr.  J.  F.  Bromley. — Last  Friday  night  Mr. 

J.  F.  Bromley,  the  newly  appointed  Manager  of  the  Batley  Corpo¬ 
ration  Gas-Works,  was  made  the  recipient  of  a  valuable  marble 
timepiece  and  a  couple  of  bronzes  to  match,  from  the  gas-ntters  of 
the  Bolton  Corporation,  as  a  mark  of  their  respect  and  esfceern  on  his 
leaving  Bolton  after  30  years’  connection  with  the  gas-works— he  ^ 
having  began  as  a  fitters’  boy,  and  gradually  worked  his  way  up 
until  he  held  the  position  of  Assistant  Manager,  as  well  as  Gas 
Analyst  and  Superintendent  of  the  Fittings  Department.  The 
gathering  took  place  at  the  Fleece  Hotel,  Bolton.  The  company 
(numbering  about  30)  that  sat  down  to  dinner  included  Aldeiman 
Miles,  J.P.,  the  Chairman  of  the  Gas  Committee,  and  who  presided 
at  the  subsequent  proceedings ;  the  vice-chair  being  occupied  by 
Mr.  H.  Eccles.  In  making  the  presentation  on  behalf  of  the  men, 
Alderman  Miles  referred  to  the  marked  ability  shown  by  Mr. 
Bromley  whilst  in  the  service  of  the  Corporation.  Mr.  Bromley, 
in  acknowledging  the  gifts,  said  that  whatever  he  had  done  under 
the  Corporation,  he  had  always  done  with  the  view  ot  studying 
the  interests  of  those  from  whom  he  received  his  commission,  and 
also  of  those  who  were  under  him. 


THE  ACCOUNTS  OF  GAS  UNDERTAKINGS. 

By  Alfred  Lass,  F.C.A.,  Assoc.  Inst.  C.E, 

Last  Tuesday  evening,  Mr.  Alfred  Lass,  KH.A.,  read  a  Paper 
before  the  Chartered  Accountants  Students  Society  m  London, 
taking  for  his  subject  “  The  Accounts  of  Gas  UndertMungs,  espe¬ 
cially  in  relation  to  Reserve,  Insurance,  Sinking,  and  DepreciaUon 
Funds  ;  and  the  Legislation  affecting  the  same.  The  paper  was 

^  The  application  of  coal  gas  as  an  illuminant  appears  to  ha^  e 
been  discovered  in  1792  by  William  Murdoch,  a  Scotchman ;  and 
the  first  public  display  of  gas  lighting  was  made  in  1802.  Gist 

public  Company  connected  with  gas  lighting  was  projected  in  18  , 

with  the  object  of  obtaining  a  Royal  Charter.  The  Promoter  of  he 
Company— F.  A.  Win sor— desired  to  raise  a  capital  of  one  million 
sterling,  and  to  secure  the  exclusive  privileged  gas 
the  British  possessions  ;  but  being  unable  to  acquire  a  Chaiter  until 
an  Act  of  Parliament  had  been  obtained,  an  application  was  made 
in  1809  to  incorporate  the  National  Light  and  Heat  Company  wit 
a  capital  of  half-a-million  sterling,  and  an  ° 

limiting  with  gas  the  whole  of  London,  which  application  was 
defeated  by  Murdoch  on  the  ground  of  priority  in  the  ^ 

the  use  of  gas  for  lighting  purposes.  The  following  yeai  1810 
the  Company  again  applied  to  Parliament  to  be  incorpoiated  as 
the  London  and  Westminster  Gaslight  and  Coke  Company,  with  a 
capital  of  £200,000,  when,  after  much  opposition,  they  succeed^ 
in  obtaining  an  Act  of  Incorporation ;  and  two  years  later  181- 
the  King  granted  a  Royal  Charter,  from  which  period,  foi  neariy 
60  years?  the  Company  was  called  the  Chartered  Gaslight  and  Coke 

^°Be^ween  1816  and  1819,  applications  were  made  to  Parliament 
by  the  City  of  London,  the  Exeter,  Edinburgh,  Liverpool,  Leeds, 
sLffield,  and  other  Gas  Companies  for  statutory  powers  to  supply 
gas  ;  and  from  thenceforward  to  the  year  1845  similar  applications 
were  almost  continuous.  During  the  whole  of  this  period  viz., 
from  1812  to  1845 — aU  the  clauses  relating  to  the  authorization  o 
works  for  making  gas  and  the  constitution  and  management  of  gas 
companies  were  inserted  in  extenso  in  each  Special  Act ,  butin  IS-l 
and  1847  the  inconvenience  arising  from  this  cumbersome  mode  of 
drawing  Special  Acts  was  remedied  by  the  passing  of  the  following 
General  Acts,  viz. —  .  . 

“  An  Act  for  consolidating  in  one  Act  certain  provisions 
usually  inserted  in  Acts  with  respect  to  the  constitution  ot 
companies  incorporated  for  carrying  on  undertakii^s  o  a 
public  nature,”  commonly  called  :  “  The  Companies  Clauses 

Consolidation  Act,  1845  ;  ”  .  . 

”  An  Act  for  consolidating  in  one  Act  certain  provisions 
usually  inserted  in  Acts  authorizing  the  taking  of 
undertakings  of  a  public  nature,”  commonly  called  ;  ine 
Lands  Clauses  Consolidation  Act,  1845  ;  ” 

“An  Act  for  consolidating  in  one  Act  certain  provisions 
usually  contained  in  Acts  authorizing  the  making  ot  ps- 
works  for  supplying  towns  with  gas,”  commonly  called. 
“  The  Gas-Works  Clauses  Act,  1847  ;  ”  and 
“  An  Act  for  consolidating  in  one  Act  certain  pp visions 
usually  contained  in  Acts  for  paving,  draining,  cleaning, 
lighting,  and  improving  towns,”  commply  called  :  ine 
Towns  Improvement  Clauses  Act,  1847.” 

These  Acts  are  now  incorporated  in  Special  Acts  reference 

General  legislation  affecting  gas  supply  therefore  commenced  m 

1845  and  1847,  since  which  period  the  following  General  Acts, 
directly  or  indirectly  affecting  gas  supply,  have  also  been  passed, 

VIZ.  Ift'yO 

Sale  of  Gas  Act . 

,,  Amendment  Act . 

Metropolis  Gas  Act  •  •  •. . .  ’ 

Lands  Clauses  Consolidation  Acts  Amendment 

Act . 

Metropolis  Gas  Amendment  Act . iooi 

Companies  Clauses  Act . 

Sale  of  Gas  (Scotland)  Act . |®84 

Companies  Clauses  Act  . . 

Gas  and  Water  Works  Facilities  Act .  .  .  • 

Gas-Works  Clauses  Act  .  .  ■  ■  •  •  p.  ; 

Municipal  Corporations  (Borough  Funds)  Act  18/-. 

Gas  and  Water  Works  Facilities  Act,  1870,  ^ 

Amendment  Act  .  . [  '  '  7 ol? 

Conspiracy  and  Protection  of  Property  Act  . 

Public  Health  Act,  1875  (Gas  Supply)  .  -  •  loUi 
Burghs  Gas  Supply  (Scotland)  Act  ....  187b 

Lands  Clauses  (Umpire)  Act  ....  lo8o 


The  above-mentioned  Acts  should  be  carefully  read  and  studied  ; 
it  being  ciuite  impossible  within  the  limits  of  this  paper  to  set  out 
their  effect  and  scope.  Some  reference  will,  however,  ™ade  to 
the  Companies  Clauses  Consolidation  Act,  184.j,  the 
Clauses  Act,  1847,  the  Metropolis  Gas  Act,  1860,  and  the  Gas- 
Works  Clauses  Act,  1871. 

The  consideration  of  the  subject  of  this  paper  will  now  be  pro¬ 
ceeded  with  in  the  following  order,  viz.—  ^ 

A _ The  history  of  the  form  of  accounts  set  out  in  Schedule  B 

to  the  Gas-Works  Clauses  Act,  1871 ;  and  the  application  of 
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that  Act  to  those  gas  companies  whose  Special  Acts  incor¬ 
porate  the  Gas-Works  Clauses  Act,  1847. 

B.  — The  appropriation  of  the  profits  of  gas  undertakings ; 
the  formation  of  the  reserve  fund  ;  and  the  powers  of  gas 
consumers  imder  the  Gas-Works  Clauses  Act,  1847  ;  the 
introduction  of  the  auction  clauses  and  sliding  scale  ;  the 
appropriation  thereunder  of  the  profits  ;  and  the  formation 
of  insurance  and  reserve  funds. 

C.  — Legislation  affecting  gas  undertakings  in  the  hands  of 
local  authorities  ;  the  appropriation  of  the  profits  ;  and  the 
formation  of  sinking  and  reserve  funds. 

D.  — ^Kepairs,  renewals,  and  depreciation,  showing  the 
principle  upon  which  the  calculation  for  renewals  is  based. 

E.  — Capital  and  revenue  charges  ;  showing  the  principle  to  be 
applied  in  allocating  the  same. 

E. — Sinking  funds  for  the  redemption  of  gas-works  in  the 
hands  of  local  authorities,  or  for  paying  off  borrowed 
capital. 

G.  — The  appointment  and  duties  of  auditors,  and  the  audit  of 
gas  accounts  by  an  official  auditor,  as  defined  by  the  Acts  of 
Parliament  relating  thereto. 

H.  — General  remarks. 

A.  — The  History  of  the  Form  of  Accounts  set  out  in  Schedule  B 

to  the  Gas-Works  Clauses  Act,  1871,  and  the  Ajiplication  of 
that  Act  to  those  Gas  Companies  ivhose  Special  Acts  incor¬ 
porate  the  Gas-Works  Clauses  Act,  1847. 

Under  the  Gas-Works  Clauses  Act,  1847,  each  gas  company  is 
required  to  transmit  to  the  Clerk  of  the  Peace  yearly  an  account 
in  abstract  of  the  total  receipts  and  expenditure  under  the  “  several 
distinct  heads,”  with  a  statement  of  the  balance  of  such  account 
duly  audited  and  certified ;  but  no  form  of  account  is  prescribed. 
It  was  not  until  the  passing  of  the  Metropolis  Gas  Act,  1860,  that 
power  was  given  to  the  Secretary  of  State  to  issue  a  form  in  which 
the  accounts  of  the  Metropolitan  Gas  Companies  should  be  kept, 
and  for  the  year  ended  Dec.  31,  1862,  the  accounts  of  the  Metro¬ 
politan  Gas  Companies  were  presented  to  both  Houses  of  Parlia¬ 
ment  in  the  form  prescribed  by  the  Secretary  of  State,  which,  in 
course  of  time,  was  enlarged  and  improved,  until  shortly  before  the 
passing  of  the  Gas-Works  Clauses  Act,  1871,  it  became  similar  to 
that  which  is  contained  in  Schedule  B  to  that  Act. 

By  section  35  of  the  Gas-Works  Clauses  Act,  1871,  the  under¬ 
takers  are  to  forward  to  the  local  authority  in  each  year  an  annual 
statement  of  accounts  as  near  as  may  be  in  the  form,  and  contain¬ 
ing  the  particulars  specified  in  Schedule  B.  The  Board  of  Trade, 
with  the  consent  of  the  undertakers,  may  alter  the  said  forms  for 
the  purpose  of  adapting  them  to  the  circumstances  of  the  under¬ 
taking,  or  of  better  carrying  into  effect  the  objects  of  the  section. 

Very  shortly  after  the  passing  of  the  Gas-Works  Clauses  Act, 
1871,  a  question  arose  whether  that  Act  had  a  retrospective  action 
with  regard  to  those  companies  whose  Special  Acts  incorporate  the 
Gas-Works  Clauses  Act,  1847  ;  and  in  the  case  of  the  Dudley  Gas 
Company  v.  Warmington,^'  the  Court  decided  that  the  effect  of 
section  3  of  the  Gas-Works  Clauses  Act,  1871,  together  with  section 
49  of  the  Gas-Works  Clauses  Act,  1847,  made  the  provisions  of 
the  Gas-Works  Clauses  Act,  1871,  applicable  to  companies  whose 
Special  Acts  incorporate  the  Gas-Works  Clauses  Act,  1847.  Ac¬ 
cordingly  all  gas  companies  which  are  subject  to  the  Gas-Works 
Clauses  Act,  1847,  are  also  subject  to  the  Gas-Works  Clauses  Act, 
1871,  and  are  bound  {inter  alia)  to  keep  their  accounts  in  accord¬ 
ance  with  the  form  set  out  in  Schedule  B  to  that  Act. 

B.  —  The  Appropriation  of  the  Profits  of  Gas  Undertakings ; 

the  Formation  of  the  Reserve  Fund  and  the  Powers  of  Gas 
Consumers  under  the  Gas-Works  Clauses  Act,  1847;  the 
Introduction  of  the  Auction  Clauses  and  Sliding  Scale; 
the  Appropriation  thereunder  of  the  Profits ;  and  the  For¬ 
mation  of  Insurance  and  Reserve  Funds. 

Companies  regulated  by  the  Companies  Clauses  Consolidation 
Acts,  1845  and  1863,  and  the  Gas-Works  Clauses  Act,  1847,  are 
authorized  to  allot  new  or  additional  share  capital  amongst  the 
shareholders  pro  rata  at  par,  to  convert  loan  capital  into  share 
capital,  to  pay  dividends  not  exceeding  the  authorized  maximum 
rate,  and  to  appropriate  the  profits  in  a  certain  manner,  which 
appropriation  is  as  follows,  viz. : — 

(1)  In  payment  of  a  dividend  at  the  rate  prescribed  by  the 
Special  Act ;  and  where  no  rate  is  so  prescribed,  10  per  cent. 

Note. — Income-tax  in  addition  to  the  prescribed  rate 
cannot  be  paid. 

(2)  In  making  up  a  deficiency  in  the  dividends  of  any  pre¬ 
vious  year. 

Note. — By  section  2  of  the  Metropolis  Gas  Act,  1860, 
the  payment  of  back  dividends  by  the  Metropolis  Gas 
Companies  is  limited  to  six  years.  Some  gas  companies 
have  the  dividend  on  portions  of  their  capital  limited  to  the 
profits  of  the  year.  Other  gas  companies  have  practically 
no  limitation,  and  can  go  back  to  the  date  of  their  Act  of 
Incorporation. 

(3)  In  the  formation  of  a  reserve  fund,  as  follows : — “  If  the 
clear  profits  of  the  undertaking  in  any  year  amount  to  a 
larger  sum  than  is  sufficient,  after  making  up  the  deficiency 
in  the  dividends  of  any  previous  year,  to  make  a  dividend  at 
the  prescribed  rates,  the  excess  beyond  the  sum  necessary  for 
such  purpose  shall  from  time  to  time  be  invested  in  Govern¬ 
ment  or  other  securities  ;  and  the  dividends  and  interest  arising 

*  See  Journal,  Vol.  XXXV.,  p,  877  ;  Vol.  XXXVII.,  p.  479, 


from  such  securities  shall  also  be  invested  in  the  same  or 
like  securities,  in  order  that  the  same  may  accumulate  at 
compound  interest  until  the  fund  so  formed  amounts  to  the 
prescribed  sum  ;  or,  if  no  sum  be  prescribed,  a  sum  equal  to 
one-tenth  of  the  nominal  capital  of  the  undertakers,  which 
sum  shall  form  a  reserved  fund  to  answer  any  deficiency  which 
may  at  any  time  happen  in  the  amount  of  divisible  profits,  or 
to  meet  any  extraordinary  claim  or  demand  which  may  at  any 
time  arise  against  the  undertakers ;  and  if  such  fund  be  at 
any  time  reduced,  it  may  thereafter  be  again  restored  to  the 
said  sum,  and  so  from  time  to  time  as  often  as  such  reduction 
shall  happen.” 

(4)  In  the  reduction  of  the  price  of  gas. 

Gas  consumers,  therefore,  have  a  direct  interest  in  the  proper 
management  and  conduct  of  gas  undertakings  ;  and  the  Legislature 
has,  in  section  35  of  the  Gas-Works  Clauses  Act,  1847,  provided 
the  necessary  machinery  enabling  consumers  to  apply  to  the  Court 
of  Quarter  Sessions  for  the  appointment  of  an  accountant  or  other 
proper  person  to  ascertain  the  actual  state  and  conditions  of  the 
concerns  of  the  undertakers,  should  they  consider  it  necessary  so 
to  do.  The  machinery  thus  provided  has  on  various  occasions  been 
set  in  motion  ;  but  the  result  has  not  at  all  times  been  satisfactory. 
One  of  the  most  recent  cases  under  this  section  is  that  of  the 
Queen  v.  The  Recorder  of  Hanley,  relating  to  the  inquiry  into  the 
affairs  of  the  British  Gaslight  Company,  which  came  before  the 
Lord  Chief  Justice  and  Justice  Denman  in  the  Queen’s  Bench 
Division  of  the  High  Court  of  Justice,  in  July,  1887.*  In  this 
case  their  Lordships  found  that  the  Recorder  of  Hanley  had  ex¬ 
ceeded  his  jurisdiction  in  making  an  order  for  a  reduction  in  the 
price  of  gas,  inasmuch  as  he  was  obliged  to  go  back  over  several 
years  to  obtain  justification  for  the  order.  If,  said  their  Lordships, 
a  gas  company  have  not  afforded  grounds  for  such  an  order  in  the 
year  to  which  the  inquiry  is  legally  directed,  the  order  cannot  be 
made.  The  inquiry  may  extend  beyond  the  year,  so  far  as  the 
mere  examination  of  the  accounts  is  concerned  ;  but  it  is  only  upon 
the  revenue  and  position  of  the  company  in  this  particular  year 
that  an  order  can  be  made. 

There  is  one  other  point  in  connection  with  the  appropriation 
of  profits  which  ought  not  to  be  overlooked.  Section  122  of 
the  Companies  Clauses  Consolidation  Act,  1845,  provides  that — 
”  Before  apportioning  the  profits  to  be  divided  among  the  share¬ 
holders,  the  Directors  may,  if  they  think  fit,  set  aside  thereout 
such  sum  as  they  may  think  proper  to  meet  contingencies,  or  for 
enlarging,  repairing,  or  improving  the  works  connected  with  the 
undertaking  or  any  part  thereof,  and  may  divide  the  balance  only 
among  the  shareholders.”  It  is  stated,  on  good  authority,  that 
this  clause  is  inoperative,  as  the  reserve  fund  of  the  Gas-Works 
Clauses  Act,  1847,  takes  the  place  of  the  contingency  fund  of  the 
Act  of  1845,  and  is  limited  to  10  per  cent,  on  the  nominal  capital. 
On  the  other  hand,  it  is  contended  that,  as  the  above  section  has 
not  been  repealed  by  the  Gas-Works  Clauses  Act,  1847,  except  by 
implication,  it  is  still  operative.  If  this  be  so,  there  is  no  reason 
why  the  profits  should  not  be  so  reduced  by  the  formation  of  the 
contemplated  contingent  fund  as  to  defeat  the  object  of  Parliament, 
and  render  it  impossible  either  to  create  the  reserve  fund  autho¬ 
rized  by  the  Gas-Works  Clauses  Act,  1847,  or  to  reduce  the  price 
of  gas.  In  practice,  however,  the  clause  is  but  seldom  acted  upon, 
and  then  only  to  a  limited  extent. 

Since  1847,  the  dividends  on  new  share  capital  have  been  limited 
to  per  cent,  and  7  per  cent. ;  and  in  some  cases  even  to  a 
lower  rate.  Since  1873,  the  conversion  into  share  capital  of 
borrowed  money  authorized  subsequent  to  that  date  has  been  sub¬ 
jected  to  a  limitation  of  dividend  not  exceeding  5  per  cent.  And 
since  1877,  gas  companies  have  been  altogether  deprived  of  the 
power  to  allot  new  share  capital  amongst  the  shareholders  pro 
rata  at  par,  by  the  introduction  of  what  are  known  as  the 
“  auction  clauses.”  The  Soanding  Order  adopted  by  both  Houses 
of  Parliament  in  1877,  relating  thereto,  is  as  follows,  viz. — 
‘‘  In  every  Bill  by  which  an  existing  gas  company  is  authorized 
to  raise  additional  capital,  provision  shall  be  made  for  the  offer  of 
such  capital  by  public  auction  or  tender  at  the  best  price  which 
can  be  obtained,  unless  the  Committee  on  the  Bill  shall  report  that 
such  provisions  ought  not  to  be  required,  with  the  reasons  on 
which  their  opinion  is  founded.” 

Although  shareholders  thereupon  ceased  to  have  an  interest  in 
the  issue  of  additional  capital,  yet  a  new  and  somewhat  novel  in¬ 
terest  was  created  by  the  discretionary  power  given  to  Committees 
to  insert  in  all  Gas  Bills  what  is  known  as  the  “  sliding  scale,”  or 
in  the  words  of  the  rider  attached  to  the  Standing  Order — “  So  to 
regulate  the  price  of  gas  to  be  charged  to  consumers  that  any  re¬ 
duction  of  an  authorized  standard  price  shall  entitle  the  company 
to  make  a  proportionate  increase  of  the  authorized  dividend,  and 
that  any  increase  above  the  standard  price  shall  involve  a  propor¬ 
tionate  decrease  of  the  dividend.” 

The  model  clauses  relating  to  the  sale  of  shares  by  auction  or 
tender,  the  application  of  the  premiums,  the  sliding  scale,  the 
appropriation  of  the  profits  and  the  creation  of  insurance  and 
reserve  funds,  can  be  seen  on  reference  to  the  Special  Gas  Acts 
passed  since  1877  authorizing  the  raising  of  additional  capital,  the 
practical  effect  of  which  is  as  follows : — 

(A)  Instead  of  new  capital  being  allotted  to  the  shareholders 
pro  rata  at  par,  it  must  be  sold  by  auction  or  tender  ;  and 
the  premiums  arising  therefrom  (after  deducting  the  expenses 
of,  and  incident  to  such  issue)  are  not  to  be  considered  as 

*  See  Journal,  Vol.  L.,  pp.  82-87. 
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profit,  but  are  to  be  expended  in  extending  or  improving  the 
works  of  the  company,  or  in  paying  off  borrowed  rnoney, 
and  are  not  to  be  considered  as  capital  entitled  to  dividend. 

(B)  Instead  of  a  maximum  price,  there  is  a  standard  price  ;  and 
instead  of  the  dividends  being  governed  by  maximum  rates, 
they  are  governed  by  standard  rates ;  the  effect  of  which 
is  that,  for  every  penny  of  increase  or  decrease  in  the 
standard  price,  there  shall  inversely  be  an  increase  or 
decrease  of  5s.  per  cent,  in  the  standard  rates. 

(C)  Instead  of  power  to  create  out  of  the  profits  of  the  under¬ 
taking  a  reserve  fund  equal  to  one-tenth  of  the  nominal 
capital  of  the  company  to  provide  for  the  payment  of 
dividends  in  case  of  a  deficiency  in  the  amount  of  the 
divisible  profits,  and  to  meet  any  extraordinary  claim  or 
demand,  there  is  power  given  to  create  two  funds — viz.,  an 
insurance  fund  and  a  reserve  fund. 

The  insurance  fund  (the  creation  of  which  is  optional)  is  made 
up  out  of  the  profits  of  the  undertaking  in  manner  directed,  and  is 
limited  to  l-20th  of  the  paid-up  capital  of  the  undertaking,  and  is 
to  meet  any  extraordinary  claim  or  demand  which  may  at  any 
time  arise  from  accidents,  strikes,  or  other  circumstances,  which 
due  care  and  management  could  not  have  prevented ;  but  the 
reserve  fund,  instead  of  being  made  up  out  of  the  profits  of  the 
undertaking  in  the  usual  way,  is  made  up  out  of  the  dividends  pay¬ 
able  to  the  shareholders  in  excess  of  the  standard  rates  i.e., 
assuming  the  shareholders  (in  consequence  of  the  price  charged  for 
gas  being,  say,  8d.  per  1000  cubic  feet  below  the  standard  price) 
to  be  entitled  to  an  increase  of  2  per  cent,  above  the  standard 
rates  of  dividend,  they  may,  if  they  think  fit,  carry  to  the  re¬ 
serve  fund  the  whole  or  any  portion  of  such  2  per  cent.,  instead 
of  dividing  it  amongst  themselves.  The  creation  of  the  reserve 
fund  is  therefore  also  optional,  and  (in  nearly  all  cases)  unlimited  ; 
but  no  reserve  fund  can  be  created  until  after  the  shareholders 
have  received  dividends  at  the  standard  rates.  Supposing  the 
shareholders,  in  the  exercise  of  the  option  thus  given,  should  set 
apart  the  whole  or  some  portion  of  the  excess  dividends  to  which 
they  are  entitled,  then  such  portion  so  set  aside,  together  with  any 
reserve  or  other  fund  of  the  company  existing  at  the  date  of  the 
passing  of  the  company’s  Special  Act,  must  be  invested,  and 
allowed  to  accumulate  at  compound  interest,  forming  one  fund 
to  be  called  the  reserve  fund,  which  fund  is  to  he  applicable  to 
the  payment  of  dividend  in  any  year  in  which  the  clear  profits 
of  the  undertaking  shall  be  insufficient  to  enable  the  company  in 
such  year  to  pay  dividend  at  the  authorized  rates.  In  some  of  the 
Special  Acts  containing  the  model  clauses,  the  reserve  fund  is  to 
provide  for  any  deficiency  in  the  authorised  rates,  and  in  others  to 
provide  for  any  deficiency  in  the  standard  rates  ;  but  why  in  some 
cases  it  should  be  called  “authorized,”  and  in  other  cases 
“  standard  ”  does  not  appear.  It  should  uniformly  be  either  one  or 
the  other. 

Again,  the  model  clauses  are  somewhat  defective,  as  they  exhaust 
the  whole  of  the  profits  of  the  undertaking  without  providing  for 
the  payment  of  the  excess  dividend — as  follows  : — “  If  the  clear 
profits  of  the  undertaking  of  the  company  in  any  year  amount  to  a 
larger  sum  than  is  sufficient  to  pay  dividend  at  the  standard  rates 
on  the  ordinary  stock  of  the  company,  the  excess  or  such  portion  of 
it  as  is  not  carried  to  the  insurance  fund  shall  be  carried  to  the 
credit  of  the  divisible  profits  ol  such  undertaking  for  the  next  follow¬ 
ing  year.”  This  should  be  amended  in  the  following  nianner: — 
“  The  excess  or  such  portion  of  it  as  is  not  carried  to  the  insurance 
fund  shall,  subject  to  the  payment  of  the  excess  dividends  if  any, 
be  carried  to  the  credit  of  the  divisible  profits  of  the  undertaking  for 
the  next  following  year.” 

Under  section  35  of  the  Gas-Works  Clauses  Act,  1847,  already 
referred  to,  machinery  is  provided  for  enabling  consumers  to 
apply  to  a  Court  of  Quarter  Sessions  for  the  appointment  of 
an  accountant,  or  other  proper  person,  to  ascertain  the  actual 
state  and  conditions  of  the  concerns  of  the  undertakers ;  and 
in  certain  circumstances,  a  Court  of  Quarter  Sessions  has  power 
to  order  a  reduction  in  the  price  of  gas.  But  an  amended 
clause,  to  meet  the  altered  circumstances  under  the  sliding 
scale  appears  in  a  Special  Act  passed  in  1887,  a  portion  of 
which  clause  is  as  follows ; — “  If  it  appear  to  the  Court  that  the 
profits  of  the  company  for  the  preceding  year  have  exceeded  the 
authorized  dividend  for  that  year,  having  regard  to  the  price 
charged  by  the  company,  and  that  the  whole  of  the  insurance  fund 
has  been  and  then  remains  invested,”  the  Court  “  may  ascertain 
and  determine  to  what  extent  the  profits  forming  such  excess  would 
have  increased  the  amount  of  dividend  to  the  shareholders  had  the 
same  been  divided  and  paid  under  the  section  of  this  Act,  the 
marginal  note  of  which  is  ‘  Dividend  dependent  upon  price  charged,’ 
and  may  make  such  a  reduction  in  the  rate  for  gas  supplied  by  the 
company  as,  in  the  judgment  of  the  said  Court,  shall  be  proper, 
having  regard  to  the  provisions  in  this  Act  contained.”  Having 
regard  to  the  foregoing  observations,  it  will  be  seen  that  some  por¬ 
tions  of  the  existing  general  legislation  as  well  as  the  model  clauses 
require  revising  and  extending. 

The  general  effect  of  the  auction  clauses  and  sliding  scale  has 
perhaps  up  to  the  present  time  been  beneficial  to  both  shareholders 
and  consumers.  Take,  for  example,  a  company  which  has  a  standard 
price  of  Ss.  fid.  per  1000  cubic  feet,  but  is  selling  gas  at  2s.  5d.  per 
1000  cubic  feet ;  being  a  reduction  in  the  standard  price  of  Is.  Id. 
The  selling  price  of  gas  being  Is.  Id.  per  1000  cubic  feet  below  the 
standard  price  entitles  the  company  to  pay  a  dividend  at  the  rate 
of  3|  per  cent,  per  annum  in  addition  to  the  standard  rate  of 
10  per  cent,  or  7  per  cent,  as  the  case  may  be,  or  at  the  rate  of 


5s.  per  cent,  for  every  penny  reduction  in  price.  The  consumers, 
therefore,  benefit  to  the  extent  of  Is.  Id.  per  1000  cubic  feet , 
the  shareholders  (if  the  profits  are  sufficient)  to  the  extent  of 

per  cent.  .  ,  ,  a 

Again  +hs  auction  clauses  indirectly  benefit  both  consumers  and 
shareholders,  as  they  are  the  means  of  creating  as  premiums 
on  the  sale  of  shares  a  considerable  capital,  which,  being  non¬ 
dividend  bearing,  reduces  the  amount  to  be  taken  out  of  the 
profits  to  the  extent  of  the  dividend  thereupon.  And  although 
shareholders  are  not,  under  the  auction  clauses,  entitled  to 
allotments  of  shares  pro  rata  at  par,  yet  the  original  holders  can 
to-day  obtain  in  the  open  market  a  premium  of  about  i;l50  for 
every  £100  worth  of  stock. 

Up  to  the  present  time  the  operation  of  the  sliding  scale  has 
been  on  the  downward  gradient ;  but  supposing  it  should  beconie 
necessary  for  gas  companies  (in  consequence  of  a  continued  rise  in  the 
coal  and  labour  markets,  or  a  continued  fall  in  the  price  of  residuals) 
to  increase  the  price  of  gas  so  that  the  sliding  scale  should  move 
on  the  upward  gradient,  it  would  be  interesting  to  know  (1)  what 
would  be  the  attitude  of  the  gas-consuming  public  in  the  face  of  an 
increased  price  of  gas  ?  and  (2)  what  would  be  the  attitude  of 
those  shareholders  who  have  bought  their  shares  at  such  a  pre¬ 
mium  as  will  yield  a  return  of  only  about  5  per  cent.,  and  this  return 
contingent  upon  the  company  continuing  to  sell  gas  at  2s.  5d.  per 
1000  cubic  feet,  and  to  pay  a  dividend  at  the  rate  of  13 J  per  cent.  ? 

There  are,  however,  other  views  of  the  operation  ot  the  sliding 
scale  which  must  not  be  lost  sight  of.  It  has  been  said  by  some 
authorities  that  the  desire  on  the  part  of  gas  companies  to  reduce 
the  price  of  gas  and  increase  the  dividends,  acts  as  an  incentive  to 
over-economy  in  the  manufacture  of  gas,  especially  in  that  depart¬ 
ment  which  relates  to  the  repair  and  maintenance  of  works  and 
plant.  But  probably  the  operation  of  the  sliding  scale  has  had  the 
effect  of  stimulating  invention  and  scientific  research  ;  and  thus  of 
introducing  improvements  in  the  methods  of  distilling  coal,^  and 
dealing  with  the  products  thereof,  which  have  resulted  in  consider¬ 
able  economy.  One  thing,  however,  is  certain — that  the  auction 
clauses  and  sliding  scale  will  not  result  either  in  unmixed  good  or 
unmixed  evil. 

G.— Legislation  afecting  Gas  Undertakings  in  the  Hands  of 
Local  Authorities ;  the  appropriation  of  Profits  ;  and  the 
Formation  of  Sinking  and  Reserve  Funds. 

Hitherto  this  paper  has  dealt  exclusively  with  matters  relating  to 
gas  companies ;  but,  as  local  authorities  have  to  some  extent 
acquired  the  possession  of  gas  undertakings,  attention  may  be 
profitably  directed  to  the  principles  which  govern  such  undertakings 
when  in  their  hands.  The  power  enabling  local  authorities  to  con¬ 
struct  works  and  supply  gas  may  be  obtained  by  Provisional  Order 
under  the  Gas  and  Water  Works  Facilities  Act,  1870,  coupled  with 
section  Ifil  of  the  Public  Health  Act,  1875  ;  or  those  powers  may  be, 
and  usually  are,  obtained  by  Special  Act.  But  such  undertakings  are 
not  regulated  by  the  Companies  Clauses  Consolidation  Act,  1845,  or 
the  Companies  Clauses  Act,  18fi3,  neither  are  they  subject  to  all  the 
provisions  contained  in  the  Gas-Works  Clauses  Acts,  1847  and  1871, 
as  will  be  seen  on  reference  to  the  following  clause,  which  is  usually 
inserted  in  such  Special  Acts— viz.,  “  The  provismns  of  the  Gas- 
Works  Clauses  Act,  1847  {except  the  provisions  with  respect  to  the 
amount  of  profit  to  be  received  by  the  undertakers  when  the  gas¬ 
works  are  carried  on  for  their  benefit),  and  of  the  Gas-Works  Clauses 
Act,  1871,  except  section  35  (accounts,  &c.),  so  far  as  the  same 
respGctively  are  applicable  for  the  purposes  of,  and  aie  not  varied 
by,  or  inconsistent  with  the  Special  Act,  shall  apply  to  the  gas 
undertaking  in  the  hands  of  the  local  authority  as  if  they  were 
authorized  by  this  Act.”  And,  of  course,  they  are  not  subject  to  the 
clauses  relating  to  the  sale  of  shares  by  auction. 

With  reference,  however,  to  the  accounts  of  gas  undertakings  in 
the  hands  of  local  authorities  and  the  appropriation  of  the  profits, 
the  provisions  usually  inserted  in  the  Special  Acts  are  similar  to 
the  following  or  some  of  them  : — 

The  local  authority  shall  keep  accounts  in  respect  of  their  gas  under¬ 
taking  separate  from  all  their  other  accounts,  distinguishing  therein 
capital  from  revenue,  and  shall  apply  all  money  frorn  time  to  time 
received  by  them  on  account  of  revenue  in  manner  and  in  the  order 
following  (that  is  to  say) — 

(1)  In  payment  of  their  costs,  charges,  and  expenses  of  and  incidental 

to  the  collecting  and  recovering  of  gas  rents  and  rates,  and  of  the  borrow¬ 
ing  of  money  under  this  Act.  , 

(2)  In  payment  of  the  working  and  establishment  expenses  and  cost  ot 

maintenance  of  their  gas  undertaking.  _  .  ,  j- 

(3)  In  payment  of  interest  on  bonds  for  the  time  being  outstanding. 

(4)  In  payment  of  the  annuities. 

(5)  In  providing  the  monies  required  to  pay  the  interest  on  monies 

borrowed  by  them  under  this  Act.  .  n  j  iv,- 

(6)  In  providing  the  requisite  instalments  or  sinking  fund  under  this 
Act ;  or  otherwise  making  provision  for  repayment  of  the  monies  borrowed 

under  this  Act.  .  ,  ,  ....  -j  \ 

(7)  In  providing  a  reserve  fund,  if  they  think  fit,  by  setting  aside  such 
money  as  they  from  time  to  time  think  fit,  and  investing  the  sanie  and 
the  resulting  income  thereof  in  securities  in  which  trustees  are  by  law  tor 
the  time  being  authorized  to  invest,  and  accumulating  the  same  at  coni- 
pound  interest,  until  the  fund  so  formed  amounts  to  (say)  £5000,  which 
sum  shall  be  applicable  from  time  to  time  to  answer  any  deficiency  at  any 
time  happening  to  the  income  of  the  local  authority  from  their  gas 
undertaking,  or  to  meet  any  extraordinary  claim  or  demand  at  any  lime 
arising  against  the  local  authority  in  respect  of  that  undertaking,  and  so 
tliat,  if  that  fund  is  at  any  time  reduced,  it  may  tliereafter  be  again 
restored  to  (say)  £5000,  and  so  from  time  to  time  as  often  as  such  reduc- 


(8)  And  the  local  authority  shall  carry  to  the  district  fund  any  balance 
remaining  in  any  year,  and  the  annual  proceeds  of  the  reserve  fund  when 
amounting  to  (say)  £5000. 
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It  will  now  be  seen — 

That  local  authorities  possessing  gas  undertakings  are  not 
bound  to  keep  their  accounts  in  the  form  set  out  in  Schedule 
B  to  the  Gas-Works  Clauses  Act,  1871 ;  section  35  of  that 
Act,  relating  to  accounts,  &c.,  being  expressly  excepted  ; 

That  local  authorities  are  authorized  to  create  a  sinking  fund 
for  repayment  of  borrowed  monies  ; 

That  local  authorities  are  authorized  to  create  a  reserve  fund 
out  of  the  profits  of  the  undertaking,  which  is  limited,  and 
is  applicable  to  meet  any  deficiency  in  the  income  of  the  gas 
undertaking,  or  any  extraordinary  claim  or  demand  ;  and 

That  local  authorities  are  authorized  to  carry  to  the  district  or 
other  fund  any  balance  of  profit. 

In  some  Special  Acts  relating  to  gas  undertakings  in  the  hands 
of  local  authorities,  there  is  provision  made  for  the  formation  of  a 
depreciation  fund  at  certain  fixed  rates  upon  the  capital  invested. 

D. — Repairs,  Reneiuals  and  Depreciation ;  showing  the  Principle 
upon  which  the  Calculation  for  Renewals  is  based. 

The  subject  which  is  now  being  approached  is  an  exceedingly 
important  one ;  and  it  will  be  well  to  understand  distinctly  the 
meanings  of  the  words,  “repair,”  “renew,”  and  “depreciate.” 
According  to  the  best  authorities  they  are  as  follows  : — “  Repair  ” 
means  to  restore  after  injury  or  dilapidation ;  to  amend  any  injury 
by  an  equivalent ;  to  make  good  for  all  practical  purposes  as  it  was 
before.  “  Renew  ”  means  to  make  again  absolutely  ;  to  restore  to 
the  first  or  original  state.  We  repair  that  which  has  been  injured 
we  renew  that  which  has  become  useless  or  worn  out.  “  Depre¬ 
ciate”  means  to  bring  down  to  a  lower  price,  or  to  lower  the  value. 

As  to  Repairs. — Gas-works  must  at  all  times  be  kept  in  a 
thorough  and  efficient  state  of  repair,  the  cost  of  which  must  be 
charged  to  the  revenue  account. 

As  to  Renewals  and  Depreciation. — The  cost  of  renewals  must 
be  charged  to  the  revenue  account  in  one  of  two  ways — viz.. 
Either  out  of  the  profits  of  the  year  in  which  the  ultimate  failure 
of  each  portion  of  the  buildings  and  apparatus  occurs,  or  by  setting 
aside  every  year  out  of  the  profits  such  a  sum  as  will,  if  allowed 
to  accumulate  at  compound  interest,  provide  a  fund  sufficient  to 
meet  renewals  as  and  when  they  fall  due. 

Plant  and  machinery  may  be  repaired  ;  but  these  repairs  will 
not  provide  for  that  imperceptible  depreciation  or  lessening  of  value 
which  is  going  on  day  by  day,  and  which  is  only  made  good  when 
the  thing  depreciated  is  renewed  or  restored  to  its  first  or  original 
state.  Take,  for  instance,  a  gasholder.  It  may  be  repaired  as 
often  as  possible,  but  it  cannot  be  kept  in  such  a  state  from  year  to 
year  as,  at  the  expiration  of  its  term  of  life,  to  be  as  good  as  new. 
Therefore  the  gasholder  must  eventually  be  renewed  by  a  new  one 
being  erected  in  its  place. 

In  order  to  show  more  fully  the  amount  which  must  be  taken 
out  of  profits  to  meet  the  renewals  of  buildings,  plant,  and 
machinery,  let  it  be  assumed  that  works  (exclusive  of  land),  costing 
i;130,000,  and  capable  of  producing  200  million  cubic  feet  of  gas 
per  annum,  are  to  be  of  exactly  the  same  size  and  capacity,  and  as 
good  in  every  respect  at  the  end  of  100  years  as  when  originally 
erected,  and  of  equal  value.  The  various  portions  of  the  plant, 
machinery,  and  apparatus — such  as  buildings,  gasholders,  retorts, 
scrubbers,  condensers,  mains,  &c. — which  constitute  the  works 
have  each  a  separate  length  of  life  ;  and  let  it  be  further  assumed 
that  the  following  table  represents  the  original  cost  and  length  of 
life  of  each  of  the  respective  portions  of  the  plant,  together  with 
the  cost  of  renewals  during  the  period  of  100  years  : — 


Portions  of 
Plant,  Buildings 
and  Apparatus, 
Designated  by 
the  Letters 

A  to  0. 

Original  Cost. 

Life  in  Years. 

Number  of 
Renewals  in 
100  Years. 

Amount  of 
Renewals 
in  100  Years. 

£ 

£ 

A 

24,000 

100 

1 

24,000 

B 

10,000 

50 

2 

20,000 

C 

8,000 

25 

4 

32,000 

D 

1,100 

3 

33^ 

36,666 

E 

600 

40 

2i 

1,500 

F 

3,000 

50 

2 

6,000 

G 

10,000 

40 

24 

25,000 

H 

1,000 

25 

1 

4,000 

I 

5,000 

50 

2 

10,000 

J 

800 

40 

24 

2,000 

K 

4,600 

33i 

3 

13,500 

L 

10,000 

100 

1 

10,000 

M 

10,000 

40 

24 

25,000 

N 

2,000 

50 

2 

4,000 

0 

40,000 

40 

24 

100,000 

130,000 

313,666 

Note. — The  scrap  value,  for  the  purpose  of  this  illustration,  has  not  been 
taken  into  consideration. 


The  renewals  in  100  years,  therefore,  amount  to  i;313,6C6  ;  or,  in 
other  words,  the  works,  which  originally  cost  .£130,000,  must  on 
an  average  be  renewed  2’41  (or,  say,  two-and-a-half)  times  during 
the  period  of  100  years.  This  sum  of  .£313,666  must  either  be 
taken  out  of  the  profits  of  the  year  in  which  the  ultimate  failure 
of  each  portion  of  the  buildings  and  apparatus  occurs,  or  it  must 
be  provided  for  by  taking  out  of  the  profits  each  year  the  sum  of 
il731,  or,  IJ  per  cent,  on  the  sum  of  il30,000 — the  original  cost 
of  the  works — which  sum  of  i;l731,  if  allowed  to  accumulate  at 


compound  interest  at  the  rate  of  3  per  cent,  per  annum,  will  pro¬ 
vide  for  each  renewal  during  the  whole  period  of  100  years,  as  and 
when  it  falls  due. 

Thus,  whichever  mode  be  adopted,  the  result  will  be  that  the  works, 
which  oi'iginally  cost  XT30,000,  will  be,  at  the  end  of  100  years, 
of  the  same  size  and  capacity,  and  structurally  as  good  as  when  first 
erected,  and  of  equal  value.  But  in  large  cities  and  towns  where 
the  population  is  continually  increasing,  it  becomes  necessary  from 
time  to  time,  in  order  to  keep  pace  with  the  demand  for  gas,  to 
enlarge  the  works ;  and  as  the  works  are  enlarged,  the  renewals 
of  the  enlarged  portions  thereof  will  from  time  to  time  have  to 
be  provided  for.  Therefore,  if  1 J  per  cent,  upon  the  total  amount 
expended  on  the  works  at  the  end  of  each  year  be  yearly  taken 
out  of  the  profits,  and  allowed  to  accumulate  at  compound  interest 
at  3  per  cent,  per  annum,  it  will  at  all  times  (assuming  the  length 
of  life  of  each  portion  of  the  plant,  buildings,  and  apparatus  be 
taken  as  above)  produce  a  fund  sufficient  for  the  renewal  of  the 
works  in  perpetuity  (whatever  their  size  or  capacity)  once  during 
the  average  period  of  life,  which  for  all  practical  purposes  may  be 
taken  at  from  37  to  40  years. 

In  all  cases  where  a  fund  has  been  allowed  to  accumulate 
for  the  purpose  of  providing  for  renewals,  that  fund,  and  not 
the  revenue  account,  must  be  debited  with  the  cost  of  such  re¬ 
newals.  But  as  gas  companies  are  not,  under  the  Acts  of  Parlia¬ 
ment  regulating  their  undertakings,  authorized  to  create  such  a 
fund  (which  would  certainly  have  the  effect  of  equalizing  the  profits), 
it  follows  that  they  must  debit  the  revenue  account  with  the 
renewals  as  and  when  such  renewals  become  necessary.  This  in 
some  years  may  have  the  effect  of  reducing  the  profits  below  the 
sum  required  to  pay  the  maximum  or  standard  rate  of  dividend  ; 
and  in  that  case  the  reserve  fund  can  be  resorted  to  for  the 
purpose  of  making  up  the  deficiency. 

Looking  at  the  many  varying  and  disturbing  elements  constantly 
in  operation,  such  as  the  pulling  down  of  old  plant  to  make  room  for 
larger,  or  the  substitution  of  new  scientific  appliances  in  the  place 
of  the  old,  it  will  be  well  even  for  local  authorities  to  debit  the 
revenue  account  with  the  renewals  as  and  when  such  renewals 
become  necessary,  rather  than  create  a  fund,  which,  unless  worked 
with  the  greatest  care,  must  give  rise  to  questions  of  such  a  complex 
nature  as  will  lead  to  endless  confusion  and  difficulty.  In  prac¬ 
tice,  however,  renewals  are  made  with  some  degree  of  care,  fore¬ 
sight,  and  regularity. 

It  has  now  been  clearly  and  conclusively  demonstrated  that,  in 
providing  for  renewals  out  of  revenue,  a  proper  provision  has  been 
made  for  depreciation,  even  for  that  imperceptible  depreciation  or 
lessening  in  value  which  is  going  on  day-by-day,  and  which  can 
only  be  made  good  when  the  thing  depreciated  is  renewed  or 
restored  to  its  first  or  original  state.  It  therefore  follows — whether 
{a)  the  works  are  renewed  by  charging  the  revenue  with  the 
renewals  as  and  when  such  renewals  become  necessary,  or  (5)  by 
charging  the  revenue  with  an  annual  sum  to  be  set  aside  and 
allowed  to  accumulate  at  compound  interest — that,  if  the  revenue 
be  charged  with  depreciation  in  addition  to  repairs  and  renewals, 
such  charge  for  depreciation  will  not  only  be  wholly  unnecessary, 
but  will  entail  a  burden  upon  gas  consumers  which  ought  not  to  be 
borne.  It  may  be  stated  that  the  General  Acts  do  not  anywhere 
specially  authorize  the  creation  of  a  depreciation  fund,  except  for 
works  on  leasehold  lands. 

E. — Capital  and  Revenue  Charges ;  showing  the  Principle  to  he 
applied  in  Allocating  the  Same. 

During  the  process  of  continual  enlargement  (so  that  works 
which  to-day  are  capable  of  producing  100  million  cubic  feet  of 
gas  per  year  become,  in  the  course  of  a  few  years,  capable  of  pro¬ 
ducing  200  million  cubic  feet  of  gas  per  year),  there  are  introduced 
many  disturbing  elements,  which  render  it  necessary  to  properly 
allocate  the  expenditure  as  between  capital  and  revenue. 

The  following  examples  will  show  the  principle  to  be  applied  : — 

(1)  Enlargements  and  extensions.  These  must  be  charged  to 
the  fixed  plant  (or  capital)  account. 

(2)  Old  plant,  which  originally  cost  (say)  i'4000,  is  pulled 
down ;  and  the  old  materials  are  sold  for  (say)  £'200,  and 
enlarged  plant  is  erected  at  a  cost  of  (say)  i;10,000. 

(a)  Debit  the  sale  and  credit  fixed  plant  account  with  the 

i;200. 

(b)  Debit  the  revenue  account  with  i;3800,  the  difference 
between  ii200  (the  value  of  the  old  materials)  and  the 
original  cost  of  the  old  plant,  and  credit  fixed  plant 
account  therewith. 

(c)  Debit  the  fixed  plant  account  with  the  total  cost  of 
the  enlarged  plant,  iJlO.OOO. 

(3)  An  old  gasholder  which  originally  cost  (say)  iiSOOO  is 
pulled  down  ;  and  the  old  materials  are  sold  for  (say)  ±‘250. 
The  tank  is  converted  into  a  tar- tank  at  a  cost  of  (say)  i;200  ; 
and  a  new  tank  and  gasholder  are  erected  at  a  cost  of  (say) 
i‘20,000. 

(a)  Debit  the  sale  and  credit  fixed  plant  account  with  the 
i:250. 

(b)  Debit  the  revenue  account  with  i;4750 — the  difference 
between  ^250  (the  value  of  the  old  materials)  and  the 
original  cost  of  the  old  gasholder,  and  credit  fixed  plant 
account  therewith. 

(c)  Debit  fixed  plant  account  with  i;200,  the  cost  of  con¬ 
verting  the  old  tank  into  a  tar-tank. 

(d)  Debit  the  fixed  plant  account  with  the  total  cost  of  the 
new  tank  and  gasholder,  i.'20,000  ;  and 
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Generally  adopt  the  same  principle  with  reference  to  the  mains, 

services,  and  meters.  ,  ,  « 

If  the  above  principle  be  strictly  observed,  the  fixed  plant  account 
and  tlie  revenue  account  will  each  have  borne  its  proper  and  legiti¬ 
mate  burden. 

F.—SinJcing  Funds  for  the  redemption  of  Gas-Works  in  the 
Hands  of  Local  Authorities,  or  for  Paying  off  Borrowed 
Capital. 

Sinking  funds  relate  only  to  works  and  undertakings  m  the  hands 
of  local  authorities ;  and  the  purposes  for  which  the  same  are 
authorized  are  for  paying  off  moneys  borrowed  for  the  erection  ot 
such  works,  or  for  the  purchase  of  the  undertakings,  and  for  ext  - 
sions  and  other  purposes  of  the  works  and  undertakings  to  w  ic  1 

capital  is  applicable.  .  • 

The  clause  setting  out  the  mode  of  repayment  in  the  case  of 
the  purchase  of  a  gas  undertaking  by  a  local  authority  is  similar  to 
the  following— viz.,  “  The  local  authority  shall  at  the  expiration  of 
a  period  of  one  year  from  the  transfer,  out  of  the  revenue  of  their 
gas  undertaking,  discharge  or  make  provision  by  means  of  equal 
yearly  or  half-yearly  instalments  of  principal,  or  of  principal  and 
interest,  or  by  means  of  a  sinking  fund,  or  partly  m  one  way  and 
partly  in  the  other,  for  paying  off  all  moneys  borrowed  for  the 
purchase  of  the  undertaking,  within  such  period  as  the  local 
Lithority  may  think  fit,  not  exceeding  50  [or  60]  years  froin  the 
transfer  ;  and  the  local  authority  shall,  at  the  expiration  of  one 
year  after  the  borrowing  of  any  other  moneys,  in  like  manner,  dis¬ 
charge  or  make  provision  for  paying  off  all  such  other  moneys 
borrowed  by  the  local  authority  within  such  period  as  such  local 
authority  may  think  fit,  but  not  exceeding  a  period  of  50  [or  bUJ 
years  from  the  time  when  such  moneys  are  respectively  borrowed. 

The  intention  of  the  Legislature  is  exceedingly  clear— viz.,  thaL 
within  a  given  period,  the  original  purchase-money  shall  be  paid  on 
or  provided  for  by  equal  annual  instalments  of  principal  and 
interest,  or  by  the  creation  of  a  sinking  fund  out  of  the  profats  01 
the  undertaking ;  thus  leaving  the  works,  at  the  end  ot  the  farst 
period  of  50  or  60  years  (so  far  as  the  original  purchase-money  is 
concerned),  entirely  free  from  debt  and  unencumbered  ;  a.nd  this 
process  must,  of  course,  be  repeated  with  each  subsequent  loan,  so 
that,  at  the  expiration  of  the  specified  period  from  the  date  ot 
borrowing,  the  works  may  be  entirely  free  therefrom.  The  works 
are,  therefore,  to  be  redeemed  from  debt,  as  well  as  repaired  and 
renewed,  out  of  the  profits  derived  from  the  gas  consumers. 

G— Appointment  and  Duties  of  Auditors  and  the  Audit  of 
Accounts  hij  an  Officiul  Auditor^  us  defined  hy  the  Acts  of 
Parliament  relating  thereto. 

Section  101  of  the  Companies  Clauses  Consolidation  Act,  1845, 
provides  that,  except  where  by  the  Special  Act  auditors  shall  be 
directed  to  be  appointed  otherwise  than  by  the  company,  the  com¬ 
pany  shall  elect  the  same  in  like  manner  as  is  provided  for  the 
election  of  directors ;  and  section  102  of  the  sarne  Act  states . 

“  Where  no  other  qualification  shall  be  prescribed  by  the  Special 
Act  every  auditor  shall  have  at  least  one  share  in  the  under¬ 
taking.”  And  section  107  states:  “That  it  shall  be  the  duty  of 
such  auditors  to  receive  from  the  directors  the  half-yearly  or 
other  periodical  accounts  anu  balance-sheet  required  to  be 
presented  to  the  shareholders,  and  to  examine  the  same.”  And 
section  108  empowers  the  auditors  to  employ  such  accountants 
and  other  persons  as  they  may  think  proper,  at  the  expense  of 
the  company,  and  that  they  may  either  make  a  special  report  on 
the  said  accounts  or  simply  confirm  the  same. 

Tbo  recognized  qualification  of  auditors  under  toe  Companies 
Clauses  Consolidation  Act,  1845,  is  that  they  must  be  shareholders, 
each  holding  one  share  at  least ;  and  the  Legislature  has 
vision  for  the  possible  incapacity  of  the  auditors  to  perform  the  duties 
imposed  upon  them,  by  giving  them  the  power  to  employ  account¬ 
ants  to  help  them  in  the  proper  discharge  of  such  duties. 
lemslation,  looking  at  the  importance  of  the  subject,  is  exceedingly 
weak  and  defective  ;  but  so  far  as  the  Metropolis  Gas  Companies 
are  concerned,  this  was  partially  remedied  during  the  year  1869, 
by  the  introduction  of  clauses  in  various  Acts  relating  to  the  Metro- 
politan  Gas  Companies  passed  in  or  about  that  year,  authorizing 
the  Board  of  Trade  to  appoint  an  Official  Auditor,  so  that,  from  the 
year  1869  to  the  present  time,  the  accounts  of  the  Metropolis  Gas 
Companies  have,  in  addition  to  the  audit  by  the  Companies  Autoois, 
been  audited  by  an  Official  Auditor  appointed  by  the  Board 
of  Trade,  in  whom  are  vested  the  following  powers— viz.,  “  The 
auditor  shall  during  every  half  year,  as  and  when  he  thinks  fit, 
inspect  the  accounts  of  the  company,  and  audit  the  same;  a^d  11 
he  find  the  same  correct,  he  shall  certify  the  same,  but  if  he 
find  the  accounts  incorrect  in  principle  or  in  detail,  he  shall 
require  the  company  to  correct  the  same  in  such  manner  as  he 
thinks  right,  and  he  may,  if  he  think  fit,  grant  a  conditional  certi¬ 
ficate,  so  as  to  authorize  the  payment  of  a  dividend,  subject  to 
correction  if  need  be,  and,  except  in  the  case  of  a  conditional  cer¬ 
tificate,  a  dividend  shall  not  in  any  case  be  declared  until  the 
accounts  are  certified  by  the  auditor.”  Provision  is  also  made  for 
arbitration  should  any  of  the  parties  interested  think  themselves 
aggrieved  by  any  act  of  the  auditor.  If  the  principle  of  official 
audit  were  extended  to  all  gas  companies  by  the  appointment  of 
chartered  accountants  for  certain  defined  districts,  it  would  be  a 
step  in  the  right  direction ;  but  legislation  moves  slowly. 

H. — General  Remarks. 

An  attentive  and  careful  study  of  the  form  of  accounts  under 
the  1871  Act  will  reveal  its  simplicity  and  adaptability.  Of  course. 


certain  parts  of  the  form  must  be  somewhat  modified  to  ada,pt  it 
to  the  requirements  of  gas  undertakings  in  the  hands  of  local 
authorities ;  but  it  will  be  to  their  advantage  to  adopt  it  as  tar  as 
the  same  is  applicable,  as  it  will  enable  them  (when  the  necessary 
calculations  are  made)  to  compare  the  working  of  their  under¬ 
takings  with  the  working  of  other  gas  undertakings. 

Of  course  when  the  calculations  are  made,  it  requires  “technical 
knowledge”  to  enable  an  opinion  to  be  formed  as 
further  economies  in  the  manufacture  of  gas  can  be  ene(ffed  and 
in  what  department,  which  knowledge  must  be  obtained  by  expe¬ 
rience  outside  that  which  ordinary  accountancy  gives. 

In  a  technical  paper  such  as  this,  it  is  unnecessary  to  enter  into 
the  general  principles  and  practice  of  accountancy.  There  aie 
both  books  and  papers  of  great  value  treating  upon  these  subjects, 
which  are  readily  accessible  ;  but  perhaps  it  would  not  be  out 
of  place  to  state  that,  in  making  up  the  accounts  of  gas  under¬ 
takings,  it  should  be  borne  in  mind  that  neither  gas  companies  nor 
local  authorities  carrying  on  gas  undertakings  are  subject  to  com¬ 
petition  or  to  the  ordinary  rules  of  demand  and  supply,  but  tliat 
within  certain  defined  limits,  they  have  a  quasi  monopoly,  in 
these  circumstances,  it  is  very  necessary  that  every  allocation  as 
between  capital  and  revenue  should  be  thoughtfully  and  carefully 
studied,  so  as  to  make  such  charges  only  against  the  capital  and 
revenue  accounts  as  are  proper  and  legitimate,  and  that  the  various 
Acts  of  Parliament  relating  to  the  reserve,  insurance,  and  sinking 
funds  should  be  carefully  read,  so  as  to  appropriate  the  profits  in 
such  a  manner  that  the  rights  and  interests  of  the  gas-consuming 
public  are  preserved  and  protected,  as  well  as  the  rights  and  in¬ 
terests  of  the  undertakers.  .  .  ,  .  r 

With  reference,  however,  to  the  clauses  in  the  various  Acts  of 
Parliament  authorizing  local  authorities  to  carry  to  the  distnct  or 
other  fund  any  balance  of  profits  remaining  in  any  year,  opinions 
may  differ  as  to  the  expediency  or  otherwise  of  taking  moneys 
out  of  the  pockets  of  gas  consumers,  and  applying  them  in  reduc¬ 
tion  of  those  rates  which  should  be  borne  by  the  whole  of  the 
ratepaying  community,  consisting  of  consumers  and  non-consumers 
of  gas.  But  the  duty  of  accountants  is  clear — viz.,  to  carry  out 
as  far  as  possible  the  intention  of  the  Legislature  as  expressed  in 
the  various  Acts  of  Parliament,  and  not  to  allow  prejudice  to  over¬ 
ride  judgment.  The  latest  legislation  bearing  upon  this  point 
will  be  found  in  the  Edinburgh  and  Leith  Corporations  Gas 
Act,  passed  last  session,  which  provides  practically  for  a,  supply 
of  gas  at  such  a  price  as  will,  after  paying  the  expenses  of  manu¬ 
facture,  &c.,  leave  as  near  as  may  be  such  a  margin  of  profit 
only  as  will  provide  for  the  payment  of  interest  on  borrowed 
money  and  the  payment  of  the  sums  to  be  set  apart  for  the  reserve 
and  sinking  funds  ;  but  it  must  not  be  forgotten  that  the  rates 
as  well  as  the  “undertaking”  are  pledged  as  security  for  the 
repayment  of  the  purchase-money  and  other  loans  which  may  be 
raised  for  the  purposes  of  the  undertaking.  ^  ,  .  ,  ,  . 

[In  order  to  give  an  idea  as  to  the  magnitude  of  the  industry  to 
which  the  paper  referred,  some  statistics  relating  to  the  authorized 
gas  undertakings  in  the  United  Kingdom,  extracted  from  the  Board 

of  Trade  Eeturns,  were  supplied.]  .  ■  j  ■ 

In  conclusion,  looking  at  the  various  industries  carried  on  in  a 
country  like  this— such  as  gas-works,  water-works,  railways,  tram¬ 
ways,  mills,  breweries,  and  factories  of  all  descriptions— and  the 
different  processes  of  manufacture,  it  is  evident  that  no  faxed 
rate  of  depreciation  can  be  established  for  universal  application. 
In  these  circumstances,  accountants  must  depend  upon  enginem’s 
and  others  who  are  technically  qualified,  for  the  accuracy  01  the 
data  upon  which  the  calculations  for  depreciation  are  made. 

It  is  important,  however,  for  those  who  have  to  deal  with  the 
accounts  of  large  manufacturing  undertakings,  to  acquire  as  much 
knowledge  as  to  the  various  rates  of  depreciation  as  they  possibly 
can,  in  order  to  place  themselves  in  the  best  possible  position 
to  determine  (within  certain  limits)  whether  or  not  the  capital 
expended  on  the  buildings,  plant,  and  machinery  is  fairly  repre¬ 
sented  by  the  value  thereof.  There  are  other  things  m  addition 
to  buildings,  plant,  and  machinery,  which  are  subject  to  depre¬ 
ciation  such  as  tools,  chains,  ropes,  belting,  portable  forge^ 
and  engines,  carts,  horses,  moulding  boxes,  patterns,  &c.,  which 
cannot  well  be  included  in  an  average  rate  of  depreciation,  and 
must  therefore  be  dealt  with  on  a  different  basis.  The  whole 
question  relating  to  depreciation  is  an  exceedingly  important  one, 
and  demands  the  closest  care  and  attention. 

At  the  conclusion  of  the  reading  of  the  paper, 

Mr.  W.  Edmonds,  who  presided,  moved  a  hearty  vote  of  thanks 
to  Mr.  Lass  for  his  kindness  in  preparing  so  interesting  a  paper. 

Mr.  Murray,  in  seconding  the  motion,  said  that  from  various 
parts  of  the  paper  he  gathered  that  Mr.  Lass 

preciation  was  provided  for  in  renewals  ;  but  he  did  not  know  it 
he  understood  rightly.  He  thought  it  was  generally  regarded  that 
repairs  and  renewals  should  be  charged  on  revenue.  The  two 
charges  were  somewhat  distinct  from  each  other  ;  for  in  fhe  case 
of  railway  and  gas  companies,  there  was  no  need  for  charges  to 
depreciation,  except  when  the  works  were  built  iipon  leasehold 
land  With  some  corporations  having  gas  undertakings  under 
their  control,  the  principle  of  depreciation  was  adopted.  In  certain 
cases,  for  instance,  a  large  amount  was  deducted  from  the  fixed 
plant  account,  and  charged  to  revenue  year  after  year ,  and  the 
additions  were  made  to  the  fixed  plant  account  for  ” 

without  any  distinction  being  made  between  the  two.  In  such  an 
instance,  he  thought  that  the  mode  of  keeping  the  accounts  would 
undoubtedly  lead  to  irregularities,  and  that  the  accounts  would 
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not  show  the  exact  position  of  the  iindertaking  as  they  ought  to 
do.  In  the  case  of  the  Manchester  Corporation  accounts,  which 
had  been  kept  in  this  way  for  the  last  30  years,  it  was  contended 
that  the  sum  which  had  been  deducted  from  profits — and  so  taken 
from  the  ratepayers — should  have  been  carried  over  to  the  city 
fund  ;  and  he  thought  it  was  undoubtedly  the  case  that  a  very 
large  amount  had  been  kept  from  the  ratepayers  in  this  way.  In 
Salford,  the  adjoining  borough,  the  accounts  were  also  kept  in  this 
manner.  The  I'evenue  account  was  charged  with  what  was  called 
depreciation ;  but  that  depreciation  so-called  was  not  written  off 
fixed  plant,  but  carried  to  the  credit  of  an  account  against  which 
all  renewals  were  charged  in  the  way  suggested  by  Mr.  Lass.  So 
that  in  this  case  it  was  really  not  proper  to  call  it  a  depreciation 
fund.  He  regarded  it  as  a  renewal  account,  and  said  that,  from 
the  attention  he  had  given  to  the  question,  he  preferred  this  mode 
of  dealing  with  the  charge  to  revenue  account  by  corporations.  It 
equalized  profits,  as  the  amount  required  for  renewals,  of  course, 
might  be  much  more  in  one  year  than  in  another.  He  did  not 
like  the  words  “  depreciation  fund,”  as  he  looked  upon  depreciation 
as  a  writing  down — a  fund  to  provide  for  the  reduced  value  of  pro¬ 
perty,  and  that,  therefore,  it  should  be  deducted  from  the  property 
account.  In  the  case  of  companies,  it  would  be  better  if  the 
amount  of  depreciation  were  carried  to  the  credit  of  capital 
account. 

The  motion  having  been  carried, 

Mr.  Lass  said  it  had  afforded  him  very  great  pleasure  to  prepare 
the  paper  ;  and  if  those  present  would  read  it,  they  might  probably 
gain  a  little  instruction  from  it.  He  concluded  by  moving  a  vote 
of  thanks  to  the  Chairman. 


South  African  Lighting  Association,  Limited. — The  Directors 
of  this  Association  (whose  prospectus  appeared  in  our  columns  a 
fortnight  ago)  met  last  Friday  ;  and  letters  of  allotment  were  sent 
out  the  following  day  to  applicants  for  shares. 

Me.  W.  Carr’s  Trial. — It  is  not  likely  that  the  case  of  the 
Halifax  Corporation  v.  Carr  will  come  on  at  the  Leeds  Assizes 
before  the  end  of  next  week.  Mr.  Tindal  Atkinson,  Q.C.,  and  Mr. 
Banks  have  been  retained  for  the  Corporation.  Mr.  Waddy,  Q.C., 
and  Mr.  Kershaw  will  be  Counsel  for  Mr.  Carr. 

The  Use  of  Candles  in  Gas  Testing. — At  last  Friday’s 
meeting  of  the  Metropolitan  Board  of  Works,  the  Clerk  reported 
the  receipt  of  a  letter  from  the  South  Metropolitan  Gas  Company, 
expressing  their  opinion  that  the  parliamentary  standard  candle 
used  for  testing  gas  is  of  a  very  uncertain  and  unreliable  character, 
and  that  it  is  desirable  to  obtain  parliamentary  sanction  for  the 
adoption  of  a  new  and  reliable  standard  ;  and  asking  the  Board 
to  receive  a  deputation  from  the  Company  on  the  subject. 

Tuscan  Gas  Company. — As  will  be  seen  from  an  advertisement 
elsewhere  to-day,  the  Directors  of  the  Tuscan  Gas  Company, 
Limited,  are  prepared  to  receive  applications  for  the  balance  of 
L'33,000,  part  of  an  authorized  issue  of  L‘60,000  of  5  per  cent, 
debentures  of  L'lOO  each.  The  bonds  are  redeemable,  by  annual 
drawings,  at  £105  ;  a  sum  being  set  aside  each  year  to  redeem  the 
whole  issue  within  the  period  of  the  Company’s  concessions.  The 
debentures  are  issued  to  complete  the  purchase  of  the  existing  gas¬ 
works  in  North  Italy,  and  which  are  established  profitable  under¬ 
takings.  The  dividend  paid  by  the  Company  on  its  ordinary  share 
capital  for  the  past  five  years  has  been  per  cent,  per  annum, 
free  of  income-tax;  besides  providing  a  redemption  fund.  The 
Company  already  light  ten  towns  in  North  Italy,  all  of  which  are 
paying  and  progressive  undertakings. 

Presentation  to  Mr.  E.  H.Townsley. — The  good-feeling  exist¬ 
ing  between  Mr.  K.  H.  Townsley,  Engineer  of  the  York  Street  Gas- 
Works  of  the  Leeds  Corporation,  and  the  employes  was  pleasingly 
manifested,  says  a  correspondent,  on  the  occasion  of  his  marriage 
with  Miss  Minnie  Newell,  of  Headingley.  As  soon  as  the  approach¬ 
ing  nuptials  “got  wind”  among  the  staff,  they  determined  upon 
giving  Mr.  Townsley  some  substantial  proof  of  their  esteem  ;  and 
accordingly  the  bride  and  bridegroom  were  invited  to  meet  the 
employes,  on  Monday  evening  of  last  week,  in  the  reading-room 
connected  with  the  works,  which  was  prettily  decorated  with  flags, 
&c.  Mr.  J.  L.  Rust,  the  foreman  of  the  works,  presided,  and 
tendered  to  Mr.  Townsley,  on  behalf  of  the  men,  their  hearty  con¬ 
gratulations  ;  and  afterwards  presented  him  with  a  very  handsome 
marble  timepiece,  chamber  service,  and  toilet  set,  together  with  the 
following  address: — “  We  the  employes  desire  to  offer  you  our  most 
hearty  congratulation  upon  your  marriage,  and  beg  your  accept¬ 
ance  of  the  accompanying  gift  as  a  token  of  our  respect  and  good 
wishes  for  your  own  and  your  bride’s  future  happiness  and  pros¬ 
perity.  Trusting  that  you  may  long  be  spared  to  enjoy  the  esteem 
of  the  subscribers,”  &c.  Mr.  Townsley  said  he  did  not  know  how 
to  thank  his  fellow-workmen  sufficiently  for  their  handsome  pre¬ 
sent.  Intrinsically,  it  must  be  of  great  value  ;  but  he  did  not  re¬ 
gard  it  in  that  way.  He  looked  at  it  as  showing  the  goodwill 
evinced  by  them  towards  himself  and  wife,  and  so  he  should  ever 
value  it ;  and  no  matter  how  long  he  lived,  he  should  always  look 
back  with  pride  upon  that  evening’s  proceedings.  He  had  only 
been  with  them  a  few  months,  and  that  short  period  greatly  en¬ 
hanced  the  value  of  the  present,  because  if  he  had  been  with  them 
a  long  time,  they  could  not  have  shown  their  kindness  in  a  more 
substantial  way.  The  health  of  Mr.  and  Mrs.  Townsley  was  then 
drunk  with  musical  honours  ;  and  Mr.  Townsley  briefly  responded. 
The  rest  of  the  evening  was  happily  spent  by  those  present  — some 
of  the  men  adding  to  the  pleasure  by  songs  and  recitations. 


®0rHSg0Htrienrje. 

\Weare  not  responsible  for  the  opinions  expressed  by  Correspondents.] 


GASHOLDER  CONSTRUCTION  AND  THE  GUIDE-FRAMING 

QUESTION. 

Sir,— It  seems  that  gasholder  construction  is  about  emerging  from  the 
reign  of  the  “  Golden  Rule  of  Thumb  ”  (“  golden  ”  because  of  its  costli¬ 
ness,  I  suppose).  Your  Correspondent  “  Theory  and  Practice  ”  has  put 
the  matter  upon  a  scientific  basis  in  a  concise  and  comprehensive  form, 
and  in  a  manner  easily  useable,  so  that  in  future  if  we  are  still  to  have 
gasholders  with  a  superabundance  of  material  in  them,  as  is  generally 
the  case  when  working  with  the  “  golden  rule,”  let  us  at  least  distribute 
it  in  something  like  proportion  to  what  it  has  to  do. 

The  guide-framing  may  be  said  to  have  shaken  off  the  tyranny  of  the 
old  rule  when  it  was  recognized  that  it  would  be  better  to  convert  the 
whole  circle  of  columns  into  one  structure  by  diagonal  bracing,  than 
leave  each  column  to  use  its  own  individual  strength,  aided  only  by  the 
support  of  one  or  two  tiers  of  girders.  Now  we  have  got  a  good  scientific 
guide-framing ;  and  no  sooner  has  this  arrived  at  something  like  per¬ 
fection,  than  it  is  proposed  to  do  away  with  it. 

The  idea  of  erecting  gasholders  without  guide-framing  above  the  tank 
is  an  old  favourite  of  mine  ;  and  seven  years  ago  I  tried  very  hard  to 
devise  a  method  for  doing  it,  but  did  not  arrive  at  anything  practical. 
I  have  had  several  attacks  of  the  “  fever  ”  since  ;  but  with  no  better  re¬ 
sults.  My  efforts  ran  in  the  direction  of  a  kind  of  parallel  motion  after 
the  style  of  the  old-fashioned  parallel  ruler  ;  it  being  clear  that  if  you  can 
keep  a  gasholder  horizontal,  the  bottom  rollers  keep  it  in  position,  pro¬ 
vided  the  holder  be  strong  enough  to  retain  its  proper  shape.  Although 
I  did  not  arrive  at  any  practical  means  of  guiding  the  holder  (which  I 
consider  Mr.  Gadd  has  done  since),  I  have  thought  of  a  way  of  framing 
the  holder  so  as  to  resist  distortion  ;  and  to  lay  this  before  your  readers 
is  the  object  of  my  letter. 

In  guiding  a  holder  from  the  bottom  curb,  as  in  Mr.  Gadd’s  inven¬ 
tion,  we  resolve  the  overturning  force  of  the  horizontal  wind  pressure 
into  a  vertical  pressure  at  the  windward  and  leeward  side.  In  an  ordi¬ 
nary  single  lift,  with  its  height  (say)  a  quarter  of  its  diameter,  we  should 
be  applying  the  force  at  the  long  end  of  the  lever,  and  thus  have  only 
one-quarter  the  work  to  do  ;  and  this  seems  the  right  thing.  With  in¬ 
clined  guides  this  vertical  force  would  have  to  be  resolved  into  one 
normal  to  the  guide;  and  this  would  become  greater  as  the  angle 
with  the  vertical  decreases.  It  would,  in  fact,  be  the  vertical  force, 
multiplied  by  the  cosec.  of  that  angle,  which  at  45°  is  1-414,  and  at 
30°  =  2  ;  so  that  still  there  is  a  saving  in  wear  and  tear  and  friction  in 
the  rollers.  Supposing  the  holder  to  be  rigid,  that  part  of  the  wind 
pressure  which  tends  to  slide  the  holder  horizontally  from  its  place  is 
taken  by  the  bottom  rollers  at  right  angles  or  half-way  between  the 
windward  and  leeward  tangential  rollers.  It  is,  of  course,  at  once  clear 
that,  with  the  inclined  guides,  one  of  these  rollers  will  have  a  tendency 
to  run  up  the  guide  and  the  other  to  run  down  ;  and  so  we  get  a  new 
element  of  distorting  stress  in  the  holder,  which  would  now  be  inclined 
to  tilt  sideways  in  the  wind,  and  indeed  will  tilt  as  far  as  the  elasticity 
of  the  structure  will  let  it. 

The  first  difficulty  in  dealing  with  a  holder — speaking  only  of  single 
and  inner  lifts  now — is  the  want  of  rigidity  in  the  whole  structure. 
The  top  curb  may  be  considered  rigid  ;  but  the  bottom  curb  is  anything 
but  that,  and  the  vertical  posts  are  of  very  little  use  except  to  carry  the 
top  when  the  holder  is  down,  unless  they  are  strongly  gussetted  to  the 
curbs.  Even  then  their  lateral  or  bending  strength  alone  is  available 
to  resist  distortion  ;  for,  as  your  correspondent  has  said,  the  sheeting 
cannot  be  taken  into  consideration  to  any  great  extent,  as  acting  as 
diagonal  ties,  on  account  of  its  curved  form.  Two  things  have  to  be 
done  in  order  to  make  a  holder  keep  its  shape — (1)  The  bottom  curb 
must  be  kept  a  true  circle ;  and  (2)  it  must  be  kept  in  its  true  position 
vertically  under  the  top  curb.  My  first  idea,  therefore,  was  to  make  the 
bottom  curb  into  a  tension-wheel  by  fixing  light  rods  to  it,  which  are 
brought  to  a  ring  in  the  centre  and  tightened  up.  This  would  keep 
the  curb  a  true  circle  ;  and  its  position  under  the  top  curb  might 
be  maintained  by  means  of  diagonal  ties  between  the  vertical 
posts.  But  the  same  result  will  be  obtained  by  taking  the 
rods  upwards,  and  fixing  the  ring  in  the  centre  to  the  main 
strut  or  king-post  that  supports  the  crown.  In  fact,  starting  de 
novo  with  the  trussing  of  a  holder,  supposing  it  to  be  devoid  of  framing, 
except  curbs  and  vertical  posts,  make  both  curbs  into  tension-wheels 
and  bring  the  “spokes”  to  one  ring  in  the  centre;  making  the  ring 
wide  enough  to  allow  the  centre  lines  of  the  “spokes”  (top  and 
bottom)  all  to  converge  at  one  point  in  the  centre  of  the  holder  at  a 
height  exactly  midway  between  top  and  bottom  curb.  We  thus  have  a 
complete  diagonally  braced  rectangle  for  the  section  of  our  holder.  The 
top  and  bottom  curbs,  being  constrained  to  keep  their  circle,  act  as  the 
horizontal  members ;  the  vertical  posts  are  the  vertical  members ;  and 
the  two  opposite  top  and  bottom  “spokes”  are  diagonal  braces.  The 
vertical  posts,  which  would  have  no  “  racking  ”  strain,  could  be  light  ones, 
and  held  from  bending  sideways  under  the  thrust,  by  light,  straight  rods 
running  horizontally  from  one  to  the  other  all  round  at  one  or  more 
points  of  their  height,  and  here  and  there  a  little  diagonal  bracing.  In 
this  way  a  very  light  and  practically  rigid  holder  will  be  secured  ;  and 
rigidity  is,  to  my  mind,  a  sine  qua  mm,  if  holders  are  to  be  guided  from 
the  bottom  curb  only  as  in  Mr.  Gadd’s  plan.  Distortion  would  be  fatal, 
as  it  would  inevitably  lead  to  jamming,  as  Mr.  H.  E.  Jones  pointed  out 
in  last  week’s  Journal.  The  zigzag  guide,  I  fear,  has  an  extra  source  of 
danger,  as,  at  the  point  of  change,  opposite  rollers  might  be  inclined  to 
take  the  wrong  path. 

That  the  above  plan  of  trussing  is  feasible  is  easily  seen  every  day 
in  the  bicycles  and  tricycles  on  our  roads ;  and  without  theorizing  at 
all,  we  may  draw  an  inference  from  the  fact  that  racing  bicycles  are 
made  with  (say)  a  4ft.  6in.  wheel,  the  spokes  of  which  do  not  weigh  lib.; 
and  they  have  to  stand  not  only  the  weight  of  the  rider,  but  the  enor¬ 
mously  greater  stress  put  upon  them  in  propelling  the  machine. 

If  it  is  desired  to  truss  the  roof  of  the  holder,  the  king-post  can  be 
brought  down  to  the  centre-ring — the  top  spokes  being  made  stronger 
to  take  the  extra  load ;  and,  if  desired,  the  ring  can  be  placed  higher  up, 
which  would  slightly  modify  the  strength  of  the  rods  or  “  spokes.” 
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The  rest  of  the  trussing  can  be  put  as  usual.  On  the  Contir^nt, 
they  are  very  fond  of  constructing  the  roofs  of  holders,  as  well  as  those 
of  the  houses  in  which  holders  are  usually  placed,  out  of  X  iron  only, 
like  an  ordinary  dome,  without  any  posts  or  ties  ;  the  ratters  being  in 
compression,  and  the  purlins  and  curb  in  tension.  •  -t 

There  is  a  drawback  in  my  proposed  arrangement  of  spokes— viz.,  it 
cannot  be  used  in  annular  tanks ;  and  if  used  with  a  revolving  holder, 
such  as  Mr.  Gadd’s,  the  inlet  and  outlet  pipes  would  have  to  be 
carried  to  the  centre  of  the  holder  and  inside  the  ring,  which  would 
have  to  be  made  large  enough  to  take  them  in.  But  in  telescopic 
holders,  with  the  guide-framing  carried  up  only  part  of  the  way, 
it  is  easily  applicable.  It  also  allows  a  fair  amount  of  dump¬ 
ling  ”  in  the  tank;  for,  as  before  stated,  the  ring  need  not  be 
absolutely  in  the  middle  of  the  height— it  may  be  higher.  In  tanks 
with  flat  bottoms,  the  lower  curbs  of  the  outer  lifts  could  be  kept  true 
circles  by  the  same  means,  only  the  spokes  would  have  to  be  horizontal. 
But  here  is  a  difficulty  in  keeping  the  upper  and  lower  curbs  (grip  and 
cup)  in  their  true  vertical  positions.  One  way  of  doing  it  would  be  by 

using  very  wide  i _ |  irons  for  vertical  posts,  well  gussetted  at  top  and 

bottom,  as  there  is  no  room  in  small  holders  to  put  diagonals  all  the 
way  from  the  top  of  one  stay  to  the  bottom  of  the  next,  though,  in  veij 
large  holders,  where  there  are  comparatively  many  stays  and  the  arc 
between  them  is  a  correspondingly  small  portion  of  the  circle,  it  might 
be  possible  to  use  bracing  in  this  way  ;  and  if  it  is  attempted,  one  or 
more  horizontal  (stiff)  rings  might  be  arranged,  which  would  serve  the 
double  purpose  of  strengthening  the  vertical  stays  sideways  (they  could 
then  be  made  lighter),  and  at  the  same  time  keeping  the  diagonal  brac¬ 
ing  out  of  the  way  of  the  inner  lifts. 

By  means  of  making  the  curbs  into  tension-wheels,  as  above  described, 
we  should  have  gasholders  framed  complete  with  all  the  members  ®tib- 
jected  only  to  longitudinal  stresses,  no  bending ;  and  the  holder  would 
be  a  structure  in  which  all  the  stresses  could  be  determined,  and  it  would 
be  independent  of  the  sheeting  which  would  only  have  to  be  strong  enough 
to  stand  the  gas  pressure  and  the  working  up.  Hypothenuse. 

Birmingham,  Nov.  30,  1888. 


Cleckheaton  Local  Boaed  Gas  Supply. — At  the  meeting  of  the  Cleck- 
heaton  Local  Board  yesterday  week,  the  Clerk  submitted  an  estimate  of 
the  cost  of  the  new  gasholders  required  at  the  works.  The  main  items 
were:  Land,  ^£2499  17s.  6d. ;  gasholders,  &o.,  £7795  9a.;  contingencies,  10 
per  cent.,  ^775  11s.  It  was  proposed  to  borrow  j612,000  for  the  works ; 
and  after  the  estimates  bad  been  met,  there  would  thus  be  a  balance  of 
^925  2a.  6d.  The  Clerk,  in  reply  to  Mr.  Hirst,  said  that  this  ^12,000  would 
include  everything  connected  with  the  erection  of  the  holders.  It  was 
then  resolved  to  apply  to  the  Local  Government  Board  for  power  to 
borrow  the  above-named  sum.  The  Clerk  next  submitted  a  statement  of 
the  gas  revenue,  which  showed  that  the  Board  would  be  able  to  reduce  the 
price  of  gas  from  3s.  to  2s.  8d.  per  1000  cubic  feet  net;  and  it  was  there¬ 
upon  resolved  to  reduce  the  price  to  this  figure. 

Peoposed  Puechase  op  the  Otley  Gas-Wobks  by  the  Loc.al  Boaed. 

At  the  meeting  of  the  Otley  Local  Board  yesterday  week,  a  recommenda¬ 
tion  was  made  by  the  General  Purposes  Committee  that  a  letter  be  for¬ 
warded  to  the  Directors  of  the  Gas  Company  asking  if  they  were  willing 
to  sell  their  works  to  the  Board.  The  Chairman  (Mr.  T.  A.  Duncan), 
referring  to  this  matter,  said  it  had  been  suggested  to  the  Board  by  the 
statutory  notice  which  had  been  given  of  the  Company  s  intention  to 
apply  for  a  Provisional  Order  in  the  ensuing  session  of  Parliament.  He 
had  not  seen  the  terms  of  the  application ;  but  it  was  possible  that  the 
Company  might  be  applying  for  powers  which  might  or  might  not  conflict 
with  the  powers  of  the  Local  Board.  This  would  be  most  undesirable ; 
and  to  avoid  it,  and  at  the  same  time  in  the  interest  of  the  town  generally, 
the  Board  had  deemed  it  expedient  to  ask  the  Company  if  they  were  will¬ 
ing  to  sell  their  undertaking.  Upon  the  answer  would  depend  the  future 
action  of  the  Board — whether  they  would  take  steps  in  regard  to  the 
application,  or  arrange  for  negotiating  a  purchase. 

The  Testing  op  Gas-Metees  in  Dublin. — The  testing  of  gas-meters 
in  the  houses  of  consumers  in  Dublin  has  just  been  commenced,  under 
the  direction  of  Mr.  T.  J.  Cotton,  the  Gas  Inspector  to  the  Corporation. 
This  arrangement,  which  is  expected  to  prove  a  great  convenience  to  the 
inhabitants,  has  (says  the  Freeman’s  Journal)  been  chiefly  promoted  by 
Alderman  Dillon  and  Mr.  Mayne,  M.P.  The  Corporation,  under  the  Sales 
of  Gas  Act  of  1859,  have  authority  to  test  gas-meters  as  well  as  the  quality 
of  the  gas  supplied  to  the  city.  Since  that  Act  was  passed,  however, 
the  practice  has  been  for  the  consumer  who  believes  that  his  meter 
is  inaccurate  to  send  it  to  the  office  of  the  Gas  Committee  in  East  Hanover 
Street  to  be  tested.  This  involved  the  trouble  and  expense  of  disconnect¬ 
ing  the  meter  from  the  service-pipe,  conveying  it  to  and  from  Hanover 
Street,  and  then  replacing  it.  In  1884  the  Board  of  Trade  made  an  order 
that  standard  meters  should  be  provided  for  the  purpose  of  enabling  the 
testing  of  meters  in  the  premises  of  the  consumers  to  take  place.  But 
there  was  considerable  delay  in  the  preparation  (under  the  Board)  of  a 
model  meter,  verified  copies  of  which  were  to  be  kept  by  all  local  autho¬ 
rities  under  the  Act  for  the  purpose  of  domestic  testing.  _  The  difficulties, 
however,  have  now  been  overcome;  and  the  Gas  Committee  have  at  the 
Hanover  Street  office,  under  the  charge  of  Mr.  Cotton,  one  of  these  verified 
standard  meters. 

Eipon  Corporation  Gas  and  Watee  Supply.— The  monthly  meeting 
of  the  Ripon  City  Council  was  held  on  Monday  last  week,  when  the 
subject  of  turning  on  the  new  water  supply  at  the  gravitation  works  on 
Lumley  Moor  was  discussed.  Mr.  Collinson  maintained  that  this  was 
being  done  against  the  wishes  of  the  Engineer;  but  the  Mayor  stated  that 
Mr.  Carter’s  desire  was  to  wait  until  the  pure  water  well  was  completed, 
if  the  Committee  had  not  expressed  a  wish  to  have  the  water  turned  on. 
Alderman  Hargrave  said  if  they  had  to  wait  for  the  Engineer,  it  might  be 
a  year  or  two  before  the  water  was  turned  on.  The  Town  Clerk,  in  answer 
to  Mr.  Smith,  said  there  was  a  balance  in  hand  on  the  gravitation  water¬ 
works  capital  account  of  a£l  300 ;  but  he  did  not  know  how  far  this  sum 
would  cover  outstanding  accounts.  Alderman  Baynes  (ex-Mayor)  intimated 
that  the  ex-Mayoress  had  consented  to  turn  on  the  new  water  supply ; 
and  it  was  also  stated  that  a  silver  key  was  to  be  presented  to  her  on  the 
occasion.  Mr.  Collinson  subsequently  called  attention  to  the  price  of 
gas,  and  said  he  was  prepared  to  give  notice  of  a  motion  that  the  price 
be  reduced  to  2a.  6d.  per  1000  feet.  The  Mayor  stated  that  returns  were 
being  prepared  as  to  the  gas-works  expenditure ;  and  when  completed, 
the  Gas  Committee  would  consider  the  matter.  Alderman  Hargrave 
stated  that  great  loss  occurred  through  leakage  from  the  gasholder;  and 
the  Gas  Manager  (Mr.  F.  Shepherd)  said  that  certain  parts  of  the  holder 
were  in  bad  repair, 


HIGH  COURT  OF  JUSTICE— CHANCERY  DIVISION. 

Friday,  Dec.  7. 

(Before  Mr.  Justice  North.) 

Tw  re  the  CAGLIARI  GAS  AND  WATER  COMPANY. 

This  was  an  application  for  the  removal  of  the  name  of  Mr.  Frederick 
Wigan,  a  Director  of  the  Company,  from  the  register  of  members ;  or, 
in  other  words,  for  the  cancellation  of  the  registration  of  certain  shares 
which  stood  in  his  name. 

Mr.  Cozens  Hardy,  Q.C.,  in  applying  for  the  order,  said  the  matter  was 
brought  before  the  Court  under  rather  peculiar  circumstances ;  and  the 
application  was  not  opposed.  The  Company  was  in  a  very  flourishing 
condition.  The  shares  were  at  a  large  premium ;  and  the  concessions 
under  which  they  were  working  in  Italy  were  very  valuable.  As  long  ago 
as  1868,  they  resolved  to  set  aside  £150  a  year  in  respect  of  their  termin¬ 
able  concessions,  by  way  of  sinking  fund  ;  and  they  had,  by  formal  resolu¬ 
tion,  decided  upon  the  investment  of  that  money  in  the  purchase  of 
shares  in  the  Company,  and  that  the  dividends  payable  thereon  should  be 
added  from  time  to  time  to  the  Company’s  reserve  fund.  This  course  had 
accordingly  been  continuously  followed ;  but  was  now  found  to  be  open  to 
various  objections.  In  the  first  place,  it  was  ultra  vires  for  the  Company 
to  make  investments  in  the  purchase  of  their  own  shares.  Striking  out 
Mr.  Wigan’s  name  as  the  owner  of  the  shares  would  have  no  efieot  what¬ 
ever  on  the  Company,  except  to  make  the  assets  so  much  more  than  the 
liabilities ;  and  the  Directors  were  now  perfectly  prepared  to  make  their 
investments  in  authorized  securities.  In  pursuance  of  the  resolutions 
mentioned,  the  shares  had  been  allotted,  in  the  first  instance,  to  Mr. 
Barrow,  who  had  executed  a  declaration  of  trust,  in  Mr.  Wigan’s  name. 
There  were  377  shares  now  registered. 

His  Lordship  asked  what  evidence  was  adduced  of  the  solvency  of 
the  Company. 

Mr.  H.ARDY  said  evidence  of  the  fact  was  afforded  by  the  high  premium 
of  the  shares  in  the  market,  and  that  the  Company  had  paid  continuous 
dividends  of  7  per  cent.  The  debts  due  by  the  Company  only  amounted 


to  £772. 

His  Loedship  remarked  that  a  further  affidavit  must  be  produced,  show¬ 
ing  the  position  of  the  Company  with  regard  to  debts  and  liabilities. 

Mr.  Hardy  suggested  that  it  would  not  be  necessary  for  more  to  be 
shown  than  that  the  Company’s  debts  did  not  exceed  the  amount  which 
would  now  be  dealt  with. 

His  Lordship  said  he  would  be  satisfied  with  that.  If  the  state  of 
matters  exhibited  by  the  last  balance-sheet  were  existing  at  the  present 
time,  it  would  not  be  necessary  to  require  consent  on  the  part  of  the 
creditors  to  the  amount  of  £772. 

Mr.  Hardy  said  he  supposed  the  Court  only  desired  to  be  assured  that 
the  debts  were  substantially  covered. 

His  Lordship  replied  that  that  must  be  done  before  he  could  release 
from  liability  a  person  who  was  admittedly  holder  of  a  considerable 
number  of  shares  on  which,  though  credited  as  fully  paid  up,  nothing  had 
been  paid,  and  which  were  not  shown  by  evidence  to  be  held  in  pursuance 
of  any  contract.  ^  ,,  , 

Mr  Hardy  said  the  Secretary  of  the  Company  would  make  an  affidavit 
that  the  debts  due  by  them  did  not  exceed  the  £772  of  ordinary  current 

His  Loedship  observed  that  he  could  not  point  out  how  the  affidavit 
should  be  framed.  He  only  wanted  to  be  assured  that  he  would  not  be 
prejudicing  anybody  by  releasing  a  person  who  at  present  was  under 
liability  in  respect  of  the  shares.  The  matter  might  be  mentioned  again 
to  the  Court  at  any  time. 


HIGH  COURT  OF  JUSTICE-QUEEN’S  BENCH  DIVISION. 

Monday,  Dec.  3. 

(Before  Mr.  Justice  Hawkins  and  a  Common  Jury.) 

STRUBE  V.  SOUTHWARK  AND  VAUXH.VLL  WATER-WORKS  COMPANY. 

This  was  an  action  to  recover  damages  in  respect  of  personal  injuries 
sustained  by  the  plaintiff  on  May  10,  1886,  through  the  alleged  negligence 
of  the  defendants’  workmen  in  leaving  an  open  space  in  the  public  high¬ 
way  in  Edward  Street,  Penton  Place,  Kennington  Park  Road. 

Mr.  Cock,  Q.C.,  and  Mr.  Fillan  appeared  for  the  plaintiff  ;  Mr.  M‘Call 
and  Mr.  Griffiths  for  the  defendants.  .  ,  ,  ■ 

Mr.  Cock,  in  opening  the  case,  said  the  only  question  for  the  jury 
was  whether  or  not  the  defendants  were  responsible  for  the  injuries 
which  the  plaintiff  had  sustained,  as,  in  the  event  of  their  so  holding, 
the  amount  of  damages  had  been  agreed  upon.  The  plaintiff,  who  was 
a  master  tailor,  suffered  from  sciatica;  and,  consequently,  had  to  use  a 
stick  when  walking.  On  the  night  in  question,  his  stick  caught  in  a 
guard-box,  which  was  not  provided  with  a  cover,  with  the  result  that 
the  plaintiff  fell  down  and  fractured  his  shoulder.  One  question  for 
consideration  was  whether  the  Company  did  in  fact  put  the  guard- 
box  over  the  supply-pipe;;  and  if  so,  whether  it  was  a  proper  and 
suitable  box.  Secondly,  whether  the  defendants  were  responsible. 
He  submitted  that,  as  they  were  entitled  to  put  the  box  down, 
they  were  responsible.  After  referring  to  the  various  sections  of  the 
■Water-Works  Clauses  Acts  bearing  on  the  point,  the  learned  Counsel 
said  it  was  plain  that  the  only  duty  of  the  owner  of  premises  was  to  put  in 
the  communication-pipe.  In  the  present  case,  the  Company  stated  that 
they  did  not  in  fact  put  in  the  box.  However,  whether  they  did  or  not,  it 
was  clear  they  provided  it;  and  it  was  their  property  according  to  the 
decision  of  the  Court  in  the  case  of  the  East  London  Water- Worhs  v. 
Vestry  of  St.  Matthew's,  Bethnal  Green.*  In  that  case  the  Vestry  thought 
the  guard-boxes  were  dangerous,  and  removed  them  from  the  pavement ; 
but  the  Court  held  that,  as  the  "Water  Company  had  a  right  to  put  them 
down,  the  Local  Authority  had  no  power  to  interfere  with  them. 

Mr.  Strube,  the  plaintiff,  gave  evidence  supporting  the  statement  of 
Counsel  as  to  the  cause  of  the  accident.  j  v  • 

Mr.  S.  M'Murdie,  architect  and  surveyor,  deposed  to  the  guard-box  in 
question  being  situated  2  feet  from  the  kerb.  The  pavement  was  6  feet  in 
width.  There  was  no  cover  to  this  particular  box ;  but  many  of  the  boxes 

had  covers.  ,  j  • 

Mrs.  H.  Hodgson  stated  that  between  1877  and  1886  she  resided  in 
Edward  Street,  and  remembered  the  box  in  question  being  put  down 
opposite  her  house.  The  work  was  done  by  the  Company’s  men. 

Cross-examined  :  Her  reason  for  saying  that  the  work  was  done  by  the 
Company  was  because  she  saw  the  Company’s  Inspector  there. 

His  Loedship  asked  whether  there  was  any  dispute  as  to  who  did  the 

Mr.  M’Call  said  the  box  was  supplied  by  the  defendants ;  but  it  was  not 
placed  in  position  by  their  workmen,  nor  was  it  the  property  of  the  Com¬ 
pany.  He  submitted  there  was  no  case  to  go  to  the  jury. 

His  Loedship  :  Supposing  I  rule  that  there  is  no  case  to  go  to  the  jury, 
“  Jouenal,  Vol.  XLVI.,  p.  1071  Vol.  XL VTII.,  p.  243. 
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are  you  content  (if  it  should  turn  out  hereafter  that  there  was  some 
evidence)  to  have  judgment  entered  against  you,  and  to  take  the  conse¬ 
quences  ? 

Mr.  M‘Call  ;  Certainly. 

Upon  the  understanding  that,  should  the  Divisional  Court  hold  there 
was  evidence  to  go  to  the  jury,  the  verdict  was  to  be  entered  for  the  plain¬ 
tiff  for  i'40,  his  Lordship  directed  a  nonsuit  to  be  entered ;  the  defendants 
also  consenting  to  a  stay  of  execution  until  after  the  judgment  of  the 
Divisional  Court.  With  a  view  of  saving  expense,  his  Lordship  further 
advised  the  parties  to  see  whether  some  arrangement  could  not  be  come 
to,  by  which  the  case  could  be  taken  direct  to  the  Court  of  Appeal ;  thus 
saving  the  costs  of  a  hearing  before  the  Divisional  Court. 


MANCHESTER  ASSIZES-NISI  PRIUS  COURT. 

Tuesd-ay,  Nov.  27. 

(Before  Mr.  Justice  Wills  and  a  Jnry.) 

KINDLE,  NORTON,  .AND  CO.,  V.  DOUOIL. — A  GAS-ENGINE  CASE. 

The  plaintiffs  in  this  case  are  engine  makers,  of  Oldham ;  and  the 
action  was  brought  for  the  recovery  of  £63  Is.  6d.  for  goods  sold  and 
delivered  to  the  defendant. 

Mr.  Addison,  Q.C.,  M.P.,  and  Mr.  Eastwood  appeared  for  the  plaintiffs; 
Mr.  C.  A.  Russell  for  the  defendant. 

Mr.  Addison,  in  opening  the  case,  said  the  plaintiffs  were  the  owners  of 
the  “  Dougil  ”  gas-engine.  In  order  to  push  the  sale  of  it,  they  appointed 
the  defendant  Dougil  to  be  their  agent  at  Leeds.  Although  the  name  was 
the  same,  he  had  no  connection  with  the  patent ;  it  was  merely  an 
accidental  similarity.  The  terms  were  that  he  should  have  15  per  cent, 
upon  the  net  price  of  cash  transactions.  Defendant  bought  the  two 
engines  which  were  in  dispute — one  in  November,  1887 — the  price  being 
£45,  or  reckoning  the  discount,  £38.  This  was  an  engine  of  i-horse  power. 
The  other  engine  was  one  of  J-man  power,  which  was  sent  to  him  in  July, 
1887.  Subsequently,  he  made  complaints  as  to  this  engine ;  but  the  in¬ 
formation  of  the  plaintiffs  was  that  he  admitted  he  had  tried  to  get  more 
work  out  of  it  than  it  was  capable  of.  However,  the  plaintiffs  consented 
to  take  it  back  in  April  of  this  year;  but  defendant  did  not  send  it.  In 
June  there  was  some  disagreement  between  the  parties,  in  consequence 
of  which  defendant  sent  the  two  engines  back  ;  but  the  plaintiffs  did  not 
receive  them.  The  price  of  one  was  £45,  and  of  the  other  £12 ;  and  plaintiffs 
said  they  were  entitled  to  have  the  full  price  for  them  from  the  defendant. 
The  engines  were  now  lying  at  a  railway  station  in  Oldham,  at  the  defend¬ 
ant’s  risk.  Defendant  claimed  to  return  them  on  the  ground  that  they 
Avere  not  merchantable  articles.  He  further  said  one  was  worth  £6  ;  and 
the  other  £1,  and  had  paid  the  amount  into  Court.  It  was  also  contended 
that  there  was  an  implied  warranty  that  the  engines  would  be  noiseless 
and  steady  in  working;  that  they  could  be  worked  with  uniformity  of 
motion,  however  intermittent  the  work  was ;  that  they  would  be  fitted 
with  governors  to  regulate  the  supply  of  gas  ;  and  that  they  could  be 
started  with  exceptional  ease,  and  as  soon  as  any  other  gas-engine  that 
was  in  the  market.  This  warranty,  defendant  said,  had  not  been  fulfilled, 
because  the  engines  were  defective — defective  in  manufacture,  and  not 
proportioned  to  the  work  they  were  warranted  to  do.  Plaintiffs,  however, 
never  warranted  them  to  do  any  special  work,  except  by  describing  them 
as  J-horse  and  J-man  engines  respectively.  The  engines  were  tested  for 
a  week  before  being  sent  out ;  and  they  worked  satisfactorily.  What 
defendant  did  with  the  engines  he  did  not  know ;  but  he  used  them  or 
had  them  used  for  a  long  time,  and  then  sent  them  back.  Plaintiffs  had 
seen  them,  and  said  that  after  being  cleaned  they  would  still  work  well. 
There  could  be  no  doubt  but  that  defendant  knew  what  he  was  buying ; 
and  he  did  not  suggest  that  there  was  any  special  warranty. 

Mr.  E.  Norton,  one  of  the  plaintiffs,  in  examination,  averred  that  both 
the  engines  in  question  fulfilled  the  conditions  of  the  firm’s  prospectus  ; 
being  tested  before  they  were  sent  out,  and  found  satisfactory.  They 
were  noiseless  and  steady  in  working,  made  of  the  best  iron,  and  of 
good  workmanship.  He  had  seen  the  engines  since  they  were  returned, 
and  found  them  to  be  all  right,  except  that  they  were  a  little  dirty. 


Wednesd.ay,  Nov.  28. 

On  the  case  being  resumed  this  morning, 

Mr.  Norton  was  cross-examined  by  Mr.  Russell.  He  admitted  that 
defendant  had  told  him  that  if  he  would  make  the  J-man  engine  work 
properly,  he  would  keep  it.  He  did  not  make  it  work  properly.  He  did 
not  know  that  the  piston  jammed  after  working  for  an  hour  or  two.  Upon 
this  point  being  further  pressed. 

His  Lordship  remarked  that  it  was  rather  a  matter  for  reasoning  than 
for  cross-examination.  He  explained  to  the  Jury  that  what  Mr.  Russell 
suggested  was  that  the  piston  got  hot  by  tbe  explosions  inside  the  cylinder ; 
and  the  piston,  being  surrounded  by  the  cylinder,  would  not  cool  as  fast 
as  the  cylinder — the  result  being  that  the  cylinder  shrank  on  the  heated 
piston,  and  became  bound. 

Cross-examination  continued  :  Neither  of  the  pistons  was  fitted  with 
rings ;  and  the  lubrication  of  the  piston  was  by  hand.  The  J-horse  engine 
was  sent  to  a  Mr.  Pedley,  who  made  complaints  about  it. 

Re-examined,  witness  said  that  they  had  no  complaints  of  any  engines 
that  were  supplied  for  cash  ;  but  they  had  had  three  complaints  respect¬ 
ing  engines  which  were  put  out  on  hire  by  the  defendant.  Rings  were  not 
required  on  an  engine  of  so  small  a  power  as  the  J-man  one. 

Mr.  .7.  Dougil^  the  patentee  of  the  engine,  deposed  to  having  tested  the 
engines  by  a  friction  brake  before  they  were  sent  out.  They  behaved  per¬ 
fectly  well.  When  a  Dougil  engine  was  started,  there  was  a  small  space 
between  the  piston  and  the  cylinder;  but  it  was  filled  up  by  expansion 
when  the  engine  had  been  working  five  or  six  minutes.  Witness  went  to 
Mr.  Pedley’s  at  Leeds,  to  whom  the  J-horse  engine  was  sold.  He  found  it 
fitted  up  with  an  unsuitable  exhaust-pipe.  Pedley  complained  that  he  could 
not  get  up  the  pressure;  and  he  found  it  to  be  due  to  the  exhaust-pipe, 
and  to  the  slide  rods  having  been  lengthened  two  turns  of  the  screw. 
Nothing  was  said  to  him  on  that  occasion  about  the  piston.  Rings  were 
not  put  on  the  pistons  of  other  makes  of  gas-engines. 

Cross-examined :  He  did  not  take  the  piston  out  several  times,  nor  did 
he  file  it. 

Re-examined  :  He  found  that  the  piston  wanted  cleaning.  It  ought  to 
have  been  cleaned  every  week  ;  and  this  was  stated  on  the  instructions 
sent  out  with  the  engine. 

Mr.  Hindis  agreed  with  the  last  witness  as  to  the  cause  of  the  engine 
not  working  properly. 

Mr.  J.  BicTterton  said  he  had  examined  the  J-horse  power  engine,  and 
found  it  to  be  of  good  workmanship.  He  thought  the  piston  was  of  proper 
construction,  and  that  rings  could  be  dispensed  with.  One  of  the  plain¬ 
tiffs’  J-horse  engines  had  worked  satisfactorily  at  his  place  for  about  twelve 
months. 

Further  evidence  of  a  like  nature  having  been  given. 

Witnesses  for  the  defence  were  called. 

Mr.  A.  Dougil,  examined  by  Mr.  Russell,  stated  that  the  J-man  engine 
referred  to  did  not  work  satisfactorily.  Mr.  Norton  tried  to  make  it  work  ; 
but  it  stopped  before  he  got  out  of  the  show-room.  Plaintiffs  offered  to 


take  this  engine  back ;  but  witness  wanted  to  give  them  every  chance  to 
make  it  right,  as  he  had  gone  to  some  expense  in  advertising  the  engines, 
and  wanted  to  recoup  himself.  In  June,  however,  he  sent  it  back.  He 
did  not  see  the  J-horse  engine  after  he  had  sent  it  to  Mr.  Pedley,  from 
whom  he  received  a  great  many  complaints  respecting  it.  He  sold  six  of 
plaintiffs’  engines  in  Leeds.  One  of  these — a  J-horse — was  fairly  satisfac¬ 
tory;  and  two  others  had  been  returned. 

Cross-examined  ;  The  engines  in  question  were  returned  after  disputes 
with  the  plaintiffs. 

Mr.  Marks,  the  defendant’s  foreman,  said  the  engine  supplied  to  Mr. 
Pedley  would  not  work  in  consequence  of  the  piston  jamming.  It  had 
never  to  do  more  than  J-horse  power,  in  fact  a  2-man  Bisschop  engine 
was  now  doing  the  work  the  J-horse  Dougil  machine  should  have  done. 
The  J-man  Dougil  engine  would  not  work  at  all. 

Cross-examined  ;  Witness  had  seen  a  number  of  different  makes  of  gas- 
engines,  but  never  one,  except  the  Dougil  engine,  where  the  pistons  were 
without  rings. 

Mr.  Pedley,  of  Leeds,  said  the  J-horse  engine  he  obtained  from  the 
defendant  would  not  do  its  work  at  all.  Mr.  Dougil,  the  patentee,  visited 
his  place  to  look  at  the  engine.  He  took  the  piston  out,  and  began  to  file 
it,  because  it  was  too  large.  The  piston  did  not  want  cleaning.  After 
Mr.  Dough’s  visit  the  engine  worked  no  better  than  before,  and  he  even¬ 
tually  returned  it. 

Mr.  T.  As7j6«r;/,  M.  Inst.  C.E.,  stated  that  he  saw  the  two  engines  in 
dispute  in  Oldham  the  day  before.  The  J-man  was  simply  a  toy  engine. 
He  tried  the  piston  of  the  J-horse  engine,  and  worked  it  by  hand.  This 
indicated  that  there  was  great  looseness  of  the  piston  inside  the  cylinder. 
The  piston  had  been  filed.  It  was  not  fit  for  a  gas-engine,  because  a  gas- 
engine  piston  should  be  as  tight  or  tighter  than  a  steam-engine  piston.  He 
did  not  know  of  any  other  gas-engine  of  the  same  size  which  had  no  adjust¬ 
ment  for  expansion.  It  was  not  a  workable  engine;  and  it  was  not  worth 
more  than  its  scrap  value.  The  scrap  value  was  not  more  than  £6 — the 
amount  paid  into  Court. 

Mr.  H.  Bickerton  said  he  had  seen  several  Dougil  engines,  and  con¬ 
demned  the  principle  on  which  they  were  made.  It  was  a  non-compres¬ 
sion  engine ;  there  were  no  rings  in  the  piston  ;  and  the  slightest  bit  of 
dirt  would  stop  it.  It  ivould  not  work  to  its  nominal  power  for  any 
length  of  time. 

His  Lordship,  in  summing  up,  said  the  question  before  the  jury  was 
whether  the  engines  were  really  merchantable  and  saleable  articles.  He 
regretted  very  much  indeed  that  the  case  was  not  left  to  the  decision  of 
one  thoroughly  competent  man;  for  not  only  had  he  and  the  jury  to 
decide  questions  to  which  they  were  not  accustomed,  but  they  derived 
very  little  assistance  from  those  who  ought  to  give  it  them.  It  was  a 
perfect  scandal  that  in  such  a  matter  as  this,  and  upon  such  a  question 
as  to  whether  the  “  Bisschop  ”  engine  ordinarily  had  rings  on  or  not 
they  should  actually  have  people  contradicting  one  another. 

The  jury  found  for  the  plaintiffs,  and  judgment  was  entered  for 
£54  9s.,  including  the  money  paid  into  Court.  Costs  were  also  allowed. 

His  Lordship  said  he  would  certify,  if  necessary,  that  the  case  was  a 
proper  one  to  come  before  him. 


WESTMINSTER  COUNTY  COURT.— Tuesday,  Dec.  4. 

(Before  Mr.  Francis  .Bayley,  Judge.) 

THE  GASLIGHT  AND  COKE  COMPANY  V.  LeACH. 

This  case  which  was  adjourned  on  the  16th  ult.  for  the  production  of 
further  evidence  (ante,  p.  943)  came  before  His  Honour  to-day.  The  facts 
of  the  case  are  briefly  as  follows: — The  defendant  Mr.  G.  E.  Leach,  was 
for  many  years  a  partner  in  the  firm  carrying  on  business  in  Charter- 
house  Square,  E.C.,  under  the  style  of  G.  E.  Leach  and  Co.  It  was  not 
disputed  that  the  gas  was  not  consumed;  but  Mr.  Leach  denied  his 
liability,  on  the  ground  that  he  was  not  now  a  partner,  having  severed 
his  connection  with  the  firm  in  1879.  When  the  dissolution  of  partner¬ 
ship  was  effected,  he  wrote  to  the  Company  informing  them  of  the  fact, 
and  also  told  the  collector  that  his  relations  with  the  firm  had  terminated. 
He  then  removed  to  Fenchurch  Buildings,  where  the  Company  laid  on 
the  gas  for  him,  and  continued  to  supply  him  for  several  years — not  a 
word  being  said  with  reference  to  any  previous  account ;  and  it  was  not 
until  quite  recently  that  the  present  claim  was  made. 

On  behalf  the  Company,  it  was  stated  that  a  letter  had  not  been 
received  from  Mr.  Leach ;  and  therefore  the  Company  held  him  liable. 
If  Mr.  Leach  could  produce  any  document  showing  that  the  Company  had 
released  him  from  the  contract,  then  there  would,  of  course,  be  an  end  of 
the  matter. 

For  the  defence,  a  copy  of  the  London  Gazette  was  produced  to  prove 
the  dissolution  of  partnership  on  April  29,  1879,  which  was  some  months 
prior  to  the  time  for  which  the  claim  was  made. 

On  the  Company’s  books  being  produced  in  support  of  the  claim. 

His  Honour  said  he  did  not  think  it  necessary  to  go  into  the  books.  His 
opinion  was  that,  although  the  defendant  had  not  produced  any  document 
from  the  Company  releasing  him  from  the  contract,  he  had  proved  he  was 
not  a  partner  at  the  time  for  which  the  claim  was  made.  The  verdict 
would  therefore  be  for  defendant  with  costs,  as  well  as  the  costs  of  the 
former  hearing. 


Keighley  Corporation  Gas  Supply. — At  the  meeting  of  the  Keighley 
Town  Council  last  Tuesday,  it  was  resolved  to  empower  the  Gas  Com¬ 
mittee,  if  they  thought  desirable,  to  apply  to  the  Local  Government  Board 
for  a  Provisional  Order  to  amend  the  Keighley  Gas  Acts,  authorizing  the 
Council  to  raise  floating  capital. 

Death  of  Mr.  T.  Craven,  of  Keighley. — The  sudden  death,  last  Tues¬ 
day  morning,  of  Mr.  Tom  Craven,  of  Keighley,  removes  one  who  took  a 
prominent  part  in  the  fight  in  Parliament,  in  1868,  between  the  Bradford 
Corporation  and  the  then  Keighley  Local  Board  on  the  question  of  the 
water  supply  of  the  town.  Mr.  Craven  was  at  that  time  Chairman  of  the 
Water  Committee ;  and  he  displayed  great  earnestness  in  seeing  the 
Committee’s  scheme  carried  to  a  satisfactory  completion.  The  deceased 
was  in  his  52ud  year. 

A  Proposal  to  Purchase  the  St.  Anne’s  Gas-Works. — At  the  last 
meeting  of  the  St.  Anne’s  Local  Board,  a  motion  was  brought  forward  by 
Mr.  W.  H.  Hargreaves  to  the  effect  that  tbe  local  gas-works  should  be 
purchased  by  the  Board.  He  said  that  every  town  ought  to  control  its 
own  gas  and  water  supply  ;  for  then  great  inconveniences  were  avoided. 
The  speaker  referred  at  length  to  the  advantages  that  would  accrue  to  the 
ratepayers  if  they  owned  the  works.  As  there  was  no  seconder,  Mr.  Pye 
said  there  was  something  far  more  important  for  the  good  of  St.  Anne’s 
than  the  purchase  of  the  gas-works,  and  that  was  a  sewage  scheme.  They 
would  sooner  or  later  have  to  face  this  question  ;  and  it  was  one  that  was 
most  urgently  needed.  Mr.  Porritt  inquired  if  the  subject  Mr.  Pye  was 
discoursing  upon  was  relevant  to  the  subject  of  the  motion,  to  which  the 
Chairman  replied  that  Mr.  Pye  was  rather  out  of  order,  but  no  doubt  was 
taking  time  by  the  forelock.  The  motion  was  lost. 
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BIRMINGHAM  CORPORATION  GAS  SUPPLY. 

The  Salaeieb  Question.  ,  ,  „  j  h 

At  the  Meeting  of  the  Birmingham  Town  Council 
Mayor  (Alderman  Barrow)  presiding— the  question  of 
salaries  of  the  Corporation  officials  by  Committees,  particularly  in  relation 

to  the  Gas  Department,  was  fully  discussed.  ,  nnticps  of 

The  Mayor  said  he  desired  to  call  attention  to  the  following  notices  of 
motion  which  had  been  given,  and  to  suggest  that  sbouW  be  com 
sidered  together-the  latter  as  an  amendment  on  the  fo^nei.  «,L.h  Com 
motion  was  by  Mr.  Lowe:  “That  it  be  an  instruction  to  all  BUcl  Com^ 
mittees  as  have  been  in  the  habit  of  increasing  the  salaries  of  officials  in 
their  employment  without  obtaining  the  sanction  of  the  Council  that  they 
shall  henceforth  report  to  the  Council  any  proposed  ®  Xtion 

which  shall  amount  to  ^50  or  upwards ;  and  that  Ind 

of  the  Council  which  is  inconsistent  wiGi  this  present  i“®truction  be,  ^d 
is  hereby,  to  that  extent  rescinded.  The  second  was  by  Alderman  Dr^ 
Barratt:  “That  it  be  an  instruction  to  the  of  the 

Council  to  report  any  application  or  proposal  for  the  advance  of  the 
salaries  of  any  of  the  officers  in  their  respective  departrnents  in 
where  the  salary  of  such  officer  amounts  to  the  sum  of  i£100 
per  annum,  anything  contained  in  any  previous  resolution  or  authority  ot 
the  Council  to  the  contrary  notwithstanding. 

The  suggestion  was  adopted.  .  _ 

Mr.  Lowe,  in  proposing  the  resolution  standing  m  h^is  name,  said  that 
at  the  previous  meeting  of  the  Council  the  resolution  he  then  moved  did 
not  go  far  enough  to  meet  the  exigencies  of  the  case.  As  an  amended 
resolution  was  then  ruled  out  of  order,  the  discussion  came  to  a  somewhat 
untimely  end,  and  was  unceremoniously  dismissed.  Although  they  were 
not  altogether  agreed  as  to  the  nature  of  the  ohanp  which  should  take 
place,  they  were,  he  thought,  unanimously  of  opinion  that  some  altera 
tion  should  be  made,  so  that  for  the  future  it  would  be  impossible  for  a 
Committee  to  act  as  the  Gas  Committee  had  in  raising  the  salaries  of  their 
high  officials  without  first  obtaining  the  consent  of  the  Council.  A  very 
strong  feeling  on  this  subject  existed  amongst  the  electors.  During  the 
recent  contests,  it  had  been  his  privilege  to  attend  a  good  many  meetings , 
and  he  never  knew  any  item  of  municipal  administration  which  was  more 
strongly  condemned  than  the  recent  action  of  the  Gas  Committee.  With 
the  e^eption  of  that  body,  it  had  been  the  almost  invariable  custom  of 
Committees  to  report  to  the  Council  any  proposed  advances  of  salary  , 
and  that  course  was  a  most  desirable  and  proper  one  to  pursue.  With 
this  idea  in  view,  he  had  made  his  resolution  read  “  any  proposed  increase 
of  salary  which  shall  amount  to  ^50  and  upwards.  He  had  fixed  the 
sum  at  ^50,  because  he  did  not  believe  in  the  wisdom  of  compelling  Com- 
mittees  to  go  to  the  Council  for  every  paltry  increase  in  weekly  wages  or 
small  salaries,  as  that  would  only  impede  and  hamper  the  work  of  Com¬ 
mittees.  For  this  very  reason  he  could  not  agree  with  the  notice  o 

motion  given  by  Dr.  Barratt.  ,  _ , 

Mr.  Barclay  also  considered  that  Dr.  Barratt  s  proposal,  if  passed, 
would  unnecessarily  hamper  Committees.  It  might  be  said  that,  under 
Mr.Lowe’s  resolution.  Committees  could  give  frequent  increases  below  toe 
£50,  and  so  avoid  the  necessity  of  appealing  to  the  Council ;  but  for  his 
own  part  he  did  not  think  any  Committee  would  act  in  such  an  unfair 

*^Dr*.'  B.^rratt  then  moved  his  amendment,  which,  he  remarked,  he 
brought  forward  partly  on  the  ground  just  stated  by  the  last  speaker,  io 
his  mind,  it  would  be  wise  to  go  back  to  the  old  days,  when  all  increases 
were  brought  before  the  Council ;  and  his  amendment  would  bring  tlmt 
result  about  so  far  as  salaries  over  ^100  a  year  were  concerned.  He 
objected  to  the  £50  limit,  as  smaller  increases  could  be  more  frequently 

given  without  any  application  to  the  Council. 

Alderman  Baker,  in  seconding  the  amendment,  said  the  change,  if  made, 
ought  to  be  thorough  and  complete.  i  „  „„ 

Mr.  Brinsley  supported  Mr.  Lowe’s  motion,  remarking  that  so  ongas 
Committees  had  officers  like  Mr.  Edwin  Smith,  the  Secreta,ry  of  the  Gas 
Department,  they  need  have  no  fear  of  the  Council  sanctioning  reasonable 

increases  in  the  salaries  of  their  officials.  „  i  i„ 

Mr.  Thomason  said  he  was  anxious  to  define  rather  more  clearly  what 
was  really  wanted ;  and  he  should,  therefore,  move,  as  a  further  anaend- 
rnent— “  That  henceforth  no  Committee  shall  increase  the  salary  of  any 
official  until  the  proposal  has  been  reported  to  the  Council,  and  approved 
of  by  them.” 

This  amendment  was  not  seconded.  .  i-™:* 

Mr  A.  C.  OsLER  suggested  that  Alderman  Barratt  should  accept  a  limit 
of  j£200’instead  of  ilOO.  One  of  the  great  difficulties  m  the  way  of 
accepting  the  resolution  was  that  Committees  might  be  unwilling,  in 
view^of  it,  to  get  the  very  best  men  they  could  for  the  rnanagement  of 
these  large  undertakings ;  and,  in  his  opinion,  the  very  best  men  were 
always  the  cheapest.  He  thought  the  community  would  be  quite  willing 
to  give  adequate  salaries  if  there  was  not  a  kind  of  feeling,  certainly  very 
widespread  at  the  present  time,  that  with  regard  to  salaries  they  were 
being  hoodwinked  and  kept  in  the  dark.  If  they  took  the  constituencies 
into  their  confidence  in  the  fullest  manner,  this  unhealthy  feeling  wwld 
be  removed  ;  and  the  Council  would  be  able  to  do  ample  to  their 

servants.  He  moved  as  an  amendment  that  the  limit  be  ±200  instead  of 
±100.  Mr.  Lowe’s  resolution,  he  thought,  would  increase  the  feeling  ot 

^^''^H^toFu^°FOM3  seconded  this  amendment.  He  said  all  the  Com¬ 
mittees,  except  the  Gas  Committee,  the  Water  Committee,  and  the  School 
of  Art  Committee  were  in  the  habit  of  reporting  increases  to  the  Council. 
Mr.  Davis:  Yes;  after  they  have  made  them. 

Mr  Lawley  Parker  supported  Mr.  Lowe’s  resolution. 

Alderman  Sir  Thomas  M.artine.au  observed  that  the  Water  Committee, 
one  of  those  against  which  he  supposed  some  resolution  of  ^the  kind  was 
aimed,  most  cordially  accepted  the  principle  of  Mr.  Lowes  resolution, 
and  speaking  personally,  he  would,  as  Chairman  of  that  Committee,  just 
L  soon  come  before  the  Council  with  a  recommendatiim  for  an  advance 
as  with  a  report  of  one,  and  asking  for  approval.  -There  must  be  a 
generous  confidence  shown  in  Committees  to  whom  the  Council  rele- 
lated  the  management  of  large  commercial  undertakings  if  the  work 
was  to  be  properly  done ;  but  any  substantial  increase  of  salaries  should 

come  before  th.e  Council.  ,  j  ^ 

Mr.  Michael  Davis  objected  to  Mr.  Lowe  s  resolution,  because  under  it 
any  Committee  could  advance  an  official’s  salary  oy  steps  of  ±49  19s., 
until  it  came  to  ±2000  a  year,  without  consulting  the  Council.  It  might 
be  said  that  present  Committees  would  do  no  such  thing,  but  gentlemen 

might  come  after  them  who  would  not  be  so  tenacious  of  principl^ 

Alderman  Pollack,  Chairman  of  the  Gas  Committee,  said  that  his 
Committee  had  discussed  the  matter,  and  cordially  accepted  Mr.  Lowe  s 
resolution.  The  Gas  Committee  were  not  to  blame  for  not  coming  to  the 
Council,  because  the  rule  of  toe  Committee  had  been,  since  it  was  started, 
not  to  report  increases  of  salaries ;  and  he  was  surprised  that  such  a  great 


economist  as  Mr.  Michael  Davis  should  have  only  just  discovered  that  he 
objected  to  their  action.  To  those  who  thought  the  Gas  Committee  had 
acted  extravagantly,  he  should  like  to  say  that  for  several  years  previous 
to  last  year  hardly  any  salaries  in  the  Gas  Department  had  been  in¬ 
creased.^  During  the  four  years  in  which  he  was  Chairman  of  the 
Committee  before  he  was  elected  Mayor,  the  increases  of  salaries  only 
amounted  to  ±300 ;  and  in  the  two  years  previous  to  that  term,  there  were 
only  three  increases  of  salary.  The  Committee  had  acted  probably  with 
a  closer  fist  than  if  they  had  come  to  the  Council,  because  they  felt  the 
responsibility  which  rested  upon  them.  They  had  not  the  slightest  objec¬ 
tion  to  report  to  the  Council  any  proposals  for  increase  of  salary ;  and  he 
thought  it  much  better  that  they  should  be  reported  before  being  granted 

than  afterwards.  ,  .  i  i  j  „ 

Dr.  Barratt  said  that  he  would,  with  the  consent  of  his  seconder 
adopt  the  modification  of  his  amendment  proposed  by  Mr.  Osier,  that 
increases  should  be  reported  in  the  cases  of  all  salaries  over  ±200. 

Alderman  Cook  supported  toe  amendment.  «  .  • 

Alderman  Lloyd  also  agreed  that  if  they  were  to  do  anything  effective 
they  must  adopt  Alderman  Barratt’s  amendment,  as  cases  which  would 
be  effected  by  Mr.  Lowe's  proposition  were  of  very  rare  occurrence. 

Mr.  Granger  also  supported  the  amendment,  which  he  thought  fook  a 
medium  course,  and  established  a  principle  for  the  guidance  of  all  the 
Committees.  It  should  be  remembered  that  the  Council  was  a  representa¬ 
tive  body,  and  should  furnish  the  burgesses  with  full  information  as  to  its 
proceedings.  It  was  far  better  that  important  increases  of  salary  should 
be  reported  rather  than  be  made  known  by  private  rumour.  A  report  by 
a  Committee  would  enable  the  burgesses  to  know  the  merits  of  some  of 
toe  men  who  received  the  large  salaries  ;  and  he  thought  it  would  be  more 
agreeable  to  the  latter  that  the  salaries  should  be  dealt  with  in  an  open 

^"Mr.'wALSH,  referring  to  the  remark  that  the  resolution  moved  by  Mr. 
Lowe  only  pointed  to  certain  Committees,  said  that,  while  this  was  so,  it 
did  not  exonerate  the  Committees  who  had  been  in  the  habit  of  reporting 
increases  of  salary  from  continuing  to  do  so. 

Mr.  Eli  Bloor  remarked  that  when  Committees  came  up  with  recom¬ 
mendations  for  increasing  salaries,  the  increase  was  frequently  supported 
on  the  ground  ot  the  economical  management  of  the  department  by  the 
official  concerned.  He  thought  that  in  such  cases  the  report  should  show 
wherein  the  economy  consisted,  as  he  had  found  m  some  instances,  from 
subsequent  inquiry,  that  the  alleged  economy  had  been  effected  either  by 
discharging  a  number  of  men  and  getting  the  same  work  done  by  the  re¬ 
mainder,  or  by  reducing  wages,  or  employing  boys  to  do  men  s  work.  He 
knew  two  or  three  departments  in  which  this  kind  of  thing  had  been  or 

jyjj,  jj  ]y[iNTON  said  he  was  at  a  loss  to  understand  how  the  Courmil 
had  so  suddenly  become  filled  with  an  excess  of  virtue  in  respect  to  this 
question  of  salaries.  He  believed  that  both  the  Committees  against  which 
Mr.  Lowe’s  motion  was  principally  aimed  were  quite  prepared  to  defend 

*'^Mr.^L?wE°*^iu^reply,  referring  to  the  suggestion  of  Mr.  Osier  that  the 
instruction  of  the  Council  might  be  evaded  by  a  Committee  giving  ad¬ 
vances  of  salary  by  instalments,  or,  as  Mr.  Davis  hinted,  by  voting 
±49  19s.  instead  of  ±50,  said  he  did  not  believe  that  any  member  of  the 
Council,  let  alone  one  of  its  Committees,  could  for  a  moment  be  guilty  of 
such  dishonourable  and  unworthy  conduct.  It  was  a  most  shallow  and 

Mr  Osler  asked  to  be  allowed  to  say  that  he  was  far  from  imputing  to 
any  of  his  colleagues  that  they  would  do  anything  dishonourable. 

Mr.  Davis  made  a  similar  disclaimer.  j  i  u  or  * 

Dr.  Barratt’s  amendment  was  then  put  to  the  vote,  and  lost  by  3j  votes 

against  17,  and  the  original  resolution  was  carried.  _ 

Mr  Walter  subsequently  moved — “  That,  in  the  opinion  of  this 
Council,  the  action  of  the  Gas  Committee  in  raising  the  salarip  of  Mr. 
Edwin  Smith,  Secretary  of  the  Gas  Department,  and  Mr.  Charles  Hunt, 
Engineer  of  the  Windsor  Street  Gas-Works,  ±250  per  year  each,  was  not 
only  an  act  of  discourtesy  to  the  Council,  they  not  haying  reported  the 
same  but  also  unnecessary  and  uncalled  for ;  and  considering  that  the 
necessaries  of  life  are  at  least  20  per  cent,  less  than  they  were  five  years 
Sicro  and  competition  much  keener  in  all  trades,  this  Council  instructs  the 
G"as’ Committee  that  such  increases  of  salaries  named  shall  cease  on  the 
31st  of  December  next.”  He  remarked  that  he  felt  considerable  diffi¬ 
dence  in  moving  such  a  resolution,  because  it  might  seem  that  he  wished  to 
assume  a  dictatorial  spirit  towards  men  who  had  done  splendid  work  for  the 
town  As  to  Mr.  Edwin  Smith’s  work,  he  considered  it  was  pure  y  account¬ 
ant’s  work  (cries  of  “  No  ”).  He  was  not  responsible  for  making  the  gas,  but 
merely  for  the  accounts;  and  he  (the  speaker)  thought  his  salary  ought 
to  be  guided  by  what  a  fair  accountant  could  get  in  the  town  He  had 
made  inquiries  and  found  that  ±800  a  year  would  pay  Mr.  Smith  well  for 
his  services.  At  Leeds,  where  the  gas  was  Is.  lOd.  per  1000  cubic  feet,  the 
salaries  paid  f  w  such  work  were  ±350  to  one,  and  ±250  to  three  other 
officials  respectively.  In  Manchester,  four  officials  were  paid,  in  the 
aggregate,  ±1600  ;  while  in  Birmingham  ±1200  was  paid  to  one  officer. 
He  believed  the  Council  desired  to  deal  with  the  ratepayers’ money  as 
they  would  deal  with  their  own  ;  but  in  this  matter  they  were  hovering 
on  the  lines  of  extravagance.  He  was  not  so  foolish  as  to  expect  the  reso¬ 
lution  to  be  passed;  but  as  he  was  on  the  side  of  justice  and  truth,  he 
hoped  he  would  gain  some  support.  . ,  ,  ,  , 

Mr  Towler,  in  seconding  the  resolution,  said  he  had  nothing  to  say, 
against  the  officials  personally  ;  but  in  considering  the  high  salaries  of  the 
chief  officials,  he  could  not  overlook  the  fact  that  a  large  number  ot 
men  were  discharged  by  the  late  Gas  Committee  without  any  remune- 
ration  whatever,  and  many  of  them  were  either  in  the  workhouse  or 
walking  about  the  streets  penniless.  He  could  give  the  names  of  men 
who  had  been  20,  30,  and  40  years  in  the  service  of  the  Corporation,  some 
ot  whom  were  discharged  without  compensation  or  with  an  allowance 
which  was  very  small  after  their  30  or  40  yea.rs’  “  slavery.”  The  impres- 
sion  created  among  the  people  was  that  the  high  officials  were  well  looked 
after  and  the  poor  workers  neglected.  Private  employers  paid  higher 
wages  to  bricklayers  than  were  paid  by  the  Corporation.  If  there  was  a 
superabundance  of  money  in  the  hands  of  the  Gas  Committee,  why  not 
spend  some  of  it  in  lighting  the  courts.  ^  j  j 

Mr  Granger  spoke  in  favour  of  the  resolution.  It  was  urged,  he  said, 
that  Mr.  Hunt  had  saved  a  Consulting  Engineer’s  commission  in  the  erec¬ 
tion  of  the  new  Windsor  Street  works ;  but  those  who  knew  the  district 
said  that  this  had  been  the  very  cause  of  excessive  expendffure.  It  was 
also  stated  that  these  advances  had  been  promised  by  Mr.  Chamberlin  ; 
but  he  did  not  believe  that  he  had  in  any  way  bound  his  successors.  The 
fact  was  that  there  ought  to  be  one  Engineer  instead  of  two  ;  for,  while 
it  was  urged  that  the  present  system  kept  up  a  useful  nvalrj^  it  was 
obvious,  on  the  other  hand,  that  the  same  rivalry  made  it  to  the  interest 
of  each  to  conceal  toe  causes  of  bad  gas.  ,  .  •  . 

Mr  Jarvis  felt  that  the  case  was  one  in  which  the  voice  and  opinions  ot 
the  electors  ought  to  be  considered.  The  maximum  salary  of  the  Manage 
should  be  ±1000.  He  would  not  suggest  a  reduction  ;  but  a  readjustmen 
of  toe  two  salaries  in  question  to  ±1000  and  .£950.  , 
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Mr.  Loughton  believed  Mr.  Chamberlain  had,  in  fact,  promised  the 
oflBcers  of  the  Gas  Department  that  their  position  should  be  as  good  as  that 
of  other  ofBcers  throughout  the  country.  The  statement  that  Mr.  Smith 
was  merely  an  accountant  was  incorrect,  as  every  one  acquainted  with  the 
work  of  the  Gas  Committee  was  aware. 

Alderman  Pollack  concurred  in  the  concluding  statement  of  the  last 
speaker.  One  would  imagine,  he  continued,  that  the  sole  business  of 
the  Gas  Committee  was  to  deal  with  salaries.  The  duty  of  the  Gas  Com¬ 
mittee  was  to  do  its  business  successfully  and  remuneratively,  to  employ 
such  men  as  would  ably  assist  them  in  doing  so,  and  to  pay  those  men 
such  salaries  as  their  responsible  duties  deserved.  Mr.  Hunt  was  engaged 
some  thirteen  or  fourteen  years  ago ;  and  surely  an  advance  from  ifiSOO  to 
±‘1200  in  that  time  was  not  excessively  rapid.  The  fault  had  been,  as  it 
seemed  to  him,  that  the  Committee  had  not  made  it  gradually.  Contrary 
to  what  Mr.  Granger  had  said,  the  Windsor  Street  works  were  effecting 
great  economies.  Manifestly  the  question  could  not  be  decided  by  the 
opinion  of  Mr.  Granger,  especially  when  the  Committee  were  in  posses¬ 
sion  of  many  facts  and  reasons  which  were  not  known  to  that  gentleman. 
Mr.  Walter  was  entirely  mistaken  as  to  the  nature  of  Mr.  Edwin  Smith’s 
duties.  They  were  not  exactly  those  of  an  accountant.  The  department 
had  an  accountant  strictly  so  called.  Mr.  Smith  was  the  General  Manager 
of  the  department;  and  one  of  his  duties  was  to  detect  any  shortcomings 
on  the  part  of  the  Engineers.  Mr.  Walter  appeared  to  forget  that  the 
Gas  Committee  transacted  an  enormous  amount  of  business.  Their  turn¬ 
over  was  nearly  £500,000.  They  had  not  only  to  deal  with  the  gas  accounts, 
but  with  several  other  important  matters.  There  was,  for  instance,  the 
question  of  residuals.  Two  years  ago  they  had  a  large  stock  of  coke ;  and 
they  were  advised  to  reduce  the  price  by  Is.  or  Is.  6d.  a  ton.  If  they 
reduced  it  Is.  per  ton,  it  would  have  been  a  reduction  in  the  revenue  of 
£7500;  but  by  the  vigorous  action  of  Mr.  Bishop,  in  conjunction  with 
Mr.  Edwin  Smith,  they  had  now  no  coke  left,  and  it  was  probable  the 
the  sale  of  the  coke  this  year  would  very  largely  increase  the  revenue. 
There  were  also  a  great  number  of  contracts  to  deal  with.  If  the  contract 
for  tar  were  not  properly  watched,  there  would  be  a  difference  of  perhaps 
£2000  to  £3000  a  year ;  and  every  penny  a  ton  in  the  price  of  the  coal 
meant  £1500  a  year  to  the  Committee.  It  was  due  to  Mr.  Smith  that  they 
were  able  to  buy  their  coal  so  economically.  Mr.  Edwin  Smith  gave  most 
invaluable  advice  in  respect  to  all  the  matters  which  came  under  the 
control  of  the  Committee,  who  appreciated  the  value  of  his  work. 

Alderman  Johnson  thought  that  the  resolution  if  passed  would  be 
illegal.  He  did  not  know  the  details  of  Mr.  Smith’s  engagement;  but  it 
was  an  engagement  which  could  not  be  terminated  at  a  month’s  notice. 
By  passing  the  resolution,  they  could  not  cancel  his  engagement  by  any 
such  notice  as  Mr.  Walter  proposed.  Mr.  Walter  urged  in  support  of  his 
resolution  the  discourtesy  of  the  Gas  Committee  in  not  reporting  their 
advances  of  salary.  The  Committee,  unfortunately,  had  departed  from 
the  spirit  and  letter  of  the  resolution  that  they  should  always  report ;  but 
were  they  going  to  victimize  Mr.  Edwin  Smith  because  the  Gas  Committee 
did  not  perform  their  part  of  the  standing  order  passed  when  the  Gas 
Committee  was  constituted?  The  Committee  were  empowered  by  the 
Council  to  make  a  contract  with  Mr.  Smith  ;  and  therefore  it  would 
become  in  every  sense  the  contract  of  the  Council.  If  they  passed  the 
resolution,  it  would  have  a  serious  effect  on  the  permanent  staff.  It  would 
discourage  them  in  their  work,  because  it  would  be  a  proclamation  to 
every  member  of  the  permanent  staff  of  the  Corporation  that  his  salary 
was  at  the  mercy  of  a  vote  taken  at  any  time  in  the  Council.  He  asked 
the  Council,  therefore,  to  reject  the  resolution  on  the  ground  that  it  was 
most  mischievous  in  its  character. 

The  motion  was  defeated  by  35  votes  to  5. 


IMPOETANT  SALES  OF  SHAEES. 

By  order  of  the  Eoyal  College  of  Surgeons,  Messrs.  Thurgood  and 
Martin  sold  at  the  Auction  Mart,  Tokenhouse  Yard,  last  Thursday, 
£24,780  of  stock  and  375  fully-paid  £6  7  per  cent,  shares  (all  czim  div.)  iu 
the  Crystal  Palace  District  Gas  Company.  The  well-known  prosperous 
and  promising  character  of  this  undertaking  drew  together  a  good  number 
of  purchasers,  who  evinced  much  eagerness  to  become  possessed  of  the 
various  lots  as  offered.  Having  dilated  on  the  prudent  management  and 
the  steady  growth  of  the  Company’s  district,  the  Auctioneer  put  up  for 
sale,  in  lots  of  £250  and  £100,  a  quantity  of  10  per  cent,  ordinary  stock, 
which  sold  as  follows : — £4750,  at  £205  per  cent. ;  £800,  at  £207  ;  and 
£775,  at  £207  10s.  A  large  parcel  of  7  per  cent,  stock  was  next  offered 
(divided  into  similar  lots),  of  which  £250  sold  at  £148  per  cent. ;  £100,  at 
£147  10s. ;  £2000,  at  £147  ;  £4800,  at  £146  lOs. ;  £6235,  at  £146  ;  and  £200, 
at  £145  10s.  The  final  lots  of  stock  sold  consisted  of  £4870  of  6  per  cent, 
(divided  as  before) ;  and  they  were  disposed  of  at  the  following  prices  : — 
£2500,  at  £137  10s.  ;  £400,  at  £135  lOs. ;  £1970,  at  £135.  The  £6  new 
ordinary  shares  (earning  dividends  at  the  rate  of  7  per  cent,  per  annum) 
produced— 300  shares,  £8  178.  6d.  each  ;  and  75  shares,  £9. 

Messrs.  Studdards  and  Stansfield,  of  Bradford,  sold  by  auction  last 
Tuesday,  a  number  of  miscellaneous  shares,  in  which  were  included  shares 
in  various  Gas  Companies.  Three  lots  of  £100  original  10  per  cent,  stock 
in  the  Shipley  Gas  Company  were  disposed  of  at  £240  each.  Fifteen  fully- 
paid  £10  shares  in  the  Bedcar  Gas  Company  fetched  £14  per  share.  Six 
£10  fully-paid  “  A  ”  shares  in  the  Eccleshill  Gas  Company  realized 
£18  10s.  Fifteen  of  the  Drighlington  Gas  Company's  £10  shares  (£8  paid) 
sold  for  £8  per  share.  A  lot  consisting  of  £120  “B”  stock  in  the  same 
Company  was  disposed  of  at  £122  10s. 


The  Lighting  of  Limehousb. — At  the  last  meeting  of  the  Limehouse 
District  Board  of  Works,  Mr.  E.  Smith  called  attention  to  the  lighting  of 
the  district.  He  said  the  Board  were  paying  more  for  public  lighting 
than  they  should;  and  he  hoped  the  Gas  Company  would  see  their  way 
to  reduce  their  charges.  With  this  in  view,  he  moved  that  the  question 
of  lighting  the  district  be  referred  to  the  Works  Committee.  The  Clerk 
stated  that  the  charge  for  lighting  was  £3  9s.  per  lamp  annually,  including 
the  painting  of  the  columns,  lighting  the  gas,  and  repair  of  broken  glass. 
Mr.  Hopson  seconded  the  motion,  which  was  carried. 

The  Proposed  Electric  Lighting  of  Cowpen. — Last  Wednesday  an 
informal  meeting  of  a  Committee  composed  of  all  the  members  of  the 
Cowpen  Local  Board  was  held  to  consider  the  advisability  of  lighting  the 
town  with  electricity.  The  Chairman  (Mr.  Eobinson)  said  he  had  called  the 
meeting  for  the  purpose  of  hearing  an  explanation  from  Mr.  Nicholson,  of 
Messrs.  Jennings  and  Nicholson,  electrical  engineers,  of  London.  After 
the  explanation  and  conference,  a  memorandum  of  agreement  was  drawn 
up  and  initialled  by  the  Chairman  on  behalf  of  the  Board,  and  Mr. 
Nicholson  on  behalf  of  his  firm,  for  lighting  the  township  by  electricity. 
On  Friday,  at  a  special  meeting  of  the  Local  Board,  it  was  unanimously 
decided  that  the  tender  of  Messrs.  Jennings  and  Nicholson,  to  light 
Cowpen  township  with  18  arc  lights  for  £575  per  annum,  with  option  to 
purchase  the  plant  during  the  five  years’  term,  be  accepted.  The  town¬ 
ship  has  been  in  darkness  since  August ;  so  that  considerable  satisfaction 
is  expressed  with  the  decision  of  the  Board. 


THE  GAS  COAL  CONTEACTS  OF  THE  BHEY  COEPOEATION. 

On  Thursday  last,  at  the  Meeting  of  the  Bury  Town  Council — the 
Mayor  (Mr.  Alderman  Smethurst)  presiding— the  Gas  Committee  pre¬ 
sented  minutes,  from  which  it  appeared  that  at  their  meeting  tenders  for 
coal  were  opened  and  initialed,  and  ordered  to  be  tabulated  and  laid  before 
the  next  meeting ;  and  tlie  Chairman  (Mr.  Alderman  Burrow)  read  to  the 
Committee  some  correspondence  that  had  taken  place  between  himself, 
the  Manager,  and  Mr.  Ellis  Lever. 

Mr.  Bentley  called  attention  to  the  minute  referring  to  the  correspon¬ 
dence,  and  moved  that  it  be  read.  He  said  he  need  not  remind  the 
Council  that  the  name  of  Mr.  Ellis  Lever  had  been  pretty  prominent  in 
connection  with  gas-works  and  municipal  corporations.  He  did  not  know 
what  the  object  referred  to  was ;  but  he  thought  it  desirable,  as  long  as 
his  name  was  in  the  minutes,  that  the  letters  should  be  read. 

Alderman  Burrow  had  no  objection  to  this  being  done,  if  it  was  the 
wish  of  the  Council.  He  did  not  think  it  advisable  that  all  the  corres¬ 
pondence,  which  the  members  of  the  Council  did  not  know  the  tenor  of, 
should  be  made  public;  although  the  Council  might  have  the  right  to 
know  of  it.  Mr.  Bentley  should  have  given  him  notice  of  his  motion. 
But  fortunately  he  had  the  letters  with  him ;  otherwise  he  would  have 
had  to  ask  the  Council  to  wait  whilst  he  sent  for  them. 

Mr.  Mozley  moved  that  every  member  have  an  opportunity  of  seeing 
the  correspondence  at  the  gas  offices. 

Some  conversation  took  place  as  to  whether  the  Chairman  of  the  Com¬ 
mittee  should  read  the  correspondence,  when 

Mr.  Alcock  said  it  would  be  simply  a  waste  of  time.  If  any  person  who 
had  an  interest  in  the  question  had  the  liberty  of  perusing  the  correspon¬ 
dence,  it  would  meet  the  case. 

The  minutes  were  then  confirmed,  on  the  understanding  that  Mr. 
Alcock’s  suggestion  should  be  carried  out. 


The  Bury  Times,  referring  to  the  matter,  thinks  the  Council  made  a 
mistake  iu  not  having  the  letters  read.  “  We  do  not,”  says  the  local  paper, 
“  suppose  that  anything  like  what  has  occurred  at  Salford  or  Halifax  is 
about  to  be  disclosed  in  connection  with  Bury.  Still,  as  Mr.  Lever  is 
something  like  a  stormy  petrel  in  connection  with  gas-works,  and  as 
Alderman  Burrow  said  he  had  the  letters  with  him,  and  had  no  objection 
to  read  tliem  if  the  Council  wished  him  to  do  so,  it  was  a  pity  the  Council 
should  not  have  accepted  his  offer.  Had  the  letters  been  read,  or  even  a 
summary  of  them  given,  it  might  have  been  the  best  for  all  parties. 
There  are  people  ready  enough  to  think  there  may  be  something  to  con¬ 
ceal.  It  is  clear  the  letters  should  not  have  been  named  in  the  minutes 
— or  they  should  have  had  their  purport  disclosed — if  only  to  prevent  state¬ 
ments  going  abroad  which  may  be  altogether  untrue  and  unfair.” 


SALFOED  COEPOEATION  GAS  SUPPLY. 

The  Alleged  Frauds  in  the  Gas  Department. 

At  the  Monthly  Meeting  of  the  Salford  Town  Council  last  Wednesday 
— the  Mayor  (Mr.  Alderman  A.  L.  Diokins)  presiding — the  correspondence 
which  had  taken  place  with  Mr.  Ellis  Lever  with  reference  to  certain 
alleged  frauds  in  the  Gas  Department  was  submitted. 

The  May'or  said  that  some  letters  had  passed  between  the  Council  and 
Mr.  Ellis  Lever  with  regard  to  that  gentleman’s  offer  to  show  the  rate¬ 
payers  how  they  had  been  defrauded ;  and  the  upshot  of  it  all  was  that 
Mr.  Lever  had  declined  to  accept  the  terms  of  the  Corporation.  The 
Mayor  then  read  the  correspondence.  The  first  letter,  dated  Nov.  22,  was 
from  the  Town  Clerk  to  Mr.  Lever,  and  was  as  follows  : — 

I  beg  to  forward  you  copy  of  resolution  passed  by  my  Council  yesterday.  You 
must  understand  that  in  case  your  two  nominees  should  not  appoint  his  Worship 
the  Mayor  the  third  gentleman  to  meet  you,  the  meeting  must  be  held  outside  the 
Town  Hall ;  but,  of  course,  in  case  his  Worship  is  the  third  member,  the  meeting 
may  be  held  here. 

The  resolution  enclosed  was  in  the  following  words  : — 

Resolved,  that  the  proposal  of  Mr.  Ellis  Lever  to  nominate  two  members  of  the 
Council,  who,  being  so  nominated,  shall  themselves  appoint  a  third,  to  whom  he 
will  disclose  the  frauds  alleged  to  be  going  on  in  the  supply  of  coal  for  the  Gas 
Department,  be  accepted,  and  that  the  members  so  selected  shall  receive  such 
evidence  and  report  the  result  to  the  Council. 

To  this  letter  and  enclosure,  Messrs.  Dendy  and  Paterson,  Mr.  Lever’s 
Solicitors,  on  Nov.  28,  wrote — 

On  his  return  from  Wales  yesterday,  Mr.  Lever  handed  us  your  letter  of  the22ud 
inst.  enclosing  a  document  purporting  to  be  a  resolution  passed  by  the  Council  on 
the  previous  day.  In  the  discussion  which  took  place,  the  Council  appeared  to 
ignore  the  fact  that  the  offer  made  by  our  client  on  the  26th  of  September  had  been 
formally  withdrawn  by  us  in  his  behalf,  for  the  reasons  stated  in  our  letter  addressed 
to  the  Mayor  on  the  8th  inst.,  which  you  published.  Even  if  the  offer  had  not  been 
withdrawn,  the  resolution  you  send,  and  the  letter  accompanying  it,  contain  condi¬ 
tions  to  which  we  could  not  advise  our  client  to  assent.  When  you  tell  him, 
although  not  authorized  by  the  resolution  to  do  so,  that,  unless  the  Mayor  is  the 
third  person  nominated,  Mr.  Lever  and  his  nominees  should  not  be  permitted 
within  the  Town  Hall,  the  only  construction  which  our  client  can  place  upon  a 
deliberate  affront  of  that  nature,  following  the  obstacles  put  iu  his  way  on  former 
occasions,  is  that  his  presence  and  assistance  are  not  desired. 

Alderman  Keevney  asked  if  he  might  understand  that  the  Com¬ 
mittee  could  have  met  either  in  the  Gas  Offices  or  anywhere  else,  at  Mr. 
Lever’s  request,  if  he  had  accepted  the  proposal. 

The  Mayor  replied  in  the  affirmative. 

Mr.  Eycroft  observed  that  having  since  his  election  to  the  Council, 
taken  a  somewhat  prominent  part  in  the  gas  affairs  of  the  Corporation, 
he  must  express  his  regret  at  what  appeared  to  be  the  utter  collapse  of 
the  negotiations  between  Mr.  Ellis  Lever  and  the  Corporation  in  reference 
to  the  communication  of  certain  information  which  Mr.  Lever  publicly 
announced  he  was  able  to  furnish.  He  was  afraid  the  Council  was  largely 
to  blame  for  this  result.  If  the  Council,  as  it  undoubtedly  should  have 
done,  had  promptly  and  without  reservation  accepted  Mr.  Lever’s  offer, 
he  would  have  had  no  alternative  but  to  carry  out  the  promise  he  made ; 
but  the  manner  in  which  the  Council,  in  its  unwisdom,  approached  the 
matter  was  not  calculated  to  inspire  Mr.  Lever  with  confidence.  He 
trusted,  however,  that  Mr.  Lever  would  not  let  the  public  suffer  in  conse¬ 
quence  of  the  infirmity  of  those  who  were  sent  to  safeguard  their  interests ; 
but  that  he  would  reconsider  the  position,  and  let  the  information  be  avail¬ 
able  for  exposing  any  past  or  present  malpractices  in  the  Gas  Depart¬ 
ment.  That  the  burgesses  of  Salford  were  greatly  indebted  to  Mr.  Lever 
could  not  be  denied ;  and  it  did  seem  strange  that  he  should  have  been 
treated  with  such  scant  courtesy.  He  refused  altogether  to  be  drawn 
away  by  side-issues.  The  sole  questions  they,  as  a  Corporation,  had  to 
consider  were  :  Had  they  been  defrauded  ?  (and  of  that  there  was  no 
manner  of  doubt)  and.  By  whom  ?  To  say  that  A.  was  nojbetter  than  B., 
or,  as  a  prominent  statesman  put  it,  “You’re  another,”  did  not,  in  his 
opinion,  advance  the  matter  at  all. 

The  Mayor  said  Mr.  Lever  would  probably  have  plenty  to  do  for  some 
little  time  to  answer  the  letter  which  had  been  published  in  the  City 
News.*  If  that  letter  was  answered  satisfactorily,  it  would  answer  the 
purposes  of  the  Council. 

*  This  is  the  letter  which  appeared  in  the  Joubnal  for  the  27th  ult.  (p.  941), 
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Mr.  B.  Robinson  thought  the  matter  ought  not  to  be  allowed  to  rest 
where  it  was;  because  a  serious  imputation  had  been  cast  upon  tUe 
Council  as  well  as  upon  the  Gas  Committee.  ,  ,,  n 

The  Mayor  :  You  can  put  it  on  the  agenda  paper  for  the  next  Council 

meeting. _ 

THE  ALLEGED  OVERCHARGES  FOR  GAS  IN  ABERDEEN. 

The  Sub-Committee  appointed  by  the  Aberdeen  Town  Council,  in  July 
last,  to  consider  the  subject  of  the  alleged  overcharges  for  gas  (to  which 
a  number  of  references  has  been  made  of  late  by  our  Edinburgh  cor¬ 
respondent),  have  now  issued  their  report.  The  Committee  st^e  that 
they  resolved,  in  the  first  instance,  to  obtain  a  report  from  Dr.  ^^lliam 
Wallace  on  the  quality  of  the  coals  used  at  the  Corporation  G^- Works, 
the  gas  produced,  and  the  pressure  on  the  distributing  mams. 
carefully  considered  Dr.  Wallace’s  report,  from  which  /would  be 
observed  that  he  took  no  exception  either  to  the  quality  of  the  coals  or 
the  results  obtained.  They  had  also  examined  the  pressure-register  kept 
at  the  gas-works,  and  found  that  the  pressure  agreed  with  that  recom¬ 
mended  by  Dr.  Wallace.  With  regard  to  the  suggestion  that  gas  of 
25-candle  power  should  be  manufactured,  as  the  most  econornioal  for 
general  use,  and  the  most  likely  to  give  satisfaction  to  all  parties,  the 
Committee  recommend  that  this  matter  should  be  kept  in  view,  and  taken 
into  consideration  before  the  contracts  are  entered  into  for  next  years 
supply  of  coals.  The  report  goes  on  to  say  that  the  Committee  also 
instructed  the  Gas  Treasurer  to  prepare  a  statement  showing  the  amount 
of  the  gas  accounts  of  consumers  resident,  for  three  consecutive  years,  in 
each  of  the  following  streets: — Causewayend,  Market  Street,  rerryhill 
Place,  Watson  Street,  and  Frederick  Street— the  statement  to  embrace 
the  period  from  May,  1885,  to  May,  1888,  and  to  distinguish  the  number 
increased  or  decreased.  This  statement  was  duly  prepared  ;  and  it 
showed  that  the  increase  of  gas  consumed  for  the  year  188b-7  over  the 
year  1885-6  amounted  to  5'08  per  cent.,  while  the  increase  of  money  paid 
amounted  to  5'3  per  cent.  For  the  year  1887-8  the  increase  of  gas  (con¬ 
sumed  over  the  preceding  year  amounted  to  2'33  per  cent,  only  ,  while  the 
sum  paid  for  gas  for  the  same  period  decreased  2-01  per  cent.— the  P/ice  ot 
gas  having  been  reduced.  The  Committee  further  find,  from  the  last 
statement  of  accounts  submitted  in  connection  with  the  gas  undertaking, 
that  the  average  annual  increase  of  gas  consumed  since  1872  to  the  present 
time  has  been  10,700,000  cubic  feet ;  whereas  the  increase  of  the  past  year 
over  the  preceding  year  has  been  only  8,379,000  cubic  feet.  The  gas- rental 
has  decreased  from  £56,076  in  1887  to  £55,604  in  1888.  The  Committee 
also  received  from  Mr.  Adam  Pratt  a  list  of  complaints  obtained  by  him 
in  response  to  public  advertisement.  The  number  of  gas  consumers  in  -Aber¬ 
deen  is  nearly  25,000 ;  and  the  complaints  on  Mr.  Pratt’s  list  amounted  to 
only  134.  Of  these  cases,  an  analysis  shows  the  following  result  :---Number 
entered  twice,  4  ;  number  where  larger  pipes  or  meters  were  supplied  owing 
to  greater  quantity  of  gas  being  required,  or  where  pipes  were  cleaned  out 
or  larger  burners  used,  7  ;  number  where  gas-stoves  were  introduced,  2, 
number  where  escapes  were  found  ranging  from  §  foot  to  6  feet  per  hour,  4  , 
number  where  no  corresponding  accounts  exist  with  which  comparison 
can  be  made,  16 ;  number  not  found  in  the  Councirs  books,  4 ;  number 
decreased  in  place  of  increased  as  alleged,  13.  This  disposes  of  50  of  the 
complaints  ;  and  of  the  84  remaining  cases,  it  is  explained  that  5  show  an 
increase  on  the  half  year  of  from  2d.  to  Is.  ;  35,  from  Is.  to  5s.  ;  ..3,  from 
5s.  to  10s. ;  15,  from  lOs.  to  20s. ;  6,  from  20s.  to  36s.  It  is  pointed  out 
that,  while  it  is  the  duty  of  the  Town  Council  to  supply  gas  of  the 
statutory  quality,  and  keep  up  the  necessary  pressure  on  the  street  mains, 
it  is  the  duty  of  the  consumer  to  use  only  such  quantity  of  gas  as  he 
requires,  and  that  the  Council  cannot  impose  any  restriction  as  to  the 
amount  which  the  consumer  is  to  burn.  The  Committee,  in  conclu¬ 
sion,  take  the  opportunity  of  stating  that  there  is  not  the  slightest  founda¬ 
tion  for  the  allegation,  which,  on  more  than  one  occasion,  has  been  made 
in  public,  to  the  efiect  that  atmospheric  air  was  being  forced  through  the 
mains  by  which  the  gas  supply  is  distributed  to  the  city. 


THE  PROPOSED  ELECTRIC  LIGHTING  OF  DUBLIN. 

At  a  Special  Meeting  of  the  City  Council  of  Dublin  last  Wednesday— 
Mr  Alderman  Kernan  (locum  tenens  for  the  Lord  Mayor)  presiding  the 
question  of  the  electric  lighting  of  the  city  was  discussed  on  the  estimate 
of  the  Finance  and  Leases  Committee  coming  up  for  confirmation. 

The  High  Sheriff  (Mr.  J.  Winstanley),  in  moving  the  adoption  of  the 
estimate  of  the  Finance  and  Leases  Committee,  said  that  the  figures 
were  rather  alarming,  being  £6795,  as  against  £3651  an  increase  of  £3144. 
The  adoption  of  the  electric  light  would  alone  cause  about  £2300  of  this 

additional  expense.  ,  i  ,  t 

Mr.  Healy  remarked  that  in  the  estimate  he  could  only  see  a  sum  ot 

about  £1000  accounted  for  under  the  head  of  electric  light. 

Mr.  Shanks  pointed  out  that  there  was  an  estimate  for  £804  to  meet 
expenses  in  connection  with  a  loan  for  £6000  for  electric  lighting  pur¬ 
poses.  He  was  not  aware  the  Council  had  sanctioned  such  a  loan. 

The  Town  Clerk  replied  that  the  Council  had  authorized  the  obtaining 

of  a  Licence,  and  the  necessary  expenses  in  connection  with  it. 

Mr.  D  \WSON  moved  a  reduction  of  the  amount  of  the  estimate  by  ±.14(14 
made  up  as  follows :— £804  15s.  expenses  in  connection  with  the  electric 
lighting  loan  ;  £500  for  maintenance;  and  £99  less  cost  of  collection. 

Alderman  O’Connor  seconded  the  amendment.  _ 

Mr.  Gill  said  he  believed  the  Corporation  were  going  into  a  thing 
which  would  entail  an  enormous  expense  on  the  community.  People 
might  say  :  “  Oh,  you  are  a  gas  shareholder  and  have  no  right  to  speak 
on  this  matter.”  Notwithstanding  that  he  was  a  shareholder  m  the  Gas 
Company,  he  considered  himself,  as  a  member  of  the  Council,  bound  to 
protest  against  the  enormous  expense  that  was  going  to  be  put  on  the 
city.  The  Corporation  were  rushing  into  an  enterprise  the  end  of  which 
no  one  saw,  and  which  would  saddle  the  citizens  with  probably  £25,009 
of  expense.  He  believed  the  Gas  Company  were  also  going  in  for  electric 
lighting ;  bub  they  had  some  reason  of  their  own.  It  was  not  for  any 
profit  they  would  make  through  it,  because  he  believed  both  the  Gas 
Company  and  the  Corporation  would  incur  heavy  loss.  He  might  point 
out  that  in  parts  of  America,  where  electricity  was  suocessful,^  it  com¬ 
peted  with  gas  at  from  12s.  to  15s.  per  1000  cubic  feet,  instead  of  3s. 

Mr.  Doyle  said  it  struck  him  as  an  anomaly  that  Mr.  Gill,  who  was  a 
large  shareholder  of  the  Gas  Company,  should  oppose  this  naotion,  when 
the  Gas  Company  themselves  were  about  to  apply  for  a  Provisional  Order 
for  the  purpose  of  enabling  them  to  furnish  electric  light.  His  reason  for 
voting  for  the  experiment  was  that  he  thought  the  monopoly  of  lighting 

should  not  be  altogether  in  the  hands  of  the  Gas  Company. 

The  High  Sheriff  intimated  that  he  would  assent  to  the  reduction  of 
the  estimate  by  ±1400.  It  would  stop  the  loan  for  a  year.  ^ 

Mr.  Doherty  observed  that,  if  they  desired  to  keep  up  with  the  times, 
they  were  bound  to  give  electricity  a  trial.  Belfast  was  splendidly  hgMed 
with  gas  ;  but  they  had  control  of  the  gas-works  themselves.  If  the  Dublin 

*  Abstracts  of  Dr.  Wallace’s  and  the  Gas  Treasurer’s  reports  were  given  in  the 

Journal  for  Aug.  14  last  (p.  302). 


Corporation  could  not  light  the  city  by  electricity,  they  must  buy  up  the 

""  Mr""  HTL7tL'’ugTt  U"was  singular  that  this  scheme  should  be  attack^ 
at  the  last  moment,  and  by  those  gentlemen  who  were  J“t®rested  in  the 
Gas  Company.  The  increase  on  the  rates  of  the  city  by  the  scfieme  wouia 

stances,  he  considered  that  the  Co'-pof 

to  go  for  a  Licence,  it  would  be  a  monstrous  thing  to  tie  up  the  hands  o 
‘‘MnTHTNKSsrirhe  should  support  the  amendment,  as  he  believed  the 

Committee  had  exceeded  their  powers.  ,  ot+Q^.l!-orl  hv 

The  Chairman  said  it  was  not  a  fact  that  the  scheme  was  attacked  by 
the  shareholders  of  the  Gas  Company  He 

for  he  would  like  to  see  the  streets  of  Dublin  well  lig^/d,  which  t^ 
not  at  present.  The  lamps  were  too  far  apart ; 

were  not  willing  to  give  money  to  the  Gas  Company  to  light  the  street 

^'"on^a^^ivision  being  taken  on  the  amendment,  the  voting  was  equal. 

tL  Chairman,  believing  that  it  was  the  wisest  course  for  the  Council 
not  to  preSrfor  the  mone|,  said  he  would  give  his  casting  vote  for  the 

^'MtXTERTSON  moved  as  a  further  amendment-"  That  the  estimate 
be  reduced  by  £402  7s.  6d.  (instead  of  £8o4  153.)  to  meet  the  expenses  of  a 

^°Tlderman^BYRNE,  m*^seoonding  the  amendment,  said  the  Committee 
could  not  get  the  work  done  for  them  by  a  small  contractor  if  the  i^ney 
was  not  forthcoming  for  a  year.  Only  a  large  contractor,  who  would 

charge  more,  could  wait  out  of  his  money  for  a  year.  nnmhera 

After  a  prolonged  discussion,  a  division  was  taken ,  and  the  numbers 
beine  again  equal,  the  Chairman  gave  his  casting  vote  against  the  amend¬ 
ment ;  Ld  Mn  Dawson’s  amendment,  reducing  the  Committee  8  estimate 
to  £5400,  was  adopted. _ _ _ 

THE  ELECTRIC  LIGHTING  OF  BARNET. 

Further  Dissatisfaction  with  the  Lighting — The  Third  Coll.apse. 

At  each  meeting  of  the  Barnet  Local  Board  of  late,  the  mernbers  have 
been  troubled  with  complaints  from  the  inhabitants  as  to  the  lighting  of 
the  district  by  the  electric  lamps,  and  last  Tuesday  s  meeting  '^as  no 
excention  to  the  rule.  A  Mr.  Yolland  attended  and  complained  that 
for  three  nights  one  of  the  lights  in  Park  Road  had  not  been  flight. 
The  Chairman  (Mr.  C.  Stevens)  apologetically  stated  that  the  Board  a 
spending  a  great  deal  of  time  on  the  subject  of  the  lighting  of  Jhe  town. 
This  however,  did  not  satisfy  the  complainant ;  and  he  asked  that  an  oil 
l.ght  should  be  placed  in  the  gas-lamp,  to  which  the  Chairman  replied  : 
“We  must  not  do  that;  but  we  are  seriously  oonsidering  the  matter 

On  being  informed  that  the  Board  were  about  to  djsouss  the  whole 
question  of  the  lighting  of  the  district,  Mr.  Yolland 

Ls  then  read  from  the  Board  of  Trade  informing  the  Board  that  it 
would  be  necessary  for  Mr.  Joel  to  acquire  statutory  powers  for  lighting 
the  district  of  the  Board  with  electricity;  ^nd  the  Clerk  was  instructed 
to  inform  the  Board  of  Trade;  that,  under  his  contract  with  Gie  Board 
Mr.  Joel  had  to  do  so  at  his  own  expense,  if  it  was 

subsequently  went  into  Committee  for  the  consideration  of  the  subject  of 
electric  lighting ;  and,  after  lengthened  discussion  in  camera,  instructed 
the  Clerk  to  give  notice  to  Mr.  Joel  to  remedy  the  defects  in  the  lighting 

^  Last  S°aturday^n^ght  witnessed  the  third  breakdown  of  the  electric  light 
at  Barnet  since  its  introduction.  On  this  occasion  the  electric  light  wa 
brilliant  from  dusk  to  about  7.30,  when  it  suddenly  went  out.  The  occur¬ 
rence  was  particularly  unfortunate,  as  the  streets  were  very  busy  at  the 
W  ;  Zl  numbers  of  persons  resident  in  the  town  and  in  the  surround¬ 
ing  villages  were  engaged  in  shopping,  ^.ti^ie^fog  prevailed  and  for 
some  time  pedestrians  were  literally  groping  their  way.  {P  the 
thoroughfares  the  inconveiiience  was  not  so  great,  as  the  lights  m  tne 
variouf  shop  windows  served  to  illuminate  the  streets  to  some  extent 
and  particularly  so  as  the  lights  in  question  were  more  numero,^  than 
usual  on  account  of  shows  and  window  dressings  which  are  common  at 
this  season  of  the  year.  Even  in  the  most  favoured  parts  of_  tiie  town 
however,  it  is  stated  that  the  inconvenience  was  considerable  and  trade 
was  practically  at  a  standstill  for  a  short  time.  It  was  alleged  that  a  wire 
had  teen  maliciously  cut,  and  the  circuit  so  broken  ,  and,  further  that 
a  workman,  recently  discharged  by  the  contractor,  was  suspected  of  the 
outrage.  A  more  probable  explanation,  however,  is  to  be  found  in  a  letter 
which  the  Contractor  recently  addressed  to  the  Local  Board,  informing 
them  that  he  was  about  to  make  a  change  from  temporary  to  permanent 
engines  and  plant,  and  asking  to  be  excused  if,  m  the  tra^itiOQ 
anv  hitch  should  occur.  Whatever  the  cause  may  have  been,  the  ight 
was  not  again  available  for  nearly  two  houp;  and  the  public,  particularly 
the  tradesmen,  gave  free  expression  to  their  annoyance  at  its  tailure. 

Bolton  Corporation  Gas  SuppLY.-At  the  monthly  meeting  of  the 
Bolton  Town  Council  on  Wednesday  last,  Alderman  Miles,  Chairman 
the  Gas  Committee,  drew  attention  to  the  following  paragraph  too 

Committee’s  minutes :-“  Question  of  T'rten 

monthly  collection  referred  for  further  consideration  O^ice  Superinten¬ 
dent  to^ obtain  information  as  to  the  practice  of  oil'®.’’ u  „ 

scheme  for  carrying  out  proposed  system  ;  and  submit  such  mforination 
and  scheme  to  Works  Sub-Committee.  The  Office  Superintendent  also 
to  submit  report  showing  the  number  of  deposits  and  the  total 
now  in  the  hands  of  the  Corporation  as  security  for  gas  ,™PP^y> 
average  yearly  interest  paid  in  respect  of  such  deposits.  ^e  said  that 
thev  had  80J0  service-pipes  laid  into  houses  in  and  around  the  district, 
whTch  harbeen  cut  ofi  for  one  purpose  and  another,  and  at  present  were 
totallv  unproductive.  It  was  the  desire  of  the  Committee  to  bring  as 
many^ of  these  into  use  as  possible,  and  under  the  best  system  they  could 
organize.  They  were  now  getting  particulars  as  to  the 

towns;  and  he  thought  the  information  might  enable  the  Committee  t^q 
come  to  a  wise  decision  on  the  point.  With  regard  to  the  ^eposit  system, 
he  had  a  strong  opinion;  but  if  he  gave  expression  to  it,  it  must  be 
understood  he  did  not  pledge  the  Committee  or  any  member  of  /I /n  any 
direction  whatever.  His  opinion  was  that  the  Committee  wo/ild  do  well 
to  abolish  the  deposit  system,  except  to  those  people  who  might  be 
described  as  “  here  to-day  Ld  gone  to-morrow.”  At  the  recent  meeting  of 
the  Manchester  Institution  of  Gas  Engineers,  Mr.  Newbigpng  wrote  in 
very  strong  terms  against  the  deposit  system  ;  and  he  entirely  agreed  with 
torn,  behefing  that  the  provision  had  prevented  them  Bo  ton  gett  ng  a 
number  of  consumers  they  might  otherwise  have  teAc  Ueo 

cussion  which  followed,  Mr.  Broughton  spd  the  PF°P°\®^^ 
tion  was  a  most  important  change  and  likely  to  e  nd  another 

friction,  as  they  could  not  treat  one  householder  on  one  basis,  and  another 
on  a  difierent  one.  Finally,  the  minutes  were  confirmed. 
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THE  INAUGURATION  OF  ELECTRIC  AND  GAS  LIGHTING  IN 

IPSWICH. 

Public  lightiug  by  electricity  from  a  central  station  was — says  the  East 
Anglian  Times  of  last  Tuesday — quietly  inaugurated  in  Ipswich  on 
Saturday  night,  when  the  offices  of  this  paper  were  brilliantly  illuminated 
from  the  station  in  Carr  Street,  not  far  from  the  spot  where,  GO  years  ago, 
public  gas  lighting  was  first  commenced  in  the  town.  The  coincidence  is 
singular;  the  premises  in  Carr  Street,  taken  as  a  central  electric  lighting 
station,  being  but  a  few  yards  from  the  site  of  Messrs.  Ransomes’  old  pre¬ 
mises,  where  the  gas  lighting  of  Ipswich  was  started.  The  house  is  still 
marked  by  a  gas-lamp — the  very  first  to  be  lighted.  A  little  party  assem¬ 
bled  on  the  occasion,  66  years  ago;  and  one  of  the  elder  Ransomes  had 
struck  a  light  to  ignite  the  first  public  gas-jet  in  Ipswich,  when  Mr. 
Richard  Ransome  dashed  forward  and  declared  that  the  new  light  should 
not  be  started  in  such  a  way.  Wispiug  up  a  one-pound  note  he  set  fire  to 
it;  and  thus  was  public  gas  lighting  inaugurated  in  Ipswich.  Mr.  Dykes 
Alexander  was  the  first  Chairman  of  the  Company,  which  comprised 
eighteen  other  Alexanders,  six  Cobbolds,  twelve  Ransomes,  eight 
Browns,  three  Maws,  Mr.  Arthur  Biddell,  Mr.  D.  P.  Goddard,  Mr. 
W.  Haldemand,  M.P.,  and  Sir  W.  Fowle  Middleton,  who,  imitating  his 
famous  predecessor,  the  author  of  the  New  River,  took  a  large  interest  in 
the  new  light.  The  famous  Engineer,  Sir  William  Cubitt,  then  an  undis¬ 
tinguished  young  man,  was  the  first  Engineer  and  Clerk  to  the  Company, 
at  a  salary  of  ±T00.  It  may  be  interesting  to  mention  that  the  rental 
during  the  first  nine  months  from  private  consumers  only  amounted  to 
i;514  7s.  8d. ;  and  that  the  Company  earned  5  per  cent,  from  the  first. 
The  Committee  in  their  first  report  “  flattered  themselves  ”  that  the 
undertaking  “  would  prove  satisfactory  to  the  proprietors.”  That  it  has 
done  so  is  beyond  doubt ;  that  it  will  continue  to  do  so  both  for  light  and 
heat  is  the  general  belief.  The  inauguration  of  electric  lighting  on  Satur¬ 
day  in  Ipswich  was  not  marked  by  the  sensational  destruction  of  a  one- 
pound  note.  It  was  quietly  done  in  the  back  yard  of  the  premises  taken 
as  a  lighting  station  by  Messrs.  Laurence,  Paris,  and  Scott,  Limited.  The 
old  house  where  gas  was  started  will  soon  be  replaced  by  a  brand  new  build¬ 
ing;  and  after  66  years  the  gas-lamps  of  Ipswich  are  menaced  by  a  brand 
new  light.  This  also  is  a  young  giant,  born  near  the  self-same  spot  which 
gave  birth  to  gas  lighting.  The  modus  operandi  consisted  of  a  big  port¬ 
able  engine,  put  into  the  central  station  by  Messrs.  Ransomes,  who  are  to 
the  front  in  electric  lighting,  as  they  were  in  gas.  This  engine  drove  a 
dynamo,  fixed  by  Messrs.  Laurence,  Paris,  and  Scott,  and  which  ran  so 
smoothly  that  it  was  difficult  to  see  any  motion  existed.  The  electric  cur¬ 
rent  was  then  experimentally  conveyed  to  the  East  Anglian  offices,  where 
about  half-past  ten  o'clock  all  the  lights  were  set  going.  The  East 
Anglian  makes  its  own  electricity.  We  are  boiind  to  admit  that  the 
light  supplied  by  the  new  Company  was  whiter  and  steadier  than  oiu's — 
steadier  because  there  was  no  machinery  to  be  turned,  only  light  to  be 
produced.  The  engine  power  at  the  lighting  station  in  Carr  Street  will, 
it  is  expected,  soon  prove  inadequate  for  the  anticipated  consumers  of  the 
light,  by  which  time  a  cable  will  be  laid  to  the  Orwell  Works;  and  with 
the  engine  power  at  that  famous  establishment  all  Ipswich  might  readily 
be  lighted. 


GASEOUS  FUEL  AND  ITS  USES.  _ 

At  the  Meeting  of  the  Halifax  Literary  and  Philosophical  Society  last 
Tuesday  evening,  Mr.  B.  H.  Thwaite,  C.E.,  F.C.S.,  delivered  a  lecture  on 
the  above  subject.  He  commenced  by  referring  to  the  incalculably  evil 
eflects  of  smoke  production  on  health,  and  the  extraordinary  waste 
resulting  therefrom  ;  and  stated  that  no  remedy,  except  the  use  of  gaseous 
fuel,  would  be  effectual  in  removing  the  evil.  Alluding  to  the  extra¬ 
ordinary  development  of  the  application  of  natural  gas  in  Pennsylvania, 
the  lecturer  pointed  out  that,  from  geological  premises,  he  was  of  opinion 
that  some  1500  feet  beneath  the  salt-beds  of  Cheshire  and  other  salt 
districts  in  this  country,  natural  gas  might  be  found  ;  and,  had  we  had 
the  enterprising  spirit  of  the  Americans,  not  only  the  salt- fields  but  the 
coal-fields  of  this  country  would  have  been  prospected  and  drilled  ere  this. 
The  scientific  processes  involved  in  the  generation  of  gaseous  fuel  from  coal 
and  oil  were  described,  and  Mr.  Thwaite  showed  a  scheme  for  supplying 
gaseous  fuel  to  London  from  the  South  Wales,  Staffordshire,  and  South 
Yorkshire  coal-fields.  The  mains  would  be  four  in  number  from  Stafford¬ 
shire,  for  a  length  of  120  miles.  The  South  Wales  branch  main  would  consist 
of  two  pipes,  100  miles  in  length  ;  and  the  South  Yorkshire  branch,  one  pipe 
of  70  miles  in  length.  Branch  pipe-lines  would  supply  all  the  principal 
towns  between  Barnsley,  Stafford,  and  London.  The  coal  would  be  con¬ 
verted  into  gas  at  the  coal-fields,  and  delivered  to  the  mains  under  great 
pressure  ;  and  could  be  distributed  in  the  towns  in  the  daytime  for  heating 
purposes  by  the  ordinary  mains,  and  could  also  be  used  at  night  with  special 
burners  for  illumination.  The  saving  in  fuel  by  this  distribution  system 
would,  he  asserted,  be  colossal.  There  would  be  no  cartage  nor  railway 
carriage.  The  gas  would  flow  from  its  source  to  the  position  of  use. 
There  would  be  no  middlemen.  The  saving  in  London  alone  would 
realize  an  immense  figure ;  and  the  smoke  question  would  be  settled  once 
for  all,  with  a  benefit  to  the  inhabitants  of  this  country  that  would  surpass 
the  effect  of  all  the  great  achievements  of  sanitary  and  economic  science. 
Mr.  Thwaite  pointed  out  that  natural  gas  is  conveyed  60  miles  from  the 
wells  in  Pennsylvania  to  distributing  locations,  and  that  within  the  last  few 
years  the  length  of  distributing  pipes  has  increased  from  7iil  to  2300  miles. 
The  lecturer  gave  a  description  of  a  scheme  for  conveying  gaseous  fuel  to 
the  large  towns  in  Lancashire  from  the  Wigan  coal-field  ;  and  in  the  West 
Riding  of  Yorkshire,  from  the  Barnsley  coal-field. 


Lincoln  Coepob.vtion  Gas  Annuities. — At  the  last  meeting  of  the 
Lincoln  Town  Council,  it  was  determined,  in  pursuance  of  the  powers  con¬ 
tained  in  the  Lincoln  Corporation  Gas  Purchase  Act,  1885,  “  to  pay  off 
and  redeem  all  the  annuities  secured  by  gas  certificates  under  that  Act, 
at  the  price  of  25  years’  purchase  of  such  annuities.” 

The  Northern  Coal  Trade.— The  coal  trade  of  the  north-east  of 
England  has  shown  ease,  on  the  whole,  during  the  last  few  days.  The 
steam  coal  trade  has  been  affected  by  the  closing  of  some  of  the  Baltic 
ports,  and  the  shipments  having  been  less ;  and  the  price  has  been  a 
little  lower.  P'rom  8s.  6d.  to  9s.,  less  discount,  may  now  be  put  as  the 
price  of  best  steam  coals,  and  second  is  correspondingly  lower.  Small 
coal  is  almost  a  drug  in  the  market,  and  sells  at  very  low  prices.  P’or 
gas  coal,  there  is  a  very  full  demand  ;  and  the  chief  collieries  find  it 
difficult  to  obtain  all  that  is  needed  to  supply  the  orders  that  have  accu¬ 
mulated.  The  price  of  gas  coals  varies  very  greatly  ;  but  about  7s.  6d.  is 
the  quotation  for  best  qualities  and  for  odd  cargoes.  Many  of  the 
collieries  are  behindhand  in  their  deliveries  on  contract ;  and  it  is  probable 
that  advantage  will  be  taken  of  the  next  few  weeks,  when  the  miners 
usually  work  fuller  time  before  the  holidays,  to  make  up  arrears.  But 
the  high  rates  of  freight  asked  for  the  conveyance  of  coals  to  the  Metro¬ 
polis  tell  against  larger  deliveries,  though  the  rates  of  freight  are  slightly 
easier  than  a  few  weeks  ago.  This,  however,  may  be  changed  by  a  storm 
at  any  time.  The  manufacturing  coal  trade  shows  firmness. 


DIVINING  FOR  WATER  AND  METALS. 

In  another  part  of  to-day’s  issue,  we  give  an  account  of  a  meeting  called 
last  Saturday  week  for  the  purpose  of  testing  the  claims  made  on  behalf 
of  certain  so-called  “  water  diviners  ” — about  which  we  had  something  to 
say  a  month  or  two  ago  in  our  leading  columns.  Our  lively  contemporary 
Truth  also  had  a  representative  at  the  meeting  ;  and  the  account  he  sent 
in  of  the  proceedings  is  iirefaoed  by  the  following  editorial  remarks  : — “  As 
the  use  of  the  ‘  divining-rod  ’  for  discovering  subterranean  water  and  metals 
has  been  very  much  pushed  lately  by  parties  interested  in  the  business; 
and  as  I  have  more  than  once  expressed  my  disbelief  in  the  process  with¬ 
out  reserve,  I  was  much  gratified  the  other  day  at  the  receipt  of  an  invita¬ 
tion  from  Mrs.  Louise  Cotton  to  witness  experiments  with  this  said  rod  by 
several  gentlemen  of  established  reputation  in  the  art  or  mystery  of 
divination  by  that  means.  Captain  Nisbet,  an  Elder  Brother  of  the 
Trinity  House,  said  the  invitation,  had  kindly  lent  his  house  and  grounds 
(‘  Hollywood,’  South  Kensington)  for  the  occasion ;  the  grounds  being 
specially  adapted  for  the  purpose  by  the  presence  of  an  old  well  and  spring, 
long  covered  over,  the  exact  site  of  which  was  known  only  to  the  Captain, 
who  was  ‘  quite  sceptical  as  to  the  powers  of  the  rod.’  Being,  unfortu¬ 
nately,  prevented  from  attending  the  proceedings  myself,  I  deputed  a  fairly 
intelligent  member  of  my  staff  to  represent  me.  I  think  I  cannot  do  better 
than  print  his  report  in  full,  for  the  benefit  of  all  who  take  an  interest  in 
this  form  of  black  art,  believers  and  unbelievers  alike.”  Here  is  Truth's 
report  :  — 

On  arriving  at  Captain  Nisbet’s,  I  found  the  four  professed  “  diviners  ” 
who  had  been  announced  to  attend  already  on  view,  divining-rods  and  all, 
in  the  drawing-room  ;  and  a  move  was  shortly  afterwards  made  to  the 
garden — Mrs.  Louise  Cotton  (if  I  may  be  forgiven  the  expression)  “  boss¬ 
ing  the  show.”  The  four  diviners  present  were  :  Mr.  W.  Scott  Lawrence, 
of  Bishopston,  Bristol,  described  to  me  as  “  stone  merchant  ;  ”  Mr.  John 
Stears,  of  Hull,  described  as  “  gas  engineer,  ifec. ;  ”  Mr.  Charles  Holt,  of 
Redmill,  Bottesford,  Leicestershire,  signalman  on  the  Great  Northern 
Railway  ;  and  Mr.  Alfred  Allen,  of  Abergele,  North  Wales,  who  was  intro¬ 
duced  as  a  “  farmer’s  son.” 

It  was  arranged  that  one  of  the  diviners  should  commence  operations 
while  the  other  three  remained  indoors,  out  of  sight  of  the  garden.  The 
first  innings  was  accorded  by  acclamation  to  Mr.  Lawrence,  as  the  senior 
professor  present.  Mr.  Lawrence’s  name  may  be  in  the  recollection  of 
some  of  the  readers  of  Truth.  He  it  was  who  was  retained  not  many 
months  ago  by  the  Tiverton  Town  Council  to  advise  as  to  the  locality  in 
which  wells  should  be  sunk  for  the  borough  water  supply.  Truth  took 
the  liberty  of  commenting  freely  on  the  extraordinary  hocus-pocus  gone 
through  on  that  occasion  ;  and  Mr.  Lawrence  took  the  liberty  of  replying 
with  equal  freedom  in  a  letter,  which  I  think  was  published,  rebuking  the 
scepticism  which  ridicules  things  passing  its  comprehension.  I  may  say 
at  once  that  Mr.  Lawrence  is  not  only  the  dogen  of  the  divining  profession, 
but  that  he  was  by  far  the  most  interesting  figure  present  on  Saturday. 
He  owned  to  79  years  of  age,  but  did  not  look  it  ;  being  ruddy  and 
clear  complexioned,  hale,  hearty,  and  strong  on  his  legs.  In  general 
figure— at  any  rate  with  his  hat  on,  and  a  fringe  of  white  hair  curling 
luxuriously  underneath  it — he  might  have  passed  for  a  country  cousin  of 
Sir  John  Bennett. 

Before  I  describe  what  Mr.  Lawrence  did,  it  should  be  understood  that 
Capt.  Nisbet’s  is  an  old-fashioned,  rambling  house,  the  presence  of  which 
in  the  year  1888  within  a  mile  of  South  Kensington  station  is  quite  as 
near  an  approach  to  a  miracle  as  anything  else  which  I  saw  on  Saturday. 
The  garden  might  be  balf-an-acre  in  extent,  chiefly  consisting  of  a  large 
lawn,  with  a  winding  gravel  path  all  round  it.  At  the  further  end  were 
one  or  two  greenhouses  and  outbuildings.  Somewhere  on  the  premises,  we 
were  told,  was  an  old  well,  from  which  the  house  was  still  supplied.  The 
precise  spot,  however,  we  were  assured,  was  known  only  to  Captain 
Nisbet,  and  to  no  one  else  present ;  and  I  may  say  here  that  Captain 
Nisbet’s  honafides  on  this  point  was,  in  my  opinion,  beyond  question.  He 
was  announced  as  a  sceptic;  and  I  left  him  still  professing  scepticism 
when  I  came  away. 

Now  for  Mr.  Lawrence.  He  rather  disappointed  us  at  starting  by 
announcing  that  he  could  not  undertake  to  find  the  well  itself,  but  only 
the  spring  which  supplied  the  well — the  divining-rod  being  only  suscep¬ 
tible  to  running  water.  However,  as  the  spring  must  run  into  the  VA'ell, 
this  was  not  really  so  much  like  hedging  as  it  looked  at  first  sight. 
With  this  preface,  the  wizard  took  his  rod  in  both  hands,  and  commenced 
to  pace  the  garden  with  measured  tread  and  an  air  of  intense  preoccupa¬ 
tion.  The  rod  was  a  tolerably  stout  hazel  twig  shaped  like  the  letter  y. 
Mr.  Lawrence  grasped  one  arm  of  the  fork  tightly  in  each  hand,  palms 
uppermost.  The  straight  stem  was  pointed  away  from  him,  and  the  arms 
of  the  fork  bent  outwards.  The  intelligent  reader  can  soon  ascertain  for 
himself  that  a  forked  twig  held  in  this  fashion  acts  like  a  spring.  The 
apex  has  a  constant  tendency  to  spin  round — greater  or  less,  of  course, 
according  to  the  degree  of  tension  at  which  the  thing  is  held ;  and  a 
more  or  less  considerable  effort  is  consequently  required  to  keep  the  stem 
pointing  horizontally.  Mr.  Lawrence  appeared  to  steady  it  by  pressing 
his  elbows  tightly  against  his  sides. 

Well,  he  started  from  the  corner  of  the  garden  nearest  the  house,  and 
walking  diagonally  across  the  lawn,  struck  the  path  on  the  left-hand  side 
about  half-way  down.  (I  must  apologise  for  these  details ;  but  they  are 
necessary  for  the  correct  appreciation  of  the  result.)  From  this  point 
Mr.  Lawrence  followed  the  path  down  to  the  bottom  of  the  garden,  and 
right  round  to  the  corresponding  point  on  the  opposite  side ;  the  spectators^ 
attending  with  breathless  interest.  The  circuit  of  the  lawn  was  not  quite’ 
completed ;  for,  having  reached  the  point  opposite  where  he  had  first 
struck  the  path,  Mr.  Lawrence  turned  on  to  the  grass  again,  and  made 
for  the  path  in  front  of  the  house,  which  he  had  missed  at  first  starting. 
The  kitchen  and  offices  wereievidently  in  this  direction  ;  and  at  the  corner 
was  a  screen  apparently  shutting  off  a  yard.  Passing  this  spot,  the 
path  ran  past  some  rockwork— on  both  sides,  if  I  remember  rightly. 
Suddenly,  as  the  rockwork  was  reached,  the  rod  flew  up  in  Mr.  Lawrence’s 
hands.  He  stopped  and  fell  back  a  pace.  The  rod  was  now  up  in  the  air 
jibbing  and  gyrating,  and  apparently  trying  to  throw  Mr.  Lawrence 
down.  The  old  gentleman,  however,  stuck  to  it  manfully.  His  hat  fell 
off ;  but  still  he  wrestled  and  writhed,  spluttering  with  his  lips  at  the  same 
time,  till  at  last  the  rod  snapped  in  two.  Mr.  Lawrence  staggered 
backward,  with  his  eyes  closed,  into  the  arms  of  one  of  the  spectators; 
and  an  enthusiastic  cheer  went  up  from  the  assemblage.  Having  corne 
round,  which  he  did  in  a  moment  or  two,  the  wizard  crossed  the  magic 
spot  without  his  wand,  and  then  proceeded  to  approach  it  from  the  other 
side,  in  order  to  fix  the  locality  exactly.  This  time,  however,  instead  of  the 
divining-rod,  he  produced  a  piece  of  steel  spring,  which  he  held  between 
his  hands,  much  in  the  same  fashion  as  the  rod,  compressing  it  into  the 
shape  of  a  bow  with  the  convex  side  away  from  him.  As  he  approached 
the  same  spot,  the  steel  spring  behaved  in  precisely  the  same  fashion  aa 
the  wooden  rod ;  and  after  a  similar  struggle  with  it,  Mr.  Lawrence 
desisted.  He  next  took  soundings,  as  it  were,  across  the  lawn  with 
similar  results ;  and  he  finally  announced  that  there  was  running  water 
under  this  part  of  the  garden,  in  a  line  drawn  about  parallel  to  the 
house,  through  the  spot  where  the  first  manifestation  occurred. 
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I  describe  all  this  minutely,  partly  for  the  sake  of  the  inference  (of 
which  presently),  partly  to  avoid  goins  in  detail  into  the  performances  of 
the  other  artists,  which  were  generally  similar,  but  and  msigmfica 

after  Mr.  Lawrence’s  exhibition,  for  the  simple  reason  that  in  the  otnei 

cases  the  agitation  began  and  ended  with  the  rod,  and  did  ? 

itself  to  the  operator.  I  may  here  remark  that,  in  a 
had  with  Mr."  Lawrence,  he  attributed  his  convulsion 
aptly  termed  it)  to  the  infirmity  of  age,  and  h^  growing  ‘“ability  to  cope 
with  the  potent  agencies  actuating  the  rod.  He  has  only  been  taken  th 

'"‘(j;  ;;,r.'.™iis3o™LrMr.  i«i..  si»,.  w..  b,  f.v 

diviner  is  to  be  judged,  as  I  suppose  he  should,  by  the  quantity  of  wate 
he  can  discover  in  a  given  space.  Mr.  Stears  was  a 

faced  and  very  talkative  gentleman,  a  sandy  beard  and  I  should 

guess  his  age  at  about  45.  He  used  a  much  less  substantial  rod  than  Mr. 
Lawrence,  and  held  it  point  downwards.  He  had  not  gone  a  yard  from 
the  soot  where  we  started  the  Bristol  gentleman,  before  his  rod  was  on 
the  iiimp.  He  did  not  follow  the  path  ;  but  wandering  more  or  less  aini- 
lessly  down  the  garden,  he  spotted  the  subterranean  fluid  in  at  least  half 
a  doLn  places,  several  of  which  had  been  traversed  I’y  1“® 
without  so  much  as  a  tremor.  By  this  time  a  large  number  of  the  visitors 
had  armed  themselves  with  divining-rods  or  steel  spHogs,  and  were 
wandering  about  the  premises  trying  their  luck.  A  Mrs.  Baltoui 
(announced  as  a  “  lady  diviner  ”)  had,  if  I  remember  rightly,  also  taken  a 
hand  and  had  confirmed  Mr.  Lawrence’s  discovery  of  water  in  the  neigli- 
bourhood  of  the  house.  It  was  now  getting  dusk,  and  the  two  remaining 
professionals,  concluding,  I  suppose,  that  they  had  been  forgotten, 
appeared  on  the  scene  unsolicited  and  commenced  divining  on  their  own 
account.  I  took  a  turn  with  each  of  them.  Mr.  Holt  was  an  unobtrusive 
voung  man,  who  went  to  work  very  rapidly  in  a  stooping  position,  witn 
the  point  of  his  rod  close  to  the  ground.  On  Mr.  Stears  asking  him 
presently  whether  be  could  not  work  as  well  upright,  he  said  that  be 
had  never  tried.  He  did  try,  however,  then  and  there,  and  seemed  to 
find  the  result  equally  satisfactory.  The  last  artist,  Mr.  Allen,  was  a 
youth  of  stolid  countenance  and  the  general  demeanour  of  the  comic 
countryman.  He  held  his  rod  between  his  fingers,  with  his  bands  hanging 
down  before  him.  When  he  got  a  bite,  the  rod  just  squirmed  between 
his  fingers ;  but  he  said  that  sometimes  the  motion  was  strong  enough  to 
take  the  skin  ofi  you.”  The  only  time  Mr.  Allen  showed  any  sign  of 
excitement  was  when  he  came  presently  to  see  Mr.  Lawrence  “  convulsed, 
at  which  he  burst  into  a  loud  bucolic  guffaw.  I  conclude  from  this  that 
the  modern  haruspex  has  less  command  of  the  risible  faculty  than  hia 

classical  prototype.  .  ^  .g  •  j  xu.. 

But  now  a  few  words  about  a  different  experiment— to  my  mind  the  only 
one  of  any  practical  value.  The  divining-rod,  it  may  be  as  well  to  state, 
is  capable  (in  the  hands,  of  course,  of  a  performer  possessing  the  requisite 
gift)  of  indicating  the  whereabouts  of  metals  and  certain  minerals,  as  well 
as  water.  Mr.  Lawrence  has  no  gift  for  metals ;  but  Mr.  Stears  is  as  good 
at  one  as  the  other.  The  most  remarkable  feature,  indeed,  in  his  per¬ 
formance  was  that  when  his  rod  scented  metal,  the  point  spun  round 
towards  him,  while  to  indicate  water  it  revolved  in  the  opposite  direction. 
He  demonstrated  this  conclusively  by  holding  it  towards  various 
pieces  of  metal-work.  Occasionally  the  presence  of  metal  under  Cap¬ 
tain  Nisbet’s  lawn  was  indicated  in  this  manner.  On  Mr  Stears 
attributing  this  to  metal  pipes,  some  one  asked  what  would 
happen  if  there  chanced  to  be  running  water  in  the  metal  pipe; 
but  on  this  point  Mr.  Stears  appeared  uncertain  Well,  it  was  arranged 
that  this  gilt  of  Mr.  S  tears’s  should  be  tested  by  some  more  convenient 
method  than  digging  up  Captain  Nisbet’s  lawn  to  look  for  the  metal,  and 
an  experiment  was  arranged  by  a  select  committee  consisting  of  Mn  T  rank 
Podmore,  Hon.  Sec.  of  the  Psychical  Eesearch  Society,  Mr.  W.  Webber, 
and  myself.  We  went  indoors,  and  deposited  five  sovereigns  (Mr. 
Stears  having  expressed  a  preference  for  gold)  inside  a  bulky  voluine, 
which  was  laid  on  a  small  billiard  table.  ]?our  other  books  were  also 
laid  on  the  table  ;  and  Mr.  Stears  was  then  called  in  to  try  and  find  metal. 
He  went  round  the  table  with  the  rod,  talking  a  good  deal,  and  got  a 
decided  indication  of  metal  long  before  he  came  to  the  gold.  He  drifted 
on  ■  and  it  is  right  to  state  that  on  the  first  round  the  rod  pointed  tor 
metal  over,  or  very  nearly  over,  the  book  which  contained  the  sovereigns. 
It  did  the  same  thing,  however,  in  several  other  places ;  and  Mr.  Stears 
remarked  that  he  felt  he  was  getting  a  little  tired.  Mr.  Podmore  then  told 
him  that  there  was  metal  under  one  of  the  books,  and  asked  him  to  make  a 
choice  between  them.  He  again  went  round,  getting  decided  indications  at 
the  corners  and  sides  where  somebody  had  remarked  that  the  brass  mounts 
of  the  pockets  would  be  (the  table,  I  should  state,  had  a  cloth  over  it). 
He  now  passed  without  a  sign  over  the  five  sovereigns,  which  were  at 
the  top,  and  finally  got  a  decided  manifestation  from  the  rod  over  the 
book  at  the  bottom,  for  which  he  plumped  accordingly.  A  more  igno¬ 
minious  fiasco  I  never  saw.  Apparently  Mr.  John  Stears  was  somewhat 
of  the  same  opinion  ;  for,  on  being  shown  the  five  sovereigns  m  the  book 
at  the  other  end,  he  disappeared  without  further  remark.  I  omitted  to 
mention,  by-the-bye,  that  while  Mr.  Stears  was  passing  the  rod  to-and_ 
fro  over  the  table,  and  showing  that  there  was  metal  in  some  places  and 
none  in  others,  a  clergyman  present  observed  that  it  was  desirable  to 
mark  the  place  indicated.  For  this  purpose  he  placed  a  small  purse  on 
a  spot  where  Stears  was  showing  us  that  there  was  no  metal,  ihe  rod 
immediately  shied.  “  Ah  !  ”  said  Stears,  “  that  shows  the  money  in  the 
purse  ”  When  he  was  gone  our  clerical  friend  produced  the  purse — a 
brown  leather  article  with  an  elastic  band  round  it— and  informed  us 
that  he  had  carefully  emptied  it  before  laying  it  on  the  table,  so  that 
there  was  not  a  particle  of  metal  about  it.  ^  t 

I  am  compelled  to  pass  very  briefly  over  the  rest  of  the  proceedings, 
including  Mrs.  Cotton’s  interesting  paper  on  divinmg-rods,  the  motive 
power  of  which  she  was  inclined  to  regard  as  either  electricity,  animal 
magnetism,  or  “  astral  fluid.”  Neither  have  I  space  for  the  subsequent 
discourse  of  the  professors — for  Mr.  Lawrence’s  account  of  the  surprising 
things  he  has  done  during  the  50  years  or  more  that  he  has  been  in  active 
practice  as  a  diviner;  nor  for  Mr.  Stears’s  story  of  how  he  fipd  the 
locality  of  all  the  gas-pipes  in  Portadown,  the  position  of  some  of  which 
was  unknown  even  to  the  Gas  Company,  and  how  he  had  been  invited  to 
go  through  South  America  prospecting  for  metals— in  the  interests,  i 
presume,  of  ”  Bull  ”  operators  at  home.  I  must  pass  to  the  net  result  of 
the  practical  experiments.  , 

And,  first,  for  Mr.  Lawrence.  This  gentleman,  as  I  have  said,  discovered 
running  water  in  one  corner  of  the  garden,  and  in  his  case  alone,  among 
the  whole  party,  had  we  indubitable  evidence  of  the  soundness  of  the 
divination.  To  the  left  of  the  spot  where  Mr.  Lawrence  was  first 
“  seized  ”  stood,  on  an  abutment  of  the  house,  an  unmistakable  water- 
tank.  To  the  right  of  the  same  spot,  in  the  rockwork  already  described, 
was  a  hydrant  for  the  purpose  of  watering  the  garden.  From  the  tank 
to  the  hydrant  there  ran  a  water-pipe ;  and  within  a  yard  or  so  oi  the 
spot  where  it  might  be  presumed  that  this  pip©  passed  under  the  gravel 
path,  Mr.  Lawrence  became  convulsed.  "What  the  peculiar  gift  was  which 
enabled  Mr.  Lawrence  to  divine  the  presence  of  this  particular  running 
water,  I  leave  to  the  intelligence  of  every  reader  with  a  head  upon  his 


shoulders.  In  point  of  fact  the  thing  was  so  transparent  that, 
atelv  after  Mr.  Lawrence’s  demonstration,  some  sceptic  went  and  laid  a 
pieE  M  sacking  over  the  hydrant.  Next,  Mr  Lawrence  located 
the  same  spring  in  a  line  running  from  the  hydrant  parallel  to 
the  house  Over  this  line  he  had  himself  gone  at  starting  'Without 
discovering  anything.  On  the  other  hand,  I  had  it  from  Captain  Nisbet 
that  the  pipe  supplying  the  hydrant  ran  in  a,  straight  line  diagonally 
across  the  lawn  to  Uie  greenhouse  at  the  opposite  corner  of  the  garden. 
This  line  Mr  Lawrence  crossed  twice  in  his  perambulation ;  yet  he  never 
found  water  until  he  had  spent  five  minutes  reconnoitring  the  premises, 
and  had  the  hydrant  right  under  his  nose.  I  may  say  further  that,  so  far 
as  I  was  able  to  observe,  not  one  of  the  other  “  diviners  gave  the 
slightest  indication  of  the  line  of  thk  pipe-not  ®''^ 

a  double  chance  with  it,  inasmuch  as  it  was  a  metal  pipe  witti  water 
inside  it  Yet  observe  that  Mr.  Stears  and  the  others  (always  excepting 
tlie  circumspect  Lawrence,  who  is  clearly  a  very  old  hand  at  this  business), 
while  they  passed  over  the  only  known  running  water  on  the  premises, 
professed  to  find  water  in  half-a-dozen  places  where  there  was  not  the 
slightest  means  of  testing  the  divination.  Even  in  these  places  there  was  no 
agreement  whatever  among  them,  except  when  they  met  face  to  face,  or 
vfhen  they  had  had  eyery  opportunity  of  observing  one  another.  Lastly,  as 
to  the  well.  The  well  was  situated,  so  Captain  Nisbet  informed  me_,  about 
half-way  between  the  middle  of  the  lawn  and  the  path  on  the  left-hand 
side  Considering  that  water  was  pointed  out  in  at  least  a  dozen  P'aces 
under  that  garden  (Stears,  indeed,  seemed  inclined  to  think  that  the 
sub^soil  must  be  riddled  with  drains,  which,  however  Captain 
nS  denied),  it  is  difficult  to  say  of  any  particular  spot  that  water  was  not 
indicated  there.  To  the  best  of  my  belief,  however,  not  one  of  the  four 
diviners  pointed  out  the  site  of  the  well.  I  will  go  further  than  that, 
and  say  thTnot  one  of  them  pointed  to  any  line  of  running  water  which 
is  at  all  likely  to  be  that  of  the  spring  feeding  the  well.  Ceitainly 
neither  Holt  nor  Allen  did;  certainly  Lawrence  did  not,  though  he  made 
the  circuit  of  the  garden  and  passed  within  a  yard  or  two  of  the  well  ‘tsel  . 
Cou-erniD<^Mr.  Lawrence’s  marvellous  performances  elsewhere  during  th^e 
last  half-century  I  will  at  present  express  no  opinion,  nor  about  those  of 
snv  of  the  other  diviners,  though  I  have  an  opinion  on  the  subject,  and 
a  v^rv  strong  one  But  so  far  as  the  experiments  of  last  Saturday  went, 
I  la^T^ut  hesitation,  that  a  more  contemptible  display  of  transparent 
huSburwas  “ever  palmed  off  upon  the  credulous  dupes  of  “occult 
science.”  _ _ _ 


THE  PKOPOSED  MODIFICATION  OF  THE  THIBLMEEE  WATEE- 
itlit  rivurwo  WOEKS  SCHEME. 

Tuv  TmTE  CH.LIB5IAN  OF  THE  WaTEB  COMMITTEE  ON  THE  1  BOPOSAL. 

Mr  J  Grave,  late  Chairman  of  the  Water- Works  Committee  of  the 
Manchester  Corporation,  in  a  letter  to  the  local  papers  last  Tuesday, 

“  enterfthe  lists against  the  Act  which  the  Manchester  Corporation  are 
about  to  promote,  to  give  them  power  to  make  certain  deviations  in  the 
line  and  fevels  of  the  aqueduct  from  Lake  Thirlmere  to  Prestwich,  and 
references  to  which  appeared  in  the  Journ.vl  last  week  (pp.  987, JJd).  lie 
tVinf  a  more  dangerous  and  suicidal  measure  could  not  be  con¬ 
ceived  than  one  which  at  once  P'^actioally  reduces  the  quantity  of  water 

to  be  taken  from  Thirlmere  from  50  million  to  about  10  ot  12 
gallons  leaving  unappropriated  about  40  million  gallons  per  day,  which 
St  be  claimed  as  unnecessary  for  Manchester,  by  other  communities. 
T&stpipe  he  states,  will  cost  about  il,700,000 ;  and  the  remainmg 
pipes  would  only  entail  an  additional  expenditure  of  about  P 340,000  for 
Lch  It  is  as  well,  the  writer  continues,  to  look  at  the  consequences 
which  would  follow  this  new  Act  if  only  one  pipe  is  laid.  -They  will  be 
forced  to  keep  the  old  price  when  (even  with  an  additmnal  10  million 
gallons  of  supply)  it  could  have  been  reduced  by  one-half  the  present 

Large  to  MaSLester,  and  still  have  had  an  ®L''^o'^threLri 

thoiiLnds  besides  paying  interest.  He  also  calls  attention  to  the  extra 
cost  which  would  be  entailed  in  opening  the  ground  to  lay  additional  pipes 
Lou  d  they  be  required  in  the  future,  when,  at  a  very  small  cost  more 
nines  could  now  be  laid  Mr.  Grave  expresses  satisfaction  at  fand- 
Fng  that  the  Lake  Association  are  objecting  to  the  Corporation  making 
a  road  only  on  one  side  of  the  lake,  in  place  of  the  one  that  goes  all  round 
the  lake  at  the  proper  level  ordered  by  the  old  Act  of  Parliament.  Let 
ttepubhradheretot^^  old  Act,  and  the  Corporation  cannot  ft  out  of 
it  •  and  why  should  they?  ”  The  roads  are  all  on  their  own  land,  and 
will  wiEer  asserts,  make  the  whole  of  the  11  000  acres  which  they 
now  hold  much  more  valuable  and  accessible.  These  roads  will  cost 
T35  OTO  (the  surveyor’s  estimate).  But  T20,000  will  be  required  in  any  event, 
to  heighten  the  main  road  above  Thirlmere  to  Dunmail  Eaise ,  .to^ving 
1  “i  000  to  completo.  The  proposed  Act,  in  Mr.  Graves  opinion,  is 
L’Lrioristake  bF  abandoned  ”  It  will  endanger  the  old 

powers  that  cost  so  much  to  get,  as  well  as  ^'’^^.^^'jL'^ioLLFntest^L 
district  who  assisted  Manchester  so  manfully  in  the  late  contest  in 
Parliament  •”  and  if  the  Act  passes,  he  should  feel  personally  dis¬ 
honoured.”  ’  Glasgow,  he  continues,  is  bringing  in  60  million  gallons  of 
water  in  addition  to  its  present  supply.  The  proposed  Act  may  limit  t 
extra  supply  of  water  to  Manchester  to  10  or  12  million  f  lions ,  and  the 

Result  wUl  be  that  Glasgow  will  get  all  the  ^“®^®®}Xht  “  JL^l^dte^^ 
although  handicapped  by  railway  carriaf  and  sea  freight.  Concluding, 
Mr  Grave  says  teat  he  shall  wait  with  some  curiosity  for  the  result 
of  the  meeting  of  the  Council  and  the  confirmation  by  the  rf  epayers  of 
the  intended  Act.  He  repeats  that  he  considers  the  Act  qmte  unneces- 
saFy,  a“d  one  which  will  involve,  even  if  unopposed,  an  expenditure  of  more 

than  i£4000.  _ 

Meeting  of  E.atepayebs. 

A  Meeting  of  ■  owners  and  ratepayers  of  Manchester,  convened  by  a 
reiSn  presented  to  theMayorrwas  held  last  Wednesday,  Town 

Hall  for  the  purpose  of  consenting  or  otherwise  to  the  promotion  by  the 
Council  in  the  next  session  of  Parliament  of  the  Bill  referred  to  above. 
The  MAYOB'(Mr.  Alderman  Batty)  presided  ;  and  there  were  a  large  number 
of  members  of  the  Corporation  and  other  citizens  present. 

The  Mayob  moved— “  That  this  meeting  consents  to  the  promotion  by 
the  Council  of  the  City  of  Manchester  in  the  next  session  of  Parliament 
of  a  Bill  the  short  title  of  which  is  intended  to  be  ‘  The  Manchester  Cor- 
noratiou’Act  1889,’  ....  such  Bill  to  be  promoted  out  of  the  pubho 
Funds  or  rates  in  the  hands  of  the  Corporation,  or  hereafter  to  accrue  to 
teem  on  water-works  account,  or  out  of  monep  to  be  raised  ““der  the 
authority  of  the  intended  Act,  or  otherwise  out  of  '*“°d  pubho  funds  or 
rates  as  the  Corporation  may  determine.”  He  remarked  that  the  altera¬ 
tions  which  it  was  proposed  to  make  in  the  plans  for  the  ^ 

the  Thirlmere  works  would  not  in  the  least  inj  ure  the  scenery  ,  but  mak 
it  better  than  would  have  been  the  case  if  the  original  plan  had  been 

^^AlLrmL  Sir  John  Habwood,  in  seconding  the  resolution,  adverted  to 
some  of  the  points  of  objection  raised  in  Mr.  Grave  s  letter.  Mr.  Grave, 
he  said  (regretted  that  the  Committee  were  not  in  favour  of  bringing  the  uO 
LlhL’gaflons  ol  water  per  day  from  Thirlmere  which  the  Act  of  Parha- 
ment  empowered  them  to  do.  The  answer  to  that  objection  was  not  far 
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to  seek.  In  going  to  Parliament  for  a  Bill  for  the  promotion  of  any  public 
work,  Parliament  insisted  on  knowing  the  maximum  amount  of  work  that 
was  contemplated.  It  would  not  do  to  ask  for  a  small  Bill,  and  then  desire 
something  greater.  The  next  complaint  was  that  if  the  Council  only 
brought  in  10  million  gallons,  they  would  be  obliged  to  maintain  the  present 
price  of  water.  He  thought  they  might  be  thankful  that  it  was  not  in¬ 
tended  to  bring  from  Thirlmere  the  50  million  gallons;  for  if  they  did 
bring  so  much,  they  could  not  continue  the  present  price  of  water. 
According  to  Mr.  Grave’s  calculation,  the  10  million  gallons  would  cost 
±1,700,000.  This  showed  that  Mr.  Grave’s  memory  must  seriously  have 
failed ;  for  that  was  simply  the  cost  of  the  water.  Mr.  Grave  utterly 
ignored  the  cost  of  the  watershed — 11,000  acres — the  cost  of  the  wayleaves, 
and  interest  on  money — amounting  to  at  least  ±2,400,000.  Mr.  Grave  went 
on  to  say  that  each  subsequent  pipe  would  cost  the  city  ±340,000 ;  and 
there  again  he  was  afraid  that  Mr.  Grave  was  very  much  mistaken.  The 
scheme  for  the  sanction  of  which  the  Corporation  in  the  first  instance 
applied  to  Parliament  was  a  scheme  for  all  time;  but  when  they  came  to 
develop  it,  they  found  that,  by  modifying  the  provisions  of  the  Act,  by 
raising  the  embankment  of  the  lake  20  feet  instead  of  50,  they  could  save  a 
great  amount  of  expense,  and  provide  for  all  the  requirements  for  a  long 
time  to  come.  Considering  also  the  storeage  they  had  at  Longdendale, 
and  the  fact  that  the  Woodhead  works  had  cost  ±3,500,000,  no  sensible 
man  would  dream  of  bringing  50  million  gallons  of  water  from  Thirlmere, 
especially  when  it  was  remembered  that  the  water  at  Woodhead  stood  third 
in  quality  of  any  water  in  the  kingdom.  It  would  be  a  most  suicidal  policy. 
They  might  estimate  that  the  cost  of  laying  the  pipes,  &c.,  would  be 
±340,000  per  10  million  gallons  of  water.  Why,  then,  should  the  Corpora¬ 
tion  incur  an  extra  cost  of  ±340,000  per  10  million  gallons  for  the  40 
million  gallons  they  did  not  at  present  require  ?  The  capital  charge — 
viz.,  four  times  ±340,000 — would  be  ±1,360,000;  the  annual  charge  in 
respect  of  interest  at  3j  per  cent,  would  be  ±47,600 ;  and  the  annual  charge 
in  respect  of  sinking  fund,  on  a  70  years’  basis,  would  be  ±4707 — making  a 
total  annual  charge  of  ±52,307,  which  was  equal  to  a  rate  of  5id.  in  the 
pound.  The  sum  of  ±52,307,  accumulated  annually  for  20  years  at  3J  per 
cent.,  would  amount  to  ±1,479,225  ;  and  that  represented  the  saving  to  the 
city  by  not  making  the  four  additional  pipes  until  20  years  had  expired. 
No  sensible  man  would  bring  water  into  a  city,  which  was  not  wanted  ; 
and  it  would  be  monstrous  to  suppose  that  an  intelligent  community 
like  Manchester  would  have  gone  to  Thirlmere,  in  face  of  the  opposi¬ 
tion  they  met  with  and  the  sentimental  feeling  raised  against  them, 
except  as  an  absolute  necessity.  But  for  that  necessity  there  would 
be  no  justification  for  disturbing  one  of  the  most  beautiful  and 
invigorating  districts  in  the  United  Kingdom.  He  pointed  out  that, 
by  raising  the  lake  to  the  full  height,  it  would  submerge  and  render  value¬ 
less  the  whole  of  the  flat  land  now  utilized  for  farming  purposes,  and 
from  which  a  rental  of  about  ±2000  a  year  was  received.  This  might  be 
saved — certainly  to  the  extent  of  ±1000  a  year — for  at  least  20  years,  by 
only  raising  the  lake  20  feet ;  and  a  rental  of  ±1000  a  year  for  that  period 
at  3J  per  cent,  compound  interest  would  amount  to  ±28,279.  He  had 
received  a  memorial  from  the  Lake  District  Defence  Society  and  the 
Commons  Preservation  Society  on  the  proposals  contained  in  the  Bill  the 
Corporation  were  promoting ;  and  it  was  most  satisfactory.  It  was  the 
desire  of  the  Committee  that  sudden  alterations  affecting  the  beauty  of 
the  district  should  not  be  made,  but  that  they  should  carry  out  the  work 
step  by  step. 

'The  resolution  was  put  and  carried  unanimously  ;  and  a  vote  of  thanks 
to  the  Mayor  concluded  the  proceedings. 


The  Bbistol  Gas  and  Water  Undertakings. — Mr.  H.  J.  Williams  has 
given  notice  of  his  intention,  at  the  next  meeting  of  the  Bristol  Town 
Council,  to  move  the  following  resolution  : — “  That  a  Committee  be 
appointed  to  consider  and  report  as  to  the  advisability  of  the  Corporation 
acquiring  the  undertakings  of  the  Bristol  Gas  Company  and  the  Bristol 
Water-Works  Company;  and  if  it  appears  to  such  Committee  advisable 
that  such  undertakings,  or  either  of  them,  should  be  so  acquired,  to  en¬ 
deavour  to  ascertain  upon  what  terms  such  acquisition  can  be  effected.” 

The  Public  Lighting  of  Felixstowe. — On  the  evening  of  the  29th 
ult.,  the  streets  of  the  rapidly-increasing  town  of  Felixstowe  were  for  the 
first  time  successfully  lighted  with  gas.  There  are  58  ordinary  lamps ;  and 
two  of  Messrs.  Sugg’s  “Victoria  ”  lanterns.  Each  lamp  is  fitted  with  one 
of  Borradaile’s  metallic  governors,  consuming  5  cubic  feet  per  hour.  The 
Gas  Company  light,  extinguish,  clean,  and  keep  in  repair  all  the  lamps,  at 
±2  2s.  each  ;  the  lamps  burning  1000  hours  during  the  six  winter  months, 
commencing  with  October.  For  every  extra  hour  after  1000,  §d.  is  charged. 
The  whole  of  the  columns,  lanterns,  and  fittings  were  supplied  by  Messrs. 
K.  and  J.  Dempster,  of  Manchester. 

The  Water  Supply  of  Queensbury,  near  Bradford. — Last  Saturday 
week  the  new  water  supply  for  Queensbury,  obtained  from  the  Bradford 
Corporation,  was  for  the  first  time  turned  on  for  public  use.  Owing  to 
the  elevated  situation  of  Queensbury,  considerable  difficulties  have  stood 
in  the  way  of  providing  an  adequate  supply  for  the  district ;  but  some 
time  ago  the  Local  Board  concluded  negotiations  for  this  purpose  with  the 
Bradford  Corporation,  whose  reservoir  at  Thornton  Moor  stands  on  a 
sufficiently  high  level  to  supply  the  whole  district  (except  a  portion  of 
Mountain)  without  resort  to  pumping.  The  Halifax  Corporation  pos¬ 
sessed  rights  extending  over  about  two-thirds  of  Queensbury ;  but,  owing 
to  the  low  level  of  their  supply,  they  decided  to  waive  them  in  favour  of 
the  Bradford  Corporation.  A  Local  Government  Board  inquiry  was  held 
in  due  course ;  and  the  Board  received  sanction  to  borrow  the  necessary 
money  for  carrying  out  the  works.  Altogether  it  is  computed  that  7| 
miles  of  pipes  have  been  laid  ;  the  connection  between  the  Bradford  pipes 
and  those  of  the  district  being  made  near  Black  Dike  Mills:  As  already 
indicated,  the  supply  is  derived  from  the  Thornton  Moor  reservoir  of  the 
Bradford  Corporation,  which  is  situated  1241  feet  above  the  level  of  the 
sea.  The  Local  Board,  however,  intend  to  construct  a  storeage  reservoir 
of  their  own  at  Mountain,  on  a  level  about  30  feet  lower,  and  capable  of 
containing  2,000,000  gallons.  The  number  of  houses,  farms,  &o.,  supplied 
by  the  new  service,  excluding  the  portion  of  Mountain  before  referred  to, 
from  which  no  applications  have  been  received,  is  1477 ;  and  with  the 
quantity  of  water  required  by  the  mills,  the  daily  consumption  is  esti¬ 
mated  at  about  110,000  gallons.  The  cost  of  the  whole  scheme  is  expected 
to  be  about  ±6500 — ±3350  for  the  service-pipes,  &c.,  and  ±2841  for  the 
reservoir.  Mr.  John  Drake,  the  Engineer  to  the  Local  Board,  prepared  the 
plans,  and  has  superintended  the  construction  of  the  works.  The  testing 
of  the  mains  has  proved  very  satisfactory  ;  and  the  water  is  now  regularly 
on  for  general  use.  At  the  meeting  of  the  Queensbury  Local  Board 
held  last  Wednesday,  it  was  resolved  that  consumers  of  water  in  excess 
of  2,.500,000  gallons  per  quarter  be  charged  9Jd.  per  1000  gallons  (being  a 
reduction  of  id.  per  1000  gallons)  for  all  water  consumed  above  the  said 
quantity.  A  letter  was  read  from  the  Surveyor  of  the  Thornton  Local 
Board  inquiring  if  the  Board  would  supply  water  at  Laneside  and  West- 
scholes,  in  the  district  of  Thornton;  but  it  was  pointed  out  that  they 
could  not  do  so  without  the  consent  of  the  Bradford  Corporation. 


NOTES  FROM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  proposal  by  the  Edinburgh  and  Leith  Gas  Commissioners  to  reduce 
the  price  of  gas  for  public  lighting  virtually  from  3s.  3d.  to  2s.  6d.  per 
1000  cubic  feet  was  this  week  before  both  the  Town  Councils  of  Edinburgh 
and  Leith.  In  Edinburgh,  where  the  step  has  been  taken  with  a  view  to 
giving  more  light  in  the  streets,  there  will  be  a  slight  increase  of  charge. 
There  are.  Bailie  Steel  stated,  9180  lamps  in  the  city,  of  which  6708  are 
fitted  with  No.  1  burners;  2155,  with  No.  2  burners;  and  i317  are  Bray 
lamps.  It  is  proposed  to  supply  all  the  ordinary  lamps  with  No.  2 
burners.  In  Leith,  Bailie  Garland  informed  the  Council  that,  by  the 
reduction,  they  would  save  ±200,  which  would  be  the  first  instalment  of 
the  benefits  of  the  gas  purchase.  This,  I  venture  to  think,  was  an  in¬ 
judicious  remark.  As  he  went  on  to  show,  there  are  1766  No.  1  burners 
in  use,  and  only  184  No.  2  burners;  and,  only  the  other  day.  Bailie  Archi¬ 
bald  stated  at  a  Gas  Commissioners’  meeting  that  Leith  was  worse 
lighted  than  Edinburgh.  The  necessary  improvement  of  the  lighting 
will  thus  probably  absorb  the  ±200  of  saving  contemplated  by  Bailie 
Garland. 

Dundee  has  by  Royal  Warrant  been  raised  to  the  dignity  of  a  city ;  and 
its  Chief  Magistrate  will  henceforth  bear  the  title  of  Lord  Provost.  The 
Gas  Commissioners,  at  their  meeting  on  Wednesday,  congratulated  Lord 
Provost  Hunter  on  his  new  honour.  There  was  very  little  buiness  before 
them.  It  was  reported  that  an  annuity  of  ±11  lOs.  had  been  bought  in 
for  ±345.  The  Commissioners  approved  of  the  transaction,  which  was  surely 
effected  at  a  high  price;  being  at  the  rate  of  30  years’  purchase.  It  was 
also  reported  that  the  visitors  to  the  works  had  received  “  renewed 
explanations  from  the  Manager,  which  were  entirely  satisfactory.”  This, 
no  doubt,  refers  to  the  matter  of  using  air  in  the  process  of  purifying. 
The  explanations  have  not  been  made  public,  which,  in  one  sense  is  to  be 
regretted,  because  the  person,  or  combination  of  persons,  whom  I  men¬ 
tioned  last  week  as  giving  trouble  to  the  Commissioners  iu  connection  with 
this  matter,  are  resolved  not  to  let  the  subject  out  of  mind.  This  week, 
an  anonymous  letter- writer,  styling  himself  “  Light,”  says  : — “  The  gas  is 
much  better  now  than  it  was  when  I  wrote  you  first  about  it.  There  is 
not  so  much  air  in  it  now;  the  light  is  much  clearer ;  and  the  air  in  the 
house  is  much  more  pure  when  the  gas  is  burning  than  it  was  before. 
‘  Scrutinizer’  says  there  are  coals  that  only  produce  7000  feet  per  ton.  That 
is  true,  but  they  are  not  real  gas  coals,  but  a  mixture.  'They  produce 
as  much  soot  as  gas.  The  Commissioners  charge  us  3s.  8d.  per  1000 
feet,  that  is  ±1  18s.  of  the  ton  of  coals  for  gas,  besides  what  they 
get  for  all  the  other  refuse.  I  think  they  might  let  it  down  to  3s.  6d. 
per  1000  feet.”  I  cannot  help  thinking  that  whoever  is  responsible  for 
this  outcry — it  is  not  worth  the  name  of  “  agitation” — has  a  grievance 
against  the  officials  of  the  Gas  Commissioners  ;  and  from  recent  circum¬ 
stances,  as  well  as  from  frequent  expressions  in  the  letters  with  reference 
to  the  quality  of  the  coal  used,  I  should  not  be  surprised  to  find 
that  the  grievance  has  reference  to  the  coal  contracts.  This,  of  course,  is 
only  a  surmise.  It  is  evident,  however,  to  everyone  who  peruses  the 
letters,  that  they  are  written  by  persons  who  are  familiar  with  much  that 
goes  on  within  the  gas-works  ;  but  that,  on  the  other  hand  there  is  much 
in  gas-making  with  which  the  writers  are  not  conversant.  One  cannot  but 
sympathize  with  the  Commissioners  and  with  Mr.  M'Crae,  in  being 
bothered  by  a  persistent  cry  of  a  catchpenny  order  like  this,  got  up  so  as 
to  affect,  and  presented  only  in  such  a  way  as  to  affect,  the  ignorant. 
Were  the  authors  certain  of  their  conclusions,  they  would  take  steps  to 
bring  them  before  a  class  more  competent  to  judge  of  them  than  is  the 
general  newspaper  reader,  as  well  as  to  back  up  their  views  with  some¬ 
thing  which  would  show  a  reason  for  their  existence.  They  do  not  do 
this,  probably  because  they  know  how  futile  it  would  be  to  attempt  it ; 
but  it  is  a  pity  that  the  Commissioners,  when  they  had  once  admitted  the 
subject  worthy  of  their  consideration,  did  not  put  up  one  of  their  number 
to  give  such  explanations  as  would  have  been  understood  by  the  public. 
The  explanations  which  were  so  convincing  in  the  case  of  the  visitors, 
surely  would  not  have  been  thrown  away  upon  the  public,  if  repeated  to 
them. 

I  am  afraid  the  Aberdeen  Sub-Committee,  whose  report  is  given  in 
another  column,  have  misunderstood  the  charge  which  was  preferred 
against  them,  or,  perhaps,  to  put  it  milder,  they  have  only  dealt  with  a 
portion  of  it.  What  was  complained  of  was  that,  although  the  price  of 
gas  had  been  reduced,  individual  gas  bills  had  risen  ;  and  the  Committee 
were  asked  to  explain  how  such  a  state  of  affairs  could  arise.  This  matter 
they  have  disposed  of ;  and  they  have  done  it  satisfactorily,  as  I  expected 
they  would.  They  have  shown  that  there  could  have  been  no  general 
policy  such  as  was  averred,  because  the  consumption  of  gas  and  the  rela¬ 
tive  charge  year  by  year  has  shown  a  proper  co-relation.  But  that  is  all 
they  have  done ;  whereas  there  was,  although  not  perhaps  a  direct  accusa¬ 
tion,  an  innuendo  that,  in  what  they  did,  they  were  acting  dishonourably. 
Perhaps,  with  the  characteristic  long-headedness  of  Aberdonians. they  have 
concluded  that,  there  being  no  foundation  in  fact  for  the  allegations,  there 
could  be  no  question  of  their  honour ;  and,  strictly  speaking,  that  would  be  a 
correct  assumption.  The  Committee,  however,  would  have  done  them¬ 
selves  no  harm  had  they  gone  further,  and  left  no  ground  for  even  a 
whisper  of  doubt  as  to  the  thoroughness  of  their  acting.  For  instance, 
the  quality  of  the  coal  used  was  called  iu  question  ;  and  to  settle  this 
matter,  a  report  on  the  subject  was  procured  from  the  late  Dr.  Wallace, 
of  Glasgow.  But  Dr.  Wallace’s  report  was  impugned  on  the  ground  that 
he  did  not  visit  Aberdeen  and  personally  inspect  the  coal  at  the  gas¬ 
works.  This  was  but  a  covert  way  of  stating  that  although,  on  paper, 
the  coal  was  all  right,  in  reality  that  might  not  be  found  to  be  the  case. 
Now  the  Committee  could  have  met  that  by  a  clause  in  their  report 
stating  that  they  had  examined  the  invoices  for  coal,  and  had  found  that 
it  was  all  in  terms  of  the  contract.  Such  a  statement  would  have  settled 
the  matter  in  the  minds  of  all  reasonable  persons. 

At  the  meeting  of  the  Aberdeen  Town  Council  on  Monday,  the  Gas 
Committee  recommended  that  eight  of  the  existing  purifiers  should  be 
enlarged.  The  purifiers  are  old  and  incapable  of  passing  the  winter  out¬ 
put  satisfactorily.  It  is  proposed  to  make  them  similar  to  several  which 
the  Committee  already  possess,  at  a  cost  of  ±1500,  of  which  ±1000  is  pro¬ 
vided  for  in  the  estimated  revenue  of  the  current  year. 

At  the  meeting  of  the  Stirling  Water  Commissioners  on  Tuesday,  it  was 
reported  that  the  recent  extension  of  the  water  system  to  Bannockburn 
had  cost  ±1550. 

The  great  scarcity  of  water  experienced  at  Kinghorn  during  the  past 
two  seasons,  and  an  unfavourable  analysis  by  Dr.  J.  Falconer  King,  of 
Edinburgh,  in  June  last,  as  well  as  pressure  from  the  Board  of  Super¬ 
vision,  led  the  Kinghorn  Town  Council  recently  to  consider  the  question 
of  an  additional  water  supply  for  the  burgh  ;  and  they  have  now  resolved 
to  adopt  the  scheme  prepared  by  Mr.  D.  Menzies,  C.E.,  of  Edinburgh. 
’Ihis  is  the  third  supply  of  water  introduced  to  the  town  within  the  past 
twenty  years.  The  total  cost  of  the  undertaking  will  be  considerably  over 
±2000 ;  and  operations  are  expected  to  commence  shortly. 

The  refusal  of  the  Carron  Iron  Company  to  pay  the  domestic  water- 
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rate  which  has  been  imposed  by  the  Falkirk  and  District  Water  Trust, 

until  the  pipes  are  laid  (which  I  noticed  in  my  “  Notes 

before  a  meeting  of  the  Trust  on  Monday  ;  and  it  was  agreed  to  request 

the  Law  Agents  of  the  Carron  Company  to  consent  to  the  question  at 

issue  being  submitted  to  the  First  Division  of  the  Court  of 

special  case  mutually  stated.  Meantime  instruction  was  given  to  obtain 

the  opinion  of  Counsel  on  the  subject. 

(FROM  ODB  GLASGOW  COKBESPONDENT.) 

Glasgow,  Saturday. 

Ex  -Bailie  Crawford,  a  leading  member  of  the  Glasgow  Corporation 
Gas  Committee,  had  occasion  last  night  to  address  his  constitue^s  of 
the  Tenth  Municipal  Ward,  as  he  was  unable  to  do  so  when  the  Ward 
mee  ting  was  held  prior  to  the  annual  election  at  the  beginning  of  last 
month.^  From  the  prominent  position  which  he  has  acquired  in  connec¬ 
tion  with  the  administration  of  the  local  Gas  Act,  it  was  but  natural  that 
he  should  have  something  to  say  on  gas  affairs.  He  said,  in  the  course  of 
his  remarks,  that  he  had  been  reproached  for  reducing  the  illuminating 
nower  of  the  gas.  This  reduction  of  the  illuminating  power  had,  how¬ 
ever  relieved  the  Gas  Trust  from  the  tyranny  of  a  ring  of  coalmasters 
who  were  possessed  of  the  coal  necessary  for  the  production  of  the  higher 
oualitv  of  gas ;  and  the  relief  had  resulted  in  a  saving  of  ^£30,000  a  year  to  the 
citizens  of  Glasgow.  As  to  the  Gas-Stove  Department,  he  remarked  that 
the  Gas  Committee  had  now  12,000  stoves  and  burners  of  various  kinds 
for  cooking  and  heating  purposes  in  the  hands  of  gas  consumers  in  the 
city  and  neighbourhood.  In  the  month  of  July,  1885— the  year  before  the 
introduction  of  the  system  of  letting  out  stoves— the  gas  consumption  was 
roughly  77  million  cubic  feet;  whereas  in  July,  1888,  it  was  103  million 
cubic  feet.  This  was  at  a  time  of  the  year  when  there  was  little  gas  used 
for  illuminating  purposes.  He  estimated  that  they  had  made  a  pront  of 
at  least  i'20,000  from  the  introduction  of  these  gas-stoves.  In  answer  to 
questions  put  to  him  after  the  close  of  his  speech,  he  denied  that  the  gas 
now  supplied  gave  less  light  than  that  formerly  in  use,  and  said  that 
^30  000  which  the  Gas  Trust  had  saved  by  breaking  the  coalmasters  ring 
was’ devoted  to  reducing  the  price  of  gas,  and  to  clearing  off  the  debt  and 
mortgages  on  the  gas-works.  .  ,  ,  m  -i 

At  the  ordinary  monthly  meeting  of  the  Glasgow  Town  Council  on 
Thursday,  complaint  was  made  by  Mr.  Primrose  of  the  insufBciency  of 
the  supply  of  gas  in  the  south-western  district  of  the  area  of  supply  ; 
and  he  asked  the  Convener  of  the  Gas  Committee  if  nothing  could  be  done 
to  improve  the  pressure  for  that  locality.  There  were,  he  said,  many  and 
widespread  complaints  ;  and  he  could  speak  from  personal  observation  as 
to  the  necessity  for  improvement.  Mr.  lire.  Convener  of  the  Sub-Com¬ 
mittee  on  Works,  said  that  the  matter  referred  to  had  been  before  the 
Gas  Committee  on  more  than  one  occasion.  They  were  quite  aware  that 
there  was  a  difficulty  in  keeping  up  a  full  pressure  in  that  particular 
district  just  now;  and  they  had  under  consideration  the  propriety  of 
laying  down  a  new  main  there ;  indeed,  it  would  have  been  laid  before 
this  time  but  for  the  operations,  or  prospective  operations,  of  the  Clyde 
Navigation  Trustees,  who  were  going  to  make  a  new  road  there;  and  if 
the  Committee  had  moved  in  this  matter  before,  they  would  have 
required  to  lay  the  main  twice.  They  had  now  notice  that  this  change 
would  take  place  within  the  next  three  months ;  and  as  soon  as  it  was 
possible  to  do  so,  the  Committee  would  have  the  additional  main  laid. 

Since  despatching  my  “  Notes”  a  week  ago,  I  have  learned  that  the 
motion  brought  before  the  Glasgow  Corporation  Gas  Committee  on  the 
29th  ult.,  asking  authority  to  pay  the  sum  of  £3000  from  last  year’s  gas 
surplus  to  the  Corporation  for  their  general  purposes,  was  carried  by  seven 
votes  against  four.  The  matter  did  not  come  up  for  confirmation  at  last 
Thursday’s  meeting  of  the  Town  Council ;  so  that  it  must  be  hung  up 
for  a  month. 

Business  on  the  Glasgow  Stock  Exchange  was  reported  on  Monday  as 
having  been  done  in  the  shares  of  the  Partiok,  Hillhead,  and  Maryhill 
Gas  Company  at  80s.  per  share.  On  the  following  day,  the  same  price 
was  again  asked  by  holders;  but  buyers  w-ould  not  rise  above  75s.  per 
share,  with  the  result  that  no  business  was  done.  Yesterday  the  same 
condition  of  things  showed  itself. 

There  is  now  scarcely  such  a  brisk  demand  as  there  was  for  sulphate  of 
ammonia  in  the  Glasgow  market.  The  spot  rate  is  reported  to  be  £12 15s. 
per  ton  ;  but  £13  has  been  realized  for  January  to  March  deliveries. 

The  Glasgow  pig-iron  warrant  market  has  generally  been  dull  this 
week.  On  Tuesday,  however,  a  large  amount  of  business  was  done  in 
Scotch  warrants,  the  price  of  which  touched  42s.  IJd.  per  ton.  Yesterday 
the  market  closed  with  the  price  at  41s.  9d.  per  ton  cash. 

Less  activity  has  shown  itself  in  the  coal  trade  this  week ;  but  in  most 
oases  prices  remain  firm. 

CHBBENT  SALES  OF  GAS  PBODHCTS. 

Liverpool,  Dec.  8. 

Sulphate  of  ATOmowfa.— Why,  one  may  ask,  has  the  market  fallen  so 
suddenly  this  week  ?  and  there  is  no  answering  echo  to  the  question.  It 
is  generally  understood  that  the  letting  out  of  large  quantities  of  sulphate, 
held  for  a  further  rise,  has  been  at  the  bottom  of  the  collapse ;  and  that 
the  heavy  make  coming  on  behind  these  large  prompt  parcels  has  com¬ 
pletely  destroyed  the  tone  of  the  market.  In  this  way,  £12  2s.  6d.  f.o.b. 
Hull  and  Liverpool,  has  been  touched;  and  there  the  decline  remains 
checked  meanwhile.  Nitrate  will  not  help  sulphate  at  the  present 
moment ;  for  the  very  large  November  shipments  (110,000  tons)  are  even 
beyond  the  highest  estimates.  The  value  on  spot  has  declined  to  11s. 
It  is  generally  considered  that  the  sudden  drop  in  sulphate  is  uncalled 
for — especially  as  the  usual  margin  between  it  and  nitrate  is  not  main¬ 
tained  ;  and  it  may  from  the  present  position  be  assumed  that  there  will 
be  an  irregular  market  for  the  rest  of  the  month. 


3Jd.  per  lb.  Muriate  of  ammonia,  brown,  £18  per  ton ;  white,  £25.  Sal- 
ammoniac,  £30  per  ton. 

[From  the  Chemical  Trade  Journal,  Dec.  8.] 

Tar  Products— The  benzol  market  remains  without  sensible  change ; 
and  last  week’s  prices  may  be  said  to  be  ruling  to-day.  There  is  ? 
fair  demand  for  aniline  oil  and  salt ;  and  in  time  this  may  not  be  without 
influence  on  the  benzol  market.  We  hear  that  a  few  of  the  leading  p^ 
ducers  are  about  to  put  their  heads  together,  in  order  duly  to  consider  the 
situation,  which  in  its  uncertainty  must  be,  to  say  the  least,  unsatisfactory 
both  to  the  sellers  and  users.  Of  solvent  naphtha,  creosote,  and  crude 
carbolic  acid,  there  is  little  fresh  to  say,  except  it  be  to  note  that  all  these 
products  are  moving  ofi  freely.  Anthracene  is  still  firm  at  old  rates ;  while 
pitch  is  slowly  moving  upwards.  It  is  rumoured  that  22a.  6d.  is  being 
Lked  in  London  ;  20s.,  in  Liverpool  ;  and  a  price  intermediate  between 
these  two,  f.o.b.  the  Humber  ports.  -.i.  j  j 

Sulphate  of  AmTOowia..- Sulphate  of  ammonia  has  met  with  a 
check ;  and  £12  3s.  9d.  has,  we  hear,  been  accepted  for  shipment  at  Hull, 
early  delivery,  though  the  price  remains  at  £  12  6s.  at  Leith  and  London. 
Nitrate  values  seem  to  have  had  something  to  do  with  this  fall,  vvhich 
should  go  no  further  if  makers  are  but  circums  pect,  as  for  a  few  weeks,  at 
any  rate,  there  will  be  but  a  moderate  quantity  required  In  some 
quarters  the  demand  for  liquid  ammonia  has  increased,  and  sahamrnoniac 
has  risen  £2  per  ton  in  sympathy  with  the  increased  price  of  acid  and  salt. 

The  Price  of  Water  at  Elland. — The  Elland  Local  Board  having 
obtained  a  reduction  in  the  price  of  water  supplied  to  thern  by  the  Halifax 
Corporation,  it  is  suggested  that  the  benefit  of  this  reduction  should  be  at 
once  given  to  the  consumers  in  the  district.  One  of  the  local  papew 
points  out  that  there  are  two  courses  open  to  the  Board  in  dealing  with 
this  matter— they  may  retain  the  present  prices,  and  devote  the  extra 
profit  to  the  relief  of  the  rates  ;  or  they  may  give  the  consumers  the  bpe- 
flt  direct.  Consumers— manufacturers  especially- claim  that  the  right 
thing,  and  that  which  will  most  conduce  to  the  good  of  the  town,  is  to  at 
once  reduce  the  price.  By  this  means,  it  is  urged,  consumption  will  be 
stimulated,  and  manufacturers  and  others  who  use  large  quantitms  of 
water  will  have  better  opportunities  of  carrying  on  their  industries  ; 
while  new  enterprises  might  also  be  encouraged  in  the  town.  Of  course, 
what  the  Board  have  to  consider  is  whether  the  water  has  paid  for  itself 
at  the  old  rate.  If  so,  then  probably  the  concession  will  be  granted  ;  but  if 
not  they  will  be  compelled  to  keep  the  water  charges  as  they  are. 
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London,  Dec.  8. 

Tar  Products. — The  week  has  been  marked  by  a  little  better  demand 
for  crude  tar  products  ;  tar  oils  and  pitch  being  in  good  request  at  improving 
prices.  Benzole  is  dull;  and  the  same  feature  characterizes  most  of  the 
better  products.  The  unhealthy  competition  for  tar  continues ;  and  in 
some  instances  prices  are  being  paid  which  are  bound  to  bring  a  loss 
unless  the  values  of  products  largely  increase.  Present  prices  are  ;  Tar, 
according  to  position,  18s.  to  23s.  per  ton.  Benzole,  90  per  cent.,  3s.  per 
gallon  ;  50  per  cent.,  2s.  6d.  Toluol,  Is.  6d.  per  gallon.  Solvent  naphtha. 
Is.  3d.  per  gallon.  Crude  naphtha,  30  per  cent..  Is.  2d.  per  gallon.  Light 
oil,  3d.  per  gallon.  Creosote,  2id.  per  gallon.  Pitch,  18s.  to  21s.  per  ton. 
Carbolic  acid  (crude),  3s.  lOd.  per  gallon.  Cresylie  acid,  lOJd.  per  gallon. 
Tar  salts,  15s.  per  ton.  Anthracene,  30  per  cent.,  “A”  quality.  Is.  4id.  per 
unit ;  “  B  ”  quality.  Is.  2Jd. 

Ammonia  Products. — Sulphate  has  been  fitful  and  difficult  of  sale;  and 
prices  at  the  various  large  outlets  have  varied  in  an  unusual  manner. 
But  the  week  closes  with  the  price  of  sulphate  nearly  10s.  below  that 
of  the  previous  week.  Prices  are  :  Gas  liquor  (5°  Twaddel),  8s.  per  ton, 
with  a  rise  or  fall  of  Is.  6d.  per  degree.  Sulphate  of  ammonia,  £12  5s.  per 
ton,  less  discount.  Liquor  ammonia,  2d.  per  lb.  Carbonate  of  ammonia, 
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The  Costs  of  Removing  the  Huntek  Trial  to  London. — It  is  stated 
that  the  costs  of  the  rule  for  a  certiorari,  and  the  extra  costs  incurred  by 
the  removal  of  the  indictment  in  the  Hunter  case  from  Lancashire  to 
London,  have  recently  been  sent  in  for  taxation.  The  bill  of  costs  delivered 
amounted  to  i'373  Ids.  lOd.,  made  up  of  .£293  4s.  Cd.  payments  out  of 
pocket,  and  £80  12s.  4d.  The  total  amount  of  the  bill  as  taxed  and 
allowed  against  the  defendant  Hunter  is  £128  3s.  Thus  £245  13s.  lOd.  of 
the  total  amount  charged  has  been  disallowed  by  the  taxing-master;  and 
the  total  amount  allowed  falls  short  of  the  actual  payments  by  £165. 

The  New  Wateu-AVorks  of  the  Alfreton  Local  Board. — The  Alfreton 
Water  Committee’s  new  impounding  reservoir  at  Lindway,  has  now 
been  formally  inaugurated  by  Mr.  Joshua  Roberts  raising  the  valve  and 
letting  in  the  water.  The  reservoir  is  substantially  constructed,  and  of 
sufiScieut  capacity  with  the  old  reservoir  to  store  water  enough  for  the 
driest  summer.  The  capacity  of  the  reservoir  is  8  million  gallons. 
Since  the  resignation  of  the  late  Engineer,  Mr.  W.  H.  Radford,  C.E.,  of 
Nottingham,  has  superintended  the  works ;  and  he  has  brought  them  to  a 
satisfactory  conclusion. 

The  Water  Supply  of  Northallerton. — At  their  monthly  meeting 
on  Thursday,  the  Northallerton  Local  Board  had  under  consideration  the 
question  of  obtaining  a  supply  of  pure  water  for  the  town.  The  Clerk 
read  a  memorial,  which  had  been  drawn  up  at  a  special  meeting  of  the 
Board  and  forwarded  to  the  Ecclesiastical  Commissioners,  dwelling  on  the 
importance  of  securing  a  supply  of  potable  water,  and  asking  them  to 
allow  of  its  being  taken  from  Osmotherley  Moor.  To  this  a  reply  had 
been  received  from  Messrs.  Smith  and  Gore,  the  Agents  to  the  Commis¬ 
sioners,  in  which  they  stated  that  they  were  prepared  to  advise  the 
Ecclesiastical  Commissioners  to  grant  to  the  Board,  for  a  term  of  42  years 
their  interest  as  Lords  of  the  Manor  of  Northallerton,  in  the  use  of  cer¬ 
tain  waters  situated  on  the  unenclosed  portion  of  Osmotherley  Moor,  to¬ 
gether  with  the  use  of  their  rights  to  the  surface,  to  erect  any  necessary 
works  thereon,  or  sink  auy  well  or  tank — the  Board  to  pay  a  yearly  sum 
of  £10,  and  to  undertake  on  their  part  to  compensate  for  any  damage 
that  may  arise  to  the  stintholders  on  the  common,  and  riparian  owners 
on  the  streams  below.  The  Clerk  remarked  that  he  had  written  to  the 
Commissioners’  local  agent,  asking  him  to  explain  the  term  42  years, 
and  requesting  that  the  grant  might  be  made  in  perpetuity.  A  reply  had 
been  received  that  he  did  not  think  the  Commissioners  could  make  the 
grant  in  perpetuity  ;  but  he  would  recommend  that  the  term  be  extended 
to  63  years,  and  the  cost  £20  per  year.  After  some  discussion,  the  Clerk 
was  requested  to  write  to  Messrs.  Smith  and  Gore  asking  them  to  either 
grant  the  right  in  perpetuity  or  sell  a  portion  of  the  moor  ;  at  the  same 
time  pointing  out  that  under  the  arrangement  at  present  suggested,  the 
Board  could  not  borrow  money  from  the  Local  Government  Board. 


Strike  at  the  Blackburn  Gas-Works. — Owing  to  a  dispute  about 
wages,  a  number  of  the  stokers  at  the  No.  2  gas-works  of  the  Blackburn 
Corporation  have  come  out  on  strike. 

Suggested  Purchase  of  the  Heanor  Gas-Works  by  the  Local  Board. 
—At  the  meeting  of  the  Heanor  Local  Board  last  Tuesday,  the  Clerk  was 
instructed  to  write  to  the  Langley  Mill  and  Heanor  Gas  Company,  asking 
if  they  were  willing  to  negotiate  with  the  Board  for  the  transfer  of  the 
gas-works. 

Lead  Poisoning  at  Drighlington. — Dr.  Forsyth,  Medical  OfiScer  of 
Health  for  Drighlington,  in  presenting  his  monthly  report  at  the  meeting 
of  the  Local  Board  last  Wednesday,  stated  that  he  had  been  in  attendance 
on  several  cases  lately  where  there  had  been  symptoms  of  lead-poisoning. 
On  examination  of  some  of  the  town’s  water-pipe  joints,  traces  of  lead 
had  been  found  by  him.  He  advised  the  Board  to  have  some  samples  of 
the  water  analyzed  by  a  public  analyst,  as  he  was  not  altogether  satisfied 
with  the  quality  of  it  as  it  at  present  passes  along  the  mains  The  Board 
decided  to  send  a  sample  of  the  water  to  the  Leeds  public  analyst. 

Ilkeston  Corporation  Water  Supply. — At  the  monthly  meeting  of  the 
Ilkeston  Town  Council  last  Tuesday,  on  the  motion  for  the  adoption  of 
the  minutes  of  the  General  Works  Committee,  Mr.Moss  proposed  an  amend¬ 
ment  to  the  effect  that  an  engineer  be  employed  to  advise  the  Council 
as  to  what  course  they  should  take  in  reference  to  a  new  water  scheme, 
and  that  the  minute  recommending  that  two  pumps  should  be  put  in  the 
large  shaft  at  Kirk  Hallam,  and  the  large  engine  shifted  nearer  the  shaft 
and  attached  to  the  pumps,  and  a  temporary  engine-shed  be  erected,  be 
expunged.  Mr.  Mitchell  seconded  the  amendment,  and  urged  the  Council 
to  purchase  new  plant  if  they  were  going  to  ascertain  whether  or  not 
a  permanent  supply  could  be  obtained  from  this  shaft.  Mr.  Robinson 
pointed  out  that  the  sum  of  £7500,  which  the  scheme  was  estimated  to 
cost,  was  not  required  to  test  the  supply  at  Kirk  Hallam  ;  but  a  great  deal 
of  it  would  be  required  in  laying  down  new  mains  throughout  the  town. 
Mr.  Trueman  objected  to  the  appointment  of  an  engineer,  as  the  Com¬ 
mittee  and  Surveyor  were,  he  thought,  quite  qualified  to  deal  with  the 
matter.  He  suggested  that  they  might  make  £2500  do  instead  of  £7600, 
and  let  the  mains  remain  as  they  were  for  a  time.  Alderman  Sudbury 
contended  that  there  was  an  ample  supply  of  water  for  the  use  of  the  town. 
Mr.  Haslam  opposed  the  recommendations  of  the  Committee,  in  a  lengthy 
speech.  The  water  supply  of  the  town,  he  said,  was  a  disgrace  to  them, 
depending  as  it  did  on  several  different  stations.  Mr.  Hall,  whom  they 
had  called  in  to  report  on  their  plant,  had  condemned  it.  They  ought  to 
find  a  site  for  a  plentiful  supply,  have  one  station,  one  set  of  plant,  and 
one  set  of  men.  After  further  discussion,  the  amendment  was  lost  by 
11  votes  to  7 ;  and  the  minutes  were  adopted  without  alteration. 


THE  QUALITY  OF  THE  LONDON  GAS  SUPPLY 
During  the  Four  Weeks  ended  Dec.  4. 


[From  returns  to  the  Metropolitan  Board  of  Works  by  Mr.  W.  J.  Dibdin,  F.I.O.,  F.C.S.] 
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Dec. 

4 

The  Gaslight  and  Coke  Company — 

Netting  Hill . 

17 

1 

16 

1 

16-4 

16 

6 

16-5 

16 

4 

Camden  Town . 

17 

4 

15 

8 

16-9 

16 

G 

16-5 

16 

6 

Dalston . 

16 

8 

16 

2 

16'6 

16 

5 

16-5 

16 

4 

Bow . 

17 

3 

16 

1 

16-9 

16 

6 

16-6 

16 

7 

Chelsea  (Fulham) . 

16 

7 

16 

0 

16-4 

16 

4 

16-3 

16 

4 

Do.  (Nine  Elms) . 

16 

6 

16 

1 

16-3 

16 

3 

16-3 

16 

3 

Shoreditch . 

17 

6 

16 

1 

.  , 

16 

9 

17-3 

16 

8 

Charing  Cross  (48-inch  main)  .  .  . 

17 

3 

16 

3 

17-0 

16 

9 

16-8 

16 

6 

Do.  (district  main)  .  .  . 

17 

2 

16 

4 

16-7 

16 

6 

16-9 

17 

0 

St.  John’s  Wood . 

16 

8 

15 

6 

16-0 

16 

5 

16-5 

16 

3 

Lambeth  Road . 

16 

9 

16 

0 

16-3 

16 

6 

16-6 

16 

6 

Holloway . 

17 

2 

15 

9 

16'5 

16 

5 

16-3 

16 

4 

Westminster  (cannel  gas) . 

21 

2 

20 

4 

20-9 

20 

7 

21-1 

21 

0 

South  Metropolitan  Gas  Company — 

Peckham  . 

16 

8 

16 

2 

16-5 

16 

4 

16-6 

16 

6 

Tooley  Street . 

17 

1 

16 

0 

16-6 

16 

6 

16-5 

16 

7 

Clapham . 

16 

5 

16 

0 

16-3 

16 

3 

16-3 

16 

3 

Lewisham . 

16 

8 

16 

2 

16-4 

16 

6 

16-6 

16 

5 

Blackfriars  Road . 

16 

8 

15 

4 

15-7 

16 

4 

16-4 

16 

3 

Plumstead . 

18 

3 

15 

2 

16-8 

16 

2 

16-0 

16 

3 

Commercial  Gas  Company — 

Old  Ford . 

17 

4 

16 

1 

16-8 

16 

6 

16-8 

16 

8 

St.  George’s-in-the-East . 

17 

0 

16 

1 

16-5 

16 

5 

16'6 

16 

8 

(Grains 

Sulphur. 

in  100  Cubic  Feet  of  Gas.) 

Ammonia. 

(Grains  in  100  Cubic  Feet  of  Gas.) 

Maxi¬ 

mum. 

[Mini¬ 

mum. 

Means. 

Maxi¬ 

mum. 

Mini¬ 

mum. 

Means. 

Nov. 

13 

Nov. 

20 

Nov. 

27 

Dec. 

4 

Nov. 

13 

Nov. 

20 

Nov. 

27 

Dec. 

4 

12-6 

8 

1 

10 

0 

11 

2 

10 

6 

11 

4 

0 

3 

0 

0 

0 

1 

0 

0 

0 

1 

0 

0 

19-8 

9 

4 

12 

8 

14 

4 

14 

0 

15 

0 

0 

2 

0 

0 

0 

1 

0 

1 

0 

0 

0 

0 

15-6 

13 

3 

13 

8 

14 

6 

14 

1 

14 

7 

0 

1 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

11-3 

6 

0 

7 

2 

7 

5 

8 

0 

8 

6 

0 

4 

0 

0 

0 

2 

0 

1 

0 

1 

0 

2 

18’5 

11 

8 

15 

0 

14 

6 

13 

2 

14 

5 

0 

3 

0 

1 

0 

2 

0 

2 

0 

2 

0 

2 

14-3 

10 

8 

14 

1 

12 

1 

11 

7 

11 

6 

0 

6 

0 

2 

0 

4 

0 

5 

0 

4 

0 

2 

15'7 

8 

5 

, 

11 

1 

12 

4 

11 

2 

0 

2 

0 

0 

0 

0 

0 

0 

0 

0 

12'3 

7 

0 

11 

5 

9 

0 

8 

9 

10 

3 

0 

6 

0 

2 

0 

2 

0 

4 

0 

2 

0 

3 

10-7 

7 

2 

9 

0 

8 

1 

8 

9 

9 

5 

0 

5 

0 

1 

0 

2 

0 

4 

0 

4 

0 

3 

11-5 

8 

7 

9 

0 

9 

6 

10 

0 

10 

6 

0 

5 

0 

1 

0 

3 

0 

3 

0 

3 

0 

3 

14-5 

10 

4 

13 

7 

11 

6 

11 

9 

11 

3 

0 

5 

0 

1 

0 

4 

0 

3 

0 

2 

0 

2 

13-9 

9 

5 

11 

8 

10 

9 

11 

4 

11 

7 

1 

3 

0 

0 

0 

3 

0 

2 

0 

3 

0 

4 

12-1 

9 

1 

10 

2 

10 

7 

10 

6 

10 

0 

0 

6 

0 

3 

0 

5 

0 

4 

0 

4 

0 

4 

15-9 

9 

6 

10 

6 

12 

4 

11 

5 

11 

1 

0 

8 

0 

0 

0 

0 

0 

3 

0 

4 

0 

2 

14-5 

9 

0 

10 

5 

11 

3 

11 

2 

11 

1 

1 

0 

0 

0 

0 

0 

0 

5 

0 

8 

0 

7 

16-0 

7 

0 

11 

0 

9 

6 

11 

5 

12 

8 

1 

0 

0 

0 

0 

0 

0 

2 

0 

1 

0 

1 

11-0 

6 

4 

7 

5 

7 

7 

10 

2 

7 

8 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

13-0 

9 

3 

11 

9 

11 

8 

11 

4 

11 

1 

0 

6 

0 

0 

0 

0 

0 

4 

0 

3 

0 

4 

17'3 

7 

0 

7 

3 

9 

0 

14 

3 

14 

4 

2 

0 

0 

2 

2 

0 

0 

9 

0 

1 

0 

4 

7-4 

5 

3 

¥ 

¥ 

¥ 

6 

5 

0 

4 

0 

0 

K 

¥ 

¥ 

0 

1 

13-7 

7 

0 

8 

6 

11 

8 

11 

7 

9 

1 

0 

8 

0 

2 

0 

3 

0 

4 

0 

3 

0 

3 

*  Apparatus  under  repair. 

Sulphuretted  Hydrogen. — None  on  any  occasion.  Pressure. — In  excess  on  all  occasions. 

Note. — The  standard  illuminating  power  for  common  gas  in  the  Metropolis  is  16  sperm  candles,  and  for  cannel  gas  20  sperm  candles.  Sulphur 
not  to  exceed  22  grains  in  100  cubic  feet  of  gas ;  ammonia  not  to  exceed  4  grains  in  100  cubic  feet  of  gas.  Pressure  between  sunset 
and  midnight  to  be  equal  to  a  column  of  1  inch  of  water;  between  midnight  and  sunset,  6-lOths  of  an  inch. 
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CHRISTMAS  HOLIDAYS. 


expected  ultimatum.  At  tlie  time  when  the  members  of 
Council  and  others  (for  reasons  which  need  not  be  repeated) 
consummated  the  great  secession  which  shook  the  Institute 
to  its  foundations,  and  left  it  Avith  a  fragmentary  governing 
body,  the  President  issued  to  the  members,  from  the  Council 
meeting  at  Avhich  the  bulk  of  the  resignations  were  received, 
a  notification  of  the  fact,  and  a  request  for  abstention  from 
similar  action  until  a  general  meeting  could  be  called.  It 
was  also  stated  that  an  extraordinary  general  meeting  would 
be  convened  in  the  course  of  the  autumn.  The  latter 
announcement  made  the  preceding  request  reasonable ; 
for  Avhile  it  would  have  appeared  audacious,  to  say  the 
least  of  it,  to  ask  members  Avho  sympathized  with  the 
seceders  to  wait  a  whole  year,  and  pay  another  subscription, 
before  giving  effect  to  their  inclination,  it  Avas  only  common 
prudence  to  check  a  movement  that  might  have  resulted  in 
SAvift  disintegration  of  the  Institute.  At  the  next  Council 
meeting,  held  on  Sept.  4,  and  alluded  to  in  our  issue  for  the 
following  weelc,  it  was  decided  to  abandon  the  proposed 
meeting,  under  circumstances  which  looked  very  like  a 
difference  of  opinion,  or  at  least  a  misunderstanding,  between 
the  President  and  some  of  the  members  of  the  Council.  We 
did  not  lay  stress  upon  this  point  at  the  time,  because  Ave 
recognized  that  both  President  and  Council  had  as  much  as 
they  could  expect  to  accomplish  by  the  end  of  the  year, 
if  they  Avorked  in  the  most  complete  harmony.  We  pointed 
out,  however,  that  by  thus  depriving  members  of  the  oppor¬ 
tunity  of  considering  the  position  of  the  Institute  during  the 
period  covered  by  the  current  subscription,  the  Presiiient 
and  Council  took  upon  themselves  greater  responsibility 
for  the  success  of  next  year’s  ordinary  meeting.  _  It 
having  been  announced  that  another  Council  meeting 
Avould  be  held  in  November,  Ave  showed  that  it  was 


In  consequence  of  the  Christmas  Holidays,  the  next  number 
of  the  JOURNAL  will  be  published  on  Monday  morning. 
Correspondents  and  Advertisers  will  please  note  this,  and 
let  us  have  any  communications  not  later  than  the  first 
post  Saturday. 
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Martin’s-le-Grand ;  Cheques  crossed  “Union  Bank  of  London”  ;  and 
drawn  to  the  order  of  Walter  King,  11,  Bolt  Court,  Fleet  Street,  E.C. 
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THE  GAS  INSTITUTE  IN  EXTREMITY. 

The  time  has  now  arrived  when  the  question  of  the  future 
of  The  Gas  Institute  must  be  decided ;  and,  unfortunately, 
those  to  whom  the  general  body  of  members  naturally  look 
for  guidance  in  all  matters  affecting  their  corporate  exist¬ 
ence,  have  not  made  the  expected  sign.  The  decision  of  the 
fate  of  the  Institute  will,  therefore,  be  left  to  the  unassisted 
judgment  of  individual  members,  unless  the  President,  for 
whose  promised  declaration  of  policy  they  have  Avaited 
in  vain,  breaks  silence  during  the  next  fortnight  with  the 


due  to  the  members  that,  after  this  meeting,  a  state¬ 
ment  of  policy  should  be  promulgated,  in  order  that  they 
might  decide  whether  or  not  to  renew  their  subscriptions. 
That  in  so  arguing  we  only  spoke  the  sentiment  of  many 
members  was  proved  by  the  inteiTogation  of  the^  Presi¬ 
dent  at  a  subsequent  Midland  Association  meeting  by 
Mr;  P.  Simpson,  of  Rugby,  who  was  manifestly  in  touch 
with  his  assembled  colleagues  in  this  action.  Upon  that 
occasion  Mr.  Henry  Woodall — whose  public-spirited  policy 
in  visiting  the  meetings  of  the  various  District  Associations 
deserves  the  fullest  recognition — stated  that  he  had  no  doubt 
that  the  policy  of  the  Council  would  be  put  forward  after 
the  November  meeting.  This  portentous  meeting  was  held 
on  the  27th  ult.,  and  was  adjourned  for  a  fortnight,  nothing 
being  done,  but  the  difficulty  of  the  situation  having  been 
aggravated  by  the  retirement  of  another  member — Mr.  A. 
Colson,  of  Leicester.  Although  we  are  not  in  the  secrets 
of  the  Council,  this  fresh  resignation,  by  one  of  the  most 
respected  of  the  younger  and  rising  order  of  engineers,  struck 
us  as  not  hopeful  for  the  future  ;  and  distrust  was  fanned 
by  the  rumour  that  one  if  not  two  other  members  of  the 
Council  had  begun  to  feel  their  position  growing  intolerable. 
At  any  rate,  the  adjourned  meeting  took  place  last  Tuesday, 
and  that  something  is  A’ery  wrong  may  be  inferred  from  the 
fact  that  the  President,  prompt  man  of  business  as  he  is, 
has  not  up  to  our  going  to  press  made  any  statement  for  the 
information  of  the  members,  who,  as  he  is  well  aware,  expect 
a  declaration  fi’om  him  before  the  end  of  the  year. 

The  question  that  consequently  arises^  is  plainly  this : 
Has  there  occurred  anything  like  a  schism  in  the  Council ;  or 
does  the  absence  of  any  declaration  of  policy  merely  mean 
that  neither  the  President  nor  any  member  has  a  distinct 
policy  to  recommend  ?  If  the  President,  upon  whose  request 
members  have  refrained  from  resigning,  has  been  baffled  in 
any  Avay  in  such  steps  as  he  may  have  considered  necessary 
for  redeeming  his  pledge,  it  is  only  what  he  owes  to  himself 
that  he  should  publish  a  statement  to  that  effect,  and  follow 
it  up  by  resigning.  He,  at  least,  cannot  escape  personal  res¬ 
ponsibility  in  this  matter.  We  do  not  here  wish  to  compare 
Mr.  Woodall  in  reputation  and  standing  with  the  ordinary 
members  of  the  Council,  although  the  comparison  is  one  that 
his  foiends  would  not  fear.  The  plain  fact  is  that  he  is  the 
President ;  and  it  is  to  him  that  the  general  body  of  members 
look  for  guidance,  in  a  way  that  they  certainly  do  not  look  to  any 
single  member  or  group  of  members  of  the  Council.  He  has 
manfully  stuck  to  the  ship  through  a  condition  of  affairs 
unprecedented  in  the  history  of  the  Institute,  in  the  hope  that 
he  Avould  be  able  to  bring  it  safely  through  its  troubles  ;  and 
if  he  does  not  break  silence  with  a  satisfactory  statement 
directed  to  this  object,  the  members  whom  he  has  induced  to 
remain  will  construe  his  reticence  as  a  confession  of  defeat,  and 
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will  solve  the  difficulty,  so  far  as  they  are  concerned,  by  not 
renewing  their  subscriptions  next  year. 

There  is  no  mistaking  the  elements  of  a  satisfactory  policy 
for  The  Gas  Institute.  It  means  that  the  organization  shall 
be  reformed  in  such  a  manner  that  the  members  who  have 
retired  can  come  back  again  with  honour,  and  that  the  be¬ 
setting  evil  which  was  the  prime  cause  of  their  withdrawal — 
trade  jealousy — shall  be  for  ever  eradicated.  The  idea 
that  the  Institute  can  exist  for  long  without  including  in  its 
membership  the  leaders  of  the  gas  engineering  profession  is 
preposterous.  It  comes  to  this,  that  with  the  various  Dis¬ 
trict  Associations  so  popular  and  thriving,  a  central  society 
of  the  same  order  has  to  justify  its  existence.  It  is  not 
now  as  it  was  in  the  early  days  of  the  British  Association 
of  Gas  Managers,  when  a  gas  manager  might  only  meet 
his  nearest  neighbour  once  a  year  at  the  general  meeting. 
For  most  of  the  practical  purposes  which  the  British  Asso¬ 
ciation  was  established  to  serve,  the  District  Societies  have 
fully  supplanted  it.  They  enable  men  occupied  in  the  same 
part  of  the  country,  and  therefore  admitting  a  common  bond 
in  addition  to  that  of  their  calling,  to  meet  together  for  the 
friendly  interchange  of  ideas  and  experiences  ;  and  they  are 
free  from  some  of  the  objectionable  features  of  the  annual 
gathering  from  all  quarters.  There  is  no  carping  between 
the  members  ;  there  are  no  cliques  ;  and  those  who  find  it 
to  their  interest  to  manufacture  grievances  and  sow  dissen¬ 
sion,  discover  that  the  field  is  too  small  for  their  labours. 
Why  should  busy  men  take  the  trouble  to  give  up  a  week 
of  their  time,  and  travel  hundreds  of  miles,  it  may  be,  to  a 
meeting  which  they  find  spoilt  for  them  by  the  play  of 
spites,  rancours,  and  jealousies  which  are  no  concern  of 
theirs  ;  and  why  should  they  accept  office  in  a  society  which 
exposes  them  to  persecution  actuated  by  the  pettiest  and  most 
personal  of  motives  ?  For  no  other  crime  than  standing  by 
and  doing  their  best  for  The  Gas  Institute,  a  number  of 
members  have  been  compelled  to  retire  from  it ;  but  these 
am  the  very  men  who  are  at  the  irresent  time  among  the  most 
honoured  members  of  the  comparatively  cosy  and  comfort¬ 
able  District  Associations.  If  they  are  not  fit  to  be  members 
of  The  Gas  Institute,  why  are  they  welcomed  at  the  distnet 
meetings  ?  If,  as  a  certain  section  of  members  and  their 
hangers-on  have  of  late  tried  to  make  out,  these  men  have 
been  guilty  of  every  possible  crime  towards  the  Institute,  how 
comes  it  that  they  are  so  universally  respected  by  those  other 
colleagues  who,  %  neighbom-ship,  ought  to  know  them  best? 
Supposing  for  a  moment  that  these  leaders  of  the  profession, 
and  those  who  respect  them  too  highly  to  support  any  society 
from  which  they  are  by  implication  excluded,  keep  aloof  from 
the  Institute,  how  can  the  latter  justify  its  existence  ?  Where 
can  it  meet  when  London,  Glasgow,  Liverpool,  Birmingham, 
and  many  other  places  give  it  the  cold  shoulder?  We  take 
our  position  firmly  on  the  point  that — apart  from  all  con¬ 
sideration  of  the  personal  respect  due  to  these  gentlemen — 
no  national  professional  association  of  this  kind  can  justify  its 
existence  unless  it  includes  (not  necessarily  always  in  office, 
but  at  least  in  full  membership  and  active  sympathy)  the 
recognized  heads  of  the  profession.  If  anybody  will  dispute 
this  point,  we  should  like  to  see  what  sort  of  arguments  he 
proposes  to  use. 

It  is  idle  for  men  who,  whatever  their  estimable  qualities, 
are  not  recognized  leaders  of  their  colleagues,  to  think  that 
an  accidental  position  in  office  in  a  mutual  society  confers 
any  additional  lustre  upon  their  personality.  Men  who  are 
already  eminent  confer  distinction  upon  any  society  to 
which  they  belong ;  but  no  society,  unless  it  is  known 
to  be  mainly  composed  of  better  men  than  himself,  can 
confer  distinction  upon  a  member.  These  are,  or  should 
be  self-evident  truths ;  and  their  application  to  The  Gas 
Institute  at  the  present  crisis  in  its  existence  is  not  less 
obvious.  There  is  no  need  for  the  mention  of  names  ;  but  it 
is  incontrovertible  that  any  association  which  permits  to 
remain  outside  it  the  most  eminent  of  those  for  whom  it 
is  ostensibly  formed,  must  be  a  society  of  mediocrities. 
What  attraction,  dignity,  or  authority  can  attach  to  an 
assembly  of  such  a  quality?  Every  society  requires  the 
support  of  the  best  men  that  can  be  encompassed  in 
it.  The  members  who  have  already  achieved  their  posi¬ 
tions  in  life  will  attend  its  meetings  for  the  purpose  of  clash¬ 
ing  wits  with  their  peers,  and  with  the  desire  to  help  those  of 
their  professional  brethren  who  are  yet  climbing  upwards. 
Men  with  their  futirre  before  them  will  gladly  come  together 
to  learn  from  their  seniors,  and  to  hear,  perhaps  to  consult, 
the  shining  lights  of  their  calling.  Can  an  association 
deprived  of  these,  its  original  reasons  for  existence,  live  and 


thrive  after  it  has  lost  them  all  ?  It  may  linger  on  through 
a  discredited  decadence,  more  or  less  protracted,  in  the 
interest  of  those  whose  usurpation  of  nominal  leadership  is 
rendered  possible  only  by  the  absence  of  better  men ;  but 
where  is  the  glory  of  this  ?  Wherefore  we  say  that  if  The 
Gas  Institute  is  to  be  saved,  the  President  must  immediately 
disclose  sufficient  reason  for  the  renewal  of  their  subscrip¬ 
tions  by  those  members  whose  desire  is  for  its  continued 
existence  in  honour,  unity,  and  usefulness. 

A  DISCUSSION  AT  THE  MANCHESTER  DISTRICT  MEETING. 

In  another  column  will  be  found  a  report  of  the  proceedings 
at  the  recent  meeting  of  the  Manchester  District  Institution  of 
Gas  Engineers,  when  the  interest  principally  centred  in  the 
discussion  on  Mr.  J.  Dalgliesh’s  paper  on  the  effects  of  oil 
and  other  illuminants  on  gas  consumption.  Before  noticing 
the  speakers’  remarks,  it  will  be  well  to  draw  attention  to  the 
fact  that,  for  various  reasons,  this  debate  has  been  deferred 
for  a  year  after  the  reading  of  the  paper,  which  cannot  be 
regarded  as  a  satisfactory  arrangemenr.  There  is  too  much 
of  the  “  resurrection  ”  aspect  about  the  review,  after  such  a 
long  interval,  of  statements  which,  however  true  and  valuable, 
must  have  been  far  more  interesting  when  fresh.  Life  is  too 
short,  as  well  as  progressive,  to  allow  us  to  keep  open  a 
“  suspense  account”  of  our  views  and  projects  for  a  whole 
twelvemonth.  The  incident  in  question  maybe  exceptional ; 
and  it  is  to  be  hoped  that  it  will  remain  so.  There  are  many 
objections  to  postponing  the  public  discussion  of  technical 
papers ;  and,  so  far  as  can  be  seen,  only  one  argument  in 
favour  of  this  course,  which  is  that  those  who  take  part  in 
the  debate  may  have  time  to  bring  up  their  data  and  form 
their  opinions  respecting  the  author’s  statements.  There  is  not 
much  in  this  plea,  however,  when  it  is  examined  ;  and  we  sus¬ 
pect  that  it  is  only  advanced  as  a  cloak  for  the  real  reasons  for 
putting  off  debates,  which  are  commonly  want  of  time,  and 
fatigue  of  the  meeting  by  other  business.  This  is  really  an 
argument  for  short  papers,  if  discussion  is  looked  for,  and 
especially  for  having  all  technical  communications  printed 
in  advance  and  distributed  to  the  members  a  day  or  two 
before  the  date  of  the  meeting  at  which  they  are  to  be  read. 
If  this  latter  point  were  attended  to,  there  would  seldom  be 
any  necessity  for  the  suggestion  to  defer  a  discussion ; 
which  is  a  growing,  though  a  bad  practice.  Admitting  the 
disadvantage  under  which  the  speakers  laboured,  the  dis¬ 
cussion  was  as  good  as  could  have  been  expected.  A  useful 
contribution  to  it  was  a  letter  from  Mr.  Newbigging,  now 
absent  on  a  South  African  engagement,  in  which  the  writer 
offered  some  sound  advice,  worded  in  a  rather  picturesque 
stylo,  upon  the  conduct  of  gas  undertakings  with  a  view  to 
gaining  public  favour.  While  admitting  the  force  of  Mr. 
Newbigging’s  objections  to  the  deposit  system,  however,  it 
may  be  well  to  remark  by  way  of  comment  upon  the  asser¬ 
tion  that  ‘  ‘  all  round  the  practice  of  enforcing  the  payment  of 
“  deposits  is  a  most  objectionable  one,”  that  the  writer  of 
this  sentence  seems  to  have  forgotten  for  the  moment 
that  Gas  Companies  are  under  compulsion  to  supply  all 
comers,  whatever  their  commercial  reputation.  There  are 
certain  customers  whom  the  most  enterprising  and 
trustful  of  shopkeepers  may  reasonably  refuse  to  serve 
with  goods  unless  the  money  in  payment  is  first  passed 
over  the  counter,  and  safely  deposited  in  the  till.  If  the 
condemnation  of  the  deposit  system  is  modified  to  allow  of 
exception  in  such  cases,  we  willingly  subscribe  to  it ;  for,  as 
unintelligently  applied  by  some  Gas  Companies,  it  has 
undoubtedly  done  more  damage  than  can  well  be  estimated. 
Mr.  W.  Woodward,  of  Bury,  said  a  trenchant  thing  when — 
having  premised  that  the  selling  price  of  gas  had  been 
brought  down — he  declared  that  “  they  had  neither  deposit 
“  system  nor  meter-hire  at  Bury  ;  and  this  year  they  had  an 
“  increase  of  more  than  10  per  cent,  in  the  consumption, 
“  whereas  in  other  years  they  had  had  a  decrease.”  We 
cannot  go  with  Mr.  T.  Banbury  Ball,  who  seemed  to  think 
that  the  question  of  the  desirability  of  a  consumer  depends 
entirely  upon  the  amount  of  his  account.  It  is  easy  to  argue 
that  the  transaction  of  a  very  small  amount  of  any  kind  of 
business  does  not  pay  ;  but  what  would  become  of  trade  if 
every  shopkeeper,  merchant,  railway  company,  and  fire  or 
life  insurance  agent  conducted  his  affairs  upon  this  principle  ? 
It  is  curious  that  very  soon  after  Mr.  Ball  talked  in 
this  vein  in  Manchester,  a  proposal  to  reduce  the  price 
of  gas  in  his  own  town  of  Rochdale  was  opposed  by 
an  Alderman  on  the  ground,  among  others,  that  hundreds 
of  consumers  were  already  supplied  at  a  loss.  It  is  a  mis¬ 
chievous  thing  to  go  through  a  classification  of  the  gas 
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consumers  of  a  town  according  to  wliether  they  require 
two-light,  five-light,  or  fifty-light  meters,  and  to  discriminate 
which  pays  best.  All  help  one  another  ;  and  this  axiom 
cannot  be  lost  sight  of  without  danger  of  going  further 
wrong  among  the  fallacies  of  “fair”  price,  commercial 
value,  and  the  other  delusions  that  have  everywhere  served 
to  cheat  consumers  of  their  dues.  To  sell  gas  to  everybody 
at  the  lowest  possible  price  consistent  with  the  safety  of  the 
capital  invested  and  the  quality  of  the  commodity,  is  the  only 
safe  policy  for  owners  of  gas  undertakings,  whether  public 
corporations  or  statutory  companies.  The  President,  Mr. 
Duxbury,  of  Darwen,  offered  good  evidence  of  the  advantage  of 
cultivating  the  cottage  class  of  consumers  ;  and  Mr.  Dalgliesh 
satisfactorily  wound  up  the  debate.  On  the  whole,  while 
the  discussion  'was  not  perhaps  all  that  might  have  been 
desired,  it  shed  a  certain  amount  of  fresh  light  upon  a  ques¬ 
tion  that  requires  elucidation  in  accordance  with  local  condi¬ 
tions  in  all  parts  of  the  kingdom. 

GAS  AFFAIES  IN  DUBLIN. 

There  is  another  squabble  between  the  Corporation  of  Dublin 
and  the  Alliance  and  Dublin  Consumers’  Gas  Company  ;  the 
subject  this  time  being  the  illuminating  power  of  the  gas 
supplied  within  the  city.  One  of  these  Dublin  gas  disputes 
follows  another,  at  short  intervals,  without  the  introduction 
of  any  such  difference  as  might  prevent  the  repetition  by 
Aldermen  and  Councillors  of  their  stock  denunciations  of  the 
Company  and  all  its  works,  at  the  same  time  that  the  subject- 
matter  is  always  varied  sufficiently  to  give  a  superficial  aspect 
of  freshness  to  the  quarrel.  The  last  “  row  it  is  impossible 
to  use  dignified  language  to  describe  these  particularly  un¬ 
dignified  outbreaks — is  a  result  of  the  recent  appointment  of 
a  Gas  Inspector  who,  there  is  reason  to  believe,  was  specially 
selected  for  the  post  because  he  was  deemed  likely  to  make 
things  generally  disagreeable  for  the  Company.  The  fact  of 
the  Inspector  being  very  nearly  related  to  the  Secretary  and 
General  Manager  of  the  Company  gives  a  peculiar  zest  to 
the  disputes  of  which  he  is  expected  to  be  the  cause.  He 
has  reported  to  his  employers  that  the  gas  was  below  the 
standard  on  seven  recent  occasions  ;  and  his  bare  statement, 
communicated  to  the  Town  Council  by  an  Alderman,  was, 
of  course,  quite  sufficient  to  call  down  condemnation  on 
the  Company,  without  a  suggestion  of  their  being  heard 
in  their  own  defence.  This  is  apparently  the  idea  of  fair 
play  entertained  by  the  majority  of  the  Corporation  ;  for  we 
do  not  see  that  one  voice  was  raised  at  the  Town  Council 
meeting  to  point  out  the  ex  parte  nature  of  the  evidence  on 
which  the  Company  was  being  held  up  to  public  opprobrium. 
As  soon  as  the  proceedings  Avere  reported  to  the  Gas  Com¬ 
pany,  however,  the  Directors  and  their  General  Manager  pre¬ 
pared  for  action.  Seizing  upon  the  fact  that  dates  were  given 
for  the  alleged  periods  of  shortcoming  on  their  parts,  they  have 
challenged  the  Corporation  to  prosecute  them  for  the  damages 
Avhich,  acording  to  this  story,  they  must  have  incurred  under 
the  Act.  As  Mr.  W.  F.  Cotton  points  out,  in  the  communi¬ 
cation  to  the  Corporation  of  which  Ave  publish  an  account 
elseAvhere,  if  proceedings  are  not  taken  to  recover  these 
penalties,  it  will  look  as  though  the  Gas  Committee  are 
Avilling  to  slander  the  Company,  yet  are  afraid  to  put  their 
accusations  to  the  proof.  As  the  matter  has  been  referred  to 
the  Paving  and  Lighting  Committee,  it  is  possible  that  a 
prosecution  may  be  impending ;  but,  on  the  other  hand,  it  is 
equally  likely  that,  the  aspersions  haAung  been  made,  nothing 
further  will  be  heard  of  the  matter. 


The  Trial  of  Mr.  Carr. — The  trial  of  Mr.  William  Carr,  at  the 
Leeds  Assizes,  on  the  charge  of  unlawfully  mutilating  “  a  certain 
book  ”  belonging  to  the  Halifax  Corporation,  has  been  specially 
fixed  to  take  place  to-day  (Tuesday)  before  Mr.  Baron  Pollock. 

Mid-Sussex  Water  Company. — We  understand  that  an  allot¬ 
ment  of  shares  in  this  Company  (the  prospectus  of  which  Avas  pub¬ 
lished  in  the  Journal  for  the  27th  ult.)  was  made  on  thebthinst. ; 
but,  the  whole  of  the  shares  not  having  been  applied  for,  the 
Directors  have  decided  to  allow  the  list  to  remain  open  for  a  short 
time,  to  enable  those  who  are  desirous  of  becoming  shareholders 
to  send  in  their  application. 

Mr.  Percy  G.  Winstanley  (son  of  Mr.  George  Winstanley,  Engi¬ 
neer  and  Manager  of  the  Newcastle-under-Lyme  Corporation  Gas- 
Works)  has  been  appointed  Secretary  and  Manager  of  the 
Halesow’en  Gas  Company.  In  moving  the  adoption  of  the  Gas 
Committee’s  minutes  at  last  Tuesday’s  meeting  of  the  Newcastle 
Town  Council,  Mr.  Briggs  referred  to  the  appointment  obtained 
by  Mr.  Winstanley,  jun.,  who,  he  said,  had  been  an  efficient  servant 
of  the  Corporation  for  six  years.  He  had  now  gone  to  take  a 
responsible  position  elsewhere;  and  he  Avas  sure  the  Council 
wished  him  success. 


In  Lord  Bramwell,  the  Water  Companies  (in  common  with 
the  proprietors  of  other  public  undertakings  of  a  similar 
class)  baA^e  always  found  a  vigorous  and  consistent  cham¬ 
pion.  To  those  who  favour  the  so-called  public  policy  of 
compulsory  purchase  by  municipal  bodies,  Ave  commend 
some  remarks  AAdiich  Avill  be  found  in  his  Lordship  s 
address  on  “Economics  r,  Socialism” — recently  re-issued 
by  the  Liberty  and  Property  Defence  League.  You  do  not, 
says  Lord  Bramwell,  compensate  a  man  AA’hen  you  take  from 
him  Avhat  as  a  matter  of  business  he  would  rather  keep 
eA’en  if  you  pay  him  tAventy  shillings  for  his  sovereign. 
Almost  immediately  after  this,  his  Lordship  makes  a 
pointed  reference  to  the  case  of  the  London  Water  Companies, 
in  connection  with  the  question  of  annual  value.  The 
Companies  were  originally  authorized  to  charge  accoi ding  to 
the  real  annual  v'alue  of  the  houses  supplied  with  water.  But 
what  happened?  Only  a  few  years  ago,  at  the  instance  of  a 
private  member,  it  was  enacted  that  the  charge  throughout 
the  Metropolis  should  be  on  the  rateable  A’alue,  “  which  is 
“  very  commonly  five-sixths  of  the  real  A'alue.  The  measuie 
was  passed,  adds  the  writer,  “  by  some  who  knew  no  better,  by 
“  others  Avho  did,  not  without  a  blush ;  but  it  was  £9000  a 
“  year  loss  to  one  Company.” 

These  schemes  and  ideas  receive  encouragement  from  Par¬ 
liament  ;  while  the  far  more  urgent  question  of  maintaining 
the  purity  of  the  Thames,  and  placing  adequate  poAvers  at  the 
disposal  of  the  now  helpless  Conservancy  Board,  is  alloAved 
to  remain  in  abeyance.  Is  it  more  important  that 
a  man  should  pay  a  few  shillings  less  for  the  Avater 
annually  supplied  to  him,  than  that  the  quantity  received, 
Avhatever  it  may  be,  should  be  pure  and  undefiled  Avhen  it  is 
sent  into  his  house  ?  The  question  answers  itself  in  days 
when  people  scoff  at  the  primitive  customs  of  their  foiefathers, 
and  plume  themselA'es  on  their  zeal  for  sanitation.  It  is  not 
our  habit,  nor  Avish,  to  be  alarmists  ;  but,  nevertheless,  it 
may  be  Avell  to  remember  what  river  pollution  has  effected  m 
bygone  times.  The  eA^ents  AAdiich  led  to  the  Health  of  Towns 
Commission  more  than  forty  years  ago  ought  not  to  be  for¬ 
gotten.  It  Avas  then  tardily  realized  that  the  sewage  of  London 
which  had  formerly  been  accumulated  in  cesspools  had  been 
gradually  transferred  to  the  Thames  ;  and,  to  quote  Sir  Francis 
Bolton’s  description  of  the  consequence,  the  river  itself 
became  a  polluted  sewer  on  an  enormous  scale,  with  a 
mass  of  Avater,  black  and  foul,  passing  continually  up  and 
doAvn  at  each  change  of  the  tide — “  a  condition  of  things 
“  Avhich  culminated  in  the  cholera  outbreaks  of  1845  and 
“  1849.”  Of  course,  the  shocking  state  of  affairs  which  then 
existed  can  never  be  repeated,  because  it  is  now  illegal 
for  the  Metropolitan  Companies  to  take  water  for  domestic 
consumption  from  any  part  of  the  Thames  belo'W’  Teddington 
Lock.  The  present,  or  the  threatened,  danger  is  to  be  traced 
to  the  riverside  towns  situated  above  the  present  intakes  of 
certain  of  the  Companies  ;  and  the  point  is  whether  the  Local 
Authorities  Avho  bear  rule  in  those  localities  are  to  be  per¬ 
mitted  to  turn  certain  stretches  of  the  Thames  into  public 
sewers.  All  will  be  agreed  that  it  is  not  expedient ,  but,  un¬ 
happily,  the  laAV  seems  to  faA’our  the  offenders — if  not  indi¬ 
vidually,  at  least  collectively. 

With  regard  to  the  rights  of  individuals  inter  se,  the  case 
of  Ballard  r.  Tomlinson,  decided  in  the  year  1885,  is 
no  doubt  an  important  authority  ;  but  the  decision  of  the 
Court  of  Appeal  (reA’ersing  that  of  Mr.  Justice  Pearson)  Avas 
of  a  more  or  less  qualified  character.  It  Avas  then  laid  down 
that  no  one  has  a  right  to  use  his  premises  in  such  a  way  as 
to  be  a  nuisance  to  his  neighbour ;  and,  therefore,  if  a  man 
puts  filth  or  poisonous  matter  on  his  land,  he  must  take  care 
that  it  does  not  escape  so  as  to  poison  water  which  his  neigh¬ 
bour  has  a  right  to  use,  even  though  the  neighbour  may 
have  no  property  in  such  water  at  the  time  it  is  fouled. 
The  argument,  put  in  another  way,  involved  the  question 
Avhether  anyone  of  those  Avho  have  unlimited  rights  of 
appropriation  has  also  a  right  to  contaminate  that  common 
reservoir  or  source  described  as  percolating  water,  or 
whether  he  is  bound  to  do  anything  which  Avill  prevent 
those  AA'ho  enjoy  a  similar  right  of  appropriation  from 
receiving  the  water  uii'altered  in  quality.  Tliis  latter 
question  Mr.  Justice  Pearson  decided  in  the  negative  ; 
but,  as  just  mentioned,  the  Court  of  Appeal  took  a 
different  view.  The  result  is  that,  although  nobody  ha^ 
any  property  in  such  a  source  of  water  supply,  yet 
everyone  has  a  right  to  appropriate  it,  and  to  appiopiiate 
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it  in  its  natural  state.  Therefore,  it  becomes  illegal  for  one 
man  to  foul  the  common  source,  so  as  to  prevent  his  neigh¬ 
bour  from  enjoying  the  full  value  of  his  right  of  appropria¬ 
tion.  This  is  sound  doctrine.  If  similar  principles  could 
be  enforced  as  between  the  Staines  Local  Board,  on  the  one 
hand,  and  the  Conservators  (as  representing  the  rights  of 
the  public  and  of  the  London  Water  Companies)  on  the  other, 
a  way  might  be  found  out  of  the  present  discreditable  and 
dangerous  deadlock. 

In  our  present  issue  we  have  to  record  the  half-yearly 
meetings  of  three  of  the  London  Water  Companies — the 
Southwark  and  Vauxhall,  the  Grand  Junction,  and  the 
Chelsea.  The  rate  of  dividend  with  the  first  is  G  per  cent.  ; 
and  with  the  two  others,  9  per  cent.  In  each  instance  the 
Directors  rendered  their  account  with  a  light  heart  ;  althougli 
a  wet  summer  had  so  affected  the  demand  for  water  as  to 
diminish  the  revenue  accruing  from  the  meter  supply.  The 
Chah-man  of  the  Grand  Junction  Company  referred  in  terms 
of  satisfaction  to  the  new  reservoir  at  Ealing ;  though 
slightly  apprehensive  lest  some  rigid  economist  should  object 
to  the  expense  of  the  opening  ceremony.  It  is  perfectly  certain 
that  neither  the  Local  Authorities  nor  the  public  have  an 
adequate  idea  of  the  magnitude  of  the  operations  necessary  to 
supply  the  Metropolis  with  water,  and  the  Companies  will  act 
wisely  in  seizing  every  opportunity  to  dissipate  the  prevailing 
ignorance  on  this  subject.  The  Chelsea  Company’s  balance- 
sheet  afforded  the  usual  example  of  economy  in  expenditure  ; 
leaving  a  trading  profit  of  70  per  cent.  In  this  respect  the 
Tuidertaking  stands  unrivalled,  except  by  that  of  the  Kent 
Company.  A  remarkable  feature  in  the  Chelsea  Company’s 
district  consists  in  the  enormous  demolition  of  old  houses  ; 
something  like  1000  having  been  lately  pulled  down.  This 
process,  which  might  have  been  expected  to  reduce  the 
income  of  the  Company,  has  been  greatly  neutralized  by  the 
rapidity  of  building  operations,  and  the  higher  value  of  the 
new  structures  compared  with  the  old.  The  activity  of  the 
builders  between  Acton  and  Sunbury  has  also  served  to 
benefit  the  Grand  Junction  Company  ;  though  necessitating 
additional  w'orks  to  meet  the  demand.  The  vote  of  thanks 
to  the  Chelsea  Directors  gave  rise  to  an  amusing  example 
of  gratitude  for  favours  to  come ;  the  mover  of  the 
resolution  dwelling  on  the  steady  progress  that  was  being 
made  “  tow'ards  the  maximum  dividend  of  10  per  cent.” 
One  discouragement  bearing  on  the  London  Companies 
in  their  efforts  to  economize  expenditure,  consists  in 
the  perpetual  and  extraordinary  growth  of  local  imposts, 
in  the  shape  of  rates  and  taxes.  This  was  mentioned  by  the 
Grand  Junction  Chairman,  and  still  more  emphatically  by  the 
Chairman  of  the  Southwark  and  Vauxhall  Company,  Sir 
H.  E.  Knight,  describing  the  increase  of  this  burden  as  “  con- 
“  tinual  and  enormous.”  The  rates  and  taxes  of  the  Company 
have  risen  by  £800  in  the  last  half  year,  as  compared  with  the 
corresponding  period  of  1887.  More  than  8  per  cent,  of  the 
gross  income  of  the  London  Water  Companies  is  thus 
absorbed — independently  of  the  income  tax.  We  have  before 
remarked  that  the  Local  Authorities  will  feel  the  difference, 
if  ever  they  obtain  possession  of  the  London  Water-Works. 
We  observe  that  no  reference  was  made  at  any  of  the  meetings 
to  the  approaching  establishment  of  the  County  Council  for 
London.  An  item  of  scientific  interest  relates  to  the  Streat- 
ham  well  of  the  Southwark  Company.  This  somewhat  famous 
undertaking  has,  like  others,  resulted  in  reaching  the  primary 
rocks,  and  demonstrating  the  absence  of  the  lower  greensand 
in  the  vicinity  of  the  Metropolis.  Sir  H.  E.  Knight  signifies 
that  the  idea  of  an  unlimited  supply  of  water  from  the  strata 
under  London  is  now  at  an  end  ;  and  it  thus  becomes  a  matter 
of  increasing  importance  to  protect  the  Thames  from  pollution. 
Concerning  the  absence  of  the  lower  greensand,  it  should  per¬ 
haps  be  borne  in  mind  that,  although  the  statement  is  prac¬ 
tically  correct,  it  is  not  literally  true  ;  a  thin  stratum  having 
been  found  under  the  Tottenham  Court  Road. 


The  Garth  Castle,  in  which  Mr.  T.  Newbigging  left  England 
for  South  Africa  to  fulfil  an  engagement  at  Johannesburg  (as 
intimated  in  the  Journal  for  the  ‘27th  ult.),  arrived  safely  in  Cape 
Town  last  Friday,  and  “  all  well  ”  is  reported. 

The  duties  of  Mr.  J.  F.  Bromley,  late  of  the  Bolton  Corporation 
Gas  Department  and  now  Manager  of  the  Batley  Gas-Works, 
have  been  divided  by  the  Gas  Committee  ;  and  Mr.  Walter  Collins, 
the  late  Borough  Analyst’s  son,  has  been  appointed  Gas  Examiner. 

We  understand  that  Madame  Alting-Mees  commenced  yesterday 
a  series  of  lectures  on  cooking  by  gas  in  the  new  hall  of  the  Gaziers 
Beiges,  Boulevard  du  Nord,  Brussels.  From  thence,  about  new 
year,  Madame  Alting-Mees  purposes  proceeding  to  Lille  to  fulfil  a 
similar  engagement. 


GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  1088.) 

The  week  just  concluded  has  not  been  a  bright  one  for  the  Stock 
Exchange  markets.  It  opened  as  gloomily  as  possible ;  and, 
indeed,  Monday  was  perhaps  the  flattest  day  all-round  that  we 
have  seen  for  a  long  time.  Subsequently  there  was  some  degree 
of  improvement,  as  probabilities  pointed  to  a  relaxation  of  the  strin¬ 
gency  in  the  Money  Market ;  but  towards  the  end  there  was  another 
fall  back,  and  closing  prices  were  below  the  best  of  the  week.  It 
may  be  expected  that  the  markets  will  continue  in  this  unsatis¬ 
factory  condition  until  the  monetary  prospect  becomes  clearer. 
As  the  present  position  of  affairs  prejudicially  affects  even  the 
highest  class  of  securities,  it  might  have  been  expected  that  the 
Gas  department  would  exhibit  a  greater  falling  off  than  it  does ; 
the  actual  extent  being  very  slight  indeed.  Gaslight  “  A  ”  has 
receded  1  in  quotation  ;  but  the  prices  at  which  business  has 
been  done  are  much  about  the  same  as  those  of  the  previous  week. 
The  stock  has  been  extremely  quiet ;  and  on  the  last  three  days 
of  the  week,  there  was  not  a  single  transaction  recorded  in  it. 
In  fact,  there  was  almost  as  much  business  done  in  the  Company’s 
secured  stocks  as  in  the  ordinai-y.  All  the  debenture  stocks  are 
quoted  ex  div.  since  Thursday  at  old  cum  div.  prices.  If  this  is 
right,  it  is  equivalent  to  a  rise  of  from  2  to  3  per  cent,  in  each.  There 
was  a  fair  amount  of  business  done  in  South  Metropolitans  ;  but 
the  prices  were  not  very  good,  though  the  closing  mark  on  Saturday 
for  the  “  A  ”  stock  was  the  best  of  the  week.  The  £50,000  of  Five 
per  Cent.  Debenture  Stock  which  was  disposed  of  at  the  Mart  on 
Friday  averaged  about  £130  8s.  per  £100  of  stock  ;  yielding,  there¬ 
fore,  nearly  £3  17s.  per  cent,  per  annum  as  an  investment,  which 
may  be  considered  a  handsome  return  for  so  excellent  a  security. 
Nothing  at  all  has  been  marked  in  Commercial;  but  we  fancy  it 
is  being  quietly  bought  by  those  who  know  what  they  are  about. 
Suburban  and  Provincial  undertakings  have  been  almost  un¬ 
noticed,  and  present  no  feature.  The  Foreign  division  has  had 
rather  a  weaker  tendency.  Imperial  Continental  has  receded  1 ; 
and  Bombay  old  is  \  lower.  The  Water  Companies  have  been  so 
excessively  inactive  that  only  two  or  three  transactions  have  been 
marked  in  them  all  the  week.  Changes  are  few  and  unimportant ; 
comprising  a  fall  of  1  in  East  London,  and  a  recovery  of  1  in  each 
of  the  Southwark  and  Vauxhall  issues,  upon  adjustment  of  ex  div. 
quotations. 

The  daily  operations  were  :  On  Monday,  Gas  was  at  its  most 
active  point,  and  prices  were  steady,  though  only  moderate. 
Tuesday’s  Gas  business  was  decidedly  limited ;  and  prices  were 
much  the  same  as  the  day  before — if  anything,  a  little  better, 
though  Gaslight  “  A  ”  was  quoted  1  lower.  In  Water,  South¬ 
wark  and  Vauxhall  was  the  only  Company  touched,  and  the 
ordinary  shares  rose  1.  On  Wednesday,  Gas  was  quiet  again,  and 
prices  generally  were  not  good,  especially  for  Bombay  and  Imperial 
Continental.  In  Water,  East  London  was  weaker,  and  fell  L 
There  was  a  shade  more  activity  in  Gas  on  Thursday — mostly  in 
Gaslight  and  Coke  and  South  Metropolitan  issues.  The  only 
change  was  a  fall  of  1  in  Imperial  Continental,  and  J  in  Bombay. 
There  was  nothing  at  all  done  in  Water.  On  Friday,  Gas  was 
quiet,  and  prices  were  low  ;  but  quotations  remained  unchanged. 
On  Saturday,  a  couple  of  transactions  in  South  Metropolitan  were 
all  that  was  done  in  Gas  ;  and  all  quotations  closed  without  further 
variation. 


ELECTRIC  LIGHTING  MEMORANDA. 

THE  ELECTRIC  LIGHTING  OP  KENSINGTON  ;  AN  OLD  DELUSION — ELECTRICIANS’ 
ENTERPRISE — ELECTRIC  LIGHTING  OF  THE  PARIS  THEATRES  AND  CON¬ 
CERT  ROOMS. 

It  has  been  mentioned  repeatedly  in  this  column  that  various 
electric  lighting  schemes  are  afoot  with  special  reference  to  that 
most  favoured  of  London  districts  which  centres  in  Kensington. 
There  is  already  a  central  station  supplying  a  small  number  of 
houses  in  West  Kensington ;  but  this  is  nothing  to  the  business 
that  half-a-dozen  separate  electric  lighting  interests  expect  to  do 
when  once  fairly  started  in  the  nighbourhood.  The  House-to-House 
Company,  which  works  under  the  supervision  of  the  hitherto  un¬ 
fortunate  Mr.  Robert  Hammond,  seems  to  have  greatly  impressed 
the  Special  Committee  of  the  Kensington  Vestry  who  were 
appointed  some  time  since  to  inquire  into  the  various  electric  light¬ 
ing  projects  affecting  the  parish.  A  deputation  of  the  Committee 
went  to  Eastbourne  to  inspect  the  lighting  of  this  pleasant  town, 
which  is  Mr.  Hammond’s  mainstay ;  but  it  is  stated  that  they 
could  not  find  time  to  go  to  Deptford,  to  see  the  new  station  of 
the  Metropolitan  Company.  The  result  of  this  blunder  on  the 
part  of  the  Committee  has  been  the  return  of  their  report  by  the 
Vestry,  together  with  the  nomination  of  half-a-dozen  more  mem¬ 
bers  “  to  strengthen  the  Committee  and  equalize  the  representa¬ 
tion,”  as  the  report  has  it.  The  Vestry,  for  their  part,  are  not 
much  wiser  than  their  Committee,  who  fell  too  easily  under 
Mr.  Hammond’s  fascinations  ;  for  they  appear  inclined  to  lay 
down  the  principle  that  the  interest  of  the  consumer  requires 
the  active  competition  for  business  of  two  electrical  undertakers 
in  every  district.  They  are  not  yet  prepared  to  concede  the 
advisability  of  unlimited  competition,  and  the  consequent 
interminable  trouble  with  superfluous  wires;  but  they  cling 
with  touching  simplicity, to  the  belief  that  two  favoured  under¬ 
takers  will  always  vie  with  each  other  in  the  attempt  to  give  the 
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better  service  at  the  less  cost.  It  is  a  pity  to  dash 
hopes ;  but  the  electricians  will  not  overlook  the  teacl  m  s  ot  gas 
supply,  if  the  Kensington  Vestrymen  ignore  them.  There  are  toe 
examples  of  Brighton  and  Edinburgh  to  show  the 
sequeLe  of  attempting  to  pit  one  Gas  Company  ^  . 

in  the  same  district ;  and  there  is  no  reason  to  *  e  “ 

business  will  look  less  keenly  after  their  own  ^ 

are  bound  up  with  electricity  than  did  their  precursors  in  the  days 
rfcompeSV  .mdertokings.  If  th.  Keusington  Veslry^n 
want  to  make  different  electric  lighting  companies  rival  each  otliei 
without  detriment  to  themselves  at  the  time  and  to  the  public  aftei- 
wards  let  them  be  given  adjacent  and  similar  but  independent 
districts.  In  this  way,  they  will  begin  with  all  the  advantages  of 
that  districting  system  which  the  London  Gas  Companies  did  not 
achieve  until  e^normous  amounts  of  the  capital,  which  t^®  ®ons™er 
of  the  present  day  has  to  pay  interest  for,  had  been  lost  through 

insensate  competition.  •  i  i  i  Urriit 

As  an  indication  of  the  difficulty  experienced  by  electiic  light 
in<»  contractors  in  obtaining  orders  for  street  lighting,  and  also  o 
the  lengths  to  which  some  of  them  are  prepared  f®  hy  way 
advertisement,  it  is  reported  that  Messrs.  Lamg,  W  ar  on,  an 
Down  have  agreed  to  fix  and  and  run  six  arc  lamps  for  a  month, 
free  of  charge,  in  the  streets  of  Reading.  I  he  offer  has  been 
accepted  by  the  Town  Council,  who  are  to  provide  the  necessaiy 
lamp-posts  and  supports  for  wires,  as  they  are  naturally  willm 
that  the  local  public  should  see  the  effect  of  electric  lighting  o^ 
such  easy  terms  for  the  town.  Whether  Messrs.  Lamg  ajid  Co  s 
experiment  will  lead  to  business  is,  of  course,  uncertain ;  but  the 
experience  of  other  towns  with  the  arc  light  is  not  encouraging. 

It  seems  impossible  that  advertisement  upon  such  a  lavish  scale 
can  pay  the  contractors ;  but  this  is  their  affair.  The  incident 
should  be  instructive  for  gas  companies,  and  teach  them  to  be  a 
little  freer  upon  occasion  with  displays  of  the  capabilities  oi  gas. 
To  people  who  have  never  seen  anything  better  than  the  ordinary 
street  gas  lamp,  the  possibilities  of  gas  for  lighting  streets  and 
open  spaces  are  as  unsuspected  as  are  the  qualities  of  electric 
lamps  to  those  who  have  had  no  experience  of  them. 

The  progress  of  electric  lighting  in  connection  with  theatres  and 
concert  halls  in  Paris  has  been  recorded  with  particular  fulness  m 
the  French  technical  journals.  It  appears  that  the  managements 
of  these  places  of  amusement  have  largely  adopted  the  system  oi 
endavinf  with  certain  contractors  for  the  supply  of  the  lighting 
requrred  in  consideration  of  an  agreed  payment.  In  this  way  the 
contractor  is  responsible  for  everything  connected  with  the  light- 
in<^  service,  down  to  the  minutest  detail ;  toe  management  haying 
nothing  to  do  with  it.  This  is  a  very  different  state  of  things  to  that 
which  prevails  when  similar  establishments  are  lighted  with  gas, 
when  the  management  merely  pays  a  rental  to  the  gas  company, 
and  has  to  undertake  all  the  interior  service  beyond  the  meters. 
Up  to  the  present  time,  however,  the  new  system  has  worked 
fairly  well.  The  Continental  Edison  Company  light  nine  theatres, 
including  the  Opera  and  the  Comedie-Frangaise,  and  _  used  to 
liMit  one  more ;  but  the  contract  for  this  has  jTist  expired.  A 
private  contractor  lights  five  other  theatres  ;  the  Electric  Lighting 
Company  light  three  more ;  another  similar  Company  light  the 
Scala  concert;  and  the  Hippodrome  has  its  own  installation. 
The  lighting  of  the  Opdra  is  far  and  away  the  most  important 
contract  of ”110  kind;  requiring  nine  steam-engines  and  fourteen 
dynamos  established  in  the  vaults.  The  complete  lighting  service 
includes  6500  incandescent  lamps,  ten  Jablochkoff  lamps  on  the 
facade,  six  more  in  the  engine-rooms,  and  eight  Pieper  regulators 
in  the  loggia.  There  is  nothing  remarkable  in  the  lighting  arrange¬ 
ments  of  the  other  theatres.  No  comparative  statement  ot  the 
cost  of  the  new  and  old  systems  of  lighting  has  yet  been  published  ; 
and,  of  course,  it  is  not  known  how  rnuch  the  Pans  Gas  Company 
have  lost  by  this  irruption  of  electricity  into  their  old  domain, 
the  inciting  cause  of  which  is  doubtless  to  be  found  in  the  catas¬ 
trophe  at  the  Opera-Comique. 


The  Stockton  and  Middlesbeough  Watee  Boaed  and  theie 
Geneeal  Managee. — The  General  Manager  of  the  Stockton  and 
Middlesbrough  Water  Board  (Mr.  D.  D.  Wilson)  has  recently 
applied  for  an  advance  of  salary ;  and  the  following  flattering 
resolution  has  been  passed  by  the  Finance  Committee  of  the 
Board “  That  a  gratuity  of  TlOO  be  granted  to  the  General 
Manager  in  recognition  of  his  services  in  connection  with  the 
recent  parliamentary  contest ;  and  that  bis  salary  be  advanced  to 
T850  per  annum,  to  date  from  the  termination  of  his  seventh 
year — the  engagement  to  be  for  three  years.” 

Death  of  Me.  W.  Matthewman,  of  Leeds. — The  death  is 
announced,  as  having  taken  place  quite  suddenly  last  Thursday , 
of  Mr.  W.  Matthewman,  who  for  many  years  had  been  in  the  ser¬ 
vice  of  the  Leeds  Corporation  as  Secretary  or  Chief  Clerk  in  the 
Water-Works  Department.  Mr.  Matthewman,  who  was  always 
regarded  as  a  valued  and  trustworthy  official,  had  been  in  the 
employ  of  toe  Corporation  from  the  acquisition  of  the  water -works 
by  the  town ;  and  before  that  time  he  was  engaged  by  the 
Water  Company.  He  was  about  70  years  of  age.  At  a  meeting  of 
the  Water -Works  Committee  last  Friday,  the  sad  death  pf  Mr. 
Matthewman  was  referred  to ;  and  a  vote  of  condolence  with  his 
family  was  unanimously  adopted.  The  Chairman  (Mr.  Alderman 
Woodhouse)  and  several  members  of  the  Committee  spoke  in 
appreciative  terms  of  the  manner  in  which  Mr.  Matthewma,n  had 
performed  his  duties  during  all  the  years  he  had  been  in  the 
service  of  the  Corporation. 


DOMESTIC  FIRES  ;  THEIR  ACCESSORIES  AND 
SUBSTITUTES, 

The  domestic  hearth  is  a  standing  grievance  to  persons  of  an 
inventive  turn.  The  reflection  that  the  most  opulent  stock-jobber, 
or  other  high  product  of  nineteenth  century  civilization,  who  is 

able  by  the  instrumentality  of  the  railway  to  live  thirty,  forty,  or 
sixty  miles  from  the  scene  of  his  daily  labours,  and  whose  business 
methods  depend  upon  the  constant  use  of  such  essentially  modern 
appliances  L  the  telegraph  and  telephone,  yet  returns  every  even¬ 
ing  to  the  comfort  of  such  a  “  sea  coal  fire  ”  as  warmed  his  grand¬ 
father  is  bv  a  numerous  class  of  restless  people  regarded  as  a 
reproach  to  the  practical  science  of  the  age.  All  sorts  of  in^dious 
tinners  are  said  of  the  cheerful  open  fire  m  which  the  average  Briton 
delitots,  as  did  his  forefathers.  It  is  condemned  by  economists  as 
wasteful,  by  social  reformers  as  troublesome,  and  by  sanitarians  as 
the  aggravator  of  fogs ;  yet  it  retains  its  place  m  despite  f'f  aU  toat 
can  be  said  against  it.  The  candid  partizan  of  the  general  use  of 
coal  gas  is  forced  to  confess  that,  while  for  cooking  a  good  gas-stove 
is  as  cheap  as  and  better  than  most  coal  kitcheners,  gas  fires_ 
and  heating-stoves  in  general,  although  extremely  useful  m  their 
way,  cannot  satisfactorily  supplant  the 

The  late  Sir  W.  Siemens  claimed  to  have  sohed  the  problem 
S  the  smokeless,  hot,  and  cheerful  open  fire  by  Ins  combma- 
tion  of  coke  and  gas  ;  but  the  arrangement  has  not  taken  loot 
in  the  affections  of  the  great  body  of  householders.  There  can 
be  no  doubt  in  toe  mind  of  anyone  who  has  thought  in  eainest 
about  the  matter,  that  the  British  open  hearth  one  ?f  ^he 
symbols  of  a  stage  of  social  organization  which  may  not  persist  foi 
longer  than  the  period  covered  by  one  or  two  more  generations  m 
this  country,  and  is  already  dying  in  the  United  States  and  the 
British  Australasian  Colonies.  The  permanence  of  the  open  fiie 
ffir  the  living  room,  in  short,  with  the  very  considerable  amount  of 
work  which  it  entails,  must  depend  upon  the  continuance  of  the 
old-world  system  of  domestic  service.  \ery  rnany  and  serious 
modifications  of  the  ordinary  arrangements  of  Pe®Pl®. 
up  in  the  old-fashioned  European  manner,  in  communities  wheie 
there  exists  a  class  !of  menials,  must  be  accepted  as  .‘f  ®  P“®® 
that  so-called  amelioration  of  the  common  lot  in  which  tins  class 
disappears.  We  in  England  are  beginning  to  feel  the  influence  of 
this  toange,  in  the  attempts  that  are  made  to  rescue  much  of  the 
necesL-v  service  of  a  household  from  the  category  of  menial 
offices  and  even  in  the  disrepute  into  which  this  latter  phrase 
itself  lias  fallen  of  late  years.  We  have  boldly  accepted  the  idea 
that  no  necessary  and  useful  service  can  be  tlegradmg,  ^  ^ 
bevond  the  power  of  argument  to  make  some  ot  them  anything 
SZr  .l.»%nple»s.n,.  Titll.  by  little,  however,  ‘h" 
ness  has  to  be  faced  until  it  no  longer  remains  noticeable. 

In  this  way,  nursing  the  sick  and  cooking  more  especially 
the  former— have  been  rescued  from  the  list  of  fbmgs  ^hmli  n® 
lady  could  be  expected  to  know  anything  about.  Yet  if  such  a 
desirable  consummation  as  a  respectable  sisterhood  of  cooks,  to 
match  the  admirable  nursing  sisterhoods,  should  be  realized,  there 
would  yet  remain  a  good  deal  of  tedious  and  disegreeable  woik  n 
a  household  conducted  on  the  ordinary  model.  We  might  live  m 
flats,  with  porters  and  boot-boys  to  perform  such  ®®^^®®®  of 

could  undertake,  but  there  would  still  remain  the  problem  ot 
cleanini^  the  grates.  There  is  no  scope  for  enthusiasm  in  the  work 
of  the  housemaid.  The  nurse  may  display  all  the  fl^^bties  that 
ennoble  humanity,  the  cook  may  exercise  brains  and  taste  ot  no 
mean  order;  but  the  work  of  attending  to  the  f ^ “P^® 
driuDery,  and  can  never  be  classed  higher  than  that  hewin„  ot 
woodland  drawing  of  water  ”  which  has  from  time  immemoiial 
been  held  the  lowest  of  human  employments.  _ 

When  domestic  servants  are  no  ®btainable,  the  g  y 

the  British  hearth  will  also  have  departed.  In  the  Northern 
States  of  America  the  disappearance  of  housemaids  is  rendered 
less  noticeable  in  connection  with  this  particular 
the  exigencies  of  the  climate,  which  has  n 

use  of  stoves  in  preference  to  open  grates.  Consequently  the  sffip 
is  not  so  great  from  the  use  of  a  more  or  less  ornamental  stove 
placed  in  the  room  which  it  is  intended  to  heat,  to  a  furnace  fixed 
Fn  a  cellar  where  it  can  be  attended  to  by  someone  who  is  not 
strictly  a  domestic,  and  whence  heated  air  can  be  drawn  as  re 
auired  for  any  or  all  the  rooms  of  a  house.  American  rhymesteis 
haye  made  rnerry  oyer  the  detriment  to  the  poetry  of  the  home 
XtS  due  to^the  substitution  of  s ;holo 

hearth  which  formerly  served  as  the  focus  of  family  life  ,  but,  in 
despite  of  poetry,  the  change  has  been  made  merely  because  of  its 
oomiuilr  The  eKtend:a  omploymont  o 

distributed  from  central  stations,  is  '{““^tic  sL 

need  felt  by  modern  Americans  for  simplifying  their  domestic  ser 
“‘0  It  is^oul,  wbst  might  espect,  when  =»vauts  are  few  and 
bad,  that  householders  should  prefer  an  arranpment  that  only  ' 
volves  the  turning  of  a  yalve  by  themselves  to  one  that  requires 
rcouBiderable  am  of  dirty  work.  The  facil  ty  afforded  by 
electricity  for  transmitting  movements  for  1^^^ 

nnd  dampers  has  not  been  lost  sight  of.  Recently  an  American 
technicatoournal  described  and  illustrated  an  “  automatic  electric 
regulator -’  introduced  by  a  manufacturing  concern  rejoicing  in 
the  name  of  “  The  Consolidated  Temperature  Contplhng  Corn- 
pany  ”  of  Minneapolis.  The  illustration  showed  a  furnished  sittmg- 
Foom  on  the  first-floor,  and  a  huge  iron  stoye  in  the  basement,  with 
hot-air  flues  opening  through  gratings  near  where  the  fireplace  of 
the  upper  room  had  been.  The  temperature  controller  consisted  of 
a  theFmostat  fixed  against  the  wall  of  the 

elLtrically,  in  a  manner  that  need  not  be  described  in  detail,  with 
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an  electro-motor  connected  with  the  dampers  of  the  furnace.  It 
is  set  at  the  temperature  required  to  he  maintained  in  the  room  by 
day  or  night,  and  is  warranted  to  do  its  work,  making  “  the  ordinary 
hot-air  furnace  ”  a  satisfactory  heating  apparatus,  so  long  as  the 
requirements  of  feeding  the  fire  with  coal,  and  removing  the  ashes, 
are  attended  to.  Of  course,  if  stove  heat  is  to  be  employed  for 
warming  dwelling  houses,  it  is  as  well  to  use  a  regulator  for  keep¬ 
ing  the  temperature  uniform. 

The  most  peculiar  attempt  on  the  part  of  electricians  to  make 
themselves  useful  in  connection  with  house  heating  is,  however, 
that  narrated  by  Mr.  Legh  S.  Powell,  who  has  contributed  an 
article  to  the  Electrical  Review  upon  the  employment  of  electricity 
for  lighting  domestic  fires.  Electrical  heating  arrangements, 
although  often  suggested,  having  been  found  infinitely  less  service¬ 
able  and  more  costly  than  gas-stoves,  the  idea  now  is  to  use  the 
precious  current  in  substitution  not  only  of  the  gas  fire-lighting 
torch — which  was  never  a  satisfactory  toy — but  also  to  replace 
the  humble  ‘’firelighter”  of  the  oil-shops.  This  is  a  modifi¬ 
cation  of  the  ‘‘electric  furnace”  which  would  certainly  have 
called  up  a  gentle  expansive  smile  upon  the  countenance  of 
Sir  William  Siemens.  The  method  of  procedure  is  simple 
enough.  “  As  cinders  and  coke  are  conductors  of  electricity,  all 
that  is  requisite  to  produce  incineration  of  the  fire  by  electric 
means  is  to  make  the  bars  one  pole  of  the  arrangement  and  a  plate 
of  iron,  inlaid  into  the  back  fire-clay  part  of  the  grate,  the  other 
electrode.  On  laying  cinders  or  coke  of  suitable  size  between  these 
terminals  and  then  switching  on  the  current,  the  heat  developed  in 
the  circuit  occurs  exactly  where  it  is  required — viz.,  at  the  points 
of  contact  between  the  pieces  of  fuel.”  It  will  be  noticed  that  the 
electrician  does  not  describe  his  purpose  by  the  usual  phrase 
‘‘  lighting  a  fire  ” — he  ‘‘  incinerates  ”  it,  which,  of  course,  is  a  much 
more  scientific  proceeding!  As  with  some  other  proposed  and 
practised  dealings  with  strong  electrical  currents,  however,  the 
beautiful  simplicity  of  the  method  is  attended  with  a  variety  of 
difficulties  and  drawbacks  when  it  is  tried  in  common  use.  It  is 
just  possible,  for  example,  that  the  arcs  formed  between  the  fire¬ 
bars  and  the  fuel  might  be  so  intense  as  to  destroy  the  former  in 
an  inconsiderately  brief  period.  Or,  again,  the  current  might  not 
always  be  strong  enough  to  ignite  the  fuel,  and  yet  might  waste 
a  good  deal  of  energy  in  the  attempt.  It  appears  that  the 
author  has  actually  made  experiments  in  this  direction  in  the 
laboratory  of  Mr.  J.  W.  Swan ;  and  although  the  game  does  not 
appear  to  have  been  found  worth  the  candle,  the  experiments  are 
described  with  some  enthusiasm  as  pretty  and  moderately  success¬ 
ful.  With  a  current  of  50  volts,  Mr.  Powell  says  he  managed 
several  times  to  “incinerate”  about  3  or  4 lbs.  of  coke  in  small 
pieces,  in  a  “  small  rectangular  stove.”  The  fuel  had  to  be  closely 
watched  for  10  or  1‘2  minutes,  however,  and  kept  constantly 
packed  close  together  by  the  humble  aid  of  a  poker,  or  it  would  not 
light  at  all.  The  cost  of  this  method  of  fire  lighting,  with  electri¬ 
city  charged  at  7d.  per  unit,  would  bo  from  Ifd.  to  2d. — which  Mr. 
Powell  admits  to  be  a  prohibitive  price.  The  money  would,  of 
course,  go  much  further  in  firewood  or  lighters  of  the  common 
type.  Mr.  Swan,  who  seems  to  have  been  interested  in  the 
expei’iment,  suggested  that  “  perhaps  some  arrangement  of  a 
fire-clay  tube  to  be  filled  with  powdered  plumbago  and  rendered 
incandescent  by  passing  a  current  through  it  ”  might  be  more 
successful.  It  is  a  curious  idea,  at  any  rate. 

On  the  whole,  however,  unless  electricians  can  devise  a  means  of 
clearing  out  ashes,  polishing  the  bars,  sweeping  up  the  hearth,  and 
laying  the  fire  as  well  as  lighting  it,  by  merely  pressing  a  button, 
they  are  not  likely  to  gain  much  by  meddling  with  the  domestic 
fireplace.  Notwithstanding  its  obvious  drawbacks — which,  by  the 
way,  chiefly  affect  other  people — the  average  British  householder 
will  cling  to  his  dusty,  smoky  fire  as  long  as  he  can  get  any¬ 
body  to  attend  to  it  for  him,  and  can  buy  the  coal  to  burn  in 
it.  Whenever  these  prime  requisites  can  no  longer  be  obtained, 
and  not  till  then,  the  Englishman’s  open  fire  will  give  place  to 
something  else  ;  but  we  take  leave  to  doubt  whether  the  com¬ 
munity  will  bo  appreciably  happier  or  healthier  for  the  change. 
Nobody  can  tell  at  present  what  the  substitute  for  coal  fires  is 
likely  to  be;  it  may  be  gas,  it  can  scarcely  be  electricity. 


SOME  NEW  BOOKS,  PAMPHLETS,  AND  CATALOGUES. 
There  has  of  late  been  such  a  demand  upon  the  columns  of  the 
Journal  devoted  to  technical  matters,  that  many  things  well 
deserving  of  attention  have  been  kept  over  week  after  week. 
Among  the  rest  are  several  books  and  pamphlets  touching  more  or 
less  upon  the  gas  industry,  some  of  which  have  awaited  notice  so 
long  that  their  authors  and  publishers  maybe  pardoned  for  fearing 
that  they  have  been  forgotten.  We  take  the  present  opportunity, 
therefore,  of  dealing  with  some  of  these  arrears,  premising  that 
the  publications  we  mention  together  have  no  sort  of  connection 
with  each  other,  except  that  of  lying  in  one  pile  on  our  desk. 

The  first  that  comes  to  hand  is  a  work  entitled  “  Golden 
South  Africa,”  written  by  Mr.  Edward  P.  Mathers,  F.R.G.S., 
and  which  is  published  by  Messrs.  W.  B.  Whittingham  &  Co.,  of 
London,  and  Messrs.  P.  Davis  &  Sons,  of  Durban  and  Maritzburg. 
This  work  has  also  been  published  in  another  edition  under  its 
second  title  of  “  The  Gold-Fields  Revisited.”  The  book  has  pro¬ 
bably  been  forwarded  to  us  on  account  of  the  recent  development 
of  interest  in  regard  to  the  supply  of  gas  to  South  African  towns. 
It  appears  to  contain  a  great  deal  of  information  respecting  “  up- 
country”  affairs,  from  which  intending  investors  in  local  gas 
and  water  companies’  stocks  can  form  their  own  opinions  as  to 


the  prospects  of  such  ventures.  Writing  of  Johannesburg,  for 
example,  the  reader  is  informed  that  “  nothing  has  yet  been  done 
by  the  Government  to  light  the  town.  At  night  Johannesburg 
streets  are  in  darkness,  but  for  the  brilliant  and  welcome 
lights  of  the  canteens,”  from  which  it  may  be  inferred  that  the 
writer  at  least  experienced  a  want  in  this  regard.  If  the 
gold-field  towns  and  others  in  this  part  of  the  world  are  not 
speedily  provided  with  gas,  it  will  not  be  for  the  want  of  inquiry 
by  competent  authorities.  Meanwhile  anybody  desirous  of  learn¬ 
ing  something  about  this  remarkable  region  will  not  be  wrong  in 
obtaining  a  copy  of  Mr.  Mathers’s  well-written  little  book. 

“The  Mechanical  World  Pocket  Diary  and  A^ear  Book”  for 
1889  is  a  specimen  of  a  very  numerous  and  varied  order  of  produc¬ 
tions  which  come  under  notice  about  this  time  of  the  year.  It  has 
the  good  point,  to  begin  with,  of  containing  very  few  advertise¬ 
ments  ;  and  those  that  it  includes  would  not  be  missed  if  they 
were  omitted.  The  technical  portion  of  the  little  book  is  good, 
so  far  as  it  goes,  although  the  besetting  evil  of  all  books  of  the 
class — that  of  containing  elaborate  notes  on  elementary  points  that 
nobody  is  likely  to  forget,  to  the  exclusion  of  data  that  are  apt  to 
escape  the  memory — is  not  absent  from  it.  The  usual  equivalents 
of  the  Birmingham  wire  gauge  are  given ;  but  the  Standard  wire 
gauge  is  not  so  much  as  mentioned.  On  the  whole,  however,  the 
book  is  well  worth  the  sixpence  asked  for  it. 

“  Pumps :  Their  History  and  Construction,”  by  Philip  E. 
Bjorling,  published  by  Messrs.  Emmett  and  Co.,  of  Manchester 
and  London,  is  the  substance  of  two  lectures  delivered  at  the 
Gloucester  School  of  Art  in  January  last.  The  author  places 
pumping  machinery  in  the  fore-front  of  mechanical  engineering, 
on  the  ground  that  the  minerals  by  command  of  which  civi¬ 
lized  men  are  distinguished  from  savages  could  not  be  won  but  for 
pumping.  It  is  rather  idle  to  talk  in  this  strain ;  but  it  is  true 
enough  that,  as  the  pumping  of  water  was  one  of  the  first  con¬ 
cerns  of  engineers  in  the  early  days  of  power  machinery,  it  consti¬ 
tutes  a  capital  subject  for  the  training  of  engineering  students  of 
the  present  age.  If  a  student  knows  all  about  pumps,  he  has  not 
much  more  to  learn  in  the  way  of  mechanical  engineering. 

We  have  received  a  catalogue  of  the  Albion  Engine  Company, 
of  London,  Liverpool,  Paris,  and  New  York,  from  the  sole 
licensees,  Messrs.  Hartley,  Arnoux,  and  Fanning,  of  Stoke-on- 
Trent.  The  “Albion”  silent  gas-engines  found  brief  mention  in 
our  account  of  the  recent  Ironmongers’  Exhibition  ;  but  the  later 
information  received  respecting  them  supports  the  opinion  that 
these  motors  constitute  a  valuable  additional  resource  to  the  con¬ 
sumer  of  gas  for  the  development  of  power.  These  engines  are  at 
present  listed  up  to  IG-horse  power ;  and  with  regard  to  their 
performance,  it  is  reported  that,  with  a  poor  quality  of  gas,  a 
3-horse  power  (nominal)  engine,  running  at  a  mean  speed  of  183’G 
revolutions  per  minute,  developed  5’9G  indicated  horse  power  ; 
the  brake  load  =  4’843-horse  power  (weight  of  brake  strap  and 
apparatus  additional,  not  included).  The  consumption  of  gas  was 
after  the  rate  of  31’2  cubic  feet  per  brake  horse  power  per  hour — per 
indicated  horse  power  25’33  cubic  feet  per  hour,  firing  lights  inclu¬ 
ded  in  both  cases.  The  same  size  and  make  of  engine,  but  with 
better  gas,  is  stated  to  be  doing  a  fraction  more  on  the  brake,  and 
using  10  per  cent,  less  gas.  In  both  cases  it  is  remarked  that 
there  was  no  attempt  to  obtain  anything  beyond  a  rough  test  of 
what  could  be  done  in  everyday  work.  These  “  Albion  ”  engines 
are  made  both  horizontal  and  vertical.  They  are  reversible,  and 
can  be  had  fitted  with  a  self-starting  attachment.  It  is  claimed 
that  as  the  charge  is  ignited  at  the  centre,  and  burns  both  ways, 
there  is  complete  combustion  and  absence  of  carbon  deposit. 
The  details  of  the  engine  are  simple,  strong,  accessible,  and  not 
likely  to  get  out  of  order. 

Mr.  B.  Gibbons,  Jun.,  of  the  Dibdale  Fire-Clay  Works,  Dudley, 
has  issued  a  striking  trade  catalogue,  in  the  shape  of  a  strongly- 
bound  book  fitted  for  hanging  against  a  wall,  with  a  shifting 
calendar  in  a  pocket  on  the  front  of  the  cover.  This  is  Mr. 
Gibbons’s  third  illustrated  list ;  the  last,  which  it  supersedes, 
dating  from  1882.  It  contains  a  mass  of  information  calculated 
to  bo  of  use  in  gas-works,  drawing  offices,  and  elsewhere.  There 
is  an  interesting  account  of  the  methods  of  manufacturing  fire¬ 
clay  retorts  by  hand  and  machinery,  and  other  data  concerning 
the  equipment  of  gas-works  with  fire-clay  goods,  which  engi¬ 
neers  and  managers  will  do  well  to  take  note  of.  No  one 
turning  over  the  pages  of  this  part  of  the  book,  however  carelessly, 
could  avoid  the  reflection  that  there  cannot  be  any  real  necessity 
for  the  great  variety  of  sections  and  patterns  of  retorts  catalogued 
or  referred  to  by  Mr.  Gibbons.  We  note  that  the  author  draws 
special  attention  to  the  fact  that  fire-clay  retorts  made  abroad  are 
usually  only  2^-  or  2j  inches  thick ;  whereas  English  retorts  are 
3  inches  thick.  He  remarks  that  the  thinner  retorts  last  just  as 
long  as  the  thicker,  and  evidently  inclines  to  recommend  English 
engineers  to  give  them  a  trial.  Original  articles  upon  points 
arising  out  of  the  carbonizing  of  coal  in  clay  retorts  complete  this 
very  well  got-up  catalogue,  which  is  thus  made  like  a  text-book  on 
the  subject  of  fire-clay  construction  for  gas-works  purposes.  It  is 
neatly  illustrated,  printed,  and  bound. 


The  Third  Drawing  of  the  Sydney  G.asholder. — This  is 
given  with  to-day’s  number  of  the  Journal,  and  is  closely  connected 
with  drawings  Nos.  4  and  5,  which  will  be  published  in  our  next 
and  following  issues.  It  is,  therefore,  proposed  to  defer  until  the 
first  number  in  January  any  description  of  the  details  appearing 
this  week. 
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MANCHESTER  DISTRICT  INSTITUTION  OF  GAS 
ENGINEERS. 

The  Seventy-sixth  Quarterly  Meeting  of  this  Institution  was 
held  on  Saturday,  the  1st  inst.,  at  the  Victoria  Hotel,  Manchester. 
The  President  (Mr.  T.  Duxbury,  of  Darwen)  occupied  the  chair. 
After  the  transaction  of  the  formal  business  already  recorded  m 
the  Journal  (ante,  p.  980),  the  members  proceeded  to  discuss  the 
paper  read  by  Mr.  J.  Dalgliesh,  of  Glossop,  at  a  previous  meeting, 
entitled 

Oil  and  other  Illuminants  and  Their  Effect  on  Gas 
Consumption. 

The  President  said  he  had  to  apologise  on  behalf  of  the  Com¬ 
mittee  for  the  delay  which  had  occurred  in  taking  the  discussion 
on  this  paper.  It  was  read  at  their  meeting  on  Dec.  3  last  year  ; 
and  twelve  months  was  a  long  time  for  a  discussion  to  be  deferred. 
He  had  experienced  the  same  difficulty  in  connection  with  the  last 
paper  he  read.  The  result  of  such  delay  was  that  the  subject  got 
out  of  one’s  mind  ;  and  they  had  to  read  up  for  one  meeting  after 
another,  or  else  they  forgot  what  had  taken  place  in  reference  to 
the  particular  matter  to  be  debated.  This  militated  against  dis¬ 
cussion,  which  was  to  be  deplored,  because  an  Institution  like  theirs 
was  more  valuable  for  the  discussions  which  took  place  than  for 
the  reading  of  papers.  However,  there  had  been  many  difficulties 
in  the  way ;  and  the  discussion  had  been  postponed  from  time  to 
time.  But  he  hoped  that  now  it  was  to  take  place,  there  would 
be  as  good  a  discussion  as  the  subject  warranted,  and  as  was  con¬ 
sistent  with  the  delay  that  had  occurred. 

Mr.  Dalgliesh  expressed  regret  at  the  delay.  There  had,  he 
said,  been  other  business  which  had  necessitated  the  postponement 
of  the  discussion  ;  and  he  was  unable  to  attend  the  last  meeting, 
held  at  Doncaster,  so  that  the  matter  had  to  be  again  deferred. 
In  compiling  the  paper,  he  experienced  considerable  difficulty  in 
not  being  able  to  get  from  the  various  engineers  and  managers  to 
whom  he  applied  exact  answers  to  his  question  as  to  the  local 
consumption  of  oil.  Very  few  were  able  to  state,  even  if  they 
applied  to  the  railway  companies,  the  quantity  of  oil  imported 
into  their  town,  nor  could  they  give  the  actual  number  of  con¬ 
sumers  of  oil,  without  a  house-to-house  canvass,  which  would  have 
been  very  difficult,  and  required  much  time.  He  could  not  expect 
that  managers  of  gas-works  would  go  to  the  trouble  and  expense 
of  obtaining  such  information ;  and  even  if  they  did,  the  time  at 
his  disposal  before  he  had  to  read  the  paper  was  so  limited  that 
it  would  not  have  sufficed  for  such  an  inquiry.  He  therefore  took 
this  course  :  Taking  the  population  of  the  towns  as  shown  in  the 
table,  he  allowed  the  Government  standard  of  five  persons  to  each 
house ;  and  thus  arrived  approximately  at  the  number  of  dwell¬ 
ings.  Of  course,  from  the  returns  published  each  year,  he  was 
able  to  get  the  exact  number  of  consumers  of  gas  ;  and  deducting 
this  actual  number  from  the  assumed  number  of  dwellings,  he 
arrived  at  the  number  of  residents  not  using  gas,  and  these,  he 
presumed,  were  users  of  oil  or  other  illuminants. 

The  Honorary  Secretary  (Mr.  Harrison  Veevers,  of  Dukin- 
field)  said  he  had  received  a  letter  from  Mr.  T.  Newbigging,  who 
was  on  his  way  to  South  Africa,  in  which  he  said  that  he  had 
intended  contributing  something  to  the  discussion  on  Mr. 
Dalgliesh’s  paper,  and  had  jotted  down  a  few  things  that  had 
occurred  to  him.  The  enclosure  was  as  follows: — “I  had  not  the 
opportunity  of  listening  to  Mr.  Dalgliesh’s  paper ;  but  I  have 
recently  perused  it,  and  was  entertained  with  the  choice  passages 
from  the  ancient  and  modern  history  of  artificial  lighting  com¬ 
municated  to  us  by  the  author.  Indeed,  I  consider  that  some  such 
title  as  that  would  have  been  more  appropriate  for  the  paper  than 
the  one  which  Mr.  Dalgliesh  adopted ;  for  he  does  not  give  us 
many  suggestions  as  to  how  illuminating  gas  may  best  meet  the 
competition  of  oil  and  electricity.  Probably  he  thought  that  the 
discussion  would  supply  the  deficiency.  As  a  slight  contribu¬ 
tion  to  this  end,  I  venture  to  express  the  opinion  that  gas 
lighting  has  no  competitor  to  fear,  so  long  as  those  who  have 
the  control  and  management  of  gas  undertakings  aim  at  the 
cultivation  of  what  I  would  call  the  three  graces — Cheapness, 
Lighting  Power,  and  Purity  ;  and  the  greatest  of  these  is  Purity. 
Whatever  other  hindrances  stand  in  the  way  of  the  more  exten¬ 
sive  adoption  of  gas  for  lighting  and  cooking  purposes,  should  be 
removed.  Chief  amongst  these,  I  class  the  deposit  system.  The 
adoption  of  this  system  at  the  outset  might  almost  have  been  a 
suggestion  of  the  enemy.  At  any  rate,  save  in  very  exceptional 
cases,  it  ought  to  be  discarded.  There  is  nothing,  in  my  opinion, 
that  more  handicaps  the  extension  of  the  use  of  gas,  and  assists  the 
competition  by  oil,  especially  amongst  the  smaller  consumers  in 
towns.  But  all  round  the  practice  of  enforcing  the  payment  of 
deposits  is  a  most  objectionable  one.  I  candidly  confess  that  if  I 
had  it  to  pay  in  my  own  case,  I  should  look  upon  it  as  a  reflection 
on  my  honesty  or  my  credit,  or  both,  and  would  refuse  to  comply 
with  the  requisition.  Under  a  prompt  and  efficient  system  of 
collection,  there  is  no  need  for  the  deposit  system.” 

Mr.  W.  Woodward  (Bury)  said  there  could  be  no  doubt  that 
they  did  owe  an  apology  to  Mr.  Dalgliesh  for  the  neglect  with  which 
they  had  treated  his  paper ;  but  in  some  respects  Mr.  Dalgliesh 
was  himself  to  blame,  for  he  had  submitted  two  or  three  sets  of 
statistics,  and  the  Committee  might  be  excused  for  diffidence  in 
bringing  the  matter  forward  under  the  circumstances.  There  was 
no  doubt  in  his  mind  that  the  great  obstacle  to  the  increased 


consumption  of  gas  was  its  price.  They  found  in  Bury  that,  by 
reducing  the  price  to  slightly  under  2s.  per  1000  cubic  feet,  they 
had  recovered  consumers  who  gave  up  the  use  of  gas  six  or  seven 
years  ago.  Although  they  had  lost  one  or  two  large  consumers, 
their  consumption  had  increased  2  million  cubic  feet  a  month  since 
they  reduced  the  price  of  gas.  This  went  to  prove  that  the  price 
had  much  to  do  with  consumption  ;  and  he  was  assured  by  pawn¬ 
brokers  in  the  town  that,  if  they  were  willing  to  take  them,  they 
could  have  their  shops  simply  flooded  with  oil-lamps.  Oil  was  at  a 
discount  in  Bury  at  present.  He  considered  the  meter-hire  system 
an  injustice  altogether.  It  was  absurd  to  charge  customers  for 
the  instruments  by  which  they  measured  the  gas.  _  They  had 
neither  deposit  system  nor  meter-hire  at  Bury;  and  this  year  they 
had  an  increase  of  more  than  10  per  cent,  in  the  consumption, 
whereas  in  other  years  they  had  had  a  decrease. 

Mr.  T.  B.  Ball  (Rochdale)  observed  that,  although  he  agreed 
with  Mr.  Woodward  that  the  reduction  of  the  price  of  gas  to  a 
minimum  w'as  the  best  means  of  competing  with  oil  and  illumi¬ 
nants  of  that  description,  he  did  not  agree  with  him  altogether 
that  this  would  to  any  appreciable  extent  bring  back  consumers 
who  were  lost  to  the  gas  company  or  the  corporation.  Nor  was 
he  altogether  sure  that,  if  it  would,  it  would  be  an  unmixed  gain. 

A  great  deal  had  been  heard  lately  about  small  consumers.  In 
Rochdale  they  had  a  considerable  number  of  small  consumers. 
The  population  was  perhaps  70,000 ;  and  they  had  nearly  20,000 
meters  in  use.  Of  these  83  per  cent,  were  two-light  meters,  which 
was  tolerably  conclusive  evidence  that  they  had  a  great  many  small 
consumers  ;  indeed,  it  was  an  exceptional  thing  for  property  to  be 
erected  in  the  town  without  the  gas  supply  being  put  in.  The 
flttings  were  put  in,  and  the  meters  supplied  by  the  landlord; 
they  had  not  a  single  meter  belonging  to  the  Corporation.  This, 
as  he  had  said  once  before,  was  a  great  evil ;  but  it  removed  at 
any  rate  the  difficulty  sometimes  put  forward,  of  the  expense 
incurred  by  small  consumers  in  procuring  these  things.  And 
yet,  with  this  advantage,  and  with  no  expense  whatever 
to  be  incurred — they  could  have  the  gas  turned  on  at  will — the 
people  still  preferred  oil;  and  the  quantity  of  gas  they  would 
burn  under  any  circumstances  was  exceedingly  small.  In  many 
cases  it  did  not  exceed  2000  cubic  feet  per  annum  ;  and  the  cost 
of  inspection  and  collection  on  that  amount  would  certainly  not 
be  less  than  Is.  per  1000  feet.  The  inspector  went  eight  times  a 
year  ;  the  collector  probably  had  to  go  another  eight ;  and  there 
was  all  the  expense  of  book-keeping  for  the  2000  feet,  exactly  as 
there  was  for  a  consumption  of  200,000  cubic  feet.  Altogether, 
he  was  not  at  all  sure  that  the  small  consumer  was  such  an 
acquisition  as  some  appeared  to  suppose.  The  prompt  collection 
of  accounts  was  stated  to  be  one  method  of  counteracting  the 
difficulty  these  people  experienced  in  getting  together  3s.  or  4s.  at 
the  end  of  the  quarter  ;  but  if  they  were  to  spend  another  shilling 
per  1000  cubic  feet  in  collecting  these  small  sums,  it  became  a 
losing,  instead  of  a  profitable  business.  He  quite  agreed  with  the 
recently-expressed  opinion  of  Mr.  Hunt,  that  they  must  look  at 
these  things  after  all  from  a  commercial  point  of  view.  It  was  no 
use  attempting  to  sell  gas  in  quantities  of  2000  cubic  feet  per 
annum  if  the  transaction  ended  in  loss.  They  would  not  be  any 
better  off  for  any  amount  of  that  business ;  and  this,  after  all, 
appeared  to  be  the  rational  view  to  take  of  it.  Everything,  he 
thought,  had  been  done  at  Rochdale,  except  the  collection  of 
accounts  at  short  intervals,  to  encourage  consumption.  Whether 
even  the  plan  of  frequent  collection  would  bring  these  people  back 
to  burning  gas,  he  must  take  leave  to  doubt ;  and  he  also  doubted 
whether  they  would  be  very  great  gainers  by  the  transaction  even 
if  it  did. 

Mr.  W.  W.  HuTCHiNspN  (Barnsley)  observed  that  the  competi¬ 
tion  of  oil  and  other  illuminants  had  to  be  met  in  the  course  of 
their  business  ;  and  it  was  necessary  to  know  the  best  means  of 
dealing  with  it.  He  believed  that  if  means  could  be  taken  to 
induce  all  property-owners  to  j)ut  in  gas-fittings,  one  reason  for 
the  non-consumption  of  gas  would  disappear.  As  it  was,  the  few 
shillings  which  it  cost  to  put  fittings  in  a  cottage  house  formed  an 
insuperable  bar  with  many  people  to  the  use  of  gas.  Though 
these  small  consumers  might  be  rather  troublesome  and  expensive 
in  the  matter  of  the  collection  of  accounts,  and  might  not  be  a 
source  of  much  profit,  they  were  nevertheless  a  stable  source  of 
consumption,  and  were  not  liable  to  much  change.  It,  therefore, 
seemed  to  him  desirable  to  stimulate  this  branch  of  the  business. 
Oil-lamps  could  be  obtained  at  an  almost  infinitesimal  price — for 
about  Is.  each  ;  and  then  the  consumers  of  oil  had  the  advantage 
of  the  weekly  payment  system.  The  cart  went  round  with  the 
oil ;  and  the  weekly  payments  were  so  low  that  the  sellers  of  gas 
could  not  very  well  adopt  the  system,  and  collect  such  small 
amounts.  He  was  afraid  the  attempt  to  meet  the  competition  of 
oil  in  these  cases  by  weekly  collections  would  not  pay.  The  adop¬ 
tion  of  prepayment  meters  might  afford  a  means  of  overcoming 
the  difficulty  ;  but  whether  there  was  a  prepayment  meter  in  the 
market  sufficiently  reliable  for  the  purpose,  he  was  not  just  then 
prepared  to  say. 

Mr.  J.  Braddock  (Radcliffe)  remarked  that  his  experience  was 
that  the  small  consumer  might  be  depended  upon  to  take  about 
4000  cubic  feet  of  gas  per  annum,  which  was  double  the  quantity 
named  by  Mr.  Ball. 

Mr.  A.  Shires  (Biddulph)  said  it  did  not  invariably  happen  that 
an  increase  in  consumption  followed  a  reduction  in  the  price 
charged  for  gas.  He  had  only  obtained  five  new  customers  as  the 
result  of  a  recent  reduction ;  and  he  did  not  know  that  all  these 
would  pay  him.  As  to  fortnightly  or  weekly  collections,  he  could 


1068 


THE  JOURNAL  OF  GAS  LIGHTING.  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [Dec.  18, 1888. 


not  say  that  he  was  much  enamoured  with  the  idea.  A  certain 
class  of  cottage  occupiers  would  not  pay  ;  and  if  they  were  to  go 
for  the  money  fortnightly,  they  would  appear  to  be  praying  and 
begging  for  it  in  a  way  which  would  not  be  pleasant. 

The  President  saiil  that  in  Darwen  they  had  reduced  the  price 
of  gas,  in  addition  to  taking  away  some  restrictions  ;  and  since  he 
mentioned  this  matter  in  his  Inaugural  Address  last  February,  700 
or  800  cottage-meters  had  been  connected — the  result  being  that 
the  consumption  of  gas  was  15  or  ‘20  per  cent,  more  than  last  year. 
They  expected,  of  course,  that  there  would  be  some  increase  of  the 
loss  through  bad  debts  ;  but  still  they  obtained  a  stated  consump¬ 
tion,  which  was  going  on  continuously.  As  they  had  enlarged  their 
works,  they  could  produce  the  extra  gas  required  ;  and  the  standing 
expenses  were  just  the  same  whether  they  had  this  additional  con¬ 
sumption  or  not. 

Mr.  B-\ll  inquired  whether  the  President  could  say  what  pro¬ 
portion  of  the  increase  was  due  to  the  old,  and  what  to  new 
consumers  ? 

The  President  was  afraid  he  could  not  answer  that  question 
correctly ;  but  taking  the  increase  at  15  per  cent.,  he  should  say  that 
certainly  from  5  to  7^  per  cent,  of  the  increase  came  from  houses 
where  they  formerly  had  gas,  but  at  which  they  were  not  consuming 
it  previous  to  the  reduction  in  the  price.  The  rest  of  the  increase 
was  from  new'  houses  and  new  mills;  but  he  estimated  that,  at 
any  rate,  from  one-third  to  one-half  of  it  was  from  old  property. 
He  was  in  the  same  difficulty  as  Mr.  Ball  with  respect  to  the  meters, 
which  in  most  cases  belonged  to  the  consumers,  or  the  owners  of 
the  property.  It  seemed  to  him  a  remarkable  state  of  affairs. 
None  of  them,  if  in  business  as  grocers  or  drapers,  would 
ask  the  customer  to  bring  his  own  scales  or  his  own  yard¬ 
stick  ;  but  in  this  matter  of  the  sale  of  gas,  gas  companies 
had,  practically  speaking,  done  this.  In  his  opinion,  the  practice 
was  totally  indefensible ;  and  it  certainly  had  been  one  of 
the  drawbacks  to  obtaining  consumers.  So  far  as  the  internal 
fittings  were  concerned,  the  houses  in  Darwen  w'ere  like  those  at 
Barnsley,  referred  to  by  Mr.  Hutchinson.  No  one  thought  of 
building  houses  without  putting  gas-fittings  in  ;  and  he  did  not 
want  anyone  to  get  into  the  habit  of  doing  so,  because,  the  fittings 
being  in,  they  certainly  had  gone  a  long  way  towards  getting  a 
consumer  of  gas  when  a  tenant  came  into  the  house.  Mr.  Ball 
had  told  them  that,  with  a  population  of  70,000,  he  had  ‘20,000 
meters.  That  certainly  appeared  to  be  a  very  great  proportion  ; 
and  they  had  nothing  like  it  in  Darwen.  It  would  seem,  as  Mr. 
Ball  said,  as  if  they  had  a  meter  in  almost  every  house  in  Koch- 
dale,  and  perhaps  more  than  one  on  some  premises.  The  informa¬ 
tion  which  Mr.  Dalgliesh  had  collected  w'ould  be  valuable  for 
reference.  He  could  not  say  that  the  whole  of  it  was  strictly 
correct,  because,  as  Mr.  Dalgliesh  explained,  he  had  had  to  take 
for  granted  certain  bases  for  calculation.  In  Darwen  a  calculation 
based  on  the  population  did  not  work  out  correctly.  The  prepara¬ 
tion  of  the  table  must  have  involved  a  great  deal  of  trouble  ;  and 
he  hoped  it  would  be  found  useful. 

Mr.  C.  W.  Hastings  (London)  asked  whether  the  President 
meant  to  say  that  the  houses  in  Darwen  were  provided  with 
chandeliers  and  brackets,  or  only  lined  with  pipes. 

The  President  replied  that  a  place  was  left  for  the  meter,  and 
pipes  were  laid  to  the  centres  of  the  ceilings,  or  to  the  walls  in 
every  room  of  the  houses,  except  perhaps  the  attics  ;  and  brackets 
and  one  or  two  light  pendants  were  fixed. 

Mr.  Hastings  said  this  was  a  thing  they  did  not  experience  in 
the  South  at  all.  ; 

The  President  remarked  that  it  was  very  general  in  Darwen 
the  gas-fittings  being  included  in  the  architect’s  specifications  for 
new  houses. 

Mr.  N.  Meikle-john  (Longwood)  said  that  the  sum  of  Is.  per  1000 
cubic  feet  which  Mr.  Bali  mentioned  as  the  cost  of  inspection 
seemed  to  him  an  absurd  amount.  In  his  (Mr.  Meiklejolm’s)  case, 
it  would  come  on  this  basis  to  more  than  ^1500,  as  about  80  per 
cent,  of  the  meters  in  his  district  were  two-light  meters  ;  and  the 
ilSOO  would  be  more  than  the  total  of  his  gross  profit. 

Mr.  Ball  explained  that  he  did  not  mean  to  say  that  the  cost  of 
inspection  alone  would  be  Is.  per  1000  cubic  feet.  He  meant  that 
the  cost  of  inspection,  collection,  book-keeping,  expenses  of  the 
accountant’s  department,  and  bad  debts  would  come  to  Is.  per 
1000  feet  for  these  small  tenement  occupiers. 

Mr.  Dalgliesh  confessed  that  the  discussion  had  not  been  so 
extensive  as  he  thought  it  would  have  been ;  and  as  no  doubt  it 
would  have  been  if  it  had  been  taken  earlier.  He  could  quite 
understand  that  the  subject  had  gone  out  of  the  minds  of  members, 
as  a  good  part  of  it  had  escaped  from  his  own.  He  was  sorry 
Mr.  Newbigging  was  not  there  to  give  expression  to  what  he  had 
been  pleased  to  write.  The  only  fault  he  seemed  to  find  was  that 
he  (Mr.  Dalgliesh)  might  have  called  the  subject  of  his  paper 
“Artificial  Light,’’  instead  of  “  Oil  and  other  Illuminants.”  If 
the  members  read  the  paper  carefully,  they  would  find  that  he  dealt 
pretty  largely  with  the  production  of  oil,  both  in  regard  to  its  manu¬ 
facture  from  shale  in  Scotland,  and  as  about  it  being  obtained 
from  the  natural  wells  of  America  and  Eussia.  He  also 
showed  the  commercial  and  financial  position  of  the  oil  industry 
last  year.  So,  with  all  deference  to  Mr.  Newbigging,  he  thought 
there  was  ample  justification  for  the  title.  He  also  referred 
in  the  paper  to  electricity.  Some  of  them — himself  amongst 
the  number — had  to  compete  with  it ;  and  the  result  had 
been  to  prove  that  it  was  not  so  much  electricity  they  had  to  fear 
as  the  consumption  of  oil,  which  was  retailed  in  small  quantities. 
As  to  Mr.  Woodward,  if  he  had  known  the  facts,  he  would  not 


have  committed  himself  to  the  statement  that  he  (Mr.  Dalgliesh) 
had  issued  two  or  three  sets  of  statistics.  He  had  never  altered 
a  single  figure.  He  explained  once  before  that,  in  the  table, 
the  consumption  per  mile  of  main  was  substituted  for  the  capital. 
He  wished  to  correct  this,  but  was  not  allowed  to  do  so  ;  and  this 
being  the  case,  he  had  to  go  to  the  expense  of  having  slips  printed 
showing  the  figures  in  their  correct  form.  Under  these  circum¬ 
stances,  he  ought  not  to  be  charged  with  having  altered  a  single 
statistic ;  and  possibly  if  Mr.  Woodward  had  known  the  facts,  he 
would  have  been  a  little  more  charitable.  He  thanked  Mr.  Ball 
for  his  temperate  remarks,  all  of  which  he  agreed  with,  except  in 
the  statement  that  cottage  consumers  only  took  2000  cubic  feet  per 
house.  He  (Mr.  Dalgliesh),  had  the  misfortune  to  be  in  a  wide 
district  where  the  consumption  was  very  small ;  but  he  found  that 
the  cottage  consumers  burned  more  gas  than  Mr.  Ball  mentioned. 
He  also  considered  the  statement  as  to  the  Is.  per  1000  cubic  feet 
was  over-estimated.  The  great  evil  in  many  towns  where  the}' 
were  supposed  to  be  supplying  dear  gas  was  the  extent  of  the 
district,  and  the  unprofitable  length  of  the  mains.  His  own  was 
a  case  in  point.  They  had  GG  miles  of  mains,  with  a  consump¬ 
tion  of  773,843  cubic  feet  per  mile.  The  average  of  the  United 
Kingdom  (as  worked  out  from  the  official  returns)  was  4,114,000  feet 
per  mile  of  main ;  but  if  they  could  only  get  it  in  places  like 
Glossop  to  two  or  three  million  feet  per  mile,  undoubtedly  the 
companies  and,  corporations  would  be  glad  to  bring  down  the  price 
materially.  He  agreed  with  what  certain  speakers  had  said  in 
regard  to  gas-fittings.  The  fault  was  not  in  some  cases  so  much 
dear  gas  as  bad  fittings.  It  was  a  great  mystery  to  him  how 
some  of  the  fittings  in  Glossop  could  be  termed  “  fittings  ’’  at  all. 
In  nine  cases  out  of  ten,  in  the  old  fittings  of  houses,  there 
was  nothing  but  |-inch  piping  hung  like  ropes,  without  the 
slightest  attempt  to  make  a  gradual  fall  to  the  meter.  With  the 
slighest  disturbance,  these  fittings  got  out  of  order  ;  and  the  people 
refused  to  do  anything  towards  repairing  them.  There  were  at 
least  a  hundred  houses  in  the  town  in  that  condition  to-day.  He 
hoped  the  statistics  he  had  prepared  would  be  useful.  The  best 
guide  would  be  found  to  be  the  consumption  per  mile  of  main. 
Whatever  differences  there  might  be  in  the  consumers  or  the 
population,  the  consumption  of  gas  per  mile  of  main  was  a  true 
indication  of  the  position  of  a  company  or  corporation. 

The  President  remarked  that  the  duty  of  passing  a  vote  of 
thanks  to  Mr.  Dalgliesh  was  discharged  at  a  previous  meeting. 

The  members  next  proceeded  to  discuss  the  paper  read  by  Mr. 
T.  Newbigging  at  the  preceding  meeting,  entitled  “  Gasholders 
without  Upper  Guide-Framing.’’^'-  A  report  of  the  discussion  will 
be  given  next  week. 


SOCIETY  OF  ENGINEEES. 

The  Thirty-fourth  Annual  General  Meeting  of  this  Society 
was  held  yesterday  week  at  the  Kooms  of  the  Society,  No._  9, 
Victoria  Chambers,  Westminster,  S.W.  The  chair  was  occupied 
by  Mr.  A.  T.  Walmisley,  the  President.  The  following  gentlemen 
were  duly  elected,  by  ballot,  as  the  Council  and  Officers  for  the 
ensuing  year: — President,  Mr.  Jonathan  E.  Baillie ;  Vice-Presi¬ 
dents,  Mr.  Henry  Adams,  Mr.  E.  W.  Peregrine  Birch,  and  Mr. 
AVilliam  Newby  Colum  ;  Ordinary  Members  of  Council,  Messrs. 
Chris.  Anderson,  James  Henry  Cunningham,  George  A.  Goodwin, 
Eobert  Harris,  James  William  Eestler,  William  Schonheyder, 
William  Andrew  Valon,  and  Joseph  William  Wilson,  Jun. ; 
Honorary  Secretary  and  Treasurer,  Mr.  Alfred  Williams ; 
Honorary  Auditor,  Mr.  Alfred  Lass.  The  proceedings  terminated 
with  a  general  vote  of  thanks  to  the  Council  and  officers  for  1888, 
which  was  duly  acknowledged  by  the  President. 

On  Wednesday  the  annual  dinner  of  the  Society  was  given  at 
the  Guildhall  Tavern ;  the  general  arrangements  being  most  effii- 
ciently  carried  out  by  the  Secretary,  Mr.  G.  A.  Pryce  Cuxson. 
The  President,  who  occupied  the  chair,  was  supported  by  Sir 
Eobert  Eawlinson,  K.C.B.,  Sir  Edward  Herslet,  C.B.,  Sir  Philip 
Magnus,  and  by  most  of  the  Council  named  above.  Among  other 
members  of  the  Society  and  visitors  were  :  Messrs.  Jabez  Church, 
Charles  Gandon,  and  E.  P.  Spice,  Past-Presidents ;  and  Messrs. 
E.  L.  Andrews,  Hubert  T.  Bailey,  A.  F.  Broadberry,  James  L. 
Chapman,  Samuel  Cutler,  John  Gandon,  Henry  Gandon, 
W.  H.  Hardy,  Joseph  Manwaring,  M.  Mildred,  Charles  M.  Ohren, 
H.  F.  Packham,  W.  Porteous,  W.  Syms,  S.  Tamburini,  J.  Tysoe,  and 
James  Watson.  In  proposing  “  Success  to  the  Society  of  Engi¬ 
neers,’’  the  President  stated  that  the  Society  has  now  been  in 
existence  for  more  than  one-third  of  a  century  ;  and  not\yithstand- 
ing  the  fact  that  kindred  professional  bodies  exist,  having  some¬ 
what  similar  objects,  the  Society  continues  to  increase  in  numbers. 
The  main  object  of  the  Society  has  always  been  to  benefit  the 
younger  members  of  the  profession  ;  principally  by  visits  to  works 
— a  privilege  which  forms  one  of  the  chief  benefits  of  membership 
in  the  Society.  He  added  that  it  was  incredible  to  anyone  who 
had  not  made  the  experiment,  how  much  more  might  be  learnt 
by  the  comparison  of  ideas,  when  conversing  together  in  a  body 
while  examining  work  in  progress,  than  when  left  alone  simply  to 
inspect.  Various  papers  have  been  read  during  the  past  session 
by  eminent  authors  at  the  ordinary  meetings  ;  and,  in  his  opinion, 
no  just  critic  of  the  Transactions  could  charge  the  Society  with  a 
want  of  freshness  in  the  papers  read,  nor  with  a  desire  to  exclude 
subjects  profitable  for  discussion.  The  toast  was  responded  to  by 
Mr.  Alfred  Williams. 


*  See  ante,  p.  373. 


Dec.  18, 1888.] 
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glegtsfer  of 

WiiEK-METEHS.-Pauwels,  J.  C.  W.,  of  The  Hague,  Ketherlancls. 

No.  15,306  ;  Nov.  9,  1887.  :6d.] 

This  -water-meter  consists  of  a  cast-iron  bos  (preferably  of  elliptical 
shape)  formed  of  two  flanged  pieces  connected  together  in  any  .suitable 
manner.  Inside  the  casing  is  arranged  a  wheel,  square  shaped  in  cross 
section,  and  having  the  form  of  a  hollow  ring  furnished  with  a  groove 
for  the  purpose  hereafter  described.  Within  this  wheel  revolve  a  num  e 
of  spokes,  arms,  or  ribs,  connected  to  a  central  asis,  and  provided  \\it 
fans  at  their  extremities  which  project  within  the  groove  into  the  whee  . 
The  latter  carries  at  each  end  a  pipe  leading  outside  the  case  ,  one  an 
inlet,  the  other  an  outlet  for  water.  The  central  axis  is  connected  with 
registering  mechanism  to  which  the  patentee  lays  no  claim. 


Fig.  1  is  a  side  view  in  perspective  of  the  meter  ;  and  fig.  2  a  per¬ 
spective  of  one-half  of  the  meter,  showing  the  inside  mechanism. 

is  a  ring  fixed  to  the  half  box  shown  in  fig.  2  by  means  of  straps,  and 
having  a  square  cross  section  or  ends  as  shown  by  the  inlet  I  .aud  tfie 
outlet  O,  both  of  which  are  furnished  with  pipes  P  as  shown  in  fig.  . 
The  spokes  of  the  fans  pass  through  a  groove  formed  in  the 
is  the  axle  communicating  with  any  suitable  registering  me 
arranged  in  the  box  B.  When  water  is  admitted  to  the  meter,  it  outers 
at  I,  travels  through  the  ring  K  and  causes  the  fans  to  rotate  and  the 
axis  to  revolve  and  to  register  the  amount  of  water  flowing  through  it. 


Begenekative  Gas-Bcknebs.— Lamb,  G.  W.,  of  Peckham  Bye,  London. 
No.  16,982  ;  Dec.  9,  1887.  [8d.] 

The  object  of  this  invention  is  to  arrange  the  burner  portions  o 
regenerative  gas-lamps  so  that  “  a  great  intensity  and  brilliancy  of  flame 
is  produced  and  the  maximum  of  flame  more  rapidly  obtained. 


Fig.  1  is  a  sectional  elevation  of  the  lamp  with  the  gas  supplied  in  a 

downward  direction  ;  and  fig.  2,  in  an  upward  direction. 

The  patentee  employs  one  tube  or  casting  only,  and  forms  the  upper 
part  B  with  holes  so  that  gas  is  supplied  in  minute  streams  to  the 
interior  C  where  it  impinges  against  a  battle-plate  of  gpze  to  <^arge  a 
lower  chamber  at  an  uniform  pressure  for  consumption  at  the  lower 
part.  It  is  here  deflected  by  a  button  F  into  a  circular  sheet  of  flame  ; 
the  flame  striking  against  a  ring-plate  G  secured  to  the  air  supply-tube. 
The  air,  after  passing  through  a  sheet  of  gauze,  acts  upon  the  top  sur¬ 
face  of  the  ring  of  flame,  and  causes  it  to  spread  to  the  outer  edge  of  the 
ring  plate  so  as  to  enable  the  full  lighting  power  of  the  gas  to  be 
obtained  with  perfect  combustion.  The  exterior  of  the  flame  is  supplied 
with  air  by  the  perforations  in  the  rim  which  carries  the  glass.  The 
gas-supply  tube  is  open  at  its  lower  end;  but  the  button  or  spreader 
F  is  secured  to  a  central  stem  which  is  adjustable  to  regulate  the 
opening  or  ring  slit  from  which  the  flame  emerges.  The  products  of 
cLbustion  pass  up  the  passages  N  to  the  chimney  or  outlet  within  which 
the  gas-supply  pipe  is  arranged.  The  heat  from  the  products  of  com¬ 
bustion  thus  raises  the  temperature  of  the  gas  while  descending  the 
pipe  •  and  from  the  heat  imparted  thereto  from  their  proximity  to  the 
Lme,  the  gas  is  heated  to  great  intensity  before  it  gets  to  the  point  of 

consumption.  .  „  „  ,  .  u  • 

When  the  gas  is  fed  upwards,  as  in  fig.  2,  a  stem  or  branch  is  con¬ 
nected  to  the  upper  end  of  a  bracket,  pedestal,  or  other  ordinary  supply 
to  a  burner,  arranged  so  that  the  gas  is  furnished  in  minute  streams  to  a 
chamber  C,  and  from  thence  to  the  button  or  spreader  F,which  is  arranged 
so  that  the  gas  issues  in  ring  form  and  is  spread  still  further  by  the 
ring  G  before  mentioned. 


Eneiching  Gas. — Lawrence,  B.  S.,  of  Philadelphia,  XJ.  S.  A.  No.  17,676  ; 
Dec.  23, 1887.  [Is.  3d.] 

This  is  an  improvement  on  patent  No.  16,992  of  1886 — an  automatic 
gas  carburetter— which  has  been  purchased  by  the  Lawrence  Gas  Com¬ 
pany,  to  whom  several  references  have  been  made  in  the  Joubnal. 

The  illustration  shows,  in  central  vertical  section,  a  carburetter 


according  to  this  invention  ;  certain  parts  of  it,  however,  being  shown  in 

generator  (made  of  copper  or  other  suitable  material)  is  packed 
with  any  absorbent  material  such  as  short-cut  coarse  “  Excelsior,  as 
are  also  all  but  the  uppermost  of  the  distributing  pans  hereafter 
described.  [As  is  well  known,  says  the  patentee,  “  Excelsior  is  a 
material  consisting  of  curled  shreds  of  wood,  and  which  is  used  as  a 
substitute  for  curled  hair  in  stuffing  cushions  and  the  like.]  ihe  upper¬ 
most  pan  contains  charcoal  to  form  the  bottom  of  the  condensation 
chamber  also  hereafter  described.  On  top  of  the  generator  is  mounted  a 
reservoir  B,  of  the  same  superficial  area  as  the  generator,  for  containing 
hydrocarbon.  The  bottom  of  the  reservoir  is  made  sufficiently  strong 
not  to  yield  under  the  weight  of  the  hydrocarbon,  which  is  let  into  it 
through  one  of  two  stopcocks  on  top ;  the  other  cock  serving  as  a  vent 
for  the  gas  which  may  be  conducted  back  into  the  supply  tank  by  any 
suitable  connection.  Each  cock  is  provided  with  a  short  pipe  haying  a 
screw  cap  at  its  outer  end,  which  may  be  removed  when  it  is  desired  to 
attach  the  connections  for  supplying  hydrocarbon  to  the  reservoir  and 
for  conducting  away  gas  or  vapour  therefrom.  In  the  top  of  the  reser¬ 
voir  a  screw-threaded  opening  0  is  formed,  large  enough  to  admit  a 
man’s  arm,  but  closed  by  a  screw  plug.  C  represents  a  chamber  on  the 
top  of  the  reservoir,  to  be  filled  with  water  for  sealing  the  stop  cocks  and 
a.\so  the  opening  0,  in  order  to  prevent  the  escape  of  gas.  This  chamber 
is  provided  with  a  hinged  lid.  D  is  a  tube  (about  5  inches  in  diameter) 
extending  centrally  from  the  top  of  the  reservoir  to  near  the  bottom  ot 
the  generator.  It  is  designed  to  support  the  pans  and  also  as  a  container 
for  a  portion  of  the  valve-operating  mechanism.  F  is  an  air-tight  copper 
float  surrounded  by  a  wire  screen,  and  connected  at  one  end  to  a  rod  wnicn 
passes  up  through  the  tube  D,  the  other  end  being  connected  to  one  end  o£ 
a  lever  pivotted  within  the  tube  near  its  top.  To  the  other  end  of  the  lever 
there  is  connected  one  end  of  a  right-angularly  bent  rod,  which  passes 
through  a  slot  in  the  tube  D,  and  to  the  outer  end  of  which  is  attached  a 
spindle  passing  through  a  longitudinally  perforated  valve  seat  plug 
secured  in  the  bottom  of  the  reservoir.  The  diameter  of  the  perfora¬ 
tion  in  the  plug  at  its  smallest  part  is  about  three  times  the  diameter 
of  the  stem.  To  the  spindle  is  secured  a  conical  cork  valve  G,  the  face  ot 
which  accurately  fits  the  valve  seat  in  the  plug.  _  By  this  construction 
of  the  valve-operating  mechanism,  the  perforating  of  the  ffip  of  the 
reservoir  for  the  passage  of  the  valve  spindle  is  avoided.  The  upper 
and  lower  ends  of  the  spindle  are  arranged  to  work  through  guides 
secured  to  the  upper  and  lower  sides  respectively  of  the  valve  seat  plug. 
Thus  the  valve  G,  whilst  being  moved,  is  kept  vertical.  There  is  a 
cylinder  of  wire  gauze  (closed  at  its  upper  end)  arranged  to  surround 
the  valve  G;  and  serving  to  prevent  grit  or  other  dirt  pssing  to  the 
valve  seat.  A  pin  arranged  to  work  against  the  outer  side  of  the  tube 
D  and  at  the  sides  of  the  slot,  serves  to  prevent  the  rod  moving  into 
the  tube  D  under  the  action  of  the  weight  of  its  horizontal  arm  and  the 
valve  and  valve  spindle  connected  thereto.  A  funnel-mouthed  tube  is 
arranged  below  the  opening  in  the  valve  seat  plug,  and  serves  to  direct 
the  hydrocarbon  to  the  upper  tray  H.  As  the  hydrocarbon  cannot  pass 
over  the  reservoirs  of  any  number  of  carburetters  can  be  filled  from  a 
principal  supply  tank  located  at  a  distance  from  the  carburetters. 
Furthermore,  by  this  construction  the  valve  can  be  removed  through  the 
opening  O  in  the  top  of  the  reservoir,  and  its  operating  rod  be  with¬ 
drawn  through  the  slot  in  the  tube  D.  .  ,  ■  ,  j  t 

H  represents  a  series  of  square  pans,  about  2i  inches  in  height  and  of 
the  full  width  in  one  direction  of  the  interior  of  the  generator,  to  the 
sides  of  which  they  are  firmly  riveted  and  soldered.  The  width  of  each 
pan  in  a  direction  at  right  angles  to  the  direction  just  referred  to,  is 
such  that  the  pan  does  not  extend  to  the  adjacent  wall  of  the  generator 
—an  opening  is  left.  Alongside  this  opening  there  is  a  dam  of  a  height 
greater  than  that  of  the  remaining  sides  of  the  pan.  The  pans  are  per¬ 
forated  centrally  to  permit  them  to  be  slidden  down  on  the  tube  D,  to 
which  they  are  firmly  soldered  and  by  which  they  are  centrally  sup¬ 
ported.  A  wire  gauze  cover  extends  from  the  top  of  the  dam  in  each 
pan  to  the  side  of  the  generator,  to  confine  the  packing  in  position. 
The  pans  are  so  arranged  in  the  generator  that  the  opening  at  the  side 
of  one  is  at  the  opposite  side  of  the  apparatus  to  the  opening  at  the 
side  of  the  next  pan.  The  top  pan  not  only  serves  as  a  distributing 
pan,  but  also  to  hold  a  layer  of  charcoal  that  forms  the  lower  wall  of 
the  condensation  chamber  I,  whose  upper  wall  is  formed  by  the  bottom 
of  the  reservoir.  It  is  found  advantageous  to  use  sticks  of  charcoal 
consisting  of  carbonized  limbs  of  wood,  carefully  selected  and  (say) 
approximately  IJ  inches  in  diameter  and  as  long  as  practicable.  One 
layer  of  such  sticks  of  charcoal  will  suffice,  says  the  patentee,  u  they 
be  placed  side  by  side  and  held  in  place  by  covering  the  pan  with  a 
wire  gauze  screen  having  4  to  8  meshes  to  the  square  inch. 

J  is  the  distributing  pipe  located  immediately  beneath  the  lowest  pan 
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and  supported  in  position  by  trestles  resting  on  the  bottom  of  the 
generator.  The  bottom  of  the  pipe  is  perforated ;  the  perforations  in¬ 
creasing  in  size  or  number  in  each  direction  from  the  inlet,  so  as  to 
equalize  as  nearly  as  possible  the  distribution  of  the  air  or  gas.  It 
must  be  understood  that  the  pressure  in  the  pipe  gradually  decreases 
from  the  inlet  inward,  as  the  air  or  gas  reaches  each  successive  perfora¬ 
tion.  The  perforations  being  in  the  bottom  of  the  pipe  ensure  a  free 
escape  from  all  precipitates,  L  is  a  perforated  plate  located  in  the 
condensation  chamber  and  secured  to  the  sides  of  the  generator.  It  is 
of  sufficient  thickness  to  give  it  rigidity  ;  and  is  perforated  throughout 
its  entire  surface  for  the  purpose  of  dividing  the  volume  of  ascending 
gas  into  a  great  number  of  small  currents,  and  thus  distributing  it 
evenly  to  the  upper  portion  of  the  condensation  chamber,  in  which  are 
located  certain  gathering  and  sub-distributing  pipes.  The  plate  L 
likewise  constitutes  an  efficient  scrubber,  depositing  any  excess  of  hy¬ 
drocarbon.  _  M  is  the  gathering  pipe  located  close  against  the  bottom  of 
the  reservoir,  and  supported  in  this  position  by  trestles  (like  those  sup¬ 
porting  the  _  distributing  pipe)  resting  on  the  plate  L.  This  pipe  is 
round,  and  its  bottom  is  perforated  ;  the  perforations  being  evenly  dis¬ 
posed  over  its  entire  surface.  It  is  connected  with  the  outlet  pipe  P. 
Immediately  under  the  gathering  pipe,  and  supported  in  the  same 
rnanner,  is  located  the  sub-distributing  pipe  N ;  its  purpose  being  to 
distribute  air  or  gas  directly  into  the  condensation  chamber,  as  it  is 
perforated  in  the  same  manner  as  the  pipe  J. 

From  different  causes  (changes  in  weather,  &c.)  the  temperature  is 
liable  to  vary  in  the  condensation  chamber  ;  and  it  might  well  happen, 
says  the  patentee,  that  after  working  for  a  time  in  cold  weather,  the 
temperature  in  the  condensation  chamber  might  become  so  low  as  to 
condense  too  large  a  proportion  of  the  hydrocarbon  vapour  away  from 
the  gas  or  air.  Then  by  admitting  some  gas  or  air  through  the  sub¬ 
distributing  pipe  into  the  condensation  chamber,  the  temperature  could 
be  I'aised,  since  the  gas  or  air  so  admitted  would  have  a  higher  tempera¬ 
ture  than  the  contents  of  the  chamber.  Thus,  although  a  lower  grade 
of  gas  would  then  leave  the  apparatus  than  that  normally  produced,  yet 
the  quality  would  be  much  higher  than  would  be  the  case  if  the  con¬ 
densation  due  to  an  excessively  low  temperature  were  permitted.  Not 
only  so,  but  excessive  condensation  would  be  liable  to  result  in  the 
freezing  of  the  vapour  and  closing  of  the  pipe  M,  which  by  the  use  of 
the  sub-distributing  pipe  in  the  manner  described  may  be  prevented. 

E  are  pipes  for  clearing  the  generator  and  the  pans  H  of  any  residuum 
which  may  collect  therein.  The  upper  ends  of  these  pipes  may  be 
attached  to  a  suction  pump  when  necessary.  The  lower  ends  pass 
through  openings  in  the  tube  D  and  communicate  respectively  with  the 
interior  of  each  pan  and  with  the  bottom  of  the  tank,  as  seen  in  full 
and  dotted  lines. 

The  reservoir  being  filled  with  hydrocarbon,  the  hydrocarbon  will 
flow  through  the  hole  in  the  valve  seat  plug  and  into  the  upper  pan, 
where  it  will  be  freed  of  its  impurities  by  the  filtering  material.  When 
this  pan  is  filled,  the  hydrocarbon  will  flow  over  the  dam  in  a  thin 
sheet  and  into  the  packing  below,  thoroughly  saturating  it,  and  finally 
into  the  next  pan  and  so  on  until  the  hydrocarbon  reaches  the  bottom 
of  the  generator.  When  a  sufficient  quantity  of  hydrocarbon  has 
accumulated  in  the  bottom  of  the  generator  to  raise  the  float,  the  latter 
will  be  moved  upward ;  thus  raising  one  end  of  the  lever  and  lowering 
the  other,  and  thereby  pulling  the  valve  G  down  on  to  its  seat  and 
shutting  ofi  the  supply  of  hydrocarbon.  When  there  has  been  sufficient 
evaporation  of  the  hydrocarbon  to  allow  the  float  to  descend,  the  valve 
will  again  open  and  admit  a  fresh  supply.  The  air  or  gas  to  be  car- 
buretted  is  admitted  under  pressure  to  the  distributing  pipe  J,  and  is 
forced  therefrom  through  the  perforations  therein,  into  the  interior  of 
the  generator ;  and  owing  to  the  fact  that  these  perforations  at  points 
distant  from  the  extreme  end  of  the  pipe  are  larger  or  more  numerous 
than  those  in  the  vicinity  in  which  the  pressure  is  greater,  a  com¬ 
paratively  even  distribution  of  the  air  or  gas  is  obtained.  On  leaving 
the  distributing  pipe,  the  air  or  gas  permeates  the  packing  in  the  bottom 
portion  of  the  generator  ;  and  then  rising,  passes  through  the  opening 
next  the  bottom  pan.  It  then  again  spreads  out  into  the  packing  above, 
and  moves  directly  across  the  generator  to  the  opening  at  the  side  of  the 
next  pan;  and  so  on  until  it  reaches  the  upper  pan, when  it  passes 
through  its  opening  and  spreads  out  over  the  under  side  of  the  distri¬ 
buting  plate  L,  and  passes  through  the  perforations  therein,  being  thus 
directed  to  all  parts  of  the  condensation  chamber,  from  which  it  makes 
its  exit  through  the  gathering  and  outlet  pipes. 

The  top  pan  being  fitted  with  a  bad  conductor  of  heat — viz.,  charcoal 
— and  the  bottom  of  the  reservoir  being  covered  with  hydrocarbon,  it 
will  (in  the  patentee’s  own  words)  be  “  apparent  to  persons  familiar 
with  the  manufacture  of  gas  from  a  volatile  hydrocarbons  that  the 
chamber  between  the  bad  conductor  and  the  reservoir  will  always  be  at 
a  very  low  and  uniform  temperature  while  the  apparatus  is  in  operation. 
Thus  when  the  gas  reaches  this  chamber,  it  is  almost  immediately 
reduced  to  a  very  low  temperature.  The  temperature  of  the  chamber 
being  below  that  at  which  supersaturation  of  the  gas  can  exist,  all 
excess  of  carbon  is  removed,  and  thus  smoke  at  the  burners  is  avoided. 
As  the  gas  expands  on  reaching  the  outlet,  it  cannot  condense  in  the 
service  pipes  until  it  reaches  a  point  so  cold  as  to  contract  it  beyond  the 
degree  to  which  it  was  condensed  in  the  chamber.  Supposing  ordinary 
illuminating  gas  is  being  earburetted,  and  it  is  desired  to  use  burners  of 
the  largest  size,  and  avoid  all  danger  of  smoke  at  the  tips,  it  is  simply 
necessary  to  partially  close  cock  No.  1  and  partially  open  cock  No.  2, 
and  admit  a  quantity  of  gas  direct  to  the  condensation  chamber.  This 
results  in  the  production  of  a  gas  containing  less  carbon  than  if  the 
whole  volume  had  passed  through  the  generator.  Now  supposing  air  is 
being  earburetted  for  illuminating  purposes,  and  it  is  desired  to  produce 
a  gas  suitable  to  the  particular  burners  being  used — for  different  styles 
and  sizes  of  burners  are  suitable  only  for  different  grades  of  gas — 
instead  of  adjusting  the  burners  to  suit  the  gas,  the  grade  of  gas  is 
raised  or  lowered  to  suit  the  burners.  For  instance,  if  the  whole 
volume  of  air  is  being  passed  through  the  generator,  and  the  gas  is 
found  too  rich  for  the  burners,  the  grade  is  lowered  by  admitting  the 
proper  quantity  of  air  through  the  branch  inlet  pipe  direct  to  the  con¬ 
densation  chamber.  During  the  day,  when  it  is  desirable  to  produce 
gas  for  heating  purposes  only,  a  comparatively  small  quantity  of  air  is 
passed  through  the  generator,  and  the  required  additional  quantity  is 
supplied  through  the  branch  inlet  pipe.  By  the  various  manipulations 


of  which  the  apparatus  is  susceptible,  a  smokeless  flame  can  be  produced 
ranging  in  luminosity  from  6  to  50  candles.” 


Gas-Goveenors. — Cole,  H.  W.  and  A.  F.,  of  Stourport.  No  126; 

Jan.  4,  1888.  [8d.] 

Apparatus  constructed  according  to  this  invention  is  more  especially 
suitable  for  regulating  the  supply  of  gas  to  regenerative  lamps  or  other 
suspended  lamps  ;  and  it  illustrates  other  modifications  of  the  governors 
described  in  patent  No.  16,817  of  1887. 


Fh^.Z. 


In  the  governor  represented  in  fig.  1,  C  is  an  annular  projection  or 
wall  on  the  lower  portion  of  the  casing;  and  E,  a  disc  fitting  into  a 
rebate  formed  on  the  annular  wall,  and  provided  with  a  central  perfora¬ 
tion.  The  central  perforation  of  the  disc  is  of  such  a  size  as  will  admit 
of  the  valve-tube  sliding  freely  therein,  but  will  not  to  any  appreciable 
extent  permit  the  passage  of  the  gas  between  the  outer  surface  of  the 
tube  and  the  edge  of  the  perforation.  G  is  a  float,  and  H  a  valve  closing 
the  lower  end  of  the  valve  tube.  At  the  valve  seat  around  the  tube  are 
formed  notches  for  the  passage  of  gas  therethrough  ;  while  the  projec¬ 
tions  between  the  notches  serve  to  guide  the  lower  end  of  the  tube  in  its 
vertical  movements.  When  gas  is  passed  in  the  direction  of  the  arrows, 
the  quantity  escaping  at  its  full  ungoverned  pressure  through  the  hole 
in  the  valve  tube  to  the  underside  of  the  float  being  greater  than  that 
capable  of  passing  the  regulating  screw,  the  float  which  normally  rests 
-on  a  shelf  formed  on  the  annular  wall  C  is  raised,  and  the  valve  is 
consequently  moved  nearer  to  its  seat — sufficient  to  admit  only  the 
quantity  of  gas  which  can  pass  the  regulating  screw.  It  therefore 
follows  that  as  the  gas  pressure  at  the  outlet  side  of  the  regulating 
screw  is  maintained  equal  by  means  of  the  free  gas  passages,  and  the 
weight  of  the  tube  and  its  attachments  is  properly  adjusted,  any  increase 
in  the  pressure  of  gas  must  first  act  on  the  underside  of  the  float,  and 
by  raising  it  close  the  valve  in  proportion  to  such  increase ;  and,  in  the 
reverse  manner,  if  any  decrease  of  pressure  occur,  the  valve  will  be 
opened  in  proportion  to  such  decrease,  thus  ensuring  a  regular  and 
uniform  flow  of  gas  through  the  outlet. 

The  construction  of  the  governor  represented  in  fig.  2  is  similar  to  that 
shown  in  fig.  1  excepting  that  the  annular  wall  C  forms  part  of  an 
independent  casting.  This  construction  admits  of  the  wall  being  made 
of  some  hard  metal.  The  valve  in  this  case  is  hollow,  and  admits  of 
the  passage  of  gas  therethrough  ;  the  gas  being  afterwards  throttled 
between  the  outer  surface  of  the  valve  and  the  valve  seat  constituted  by 
the  bottom  of  the  casting  C,  which  is  also  drilled  to  communicate  with 
the  outlet.  The  lower  edge  of  the  valve  is  notched  to  admit  of  the  gas 
initially  passing  through  it.  At  the  inlet  a  guard  is  provided  to  pre¬ 
vent  dust  carried  along  with  the  gas  from  entering  the  governor. 


APPLICATIONS  FOE  LETTEKS  PATENT. 

17,455. — WiNTEEFLooD,  J.,  “Improvements  in  water  apparatus.’ 
Nov.  30. 

17.516.  — Eey,  H.,  “  Improvements  in  gas-lamps.”  Dec.  1. 

17.517.  — Jones,  F.  J.,  “An  improved  method  and  apparatus  for 
manufacturing  gas.”  Dec.  1. 

17,538. — Weck,  F.,  “  An  improved  mode  of  gasholder  construction.” 
Dec.  1. 

17,562. — Stearns,  de  Witte,  “  Improvements  relating  to  apparatus 
for  the  production  of  gas  from  liquid  hydrocarbon,  and  to  devices  for 
the  utilization  of  gaseous  fuel.”  Dec.  1. 

17,609. — Brown,  J.,  “  Improvements  in  apparatus  employed  in  the 
manufacture  of  gas  for  prevention  of  stoppages  in  pipes.”  Dec.  3. 

17,613. — Jones,  F.  J.,  and  Alex.vnder,  L.  C.,  “  Improvements  in 
apparatus  for  the  manufacture  of  gas  for  illuminating  and  other 
purposes.”  Dec.  3. 

17,648. — Lowe,  F.,  “  Improvements  in  contrivances  for  controlling  the 
supply  of  gas  to  burners.”  Dec.  4. 

17,659.— Baker,  H.,  “  Improved  apparatus  for  carburetting  coal  gas.” 
Dec.  4. 

17,736. — Howaeth,  J.,  “  Improvements  in  and  connected  with  appa¬ 
ratus  for  exhausting,  propelling,  and  circulating  air  or  gases.”  Dec.  5. 

17,814. — Clark,  A.  W.,  “  Improvements  in  gas-lamps.”  Dec.  6. 

18,027. — Bate,  W.  T.,  “  Improvements  in  apparatus  for  the  manu¬ 
facture  of  gas.”  Dec.  11. 

18,036.— O’Neill,  W.  P.  and  F.,  “Improvements  in  gas, petroleum, 
and  other  heat  engines.”  Dec.  11. 

18,065. — Brown,  A.  O.,  “  Improvements  in  gas-lamps.”  Dec.  11. 

18,119. — Gadd,  W.,  and  Mason,  W.  F.,  “  Improvements  relating  to  the 
construction  of  gasholders.”  Dec.  12. 

18,153. — Foxall,  j.,  “  The  control  of  the  pressure  of  gas,  fluids,  and 
liquids.”  Dec.  12. 

18,223. — Bruers,  L.,  “An  improved  regenerator  gas-lamp  and 
burner.”  Dec.  13. 


PATENTS  WHICH  HAVE  BECOME  VOID, 
[after  the  fourth  year.] 

11,286. — Morlev,  C.  W.,  “  Eegulating  gas,  &o.” 

11,538. — JosLiN,  G.,  “  Gas-meter  indices.” 

11,549. — Kent,  W.  G.,  and  another,  “  Gasaliers.’’ 

11,576. — Griffin,  S.,  “Lubricating  gas-engines,  &c.” 
11,578. — Crossley,  F.  W.,  “  Gas  motor  engines.” 

11,606. — Brown,  J.,  “  Lighting  street  lamps,” 


Dec.  18,  1888.] 
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[fFe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.] 

THE  POSITION  OE  GAS  ENGINEEES. 

Sir  —I  am  sorry  to  see  a  tendency  to  depreciate  the  value  of  the 
services  of  engineLs  and  other  high  officials  o  gas  undertakings 

Snce  of  this  is  to  be  found  in  the  practice  ^fut  also  to 
of  applying  to  contractors,  not  only  for  tenders,  but  also  tor 
plans^  and  specifications  of  important  works  such 
—as  for  instance,  at  Leeds,  where  Messrs.  Clayton,  Son,  and  Co., 
have  designed,  and  have  the  order  for,  a  large  gasholder ;  and  more 
recently  Messrs.  C.  and  W.  Walker  appear  to  have  done  the  same 
for  Sydney.  Other  signs  pointing  in  the  same  duection,  are  a  remark 
made^o  m^e  a  few  weeks  ago  by  a  director  of_  two 

that  he  would  back  a  certain  firm  to  design  works  against  all  the 
engineers  ;  and  the  action  of  town  councils  who,  from  their  acts  and 
discussions,  create  the  impression  that  skilled  engineers  are  m  some 
cases  considered  unnecessary,  and  in  others  not  rightly  appreciated. 

Now  it  is  an  undoubted  fact  that  the  great  advances  m^ade  in  gasholder 
design  and  construction  are  not  due  to  contractors.  Had  we  depended 
upon  them,  very  few  (if  any)  improvements  would  have  been  made 
They  would  have  followed  the  old  lines,  and  properly  so,  because  it 
would  not  have  been  wise  on  their  part  to  have  introduced  innovations 
on  established  practice.  Had  they  been  so  inclined,  the  greatest  uiffi- 
culty  would  have  been  found  in  inducing  boards  and  committees  to 
adopt  their  ideas.  I  can  remember  one  great  improvement  introduced 
by  a  gasholder  builder— viz.,  the  late  Mr.  Joseph  Piggott  s  curved-cup, 
designed  in  1862.  Although  there  was  no  royalty,  he  had  the  greatest 
difficulty  in  getting  it  adopted  ;  and  but  for  the  fortunate  circumstance 
that  just  at  the  time  he  had  a  contract  with  a  company  not  afraid  of 
novelties,  there  is  no  knowing  how  he  could  have  got  it  tested. 

I  have  no  intention  of  criticizing  the  fine  holders  designed  by  Messrs. 
Clayton  and  Messrs.  Walker  respectively,  though  I  do  not  agree  with 
the  latter  entirely  in  the  principles  set  forth  in  the  Jouen.i.l  of 
the  4th  inst.  ;  but  while  cheerfully  recognizing  the  excellence  of  their 
work,  I  must  utter  a  protest  against  the  possible  development  of  the 
practice.  I  am  quite  prepared  to  admit  that  contractors  can  render 
most  valuable  assistance  to  engineers,  consisting  mainly  in  sug¬ 
gestions  whereby  economies  may  be  effected  in  the  use  or  adapta¬ 
tion  of  material  so  that  weight  and  labour  may  be  savea.  But 
it  will  be  a  very  bad  day  for  the  gas  industry,  if  the  time  should 
ever  arrive  when  it  is  thought  that  skilled  engineers  and  other  high-class 
officers  may  be  dispensed  with.  The  case  of  Leeds  may  be  referred  to,  as 
was  done  at  the  Birmingham  Town  Council  the  other  day,  as  an  argu¬ 
ment  in  favour  of  low  salaries.  The  Gas  Committee  of  Leeds  evidently 
do  not  consider  their  officers  capable  of  designing  a  gasholder  ;  and  to  sup¬ 
pose  that  the  low  salaries  and  the  low  price  of  gas  in  that  town  are  in  any 
way  connected,  is  a  great  fallacy.  Leeds  was  until  recently  in  the  hands 
of  one  of  the  ablest  men  in  the  kingdom,  Mr.  H.  Woodall,  who  was  not 
rightly  appreciated,  and  left  on  receiving  an  offer  of  an  appointment 
at  about  three  times  the  salary  he  was  getting  at  Leeds.  It  was  his 
work  in  the  course  of  a  few  years  that  reduced  the  price  of  gas,  by  one- 
half,  to  its  present  low  figure  of  Is.  lOd. ;  and  during  the  same  period 
he  converted  the  gas-plant  from  a  dilapidated  condition  into  one  of 
great  efficiency,  at  small  cost.  He  showed  contractors  how  to  build 
good  and  cheap  gasholders ;  and  they  are  now  simply  adopting  the  good 
points  in  his  designs  and  those  of  other  engineers,  to  which  they  have 
access.  But  does  anyone  suppose  that  gas  in  Leeds  would  now  be  sold 
at  Is.  lOd.,  and  that  the  works  would  be  in  good  condition,  if  he  or  some 
other  able  engineer  had  not  been  the  manager. 

Manchester  also  was  named  in  the  Birmingham  discussion,  in  con¬ 
junction  with  Leeds  ;  but  the  Manchester  Corporation,  though  paying 
very  moderate  salaries  to  their  officers,  have  (as  you  pointed  out  la,st 
week)  in  other  ways  paid  much  more  for  skilled  assistance  than  Bir¬ 
mingham.  They  gave  £1000  in  premiums  for  the  ground  plans  only  of 
their  new  works,  which  the  expense  of  adjudicating  brought  up  to 
probably  not  less  than  £1500.  To  this  must  be  added  the  cost  of 
making  the  designs  for  the  buildings  and  works,  and  the  professional 
fees  paid  for  carrying  them  out,  which  had  not  after  all  the 
advantage  possessed  by  Birmingham  of  being  designed  and  executed  by 
engineers  interested  in  making  them  a  success,  as  is  necessarily  the  case 
when  the  permanent  resident  engineer  does  this  work. 

It  is  universally  recognized  that  Birmingham  is  well  served ;  and  it 
is  gratifying  to  the  prof ession  to  find  this  is  understood  pd  appreciated 
by  the  Chairman  and  members  of  the  Gas  Committee.  If  those 
inembers  of  the  Town  Council  who  objected  to  the  salaries,  knew  the 
extent  to  which  the  prosperity  of  their  great  undertaking  is  toe  to, 
and  in  the  hands  of  the  principal  officers,  there  cannot  be  a  doubt  that 
they  would  take  the  same  view  of  the  question.  (George  Livesey. 

Tunbridge  Wells,  Dec.  15, 1888. 

TESTING  METEKS  IN  SITU. 

Sir,— In  the  Journal  for  the  11th  inst.,  there  appears  a  paragraph 
referring  to  the  testing  of  gas-meters  Lisif  a  in  dwelling-houses  in  Dublin, 
now  inaugurated  and  mentioned  as  a  succes,‘>.  Will  you  allow  me  to 
make  a  few  remarks  thereon  ?  A  similar  wish  has  often  been  expressed 
li6re  for  motors  to  be  testod  wittiout  the  trouble  and  expense  of  forward- 
ing  them  to  the  Standards  Office.  _  _  . 

The  testing  of  meters  generally — like  weights  and  measures — in  situ, 
cannot  be  a  success,  if  inspectors  are  to  be  “  a  law  unto  themselves, 
and  the  Sale  of  Gas  Act  treated  as  a  secondary  authority  ;  for  sections 
12  and  13  of  the  latter  give  plain  directions  or  rules  for  testing,  and 
section  11  states  that  a  “  fine  not  exceeding  £5  for  unlawfully  acting,” 
or  in  “  breach  of  any  duty  imposed  upon  him  by  this  Act,”  awaits  him. 
Seeing,  then,  the  testing  of  meters  in  situ  generally  cannot  be  done  so 
as  to  comply  with  the  rules  laid  down — as  I  will  hereafter  show  where 
is  the  legal  value  of  the  test,  and  what  confidence  can  it  give  to  either 
seller  or  buyer  of  gas  ? 

Only  in  the  exceptional  case  of  large  and  heavy  meters,  such  as  our 
mills  and  warehouses  possess,  can  a  test  in  situ  be  justified  ;  for  such 
meters  are  with  difficulty  removed  (fenced  about,  as  they  often  are,  with 
brick  and  masonry),  and  the  expense  would  be  no  small  matter  also. 


But  even  in  such  a  ease,  the  test  cannot  be  a  satisfactory  one,  and  but 
rnUro^i, nation  to  legality.  The  first  requirement  in  toting  me  er 
is  pressure  as  a  test  for  soundness  or  leakage.  The  Act  prescribes 
3  iLhes  ;  but  for  an  average  day  pressure,  I  suppose  1  inch  would  only 
be  found  in  the  main.  The  test  for  percentage  of  ®rroijequires 
as  the  maximum  nressure  ;  but  how  many  meters  fail  to  work  at  tto  pres 
sure,  but  work  at  lO-lOths  ?  In  the  testing-room,  such  a  meter  would  be 

reiected  ;  but  tested  i/i  silit  it  would  escape. 

Again,  as  regards  speed,  or  the  rate  per  hour  the  standard  “®|®r  ^ 
pass  gas  to  prove  the  capability  of  the  meter  to  be  tested,  to  deliver  its 
lethal  number  of  cubic  feet  per  hour.  The  small  standard  20-light, 
5-lOths,  delivers  120  cubic  feet  per  hour;  but  in  testmg  stan¬ 

dard,  say,  a  50-light=300  cubic  feet  per  hour  at  o-lOths— if  this  legal 
pressure  is  found  in  the  main-it  would  fail  to  supply  the  volume  of  gas 
reauired  in  a  given  time,  and  hence  the  test  would  be  futile. 

In  testing  domestic  meters,  where  the  small  standard— 20-light— is  too 
small  the  large  standard— 100-light— would  often  be  found  too  large  to 
be  got  into  a  cellar  or  basement  of  a  dwelling-house.  The  meter  to  be 
tested  has  to  be  disconnected  at  the  inlet  and  outlet.  In  parting  wit 
the  gas  in  the  process  of  testing,  it  must  be  blonn  into  ’ 

here  is  an  elenient  of  danger.  To  burn  the  gas  through  the 

the  usual  way,  would  probably  check  the  flow  and  lessen  the  toe  per 

hour  below  what  it  should  legally  deliver  at  I  have  not  referred  to  the 
nnestion  of  temperature  (water  and  gas),  which  is  equally  important. 

The  foregoing  will  show  what  unreliable  and  illegal  results  follow 
from  testing  in  situ  generally.  The  question  of  remuneration 
follows;  and  not  the  least  either.  _  The  fixing  together  of  st^'^ 
with  its  complex  flttings,  filling  with  water  and  emptying  of  the  same, 
the  connections  to  be  made  with  the  service-pipe  and  the  meter  to  be 
tested  and  the  care  to  be  exercised  to  have  all  “  us  tight  as  a  dnm, 
are  matters  requiring  much  skill  and  time  ;  and  if  the  meter  in  que^tmn 
is  a  5-light,  the  charge  is  only  Is.,  if  a  10  or  20  light,  then  2s. 
a  liberal  fee  for  a  legal  decision  !  For  remember,  the  inspector  s  certificate 
produced  in  Court  influences  the  verdict  for  seller  or  buyer  as  the  case 

may  be.  J.ajies  Urquhart. 

Manchester,  Dec.  14,  1888. 


The  Water  Supply  of  the  Wakefield  Out-Townships.  It  is  reported 
that  the  Rural  Sanitary  Authority  of  the  Wakefield  Union  have  arranged 
with  the  Corporation  of  Dewsbury  for  a  supply  of  water  for  several  large 
townships  just  outside  Wakefield,  at  the  rate  of  Gd.  per  1000  gallons.  The 
AVakefield  Corporation  offered  to  supply  the  same  districts  ^t  9d  per 
1000  gallons  from  their  new  scheme  of  water-works,  which  has  entailed  so 
vast  an  outlay  of  the  ratepayers’  money. 

SUTTON-IN  Ashfield  Gas  SuppLY.-At  the  last  monthly  meeting  of  the 
Sutton-in-Ashfield  Local  Board,  on  the  recommendation  of  the  Gas  Com- 
mittee  it  was  resolved  that  the  scale  of  charges  for  gas  in  future  should  be  . 
To  consumers  of  20,000  cubic  feet  and  under,  3s.  5d.  per  1000  feet ;  between 
20  000  and  50  000  3s  4d. ;  between  50,000  and  100,000,  3s.  3d. ;  and  over 
100,000,  3s.  2d. ;  and  to  places  outside  the  parish,  3d.  1°^. 

feet  throughout.  As  £5000  of  the  gas-works  debenture  stock  will  fall 
due  in  January,  it  was  resolved  to  offer  the  same  at  ptolic  auction. 
Mr  Bonser,  in\be  course  of  the  proceedings,  said  that  with  the  feyisi®*) 
of  the  scale  of  charges,  they  stood  to  lose  £300  ; 

the  reduced  price  would  induce  more  persons  to  use  gas  luv  tli^e 

were  2040  houses,  and  only  519  consumers  of  gas  ;  whilst  ^  Kirkby  there 
were  more  than  COO  houses,  and  only  104  consumers.  He  further  an¬ 
nounced  that  the  reduction  would  take  place  as  from  the  ..oth  inst. ,  and 
he  thought  that  only  one  town  in  Nottinghamshire  was  offering  gas  so 
cheaply,  and  that  was  Nottingham. 

The  Stretford  Gas  Company  and  their  CusTOMEES.--At  the  Sale 
Petty  Sessions  on  Monday  last  week,  Mr.  J.  Richardson,  made  p  applioa- 
tion,^under  the  Gas-Works  Clauses  Act,  1871,  to  obtain  a  Justices  order 
for  the  appointment  of  some  “  competent  and  impartial  person  as  gas 
examiner^for  the  parish  of  Ashton-on-Mersey  and  the  townships  of  Sale 
and  Timperley.  Having  put  in  a  petition  signed  by  various  consumers, 
hrsaid  that,  so  far  as  the  Stretford  Gas  Company  were  governed  by  the 
general  law,  it  appeared  to  him  that,  if  they  elected  to  come  into  Cheshire 
with  their  works,  they  ought  to  have  in  Cheshire  f.  Proper  P'ace  to  test 
the  gas  •  and  it  would  be  for  the  Bench  to  say  whether  they  would  order 
a  plLe  to  be  erected  to  enable  the  inhabitants  of  the  district  to  have  ^e 
gas  tested  The  Bench  doubted  their  right  to  make  any  such  order.  Mr. 
Newman,  on  behalf  of  the  Company,  submitted  that  under  their  Special 
Act  Mr.  Richardson  was  bound  to  apply  to  two  Justices  m  Lancashiie,  so 
that  these  proceedings  really  ought  to  have  been  taken  ^ 

He  contended,  however,  that  the  Company  had  complied  with  the  Act  in 
having  a  testing  station  and  experimental  meter  at  their  works,  ^^^er  a 
ong  argument,  the  Chairman  intimated  that  the  Act  was  permissive;  and 
the  Bench  thought  they  would  be  foolish  to  make  the  order  without  hear¬ 
ing  witnesses,  so  as  to  learn  what  the  complaint  was. 

Lecture  on  Gas  Making  at  HEYWOOD.-Under  the  auspices  of  the  Hey 
wood  Congregational  Young  Men’s  Society,  a,  lecture  was  given  on  Tues¬ 
day  the  27tli  ult.,  by  Mr.  J.  Jakens,  Consulting  Chemist,  of  Bury ,  his 
subi’ect  being  “  Gas  Making.”  The  lecture  was  illustrated  with  plant  and 
diagrams  Mr.  H.  Hawkins,  the  Corporation  Gas  Engineer,  who  presided, 
said  gas  making  concerned  every  ratepayer  ;  and  the  Gas  Committee^ 
the  Corporation  were  always  anxious  that  the  consumers  should  know 
everything  in  connection  with  the  gas  they  burned,  and  the  best  “®an®  ^ 
burning  it  They  had  in  oil  a  great  competitor ;  its  mam  advantages  being 
that  it  could  be  procured  in  small  quantities  and  paid  for  on  delive  y. 
Gas  Is  supplied  on  quarterly  accounts;  and  he  regretted  that  many 
cottage  consumers  did  not  make  that  provision  for 

might  If  cottagers  would  put  by  every  week  as  much  as  they  spe“t  ]n 
oik^they  would  find  that  gas  was  25  per  cent,  cheaper  than  oil  ®a.“dl9^ 
Occasionally  lamps  exploded  from  causes  over  which  the  consumers 
seemed  to  have  no  control,  or  from  a  little  negligence.  If  the  wiok  did 
not  reach  to  the  bottom,  the  lamp  would  have  a  tendency  to  explode.  I 
the  bourse  of  his  lecture  Mr.  Jakens  advocated  the  use  of  gas  for  cookmg 
and  heating  purposes.  No  less  than  30,000  feet  of  gas  could  be  produced 
from  a  ton  of^coal  for  heating  purposes  against  IffiOOO  feet  for  illumination. 
oL-fires  in  houses,  instead  of  coal  fires,  would  be  more  cleanly  and  com¬ 
fortable  In  Bury  gas  was  cheaper  than  coal  for  heating  purposes.  Oil 
gave  off'  as  man/  fmpurities  as  gas,  with  the  exception  of  f® /“Iptor 
compounds.  In  closing  the  proceedings,  the  Chairman  said  he  looked 
iiDon  the  electric  I'ght  as  the  illumiuant  of  the  fiRure.  Gas  would  no 
doubt  be  used  as  a  motive  power  and  for  heating.  He  believed  the  time 
would  come  wffien  houses  would  be  built  without  chimneys;  there  would 
simply  be  flues  through  the  walls  to  carry  off  the  products  of  combustion 
from  gas  fires  and  stoves. 
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CONTINENTAL  UNION  GAS  COMPANY,  LIMITED. 

The  Ordinary  General  Meeting  of  this  Company  was  held  last  Tuesday, 
at  the  London  OflSces,  7,  Drapers’  Gardens,  Throgmorton  Street — Mr. 
H.  M‘L.\uchlan  B.icklek  in  the  chair. 

The  Secbet.aby  (Mr.  I’’.  W.  Himiug)  read  the  notice  convening  the 
meeting ;  and  also  the  following  report  of  the  Directors  : — 

The  Directors  have  to  report  that  at  the  two  stations  which  are  the  direct  pro¬ 
perty  of  the  Continental  Union  Oas  Company— viz.  Messina  and  Montargis — there 
has  been  some  increase  in  both  the  public  and  private  lights. 

At  Messina  the  reduction  in  price  of  gas,  which  had  only  been  in  operation  about 
three  months  at  the  date  of  the  last  report,  has  since  had  time  to  bear  fruit ;  and 
a  marked  improvement  in  the  private  consumption,  as  compared  with  two  years 
ago,  is  now  manifest. 

The  Cholera  which  broke  out  at  Messina  -.vith  great  virulence  in  the  autumn  of 
last  year,  and  the  effect  of  which  was  to  still  further  reduce  the  profits,  gradually 
subsided,  and  has  now  entirely  disappeared. 

The  outlay  on  capital  account  at  these  two  stations  during  the  period  under 
review  was  £585,  chiefly  for  new  mains,  lamps,  and  services,  sulphate  apparatus, 
&c. 

With  regard  to  the  Union  des  Gaz,  the  total  outlay  on  capital  account  at  the  13 
stations  which  constitute  the  property  of  that  undertaking,  amounted,  during  the 
working  year  1887-8,  to  £53,800,  nearly  half  of  which  was  expended  in  extending 
the  Milan  works.  This  was  rendered  necessary  by  a  reduction  in  the  price  of  gas 
there  resulting  in  largely  increased  consumption.  In  consequence  of  this  reduc¬ 
tion  the  right  has  been  secured  to  continue  to  supply  gas  at  Milan  until  the  year 
1925. 

The  dividend  received  on  the  Continental  Union  Gas  Company’s  investment  in 
the  Union  des  Gaz  was  the  same  in  1887  as  in  the  previous  year. 

The  following  information  regarding  the  working  of  that  Company’s  stations  will 
also  be  interesting  to  the  shareholders : — The  net  increase  in  the  number  of  lights 
during  the  year  1887-8  was :  Public,  352  ;  and  private,  23,359.  The  quantity  of  gas 
sold  shows  an  average  increase  of  more  than  7  per  cent.  The  cost  of  coals  per  ton 
was  7d.  more  than  in  the  previous  year.  The  total  amount  of  bad  debts  incurred 
and  written  off  was  only  £133.  The  average  price  received  for  the  coke  shows  an 
increase  of  Is.  3d.  per  ton  ;  while  that  for  the  tar  shows  an  average  decline  of  Cd. 
per  ton,  but  this  product  is  now  being  disposed  of  on  better  terms. 

'The  Union  des  Gaz  carry  forward  an  undivided  balance  of  £23,981,  which,  added 
to  the  special  reserve  account  of  £32,400,  makes  a  total  of  £50,381  available,  in 
case  of  need,  for  equalizing  dividends  in  that  Company. 

Reverting  to  the  affairs  of  the  Continental  Union  Gas,  the  debenture  debt  of  this 
Company  stood  in  the  balance  sheet  at  £3100  on  the  30th  of  June  last ;  but  the 
Directors  are  glad  to  be  able  to  report  that  it  has  since  been  entirely  paid  off. 

After  making  all  the  usual  charges  and  reserves,  the  net  profits  of  the  Continental 
Union  Company  for  the  year  amount  to  £116,867  Is.  5d. 

The  available  sum  to  the  credit  of  general  revenue  is  £119,691  16s.  lOd.,  out  of 
which  the  Directors  propose  to  declare  a  dividend  at  the  rate  of  13  per  cent,  per 
annum  on  the  ordinary  shares  ;  being  an  increase  of  1  per  cent,  on  tbe  previous 
year.  The  7  per  cent,  preference  shares  participate  pro  ruU  in  all  ordinary 
dividends  exceeding  10  per  cent.,  and  will  therefore  yield  10  per  cent,  for  the 
year. 

After  deducting  the  interim  dividend  (paid  in  July  last)  of  5  per  cent,  on  the 
ordinary  and  SJ  per  cent,  on  the  preference  shares,  the  balance  of  8  per  cent,  on 
the  former  and  of6.J  per  cent,  on  the  latter,  all  free  of  income-tax,  will  be  paid  on 
the  1th  of  January  next.  The  amount  carried  forward  to  the  new  account  will  be 
£85,159  Os.  lOd. 

The  Directors  are  pleased  to  be  thus  justified  in  congratulating  the  shareholders 
on  this  prosperous  state  of  affairs — a  prosperity  which  they  may  reasonably  hope 
to  see  maintained  in  the  future. 

The  Congress  of  the  Socidtd  Technique  of  foreign  gas  engineers  having  been 
held  this  year  at  Boulogne,  The  Gas  Institute  took  the  opportunity  of  inviting 
its  members  to  extend  their  journey  to  London.  The  Directors  of  this  Company 
had  thus  an  opportunity  of  personal  communication  with  their  Managers,  and 
availed  themselves  of  it  to  the  satisfaction  of  all  concerned. 

The  Board  regret  to  have  to  announce  the  loss  of  one  of  the  original  Directors 
of  theCompany — Mr.  W.  White — who  died  on  the  21st  of  April  last,  and  whose  long 
and  earnest  services  were  highly  appreciated  by  them.  They  have  appointed 
Mr.  Tendrcnffor  many  years  an  Auditor  of  the  Company)  to  replace  him. 

The  vacant  auditorship  has  been  filled  up  by  the  election  of  Mr.  Eastman. 

The  Director  who  retires  by  rotation  is  H.  M’L.  Backler,  Esq.,  and  the 
Auditors  (.Alfred  Hersee,  Esq.,  and  A.  T.  Eastman,  Esq.)  also  retire.  All,  being 
eligible,  will  be  proposed  for  re-election. 

The  Chaieman  :  Gentlemen,  you  have  heard  the  report  and  accounts 
read;  and  you  see  how  favourable  they  are.  In  commenting  upon  them, 
I  will  first  of  all  take  our  own  two  stations — those  stations  which  are  our 
direct  property — Messina  and  Montargis.  You  have  seen  how  badly  we 
were  affected  at  Messina  by  the  cholera — to  such  an  extent  that  for  a  time 
it  almost  deprived  us  of  our  revenue.  I  am  glad  to  say  that  this  has 
entirely  ceased  ;  and  we  are  now  in  a  better  position  than  we  were  before  it 
took  place,  because  the  reduction  in  the  price  of  gas  which  we  consented 
to  under  the  circumstances  which  I  explained  at  the  last  meeting,  has 
been  productive  of  a  great  portion  of  the  advantage  which  we  expected 
from  it,  and  which  we  shall  ultimately  secure.  There  can  be  no  doubt  of 
that.  Now,  I  believe  Messina  will  be  a  growing  station — that  is  to  say,  it 
will  bring  a  better  revenue  than  it  has  done  in  the  past ;  and  for  this  reason, 
that  the  price  of  gas  was  really  too  high  there.  I  thought  so  myself  for 
some  time ;  but  the  difficulty  was  how  to  give  way  without  getting  some¬ 
thing  in  return.  You  will  recollect  that  we  did  get  something  in  return 
for  the  reduction  in  price,  by  obtaining  from  the  Municipality  an  under¬ 
taking  that  all  projects  of  electric  lighting  should  be  suppressed  during 
a  period  of  seven  years;  and  I  thought,  during  this  period,  we  should 
take  the  opportunity  of  pushing  the  consumption  of  gas  by  reducing  the 
price — the  temptation  being  considerable  to  the  consumers,  who  hitherto 
had  been  deprived  of  the  use  of  gas  by  the  high  price  at  which  we  supplied 
it.  Montargis  has  done  fairly  well  during  the  year ;  we  have  no  reason 
to  complain  of  it.  Having  mentioned  our  own  two  stations,  I  will  now 
pass  on  to  make  a  few  remarks  on  those  of  the  Union  des  Gaz.  The 
coal  cost  more  than  in  the  previous  year;  and  for  this  cause :  That  the 
means  of  conveyance  on  the  Italian  railways  are,  at  certain  seasons  of  the 
year,  so  restricted,  owing  to  the  great  traffic  for  which  the  railways  are 
not  yet  fitted,  that  we  experience  considerable  difficulty  in  getting  coals 
from  the  ports  at  which  the  ships  are  discharged  (almost  entirely  at 
Genoa)  to  the  different  stations  we  have  in  Italy — Milan,  Parma, 
Modena,  and  Alessandria.  Such,  being  the  case,  a  certain  number 
of  waggons  are  allotted  to  the  principal  sljippers  of  coal  at  Genoa; 
and  we  get  our  allotment  in  proportion  to  the  accommodation  which 
can  be  afforded.  But  it  was  not  sufficient  for  our  consumption,  although 
we  had  laid  in  a  large  stock  at  Milan,  which  is  the  chief  station  to  be 
supplied.  In  order  to  provide  coal,  at  Milan  principally,  we  were 
obliged  to  obtain  a  transfer  of  waggons  allotted  to  the  coal  merchants 
who  were  sending  coals  to  Milan,  and  who  had  these  waggons  allowed  them 
as  their  proportion.  We  were  obliged  to  buy  the  coals  also  whicli  were 
loaded  on  the  waggons.  The  consequence  was  that  the  coal  merchants 
in  Italy,  who,  like  their  brethren  in  England,  do  not  do  business  for 
nothing,  obliged  us  to  pay  them  pretty  well  for  the  accommodation  which 
they  aSorded  us  under  these  difficult  circumstances.  This  is  the  reason 
why  coals  have  been  more  expensive.  Coal,  as  you  are  aware,  is  now  rising 
in  price  ;  but  I  do  not  think  we  shall  feel  the  effect  of  this  very  much, 
because  we  have  coal  contracts  running  over  three  years,  and  our  freights 
are  also  secured  for  some  time  on  favourable  terms.  Of  course,  when  the 
contracts  terminate,  we  shall  have  to  run  the  chance  of  the  markets,  as 


others  must  do.  I  am  glad  to  say  with  regard  to  coke  that  we  have  recouped 
the  disadvantage  under  which  we  suffered  with  respect  to  coal ;  and  we 
have,  owing  to  the  long  winter  which  we  passed  through,  and  which  seems 
likely  to  be  repeated  to  some  extent  this  season,  managed  to  sell  all  our 
stocks  everywhere,  and  at  prices  which  arc  remunerative,  and  which  enable 
us  to  annul  the  effect,  as  I  said  before,  of  the  high  prices  of  coal.  Tar 
has  recently  improved  in  value;  otherwise,  during  a  portion  of  the  year, 
it  was  not  selling  on  such  good  terms  as  previously.  I  think  we  have  now 
got  over  the  difficulty,  and  shall  be  able  to  realize — we  are,  in  fact,  at  this 
moment  realizing — better  prices  than  we  did  during  the  period  with  which 
we  are  making  a  comparison.  The  Milan  concession,  you  observe  by  the 
report,  has  been  modified  to  a  considerable  extent;  and  we  have  now  got 
the  contract  extended  to  the  year  1925.  This  is  a  very  important  advan¬ 
tage  to  us  for  a  place  like  Milan  ;  and  we  feel  that  it  adds  materially  to  the 
value  of  our  interest  in  the  Union  des  Gaz.  The  concessions,  by  the  exten¬ 
sion  of  this  contract  at  Milan,  have  been  raised  in  average  length  from 
25  years — at  which  they  stood  last  year,  and  from  which,  without  this 
taking  place,  they  would  have  been  reduced  to  an  average  of  21  years — 
to  26  years  ;  the  longest  being  for  45  years.  The  gas-rental — I  am  still 
speaking  of  the  Union  des  Gaz — has  been  increased  by  i£16,.5’22,  or  4*  per 
cent.  This  is  a  very  fair  percentage ;  but  the  gas  sold  has  been 
increased  in  a  large  ratio — that  is,  7§  per  cent. ;  and  the  reason  why, 
while  we  have  sold  such  a  large  excess  in  quantity  of  gas,  we  have 
received  a  smaller  proportion  in  rental,  is  the  various  reductions  of  price  to 
which  we  thought  it  wise  to  assent  in  the  several  towns,  in  order  to 
conciliate  our  consumers,  and  to  offer  them  the  inducement  to  remain 
with  us  rather  than  go  over  to  our  competitor  the  electric  light.  We 
have  succeeded  as  far  as  we  expected  to  do  in  the  matter.  I  will  now 
pass  on  to  our  financial  position  with  the  Union  des  Gaz.  Y'ou  will 
recollect  that  we  are  holders  of  exactly  37,000  out  of  the  50,000  shares  of 
that  Company ;  and  the  market  value  of  these  shares  has  considerably 
improved  since  last  year.  We  take  the  quotations  of  the  Bourse  of  Paris, 
as  recorded  in  the  financial  returns ;  and  we  find  that  the  improvement 
is  i£58,000 — th.it  is  to  say,  the  market  value  of  the  shares  we  hold  was 
last  year  £58,000  less  tlian  this  year.  This  is  the  increased  profit,  or 
increment  of  value,  of  our  holding  in  the  Company ;  but  you  know 
we  do  not  take  that  into  account  in  our  profits;  this  merely  shows 
the  stability  of  the  Union  des  Gaz.  If  we  were  to  add  the  increased 
market  value  of  the  shares  this  year,  and  the  value  were  to  fall, 
we  should  have  to  write  it  off  the  next ;  and  we  might  perhaps 
pay  you  ‘20  per  cent,  this  year,  and  be  obliged  to  pay  you  only  14  or 
15  per  cent,  (which  I  hope  we  shall  some  day  be  able  to  do)  the 
next.  We  have  the  shares  in  our  books  at  the  price  we  paid  for 
them — that  is,  the  par  value,  £20  per  share— representing  a  sum  of 
£740,000.  The  market  value  of  these  shai'es  represents  a  total  sum  of 
£1,908,000,  at  the  present  prices  quoted  on  the  Bourse;  and  consequently 
the  investment  we  have  in  the  Union  des  Gaz  shows  a  total  profit  of 
£1,168,000,  or  £58,000  more  than  last  year.  (Applause.)  That  is  very  satis¬ 
factory  to  me,  and  so  it  appears  to  be  to  you,  gentlemen.  The  stability  of 
the  Union  des  Gaz  is  also  shown  by  the  amount  of  their  reserves.  They 
have  altogether  reserves  amounting  to  £378,514 ;  and  £35,990  has  been 
taken  out  of  the  profits  of  the  last  year  as  an  addition  to  the  amount 
which  stood  to  the  credit  of  these  reserves  in  the  previous  year.  I 
think  I  may  now  take  leave  of  our  investment  in  the  Union  des  Gaz 
for  the  present.  You  wilt  clearly  see  what  a  satisfactory  investment 
it  is  for  us;  and  you  will  see  whether  or  not  we  were  justified  in 
paying  a  considerable  sum  for  the  goodwill.  The  sum  which  we 
paid  for  that  is  now  entirely  extinguished.  We  have  written  it  off 
in  the  course  of  years,  little  by  little  as  our  finances  permitted  ;  and 
although  it  is  such  a  valuable  property,  it  now  stands  in  our  books  at  par 
— that  is  nil  for  the  extra  commercial  value  of  it.  I  will  now  revert  to  the 
Continental  Union  Gas  Company,  and  just  remark  that,  as  you  have 
heard  in  the  report,  the  amount  of  the  debentures  has  been  entirely 
wiped  off — we  do  not  owe  a  farthing  on  debentures.  The  amount,  which 
was  originally  £218,000,  has  been  liquidated  by  small  sums  from  year  to 
year.  There  are  few  companies  in  this  position— entirely  free  from 
debt  of  any  kind.  Now,  the  sum  which  we  annually  set  aside  for  the 
writing  off  of  these  preliminary  expenses  having  ceased  during  the  past 
year,  we  were  able  to  take  into  account  the  subject  of  increased  dividend ; 
and  we  are  able  to  pay  you  an  extra  1  per  cent.,  which  we  now  declare, 
owing  to  the  cessation  of  this  charge  on  our  profits.  The  charge  last  year 
was  something  over  £12,000;  and  we  therefore  declare  this  increase  of 
1  per  cent.,  which  will  amount  to  £9272,  and,  in  addition  to  that,  we 
add  to  the  undivided  balance  of  profits  £2331.  This  makes  the  un¬ 
divided  profits  in  the  Continental  Union  Gas  Company  £35,159.  If  we 
did  not  leave  a  farthing  over ;  if  we  had  no  reserve  of  undivided 
profit  in  this  Company,  we  should  still  be  in  a  first-rate  position  as  to 
reserves,  owing  to  the  large  one  made  by  the  Union  des  Gaz.  However,  we 
wish  to  be  as  prudent  as  we  possibly  can,  in  order  to  secure  ourselves  in 
every  way  ;  and  therefore  we  have  got  this  “  nest-egg  ”  of  £35,159,  which 
will  enable  us  to  keep  up  the  dividends  if  it  were  necessary  to  do  so  at  any 
time,  or  appropriate  it  for  any  other  purposes  we  consider  desirable.  I 
will  now  merely  refer  to  one  or  two  matters  which  have  occurred  during 
the  year.  One  is  the  visit  of  the  Socie'te  Technique  du  Gaz  to  this 
country.  While  we  are  prosperous  ourselves,  we  wish  to  show  good-feel¬ 
ing  towards  our  employis,  and  all  who  serve  us  so  well ;  and  we  seized  the 
opportunity  of  the  Socic'tc  Technique  coming  over  to  England,  and  being 
well  received  everywhere,  to  invite  them,  in  conjunction  with  the  Imperial 
Continental  Gas  Association  and  the  European  Gas  Company,  to  a  dinner 
at  the  Crystal  Palace ;  and  we  did  this  in  the  best  style — we  did  not  spare 
expense.  We  were  very  glad  to  have  the  opportunity  of  showing  the  good>- 
feeling  we  entertained  towards  them ;  and  which  we  believe  to  be  reciprocal 
towards  us.  There  is  another  matter  to  which  I  must  refer;  and  I  do 
so  with  very  great  sorrow,  because  Mr.  White,  my  former  colleague,  had 
been  a  friend  of  mine  for  40  years.  In  losing  him,  I  feel'  that  it 
was  indeed  a  very  great  loss ;  for  he  was  ever  ready  to  give  us 
his  vigorous  assistance  under  all  circumstances.  Mr.  White  was  an 
original  Director  of  this  Company ;  and  at  all  times,  and  especially  on 
occasions  of  difficulty — for  we  had  to  go  through  a  season  of  very  great 
difficulty  and  anxiety  after  the  formation  of  the  undertaking — he  was  a 
great  help,  and  prevented  disasters  which  might  otherwise  have  occurred. 
I  think,  therefore,  that  Mr.  White’s  memory  is  entitled  to  the  regret 
which  we  deeply  feel,  and  which  is,  I  am  sure,  participated  in  by  the 
shareholders.  We,  of  course,  sent  a  resolution  of  condolence  to  his  family, 
in  which  we  associated  the  shareholders.  Then  there  came  the  question 
as  to  who  should  succeed  Mr.  White;  and  we  elected  Mr.  Tendron,  one  of 
our  Auditors — he  having  applied  for  some  time  to  fill  the  first  vacancy. 
Mr.  Tendron  is  a  gentleman  who  is  well  acquainted  with  the  accounts  and 
business  of  the  Company ;  and  we  felt  that  we  could  not  do  better  than 
nominate  him,  subject  to  re-election  at  the  time  when  Mr.  White’s  term 
of  office  would  expire.  We  did  so ;  and  we  have  had  the  benefit  of  Mr. 
Tendron’s  assistance  at  the  Board  for  some  time  ;  and  find  that  we  have 
done  quite  right  in  taking  that  course.  We  had  also  to  make  another 
appointment  to  fill  the  position  vacated  by  Mr.  Tendron ;  and  we  elected 
Mr.  Eastman,  who  is  a  qualified  Accountant,  and  who  was,  I  believe,  the 
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lor  tb.  P0«-  I  JlCSp r.vS“ .SSip?? £ 

we  shall,  little  by  ittle,  as  PXrat’ion  I  may  safely  con- 

‘“ff'S  Wo^p™‘‘tL.KB  secooded  the  molioo,  wMcl.  woo  .1  once 

'  Mil3““??h.“p';op«s.a  a..  re.el.olion  pi  Mr.  H.  B.cU.r  who 

roted  Iron,  th.  Bt.rS  bp  rot.t.on  I”  Ito 

shareholders  owed  very  much  indeed  to  Mr.  Backler  for  the  success 

^ “Mr^TsoLOMON  seconded  the  proposal,  which  was  heartily  confirmed 

?™°n  having  acknowledged  his  re-election  in  a  few  appropriate 

On^the  motion  of  Mr.  B.  G.  Coopeb,  seconded  by  Mr.  A.  Howard,  the 

retiring  Auditors  (Messrs.  Hersee  aud  Eastman)  jneers 

Mr.  A.  Lucas,  in  proposing  a  vote  of  thanks  to  the  Secretay,  g  < 

and  staff  generally)  referred  to  the  visit  ^®  ““ceUen^^ 

to  the  stations  of  the  Company  and  remarked  *''®  ®fi®®“®“  b^had 

in  which  thev  were  kept,  and  the  great  ability  shown  by  those  wno  na 

iLsupervHiLof  thete'chnicaldeptrtments.  The  Engineers  n  t  on^^^ 

to  look  after  the  works,  but  had  also  to  act  agents  to  push  the  Jusine^^ 
and  had  often  to  conduct  complicated  negotiations  like  those  t  y 

^"MnShL^^sTconded  the  proposition.  The  Chamrn^n,  he  saM  had 
asked  him  to  narrate  the  impressions  he  received  durm  j 

October  last  to  the  French  stations  of  the  Company.  ^‘8  ® 

were  eminently  favourable.  Four  of  the  cities— Eueil,  i 

and  Cette-were,  he  thought,  capable  of  ^®^®‘°P“®“‘'buUrom 

extension  would  not  depend  upon  any  effort  of  the  tioa 

the  nature  of  things  the  cities  must  extend.  As  to  the  competiuon 

Uiich  they  might  Lpect  to  meet  from  the  ®®i®“®anv 

him  that  the  French  were  not  only  the  most  tLt 

things  but  thev  were  especially  so  in  the  use  of  light,  and  anything  that 
would  educate^^^^^^  keener  appreciation  of  the  immense  advam 

tages  that  a  good  light  will  bring,  would  be  to  the  Company’s  benefit.  In 
some  of  the  cTties  the  ^nly  really  well-lighted  shops  were  the  cafes  and 
restaurants;  and  in  many  of  t^he  streets  of  the  smaller  towns  gas 
used  at  all— petroleum  being  the  illuminant.  In  only  one  ot  the  ciues 
which  they  supplied  had  there  been  more  than  a  commencement  of  the 
electric  light.  ^In  conclusion,  he  said  that  the  Company  had  by  no  means 
reached  its  maximum  prosperity. 

The  motion  was  carried  iieiii.  con.  , 

The  Secretary  having  acknowledged  the  cornpliment,  , 

Colonel  Wilkinson  moved  a  vote  of  thanks  to  the  Chaiirnan  ana 
Directors  ;  speaking  in  high  terms  of  the  admirable  manner  in  which  the 
affairs  of  the  Company  were  conducted. 

Mr.  Cooper  seconded  the  motion.  . 

The  Chairman  briefly  responded  ;  and  the  proceedings  then  terminate  . 


SOUTHWARK  AND  VAUXHALL  WATER  COMPANY. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  last 
Tuesday,  at  the  Offices,  Sumner  Street,  Southwark— Alderman  Sir  H.  E. 

^The  Secretary  (Mr.  Alfred  Jelley)  read  the  notice  calling  the  meeting, 
and  afterwards,  at  the  request  of  the  chairman,  the  minutes  of  tne 
ordinary  meeting  held  on  the  12th  of  June  and  of  the  extraordinary 
meeting  held  on  the  30th  of  October  last  These  been  ap^ 

proved  by  the  meeting  as  correctly  entered,  the  report  of  the  Directors 
and  statement  of  accounts  were  taken  as  read.  i  t 

The  Ch-airman  :  I  shall  detain  you  but  a  very  few  moments  to-day. 
have  little  to  tell  you  different  from  what  I  had  ^be  pleasure  of  telling  you 
at  the  last  meeting,  and  I  think  you  may  judge  from  ‘bat  that  we  are 

going  on  prosperously  and  well,  because  generally  vphen  a  Cha  rman  1ms 
lot  much  to  say  things  are  progressing 

usual  custom  on  these  occasions,  and  go  through  tb®  ^  see 

that  we  have  over-spent  our  capital  account  by  £79,900 ,  and  that  will 
show  you  that  the  £100,000  of  debenture  stock  which  we  have  issued  v  as 
absolutely  wanted  to  make  good  those 
little  surplus.  That  stock  is  to  be  applied  for  by 

tiers  are  to  be  received,  I  think,  next  Monday.  I  have  very  btUe  doubt 
that  we  shall  issue  that  stock  at  a  very  satisfactory  price.  1“  fea  mg 
with  our  revenue  account  you  will  notice  that  under  t  . 

of  maintenance,  we  have  an  amount  of  £14,000,  as  ^gamst  £11,000, 
this  time  last  year,  showing  a  large  difference ;  but  I  may  teU  you  that 
this  £3000  is  an  exceptional  expenditure  mostly  “^.^®  "P 
we  have  spent  in  erecting  hydrants  for  the  Metropolitan  Board  of  Works, 

and  which  they  have  not  yet  paid  us  for.  aid  *'j®,.®7®|7  atoel^tion 

therefore  not  brought  into  account.  I  should  next  like  to  8;“®“^^®“ 

to  the  item  of  rates  and  taxes,  amounting  in  the  P'^®8®'7i7'pXd  voul 
£8400,  against  £7600  in  the  preceding  year.  1  have  fr^ffuently  called  your 
attentioh  to  the  continual  and  enormous  increase  in  ^b®  rates  fnd  taxes 
which  we  have  to  pay.  The  total  expenditure  under  the  head  of  main¬ 
tenance  is  £39,000,  as  against  £86,090  this  time  last  year.  T^here  are 
certain  savings  in  some  ot  the  other  items  which  bring  the  increase  to 
only  about  £3000.  Thus,  you  will  find  that  the  amount  we  have  for 
dividend  and  interest  is  £-55,801.  This  is  a  very  good  increase  ou Jast 
half  year,  when  the  amount  was  about  £53,000,  so  that  we  have  now  an 
fncrease  of  nearly  £3000.  But  the  item  is  less  than  it  was  at  September 
1887,  by  some  £3600,  which  is  mainly  accounted  for  by  the  items  to  which 
I  have  already  called  your  attention— the  charge  for  hydrants  erected 
for  the  Metropolitan  Board  of  Works,  and  the  large  increase  in  our  rates 
and  taxes.  On  the  other  side,  the  item  of  water  rents  accrued  is  a  satis¬ 
factory  one  to  refer  to  as  the  amount  this  year  is  ±106,874,  against 
£100,600  in  March  last, showing  a  very  handsome  X 

vear.  But  when  I  compare  it  with  that  of  September,  1887, 1  find  only  the 
small  increase  of  £200.  This  is  accounted  for  because  in  September  last  yeai 
we  had  a  wonderfully  good  meter  account.  It  was  a  very  dry  summer  that 
year  and  we  received  a  large  amount  for  road  watering  and  a  very  large 
amount  for  meter-rental,  whereas  this  summer  it  was  wet  and  we  had  a 
very  large  falling  off  in  the  amount  received  for  road  watering  and  meter 
rental.  Still,  it  is  a  good  increase  in  the  half  year,  and  y®'^ 
that  we  have  not  taken  into  account  the  money  due 
litan  Board  of  Works  for  the  hydrants  we  have  fixed  for  them.  This  item 
stands  now  at  the  largest  amount  we  have  ever  had  since  September,  188  , 
when  the  water  rents  accrued  stood  at  £108,411,  so  that  wuthin  about 


£1 500  we  have  recovered  the  loss  which  we  sustained  in  consequence  of 
Sf  MtoraUoIXXin  the  basis  on  whidi  the  -t®r  rento  were  charged- 
Bringing  this  £55,000  into  the  account  and  deducting  from  it  the  dividend 

which  his  to  be  p’aidonthe  preference  stock  1^0  86^10  pay  vol 

nf  S05  aDolicable  to  dividend.  As  it  will  take  iDOjObi  to  p  y  y 
adivfdend  of^e^percent  we  shall  carry  forward  £7440  or  something  like 
£1500  more  than  we  carried  forward  last  half  ye^-G.^bowing  la  . 

making  substantial  progress  in  getting  a  nice  surplus  ?°'^^VeTe  il 

do  not  know  that  there  are  any  other  items  to  which  I  need  refer,  i  nere 
i°e  ?empoTary  loan  of  £66,000;  but  if  we  have  ov®r-sP®X°ur  capRal 
by  £79,000,  we  must  have  money  from  somewhere.  Thi^s  temporary  loan, 
Imwever,  will  now  be  paid  off  when  we  get  out  our  debenture  stock  It 
has  been  a  financial  operation  of  a  very  delicate  nature, 
have  carried  out  very  successfully,  managing  the  in 

financial  benefit  of  the  Company.  .We  ®aiiaot  f  8®®  X  ®  in^wl  must 
small  sums  •  thev  must  be  issued  in  respectable  amounts,  and  we  mimt 

avail  ourselves  of  our  credit  to  carry  not 

allot  them.  With  respect  to  the  report  that  ‘8 . ’before  you-and  I  do  not 
knnw  that  I  can  enlarge  upon  it— we  have  mentioned  the  salient  leatures 
in  connection  with  our  working.  I  can  only  say  asregards  ^be  genGemeu 
who  retire,  that  we  should  be  very  sorry  to  lose  ^*1®.“  7®  f  ^ 

T  think  vou  would  not  do  well  to  lose  them  as  Directors.  Ih  y 

fideuce  Mr.  Child,  who  is  mentioned  in  the  /eport.  we  1 

corner  •  but  there  was  some  delay  in  connection  with  the  warming  and  the 
lighting  which  we  did  not  anticipate,  and  we  thought  '‘Thflew  offi^ces 
a  few  weeks  longer  and  get  everything  completed  at  the  new  office 
Some  of  you  have  seen  the  building,  which  will  give  “8  f’ery  facili^ 
conducti^  the  business  of  the  Company.  It  is  »»  ®x®el  ®“t  ffijestment 
aud  none  of  the  cost  will  be  borne  by  ‘be  proprietors--the  premium 
the  investments  being  a  great  deal  more  than  the  cost  of  the  land  ana 
the  buildings— and  we  shall  be  able  to  do  our  business  well  without  any 
fear  of  our  clerks  falling  ill  in  consequence  of  the  ''''■®‘®b®^,  ,®:®®°“^^?,®,  1 

tiol  to  Xch  they  have  to  submit  here.  We  think  the  building  will  Hst 
us  a  great  many  years  as  it  is,  and  there  is  room  for  an  increase  of  acoom 
modation  in  it  in  the  future ;  and  I  have  no  doubt  when  you  see  it  com¬ 
pleted  you  will  again  express  your  great  satisfaction  with  it  as  you  have 
donralreadv  in  its  incomplete  state.  I  believe  you  will  say  that  for  a 
Comnanv  with  a  capital  of  £2,000,000  we  have  now  provided  respectable 
officel  ^With  regard  to  the  well  at  Streatham,  that  is  a  question  which 

ITs  Peen  a  Isf  interesting  one  for  a  1  hoS 

hv  vou  at  everv  meeting,  we  have  persevered  with  that  work  in  the  hope 
tLt  we  should^tap  the  great  supply  of  water  which  geologists  told  us  lay 
.nde7tlfis  London  of  oirs.  We  went  on  until  we  got  down  to  a  depth  of 
1239  feet  •  and  we  were  then  on  sandstone  rock.  The  Geologists  from  the 
samples  brought  up  could  not  tell  us  whether  it  was  the  old  red  sandstone 
PXPt  and  advised  us  to  continue  boring,  and  we  did  so  to  the  depth  I 
haPe  mXioned  We  then  came  to  the  conclusion  from  the  samples 
obtained  and  from  the  opinion  of  the  Geologists,  that  there  was  no  l^^pe 
of  obtaining  water  ;  and  we  considered  that  our  duty  in  connection  wi 
Die  mXr  wdt  an  end.  We  were  boring  for  water  and  sinking  for 
water  and  when  we  came  to  the  conclusion  that  it  was  not  to  be  found  we 
X  not  feelXstified  in  spending  another  penny.  We  therefore  ceased 
boring  ■  but  1  may  tell  you  that  the  contractors  in  a  '^®^y8pirited  manner 
continued  the  boring  at  their  own  expense,  and  they  got  down  to  1271  feet. 
ThPv  Pt  this  greater  depth  to  which  they  went  came  across  a  fossil. 

That  fossil  hL  been  submitted  to  the  g®°*°g'?f  ’  ^Xe  ^  old  led 
sav  that  there  is  no  doubt  that  it  is  a  fossil  on  the  old  red 
sandstone  which  confirms  the  belief  which  we  have  that  there  is 
no  use  in  seeking  for  the  water  any  farther.  Jt  is  a  very  luteraMmg 
business-  but  taken  in  conjunction  with  the  fact  that  at  JAicnmon 
they  went  down  1446  feet  and  found  nothing  but  sandstone,  and  that  at 
Meux’s  brewery  they  went  down  to  1146  feet  and  found  no  water,  I  tkin 
we  mav  take  it  for  granted  that  the  theory  which  existed  that  there 
was  an^unlimited  supply  of  water  under  London  for  its  supply  ex¬ 
ploded  We  have  proved  now  by  these  three  borings  (and  there  have  bee 
Es)thds  fact  indisputably;  and  it  is  of  no  use  P®®Pl® ‘dffikffiff  ‘hat 
thev  can  be  supplied  by  water  that  is  under  London.  Tuey  must  be  sup 
nliid  therefore^from  a  distance  or  else  from  the  source  placed  at  then  dis¬ 
posal  by  ProlidencP  in  the  River  Thames.  It  is  therefore  more  than  ev 
necessary  to  keep  the  Thames  pure  and  wholesome ;  for  it  is  an  infinitely 
better  source  than  can  be  found  in  any  well  for  dietetic  purposes.  Before 
I  sit  down  I  must  bear  testimony  to  the  good  conduct  of  your  sta  ,  a 
of  whom  are  wking  well.  I  have  spoken  of  the  Engineer  before  ;  and  I 
menrion  him  X  tosay  that  we  ale  greatly  indebted  to  him  for  his 
advice  and  assistance  in  all  our  undertakings.  The  magnificent  engines 
he  recently  put  up  at  Hampton  are  saving  you  greatly  in  the  consumption 
of  hiel  and  the  plumping  is  done  infinitely  better.  Our  Secretary  and  the 
other  members  of  our  staff  are  also  looking  well  after  your  interests ,  and  I 
eoTT  fhof  nnr  "wnrk  is  HOW  done  much  better  than  it  was  a  few  yeais 
ro^J[  f-r  better  than  ever  it  was  before 

With  these  remarks,  and  again  expressing  my  readiness,  as  on  previous 
“ioL  to  aTswer  aly  questions  that  may  be  put  to  me,  I  beg  to  move 
°  That  the  report  and^lcounts  of  the  Directors  submitted  to  this 
meeting  be  and  the  same  are  hereby  received  and  adopted. 

Mr.  Charles  Marsh  Vialls  seconded  the  motion. 

The^CHAffiMAN^' said ^thaU  speaking  from  memory,  he 
thev  had  power  to  compel  the  consumers  to  have  cisterns  with  the  con- 
stant  supply  •  but  any  man  who  was  discreet  would  not  rely  entirely  on 
Gie  coMUnt  supply  ahd  do  away  with  his  cistern.  The  cistern  required 
to  be  cleaneHItX^^^  3  or  6  months,  and  if  that  were  done  the  con- 

Burners  could  not  have  abetter  water  supply.  .  .  . 

mI.  French  asked  questions  with  reference  to  the  commission  paid  to 

the  Engineer  and  other  items  in  the  accounts.  ^  .  t  ~ 

Mr  Washington  asked  where  they  expected  to  get  water  from  ‘hey 
had  failed  in  their  efforts  at  Streatham ;  and  afterwards  inquired  the  los* 
fhe  clSaly  estimated  they  sustained  by  ^ 

not  obtain  He  thought  the  provision  for  bad  debts  was  heavy. 
mI  Gree  “spoke  of  thLteady  increase  in  the  last  nine  years  in  the 
item  of  Stenance,  which  had  risen  from  £5891  to  the  extraordinary 
amount  which  now  figured  in  the  accounts.  He  had  no  doubt,  however, 
toat  suffiffient  reasonfcould  be  given  for  this  i^®^®^®® ‘“7^®,  f 
thought  the  law  and  parliamentary  charges  for  the  last  half  y®^ 

w  hpcause  he  had  imagined  that  their  parliamentary  difbculties 
Avere  over.^’  He  afterwards  expressed  extreme  satisfaction  at  the  steady 
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and  continnal  decline  in  the  item  of  allowances  for  overcharges.  In  1885 
that  item  stood  at  no  less  than  £7228  from  which  point  it  had  decreased 
by  leaps  and  bounds,  figuring  in  the  present  accounts  for  under  ±'1000. 
This  reduction  in  the  item  seemed  to  him  to  indicate  that  the  share¬ 
holders  and  the  ratepayers  were  working  more  in  harmony  and  that 
much  pleasanter  feelingss  eemed  likely  to  exist.  In  looking  back  for 
the  last  nine  years  he  found  that  only  on  one  occasion  had  the  item  in 
question  been  less,  viz. : — in  1882,  when  it  was  ±723.  He  hoped  and  felt 
sure  that  the  Directors  would  continue  to  reduce  the  item  even  still 
further  in  the  future. 

After  a  few  observations  from  Mr.  Jones, 

The  CHAiRM.aN,  in  further  reply,  stated  that  their  former  Engineer, 
Mr.  Kumball,  received  a  large  salary — ^±1700  or  ±1800  a  year,  all  of  which 
was  a  charge  against  the  revenue.  That  system  was  a  wrong  one.  For 
instance,  part  of  the  cost  of  a  building  was  architect’s  commission,  and 
part  of  the  cost  of  erecting  an  engine  was  engineer’s  commission.  They 
paid  to  the  present  Engineer  a  salary  of  ±750,  and  to  a  gentleman  outside 
their  staff  they  would  have  to  pay  on  calling  in  his  services  full  com¬ 
mission.  They  paid  not  the  full  commission  which  they  would  have  to 
pay  to  outside  people,  but  a  commuted  commission — something  like  one- 
half,  or  in  some  cases  one-third,  of  the  full  commission.  Therefore  the 
proprietors  got  their  work  done  by  a  man  who  was  perfectly  well 
acquainted  with  their  affairs,  and  could  look  after  the  work  thoroughly. 
Mr.  Kestler  was  exceedingly  competent  to  advise  the  Board  in  evex'y 
way  as  to  the  building.  In  regard  to  Mr.  Washington's  question,  they 
had  only  failed  to  find  water  at  the  deep  borings  at  Streatham.  In 
the  upper  sand  above  the  chalk  they  had  met  with  a  large  supply  of 
water — some  few  million  gallons  a  day — and  they  were  thus  amply  repaid 
for  the  outlay  there.  They  had  an  abundant  supply  for  their  district ; 
and  when  the  new  main  was  laid  from  Hampton  they  would  have  an 
ample  supply  of  water  for  10  or  15  years.  If  the  well  at  Streatham  had 
turned  out  what  they  expected,  and  had  given  them  a  large 
supply  of  water  from  the  lower  green  sand,  they  would  not 
have  had  to  lay  a  new  main  from  Hampton,  and  then  they 
would  have  saved  ±70,000.  It  w’as  therefore  worth  some  risk  to 
see  if  such  a  large  outlay  could  be  avoided.  They  always  depended  on 
their  supply  from  the  Thames  ;  and  having  failed  in  tapping  a  large  supply 
at  a  reasonable  depth  at  the  well  at  Streatham,  they  were  now  in  much 
the  same  position  as  before  they  undertook  to  sink  the  well.  He  had 
explained  that  the  item  of  ±14,094  for  maintenance  included  an  excep¬ 
tional  amount  of  ±3000  which  would  appear  on  another  occasion  in  their 
revenue  account.  The  lower  figures  to  which  Mr.  Green  had  referred 
under  the  head  of  maintenance  were  the  charges  which  prevailed  before 
the  Company  began  giving  the  constant  supply.  In  the  past  year  alone 
18,000  houses  in  their  district  had  been  put  on  constant  supply.  They  had 
had  very  few  parliamentary  expenses;  but  they  had  had  to  incur  some 
outlay  in  watching  Bills  in  Parliament  and  in  arranging  clauses  for  the 
protection  of  the  Company’s  interests.  A  considerable  part  of  the  item 
of  law  and  parliamentary  charges  was  fn  connection  with  one  or  two 
claims  which  had  been  made  against  them  for  accidents  arising  in  the 
progress  of  their  works,  and  which  they  had  thought  it  more  advisable  to 
settle.  As  regarded  the  reduction  of  the  overcharges,  there  was  no  doubt 
that  that  was  a  very  gratifying  feature  in  their  accounts;  but  it  had  to  be 
remembered  that  the  large  sums  mentioned  came  just  after  the  Torrens  Bill 
was  passed.  With  reference  to  Mr.  Jones’s  question,  the  total  amount  re¬ 
ceived  for  water-rents  was  so  much,  and  he  was  afraid  that  Mr.  Jones  was  con¬ 
fusing  that  amount  with  the  amount  of  the  charges  which  included  the 
old  houses,  debts,  itc.  In  connection  with  this  item  also,  a  difficulty 
arose  in  the  book-keeping  owing  to  the  way  in  which  the  rents  were  col¬ 
lected  from  one  quarter  to  another,  the  accounts  being  made  out  for 
the  other  two  quarters.  The  Company  would  incur  no  loss  at  all  in  having 
sunk  the  well  at  Streatham,  because  the  quantity  of  water  which  they  had 
obtained  from  the  chalk  and  above  the  chalk  would  make  the  outlay  a 
good  investment.  The  provision  of  ±8000  for  bad  debts  they  had  to  make 
at  the  request  of  the  Government-Auditor;  but  the  amount  was  to  meet 
the  contingent  loss  they  might  have  in  connection  with  empty  houses, 
overcharges,  and  bad  debts. 

The  motion  was  carried  unanimously. 

The  CHAIBM.VN  proposed  the  following  I'esolution  :  “  That  the  following 
half-yearly  dividends  be  declared  after  the  15th  day  of  January,  1889,  viz  : — 
at  the  rate  of  ±5  per  cent,  per  annum  on  the  preference  stock,  and  ±6  per 
cent,  per  annum  on  the  ordinary  stock  and  the  class  “  D  ”  shares  of  the 
Company.” 

Mr.  ViALLS  seconded  the  resolution  which  was  carried  unanimously. 

On  the  motion  of  Mr.  Bb.vdfield,  the  retiring  Directors  (Mr.  Henry 
Whiting,  Mr.  C.  M.  Vialls,  and  Mr.  E.  Ponsonby)  were  re-elected, 

And  subsequently  also  on  the  motion  of  Mr.  Bk.vdfield,  Mr.  Trayton 
Pagden  Child,  C.A.,  was  elected  Auditor  to  fill  the  vacancy  caused  by  the 
death  of  Mr.  Young. 

Votes  of  thanks  were  passed  to  the  Chairman  and  Directors  ;  and  to  the 
Secretary,  Engineer,  and  stall  after  which  the  proceedings  terminated. 


GRAND  JUNCTION  WATER- WORKS  COMPANY. 

The  Half-A’early  General  Assembly  of  this  Company  was  held  last  Wed¬ 
nesday,  at  the  Offices,  No.  CG,  South  Molton  Street — Mr.  E.  G.  Fox  in 
the  chair. 

The  Acting  Seceetaey  (Mr.  J.  W.  Fisher)  read  the  notice  convening  the 
meeting  ;  and  it  was  agreed  to  take  as  read  the  report  of  the  Directors  and 
the  statement  of  accounts  for  the  half  year  ended  Sept.  30.  The  report 
was  referred  to  in  the  Jotjen.il  for  the  4th  inst.,  p.  996  ;  and  from  the 
revenue  account  we  learn  that  the  total  receipts  for  the  six  months,  in¬ 
cluding  ±6.500  brought  forward,  amounted  to  ±92,532,  and  the  expenditure 
to  ±31,798,  The  sum  carried  to  dividend  account  was  ±54,233 ;  leaving 
±6.500  to  be  carried  to  the  next  account,  to  provide  for  losses. 

The  Chaiejian  :  I  have  but  few  remarks  to  make  to  you  on  this  occasion. 
We  are  in  a  very  happy  state.  I  do  not  think  there  is  any  point  to  which 
I  need  refer  in  the  accounts,  except  that  we  find  our  water-rental  has 
been  less  by  some  ±1260,  in  consequence  of  the  wet  weather  during  the 
half  year.  But  for  this,  there  would  have  been  an  increase  in  the  item. 
As  to  maintenance  and  management  charges,  there  is  a  little  excess ;  but 
we  are  now  increasing  by  1100  or  1200  every  year  the  number  of  houses 
that  we  supply.  It  is  therefore  necessary  that  we  should  have  more 
power;  so  that  you  cannot  expect  always  to  see  these  items  less.  With 
regard  to  rates  and  taxes,  there  has  been  an  increase  ;  but  whatever  may 
be  the  position  of  the  accounts,  they  have  passed  through  the  hands 
of  the  Government  Auditor,  and  he  is  perfectly  satisfied.  From  the 
report,  you  will  gather  that  last  year  the  weather  was  very  dry ;  and 
therefore  a  great  deal  of  water  was  wanted,  and  we  had  the  benefit  of 
that.  In  the  past  summer,  however,  the  season  was  very  wet,  so  that 
we  were  minus  in  our  receipts  by  about  ±1260.  We  are  happy  to  say 
that,  on  the  whole,  we  have  an  increase  in  our  undivided  balance, 
after  paying  the  dividend,  of  about  ±300.  We  shall  have  ±3900  left  after 
paying  the  dividend  of  9  per  cent. ;  so  that  we  are  not  going  back.  With 
respect  to  our  works  and  pumping  station  and  the  quality  of  the  water 


we  have  supplied,  we  stand  exceedingly  well ;  and  as  to  the  latter  point, 
our  report  shows  that  we  stand  better  than  some  of  the  other  companies, 
as  far  as  the  clearness  and  brightness  of  the  water  are  concerned.  We 
have  opened  our  large  reservoir  at  Ealing  ;  and  looking  at  the  interests  of 
the  shareholders,  we  decided  on  having  a  little  ceremony  on  the  occasion, 
so  we  invited  a  number  of  people  connected  with  the  locality — such  as 
the  members  of  the  Local  Board,  and  the  members  of  Parliament  for  the 
district — and  the  event  was  most  successful.  All  who  were  present  felt 
that  they  were  allowed  to  look  on  a  work  such  as  they  had  never  seen ; 
and  one  Medical  Officer  who  was  among  the  company,  took  me  on  one 
side,  and  said  :  “  I  am  delighted  that  you  have  given  us  the  opportunity 
of  seeing  these  works.  I  had  no  idea  that  the  water  companies  took  so 
much  care  in  regard  to  the  water  they  supply.”  Well  we  had  a  great 
number  of  friends  amongst  us  on  that  occasion  ;  and  we  enlightened  many 
people  who  wished  to  know  something  about  water-works.  The  subject  had 
been  a  sealed  book  to  them  before.  Thei-e  is  only  10  feet  of  water  in  the 
reservoir  at  present.  We  intend  to  fill  it  by  degrees,  so  as  to  keep  the 
pressure  gradually  on  before  regularly  using  the  reservoir.  Last  year  the 
number  of  houses  we  supply  increased  by  1074 ;  and  in  consequence 
of  the  continuous  increase,  and  the  rapid  growth  of  the  district,  more 
especially  between  Acton  and  Sunbury,  we  felt  obliged  to  have  more 
power,  and  we  have  ordered  a  new  pumping-engine,  and  three  boilers,  to 
be  erected  at  Hampton.  This  work  is  now  proceeding ;  and  1  hope  it  will 
be  finished  next  year.  We  found  in  the  dry  summer  we  had  last  year 
that  a  great  strain  was  put  upon  us.  However,  we  got  over  all  our  diffi¬ 
culties  ;  and  therefore  I  will  say  no  more  about  it.  But  it  would  not  do 
to  let  such  a  dry  summer  come  upon  us  again,  without  being  prepared 
to  meet  it  by  improved  resources ;  and  so  we  took  the  precaution  of  order¬ 
ing  this  new  pumping-engine  and  additional  boilers.  In  his  last  return, 
the  Water  Examiner  stated  that  we  have  42,483  houses  supplied  on  the 
constant  system,  as  compared  with  41,772  in  the  previous  return.  Then 
I  must  call  your  attention  to  another  matter.  Our  friend  Mr.  Coe  took 
leave  of  us  on  Sept.  29,  after  spending  57  years  in  the  Company’s  service. 
The  work  done  by  that  gentleman  has  been  alluded  to  more  than  once  at 
our  meetings  ;  but  one  can  always  say  something  kind  of  a  man  who 
served  the  Company  so  well.  He  was  for  34  years  our  Secretary.  I  men¬ 
tion  this  now,  because  the  resolution  which  you  passed  on  a  former  occa¬ 
sion  voting  him  an  annual  sum  as  a  retiring  pension  in  recognition  of  his 
services  is  now  to  come  into  force.  We  feel  it  our  duty  to  mention  this  to 
you  to-day.  I  have  now  to  move — “  That  the  report  of  the  Directors  and 
the  statement  of  accounts  be  approved  and  confirmed,  and  that  the 
recommendations  contained  therein  be  adopted.” 

Mr.  H.  Mott  seconded  the  motion,  which  was  carried  unanimously. 

On  the  motion  of  Blr.  F.  Tagaet,  seconed  by  Mr.  C.  J.  B.  Heetslet,  the 
following  resolution  was  also  unanimously  agreed  to  : — “  Tbat  a  dividend 
for  the  last  financial  half  year  at  the  rate  of  9  per  cent,  per  annum  upon 
the  ordinary  share  capital  of  the  Company  and  of  7i  per  cent,  per  annum 
on  the  ±25  ”  C  ”  shares,  and  of  7  per  cent,  per  annum  on  the  new  ordinary 
±50  shares,  together  with  interest  in  accordance  with  the  conditions  of 
sale  on  payments  on  the  shares  issued  in  February,  1888,  be  now  declared, 
and  that  warrants  be  issued  for  payment  of  the  same  on  and  after  the  15th 
of  January  next.” 

Mr.W.  Huntee  moved,  and  Mr.  Givens  seconded,  a  vote  of  thanks  to  the 
Chairman  and  Directors  for  their  admirable  conduct  of  the  business  of 
the  Company  during  the  half  year. 

The  Chaieman  briefly  acknowledged  the  compliment,  and  the  proceed¬ 
ings  terminated. 


CHELSEA  WATER-WORKS  COMPANY. 

The  Half-Yearly  General  Meeting  of  this  Company  was  held  last 
Thursday,  at  the  Offices,  Commercial  Road,  Pimlico — Sir  W.  H.  Wyatt 
in  the  chair. 

The  Secretary  (Mr.  G.  H.  Gill)  read  the  notice  convening  the  meet¬ 
ing;  and  the  report  of  the  Directors  and  statement  of  accounts  for  the 
half  year  ending  Sept.  30  were  taken  as  read.  The  gross  income  in  the 
six  months  amounted  to  ±65,914;  and  the  working  expenses  to  ±19,736. 
The  capital  account  showed  an  expenditure  of  ±2144,  which  included 
the  final  payment  to  the  contractors  in  respect  of  the  new  Worthington 
engine  at  the  Molesley  works,  the  cost  of  the  erection  of  a  stand-pipe 
at  the  Putney  Heath  reservoirs,  and  the  expenditure  on  ordinary  exten¬ 
sions  in  the  district.  The  quantity  of  water  pumped  into  the  service 
reservoirs  during  the  half  year  was  1755  million  gallons. 

The  Governor  :  Gentlemen, — In  rising  to  move  the  adoption  of  the 
report,  I  must  say  I  have  very  little  to  add  to  what  has  been  circulated 
among  you.  I  would  first  call  your  attention  to  the  fact  that  our 
income  for  the  half  year  has  been  ±65,900 ;  and  the  expenses  have  been 
±19,700.  This  you  may  take  to  be  a  very  satisfactory  state  of  things ; 
and  it  will  certainly  compare  favourably  with  any  other  water  company. 
When  you  can  get  your  expenses  to  a  point  not  exceeding  30  per  cent, 
of  your  revenue,  you  can  feel  quite  satisfied  that  there  is  not  much  to 
complain  of.  You  may  find  that  some  other  companies  do  quite  as 
well  (I  am  not  sure  that  many  of  them  do),  but  none  of  them  do  better. 
If  you  can  get  70  per  cent,  of  your  receipts  paid  as  dividend, 
it  must  be  a  matter  of  satisfaction.  The  only  way  to  do  this 
is,  of  course,  to  watch  very  closely  the  expenditure,  as  we  do.  You 
will  see  that  we  have  paid  a  certain  amount  to  the  contractor 
for  the  Worthington  engine  during  the  past  half  year  ;  and  I  am  glad  to 
tell  you  that  this  engine  is  doing  its  work  exceedingly  well,  and  will 
result  in  very  considerable  profit  to  you,  so  far  as  the  consumption  of 
coal  is  concerned— that  is  to  say,  it  will  do  a  much  larger  dnty  per  ton 
than  the  others  did.  The  quantity  of  water  pumped  in  the  half  year  has 
been  less  than  that  in  the  corresponding  period  of  1887.  But  the  summer 
of  that  year  was  very  dry;  and  this  summer  has  been  wet,  which  has 
made  a  considerable  difierence.  The  next  point  I  would  call  your  atten¬ 
tion  to  is  with  respect  to  the  demolition  of  old  houses  in  Chelsea  and 
Brompton.  I  forget  how  many  were  pulled  down ;  but  I  believe  there 
were  more  than  1000 ;  and  we  thought  this  half  year  we  should  find  our 
rental  very  considerably  diminished.  I  am  glad  to  say  that  this  has  not 
been  the  case,  for  rebuilding  has  gone  on  very  quickly;  and  the  houses 
that  are  being  put  up  are  of  a  different  character,  and  will  yield  a  much 
better  income,  though  probably  they  may  use  more  water.  The  Directors 
are,  therefore,  particularly  pleased  with  the  income  for  the  year, 
because  it  enables  us  to  pay  the  full  dividend  of  9  per  cent.,  with  a 
slight  surplus  over,  though  not  much.  This  is  a  better  result  than 
we  had  anticipated.  We  were  afraid  this  half  year  that  we  might 
have  had  to  draw  on  our  reserves  to  make  up  the  9  per  cent. 
We  are  exceedingly  gratified  that  we  have  not  had  to  do  so.  I  ought 
to  say — and  it  is  only  fair  that  I  should  say  it — that  a  great  deal  of 
the  saving  in  expense  is  due  to  the  great  attention  and  care  given  to 
the  working  of  the  engines.  Under  our  present  Engineer,  the  old  engines 
have  been  almost  entirely  recast.  The  result  is  that  they  do  a  much 
better  duty,  and  they  do  not  consume  anything  like  the  quantity  of  coal 
which  they  did  previously.  This  is  owingentirely  to  the  care  and  ability 
which  the  Engineer  has  shown  in  bringing  this  about.  It  is,  of  course, 
important  for  us  if  we  can  save  a  thousand  pounds  in  coal.  'The  quality 
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of  the  water  that  we  have  supplied  has  been  good.  I  do  f 

ever  beTterrshowing  the  great  care  that  has  been  paid  to  the  ^ratV°“; 

There  has  not  been  a  single  complaint,  I  believe,  as 

water  from  any  of  the  consumers  during  the  year-a  fact  which  I 

Thows  a  satisfactory  state  of  things;  and,  moreover,  no 

found  bv  those  who  have  to  examine  the  water.  We  have  had  to  raise,  as 

you  ar7aware®rsmall  amount  of  capital.  We  keep  the  capital  dow  a^^ 

much  as  possible,  because  the  more  capital  you  have  to  pay  f  °  ^ 

the  less  there  is  for  everyone.  Therefore,  we  j^^ve  kept  it  as  low  as 

■nrxstsihlp  We  have  obtained  a  quotation  in  the  past  halt  year  tor 

Company’s  preference  and  debenture  stocks.  I  believe  that  this  has  added 

t^  the  wdfare  of  the  proprietors  ;  inasmuch  as  it  “^y  have  ^“Woved,  by 

1  or  2  per  cent.,  the  selling  value  for  anyone  who  wishes  Jo 

stock,  though,  of  course,  the  quotation  has  not  added  to  thsir 

I  have  now  to  move  the  adoption  of  the  report  and  ^ocouot  . 

The  Deputy-Govebnor  (Mr.  F.  S.  Clayton)  seconded  the  motion,  which 

^to'^tlm^motion^S  the^ Governor,  seconded  by  the  Deputy-Governor, 
resolutions  were  afterwards  passed  authorizing  the  Directors  to  provide 
J^the  payS  of  the  preirence  dividend,  and  declaring  a  dividend 
for  the  past  half  year  at  the  rate  of  9  per  cent.,  per  annum. 

Mr.  Ward  proposed  a  vote  of  thanks  to  the  Governor  and  the  C 
Directors  for  their  careful  management  of  the  Cocnpany  s  affairs  m  t 
past  half  year,  speaking  in  terms  of  great  satisfaction  of  the  position 
the  Company  and  the  steady  progress  it  is  making  towards  the  payment 
of  the  maximum  dividend  of  10  per  cent. 

The  resolution  was  seconded,  and  carried  unanimously. 

The  Governor,  in  acknowledging  the  compliment,  assured  the  pro 
prietors  that  with  the  aid  of  a  most  ex9ellent  staff,  the  Directors  did  everj- 
thing  in  their  power  to  promote  the  interests  of  the  Company. 

The  proceedings  then  terminated. 


THE  PUBLIC  LIGHTING  OF  DUBLIN. 

At  the  Meeting  of  the  ilublin  Municipal  Council  on  the  10th  iiist.,  the 
question  of  the  public  lighting  of  the  city  was  again  . 

Mr.  Dennehy  called  attention  to  “  the  number  of  serious  comp  amts  of 
the  citizens  with  reference  to  the  present  defective  lighting  of  city, 
and  to  the  serious  liability  that  will  result  to  the  ^ 

accident  should  occur  therefrom.”  He  moved—  lhat  this  matter  be 
referred  to  the  Paving  and  Lighting  Committee,  with  a  request  that 
they  will  report  to  the  Council  on  the  subject. 

Mr. Doherty  seconded  the  motion.  Cnminittpe 

Mr.  Mayne  observed  that  he  was  a  member  of  the  Gas  Sub-Committee 
who  were  at  present  considering  the  question. _  They  found  the 
of  the  city  was  bad ;  and  they  called  the  attention  of  their  Gas 
to  it.  The  gas-testing  arrangements  on  which  they  were  accustomed  to 
rely  were  more  or  less  of  a  sham.  The  testing  station  at  Burgh  Quay 
was  in  a  room  next  to  a  garret ;  but  as  all  the  gas-pipes  of  the  city  did 
not  happen  to  pass  Burgh  Quay,  it  impossible  to  test  the  gas  su^ 
to  the  bulk  of  the  consumers.  The  gas  supp^lied  to  the  south  of  the  city 
did  not  appear  to  be  tested  at  all.  Their  officer  suggested  that  the  gas¬ 
testing  apparatus  in  Hanover  Street,  which  had  not  been  used  fo 
great  many  years,  should  be  put  in  order,  and  the  latest  improvements 
added  to  it.  This  was  done;  and  the  result  was  very  strange,  Ihe 
gas  tested  at  Hanover  Street  was  not  of  16-oandle  power;  and  in  many 
instances  was  not  14-candle  gas.  ,  ,  ,  ,o 

Alderman  Dillon  :  What  about  Dr.  Tichborne  s  test  f 

Mr.  Mayne  replied  that  Dr.  Tichborne  must  answer  for  himself.  He 
tested  the  gas  at  Burgh  Quay  and  his  own  house  at  the  north  Bide  of  t  e 
city.  The  main  that  passed  Burgh  Quay  was  the  great  north  mam  ,  but 
there  was  a  peculiarity  about  Burgh  Quay,  that,  until  very_  recently,  t 
was  absolutely  impossible  to  make  a  proper  test  there,  for  the  instrument 
were  defective.  The  Committee  suggested  Tara  Street  as  a  suitable  place 
for  testing.  They  would  there  have  the  command  of  all  the  principal 
mains  except  one.  With  all  the  anxiety  of  the  Gas  Company  to  help  to 
do  what  was  right  and  proper,  yet,  although  it  was  three  months  since 
the  Committee  made  this  suggestion— in  fact,  made  the  demand  yet  from 
that  time  to  the  present  they  had  never  obtained  any  satisfactory  answer 
from  them.  The  Committee  had  thought  it  well  to  call  in  an  expert  to 
make  an  independent  series  of  testings,  which  corroborated  their  own  in¬ 
spector  to  a  fraction,  both  with  regard  to  quality  and  purity.  As  soon  as 
the  Lord  Mayor  returned  to  Dublin,  they  would  resume  their  representa¬ 
tions  to  the  Gas  Company  ;  and  if  they  continued  unsuccessful  they  would 
have  to  ask  the  Corporation  to  take  legal  steps  to  insist  on  the  Gas  ^  ® 
pany  putting  the  testing  station  where  it  ought  to  be— that  was,  where  the 

largest  number  of  mains  could  be  tested.  n 

Alderman  Mulligan  said  the  Committee  had  frequently  had  to  call 
upon  the  Gas  Company  to  keep  the  lighting  plant  in  order.  The  lamps 
of  Dublin  were  falling  asunder  for  want  of  care.  He  found  from  the 
report  of  their  Inspector  that  on  Oct.  25,  the  quality  of  the  gas  was  13  8 
candles;  on  the  26th,  14-50 ;  on  the  27  th,  15-80 ;  on  the  29  th,  lo  50 ,  on 
the  30th,  14-70;  on  the  Blst,  13-90;  on  Nov.l,  14-10;  and  on  the  2nd  ult., 

^^Mr.  Gill  asked  Alderman  Mulligan,  to  read  Dr.  Tichborne  s  report. 

Alderman  Mulligan  replied  that  he  had  not  got  it.  Continuing, 
said  that  the  quality  of  the  gas  on  Nov.  28  was 

15-5  ;  and  on  the  30th,  15-2.  Mr.  Cotton  mentioned  to  him  that  on  Satui- 
day  last  the  quality  of  the  gas  was  13-8  candles.  These  were  testings 

*^^Mr!  ^Gill  said  ^hat  Mr.  Mayne  and  Alderman  Mulligan  had  m^e 
observations  from  two  different  standpoints,  Mr.  Mayne  stated  that  Mr. 
Cotton’s  testing  took  place  in  a  different  place  from  Dr.  Tichboine  s, 
and  that  it  might  be  accounted  for  by  assuming  that  different  gas  was 
sent  through  the  mains  to  Mr.  Cotton  from  what  was  sent  to  Profeseor 
Tichborne. 

Mr.  Mayne  :  I  did  not  say  so. 

Mr.  Gill  observed  that  it  might  be  accounted  for  m  that  -way.  He 
honed  that  Dr.  Tichborne  would  answer  for  himself,  because  both  Mr. 
Mayne  and  Alderman  Mulligan,  by  implication,  had  accused  him  of 
assisting  the  Gas  Company  to  cheat  the  public  (No,  no).  Dr.  Tichborn 
tested  the  gas ;  and  every  week  stated  that  it  was  up  to  a  certain  stand¬ 
point.  Mr.  Cotton  tested  the  gas;  and  according  to  Alderman  Mulligan 
and  Mr.  Mayne,  he  made  it  more  than  2  candles  less  than  an  experienced 
tester  like  Dr.  Tichborne.  Had  Alderman  Mulligan  or  Mr.  Mayne  proof 
that  Mr.  Cotton  ever  tested  a  single  jet  of  gas  up  to  the  time  that  he  was 
employed  by  the  Corporation  ?  Then  they  brought 

up  MsVsting ;  it  might  be  a  friend  of  his,  or  somebody  that  l^^ew  no 
more  about  testing  than  he  did  himself.  The  whole  tenancy  of  the 
present  dispute  was  almost,  in  set  words,  to  accuse  Dr.  Tichborne  of 
helping  the  Gas  Company  to  cheat  the  public.  ^ 

Mr.  Mayne  thought  he  was  justified  in  saying  that  if  Mr.  Gill  could 
make  a  case  for  his  Company  in  opposition  to  the  strong  oim  that  be  (Mr. 
Mayne)  had  made,  let  him  do  so.  He  did  not  know  what  Dr.  Tichborne 
was  doing  with  the  gas ;  whether  he  was  testing  it  or  not,  If  he  was  testing 


it,  and  gave  in  a  report  about  his  testing  he  (Mr.  Mayne)  -would 
believe  it  He  was  aware  that  Dr.  Tichborne  made  his  testing  late  in  the 
evening;  and  everybody  was  aware  that  the  bulk  of  the  consumptmn  of 
gas  was  over  before  six  o’clock,  w-heii  Dr.  Tichborne  made  his  test.  There 
might  be,  and  had  been,  in  previous  years  a  very  bad  quality  of  gas  in 
the  mains  while  the  consumption  was  large ;  and  a  good  quality  m  tne 

mains  at  seven  or  eight  o’clock  in  the  evening.  f  n 

Mr.  M’Qu.aid  said  if  the  Corporation  had  allowed  the  state  of  things 
to  go  on  that  was  described  by  Alderman  Mulligan,  it  was  a  disgrace.  A 
gentleman  who  made  a  contract  and  acted  as  the  Company  had  done 
would  be  scouted  out  of  public  life.  4.  i  ht.. 

Alderman  Dillon  remarked  that  he  could  well  understand  Mr. 
M’Quaid’s  indignation;  but  he  did  not  think  he  ought  to  blame  the 
present  officers  or  Committee.  This  state  of  things  had  been  going  on 
in  the  cHy  for  several  years.  The  relations  between  the  Corporation  and 
the  Gas  Company  were  only  changed  a  few  months  ago.  He  thought 
every  latitude  ought  to  be  given  to  the  present  Inspectors  of  the  Gas 
Committee.  It  would  have  been  better  if  this  discussion  had  not  taken 
place  until  they  had  an  independent  report  in  writing  from  the  Com¬ 
mittee.  He  was  disposed  to  think  a  condition  of  things  would  be  louhd 
to  exist  which  justified  all  the  accusations  made  by  the  officers  of  the 
Corporation  last  year,  and  all  the  suggestions  made  for  many  years  pa.st 
as  to  the  unsatisfactory  relations  between  the  Gas  Company  and  the 
Corporation ;  and  he  would  be  very  much  surprised  if  he  did  not  nnd  Mr. 
Gill  coming  forward  like  an  honourable  man,  and  saying  that  he  had  been 
deceived,  and  that  he  had  discovered  that  the  relations  between  the  Goni- 
panv  and  the  Corporation  were  such  as  should  not  be  allowed  to  exist. 
He  begged  of  the  Committee  not  to  disclose  their  hand  to  the  Company 
until  the  time  came  for  doing  so.  .  a 

Mr.  M’Qu.vid  remarked  that  he  did  not  intend  to  convey  any  reflection 
on  the  Sub-Committee.  •  4-  1  j 

Mr  Doherty  said  he  would  like  to  know  if  any  communication  had 
passed  between  the  Paving  and  Lighting  Committee  and  Professor  Tich¬ 
borne.  He  hoped  it  would  be  conveyed  to  the  Gas  Company  by  their 
friend’s  in  the  Corporation  that  there  were  penalties  hanging  over  them  if 

they  did  not  supply  the  city  with  proper  light. 

Mr.  Cummins  said  it  was  a  disgrace  that  two  bodies  like  the  Corporation 
and  the  Gas  Company  could  not  come  to  some  honourable  understanding 
on  the  subject.  Mr.  Cotton,  their  Gas  Inspector,  had  done  good  and  effi¬ 
cient  service  since  his  appointment;  and  the  testing  by  an  independent 
expert  bore  out  the  view  of  his  capacity  taken  by  those  who  elected  him. 

Mr.  Dennehy  observed  that  he  did  not  think  the  Gas  Company  or 
their"  Secretary  would  deliberately  commit  such  a  fraud  as  to  supply  gas 
so  inferior  to  what  they  were  bound  to  afford.  But  it  was  obvious  that  . 
the  subject  was  one  of  vast  interest,  and  deserved  the  most  careful  con- 

The  Chairman,  referring  to  an  observation  made  by  Mr.  M'Quaid,  said 
he  wished  to  give  one  word  of  explanation.  He,  as  a  member  of  the 
Council  felt  that  he  would  be  seriously  liable  if  he  allowed  a  state  of  things 
such  as  that  described  to  go  on  without  drawing  instant  attention  to  it. 
But  it  should  not  be  understood  that  there  had  hitherto  been  any  dis¬ 
crepancies  between  Professor  Tiohboriie’s  reports  and  those  of  their 
officers.  Before  Mr.  Cotton’s  appointment,  they  had  an  Inspector  who 
came  to  them  with  a  return  agreeing  with  Professor  Tichborne.  Now, 
under  the  new  state  of  things,  they  were  presented  with  returns  differing 
from  Professor  Tichborne ;  and  they  at  once  took  action,  so  that  they  were 
free  from  any  blame  in  the  matter.  , 

Mr.  M’Quaid  said  he  did  not  wish  to  be  misunderstood.  He  only  meant 
to  convey  his  opinion  that  a  course  of  conduct  should  not  be  tolerated  by 
the  Corporation  which  would  not  be  permitted  by  private  individuals; 
and  he  never  intended  for] a  moment  to  reflect  upon,  or  act  as  censor  on 
the  gentlemen  who  were  in  the  Council  before  he  became  a  member. 

The  motion  was  then  carried. 


Mr.  W.  F.  Cotton,  Secretary  and  General  Manager  of  the  Alliance  and 
Dublin  Consumers’  Gas  Company,  has  addressed  a  letter  to  the  Corpora¬ 
tion  of  Dublin,  under  date  of  the  13th  inst.,  in  the  course  of  which— 
alluding  to  the  debate  reported  above— he  says  :  “  My  Board  have  directed 
me  to  state  that  for  some  time  past  reckless  and  unfounded  charges  and 
insinuations  have  been  made  affecting  the  honesty  of  this  Company,  and 
which-  if  true,  would  show  that  the  Company,  with  the  knowledge  ot  the 
Board’  and  their  Manager,  have  been  defrauding  the  public  for  many 
years.  These  charges  have  been  made  under  the  shelter  of  the  privilege 
which  the  position  the  members  hold  in  the  Corporation  affords  them, 
and  when  challenged  are  met  by  vague  evasions,  but  only  to  be  repeated 
again  and  again,  until  the  public  are  led  to  believe  that  there  must  be 
some  foundation  in  fact  for  the  statements  so  often  made.  In  the 
debate,  however,  on  the  10th  inst.,  a  definite  charge  has  been  made  which 
should  be  dealt  with  at  once— viz.,  that  on  the  following  dates,  Oct.  25  , 
26  27,  29,  30,  31,  Nov.  1,  2,  28,  29,30,  and  Dec.  8,  the  gas  supplied  by  the 

Company  was  under  the  standard  fixed  by  Parliament.  This  statement, 
apparently,  has  been  made  on  the  authority  of  your  Inspector  of  1  ubho 
Lio-hting,  corroborated  by  some  person  whose  name  is  not  given  to  the 
public.  These  charges  have,  if  true,  involved  the  Company  in  liability 
t^o  penalties  of  T20  for  each  occasion,  amounting  to  i:240,_  payable  to  the 
Corporation  ;  and  this  sum  can  be  recovered  before  the  Divisional  Magis¬ 
trates  of  the  city.  My  Board  respectfully  demand  that  the  Corporation 
should  test  the  correctness  of  their  charges;  and,  in  fairness  to  the 
citizens,  and  in  justice  to  the  Company,  direct  that  proceedings  be  at 
once  taken  to  enforce  these  penalties.  If  the  above  challenge  is  declined, 
my  Board  can  only  conclude  that  the  members  of  ycur  Committee,  while 
giving  publicity  to  charges  made  by  your  Inspector,  which  may  injuriously 
affect  the  Company,  have  no  confidence  in  their  correctness. 

In  alluding  to  the  above  letter,  the  Freeman’s  Journal,  characterizes  it 
as  “  the  not  unnatural  outcome  of  the  last  meeting  of  the  Corporation. 
The  dispute  between  the  Gas  Company  and  the  City  Council  is  no  longer 
a  matter  of  vague  allegation  or  suggestion;  it  is  a  definite  accusation. 
The  Company  are  charged  with  having  supplied  the  city  with  gas  which 
is  under  the  standard  fixed  by  Parliament,  and  twelve  dates  are 

as  those  upon  which  the  insufficient  supply  was  detected.  .  .  .  wniie 

we  think  the  Corporation  have,  to  some  extent,  exhibited  an  exceedingly 
bad  spirit  in  the  discussion  of  this  question,  and  have  gone  the  worst  wy 
to  effect  a  settlement,  we  do  not  expect  that  they  will  feel  compelled  to 
accept  Mr.  Cotton’s  challenge.  In  the  matter  of  legal  proceedmgs  the 
Corporation  need  not  go  beyond  its  own  excellent  Law  Agent.  Nor  is  it, 
in  our  opinion,  a  matter  for  litigation  at  all.  Doctors  differ,  and  so  may 
inspectors  of  public  lighting;  and,  as  weha-vesaid  and  again,  hal  -a- 

dozen  level-headed,pratical  men,  who  honestly  wanted  to  settle  the  matter, 
could  find  a  basis  for  friendly  agreement  m  two  days.  Such  a  sfina^le 
as  has  been  carried  on  so  long  between  the  Corporation  and  the  Gas 
Company  is  creditable  to  neither  party.” 

The  stokers  in  the  employ  of  the  Wolverhampton  Gas  Company  hav® 
had  their  wages  advanced  by  28.  a  week. 
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KOCHDALE  CORPORATION  GAS-WORKS. 

A  Reduction  in  Pkice. 

On  Thursday,  the  Gth  inst.,  at  tlie  Meeting  of  the  Rochdale  Town 
Council — the  Mayok  (Mr.  J.  E.  Petrie)  in  the  chair— the  Gas  Committee 
presented  a  resolution  recommending  the  Council  to  reduce  the  price  of 
gas  within  the  borough  from  3a.  2d.  to  2a.  lid.  per  1000  cubic  feet,  with 
discounts  as  before;  such  reduction  to  commence  as  and  from  the  next 
quarterly  inspection  of  meters. 

Alderman  Petrie  moved  the  adoption  of  the  resolution.  He  said  the 
reason  the  Committee  moved  in  the  matter  was  not  because  their  cir¬ 
cumstances  had  changed  in  any  way;  but  rather  in  fulfilment  of  the 
understanding  which  was  tacitly  arrived  at  when  the  last  reduction  was 
made.  That  was  now  nine  months  ago,  at  the  beginning  of  the  financial 
year.  It  was  then  felt  that  3d.  per  1000  feet  was  not  the  full  amount 
by  which  they  were  warranted  in  reducing  the  price ;  but  it  was  deemed 
prudent  to  “  come  downstairs  ”  gradually,  three  steps  at  a  time,  rather 
than  jump  down  the  whole  flight  at  once.  As  to  the  estimated  effect  of 
the  3d.  per  1000  feet  reduction,  it  would  be  about  £3300  for  the  year.  That 
was  the  lessening  of  the  revenue  consequent  on  the  last  reduction,  which 
took  effect  throughout  the  whole  financial  year.  The  present  reduction 
would  take  effect  after  the  end  of  this  month ;  and  it  would  mean  little 
or  no  alteration  of  the  revenue  for  the  current  year,  because  the  new 
contract  price  of  coal,  and  the  normal  increase  in  the  consumption  of  gas, 
would  about  make  up  for  the  lessened  receipts.  Irrespective  of  this, 
however,  his  feeling  was  that  it  was  quite  time  that  gas  was  made,  like 
other  things,  cheap.  It  was  about  the  only  thing  in  the  town  that  re¬ 
mained  dear  at  the  present  time.  Looking  at  the  great  advance  in  the 
improvement  of  other  modes  of  lighting,  and  the  consequent  serious  com¬ 
petition,  he  thought  the  Council  would  be  justified  in  feeling  that  it  was 
high  time  they  adopted  this  resolution.  He  only  hoped  they  had  not 
delayed  too  long  before  taking  the  step. 

Alderman  Baron  seconded  the  motion.  He  said  he  was  glad  the  reduc¬ 
tion  was  made  at  twice  instead  of  at  once ;  and  he  hoped  it  would  be  the  last 
they  would  have  for  some  years  to  come.  An  article  was  cheap  or  dear  ac¬ 
cording  to  comparison ;  and  he  did  not  think  that  Rochdale  gas  was  very 
dear.  The  net  price  when  this  reduction  was  made  would  be  2s.  7d.  or 
23.  7id.  In  Accrington  the  net  price  was  3s.  Id. ;  Barrow,  3s.  6d. ;  Black¬ 
burn,  2s.  9id.  ;  Brighton,  3s.  Id.  ;  Chester,  Bs.  4d. ;  Coventry,  3s. ;  Dews¬ 
bury,  3s.;  Huddersfield,  2s.  7id. ;  Macclesfield,  3s.;  Norwich,  3s.  4d. ; 
Southport,  2s.  lOJd.  ;  Swansea,  23.  lOd. ;  St.  Helens,  2s.  lOd. ;  Preston, 
28.  9d. ;  Wigan,  2s.  9id. ;  and  Manchester,  2s.  8d.  (A  V  oice  :  IBury.)  He 
had  painted  one  picture;  if  they  wanted  another,  let  them  paint  it  them¬ 
selves.  (Laughter.)  There  were  as  important  places  in  that  list  as  any 
that  could  be  brought  against  them;  and  there  was  no  borough  in  the 
kingdom  situated  like  Rochdale  with  reference  to  one  department  (water). 
They  were  a  trading  community  so  far  as  gas  and  water  were  concerned ; 
and  he  hoped  it  would  be  a  long  time  before  they  again  reduced  the 
price  of  gas  while  they  were  supplying  water  to  thousands  of  householders 
in  Rochdale  at  considerably  less  than  cost  price.  Thousands  of  people 
were  having  water  at  about  7d.,  8d.,  or  9d.  per  1000  gallons,  while  it  cost 
him  3a.  or  4s.  But  while  they  were  having  water  at  less  than  cost  price,  it 
was  now  proposed  to  let  them  have  gas  at  less  than  cost  price,  too.  (“  No.”) 
Certainly  it  was  so.  Taking  the  receipts  for  gas  in  hundreds  of  houses, 
that  commodity  was  supplied  at  an  absolute  loss. 

Alderman  Petrie  :  Is  Alderman  Baron  going  to  vote  against  the 
resolution  ? 

Alderman  Baron  ;  I  shall  vote  for  it,  because  the  proposition  was  made 
in  such  a  modest  way  that  I  thought  I  would  not  do  battle  with  it. 
I  am  now  opposing  the  Chairman's  statement  that  he  thinks  we  have 
deferred  it  too  long.  I  hope  this  motion  will  be  carried  ;  but  if  the  Com¬ 
mittee  propose  another  reduction,  I  will  combat  it  to  the  last  inch. 

Mr.  Robinson  asked  if  the  Committee  had  considered  the  case  of  out¬ 
siders  ?  If  the  price  was  reduced  for  borough  consumers,  outsiders  would 
feel  badly  used  if  they  did  not  get  a  reduction  as  well.  According  to  what 
the  Chairman  said  on  a  previous  occasion,  it  was  possible  for  outsiders 
to  have  a  meter  inside  the  borough,  and  have  gas  at  borough  price. 

Alderman  Petrie  :  That  is  so.  We  have  considered  outsiders.  I  did 
not  think  fit  to  mention  them  as  I  had  nothing  good  to  offer  them ;  and  I 
thought  if  I  sympathized  with  them,  they  might  not  think  my  sympathy 
honest.  One  of  the  objections  hitherto  urged  against  a  reduction  in  the 
price  of  gas  has  been  the  fact  that  outsiders,  while  getting  water  at  less 
than  cost  price,  would  have  gas  at  too  low  a  rate.  The  Committee  have 
removed  that  very  reasonable  objection  by  not  proposing  a  reduction  of 
the  outside  price.  We  think  the  price  for  outsiders  is  very  reasonable. 

Alderman  Simpson  said  if  there  was  danger  of  the  electric  light 
succeeding,  what  would  become  of  the  capital  invested  in  the  gas-works  ? 
He  agreed  with  Alderman  Baron  as  to  gas  being  sold  to  some  thousands 
of  people  at  a  loss.  In  the  absence  of  a  cheapening  of  other  illuminants, 
he  thought  the  price  of  gas  should  be  maintained  so  long  as  there  was 
such  a  large  loss  on  the  water-works.  He  would  not,  however,  vote  against 
the  resolution. 

Alderman  Petrie  said  he  need  not  reply.  Alderman  Baron’s  remarks 
would  bear  a  very  strong  replying  to ;  but  the  proper  time  would  be  when 
the  next  reduction  was  proposed. 

The  resolution  was  then  carried. 

The  reduction  will  come  into  operation  with  the  new  year.  On  and 
after  Jan.  1  the  prices  will  be,  for  prompt  payment,  under  10,000  feet, 
2s.  9d.  per  1000  feet  net ;  10,000  and  under  60,000, 2s.  8d.  per  1000  feet  net ; 
50,000  and  under  100,000,  2s.  7d.  per  1000  feet  net ;  over  100,000,  2s.  Gd. 
per  1000  feet  net. 


The  Gas  Supply  of  Oldbury. — The  Gas  Committee  of  the  Oldbury  Local 
Board  reported  at  the  last  meeting  of  that  body  that  it  had  been  decided 
to  pay  off  £25,000  of  the  gas-works  loan  ;  also  that  they  had  determined  to 
supply  gas  for  motive  power  at  the  following  rates: — Under  100,000  feet 
per  quarter,  28.  Gd.  per  1000  feet ;  and  100,000  feet  and  upwards,  2s.  3d. 

Death  of  a  Plumber  from  Gas  Poisoning. — Last  Thursday  a  plumber 
named  Joseph  Oldfield,  of  Honley,  43  years  of  age,  met  with  a  sad  death. 
It  appeared  that  on  the  day  in  question  be  was  engaged  in  coupling  a 
branch  with  the  gas-main  at  Neilly  Mill,. Honley,  when  he  complained  of 
being  very  ill,  having  inhaled  some  of  the  gas.  He  was  removed  to  his 
home ;  and  death  ensued  before  the  arrival  of  the  doctor. 

The  Disposal  of  the  Reserve  Fund  of  the  Newport  (Mon.)  W-ater 
Company.— A  special  meeting  of  the  Newport  Water  Company  was  held 
last  Wednesday,  to  consider  a  scheme  propounded  by  the  Directors  for  the 
disposal  of  the  reserve  fund  (T4000)  ;  the  undertaking,  it  will  be 
remembered,  having  been  purchased  by  the  Corporation.  The  Chairman 
(Mr.  J.  Lawrence)  submitted  the 'scheme,  in  which  it  was  proposed  that 
£500  should  be  given  to  the  Newport  Infirmary  ;  iilOOO  to  the  Company’s 
Secretary  (Mr.  Callum);  £350  to  the  Chief  Collector  (Mr.  Shepherd) ;  and 
i;461  to  be  divided  among  the  clerks,  collectors,  and  employes.  The  balance 
of  £2000  the  Directors  (seven)  proposed  should  be  allotted  between  them¬ 
selves.  Mr.  Cartwright  moved,  and  Colonel  Hair  seconded,  the  adoption 
of  the  scheme.  After  a  little  discussion,  the  motion  was  agreed  to. 


AN  EXPERIMENTAL  LECTURE  ON  FLAME  AND  SMOKE. 

By  Thos.  Fletcher,  F.C.S. 

Last  Tuesday  a  Lecture  was  delivered  before  the  Manchester  Noxious 
Vapours  Abatement  Association  by  Mr.  Thomas  PTetcher,  F.C.S.,  of 
Warrington, who  took  for  his  subject  “Flame  and  Smoke.” 

Mr.  P'letcher  commenced  his  lecture  by  a  lengthy  quotation  from  a 
recent  editorial  in  the  Journal,  entitled  “Invincible  Fog”  (see  ante, 
p.  793) ;  remarking  that  the  quotations,  if  not  agreeable  and  reassuring 
to  the  Association  before  whom  he  was  appearing,  were  at  least  sound 
common  sense,  and  they  must  be  faced  thoroughly  if  the  Association  is 
to  do  the  work  it  is  intended  to  do,  and  to  justify  its  existence.  Pro¬ 
ceeding,  he  said  :  In  new  processes  and  new  adaptations,  it  is  best  to 
make  haste  slowly;  and  those  who  have  any  real  interest  in  the  abate¬ 
ment  of  noxious  vapours  may  well  be  asked  to  be  saved  from  their 
friends.  As  an  example,  in  the  Manchester  Courier  for  Nov.  IG,  is  a 
very  well  written  letter,  in  which  the  writer  states  plainly  and  clearly 
that  “  the  firing  of  steam-boilers  by  gas  from  a  gas  generator  is  the 
most  economical  way  of  producing  steam.”  Now  I  take  it  for  granted 
that  the  writer,  from  his  profession,  is  not  a  steam-user,  and  that  he 
does  not  speak  from  actual  knowledge.  On  the  contrary,  Mr.  J.  Emer¬ 
son  Dowson,  who  is  a  maker  of  generators,  whose  business  it  is  to  push 
the  use  of  generators  for  his  own  profit,  stated  at  the  Bath  meeting  of 
the  British  Association,  on  Sept.  8  last,*  that  he  was  aware  “  that 
several  attempts  had  been  made  to  heat  boilers  with  gas  of  this  kind ; 
but  so  far  as  his  knowledge  went,  none  of  them  had  been  successful  from 
a  commercial  point  of  view.”  I  myself  know  of  three  case  where  plant 
has  been  put  down  specially  to  produce  gas  for  boiler  heating.  Two  of 
these  were  failures  of  the  most  decided  kind.  One  is,  I  believe,  still 
working.  But  it  is  on  a  small  scale,  in  the  works  of  a  public  company 
paying  very  large  dividends ;  and  although  repeatedly  promised  the  figures 
as  to  work  done  for  the  fuel  consumed,  I  have  never  been  able  to  obtain 
them.  I  examined  the  whole  arrangement  carefully,  and  should  be  sur¬ 
prised  if  the  same  work  could  not  be  done  by  direct  firing,  with  half  the 
fuel  used. 

Another  point  in  which  the  advocates  for  change  are  doing  us  a  doubtful 
service  is  by  pressing  the  claims  of  generator  or  water  gas  as  a  fuel  for 
domestic  purposes.  This  has  been  done  in  America  to  a  limited  extent; 
and  the  result,  as  given  in  Industries  for  Nov.  16,  is  anything  but  re¬ 
assuring. 

Both  generator  gas  and  water  gas  are  extremely  poisonous,  owing  to 
the  large  quantity  of  carbonic  oxide  they  contain.  According  to  Petten- 
kofer,  air  containing  one  five-hundredth  part  of  its  bulk  of  carbonic  oxide 
is  fatal  to  human  life ;  and  that  this  is  an  element  in  the  question  is 
proved  by  the  figures  given  in  the  above-mentioned  periodical,  in  which 
it  is  stated  that  the  deaths  from  poisoning  by  water  gas,  in  New  York 
only,  in  the  three  years  ending  December,  1887,  were  80,  whereas  from 
coal  gas  only  one  death  occurred  in  the  same  period. t  One  curious  and 
very  misleading  argument  used  by  the  advocates  of  water  gas  is  that 
plants  will  live  and  thrive  in  a  room  lighted  and  heated  by  water  gas, 
whereas,  they  will  not  do  so  where  coal  gas  is  used.  This  is  simply  a 
special  pleader’s  argument.  The  requirements  are  entirely  different. 
Some  plants  will  live  and  thrive  in  a  cold  wet  bog  during  winter,  but 
human  beings  will  not ;  the  fact  being  that  water  gas  contains  rather 
less  sulphur,  and  produces  a  larger  proportion  of  moisture  than  coal  gas 
whilst  burning,  both  of  which  points  are  favourable  to  plant  growth. 
The  fact  that  the  burnt  gas  is  not  injurious  to  plants  does  not  affect  the 
deadly  nature  of  these  gases  to  human  life  in  case  any  escapes  unburut. 

Whilst  on  this  subject  we  may  dispose  of  another  wild  statement  of  the 
anti-smoke  agitators — i.e,,  that  “  carbonic  acid  is  poisonous,”  a  statement 
often  repeated  by  many  who  ought  to  know  better.  If  carbonic  acid  were 
in  itself  poisonous  in  the  smallest  degree,  animal  life  would  be  a  simple 
impossibility,  as  the  lungs  of  all  breathing  animals  contain  always  a  large 
quantity.  It  exists  in  a  large  proportion  in  the  air  exhaled  from  the 
lungs ;  and  as  this  is  not  expelled  entirely  from  the  air  passages,  it  must 
of  necessity  be  re-inhaled  at  the  next  inspiration. 

As  with  smoke  and  noxious  vapours,  the  agitators  have  not  taken  the 
trouble  to  separate  and  distinguish  between  the  action  of  carbonic  acid, 
which  is  nil,  and  that  of  the  objectionable  and  dangerous  germs  which 
accompany  it  when  exhaled  from  the  lungs  of  living  beings.  If  anything 
is  to  be  done  worth  the  doing,  the  actual  facta  and  difficulties  must  be 
faced  properly,  with  a  full  and  practical  knowledge  of  what  really  can  be 
done,  and  what  is  necessary. 

The  Journal  of  Gas  Lighting  says;  “The  gas-stove  does  good  no 
doubt,  so  far  as  it  goes.”  This,  although  literally  correct,  is  rather  dis¬ 
posed  to  cause  a  false  impression  as  to  how  far  it  does  go.  'The  production 
of  gas-heating  appliances,  since  the  manufacture  has  been  conducted  on 
something  like  a  scientific  basis,  has  become  a  large  and  important  in¬ 
dustry  ;  and,  from  my  own  knowledge,  I  can  safely  say  that  the  gas  cook¬ 
ing  and  heating  appliances  in  daily  use  in  this  country  can  be  counted 
by  millions,  and  the  demand  shows  no  sign  whatever  of  falling  off,  but 
very  much  to  the  contrary.  As  regards  the  abatement  of  noxious  vapours, 
if  we  exclude  these  gas-heating  appliances,  it  is  a  very  great  question 
whether  any  real  good  has  been  done.  Probably  the  result  has  been  the 
other  way,  as  it  has  led  popular  attention  to  black  smoke  only  as  being 
the  cause  of  all  our  evils  ;  the  fact  being  that  pure  black  smoke,  uncon¬ 
taminated  with  other  products  of  imperfect  combustion,  does  very  little 
harm,  except  so  far  as  it  interferes  with  cleanliness.  Being  visible,  it  has 
become  connected  in  the  popular  mind  with  other  and  far  greater  evils, 
which  are  in  reality  not  necessarily  connected  with  it  in  any  way  ;  and  a 
broad  and  very  positive  line  should  be  drawn  between  black  smoke  and 
other  products  of  imperfect  combustion  and  noxious  vapours. 

To  illustrate  this,  I  have  here  an  ordinary  type  of  regenerator  burner 
for  lighting  purposes,  which,  under  ordinary  and  satisfactory  conditions, 
gives  a  clear  light  without  the  formation  of  any  solid  or  offensive  pro¬ 
ducts  of  combustion.  If  the  gas  supply  is  increased  slightly  beyond  the 
quantity  the  lamp  is  designed  to  burn,  we  obtain  a  large  quantity  of  dense 
black  smoke.  Now,  this  smoke  is  simply  pure  carbon.  It  has  no  more 
objectionable  features  than  ordinary  fine  dust,  except  that  it  is  more 
visible  on  account  of  its  colour  ;  and  owing  to  its  extreme  fineness,  it  is 
rather  more  difficult  to  remove  with  a  duster.  It  is  perfectly  free  from 
smell ;  and  is  no  more  objectionable  in  a  room  than  a  similar  quantity  of 
dark  dust.  I  have  been  quietly  working  in  a  room  with  a  regenerator  lamp 
which  suddenly  began  to  smoke,  without  perceiving  any  change  whatever, 
until  the  light  appeared  to  fail.  On  looking  up,  I  found  the  room  filled 
with  dense  black  smoke ;  the  effect  other  ways  being  quite  inap¬ 
preciable. 

This  is  one  of  many  illustrations  which  could  be  given  that  pure 
black  smoke  is,  apart  from  its  colour,  for  all  practical  purposes  unobjec¬ 
tionable.  We  will  now  take  the  other  side,  and  see  what  may  accompany 
black  smoke,  or  what  without  smoke  may  arise  from  imperfect  combus¬ 
tion  ;  and  for  the  sake  of  fair  illustration,  I  will  take  the  same  fuel — i.e., 
coal  gas — and  change  the  conditions  under  which  it  is  burnt.  Those 
who  wish  to  test  this  matter  at  home  may  do  it  in  several 


'  See  untc,  !>.  S02, 


I  See  ante,  p.  934. 
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wavs  If  only  an  ordinary  lighting  burner  is  available,  it  will 
be^BufiSoient  to  suspend  in  the  flame  by  a  wire  a 
block  of  pumice-stone.  If  this  is  placed  low  enough  to  weak 
form  of  the  flame,  it  will  cause  imperfect  combustion,  j 

not  only  of  black  smoke,  but  also  of  carbon  monoxide  (which  is  a 
poisonous  gas)  and  some  most  oflensive  smelling 
A  still  more  powerful  demonstration  may  be  made  by 
pheric  boiling-burner,  which,  when  Properly 

smokeless  flame,  free  from  any  objectionable  odour.  are 

inside  the  lube,  the  combustion  becomes  imperfect,  and  the  products  are 
similar  to  those  in  the  previous  experiment  but  much  larger  in 
iu  fact  with  the  burner  I  have  here,  I  could  render  the  air  of  this  room 
most  o’fiensive  in  a  short  time,  with  the  result  that  “°u®u 

half  the  audience  would  leave  the  room  with  a  f.®'^®''®. u  ° 
the  actual  smoke  produced  would  be  niuch  less  than  ® 

regenerator  burner.  Another  familiar  instance  is  that  of  a  common  tallow 
Sr  which,  if  burning  with  a  smoky  flame,  simply  causes  what  inay 
be  called  mechanical  smoke.  But  blow  the  candle  out  and  let  the  wick 
smoulder ;  and  from  this  little  speck  of  red  will  be  evolved  a  smell  which 
is  anything  but  pleasant,  and  this  with  an  entire  absence  of  smoke.  Here 
then  is  the  difference  between  the  comparatively  innocent  but  much 
abused  smoke,  and  the  invisible  but  offensive  noxious  vapours.  If  the 
latter  can  be  efficiently  dealt  with,  the  former  will  at  the  ®ame  time 
almost  disappear.  I  do  not  wish  you  to  think  I  have  any  desire  t?  speak 
in  favour  of  smoke,  but  simply  that  it  shall  be  credited  with  its  own 

^'^BHck  ^moke  is  very  objectionable,  as  is  any  other  form  of  mechanical 
dirt:  and  it  should  therefore  be  avoided.  But  we  must  bear  in  mind 
that  legislation  on  this  matter  is  a  very  difficult  thing;  and  it  is  quite 
possible  to  “jump  out  of  the  frying-pan  into  the  fire,  by  stopping  smoke, 
and  causing  in  its  place  the  production  of  carlmn  monoxide  a,nd  other 
poisonous  and  offensive  compounds  of  carbon.  There  is  a  good  deal  ot 
truth  in  the  remarks  of  an  old  gardener  of  my  acquaintance,  who  had 
worked  in  the  same  place  for  some  thirty  years,  that  before  smoke-con¬ 
suming  furnaces  were  used  his  plants  got  dirty,  but  since  the  manufac¬ 
turers  on  the  windward  side  had  commenced  to  consume  their  smoke, 
they  did  not  dirty  his  plants,  but  only  killed  them.  The  smoke  was 
replaced  by  vapours  which  killed  his  plants  and  ruined  his  garden. 

First  amongst  the  evils  is  the  sulphur  which  is  contained  in  all  ordinary 
coal.  This  is  the  most  destructive,  and  the  most  unmanageable  evil  we 
have  to  contend  with.  It  combines  with  the  oxygen  of  the  air,  forming 
sulphurous  or  sulphuric  acid;  and  this  all-pervading  nuisance  can  be 
detected  instantly  (by  litmus  test-papers)  in  the  air  of  any  large  town,  on 
damp  walls,  in  the  gutters,  and,  in  fact,  everywhere.  So  universal  is  this 
powerful  acid,  that  I  have  hunted  London  over  in  winter  to  obtain  a  book 
of  blue  litmus  test-paper  which  had  not  been  coloured  red  by  the  sulphur 
in  the  air,  and  failed  to  obtain  it.  A  book  was  sent  to  me  direct  from  the 
makers  in  a  corked  and  sealed  ^lasa  bottle.  ^  This  I  opened  whilst  in  a 
carriage  on  the  Underground  Kailway,  and  in  a  few  seconds  the  paper 
turned  bright  red.  I  tested  the  mud  in  the  street,  the  damp  on  bricks 
and  carved  stone,  the  moisture  on  the  trunks  and  leaves  of  trees  in  the 
parks ;  and  the  result  explained  the  rapid  destruction  of  stone  casing, 
metal,  and  everything  which  could  be  destroyed  by  dilute  acids.  Ihere 
is,  I  believe,  only  one  remedy,  or  rather  method  of  reducing  the  evil,  and 
that  is  by  reducing  the  total  coal  consumption  in  the  country ;  and  there 
is  hope  in  this  because  a  reduction  in  coal  consumption  means  a  saving  in 
money.  It  is  useless  to  talk  about  tlie  reduction  of  smoke,  or  of  noxious 
vapours,  unless  we  can  show  the  offenders  very  clearly  that  a  profit  is 
to  be  made  by  their  prevention.  All  methods  of  fuel  saving  are  steps  in 
the  right  direction— provided,  of  course,  the  production  of  noxious  vapours 

is  not  increased,  as  it  certainly  may  be  under  some  circumstances. 

Take,  for  instance,  some  gas-engines.  Their  great  economy  in  fuel  is 
undoubted ;  but  note  the  care  with  which  the  users  lead  the  burnt  gases 
outside,  for  the  benefit  or  otherwise  of  their  neighbours.  The  poisonous 
stench  evolved  by  some  of  them  is  not  easily  forgotten  if  once  encountered  , 
and  this  serious  question  has  been  quietly  ignored  by  the  makers  of  gas- 
engines,  who  have  the  commercial  tact  to  know  that  if  their  customers 
get  the  power,  it  is  a  matter  of  indifference  who  gets  the  stench  evolved. 
As  regards  sulphur,  gas-engines  are  a  great  improvement.  In  the  first 
place  the  quantity  of  fuel  used  is  very  much  less  for  the  same  power  ;  and 
the  gas  is  almost  entirely  free  from  sulphur.  But  really  perfect  combus¬ 
tion  is  difficult  if  not  impossible  in  a  heavy  metal  cylinder ;  and  it  is  prob¬ 
able  that  the  gas-engine  of  the  future  will  be  very  different  to  the  present 
type.  That  coal  gas  can  be  burnt  without  nuisance  _we  all  know  ;  other¬ 
wise  it  would  not  exist  for  lighting  purposes.  That  it  can  be  made  offen¬ 
sive  I  have  shown  you ;  and,  therefore  it  would  not  be  unfair  to  insist 
that  all  gas-engines  should  to  a  great  extent  be  free  from  the  objection 
which  certainly  now  exists  with  many  of  them.  With  regard  to  steam- 
boilers  and  furnaces,  there  is  no  doubt  whatever  that  they  can  be  made 
smokeless,  either  by  using  gas  coke  as  a  fuel,  as  we  ourselves  do,  or  by  a, 
proper  system  of  firing,  such  as  may  be  seen  on  any  ordinary  locoinotive  ; 
and  there  is  no  doubt,  also,  that  either  method  can  be  made  profitable. 
But,  on  the  other  hand,  there  are  industries  which  apparently  cannot  be 
carried  on  without  the  production  of  smoke  and  noxious  vapours. 

As  an  instance  of  this,  the  manufacture  of  puddled  iron  may  be  taken, 
which  requires  to  be  kept  during  the  whole  process  in  an  atmosphere 
containing  a  large  proportion  of  uncombined  carbon.  Possibly,  as  a  total, 
the  greatest  offenders  are  ordinary  kitchen  chimneys  ;  and  in  this  opinion 
I  am  confirmed  by  many  observers  who  have  closely  studied  the  question. 
The  fire  is  more  or  less  surrounded  with  metal,  the  cooling  effect  of  which 
prevents  perfect  combustion  in  its  vicinity;  and  the  same  objection  exists 
to  a  greater  or  less  extent  with  all  fire-grates  which  are  not  entirely  lined 
with  fire-clay.  It  is  only  necessary  to  look  over  a  closely-built  town  or 
village  on  a  clear,  bright  morning  to  see  where  a  very  large  proportion 
ot  the  nuisance  arises,  or  to  visit  a  hilly  district,  where  we  can  get  above 
the  level  of  a  number  ot  ordinary  house  chimneys,  to  appreciate  the 
very  unpleasant  nature  of  the  products  of  imperfect  combustion  which 
arise,  and  which  always  must  arise,  from  slow  and  imperfect  combustion. 
Butthetidein  favourof  the  use  of  coal  gas  forordinary  domestic  hea.ting  and 
cooking  purposes  has  set  in  so  persistently,  and  on  so  large  a  scale,  that  what 
has  been  already  done  must  have  a  decided  effect  on  the  general  cleanliness 
of  the  atmosphere.  It  may  safely  be  said  that  coal  gas  is  not  by  any  means 
at  its  lowest  ultimate  price,  and  that  every  reduction  in  price  will 
cause  a  large  increase  in  the  demand  for  heating  purposes  and  uses  other 
than  lighting.  In  this  respect  we  are  decidedly  behind  some  of  our  own 
colonies.  For  instance,  in  Melbourne  one-third  of  the  total  gas  made  is 
used  during  daylight.  ,  i-  t  i 

There  are  many  points  and  peculiarities  about  the  combustion  ot  coal 
gas  which  are  little  known  ;  and  there  are  yet  many  things  which  remain 
to  be  discovered.  One  important  point,  which  is  usually  overlooked,  is 
that  the  size  of  a  flame  has  nothing  whatever  to  do  either  with  the  gas  con¬ 
sumption  or  with  the  amount  of  work  which  can  be  obtained  from  it;  and 
I  will  give  you  some  illustration  of  this  with  different  burners, each  consum¬ 
ing  approximately  the  same  quantity  of  gas.  In  the  first  place,  I  will 
take  a  quantity  of  gas  unmixed  with  air,  and  burning  on  a  broad  surface 


^  —Stasis  s  ^ 

guished,  and  I  cannot  carry  a  light  into  le  neither  explode 

mixture  of  coal  gas  with  a  small  quanti  y  flame  being  caused 

nor  burn  nor  will  it  even  support  combustion ,  the  flame  being  causea 
and  sunnorted  entirely  by  the  external  air  surrounding  it.  That  the 

tube-  thus  forming  a  separate  and  independent  flame.  ihat  tins 

jou,  by  saruraiiu^  aouL  is  so  cold  that  it  has  not  the  power 

although  large  important. unharmed. 

StuTaleK  with  the  spirit,  and  set  it  on  fire.  As  you  see,  the  spirit  burns 

'"'in  using  gas  and  air  as  a  fuel,  we  have  always  to  contend  with  the  mert 
in  using  gas  “  .  ’  ,  of  fije  ordinary  atmosphere. 

A  eS“~  “i5.Lp  m.thod  oi  removlnsthi.  nitrogra  i.  now  beioewM 

S' If  wlfiob  .hlo 

Note,  again,  that  the  J  ^  things  will 

S^'^Thlck  copped  plafes  flow  before  it  like  water ;  strong  steel  boiler 

nU?^is  fused  and  perforated  in  less  than  a  minute;  refractory  fire-clay  is 
plate  IS  fusea  ana  pe  ifme— one  ot  the  most  refractory  and 

'‘"in  flam?s*’i°3°^n“m^nrother  things,  we  must  not  judge  by  appear- 

peculiar  to  itse  K  propL  arrangements  without  the  slightest 

nu^Ln^e  and  (what  is  of  tfir^utmost  importance)  costing  absolutdy 
nothing  except  in  direct  proportion  to  the  service  required  at  the  time.  Me 
nothin^g  except  in  a  c  ,  -  workshops  and  our  houses  which 

have  here  a  fue  heating  required  in  ordinary  domestic  service, 

of  fuel  necessary  when  coal  gas  is  used,  but  principally  by  the  removal  of 

be  srdown  to  the  want  of  experience  in  the  men  who  have  the  responsi- 

whft  \a  required  is  now  becoming  pretty  general ;  and  the  failures  and 

"‘Kwn  liomiranrmorL"^,  and  have  been,  practically  smokeless 
from^h^timeThey  weTe°  bmit;  ’and  this  result  has  been  obtained  from 
the  first  at  a  lower  cost  than  if  we  had  used  coal.  We  will  allow  that  no 
radical  chan<^e  must  be  made  if  general  success  is  to  be  obtained ,  and 
taking  as  a  meLSary  evil  the  fact  that  the  kitchen  fire  is  in  many  houses 
a  nfcfssity  L  winter  for  other  than  cooking  purposes,  we  have  .allowed  it 
to  reS  in  my  own  house  instead  of  entirely  removing  it,  as  was 
originally  intended.  It  is  burning,  pr^ably, 

during  about  five  mouths  iu  winter.  We  tried  gas  coke,  but,  like  ma  y 
otherf  who  have  tried  it,  we  gave  it  up  as  a  failure,  owing  to  several 
inherent  objections  to  it  in  practice.  In  its  place  we  now  use  a  inixtu  e 
of  coal  and  coke;  the  fire  obtained  being  brighter,  cheaper,  and  cleaner 
Uian  whenmoM  alone  is  used.  In  the  hothouse  and  ®°“f 
coke  exclusively;  and  these  are  the  only  fires  burning  solid  fuel,  fio 
oufcooklr^  washing,  ironing,  bath  heating,  and  other  fires,  we  use  coal 
gas  exclusively.  By  this  arrangement  we  not  only  save  money,  but  we 
Carrol  tffi  practice  the  desires  ot  the  Noxious  Vapours  Abatement  A.sso- 
cfatTorbv  ming  a  much  smaller  quantity  of  a  purer  fuel  ,•  and,  what  is  of 
still  greater  importance  to  the  small  householder,  the  dirt  and  labour  m 
th^ho^se  are  Educed  to  less  than  one-half.  So  great  is  the  saving  that 

the  expenditure  on  the  necessary  appliances  for  ‘^®.  ®  .®®5Jarby 

an  ordmary  house  would  nearly  or  quite  be  repaid  in  the  first  yea  by 
Rflvini?  in  cost  of  labour  and  wear  and  tear  alono. 

Let^it  be  distinctly  borne  in  mind  that  I  do  not  come  before  you  as  a 
snecial  pleader  for  the  use  of  gas  as  a  fuel  because  I  am  a  manufacturer  of 
thf  nLessary  appliances.  The  fact  is  that  for  more  than  teu  years 
before  I  made  any  appliances  for  sale  for  domestic  iise,  I  had  the  same 
fuel  in  dailv  use  for  every  purpose  for  which  it  could  be  economically  ap¬ 
plied  •  and  during  the  last  25  years  I  have  made  no  change  whatever,  except 
S  adopting  Zre  modern  and  more  economical  apparatus.  Further 
than  this,  the  whole  of  the  appliances  have  been  from  theJiMt,  and  are 
now  being  used  in  an  ordinary  house  designed  for  the  use  of  coal  fuel , 
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absolutely  no  alterations  have  been  made  in  fittings  or  arrangements, except 
as  regards  laying  the  necessary  gas-pipes  where  required.  In  fact,  we 
could  return  to  the  complete  use  of  coal,  to  the  exclusiou  of  gas,  at  five 
minutes’  notice  ;  and  we  could  remove  the  whole  of  our  apparatus  to  any 
other  house  with  equal  facility. 

I  will  now,  as  a  final  experiment,  heat  a  small  crucible  full  of  broken 
steel  files  with  the  blowpipe  previously  used,  and  will  fuse  both  crucible 
and  steel — showing  you  the  enormous  power  of  the  fuel  we  have  at  in¬ 
stant  command ;  the  actual  weight  of  fuel  used  in  this  experiment  being 
about  1  oz.  Those  of  5’ou  who  have  had  to  deal  with  the  production  of 
high  temperatures  by  the  use  of  solid  fuel  will  fully  appreciate  the  value 
of  the  servant  you  have  at  hand,  night  or  day,  at  any  moment,  in  every 
place  in  which  coal  gas  is  to  be  obtained.  In  the  household  we  may  take 
an  equally  representative  case  as  a  bedroom  fire.  Who  amongst  you  has 
not  desired  that  practically  unattainable  luxury  in  the  absence  of  gas,  a 
good  bedroom  fire  every  night  and  morning  ?  And  yet  this  can  be  ob¬ 
tained  with  gas  without  the  slightest  trouble  for  less  than  §d.  per  day. 
The  people  who  would  go  out  of  a  warm  sitting-room  to  undress  in  a 
cold  bedroom,  for  the  sake  of  saving  Jd.,  are  few  and  far  between.  The 
value  of  coal  gas  for  this  and  endless  other  purposes  requires  no  special 
pleading  ;  it  simply  requires  to  be  known,  and  the  necessary  information 
is  spreading  rapidly.  As  the  knowledge  of  its  value  spreads,  so  will  the 
demand  for  all  purposes. 


SALES  OF  GAS  STOCK  AND  SHARES. 

On  Friday  last,  at  the  Mart,  Tokenhouse  Yard,  Mr.  G.  A.  Wilkinson  sold 
by  auction  ±‘50,000  of  5  per  cent,  perpetual  debenture  stock  of  the  South 
Metropolitan  Gas  Comjjanp.  In  opening  the  sale,  the  Auctioneer  referred 
to  the  uninterrupted  prosperity  of  the  Company,  as  proved  by  the  steady 
annual  increase  in  the  quantity  of  gas  sold.  In  1877  the  consumption  was 
2,928,123,000  cubic  feet;  and  last  year  it  liad  reached  5,297,054,000  cubic 
feet — being  an  increase  in  the  ten  years  of  2,308,920,000  feet.  He  also  stated 
that  the  capital  of  the  Company  amounted  to  ±1,991,500;  and  the  deben¬ 
tures,  to  ±550,000.  There  was  a  somewhat  small  number  of  bidders  present, 
owing,  no  doubt,  as  the  Auctioneer  remarked,  to  the  fact  that  several  large 
sales  of  gas  stocks  had  lately  taken  place,  and  that  consequently  mauy 
people  had  bought  all  they  desired  of  that  class  of  investment.  The  prices 
realized  were  as  follows  ±500  sold  at  ±137  per  cent.  ;  .±500,  at  ±130  10s. ; 
±500,  at  ±136;  ±.500,  at  ±135  10s.;  ±500,  at  ±134  10s.;  ±1000,  at  ±134; 
±500,  at  ±133  ;  ±500,  at  ±132  10s. ;  ±500,  at  ±132  ;  ±500,  at  ±131 ;  and 
±44,500,  at  ±130. 

Messrs.  Graham,  of  Newport  (Mon.),  recently  sold  by  auction  a  small 
parcel  of  stock  in  the  Xewpo7't  Gas  Companij.  ±180  of  “  A  ”  stock,  bear¬ 
ing  a  dividend  of  10  per  cent.,  was  sold  at  ±205  per  cent.  ;  and  ±350  of 
“  B  ”  stock,  earning  a  dividend  of  per  cent.,  produced  ±15-1  per  cent. 

On  Monday  last  week,  a  few  of  the  old  ±20  shares  in  the  Grantham 
Gas  Company  were  disposed  of  by  public  auction — realizing  ±45  7s.  Gd. 
and  ±45  5s.  per  share. 


THE  CORPORATION  OF  DUBLIN  AND  THEIR  ELECTRIC 
LIGHTING  SCHEME. 

One  outcome  of  the  discussion  on  this  subject  at  the  recent  meeting  of 
the  Dublin  City  Council  (ante,  p.  1033)  has  been  the  publication  of  the 
report  of  an  interview  that  a  representative  of  the  Freeman’s  Journal 
had  with  the  Town  Clerk  (Mr.  Beveridge)  as  to  the  precise  effect  the 
resolution  adopted  by  the  Council  would  be  likely  to  have. 

Mr.  Beveridge  said  it  w’ould  not  aSect  the  general  question  at  all.  The  pro¬ 
posed  loan  of  ±0000  was  for  the  procurement  of  plant,  etc.,  and  had  nothing 
to  do  with  securing  all  the  necessary  authority  to  the  Council  for  lighting 
by  electricity.  Provision  had  been  already  made  by  the  Corporation  for 
the  expenses  incidental  to  obtaining  the  Board  of  Trade  Licence  and 
other  powers ;  and  a  moderate  provision  had  also  been  made  to  enable 
the  Committee  to  put  in  operation  a  scheme  for  public  lighting.  Had  the 
proposal  of  the  Lighting  Committee  been  adopted  at  the  meeting  in  ques¬ 
tion,  the  Corporation  itself  would  be  in  a  position  to  undertake  the  estab¬ 
lishment  of  the  installation.  He  believed  the  proposal  to  obtain  the 
loan  of  ±0000  was  not  known  to  the  Council  until  the  day  of  the  meeting  ; 
and  it  originated  with  the  Committee.  With  regard  to  private  electric 
lighting,  the  Provisional  Order  could  not,  owing  to  legal  preliminaries,  be 
obtained  until  next  spring  is  well  advanced  ;  and  when  obtained  it  will 
be  of  no  validity  until  affirmed  by  Act  of  Parliament.  The  Cor¬ 
poration  will  not  therefore  be  in  possession  of  powers  to  undertake 
any  scheme  of  private  lighting  until  August  or  September  next 
year.  The  scheme  of  public  lighting,  however,  can  be  arranged 
by  specification,  which  will  provide  that  the  capital  outlay  in  the 
first  instance  shall  be  met  by  the  company  contracting  for  the 
work.  The  disadvantage  of  dealing  with  contractors  in  this  manner 
will  be  that  the  company  will  charge  a  larger  amount  in  order  to  recoup 
themselves  and  leave  a  profit  over,  within  the  limited  period  of  seven 
years  allowed  by  Act  of  Parliament  for  the  Licence,  But  he  was  enabled 
to  say  that  a  substantial  instalment  of  public  electric  lighting  would  be 
undertaken  before  next  winter;  and  they  will  in  the  first  instance  carry 
out  the  lighting  through  O’Connell  Street,  Westmoreland  Street,  Grafton 
Street,  College  Green,  Dame  Street,  Parliament  Street,  Capel  Street, 
Mary  Street,  and  Henry  Street.  Referring  to  the  general  question  of  the 
lighting,  Mr.  Beveridge  told  our  contemporary’s  representative  he  had  been 
informed  that  the  Gas  Company  are  losing  by  their  operations  up  to  the 
present  in  electric  lighting;  but  he  did  not  think  that  possible,  unless  it 
were  due  to  the  limited  field  of  operation.  It  is  for  this  reason  that  the  Gas 
Company  are  striving  so  energetically  to  obtain  an  extension  of  the  area 
of  operation,  in  order  thereby  to  create  a  profit.  They  are  not  making 
any  effort,  however,  for  extension  of  powers  ;  as  they  claim  to  have 
powers  under  the  statute  which  j  egulates  the  proceedings  of  the  Company. 
But  the  exercise  of  any  such  powers  would  be  subject  to  stringent  regu¬ 
lations  by  the  Board  of  Trade,  presuming  that  the  Board  recognized  any 
right  whatever  in  the  Company  to  supply  electricity  except  for 
their  own  actual  premises.  Everyone  has,  of  course,  power  to 
light  his  own  premises  with  electricity ;  but  the  construction  of 
wires  extending  the  lighting  can,  however,  only  be  carried  on  subject  to 
the  usual  restrictions.  The  Town  Clerk  further  remarked  that  it  is 
plainly  laid  down  in  the  provisions  of  the  Electric  Lighting  Act  that  no 
application  for  a  Licence  to  supply  electricity  will  be  entertained  by  the 
Board  of  Trade  unless  consented  to  by  the  Local  Authority.  The  Gas 
Company,  knowing  that  the  Corporation  would  hesitate  to  give  this 
consent,  had  based  their  claim  to  the  necessary  powers  upon  a  vague  pro¬ 
vision  in  their  Private  Act  of  Parliament,  although  that  Act  was  granted 
at  a  date  when  electric  lighting  as  a  financial  speculation  was  not  thought 
of.  The  Gas  Company  had  endeavoured  to  obtain  permission  of  the  Board 
of  Trade  to  cut  up  the  streets;  but  the  Board  had  declined  to  interfere 
with  the  Local  Authority  on  that  point.  The  General  Electric  Lighting 
Act  provides  very  plainly  that  in  case  a  Licence  be  applied  for  to  the 
Board  of  Trade,  if  the  Local  Authority  also  applies  for  a  Provisional 
Order,  the  Local  Authority  will  obtain  preference.  Finally,  Mr.  Beveridge 
said  the  whole  question  was  very  tersely  put  by  the  Lord  Mayor  in  a 


recent  speech,  in  which  he  said  that  the  entire  difference  lay  between 
having  the  scheme  dealt  with  by  a  Company  whose  sole  object  was  to 
make  a  large  dividend  and  by  the  Local  Authority,  who  only  sought  to 
save  itself  from  loss. 


THE^  ELECTRIC  LIGHTING  EXPERIMENT  AT  IPS’WICH. 

At  a  Special  Meeting  of  the  Ipswich  Town  Council  last  Wednesday — 
the  M.vyok  (Mr.  J.  H.  Josselyn)  presiding — the  Paving  and  Lighting  Com¬ 
mittee  submitted  a  report,  in  which  they  stated — referring  to  their  report 
on  the  subject  of  electric  lighting  presented  to  the  Council  on  Oct.  24 
last,  and  to  the  resolution  passed  by  the  Council  thereon,  to  the  effect 
that  they  were  prepared  to  comply  with  the  application  of  Messrs. 
Laurence,  Paris,  and  Scott,  Limited,  for  permission  to  lay  cables  for 
electric  light  and  power  purposes  under  the  footways  along  the  streets 
and  places  specified  in  the  report,  on  an  agreement  being  entered  into  by 
the  applicants  in  such  form  as  Counsel  might  advise — that  on  the  papers 
being  placed  before  Counsel,  with  instructions  to  prepare  the  necessary 
agreement,  he  advised  that  it  should  not  be  proceeded  with,  and  that  it 
would  be  better,  and  in  the  end  less  expensive  for  the  promoters  to 
obtain  and  carry  out  their  works  under  a  Licence  or  Provisional  Order, 
as  provided  in  the  Electric  Lighting  Acts.  The  opinion  of  Counsel  was 
placed  before  the  promoters,  who  acquiesced  in  the  views  expressed  in 
it ;  and  they  had  now  applied  to  the  Committee  for  the  consent  or 
approval  of  the  Council  to  an  application  which  they  propose  to  make  to 
the  Board  of  Trade,  as  early  as  possible,  for  a  Licence  or  Provisional 
Order  enabling  them  to  supply  electricity  within  the  borough.  The  Com¬ 
mittee  were  of  opinion  that  the  Council  should  give  their  approval  or 
consent  to  this  application ;  but  as  it  was  necessary  that  the  approval  of 
the  Local  Authority  to  the  application  to  the  Board  of  Trade  for  a  Licence 
must  be  given  by  a  resolution  passed  at  a  special  meeting  of  the  Autho¬ 
rity,  held  after  one  month’s  previous  notice  of  the  same  had  been  given, 
no  _  resolution,  the  report  stated,  could  be  passed  with  regard 
to  it  until  the  meeting  which,  at  the  request  of  the  Committee,  the 
Mayor  has  convened  for  the  9th  of  January  next.  The  report 
concluded  by  saying :  “  It  is  obvious  that,  under  the  most  favourable  cir¬ 
cumstances,  many  months  must  elapse  before  the  promoters  can  obtain  a 
Licence  or  Provisional  Order;  and  as  their  arrangements  will  enable  them 
to  supply  the  public  with  electricity  at  once,  if  they  are  permitted  tem¬ 
porarily  to  put  up  overhead  wires,  they  have  applied  to  your  Committee, 
under  section  14  of  the  Electric  Lighting  Act,  1882,  for  the  consent  of  the 
Council  to  their  placing  electric  lines  above  ground  along,  over,  or  across 
any  of  the  streets  of  the  borough.  Under  the  circumstances,  your  Com¬ 
mittee  recommend  that  this  application  be  acceded  to,  the  permission  to 
be  for  twelve  months  only ;  the  wires  to  be  carried  over  any  street  at  such 
height  as  your  Committee  may  in  each  case  approve ;  the  promoters 
undertaking  in  the  meantime  to  take  all  necessary  and  proper  steps  to 
obtain  a  Licence  or  Provisional  Order.” 

Mr.  Geimsey,  in  moving  the  adoption  of  the  report,  said  he  might 
perhaps  mention  that  some  few  years  since  an  application  was  made  by 
one  of  the  then  numerous  electric  lighting  companies  for  permission  to 
bring  the  light  into  the  town  of  Ipsv/ioh.  The  assent  of  the  Council  was 
asked  to  making  the  necessary  application  for  a  Provisional  Order; 
and  it  was  ultimately  given  under  certain  conditions.  Their  conduct  on 
that  occasion,  he  thought,  might  be  taken  as  an  indication  that  they  were 
anxious  to  give  every  facility  for  the  introduction  of  the  electric  light. 
The  first  attempt,  however,  come  to  nothing — the  Company  failing  to 
provide  the  light  within  the  time  allowed  ;  and  the  ground  was  left  entirely 
free  for  any  other  person  to  make  application.  Messrs.  Laurence,  Paris, 
and  Scott  were  ready  to  go  on  with  the  work  forthwith;  and  the  substance 
of  the  report  before  the  meeting  was  that  the  Company  should  be  granted 
temporary  permission  to  put  up  overhead  wires.  Thinking  that  some 
observations  might  be  made  with  respect  to  overhead  wires,  he  had  read 
the  report  of  the  Select  Committee  of  the  House  of  Commons  in  1885  ; 
and  this  body  came  to  the  conclusion  that  the  risk  of  danger  to  the  public 
from  overhead  wires  had  been  greatly  exaggerated — the  accidents  having 
been  few  and  insignificant. 

Alderman  Nicolson,  in  seconding  the  motion,  expressed  the  hope  that 
the  Council  would  offer  every  facility  to  their  fellow-townsmen  for 
obtaining  the  electric  light  at  the  earliest  possible  date.  He  did  not 
think  that  any  danger  would  arise  from  the  mode  in  which  the  Company 
proposed  crossing  the  streets. 

Mr.  Jeffries  said  be  presumed,  in  giving  the  required  permission, 
it  did  not  embody  a  consent  for  the  erection  of  posts  for  carrying  the 
wires.  While  they  all  wished  to  see  the  town  well,  efficiently,  and 
cheaply  lighted,  it  behoved  the  Council  to  be  very  careful  what  permis¬ 
sion  they  gave. 

Alderman  Wrinch  remarked  that  they  could  not  dissociate  the  reso¬ 
lution  before  the  Council  from  the  question  they  were  to  consider  on 
Jan.  9  next,  with  reference  to  the  application  for  a  Licence  or  Provisional 
Order.  He  was  entirely  in  accord  with  the  opinion  that  the  Council 
should  give  every  facility  for  bringing  the  electric  light  into  Ipswich  ; 
and  what  he  wished  to  learn,  at  an  early  stage  of  the  proceedings,  was 
whether,  by  giving  their  approval  or  consent  to  the  present  Company  to 
apply  to  the  Board  of  Trade,  the  Council  would  be  granting  a  monopoly 
to  that  Company,  or  whether  it  would  be  open  to  any  other  company  to 
compete  with  them. 

The  M,tYOK  replied  that  he  was  advised  by  the  Town  Clerk  that  it 
would  be  open  to  any  other  company  to  compete. 

The  Town  Clerk:  Except  so  far  as  the  Board  of  Trade  might  other¬ 
wise  direct.  But  that,  of  course,  is  beyond  our  control. 

Mr.  D.  Ford  Godd.vrd  remarked  that  it  was  undoubtedly  open  to  two 
or  more  companies  to  compete  before  any  one  of  them  had  obtained  a 
Licence  or  Provisional  Order  ;  but  he  was  not  sure  whether  the  same  free¬ 
dom  existed  afterwards.  Was  he  not  right  in  supposing  that  both  the 
Licence  and  the  Provisional  Order  conferred  a  right  to  the  sole  supply  of 
the  electric  light — the  one  for  a  limited,  and  the  other  for  a  longer  period 
of  years. 

The  Town  Clerk  said  that  it  was  open  to  two  companies  to  have  each 
a  Licence  or  Provisional  Order.  He  did  not  think  that  either  necessarily 
conferred  a  monopoly. 

Mr.  Goddard  observed  that  there  were  no  cases  in  which  two  Provisional 
Orders  or  two  Licences  had  been  granted  for  the  same  town. 

The  May'or  said  he  was  sure  it  would  be  to  the  advantage  of  the  town 
if  the  Company  were  given  the  required  permission.  The  town  had  very 
good  gas  at  present ;  but  competition  with  the  electric  light  would  pro¬ 
bably  result  in  the  supply  of  still  better  gas. 

The  resolution  was  carried  unanimously. 

Mr.  Goddard,  at  a  later  stage  of  the  proceedings,  said  that  the  Coun¬ 
cil  would  be  asked,  on  Jan.  9,  to  give  their  approval  or  consent  to  an 
application  to  be  made  to  the  Board  of  Trade  by  a  certain  Company. 
Did  that  mean  that  the  Council  would  withhold  opposition ;  and  if  so, 
would  the  form  of  Licence  or  Provisional  Order  be  laid  before  them  pre¬ 
vious  to  the  meeting  ?  Would  they  have  an  opportunity  of  opposing  any 
clause  ? 
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The  Town  Clerk  said  he  had  no  doubt  the  Council  would  have  every 
ODDortunity  of  examining  the  form  of  Licence  or  Provisional  Order  before 
it  was  granted.  The  consent  of  the  Local  Authority  was  a  preliminary  ■ 
step  which  the  Company  were  compelled  to  take  in  order  to  obtain  focus 
stcuicU  for  making  an  application  ;  but  proper  notices  must  afterwards  be 
served  upon  the^  interested  parties,  including  the  Local  Authority  who 
wouW,  of  course,  be  heard  upon  the  merits  of  the  Licence  or  Provi¬ 
sional  Order.  It  was  difficult  for  him  to  say 

be  created.  The  whole  thing  was  in  the  uands  of  the  Boaid  of  Ira^e, 
who  had  certainly  the  power,  as  he  read  the  Act,  to  grant  Licences  or 
Provisional  Orders  to  two  companies  for  supplying  the  same  area. 
Whether  or  not  they  did  so,  would  probably  depend  upon  the  special 
circumstances  of  the  case-how  the  first  company  were  fulfilling  their 

°*Afderman  Mason  asked  whether  in  giving  permission  to  apply  for  this 
Licence  or  Order,  it  would  necessarily  apply  to  the  whole  of  the  town, 
or  be  confined  to  a  certain  portion?  In  the  latter  case,  the  Council 
would  not  be  giving  any  person  a  monopoly  of  the  whole  town. 

The  Town  Clerk  thought  the  area  could  be  limited.  The  same  que^ 
tion  was  mooted  when  the  electric  light  application  was  considered 
before  :  but  it  was  pointed  out  that  it  would  only  pay  to  light  the  centre 
of  the  town,  and  that,  even  if  limited  to  that  area,  it  might  have  the  enect 
of  shutting  out  any  other  company. 


THE  ELECTRIC  LIGHTING  EXPERIMENT  AT  LEAMINGTON. 

Growino  Dissatisfaction  in  the  Council. _ 

At  the  Monthly  Meeting  of  the  Leamington  Town  Council  last  Monday 
—the  Mayor  (Alderman  S.  Flavel)  presiding— an  animated  discussion 
respecting  the  electric  lighting  of  the  town  ensued  on  the  presentation 
of  the  minutes  of  the  Watch  Committee.  These  stated  that  the  Com¬ 
mittee  were  strongly  of  opinion  that  a  decision  should  be  at  once  arrived 
at  on  the  subject  of  the  recent  experiments  by  the  Electric  Lighting  and 
Power  Company,  and  that  the  Council  be  requested  to  ascertain  imme¬ 
diately  the  cost  of  the  three  alternative  systems  used,  and  bring  to  an 
issue  forthwith  the  question  of  adopting  one  or  the  other,  or  rejecting  all 

°^Ahi™man  Wackrill  moved  the  adoption  of  the  report.  In  regard  to 
the  electric  lighting  experiments,  he  said  that  the  Committee  thought 
there  had  been  time  for  everyone  to  judge  of  the  efiect  of  the  various 
kinds  of  lighting  tried.  This  being  so,  the  Committee  considered  the 
Council  should  take  steps  to  endeavour  to  ascertain  the  cost  of  the  three 
systems  ;  so  that  they  might  be  able  to  discuss  them  on  their  nierits.  At 
present  he  had  no  estimate  of  the  cost  of  the  systems;  and  the  Surveyor 
informed  the  Committee  that,  as  yet,  no  estimate  had  been  sent  in  by  the 
Electric  Light  Company.  He  therefore  thought  it  would  be  well  to  wait 
until  they  knew  the  actual  cost  of  the  different  systems. 

Alderman  Gilbert,  in  seconding  the  motion,  said  the  town  was 
anxiously  waiting  to  know  what  was  going  to  be  done  with  respect  to  the 
electric  lighting  experiments  which  had  been  carried  on  m  the  mam 
thoroughfare  of  the  borough.  He  happened  to  be  the  member  of  the 
Watch  Committee  who  moved  the  clause  which  suggested  that  the  tvouncii 
should  be  urged  to  at  once  put  in  action  any  powers  they  possessed  for 
bringing  the  Electric  Light  Company  “  to  book,”  as  to  what  terms  they 
were  going  to  offer  for  the  three  alternative  systems  which  had  been  tried. 
He  was  glad  that  he  succeeded  in  getting  this  clause  embodied  in  the  Com¬ 
mittee’s  report,  because  it  would  give  every  member  of  the  Council  an 
opportunity  of  saying  what  they  pleased  on  this  important  question.  Me 
believed  that  there  was  a  Committee  appointed,  before  the  9th  ult.,  to 
take  into  consideration  this  matter.  Nothing,  however,  appeared  to  have 
been  done  ;  and  he  thought  it  desirable  that  this  question  should  come 
before  the  Council  immediately.  If  some  of  them  lived  on  the  Parade 
where  he  did,  and  saw  the  continual  flickering  of  the  arc  light,  they  would 
think  it  was  quite  time  that  the  Electric  Light  Company  were  asked  what 
they  were  going  to  do.  The  Sunbeam  ’  lights  appeared,  so  far  as  he 
could  judge,  to  be  the  most  steady  light,  and  one  that  the  Council  might 
accept  if  the  terms  suited  the  ratepayers’  pockets.  The  arc  lights  gave  a 
splendid  light  when  they  were  all  right  ;  but,  at  varying  intervals  they 
gave  very  little  light  at  all,  and  then  suddenly  there  would  be  a  brilliant 
glare.  In  Bath  Street  there  were  what  might  be  called  double  burners  ; 
buttiie  ratepayers  in  that  locality  were  not  at  all  satisfied  with  them 
He  thought  it  desirable  they  should  at  once  appoint  a  Committee  to  ask 
the  Electric  Lighting  Company  to  tell  them,  in  a  very  short  time,  the  cost 
of  the  three  systems  of  lighting,  and  also  what  they  purposed  doing  in  the 

Mr  Fell  agreed  with  a  good  deal  that  Mr.  Gilbert  had  said;  but  he  did 
not  think  it  would  be  wise  to  discuss  the  matter  until  they  had  before 
them  statistics  as  to  cost. 

Mr.  Crowther  Davies  said  he  was  very  glad  to  see  the  recommendation 
of  the  Watch  Committee.  It  had  always  been  a  great  grievance  with  the 
Electric  Light  Company  that  those  who  criticized  their  systein  of  light¬ 
ing  according  to  Mr.  Chamberlain,  went  out  of  their  way  to  reflect  upon 
their  ability  as  electrical  engineers.  He  should  hesitate  very  rnuch,  either 
in  his  seat  on  the  Council  or  elsewhere,  before  he  made  a  public  reflection 
upon  a  man,  or  a  firm,  acting  in  a  business  capacity.  He  thought  there 
was  a  very  glaring  comment  upon  that  grievance  of  Mr.  Chamberlain  s  in 
the  front  of  the  Town  Hall.  It  was  expressly  stipulated,  and  it  was 
distinctly  promised,  that  the  arc  system  exhibited  by  the  Company  should 
be  as  good  as  it  could  be— that  was  to  say,  there  should  be  no  doubt  it 
should  be  presented  as  perfect  as  the  arc  system  could  be.  He  was  not 
reflecting  upon  the  electrical  skill  of  the  Electric  Lighting  Company ;  but 
he  asked  the  members  of  the  Council  to  see  the  exhibition  of  it  night 
after  night,  outside  the  Town  Hall.  There,  one  of  the  four  arc  lights  was 
invariably  unsatisfactory ;  two,  frequently ;  three,  sometimes ;  and  four, 
occasionally.  (Laughter.)  Would  anybody  think  he  was  speaking  too 
warmly,  or  with  too  much  emphasis,  when  he  protested,  in  as  firm  a 
manner  as  he  could,  against  it  being  assumed  that  the  phibition  of  these 
four  arc  lights  was  any  real  exhibition  of  what  the  arc  light  cou.d  do.  He 
thought  there  was  a  pretty  general  concensus  of  opinion  that  the  system 
in  force  in  the  Upper  Parade  afiorded  a  very  beautiful  light.  He  had  gone 
out  of  his  way  to  ascertain. informally  what  the  “  Sunbeam  light  would 
cost  if  adopted  on  the  Parade.  The  estimate  was  approximate  only;  but 
he  was  assured  that  it  came  from  head-quarters.  If  then  the  Parade  was 
efficiently  lighted  by  the  “  Sunbeam,”  it  would  cost  the  ratepayep  very 
close  upon  £600  a  year.  This  was  the  only  one  of  the  three  systems  that  was 
lik6ly  to  be  adopted  j  and  he  was  convinced  the  ratepayers  would  not 
stand  it  at  that  price.  He  was  sure  they  would  not  adopt  the  arc  system, 
which  was  one  of  the  worst  he  had  seen  *,  and  he  was  certain  they  would 
not  stand  the  old  single  light,  or  the  inefficient  double  one  in  Bath  Street. 
It  was  ridiculous  to  suppose  that  the  little  glass  globes,  with  a  little  bit  of 
red-hot  wire  inside,  would  ever  be  such  an  advertisement  as  would  attract 
people  to  Leamington.  Why  they  would  not  attract  a  moth,  much  less  a 
visitor,  (Laughter.)  He  hoped  the  Electric  Light  Company  would  be  ^-bie 
to  quote  such  a  price  for  the  “  Sunbeam  ”  light  as  the  Council  could 
accept.  But  he  was  afraid  from  what  he  heard  of  the  cost,  and  the 
frequent  renewals  of  the  filament  (which,  he  believed,  had  to  be  renewed 


every  three  months)  that  the  Company  could  not  name  a  price  which 
would  nay  properly,  and  which  the  Council  would  be  willing  to  give. 

Mr.  B.  White  said  that,  about  two  months  ago,  he  made  the  same  sug¬ 
gestion  that  had  now  been  made  by  the  Watch  Committee,  that  the  Town 
Clerk  should  ascertain  the  relative  cost  of  the  three  diSerent  systems  of 
electric  lighting ;  and  he  was  laughed  at  then.  Messrs.  Chamberlain  and 
Hookham  undertook  that  the  experiments  should  not  for  a  month  he 
regarded  as  a  breach  of  their  contract.  He  wished  to  ask  what  was  now 
the  position  of  the  Council,  as  that  month  had  long  since  expired. 

The  Surveyor  stated  that  the  month’s  experiments  agreed  upon  would 
not  end  until  the  following  Thursday  night.  ,  ■  . 

Mr  Fell  complained  tliat  some  of  the  electric  lamps  were  not  giving 
a  light  of  even  6  candles.  He  held  that  there  should  be  power  in  tlm 
contract  for  the  Corporation  to  clean  the  lamps,  and  charge  the  cost  to 
the  Company,  if  they  neglected  to  do  so.  Some  of  the  lamps  were  simply 

‘^'DriHURSFiELD  agreed  with  Mr.  Davis  that  the  arc  light  exhibited  was 
very  bad  indeed  ;  and  he  thought  that  there  were  very  much  better  arc 
systems.  If  Messrs.  Chamberlain  and  Hookham  could  supply  a  better  arc 
system,  he  should  like  to  know  what  would  be  the  cost,  particularly  as  he 
was  given  to  understand  that  the  “Sunbeam  had  this  defect,  that  the 
longer  it  was  burnt  the  dimmer  it  got,  as  the  filament  of  carbon  burot 
deposited  on  the  glass,  and  so  a  portion  of  the  light  was  obscured.  He 
understood  the  life  of  a  lamp  was  very  short,  which  made  maintenance 

and  renewals  very  costly.  ,  _  ., 

Mr.  Johnson  inquired  what  would  be  the  position  of  the  Council  on 

Thursday,  when  the  experiments  would  end.  „„.:i 

The  Town  Clerk:  You  will  have  to  revert  to  the  contract,  and  they 
will  have  to  give  you  16-candle  electric  lights.  v 

Mr.  Johnson  :  The  sooner  notice  is  given  to  stop  that  tfie  better. 

Alderman  Wackrill,  replying  on  the  discussion,  agreed  that  the  arc 
light  was  a  moat  miserable  failure.  They  were  all  apparently  pretty  well 
a-reed  as  to  which  gave  the  best  light ;  but,  before  they  could  decide  upon 
anything,  they'  wanted  to  know  definitely  what  would  be  the  cost. 

The  report  of  the  Committee  was  then  adopted. 


ALLEGED  LEAD-POISONING  BY"  THE  BRADFORD 
CORPORATION  WATER. 

A  number  of  cases  of  lead-poisoning  have  occurred  recently  in  some 
of  the  out-districts  supplied  with  water  by  the  Bradford  Corporation.  In 
addition  to  those  referred  to  at  the  meeting  of  theBirstall  Local  Board 
(noticed  below),  cases  of  lead-poisoning  have  occurred  in  the  district  of 
the  North  Bierley  Local  Board.  Dr.  Whitteron,  the  Medical  Officer  to  the 
latter  authority,  states  that  he  has  had  several  oases  reported  to  him  by 
other  medical  men  in  his  district ;  and  not  being  thoroughly  satisfied, 
after  examining  the  cases  so  reported,  that  they  were  due  to  lead-poisoning, 
he  recently  sent  to  local  analysts  two  samples  of  water  drawn  from  mams 
in  different  parts  of  his  district.  In  each  case  the  result  has  proved 
the  presence  of  lead  in  small  quantities.  Many  complaints  of  the  condition 
of  the  water  have  recently  been  made  to  medical  ofhcsrs  in  the  out- 
district  ;  and  in  almost  every  case  where  such  [is  practicable,  people  are 
ceasing  to  use  the  water.  Complaints  will  be  made  shortly  to  the  Brad¬ 
ford  Corporation  by  several  local  boards  in  the  out-districts.  , 

At  the  meeting  of  the  Birstall  LocalBoard  yesterday  week  the  Medical 
Officer  (Dr.  Forsyth)  reported  that  during  the  month  he  had  had  many 
complaints  as  to  the  quality  and  purity  of  the  town’s  water ;  and  some 
that  he  had  examined  contained  slight  traces  of  lead.  He  recommended 
the  Board  to  have  some  water  taken  direct  from  the  mains  and  examined 
by  a  public  analyst  as  to  its  purity  and  fitness  for  use.'  Mr.  Lister  said 
that  in  the  lower  parts  of  the  town  the  water  was  filthy  and  flbite 
unfit  for  man  or  beast  to  drink.  He  had  an  idea  that  the  Brad¬ 
ford  Corporation  were  not  sending  them  the  high-level  water  at  the 
present  time.  Mr.  Mason  remarked  that  the  Board  had  spent  rnuch 
money  in  appliances  for  cleansing  the  mains ;  but  for  nearly  three 
years  those  appliances  had  not  been  used.  If  they  were  used  oftener, 
the  water  would  be  improved.  Mr.  Senior  said  it  was  time  the  Board  took 
action  in  the  matter.  He  had  knowledge  as  to  one  serious  case  in 
Birstall  of  lead-poisoning.  The  man  had  been  in  Leeds  Infirmary  for  a 
month  ;  and  on  Saturday  the  Infirmary  officials  wished  to  remove  him  in 
order  to  make  room  for  thirty  like  patients  from  Pudsey,  which  was  being 
supplied  with  the  same  water  as  Birstall.  There  were  also  a  few  cases  m 
Gomersal  and  Drighlingtou  of  the  same  character.  He  moved  that 
samples  of  the  water  be  taken  before  it  entered  the  Board  s  reservoir,  and 
also  from  the  mains  in  other  parts  of  the  district,  and  analyzed  ;  the 
Water  Committee  to  take  such  further  action  as  they  thought  necessary. 

Mr  Lister  seconded  the  motion.  Mr.  Lawrenson  (Chairman  of  the  Water 

Committee)  said  he  had  not  heard  of  any  cases  in  Birstall ;  hut  he  ha,d 
from  Howden  Clough.  He  had  been  informed  that  in  the  case  referred  to 
by  Mr.  Senior,  the  man’s  illness  had  been  caused  by  his  practice  of  leaving 
water  in  a  copper  kettle  all  night  in  readiness  for  the  morning,  ihe 

motion  was  carried.  ^  t  j  i  . 

The  record  of  the  proceedings  of  the  Water  Committee  presented  at  the 
meeting  of  the  Bradford  Town  Council  last  Tuesday  contained  an  item  to 
the  effect  that  the  Town  Clerk  had  made  arrangements  for  another  visit 
to  the  Bradford  watershed  by  Dr.  Tidy,  in  order  that  tins  gentleman 
might  prepare  another  report  on  the  state  of  the  water.  The  visit  had 
been  arranged  for  the  17th  inst. ;  and  it  had  been  decided  that  the  deputa¬ 
tion  which  had  joined  him  on  the  former  occasion  should  again  accompany 
him.  Alderman  Holdsworth,  the  Chairman  of  the  Committee,  in  moving 
that  the  minutes  should  be  adopted,  said  that  no  doubt  many  of  the 
members  had  seen  a  report  in  the  newspapers  of  that  morning  with 
regard  to  lead-poisoning  from  Bradford  water  in  some  of  the  out-districts. 
So  far  as  the  Committee  were  concerned,  they  had  had  no  cornplaint 
whatever  from  these  districts.  Further  than  this,  the  water  discharged 
out  of  the  mains  contained  no  lead  whatever.  As  to  the  staternent  that 
the  water  was  filthy,  the  Committee  did  not  send  out  the  water  m  simh  a 
condition.  He  thought  that  if  the  cases  of  alleged  poisoning  had  been 
serious,  some  report  would  have  been  sent  to  the  Council.  He  considered 
that  it  was  only  right  to  allay  any  uneasy  feeling  that  might  have  arisen 
because  of  the  complaints  made.  Mr.  Hope  seconded  the  motion ,  and 
the  minutes  were  then  adopted. 

Disputed  Water-Rates  at  Skipton.— At  the  Skipton  County  Court 
last  Thursday,  the  Rural  Sanitary  Authority  of  the  Skipton  Union  sued 
Mr.  John  Coultliurst,  a  Skipton  magistrate,  for  £21  7s.  6d.,  for  water-rates 
for  three  half  years.  The  defence  was  that  the  plaintiff  had  not  had  the 
supply  of  water  to  which  he  was  entitled.  The  J udge  ruled  that  there  was 
no  case  to  go  to  the  jury ;  and  a  verdict  was  accordingly  entered  for  the 
amount  claimed.  A  counter-claim  was  then  heard,  in  which  Mr.  Coult- 
hurst  sued  the  Sanitary  Authority  for  the  sum  of  £25  damages  for  the 
needless  expense  and  inconvenience  to  which  he  had  been  put  consequent 
on  the  Authority  not  giving  him  a  proper  water  supply.  In  this  case  also 
'  his  Honour  ruled  that  there  was  no  case  to  go  to  the  jury  ;  and  a  verdict 
for  the  Authority  was  given. 
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METROPOLIS  WATER  SUPPLY. 

According  to  the  returns  furnished  to  the  Registrar-General  by  the 
London  Water  Companies,  the  average  quantity  of  water  supplied  daily  to 
the  Metropolis  during  the  past  month  was  157,969,825  gallons,  against 
154,782,305  gallons  in  the  corresponding  month  of  1887.  The  number  of 
houses  served  last  month  was  745,662,  or  212  gallons  per  house,  and 
27'2  gallons  per  head  of  the  population.  In  November,  1887,  the  number 
of  houses  supplied  was  732,120;  and  the  quantity  of  water  allowed  for  each 
person  27T  gallons.  Of  the  entire  bulk  of  water  supplied  last  month, 
78,048,405  gallons  were  drawn  from  the  Thames,  and  79,921,420  from  the 
Lea  and  other  sources. 

In  his  report  to  fRe  Registrar-General  on  the  quality  of  the  Metropo¬ 
litan  water  supply  last  month.  Dr.  E.  Frankland  observes  :  “  Taking  the 
average  amount  of  organic  impurity  contained  in  a  given  volume  of  the 
Kent  Company’s  water  during  the  nine  years  ending  December,  1876,  as 
unity,  the  proportional  amount  contained  in  an  equal  volume  of  water 
supplied  by  each  of  the  Metropolitan  Water  Companies  and  by  the  Totten¬ 
ham  Local  Board  of  Health,  was:  Tottenham,  0'7 ;  Kent,  O'S ;  Colne 
Valley,  1'4;  New  River,  2  3  ;  Grand  Junction,  3'6 ;  Southwark,  4T  ;  East 
London,  4‘4;  West  Middlesex,  4’6  ;  and  Lambeth,  4'7.  The  Thames  water 
sent  out  by  the  Chelsea,  West  Middlesex,  Southwark,  Grand  Junction, 
and  Lambeth  Companies  contained,  as  is  usual  at  this  season  of  the  year, 
a  markedly  increased  quantity  of  organic  matter,  as  compared  with  that 
in  the  samples  of  some  months  past.  The  increase  was  least  conspicuous 
in  the  case  of  the  Grand  Junction  Company’s  water.  Notwithstanding 
this  increased  proportion  of  organic  matter  in  the  river  water,  all  the 
samples  were  clear  and  bright  on  delivery.  The  water  principally  derived 
from  the  River  Lea,  and  distributed  by  the  New  River  and  East  London 
Companies,  exhibited  a  corresponding  increase  of  organic  matter;  the 
actual  proportion  present  in  the  New  River  Company’s  water  was,  how¬ 
ever,  less  than  in  any  of  the  other  river  supplies.  Both  samples  were 
clear  and  bright.  The  deep- well  waters  of  the  Kent  and  Colne  Valley 
Companies  and  of  the  Tottenham  Local  Board  of  Health  contained,  as 
usual,  only  a  very  small  proportion  of  organic  matter.  The  Colne  Valley 
Company’s  water  was  softened  by  treatment  with  lime  before  delivery, 
although  the  softening  had  not  been  carried  as  far  as  usual.” 


THE  QUALITY  OF  THE  SOUTH-WEST  SUBURBAN  WATER 
COMPANY’S  SUPPLY. 

In  the  House  of  Commons  on  Monday  last  week,  replying  to  a  question 
on  this  subject  by  Mr.  Pickersgill,  the  terms  of  which  appeared  in  our 
issue  of  the  11th  inst.  (p.  1023),  Mr.  Ritchie  said:  Two  complaints  have 
been  received  by  the  Local  Government  Board  with  reference  to  the 
quality  of  the  water  distributed  by  the  South-West  Suburban  Water  Com¬ 
pany,  who  supply  a  very  considerable  area.  The  last  of  these  complaints 
was  made  by  the  Staines  Local  Board  in  June  last.  The  Local  Board 
admitted  that  the  Company’s  water  was  periodically  analyzed  on  behalf 
of  the  Company  by  Professor  Atfleld,  who  certified  it  to  be  pure;  and  the 
Local  Government  Board  have  been  furnished  by  the  Company  with  these 
analyses,  which,  it  appears,  are  taken  monthly.  The  analysis  for  October 
certifies  that  the  sample  taken  is  a  most  excellent  sample  of  water  for 
drinking,  cooking,  washing,  and  steam  purposes  generally,  and  for  manu¬ 
facturing  operations.  The  Board  have  no  control  over  Water  Companies 
outside  the  Metropolis  similar  to  that  exercised  by  them  under  the 
Metropolis  Water  Acts.  I  am  not  aware  that  a  Local  Authority  has  power 
to  claim  the  right  of  inspecting  the  works  of  this  Company.  But  it  is  the 
duty  of  the  Company  under  the  Water-Works  Clauses  Acts  to  keep  in 
their  pipes  a  supply  of  pure  and  wholesome  water;  and  I  presume  that 
the  Company  would  be  liable  to  indictment  for  failure  to  comply  with 
this  statutory  requirement.  I  cannot  give  any  undertaking  that  the 
Government  will  propose  that  they  should  appoint  water  examiners  for 
the  Water  Companies  in  England  and  Wales  outside  the  Metropolis  ;  but 
it  may  well  be  a  question  whether,  when  County  Councils  have  been  con¬ 
stituted,  it  may  not  be  desirable  that  some  such  powers  should  be 
conferred  on  them. 


THE  NEW  WATER  WORKS  AT  RIPON. 

The  ex-Mayoress  of  Ripon  (Mrs.  Baynes)  yesterday  week  performed  the 
ceremony  of  turning  on  the  new  supply  of  water  for  the  city  of  Ripon, 
the  works  for  which  have  been  in  construction  at  Lumley  Moor,  6  miles 
from  Ripon,  during  the  last  two-and-a-half  years,  at  a  cost  of  i£25,000. 
For  several  years  the  city  has  been  supplied  with  water  pumped  from  the 
River  Ure  to  a  service  reservoir  at  Lark  Hill.  The  Ure  water  is  fairly 
pure,  and  has  about  11°  of  hardness;  but  the  cost  of  pumping  has  been 
a  constant  source  of  expense  and  annoyance  by  the  breakdown  of  the 
machinery,  to  save  renewal  of  which  the  new  works  were  undertaken. 
The  construction  of  these,  which  are  on  the  gravitation  principle,  were 
intrusted  to  Mr.  R.  Carter,  C.E.,  of  Harrogate,  and  comprised  the  build¬ 
ing  of  an  embankment  across  the  Holborn  Valley  to  intercept  the  water  of 
the  Holborn  Beck.  This,  with  the  filter  beds  and  service  reservoir  at  High 
Cross,  2  miles  from  Ripon,  was  estimated  to  cost  about  i£15,000;  but  the 
great  difficulties  met  with  in  making  the  puddle-trench  involved  addi¬ 
tional  outlay  to  the  extent  of  ^£10,000.  The  works,  as  completed,  are  of 
a  very  durable  and  permanent  character ;  and  the  reservoir  at  Lumley 
Moor  contains  at  the  present  time  quite  twelvemonth’s  supply  of  water. 
The  works  were  entirely  carried  out  during  the  three  years’  mayoralty  of 
Alderman  Baynes,  whose  term  of  office  expired  in  November  last ;  and  it 
was  thought  a  fitting  compliment  that  Mrs.  Baynes  should  be  asked  to 
turn  on  the  new  supply.  As  already  mentioned,  the  ceremony  took  place 
yesterday  week,  at  the  west  entrance  to  the  city.  There  were  present  the 
Mayor  (Mr.  H.  M.  Thirlway),  the  members  of  the  Corporation,  Mr.  Carter 
(the  Engineer)  and  a  large  attendance  of  the  public.  The  ex-Mayoress 
turned  the  valve ;  and  afterwards  offered  her  congratulations  on  the  com¬ 
pletion  of  the  scheme.  The  ceremony  of  presenting  a  silver  key  to  the 
ex-Mayoress  took  place  in  the  Town  Hall;  the  Mayor  officiating.  Aider- 
man  Baynes,  in  acknowledging  the  gift  on  behalf  of  the  ex-Mayoress, 
reviewed  the  subject  of  the  water  supply  of  Ripon  and  the  establishment 
of  the  present  works.  The  old  pumping-works,  he  said,  were  carried  out 
in  1864-5,  at  a  cost  of  4:10,000;  and  they  were  further  improved  in  1877-8, 
under  Mr.  Hawksley,  at  a  cost  of  j£8320.  Pumping  from  the  River  Ure 
was  found  to  be  unsatisfactory,  owing  to  the  liability  of  the  water  to  pollu¬ 
tion,  and  the  uncertainty  of  supply;  and  in  June,  1886,  Parliament  gave 
powers  for  carrying  out  a  gravitation  scheme.  Lord  Ripon  and  other 
land-owners  granted  the  required  facilities  ;  and  a  permanent  reservoir 
was  established,  which,  if  anything,  erred  on  the  side  of  capacity  and 
strength.  It  had  a  drainage  area  of  660  acres.  The  land  purchased  was 
48  acres,  of  which  the  reservoir  occupied  27  acres  when  full,  and  contained 
92  million  gallons  of  water  at  a  depth  of  32  feet.  The  discharging  capa¬ 
city  of  the  pipes  was  750,000  gallons  per  day ;  while  the  actual  daily  supply 
was  2(X),000  gallons.  The  reservoir  was  420  feet  above  the  city  ;  and  with 
the  breaking  of  the  pressure  at  High  Cross,  Studley,  70  feet  additional 
pressure  over  the  old  supply  was  obtained.  The  estimated  annual  charge 
during  the  next  seven  years,  including  payment  of  the  old  debt,  was 


4(2406  ;  the  income  being  £1800,  and  the  amount  to  be  charged  on  the  dis¬ 
trict  rate  4,‘006.  The  average  charge  on  the  district  rate  for  the  last  ten 
years  for  the  old  works  had  been  4(544.  There  would  be  a  great  saving  to 
the  citizens  in  the  softness  of  the  new  water  (3 ’4°)  ;  while  there  would  be 
a  daily  surplus  of  200,000  gallons  for  distribution  among  fourteen  outlying 
townships  (if  required)  at  6d.  per  1000  gallons,  which  would  increase  their 
income  largely.  At  the  close  of  the  proceedings,  the  Mayor  and  members 
of  the  Corporation  were  entertained  to  tea  by  Alderman  and  Mrs.  Baynes. 


THE  BRADFORD  CORPORATION  AND  THE  SUPPLY  OP 
WATER  IN  THE  OUTSIDE  DISTRICTS. 

Some  correspondence  has  recently  taken  place  between  the  Clerk  of  the 
Liversedge  Local  Board  (Mr.  T.  Mitcheson)  and  Mr.  W.  T.  M'Gowen,  Town 
Clerk  of  Bradford,  relative  to  the  water  supply  furnished  by  the  Corpora¬ 
tion  to  the  Local  Board  district.  In  answer  to  a  letter  Mr.  Mitcheson 
wrote  to  Mr.  M'Gowen,  asking  whether  the  Bradford  Corporation  were 
prepared  to  release  Liversedge  from  the  limits  of  their  water  supply  dis¬ 
trict,  the  'Town  Clerk  of  Bradford  wrote  to  the  effect  that  the  Water- 
Works  Committee  had  repeatedly  warned  the  Liversedge  Local  Board  of 
the  fact  that  their  water  supply  could  not  be  satisfactory  so  long  as  the 
Board  was  content  to  accept  the  leavings  of  prior  takers  of  water  on  the 
same  line  of  service  ;  and  that  the  Committee  had  as  constantly  suggested 
to  the  Board  several  alternative  means  by  which  Liversedge  could  have  a 
supply  direct  from  the  Bradford  works.  It  was  for  the  Board  to  deter¬ 
mine  which  of  these  courses  would  best  suit  them  ;  but  up  to  that  moment 
they  had  never  favoured  the  Committee  with  their  wishes.  The  Brad¬ 
ford  Corporation  were  not  willing  to  part  with  any  of  their  customers,  as 
they  were  pressed  to  undertake  water-works  far  larger  than  their  own 
immediate  requirements,  so  as  to  assist  their  neighbours;  and  having  in¬ 
curred  such  heavy  costs  and  responsibilities,  in  yielding  to  such  pressure, 
they  thought  it  most  unreasonable  that  they  should  be  asked  to  allow  a 
portion  of  their  district  of  supply  to  be  withdrawn  without  any  default  on 
their  part,  whilst  all  their  liabilities  were  to  continue.  In  answer  to  this, 
Mr.  Mitcheson  wrote,  on  the  16th  ult.,  stating  that  the  Board  could  obtain  a 
better  supply  of  water  at  a  cheaper  rate  than  Bradford  could  supply  them 
at.  In  a  letter  dated  Nov.  20,  Mr.  M’Gowen  pointed  out  that  the  water 
supplied  by  Bradford  was  exceptionally  pure ;  and  as  to  price,  possibly 
some  authority  having  surplus  water  at  the  moment  might  sell  it  at  a  loss 
in  order  to  get  a  customer.  That  would  soon  cease;  and  the  Halifax 
people,  ready  as  they  appeared  to  invade  their  neighbour’s  district,  required 
the  Liversedge  Board  to  construct  a  storeage  reservoir  at  their  own  expense 
to  eke  out  the  supply.  He  stated  also  that  Bradford  supplied  Liversedge 
with  water  when  the  latter  were  in  utter  destitution  as  to  water,  and  that 
it  was  not  usual  when  one  party  had  undertaken  costly  responsibilities  to 
assist  another,  that  the  latter  should  seek  to  evade  its  fair  reciprocal 
obligations  merely  because  somebody  else  made  an  offer  proffering  to  afford 
temporary  advantage.  When  this  correspondence  was  read  at  the  Local 
Board’s  meeting  last  week,  it  was  resolved  to  discuss  the  matter  in 
private;  and  no  intimation  has  been  given  as  to  the  conclusion  arrived  at. 


The  Charges  or  the  South  Staffordshire  Water  Company. — At  the 
meeting  of  the  Walsall  Town  Council  yesterday  week,  reference  was  made 
to  the  defeat  of  the  South  Staffordshire  Water-Works  Company’s  Bill  in 
Parliament  last  session  ;  and  Mr.  Beddows  asked  if  it  was  true  that  the 
Company  were  raising  their  rates.  The  Town  Clerk  said  that  he  had 
heard  so;  and  so  far  as  he  could  learn,  they  were  putting  up  the  price  a 
few  pence  per  quarter  on  many  houses.  The  Council  could  not  interfere; 
and  any  private  person  who  went  to  law  might  be  “landed”  in  some 
hundi'eds  of  pounds  cost  over  perhaps  Is.  a  year.  He  believed  the  Com¬ 
pany  were  taking  advantage  of  that.  In  the  course  of  the  subsequent  pro¬ 
ceedings,  it  transpired  that  the  outlay  incurred  by  the  Council  in  oppos¬ 
ing  the  Company’s  Bill  amounted  to  £1148. 

The  Proposal  to  Supply  W’'ater  Gas  at  Hawes.— Last  Saturday 
week  a  meeting  was  held  at  Hawes,  to  hear  the  report  of  the  delegates 
appointed  by  a  previous  meeting  {ante,  p.  948)  to  visit  Leeds  Forge,  and 
report  upon  the  practicability  of  lighting  Hawes  with  water  gas.  The 
report  was  summed  up  as  follows  : — “  In  conclusion  we  give  it  as  our 
opinion  that  on  the  following  points  water  gas  has  a  distinct  advantage 
over  coal  or  any  other  gas  with  which  we  are  acquainted : — (1)  Less  labour 
is  required  in  its  manufacture,  on  account  of  the  less  complicated  nature 
of  the  producing  apparatus  and  the  rapidity  with  which  the  gas  is  pro¬ 
duced  ;  (2)  the  absence  of  all  bad  smells  about  the  gas-works,  which  would 
allow  them  to  be  placed  in  any  position  without  creating  a  nuisance  ;  (3) 
the  quality  of  the  light  is  much  better — it  is  steadier  and  purerthan  that 
of  ordinary  coal  gas,  while  there  are  no  bad  smells  given  off  in  a  close 
room  ;  (-1)  by  reason  of  the  above  absence  of  smell  and  the  greater  heating 
power  of  water  gas,  we  are  of  opinion  that  it  is  admirably  suited  for  heat¬ 
ing  and  cooking  purposes,  and  we  think  that  in  this  direction  it  will  be 
much  more  extensively  used  than  coal  gas ;  it  is  also  claimed  for  it  that 
it  is  superior  to  coal  gas  for  use  in  gas-engines.  The  only  disadvantage 
we  notice  in  the  water  gas  as  compared  with  coal  gas  is  the  requirement 
of  the  magnesium  combs,  which  are  necessary  to  be  removed  at  periods 
of  about  100  hours  of  actual  burning.  But  as  they  are  so  very  cheap  and 
so  easily  adjusted,  we  do  not  attach  much  importance  to  it  as  against  the 
above  advantages.  On  the  whole,  our  conclusion  is  distinctly  in  favour 
of  water  gas  as  compared  with  coal  gas.” 

Mr.  S.  R.  Ogden  on  Gas  Making. — By  invitation  of  Mr.  S.  R.  Ogden, 
the  Engineer  of  the  Blackburn  Corporation  Gas-Works,  the  members  of 
the  Blackburn  Literary  Club  last  Friday  week  visited  the  Addison  Street 
station  of  the  Corporation.  The  party  were  conducted  round  the  works 
by  Mr.  Ogden  and  his  son,  who  afforded  ample  explanations  of  the  part 
played  in  the  manufacture  of  gas  by  the  different  portions  of  the  plant. 
After  the  inspection,  the  company  were  entertained  to  tea  by  Mr.  Ogden, 
who  subsequently  delivered  a  lecture  in  the  Literary  Club  Rooms,  on 
“-Gas  and  Gas  Making.”  The  first  part  of  the  lecture  was  devoted  to  a 
historical  narrative  of  the  progress  of  gas  lighting — from  the  time  of 
Murdoch  down  to  1818,  when  gas-works  were  established  in  Blackburn  by 
a  private  Company,  with  a  capital  of  only  a  few  thousand  pounds.  At 
the  present  time,  said  Mr.  Ogden,  the  capital  of  the  Corporation  gas-works 
amounts  to  £340,000.  The  Company  made  no  profit  for  six  years.  There 
were  no  meters  then ;  and  the  price  of  gas  was  fixed  by  the  number  of 
jets  used,  and  the  number  of  hours  it  was  agreed  the  gas  should  burn. 
When  meters  were  first  put  into  use,  the  price  of  gas  was  fixed  at  12s.  per 
1000  cubic  feet.  Mr.  Ogden  then  pointed  out  how  gas  was  made— tracing 
the  manufacture  of  the  gas  from  the  retorts  until  it  entered  the  mains  for 
distribution  to  the  consumers.  He  said  it  is  calculated  that  there  are 
about  100,000  gas-jets  in  use  in  Blackburn,  and  remarked  that  consumers 
sometimes  lost  20  and  40  or  even  60  per  cent,  of  the  illuminating  power 
through  the  use  of  ill-contrived  burners.  At  the  close  of  the  lecture, 
votes  of  thanks  were  given  to  Mr.  Ogden  for  his  kindness  and  hospitality, 
and  to  the  Chairman  of  the  Gas  Committee  (Alderman  Thompson)  and 
the  members  for  granting  permission  to  visit  the  works. 
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THF.  detection  of  wateb  leakage  and  waste. 

The  Edinburgh  Water  Trust  and  Waste-Water  Meters. 

The  Edinburgh  Water  Trust,  at  their  meeting  on  Thursday  last, 
re^Bed  a  report  from  their  Engineer  (Mr.  B.  Coyne,  C.E.)  embodying 
the  results  obtained  in  some  experiments  with  waste- water  meters.  The 
rSort  stated  that  test  meters  hL  been  put  on  ^tretservi^pi^^^^ 

which  supply  various  individual  houses,  and  also  on  the  inain-pipes  which 
Supply  certain  small  districts.  Before  doing  so,  a  care  u  inspection  o 
the  water-fittings  was  made  in  the  various  houses,  with  the  ot 

having  any  faulty  apparatus  repaired  ;  so  that  tbem  f 

from  defective  apparatus  when  the  ineters  were  fixed. 
afterwards  inspected  at  midnight,  and  were  found 

proving  that  there  was  no  waste  from  either  the  pipes  or  the  apparatus. 

A  meter  was  connected  to  a  house  in  Douglas  Crescent  ^having  ten  in¬ 
mates  LXding  servants),  for  a  period  of  27  days.  The  daily  average 
consumption  pfr  head  was  42  gallons ;  and  the  maximum  OTnsumptmn 
tier  head  in  one  day  was  57  gallons.  A  meter  was  connected  with  a  house 
m  the  Eglinton  Crescent  district  (having  17  inmates)  for  twelve  days. 

The  daily  consumption  per  head  on  an  average  equalled  30  gallons,  and 
the  maximum  consumption  in  one  day  was  36;  47  gallons  per  head  (^n 
another  house  in  this  district  (having  twelve  inmates)  a  meter  was  put 
on  for  20  days ;  and  the  average  consumption  per  head  per  day  was 
40  gallons:  and  the  maximum  daily  consumption  per  head  was  l5  83 
gallons.  To  a  house  in  the  Drumsheugh  district  (having  21  inmates  a 
meter  was  put  on  for  31  days.  The  daily  average  consumption  per  head 
was  46  gallons ;  and  the  maximum  daily  consumption  per  head  was 
72*38  gallons.  In  the  Dean  district,  for  a  house  having  nine  inma^s,  a 
meter  was  put  on  for  30  days.  The  average  daily  consumption  per  head 
was  31-8  gallons:  and  the  maximum  daily  consumption  per  bead 
was  46‘6  gallons.  A  meter  was  connected  with  a  house  in  the  Char¬ 
lotte  Square  district  (having  eleven  inmates)  for  20  days.  The  aver¬ 
age  daily  consumption  per  head  was  55  gallons ;  and  the  maximum  daily 
consumption  ner  head  was  61'8  gallons.  For  another  house  in  the  same 
district  (having  six  inmates)  a  meter  was  put  on  for  20  days.  The  average 
daily  consumption  per  head  was  85-2  gallons;  the  mpimum  daily 
consumption  per  head  was  97-5  gallons.  _  In  regard  to  the  district  meters, 
one  governed  for  20  days  the  north  section  of  Magdala  Crescent,  contain 
ing  a  population  of  76.  The  average  daily  consumption  per  head  was  46 
gallons ;  the  maximum  daily  consumption  per  head,  54 '2  gal  ons.  In  the 
Eglinton  Crescent  (population,  197),  a  meter  was  fixed  for  21  days.  The 
average  daily  consumption  per  head  was  44-2  gallons ;  and  the  maximum 
dluy  consumption  per  head,  52  4  gallons  In  a  trial  in  the  Belgrave 
Crescent  district,  with  a  population  of  672,  the  average  daily  consumption 
per  head  was  48 '8  gallons;  and  the  maximum  daily  consumption  per 
head,  52-5  gallons.  In  the  course  of  the  discussion  which  fohowed,  it^  was 
stated  that  there  was  absolutely  no  waste  brought  out  in  Mr.  Coyne  s  re¬ 
port— the  water  was  all  consumed  within  the  houses.  In  moving  the 
adoption  of  the  report,  Bailie  Archibald  explained  that  one  of  the 
reasons  why  they  did  not  accept  the  ofier  of  the  Deacon  Meter  Company 
to  provide  certain  meters  free  of  charge  was  that  they  wished  to  be  inde- 
nendent.  Another  reason  was  that  they  had  plenty  of  water  just  now— 
—millions  of  gallons— running  over,  obviating  the  necessity  of  their  gmng 
in  for  any  large  expenditure  in  the  checking  of  waste.  He  did  not  thiuK 
they  should  run  away  with  the  idea  that,  because  there  had  been  excessive 
waste  detected  in  other  towns,  the  same  waste  existed  in  Edinburgh.  There 
was  waste,  no  doubt,  in  even  the  best  regulated  supply  ;  but  he  could  not 
believe  for  a  single  moment  that  anything  like  half  of  the  supply  was 
absolutely  wasted.  They  had  been  told  that  Manchester  and  Liverpool 
had  done  great  wonders  with  this  meter  ;  but  these  towns  brought  them 
selves  to  a  water  famine  by  trusting  too  much  to  the  Deacon  meters. 
However,  these  large  towns  such  as  Manchester,  Liverpool,  and  Glasgo^ 
were  not  now  trusting  to  the  Deacon  or  any  other  meter.  Glasgow,  with 
their  experience  of  the  Deacon  meter,  had  deemed  it  expedient  to  go  to 
Loch  Katrine  for  an  additional  50  gallons  per  head,  and  at  an  expenditure 
of  one  million  pounds.  There  the  supply  was  50  gallons  per  head  per  day, 
of  which  15  gallons  were  used  for  trade  purposes.  The  city  was  at  present 
bringing  in  a  new  supply  at  a  cost  of  £100,000.  As  near  as  they  could 
estimate,  the  Edinburgh  supply  for  public  sanitary  purposes  amounted 
to  10  or  12  gallons  per  head.  Manchester  (which  last  year,  and  even  this 
year  up  till  the  summer,  experienced  a  water  famine)  was  now  making 
provision  for  an  additional  50  million  gallons  per  day  from  Thirlmere,  at 
a  cost  of  about  4i  million  pounds  sterling.  Liverpool  was  also  providing 
an  additional  supply  of  40  million  gallons  daily,  at  a  probable  cost  ot 
two  million  pounds.  Comparing  rates,  the  rate  m  Edinburgh  Y®'® 
the  pound;  while  in  Manchester  it  was  9d.,  ^n^  II*,®  P^I^Lc  ' 

He  thought  Edinburgh  had  great  reason  to  be  thankful  for  abuudanc 
and  purity  of  its  supply  of  water ;  and  they  need  not  be  alarmed  or  believe 
that  one-half  of  it  was  going  to  waste.  The  report  was  adopted. 

The  “Scotsman”  and  the  Use  of  the  Deacon  Meter. 

Concerning  the  utility  of  the  Deacon  meter  for  the  detection  of  water 
waste  and  leakage,  additional  letters  to  those  already  published  (ante,  p.  993) 
have  appeared  in  the  Scotsman. 

Brief  but  satisfactory  testimony  of  the  usefulness  of  the  system  is  afiorded 
by  the.  General  Superintendent  of  the  East  London  Water- Works  Company 
(Mr.  H.  A.  Hebeler),  who  states  that  in  the  districts  governed  by  the  meters, 
the  consumption  of  water  per  day  per  head  of  the  whole  Yth 

before  the  application  of  the  system,  26-53  gallons  ;  and  after  a  thorough 
inspection  by  means  of  the  meters,  16- U  gallons— a  saving  of  10  39  gal¬ 
lons  per  head  per  day.  The  area  treated  had  a  population  of  68,808 

Mr^  J  M.  Bestler,  M.  Inst.  C.E.,  the  Engineer  of  the  Southwark  and 
Vauxhall  Water  Company,  has  also  communicated  his  experience  with 
the  Deacon  meter.  He  says  that  for  the  last  five  years  his  Company  had 
been  gradually  introducing  the  constant  supply  to  their  districts ,  laying 
during  that  time  transferred  nearly  50,003  houses,  and  at  the  present  time 
have  110  meter  districts  controlled  by  waste-water  meters.  The  quantity 
of  water  supplied  by  the  Company  averages  30  galloM  per  head  per  day 
for  the  whole  of  their  district ;  but  for  the  month  of  November,  the 
average  daily  supply  per  head  for  the  103  meter  districts  working  o 
constant  supply  was  18-87  gallons.  For  the  same  month  of  1887,  the 
average  daily  supply  per  head  to  the  65  meter  districts  working  on  con¬ 
stant  supply  was  21-73  gallons;  and  for  November, 

the  34  meter  districts  working  on  constant  supply  was  22  3.^  gallons.  He 
is  of  opinion  that  if  the  constant  supply  had  been  given  to  those  districts 
without  the  aid  of  the  waste-water  meter,  it  could  only  have  been  aone 
by  there  being  a  great  increase  on  the  average  of  30  pllons  per  head  per 
day,  instead  of  the  decrease  as  shown.  He  mentioned  that  the  Company 
propose  to  transfer  18,000  more  houses  during  next  year,  and  that  waste- 
water  meters  will  be  fixed  for  the  whole  of  these.  .  , 

Mr.  W.  de  Normanville,  Assoc.  M.Inst.  C.E. ,  the  Borough  En^gineer  of 
Leamington,  describes  the  invention  as  “  most  valuable,’  and  the  results 
obtained  at  Leamington  support  this  assertion.  He  says  that  the  meters 
were  fixed  early  in  the  year  ;  but  they  have  only  been  used  intermittently 
_ practically  for  about  six  months.  They  have  been  especially  useful  in 


pointing  out  defective  ball  hydrants  the  waste  from  which  was  running 
away  underground,  and  was  thus  unknown.  More  than  100  °ase®  liave 
thus^ been  detected.  The  following  table  shows  the  comparative  consump¬ 
tion  of  water  in  the  town  before  and  after  the  application  of  the 
Half  the  meters  were  fixed  November,  1837  ;  the  rest  m  February,  1883. 

Consumption  of  JVuter  in  Gallons  pen  Soud  pot  Day. 


January 
February 
March 
April  . 
May  . 
June  . 
July  . 
August 
September 
October  . 
November 
December 


1886. 

1887. 

23-7 

23-4 

23-9 

21-1 

21-5 

22-2 

21-3 

22-3 

’ 

20-6 

24-3 

24-9 

27-6 

23-5 

26-6 

.  24-2 

24-0 

.  23-0 

24-4 

.  22-0 

24-2 

.  23-6 

19-7 

.  22-0 

20-2 

_ 

■ 

Average . 

.  22-8 

23-3 

1888. 

18-8 

17- 5 
16-1 
17-0 

18- 0 
18-1 

16- 5 

17- 7 
19-4 
17-0 
15-8 


17-1 


In  the  middle  of  the  current  year  the  meters  were  not  used,  nor  any  in- 

®^A  mTrke^decreaL  in  the  quantity  of  water  ^ 

■noDulation  since  the  Deacon  system  has  been  in  use  in  Penzance  is  re 
poHed  by  thrLrough  Surveyor  (Mr.  G.  H.  Small).  This  gentleman 
gives  a  table  showing— (1)  The  average  rate  of  supply  per  head  per  day  for 

Irst  seven  days  of  testing  in  the  borough ;  *1^®  the  rate  o^f 

ner  head  per  day  for  the  first  seven  days  in  May,  1888  ,  and  (3)  the  rate  ol 
Supply  per  head  per  day  on  Nov.  21,  1888.  With  respect  to  the  last 
coluUn,^the  records  are  generally  higher  than  ’^®'TaD  as  accountmg 
for  the  excess,  he  says  the  Water  Inspector  has  reported  sufficient  defects 
in  services  to  cover  it,  and  these  are  in  process  of  being  remedied. 

Total  Supply  in  Gallons  per  Head  per  Day. 


District. 

Popula¬ 

tion. 

Date  of  First 
Testing. 

Rate  per 
Head  per 
Day  (aver¬ 
age  of  first 

7  Days) 

Rate  per 
Head  per 
Day, 

May,  1888 
(average  of 
first7Days). 

Rate  per 
Head  per 
Day, 

Nov.  21, 
1888. 

Market  Jew  Street  . 

Alverton  . 

Folly . 

Queen  Street  .  .  • 

Bread  Street  .  .  . 

Clarence  Street  .  . 

Windsor  Terrace  .  . 

Taro veor  Road.  .  • 

Chapel  Street  . 

1450 

1200 

1500 

1530 

590 

150 

290 

2750 

1450 

Dec.,  1886 
May,  1887 
May,  1887 
May,  1887 
May,  1887 
May,  1887 
May,  1887 
May,  1887 
Nov.,  1887 

47-14 

35-45 

44-73 

32-23 

67-38 

27- 55 
38-00 
88-06 

28- 25 

24-58 

16- 39 

17- 96 
17-24 
26-88 
20-87 

15- 66 

16- 34 
11-29 

24-89 

18- 25 
21-40 

18  56 
36-27 
30-60 
17-82 

19- 25 
14-91 

Deductions  in  Price.— The  Directors  of  the  Oxford  Gaslight  Company 
have  decided  to  reduce  the  price  of  gas  on  the  1st  prox.  from  2s^8d.  to 

L  6d.  per  1000  cubic  feet. - The  substantial  reducteon  of  6d.  per  1000 

cubic  fLt  (from  3s.  6d.  to  33.)  is  announced  as  from  the  end  ol  tlie  cur- 
reni  quarter  by  the  Directors  of  the  Bromley  Gas  Consumers’  Company 

_ The  price  of  gas  in  the  Cranhrook  Gas  Company  s  district  has  recently 

been  reduced  to  Ss.  per  1000  cubic  feet. 

■pnriTincirrt  TlXTENSION  OF  THE  COLNE  LoCAL  BoABD  GaS-WoRKS.— 
Yesterday  week,  at  the  meeting  of  the  Colne  Local  Board  a  report  was 
presented  by  the  Gas  and  Lighting  Committee,  from  which  it  appeared 
that  negotiations  had  been  entered  into  for  the  purchase  ^he  Spring 
House  estate  for  gas-works  extensions  ;  and  the  Clerk  read  J 
Messrs.  Hitchen,  Son,  and  Lancaster  ofiering  the  property  for  L2000.  It 
was  decided  that  the  Clerk  should  reply  agremng  to  the  price,  subject  to 
the  Board  procuring  the  necessary  powers  to  effect  the  purchase. 

Bfidivg  Corporation  Water  Supply.— At  the  meeting  of  the  Beading 

S.  c.h  it  ... 

SoZ^  Iltema"  M  pr.viou.ly  b... 

Chairman  of  the  Water  Committee,  in  proposing  the  adoption  T 

SSSe^liSt  Zro-.  o. 

resolution,  which  was  unanimously  agreea  to.  .  ,  .uo 

•Northern  Coal  Trade.— The  demand  which  usually  sets  in  before  the 

the  range  of  freight  for  steamers  is  easier,  there  has  been  advantage  taken 
^hLeof  Ld  mufh  more  coal  has  been  sent  out-indeed,  it  is  ye^ra  since 
the  shinments  ot  gas  coal  from  Durham  have  been  as  heavy  as  they  were 
iLt  week  Prices  vLyf  but  an  idea  of  how  they  are  going  maybe  gained 
remThe  fact  tha?  a^a'rge  contract  for  an  Italian  town  is  now  under  dis^ 
cussion,  and  there  have  been  tenders  sent  ^  shipment 

consumption  will  have  been  passed  locally  at  least. 
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NOTES  FKOM  SCOTLAND. 

(from  our  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

Although  Mr.  Defries  s  extraordinary  statements  in  his  comparison 
between  gas  and  oil  have  been  sufficiently  exploded  by  the  article  in  this 
week  s  Journal,  I  am  anxious  to  show  how  the  question  is  affected  by  the 
state  of  matters  in  this  district.  Mr.  Defries  said  “  he  was  not  going  to 
prove  his  case  by  theories,  but  by  absolute  facts  which  he  was  prepared 
to  verify.  In  what  I  write,  I  shall  only  rely  upon  “  absolute  facts,  which  I 
have  verified.  He  “  took  it  for  the  purposes  of  his  demonstration  "  that 
public  gas-lamps  cost  £‘3  10s.  in  large  towns,  and  that  the  average  cost  all 
j^i.1  ^  kingdom  was  M'S  12s_.  Od. ;  the  price  including  the  supply  of  gas 
and  the  necessary  labour  to  light,  extinguish,  and  clean  the  lamps.  To 
similarly  furnish  oil-lamps,  he  found  the  cost  to  be  as  nearly  as  possible 
^2  7s.  per  lamp  per  annum.’*  Now  the  facts  with  regard  to  Edinburgh 
are  that  there  were,duriug  the  year  from  May  15,  1887,  to  May  15,  1888, 
yi8J  public  lamps  muse,  for  the  supply  of  gas  to  which  the  Edinburgh 
gaslight  Company  were  paid  i‘7519 ;  and  for  the  same  period  the  charge 
incurred  in  lighting,  extinguishing,  and  cleaning  the  lamps  was  i-3464 — ■ 
makmg  together  iTO, 983.  Ihis  works  out  at  23s.  Gd.,  or  exactly  half  what 
Mr.  Defries  admits  is  the  cost  of  oil  lighting.  I  do  not  wish,  however,  to 
draw  an  unfair  comparison  between  the  two  systems  of  lighting  ;  and  so  I 
admit  that  one-half  of  the  lamps  in  Edinburgh  are  extinguished  after 
midnight.  Adding  on  that  account  one*fourth  more  to  the  charge 
g8,8  which  would  have  been  burned  had  the  lamps  remained 
alight  till  sunrise,  the  total  charge  for  gas  would  be  £*9398  ISs., 
^^ich  would  work  out  at  283.  per  lamp  per  annum,  or  still 
19s.  less  than  the  sum  which  Mr.  Defries  considers  a  very  moderate  one 
for  oil  lighting.  This  means  that  in  Edinburgh,  if  oil  were  adopted  for 
o  public  streets,  the  charge  would  be  raised  from  £10,983  to 

£18,438,  Leaving  the  domain  of  “absolute  facts”  for  that  of  reason,  if 
taken  as  a  typical  case,  and  Mr.  Defries’s  estimate  of 
£822, oOO  to  light  the  whole  public  lamps  in  the  United  Kingdom  with 
oil  be  correct,  then,  to  retain  gas  lighting  would  not  entail  a  charge,  as 
he  puts  it,  of  £1, 2Gb, 750  per  annum,  but  only  of  £492,127  j  or  a  saving,  as 
9^  £330,373,  instead  of,  as  he  says,  an  annual  loss  of 
£446,2o0.  The  quality  of  the  two  lights,  Ido  not  refer  to,  because  W'e 
have  no  public  oil  lighting  in  this  neighbourhood;  but  I  may  say,  before 
closing  this  paragraph,  that  the  advocates  of  oil  lighting  can  scarcely 
obj^t  to  Edinburgh  being  taken  for  the  purpose  of  illustrating  the  value 
of  the  two  methods  of  lighting.  In  the  first  place  gas  is  dear  in  it — the 
rate  for  public  lighting  being  Ss.  3d.  per  1000  cubic  feet,  less  2J  per  cent, 
discount ;  and  thus  no  advantage  is  gained  by  gas  lighting  in  the  com¬ 
parison.^  In  the  next  place,  the  city  lies  close  to  the  largest  oil-producing 
district  in  Britain  ;  and  therefore  oil  has  all  advantages  possible. 

Since  writing  the  above  remarks,  I  have  learned  that  a  beginning  is 
1-  oil  lighting  in  my  district.  At  a  meeting  of  the  Alyth 

Police  Commission  on  Monday,  it  was  stated  by  Mr.  Dowe,  the  Convener 
of  the  Lighting  Committee,  that  he  had  been  unable  to  effect  some 
siT^S^sted  alteration  in  street  lighting,  because  the  Gas  Company  declined 
to  make  the  necessary  connections.  This  was  supplemented  with  the 
information  that  in  Dunoon,  17  out  of  245  public  lamps  are  lighted  with 
oil ;  and  Mr.  Lowe,  at  his  own  request,  was  allowed  to  put  up  “  one  good 
oil-lamp,  in  order  to  test  the  result.”  If  the  lamp  be  no  better  than  those 
in  use  at  Dunoon,  which  were  stated  to  cost  49.  per  lamp,  it  is  not  difficult 
to  foretell  that  the  result  cannot  be  very  satisfactory. 

Regarding  the  use  of  Deacon  meters  for  the  discovery  of  waste  and 
leakage  of  water,  as  readers  of  the  Journal  are  aware,  the  Scotsfiian  has 
strongly  urged  the  adoption  of  the  system  in  Edinburgh,  and  has 
characterized  41  gallons  per  head  per  day  as  a  “  monstrous  consumption.” 
A  little  touch  of  humour  has  been  introduced  by  the  ^Vater  Trustees  into 
the  experiments  they  have  been  making  with  these  meters.  One  of  them 
was  fixed  on  the  service-pipe  supplying  the  house  of  one  of  the  proprietors 
of  the  Scotsman  f  and  the  result  has  been  to  show  an  average  daily  con¬ 
sumption  in  that  dwelling  of  46  gallons  per  head  ;  and  a  maximum 
consumption  of  72'38  gallons.  In  reply,  the  Scotsman  impugns  the 
accuracy  of  the  report,  contending  that  the  consumption  attributed  to  the 
house  was  well  nigh  four  times  the  actual  consumption,  and  that  the 
number  of  inhabitants  had  not  been  ascertained  and  the  number  given 
was  misleading. 

Montrose  has  just  added  an  addition  to  the  resources  of  its  water 
supply,  which  renders  the  town  one  of  the  most  desirably  situated  in  that 
respect.  The  supply  is  obtained  by  pumping;  and  the  new  apparatus 
consists  of  the  substitution  of  a  turbine  for  an  ordinary  water-wheel  to 
furnish  the  motive  power  for  the  three  pumps  employed.  It  gives  50- 
horse  power,  or  three  times  the  power  of  the  old  water-wheel.  A  supply 
of  500,000  gallons  per  day  is  provided  for,  or  about  double  the  present 
requirements  of  the  town. 

The  Peebles  Police  Commission  have  been  strongly  urged  by  Professor 
Veitch,  of  Glasgow,  to  oppose  the  Edinburgh  proposal  to  take  in  the 
Manor  water  supply.  The  burgh  of  Peebles  is  supplied  from  the  Manor  ; 
and  the  Professor  is  afraid— unnecessarily,  I  think— that  the  interests  of 
the  town  would  suffer  by  the  abstraction  of  a  large  quantity  of  water  for 
Edinburgh.  The  Police  Commissioners,  while  not  appearing  to  share  his 
alarm,  have  instructed  their  Clerk  to  make  inquiries,  so  that  they  may 
make  up  their  mind  as  to  whether  they  should  endeavour  to  secure  the 
whole  of  the  Manor  supply  to  themselves. 

The  proposal  to  extend  the  water  supply  of  Kinghorn,  which  I  men¬ 
tioned  last  week,  is  threatened  with  opposition  at  the  hands  of  the  Burnt¬ 
island  Oil  Company,  who  are  proprietors  of  the  ground  required  for  the 
new  reservoir.  The  Company  wrote  to  the  Town  Clerk,  asking  if  the 
Council  would  grant  them  certain  concessions,  including  water  free  of 
charge  for  their  works  and  workmen’s  houses.  To  this  the  Town  Clerk 
replied  that  he  could  not  recommend  the  Council  to  grant  the  concessions, 
because  it  would  be,  in  effect,  handing  over  their  water  rights  to  the  Com¬ 
pany.  Thereupon  the  Directors  of  the  Company  resolved  to  give  the  most 
unqualified  opposition  to  the  scheme  in  all  its  stages.  The  Town  Council 
are,  however,  to  proceed  with  the  undertaking. 


(FKOM  OUB  GLASGOW  COKRESPONDENT.) 

Glasgow,  Saturday. 

Last  Monday  was  at  times  the  foggiest  day  known  in  the  Glasgow 
district  for  a  number  of  years ;  and  the  consequence  was  that  a  very  great 
demand  was  made  upon  the  supply  powers  of  the  three  gas-works  belong¬ 
ing  to  the  Glasgow  Corporation  Gas  Commissioners.  The  amount  of  gas 
delivered  into  the  city  and  suburbs  over  a  period  of  24  hours  was 
16,071,000  cubic  feet ;  whereas,  for  the  corresponding  period  of  last  year,  it 
did  not  exceed  14,788,000  feet.  But  yesterday’s  delivery  even  exceeded  this 
enormous  total ;  audit  really  “  beats  the  record,”  in  respect  of  the  largest 
days’  deliveries  in  recent  years ;  inasmuch  as  it  amounted  to  16,447,000 cubic 
feet.  The  greatest  consumption  on  any  one  day  in  1887  was  16,287,000  feet  ; 
and  the  date  was  the  2l8b  of  December — the  day  immediately  preceding  the 
shortest  day.  In  the  year  1836,  the  largest  amount  of  gas  delivered  in  a  24- 
hour  period  was  16,266,000  feet ;  and  in  the  preceding  year  it  was  14,718,000 


feet.  It  is  somewhat  difficult  to  account  for  the  enormous  delivery 
yesterday.  The  morning  remained  dark  for  a  long  time,  but  there  was 
practically  no  fog;  and  had  it  been  a  really  cold  December  day, 
instead  of  a  mild  one,  as  was  the  case,  it  is  probable  that  the  consumption 
of  gas  would  have  been  decidedly  greater.  The  whole  week  has  been 
characterized  by  a  large  daily  consumption— 15,282,000  cubic  feet  on 
Tuesday,  15,523,000  feet  on  Wednesday,  and  15,514,000  feet  on  Thursday. 
For  the  production  of  the  gas  represented  by  the  five  days’  figures  just 
given,  there  have  been  in  use  rather  over  1700  retorts,  many  of  which  at  the 
Dawsholm  works,  however,  are  much  above  the  average  size.  At 
the  three  works  there  are  available  for  gas  making  nearly  230) 
retorts,  and  the  total  producing  power  may  be  set  down  at  about 
17,400,000  cubic  feet,  or  scarcely  a  million  feet  more  than  the  maximum 
daily  consumption.  The  gasholder  capacity,  on  the  other  hand,  is  only 
about  12,000,000  cubic  feet;  so  that  on  that  matter,  it  is  quite  evident 
that  the  Corporation  Gas  Committee  have  got  some  work  before  them  to 
be  done.  In  connection  with  the  large  daily  deliveries  of  gas  to  the  con¬ 
sumers,  it  is  worthy  of  mention  that  the  illuminating  power  has  been 
decidedly  higher  than  what  some  persons  would  have  us  to  believe. 
Instead  of  being  down  at  22  standard  candles,  it  has  been  registered  this 
week  at  233,  237,  24'5,  and  246  candles;  indeed,  taken  over  all,  and 
when  used  with  really  good  burners,  the  gas  now  available  for  consumer.s 
is  of  excellent  quality,  giving  a  very  fine  white  light.  Of  course,  the  pro¬ 
duction  of  gas  of  such  high  quality  involves  the  use  of  a  certain  propor¬ 
tion  of  rich  cannel  coal. 

It  might  here  be  worth  while  to  mention  a  few  statistics  as  to  the 
recent  monthly  consumption  of  gas  in  the  Glasgow  area  of  distribution. 
In  September,  the  deliveries  amounted  to  189,138,000  cubic  feet,  as  com¬ 
pared  with  173,965,000  feet  in  the  corresponding  month  of  1687.  This 
was  an  increase  of  15,173,000  feet.  In  the  succeeding  month  (October),  the 
consumption  amounted  to  285,959,000  feet,  against  253,165,000  in  October, 
1887.  Thus  showing  an  increase  for  the  month  of  32,794,000  feet.  Last 
month  the  deliveries  reached  the  grand  total  of  366,781,000  feet ;  whereas 
in  November  of  last  year,  the  total  was  341,696,000  feet— the  increase 
for  the  month  amounting  to  24,885,000  feet. 

Referring  to  ex-Bailie  Crawford’s  remarks  about  “  the  tyranny  of  a 
ring  of  coalmasters  who  were  possessed  of  the  coal  necessary  for  the  pro¬ 
duction  of  the  higher  quality  of  gas,”  which  were  included  in  the 
opening  paragraph  of  my  last  budget  of  “  Notes,”  1  am  assured,  by  a 
gentleman  who  ought  to  know,  that  no  such  “  ring  ”  has  ever  existed 
arnongst  those  coal-masters ;  and  that  so  far  from  any  such  combination 
existing,  the  coal-masters  who  deal  in  the  richer  cannels  are  hardly  on 
speaking  terms  with  each  other.  Mr.  Crawford  may  not  deem  it  worth 
his  while  to  say  anything  in  support  of  the  statement  which  he  made 
on  this  matter  last  night  week. 

On  Thursday  night  no  little  surprise  was  caused  in  the  town  of  Falkirk 
on  account  of  the  comparative  weakness  of  the  gas  supply,  more  especially 
in  the  northern  portions  of  the  burgh.  In  almost  every  case  jets  were 
reduced  to  nearly  single-candle  power;  and  in  some  places  the  lights  went 
out  entirely.  As  a  natui’al  consequence,  a  considerable  amount  of  inconve¬ 
nience  was  felt.  It  is  stated  that  the  deficiency  in  the  supply  of  gas  was 
due,  not  to  any  actual  scarcity,  or  to  fault  on  the  part  of  the  management, 
but  to  the  fact  that  the  main  gasholder  at  Canalside  failed  to  sink  as  the 
gas  left  it;  thus  preventing  the  supply  getting  into  the  distributing  plant. 
From  some  unknown  cause,  the  chains  and  pulleys  had  got  out  of  gear. 
After  some  considerable  trouble  this  state  of  things  was  rectified  ;  and 
the  supply  of  gas  was  continued  as  usual.  It  may  be  added  that  before 
the  gasholder  was  righted,  a  large  quantity  of  gas  had  escaped,  and  had 
the  East-end  works  not  been  in  operation  at  the  time,  the  town  would 
have  been  temporarily  in  total  darkness. 

I  have  pleasure  in  stating  the  vacancy  in  the  gas  examinership  at 
Paisley,  caused  by  the  death  of  Dr.  Wallace,  was  filled  up  last  Tuesday 
morning,  by  the  appointment  of  Mr.  R.  R.  Tatlock,  one  of  his  former 
partners.  The  salary  attached  to  the  office  is,  I  believe,  £50  a  year. 

At  Johnstone  the  men  employed  in  the  gas-works  have  just  had  their 
wages  increased  to  the  extent  of  a  shilling  per  week.  At  their  monthly 
meeting  on  Monday,  the  Johnstone  Gas  Commissioners  were  informed  by 
the  Gas  Committee  that  the  highest  offer  received  for  the  secondary 
products  was  that  of  the  Glasgow  Gas  Residual  Products  Company.  It 
was  £290  for  the  year;  being  an  increase  of  £50  over  last  year’s  price. 
The  offer  was  accepted. 

Inconsequence  of  the  fire  at  the  Glasgow  General  Post  Office,  through 
some  defect,  it  is  believed,  in  the  electric  light  fittings,  about  150  Defries 
oil-lamps  have  been  introduced— each  of  about  100-candle  power.  These 
are  to  remain  in  use  till  the  electric  light  is  again  put  in  thorough 
working  order.  It  may  be  remembered  that  the  Glasgow  Post  Office  was 
the  first  establishment  of  the  kind  to  be  lighted  with  electricity ;  but  the 
so-called  “  light  of  the  future  ”  has  not  been  an  unalloyed  success  during 
the  seven  or  eight  years  it  has  been  in  use. 

Quietness  has  been  the  rule  in  the  Glasgow  pig  iron  warrant  market 
this  week  ;  and  very  little  change  in  prices  has  taken  price.  For  Scotch 
iron,  the  close  yesterday  was  41s.  8Jd.  cash  buyers. 

No  particular  change  falls  to  be  recorded  in  reference  to  the  local  coal 
trade.  Prices  keep  steady  at  about  7s.  3d.  per  ton  for  main  coal,  which 
usually  guides  the  price  for  other  qualities. 


Tynemouth  Water  Supply. — On  Tuesday  last  a  deputation  from  the 
Tynemouth  Corporation — consisting  of  the  Mayor,  Town  Clerk,  and 
others— waited  on  the  Directors  of  the  Newcastle  and  Gateshead  Water 
Company,  and  asked  them  to  entirely  supply  the  borough  of  Tynemouth 
with  water.  They  stated  that  already  the  Company  supplied  five-sevenths 
of  the  quantity  used ;  and  it  was  thought  it  would  be  better  for  the  in¬ 
habitants  generally  if  the  whole  of  the  supply  came  from  the  Company’s 
reservoirs.  The  proceedings  were  strictly  private;  but  it  is  understood 
that  the  Company  intimated  that  they  could  not  see  their  way  to  accede 
to  the  request  of  the  deputation. 

Bankruptcy  op  a  Salford  Alderman. — A  meeting  of  the  creditors  of 
Mr.  T.  H.  .Tenkins,  an  Alderman  of  ,the  borough  of  Salford,  and  an  ex- 
Deputy  Chairman  of  the  Gas  Committee,  was  held  at  the  chambers  of  the 
Official  Receiver  (Mr.  C.  J.  Dibb)  last  Friday.  The  statement  of  affairs 
which  the  debtor  had  scheduled  showed  liabilities  amounting  to 
£9222  53.  lOd.,  and  assets  nil.  He  attributed  his  insolvency  to  ‘‘  want  of 
employment  and  losses  in  shares.”  At  the  outset  a  resolution  was  pro¬ 
posed  adjourning  the  meeting  for  a  week ;  and,  no  objection  being  raised, 
this  was  agreed  to.  The  public  examination  of  the  debtor  was  conducted 
at  the  Salford  County  Court  later  in  the  day.  He  stated  that  the 
creditors  who  served  notice  upon  him  were  the  Grosvenor  Building 
Society,  who  brought  an  action  against  him  for  a  large  sum  of  money, 
and  obtained  judgment,  which  he  had  allowed  to  go  by  default.  His 
principal  liabilities  had  been  caused  by  his  unfortunate  good  nature  in 
joining  in  a  transaction  with  a  person  who  had  received  the  whole  of  the 
money  advanced,  and  left  him  responsible  for  it.  He  had  also  lost 
1  largely  in  shares.  The  examination  was  adjourned  to  yesterday. 
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CUEEENT  SALES  OF  GAS  PKODUCTS. 

LrvEBPOOL,  15. 

<iulr>kate  of  Ammonia.— state  of  the  market  since  the  beginning  of 
thfSnth  mikes  one  doubt  whether,  after  all,  the  previous  upward  move 
ment  has  not  been  purely  artificial ;  and  that  it  has  been  greatly  p 

^xcitement^n  nitrate,  and  by  “Bull”  ^^^““^Uhe 

ntipqtioned  To-day  prices  are  down  again  to  the  level  of  the  values  at  tne 
end  of  October ;  and  it  is  foretold  in  some  quarters  that  the  lowest  point 

ifthe°Lii\hwm!°hoSver,miiih^^^^^^^ 

margin  between  the  two  is  now  reduced  to  below  £1  per  ton. 
appear  to  be  sellers  at  Hull  and  Leith  at  il2. 

■  London,  Dec.  15. 

Tar  ProcZMcf«.— The  prices  ruling  during  the  week  have  practically  been 
those  of  the  previous  week.  If  anything,  pitch  and  benzoles  have  bee 
in  better  demand;  but  without  much  change  in  price.  Crude  carbolic 
is  firm  at  33.  lOd.  and  3s.  lid.  Anthracene  shows  little  change.  Prices 
may  be  taken  as  follows  :-Tar,  according  to  position,  IBs.  to  23s.  per  ton. 
Benzole,  90  per  cent.,  3s.  Id.  per  gallon  ;  50  per  cent.,  2s.  5d.  Toluol, 
Is  Gd.  per  gallon.  Solvent  naphtha.  Is.  33  per  gallon.  Crude  ^aphtha, 
•\n  Tipr  ppnt  Is  2d.  per  gallon.  Light  oil,  3d.  per  gallon.  Creosote,  24d. 
per^gallon  ’’Pitch,  IBs.  to  21s.  per  ton.  Carbolic  acid  (crude),  3s.  lOd.  per 
^dlof  Cresylfc  acid,  lOid.pe?  gallon.  Tar  salts  15s.  P«  d 

cene  30  ner  cent.,  “A”  quality.  Is.  4id.  per  unit;  B  quality.  Is.  2ia. 

Ammonia  Products. — Sulphate  has  eased  off  slightly  during  the  w’eek , 
and  tHaVs  P^^  P®’’ 

products  may  be  taken  as  follows  Gas  liquor  (5  Twaddel),  pe^  , 
with  a  rise  or  fall  of  Is.  6d.  per  degree.  Liquor  ammonia,  2d.  pei  lb. 
Carbonate  of  ammonia,  34d.  per  lb.  Muriate  of  ammonia,  brown,  £18 
per  ton ;  white,  £25.  Sal-ammoniac,  £30  per  ton. 

[From  the  Chemical  Trade  Journal,  Dec.  15.] 
rr„..  — The  tar  nroduct  market  remains  unchanged,  at  least 

ie«oi  r.  ‘oSLLa ,  w.T.  still  St  3s  na.  .»a  50,00. 

at  2s  5d.  This  is  usually  considered  the  quietest  time  of  the  year  ^hi 
product;  and  there  does  not  seem  to  be  much  business  doing  even  at 
these  prices  Solvent  naphtha  continues  in  request  at  former  prices ,  and 
maker'^Tre  now  asking  23^^.  per  gallon  for  good  fluid  creosote.  Crude  car- 
bolic  acid  continues  firm,  and  fairly  in  request  for  forward  deliver}  . 
Anthracene  remains  as  stated  in  our  last  report;  whilst  pitch  is,  if  anj- 
thing  a  shade  firmer,  as  it  is  rumoured  the  price  is  likely  to  be  advanced 
within  a  short  time.  The  prices  named  in  our  last  report  may  be  said  to 

of  A mmoniu .-There  is  not  much  change  to  report  in  sul¬ 
phate  Dealers  would  have  us  believe  that  the  tendency  is  to 
prices'-  and  this  may  be  so,  although  £12  2s.  6d.  has  been  accepted  at 
Lith  ’  and  £12  is  about  the  figure  to-day  for  Hull  sales.  Stocks  at 
Hull  are  very  light;  and  many  makers  have  shown  the  disposition  not 
to  emtoras^  the  market  by  pushing  parcels  upon  it  which  are  not 
reauired  After  all,  it  is  doubtful  whether  very  much  is  available  ,  and 
it^s  tL'refore  probable  that,  if  makers  stand  well  together,  we  shall  not 
see  any  further  depreciation  in  value. 

Death  of  a  Colliery  Manager.— We  regret  to  learn  that  Mr.  William 
Clark,  Manager  of  the  Teversal  and  Pleasley  Coal  and  Cannel  Pits,  Ma 
field,  fell  down  the  Butoherwood  Pit  last  Wednesday,  and  was  killed. 

The  Gas  Lighting  Improvement  Comp.vny,  Limted.— This  is  t^ 
title  of  a  Company  registered  with  a  capital  of  £20,000,  divided  into  20,000 
shares  of  £^1  eLh>t  which  2000  are  founders’  shares,  and  the  remaining 
18,000  ordinary  shares.  The  object  of  the  Company  is  ‘  to  adj^ 
and  confirm  a  certain  provisional  agreement  of  Dec.  4, 1888,  made  between 
Hiram  Stevens  Maxim  of  the  one  part  and-George  Stanley  Sedgwick,  o 
behalf  of  the  Company,  of  the  other  part,  for  the  sale  by 
Stevens  Maxim  to  the  Company  of  a  certain  invention  of  Impiovements 
in  apparatus  for  naphthalizing  or  carburetting  illuminating  and  ot 
gas  ;  ’  and  to  do  such  other  things  as  the  Board  may  consider  desirable. 


GAS  AND  WATEE  COMPANIES’  STOCK  AND  SHAEE  LIST. 
(For  Stock  Market  Intelligence,  see  ante^  p.  1064.) 
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3WYNNE  (fe  CO.,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C. 

GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  &  ENGINES. 


Telegrams:  “ GWYNNEGRAM,  LONDON.”  Telephone  No.  2698 
Exhausters  of  nearly  all  sizes  in  Stoc^. 

Prize  Medals  at  all  the  Great  International  Exhibitions. 

exhausters  equal  to  a  total  capacity  of  more  than  26)000)000 

cubic  feet  passed  per  hour  have  been  supplied  by  us. 

Our  new  Patent  Non- 
^luctnating  Exhausters, 

0  work  without  the 
lightest  oscillation  or 
lariation  in  prcsstire,  arc 
drongly  recommended. 


We  supply  only  the  very 
highest  quality  of  Machinery; 
and  our  Exhausters  are  con¬ 
structed  of  large  size  to  run 

at  slo'w  speeds. 


MAKERS  OF  EVERY 
DESCRIPTION  OF 
HYDRAULIC  AND  GAS 
MACHNERY. 


Wynne  &  Co.’s  New 
atalogue  and  List 
F  Testimonials  can 

ow  be  obtained  on 


application.  Ei^h^t^and  Vertical  Bagine  as  supplied  for  both  the  Fulham  and  Bromley. by- Bow  Stations  of  The  GasUght  and  Coke  Company. 


Km 
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OXIDE  OP  IRON. 

O’NEILL’S  Oxide  has  a  larger  annual 

sale  in  the  United  Kingdom  than  nil  other  Oxides 
combined.  Purity  and  uniformity  of  quality  guaranteed. 
Pamphlet,  “  How  to  Purchase  Bog  Ore,”  to  be  obtained 
on  application. 

Gas  Purification  and  Chemical  Company,  Limited, 
Palmerston  Buildings,  Old  Broad  Street,  London,  E.C. 
_ John  War.  O’Neal,  Managing  Director. 

Andrew  stepheIison,  Agent  for 

the  Gas  Pueipication  and  Chemical  Company, 
Limited,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 

CANNEL  COAL,  &o. 

JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOITISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  'WATER  WORKS. 

Prices,  &c.,  will  be  forwarded  on  application  to 

No.  30,  St.  Andrew  Square,  Edinbdrqh,  )  _ _ 

No.  64,  Bernard  Street,  Leith,  )  I^cotland, 

WANTED,  A  Second-hand  Combined 

ENGINE  and  EXHAUSTER,  Rotary  preferred; 
capacity  5000  cubic  feet  per  hour. 

Apply  to  the  Dinsmore  Gas  Company,  Limited, 
Batavia  Buildings,  Liverpool. 

For  SALE— a  Tar  and  Ammonia  Works 

in  Yorkshire.  Well  situated  for  obtaining  Tar 
and  Liquor.  Terms  easy. 

Address  Box  25,  Post  Office,  Heckmondwike. 

For  SALE— The  British,  American,  and 

all  the  Continental  PATENTS  fir  an  excellent 
CARBON  (Naphthalene)  GAS-L.\IMP,  either  all  together 
or  separately. 

Address  A.  Z  ,  21-10,  Ilaasenstein  and  Vogler,  V ienna. 

rOR  SALE— As  a  going  Concern,  a  Smaii 

FACTORY  in  London  for  the  Manufacture  of 
GaS  and  Electric  Light  Fittings.  Has  good  connections. 
Capital,  ;£1000.  Exceptional  opportunity  for  a  young 
man  or  two  friends  wishing  to  start. 

Apply  to  E.  D.,  2,  Copthall  Buildings,  E.C. 

ANTED,  by  a  young  Man  (age  27),  a 

Re-engagement  as  FITTER,  &c.,  in  a  Gas- 
Works.  Well  used  to  Main  and  Service  Laying,  Meter 
Fixing,  and  Meter  Reading,  and  would  not  object  to 
make  himself  generally  useful. 

Address  Fitter,  No.  3,  Derby  Road,  LoroHBORouoH. 

WANTED,  immediateiy,  a  Young  Man 

as  GAS-FITTER  on  Smalt  Works.  W'ell  up  in 
General  Repairs  on  Works,  Meter  Fixing  and  Reading, 
Main  and  Service  Laying,  Smithing,  House  and  Stove 
Fitting,  and  Lamp  Repairs. 

Apply,  stating  wages,  references,  age,  and  when  at 
liberty,  to 

11.  WiMHURST,  Manager. 
Gas-Works,  Sleaford,  Lines. 


DRAUGHTSMAN, 

WANTED  temporarily,  a  Draughtsman, 

thoroughly  experienced  in  Gas-Works. 
Applications,  stating  remuneration  required  and 
previous  experience,  accompanied  by  copies  of  testi¬ 
monials,  should  be  sent  not  later  than  Saturday,  the 
22nd  of  December,  1888,  addressed  to  No.  1664,  care  of 
Mr.  King,  11,  Bolt  Court,  Fleet  Street,  E.C. 

UasTanalyst) 

WANTED,  by  a  large  Gas  Company,  a 

GAS  ANALYST  who  must  thoroughly  under 
stand  Analysis  of  Gas,  Gas  Products,  &c.,  and  have  bad 
a  long  experience  in  testing  for  Impurities  and  Illu¬ 
minating  Power  of  Gas. 

Applications  to  be  sent  to  No.  1665,  care  of  Mr.  King, 
11,  Bolt  Court,  Fleet  Street,  E.C. 

INSPECTOR. 

WANTED, by  the  Richmond  (Surrey)  Gas 

Company,  a  competent  Man  as  INSPECTOR. 
Candidates  must  have  had  good  experience  in  Main 
and  Service  Laying,  Inspection  and  Testing  of  Meters, 
and  the  general  outdoor  work  of  a  Gas  Company. 

Applications,  in  own  handwriting  (accompanied  by 
not  more  than  three  recent  testimonials),  stating  wages 
required,  age,  and  present  employment,  to  be  addressed 
to  the  Engineer,  Gas-Works,  Richmond,  Surrey. 

Dec.  14,  1888. _ 

LITTLEHAMPTON  GAS  COMPANY. 

WANTED,  a  good,  substantial  and 

thoroughly  sound.  Second-hand  SINGLE-LIFT 
GASHOLDER  with  CAST-IRON  TANK,  of  a  diameter 
ranging  from  65  to  80  feet,. and  of  a  depth  from  16  to 
20  feet. 

Both  the  Gasholder  and  Tank  must  be  in  first  class 
condition,  and  not  more  than  ten  years  old. 

Preference  would  be  given  to  parties  able  to  quote 
delivered  and  fixed  complete  at  the  new  works  of  the 
Littlehampton  Gas  Company. 

Prices  and  full  particulars  to  be  sent  to  the  Chairman 
of  the  Company,  Captain  Hills,  R.N.,  not  later  than 
Saturday,  the  22nd  inst. 

A.  Snewin,  Secretary. 

Gas-Works,  Littlehampton, 

_ Dec.  11, 1888. _ 

SHEFFIELD  UNITED  GASLIGHT  COMPANY, 

WORKS  SUPERINTENDENT. 

ANTED,  by  the  Directors  of  this 

■■  Company,  an  experienced  and  competent  Man 
to  act  as  SUPERINTENDENT  at  their  Effingham 
Street  Gas-Works. 

He  will  be  required  to  reside  on  the  Works  ;  House, 
Coal,  and  Gas  free.  The  maximum  make  of  Gas  at  this 
station  is  about  three-and-a-half  million  cubic  feet  per 
da.v. 

Applications,  stating  age,  previous  engagements,  and 
salary  required,  to  be  made  by  letter  only,  addressed 
to  Sir  F’redk.  T.  Mapp'n,  Bart.,  M.P.,  Chai.man  of  the 
Company,  Gas  Offices,  Sheffield,  not  later  than  Monday, 
the  7th  of  January,  1889. 

Testimonials  not  to  be  sent  till  asked  for. 

Hanbury  Thomas,  General  Manager. 
Commercial  Street,  Sheffield, 

Dee.  14, 1888. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Lawrie  and  Co,  63,  Old 
Broad  Street,  E.C.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address:  " Eirwal,  London.” 


Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Midlbank  Street,  London,  S.W, 
[Telegraphic  Address:  “PRECISION  LONDON.”] 
Makers  of  Wet  and  Dry  Gas-Meters.  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &c.,  &c. 

***  See  Advertisement  on  Page  III.  of  the  Wrapper  of 
this  week’s  issue. 

W  C.  HOLMES  &  Co., 'Huddersfield, 

"  •  •  AND  80,  Cannon  Street,  London, 

Contractors  for  Gas-Works  complete.  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &c.,  Imiiroved  Valves,  Engines,  and  Exhausters. 
A'so  for  Collingwood’s  Regenerative  Retort-Settings. 

See  Advertisement  p.  1044  of  last  week’s  issue. 
Cablegrams:  “Ignitor  London.”  Telegrams:  “Holmes 
Huddersfield.” 


ACETATE  OF  LEAD  BOOKS. 

IT3EST  Papers  and  Solutions  for  Gas- 

^  Works  prepared  by  R.  D.  Gibbs,  Summerfield 
Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  .all  Gas  Materials. 


TO  CHEMICAL  MANUFACTURERS  &  OTHERS. 

rpo  LET— Extensive  Premises,  situate 

between  Wrexham  and  Ruabon,  on  a  Branch  ol 
the  Great  Western  Railway,  consisting  ol  Large  SHED, 
167  feet  Ion?  by  2.5  feet  wide;  BUILDINGS,  37  feet  by 
28  feet ;  67  feet  by  27  feet ;  and  25  feet  by  20  feet ; 
WHARF',  .’00  feet  long,  with  Railway  Siding  running 
the  whole  length.  Within  easy  access,  by  rail,  of 
several  large  Gas-Works. 

Apply  to  Geo.  E.  Woodford,  Ruabon. 


HAWORTH  LOCAL  BOARD  OP  HEALTH. 

•TiHE  above  Local  Board  are  prepared  to 

*  receive  TENDERS  for  the  purchase  of  the 
AMMONIACAL  LIQUOR  and  surplus  TAR  from 
Jan.  1,  1889,  to  March  25,  1890,  delivered  at  the  Gas- 
Works,  Haworth,  and  similar  TENDERS  delivered  on 
rails  at  Haworth  Railway  Station. 

Tenders,  marked  “  Tar  and  Liquor  Tender”  may  bo 
sent  in  to  me  the  undersigned  not  later  than  Dec.  26, 
1888. 

By  order, 

R.  H.  WiiiTELEY,  Gas  Manager. 
Haworth,  Dec.  6,  1888. 


ALLIANCE  AND  DUBLIN  CONSUMERS’  GAS 
COMPANY,  D’OLIER  STREET. 

The  Directors  of  the  above  Company 

are  prepared  to  receive  TENDERS  from  IRON- 
POUNDERS,  GUN-BARREL  MANUFACTURERS, 
IRONMONGERS,  TIMBER  MERCHANTS;  DRUG¬ 
GISTS,  ROPEMAKERS,  &o.,  for  Goods  to  be  delivered 
in  the  Company’s  Works,  Great  Brunswick  Street,  in 
such  quantities  as  may  be  required  from  time  to  time 
up  to  the  31st  of  December,  1889. 

Printed  Lists  of  Articles  required  can  be  had  on 
application  at  the  Company’s  Offices,  D’Olier  Street. 

Tenders  .endorsed  “  Tender  for  Stores,”  to  be  lodged 
in  my  Office  on  or  before  the  81st  inst. 

W.  P.  Cotton,  Secretary  and  Manager. 
Dec.  11,  1888. 

TO  GASHOLDER  MAKERS. 

rpHE  Directors  of  the  Blaenavon  Gas 

»  and  Water  Company,  Limited,  Blaenavon,  Mon., 
invite  TKNDERS  for  Providing  and  Erecting  One 
Single-lift  GASHOLDER,  50  feet  by  18  feet,  with  Six 
Cast  Iron  Columns  and  Wrougbt  iron  Lattice  Girders, 
complete  with  Inlet  and  Outlet  Pipes  and  Valves. 

Persons  tendering  to  provide  Drawings  and  Specifi 
cation;  and  submit  the  same,  together  with  lender, 
to  the  undersigned,  not  later  than  Tuesday,  Jan.  1, 
18-9. 

The  Directors  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

CnAs.  WiiiTF,  Manager. 
Gas  and  Water  Works  Office, 

__  Blaenavon,  Mon.,  Dec.  14,  1888. 


TO  GASHOLDER  MAKERS. 

The  Directors  of  the  Sheffield  United 

Gaslight  Company  invite  TENDERS  for  RE- 
SHEBTING  a  Two-lift  GASHOLDER  (115  feet  in  dia¬ 
meter)  at  their  Effingham  Street  Station  ;  and  also  for 
ENLARGING  THE  SAME  by  adding  a  third  Lift 
thereto. 

Specifications  and  Drawings  may  be  seen  on  appli¬ 
cation  lo,  and  forms  of  tender,  with  bill  of  quantities, 
obtained  from  the  Company’s  Engineer,  Mr.  Fletcher 
W.  Stevenson. 

The  Directors  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

Tenders,  marked  “  Tender  for  Repairing  and  En¬ 
larging  Gasholder,”  to  be  addressed  to  the  under¬ 
signed  not  later  than  Monday,  Jan.  7,  1889. 

Hanbuky  Thomas,  General  Manager. 
Gas  Offices,  Commercial  Street, 

Sheffield,  Dec.  14, 1888. 


CORPORATION  OF  LEICESTER. 


CAST-IRON  PIPE  CONTRACT. 

IJIHE  Gas  Committee  of  the  above  Cor- 

^  poration  are  prepared  to  receive  TENDERS  for 
the  supply  of  the  necessary  CAST-IRON  PIPES  and 
CONNECTIONS,  from  3  inches  to  24  inches  in  dia¬ 
meter,  required  during  the  Twelve  months  ending  the 
31st  of  December,  1889. 

Specification  and  form  of  tender  to  be  obtained 
from  the  Engineer. 

Tenders,  addressed  to  Councillor  Lennard,  Chair¬ 
man,  and  endorsed  “  Tender  for  Cast-Iron  Pipes,  &c.,” 
to  be  delivered  at  these  Offices  not  later  than  Eleven 
o’clock  a.m.  on  Saturday,  Jan.  12, 1889,  prox. 

The  Committee  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

Ai.FiiEn  Colson,  C.E.,  Engineer  and  Manager. 

Gas  Offices,  Millstone  Lane, 

Leicester,  Dec.  14, 1888. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 

GAS  PURIFICATION. 

Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  SxREETt  London,  E.C. 

TOLPHURIC  ACID.  " 

JOHN  NICHOLSON  &  SONS,  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OF''  AMMONIA  ol  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. 

JOHN  RILEY  &  SONS,  Chemical  Manu^ 

facturers,  Hapton.near  Accrington,  are  MAKERS 
of  SULPHURIC  ACID,  from  Brimstone,  for  Sulphate 
of  Ammonia  making.  Highest  percentage  of  Sulphate 
of  Ammonia  obtained  from  the  use  of  this  Vitrol. 
References  given  to  Gas  Companies. 

■crystal  palace  DISTRICT  GAS  COMPANY. 

Notice  is  hereby  given,  that  the 

TRANSFER  BOOKS  of  this  Company  will  be 
CLOSED  from  the  31st  inst.  for  a  period  of  14  days. 

By  order  of  the  Board, 

Magnus  Ohren,  Secretary. 
Offices,  Lower  Sydenham,  Dec.  14,  1888. 

GLASGOW  CORPORATION  GAS^ 

HE  Glasgow  Corporation  Gas  Com¬ 
missioners  are  prepared  to  receive  TENDERS 
for  the  Construction  at  the  Tradeston  Gas-Werks  of 
Two  Sets  of  Four  PURIFIERS,  each  35  feet  square. 

The  Drawings  may  be  inspected,  and  copies  of  the 
specifications  and  forms  of  tender  obtained,  on  applica¬ 
tion  to  Mr.  William  Foulis,  the  Engineer,  42,  Virginia 
Street,  Glasgow,  on  and  after  Monday,  the  3rd  current, 
upon  payment  of  one  guinea. 

Sealed  offers,  endorsed  “Tender  for  Purifiers,”  and 
addressed  to  the  subscriber,  will  be  received  by  him,  on 
or  before  Monday,  the  21th  current. 

The  Commissioners  do  not  bind  themselves  to  accept 
the  lowest  or  any  offer. 

J.  D.  Maewick,  Town  Clerk. 
City  Chambers,  Glasgow,  Dec.  1, 1888. _ 

ELLAND  GAS  COMPANY. 


RETORTS  AND  FIRE-BRICKS. 

The  Directors  are  prepare!  to  receive 

TENDERS  for  RETORTS  and  FIRE-BRICKS 
required  for  Twelve  months,  delivered  free  at  Elland 
Gas-Works. 

Tenders,  addressed  to  the  Chairman,  and  endorsed 
“  Tender  for  Retorts,  &o.,”  to  be  delivered  at  these 
offices  not  later  than  Jan.  4, 1889. 

The  Committee  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

H.  S.  Pike,  Secretary  and  Manager. 
Gas  Offices,  Elland,  Dec.  13, 1888. _ 

BOROUGH  OF  DARWEN. 

(Gas-Works  Department.) 


TENDERS  FOR  PURIFIER.?. 

The  Corporation  are  prepared  to  receive 

TENDERS  tor  the  Supply  and  Erection  of  Three 
New  PURIFIERS,  each  25  feet  by  30  feet,  with  Pillars 
and  Girders  complete.  Also  the  REMOVAL  of  one  of 
similar  size,  from  one  building  to  another. 

Plans  and  Specifications  may  be  seen,  and  all  necessary 
information  obtained  from  the  Gas  Engineer,  Mr.  Thos. 
Duxbury,  Charles  Street,  Darwen. 

Sealed  tenders,  endorsed  “  Tender  for  Purifiers,”  to 
be  delivered  at  my  Office,  on  or  before  Nine  a.m.  on  the 
31st  of  December. 

The  Corporation  do  not  bind  themselves  to  accept 
the  lowest  or  any  tender. 

By  order, 

Chas.  Costekee,  Town  Clerk. 
Town  Clerk’s  Office,  Darwen, 

Dec.  5,  1888. 


FINCHLEY  LOCAL  BOARD. 


TO  PUBLIC  LIGHTING  CONTRACTORS. 

HE  Finchley  Local  Board  is  prepared 

to  receive  TENDERS  from  Public  Lighting  Con¬ 
tractors  to  LIGHT  by  PETROLEUM  or  other  OIL  so 
much  of  their  district  as  is  now  supplied  with  Gas  by 
the  Colney  Hatch  Gas  Company. 

Plans  of  the  District,  showing  the  number  of  Lamps 
required,  and  the  various  Roads  required  to  be  lighted, 
may  be  seen  at  the  Offices  of  the  Board,  on  application 
to  Mr.  Geo.  W.  Brumell  during  office  hours  9  to  5 ;  and 
all  information  necessary  will  be  furnished. 

Proposals  and  tenders  to  be  sent  in,  addressed  to  the 
Finchley  Local  Board,  and  marked  “  Tender  for  Light¬ 
ing,”  not  later  than  Si .  p.m.  on  Friday,  the  21st  of 
December,  1888. 

The  Board  do  not  bind  themselves  to  accept  any 
tender. 

By  order  of  the  Board, 

Heney  Steven  •!,  Clerk. 

Offices  of  the  Board,  11,  Queen’s  Terrace, 

Church  End. 


BRISTOL  UNITED  GASLIGHT  COMPANY. 


AMMONIACAL  LIQUOR. 

The  Directors  of  this  Company  invite 

TENDERS  for  the  purchase  of  the  AMMONIA- 
CAD  LIQUOR  to  be  produced  at  all  or  either  of  their 
three  Stations  during  a  period  of  One,  Three,  Five,  or 
Seven  years,  commencing  on  the  1st  day  of  July,  1889. 

The  annual  quantities  and  strengths  of  the  Liquor 
produced  at  each  of  the  Stations  at  present  are  approxi¬ 
mately  as  follows : — 

Gallons. 

Canons’  Marsh  Station,  1,000,000  of  14  ounce  Strength. 
Avon  Street  „  1,300,000  ,,  15  „  ,, 

Stapleton  ,,  700,000  „  17  „  „ 

Conditions  of  Contract,  and  forms  of  tender,  may  be 
obtained  on  application  to  the  undersigned,  to  whom 
also  tenders,  sealed,  and  endorsed  “Tender  for 
Ammoniacai  Liquor,”  must  be  delivered  not  later  than 
Ten  a.m.  on  Monday,  the  28th  day  of  January,  1889. 

The  Directors  do  not  bind  themselves  to  accept  the 
highest  or  any  tender. 

Jas.  V.  Green,  Secretary. 
Chief  Offices:  Canons’  Marsh, 

Bristol,  November,  1888. 
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GAS-WORKS  AT  CHRISTMAS  TIME. 

This  is  Christmas  Day ;  and  we  hope  that  the  appearance 
of  the  Journal  with  its  load  of  technical  matter  at  our 
readers’  residences  on  this  day  of  feasting  and  family  gather¬ 
ings  will  not  be  regarded  as  unwelcome.  The  great  festival, 
which  is  also  the  culminating  point  of  the  gas  manufac¬ 
turer’s  busy  season,  has  been  approached  this  year  through 
a  long  spell  of  what  is  commonly  called  open  weather.  In 
London,  however,  there  have  been  during  the  past  week  some 
sharp  frosts,  attended  by  fogs  moi’e  widely  diffused  than 
dense.  The  darkness  has,  notwithstanding,  been  such  that  the 
drain  upon  the  gasholders  of  the  London  Gas  Companies 
Avas  severe  for  days  together ;  and  it  Avill  not  be  surprising 
if  it  should  turn  out  that  the  greatest  known  output  of  gas 
has  already  been  recorded  for  this  winter.  In  some  years 
the  maximum  gas  production  falls  before  Christmas;  and 
again,  in  other  years,  it  comes  well  into  January.  So  far 
as  gas  consumption  is  mfluenced  by  fog,  the  former  should 
be  the  rule,  because  the  atmosphere  is  usually  more  damp, 
and  fogs  are  accordingly  more  frequent,  before  than  after 
Christmas.  It  may  be  commonly  observed,  however,  that 
there  are  very  few  really  cold  days  when  in  a  large  toAvn 
there  is  not  also  a  marked  thickness  of  the  air,  which  induces 


the  residents  to  burn  gas  all  day  long.  In  this  country 
very  cold  weather,  attended  by  wind  sufficiently  brisk  to  keep 
the  air  of  towns  clear,  is  decidedly  uncommon.  Consequently 
the  smoke  of  multitudinous  chimneys  falls  down  upon  the 
housetops  and  streets  as  soon  as  it  has  become  sufficiently 
chilled ;  and  therefore  the  sharp  “  seasonable  ”  weather  which 
is  so  enjoyable  outside  the  town  presents  a  very  different 
aspect  among  the  houses  in  which  gas  is  burnt.  The  res¬ 
ponsibilities  of  the  gas  manager  at  this  time  of  the  year  are 
heavier  than  are  commonly  recognized  by  the  rest  of  the 
community.  He  knows,  by  bitter  experience,  that  if,  in  the 
course  of  the  past  season  of  repairs,  reconstructions,  and  ex« 
tensions,  his  men  have  slurred  over  any  portion  of  their 
work,  now  is  the  time  when  the  effect  is  most  likely  to  mani¬ 
fest  itself.  The  Nemesis  of  inconsiderate  design  is  also  at 
his  elbow  ;  and  the  merest  trifle  of  imperfect  forethought, 
which  Avould  not  trouble  the  perpetrator  in  a  whole  lifetime 
of  summer  work,  is  likely  to  make  gigantic  mischief  during 
the  short,  dark  days  and  long  nights  of  December.  Even 
when  the  manager  has  a  works  entirely  to  his  mind,  with 
ample  carbonizing,  purifying,  storing,  and  distributing  plant, 
there  may  be  a  breakdown  at  any  moment  in  consequence  of 
something  that  was  done  or  not  done  during  the  summer  and 
autumn.  Such  a  man  is  at  ease,  however,  in  comparison 
Avith  the  poor  wretch  who  knoAvs  that  his  holders  are  shaky, 
his  purifiers  too  small,  the  connections  in  the  yard  involved 
and  insufficient,  or  the  retort-house  badly  equipped.  There 
are  feAV  managers  who  cannot  recall  their  own  experience  of 
such  circumstances,  Avhen  they  spent  days  in  vigilance  over 
the  pressures  in  different  parts  of  the  Avorks,  and  nights  in 
watching  holders  running  doAvn  all  too  quickly  for  the  gas¬ 
making  power  of  the  benches.  Trials  of  this  description  are 
good  for  young  managers,  especially  if  they  happen  to  have 
come  out  of  large  and  well-appointed  AVorks,  Avhere  there 
is  enough  and  to  spare  of  everything.  A  little  of  this  sort 
of  thing  goes  a  very  long  way,  however ;  and  such  anxieties 
are  more  pleasant  to  talk  about  afterwards  than  to  endure 
at  the  time. 

There  should  not,  of  course,  be  any  difficulty  noAV-a-days 
in  properly  equipping  a  British  gas-works  Avith  plant  and 
apparatus  that  can  be  depended  upon  to  carry  the  undertaliing 
through  the  Christmas  pressure  of  Avork,  Avithout  causing  the 
Manager  to  lose  his  rest.  Things  Avere  very  different  in  by¬ 
gone  times,  when  struggling  concerns,  chronically  short  of 
money,  could  only  be  kept  going  at  such  seasons  by  dint  of 
make-shifts  and  stop-gaps,  which  would  startle  out  of  his 
composure  any  staid  student  of  gas  engineering  in  these 
prosperous  times.  Then,  an  examiner  in  gas  manufactures, 
if  there  had  been  such  a  personage,  avIio  wished  to  ascertain 
the  real  capacity  of  his  candidates,  would  have  put  some  such 
question  as  the  following  in  the  middle  of  his  paper  :  “  It  is 
“  8  o’clock  on  an  evening  in  Christmas  week,  with  a  late 
“  market.  Your  last  holder  is  running  out  at  the  rate  of  two 
“  sheets  an  hour,  besides  the  make  ;  and  there  are  only  five 
“  sheets  left.  Your  ordinary  night  pressure  has  already  been 
“  cut  down  to  the  finest  margin  Avhich  your  experience  tells 
“  you  will  keep  a  light  in  the  low-lying  parts  of  the  district  ; 
“  and  you  have  been  working  four-hour  charges  all  day,  in 
“  in  the  endeaA’our  to  get  up  stock,  until  the  heats  are  suffer- 
“  ing.  How  would  you  suggest  that  the  holder  can  be  kept 
“  off  the  ground  until  the  lights  are  slackened  off  from  11.80 
“  to  midnight  ?  ”  There  was  not  much  time  for  study  of  Uie 
higher  developments  of  gas  engineering  during  these  crises 
of  the  industry.  Money  for  permanent  extensions  was  only 
to  be  raised  with  extreme  difficulty.  The  Manager  had  to  go 
on  his  knees  to  his  Board  for  a  neAv  holder  ;  and  when  he  did 
get  it,  it  was  often  too  small.  As  for  mains,  purifiers,  con¬ 
densers,  and  such  like  smaller  matters,  he  had  often  to  do  the 
best  he  could  out  of  the  resources  of  the  AVorks ;  and  these 
were  bare  enough.  Yet  amid  all  these  distractions,  the  art  of 
gas  making  did  advance — sloAvly,  perhaps  ;  but  yet  generally 
in  the  right  direction.  The  Manager  who  half-poisoned  his 
customers  Avith  unpurified  gas,  through  a  break-down  one 
Christmas,  was  prepared  against  a  similar  mishap  the  folloAV- 
ing  year.  The  main  that  suddenly  got  blocked  Avith  naphtha¬ 
lene,  or  waterlogged,  was  put  out  of  danger  somehow.  Holders 
Avere  increased  in  size,  retort-houses  became  airier  and  loftier, 
and  retort-settings  more  efficient,  until  after  a  time  impecunio- 
sity  and  its  consequences  gave  place  to  ease  and  comparative 
luxury.  There  was  no  royal  road  to  successful  gas  making. 
The  old  gas  companies  got  hold  of  a  district  somehow,  and  did 
their  best  to  hght  it.  They  incurred  all  sorts  of  troubles 
and  hindrances,  made  an  infinity  of  blunders,  became  great 
nuisances  in  many  Avays  ;  but  came  to  affluence  at  last  by  dint 
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ol  dogged  perseverance.  The  most  interesting  pieces  of  the 
Ihstory  of  gas  companies,  and  the  most  striking  reminiscences 
of  individual  engineers,  are  concerned  with  these  days  of 
struggle  and  trial. 

Let  us  hope  that  none  of  the  readers  of  these  lines  are 
ill  such  a  case,  either  at  home  or  abroad.  The  best  wo 
can  wish  them  at  this  season  is  plenty  of  work,  and  of 
means  to  work  to  good  advantage.  A  gas-works  is  never  so 
interesting  as  at  this  time,  with  every  corner  occupied ; 
men  swarming  in  every  retort-house  and  workshop  ;  steam- 
engines  going  at  their  best  pace ;  and  the  coke-yard 
like  an  ant-hill  lor  tippers  and  dealers.  At  other  times 
there  is  much  idle  plant  in  a  gas-works ;  unused  retort- 
houses  echo  to  the  tread  of  the  visitor  ;  and  furnaces  seem  to 
glare  coldly  at  him  out  of  their  rusty  doors  and  sight-holes. 
There  is  no  scene  so  truly  desolate  as  an  idle  workshop.  In 
the  depth  of  winter  all  is  changed  ;  and  the  visitor  who  only 
saw  a  gas-works  in  summer  would  hardly  recognize  it  at 
Christmas  as  the  same  place.  Let  him  look  into  a  large 
gas-making  station  after  dark  on  a  raw,  sleety  December 
evening  ;  and  he  will  see  such  a  scene  of  warm,  cheerful 
labour  as  will  not  be  easily  forgotten.  There  are  no  sickly- 
lookiug  factory  hands  here  ;  and  no  stuffy,  poisonous 
interiors.  The  men  are  all  strong,  hardy  representatives  of 
Labour  under  severe,  but  healthy  conditions  ;  and  what¬ 
ever  may  be  the  state  of  trade  outside,  these  wiry  stokers 
know  they  will  receive  good  pay  for  their  work.  And  as  for 
their  chiefs  '?  Well,  we  cannot  conclude  this  article  without 
remarking,  for  the  benefit  of  all  whom  it  may  concern,  that 
the  gas  manager  is  deserving  of  the  best  consideration  from 
his  superiors,  whether  Directors  of  a  Company  or  members 
of  a  Public  Authority.  As  Christmas  Day  succeeds  Christ¬ 
mas  Day,  the  volume  of  his  work  swells.  He  has  more  work 
to  do  ;  more  responsibility  ;  more  men  to  look  after  ;  greater 
anxieties  to  bear.  It  is  only  common  justice  that  he  should 
also  feel  that  these  consequences  of  increased  business  are 
attended  with  others  to  compensate  for  them  ;  and  that  better- 
pay  and  heightened  respect  from  his  employers  should  render 
him  more  solicitous  for  their  interest  as  the  opportunities  for- 
displaying  it  are  multiplied. 

KESIGNATIONS  OF  THE  PEESIDENT  AND  SECEETAEY  OF 
THE  GAS  INSTITUTE. 

The  letter  which  will  be  found  in  another  column,  in  which 
Mr.  Henry  Woodall  announces  his  resignation  of  the  office  of 
Presiderrt  of  The  Gas  Irrstitute,  is  a  strikiirg  response  to  our 
last  week’s  observations  upon  the  condition  of  the  Institute 
and  Mr.  Woodall’s  responsibility  in  connection  therewith. 
The  importance  of  this  action  on  the  part  of  the  President 
does  not  require  to  be  accented  by  any  comment  of  ours ;  and 
it  is  not  our-  intention  to  prophesy  respecting  its  effect, 
except  to  remark  that  it  will  in  all  probability  decide  those 
members  who  have  delayed  severing  their-  connection  with 
the  Institute  at  Mr.  Woodall's  request.  Now  that  he  has 
given  up  in  despair,  there  is  nothing  to  indirce  any  members 
outside  a  narrow  and  local  circle  to  remain.  It  may  be 
gathered  from  Mr.  Woodall’s  letter  that  he  has  met  with 
something  like  concerted  and  irrsurmountable  opposition 
from  one  particular  group  of  Members  of  Council,  and  being 
unable  through  the  retirement  of  others  to  overcome  it,  he 
has  relieved  himself  from  an  untenable  position  by  leaving 
his  opponents  to  their  own  devices.  Nobody  who  knows  how 
proud  Mr.  Woodall  was  of  his  elevation  to  the  presidency  of 
The  Gas  Institute  when  he  rightly  esteemed  it  as  represent¬ 
ing  the  gas  industry  of  the  United  Kingdom,  and  even 
more,  will  withhold  sympathy  from  him  in  this  disap¬ 
pointment.  Ultra-sanguine  as  is  his  temperament,  affairs 
must  indeed  be  hopeless  for  him  to  quit  his  post.  The  terms 
in  which  he  communicates  his  decision  to  his  quondam 
colleagues,  and  through  the  mediumship  of  the  Journal  to 
the  general  body  of  members,  are  explicit,  and  unfortunately 
leave  no  room  for  doubt  as  to  the  predisposing  cause  of 
his  retirement.  We  do  not  believe  that  it  is  the  wish  of 
any  one  District  Association  to  dictate  terms  to  the  rest  of 
the  country ;  but  Mr.  Woodall  certainly  allows  it  to  be 
inferred  that  the  disproportionately  numerous  group  of 
members  of  the  Manchester  District  Institution  who  for 
some  time  past  have  constituted  the  majority  of  the  Council 
of  the  Institute,  have  made  excessive  use  of  their  acciden¬ 
tal  power.  From  what  we  know  of  the  generality  of 
the  Manchester  men,  wc  decline  to  think  that  they  will 
thank  their  temporary  representatives  for  precipitating  this 
crisis.  Mr.  Woodall’s  allusion  to  the  possible  formation 
of  a  union  of  gas  engineers  belonging  to  the  Southern 


counties  is  not  to  be  passed  over  lightly,  though  we  sincerely 
hope,  for  the  sake  of  the  reputation  of  our  northern  friends, 
that  there  will  not  be  any  occasion  to  blame  them  for  causing 
any  such  deplorable  split  in  the  fellowship  of  what  has 
hitherto  been  a  united  national  industry.  Whatever  happens, 
however,  we  are  firmly  persuaded  that  Mr,  Woodall  has 
acted  throughout  as  the  honourable  gentleman  he  is,  and 
that  where  he  has  failed,  no  other  man  could  have  hoped  to 
succeed ;  for  his  character  is  sufficient  guarantee  that  he 
has  done  the  best  that  was  possible  with  most  unfortunate 
circumstances. 

Mr.  W.  H.  Bennett,  the  Secretary  of  the  Institute,  has  also 
resigned.  That  Mr.  Bennett’s  long  and  honourable  connec¬ 
tion  with  the  Associated  Gas  Managers  of  the  United  Kingdom 
should  terminate  under  such  circumstances  is  greatly  to  be 
regretted  ;  but  this  is  only  one,  although  an  extremely  un¬ 
pleasant,  incident  in  a  course  of  misfortunes  that  have 
brought  a  once  united  and  prosperous  organization  to  the 
imminent  brink  of  ruin. 

COLLAPSE  OF  THE  CHAEGE  AGAINST  ME.  W.  CAEE. 

Mr.  William  Carr,  late  Manager  of  the  Halifax  Corporation 
Gas-Works,  was  arraigned  on  Tuesday  last  before  Mr,  Baron 
Pollock,  at  the  Leeds  Assizes,  upon  the  charge  of  having 
mutilated  one  of  the  books  belonging  to  the  Corporation,  to 
which  he  had  access  in  his  official  capacity,  with  intent  to 
defraud.  The  charge  was  made  by  the  Corporation,  after 
full  deliberation,  as  the  outcome  of  all  that  agitation,  plotting, 
and  counter-plotting,  known  to  our  readers  as  the  “Halifax 
“  Gas  Scandal.”  They  chose  their  ground,  and  prosecuted 
their  action  with  zeal  that  can  hardly  be  distinguished  from 
virulence ;  and  the  result  is  a  crushing  and  ignominious 
defeat.  The  Judge  allowed  Counsel  for  the  prosecutors  every 
liberty,  permitting  him  to  drag  in  allusions,  references,  and 
insinuations  which  appear  outrageous  when  compared  with 
the  strictness  with  which  the  issue  between  the  Crown  and 
the  prisoner  is  limited  in  ordinary  cases  ;  and  in  the  end 
his  Lordship  declared  that  there  was  no  case  to  go  to  the  jury. 
Mr.  Carr  was  therefore  discharged  from  custody  in  the  most 
satisfactory  style  that  his  best  friends  could  have  desired. 
The  prosecution  broke  down  from  sheer  weakness,  as  we 
have  all  along  suspected  that  it  would,  unless  fresh  matter 
could  be  imported  into  the  case.  As  it  was  presented  to  the 
Magistrates,  the  case  against  Mr.  Carr  was  absurdly  slight ; 
but  there  was  just  enough  primd  facie  justification  for  it  to 
warrant  the  13ench  in  committing  the  accused  for  trial, 
although  we  shrewdly  doubt  that  they  would  have  done  so 
if  it  had  not  been  for  the  excitement  that  had  been  got  up 
in  the  neighbourhood  on  the  gas-works  question.  Mr.  Carr 
is  to  be  heartily  congratulated  upon  the  way  in  which  the 
matter  has  ended ;  although,  of  course,  no  triumph  of  the 
kind  can  make  amends  for  the  undeserved  suffering  and  shame 
that  he  has  had  to  endure  from  the  hare-brained  action  of 
his  old  employers.  Now  that  the  personal  question  affecting 
Mr.  Carr  has  been  settled,  it  remains  to  be  seen  what  the  Cor¬ 
poration  will  do  next.  The  Mayor  has  talked  very  big  about 
his  determination  to  probe  the  matter  of  the  gas-works  ad¬ 
ministration  to  the  bottom,  and  it  remains  for  him  to  make 
good  his  boast.  For  the  present,  it  must  be  said  that  the 
cause  of  the  Corporation  looks  distinctly  worse  in  the  light  of 
this //rtsco  at  the  Leeds  Assizes. 

THE  COUNTY  COUNCIL  ELECTIONS. 

It  is  gratifying  to  observe  that  in  very  many  instances  the 
candidates  for  election  to  the  new  County  Councils  are  men 
of  standing  and  repute,  in  whom  the  county  ratepayers  may 
place  full  confidence.  Notwithstanding  the  efforts  that  are 
being  made  in  some  localities  to  turn  the  forthcoming  elec¬ 
tions  into  trials  of  party  strength,  there  is  a  general  feeling 
that  character  and  position  are  of  more  account  than 
political  colour.  Numbers — perhaps  the  majority — o,f  the 
candidates  are  gentlemen  either  holding  the  Commission  of 
the  Peace  or  are  of  the  order  from  whose  ranks  the  Commission 
is  ordinarily  filled  ;  so  that  there  is  good  promise  that  the 
tradition  of  county  government  will  not  be  altogether  broken 
by  the  introduction  of  the  elective  element.  It  is  really  a 
small  matter  whether  men  in  authority  are  nominated  from 
above  or  elected  from  below,  so  long  as  they  are  the  right 
men  for  the  duties  reposed  in  them.  To  hold  that  any 
special  sanctity  attaches  to  the  method  of  selection  would 
be  sheer  pedantry.  People  ivlio  read  their  newspapers 
with  intelligence  must  learn  that  neither  public  virtue 
nor  corruption  belong  exclusively  to  any  particular  system 
of  government.  With  regard  to  the  selection  of  County 
Councillors,  the  great  thing  is,  as  we  have  already 
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remarked,  to  choose  men  who  are  capable  of  rendering  the 
community  good  service,  and  who  will  be  above  the  influences 
that  have  made  the  name  of  the  Metropolitan  Board  of  \\  oiks 
so  abhorrent  to  Londoners.  It  is  only  what  might  have  been 
expected  that  certain  members  of  the  dying  Board  should  try 
to  renew  the  possibilities  which  some  of  them  have  used  so 
cleverly,  by  seeking  election  to  the  London  County  Council , 
but  public  opinion  is  dead  against  them.  Newspapers  of  the 
most  diverse  political  views  unite  for_  once  in  protestmg 
against  the  reappearance  of  the  discredited  Board  of  works 
elements  in  the  thin  disguise  provided  by  the  Local  Govern¬ 
ment  Act.  All  agree  that  the  Board  of  Works  must  be  wiped 
out,  and  its  constituents  relegated  to  that  obscurity 
which  they  should  never  have  emerged.  They  have  had 
their  day ;  and  must  now  give  place  to  men  with  cleaner 
characters.  If,  as  is  generally  supposed,  the  question  of  the 
water  supply  of  the  Metropolis  is  to  occupy  the  attention  of 
the  London  County  Council,  perhaps  to  be  followed  in  due 
time  by  the  consideration  of  the  gas  supply,  men  of  the  most 
irreproachable  integrity,  as  well  as  of  signal  ability,  will  be 
needed  for  dealing  with  these  great  matters  ;  and  it  cannot 
be  said  that  the  Metropohtan  Board  is  rich  in  members  with 
either  of  these  qualifications. 

THE  CIRCULAK  INQUIRY  NUISANCE  AGAIN. 

The  circular  inquiry  nuisance  is  very  hard  to  kill.  From 
time  to  time  we  have  evidence  that  our  exposures  of  the 
practice  have  discredited  it  in  some  places  ;  but  it  breaks  out 
again  elsewhere.  From  this  we  conclude  that  offenders  in 
this  way  are  mainly  to  be  found  among  people  who  either 
never  see  the  Journal,  or  are  too  lazy  to  study  it.  This  view 
is  strengthened  by  the  observation  that  most  of  the  inquiiies 
with  which  the  culprits  plague  their  correspondents  concern 
matters  that  intelligent  readers  can  learn  all  about  from  our 
columns ;  and  the  remainder  are  usually  of  a  more  or  less 
impertinent  character,  such  as  only  very  ignorant  and  un¬ 
civilized  individuals  would  think  of  putting  to  perfect 
strangers.  We  liave  recently  seen  a  remarkable  example  ol 
the  circular  inquiry,  emanating  from  a  Clerk  to  a  Local  Board, 
who  wants  to  learn  something  about  the  administration  of 
works  without  paying  for  the  advice  of  a  duly  quahfled 
engineer.  He  does  not  even  trouble  to  ascertain  the  nainea 
of  those  whom  he  favours  with  his  attention ;  but  meiely 
addresses  his  letter  to  “  The  Manager  of  the  Gas-Works,’’ 
and  says  ;  “Will  you  please  answer  me  queries  on  other 
“  side  hereof,”  without  unbending  so  far  as  to  say  he  will 
feel  obliged  by  the  complaisance  of  his  unknown  corre¬ 
spondents.  The  queries  thus  flung  at  the  heads  of  humble 
gas  managers  contain,  among  others,  questions  as  to  whether 
the  recipient  makes  plans  and  superintends  the  outlay  of  new 
japital.  and  whether  he  is  allowed  a  house,  fire,  and  lights. 
This  sort  of  thing  is  nothing  less  than  sheer  impudence  ;  and 
the  questioned  gas  managers  must  have  been  extraordinarily 
meek  or  good-tempered  who  did  not  instantly  consign  the 
impertinent  communication  to  the  waste-paper  basket.  Men 
who  reply  to  inquiries  of  this  order  have  only  themselves  to 
thank  when  they  find  the  same  weapon  employed  to  their 
own  detriment ;  they,  in  short,  “make  a  rod  for  their  own 
“  backs.”  We  have  before  us  another  letter  of  the  same 
class,  which  although  commendably  impersonal  in  its  pur¬ 
pose,  yet  offends  by  begging  for  information  from  strangers 
to  be  used  for  the  writer’s  guidance.  We  have  repeatedly 
stated  in  general  terms  the  conditions  under  which  ordinary 
inquiries  may  be  circulated  without  offence  ;  but  the  adiLess- 
ing  of  these  communications  to  strangers  places  the  inter¬ 
rogator  under  such  a  marked,  though  vague  obligation  to 
people  whom  he  can  never  hope  to  repay,  that  men  of  any 
delicacy  of  feeling  will  shrink  from  taking  the  ^  step  which  to 
many  seems  so  easy  that  they  rush  out  their  inquiries  as 
though  everybody  lay  under  an  ordinance  to  pour  out  their 
stores  of  information  to  the  first  comer  who  chooses  to  intrude 
upon  them  by  virtue  of  the  postman’s  introduction. 


THE  AFFAIRS  OF  THE  GAS  INSTITUTE. 

Resignations  of  the  President  and  Secret.lry. 

By  Mr.  Henry  Woodall’s  desire,  we  publish  the  following  latter, 
which  he  has  addressed  to  the  Council  of  The  Gas  Institute  . 

Leamington,  Dec.  20, 1888. 

To  the  Council  of  The  Gas  Institute. 

Gentlemen, — It  is  with  very  great  reluctance  that  I  have  per¬ 
mitted  myself  to  be  brought  to  the  conclusion  that  I  must  relinquish 
the  honoured  position  of  President.  _  _  -1^+1 

I  had  felt  from  my  earliest  experience  in  the  chair  that  the 
secession  of  so  many  respected  members  from  the  Council  had 
robbed  us  of  much  of  our  representative  character.  Still,  there 
were  at  least  three  districts  represented.  The  subsequent 
retirement  of  Mr.  Colson  accentuated  the  difficulty  ;  and  now  I 
learn  to-day  that  Messrs.  Cross  and  Peaty  have  also  resigned. 
Of  the  eight  members  who  remain,  one  is  too  far  removed  to 
be  able  to  attend  our  meetings,  and  especially  at  this  time  of  the 
year  ;  and  five  are  members  of  the  Manchester  District  Associa¬ 
tion.  I  feel  that,  however  desirous  the  latter  may  be  to  pursue 
their  duty  in  an  impartial  spirit,  it  is  almost  impossible  for  them 
to  realize  the  feelings  of  other  sections  of  the  members,  with  whom 
they  have  necessarily  but  limited  opportunities  of  associating.  It 
was  on  that  account  that,  at  our  last  meeting,  I  urged  the  desirabil¬ 
ity  of  calling  a  special  meeting  of  the  menabers,  to  discuss  the  two 
policies  which  had  occupied  the  consideration  of  the  Council. 

I  have  urged,  and  I  continue  to  maintain,  that  unless  the  voice 
of  the  body  of  members  is  taken,  the  inevitable  result  will  be  that 
another  Association  will  be  formed,  which  will  attract  the  great 
maiority  of  our  profession  south  of  the  Northern  Counties ;  and 
that  the  title  of  the  Institute,  and  its  properties,  will  become  the 
possession  of  a  section  only  of  our  numbers.  This  I  am  deeply 
persuaded  would  be  a  very  great  misfortune.  The  old  feeling  ot 
fellowship,  which  used  to  be  as  wide  as  the  world  itself,  will  be 
narrowed  and  broken ;  and  it  will  be  remarkable  indeed  it  un¬ 
worthy  jealousies  do  not  take  its  place. 

An  Institute  which  is  not  representative,  can  scarcely  be  an 
Institute  at  all.  At  any  rate,  it  was  not  such  an  Institute  which 
elected  me  to  office,  nor  is  it  such  an  one  that  I  can  consent  to 
serve ;  and  as  I  have  failed  in  my  attempt  to  re-establish  a  repre¬ 
sentative  body,  I  can  no  longer  have  either  pleasure  or  pride  in 

It  pains  me  much  to  think  that  by  the  course  I  am  taking,  I 
am  aggravating  the  troubles  which  were  too  embarrassing  before  ; 
but  I  can  only  hope  that  you  may  speedily  arrive  at  a  happy  solu¬ 
tion  of  them,  and  win  the  approbation  which  I  had  hoped  to 

share  v/ith  you.  j  Gentlemen,  Yours  faithfully, 

Henry  Wood.all. 


We  have  also  received  from  Mr.  W.  H.  Bennett  the  following 
copy  of  the  communication  by  which  his  resignation  of  the  office 
of  Secretary  of  the  Institute  will  be  made  known  to  the  members  . 

Dear  Sir, — I  have  this  day  presented  a  letter  to  the  Council  of 
The  Gas  Institute,  of  which  the  following  is  a  copy 

To  the  Council  of  The  Gas  Institute. 

Gentlemen,— I  beg  to  tender  my  resignation  of  the 
appointment  I  now  hold  as  Secretary  of  The  Gas  Institute, 
and  shall  be  obliged  by  being  relieved  from  my  duties  as 
soon  as  possible.— Yours  faithfully,  W.  H.  Bennett. 

It  is  with  very  great  regret  that  I  have  felt  compelled,  in  justice  to 
mvself,  to  take  this  step  ;  but  as  the  members  generally  are  not  in 
my  opinion  fairly  represented  on  the  Council— more  especially  now 
that  the  President  has  resigned,  and  as  the  course  being  pursued 
by  those  attending  the  Council  does  not  appear  likely  to  result  in 
a  fair  representation  for  a  very  considerable  time  to  come,  I  feel 
that  it  would  not  be  honest  towards  the  members  to  continue 
to  assist  in  promoting  a  policy  which  can  only  be  attended  by 
disaster,  and  the  ultimate  wreck  of  the  Institute. 

I  therefore,  beg  to  offer  to  the  members  my  thanks  for  the  con- 
fidence  reposed  in  me,  and  so  often  publicly  expressed,  during  the 
last  twenty  years,  and  say  that  I  trust  the  gas  profession  may  not 
long  be  without  a  representative  Institution  worthy  of  it. 

Yours  truly,  W.  H.  Bennett. 


Many  of  our  readers  who  remember  Mr.  Henry  Hughes,  for¬ 
merly  of  the  Plough  Bridge  Tar-Works,  Rotherhithe,  will  regret  to 
learn  of  his  death  on  Sunday,  the  16th  inst.  The  deceased  gentle¬ 
man  was  in  his  80th  year. 

The  course  of  lectures  on  cooking  by  gas,  which,  as  announced 
in  our  last  issue,  Madame  Alting-Mees  is  delivering  in  Brussels, 
is,  we  learn,  meeting  with  rich  success.  On  Monday  last  week, 
Madame  Alting-Mees  had  a  large  and  select  audience  in  the  new 
hall  of  the  Gaziers  Beiges ;  and  she  then  maintained  her  high 
reputation  as  a  demonstrator  of  the  use  to  which  gas  can  be  put 
in  culinary  operations  by  cooking,  with  a  No.  6  (old)  Fletcher 
stove,  an  entire  dinner  in  one  hour. 


Mr.  R.  C.  Smith,  a  member  of  the  Bridgnorth  Town  Council, 
has  been  appointed  honorary  gas  examiner  for  the  town. 

The  Secretaryship  of  the  Board  of  Trade  (in  succession  to  the 
Earl  of  Onslow)  has  been  accepted  by  Lord  Balfour  of  Burleigh. 

Mr.  John  Woodward  has,  we  learn,  for  the  present  been  pkced 
by  the  Manchester  Gas  Committee  in  charge  of  the  Bradford  Road 
Gas-Works. 

Among  the  notices  on  the  paper  for  discussion  in  the  next  session 
of  Parliament  are  two  in  which  our  readers  are  interested.  One  is 
bv  Mr  Craig  Sellar,  who  intends  to  “  call  attention  to  the  report 
of  the  Joint  Committee  of  the  two  Houses  of  Parliament  on  the 
subject  of  Private  Bill  Legislation,  and  to  move  a  resolution, 
urging  the  Government  to  legislate  upon  the  subject;  and  the 
other  is  by  Mr.  Seager  Hunt,  who  purposes  introducing  a  Bill  to 
consolidate  the  Acts  relating  to  the  water  supply  of  London. 
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GAS  AND  WATER  COMPANIES  IN  THE  STOCK  MARKET. 

(For  Stock  and  Share  List,  see  p.  1120.) 

Business  on  the  Stock  Exchange  during  the  past  week  has  not 
presented  any  feature  of  particular  interest ;  and  the  markets 
generally  have  been  rather  quiet,  as  might  be  expected  at  the 
time  of  year.  Dulness  was  the  prevailing  tendency  at  first — the 
Panama  Canal  affairs  being  regarded  as  likely  to  upset  the  Paris 
Bourse,  while  there  was  some  appi-ehension  that  the  Suakim 
Expedition  would  bring  trouble  at  home.  Later  on,  however,  as 
the  position  of  the  Money  Market  appeared  more  satisfactory,  a 
better  tendency  set  in  ;  and  there  was  more  strength  all  round. 
Still,  movements  are  very  slight,  and  the  course  of  business  has 
not  been  very  interesting.  The  Gas  department  has  been  quiet, 
and  fairly  firm.  Business  has  not  been  abundant;  and  but  few 
stocks  have  been  dealt  in.  Gaslight  “  A  ”  has  had  its  fair  share 
of  transactions,  and  has  been  very  steady — marking  much  about 
the  same  prices  every  day.  The  preference  and  debenture 
stocks  have  not  been  touched;  but,  of  the  latter,  the  6  per 
cents,  have  been  put  down  2  in  quotation.  This  is  a  sort 
of  reconsideration  of  the  ex  div.  quotation  which  had  put 
them  up  3;  and  consequently  they  still  stand  1  to  the  good. 
South  Metropolitans  have  been  quieter.  The  “  A  ”  is  steady  ;  but 
the  “  B  is  still  weak,  and  has  fallen  back  1.  Commercial 
continues  inactive  ;  a  single  transaction  in  the  old  stock  being  all 
the  business  marked.  The  Suburban  and  Provincial  Companies 
offer  little  for  remark.  Brentford  old  has  changed  hands  once  or 
^ice  at  good  figures  ;  and  one  of  the  rare  transactions  in  Crystal 
Palace  confirms,  by  its  price,  some  of  the  figures  realized  at  the 
recent  sale  at  the  Mart.  The  Foreign  undertakings  show  the  only 
advances  in  quotation  which  have  been  effected  in  the  week. 
Continental  Union  has  made  a  further  rise,  although  no  business 
has  actually  been  recorded  in  it;  and  Australian  (Sydney) 
debentures,  which  are  now  creeping  up  towards  the  level  of 
Melbourne,  have  advanced  1,  Of  Water,  there  is  little  to  be  said. 
The  tendency  on  the  whole  is  not  quite  so  good,  except  in  Lambeths. 
The  rest  have  been  done  at  rather  low  figures ;  but  none  have 
actually  receded  in  point  of  quotation,  with  the  exception  of  South¬ 
wark  ordinary,  off  the  high  ex  div.  quotation  of  which  2  have  been 
deducted. 

•  daily  operations  were :  Gas  business  on  Monday  was  mostly 

middle  figures.  Of  the  rest,  Brentford 
old  was  most  conspicuous.  The  only  changes  were  a  rise  of  1  in 
Continental  Union  fully  paid;  and  i  in  the  partly  paid.  A  little 
was  done  in  Water  ;  but  prices  were  not  grand.  Business  in  Gas 
was  rather  more  slack  on  Tuesday,  principally  in  the  Foreign 
undertakings;  and  prices  were  only  moderate.  Water  was  about 
the  same  as  before.  On  Wednesday,  Gas  was  very  quiet,  and 
offered  nothing  to  remark.  The  few  transactions  marked  in  Water 
were  at  very  moderate  figures.  On  Thursday,  business  was  again 
very  limited.  South  Metropolitan  “  B  ”  were  weak  ;  and  prices 
generally  were  only  moderate,  except  for  Australian,  which  rose 
1.  Water  was  dull.  On  Friday,  the  only  business  was  in  the 
Metropolitan  Companies.  Gashght  “  A  ”  was  pretty  firm  ;  but 
South  Metropolitan  “  B  ”  fell  1.  The  only  feature  in  Water  was 
an  advance  of  2  in  Lambeth  10  per  cents. 


ELECTRIC  LIGHTING  MEMORANDA. 

ELECTRIC  LIGHT  QUESTIONS  IN  PARLIAMENT — THE  AFFAIRS  OF  WOODHOUSE 
AND  RaW'SON,  LIMITED — THE  DANGER  OF  OVERHEAD  WIRES, 

The  suyect  of  electric  lighting  was  among  the  last  things  brought 
under  the  notice  of  the  House  of  Commons  before  the  prorof^ation. 
On  Thursday,  Mr.  Watt  asked  the  President  of  the  Board  of°Trade 
whether  the  Electric  Lighting  Act  precludes  the  grant  of  Licenses 
to  more  than  one  undertaker  for  the  same  area,  whether  the  Act 
prevents  the  breaking  up  of  streets  without  the  consent  of  the 
Board  of  Trade,  whether  inquiry  is  made  as  to  the  responsibility 
01  undertakers  before  Licenses  are  granted,  and  whether  any 
Licenses  had  been  abandoned  in  consequence  of  the  heavy  cost  of 
obtaining  them  in  face  of  the  opposition  of  local  authorities.  One 
cannot  help  thinking  that  questions  of  this  kind  would  be 
answered  just  as  well  if  addressed  to  the  Editor  of  a  technical 
newspa^r  as  when  put  to  the  head  of  a  Government  Department, 
oir  M.  Hicks  Beach  dealt  with  his  questioner  categorically  ;  the 
answer  to  the  first  query  being  in  the  negative,  to  the  second 
m  the  affirmative,  to  the  third  ,the  same,  and  as  to  the  last  the 
Dep^tment  has  no  information.  After  this  elementary  exercise, 
bir  Henry  Roscoe  more  usefully  engaged  the  Minister’s  attention 
by  pointing  out  the  fact  that  four  Electric  Light  Companies  have 
given  formal  notice  of  their  intention  to  make  application  for 
^atutoiy  privilege  to  supply  electricity  in  the  same  district  of 
Kensington,  and  asking  whether  the  Board  of  Trade  could  prevent 
tile  objectionable  consequence  of  such  competition  as  regards  the 
breaking  up  of  roadways  without  waiting  for  the  action  of  the  local 
autiionty.  To  this  very  apposite  reminder  of  the  evils  of  compe¬ 
tition  in  such  matters,  the  President  of  the  Board  of  Trade  gave  a 
satistactoi-y  answer,  A  further  point  was  made  by  Sir  George  Camp¬ 
bell,  who  asked  Sir  M.  Hicks  Beach  to  take  care  that  no  Licenses 
or  Brovisional  Orders  were  granted,  except  to  undertakers  who 
could  give  substantial  guarantees  of  their  ability  and  willingness 
to  carry  out  the  proposed  work.  Altogether  the  putting  of  these 
questions  especially  Sir  H.  Roscoe’s— served  a  very  good  purpose. 
It  brought  before  Parliament  and  the  public  the  fact  that  London 


IS  threatened  with  competitive  electric  lighting,  which  can  only  bo 
prevented  by  the  exercise  of  vigilant  wisdom  by  the  Board  of  Trade. 
We  showed  last  week  that  it  is  not  sufficient  to  invoke  the  activity 
of  local  authorities  in  this  emergency.  These  are  for  the  most 
part  quite  ignorant  of  the  true  working  of  competition  in  matters 
of  this  kind,  and  their  instruction  would  be  too  dearly  purchased 
at  the  cost  of  delivering  London  over  to  the  tender  mercies  of  the 
horde  of  electric  light  speculators. 

An  extraordinary  general  meeting  of  the  shareholders  in  Wood- 
house  and  Rawson,  Limited,  has  just  been  held,  ostensibly  for  the 
purpose  of  confirming  the  appointment  of  Auditors,  but  really,  as 
it  appears,  in  order  that  the  Chairman  might  have  an  opportunity 
of  advertizing  the  recent  progress  of  the  Company’s  business.  At 
any  rate,  he  improved  the  occasion  by  reciting  the  lighting  and 
other  contracts  completed  and  entered  into  by  the  Directors  since 
the  last  ordinary  meeting,  with  the  intention  of  impressing  the 
shareholders  and  the  outer  world  with  a  due  sense  of  the  value  of 
their  property.  It  is  truly  remarkable  how  these  electrical  concerns 
ramify.  Now  we  make  bold  to  say  that  the  vast  majority  of 
people  who  hear  of  Woodhouse  and  Rawson,  Limited,  never  think 
of  the  possible  subdivisions  of  the  concern.  Yet  in  the  Chairman’s 
speech  at  the  meeting  in  question,  we  find  allusions  to  “  our  sub¬ 
sidiary  Company  working  in  Yorkshire  ;  ”  to  the  “  Woodhouse  and 
Rawson  Electric  Supply  Company  of  Great  Britain,  Limited, 
one  of  our  subsidiary  companies  which  does  a  merchant’s  busi¬ 
ness  in  buying  and  selling  electrical  goods  ;  ”  and  another  concern 
called  “  the  Woodhouse  and  Rawson  Electric  Manufacturing  Com- 
pany.”  Besides  this,  there  is  to  be  a  new  Company  formed  to  do 
something  in  the  way  of  dealing  in  shares  which  the  original 
Company  cannot  legally  do  ;  and  there  are  promises  of  great  things 
in  the  way  of  amalgamations  with  other  Companies  yet  unnamed. 
This  may  be  all  right  and  proper;  but  to  the  unsophisticated  spec¬ 
tator,  it  looks  rather  too  much  like  attempting  to  multiply  scrip 
which  may  be  negotiable  from  bearing  a  name  generally  under¬ 
stood  to  belong  to  a  successful  concern.  It  is  the  most  unpleasant 
thing  we  have  ever  noticed  in  connection  with  the  administration 
of  the  business  founded  by  Messrs.  Woodhouse  and  Rawson, 

It  is  well  understood  that  the  Grosvenor  Gallery  Electric  Light 
Cornpany,  and  two  or  three  other  concerns  in  the  same  way  of 
business,  are  at  the  present  time  carrying  on  their  operations 
in  different  parts  of  London  by  what  may  almost  be  called 
the  surreptitious  running  of  wires  from  their  generating 
stations  over  the  house  tops  to  the  premises  of  their  sub¬ 
scribers.  Seeing  the  maze  of  telegraph  and  telephone  wires 
which  occupy  the  same  “  coign  of  vantage,”  above  the 
crowded  streets,  we  have  repeatedly  remarked  on  the  hazard 
attending  this  method  of  distributing  strong  electrical  currents, 
which,  moreover,  practically  sets  at  nought  the  provisions  of  the 
Electric  Lighting  Act  for  the  protection  of  the  public.  The 
practice  has  grown  from  small  beginnings,  until  we  believe  that 
now  there  are  many  arc  lamps  in  use  by  advertising  shopkeepers 
the  current  for  which — quite  strong  enough  to  kill  a  man,  or  set 
fire  to  a  house — is  brought  by  means  of  wires  carried  over  the  tops 
of  houses  by  the  most  audacious  trespass.  It  is  all  very  satisfac¬ 
tory  to  the  parties  primarily  interested,  so  long  as  there  is  no 
disaster ;  but  the  first  catastrophe  which  brings  the  system  under 
the  notice  of  a  coroner’s  jury  will  be  the  signal  for  its  collapse. 
That  such  an  eventuality  is  by  no  means  improbable  may  be 
gathered  from  the  complaint  of  a  firm  of  solicitors  recently  pub¬ 
lished  in  a  daily  newspaper,  whose  telephone  connections  were 
attacked  and  fused  by  some  agency  which  they  believe  to  have 
been  accidental  contact  with  an  electric  light  wire.  It  must 
have  been  either  this  or  a  flash  of  lightning ;  and  the  latter  is 
inadmissible.  Therefore  although  the  complainants  wisely  disclaim 
any  wish  to  be  regarded  as  alarmists,  they  made  their  case  known, 
in  order  that  the  danger  in  question  may  be  guarded  against  by 
the  only  satisfactory  expedient  of  burying  all  electric  light  wires 
out  of  the  way  of  telephonic  connections.  Nothing  will  be  done, 
however,  until  somebody  is  killed  outright. 


Prohibiting  the  Use  of  Saccharine  in  France.— The  follow¬ 
ing  (says  Industries)  is  an  abstract  of  the  preamble  of  the  Bill  now 
before  the  French  Chamber,  prohibiting  the  importation  of 
saccharine  into  France : — “  The  attention  of  the  Administration 
has  been  directed  to  a  new  coal-tar  product  known  as  saccharine. 
This  substance,  which  differs  essentially  in  its  elementary  com¬ 
position  from  vegetable  sugars,  possesses  much  greater  sweetening 
power,  a  quality  that  was  sure  to  lead  to  its  being  used  as  a  sub¬ 
stitute  for  sugar  in  many  cases.  We  learned  from  our  Consular 
agencies  abroad  that  factories  were  being  established  in  certain 
countries  for  the  purpose  of  bringing  saccharine  into  competition 
with  beet  and  cane  sugar ;  not  only  in  France,  but  also  in  other 
neighbouring  markets.  The  high  cost  of  that  substance  seemed  to 
constitute  an  insuperable  obstacle  to  its  general  adoption ;  but 
lately  the  situation  has  changed.  It  can  now  be  more  cheaply  pro¬ 
duced  ;  and  already  it  is  extensively  used,  mixed  with  glucose,  in 
the  preparation  of  jams,  syrups,  and  liqueurs.  It  has,  therefore, 
become  an  urgent  necessity  to  provide  a  remedy  for  the  evil,  in 
the  interests  of  the  Customs  receipts  and  that  of  the  health  of  the 
consumer ;  for  it  has  been  shown  by  the  report  of  Drs.  Bronardel, 
Pouchet,  and  Ogier,  in  the  name  of  the  Consulting  Committee  of 
Hygiene,  that  saccharine,  and  the  various  preparations  derived 
from  it,  are  noxious  to  health,  and  ought  to  be  prohibited.  Where¬ 
fore  the  Government  has  deemed  it  expedient  to  prohibit  the  im¬ 
portation  of  saccharine  and  saccharined  substances.” 
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MR.  DIBDIN  ON  STANDARDS  OF  LIGHT. 

Although  the  paper  read  by  Mr.  Dibdin  at  the  Society  oi  Arts 
on  Wednesday  last  was  rather  a  resume  of  his  conclusions  on 
this  subject,  as  already  set  forth  in  the  reports  presented  to  the 
Metropolitan  Board  of  Works,  in  papers  read  at  meetings  of  Ihe 
Gas  Institute  and  the  Society  of  Chemical  Industry,  than  a 
further  advancement  in  respect  to  this  abstruse  subject,  still  it 
resulted  in  bringing  out  one  or  two  new  ideas  from  the  reader 
of  the  paper,  and  from  Mr.  Alexander  Siemens  and  Mr.  Williams 
in  the  course  of  the  subsequent  discussion.  Most  of  our  readers 
must  be  well  aware  that  Mr.  Dibdin  objects  to  candles  and  to 
the  amyl-acetate  lamp  as  being  altogether  unsuitable  ^lor  iignt 
standards;  that  he  is  more  hopeful  as _  regards  the  slit  or 
“screen”  as  applied  in  conjunction  with  carburetted  air-gas, 
and  that  he  considers  the  Harcourt  pentane  standard  the  most 
suitable  of  all ;  also  that  he  has  conducted  a  very  elaborate  series  ot 
experiments  in  connection  with  the  subject.  Anything  t  la  le  las 
to  say  about  standards  of  light  is,  therefore,  worthy  of  attentive 

considGration,  as  coming  from  an  undoubted  authonty.  ^ 

Mr.  Dibdin  commenced  his  paper  on  Wednesday  by  showing  tlie 
importance  of  the  subject,  as  illustrated  by  the  amount  of  money 
annually  expended  in  London  for  gas.  But  this  is  rather  an 
argument  for  the  necessity  of  using  the  best  obtainable  burners 
that  will  develop  the  highest  possible  duty  from  the  gas,  than  tor 
accurate  testing,  which  will  never  actually  save  the  public  money. 

The  value  of  the  gas  may  be  determined  to  within  a  fraction  per 
cent.,  but,  unless  the  public  are  educated  to  use  better  burners, 
the  matter  will  not  affect  them ;  and  they  will  always  prefer  to 
form  their  own  opinion  as  to  the  value  of  gas  or  any  other  source 
of  light,  irrespective  of  official  tests.  _  Gas  engineers  know  well 
that  an  irate  consumer,  prejudiced  against  the  gas  by  insumcien 
supply,  or  by  the  use  of  unsuitable  burners,  has  very  little  respect 
for  photometrical  results  ;  and  at  once  sweeps  away  any  argument 
as  to  proved  candle  power  with  a  Pecksniffian  flourish  of  the  right 
arm.  The  parties  who  are  really  most  interested  in  accurate,  un¬ 
variable  testing  are  the  gas  companies,  who  occasionaUy  are 
subjected  to  some  injustice  on  account  of  the  vagaries  of  the  candle, 
or — and  we  say  it  with  all  respect —  the  vagaries  of  the  gas 
examiner.  The  long  list  given  by  Mr.  Dibdin  of  attempts  to  im- 
prove  upon  the  sperm  candle,  and  the  fact  that  it  is  Jaot  ye  is- 
placed,  renders  it  an  open  question  whether  many  of  the  detects 
ascribed  to  it  are  not  also  common  to  any  source  of  light.  On  tbe 
question  of  purity  of  material,  for  example,  it  came  out  in  tbe 
course  of  the  evening  that  the  amyl-acetate  used  for  the  lamp  to 
which  that  title  has  been  given  must  be  perfectly  pure,  it  reliable 
results  are  to  be  obtained.  If  this  is  so  with  a,myl-acetate, 
it  may  also  be  the  case  with  pentane.  The  unsettled  state  of 
opinion  amongst  English  photometrists  is  certainly  somewhat 
behind  the  course  pursued  in  Germany,  where  endeavours  a.re 
being  made  to  improve  the  candle  and  the  amyl-acetate  lamp,  with 

a  view  of  rendering  them  reliable  standards.  i  ■  i 

As  regards  the  colour  of  the  amyl-acetate  flame,  on  which  Mr. 
Dibdin  lays  so  much  stress,  it  should  be  observed  that  no  diflerence 
is  perceptible  to  the  eye  between  the  colour  of  this  flame  and  that 
of  pentane.  Both  were  exhibited  side  by  side ;  and  both  gave,  to 
the  eyes  of  the  audience,  a  clear,  intense  white  light.  Mr.  A  ex- 
ander  Siemens  observed  that  Mr.  Dibdin  had  endeavoured  to  get 
a  higher  duty  out  of  the  lamp  supplied  to  him  than  it  was  intended 
to  yield,  by  increasing  the  height  of  the  flame  from  40  to  51  mm., 
in  order  to  make  the  light  equal  to  an  English  sperm  candle, 
and  perhaps  this  is  the  reason  why  the  German  operators  Mem  to 
have  a  better  opinion  of  this  proposed  standard  than  Mr.  Dibdin. 
Mr  Williams  spoke  very  highly  of  the  amyl-acetate  lamp ;  and, 
indeed,  he  appeared  to  think  that,  with  a  few  simple  improvements 
in  detail— such  as  the  substitution  of  a  platinum  wick-tube  for  the 
German  silver  one — it  would  prove  a  very  useful  apparatus,  it 
certainly  possesses  the  advantage  of  simplicity,  portability,  and 
cheapness.  Bearing  in  mind  that  legal  gas  testing  applies  to 
large  towns  and  also  to  small  undertakings,  having  perhaps  a  capital 
of  JB4000  or  ^65000,  these  are  important  considerations. 

Mr.  Dibdin  gave  an  account  of  the  proposed  molten  platinum 
standards  ;  but  he  had  very  little  hope  as  to  their  practicability, 
and  this  was  fully  illustrated  by  the  examples  exhibited  ihe  great 
objection  to  this  principle  is  that  it  is  of  an  evanescent  charac  er. 
The  observation  must  be  taken  at  the  moment  of  best  eflect ;  just 
as  the  platinum  is  on  the  point  of  fusing.  So  that  to  obtain  one 
reading,  a  number  of  trial  observations  must  be  made,  and  all  but 
the  highest  rejected.  The  platinum  unit  requires  a  skilful  operator 
at  the  sight-box,  and  another  very  carefully  regulating  the  appli¬ 
cation  of  heat,  which  may  be  furnished  either  by  oxyhydrogen  or 
by  electricity.  In  the  first  case  the  oxygen  supply,  and  in  the 
second  the  current  of  electricity,  must  be  very  gradually  increased 
until  the  foil  melts.  The  oxyhydrogen  worked  fairly  well.  Ul  tlie 
two  electric-platinum  units  exhibited,  one  required  an  unpar  la- 
mentary  amount  of  coaxing  to  get  it  to  act ;  and  the  ot  ler  one 
was  not  in  working  order.  It  seems  idle,  therefore,  even  to  men 

tion  molten  platinum  as  a  possible  standard. 

Mr.  Dibdin  admits  that  “  it  would  probably  not  be  difficult  to 
formulate  a  manner  of  using  the  candles  that  would  do  away  wi 
many  of  the  objections  and  variations  found  in  the  course  ot  his 
experiments;  and  in  this  respect  he  was  supported  by  Mr. 
Williams.  But  while  in  England  photometrists  are  talking  about 
the  possibility  of  regulating  the  composition,  and  the  number  o 
threads  to  the  wick,  in  Germany  they  are  actually  trying  to  carry  i 
out,  by  making  the  candles  much  shorter,  so  as  to  get  a  better 
centring  of  the  wick,  &c.  Indeed  it  is  evident  that  there  is  too 


much  of  what  may  be  called  ‘  red-tapeism '  in  connection  with 
English  photometry.  It  is  simply  absurd  to  suppose  that,  because 
the  Acts  of  Parliament  specify  “  sperm  candles  ot  six  to  the 
burning  120  grains  per  hour,”  anything  that  can  be  compressed 
into  these  conditions  will  do  ;  and  that  the  examiner  has  no  op  i 
even  if  “  they  are  shut  up  in  a  box  with  insufficient  ventilation, 
or  if  the  wick  curls  up  like  a  cork-screw  or  a  pig’s  tail,  ine  Act 
of  Parliament  certainly  does  not  provide  for  these  contingencies  , 
but  it  is  only  consistent  with  common  sense  to  suppose  that  m  tlie 
first  case  the  apparatus  should  be  properly  ventilated,  and  that  m 
the  second  a  proper  candle  should  be  substituted, 
be  the  letter,  it  certainly  cannot  be  the  sense  of  the  Act  that  tne 
examiner  should  knowingly  use  a  candle  that  is  unjust  either  to 
the  gas  or  to  the  consumer.  Whether  candles  or  any  other  stan¬ 
dard  may  be  used,  the  skill  and  experience  of  the  operator  mixst 

always  be  a  factor  in  the  experiment.  _ 

The  author  devoted  some  time  to  a  criticism  of  the  statements 
made  by  Messrs.  Heisch  and  Hartley,  in  their  report  to  ihe  L^as 
Institute  in  1884,  as  to  the  unsteadiness  of  the  pentane  flame  ,  but 
the  specimen  exhibited  on  the  platform  rather  supported  the  views 
expressed  by  those  gentlemen  than  otherwise.  No  special  draugit 
was  observable  in  the  room;  but  it  wavered  considerably  until 
protected  by  an  Argand  chimney  glass.  Mr.  Dibdin  recommended 
the  use  of  the  chimney  and  cover  in  all  practical  work.  VVHH 
respect  to  chimneys,  Mr-  Williams  raised  an  important 
had  found  that  even  the  best  glass  chimneys  were  liable  to 
differences  of  refraction,  and  the  presence  of  stnie ;  8°  ^hat  a 
different  result  might  be  obtained  by  partially  rotating  the 
chimney  so  as  to  bring  a  different  part  ot  its  surface  before  the 
flame.  If  this  is  applicable  in  connection  with  pentane,  it  is  per 
tinent  to  ask  what  the  effect  of  the  Argand  chimney,  as  inj'^iably 
used  with  the  gas-flame,  may  be.  Mr  King  has  that  a  clear 

glass  globe  obstructs  lOi  per  cent,  of  light ;  Mr.  Wood  ^  ^ 

12  per  cent. ;  while  Mr.  Storer  finds  that  flat  sheets  ot  various  ^ 
of  glass  have  an  obstructive  effect  ranging  from  6  to  13  per  cent. 

In  order  to  overcome  this  defect,  Mr.  Williams  has  tri^  expm- 
ments  with  plates  of  thin  mica,  and  has  succeeded  in  obtainm  a 
chimney  that  has  no  effect  on  the  photometer.  Whether  off  or  on, 
the  lighting  effect  is  the  same.  According  to  the  results  above 
quoted,  the  effect  of  the  Argand  chimney  must  be  to  obstiuct  a 

considerable  portion  of  light.  It  would,  g^s^- 

if  Mr.  Williams  could  adopt  a  similar  thin  mica  chimney  to  the  gas 

“TwSfcottoi’ol'tbT.t'ctare,  Mr,  Dibjin  exhibited  exempl.e 
of  different  forms  of  wicks  taken  in  the  course  of  burning,  iangm„ 
from  a  stiff-backed  upright  wick  to  one  curled 
shape  of  an  0.  Alterations  m  the  shape  of  the  wick,  or  diver 
gencies  due  to  inaccurate  centring  of  it,  are  doubtless  the 
weak  point  of  the  standard  candle.  Some  time  ago  Mr.  Sug^ 
drew  attention  to  this  point,  and  illustrated  it  by  means  of  a  scenes 
orphotographs,  showing  the  deviation  from  the  pl^b-lme  tha 
gradually  took  place.f  His  observations,  however,  o^f^^ed  over 
feme  45  minutes ;  and  the  point  of  this  fl^^f/on  is  What  ex  ent  ot 
deviation  would  take  place  in  the  course  of  10  minutes  ?  ^  accu 

rately  adjusted  at  the  beginning  of  the  o^P^f  BM 

perpendicular  would  the  flame  draw  over  before  the  end  ?  But 
Lsfdes  differences  due  to  the  deviation  from  the 
the  curving  of  the  wick,  there  is  the  (as  yet)  undetermined  point 
as  to  the  effect  of  the  shape  of  the  wick  as  regards  light-givin^ 
power.  According  to  Mr.  Dibdin,  it  appears  that  a  straight  wick, 
wholly  enveloped  in  flame,  gives  less  light  per  gram  of  sperm  emr 
^imed  than  a  bent  wick  with  a  glowing  top.  Here  apm,  Mr 
Williams  came  to  the  rescue.  He  said  ^ 
knew  well  what  the  proper  curve  of  the  wick  should  be.  It  shou 

paper  and  the  ."Xteqhe.t  djec^ 
sion  is  to  show  that  the  much-abused  candle  is  not  altogether  a 
hopeless  failure  as  a  standard  of  light ;  and  that,  with  ^be  exerase 
of  a  very  ordinary  amount  of  common  sense  and  ®bbl  espMially^ 
combined  with  a  few  simple  precautions  on  the  part  of  the  make 
mTch  better  results  can  be  obtained  with  it  than  is  at  present  sup¬ 
posed.  Some  additions  to  the  existing  legal  conditions  are 
evidently  desirable  ;  but  whether,  as  Mr.  Dibdin  says,  it  would  b 
areaSy  toiSroduce  a  new  standard  so  as  to  obtain  these  is,  of 
course,  a  matter  of  opinion. 


The  Fourth  Drawing  of  the  Sypney 
present  number  of  the  Journal  we  give  the  fourth  pfate  ot  tlie 
series  illustrating  the  new  holder  for  the  Sydney 
and,  as  explained  last  week,  we  defer  any  description  of  tbe  details 
until  the  publication  of  the  fifth  drawing  m  next  week  s  issue. 

Improved  Street  Lighting  at  Leith. -A  commencement  has 
been  made  by  the  Corporation  of  Leith  m  improving  the  lighting 
of  public  thoroughfares,  by  fitting  the  public  lamps  wi  h 

governor^  burners,  in  accordance  with  the  resolution  recen  y 

passed  by  the  Edinburgh  and  Leith  Gas  Peebbs’s 

lamns  in  Hermitage  Place  have  been  provided  with  Peebles  s 
governor  burners,  consuming  2  cubic  feet  of  gas  per  hour,  an 
fast  Wednesday  night  were  lighted  for  ^be  first  time  ^ 

chano-e.  The  improvement  m  the  lighting,  it  is  stated,  was  ve  y 
noticeable.  At  their  meeting  last  week,  the 
sanctioned  the  purchase  of  2000 

or  two  all  the  lamps  in  the  town  will  be  fatted  with  them. _ 

»  See  “  Newbigging’s  Handbook,”  Fourth  Edition,  p.  234. 
i  See  Journal,  Vol.  XLV.,  p.  3Jj. 
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MANCHESTER  DISTRICT  INSTITUTION  OP  GAS 
ENGINEERS. 

At  the  close  of  the  discussion  on  Mr.  Dalgliesh’s  paper  {ante, 
pp.  10G7-8)  at  the  recent  quarterly  meeting  of  this  Institution,  the 
members  proceeded  to  consider  the  paper  read  by  Mr.  Thomas 
Newbigging  at  the  Doncaster  meeting  in  August,  entitled 

Gasholders  without  Upper  Guide-Frajiing. 

The  President  said  they  had  now  to  discuss  the  paper  read  at 
the  last  meeting  by  Mr.  Newbigging,  on  the  subject  of  “  Gasholders 
without  Upper  Guide-Framing.”  He  was  sorry  Mr.  Newbigging 
happened  to  be  away  ;  but  he  should  ask  Mr.  W.  Gadd  to  intro¬ 
duce  the  discussion  by  any  additional  observations  he  wished  to 
make. 

Mr.  W.  Gadd  (Manchester)  said  he  was  obliged  to  the  President 
for  calling  upon  him  to  introduce  the  subject.  The  model  which 
he  had  brought  was  not  the  one  seen  at  Doncaster.  It  was  a 
larger  one  with  three  lifts,  and  would,  he  thought,  be  found  a 
little  more  interesting  than  the  old  one.  Since  he  last  had  the 
pleasure  of  addressing  them  at  Doncaster,  he  had  been  engaged 
upon  a  great  number  of  experiments  with  regard  to  the 
principle  involved  in  the  construction  of  a  gasholder  on  this 
system.  As  they  were  well  aware,  there  had  been  considerable 
discussion  on  the  subject  since  the  paper  was  read  j  and  it  was 
liiglily  probable  that  there  would  be  much  more  discussion  until 
the  invention  was  properly  demonstrated.  It  was  his  desire  to 
bring  the  demonstration  to  the  issue  ;  and  he  had  very  good  reasons 
for  believing  that  it  would  not  be  long  before  they  would  have  the 
pleasure  of  seeing  and  examining  for  themselves  an  actual  working 
holder  on  this  plan.  This  would  set  the  matter  at  rest  once  for 
all,  whether  a  holder  was  safe  under  such  conditions.  The  expe¬ 
riments  he  had  made,  instead  of  contributing  in  any  way  to  cast 
doubt  on  the  stability  ot  a  holder  on  this  method  of  construction, 
had  added,  he  was  going  to  say,  almost  infinitely  to  his  faith  and 
belief  in  the  final  results  and  success  of  a  holder  constructed  in 
this  manner.  In  his  paper,  Mr.  Newbigging  said  that,  as  at  present 
constructed  and  guided,  gasholders  were  capable  of  resisting  the 
maximum  crushing  strain  that  was  exerted  by  the  greatest  wind 
pressure  upon  their  exposed  side— he.,  a  pressure  equal  to  20  lbs. 
to  the  square  foot  exerted  upon  a  plane  represented  by  50  per 
cent,  of  the  area  of  vertical  transverse  section  of  the  holder.  Well, 
he  thought  he  would  submit  the  model  to  an  actual  strain  to  try 
what  it  would  stand.  He  took  the  model  they  saw  at  Doncaster, 
and  submitted  it  to  an  actual  strain — not  to  any  supposed  reduced 
strain  of  20  lbs.  to  the  square  foot  exerted  on  a  plane  represented 
by  50  per  cent,  of  the  area  of  vertical  transverse  section  of  the 
holder.  That  pressure  of  20  lbs.  to  the  square  foot  took  no  effect 
whatever  upon  the  model.  He  doubled  it,  and  again  it  took  no 
effect ;  and  he  determined  to  increase  the  strain  until  he  ruptured  the 
model,  or  gave  it  a  permanent  set-over.  He  kept  on  increasing  the 
strain,  and  both  he  and  Mr. Wilson,  who  assisted  him,  were  surprised 
at  what  took  place.  They  weighted  it  until  they  did  give  it  a  slight 
permanent  set-over ;  but  it  affected  it  so  little  that,  when  the  force 
was  removed,  the  model  would  work,  though  imperfectly.  The 
exact  force  necessary  to  bring  it  to  the  point  of  iniury  was  a  force 
of  648  lbs.  to  the  square  foot.  Mr.  Newbigging  gave  20  lbs.  to  the 
square  foot  as  the  greatest  wind  pressure ;  but  it  actually  required 
648  lbs.  to  the  square  foot  on  that  little  delicate  model  to  give  it  a 
permanent  set-over  in  the  way  of  injury— nothing  short  of  that  did 
it.  This,  he  was  bound  to  say,  somewhat  startled  him.  He  had 
not  expected  it  would  stand  so  much  ;  and  he  found  it  necessary  to 
seek  for  an  explanation  of  the  cause  of  this  resistance.  The  model, 
he  wished  to  explain,  was  simply  a  cylinder  of  ordinary  thin  tin, 
with  a  tin  top.  He  was  not  going  to  say  that  this  represented 
exactly  the  comparative  strength  of  a  large  holder.  The  model 
might  be  a  little  stronger,  in  proportion,  than  the  large  holder, 
because  although  it  had  no  upright  standards  whatever  round 
it,  still  the  thickness  of  the  tin  might  be  said  to  be  greater 
than  the  sheets  would  be,  in  proportion,  in  the  large  holder, 
and  this  would  compensate  for  the  absence  of  the  upright  supports. 
He  was  free  to  admit  that  it  might  be  stronger  in  proportion ;  but 
see  the  difference  1  There  was  a  difference  in  the  increased  pro¬ 
portionate  strength  of  648  lbs.  to  20  lbs. ;  yet  the  model  was  not 
this  much  stronger.  It  was  impossible  to  conceive  of  its  being 
anything  like  so  much  stronger.  Suppose  they  assumed  it  to  be 
double  the  strength— that  was  40  lbs.  to  the  square  foot ;  but,  in¬ 
stead  of  that,  the  model  required  a  strain  ot  648  lbs.  to  cause  it  to  set- 
over.  There  was  therefore  something  in  addition  to  the  construc¬ 
tion  which  had  to  be  investigated  ;  and  he  determined  to  inquire 
into  it.  They  had,  no  doubt,  all  read  the  able  articles  on  the  sub¬ 
ject  of  gasholder  construction  in  the  Journal  of  Gas  Lighting. 
He  was  pleased  to  contribute  his  little  meed  of  admiration  of  those 
articles,  which  were  very  carefully  written,  and  were  upon  the 
acknowledged  and  admitted  lines  of  mechanical  construction.  But 
there  was  a  form  of  structure  which,  so  far  as  he  knew,  had  not 
been  very  carefully  examined.  It  was  true  that  it  was  many  years 
since  he  consulted  the  text-books,  and  he  was  speaking  from 
memory;  but  he  did  not  recollect  that  Rankine  or  any  of  the 
other  authprities  had  investigated  this  point,  though  he  had  a 
hazy  notion  that  a  French  writer  had  treated  of  it.  However,  it 
was  so  difficult  that  he  detennined  to  investigate  it  de  novo.  If  they 
took  a  base,  which  might  be  represented  by  the  bottom  curb  of  the 
holder,  and  fixed  thereon  (say)  four  upright  beams,  joined  rigidly 


at  the  base,  they  had  a  system  of  cantilevers.  The  force  required  to 
bend  one,  multiplied  by  the  number  would  equal  the  force  required 
to  bend  the  four ;  but  if  these  cantilevers  were  joined  at  the  top 
by  another  rigid  bar,  which  might  be  represented  by  the  cup  rings 
of  the  holder,  the  actual  force  exerted  transversely  would  be  four 
times  what  was  required  in  the  first  example.  The  reason  of  this 
was  that  two  bends  in  opposite  directions  of  each  upright 
member  took  place  when  they  were  joined  top  and  bottom ; 
whereas,  when  they  were  unconnected  at  the  top,  as  in  the 
first  example,  there  was  only  one  bend.  This  accounted  for 
double  the  force  being  required.  But,  as  these  two  bends 
were  in  opposite  directions,  they  had  to  be  made  about 
a  neutral  axis  lying  midway  between  the  two  horizontal 
members.  This  halved  the  length  of  leverage  at  which  the  force 
took  place ;  and  this  again  multiplied  the  resistance  by  two, 
which  accounted  for  four  times  its  strength  in  resisting  strains. 
If  they  had  the  upright  from  a  bottom  curb  standing  up,  and  they 
should  then  be  joined  by  a  rigid  ring  at  the  top,  the  resistance  to 
the  overturning  of  these  uprights  was  multiplied  by  four,  by  the 
rigid  ring  at  the  top.  He  thought  it  necessary  to  go  into  this,  to 
give  them  the  reason  why  a  holder  which  was  held  rigidly  at  the 
base  became  very  strong  indeed.  It  had  been  suggested  that  a 
great  deal  of  strength  would  require  to  be  put  into  a  holder  built 
on  the  plan  he  proposed  ;  but  they  would  see  that  there  was  no 
reason  why  this  should  be  necessary.  Still,  he  had  always 
admitted  that,  if  it  were  necessary,  it  was  easily  done  ;  and  it 
would  form  an  infinitesimal  addition  to  the  expense,  when  com¬ 
pared  with  what  was  swept  away  in  the  guide-framing.  He  wished 
to  draw  attention  to  the  fact  that  the  spiral  motion  was  exceed¬ 
ingly  slight.  The  screw  or  spiral  was  of  what  might  be  called  the 
quickest  possible  description.  The  holder  was  a  structure  with 
an  enormous  base  ;  and  this  base  was  held  as  firmly  as  though  it 
rested  on  the  ground.  If  they  had  such  a  structure -resting  on  the 
ground,  they  could  not  conceive  that  any  wind  would  blow  it  over. 
By  his  plan,  the  holder  was  in  a  really  stable  position.  As  long 
as  the  bottom  curb  kept  in  form,  there  was  no  possibility  of  any 
accident  taking  place  ;  nor  was  there  any  possibility  of  jamming. 
It  would  not  matter  if  they  had  2  or  3  inches  of  play  between 
the  rollers  ;  all  that  was  necessary  was  for  it  to  be  on  one  set  of 
rollers  at  one  time.  They  had  tried  the  model  under  all  possible 
conditions. 

The  President  said  that,  if  he  understood  Mr.  Gadd  aright,  in 
taking  a  pressure  of  20  lbs.  to  the  square  foot,  and  applying  it  to 
one-half  of  the  complete  surface  of  the  holder,  they  had  what  Mr. 
Newbigging  considered  a  fairly  heavy  wind  pressure  ;  but  that,  in 
the  case  of  the  model  in  question,  it  stood  a  pressure  of  648  lbs., 
as  against  the  20  lbs.  It  certainly  seemed  an  enormous  difference. 
One  could  not,  however,  help  noticing  that,  in  the  structure  as  it  was, 
having  the  frame  of  the  holder  inside,  and  with  a  grip  on  the  guide- 
rails  all  round,  if  wind  pressure  came  from  one  side,  that  side  was 
held  down,  while  the  other  side  was  held  up.  This  was  different 
to  a  holder  with  outside  framing;  inasmuch  as  in  that  the  bulk  of 
the  strain  was  on  the  opposite  side  to  that  from  which  the  wind 
came,  while  in  this  case  it  was  distributed  all  round.  It  was  an 
exceedingly  ingenious  arrangement.  "Whether  Mr.  Gadd  was  to 
get  the  credit  for  the  invention,  he  did  not  know.  He  saw  that 
Mr.  Livesey  had  been  reading  a  paper  on  the  same  subject,  though 
he  arrived  at  the  same  end  in  a  different  way.  Mr.  Gadd  took  a 
spiral  frame  all  round  the  tank  ;  while  in  Mr.  Livesey’s  it  went 
first  one  way  and  then  another.  Anyway,  they  had  Mr.  Gadd’s 
paper  before  Mr.  Livesey’s,  though  both  were  based  on  the  same 
line  of  thought. 

Mr.  Harrison  Veevers  (Dukinfield)  remarked  that  when  Mr. 
Newbigging  mentioned  that  he  intended  to  read  a  paper  on  gas¬ 
holder  construction,  he  said  it  would  rather  surprise  the  gas  world. 
It  certainly  astonished  him  more  than  he  was  led  to  expect.  It 
certainly  surprised  him  that  such  a  total  revolution  in  gasholder 
construction  should  be  first  brought  out  at  a  meeting  of  their  Insti¬ 
tution.  He  had  not  much  opportunity  at  the  last  meeting  of  con¬ 
sidering  the  subject ;  but,  on  reflection  and  studying  the  paper,  he 
came  to  the  same  conclusion  as  the  President,  that  the  holder  was 
fixed  by  the  pressure  of  the  rollers  all  round.  Leaving  the  scien¬ 
tific  part  of  the  subject,  he  should  like  to  say  something  as  to  its 
aesthetic  aspect.  Gasholders  were  not  things  of  beauty.  Designed 
and  painted  in  any  way  they  liked,  they  were  not  pleasant  to  look 
at.  A  holder  constructed  on  Mr.  Gadd’s  principle  was,  in  his 
opinion,  more  a  thing  of  beauty  than  if  it  had  a  number  of  sticks 
standing  round  it,  pretending  to  hold  it  up.  From  this  point  of 
view  alone,  he  was  inclined  to  look  with  favour  upon  it. 

Mr.  N.  Meiklejohn  (Longwood)  said  Mr.  Gadd  had  shown  them 
that  a  lever  bound  at  both  ends  was  four  times  as  strong  as  one 
with  one  end  free  ;  but  he  did  not  gather  that  anything  he  said  gave 
a  reason  for  the  extraordinary  strength  of  his  model.  All  holders 
were  at  present  made,  as  the  one  proposed  by  Mr.  Gadd  was,  with  a 
top  and  bottom  curb,  and  a  space  of  intervening  sheeting ;  and  he 
should  like  to  have  heard  Mr.  Gadd  explain  the  difference  between 
the  resisting  strength  of  an  ordinary  holder  and  his  model.  The 
idea  seemed  to  be  that  the  fixing  of  the  bottom  curb  would  add 
the  extra  strength  ;  but  as  it  was  to  be  a  floating  vessel,  which 
would  rise  up  and  down,  he  had  never  yet  been  able  to  see  how 
this  rigidity  was  to  be  obtained.  He  did  not  for  a  moment  deny 
that  it  was  as  Mr.  Gadd  represented  it ;  but  he  had  not  been  able 
to  see  how  the  fixing  would  add  anything  to  the  actual  strain  it 
would  resist  in  case  of  wind  pressure  coming  against  the  side  of 
the  holder.  With  Mr.  "Veevers,  he  thought  the  sesthetic  point  of 
view  should  not  be  lost  sight  of ;  but  granting  that  the  engineering 
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feat  was  possible,  they  ought  to  know  something  of  the  difference 
in  cost.  They  were  to  have  a  total  taking  away  of  the  guide- 
framing;  but  if  the  cost  came  anything  near  that  of  guide-framing, 
he  should  prefer  to  have  the  framing.  The  framing  did  add  to  its 
appearance  ;  and  it  was  certainly  useful  when  the  lutes  froze  an 
snow  gathered  on  the  top.  With  the  holder  as  it  was  m  the  model, 
it  would  be  a  rather  difficult  thing  for  a  man  to  go  up  and  clear 
the  ice  out  of  the  cups  or  the  snow  off  the  top.  There  might  be 
a  spiral  framing  for  these  purposes ;  but  at  present  the  framing 
answered  the  purpose,  as  well  as  resisting  the  over-turning  pressure 
of  the  wind.  If  the  difference  in  the  cost  of  the  two  structures 
was  not  large,  he  should  certainly  prefer  to  still  put  up  the  guide- 

frammg^^  W.  Hutchinson  (Barnsley)  wished  to  know  how  long 
the  actual  holder  on  this  plan,  to  which  Mr.  Gadd  referred,  had 
been  erected  ;  and  if  it  had  stood  the  test  of  any  strong  winds. 

Mr.  Gadd  explained  that  the  holder  was  not  yet  erected,  but  was 

in  contemplation.  „  ,,  • 

Mr.  J.  Dalgliesh  (Glossop)  asked  if  Mr.  Gadd  could  give  seme 
idea  of  the  difference  in  cost  of  the  two  arrangements.  He  had 
some  sympathy  with  the  view  expressed  by  a  previous  speaker; 
and  if  the  cost  was  not  very  much  lower,  it  would  certainly,  as  tar 
as  his  experience  went,  be  better  to  stick  to  the  old  form.  At  the 
same  time  he  admitted  that  the  new  invention  gave  a  perfectly  rigid 
structure.  Could  they  not  combine  the  two  things,  and  have  a 
light  framing  round  a  holder  on  Mr.  Gadd’s  principle  ?  They  ought, 
however,  to  have  some  information  as  to  the  cost,  so  that  they 
might  be  better  able  to  form  an  opinion.  There  would  certainly  be 
some  difficulty  in  getting  to  the  top  of  Mr.  Gadd’s  holder  without 
some  arrangement  like  a  spiral  staircase. 

Mr.  Ball  said  he  should  like  to  ask  just  one  question.  As  the 
framing  was  to  be  done  away  with,  the  strain  it  was  called  upon 
to  bear  would  have  to  be  taken  up  somewhere  else;  and  it  seemed 
to  him  it  would  be  taken  by  the  tank-guides.  Would  this  entail 
any  additional  expense  in  the  construction  of  the  tank  ?  Would 
any  additional  strain  be  thrown  upon  the  guides  in  the  tank  ;  and 
if  there  was,  would  it  be  sufficient  to  cause  any  additional  expense 
in  the  structure  ? 

Mr.  J.  Parkinson  (Brighouse)  assumed  that  the  whole  of  the 
weight  was  taken  by  the  tank-guides  to  the  bottom  lift ;  and  when 
they  came  to  erect  a  three-lift  holder,  these  would  have  to  be  very 
strong,  and  bear  a  great  weight.  There  was  free  space  for  the 
vertical  sides  of  the  second  lift,  and  also  for  the  bottom  lift.  For 
a  single-lift  holder,  the  arrangement  might  do  where  the  spirals 
were  held  to  the  tank-wall ;  but  when  they  came  to  the  vertical 
sides  of  a  second  lift,  there  would,  he  thought,  be  a  source  of 
weakness  there. 

The  President,  referring  to  Mr.  Veevers’s  remark  on  the 
{esthetic  side  of  the  question,  said  that  economy  with  safety  were 
the  two  main  points  they  had  to  consider.  He  did  not  think 
there  would  be  any  difficulty  in  making  arrangements  to  get  to 
the  top  of  the  holder.  The  question  of  cost  was,  however,  one 
that  they  ought  to  know  something  about ;  and  if,  as  Mr.  Gadd 
said,  it  would  not  be  long  before  a  holder  on  his  plan  was  erected 
on  a  large  scale,  it  would  be  interesting  to  see  what  it  cost.  He 
was  sorry  that  some  gentlemen  like  Mr.  Newbigging,  who  usually 
took  part  in  the  discussion,  were  absent  that  day. 

Mr.  Gadd  said  he  felt  as  strongly  as  the  President  the  absence 
of  Mr.  Newbigging,  who  would  certainly  have  been  of  great  assist¬ 
ance  in  the  discussion.  With  reference  to  the  objection  of  Mr. 
Meiklejolm,  that  there  was  no  provision  for  climbing  on  the  holder 
to  clear  the  frozen  lutes  and  so  on,  he  had  only  to  say  that  this 
was  a  matter  of  detail,  which  would  have,  of  course,  to  be  provided 
for.  In  the  illustration  which  accompanied  the  paper,  a  hand¬ 
rail  was  figured  round  the  top  of  the  holder,  such  as  was  now 
common  enough.  A  rail  could  also  be  put  round  each  litt,  and 
they  would  make  a  firm  and  safe  road  ;  and  then  a  little  straight 
iron  ladder  could  be  put  up  at  some  convenient  point  at  the  side 
of  the  holder.  This  was  a  little  matter  of  engineering  detail,  which 
any  engineer  could  design  and  carry  out.  As  to  the  cost,  if  his 
plan  were  not  cheaper,  he  did  not  know  why  anybody  should  be  at 
the  trouble  to  depart  from  the  old  lines;  but  Mr.  Newbigging,  in 
his  estimate,  put  the  cost  of  the  guide-framing,  roughly  speaking, 
at  50  per  cent,  of  the  cost  of  the  whole  structure.  He  (Mr.  Gadd) 
would  not  assert  positively  that  this  was  a  correct  estimate.  But 
if  it  were  placed  at  40  per  cent.,  or  any  other  figure,  it  was  obvious 
that  there  must  be  an  enormous  saving  by  taking  away  the  great 
weight  of  guide-framing ;  and  it  was  on  this  that  the  com¬ 
mercial  success  of  the  invention  must  be  shown.  Whether 
Mr.  Newbigging’s  estimate  was  under  or  over  the  mark,  was 
a  matter  of  considerable  interest ;  but  in  itself  it  was  quite  im¬ 
material.  He  thought  a  saving  of  50  per  cent,  was  not  very 
far  from  the  mark ;  for  they  not  only  saved  in  the  framework 
itself,  but  they  saved  all  the  piers  and  foundation-stone  prepara¬ 
tion  round  the  tank  for  building  the  guide-framing  upon,  which  in 
cost  of  material  and  labour,  must  form  a  very  important  item. 
As  to  the  tank-guides,  which  Mr.  Ball  referred  to,  there  was  no 
doubt  that  the  strain  would  have  to  be  taken  up  by  the  guides 
in  the  tank.  It  must  be  taken  up  somewhere ;  and  the  final 
resistance  to  the  strain  was  in  the  spiral-guides  round  the 
tank.  The  strength  lay  in  the  fact  that  the  spiral-guides 
were  built  into  the  tank,  and  could  not  give  way,  unless  they 
were  torn  bodily  away ;  and  it  would  be  very  easy  to  design  a 
method  of  fixing  the  guides  into  the  tank,  by  long  Lewis  bolts, 
or  something  of  that  kind,  so  that  no  reasonable  force  could 
pull  them  out.  This  could  be  done  without  adding  materially 


to  the  expense,  because  the  guides  had  to  be  fixed  at  present ;  and 
there  need  be  no  very  great  addition  to  the  expense.  As  for  the 
Esthetic  question,  this,  of  course,  might  be  interesting ;  but  at 
the  same  time  it  was  perfectly  true,  as  the  President  had  said,  Uiat 
it  could  not  be  considered  in  the  face  of  possible  economy.  But 
when  all  this  was  said,  he’confessed— though  it  might  be  prejudice 
in  favour  of  his  own  child— that  he  saw  a  simplicity  about  Uie 
structure  he  had  designed  which  commended  itself  to  him.  He 
compared  it  to  the  idea  of  the  structure  of  the  pyramids  of  Lgypt, 
about  which  there  was  a  grand  simplicity  greatly  to  be  admired , 
and  he  was  inclined  to  think  that  when  they  saw  these  holders 
on  a  large  scale  without  guide-framing,  they  would  admit  they  had 
a  beauty  which  was  absent  from  the  ordinary  structure  of  sticks 
and  rods.  However,  this  was  quite  a  matter  of  taste  ;  and  for  the 
present,  they  must  adopt  the  dictum  of  the  President  that  Esthetic 
considerations  must  give  way  to  those  of  economy.  Then  he  was 
asked  as  to  the  strains,  and  how  the  rollers  were  to  grip  the  guide- 
rails  and  keep  the  holder  firm.  The  explanation  was  this  .  In  the 
present  holders,  if  there  was  any  wind  pressure,  the  holder  was 
driven  horizontally  to  the  framework  on  the  opposite  side  to  that 
from  which  the  wind  came.  In  his  new  holder  the  bottom  curb 
was  gripped  and  held  ;  and  the  strain  became  one  of  the  cantilever 
type.  If  they  took  an  imaginary  line  from  the  top  of  the  holder 
downward  to  the  roller  on  the  other  side,  they  had  the  resistance, 
so  to  speak,  of  a  direct  strut  through  the  centre.  They  had  no 
strut,  it  was  true ;  but  they  had  a  circular  girder  bond  ail  round. 
The  model  stood  an  extraordinary  strain  ;  and  he  did  not  think 
the  same  model  would  have  done  this  if  with  guide-frammg. 

The  President  remarked  that,  as  in  the  case  of  Mr.  Dal^hesh, 
they  accorded  to  Mr.  Newbigging  a  vote  of  thanks  for  his  paper  at 
the  last  meeting.  They  were,  however,  very  much  obliged  to  Mr. 
Gadd  for  being  present  that  day. 


The  Improved  Street  Lighting  by  Gas  in  the  City.— Allud¬ 
ing  to  the  fitting  within  the  last  few  weeks  of  some  improved  gas 
lanterns  and  burners  to  the  lamp-posts  in  Cheapside,  Queen  Vic¬ 
toria  Street,  and  some  other  City  thoroughfares,  our  contemporary. 
Money,  says :  “  The  improvement  in  the  light  is  very  marked  ; 
although  the  new  form  of  lamp-head  is  not  perhaps  the  best 
suited  to  give  gas  fair  play.  Still  we  must  he  thankful  for  small 
mercies.  It  is  a  step  in  the  right  direction  ;  and  in  time  we  may 
have  a  perfect  form  of  gas-lamp  in  our  streets.  Anyway,  it  is 
better  than  being  saddled  with  the  expensive,  delusive,  will  o’  wisp 
electric  phantom.” 

Mr.  Ellis  Lever  and  the  Leeds  Gas  Coal  Contracts. 

The  Special  Committee  which  was  appointed  to  investigate  the 
statements  made  some  time  since  by  Mr.  Ellis  Lever  concerning 
the  coal  supplied  to  the  Leeds  Corporation  Gas-Works  (references 
to  which  have  appeared  in  the  Journal  from  time  to  time)  had 
their  report— which  is  said  to  be  a  voluminous  document— under 
consideration  at  a  meeting  last  Thursday.  A  meeting  of  the  Gas 
Committee  was  held  later  in  the  same  day ;  and  the  report  was 
laid  before  them  and  adopted.  The  report  has  since  been  pub¬ 
lished  ;  and  an  abstract  will  be  given  in  our  next  number. 

The  “  Evening  Star  ”  Lodge  of  Freemasons.— It  may  be  re¬ 
membered  that  an  absurd  attempt  (which  signally  failed,  as  itrichly 
deserved  to  do)  was  a  short  time  since  made  by  one  of  the  London 
daily  financial  papers,  to  bring  discredit  on  the  members  of  the 
“  Evening  Star  ”  Lodge  by  commenting  upon  an  anonymous  letter 
published  in  its  columns.  We  then  alluded  to  the  matter  in  an 
“  editorial;  ”  and  no  further  mention  would  have  been  made  of  it 
but  for  a  letter  from  “  A  Life  Governor  ”  of  the  Masonic  Charities 
appearing  in  the  last  number  of  the  Freemasons’  Chronicle.  We 
have  pleasure  in  reproducing  this  letter,  as  it  bears  out  most  fully 
everything  that  was  said  about  the  question  by  those  who  had  true 
masonry  at  heart.  It  is  as  follow's: — “  I  had  the  pleasure 
ceiving  an  invitation  to  the  recent  installation  meeting  of  the 
Evening  Star  Lodge  ;  but,  perhaps,  at  the  time  it  reached  me,  I 
had  misgivings  as  to  the  ‘  class  ’  of  men  I  was  to  rneet  there  I 
may  tell  you  I  had  read  in  a  public  journal  that  this  Lodge  is  a 
hot-bed  of  jobbery  and  corruption.  Still,  I  decided  to  avail  myself 
of  the  opportunity  of  personally  judging,  if  possible,  whether  such 
a  charge  was  justified.  I  need  hardly  tell  you,  Bro.  Editor,  that 
I  found  the  members  of  the  Evening  Star  Lodge  as  true  gentle¬ 
men  and  as  sincere  masons  as  could  be  desired ;  and  I  think  it  a 
pity  that  the  name  of  the  Lodge,  or  any  of  its  constituent  members, 
should  have  been  mixed  up  with  a  supposed  scandal,  or  in  any  way 
associated  with  general  misdoings  in  the  gas  world.  Among  the 
members  of  the  Lodge,  I  found  Bro.  James  Glaisher,  an  octo¬ 
genarian,  but  as  genial  a  craftsman  as  ever  donned  an  apron.  I 
felt  than  in  such  a  frame  it  was  impossible  for  ‘  treason  to  lurk.’ 
I  gathered  that  it  was  in  the  course  of  a  trip  to  cloudland  that  Bro. 
Glaisher  expressed  the  wish  to  become  a  Freemason  ;  and  he  ulti¬ 
mately  induced  Bro.  Magnus  Ohren  to  propose  him.  This  alone 
would,  I  think,  entitle  Bro.  Magnus  Ohren  to  the  thanks  of  the 
members  of  the  Evening  Star  Lodge  ;  but  he  has  other  clairns  on 
their  regard — not  the  least  of  which  is  his  persistent  desire  to 
promote^the  welfare  of  the  Masonic  Charities.  His  efforts  in  this 
respect  had  a  happy  issue  on  the  evening  of  my  visit ;  inasmuch  as 
the  services  of  Stewards  for  each  of  the  Masonic  Institutions  were 
secured  at  the  meetings  for  the  Festivals  of  1889.  I,  toi  one, 
should  like  to  see  a  few  more  Lodges  following  the  example  of  the 
Evening  Star  ;  and  if  their  only  reward  for  so  doing  was  to  create 
envy  in  the  outside  world,  they  would  at  least  have  the  gratifica- 
I  tion  of  knowing  tliey  had  done  something  to  attract  attention. 
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STANDARDS  OF  LIGHT 

At  the  Meeting  of  the  Society  of  Arts  on  Wednesday  last — Dr. 
J.  Hopkinson  presiding— Mr.  W.  J.  Dibdin,  F.I.C.,  F.C.S.,  read  a 
paper  on  “  Standards  of  Light.”  The  anther  had  many  of  the 
standards  mentioned  in  the  course  of  the  paper  iitted  up,  and  gave 
full  explanations  as  to  their  operation. 

The  great  importance  attaching  to  the  measurement  of  light  in 
these  days  of  severe  competition  between  various  luminous  agents 
renders  it,  he  said,  imperative  for  the  question  to  be  kept  well  in 
view,  to  prevent  its  being  lost  in  the  whirlpool  of  political  changes. 
To  many  of  the  public,  the  question  doubtless  appears  to  bo  one  of 
those  with  which  scientific  men  like  to  amuse  themselves,  but 
which  can  by  no  possibility  have  any  effect  on  the  practical  details 
of  our  daily  life.  To  show  the  immense  commercial  importance 
of  the  question  in  the  City  of  London  alone,  it  is  only  necessary 
to  put  forward  the  facts  relating  to  the  gas  supplied  by  the  three 
large  Companies — viz..  The  Gaslight  and  Coke  Company,  the 
bouth  Metropolitan  Gas  Company,  and  the  Commercial  Gas  Com¬ 
pany.  In  1887,  the  amount  paid  by  the  public  to  these  three 
Comjianies  for  gas  was  i‘3,354,794.  Practically  the  whole  of  this 
amount  was  for  IG-candle  gas.  Therefore  41209,074  was  paid  by 
the  public  of  London  for  one  candle  of  light.  When  this  item  is 
added  to  the  whole  of  the  gas  supply  of  the  United  Kingdom,  it 
will  be  at  once  comprehended  that  in  this  seeming  unimportant 
controversy,  we  have  one  of  the  most  far-reaching  questions  of  the 
iti  fact,  which,  as  soon  as  it  is  fairly  grasped  by  the 
pmblic,  will  have  to  be  speedily  settled.  Up  to  the  present,  it"  may 
be  said  that,  in  spite  of  the  repeated  inquiries,  reports,  papers 
before  the  various  societies,  and  long  correspondence  in  the  news¬ 
papers,  the  question  is  looked  upon  as  merely  pertaining  to  the 
laboratory  of  the  professional  photometrist. 

The  keen  competition  between  the  gas  companies  and  the 
electricians  (which  is  but  beginning  to  rear  its  head,  and  promises 
to  soon  become  a  serious  matter)  demands  a  settlement  of  the 
value  of  our  English  unit,  the  sperm  caudle,  and  the  provision  of 
a  substitute  for  it  which  will  at  once  be  reliable  in  working,  and 
capable  of  multiplication  and  repetition  to  an  unlimited  extent. 
Looking  beyond  our  own  nation,  we  see  the  question  agitating  the 
minds  of  conscientious  workers  in  other  countries.  In  France, 
the  “  Carcel  ”  lamp  has  held  its  own  since  its  introduction  in 
1800,  much  in  the  same  way  as  our  sperm  candles  still  maintain 
their  pre-eminence  here.  In  Germany,  the  paraffin  candle  (used, 
however,  in  a  far  more  scientific  way  than  are  oirr  sperm  candles) 
still  holds  the  field.  In  America,  in  this  matter,  they  try  all 
things,  and  anxiously  watch  the  older  countries  for  guidance. 

When  gas  was  unknown,  and  oil-lamps  and  tallow  candles  ruled 
the  roast,  and  the  electric  light  was  yet  unborn,  Bouguer,  in  1700, 
proposed  candles  as  the  unit  of  comparison.  In  those  days  there 
were  no  official  testing-stations,  and  no  boards  of  directors  to 
harass  unhappy  gas  managers.  Had  Boirguer  lived  now,  it  is 
open  to  doubt  whether  he  would  have  been  bold  enough  to  have 
made  the  same  proposition.  Sixty-four  years  later  Ritchie  pro¬ 
posed  wax  candles ;  but  does  not  appear  to  have  worried  himself 
about  the  rate  of  consumption.  Tallow,  paraffin,  stearine,  and 
feperm  have  been  all  tried,  and  finally  in  this  country  sperm  can¬ 
dles,  weighing  six  to  the  pound,  each  candle  burning  120  grains 
of  sperm  per  hour,  were  adopted. 

The  contradictory  results  afforded  by  the  various  candles  and 
the  Carcel  lamp  gave  rise  to  numerous  proposals  for  substitutes. 
Amongst  these  are  the  four-wick  lamp  of  Potter ;  Keates’s  sperm 
oil  lamp  ;  Bunsen  and  Roscoe’s  carbonic  oxide  flame ;  Crookes’s 
alcohol  and  benzol  flame ;  Von  Wartha’s  ether  flame ;  Vernon 
Ilarcourt’s  pentane  air-gas  flame  and  lamps,  Fiddes’s  aperture ; 
Wolf’s  screened  moderator  lamp  ;  Hefner- Alteneck’s  amyl-acetate 
flame ;  Methven’s  screened  Argand  flame ;  Edgerton’s  screened 
petroleum  reading-lamp  ;  Riidorf’s  screened  Argand  flame  ;  Sugg’s 
10  and  10  candle  tests  (screened  Argands) ;  Dibdin’s  pentane 
Argand ;  Draper’s,  Zollner’s,  Schwendler’s,  and  Violle’s  incan¬ 
descent  platinum  and  silver  units  ;  and  various  electric  incan¬ 
descent  lamps.  For  the  purpose  of  ascertaining  the  quality  of 
ordinary  coal  gas,  various  devices  have  been  employed,  such  as  the 
length  of  a  gas-flame  at  known  pressures — i.e.,  “jet”  photo¬ 
meters  ;  but  these  cannot  be  classed  under  the  head  of  “  standards 
of  light.” 

By  a  process  of  the  survival  of  the  fittest,  only  the  pentane,  the 
Methven  screen,  the  pentane  Argand,  and  the  10  and  10  candle 
tests,  are  now  before  the  public  as  practical  proposals  for  substi¬ 
tutes  for  the  sperm  candle  in  this  country.  In  Germany,  the  amyl- 
acetate  lamp  of  Herr  von  Hefner-Alteneck  has  met  with  great 
favour  ;  and  it  would  appear  to  have  a  good  chance  of  being 
adopted  as  the  legal  standard.  The  objection  of  the  English 
experts  to  the  colour  of  the  flame  is  so  strong  that  there  does  not 
appear  to  be  any  probability  of  its  being  adopted  here.  In  France, 
the  melted  platinum  unit,  in  the  form  proposed  by  M.  Violle,  has 
met  with  some  favour ;  but  nothing  practical  has  arisen  from  it 
up  to  the  present.  I  tried  a  modification  of  this  proposal  in  con¬ 
nection  with  my  experiments  conducted  under  the  direction  of  the 
Metropolitan  Board  of  Works,  in  which  I  melted  platinum  foil  by 
the  oxyhydrogen  blowpipe  flame,  and  took  the  light  emitted  at  the 
moment  of  its  melting  as  the  indicator.  This  system  was  followed 
up  by  the  Standard  of  Light  Committee  of  the  British  Association, 
and  elaborated  by  Mr.  H.  Trueman  Wood,  the  Secretary  of  this 
Society,  who  arranged  the  foil  so  that  it  could  be  melted  by  an 
electric  current.  The  British  Association  Committee  also  tried  a 
suggestion  of  Professor  Dewar,  which  provided  for  the  end  of  a 
thick  rod  of  platinum  being  kept  in  a  molten  condition  by  the 


oxyhydrogen  flame,  and,  while  in  that  condition,  being  used  as  a 
standard  after  the  manner  of  the  Methven — a  screen  with  a  small 
circular  aperture  being  placed  immediately  in  front  of  the  molten 
bead  of  platinum.  None  of  these  methods,  however,  gave  reliable 
results ;  and  there  does  not  appear  to  be  mucli  hope  of  such  a 
standard  ever  finding  favour  in  this  country.  The  Standards  of 
Light  Committee  of  the  British  Association  for  the  Advancement 
of  Science  reported  this  year  that,  in  their  opinion.  Professor 
Violle’s  molten  platinum  standard  is  not  a  practical  standard  of 
light,  although  they  were  quite  prepared  to  agree  to  the  adoption 
of  the  light  emitted  by  a  square  centimetre  of  molten  platinum  as 
a  unit,  but  not  as  a  standard  of  light. 

As  it  would  be  a  work  of  supererogation  to  enumerate  in  detail 
all  the  work  of  the  various  official  inquiries  which  have  been 
made  on  the  standards  of  light,  I  propose  to  discuss  their  results 
generally.  The  present  official  candles  were  described  in  the 
Metropolis  Gas  Act  of  1800  as  “  sperm  candles  of  six  to  the  pound, 
each  burning  120  grains  per  hour.”  If,  in  fact,  each  candle  would 
confine  its  rate  of  combustion  to  that  quantity,  doubtless  a  great 
part  of  our  difficulties  would  never  have  arisen ;  but  as  it  is  a 
matter  for  remark  when  we  do  get  a  candle  to  burn  this  precise 
quantity,  we  have  to  fall  back  upon  an  experiment  for  correcting 
the  variations  due  to  variable  rates  of  combustion — i.e.,  we  weigh 
the  candles  before  and  after  the  experiment,  and  calculate  the 
volume  of  light  from  the  actual  weight  of  sperm  consumed  in  a 
given  time.  This  method  introduces  the  assumption  that  the 
luminous  energy  of  a  burning  candle  is  always  in  proportion  to 
the  weight  of  sperm  consumed  in  a  given  time.  In  order  to  avoid 
this  assumption  being  too  greatly  strained,  it  is  provided,  however, 
that  when  the  consumption  falls  below  114  grains  per  hour,  or 
rises  above  120  grains  per  hour,  the  test  shall  be  rejected.  The 
only  other  provision  regarding  the  proper  use  of  candles  is 
that  they  shall  attain  “their  normal  rate  of  burning.”  The 
casual  observer  would  probably  assume  that  after  all  these 
precautions,  surely  the  quantity  of  light  emitted  by  a  candle 
must  be  constant,  within  very  minute  limits.  But  by  referring  to 
the  reports  of  various  experts  and  committees,  we  shall  see  how 
far  this  is  so.  On  the  25th  of  August,  1881,  the  Committee 
appointed  by  the  Board  of  Trade  reported  “that  candles  are  not 
of  constant  composition ;  that  the  melting  point  of  the  sperm 
varied ;  that  the  number  and  size  of  the  threads  in  the  wick,  its 
treatment  and  closeness  of  plaiting  of  the  strands,  &c.,  affect  the 
light  of  the  candle,  and  that  manufacturers  differ  in  regard  to  them  ; 
that  they  found  a  difference  of  15  per  cent,  in  the  average  illumi¬ 
nating  power  of  legal  candles,  and  a  maximum  variation  between 
two  pairs  of  candles,  of  22-7  per  cent.”  In  1883,  the  Council  of  The 
Gas  Institute  appointed  a  Standards  of  Light  Committee,  and 
engaged  the  services  of  two  of  the  most  capable  photometrists  of 
the  day — viz.,  Messrs.  Heisch  and  Hartley.  These  gentlemen, 
after  a  most  careful  inquiry,  in  which  they  were  assisted  by  the 
Committee,  reported  that — “  In  our  experiments  the  differences  in 
the  indicated  illuminating  power  by  candles  range  from  1‘3  per 
cent,  to  10  per  cent. ;  the  average  difference  being  7'05  per  cent. 
The  maximum  for  10-candle  gas  equals  a  difference  of  2'50 
candles  ;  and  the  average,  a  difference  of  1-128  candles.  Such 
extremes  as  we  realized  are  due  to  our  resolve  to  study  the 
behaviour  of  candles  as  sold  for  photometric  purposes,  which  led 
us  to  use  some,  although  they  did  not  burn  satisfactorily,  specimens 
which  in  ordinary  operations  we  should  have  rejected.”  The 
reporters  then  make  a  very  important  statement.  They  say  :  “  We 
may  hero  mention  what  we  are  convinced  to  be  a  fact — namely, 
that  sperm  candles  generally  now  develop  more  light  per  grain  of 
sperm  burned  than  they  did  several  years  ago.” 

In  July,  1884,  the  Special  Purposes  and  Sanitary  Committee  of 
the  Metropolitan  Board  of  Works  instructed  me  to  report 
exhaustively  upon  the  important  subject  of  “  Standards  of  Lights  ” 
and  in  the  following  February,  I  presented  an  interim  report. 
[The  author  here  read  the  section  of  the  report  relating  to 
“  Candles,”  which  will  be  found  on  p.  577  of  the  Journal  for 
March  31,  1885,  and  which  shows  great  divergencies  in  the  results 
he  obtained  in  his  tests  with  candles.]  Continuing,  he  said  :  In 
my  second  and  final  report,  presented  to  the  Committee  on  the  3rd 
of  May,  1887,  I  stated  that — “  As  will  be  seen  from  the  tabulated 
results  of  the  numerous  experiments  which  have  been  made — viz., 
2120,  involving  over  20,030  recorded  observations — candles,  as  the 
only  legal  standard  in  this  country,  have  been  systematically  irsed, 
with  the  result  of  still  more  than  ever  proving  their  unreliability.” 

While  this  repeated  condemnation  of  the  candles,  when  used  in 
the  legal  manner,  admits  of  no  saving  clause,  it  is  only  right  to 
put  again  on  record  the  fact  that  when  the  operator  is  allowed  to 
choose  his  own  candles,  rejecting  those  which  are  obviously  in¬ 
correct,  although  falling  within  the  limits  of  the  Act,  and  to  burn 
them  in  the  open,  instead  of  shutting  them  up  in  a  closed  box  with 
insufficient  ventilation,  very  different  results  are  obtainable.  In 
fact,  to  such  an  extent  has  this  been  found,  that  it  would  probably 
not  be  difficult  to  formulate  a  manner  of  using  them,  and  it  might 
seem  desirable  to  try  the  effect  of  such  regulations.  The  difficulties 
that  would,  however,  arise  between  conflicting  interests  in  making 
such  regulations,  would  probably  be  no  greater  than  those  in  con¬ 
nection  with  the  introduction  of  a  new  standard  which  should  at 
once  sweep  away  any  uncertainty ;  and  it  is  better,  therefore,  to 
work  for  a  permanent  change  rather  than  for  a  temporary  expedient, 
however  desirable  that  may  be. 

Having  arrived  at  the  conclusion  that  the  present  legal  stan¬ 
dard  is  unreliable,  it  is  necessary  to  inquire  into  the  merits  of 
the  various  proposed  substitutes.  Of  these  the  pentane  air-gas 
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standard  of  Mr.  A.  Vernon  Harcourt  undoubtedly  holds  the  hipest 
rank.  This  was  first  introduced  in  August,  1877,  when  Mr.  Har¬ 
court  read  a  paper  upon  it  before  the  Physical  and  Chemical  Sec¬ 
tions  of  the  British  Association,  at  their  meeting  at  Plyi^uth. 

On  the  8th  of  April,  1879,  Mr.  Harcourt  forwarded  to  the  Board 
of  Trade  a  letter  accompanied  by  a  statement  of  a  series  of  tests 
made  with  candles  and  with  the  new  standard.  In  consequence  ot 
this  eommunicaticn,  the  Board  of  Trade  appointed  the  Committee  to 
which  I  have  already  referred,  who,  after  very  careful  examination 
reported  that— “  Compared  with  the  sperm  candle,  Mr.  Harcourt  s 
air-f^as  flame  is  exact  and  trustworthy  as  a  standard  ot  fignt.  m 
1883  the  experts  of  the  Committee  of  The  Gas  Institute,  Messrs. 
Heisch  and  Hartley,  reported  of  this  standard  as  follows  \V  e 
feel  compelled  also  to  say,  although  with  reluctance,  that  we  can¬ 
not  ref'ard  Mr.  Harcourt’s  standards  as  convenient,  or  at  a  1 
suited  for  use  in  general  photometry.  They  demand  too  miich 
attention  from  the  operator.  With  an  ordinary  photometer  his 
attention  is  divided  between  the  air-gas  flame  and  observa¬ 
tions  of  the  disc.  For  it  matters  not  how  carefully  either  the  pre¬ 
pared  gas-flame  or  the  lamp  flame  be  adjusted  (even  when  the 
former  is  controlled  by  a  governor),  the  flame  length  will  change, 
and  a  httle  change  is  sufficient  to  produce  a  serious  error.  Besides 
this  the'flames  are  very  sluggish  and  unstable.  The  least  current 
of  air  affects  them,  and  causes  them  to  swerve  from  the  perpen¬ 
dicular  •  and  where  this  takes  place,  observations  at  the  photometer 
are  useless.  Further,  they  require  a  freedom  from  vibration  of 
the  room  and  of  the  apparatus  which  is  rarely  obtainable  .  .  . 

We  certainly  expected  that  the  experiments  would  have  been 
favourable  to  Mr.  Harcourt’s  proposed  standards,  and  regret  that 

the  contrary  is  the  case.”  _ 

In  view  of  this  strong  condemnation,  I  was  very  careful  m  my 
experiments ;  and  after  most  thoroughly  trying  both  the  original 
air-gas  flame  and  the  lamp,  I  was  most  convinced  that  the  above 
remarks  could  not  be  accepted  as  applying  to  the  former.  In  my 
first  report,  I  stated  that— “  From  the  beginning  to  the  end  of  my 
experiments,  the  whole  of  the  tests  were  made  with  great  facility  , 
in  fact  I  was  agreeably  surprised  at  the  simplicity  and  convenience 
experienced.”  And  again  :  “  The  important  statements  made  by 
Messrs.  Heisch  and  Hartley  as  to  the  unsteadiness  of  the  pentane 
flame  have  received  great  attention.  I  have  tried  all  that  is  possible 
to  vary  the  height  of  the  flame  by  any  means  likely  to  accidentally 
affect  it.  I  have  let  heavy  weights  fall  on  the  floor  of  the  testing- 
room  ;  shut  both  inner  and  outer  doors  violently ;  the  wall  of  the 
room  has  been  struck— in  fact,  everything  has  been  done,  short  of 
damaging  the  premises,  to  test  the  steady  burning  of  the  flame. 
Beyond  a  momentary  leap  at  the  instant  of  concussion,  no  effect 
whatever  was  produced  ;  the  flame  burnt  steadily  ;  and  the  readings 
were  the  same  after  the  experiment  as  they  were  before.  I  am  not 
aware  that  my  photometer-room  is  of  peculiarly  solid  construction, 
or  subject  to  less  vibration  than  those  at  the  testing- stations.  The 
only  conclusion  I  can  therefore  come  to  is  that  the  results  obtained 
by  Messrs.  Heisch  and  Hartley  are  not  of  the  nature  of  those 
which  might  be  looked  for  in  practice.”  In  my  second  report,  after 
more  extended  trials,  I  stated  that— “The  pentane  air-gas  has 
completely  borne  out  my  former  experience  of  it.  ...  I 
have  found  the  pentane  air-gas  to  comply  with  every  demand 
made  upon  it,  and  to  answer  to  the  full  all  the  claims  made  for  it 
by  the  inventor.  The  facts  brought  out  by  this  inquiry  have  shown 
that  the  method  of  preparing  the  air-gas  is  at  once  easy  and  safe; 
that  the  measurement  of  the  volume  of  gas  used  is  simple  and 
reliable  ;  that  the  adjustment  of  the  height  of  the  flame  is  a  matter 
of  certainty  ;  its  steadiness  all  that  can  be  desired,  when  due  care 
is  taken  and  proper  apparatus  employed  ;  and  that  the  colour  of 
the  liffiit  afforded  is  precisely  the  same  as  that  of  the  standard 

comparison  flame . Should  it  be  desired  to  use  tbe 

flame  in  an  unsuitable  position  as  regards  draught,  the  use  ot  a 
chimney,  as  arranged  by  the  inventor,  entirely  obviates  all  difficulty 
as  regards  steadiness,  and  renders  the  flame  absolutely  steady  and 
free  ffom  the  slightest  sign  of  vibration  and  swaying.” 

This  last  point  I  consider  of  the  greatest  importance ;  and,  where 
necessary,  I  should  recommend  the  use  of  the  chimney  and  cover 
in  all  practical  work,  as  the  use  of  an  absolutely  rigid  flame,  such 
as  is  thus  obtained,  renders  the  readings  of  the  photometer 
infinitely  more  definite  and  sharp.  In  conclusion,  I  recommended 
the  adoption  of  the  pentane  air-gas  flame  as  a  standard^  in  the 
place  of  candles.  As,  however,  many  practical  photometrists  are 
of  opinion  that  a  standard  of  light  of  more  than  one  candle  is 
desirable  for  most  purposes,  and  absolutely  essential  in  some,  I 
further  recommended  that,  when  the  legal  substitution  of  the 
pentane  unit  for  the  present  candle  be  made,  the  Board  of  Trade 
should  be  empowered  to  sanction  and  authorize  the  use  of  such 
other  standards  and  substitutes  as  that  Board  may  deem  fit  and 
proper  to  be  used  in  place  of,  and  after  comparison  with,  the 
pentane  air-gas  flame.  The  conclusions  as  to  the  fitness  of  the 
pentane  air-gas  as  a  desirable  unit,  arrived  at  by  the  Board  of 
Trade  Committee  in  1887,  and  by  myself  in  1885  and  1887,  have 
since  been  confirmed  by  the  Standards  of  Light  Committee  of  the 
British  Association,  who  this  year  recommended  its  adoption. 

In  view  of  the  possible  adoption  for  practical  work  of  a  standard 
of  higher  value  than  the  1-candle  pentane  air-gas,  it  will  be 
interesting  to  discuss  the  position  of  those  proposals  which  seem  to 
most  nearly  comply  with  the  requirements  of  the  photometrist.  I 
have  elsewhere  stated  that  in  my  opinion  it  is  most  desirable  that 
whatever  standard  may  be  used,  it  is  advisable  to  avoid  the  use  of 
common  coal  gas  as  a  standard  combustible  ;  and  therefore  I  have 
rejected  the  plain  gas  2-candle  unit  of  Mr.  Methven  and  the  coal 


gas  10-candle  test  of  Mr.  Sugg.  Fortunately,  however,  in  so  doing, 
it  is  not  necessary  to  reject  the  principle  of  these  convenient  units, 
as  the  vapour  of  the  pentane  used  by  Mr.  Harcourt  supplies  the 
means  of  providing  a  flame  to  each  of  these  systems,  independent 
of  coal  gas,  or  as  an  auxiliary  to  it.  The  now  well-known  “  ^arbu- 
retted  Methven  ”  gives  admirable  results  when  the  height  ot  the 
flame  is  constant.  Unfortunately,  however,  my  experience  pt  this 
standard  is  that  various  operators  rnay  disagree  as  to  the  heigiit  ot 
the  flame ;  and  a  little  over-discretion  or  carelessness,  as  the  case 
may  be,  will  cause  very  different  results.  At  the  time  of  the  Board 
of  Trade  Committee,  in  1881,  Mr.  Methven  used  tlm  ori^nal 
pattern,  in  which  simple  coal  gas  was  burnt ;  and  that  Committee 
condemned  the  system  in  consequence  of  the  variability  dim  to 
differences  in  the  quality  of  the  gas  used.  To  obvrnte  this  objec¬ 
tion,  the  inventor  enriched  the  ordinary  gas  by  causing  it  to  take 
up  the  vapour  of  pentane  on  its  way  to  the  burner,  and  altered  the 
form  of  the  slot  to  suit  the  enriched  gas. 

In  speaking  of  these  two  forms  of  Mr.  Methven’s  proposal, 
Messrs.  Heisch  and  Hartley,  in  their  report  already  referred  to, 
said :  “  It  will  thus  be  realized  that  the  range  m  the  qualities  ot 
gases  with  which  the  Methven  plain  gas  standard  can  be  sately 
used,  is  much  wider  than  is  generally  supposed ;  as  in  our  ex¬ 
periments  the  extremes  are  13’C5  and  22’4 — a  range  of  8  76 
candles.  .  .  .  The  Methven  standards  are  simple  in  con¬ 

struction,  not  liable  to  get  out  of  order,  and  extremely  easy  to 
use.  They  do  best  (like  candles)  in  an  open  photometer ;  but 
can  be  readily  used  in  a  closed  one,  if  due  care  is  taken  to  tree  y 
ventilate  the  photometer,  and  avoid  violent  air-currents— con¬ 
ditions  which  are  extremely  difficult  to  fulfil  with  closed  photo- 

Qjeters . The  only  conclusion  which  can  be  drawn 

from  such  a  mass  of  evidence  is  that  the  Methven  units_  are  not 
only  perfectly  reliable  instruments  in  ordinary  gas  testings,  but 

are  suitable  for  use  in  photometric  investigations  of  a  much  more 

refined  character.”  This  is  strong  evidence,  and  leads  to  tlie 
conclusion  that  at  all  events  we  have  here  a  valuable  substitute 
for  candles;  the  main  objection  to  the  method  being  the  uncer¬ 
tainty  as  to  the  height  of  the  flame.  Were  there  no  other  proposal 
equally  simple  in  character,  and  free  from  the  same  objection,  it 
would  be  conclusive.  But  in  view  of  the  fact  that  in  the  modi¬ 
fied  form  of  the  10-candle  test,  which  I  have  called  the  Pentane 
Ar^and,”  we  have  a  most  reliable  standard,  free  from  a,ll  objec¬ 
tion  from  the  height-of-the-flame  point  of  view,  as  I  shall  be_  able 
presently  to  show;  independent  of  coal-gas,  and  atmospheric  in¬ 
fluences,  such  as  temperature  or  pressure;  possessed  ot  tiro 
advantage  of  being  a  decimal  factor  (viz.,  ten  candles)  ;  and 
furthermore  being  a  desirable  unit  to  use  in  coal  gas  testing  dm  mg 
fo"gy  weather,  as  the  distance  of  the  opposing  lights  from  tbe 
photometer  disc  is  for  that  purpose  practically  equal— the  Methven 
would  seem  to  have  been  distanced  in  the  race  by  so  formidable 

a  competitor.  ^  . 

The  arrangement  possessed  of  these  advantages  is  very  simple  , 
no  meter,  governor,  or  other  measuring  or  controlling  adjunct, 
beyond  a  simple  tap,  being  necessary.  It  is  merely  a  small  Argand 
burner  suited  for  burning  air-gas.  Supported  2-3  inches  above  the 
steatite  burner,  is  a  screen  to  cut  off  the  light  emitted  from  the 
top  of  the  flame,  and  indicating  rods  to  assist  in  regu  acting  tbe 
flame  to  a  height  of  3  inches.  The  standard  conabustible  is  the 
vapour  of  pentane.  This  is  driven  forward  to  the  burner  by  a 
current  of  air  from  a  holder  or  pressure-bag,  as  may  be  convenient 
—about  i  cubic  foot  of  air  per  hour  being  required.  The  pentane 
is  contained  in  a  carburetter  precisely  similar  to  that  ot  Mr. 
Methven— in  fact,  I  used  one  of  his  pattern  ;  and  the  air  is  carbu- 
retted  with  the  pentane  in  the  same  way  that  he  carburettes  tbe 
coal  gas  for  his  later  form  of  standard.  A  variation  m  tlie  tem¬ 
perature  of  the  carburetter  makes  no  difference,  as  I  obtained  tne 
Lme  result  when  I  filled  the  trough  of  the  carburetter  with 
water  at  90°  Fahr.,  and  then  with  ice  and  water,  ibe  name 
should  be  adjusted  to  a  height  of  3  inches,  for  uniformity ;_  but  it 
from  accident  the  flame  falls  to  2^  inches  or  rises  to  over  4  inches 
no  difference  is  observable  in  the  volume  of  light  emitted  under 
the  screen.  I  have  ascribed  this  remarkable  result  to  a  com¬ 
pensating  action  in  the  blue  portion  of  the  flame,  which  is  reduced 
in  size  when  the  luminous  portion  is  lowered  and  contracted  m 
bulk,  and  thus  causes  a  greater  length  of 

seen  under  the  screen  ;  and  inversely,  when  the  flame  is  raised  a 
expanded  in  width,  the  blue  portion  is  also_  increased,  and  thus 
compensates  for  the  otherwise  greater  intensity  of  the  white  por¬ 
tion.  From  the  manner  in  which  this  proposal  has  been  received, 
I  am  in  hopes  it  may  form  a  neutral  ground  on  which,  tor  a  time 
at  least,  conflicting  interests  may  meet  to  Aeir  mutual  advantage. 

The  statement  of  Messrs.  Heisch  and  Hartley  already  quoted, 
to  the  effect  that  candles  develop  more  light  per  gram  of  sperm 
now  than  formerly,  is  a  most  important  one,  and  cannot  be  passed 
over  in  silence,  as  such  a  proposition  will  doubtless  afford  sco^e 
for  serious  contention.  [Mr.  Dibdm  here  quoted  at 
his  first  and  second  reports  on  this  point.  See  P- 578  ot  the 
Journal  for  March  31,  1885  ;  and  p  291  of  the  ^ 

All".  9,  1887.1  Proceeding  he  said  :  That  the  average  results  by 
candles  were  too  high  is  shown  by  the  fact  that,  out 
no  less  than  14  were  above  17'5  candles,  and  37  abo\e  17 
—results  admittedly  too  high  for  an  Argand  flame  only  3  inches  m 
heiffiit— while,  on  the  other  hand,  the  average  results  by  candles 
were  under  16  candles  only  on  six  occasions,  and  on  three  ot  tiiese 
the  low  result  was  confirmed  by  the  other  standards  ;  so  that  on 
only  three  days  did  the  candles  indicate  results  lower  than  would 
appear  to  have  been  the  true  value  of  the  comparison  flame. 


THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT.  [Dec.  25, 1888. 


The  report  of  the  Standards  of  Light  Committee  of  the  British 
Association  fully  confirmed  these  results,  and  explained  them  upon 
the  following  grounds.  Manufacturers  endeavour  to  remove  the 
liquid  portions  of  the  spermaceti  (sperm  oil) ;  and  thus  obtain  the 
“dry  ”  spermaceti  as  free  from  it  as  possible.  Tlie  resulting  pro¬ 
duct  has  a  higher  melting  point ;  and  therefore  burns  with  less 
facility.  The  manufacturers  have  now  so  far  succeeded  in  this 
direction,  that  candles  have  to  be  made  with  larger  wicks ;  the 
result  being  that  they  give  less  light  for  a  given  consumption  than 
candles  with  smaller  wicks.  Thus  the  effect  in  the  improvement 
in  spermaceti  candles  has  been  that  standard  candles  give  less 
light  than  they  gave  ten  years  ago,  and  probably  still  less  than 
*■^^7  gave  at  earlier  periods,  when  the  average  consumption  of 
candles  of  six  to  the  pound  was  140  grains  per  hour. 

Having  now  arrived  at  the  point  at  which  candles  are  shown  to 
be  untrustworthy,  and  a  suitable  substitute  found  in  the  pentane 
air-gas  flame,  aided,  for  practical  purposes,  by  the  pentane 
Argand,  it  may  be  of  interest  to  glance  at  the  position  of  the 
question  on  the  Continent.  In  presenting  a  report  of  the  Com¬ 
mittee  on  Candles  to  the  twenty-eighth  annual  meeting  of  the 
German  Gas  and  Water  Society,  in  September  last.  Dr.  Kriiss 
stated  that  the  Committee  thought  to  have  fulfilled  their  instruc¬ 
tions  by  establishing  the  German  Society’s  paraffin  candle,  which 
had  for  the  last  year  been  manufactured  under  the  Society’s 
direction  at  the  works  in  Waldau ;  and  that  the  Society  had 
determined  no  longer  to  issue  six  to  the  pound  but  ten,  in  order 
to  obtain  a  length  of  candle  more  suitable  for  practical  use.  Each 
single  candle  was  provided  with  a  M'ick  in  a  perfectly  central  posi¬ 
tion,  which  is  more  easily  accomplished  in  the  shorter  candle  than 
in  the  long  one.  Care  had  been  taken  that  the  new  candles  have 
exactly  the  same  photometrical  value  as  the  former  ones.  While 
the  work  of  the  Committee  had  been  devoted  to  the  control  of  the 
production  of  the  standard  candles,  and  to  supplying  these  to  the 
consumer,  they  had  occupied  themselves  with  the  amyl-acetate 
lamp,  and  had  already  come  to  the  conclusion  that  it  was  an  ex¬ 
tremely  comfortable  standard  for  every-day  use.  This  decision 
has  been  subsequently  confirmed.  From  the  results  of  a  number 
of  tests  made  by  members  of  the  Society  generally,  it  was  agreed 
that  for  daily  use  for  the  present  there  was  no  better,  more 
practical,  and  comfortable,  and  less  time-consuming  means  for 
light  measuring.  It  appeared,  however,  that  the  proportion  of 
the  intensity  of  the  lamp  to  the  different  candles  had  not 
been  accurately  determined.  The  intensity  of  the  German 
Society’s  candle  was  variously  stated  to  be  1'2,  1'234, 
1’21,  1-26,  1T2,  and  1'20  amyl-acetate  lamps  with  40  mm. 
height  of  the  flame.  Still  greater  differences  had  been  found  when 
comparing  the  English  candle  with  the  lamp.  It  was  evident  that 
further  close  and  continuously  systematic  trials  were  necessary  to 
determine  its  exact  value.  From  a  series  of  experiments  conducted 
by  Dr.  Liebenthal,  of  Hamburg,  it  appeared  that  the  measure¬ 
ments  of  the  wick  tube,  and  consequently  the  diameter  and  length 
of  the  wick,  need  not  be  adjusted  with  extreme  accuracy,  but  that 
the  height  of  the  flame  was  very  important,  and  that  the  mean 
variations  between  two  amyl-acetate  lamps  come  within  1  per 
cent.  The  Committee  had,  therefore,  resolved  in  conformity  with 
the  experience  up  to  the  present,  that  the  steadiness  and  easy 
application  of  the  amyl-acetate  lamp,  even  in  its  present  form, 
recommends  it  as  a  suitable  means  of  comparison  for  light 
measurements,  and  that  further  trials  are  necessary  to  determine 
the  proportion  between  the  intensity  of  the  amyl-acetate  lamp 
and  that  of  the  candle.  It  was  therefore  proposed  to  constitute  the 
Committeeon  Candlesa  Committee  onLight  Measurements,  to  make 
these  trials  together  with  suitable  experts,  and  that  the  Physical 
and  Imperial  Technical  Institute  of  Charlottenburg  be  requested, 
through  the  Imperial  Board  of  Home  Affairs,  to  lend  their  co-opera¬ 
tion  in  the  investigation. 

This  decision  is  of  great  importance.  From  the  results  of  the  very 
numerous  tests  made  by  myself  and  others  with  the  amyl-acetate 
lamp,  it  is  evident  that  its  convenience  and  steadiness  are  all  that 
can  be  desired  ;  but,  as  I  have  stated,  its  colour  is  against  it  in 
the  opinion  of  the  English  experts.  Could  this  be  overcome,  it 
would  be  a  very  convenient  standard;  but  all  efforts  up  to  the 
ppsent  have  failed  to  produce  a  light  of  the  character  of  that 
given  by  the  pentane  and  candles  at  their  best.  From  my  expe¬ 
riments,  I  found  that  the  40  mm.  height  of  flame  was  too  low ;  but 
on  raising  it  to  51  mm.,  or  2  inches,  it  gave  results  identical  with 
the  average  English  candle  as  determined  by  both  the  pentane 
and  Methven  screen.  I  am  informed  by  Dr.  Kriiss,  of  Hamburg, 
that  while  they  agree  that  the  colour  of  the  amyl-acetate  lamp  is 
very  unfavourable,  they  did  not  know  of  anything  better  ;  and 
therefore  had  to  put  up  with  it.  They  are  now  trying  the  im¬ 
proved  pentane  lamp  of  Mr.  Harcourt ;  but  the  experiments  are 
not  yet  concluded. 

One  of  the  objections  put  forward  to  a  change  of  standard  in 
England  is  that  no  general  desire  has  been  expressed  to  that  effect. 

It  has  already  been  shown  that  the  authorities  of  the  Board  of 
Trade  —  the  controlling  authorities  for  gas-testing  purposes  in 
London — the  gas  interest  generally,  as  represented  by  The  Gas 
Institute,  and  the  British  Association,  have  all  joined  in  one 
condemnation  of  the  existing  candle,  and  in  demanding  an  altera¬ 
tion;  and,  with  one  exception,  that  such  alteration  should  consist 
in  the  adoi)tion  of  Mr.  Ilarcourt’s  pentane  air-gas  flame.  It  has 
also  been  said  that  no  alteration  can  be  made  in  London  without 
affecting  the  country  generally.  If  the  regulations  applying  to 
the  candles  were  general,  that  would  be  a  strong  argument ;  but 
at  the  present  moment  there  are  virtually  two  different  standards 


in  use.  In  the  Metropolis  Gas  Act,  the  standard  candle  is  defined 
as  “  sperm  candles  of  six  to  the  pound,  and  burning  at  the  rate  of 
120  grains  per  hour.’’  In  the  instructions  of  the  Gas  Referees,  it 
IS  prescribed  that  the  candles  shall  attain  their  “  normal  rate  of 
burning,’’  and  no  mention  whatever  is  made  of  their  manner  of 
burning.  In  the  Gas-Works’  Clauses  Act,  1871,  however,  which 
applies  to  the  country  outside  the  Metropolis,  it  is  specifically  laid 
down  that  the  tip  of  the  wicks  shall  be  glowing  and  slightly  bent ; 
and  thus  a  distinct  condition  is  indicated.  True,  most  photo- 
metrists  decline  to  use  the  candles  in  any  other  manner.  But  it 
has  been  repeatedly  argued,  on  behalf  of  the  gas  authorities,  that 
an  examiner  has  no  discretion,  provided  the  consumption  of  the 
sperm  is  within  the  prescribed  limits  ;  so  that  a  test  is  a  perfectly 
legal  one  when  the  wick  is  upright,  and  the  candle  consequently 
giving  less  light,  with  the  result  of  indicating  a  higher  value  to 
the  gas  than  it  otherwise  would  have.  Such  a  condition  of  things 
does  not  argue  well  for  the  maintenance  of  uniformity  in  the 
manner  of  testing  the  value  of  the  gas  supplied  in  such  enormous 
volumes  to  the  public.  If  those  outside  the  Metropolis  are  satisfied 
with  the  better  protection  they  now  have,  it  is  no  reason  why  a 
less  sufficient  protection  should  satisfy  the  inhabitants  of  London. 
It  cannot  be  imagined,  however,  that  the  general  public  of  the 
country  are  aware  of  the  present  defective  condition  of  the  question. 
In  all  other  matters  affecting  the  commercial  transactions  of  daily 
life,  the  most  stringent  regulations  are  in  force  to  maintain  almost 
mathematical  accuracy  in  the  various  weights  and  measures  used. 
In  the  matter  of  light  alone  the  utmost  laxity  prevails,  and  when  it 
is  considered  that  such  vast  interests  are  at  stake,  it  seems  almost 
inconceivable  that  the  legalization  of  an  accurate  standard  of  light, 
such  as  can  now  be  obtained,  should  be  delayed  for  a  moment 
longer  than  that  required  to  take  the  necessary  steps. 

At  the  close  of  the  paper,  Mr.  Dibdin  showed  on  a  screen  a 
number  of  candles,  the  wicks  of  which  had  assumed  a  variety  of 
forms  in  burning,  which  affected  more  or  less  the  light  afforded. 

In  the  course  of  the  subsequent  discussion, 

Mr.  A.  G.  Vernon  Harcourt,  F.R.S.,  said  that  Mr.  Dibdin  was 
entitled  to  the  best  thanks  of  those  present  for  the  pains  he  had 
taken  to  illustrate  the  subject  which  he  had  brought  before  them. 
He  had  never  attended  a  lecture  of  this  character  which  had  been 
so  well  illustrated  as  this  one.  The  concluding  illustration,  in 
which  the  wicks  of  different  candles  were  shown  to  have  assumed 
various  forrns  in  use,  was  particularly  interesting.  The  difficulty 
of  the  question  which  they  had  before  them  was  that  it  was  not  a 
purely  scientific  matter ;  if  it  were  only  scientific,  it  could  be  verv 
well  worked  out.  For  the  business  of  gas  testing,  the  standard 
that  had  to  be  used  was  unfortunately  a  variable  one ;  and  this  was 
likely  to  be  the  case  for  a  considerable  time  to  come,  until  a  larger 
interest  was  taken  in  the  matter.  It  was  8  or  9  years  since  the 
Board  of  Trade  appointed  a  Committee  to  consider  this  subject  of 
the  standard  of  light ;  and  the  Board  went  to  the  trouble  of 
sending  round  the  report  of  the  Committee  to  those  who,  they 
thought,  would  be  interested  in  the  question.  The  result  was  very 
disappointing  to  them  ;  for  hardly  anyone  took  interest  in  it.  In 
consequence  of  this,  the  Board  had  so  far  held  their  hand  ;  and 
nothing  had  been  done.  The  matter  was  really  of  considerable  prac¬ 
tical  interest ;  and  perhaps  the  best  contribution  he  could  make  to 
the  discussion  was  to  relate  an  example  of  the  unreliable  character 
of  candles  which  had  come  under  his  immediate  observation.  He  re¬ 
ceived  a  letter  from  the  Town  Clerk  of  Gloucester  some  time  since, 
requesting  him  to  visit  the  city  in  order  to  find  out  what  was 
the  cause  of  the  difference  of  opinion  which  existed  in  regard  to 
the  testing  of  the  gas,  and  which  had  created  a  good  deal  of 
uuplea,sant  feeling  in  the  place.  The  Local  Authority  had  a  Gas 
Examiner,  who,  in  testing  the  gas,  sometimes  made  out  its  value 
to  be  very  near,  and  at  other  times  greatly  below  the  standard 
quality.  The  Company  tested  the  gas  at  their  works  ;  and  they 
were  convinced  that  it  was  considerably  above  the  standard.  They 
had  confidence  in  their  own  testing;  and  considered  they  were 
being  very  hardly  used.  He  (Mr.  Harcourt)  went  down  to 
Gloucester,  and  tested  the  gas  both  at  the  works  and  at  the  testing- 
station  in  the  town.  He  satisfied  himself  that  the  testing  had 
been  made  in  the  most  conscientious  manner  at  both  places  ;  and 
that  the  whole  of  the  dispute  which  had  arisen  had  been  brought 
about  by  the  difference  in  the  candles.  He  took  candles  from  one 
testing-place  to  the  other ;  and  to  some  extent  the  difference  was 
the  variation,  which  Mr.  Dibdin  had  alluded  to,  in  the  latitude 
which  one  gas  examiner  would  allow  himself  in  dealing  with  the 
candles  as  compared  with  another.  The  Local  Authority  Examiner, 
if  he  found  the  candles  burning  with  such  wicks  as  had  been 
shown  on  the  screen  by  Mr.  Dibdin,  rejected  them  until  he  found 
one  that  did  burn  properly.  Of  course,  the  result  of  the  testing 
was  largely  dependent  upon  whether  a  selection  was  made  of  the 
candles,  or  whether  they  were  used  as  they  came.  He  took 
samples  of  the  candles  home  from  Gloucester,  and  found  that  the 
candles  used  at  one  of  the  testing-places  contained  more  threads 
in  each  strand  of  the  wick  than  in  those  used  at  the  other.  The 
more  threads  there  were  in  each  strand,  the  less  light  would  there 
be  given  ;  and  in  these  candles  there  was  a  considerable  difference 
in  the  amount  of  light  obtained.  Here  a  great  deal  of  unpleasant¬ 
ness  had  arisen,  without  any  blame  to  either  of  the  gas  testers 
(who  had  both  carefully  and  conscientiously  done  their  work),  but 
which  had  been  produced  by  the  discrepancies  which  the  candles 
brought  about. 

Mr.  Aubx.  Siemens  wished  to  say  a  few  words  in  favour  of  the 
amyl-acetate,  lamp  in  spite  of  Mr.  Dibdin’s  condemnation,  because 
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for  practical  use— of  course,  he  spoke  as  an  electrician,  who  had 
often  to  make  comparisons— the  lamp  was  simplicity  itselt,  and 
had  a  very  great  advantage,  which  was  not  wholly  done  away  with 
bv  the  colour.  Mr.  Dibdin,  in  his  experiments,  had  unfortunately 
increased  the  height  of  the  flame  from  40  mm.  to  51  mm.,  which 
made  the  colour  of  the  light  all  the  worse.  The  amyl-acetate 
lamp  was  not,  of  course,  intended  to  he  an  English  standaid  equal  to 
the  standard  candle  ;  but  they  (Messrs.  Siemens)  could  easily  have 
supplied  Mr.  Dibdin  with  a  lamp  which  would  have  given  an  exact 
English  candle.  Since  they  had  supplied  the  lamp  to 
with  which  he  had  experimented,  they  had  found  out  that  the 
amyl-acetate  should  be  perfectly  pure  to  give  good  results  io 
be  (Tuite  safe,  Mr.  Dibdin  obtained  the  oil  from  his  firm ,  but  they 
fouhd  out  afterwards  that  it  was  a  bad  consignment.  (Laughter.) 

The  conclusion  at  which  the  German  gas  engineers  had  arrived 
was  that,  for  a  practical  standard,  the  amyl-acetate  was  the  best 
for  measuring  gas-light,  because  the  colour  of  the  light  was  very 
much  like  that  of  gas  ;  and  therefore  it  was  all  the  easier  to  com¬ 
pare.  In  this  connection  he  would  mention  that  a  great  difhcuity 
was  also  found,  when  comparing  lights,  in  this— that  the  eyes  of  the 
various  observers  were  affected  differently;  and  therefore  it  was 
verv  difficult  to  compare  two  flames  that  were  not  exactly  alike. 

To  overcome  this,  Mr.  Werner  Siemens  had  designed  the  platinum 
lamp  which  Mr.  Dibdin  had  alluded  to.  (The  ^Pf^ker  briefly 
described  the  lamp  by  the  aid  of  a  specimen  which  Mr.  Dibdin 

^^'^Dr  D^utoe  said  he  was  present  that  evening  to  learn  rather  than 
to  give  any  information.  Of  course,  the  great  thing  in  a  standard 
must  be  that  it  could  be  multiplied-in  other  words,  that  the 
operator  could  get  a  test  as  often  as  he  pleased.  He  should  like  to 
know  whether  Mr.  Dibdin  obtained  the  same  results  with  different 
pentane  flames. 

Mr.  Williams  remarked  that  it  was  some  four  years  ago  since 
Mr.  Siemens  was  good  enough  to  send  him  an  amyl-acetate  lamp. 

He  made  a  considerable  number  of  experiments,  which  convinced 
him  that  the  lamp  was  even  superior  to  any  other  standard  deviseci 
up  to  that  time— not  even  excepting  Mr.  Vernon  Harcourt’s  pen¬ 
tane  standard,  although  it  was  right  for  him  to  say  that  up  to  that 
period,  he  had  had  no  particular  experience  of  Mr.  Harcourt  s 
pentane  lamp.  He  was  quite  aware  of  the  fact  that  this  amyl- 
acetate  lamp  was  not  equal  to  the  English  standard  candle  ;  and 
he  was  surprised  that  Mr.  Dibdin  should  have  turned  the  flame 
up,  so  as  to  make  a  kind  of  fog.  Messrs.  Siemens,  he  understood, 
were  making  this  amyl-acetate  lamp  to  equal  the  English  standard 
candle.  The  lamp,  in  his  opinion,  could  be  much  improved  ;  and 
he  should  suggest  that  it  should  be  made  with  a  double  wick,  so 
that  two  flames  could  work  at  one  time.  He  believed  that  the  tube 
containing  the  wick  in  the  lamp  was  ma,de  of  German  silver ;  and 
it  should,  he  thought,  be  of  thin  platinum  foil,  as,  if  the  amyl- 
acetate  contained  the  least  trace  of  acid,  the  German  sil^r 
tube  became  corroded  in  a  very  objectionable  manner.  He 
also  considered  the  flame  should  start  from  a  wider  base. 
With  regard  to  the  point  incidentally  mentioned  by  Mr. 
Dibdin,  about  the  glass  chimneys  used  in  these  various  standards, 
he  must  say  they  were  very  objectionable  indeed ;  for  notwith¬ 
standing  however  carefully  they  might  be  selected,  they  often  con¬ 
tained  many  faults  which  affected  the  testing.  He  should  recom¬ 
mend  the  use  of  a  chimney  which  he  had  employed  for  a  long  time, 
and  which  was  made  of  an  extremely  thin  strip  of  mica.  With 
respect  to  the  platinum  standard,  he  had  had  but  little  to  do  in 
experimenting  with  it ;  but  he  did  not  think  it  was  one  which  was 
very  promising.  Very  little  was  known  of  cornmercial  platinum  ; 
but  a  great  deal  was  known  as  to  the  differences  in  the  fusing  points 
of  this  material.  If  platinums  of  various  fusion  points  were  used, 
the  light  emitted  per  unit  of  surface  would  be  different.  He  con¬ 
sidered  that  solidified  platinum  was  the  best  for  the  purpose. 
In  his  opinion,  before  the  public  would  consent  to  have  the 
present  candles  condemned,  they  would  demand  that  sorne  more 
ri<Torous  attempt  should  be  made  to  perfect  the  standard  candle 
than  had  yet  been  made.  Since  the  time  when  candles  were  recom¬ 
mended  for  use,  they  had  been  improved  in  many  respects  ,  and  he 
felt  perfectly  certain,  if  Mr.  Dibdin  were  to  invite  one  or  two  of  the 
most  distinguished  candle-makers  of  London  to  meet  him,  that 
a  great  deal  of  advantage  could  be  gained— even  in  the  interim 
between  this  and  the  time  when  new  standards  might  be  adopted. 
He  thought  it  would  be  an  advantage  if,  for  the  time  being,  they 
could  secure  better  candles  in  two  respects.  In  the  first  place, 
the  wax  was  now  of  varying  composition;  pd  he  believed  no 
particular  pains  were  taken  to  see  that  the  mixture  was  constant. 
Secondly,  there  was  no  definition  given  as  to  the  number  of  the 
threads  of  the  wick,  the  tightness  of  the  platting,  or  the  special 
tension  of  that  particular  thread  which  caused  the  twist  or  curve. 
The  last  was  the  most  difficult  point  to  attain,  and  was  the  one 
that  gave  rise  to  most  trouble  in  photometry.  With  regard  to  the 
various  illustrations  of  wicks  which  Mr.  Dibdin  had  shown,  skilled 
photometrists  could  always  tell  the  proper  form  the  wick  should 
take  ;  it  should  approximate  to  a  parabolic  curve.  As  to  the  latitude 
a  gas  examiner  should  allow  himself  in  testing,  he  thought  those 
who  permitted  themselves  least  latitude,  were  probably  the  best 

examiners.  ^  i  -i  u 

Mr.  Dibdin,  in  reply,  observed  that  Mr.  Harcourt  liad^  well 

illustrated  one  of  the  difficulties  that  were  constantly  met  with  in 
testing  with  candles  ;  but  he  did  not  think  it  necessary  to  make 
any  comment  upon  that,  as  it  was  the  experience  of  all  gas  testers. 
Mr.  Siemens  had  spoken  of  the  colour  of  the  amyl -acetate  lamp 
being  affected  as  he  (Mr.  Dibdin)  increased  the  height  of  the  flame. 


Now  this  was  not  so,  though  probably  he  might  slightly  have 
increased  the  colour.  They  found,  however,  that  the  colour  of  the 
flame  was  against  it  even  when  turned  to  the  same  height  as  that 
prescribed  by  the  inventor  (Herr  von  Hefner- Alteneck).  But  his 
kperience  was  not  singular  in  this  respect,  as  was  evident  by  the 
statement  of  Dr.  Kriiss,  which  was  mentioned  m  the  course  ot  hi  a 
(Mr.  Dibdin’s)  paper.  In  regard  to  the  oil  which  Mr.  Sietnens  sent 
him  for  use  in  the  lamp,  he  did  not  confine  himself  to  that,  but 
obtained  some  from  elsewhere,  which  was  sent  to  him  as  pure 
amyl-acetate;  and  with  this  they  found  the  colour  of  the 
flame  still  maintained.  Dr.  Dupro  of  f 

of  the  standards,  and  whether  he  (Mr.  Dibdin)  could  get  the  same 
results  with  different  burners.  He  had  used  several  forms  of  the 
pentane  burner,  and  had  obtained  precisely  the  same  results  from 
them  ;  but  he  did  not  see  how  very  slight  variations  cOuld  make 
much  difference.  Mr.  Williams  had  touched  upon  the  question  ot 
candles,  and  thought  that  if  they  were  to  invite  the  candle  makers 
to  institute  a  set  of  regulations,  they  would  probably  get  better 
results.  He  (Mr.  Dibdin)  could  not  agree  with  him,  as,  in  his 
opinion,  this  question  had  been  well  thrashed  out.  He  had  asked 
the  manufacturers  to  make  him  caniLes  m  vanous  ways  ;  a,nd 
yet  he  always  experienced  the  same  difficulties.  He  did  not  think 
many  people  had  taken  more  trouble  than  Mr.  Harcourt  to  nnprove 
candles;  Ld  he  had  shown  that  was  impossible  to  improve 
them  under  the  legal  definitions  existing  at  present.  The  Geiman 
Gas  and  Water  Society  had  issued  elaborate  instructions  for  the 
making  of  candles  ;  and  they  also  superintended  their  manufacture, 
and  sent  them  out.  The  Society’s  candles  were  distinguished  by 
a  red  thread ;  and  they  not  only  used 

testing,  but  they  went  so  far  as  to  say  that  the  height  of  the  flame 
should  be  checked  as  well.  This  was  one  of  the  greatest  safeguards 
that  the  candles  could  be  surrounded  with.  But  still  it  was  found 
that  they  were  in  the  same  position  as  English  gas  testers  in  re  ard 
to  candles  ;  and  their  Committee  on  candles  had  been  constituted 
a  Committee  to  investigate  the  various  standaids  of  light,  i 
Germans  were  not  behind  other  people  in  experimental  investiga- 
Lons  ;  and  they  had  come  to  the  conclusion  that  they  must  have  a 
fresh  investigation  into  this  subject,  and  invite  the  co-opeiation 

of  the  Imperial  Technical  Institute.  v  ..  , 

A  hearty  vote  of  thanks  was  then  accorded  to  Mr.  Dibdin  foi  his 
paper. 


The  Use  of  Water  Gas  at  the  Leeds  Forge.- An  account 
has  recently  been  published  by  Le  Martin  of  a  visit  of  one  of  its 
correspondents  to  the  establishment  ot  Mr.  Samson  Fox  ^  Leeds, 
in  order  to  ascertain  some  particulars  as  to  the  adaptation  of  v\  ater 
gas  to  metallurgy.  In  the  course  of  his  communication,  wntor 
remarks  :  “  For  the  welding  of  tubes  of  great  thickness  30  mm. 
and  iipwards-a  combustible  of  a  more 

sity  than  that  of  coal  or  Siemens  gas  was  needed.  For  tubes  ot 
15^mm.,  four  workmen  can  only  weld  2  metres  a  day,  which 
brings  the  price  per  metre  to  22  frs.  By  the  use  of  gas  from  water 
three  men  weld  2^  metres  in  an  hour  1  Bius  reducing  the  cos 
price  from  22  to  4  frs.  per  metre.  In  Messrs.  Fox  s  works  1000 
cubic  metres  of  gas  are  produced  in  an  hour.  H  has  been  said 
that  America  is  the  country  of  natural  gas;  but  the  writer  claims 
priority  of  discovery  for  his  compatriot  Dr,  Lanont. 

The  Misery  of  Oil  Lighting  at  Erith.— A  local  correspon¬ 
dent  writes  :  However  much  “  patting  on  the  back  is  indulged  in 
by  a  few  members  of  the  Erith  Local  Board  because  they  are  able 
to  show  a  “  paper  economy,”  so  far  as  the  experiment  here  with  oil¬ 
lighting  has  proceeded,  as  compared  with  the  cost  of  gas,  there  can 
bf  no  possible  doubt  of  the  fact  that  the  majority  of  the  residents 
of  this  riverside  town  are  anything  but  pleased  with  the  cnang^ 
It  is,  of  course,  most  easy  to  shovy  a  saving  on  paper;  but  when 
one  takes  into  consideration  the  incidentals  (not  to  say  the  d  - 
comforts),  this  economy  dissolves  mto  the  air.  For  mstance,  at 
Erith,  the  nearness  of  the  town  to  the  Biver  Thames,  and  its  situa¬ 
tion  in  the  valley,  expose  it  to  the  rudest  blasts  of  Boreas ;  and 
whenever  there  is  a  storm  off  the  Kentish  Coast,  the  Erithians  c 
not  escape  its  violence.  The  sequence  to  tins  is  that  the  oil-h„hts, 
not  possessing  such  stout  and  resisting  qualities  as  gas,  become 
extinguished  as  soon  as  the  wind  gets  a  little  high ,  and  mtn  hav 
to  be  employed  to  go  from  lamp  to  lamp  vyith  iekmdlin„  torches. 
It  is  all  very  well  for  the  self-satisfied  members  of  the  Local  Board 
to  make  allowances  for  these  vagaries  of  the  oil-lamps,  by  refeirmg 
to  the  force  of  the  tempest ;  but  the  singular  thing  is  absence 
of  all  cause  for  such  palliations  when  the  town  vvas  illuminated  wt 
gas.  This,  however,  appears  to  be  but  one  of  the  minor  disM 
forts  which  are  being  jiiit  upon  the  people  of  Brith.  A  street  o 
road  in  pitch  darkness  is  decidedly  unpleasant  when  the  ratepayer 
pays  for  light ;  but  this  pales  into  insignificance 

lide  the  complaint  which  is  now  being  “^de  to  the  effect  that 
during  the  recent  boisterous  weather  the  oil  itself  ® 
out  of  the  reservoirs  of  the  lamps,  not  only  bespattering  the  foot¬ 
paths  but  rendering  it  a  difficult  matter  for  passing  pedestrians  to 
Loid  the  splashes  of  oil  thus  blown  about.  Of  course,  this  is  due 
to  leaky  lamps  ;  and  when  complaints  are  made,  ordeis  are  foit 
with  given  for  the  defects  to  be  remedied  But 
are  splashed  by  the  oily  drippings,  and  whose  cloBios  decora 
spotted  and  spoiled,  must  be  forgiven  by  the  Local  ^ 

cannot  recognize  the  wisdom  ot  the  new  departure.  Neithei  must 
members  of  the  Board  begin  to  get  angry  when  pointed  to  their 
self-sacrificing  characteristics,  if  in  the  near  future  they  receive 
numerous  intimations  to  the  effect  that  gas-lamps  do  not  leak 
and  bespatter  pedestrians  with  foul  aud  noisome  messes. 
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NEW  APPLICATION  OF  GAS. 

A  patent  has  lately  been  taken  out  by  Mr.  Bryan  Donkin,  jun., 
for  a  rather  novel  application  of  gas  for  heating  the  cylinders  of 
steam-engines ;  and  a  short  notice  of  the  proposal  will  be  of 
interest  to  our  readers. 

Around  the  cylinder  are  placed  a  series  of  Bunsen  burners ;  so 
arranged  that  the  flames  are  in  actual  contact  with  the  metal  of 
the  cylinder.  The  temperature  is  thus  raised  considerably  ;  and 
the  hotter  metallic  surfaces  diminish  the  initial  condensation  of 
the  steam,  and  increase  the  re-evaporation  of  steam  and  water 
towards  the  end  of  the  stroke.  Instead  of  hot  steam  having  to 
come  into  contact  with  relatively  cold  surfaces,  they  are  made  mucli 
hotter  than  is  usual,  and  hotter  than  the  temperature  of  steam. 
It  is,  of  course,  well  known  to  engineers  who  have  actually  expe¬ 
rimented  in  this  direction,  that  steam  jackets,  or  engines  ja'cketted 
with  boiler  steam,  give  a  considerable  economy,  varying  from 
10  to  25  per  cent.,  depending  partly  upon  whether  the  jackets  are 
efficiently  applied,  and  partly  upon  size  of  the  cylinder  or  cylinders. 
But  with  such  steam  jackets  the  temperature  is  limited  to  the 
pressure  of  steam  in  use.  With  the  Bunsen  flame,  however,  there 
is  not  the  same  limit ;  and  a  much  higher  temperature  can  be 
generally  obtained.  Some  preliminary  experiments  have  been 
made  by  Messrs.  Donkin  and  Co. ;  and  ditigrams  were  taken  with 
and  without  such  hot-cjdinder  jackets.  The  economy  in  weight  of 
feed  water  or  steam  per  indicated  horse  power  was  shown  to  be 
at  least  25  per  cent.  Against  this,  there  is  to  be  put  the  cost  of 
the  gas  ;  and  the  net  saving  will  depend  upon  the  cost  of  fuel,  less 
the  cost  of  gas,  at  any  place.  Of  course,  more  power  can  be  got 
out  of  the  same  sized  cylinder  with  the  hot  surfaces,  as  less  steam 
IS  used  for  the  same  power,  and  the  work  or  evaporation  from  the 
boiler  diminished.  No  attempt  is  made  to  superheat  the  steam 
before  its  arrival  at  the  cylinder,  which  has  often  been  done  with 
known  results.  All  that  is  done  is  to  superheat  the  metallic 
surfaces  brought  in  contact  with  the  hot  steam,  where  work  and 
expansion  takes  place.  Work,  of  course,  means  that  some  water 
is  produced  ;  and  this  probably  is  partly  re-evaporated. 

In  regard  to  this  matter,  we  might  ask  our  readers  if  they  know 
of  any  exact  experiments  on  the  comparative  calorimetrical  value 
of  Bunsen  gas-burners  against  ordinary  gas-burners,  showing ; 
(1)  With  Bunsen  burners,  the  number  of  degrees  that  1  lb.  of 
water  can  be  heated  in  a  certain  time  with  a  consumption  of  so 
much  gas  and  so  much  air.  (2)  With  ordinary  burners  of  a 
certain  type,  the  number  of  degrees  1  lb.  of  water  can  be  heated 
without  air,  for  the  same  consumption  of  gas  in  the  same  time. 
(In  the  latter  case  there  would  no  doubt  be  some  little  accumula¬ 
tion  of  soot.)  In  other  words,  the  number  of  thermal  units  given 
out  per  minute  per  cubic  foot  of  gas  burnt  in  the  two  cases. 


Private  Bill  Legislation.— Questioned  by  Mr.  Craig  Sellar,  in 
the  House  of  Commons  last  Thursday,  as  to  whether  it  was  the 
intention  of  the  Government  to  introduce  a  measure  next  session 
dealing  with  the  subject  of  Private  Bill  Legislation,  the  Chancellor 
of  the  Exchequer  said  it  was  impossible  for  the  Government  to 
determine  at  present  the  exact  course  of  their  legislative  proposals 
next  session.  It  must  be  remembered  that  there  were  several 
important  measures  of  the  present  session  which  would  have  to  be 
reintroduced,  and  to  which  must  be  assigned  a  prominent  place. 
He,  hovyever,  assured  Mr.  Sellar  that  the  subject  of  Private  Bill 
Legislation  would  receive  the  most  earnest  attention  of  the  Govern¬ 
ment  when  they  come  to  make  up  their  legislative  programme,  and 
that  they  would  be  very  glad  if  a  measure  dealing  with  the  matter 
could  be  introduced  next  session. 

Electricity  and  Artesian  Wells. — The  discharge  of  water 
from  arcesian  wells  has  for  many  years  been  employed  as  a  motive 
power  in  France.  In  the  city  of  Tours  there  is  an  artesian  well 
which  drives  a  hydraulic  wheel  7  metres  in  diameter,  and  works 
the  machinery  of  a  silk  factory.  At  Grenelle  the  heat  of  the 
water  issuing  from  a  deep  well  is  utilized  in  warming  buildings. 
A  project  is  now  before  a  Commission  of  the  Municipal  Council  of 
Paris,  having  for  its  aim  the  utilization  of  the  power  obtainable 
from  the  new  artesian  well  in  the  Place  Hebert,  at  La  Chapelle. 
There  are  now  three  important  artesian  wells  in  the  Paris  basin  ; 
that  of  Grenelle  being  the  oldest,  and  that  of  Passy  the  most  pro¬ 
ductive.  The  new  La  Chapelle  well  is,  however,  situated  in  an 
industrial  quarter  of  the  Eighteenth  Arrondissement ;  and  is  thus 
well  adapted  for  the  experiment  of  producing  motive  power.  Be¬ 
sides  these,  there  are  a  number  of  private  artesian  wells  in  Paris 
belonging  to  manufacturers.  The  La  Chapelle  well  was  finished 
i  n  March  last ;  having  been  begun  24  years  ago.  It  reaches  a  depth 
of  720  metres,  and  the  water,  left  to  itself,  rises  to  a  height  of  35 
meters  above  the  mouth.  It  furnishes  COOO  cubic  metres  of  water 
every  24  hours.  The  proposal  is  to  utilize  the  power  furnished  by 
the  well  in  generating  and  distributing  electricity  for  lighting  and 
motive  purposes.  One  object  mentioned  is  the  lighting  of  the 
park  of  the  Buttes  Chaumont,  which  is  situated  near  the  well. 
Before  now  electricity  has  been  generated  in  this  manner.  At 
Ponce  de  Leon,  in  Florida,  there  is  a  hotel  having  a  powerful 
artesian  well,  which  drives  a  turbine-wheel  and  dynamo ;  thus 
generating  the  current  necessary  to  light  the  building  and  its 
grounds.  At  Yankton,  in  Dakota,  there  is  a  flowing  well  which 
drives  the  dynamos  of  an  electric  light  company.  The  well  is 
(jOO  feet  deep  ;  and  the  water  on  issuing  from  it  is  conducted  to  a 
reservoir  30  feet  above  tho  turbine  which  is  employed  to  actuate 
the  dynamos. 


ComsptXitrtnrt. 

[fFe  are  not  responsible  for  the  opinions  expressed  by  Correspondents.^ 


THE  EEMOVAL  OP  HINDKANCES  TO  THE  CONSUMPTION 

OP  GAS. 

Sir,— Some  of  the  papers  which  are  read  at  Gas  Association  and  other 
meetings,  and  afterwards  printed  in  your  columns,  with  reports  of  the 
discussions  which  arise  thereon,  must  be  most  perplexing  to  many  of 
your  readers,  owing  to  the  different  and  various  methods  in  force  under 
respective  Gas  Authorities.  I  refer  particularly  at  present  to  the  pay¬ 
ment  of  deposits,  the  rent  charged  for  meters  and  gas-stoves,  and  the 
cost  of  laying  service-pipes.  There  is  evidently  no  uniformity  what¬ 
ever  in  dealing  with  any  of  these  matters  either  in  Corporations  or 
Companies;  and  it  is  probable  that  the  practice  of  no  two  Authorities 
is  alike. 

As  to^  the  question  of  deposits.  In  some  towns  the  rule  seems  to  be 
to  require  deposits  from  all  consumers,  with  exceptions  under  special 
circumstances.  In  other  places  this  rule  is  exactly  reversed ;  no 
deposits  being  required,  except  in  certain  well-defined  and  special 
causes.  It  will  be  manifest,  therefore,  that  any  discussion  of  the  subject 
without  this  previous  explanation  as  to  custom  must  be  pointless  and 
unsatisfactory.  I  submit  that  the  payment  of  deposits  under  the  latter 
rule  is  perfectly  justifiable.  The  profit  arising  from  the  consumption 
of  gas  in  these  special  cases,  without  a  deposit,  would  be  more  than 
swallowed  up  by  bad  debts.  Increase  of  business  may  be  had  at  too 
great  a  price ;  and  on  these  terms  it  is  certainly  not  desirable. 

As  to  the  question  of  charging  rent  for  gas  meters  and  stoves,  we  are 
again  met  with  differences  in  practices  and  circumstances.  In  some 
large  towns,  many  persons  prefer  to  hire  their  meters  or  stoves  ;  while 
a  large  number  prefer  to  purchase  one  or  both.  How  are  the  owners  of 
meters  and  stoves  to  be  dealt  with  equitably,  if  and  in  case  the  Corpora¬ 
tion  or  Company  decide  not  to  charge  meter  or  stove  rents  in  future  ?  It 
is  contended  by  some  persons  that  the  initial  price  of  gas  ought  to  cover 
all  cost,  including  meter  and  stove  rents,  service-pipes,  and  some  internal 
fittings  ;  but  I  fear  that  the  proper  re-adjustment  of  the  present  state  of 
things  to  the  new  conditions  which  would  arise  when  these  charges  cease 
to  be  made  would  be  very  difficult,  if  not  altogether  insurmountable. 

In  some  towns  I  understand,  it  is  not  the  custom  for  builders  or  owners 
of  houses  or  other  premises  to  lay  any  piping  or  to  supply  or  fix  any 
internal  gas-fittings  whatever ;  whereas,  in  other  places — especially  in 
large  towns — the  reverse  is  again  the  custom.  Piping  is  almost  invari¬ 
ably  laid  to  the  principal  living  and  bed  rooms,  and  most  of  the  common 
brackets  are  also  fixed,  and  in  some  cases  chandeliers  and  brackets  com¬ 
plete.  _  The  cost  of  doing  all  this  is  included  in  the  rent  of  the  house  ; 
and  this  to  me  seems  a  fair  and  reasonable  arrangement.  As  well  might 
the  price  of  candlesticks  be  charged  in  the  price  of  candles,  as  the  cost 
of  gas-fittings  be  charged  in  the  price  of  gas.  Such  fittings,  however, 
when  provided  by  the  owner  of  a  house,  become  fixtures ;  and  their 
cost  may  legitimately  be  provided  for  and  included  in  the  rent,  as  in 
the  case  of  other  fixtures. 

I  do  not  know  what  the  custom  is  as  to  the  charge  made  for  service- 
pipes.  In  the  large  town  from  which  I  write,  the  custom  is  to  make  no 
charge  at  all,  except  for  so  much  of  the  pipe  as  is  required  to  be  laid 
through  private  property— such  as  the  small  gardens  or  courts  in  front 
of  houses  or  other  premises  through  which  the  pipe  has  to  be  taken. 

I  apprehend  that  much  of  the  difference  in  procedure  to  which  I  have 
referred,  arises  from  the  different  circumstances  in  which  towns  are 
placed  as  compared  with  one  another  ;  and  especially  to  the  fact  that, 
in  small  towns,  the  whole  of  the  consumers  (and  much  in  relation  to 
their  circumstances)  are  personally  known  to  the  gas  officials,  which  is 
utterly  impossible  in  large  towns.  Further,  that  the  working-class 
inhabitants  of  the  smaller  towns  are  much  less  migratory  than  those  of 
the  larger  towns  ;  hence  the  necessity  for  more  stringent  rules  in  the 
one  case  than  in  the  other. 

My  object  in  writing  is  to  urge  that  gentlemen  who  read  and  discuss 
papers  on  these  subjects,  and  such  as  these,  should  let  it  be  clearly 
known  what  they  really  mean  and  what  they  condemn  or  approve. 

Dec.  20, 1888.  Selrahc. 


THE  POSITION  OF  GAS  ENGINEEES. 

_  Sib, — As  Manchester  has  figured  rather  prominently  in  this  discus¬ 
sion,  I  should  be  glad  if  any  of  your  readers  could  inform  me  whether 
the  rumour  be  true  that  the  Bradford  Eoad  works — which  were  erected 
from  designs  selected  and  approved  by  Messrs.  Hawksley,  Livesey,  and 
King — have  already  cost  the  Corporation  of  that  city  a  sum  of  between 
£400,000  and  £500,000,  upon  a  large  portion  of  which  commission  was 
paid,  in  addition  to  the  £1500  mentioned  by  Mr.  Livesey  as  the  cost  of 
the  preliminary  advice.  Also  whether  the  manufacturing  and  storeage 
capacity  represented  by  that  outlay  is  regarded  as  so  insignificant  as  to 
be  sufficiently  looked  after  by  a  Foreman  acting  under  the  supervision 
of  the  Eesident  Engineer  of  another  works  at  a  distance,  -r. 

Dec.  21, 1888.  Enquirer. 


Serious  Complaints  against  the  Quality  op  Yeadon  Water. —  At 
the  last  meeting  of  the  Yeadon  Local  Board,  Dr.  Usher  attended,  and 
said  that  as  a  medical  man  he  had  felt  it  his  duty  to  come  before  theBoard 
to  lodge  a  complaint  against  the  Yeadon  Water-Works  Company.  It  was 
purely  out  of  regard  for  the  health  of  the  people  of  the  township  that  he 
attended.  He  had  discovered  that  the  Company  were  allowing  a  very 
large  portion  of  their  gathering-ground  to  he  manured.  The  night-soil 
was  of  the  very  worst  character;  and  a  portion  of  it  was  spread,  while 
the  other  portion  was  in  lumps.  Some  of  the  manure  was  even  spread 
over  the  pipes  which,  without  any  filtration  whatever,  conveyed  the 
water  to  the  consumers.  This  was  a  very  demoralizing,  filthy,  and  dis¬ 
graceful  piece  of  business  ;  and  he  could  not  speak  too  strongly  about  it — 
more  especially  as  he  had  previously  had  to  complain  about  the  very  same 
thing.  As  there  were  infectious  diseases  in  the  immediate  district,  it 
was  important  that  the  Board  should  take  the  matter  in  baud  imme¬ 
diately.  The  speaker  produced  a  sample  of  water  (taken  from  a  tap  at 
thojtop  part  of  the  town),  which  was  of  a  very  black  and  sludgy  character. 
Mr.  Smith,  one  of  the  members  of  the  Board,  said  he  had  himself  seen  the 
manure  being  put  on.  On  the  suggestion  of  Mr.  Lees,  a  Committee  of  the 
Board  were  appointed  to  view  the  alleged  nuisance. 
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TOEKSHIEE  AUTUMN  ASSIZES— WEST  EIDING  DIVISION. 

LEEDS  TOWN  HALL.— Tuesday,  Dec.  18. 

{Before  Mr.  Baron  Pollock.) 

THE  CHAKGE  AGAINST  MB.  WILLIAM  CABB. 

To-day,  Mr.  W.  Carr,  the  late  Manager  of  the  Halifax  Corporation  Gas- 
Works,  surrendered  to  his  bail  to  answer  the  charges  preferred  against 
him,  at  the  instance  of  the  Corporation,  of  fraudulently  taking  certain 
leaves  from  a  letter-copying  book  belonging  to  that  body.  There  were  three 
counts  in  the  indictment — viz.,  (1)  That  on  the  28th  of  September,  being 
a  servant  of  the  Corporation,  the  defendant  feloniously  stole  79  sheets  out 
of  a  foolscap  press  copying-book;  (2)  That,  being  the  Gas  Manager,  he 
mutilated  the  book  by  abstracting  the  leaves  ;  and  (3)  that,  being  a  public 
servant,  he  committed  the  same  act.  To  all  the  charges  Mr.  Carr  pleaded, 

“  Not  guilty.”  ,  ^ 

Mr.  Tindal  Atkinson,  Q.C.,  with  Mr.  Banks  appeared  for  the  Corpora¬ 
tion  ;  Mr.  Waddy,  Q.C.,  and  Mr.  Kebshaw  represented  Mr.  Carr. 

Mr.  Atkinson  said  the  indictment  was  preferred  under  an  Act  of 
Parliament  which  made  it  a  felony  for  anyone  in  the  position  of  a  servant 
to  mutilate,  destroy,  or  falsify,  with  intent  to  defraud,  any  book  or  docu¬ 
ment  belonging  to  his  employers.  The  facts  he  should  lay  before  the  jury 
would,  he  thought,  satisfy  them  that  a  book  which  belonged  to  the  Corpo¬ 
ration  was  undoubtedly  mutilated  by  the  prisoner ;  and  he  expected  that 
the  real  question  which  they  would  have  to  deal  with  would  be  the  intent 
with  which  this  was  done. 

Mr.  Wajddy  said  that  was  so;  and  that  had  all  along  been  the 
question. 

Mr.  Atkinson  thought  the  facts  would  satisfy  the  Court  that  prisoner  was 
actuated  by  the  intention  either  to  actually  defraud  the  Corporation,  or, 
what  was  quite  sufficient  in  point  of  law,  to  prevent  further  enquiry.  The 
prisoner  was  appointed  Gas  Engineer  and  Manager  to  the  Corporation  as 
far  back  as  the  2nd  of  June,  1875.  His  salary  which  at  that  time  was 
i'250  a  year  had  increased  at  the  time  he  sent  in  his  resignation,  on  the 
12th  of  September  last,  to  £500  per  annum.  His  duties  were  not  defined 
by  the  resolution  which  appointed  him;  but  the  duties  that  he  did  carry 
out  included  those  of  the  general  superintendence  of  the  production  of 
gas,  and  of  Gas  Engineer  to  the  Corporation.  It  was  his  duty  when  con¬ 
tracts  were  entered  into  from  time  to  time  for  coal  to  be  used  for  gas  making, 
to  make  tests  of  the  character  and  quality  of  the  coal,  in  respect  of  tiie 
illuminating  power  of  the  gas  to  be  obtained  from  it,  and  also  with  regard 
to  the  value  of  the  residual  products  and  the  quality  of  the  coke.  The  instru¬ 
ments  by  which  the  tests  were  made  were  the  property  of  the  Corpora¬ 
tion  ;  and  the  salary  which  the  prisoner  received  was  in  consideration  of  the 
duty  of  making  the  tests  as  well  as  of  other  duties  which  he  had  to  per¬ 
form.  In  May  last,  13  tenders  were  sent  in  for  coal  required  by  the  Cor¬ 
poration  during  the  year  1888-9.  Six  of  these  were  from  firms  from 
whom  the  Corporation  had  previously  had  coal;  and  in  respect  of  this 
coal  tests  had  been  made  by  the  prisoner,  and  should  have  been  in  his 
possession  at  that  time.  These  tenders  we  partly  accepted  at  a  meeting 
of  the  Gas  Committee  on  the  18th  of  May.  There  were  seven  other 
tenders  from  firms  whose  coal  had  not  up  to  that  time  been  accepted  ; 
and  the  Committee  instructed  Mr.  Carr  to  make  tests,  to  ascertain  the 
character  and  quality  of  this  coal.  The  tests  were  made ;  and  the  docu¬ 
ment  in  which  they  were  entered  was  in  the  hands  of  the  prisoner  on 
the  1st  of  June,  when  an  adjourned  meeting  of  the  Gas  Committee  was 
held  to  consider  the  results  of  the  prisoner's  investigations.  He  should 
show  that  the  prisoner — being  a  skilled  person  and  understanding  the 
duties  of  his  office — was  practically  responsible  for  the  acceptance  of  the 
tenders.  Though  the  Committee,  of  course,  nominally  made  the  selec¬ 
tion,  he  undertook  the  investigation  into  the  quality  of  the  coal,  and  his 
opinion  and  his  judgment  governed  the  Committee.  He  was  therefore 
the  person  really  responsible  for  the  selection  of  the  tenders,  which  ought 
to  have  been  those  for  coal  which  in  his  opinion  would  be  the  best  for 
the  purpose  for  which  the  Corporation  required  it.  At  the  meeting  on  the 
1st  of  June  he  called  the  Committee’s  attention  to  the  results  obtained  by 
his  tests;  and  upon  his  recommendation,  from  out  of  the  seven  lots  of 
coal,  four  were  selected  as  coal  which  should  be  contracted  for.  In  that 
same  month  of  June  the  Mayor  or  the  Town  Clerk  received  a  letter  from 
a  person  named  Ellis  Lever,  which  he  (the  learned  Counsel)  was  entitled 
to  refer  to,  because  he  had  evidence  that  it  was  laid  before  the  prisoner  and 
his  attention  was  distinctly  called  to  it.  That  letter  was  dated  May  22  ; 
and  he  proposed  to  read  it. 

Mr.  Waddy  did  not  understand  how  this  was  to  be  made  evidence.  It 
was  a  letter  from  a  person  named  Lever,  who  had  no  connection  with  this 
case,  and  it  was  to  be  made  evidence,  without  calling  the  writer,  because 
somebody  had  said  to  defendant  “  here  is  a  letter  from  someone.” 

His  Lobdship  did  not  see  how  a  letter  written  by  someone  to  the  Town 
Clerk  could  be  evidence  unless  the  writer  came  to  prove  it,  or  it  was  shown 
to  the  defendant  in  the  course  of  the  enquiry. 

Mr.  Atkinson  said  he  was  in  a  position  to  prove  that  it  was  shown  to 
the  prisoner. 

Mr.  Waddy  remarked  that  if  that  was  so,  and  if  his  client  made  any 
remark  upon  the  letter,  he  should  offer  no  opposition  to  its  production. 

Mr.  Atkinson  :  I  am  going  to  show  that  the  letter  was  laid  before 
defendant,  and  that  his  attention  was  called  to  the  charges  in  that  letter 
and  in  the  Fall  Mall  Gazette. 

Mr.  Waddy  :  Then  I  venture  to  say  that  that  could  not  be  evidence ;  and 
that  anything  more  improper  on  the  part  of  these  people  cannot  be  con¬ 
ceived.  This  gentleman  was  challenged  to  bring  an  action ;  and  was  told 
that  if  he  did  not  do  so,  he  was  to  be  held  to  be  guilty. 

His  Lobdship  pointed  out  that  there  were  two  ways  in  which  the  letter 
could  be  made  evidence.  If  it  was  brought  before  the  Committee  while 
the  prisoner  was  present,  it  would  be  part  of  the  transaction  ;  and  it 
would  also  be  evidence  if  his  attention  was  called  to  it  and  he  was  asked  to 
make  an  explanation. 

Mr.  Atkinson  said  it  was  actually  before  the  Committee  while  the 
prisoner  was  present. 

His  Lobdship  said  he  could  not  say  it  w'as  not  evidence  ;  though  how 
it  might  effect  the  prisoner  he  could  not  say. 

Mr.  Waddy  :  The  result  will  be  and  I  venture  to  say  it  is  what  is 
intended,  that  any  articles  however  scurrilous  written  by  the  Pall  Mall 
Gazette,  or  any  other  newspaper,  may  be  read  here  to  j)rejudice  the 
prisoner.  The  only  notice  we  have  received  of  these  letters  is  this  “  At 
tlie  time  these  tenders  were  under  consideration  by  the  Gas  Committee 
two  letters  were  read,  one  from  Mr.  Ellis  Lever  and  the  other  from  Mr. 
T.  K.  Eox.” 

His  Lobdship  :  Haven’t  you  had  copies  of  them  ? 

Mr.  Waddy:  No;  and  it  does  not  say  they  were  laid  before  the 
defendant. 

His  Lobdship  :  In  one  sense  his  attention  was  called  to  them  ;  he  ought 
to  know  of  them. 

Mr.  Waddy  :  Yes.  He  was  challenged  to  bring  an  action,  though  they 


had  got  the  opinion  of  a  learned  friend  of  ours  that  such  an  action  would 
not  lie.  _  .  •  i 

Mr.  Atkinson  ;  No,  no;  that  is  not  the  point.  We  have  given  notice  to 
admit  these  letters,  and  no  application  has  been  made  for  copies  of  them. 
The  Solicitor  on  the  other  side  has  actually  inspected  them. 

Mr.  Waddy  :  Was  that  after  you  stormed  his  office  ? 

Mr.  Atkinson  :  I  don’t  know ;  but  he  has  seen  them. 

Mr.  Waddy  said  he  would  leave  the  matter  in  the  hands  of  the  Court. 

His  Lobdship  said  it  was  unfortunate  that  the  prisoner  should  not  have 
had  the  fullest  opportunity  of  inspecting  the  documents  ;  but  he  could  not 
say  they  w'ere  not  evidence. 

Mr.  Atkinson  then  proceeded  to  read  the  letters.  The  first  was  dated, 
Colwyn  Bay,  May  22;  it  was  from  Mr.  Ellis  Lever  and  was  as  follows:  “  I 
am  in  receipt  of  your  circular  letter  of  the  19th  inst.,  informing  me  that 
my  firm’s  offer  of  cannel  has  been  declined  by  the  Gas-Works  Committee, 
which,  with  the  information  in  my  possession,  does  not  surprise  me.  In 
the  interests  of  fair  and  honourable  trading,  as  also  of  the  ratepayers  and 
gas  consumers  of  Halifax,  I  must  ask  you  for  an  appointment,  to  enable 
me  to  show  you  how  the  Committee  have  been  dealt  with  in  the  past.” 
On  June  3,  the  Town  Clerk  received  the  following  letter  from  Mr.  T.  K. 
Fox,  of  the  Silkstone  Coal  Company :  “  I  wish  to  know  why  my  firm  were 
not  asked  to  send  sample  trucks  of  gas  coal,  as  resolved  by  the  Committee. 
Our  tender  has  been  declined  without  giving  the  coal  a  trial;  and  I  am 
confident  the  material  we  offered  is  worth  far  more  than  some  of  that  you 
have  purchased.  It  is  not  in  the  interest  of  the  Corporation  that  the  rate¬ 
payers  should  not  have  the  best  value  for  their  money;  and  the  Halifax 
Corporation  will  be  well  advised  to  inquire  into  the  charge  I  make  before 
putting  their  seal  to  any  contracts.  I  am  informed  on  very  good  authority 
that  one  man  has  an  interest,  directly  or  indirectly,  in  many  contracts 
with  the  Gas  Department  of  the  Corporation  of  Halifax  ;  and  it  would  bo 
well  that  this  matter  should  be  sifted  to  the  bottom.  Halifax  cannot 
desire  a  repetition  of  the  Salford  scandal.”  Then,  continued  the  learned 
Counsel,  on  the  7th  of  June,  an  article  appeared  in  the  Pall  Mall 

Gazette -  _  3  i.  •  j.  • 

His  Lobdship  (interrupting)  asked  how  it  was  proposed  to  bring  that  in 
as  evidence.  ....  j 

Mr.  Atkinson  said  the  article  was  brought  to  Mr.  Carr  s  attention  ;  and 
he  was  nailed  upon — an  indemnity  being  offered  him — to  meet  the  charges 
suggested  in  the  letters  and  the  article  by  an  action  brouglit  for  the  pur¬ 
pose  of  clearing  himself. 

Mr.  Waddy  remarked  that  the  charges,  whatever  they  were,  were  not 
before  tiie  Court  in  this  case.  i  •  , 

His  Lobdship  said  that  was  so.  The  prisoner  was  not  charged  with 
conspiracy,  but  with  mutilation  of  the  books. 

Mr.  Atkinson  said  the  essence  of  the  charge  was  fraud. 

Mr.  Waddy  observed  that  at  the  time  these  letters  and  articles  were 

written,  the  mutilation  of  the  book  had  not  taken  place. 

Mr.  Atkinson  said  that  was  surely  not  the  point.  Fraud  might  exist 
before  mutilation,  and  the  mutilation  would  take  place  afterwards  for  the 
purpose  of  covering  the  fraud. 

His  Lobdship  :  All  this  only  goes  to  prove  a  wider  range  of  misconduct 
on  the  part  of  the  defendant.  .  .  .. 

Mr.  Atkinson  replied  that  they  had  to  deal  with  the  question  of  the 
intention  to  defraud.  There  was  no  doubt  about  the  mutilation  ;  and  the 
sole  question  was  as  to  the  intention  with  which  the  mutilation  took 

^  His  Lobdship  said  he  could  not  shut  the  evidence  out  if  he  was  told  that 
it  was  necessary ;  but  it  was  very  unlike  an  ordinary  proceeding  in  a 
case  of  this  kind.  .  . , 

Mr.  Waddy  observed  that  not  one  particle  of  this  evidence  was  gone 
into  before  the  Magistrate. 

His  Lobdship  :  It  is  very  unfortunate  that  the  case  should  assume  such 
a  position.  This  is  practically  a  new  case;  there  can  be  no  doubt  about 
that. 

Mr.  Atkinson  remarked  that  these  matters  had  been  before  the  prisoner 
from  the  time  they  were  written.  He  then  went  on  to  read  from  the 
Mall  Gazette  article  headed  “Corrupt  Practices  in  the  Gas  Industry;” 
which  was  as  follows  “  The  existence  of  corruption  in  the  gas  industry 
has  been  sufficiently  demonstrated  by  the  notorious  Salford  case;  but 
whether  it  is  the  laggard  way  in  which  that  criminal  has  been  treated,  or 
that  the  evil  is  too  deeply  seated,  it  does  not  appear  that  there  has  been 
any  change  for  the  better.  Similar  charges  have  been  brought  against 
officials  in  other  towns.” 

His  Lobdship  (interrupting) :  No,  surely. 

Mr.  Atkinson  then  passed  at  once  to  the  last  sentence  of  the  article 
“  We  should  hear  shortly  of  disclosures  at  Halifax  if  the  parties  concerned 
dare  to  court  inquiry  ” — and  said  he  should  prove  that  the  prisoner  s  atten¬ 
tion  was  called  to  these  charges,  and,  further,  that  the  Mayor  (Mr.  Booth) 
offered  him  an  indemnity  if  he  would  bring  an  action  against  the  Pall 
Mall  Gazette  in  reference  to  the  insinuation  in  that  article,  calling  atten¬ 
tion  to  frauds  in  another  Corporation,  and  suggesting  that  there  might  be 
disclosures  of  the  same  kind  at  Halifax. 

His  Lobdship  said  a  criminal  intent  could  not  necessarily  be  assumed 
from  a  refusal  to  take  such  a  course.  It  was  a  new  thing  to  throw  a 
newspaper  article  at  a  man  and  say  “  Unless  you  bring  an  action  you  must 

Mr.  Waddy  :  The  Corporation  were  advised  by  Mr.  R.  S.  Wright,  whose 
opinion  they  took,  that  an  action  would  not  lie.  ^ 

His  Xjoddship  said  the  case,  as  he  understood  it,  was  a  very  simple  one  ; 
and  he  deprecated  the  introduction  of  outside  matter.  It  was  alleged 
against  the  prisoner  that,  having  received  certain  tenders,  and  made 
certain  examinations  of  the  tenders  by  way  of  testing  the  coal,  and  the 
Committee  having  accepted  certain  of  the  tenders,  he  then  destroyed  the 
evidence  as  to  whether  or  not  the  tenders  accepted  were  the  most  advan¬ 
tageous.  What  this  meant  was  that,  after  having  made  analyses  of  the 
coal  offered  to  the  Corporation,  he  knowingly  selected  the  worst  class  of 
coal ;  and  then  to  cover  the  fraud  on  his  part  he  mutilated  the  book. 
That  was  really  the  question.  It  was  a  case  within  a  small  compass ;  and 
none  of  the  sort  of  evidence  that  had  been  alluded  to  ought  to  affect  it. 
What  he  meant  was  that,  if  the  Corporation’s  case  was  a  good  one,  it  did 
not  need  this  general  surrounding.  It  was  a  clear  charge  against  the 
prisoner  to  be  supported  by  evidence.  _  i  i  •  i 

Mr.  Atkinson  said  what  he  had  mentioned  was  not  perhaps  his  strongest 
evidence.  Some  of  the  sheets  from  this  book  had  been  destroyed ;  and 
some  they  had  in  their  possession.  The  question  the  jury  would  have  to 
decide  was  what  was  the  intention  of  the  prisoner  in  taking  these  leaves 
out  of  the  book.  If  be  established  the  fact  that  distinct  charges  were 
formulated  against  the  prisoner,  that  it  was  stated  in  his  presence  that  ho 
had  received  money  which  belonged  to  the  Corporation  and  kept  it  for  his 
own  use,  and  that  when  he  was  alleged  to  have  been  guilty  of  malpractices 
in  connection  with  his  profession,  he  declined  to  bring  an  action,  he  sub¬ 
mitted  that  this  would  be  evidence  to  go  to  the  jury. 

His  Lokdship  said  all  that  was  brouglit  to  the  prisoner  s  knowledge  w'as 
essential  to  the  issue  ;  but  it  did  not  follow  because  an  article  appeared  in 
a  newspaper  that  a  man  was  bound  to  take  one  course  or  another. 
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repeated  that  lie  had  stronger  evidence  bearing  on  the 

His  Loedship  said  that  wliat  had  been  advanced  miglit  be  important 
evidence  ;  but  he  wanted  to  know  what  the  facts  were,  and  whether  there 
were  fraudulent  acceptances  of  tenders. 

Mr  Atkinson  explained  that  he  was  dealing  with  these  matters  in  order 
of  date.  These  were  circumstances  before  the  actual  discovery. 

‘^‘scovery;  but,  as  he  understood  it,  the 
posecution  said  that  before  this  meeting  on  June  2,  the  prisoner  must 

the  Corpora tioif  contracts  that  were  against  the  interests  of 

Mr.  Atkinson  said  that  was  what  he  intended  to  prove 

His  Lordship  said  it  was  impossible  to  always  tell  what  men  would  do 
when  charged  with  dishonesty.  Some  took  a  sort  of  wilful  course,  and 
u'  1 1  ^  A  bonest,  and  I  shall  not  take  any  action.”  It  was 

probable  that  others  would  take  a  different  course ;  but  the  inference 
to  be  drawn  in  either  case  was  not  important.  This  was  a  criminal  action ; 

for  every  allegation.  Evidence  should  first  be 
fiAu  ^  ^®A®u behaved  dishonestly  in  not  accepting  certain 

tenders,  and  then  that  he  destroyed  the  evidence  of  this  by  taking  the 
leaves  from  the  book.  •'  " 

Mr.  Atkinson  said  he  would  pass  on  at  once  to  disclose  what  was  dis¬ 
covered  of  the  prisoner’s  conduct  after  the  Corporation  got  possession  of 
tests  of  coal  undoubtedly  accepted  by  him.  On 
♦if  Af  September  prisoner  resigned  his  position  as  Gas  Engineer  to 
the  Halifax  Corporation.  On  the  27th  of  September  a  letter  was  written 
to  him  by  the  Town  Clerk  asking  for  the  production  of  the  tests  laid  before 
the  Committee  on  the  1st  of  June— viz.,  the  tests  with  regard  to  the 
seven  tenders  specially  referred  to  him.  These  tests  were  in  the 
prisoners  possession  at  that  time  (the  27th  of  September),  or  ought  to 
have  been  because  in  June  he  went  to  the  Town  Hall  and  asked  for  them, 
saying  he  had  left  them  on  a  desk.  A  clerk  would  tell  the  Court  that  he 
handed  the  tests  to  the  prisoner  at  that  time.  On  the  27th  of  September 
prisoner  wrote,  in  reply  to  the  application  of  the  Town  Clerk,  that  he  had 
not  got  any  of  these  tests.  That  was  untrue ;  and  it  would  prove  to  be 
untrae.  The  reason  why  he  denied  the  possession  would  become 
obvious  when  he  mentioned  the  subsequent  fact.  Subsequently  a 
book  was  discovered  in  which  entries  had  been  made,  by  direc- 
tion  of  the  prisoner,  of  tests  which  had  been  taken  from  time  to 
time  by  the  prisoner  with  reference  to  the  coal  supply  of  the  Corporation. 
That  book  was  in  a  rnutilated  condition — no  less  than  79  pages  having 
been  torn  ont  of  it.  Inquiries  were  made  ;  and  it  was  discovered  that 
on  the  day  on  which  the  prisoner  received  the  letter  from  the  Town 
Clerk  asking  for  these  very  tests  (made  between  May  18  and  June  7),  he 
had  directed  a  clerk  named  Milner  to  tear  from  the  book  everyone  of  the 
pages  which  contained  records  of  tests.  Proceedings  were  then  taken 
against  the  prisoner;  and  he  was  brought  before  the  Magistrates. 

His  Lordship  ;  Were  these  leaves  given  to  the  prisoner  ? 

Mr.  Atkinson  :  Yes  ;  the  clerk  handed  them  to  him.  When  prisoner 
was  before  the  Magistrate  a  number  of  documents  were  produced  in 
apparently  included  the  leaves  torn  out  of  the  book.  Some 
of  them  were  shown  to  the  witnesses  called  on  the  part  of  the  prosecu¬ 
tion ,  and  It  was  suggested  that  they  were  perfectly  harmless  because 
they  contained  tests  of  coal  sent  to  him  by  private  individuals  (although 
he  was  a  servant  of  the  Corporation)  in  order  that  he  might  test  it  The 
Corporation^  were  not  satisfied  with  that.  They  obtained  a  search 
warrant,  which  was  executed— it  was  an  unfortunate  fact,  but  must  be 
mentioned  on  The  premises  of  the  Solicitors  for  the  prisoner.  Here 
b/  of  the  missing  sheets  were  recovered.  It  was  suggested  that  they 
were  private  tests ;  but  it  was  discovered  that  44  of  them  represented 
tests  made  by  prisoner  of  coal  which  had  been  the  subject  of  contract  by 
the  Corporation.  They  were  therefore  clearly  documents  belonging  to  the 
Corporation,  affecting  the  Corporation  business,  and  ought  undoubtedly  to 
1 -Ti®  book.  These  te.sts  had  been  submitted  to  persona 

skilled  in  these  matters ;  and  the  results  bad  been  compared  with  the  con¬ 
tracts  which  had  been  accepted  by  the  prisoner  on  behalf  of  the  Corpora¬ 
tion,  and  with  the  coal  rejected  by  the  prisoner  as  coal  not  fit  for  the  pur¬ 
pose  for  which  the  Corporation  required  it.  The  result  was  that  in  a 
number  of  instances  coal  which  was  tested  by  the  prisoner — the  tests  being 
contained  in  these  sheets — was  found  to  be  quite  inferior  to  other  coal  which 
was  tendered  at  the  same  time;  and  the  inferior  coal,  or  rather  the  coal 
at  the  higher  price,  had  been  accepted  by  the  prisoner,  and  that  which 
would  produce  better  results,  at  a  lower  price,  had  been  rejected.  That 
was  not  a  solitary  instance — it  had  been  done  again  and  again — and  the 
loss  to  the  Corporation  would  be  proved  to  be  enormous.  He  might  sug- 
gest  the  purpose  which  the  prisoner  had  in  view;  but  it  would  present 
Itself  to  the  minds  of  the  jury.  He  had  already  said  that  in  May  there 
were  thirteen  tenders,  of  which  six  representing  coal  previously  tested 
were  accepted ;  and  of  the  remaining  seven  tests  were  ordered  to  be 
made.  In  the  six  there  was  a  tender  from  the  Mirfield  Coal  Company 
who  offered  10,000  tons.  ■’ 

Mr.  Waddy  objected  that  no  notice  of  this  had  been  given  to  the  defen- 
u  A  list  containing  the  analyses  of  three  kinds  of  coal  was  supplied  ; 
but  the  Mirfield  Coal  Company  was  not  one  of  them.  The  three  men¬ 
tioned  had  been  submitted  to  the  analyst,  who  would  be  called  for  the 
lu  ®?T®i  oat  they  had  had  no  opportunity  of  testing  any  statement  as  to 
the  Mirfield  Coal  Company. 

His  Lordship  :  I  never  blame  people  unless  I  know  the  whole  of  the 
facts,  and  I  suppose  the  Corporation  in  this  case  found  out  their  facts  at 
the  lasu  moment.  What  takes  place  before  the  Magistrates  may  be  only 
preliminary  to  what  may  be  afterwards  found  out  and  laid  before  the  jury  • 
but  when  it  is  a  matter  which  requires  investigating,  like  an  analysis  the 
prisoner  should  have  ample  notice. 

Mr.  Atkinson  said  he  had  other  cases  in  which  undoubtedly  notice  was 
given.  Amongst  the  thirteen  tenders  there  were  three— viz  •  Milnes 
Stansfield,  and  Co.,  who  offered  10,000  tons  ;  E.  Lister  Kaye,  10,000  tons  ; 

and  Newton,  Chambers,  and  Co.,  40,000  tons - 

Mr.  Waddy  :  The  analyses  of  the  two  former  were  completed  and  reported 
upon  before  the  third  offer  came.  ^ 

Mr.  Atkinson:  I  shall  prove  that  the  tenders  were  all  sent  in  at  the 
same  time. 

Mr.  Waddy  :  Of  these  two,  one  report  was  made  and  the  coal  bought 
before  the  test  of  the  other  was  made. 

Mr.  Atkinson  :  I  am  instructed  that  the  Council  had  not  ratified  these 
before  the  tests  had  been  made  by  the  prisoner. 

Mr  Waddy  ;  But  the  purchase  had  been  made  by  the  Committee.  How 
can  it  be  said  that  there  is  any  fraud,  any  preference  one  over  another, 
wi^n  the  one  is  done  and  finished  before  the  other  is  heard  of  ? 

His  Lordship  :  They  were  not  opened  at  the  same  time  ? 

Mr.  Atkinson  :  I  am  told  all  tenders  were  opened  at  the  same  time. 

•  The  parties  should  know  what  is  in  agreement  between 
tfiem.  It  IS  very  inconvenient  to  turn  this  Court  and  jury  into  a  com- 
®.°^  inquiry  into  everything  that  can  be  said  in  this  matter. 

Mr.  Atkinson  ;  There  is  considerable  difficulty  in  the  case,  arising  out 
of  the  length  of  time  over  which  this  extends.  My  learned  friend  says 


that  these  three  tenders  cannot  be  brought  against  the  prisoner,  because 
in  reference  to  two  of  them  the  contracts  were  made  before  the  other  was 
considered.  That  will,  however,  arise  upon  the  evidence  rather  than 
upon  my  opening. 

His  Lordship  :  I  don’t  think  it  necessary  you  should  prove  the  actual 
contracts.  It  is  a  question  after  all  of  the  motive  of  the  prisoner.  If 
the  prisoner  did  fraudulently  manipulate  the  contracts,  and  rejected  the 
good  and  accepted  the  bad,  that  is  an  element  in  the  case.  Is  there  any 
evidence  that  he  had  any  interest  in  any  of  these  ? 

Mr.  Atkinson  :  We  can’t  prove  it ;  we  say  it  is  an  inference  arising  from 
the  facts. 

His  Lordship  :  Have  you  any  evidence  of  corrupt  motive? 

Mr.  Atkinson  ;  No,  my  Lord. 

His  Lordship  :  You  simply  say  that  rejecting  the  good  and  accepting 
the  bad  is  evidence  enough  of  motive  ? 

Mr.  Atkinson  :  Yes,  my  Lord,  and  the  destruction  of  the  documents. 
His  Lordship  :  That  I  mean — motive  for  the  destruction  of  the  docu¬ 
ments.  Do  you  know  the  nature  of  the  documents  destroyed  ? 

Mr.  Atkinson  :  A'es,  they  were  recovered. 

Mr.  Waddy  :  Seventy  altogether,  including  the  three  attached  to  the 
depositions. 

Mr.  Atkinson  said  he  was  telling  the  jury  that  three  tenders  were  sent 
in.  That  of  Newton,  Chambers,  &  Co.  was  for  40,000  tons  at  7s.  9d., 
Milnes,  Stansfield,  &  Co.,  and  E.  Lister  Kaye,  10,000  each  at  9s.  2d.— 
a  difference  between  the  two  latter  and  the  first-named  of  Is.  5d.  per  ton. 
The  tenders  of  Milnes,  Stansfield,  &  Co.,  and  E.  Lister  Kaye  were  in 
the  six  accepted  by  the  Gas  Committe  on  May  18 ;  and  on  the  same  day 
tests  were  ordered  to  be  made  of  the  coal  of  Newton,  Chambers,  &  Co, 
The  tests  in  the  latter  case  were  favourable ;  and  having  got  them 
in  his  hands,  it  was  the  duty  of  the  prisoner  to  inform  the  Council,  before 
the  other  contracts  were  ratified,  that  Newton,  Chambers,  &  Co.’s  coal 
was  equal  in  quality  to  the  other,  and  advise  them  to  accept  the  tender 
of  40,000  tons,  in  place  of  that  which  he  did  advise  them  to  accept. 

His  Lordship  :  But  I  understand  that,  in  the  cases  of  Milnes,  Stansfield, 
ifc  Co.,  and  Lister  Kaye,  the  tenders  were  accepted. 

Mr.  Atkinson  :  Yes. 

His  Lordship  :  Then  you  must  compare  Newton,  Chambers,  and  Co.’s 
coal  with  the  offers  open  at  that  time  ;  that  is  to  say  with  existing  offers, 
and  not  with  existing  contracts. 

Mr.  Atkinson  :  What  I  submit  is  that  they  were  all  open. 

His  Lordship  :  Yes,  in  one  sense. 

Mr.  Atkinson  :  We  are  dealing  with  the  conduct  of  the  prisoner.  The 
contracts  had  not  been  accepted  in  the  sense  that  they  were  accepted  by 
the  Corporation. 

His  Lordship:  Yes;  but  suppose  for  a  moment  that  the  prisoner  had, 
carelessly  or  otherwise,  accepted  contracts  from  Milnes,  Stansfield,  and 
Co.,  and  the  other  firm,  which  he  found  afterwards  were  not  absolutely 
the  best,  it  would  be  rather  curious  if  they  found  themselves  ousted  after 
their  tenders  were  accepted  by  the  Committee. 

Mr.  Atkinson  said  the  tenders  had  not  been  accepted  so  far  as  any 
communication  between  the  parties. 

Mr.  Waddy  :  They  had  sent  circulars  round  to  those  who  tendered. 

His  Lordship  said  he  was  trying  to  arrive  at  what  would  be  the  conduct 
of  the  prisoner  under  the  circumstances. 

Mr.  Atkinson  said  the  result  to  the  Corporation  was  serious,  because 
the  loss  to  them  would  be  about  ^1000. 

His  Lordship  :  What  I  am  trying  to  balance  in  my  own  mind  is  this  ; 
Here  is  a  person  against  whom  a  criminal  charge  is  made.  He  has 
accepted  these  two  tenders — I  mean  he  has  forwarded  them  to  the  Com¬ 
mittee,  and  the  Committee  have  voted  on  them  and  adopted  them;  and 
then,  after  all,  there  comes  this  information.  If  this  had  been  an  action 
for  discharging  him  for  unbusinesslike  qualities,  I  could  have  understood 
it ;  but  to  make  it  the  foundation  for  a  criminal  charge  is  going  a  very 
long  way.  However,  that  is  for  the  jury. 

Mr.  Atkinson  :  What  the  Corporation  say  is  that,  when  he  got  these 
teats,  it  was  his  bounden  duty  to  call  attention  to  them. 

His  Lordship  :  The  charge  against  him  is  not  of  rejecting  this  and 
accepting  the  other,  but  of  mutilating  the  books.  You  say  this  is  evidence 
of  guilty  knowledge  in  mutilating  these  books. 

Mr.  Atkinson  :  Yes,  my  Lord,  it  is  incidental  yet  necessary. 

His  Lordship  :  I  thought  you  had  had  a  much  stronger  case — a  case  in 
which  A.  and  B.  both  tender,  one  is  clearly  the  better  coal,  and  the  other 
is  clearly  the  worse;  and  he  accepts  the  worse  and  rejects  the  better,  and 
then,  in  order  to  hide  that,  he  destroys  the  books.  If  you  have  a  case  like 
that,  it  would  be  another  thing. 

Mr.  Atkinson  said  he  had  such  a  case  in  the  one  which  Mr.  Waddy 
objected  to — the  Mirfield  Company’s  case. 

His  Lordship  :  And  in  that  you  have  not  given  notice.  There  was  an 
abstract  opinion  that  no  man  should  ever  do  anything  but  what  was  best 
for  his  employers.  But  suppose  a  man  made  the  best  contract  he  could  at 
the  time,  and  before  it  was  sealed  or  signed  a  better  offer  turned  up,  was 
he  bound  to  reject  the  first?  Take  an  ordinary  case  in  life.  A  man  sent 
his  servant  to  buy  the  best  wine  he  could  at  a  certain  price.  One  wine 
merchant  offered  him  wine  at  20s.  a  dozen  and  another  at  258.  a  dozen. 
The  latter  was  the  worse,  but  he  took  it  because  the  merchant  gave  him 
4s.  or  5s.  a  dozen  for  his  own  pocket.  In  that  case,  there  was  a  clear  act 
of  dishonesty.  But  suppose  the  employer  sent  him  to  a  certain  place  to 
buy  wine,  and  he  was  on  his  way  to  buy  it  when  he  heard  of  a  better  offer. 
He  did  not  think  that  in  that  event  a  jury  would  convict  him  of  dis¬ 
honesty  because  he  did  not  go  back  to  his  master  and  make  a  fool  of  him¬ 
self  and  the  other  man. 

Mr.  Atkinson  :  But  suppose  the  master  before  concluding  his  bargain 
with  the  first  sends  him  to  another  man  ? 

Mr.  Waddy  said  his  friend  would  find  that  the  test  in  the  Mirfield  Com¬ 
pany’s  case  was  not  made  at  the  same  time  as  the  others,  but,  as  a  matter 
of  fact,  was  made  so  far  back  as  March  3,  1879. 

Mr.  Atkinson  remarked  that  he  did  not  care  about  the  date  of  the  test. 
Mr.  Waddy  said  the  Company  had  supplied  a  stated  quantity  of  coal 
for  several  years. 

His  Lordship  :  Well,  I  am  afraid  I  cannot  say  any  more  ;  but  I  think 
it  is  a  pity  that  we  cannot  get  at  the  real  issue.  One  ought  to  have  some 
exact  definition  of  the  charges. 

Mr.  Atkinson,  continuing  his  address,  said  the  fact  of  the  mutilation  of 
the  book  was  praoticaliy  undisputed.  He  was  prepared  to  prove  that  on 
the  27th  of  September  he  denied  all  knowledge  of  the  tests. 

Mr.  Waddy  :  No ;  read  the  letter. 

Mr.  Atkinson  said  he,  at  all  events,  denied  that  he  had  them  in  his 
possession,  and  the  fact  that  they  were  after  that  taken  from  the  book,  it 
it  stood  alone,  should  be  sufficient  to  lead  the  jury  to  the  conclusion  that 
there  was  a  purpose  in  abstracting  these  documents. 

His  Lordship  :  How  came  it  that  notice  was  not  given  of  this  Mirfield 
case  ? 

Mr.  Atkinson  was  unable  to  say. 

Mr,  Waddy  :  I  don’t  object  to  you  going  into  the  Mirfield  case.  I  am 
prepared  to  answer  all  things  said  in  the  hearing  of  the  jury. 
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Mr  Atkinson  said  he  should  prove  that  the  test  of  Newton,  Chambers, 
and  Co.’s  coal  had  been  made  by  the  prisoner ;  and  it  was  one  of  the 
tests  which  were  missing.  It  was  found  on  inspecting  the  s^t®- 
only  two  out  of  the  seven  tests  were  still  in  existence.  Where  the  five  had 
gone  the  prosecution  did  not  know.  They  had,  however,  obcaiimd  from 
Newton,  Chambers,  and  Co.  some  coal  of  the  same  quality  as  was  s 
mitted  to  the  prisoner,  and  the  result  of  a  test  of  this  to  show  that 
their  coal  at  7s.  9d.  per  ton  was  practically  equal  in  J*® 

supplied  by  Milnes,  Stansfield,  and  Co.  at  9s.  2d.,  and  nearly  equal  to 
that  of  Lis^r  Kaye.  There  was  therefore  a  loss  to  the  Corporation  in  the 
first  case  of  Is.  6d.  per  ton;  and,  as  the  coal  of  Lister  K^'y®  ^ 
worth  to  the  Corporation  Ss.  fid.  per  ton,  there  was  a  loss  in  that 

8d  a  ton.  The  total  loss  was  about  £1000  on  these  two  contracts.  Mil  , 

Stansfield,  and  Co.  tendered  for  10,000  tons,  all  of  which  was  apoepted  , 
Newton,  Chambers,  and  Co.  tendered  for  40,000  tons, 
tons  only  were  accepted;  and  B.  Lister  Kaye  tendered  p 

wtiich  8000  tons  were  accepted.  In  the  case  of  Cie  Mirfleld  Coal  Company, 
10,000  tons  were  offered  at  6s.  5d.  per  ton  ;  but  its  value  to  ^^®  Pp. 
tiou,  as  shown  by  the  prisoner’s  own  test,  was  9s.  5d.  per  ton,  and  the  Cor¬ 
poration  would  have  gained  3s.  a  ton  had  that  tender  been  accepted. 

His  Lordship  :  Is  there  any  evidence  on  that  on  the  other  side  ^ 

Mr.  Waddy  :  I  have  no  evidence— the  matter  has  been  sprung  upon  us 

—unless  I  can  call  the  prisoner  himself.  i  „  „  The 

His  Lordship  :  said  it  was  a  pity  the  matter  had  not  been  laised.  T  ^ 
prfper  course  would  have  been  to  have  a  Committee  to  inquire  and  report 
Ld  upon  that  report  an  indictment  might  have  been  framed.  The 
prison^  was  there  to  meet  certain  charges;  and  t'^®^  ®“^“^ J, 

a  criminal  inquiry.  Was  it  not  possible  now  to  ®°“.® 

to  put  the  case  in  such  a  shape  that  the  issue  might  be  tried  ?  The  Prn 
Boner’s  character  ought  not  to  depend  upon  an  accident,  nor  yet  ought  the 

'^^Mr^^WA^DY  remarked  that  it  was  impossible  to  enter  a  criminal  case  for 

*'^h\s^Lotdship  said  if  he  had  known  of  this  difficulty  while  sitting  at 
Pontefract,  or  somewhere  else,  he  should  have  suggested  that  the  case 
might  stand  over  for  the  purpose  of  inquiry. 

Mr.  Waddy:  That  would  be  a  terrible  thing  to  do  now. 

His  Lordship:  Of  course,  the  defendant  comes  here  to  meet  Cie  cMe 
Mr.  Waddy  :  If  any  civil  charge  had  been  made  against  my  client,  he 
would  have  met  it  with  the  greatest  readiness. 

Mr.  Atkinson  :  He  had  ample  opportunity.  _  u„  ruo 

Mr.  Waddy  :  That  I  absolutely  deny ;  and  it  is  contradicted  by  the 

Ipt'i’PT’H  • 

His  Lordship  said  this  was  not  a  civil  case  ;  and  it  wa§  obvious  to  ev^y- 
body  that  a  case  of  this  kind  ought  to  have  been  y 

lated.  No  doubt  the  Corporation  had  done  its  best ;  but  before  the  indict 

ment  was  absolutely  framed  and  sent  up  to  the  Grand  Jury,  it  would 
have  been  wiser  that  something  further  should  have  ^ 
them  just  remember  what  would  happen  at  every  s  tage.  The  Hiry  would 
have  to  consider  the  difference  between  these  facts— the  difference  ih  the 
contracts,  the  state  of  the  market,  the  illuminating  power  of  the  gas  and 
all  these  things  they  must  be  thoroughly  convinced  upon  before  they 
decided  one  way  or  the  other.  Whether  the  prisone r  could  account  for 
the  thing  honestly,  or  whether  he  removed  the 

up  some  previous  sin,  would  have  to  be  considered.  ^’1®*^®^'.*;^®^®,  Yu® 
a  previous  sin  or  not  depended  entirely  on  the  whole  question  of  th 
tenders,  on  the  value  of  the  different  calculations  made  upon  the  analyses, 
and  of  the  truth  also  or  the  accuracy  of  the  estimate  as  to  the  marKet 
value  of  the  coal  and  the  particular  value  of  it  to  the  Corporation. 

Mr.  Atkinson  said  the  difficulty  was  that  it  was  not  until  after  the  corn- 
mittal  of  the  prisoner  that  the  Corporation  could  <^^®  ^  ®° 

the  evidence  could  not  be  given  before  the  Magistrates.  The  tests  had  to 
be  submitted  to  skilled  witnesses,  and  it  was  only  at  the  very  last  moment 
the  Corporation  had  formed  any  opinion  of  the  character  of  the  tests. 

Mr.  Atkinson  said  his  friend  was  entitled  to  deal  with  the  fact  that  they 
His  Lordship  did  not  think  he  ought  to  say  more, 
had  not  supplied  particulars  as  to  the  Mirfield  Coal  Company. 

Mr.  Waddy  said  that  if  his  learned  friend  would  hand  him  the  analysis 
in  the  Mirfield  Company’s  case,  he  would  not  complain. 

His  Lordship,  speaking  to  the  jury,  ?aid  the  question  to  which  they 
were  to  address  themselves  was,  assuming  that  f desroy 
certain  books,  did  he  do  it  with  a  corrupt  motive.  If  he  did  these  things 
carelessly,  or  even  improperly  in  one  sense,  he  would  not  be  committing 
a  crime.  The  first  question  was.  What  was  his  object  in  doing  this  '  In 
order  to  arrrive  at  that,  they  must  inquire  into  all  these  points. 

Mr.  Atkinson  said  there  were  only  four  tests  with  1 f 

trouble  the  jury.  The  Mirfield  Coal  Company  tendered  10,000  tons  at 
6s.  5d.,  which  was  worth  9s.  5d.  The  test  of  that  coal  was  m  the  posses¬ 
sion  of  the  prisoner,  for  it  was  on  one  of  the  sheets  which  had  been 
recovered.  It  was  true  it  was  an  old  test,  made  in  1879  ;  but  the  prisoner 
knew  the  resdlt  of  the  test,  and  the  value  of  the  coal  to  the  Corporation. 
The  tender  of  Milnes,  Stanfield,  and  Co.  was  accepted,  for  10,000  tons, 
though  the  price  was  9s.  2d.  and  the  value  only  7s.  9d.  i  but  not  a  single 
ton  was  ordered  from  the  Mirfield  Coal  Company,  though  the  price 
was  only  6s.  5d.,  and  the  value  9a.  5d.  The  evidence  which  would  show 
this  to  the  Corporation  was  the  tests  which  were  in  the  book  ;  but  when 
the  prisoner  found  that  inquiry  was  being  made  for  them,  be  ordered  his 
clerk  to  tear  out,  not  only  the  seven  testa,  but  every  test  contained  in  the 
book  from  1879  to  1888.  It  was  impossible  for  the  prosecution  to  prove 
what  pecuniary  object  the  prisoner  had,  if  he  did  do  it,  in  advising  the 
Committee  to  pay  a  higher  price  for  their  coal  than  they  could  have  got 
it  for.  When  a  man  was  asked  to  produce  a  book  or  a  document  belong¬ 
ing  to  his  employers,  he  did  not  immediately  proceed  to  destroy  it,  or 
tear  leaves  from  it  without  he  had  some  strong  motive,  and  unless  some 
explanation  were  offered,  the  inference  was  irresistible.  When  asked  on 
the  27th  of  September  for  these  tests,  he  wrote  back  to  say  that  he  did  not 
possess  them.  He  (the  learned  Counsel)  would  show  that  that  was  abso- 

^'^Mr^  Waddy  objected  that  no  notice  was  given  his  client  to  admit  the 

Mr.  Atkinson  read  the  correspondence  ■which  took  place  on  the  27th  of 
September  between  the  Town  Clerk  and  Mr.  Carr.  The  Town  a^ed 

for  the  tests  referred  to  in  Mr.  Carr’s  report  of  June;  a,nd  Mr.  Carr 
replied  that  he  had  not  seen  them  since  they  were  submitted  to  the  Com¬ 
mittee,  and  was  under  the  impression  that  they  were  taken  possession  of 
by  another  official,  as  they  related  to  contracts  which  were  accepted. 
That  statement  was  untrue ;  and  it  was  the  strongest  testimony  the  jury 
could  have  against  the  prisoner.  .  ^  l  , 

James  Milner,  Chief  Clerk  in  the  Halifax  Corporation  Gas  Department, 
was  then  called  on  behalf  of  the  prosecution.  In  answer  to  his  Lordship 
and  Mr.  Banks,  he  said  he  recognized  the  foolscap  copying-book  produced. 
It  was  used  for  the  purpose  of  having  reports  of  different  kinds  copied 
into  it.  There  were  seventy-nine  sheets  missing  from  the  book.  About 
the  28th  of  September  he  tore  out  the  leaves,  upon  being  asked  by  the 
prisoner  to  take  the  coal  tests  from  the  book.  The  book  was  kept  in  Mi. 


Carr’s  office  He  could  not  say  why  the  prisoner  asked  liim  to  take  out 
the  tests.  The  sheets  contained  copies  of  coal  tests  which  had  ^0®°  made 
hv  the  nrisoner  The  documents  were  copied  consecutively.  He  simpiy 
took  out  the  S^  li®  was  told  to  do  so.  He  did  not  know  whether 

sheets  had  been  taken  out  of  the  book  before  he  took  these  out  or  not. 

Mr.  Waddy:  Yon  are  the  Chief  Clerk.  Is  there  anyone  in  the  gas¬ 
works  who  knows  more  about  them  than  you  do  r 

WiUiess  ■  I  do  not  know  ;  there  may  be,  or  there  may  not. 
ms  Lordship”  You  must  know  if  there  is.-No,  in  my  department 

*X”Mr“wADDY:  He  could  not  tell  whether  the  test  of  the  Mirfield  Com- 
nanv’s  coal  in  1879  was  of  screened  or  unscreened  coal.  It  would  make 
a  deal  of  difference  whether  it  was  screened  or  unscreened  ;  but  he  could 
not  tell  whether  the  sheet  produced  gave  the  result  of  one  or  the  other. 

He  did  not  know  whether  the  Mirfield  Company  really  supplied  screened 

“"MnATSSoN’^said  that  the  tender  was  for  “coal  such  as  previously 

^^Mr.'wADDY :  Is  it  not  a  fact  that  the  coal  actually  supplied  was  un- 

^”ifthfrl7ny  tal^n  bffing  that  does,  except  the  prisoner  ?-Yes. 

m^answ^^to  Trather^questions,  witness  said  he  copied  *'^®,  ^®®?® 

made  bv  Mr  Carr  to  lay  before  the  Committee.  They  were  different  in 

E”  F«rs  t  £  s;  r  F 

s 

^’'°Mr.m®DD^‘Tm  I  right  in  saying  that  that  may  have  happened  eight 

°'^lJidn’t^  W3U  \ell  'tlm  Magistrates  it  may  have  happened  eight  or  nine 
timeJ?-YL  I  d  d  He  cfuld  not  say  that  every  sheet  except  those  he 
so  destroyed  had  been  recovered;  but  he  would  not  venture  to  say  it  was 

°°HirLoRDSHiP  :  Nine  may  be  accounted  for  in  that  way  ?— Yes. 

His  Lordship  :  That  simplifies  the  condition  of  things 
Mr  Waddy  :  Do  you  know  as  a  matter  of  fact  that  Mr.  Carr  was  in  t 
habit  of  making  analyses  for  other  engineers,  for  which  he  was  paid,  alto¬ 
gether  apart  from  his  business.— I  know  he  has  “Yf  ®Fl7  '  ,  „pttin<^  his 
Don’t  you  know  that  vendors  of  coal  were  in  the  babit  of  g®«m 
analysis  for  the  purpose  of  putting  it  out  with  a  view  of  gettin„ 

‘="msToll7Hm”"ltorLt'^r ’saw  them  alluded  to  in  advertisements  of 
exTment  coaf  analyzed  by  Mr.,  Carr  ?-Not  in  that  way  the"book””“ 
analyses  in  print  in  the  form  given  on  pages  taken  out  of  the  book 

Mr  Atkinson  in  reply  to  his  Lordship,  said  some  members  of  the 
Corporation  knew  that  Mr.  Carr  “^de  these  private  analyses  :  bu^ 
Corporation  as  a  whole  did  nob  know.  Forty-four  of  the  tests  produced 
related  however,  to  coal  tendered  for  to  the  Corporation.  i  ■  ...  j 

Mr.  Waddy  said  this  was  the  first  time  any  objection 
against  the  nrisouer’s  private  practice  in  that  way.  He  asked  the  witness 

ifit  was  noArue  thatL  one  occasion  Mr.  Co”m^mittee 

Court  for  his  fee  of  £5  58.,  and  called  a  member  of  the  Gas  Committee 

as  a  witness  in  support  of  his  claim. 

said  he  had  no  recollection  of  this  matter. 

Mr  wAidy  I  ask  vou  sir,  the  Chief  Clerk,  to  tell  me  of  one  single 
case  in^hich  you  unLrtake  to  say  that  the  Corporation  have  lost  money 
by  ?his  man  ^1  give  you  the  whole  range  of  the  thirteen  years.-It  is  a 

thing  which  I  have  no  knowledge  of  at  all.  I  ,  '  .  +  . 

Now  I  will  carrv  it  further.  Don’t  you  know  that,  with  regard  to  tnese 
private  analyses  which  this  gentleman  made,  the  fact  was  that  coal  wa* 
Lnt  to  him,  sometimes  a  considerable  quantity  (a  ton  at 
used  what  he  wanted  for  the  purpose,  and  then 

ration  a  present  of  the  balance,  and  put  it  on  to  th^e  Corporation  heap  ? 

No,  sir,  they  never  came  in  large  quantities  like  that. 

What  quantities  did  they  come  in?— -A  box  or  sack.  irnnw  f-haf 

As  a  matter  of  fact,  whatever  was  the  amount,  don  t  you  know  that 
what  he  did  not  need  went  on  to  the  Corporation  heap  ?-It  did,  sir. 

Do  you  also  know  that  when  this  inquiry,  instigated  by  this  man  Lever, 
first  began,  the  Mayor,  I  think  it  was,  alleged  that  there  were  hundreds  of 

It  .to  couaoil  Ctomto.  oooll,  ?-I  o.n- 

Hia  LoRDSHir  ;  Odr  way  or  the  other— you  don  t  toow  ?— No. 

Mr.  Waddy  :  la  it  not  a  fact  that  an  investigation  was  then  held,  and 
it  was  found  that,  instead  of  being  hundreds  of  tons  short,  they  had 
actually  got  1200  tons  more  than  they  ought  to  have  bad  . 

His  Lordship  :  Do  you  know  that  ?— Yes,  sir. 

Yes;  you  do.  There  is  something  you  know,  then.  (Laughter).  Speak 
so  that  you  can  be  heard.  It  is  a  very  important  thing  to  hear  all  that 

Mr^’WADDY :  The  corrupt  administration  of  this  man  (the  prisoner) 
resulted  in  this,  that  you  had  actually  got  1200  tons  of  coal  more  than  you 
could  account  for,  instead  of  less  as  the  Mayor  said  .  nviKAnpr 

His  Lordship  :  He  does  not  know  w'hat  the  Mayor  said ,  and  the  piisoner 

is  not  indicted  for  stealing  coal. 

Mr.  Waddy:  But  there  has  been  an  enormous  amount  of  prejudice 
imported  into  this  case.  Is  it  not  a  fact  that  the  ^‘\®f ®f 
Corporation  by  thin  gentleman  has  ended  in  this— -that  in  his  time  the  gas 
rate^ has  been  reduced  from  4s.  to  Is.  9d.  ?— Yes  ;  I  believe  it  W’as  4s.  pe 

1000  cubic  feet.  ,.u  e  t 

His  Lordship  :  That  is  for  the  same  quality  of  gas,  I  suppose 

Mr.  Waddy  :  Yes,  my  Lord. 

His  liOBDSHiP :  Do  you  make  more  than  one  q'uaiity  r 
Witness  :  Well,  of  course  the  quality  varies. 

His  Lordship  :  Don’t  say  “  of  course  ;  1  don  t  know.  0/  'Y 

varies  every  day,  according  to  your  ovens  and  a  °*An7hinl  i 

Do  you  mean  to  say  that  it  is  all  of  one  quality  ?  Foi  anything  I 
know,  the  standard  is  14  candles. 

Mr.  Waddy  :  You  try,  at  all  events,  to  make  the  same  gas  as  near  as  j  ou 

°^And  after  having  reduced  the  price  in  that  way,  there  was  actuality  a 
profit  at  the  first  halt  of  this  year  of  £2000.  Is  not  that  a  fact  ?— I  don  t 

^A^iy,  you  are  Chief  Clerk  !  The  books  must  go  through  your  hands  ?— 

^  We  have  seen  now  what  are  the  kind  of  analyses  that  are  entered  into 
that  book;  now,  I  must  ask  you.  Is  it  a  fact  that  of  those  tests  which 
were  sent  into  the  Committee  meeting  not  one  was  ever  entered  into  that 
book?— Not  to  my  knowledge.  „  ^  i 

His  Lordship  :  You  are  sure  of  that  ?— Not  to  my  knowledge.  ^ 

Mr.  Waddy  :  You  were  the  only  man  that  copied  them  m  weren  t  you  t 
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Hi3  Lobdsiiip  :  That  is  a  very  important  question. — I  don’t  remember 
ever  copying  any  into  that  book. 

Mr.  AVaddy  :  Now,  Mr.  Milner,  you  will  tell  me  fairly  upon  your  oath,  as 
far  as  you  know.  Is  it  not  a  fact  that  Mr.  Uarr,  by  your  hand,  never  tore 
out  a  single  one  of  those  tests  belonging  to  the  Corporation  ?— It  is  a 
thing  I  could  not  swear.  Sir. 

You  did  ? — Yes,  Sir. 

You  selected  them  ? — No,  Sir,  I  took  them  all  out. 

They  were  torn  out  by  your  hand  ?— Yes,  Sir. 

His  Lordship:  What  did  he  say  ?— He  said  “  Take  the  coal  tests  out.” 

What  did  you  understand  by  that?— The  whole  of  them. 

_Mr.  W.ADDY  :  You  must  have  looked  at  them  if  they  were  torn  out.  Now, 
Sir,  upon  your  oath,  did  you  ever  copy  into  that  book  one  single  test 
meant  for  the  Corporation  ? — I  cannot  swear.  Sir. 

His  Lordship  ;  Ho  you  believe  it  ? — I  don’t  think  I  did. 

Mr.  Waddy  :  You  don’t  think  you  did  ?  Well,  do  be  fair. 

His  Lordship  :  We  have  got  a  further  step  ;  we  have  got  this,  that  the 
two  tests  or  analyses  were  of  a  different  character— one  for  the  Corpora¬ 
tion,  and  this  done  privately,  containing  the  chemical  analysis. 

Mr.  Atkinson  :  A  chemical  analysis  is  necessary  in  each  case. 

Mr.  Waddy  :  We  will  have  it  perfectly  clear.  As  far  as  you  know,  the 
tests  for  the  Corporation,  in  any  stage  of  them,  were  never  entered  into 
that  book? — As  far  as  I  know,  they  were  not. 

Either  in  the  chemical  stage  or  in  any  other  stage,  as  far  as  you  know  ? 
— No,  sir. 

Am  I  not  right  in  this— that  when  the  Corporation  wanted  a  test  made, 
it  was  always  made  out  on  a  loose  sheet  of  paper,  copied  by  you  on  a  loose 
sheet  of  paper,  and  sent  into  the  Committee  ?—res.  Sir;  I  made  them 
out  on  loose  sheets. 

In  further  examination,  witness  said  that  on  Noy.  23,  three  of  the 
sheets  were  produced  as  samples,  and  the  others  were  admitted  to  be  in 
the  keeping  of  Mr.  Storey.  He  did  not  know  that  Mr.  Storey  undertook 
to  furnish  copies.  He  did  not  know  that  the  Town  Clerk,  having  ascer¬ 
tained  the  luncheon  hour  of  Mr.  Storey,  took  out  a  warrant  and  obtained 
possession  of  the  letters. 

His  Lordship  (to  Mr.  Waddy) :  Is  it  the  cruelty  of  the  luncheon  time 
that  you  particularly  complain  of  ? 

Mr.  Waddy  :  No,  not  the  cruelty,  but  the  meanness;  and,  certainly,  it 
is  the  first  time  in  my  experience  that  I  ever  heard  of  such  a  proceeding 
as  that  one  solicitor,  after  asking  for  documents  from  another  solicitor, 
should  go  behind  his  back  and  obtain  a  search-warrant. 

His  Lordship:  Well,  that  is  a  bye-issue. 

Mr.  Waddy:  Like  a  good  many  others  that  my  friend  detained  us  with 
this  morning. 

Ke-examined  by  Mr.  Atkinson,  witness  said  his  duties  were  to  keep  tlie 
carbonizing  and  other  accounts ;  but  all  his  time  was  not  spent  in  book¬ 
keeping.  He  had  nothing  to  do  with  these  tests  except  to  copy  them. 
He  had  no  practical  knowledge  of  coal  testing  except  commercially;  but 
he  knew  these  were  not  tests  for  the  Gas  Committee,  because  they  were 
not  in  the  form  in  which  such  tests  were  made. 

Do  you  know  whether  any  of  these  were  chemical  tests  of  coal  which 
was  being  tendered  to  the  Corporation  ?  Not  that  I  am  aware  of. 

The  question  was  repeated,  and  witness  gave  the  same  answer. 

His  Lordship  :  You  may  lead  the  horse  to  the  water  ;  but  you  cannot 
make  him  drink. 

Witness  explained  that,  so  far  as  he  knew,  the  tests  for  the  Cor¬ 
poration  were  only  made  out  for  the  commercial  value,  and  not  chemi¬ 
cally.  Those  for  the  Corporation  never  to  his  knowledge  had  the  chemical 
part  attached. 

Jaines  AYcfmff,  Borough  Accountant,  said  that  pages  had  been  torn  out 
of  the  book  produced.  He  had  not  examined  the  pages  recovered  under 
the  search  warrant;  but  had  seen  copies  of  them,  and  made  a  list  of 
those  which  he  alleged  were  tests  of  Corporation  coal. 

His  Lordship  ;  How  could  he  make  a  list  without  examining  the  docu¬ 
ments  themselves  ? 

At  this  stage  the  examination  stopped  for  want  of  the  sheets  containing 
the  analyses  ;  and  his  Lordship  said  that  if  it  would  facilitate  the  matter, 
he  would  adjourn  for  luncheon.  The  Court  adjourned  accordingly.  On 
resuming,  ° 

Mr.  JNicholl  said  he  had  glanced  through  the  lists  which  had  been 
handed  to  him.  He  had  not  carefully  examined  them  and  gone  through 
all  the  figures. 

His  Lordship,  at  this  stage,  said  he  could  not  help  feeling  that  this  was 
really  not  a  case  that  could  be  shaped  against  the  prisoner,  after  the  ex¬ 
planations  which  had  been  given  as  to  the  books.  Whether  he  had  been 
wise  or  prudent,  possibly  honest,  in  conducting  the  afiairs  of  the  Corpora¬ 
tion  was  open  to  question,  but  to  pitch  upon  these  70  pages,  and  say  that 
he  took  them  out  with  criminal  intent  was,  it  seemed  to  him,  now  that 
the  books  were  produced  and  to  a  certain  extent  explained,  a  matter  on 
which  no  evidence  was  possible ;  and  he  felt  great  difficulty  in  putting  the 
case  to  the  jury.  It  did  not  follow  that  the  tearing  out  of  the  leaves  was 
a  crime. 

Mr.  Atkinson  said  he  was  placed  in  a  difficulty  by  the  circumstance 
that  the  documents  which  were  relied  upon  only  came  into  the  possession 
of  the  Corporation  recently.  He  could  show  that,  with  reference  to  the 
seven  tests  taken  after  the  18th  of  May,  only  two  were  to  be  found,  and 
they  were  amongst  the  leaves  from  the  book.  That  put  at  rest  the  fact  of 
all  the  pages  relating  to  private  tests, 

Mr.  Waddy  :  If  my  friend  proposes  to  contradict  in  this  way  his  own 
witnesses  we  shall  never  be  done. 

His  Lordship:  When  the  jury  come  to  consider  the  question,  how  can 
they  say  that  G8  leaves  were  torn  out  with  a  proper  motive,  and  2  were 
torn  out  with  an  improper  motive  ? 

Mr.  Atkinson  said  a  large  number  of  the  tests  undoubtedly  related  to  coal 
not  supplied  for  purposes  of  the  Corporation. 

His  Lordship  :  I  am  quite  certain  no  jury  ought  to  convict,  nor  ought 
I  to  leave  it  to  the  jury  unless  there  is  some  specific  reasonable  pro¬ 
position  to  leave  to  them.  It  would  not  be  fair  to  the  prisoner  to  assume 
this  in  any  sense. 

Mr.  Atkinson  said  he  had  indicated  the  nature  of  the  facts  which  for  the 
prosecution  he  had  intended  to  prove.  He  thought  he  should  have  been 
in  a  position  to  prove  these  facts.  A  certain  number  of  these  tests  un¬ 
doubtedly  referred  to  Corporation  coal ;  not  all  of  them. 

His  Lordship  said  the  whole  force  of  that  was  taken  away  by  the 
evidence  that  the  prisoner  did  not  go  and  select  the  2  which  might  in¬ 
criminate  himself ;  but  he  asked  fo"r  the  mass  and  got,  in  a  perfectly 
public  manner,  the  whole  70. 

Mr.  Atkinson  said  he  was  only  endeavouring  to  discharge  his  duty,  but 
if  his  Lordship^s  view  was  that  he  was  not  entitled  to  ask  the  jury  to  find 
the  prisoner  guilty,  he  should  not  think  it  necessary  to  proceed  further. 

His  Lordship;  Not  only  is  that  my  view,  but  if  this  had  been  an  ordi¬ 
nary  case  between  individuals.  I  should  some  time  before  this  have  said 
that  I  did  not  see  my  way  to  leave  any  case  for  the  jury.  Inasmuch  as 
there  appeared  to  be  a  question  of  a  public  scandal,  in  which  some  wrong 
had  been  done  by  a  public  servant,  I  was  unwilling  at  an  earlier  stage  to 


interrupt  anything  that  might  throw  light  on  the  subject.  But  the  further 
we  have  gone,  the  wider  we  have  got  from  evidence  which  incriminates 
the  prisoner;  and  on  the  other  hand  the  more  clearly  do  we  see  that  there 
could  be  no  conviction  against  him. 

His  Lordship  then  directed  a  verdict  of  “  Not  guilty,”  and  Mr.  Carr  was 
discharged  on  all  the  counts. 


HIGHGATE  PETTY  SESSIONS— Mond.iy,  Dec.  10. 

(Before  Mr,  Bodkin  and  a  Bench  of  Magistrates.) 

"BARNET  DISTRICT  GAS  AND  WATER  COMPANY  V.  ALEXANDER. 

T  his  was  an  action  brought  for  the  purpose  of  having  the  house  occupied 
by  the  defendant  assessed  for  the  purpose  of  fixing  the  water-rate. 

Mr.  Bannister  appeared  for  the  Company ;  Mr.  \V.  C.  Jackson  for 
defendant. 

Mr.  B.innister,  in  opening  the  case,  submitted  that  defendant  had 
no  right  to  challenge  the  basis  upon  which  the  Company  charged  for  their 
water,  as  this  question  was  recently  settled  in  the  Court  of  Queen’s 
Bench,  in  the  case  of  Stevens  v.  Garnet  Gas  and  Water  Company.*^  In 
this  case,  the  defendant  lived  in  a  house  at  Southgate,  which  was  assessed 
for  the  Queen  s  taxes  at  1158  a  year;  but  the  Company  not  desiring  to  have 
any  disputes  with  their  consumers,  offered  simply  to  charge  for  water  on 
an  assessment  of  £50,  although  they  had  power  to  charge  on  ^58.  The 
defendant  refused  to  pay  on  ±'50 ;  and  consequently  it  had  been  necessary 
to  take  proceedings.  As  he  had  refused  the  liberal  offer  of  the  Company, 
he  should  ask  the  Bench  to  give  them  all  they  were  entitled  to,  by  fixiu'' 
the  assessment  at  ±53.  ° 

Mr.  T.  H.  Martin,  Assoc.  M.  Inst.  C.E.,  the  Engineer  of  the  Company, 
proved  that  the  defendant  received  a  supply  of  water  from  the  Com¬ 
pany  at  his  premises  No.  7,  Southgate  Villas,  New  Southgate.  The  water- 
rate  used  to  be  charged  on  an  assessment  of  ±50;  but  defendant  had 
refused  to  pay  on  that  amount.  The  letting  value  of  the  house  would  be 
±58  or  ±50  per  annum. 

Mr.  Venables,  auctioneer,  said  that  he  had  seen  the  house,  and  con¬ 
sidered  its  letting  value  was  from  ±55  to  ±60  per  annum. 

said  Mr.  Alexander  had  occupied  his  present  house  since 
1882.  He  took  it  on  a  three  years’  agreement,  at  ±50  a  year,  and  had  re¬ 
mained  as  a  yearly  tenant  at  ±50;  but  he  was  now  in  negotiation  with  his 
landlord  for  a  reduction.  There  was  a  gentleman  present  who  occupied  a 
similar  house  opposite  the  defendant’s,  and  who  was  only  paying  ±40  a  year 
rent ;  and  he  recently  bought  his  house  in  the  open  market  for  ±400.  The 
ground-rent  was  only  ±5  10s.  In  1886,  Mr.  Alexander  wrote  to  the  Com¬ 
pany  saying  he  found  that  his  neighbours  were  paying  on  a  much  lower 
scale  than  himself ;  and  he  must  decline  to  continue  to  pay  on  his  existing 
assessment.  They,  however,  took  no  notice  of  his  letters  for  two  years, 
when  they  sent  him  in  a  demand  for  nine  quarters  on  the  ±58  assessment. 
Originally,  it  should  be  stated,  they  assessed  him  at  ±65. 

Defendant  was  then  called  and  stated  that  the  actual  amount  of  the 
assessment  of  his  house  for  Queen’s  taxes  was  ±50,  and  not  ±58.  He  was 
assessed  for  poor-rate  at  ±36.  For  three  years  he  paid  the  water-rate  on 
a  ±65  assessment.  The  house  opposite  his,  which  was  let  for  ±40  a  year, 
was  a  better  one  than  his  own.  He  complained  of  the  Company  not 
answering  his  letters  and  not  sending  in  the  demand-notes  for  two  years. 
Had  they  replied  to  his  letter  in  1886  in  the  negative,  he  would  have 
left  his  house,  because  he  had  made  up  his  mind  not  to  pay  on  ±58;  but 
he  obtained  no  answer,  and  the  result  was  he  could  not  leave  the  house 
now  until  March,  1890. 

Cross-examined  :  He  did  not  admit  that  the  Company  had  a  right  to 
claim  on  the  gross  rental. 

Mr.  Bodkin  observed  that  one  of  the  Metropolis  Water  Companies  was 
entitled  to  charge  upon  the  gross  rental. 

Mr.  Bannister  said  he  must  deny  that  the  Company  had  treated  Mr. 
Alexander  with  any  discourtesy,  or  had  neglected  to  answer  his  letters. 
He  had  sent  a  great  number  of  voluminous  letters  to  the  Company  on 
the  subject,  and  had  rejected  .their  reasonable  offer,  threatening  to  place 
the  matter  before  the  Local  Government  Board  ;  and  it  was  only  as  a 
last  extremity  that  they  brought  the  case  into  Court. 

Mr.  Simpson  was  called,  and  said  he  occupied  the  house  facing  Mr. 
Alexander’s,  and  only  paid  a  rent  of  ±40  a  year  for  it. 

Mr.  Front  said  he  lived  at  No.  12  in  the  same  row  of  houses,  and 
paid  ±45  a  year  rent.  He  was  summoned  under  similar  circumstances  to 
Mr.  Alexander. 

The  Bench  having  conferred, 

Mr.  Bodkin  remarked  that  they  had  decided  to  fix  the  value  of  the 
house  at  ±48  a  year ;  and  this  being  so,  the  Company  would  have  to  pay 
the  Court  fees. 

Mr.  Bannister  ;  Is  that  so,  Sir,  after  we  have  exhibited  all  this  for¬ 
bearance  ? 

Mr.  Bodkin  :  You  have  not  succeeded. 


BARNET  GAS  AND  WATER  COMPANY  V.  HOLDEN. 

This  was  in  every  respect  a  similar  case  to  the  above. 

Defendant,  who  resided  at  No.  7,  Station  Eoad,  East  Finchley,  ad¬ 
mitted  that  he  gave  ±500  for  his  house  ;  but  contended  that  he  only  ought 
to  be  charged  for  water  on  the  scale  of  the  rateable  assessment,  which 
was  ±32. 

After  some  discussion, 

The  Bench  fixed  the  amount  at  ±40,  and  gave  the  Company  costs. 


Newbury  Corporation  Gas  Supply. — At  the  last  meeting  of  the  New¬ 
bury  Town  Council,  the  Gas  Committee  reported  that  they  had  an  offer 
to  renew  a  bond  for  a  loan  of  ±6000  on  the  security  of  the  gas-works  at  3J 
per  cent,  provided  it  is  not  disturbed  for  7  years.  Mr.  Lucas  proposed 
the  adoption  of  the  report,  and  said  that  there  was  every  prospect  of  the 
Committee  being  able  tore-adjust  their  capital  at  3  J,  instead  of  4  J  per 
cent.  Already  they  had  secured  ±2300  at  the  lower  rate  ;  and  now  they 
had  the  present  offer  of  ±6000.  The  report  was  adopted. 

The  Projected  Electric  Lighting  op  the  City.— At  the  meeting  of 
the  Commission  of  Sewers  last  Tuesday,  Mr.  Treloar  asked  the  Chairman 
of  the  Streets  Committee  when  they  were  to  receive  the  Committee’s 
report  on  the  question  of  the  electric  lighting  of  the  City,  and  why  it  had 
been  delayed.  Mr.  Bridgman  replied  that  the  Committee  had  done  all 
they  possibly  could  in  the  matter.  They  had  decided  upon  the  principle 
on  which  the  conditions  for  tendering  should  be  based ;  and  the  matter 
was  now  with  the  officers.  The  Engineer  was  putting  the  matter  into 
proper  shape  ;  and  as  soon  as  this  was  done,  the  Committee  would  be  glad 
to  discuss  it.  They  had  determined  that  the  matter  should  be  settled 
before  they  went  out  of  office,  so  that  before  a  new  Commission  was  ap¬ 
pointed,  he  (Mr.  Bridgman)  believed  they  would  be  able  to  report  that 
they  had  arrived  at  satisfactory  conditions.  Mr.  Morton — a  member  of 
the  Committee— expressed  the  opinion  that  the  Committee  had  been  play¬ 
ing  with  the  question  a  whole  year,  and  wasting  time. 

See  Journal,  Vol.  LI.,  pp.  782,  877. 
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METBOPOLITAN  BOARD  OF  WORKS. 

The  Proposed  Alteration  in  the  Standard  of  Light 
At  the  Meeting  of  the  Metropolitan  Board  of  Works  last  Priday,  the 
Special  Purposes  Committee  submitted  a  report,  recommending  that  they 
be  authorized  to  approach  the  Board  of  Trade  to  urge  the  early  introduc- 
tion  into  Parliament  of  a  Bill  to  provide  for  the  adoption  of  a  new  and 
reliable  standard  of  illuminating  power,  and  for  the  prescription  of  a 
standard  photometer,  with  a  view  to  securing  uniformity  of  result  in  ttie 

testing  of  gas  in  the  Metropolis.  _  .  j  tuo 

Mr.  J.  Abbott,  Chairman  of  Committee,  in  moving  the  adoption  ot  tne 
report,  said  that  the  testing  of  gas  was  one  of  the  most  important  duties 
entrusted  to  the  Board.  This  subject  of  standards  of  light  had  been 
before  the  Board  since  1879.  The  movers,  in  the  first  instauce,were  the  Board 
of  Trade,  who,  in  the  year  named,  referred  the  matter  to  a  Committee, 
who  condemned  the  present  mode  of  testing  gas.  Four  years  subsequent 
to  that— viz.,  in  1833— the  South  Metropolitan  Gas  Company  confirmed 
the  opinion  of  that  Committee,  and  expressed  an  opinion  that  the  Board 
of  Works  should  apply  to  the  Board  of  Trade,  in  order  to  get  some  altera¬ 
tion  in  the  method.  For  many  years  there  had  been  reports  frequently 
made  by  the  Special  Purposes  Committee  of  the  Metropolitan  Board  ot 
Works  in  relation  to  this  matter;  but  for  want  of  unanimity  it  was  con¬ 
sidered  by  the  Board  that  any  attempt  to  deal  with  the  question  would 
end  in  parliamentary  difference,  and  probably  involve  a  large  expendi¬ 
ture,  with  but  little  result.  He  was  glad  to  be  able  now  to  report  that 
the  circumstances  had  entirely  altered.  A  fortnight  ago  a  proposition 
was  made  by  the  South  Metropolitan  Gas  Company  to  be  heard  by  the 
Special  Purposes  Committee  by  means  of  a  deputation.  The  Committee 
were  empowered  by  the  Board  to  receive  such  a  deputation.  Ihe  Chair¬ 
man  of  the  Company  (Mr.  G.  Livesey)  and  one  or  two  of  the  other  Direc¬ 
tors,  attended  by  the  Chief  Engineer  of  the  Company  (Mr.  F.  Livesey), 
attended  a  meeting,  and  put  the  matter  before  the  Committee,  with  the 
result  that  they  were  convinced  the  time  had  ai-rived  to  go  to  the  Board 
of  Trade,  with  a  view  to  their  bringing  in  a  Bill  to  get  an  Act  of  1  arlia- 
ment  passed,  so  as  to  prevent  the  sperm  candle  being  any  longer  used  for 
gas  testing.  Although  The  Gaslight  and  Coke  Company  had  not  expressed 
an  opinion,  it  seemed  to  the  Committee  that  the  representation  to  the 
Board  of  Trade  would  be  almost  unanimous ;  and  that  an  alteration  in 
the  present  arrangements  would  be  obtained. 

Mr.  Purdy  seconded  the  motion. 

Mr.  Rich-irdson  said  this  was  a  very  interesting  question,  but  was  very 
little  understood  by  the  public.  The  point  was  to  substitute  a  more  exact 
and  trustworthy  standard  of  light  than  the  sperm  caudle,  which  was  at 
present  the  only  legal  standard  for  the  testing  of  gas.  Experiments  made 
had  shown  that  in  some  instances  the  sperm  candle  test  was  largely  in 
favour  of  the  consumers,  while  other  sperm  candle  tests  showed  the  very 
reverse — viz.,  in  favour  of  the  gas  companies.  The  candles  were  very 
rarely  alike;  and  the  result  was  that  the  consumers  and  the  gas  companies 
became  dissatisfied.  Practically,  at  the  present  time,  the  Act  for  regulat¬ 
ing  the  lighting  by  gas  of  the  Metropolis  was  a  dead  letter,  and  wanted 
thoroughly  reconsidering.  It  was  at  present  a  useless  expenditure  of 
hundreds  of  pounds  a  year  for  the  examination  of  gas  in  the  Metropolis 
— in  fact  it  was  a  simple  waste  of  money. 

Mr.  Jones  thought  that,  if  they  approached  the  Board  of  Trade,  that 
body  would  no  doubt  say,  “  Be  good  enough  to  explain  what  the  new 
photometer  is  that  you  wish  to  introduce.”  He  hoped  the  Board  would 
not  be  so  foolish  as  to  go  to  the  Board  of  Trade  as  proposed  by  the  Com¬ 
mittee,  but  postpone  the  matter,  and  let  the  great  County  Council  under¬ 
take  it.  ,  ,  ,  t 

Mr.  Abbott,  in  reply,  said  that  had  the  last  speaker  been  a  member  ot 
the  Special  Purposes  Committee,  he  would  not  have  made  the  observations 
he  had.  There  was  perfect  unanimity  of  opinion  between  the  Board  of 
Trade  Referees  and  the  Gas  Companies  on  this  motion.  _  The  Chairman 
of  the  South  Metropolitan  Gas  Company  and  the  others  interested  were 
unanimously  of  opinion  that  the  Committee  should  ask  the  Board  to  go 
to  the  Board  of  Trade.  A  large  amount  of  money  had  been  expended, 
and  a  great  deal  of  time  had  been  given  to  the  consideration  of  this 
question.  Something  like  2000  experiments  had  been  made  by  the 
Chemist  of  the  Board  (Mr.  Dibdin) ;  and  in  these  experiments,  he  had  been 
assisted  by  four  or  five  of  the  Gas  Examiners.  Therefore  this  report 
had  not  come  before  the  Board  without  due  thought  and  care.  The 
matter  had  already  been  ten  years  under  consideration  ;  and  now,  when 
there  was  a  likelihood  of  getting  the  question  settled,  he  thought  the 
Board  should  certainly  avail  themselves  of  the  opportunity.  There  was 
no  intention  or  desire  for  the  standard  to  be  altered  either  to  the  disad¬ 
vantage  of  the  consumers  or  the  gas  companies.  All  that  was  wanted 
was  to  get  a  reliable  standard ;  the  sperm  candle  being  admitted  on  all 
hands  to  be  non-reliable  and  unsatisfactory. 

The  report  was  adopted. 

SOUTH  METROPOLITAN  GAS  COMPANY. 

An  Extraordinary  General  Meeting  of  this  Company  was  held  last 
Wednesday,  at  the  Bridge  House  Hotel,  Borough,  S.E.— Mr.  George 
Livesey  in  the  chair — for  the  purpose  of  electing  a  Director  in  the  place 
of  the  late  Mr.  T.  Rowland  Hill. 

The  Secretary  (Mr.  Frank  Bush)  having  read  the  notice  convening  the 

meeting,  _  _  -nr 

The  Ch.urm.an  said:  Gentlemen,  this  is  a  purely  formal  meeting,  vye 
are  required  by  our  Act  of  Parliatnent  to  fill  up  all  vacancies  on  the 
Board  by  a^general  meeting,  or  an  extraordinary  general  meeting  if  the 
vacancy  occurs  at  an  intermediate  period.  I  do  not  know  that  there  is 
anything  for  me  to  say  on  this  occasion  beyond  a  word  or  two  in  reference 
to  our  late  colleague,  Mr.  T.  R.  Hill.  We  have  lost  in  him  a  most  valu¬ 
able  Director ;  a  man  who  was  of  great  service  to  the  Company  from  his 
business  experience ;  and  a  man  whom  we  all  highly  respected  for  his 
personal  qualities.  He  was  an  admirable  Director,  and  did  his  duty  niost 
faithfully  and  earnestly,  and  worked  in  the  most  cordial  and  friendly 
manner  with  all  of  his  colleagues.  We  feel  his  loss  very  greatly  indeed. 
We  certainly  did  not  expect  when,  two  years  ago,  we  lost  another  of  our 
Directors — Mr.  Gibbes — that  there  would  so  soon  be  a  further  vacancy.  I 
have  now,  therefore,  simply  to  say  that  we  have  met  for  the  purpose  of 
electing  a  successor  to  Mr.  Hill.  The  Company,  I  am  happy  to  inform 
you,  is  in  as  good  and  prosperous  a  position  as  ever ;  and  I  have  no  doubt 
whatever  that  the  gentleman  who  has  come  forward  for  election  will 
devote  his  energies  to  maintain  its  prosperity  and  welfare. 

Mr.  Shand  said  that  the  matter  they  had  before  them  was  a  purely 
formal  one ;  but  still  it  was  one  that  must  be  gone  through.  He  had  to 
propose — “  That  Mr.  John  Ewart  be  elected  a  Director  in  place  of  Mr.  T. 
R.  Hill  (deceased).”  He  had  no  personal  knowledge  of  Mr.  Ewart;  but 
the  previous  day  a  mutual  friend  gave  a  good  account  of  him,  and 
assured  him  that  he  would  make  a  good  Director.  The  firm  of  James 
Morrison  and  Co.,  of  which  Mr.  Ewart  was  the  managing  partner,  was 


well  known;  and  he  (Mr.  Shand)  had  no  doubt  he  would  bring  his 
business  experience  to  bear  upon  the  work  Im  would  have  to  do  on  the 
Board  of  their  Company.  He  supposed  Mr.  Ewart  had  not  rnuch 
ledge  of  engineering  matters ;  but  with  the  engineering  talent  on  the 
Board,  that  was  not  required.  He  (Mr.  Shand)  had  himself  been 
Director  of  Gas  Companies  for  many  years,  and  knew  the  duties  a  posi¬ 
tion  of  this  kind;  and  from  what  he  had  heard  of  Mr.  Ewart,  he  would 

"^Mr  ^:^UTLER  said  he  had  much  pleasure  in  seconding  the  motion,  and 
for  the  following  reasons  :— As  far  as  experience  of  the  gas  business 
was  concerned,  he  supposed  the  Board  of  their  Company  was  better  off 
than  any  in  the  world ;  for  they  had  at  its  head  a  gentleman  who  cer- 
tainly  was  the  best  authority  on  gas  matters  in  the  world,  and  then 
was  assisted  by  another  Engineer  who,  he  had  no  doubt, 

They  had  also  a  gentleman  from  the  Royal  Engineers ,  and  then  they 
had  a  barrister  in  Mr.  Rostron,  who,  he  supposed,  occasionally,  when  t 
business  men  of  the  Board  had  been  try'^g^to  '.ake  a  common-sense  view 
of  a  thing,  and  had  sailed  a  little  close  to  the  law,  had  to  put  them  right. 
Then  the  only  other  qualification  necessary  to  inake  the  Board  coinpl^e 
was  that  they  should  have  some  thoroughly  good  “®“  =  M  ■ 

Mews  and  Mr.  White,  he  was  sure,  carried  out  all  that  was  wished  in 
that  direction.  Unless  he  was  very  much  misinformed  in  the  inquiry 
he  had  made  concerning  the  gentleman  who  he  hoped- there  was 
not  much  doubt  about  it— would  be  elected  to  the  P°d®‘^  g'’ 

he  thought  he  was  just  the  man  wanted  to  complete  the  Board.  He 
was  a  man  in  the  prime  of  life;  he  had  had  j 

rience ;  he  was  straightforward  ;  and  he  was  a  gentleman  the  Directors  of 
the  Board  would  have  a  great  deal  of  pleasure  m  Avorkmg  with.  He 
sure  that  the  present  Board  worked  cordially  together  ;  and  he  should  be 
very  sorry  if  anything  should  ever  be  introduced  that  would  disturb  this 
cordiality^  In  these  times,  he  continued,  people  talked  a  great  deal  about 
electriciW-  All  the  experts  he  had  spoken  to  about  it  thought  there  was 
some  advancement  to  be  made,  and  that  probably  there  would  be  a  great 
”of  electricity  used;  but  one  and  all  agreed  that  it  would  not  be  at 
the  expense  of  gas.  If  they  continued  to  reduce  the  price  of  gas,  and 
keep  up  its  quality,  he  believed  they  would  be  capable  of  competing  with 
electricity  ^Most  people  had  not  been  used  to  paying  a  very  long  price 
for  their  flluminating  agent.  When,  however,  they  came  to  use  electricity, 
they  would  find  it  was  a  very  expensive  affair;  and  he  did  not  think  they 
would  afterwards  begrudge  so  much  the  money  for  their  gas  bills  wh 
they  came  to  pay  them. 

The  resolution  was  carried  unanimously.  ■  i 

Mr.  Grover  said  that,  having  voted  for  the  resolution 
make  one  remark.  Whenever  it  was  necessary-and  he  hoped  it  would 
be  some  time  to  come— to  make  another  appointment  of  this  kind,  he 
thouf'ht  they  should  select  a  gentleman  who  was  resident  in  the  Company  s 
district.  It  was,  to  his  mind,  a  great  disadvantage  not  having  a  member 

of  the  Board  living  in  the  district.  .  ,  ■  i 

The  Cii.AiRM.AN  remarked  that  he  had  had  great  experience  of  resident 
Directors  •  and  iti  his  opinion,  it  was  a  decided  disadvantage  for  a  Com 
?any  to  have  Directors  residing  in  the  district.  He  had  mooh  pleasure 
hi  announcing  to  Mr.  Ewart  that  he  had  been  unanimously  elected  a 

^'Ilr'^EwART^s^d  hehad  to  return  his  sincere  thanks  for  the  honour  the 
shareholders  had  done  him  in  electing  aHirector  of  the  Company 
He  regarded  it  as  a  great  honour  because  he  had  always  considered  the 
South^Metropolitan  Company  to  be  the  leading  Gas  Company  in  the 
world.  There  were  one  or  two  Companies  with  larger  capitals  ,  but  in  al 
other  respects  the  South  Metropolitan  took  the  lead.  Their  stock  stood 
at  a  higLr  price  in  the  market;  their  dividends  were  higher  than 
any  otlfer  Company’s ;  and,  further  than  that,  they  charged  the 
lowest  price  for  gas.  ^Beyond  this,  in  the  matter  of  economical  manufac- 
tore,  and  in  adopting  all  the  most  recent  appliances  for  improved  produc¬ 
tion  he  believed  the  Company  stood  second  to  none.  The  position  that 
the  Company  occupied  had  resulted  mostly  from  its  excellent  manag  - 
ment.  Almost  from  its  commencement,  it  had  had  the  advantage  o 
havinn-  engineers  upon  the  Board.  An  active  member  of  one  of  the  earlier 
Boards  was  a  namesake  of  his  ;  and  he  served  the  Company  well  for  ma^ 
years.  Of  course,  a  large  amount  of  work  had  fallen  on  the  existing  Board. 
The  Dresent  was  a  time  of  great  competition  m  every  way  ,  and  he 
was  sure  the  shareholders  were  all  well  satisfied  with  the 
this  competition  had  been  met  In  the  past  few  years  ^ 

had  been  cheaper  than  ever  before  ;  but  against  this  gas  had  held  its  own. 
In  the  interval  their  dividends  had  been  increased,  while  P“®®  ^as 
had  been  lowered.  The  competition  which  more  immediately  threatenea 
them  was  that  of  the  electric  light.  He  did  not  think  t^®y  ®7’bv 
for  any  anxiety  in  the  future.  They  had  met  competition  in  the  past  by 
supplying  good  gas  at  a  low  price  ;  and  as  long  as  they  continued  on  th 
line,  toey  need  not  have  any  apprehension  as  to  the  electric  light. 

This  concluded  the  business  of  the  meeting. 


The  Deacon  Waste-Water  Meter  in  Use  at  Chests.  Uie 
recent  monthly  meeting  of  the  Chester  Town  Council,  the  T°'vn  Clerk 
read  a  letter  from  Mr.  E.  Lloyd,  the  Secretary  of  *^be  Chester  Water 
Works  Company,  to  the  effect  that  the  Deacon  waste-water  nieter  system 
recently  undwtakenby  the  Company  had  now  been  completed  ;  and  since 
its  completion-on  the  21stult.-the  supply  of  water  for  the  entire  distr  ct 
has  been  constant  both  by  day  and  night,  ^nl  wiH  continue  so  m  the 
future.  The  Ex-Mayor  said,  as  Chairman  of  the  Water  Company,  he 
might  mention  that  this  was  part  of  a  plan  that  had  been 
order  to  make  the  supply  of  water  to  the  city  as  P®''^®®^,  i 

sibly  be.  It  saved  water  to  the  extent  of  nearly  one-half ,  and  it  would 
be  of  advantage  in  the  sewerage  works.  They  had  only  one-half  of  t  e 
sewage  to  deal  with  instead  of  the  whole. 

The  Sedgley  Local  Bo.ard  Gas  Undertaking.— At  the  last  meeting  of 
the  Sedgley  Local  Board,  in  replying  to  a  question  on  the  subject,  the 
Chairman  (Mr.  S.  Wilkes,  J.P.)  said  the  parishioners  had  no  Med  at  all 
to  have  any  thoughts  that  the  gas  undertaking  was  not  paying.  He  hoped 
to  make  a  statement  next  March,  which  would,  P®>^^^^P.®> 
pleasing  to  those  people  who  had  said  the  Board  were  doing  the  worst 
thing  for  the  parish  that  could  be  done  in  taking  over  the  ®°f ' 

cern^  He  was  pleased  to  say  that  up  to  .^be  present  they  had  paid  the^^^ 

debts  and  owed  no  man  anything,  excepting  the  loan  he  hoped  to  be 

able  to  hand  over  to  the  district  rate  account  a  small  sum  next  March. 
Mr.  Hughes  remarked  that,  although  the  money  would  be  reduc¬ 

tion  of  the  rates,  a  good  many  of  the  consumers  would  like  P®®bap3  ®ee 
a  small  reduction  in  the  price  of  gas  The  Chairman 
must  consider  the  expense  the  Board  had  been 

that  before  they  could  ask  for  a  reduction,  the  profits  of  the  gas  under 
taking  should  be  sufficient  to  cover  the  lighting  of  the  roads,  ihe  people 
in  howev  Gornal  and  Gornal  Wood  had,  at  all  events,  experienced  a  change 
from  the  old  state  of  things  ;  for  a  reduction  had  been  effected  to  them 
from  5s.  Gd.  and  Gs.  to  3s.  Gd.  per  1000  cubic  feet. 
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THE  DUBLIN  CORPORATION  AND  THE  GAS  SUPPLY  OF  THE 

CITY. 

The  discussion  in  the  Dublin  Municipal  Council  on  the  lOtli  inst.  on  the 
quality  of  the  gas  supplied  to  the  city  {a  report  of  which  was  given  in  the 
JouRN.iL  last  week)  has  elicited  from  Professor  Tiohborne  a  letter,  pub¬ 
lished  in  the  local  press,  in  which  he  replies  to  the  various  statements 
which  were  made  concerning  himself.  In  regard  to  the  assertion  that 
the  supply  of  gas  could  be  of  different  quality  in  different  parts  of  the 
city,  he  thought  it  imperative  to  get  some  information  from  the  Secretary 
of  the  Company  (Mr.  W.  F.  Cotton).  To  this  end,  he  addressed  the 
following  letter  to  that  gentleman  “  It  has  been  openly  stated  that 
there  are  two  supplies  of  gas  to  the  city,  and  that  the  gas  on  the  north 
side  might  differ  from  that  upon  the  south,  &o.  If  such  were  the  case, 
you  will,  of  course,  see  that  it  might  invalidate  recorded  tests  taken  at 
the  testing  station  in  Burgh  Quay,  as  well  as  any  taken  in  other  places. 
I  should,  therefore,  be  obliged  if  you  would  officially  answer  the  following 
questions  ; — (!)  Are  there  more  works  than  one  for  the  manufacture  of  gas 
in  Dublin?  (2)  Does  the  whole  of  the  gas  pass  from  the  works  through 
one  trunk  main  to  supply  the  city ;  or  are  there  two  or  more  mains  pro¬ 
ceeding  from  the  works  ?  (3)  By  any  possible  arrangement  could  the  gas 
on  the  north  side  differ  from  the  south  at  any  given  time?”  In  his 
reply  to  these  questions,  Mr.  Cotton  said  :  “  (1)  All  the  gas  supplied  to  the 
city  is  manufactured  at  one  and  the  same  works.  (2)  The  whole  of  the 
gas  manufactured  on  our  works  passes  through  one  trunk  main  to  supply 
the  city,  from  which  all  the  feeders  of  mains  are  supplied.  (3)  The  answer 
to  this  question  is ‘no.’”  Continuing  his  letter.  Professor  Tichborne 
says  :  “As  regards  the  mode  of  conducting  my  own  testings,  some  state¬ 
ments  were  made  which  are  entirely  erroneous.  All  myrecorded  testings 
for  illuminating  power  are  conducted  at  the  testing  office  at  Burgh  Quay, 
as  required  by  Act  of  Parliament,  in  the  presence  of  an  officer  of  the 
Company ;  and,  when  taken,  the  results  are  signed  and  handed  to  the 
said  officer.  The  instruments  at  George  Street  are  merely  used  for  my 
own  information,  and  as  a  check.  I  never  test  two  nights  running  at  the 
same  hour;  and  these  examinations  are  so  arranged  that  they  fairly 
represent  the  illuminating  power  at  the  various  hours  allowed  by  the  Act 
(5  to  11  p.m.  in  winter).  I  have  also  to  state  that  from  inquiries  I  have 
since  made,  my  observations  have  been  the  earliest  tests  officially  taken  up 
to  the  evening  of  the  12th  of  December.  The  Inspector  of  Public  Lighting 
has  given  some  tests  which  do  not  agree  with  mine.  I  am  not  in  a 
position  to  explain  this  discrepancy,  as  I  am  in  ignorance  of  where  or 
how  his  tests  are  made,  or  with  what  kind  of  instruments  they  are  per¬ 
formed.  I  am  sorry  I  do  not  meet  the  Inspector  oftener,  when,  by  com¬ 
paring  notes,  I  might  be  in  a  better  position  to  throw  some  light  on  the 
discrepancies.  I  have  never  chanced  to  meet  that  gentleman  at  the 
official  testing-station  but  once  during  the  last  60  visits  to  the  testing- 
station,  which  have  extended  over  the  past  three  to  four  months.  I  am 
quite  sure,  however,  when  necessary,  I  shall  be  in  a  position  to  substan¬ 
tiate  my  returns;  and  until  I  have  further  evidence  before  me,  I  must 
decline  to  acknowledge  that  the  Inspector’s  testings  carry  any  weight 
with  them.  I  have  made  a  suggestion  to  the  Paving  and  Lighting  Com¬ 
mittee,  which  will,  I  think,  if  carried  out,  clear  up  some  points  of 
importance.” 

The  inevitable  budget  of  letters  in  the  local  papers  from  “Ratepayers  ” 
and  others  has  followed  the  discussion  in  the  Dublin  City  Council  alluded 
to  above.  One  writer,  under  the  nom  de  plume  of  “  A  Ratepayer  ”  says  : 

“  It  must  be  apparent  to  the  ratepayers,  who  are  the  sufferers,  that  under¬ 
lying  these  unseemly  squabbles,  there  is  some  personal  animosity  or 
malignity  which  ought  not  to  be  tolerated  in  the  Municipal  Council.  I 
am  told  that  the  Paving  and  Lighting  Committee  were  sick  of  the  subject 
and  the  loss  of  time  spent  in  wrangling  over  it,  and  gladly  delegated  their 
pow'ers  to  a  special  or  some  other  Committee  composed  of  men  who  are 
never  likely  to  settle  the  question.  Would  that  the  Council  could  see  their 
way,  like  sensible  business  men.  .  .  .•  to  call  in  an  independent  um¬ 
pire  to  settle  the  matter,  and  save  us  from  a  repetition  of  scenes  calculated 
to  lower  our  assembly  in  the  eyes  of  the  world,  and  bring  the  metropolis 
into  disgrace.”  “Ratepayer”  then  goes  on  to  advocate  the  introduction 
of  electric  or  large  gas-lamps  to  improve  the  lighting  of  the  thorough¬ 
fares,  which,  according  to  his  letter,  is  at  present  “  disgraceful.” 

Another  correspondent— “  J.  M'Connell”— appears  to  be  able  to  discern 
a  variation  of  even  J  candle  in  the  illuminating  power  of  the  gas  burnt  in 
the  public  lamps.  The  gist  of  this  gentleman’s  letter  to  the  newspapers 
will  be  found  in  the  reply  thereto  by  Mr.  W.  F.  Cotton,  the  Secretary  of 
the  Gas  Company.  “  Imagination,”  says  Mr.  Cotton  “  works  wonders 
judging  from  the  letter  .  .  .  signed  ‘  J.  M'Connell.’  This  gentleman 
informs  us  that—*  The  night  before,  the  streets  were  illuminated  to 
such  an  extent  that  the  journey  after  business  to  the  suburbs,  which  for 
some  time  past  was  attended  with  danger,  became  much  less  difficult  by 
the  aid  of  the  good  gas  which  shone  forth  from  the  lamps.’  And  then 
he  informs  us  that  all  those  blessings  are  owing  to  a  IG-candle  gas  bein" 
shed  upon  the  paths.  Perhaps  it  will  surprise  this  gentleman  to  learn 
that,  according  to  the  reports  made  by  the  Inspector  of  Public  Lighting 
the  difference  in  the  illuminating  power  of  the  gas  on  the  night  referred 
to  and  the  previous  one  amounted  to  J-candle,  and  that  the  J-candle  if 
applied  to  the  light  emitted  from  a  public  lamp,  consuming  4  feet  per 
hour,  would  increase  the  light  to  tlie  extent  of  four-tenths  of  a  candle 
assuming  the  Inspector’s  report  to  be  reliable.  Mr.  M'Connell  is  to  be 
congratulated  on  his  visionary  organs.  A  gentleman  who  can  detect  four- 
tenths  of  a  candle  difference  in  the  illuminating  power  of  a  flame  in  a 
public  lamp,  especially  when  seen  through  glass  besmeared  with  filth  must 
indeed  have  exceptional  sight.  I  fear  Mr.  M’Connell  has  been  carried 
away  by  the  recent  debate  in  the  Corporation ;  and  the  evident  attempt 
by  some  members  of  that  body  to  cast  upon  this  Company  the  respon¬ 
sibility  for  the  present  wretched  condition  of  the  public  lighting  of  the  city. 
Councillor  Robinson,  for  instance,  stated  that  the  numerous  complaints  of 
the  artizans  were  now  easily  explained— that  the  Company  were  supplying 
13  and  14  candle  gas  for  16.  This  member  of  the  Corporation  ought  to  have 
known  that  what  the  artizans  complained  of  was  the  absence  of  light 
altogether  in  the  mornings  ;  and  being  obliged  to  grope  their  way  through 
dark  streets  when  going  to  their  daily  toil,  and  that  the  shopkeepers  and 
others  complained  of  streets  being  left  in  total  darkness  up  to  a  late  hour 
in  the  evening.  Alderman  Mulligan  made  an  attempt  to  show  that  the 
complaints  arose  owing  to  the  Company  neglecting  to  keep  the 
lamps  in  repair.  The  lamps  are  kept  in  as  good  order  as  heretofore 
It  is  only  within  the  past  few  months  that  we  have  heard  complaints 
of  this  sort,  although  up  to  that  period  the  condition  of  the  public 
lamps  of  Dublin  would  bear  comparison  for  cleanliness  with  any  other 
public  lamps  in  the  kingdom.  The  fact  is  the  unfortunate  overworked 
lamplighters,  who  are  employed  by  the  Corporation,  are  taken  away  from 
their  legitimate  work ;  and,  as  a  consequence,  are  unable  to  keep  the  public 
lamps  clean  or  in  proper  order.” 

Alluding  to  what  it  terms  the  “  Gas  Question,”  the  Freeman's  Journal 
of  yesterday  week  says  :  “  In  the  course  of  the  last  discussion  at  the  Cor- 
poration,  it  was  conclusively  shown  that  the  city  was  being  cheated  out  1 
of  certain  contractual  rights  and  benefits  for  which  it  was  paying  over  the  | 


nail.  But  from  the  Gas  Company’s  point  of  view  it  can  be  established  with 
equal  conclusiveness  that  this  is  all  a  myth,  and  that  the  Corporation 
critics  do  not  understand  what  they  are  talking  about.  The  Gas  Company, 
however,  does  not  content 'itself  with  crying  out ‘You’re  another.’  Mr. 
Cotton,  the  very  efficient  Secretary,  steps  out  and  challenges  the  Corpora¬ 
tion  to  prove  their  charge.  ‘  We  have  contracted,’  he  says  in  effect,  ‘  to 
perform  certain  conditions.  If  we  break  our  contract,  we  are  subject  to 
certain  money  penalties.  You  say  we  have  violated  that  contract.  Prove 
it,  if  you  think  so,  and  enforce  the  penalties.’  This  simplifies  the  question 
very  much,  and  knits  the  issue.  'The  only  objection  to  it  is  that  the  sug¬ 
gestion  involves  law  proceedings ;  and  law  proceedings  involve  the  rate¬ 
payers’  money,  and,  accordingly,  the  independent  outsider  immediately 
becomes  an  interested  spectator.”  Our  contemporary  thinks  that  Professor 
Tichborne’s  letter  does  not  give  the  ratepayers  much  satisfaction,  and  that 
it  leaves  matters  very  much  where  they  were. 


EDINBURGH  A.ND  LEITH  GAS  COMMIS.SION. 

At  the  Meeting  of  the  Edinburgh  and  Leith  Gas  Commission  last  Wed¬ 
nesday — Provost  Aitken  (Leith)  in  the  chair — Mr.  R.  Mitchell  was  in¬ 
structed,  with  a  view  to  allowing  the  contracts  for  stores  for  both  the 
Edinburgh  and  Leith  works  to  expire  at  the  same  time,  to  arrange  with 
the  contractors  to  the  Edinburgh  works  to  allow  their  contracts  to  run 
till  Whitsunday,  when  those  of  Leith  will  expire.  It  was  reported  by 
Mr.  Mitchell  that,  from  Aug.  1  to  Nov.  30  last,  there  had  been  made  at 
the  New  Street  works  271,199,000  cubic  feet  of  gas  from  27,4691  tons  of 
coal  and  1370)  tons  of  lime;  and  by  Mr.  Linton  that,  from  Aug.  1  to 
the  5th  inst.,  there  had  been  made  at  the  Leith  works  139,884,000 
cubic  feet  of  gas  from  13,956J  tons  of  coal  and  6673  tons  of  lime.  'The 
average  number  of  retorts  in  action  during  November  was  ;  At  the  Edin¬ 
burgh  works,  454  ;  at  the  Leith  works,  192.  Bailie  Archibald  thought  it 
important  that  monthly  reports  from  the  Engineers  should  be  received  by 
the  Commission,  embracing  the  quantity  of  gas  made,  the  price  of  coal 
consumed,  and  the  amount  of  wages  paid.  The  suggestion  was  acquiesced 
in.  There  was  laid  on  the  table  a  report  as  to  the  use  of  gas  as  a  motive 
power  and  heating  and  cooking  agent.  Bailie  Walcot,  in  explaining  the 
report,  said  the  Sub-Committee  went  to  Glasgow,  where  Mr.  W.  Foulis, 
the  Manager  of  the  Corporation  Gas-Works,  was  kind  enough  to  show  and 
explain  all  the  arrangements  in  force  there.  The  Glasgow  Corporation 
do  not  let  out  on  hire  heating-stoves,  as  these  were  much  more  liable  to 
depreciate  than  cooking-stoves ;  but  they  sold  a  large  quantity  of  them 
at  124  per  cent,  under  list  price.  They  kept  a  considerable  stock  of  cook¬ 
ing-stoves  for  sale,  also  at  12J  per  cent,  under  list  price;  and  they  also  let 
these  out  on  hire.  Reckoning  the  cost  of  these  stoves,  and  the  expense  of 
fitting  them  up,  they  found  they  had  a  return  of  something  like  10  per 
cent,  per  annum.  There  was  a  great  demand  for  the  cooking-stoves ;  and 
the  result  had  been  extremely  favourable,  so  far  as  the  consumption  of 
gas  was  concerned.  It  brought  the  summer  demand  for  gas  almost 
up  to  the  winter  consumption.  The  increase  was  represented  by 
something  like  12  million  cubic  feet  a  month ;  and  they  felt  that 
they  had  in  this  full  compensation.  He  thought  that  they  should  do 
something  at  once  in  letting  out  cooking  apparatus.  Bailie  Archibald 
reniarked  that  he  had  some  reluctance  in  embarking  upon  a  business  that 
might  interfere  with  private  traders.  He  was  not  sure  either  that  there 
would  bo  the  same  demand  for  these  stoves  in  Edinburgh.  Bailie  Walcot 
said,  as  regarded  Glasgow,  Mr.  Foulis  expressed  not  merely  his  own 
opinion,  but  the  opinion  of  tradesmen,  when  he  said  that,  instead  of 
selling  fewer  stoves  since  the  Corporation  had  taken  up  this  work,  they 
sold  a  great  many  more.  Bailie  Turnbull  proposed  that  the  matter  be 
remitted  to  the  Works  Committee,  with  power  to  inquire  as  to  the 
experience  of  other  companies  who  had  tried  the  system.  This  was 
agreed  to.  It  was  stated  that  the  gas-rental  from  Nov.  14  to  the  7th  inst. 
amounted  to  T21,109,  and  that  the  total  receipts  since  Aug.  1  were  T48,875. 
It  was  also  stated  that  the  Commissioners  had  taken  over  the  consumers’ 
deposits  from  the  Companies,  amounting  in  the  case  of  the  Edinburgh 
Company  to  nearly  .£‘.5000;  and  in  the  Leith  Company,  to  about  i;'2000. 


THE  ELECTRIC  LIGHTING  EXPERIMENT  AT  LEAMINGTON. 

The  Leamington  correspondent  of  the  Birmingham  Gazette  writes  as 
follows  in  last  Wednesday’s  issue  of  our  contemporary  Very  little 
doubt  is  now  entertained  that  Messrs.  Chamberlain  and  Hookham’s  expe- 
riments  with  the  lighting  of  the  streets  of  Leamington  by  electricity  will 
come  to  an  end  next  year.  It  will  be  remembered  that  those  gentlemen, 
who  are  trading  under  the  title  of  the  Midland  Electric  Light  and  Power 
Cornpany,  last  year  laid  down  a  plant  at  the  Royal  Spa,  at  a  cost  of  up¬ 
wards  of  ±‘30,000.  The  Corporation  agreed  to  lay  on  the  current  to  their 
publm  buildings,  and  also  to  pay  the  Company  ±400  a  year  for  lighting 
I  DO  Bath  Street.  These  thoroughfares  have  been  lighted  by 

183  IG-candle  power  incandescent  lamps.  Dissatisfied  with  the  effect  of 
this  arrangement,  the  Corporation  two  months  ago  asked  Messrs.  Cliam- 
berlain  and  Hookham  to  make  experiments  with  alternative  systems. 
They  met  the  Local  Authority  in  a  very  liberal  spirit,  and  set  up  the  arc 
system,  the  “  Sunbeam  ”  lamps,  and  the  25-candle  power  incandescent 
lamps.  It  has  now  been  ascertained  that  the  annual  expense  to  the 
borough  of  lighting  the  Parade  and  Bath  Street  by  the  respective  systems 
would  be  as  follows  Twenty  arc  lamps,  at  ±42  each,  ±840;  30“  Sunbeam  ” 
lamps,  at  ±30  each,  ±900;  90  25-candle  power  lamps  (after  the  pattern  of 
those  now  on  trial  in  Bath  Street),  ±600.  The  present  contract  price  for 
the  supply  of  electricity  to  the  specified  area  is  ±400  a  year.  The  amount 
previously  paid  to  the  Gas  Company  for  lighting  the  two  thoroughfares 
was  less  than  ±200  a  year.  In  view  of  the  disproportionate  increase  in 
the  cost  of  electricity  as  compared  with  gas,  it  is  believed  that,  at  their 
meeting  on  the  14th  prox.,  the  Leamington  Corporation  will  give  the 
required  twelve  months’  notice  to  determine  the  supply  of  the  current 
to  the  public  lamps.” 

'The  General  Purposes  Committee  of  the  Leamington  Corporation, 
which  consists  of  the  whole  of  the  members  of  the  Town  Council,  held 
a  special  meeting  last  Tuesday,  to  consider  the  electric  lighting  on  the 
Parade.  The  ex-Mayor  (Mr.  John  Fell),  who  was  largely  instrumental  in 
introducing  the  electric  light  at  Leamington,  presided  as  Chairman  of  the 
Committee.  The  Parade  and  Bath  Street,  from  Christ  Church  to  the 
railway  bridges,  have  for  about  twelve  months  been  lighted  by  16-candle 
incandescent  lamps  ;  but  they  were  considered  so  unsatisfactory  that,  for 
the  last  five  weeks,  experiments  have  been  made  with  arc  lights  of  3000- 
candle  power,  “  Sunbeam”  incandescent  lamps  of  300  candle-power,  and 
lamps  of  double  the  power  of  those  ordinarily  in  use.  The  arc  light  was  con¬ 
sidered  too  unsteady,  and  not  a  good  example ;  and  the  only  light  the  Com¬ 
mittee  could  approve  was  the  “  Sunbeam.”  But  the  terms  of  the  Midland 
Electric  Light  and  Power  Company  for  these  lamps  were  considered  to  be 
simply  prohibitive.  The  Committee  accordingly  decided  to  recommend 
the  Town  Council  to  take  steps  to  determine  the  existing  contract  with 
the  Company,  which  can  only  be  done  by  giving  twelve  months’  notice. 
The  incandescent  lights,  though  they  have  failed  to  give  satisfaction  for 
street  purposes,  answer  remarkably  well,  it  is  said,  for  shops,  shop 
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windows,  and  public  buildings  in  the  town  where  they  are  used  The 
managers  of  the  Company  recently  stated  that  they  cared  very  little  whe¬ 
ther  the  Council  continued  the  use  of  electricity  for  street  purposes  ,  but 
the  decision  now  come  to  will  mean  a  loss  of  about  i‘400  a  year  to  them. 


ELECTRIC  LIGHTING  MATTERS  IN  PARLIAMENT. 

In  the  House  of  Commons  yesterday  week,  Mr.  Howorth  asked  the  First 
Commissioner  of  Works  whether,  during  the  ensuing  recess,  he  could  see 
his  way  to  make  such  an  extension  of  the  electric  lighting  arangements 
in  the  House  as  would  check  further  injury  to  the  stonewoA  in  the 
corridors  and  staircase  leading  from  the  Star  Court  to  the  Oomrnons 
lobby ;  and  whether  it  would  be  possible  to  carry  the  electric  light  into 
the  different  rooms  connected  with  the  Reporters’  Gallery.  In  reply,  Mr. 
Plunket  said  he  quite  agreed  in  the  desirability  of  the  objects  sought  by 
his  honourable  friend ;  and  he  had  under  consideration  a  scheme  for 
extending  the  electric  lighting  of  the  building,  which  would  include  and 
go  somewhat  further  than  the  suggestion  made  by  Mr.  Howorth.  ihe 
cost,  however,  of  the  installation  would  be  considerable;  and  he  (Mr, 
Plunket)  must  obtain  the  opinion  of  the  Treasury  upon  its  fanancial 
aspect.  He  feared  it  would  not  in  any  case  be  possible  to  complete  the 
arrangements  earlier  than  Easter.  Sir  J.  Swinburne  inquired  whether 
th©  right  honourable  gentleman  was  aware  that  the  electric  light  had  been 
BO  dim  in  the  library  that  members  had  had  to  use  caudles  as  auxiliari^. 
Mr.  Plunket  thought  it  must  be  very  seldom  that  candles  were  used.  He 

had  never  seen  them  in  the  library.  .  m  ^ 

On  Thursday,  Mr.  Watt  asked  the  President  of  the  Board  of  Trade 
whether  the  Electric  Lighting  Act  of  1882  precluded  the  Board  of  Trade 
or  local  authorities  from  granting  Licences  to  one  or  more  persons,  hrins, 
or  Companies  to  light  the  same  area;  whether  the  Act  contained  restric¬ 
tions  as  to  the  breaking  up  of  any  street  without  the  written  consOTt  of 
the  Board  of  Trade ;  whether  inquiries  are  made  by  the  Board  of  trade 
as  to  the  ability  of  undertakers  to  carry  out  the  work  before  Licences  are 
granted ;  whether  he  could  state  what  number  of  Licences  had  been 
granted  since  the  last  return  was  issued ;  and  whether  it  was  a  fact  that 
the  reason  assigned  by  companies  which  obtained  Licences  under  the  Act 
of  1882  for  abandoning  these  was  the  enormous  law  costs  which  would 
have  been  incurred  owing  to  the  opposition  of  the  local  boards  or  councils. 
In  reply.  Sir  Michael  Hicks  Beach  said  that  the  Electric  Lighting  Act, 
1882,  did  not  preclude  the  granting  of  Licences  to  one  or  more  persons, 
firms,  or  companies  to  light  the  same  area.  With  reference  to  the  second 
question,  the  Board  of  Trade  could  not  give  power  to  break  up  streets 
except  under  a  Licence  or  Provisional  Order.  As  regards  the  third  ques¬ 
tion,  inquiries  such  as  those  suggested  by  the  honourable  member  were 
made  by  the  Board  of  Trade.  Two  Licences  had  been  granted  since  the 
last  report  to  Parliament.  As  to  the  last  part  of  the  question,  he  said 
that  no  such  reason  as  that  referred  to  by  the  honourable  member  had,  to 
his  knowledge,  been  assigned  for  the  abandonment  of  Licences.^ 

On  the  same  evening.  Sir  Henry  Roscoe  put  a  series  of  questions  to  the 
President  of  the  Board  of  Trade  bearing  on  the  same  matter.  He  inquired 
whether  his  attention  had  been  called  to  notices  given  for  supplying 
electric  light  in  the  parish  of  Kensington  by  the  four  following  Com¬ 
panies The  Kensington  and  Knightsbridge  Electric  Company,  Limited, 
the  Chelsea  Electricity  Supply  Company,  Limited,  the  Notting-hill 
Electric  Lighting  Company,  Limited,  and  the  House-to-House  Electric 
Supply  Company,  Limited;  whether  he  was  aware  that  these  Companies 
proposed  to  conduct  their  operations  mainly,  or  very  largely,  within  the 
same  area,  and  in  many  instances  to  take  power  to  break  up  the  same 
streets  and  places ;  whether  it  w^as  the  duty  of  the  Board  of  Trade,  before 
granting  any  Provisional  Order,  to  take  cognizance,  of  its  own  motion,  of 
such  pviTnd  fdcie  objections;  and  whether  the  Board  would  not  take  any 
cognizance  unless  and  until  it  was  moved  thereto  by  the  local  authority, 
or  other  parties  interested.  In  reply.  Sir  Michael  Hicks  Beach  said  the 
answer  to  the  first  three  questions  of  the  honorable  member  was  “  Yes  ;  ” 
and  to  the  last,  that  It  is  the  duty  of  the  Board  of  Trade,  in  frarning  a  Provi¬ 
sional  Order,  to  consider  any  objections  to  which  their  attention  is  called, 
and  also  any  such  as  may  occur  to  them. 

Sir  George  Campbell,  also  referring  to  the  applications  now  being  made 
by  various  Companies  to  supply  Kensington  and  other  parts  of  the  Metro¬ 
polis  with  electric  light,  on  Thursday,  asked  the  President  of  the  Board 
of  Trade  if  he  would  take  care  that  concessions  were  not  sanctioned  till 
the  applicants  had  given  some  substantial  guarantees  that  they  would 
really  carry  out  the  proposed  works,  and  not  merely  hawk  about  the  con¬ 
cessions  in  the  market,  and  throw  them  up  if  no  profit  was  made  there, 
as  was  so  generally  the  case  when  Provisional  Orders  were  granted  under 
the  former  Act.  Sir  Michael  Hicks  Beach  replied  that  in  all  Provisional 
Orders  and  most  Licences,  clauses  were  introduced  providing  for  the 
deposit  by  the  undertakers  of  an  annual  sum  ;  and  the  powers  so  given  could 
not  be  transferred  without  the  sanction  of  the  Board  of  Trade. 


METROPOLIS  WATER  SUPPLY. 

Messrs.  Crookes,  Odling,  and  Tidy,  in  the  course  of  their  report  to  the 
Official  Water  Examiner  of  the  Metropolis  (General  A.  de  Courcy  Scott), 
on  the  quality  of  the  daily  samples  taken  of  the  water  supplied  to  London 
during  November,  say :  “  Despite  the  swollen  and  unfavourable  state  of 
the  rivers  during  the  past  month,  the  condition  of  the  water  supply  to  the 
Metropolis,  derived  both  from  the  Thames  and  the  Lea,  has  continued 
excellent.  It  is  the  admitted  character  of  river-derived  water  to  vary  in 
composition,  although  for  the  most  part  within  a  very  small  range,  from 
week  to  week  and  month  to  month  ;  and  although  it  is  satisfactory  to  know 
that  during  times  of  heat  and  drought,  when  tne  maintenance  of  a  high 
standard  of  excellence  in  drinking  water  is  more  especially  called  for,  the 
state  of  the  river  as  a  source  of  supply  is  at  its  best,  it  is  hardly  less 
satisfactory  to  observe,  by  means  of  adequate  storeage  reservoirs  and 
filter-beds,  how  slight,  for  the  most  part,  is  the  influence,  upon  the 
character  of  the  water  supply,  of  the  less  favourable  condition  of 
the  river  prevailing  in  rainy  seasons.  Although  somewhat  reduced  by  the 
results  recorded  during  the  month  of  August,  the  mean  standard  of  purity 
for  the  four  preceding  months  was  decidedly  high ;  and  notwithstanding 
the  altered  condition  of  the  river  during  the  past  month,  in  only  one  par¬ 
ticular  do  the  results  obtained  differ  appreciably  from  the  mean  results 
of  the  previous  four  months  ;  and  that  particular — viz.,  the_  degree  of 
freedom  from  colour-tint  when  subjected  not  to  mere  inspection,  but  to 
the  exact  determination  afforded  by  the  colorimeter — not  one  of  any 
weighty  significance.  As  regards  the  proportion  of  organic  matter  pre¬ 
sent,  as  measured  by  the  determination  of  the  organic  carbon,  the  mean 
result  for  the  month  furnished  by  the  Thames-derived  supplies,  was  0164 
part  of  organic  carbon  in  100,000  parts  of  the  water,  as  against  a  mean  of 
0-159  part  for  the  previous  four  months,  during  which  time,  moreover, 
the  maximum  proportion  met  with  during  the  past  month,  or  O' 191  part 
in  100,000  parts  of  the  water,  was  in  several  instances  atta,ined  and 
exceeded.  In  the  case  of  the  East  London  Company’s  water  derived  from 
the  Lea,  the  difference  was  in  the  same  direction,  and  to  a  similar  in¬ 
significant  extent;  the  mean  amount  of  organic  carbon  for  the  month 
being  0-155  part  in  100,000  parts  of  water,  as  against  a  mean  of  0-148  part 
for  the  previous  four  months.” 


NOTES  FROM  SCOTLAND. 

(from  ODR  EDINBURGH  CORRESPONDENT.) 

Edinburgh,  Saturday. 

The  Edinburgh  and  Leith  Gas  Commissioners’  meetings  are  of  interest 
on  account  of  the  circumstance  that  so  many  gentlemen  have  been  sud¬ 
denly  placed  in  the  responsible  position  of  having  the  control  of  the  valuable 
property  connected  with  artificial  lighting ;  and  it  is  only  to  be  expected 
that  now  and  then  some  “  original  notions  ”  should  be  ventilated  by  the 
Commissioners  in  their  new  position.  There  has  not  been  much  of  that 
sort  of  thing,  possibly  on  account  of  the  precaution  of  having  all  ordinary 
business  first  considered  in  Committee  ;  but  there  have  been  one  or  two 
instances.  A  few  weeks  ago  several  of  the  Commissioners  made  a  good 
deal  out  of  the  method  of  selling  coke  ;  but  whether  it  was  popularity  lor 
themselves,  or  capital  for  the  Commissioners  which  they  were  seeking,  is  a 
question  I  decline  to  answer.  They  took  exception  to  a  contractor  buying 
several  thousand  tons  of  coke  for  their  works  at  from  6s.  to  6s.  per  ton, 
while  poor  people  purchasing  in  hundredweights  were  charged  as  high 
as  lOs.  6d.  An  attempt  was  also  made  to  create  a  quite  unworthy  feeling 
in  the  Commission  against  selling  the  coke  to  strangers,  and  particularly 
against  giving  a  stranger  a  large  order  at  a  lower  figure  than  that  at 
which  a  local  gentleman  had  obtained  a  much  smaller  order.  Ibese 
questions,  of  no  great  value  in  themselves,  were  treated  with  so  much 
warmth  that  a  remit  to  a  Committee  was  necessary  to  enable  the  points 
raised  to  be  coolly  considered.  This  process  has  now  been  gone  through  ; 
and  at  Wednesday’s  meeting  the  Committee’s  report^  resolving  to  sell 
coke  on  the  best  terms  obtainable— the  normal  rate  being  7s.  a  ton— was 
agreed  to  without  comment.  That  is  to  say,  the  good  sense  of  the  majority 
of  the  Commissioners  prevailed,  and  they  have  resolved,  in  the  matter  of 
coke  at  least,  to  conduct  their  concern  on  business  principles,  and  not  a,s 
a  benevolent  institution  which  is  not  the  object  of  their  epstenee.  -^  nis 
resolution  did  not  interfere  with  the  one  which  iminediately  followed,  aM 
which  is  in  every  way  exceedingly  appropriate  viz.,  to  distribute  lOUU 
tickets  entitling  the  holder  to  a  hundredweight  of  coke  for  3d.  H  on  no 
other  ground,  this  is  a  commendable  practice  on  account  of  its  being  a 

good  advertisement  of  the  Commissioners’ coke. 

The  Dundee  Gas  Commissioners  made  an  official  inspection  ot  their 
gas-works  last  Thursday.  The  Engineer  (Mr.  J  M‘Crae)  conducted  the 
party  over  the  works;  and  everything  was  found  in  good  order.  Atten¬ 
tion  was  directed  to  the  employment  of  tar  for  firing  steam-boilers,  in 
connection  with  which  it  was  explained  that  for  this  purpose  a  ton  of  tar 
is  equal  to  2  tons  of  coal.  The  regenerator  furuaoes--an  adaptation  by 
Mr  M‘Crae  of  the  Siemens  furnace — were  found  to  be  giving  excellent 
results ;  and  the  much-talked  of  air-process  of  purification  was  also 
explained  The  inspection  lasted  fully  an  hour  and  a  half ;  and  at  its 
close.  Lord  Provost  Hunter,  on  behalf  of  his  fellow  Commissioners,  ex¬ 
pressed  their  thorough  satisfaction  with  the  condition  of  every  depart¬ 
ment  of  the  works,  not  only  in  regard  to  the  means  at  the  disposal  of  the 
staff  for  the  manufacture  of  the  large  quantity  of  gas  now  being  made, 
and  for  carrying  on  the  relative  work,  but  on  the  method,  order,  and 
cleanliness  everywhere  observable.  The  output  of  the  works  is  at  present 

2,400,000  cubic  feet  per  day.  .  .  ,  r.-iAcc 

Last  Sunday  morning,  damage  to  the  amount  of  nearly  ilOOO  was  done 
to  the  building  of  the  Heriot-Watt  College  in  Edinburgh,  the  origin  of 
which  is  believed  to  have  been  the  fusing  of  an  electric  light  wire.  Ihe 
College  which  was  only  opened  this  year,  was  lighted  by  electricity  at  a 
cost  of  more  than  412000.  On  Saturday  night  only  a  portion  of  the  building 
was  lighted  :  and  it  is  sarmised  that  the  extra  strength  of  the  current 
passing  through  the  wire  leading  to  the  apartments  which  were  occupied 
had  resulted  in  the  fire. 


(FROM  OUR  GLASGOW  CORRESPONDENT.) 

Glasgow,  Saturday. 

The  proposal  on  the  part  of  a  majority  of  the  Glasgow  Corporation 
Gas  Committee  to  take  from  the  past  year’s  gas  surplus  a  sum  of  413000 
and  apply  it  to  the  general  purposes  of  the  Corporation,  has  already  raised 
some  opposition  outside  the  Council.  At  a  recent  meeting  of  the  Fifth 
Municipal  Ward  Committee,  the  Secretary  was  instructed  to  request  the 
ward  representatives  to  oppose  the  motion  when  it  comes  up  for  discussion , 
as  it  was  considered  that  the  funds  of  one  Trust  should  be  applied  to  the 
benefit  of  the  ratepayers  directly  interested  in  the  Trust;  in  other  words, 
that  the  gas  consumers  should  get  all  the  benefit  that  can  result  from 
surplus  profits  made  by  the  gas  undertaking.  .  ,  n 

The  Town  Council  of  Coatbridge,  at  their  last  meeting,  had  under  con¬ 
sideration  a  report  from  the  Fire  and  Lighting  Committee,  in  which  it 
was  stated  that  they  had  had  an  interview  with  Mr.  Wilson,  Secretary 
and  Manager  of  the  Gas  Company,  regarding  the  terms  of  a  new  gas 
contract.  He  stated  that  the  Directors  of  the  Company  had  offered  to 
supply  gas  for  the  street  lamps,  &c.,  by  average  meter,  at  3s.  9d.  per 
1000  cubic  feet.  After  full  consideration  was  given  to  the  matter,  however, 
the  Committee  resolved  to  recommend  that  the  Council  should  take  in 
hand  the  lighting  and  extinguishing  ot  the  lamps  themselves.  Mr.  Sharp 
explained  to  the  Council  that  after  the  Committee  had  drafted  their 
report,  the  Directors  of  the  Company  had,  at  an  interview,  agreed  to  take 
off  2s.  6d.  per  lamp,  and  do  the  lighting,  cleaning,  and  storing,  -which 
would  reduce  the  charges  to  32s.  6d.  and  37s.  6d.  per  lamp.  The  Com¬ 
mittee,  however,  had  previously  decided  on  doing  the  lighting  and 
cleaning  after  December  themselves,  as  they  believed  it  would  be  cheaper. 
The  next  thing  was  the  number  of  meters  to  be  fixed  ;  and  it  was  thought 
by  the  Committee  that  there  should  be  one  meter  for  every  twelve  lamps, 
but  the  Directors  wanted  a  meter  for  every  ten  lamps.  For  each  meter 
the  cost  w’ould  be  £1  lOs.  On  the  motion  of  Bailie  Gilchrist,  it  was 
remitted  back  to  the  Committee  to  come  to  an  amicable  settlement  m 
re^'flifd.  to  tbe  meters ;  it  being  understood,  tbat  the  contract  with  the 
Company  was  only  to  be  renewed  in  so  far  as  the  supply  of  gas  was 

concerned.  ,  , , .  ,  ,  , 

The  Royal  Burgh  of  Renfrew  seems  to  be  getting  deeper  and  deeper 
into  the  mire  with  regard  to  its  gas  supply,  which  is  in  the  hands  of  the 
Town  Council.  There  was  lately  a  very  serious  difficulty  with  the  supply, 
inasmuch  as  on  a  recent  Friday,  there  had  been  burned  over  a  period  of 
24  hours,  52,100  cubic  feet  of  gas  ;  so  that  on  the  Saturday  morning  the 
amount  of  gas  left  was  only  3000  feet.  On  the  suggestion  of  the  Trovost, 
it  was  remitted  to  the  Gas  Committee  to  look  into  the  matter  of  gasholder 
accommodation,  and  see  what  could  be  done  to  improve  it,  and  report  to 
the  Council.  It  may  be  remembered  that  several  years  ago  the  Renfrew 
municipal  authorities  made  overtures  to  the^  Glasgow  Corporation  Gas 
Committee  to  contract  to  extend  their  gas-mains  to  Renfrew  and  supply 
the  town  with  gas.  Already  the  mains  extend  to  the  burgh  of  Goyau  and 
to  Linthouse,  where  there  is  a  large  shipbuilding  and  engineering 
establishment,  with  a  considerable  resident  population.  The  proposal  was 
not  entertained  by  the  Glasgow  Gas  Committee.  For  the  present,  therefore, 
the  town  must  continue  to  be  in  a  bad  way  in  respect  of  its  gas  supply, 
and  help  must  come  from  itself,  or  from  the  adjoining  burgh  of  Paisley, 
which  perhaps  might  entertain  such  overtures  as  those  which  were  made 
to  Glasgow.  ,  ^  „ 

1  The  shares  of  thePartick,  Ilillliead,  and  Maryhill  Gas  Company  have 
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been  quoted  on  the  Glasgow  Stock  Exchange  twice  this  week  at  85s.,  and 
once  at  84s.  i)er  share;  but  in  no  case,  has  any  business  been  reported. 

TheEalkirk  and  Larbert  Water  Trustees  have  resolved  on  dividing  the 
works  which  they  are  about  to  undertake  into  three  sections.  The  first 
comprises  the  construction  of  a  compensation  reservoir  on  Earl’s  Burn  ;  a 
supply  reservoir  on  Eaughlin  Burn  ;  a  conduit  of  cast-iron  pipes,  41  miles 
in  length,  from  Eaughlin  Burn  to  Little  Denny  Reservoir,  and  otlier  con¬ 
tingent  works.  In  the  second  section  there  are  comprised  the  construction 
of  a  storeage  reservoir,  filters,  and  dear-water  tanks  at  Little  Denny ;  a 
conduit  of  cast-iron  pipes  connecting  the  reservoir  with  the  filters,  and 
other  contingent  works.  The  third  section  comprises  the  construction  of 
a  main  conduit  of  cast-iron  pipes,  6  miles  in  length,  from  the  site  of  the 
filters  at  Little  Denny  to  Ealkirk ;  a  main  conduit,  4  miles  in  length,  from 
Dunifaoe  Bridge  to  Carronshore  (in  Larbert  Parish) ;  tlie  various  branch 
pipe3_  required  within  the  hurgh  of  Ealkirk  and  the  Larbert  Water 
District,  and  other  contingent  works. 

The  Paisley  Water  Commissioners  have  resolved  to  lay  a  new  water- 
main  for  the  better  supply  of  the  higli-level  district,  at  an  estimated  cost 
of  T3500. 

bteadiness  has  been  the  rule  in  the  Glasgow  pig-iron  market  this  week  ; 
and  the  price  of  Scotch  warrants  at  the  close  was  about  41s.  C^d.  per  ton 
cash— the  variation  on  Eriday  being  about  IJd.  per  ton. 

There  is  an  active  business  doing  in  all  departments  of  the  local  coal  trade ; 
extra  pressure  being  felt  in  consequence  of  the  near  approach  of  the  holi¬ 
day  season.  The  shipments  were  very  good  last  week.  Prices  are  gene¬ 
rally  from  2d.  to  3d.  per  ton  below  the  highest  point  touched  during  the 
present  revival  of  trade.  Most  of  the  quotations  range  from  5s.  6d.  to 
7s.  6d.  per  ton  at  the  pit-mouth. 


CURRENT  SALES  OE  GAS  PRODUCTS. 

LrvEEPOoL,  Dec.  21. 

Sulphate  of  Ammonia. — In  spite  of  the  appearance  of  some  larger 
parcels  on  the  market  this  week,  the  tone  is  a  decidedly  steadier  one.  The 
lots  offering  are  readily  taken  off  the  market ;  and  this  leads  to  the  con¬ 
clusion  that  there  are  requirements  which  were  not  previously  reckoned 
on.  The  business  between  now  and  end  of  the  year  may  probably  be  a 
small  one,  owing  to  the  intervention  of  the  holidays  ;  but  little  doubt 
seems  to  exist  that  quotations  will  not  suffer  any  further  reduction  for 
the  present.  There  is  a  fair  inquiry  for  spring  delivery  ;  but  meanwhile 
buyers’  and  sellers’  ideas  are  rather  at  variance.  The  quotations  at  the 
close,  for  prompt  delivery,  are  about  £12,  23,  6d.  Nitrate  continues  un¬ 
changed. 

London,  Dec.  22. 

Tar  Products. — There  is  great  activity  in  this  market;  but  makers 
being  eager  to  sell,  any  possible  advance  in  prices  has  been  checked. 
Very  little  new  forward  business  is  being  booked  ;  and  this  will  probably 
be  the  case  until  after  the  turn  of  the  year.  To-day’s  values  are  : 
— Tar,  according  to  position,  18s.  to  23a.  per  ton.  Benzole,  90  per  cent., 
3s.  Id.  per  gallon  ;  50  per  cent.,  2s.  5d.  Toluol,  Is.  6d.  per  gallon.  Solvent 
naphtha.  Is.  3d.  per  gallon.  Crude  naphtha,  30  per  cent..  Is.  2d.  per 
gallon.  Light  oil,  3d.  per  gallon.  Creosote,  2id.  per  gallon.  Pitch,  18s. 
to  21s.  per  ton.  Carbolic  acid  (crude),  3s.  lOd.  per  gallon.  Cresylic  acid, 
lOid.  per  gallon.  Tar  salts,  15s.  per  ton.  Anthracene,  30  per  cent.,  “A” 
quality.  Is.  4Jd.  per  unit ;  “  B  ”  quality.  Is.  2id. 

Ammonia  Products. — Sulphate  buyers  are  just  now  a  little  shy;  and 
this  being  the  season  for  large  output,  and  in  sympathy  with  nitrate,  the 
price  is  decidedly  weaker.  Sales  have  been  reported  as  low  as  TTl  15s. 
per  ton ;  but  to-day’s  price  is  about  i;T2,  less  discount.  Prices  of  other 
products  are:  Gas  liquor  (5°  Twaddel),  8s.  per  ton,  with  a  rise  or  fall  of 
Is.  6d.  per  degree.  Liquor  ammonia,  2d.  per  lb.  Carbonate  of  ammonia, 
3Jd.  per  lb.  Muriate  of  ammonia,  brown,  T20  per  ton;  white,  £26  lOs. 
Sal-ammoniac,  T32  per  ton. 


The  Suggested  Puech.vse  of  the  Tonbridge  W.vter-Works  by  the 
Local  Board. — A  correspondent  informs  us  that  the  adverse  vote  of  the 
Tonbridge  Local  Board  with  respect  to  the  proposed  purchase  of  the 
water-works,  has  resulted  in  an  agitation  among  a  very  large  section  of  the 
ratepayers  in  favour  of  the  matter  being  re-opeued ;  and  the  agitation,  he 
says,  is  likely  to  attain  the  object  aimed  at. 

Sale  of  Shares. — At  the  Mart,  Tokenhouse  Yard,  on  Tuesday  last, 
Mr.  Alfred  Richards  sold  by  auction  29  second  issue  TIO  shares  in  the 
ifomsey  Gas  Company  (the  maximum  dividend  on  which  is  7  percent.), 
and  81  new  ordinary  £10  shares  in  the  Tottenham  aiul  Edmonton  Gas 
Company,  all  fully-paid.  Of  the  first-named  shares,  19  sold  for  £14  12s.  6d., 
and  10  at  £14  lOs.  ;  and  of  the  latter,  10  sold  at  £19  10s.,  50  at  £19  7s.  fid., 
and  21  at  £19. 

The  Price  op  Gas  in  Rochdale  Out-Townships. — At  a  recent  meeting 
of  the  Norden  Local  Board,  Mr.  Ramsbottom  moved  that  the  Clerk  write 
to  the  adjoining  Local  Boards  who  are  supplied  with  gas  by  the  Rochdale 
Corporation,  inquiring  if  they  would  join  in  a  deputation  to  the  Rochdale 
Corporation,  with  reference  to  the  price  of  the  gas  supplied  by  them  to  the 
outlying  districts.  The  Town  Council  had,  at  their  last  meeting,  decided 
to  lower  the  price  for  gas  consumed  inside  the  borough,  and  tn  leave  the 
price  for  consumers  outside  the  borough  at  the  same  rate.  He  did  not 
see  why  Norden  should  pay  more,  considering  its  nearness  to  Rochdale, 
and  the  large  quantity  of  gas  they  consumed.  The  motion  was  carried 
unanimously. 

Electric  Lighting  in  the  Inner  Temple  Objected  to. — A  petition 
to  the  Treasurer  and  Benchers  of  the  Inner  Temple  is  being  very  gener¬ 
ally  signed  by  the  members  of  the  Inn,  against  the  extensive  works  at 
present  in  progress  in  the  Inner  Temple  Gardens,  in  connection  with  the 
installation  of  the  electric  light  in  the  Inner  Temple.  The  petitioners 
point  out,  among  other  things,  that  the  erection  of  the  engines,  dynamos, 
and  works  will  not  only  seriously  depreciate  the  value  of  chambers  in 
their  vicinity,  but  will  constitute  a  permanent  eyesore  and  disfigurement 
to  the  gardens.  The  petitioners,  therefore,  pray  that  if  the  extension  of 
the  electric  light  in  the  Inner  Temple  cannot  be  carried  out  except  at  such 
a  sacrifice,  the  scheme  be  forthwith  abandoned. 

The  Price  of  Gas  at  Rothesay. — At  the  last  meeting  of  the  Rothesay 
Town  Council,  there  was  under  consideration  a  report  from  the  Gas  Com¬ 
mittee,  in  which  it  was  recommended  that  the  Council  should  fix  the  price 
of  gas  as  from  last  August  at  4s.  2d.  per  1000  cubic  feet,  with  10  per  cent, 
discount,  instead  of  5  per  cent,  as  at  present,  and  with  an  additional  5  per 
cent,  to  the  consumers  of  more  than  £50  per  year.  Treasurer  Brown 
proposed,  and  Dr.  Lawson  seconded,  that  the  recommendation  be 
approved.  A  long  discussion  ensued,  in  the  course  of  which  Bailie 
Macbeth  moved,  as  an  amendment — “  That  the  recommendation  as  to  the 
extra  5  per  cent,  to  large  consumers  should  be  adopted  ;  but  that,  having 
regard  to  the  necessities  of  the  other  burgh  accounts,  and  taking  into 
consideration  all  the  other  circumstances,  it  was  not  expedient  to  reduce 
the  price  to  the  general  consumer  at  present.”  Bailie  Johnstone  seconded 
the  amendment,  which  was  subsequently  agreed  to.” 


The  Faversham  Water  Company’s  Proposed  Provisional  Order. — 
Tile  intended  application  to  the  Board  of  Trade  by  the  Faversham  Water 
Company  for  a  Provisional  Order  giving  them  extended  powers,  has  re¬ 
cently  been  discussed  at  the  meetings  of  the  various  public  bodies 
affected ;  and  with  the  exception  of  the  Faversham  Town  Council  and 
the  Commissioners  of  Pavement,  the  proposal  has  met  with  unanimous 
approval. 

New  Water-Works  for  Lechlade. — Water-works  are  about  to  be 
established  for  the  town  of  Lechlade,  plans  for  which  have  been  prepared 
by  Mr.  E.  H.  Barfield.  It  is  proposed  to  obtain  the  supply  by  means  of 
coupled  Abyssinian  tube-wells,  two  of  which  have  recently  been  driven  by 
Messrs.  Le  Grand  and  Sutcliff,  of  London,  into  an  extensive  water-bearing 
gravel-bed  outside  the  town.  Exhaustive  pumping  trials  have  been  made 
by  steam-power — raising  more  than  30,000  gallons  per  day  of  ten  hours; 
and  this  supply,  it  is  expected,  will  more  than  meet  the  present  require¬ 
ments  of  the  town. 

Unlawfully  Using  Water  at  Teadon. — At  the  Leeds  West  Riding 
Court,  last  Tuesday,  William  Wade,  the  landlord  of  the  Princess  Hotel, 
Rawdon,  was  summoned  for  using  water  belonging  to  the  Yeadon  Water 
Company  without  having  an  agreement  authorizing  him  to  do  so.  It 
appeared  that  in  July  last,  at  the  request  of  the  defendant,  the  Company  cut 
off  his  supply  of  water ;  the  defendant  averring  that  he  had  a  pump  on  his 
premises.  No  farther  water  accounts  were  sent  to  him ;  but  from  informa¬ 
tion  received,  it  was  found  that  he  had  another  water-pipe  coming  from  his 
stable  which  was  used  for  washing  the  flags.  The  defendant  was  fined 
£10  and  costs. 

Northern  Coal  Trade. — There  has  been  a  much  larger  output  of  coal 
during  the  last  few  days  in  the  north  of  England  ;  and  the  increase  has 
been  especially  apparent  at  the  gas  coal  collieries.  Steam  coal  has  been 
produced  more  largely  ;  and  the  price,  as  usual  at  this  season  of  the  year, 
is  easier,  though  there  is  not  much  reduction— 8s.  fid.  to  8s.  9d.  net  being 
the  prices  mainly  quoted  for  best  coal  f.o.b.  in  the  Tyne.  Small  coal  is 
still  abundant,  and  sells  at  very  low  prices.  For  gas  coal,  the  demand 
of  late  has  been  fully  equal  to  the  supply.  The  pits  have  been  worked  as 
much  as  could  be  done  to  satisfy  it ;  and  it  is  believed  that  the  output 
for  the  week  before  Christmas  has  been  the  largest  in  the  year.  For  best 
gas  coal,  as  much  as  8s.  fid.  per  ton  has  been  asked;  but  the  bulk  of  the 
production  is  to  meet  contracts  entered  into  some  time  ago,  and  at  low 
prices.  A  contract  for  an  Italian  town  is  now  under  negotiation,  and  is 
likely  to  be  fixed  at  a  rate  which  will  leave  something  above  7s.  per  ton 
for  the  coal  f.o.b.  in  the  Tyne.  Household  coal  is  quieter  just  now  ;  the 
milder  weather  having  lessened  the  demand  generally.  Gas  coke  is  very 
firm. 


GAS  AND  WATER  COMPANIES’  STOCK  AND  SHARE  LIST. 


(For  Stock  Market  Intelligence,  see  ante,  p.  1104.) 


Issue. 

Share 

When 

ex- 

Dividend. 

Dividend 
or  Div.  & 
Bonus. 

NAME. 

Paid 

per 

Share 

Closing 

Prices. 

Bise 

or 

FalJ 

in 

Wk. 

Yield 

upon 

invest- 

meat. 

£ 

p.o. 

GAS  COMPANIES. 

&  S. 

d. 

690,000 

10 

12  Oct. 

lOi 

Alliance  &  Dublin  10  p.  e. 

10 

184-19 

, , 

5 10 

6 

100,000 

10 

2  July 

U 

Do.  7  p.  0. 

10 

124—134 

5 11 

1 

800,000 

100 

6 

Australian  (Sydney)  6% Deb. 

100 

111—113 

fi 

4  8 

6 

100,000 

20 

29  Nov. 

10 

Bahia,  Limited . 

20 

24—25 

.  . 

3  0 

0 

200,000 

5 

14  Nov. 

n 

Bombay,  Limited  .... 

5 

6i-7i 

.  . 

5  3 

e 

40,000 

5 

u 

Do.  New  ..... 

4 

5—54 

.  . 

5  9 

1 

880,000 

Stek. 

29  Aug. 

114 

Brentford  Consolidated  .  . 

100 

223-228 

.  . 

5  3 

1 

125,000 

,, 

8f 

Do.  New . 

100 

164—168 

,  . 

5  4 

2 

220,000 

20 

18  Sept. 

10,i 

Brighton  &  Hove,  Original  . 

20 

43—45 

.  . 

4  13 

4 

820,000 

20 

28  Sept. 

Hi 

British . 

20 

43—45 

5  0 

0 

50,000 

10 

13  Sept. 

11 

Bromley,  Ordinary  10  p.  c.  . 

10 

19—21 

.  . 

5  4 

9 

89,000 

10 

8 

Do.  7  p.  c.  . 

10 

13—14 

.  . 

5  14 

3 

828,750 

10 

14  Nov. 

8 

Buenos  Ayres  (New)  Limited 

10 

184-144 

5 10 

4 

200,000 

100 

2  July 

6 

Do.  6  p.  c.  Deb.  . 

100 

110—112 

.  . 

5  7 

1 

150,000 

20 

10  Aug. 

7 

Cagliari,  Limited  .... 

20 

26—28 

.  . 

5  0 

0 

660,000 

Stek. 

12  Oct. 

13? 

Commercial,  Old  Stock  .  . 

100 

257—262 

.  . 

5  4 11 

130,000 

28  June 

io| 

Do.  New  do. .  .  . 

100 

209—214 

.  « 

5  0 

5 

121,234 

4i 

Do.  44  p.  c.  Deb.  do. 

100 

123—128 

3 10 

3 

657,320 

20 

13  Dec. 

1.3 

Continental  Union,  Limited 

20 

44—46* 

+i 

5  13 

0 

242,680 

20 

13 

Do.  New ’69  & ’72 

14 

30—32* 

5  13 

7 

200,000 

20 

28  Sept. 

10 

Do.  7p.  c.  Pref.. 

20 

36-38* 

5  5 

3 

75,000 

Stek. 

10 

Crystal  Palace  District  .  . 

100 

205—215 

. . 

4  13 

0 

234,060 

10 

27  July 

13 

European,  Limited  .  .  . 

10 

254—264 

. . 

4  18 

1 

120,000 

10 

13 

Do.  New.  .  . 

74 

18—19 

. . 

5  2 

7 

854,060 

10 

29  Aug. 

13 

Do.  do.  .  .  . 

6 

12—13 

. . 

6  0 

0 

6,468,000 

Stek. 

13 

Gaslight  &  Coke,  A,  Ordinary 

100 

249—253 

. . 

5  2 

9 

100,000 

4 

Do.  B,  4  p.  0.  max. 

100 

100—105 

. . 

3  16 

8 

665,000 

10 

Do.C,D,&E,  lOp.c.Pf. 

100 

257—262 

. . 

3  16 

4 

80,000 

6 

Do  P,  6  p.  0.  Prf.  . 

100 

125—130 

. . 

3  16  11 

60,000 

74 

Do.  G,  74  p.  c.  do.  . 

100 

182-  187 

. . 

4  0 

2 

1,300,000 

7 

Do.  H,  7  p.  0.  max. 

100 

167—172 

. . 

4  1 

4 

463,000 

10 

Do.  J,  10  p.  0.  Prf.  . 

100 

255—260 

. . 

3  16  11 

1,061,150 

13  Deo. 

4 

Do.  4  p.  0.  Deb.  Stk. 

100 

118-121* 

. . 

3  6 

1 

294,850 

44 

Do.  44  p.  0.  do. 

100 

122-127* 

3  10  10 

650,000 

6 

Do.  6  p.  c.  do. 

100 

170-175* 

-2 

3  8 

6 

3,600,000 

stek. 

14  Nov. 

10 

Imperial  Continental  .  .  . 

100 

204—207 

4  16 

6 

75,000 

5 

13  Dec. 

6 

Malta  &  Mediterranean,  Ltd 

5 

5-54* 

5  9 

1 

660,000 

100 

1  Oot. 

5 

Met.of  Melbourne, 5  p.c.Deb. 

100 

113—115 

. . 

4  6  11 

541,920 

20 

29  Nov. 

6 

Monte  Video,  Limited  .  . 

20 

19—20 

. . 

6  0 

0 

150,00C 

5 

29  Nov. 

10 

Oriental,  Limited  .... 

5 

8I-94 

. . 

5  8 

1 

60,000 

5 

28  Sept. 

7 

Ottoman,  Limited  .... 

5 

6—7 

. . 

5  0 

0 

166,870 

10 

27  July 

4 

Para,  Limited . 

10 

54—64 

. . 

6  3 

1 

People’s  Gas  of  Chicago — 

420,00C 

100 

2  Nov. 

6 

1st  Mtg.  Bds.  .  .  . 

100 

104—107 

. . 

5  12 

1 

600,000 

100 

1  Dec. 

6 

2nd  Do.  .  . 

100 

92-97 

. . 

6  3 

9 

100,000 

10 

12  Oct. 

10 

San  Paulo,  Limited  .  .  . 

10 

154—104 

. . 

6  1 

2 

5OO,O0C 

Stok. 

29  Aug. 

15J, 

South  Metropolitan,  A  Stock 

100 

297—302 

5  2 

7 

1,350,00C 

12 

Do.  B  do.  . 

100 

232—236 

-1 

5  1 

8 

141,500 

13 

Do.  C  do.  . 

100 

245—255 

5  1 

11 

600,000 

,, 

28  June 

5 

Do.  6  p.  c.  Deb.  Stk.. 

100 

135—140 

. . 

3 11 

5 

60,000 

5 

29  Aug. 

11 

Tottenham  &  Edm’ntn,  Orig. 

5 

11—13 

4  4 

0 

WATER  COMPANIES. 

717,407 

Stek. 

28  June 

9 

Chelsea,  Ordinary .  .  .  . 

100 

260—265 

, . 

3  7 11 

1,720,560 

stek. 

12  Oct. 

7 

East  London,  Ordinary  .  . 

100 

199—202 

3  y 

y 

700,000 

60 

13  Dec. 

9 

Grand  Junction . 

50 

121-125* 

3 12 

0 

708,000 

stek. 

10  Aug. 

104 

Kent . 

100 

275—280 

. . 

3  15 

0 

1,043,800 

100 

28  June 

9 

Lamheth,  10  p.  c.  max.  .  . 

100 

257—262 

+2 

'6  8 

8 

406,200 

100 

74 

Do.  74  P.  0.  max.  .  . 

100 

200—205 

. . 

3  13 

2 

200,000 

Stek. 

28  Sept. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

117—120 

. . 

3  6 

8 

500,000 

100 

27  July 

134 

New  River,  New  Shares  .  . 

100 

350—360 

. 

3  7 

4 

1,000,000 

stek. 

4 

Do.  4  p.  c.  Deb.  Stk.  . 

100 

123—127 

3  3 

0 

902,300 

Stek. 

13  Dec. 

6 

S’thwk  &  V’xhall.lOp.o.max. 

100 

166-171* 

3  10 

2 

126,500 

100 

6 

Do.  74  p.  c.  do. 

100 

158-163* 

. 

i5  J  3 

7 

1,155,066 

stek. 

10 

West  Middlesex  .  .  .  . 

100 

261-265* 

. 

3  15 

6 

*  Ex  div 

Dec.  25, 1888.]  THE  JOURNAL  OF  GAS  LIGHTING,  WATER  SUPPLY,  &  SANITARY  IMPROVEMENT. 


The  Accounts  of  the  Aibdrie  and  Coatbeidge  Wateb  Company.— In 
the  House  of  Commons  last  Wednesday,  Mr.  Donald  Crawford  gave  notice 
that  he  should  ask  the  Lord  Advocate  on  Saturday  whether  his  atten 
tion  had  been  called  to  a  report  by  Mr.  J.  Muir,  C.A.,  on  the  accounts  of 
the  Airdrie  and  Coatbridge  Water  Company,  in  which  it  was  stated  that 
the  Directors  had  levied  rates  exceeding  those  authorized  by  Parliament, 
and  adopted  a  method  of  accounts  which  deprived  the  ratepayers  of  a 
reduction  of  rates  amounting  to  upwards  of  £5000  ;  whether  any  contra¬ 
diction  or  explanation  of  the  above  statement  had  been  given  since  the 
report  was  published  on  Nov.  17  ;  and  whether  he  will  inquire  into  the 
matter,  and  consider  what  remedy  can  be  afforded  to  the  ratepayers. 

Destbdction  of  a  Tab  Distilleby  by  FraE.— Last  Wednesday  night, 
a  disastrous  fire  occurred  at  Cardiff,  resulting  in  the  total  demolition  of 
the  large  tar  distillery  works  belonging  to  the  Cardiff  Collieries  Supply 
Company.  The  fire,  it  is  supposed,  originated  in  the  boiler-house;  and 
within  a  very  short  time  the  whole  works  was  one  mass  of  flame.  In  it 
were  large  tanks  filled  with  some  thousands  of  gallons  of  naphtha  and 
various  oils.  In  one  large  tank  were  3000  gallons  of  creosote;  and 
between  600  and  600  tons  of  resin  in  bulk  were  stored  in  the  yard.  The 
Dock  and  Town  Fire  Brigade  were  speedily  on  the  spot ;  but  they  were 
absolutely  powerless  to  do  anything.  The  damage  is  estimated  at  from 
£10,000  to  £15,000. 

The  Wateb  Supply  of  Pontefeact  and  Distbict.— At  the  last  meeting 
of  the  Pontefract  Town  Council,  it  was  reported  that  the  wells  were  now 
yielding  96,346  gallons  of  water  per  day.  A  letter  was  subsequently  read 
from  the  Castleford  Local  Board  inquiring  the  terms  on  which  the 
Corporation  would  supply  their  district  with  water  when  the  new  scheme 
proposed  was  carried  out.  In  reply,  the  Corporation  offered  a  supply  at 
7d.  per  1000  gallons.  The  Finance  Committee  recommended  that  under 
the  Borough  Extension  Act,  1865,  the  Corporation  should  apply  for  a 
Provisional  Order  to  extend  their  borrowing  powers  from  the  present 
limit  of  £23,352,  in  order  to  supply  adjoining  districts  with  water,  and 
for  extending  the  water-mains.  This  proposal  was  agreed  to  after  some 
animated  discussion. 

The  Pboposed  Electbic  Lighting  Scheme  of  the  Dublin  Coepoeation. 
— At  the  meeting  of  the  Municipal  Council  yesterday  week,  the  Town 
Clerk  read  a  letter  from  the  Special  Committee  appointed  to  consider  the 
question  of  the  Corporation  undertaking  electric  lighting  in  the  city. 
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The  letter  described  the  present  position  of  the  matter,  and  submitted 
that  as  the  Gas  Company  were  no  longer  proceeding  for  a  Provisional 
Order,  it  would  probably  be  found  more  expeditious  and  less  expensive  for 
the  Corporation  to  seek  powers  for  supplying  electricity  for  public  and 
private  purposes,  either  by  an  extension  of  the  Licence  now  about  to 
issue,  or  by  seeking  a  new  Licence.  Mr.  Eobinson,  Chairman  of  the 
Public  Lighting  Committee,  moved  the  adoption  of  the  letter.  The  Com¬ 
mittee,  he  said,  were  in  doubt  whether  they  should  proceed  by  Provisional 
Order  or  obtain  powers  by  means  of  a  Licence.  The  latter  would  only  be 
available  for  seven  years;  but  an  Order  would  be  unlimited  as  to  time. 
If  they  took  the  seven  years’  Licence,  they  would  not  be  able  to  make  as 
good  terms  with  the  contractors  as  if  they  had  the  Provisional  Order  ; 
but,  on  the  other  hand,  an  Order  would  entail  petitions  against  the  Cor¬ 
poration,  and  a  contest  over  the  matter.  An  Order,  before  it  took  effect, 
would  also  have  to  be  confirmed  by  Act  of  Parliament;  while  the  Licence 
could  be  obtained  at  much  less  expense,  and  could  be  renewed  when  the 
seven  years  had  expired.  Mr.  Mayne,  M.P.,  seconded  the  motion,  and  it 
was  adopted. 

The  Wateb  Supply  of  Hythe. — The  Hythe  Town  Council  met  on 
Monday  last  week  to  take  into  consideration  the  terms  of  the  Bill  in¬ 
tended  to  be  introduced  into  Parliament  next  session  for  various  powers ; 
the  most  important  object  being  to  acquire,  compulsorily  or  by  agreement, 
the  Black  Eock  Spring.  In  reply  to  several  questions,  the  Town  Clerk 
(Mr.  G.  Wilks)  made  a  long  statement,  in  the  course  of  which  he  said  the 
Black  Eock  Spring  yielded  50,000  gallons  every  24  hours ;  and  the  level 
of  the  water  was  sufficient  not  only  to  supply  the  Seabrook  portion  of 
the  borough,  but  also  to  a  very  large  extent  to  give  a  constant  supply  to 
every  house  in  the  town  without  the  aid  of  machinery.  They  were 
bound  to  provide  a  water  supply  for  the  new  portion  of  the  borough 
which  was  springing  up  at  Seabrook ;  and  he  stated  that  the  gross  esti¬ 
mated  rental  of  the  houses  in  that  district  amounted  to  considerably  over 
£900  a  year.  At  the  present  time  Seabrook  was  supplied  by  the  Sand- 
gate  Local  Board,  under  an  agreement  which  could  at  any  time  bo 
terminated  at  one  month’s  notice.  Various  clauses  in  the  proposed  Bill 
were  considered;  and  one  authorizing  the  Council  to  enlarge  their 
present  borrowing  powers  for  the  purposes  of  the  Bill,  and  the  purposes 
of  their  v/ater-works  undertaking  generally,  was  carried.  The  clause 
authorizing  the  Council  to  levy  rates  and  charges  for  the  purposes  of  the 
Bill  was  also  carried;  and  eventually  it  was  decided  that  the  corporate  seal 
be  affixed  to  the  necessary  preliminary  petition. 


GWYNNE  &  CO,,  ESSEX  STREET  WORKS,  VICTORIA  EMBANKMENT,  LONDON,  W.C. 

GWYNNE  &  BEALE’S  PATENT  GAS  EXHAUSTERS  &  ENGINES. 


Gwynne  &  Co.’s  U^ew 
Catalogue  and  List 
of  Testiinonials  can 
now  be  obtained  on 
application. 


Exhausters  and  Vertical  Engine  as  supplied  for  both  the  Fulham  and  Bromlev-by-Bow  Stations  of  The  Gaslight  and  Coke  Company. 


Telegrams:  “ GWYNNEGRAM,  LONDON.”  Telephone  No.  2698. 

Exhausters  of  nearly  all  sizes  in  Stock. 

Prize  Medals  at  all  the  Great  International  Exhibitions. 


Exhausters  equal  to  a  total  capacity  of  more  than  26,000,000 


We  supply  only  the  very 
highest  quality  of  Machinery; 
and  our  Exhausters  are  con¬ 
structed  of  large  size  to  run 


at  slow  speeds. 


cubic  feet  passed  per  hour  have  been  supplied  by  us. 

Otir  new  Patent  Non- 
Fluctnating  Exhausters, 
to  work  without  the 
slightest  oscillation  or 
variation  in  pressure,  are 
strongly  recommended. 


MAKERS  OF  EVERY 
DESCRIPTION  OF 
HYDRAULIC  AND  GAS 
MACHINERY. 


OXIDE  OF  IRON. 

O’NEILL’S  Oxide  has  a  larger  annual 

sale  in  the  United  Kingdom  than  all  other  Oxides 
combined.  Purity  and  uniformity  of  quality  guaranteed. 
Pamphlet,  “  How  to  Purchase  Bog  Ore,"  to  be  obtained 
on  application. 

Gas  Purification  and  Chemical  Company,  Limited, 
Palmerston  Buildings,  Old  Broad  Street,  London,  E.C. 

John  Wm.  O’Neill,  Managing  Director. 

Andrew  stephenson,  Agent  for 

the  Gas  Pdeifioation  and  Chemical  Company, 
Limited,  Palmerston  Buildings,  Old  Broad  Street, 
London,  E.C. 

CANNEL  COAL,  &o. 


TIMMIS  &  CO.,  of  STOURBRIDGE 

Make  only  the  best  quality  of 
FIRE-CLAY  RETORTS,  BRICKS,  TILES,  &  LUMPS. 
Also  SPECIAL  SILICA  BRICKS,  to  stand  great  heats. 
All  descriptions  kept  in  Stock. 

For  Prices  apply  to  James  Laweie  and  Co,  63,  Old 
Broad  Street,  E.O.,  Sole  Agents  for  London  and 
District.  Telegraphic  Address :  ‘‘Eirwal,  London." 

Alex.  WRIGHT  &  Co.,  55,  55a,  and  56, 

Millbank  Street,  London,  S.W. 
[Telegraphic  Address:  "PRECISION  LONDON."] 
Makers  of  Wet  and  Dry  Gas-Meters,  Station  Meters  and 
Governors,  Photometers,  and  Gas-Testing  Apparatus, 
Test  Gasholders  and  Meters,  Registering  and  other 
Gauges,  &o.,  &c. 

See  Advertisement  on  Page  III.  of  the  Wrapper  of 
last  week’s  issue. 


JOHN  ROMANS  &  SON,  EDINBURGH. 

Gas  Engineers,  supply  all  the  most  approved 
SCOTTISH  CANNELS;  also  FIRE-CLAY  GOODS, 
CAST-IRON  PIPES,  and  other  APPARATUS  for  GAS 
AND  WATER  WORKS. 


Prices,  &o.,  will  be  forwarded  on  application  to 
No.  80,  St.  Andrew  Square,  Bdinbueoh,  ) 

No.  64,  Bernard  Street,  Leith,  ]■  ac  la  . 


SULPHURIC  ACID,  B.O.V.,  for  Sulphate 

of  Ammonia  Making.  Guaranteed  clear,  of  full 
strength,  and  to  produce  a  fine  white-coloured  salt 
Delivered  in  carboys  or  railway  tank  waggons. 

For  prices  and  terms  address  Bale,  Baker,  and  Co., 
120  £  121,  Newgate  Street,  London, 


w. 


C.  HOLMES  &  Co.,  Huddersfield, 

AND  80,  Cannon  Street,  London, 


Contractors  for  Gas-Works  complete.  Makers  of  Gas¬ 
holders,  Purifiers,  Scrubbers,  Condensers,  Retort  Fit¬ 
tings,  &o..  Improved  Valves,  Engines,  and  Exhausters. 
A  so  for  Collingwood’s  Regenerative  Retort-Settings. 

See  Advertisement  on  p.  III.  of  Wrapper  of  this 
week’s  issue. 

Cablegrams:  "Ignitor  London."  Telegrams:  "Holmes 
Huddersfield.” 


ACETATE  CF  LEAD  BCCKS. 

Test  Papers  and  Solutions  for  Gas¬ 
works  prepared  by  R.  D.  Gibbs,  Summerfield 


Crescent,  Birmingham. 

Analysis  of  Coal,  Oxide,  and  all  Gas  Materials. 


IRISH  BOG  ORE  OXIDE  OF  IRON. 
GAS  PURIFICATION. 


Bale,  baker,  &  co.,  direct  Importers 

from  Ireland.  Sample  and  Price  on  application. 
Spent  Oxide  and  Sulphate  of  Ammonia  purchased. 

120  and  121,  Newgate  Street,  London,  E.C. 


TUBES. 

For  Gas,  steam,  and  Water;  Galvanized, 

White  Enamelled,  and  Hydraulic  Tubes  and  Co 
John  Spencer,  Globe  Tube  Works,  Wednksbury; 
and  14,  Great  St.  Thomas  Apostle,  London. 


SULPHURIC  ACID. 

JOHN  NICHOLSON  &  SONS.  Chemical 

Works,  LEEDS,  specially  produce  this  ACID  for 
making  SULPHATE  OP  AMMONIA  of  high  quality 
and  colour. 

Highest  References  and  all  particulars  supplied  on 
application. _ 

Hutchinson  brothers,  Barnsley, 

Gas  Engineers  and  Contractors,  Makers  of  Gai- 
Meters  and  General  Gas  Apparatus,  Sulphate  of 
Ammonia  Plant,  Tools,  and  Sundries. 

See  large  Advertisement  in  last  week’s  issue, 
page  911. _ 

For  sale— a  Tar  and  Ammonia  Works 

in  Yorkshire.  Well  situated  for  obtaining  Tar 
and  Liquor.  Terms  easy. 

Address  Box  25,  Post  Office,  Hecsmondwiee, 
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TO  CHEMICAL  MANUFACTURERS  &  OTHERS. 

rno  LET— Extensive  Premises,  situate 

"  between  Wrexham  and  Ruabon,  on  a  Branch  of 
the  Great  Western  Railway,  consisting  of  Large  SHED, 
167  feet  long  by  25  feet  wide;  BUILDINGS,  87  feet  by 
28  feet ;  67  feet  by  27  feet ;  and  25  feet  by  20  feet ; 
WHARF,  500  feet  long,  with  Railway  Siding  running 
the  whole  length.  Within  easy  access,  by  rail,  of 
several  large  Gas-Works. 

Apply  to  Geo.  E.  Woodford,  Rd-ibon. 


O ITUATION  Wanted  as  Fitter  in  a  Gas 

or  other  Works.  Twenty  years’  experience  in 
Lead  and  Iron  Pipe  Fitting.  Can  put  in  Mains  and 
Services,  Fix  Meters,  House  Fittings,  Gas-Stoves, 
Repair  Lamps,  and  do  Geneial  Repairs  at  Works. 

Address  John  Kemp,  60,  Caunce  Street,  Blackpool, 
Lancashire. 


INSPECTOR. 

AN  TED,  by  the  Richmond  (Surrey)  Gas 

»  ■  Company,  a  competent  Man  as  INSPECTOR. 

Candidates  must  have  had  good  experience  in  Main 
and  Service  Laying,  Inspection  and  Testing  of  Meters, 
and  the  general  outdoor  work  of  a  Gas  Company. 

Applications,  in  own  handwriting  (accompanied  by 
not  more  than  three  recent  testimonials),  stating  wages 
required,  age,  and  present  employment,  to  be  addressed 
to  the  Engineer,  Gas-Works,  Richmond,  Surrey. 

Dec.  14,  1888. 


SHEFFIELD  UNITED  GASLIGHT  COMPANY. 


WORKS  SUPERINTENDENT. 

T^ANTED,  by  the  Directors  of  this 

■■  Company,  an  experienced  and  competent  Man 
to  act  as  SUPERINTENDENT  at  their  Effingham 
Street  Gas-Works. 

He  will  be  required  to  reside  on  the  Works  ;  House, 
Coal,  and  Gas  free.  The  maximum  make  of  Gas  at  this 
station  is  about  three-and-a-half  million  cubic  feet  per 
day. 

Applications,  stating  age,  previous  engagements,  and 
salary  required,  to  be  made  by  letter  only,  addressed 
to  Sir  Fredk.  T.  Mapp  n,  Bart.,  M.P.,  Chaiiman  of  the 
Company,  Gas  Offices,  Sheffield,  not  later  than  Monday, 
the  7th  of  January,  1^9. 

Testimonials  not  to  be  sent  till  asked  for. 

Hanbcry  Thomas,  General  Manager. 

Commercial  Street,  Sheffield, 

Dec.  14, 1888. 


GAS  EXHAUSTERS  WANTED, 

fpHE  Gas  Committee  of  the  Bingley 

•“  Improvement  Commissioners  hereby  invite 
Manufacturers  of  Exhausters  to  TENDER  for  the 
Construction  and  Erection  of  a  Set  of  DUPLICATE 
EXHAUSTERS  at  their  Gas-Works. 

Form  of  tender,  &c.,  to  be  had  from  the  undersigned. 
By  order, 

George  Dunbar  Malam,  Engineer. 

Dec.  17, 1888. 


RAMSGATE  CORPORATION. 

(Gas  and  Water  Department.) 

The  Committee  invite  Tenders  for  the 

supply  of  a  STATION  METER,  to  pass  40,000 
cubic  feet  per  Hour,  with  14-inch  Slide-Valves  and 
Connections,  and  Bye-pass. 

Tenders  to  be  sent  in  not  later  than  Tuesday,  Jan.  1, 
1889. 

The  Committee  do  not  bind  themselves  to  accept 
the  lowest  or  any  tender. 

Full  particulars  on  application  to 

William  A.  Valon,  Engineer. 

BOROUGH  OF  DARWEN. 

(Gab-Works  Department.) 


TENDERS  FOR  PURIFIERS. 

The  Corporation  are  prepared  to  receive 

TENDERS  for  the  Supply  and  Erection  of  Three 
New  PURIFIERS,  each  25  feet  by  30  feet,  with  Pillars 
and  Girders  complete.  Also  the  REMOVAL  of  one  of 
similar  size,  from  one  building  to  another. 

Plansand  Specifications  may  be  seen,  and  all  necessary 
information  obtained  from  the  Gas  Engineer,  Mr.  Thos. 
Duxbury,  Charles  Street,  Darwen. 

Sealed  tenders,  endorsed  “  Tender  for  Purifiers,"  to 
be  delivered  at  my  Office,  on  or  before  Nine  a.m.  on  the 
31st  of  December 

The  Corporation  do  not  bind  themselves  to  accept 
the  lowest  or  any  tender. 

By  order, 

Chas.  Costeker,  Town  Clerk. 
Town  Clerk’s  Office,  Darwen, 

Deo.  5, 1888. 


BRISTOL  UNITED  GASLIGHT  COMPANY. 


OXIDE  OF  IRON. 

The  Directors  of  the  Colchester  Gas 

Company  invite  TENDERS  for  the  supply  of 
60  tons  IRISH  BOG  ORE,  to  be  delivered  at  the  Com¬ 
pany’s  Wharf.  Colchester.  Also  for  the  PURCHASE 
of  about 250  tons  SPENT  OXIDE,  f.o.b.  Colchester. 

Tenders  and  samples  to  be  sent  to  the  undersigned 
on  or  before  the  31st  inst. 

Sidney  E.  Stevenson,  Manager. 
Gas-Works,  Colchester,  Dec.  19, 1888. 


HARWICH  GAS  AND  COKE  COMPANY. 

The  Directors  of  the  said  Company 

are  prepared  to  receive  TENDERS  for  the  sur¬ 
plus  TAR  and  AMMONIACAL  LIQUOR  produced  at 
their  Works  during  1889. 

Information  thereon  can  be  obtained  of  the  Secretary, 
Harwich. 

Tenders  to  be  sent,  under  Seal,  to  the  Secretary,  by 
Tuesday,  the  8th  day  of  January,  1889. 

The  Directors  will  not  be  bound  to  accept  the  highest 
or  any  tender. 

Edward  Chapman,  Secretary. 
Harwich,  Deo.  21, 1888. 


TO  GASHOLDER  MAKERS. 

The  Directors  of  the  Sheffield  United 

Gaslight  Company  invite  TENDERS  for  RE- 
SHEETING  a  Two-lift  GASHOLDER  (115  feet  in  dia¬ 
meter)  at  their  Effingham  Street  Station  ;  and  also  for 
ENLARGING  THE  SAME  by  adding  a  third  Lift 
thereto. 

Specifications  and  Drawings  may  bo  seen  on  appli¬ 
cation  to,  and  forms  of  tender,  with  bill  of  quantities, 
obtained  from  the  Company’s  Engineer,  Mr.  Fletcher 
W.  Stevenson. 

The  Directors  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

Tenders,  marked  “  Tender  for  Repairing  and  En¬ 
larging  Gasholder,”  to  be  addressed  to  the  under¬ 
signed  not  later  than  Monday,  Jan.  7,  1889. 

Hanbury  Thomas,  General  Manager. 
Gas  Offices,  Commercial  Street, 

_ Sheffield,  Dec.  14, 1888. _ 

CORPORATION  OF  LEICESTER.  ~ 


CAST  IRON  PIPE  CONTRACT. 

rpHE  Gas  Committee  of  the  above  Cor- 

“  poration  are  prepared  to  receive  TENDERS  for 
the  supply  of  the  necessary  CAST-IRON  PIPES  and 
CONNECTIONS,  from  3  inches  to  24  inches  in  dia¬ 
meter,  required  during  the  Twelve  months  ending  the 
31st  of  December,  1889. 

Specification  and  form  of  tender  to  be  obtained 
from  the  Engineer. 

Tenders,  addressed  to  Councillor  Leonard,  Chair¬ 
man,  and  endorsed  "  Tender  for  Cast-Iron  Pipes,  &o.,’’ 
to  be  delivered  at  these  Offices  not  later  than  Eleven 
o’clock  a.m.  on  Saturday,  Jan.  12, 1889,  prox. 

The  Committee  do  not  bind  themselves  to  accept  the 
lowest  or  any  tender. 

Alfred  Colson,  C.E.,  Engineer  and  Manager. 

Gas  Offices,  Millsione  Lane, 

Leicester,  Dec.  14, 1888. 


TO  INVENTORS  AND  PATENTEES. 

TUTR.  W.  H.  BENNETT  having  had 

considerable  experience  in  matters  connected 
with  Gas, Water,  and  Sanitary  Improvement,  begs  to  say 
that  he  continues  to  assist  Inventors  in  the  perfection  of 
their  designs,  and  to  obtain  for  them  PROVISIONAL 
PROTECTION,  whereby  their  Invention  may  be 
secured  for  Twelve  months  ;  or  LETTERS  PATENT, 
which  are  granted  for  Fourteen  Years. 

Patents  completed,  or  proceeded  with  at  any  stage, 
thereby  rendering  it  unnecessary  for  persona  resident 
in  the  country  to  visit  London. 

Patents  procured  for  Foreign  Countries. 

Information  as  to  cost,  &c., supplied  gratuitously  upon 
application  to  the  Advertiser,  22,  Great  George  Street, 
Westminster. 


ROBERT  MARSHALL, 

CANNEL  COAL  MERCHANT, 

97,  WELLINGTON  STREET,  GLASGOW. 


Prices  and  AnalyiU  of  all  the  Scotch  CanneU  on 
application. 


PRICE’S  PATENT  COKE  &  COAL  BARROW 

effecting  a  great  saving 
of  time,  labour,  and  ex¬ 
pense. 

For  particulars,  price, 
&c.,  apply  to  Mr.  E. 
Price,  Inventor  and 
Patentee,  Gas-Works, 
Hampton  Wick,  Mid¬ 
dlesex, 

Prices  are  Reduced, 


AMMONIACAL  LIQUOR. 


The  Directors  of  this  Company  invite 

TENDERS  for  the  purchase  of  the  AMMONIA¬ 
CAL  LIQUOR  to  be  produced  at  all  or  either  of  their 
three  Stations  during  a  period  of  One,  Three,  Five,  or 
Seven  years,  commencing  on  the  Ist  day  of  July,  1889. 

The  annual  quantities  and  strengths  of  the  Liquor 
produced  at  each  of  the  Stations  at  present  are  approxi¬ 
mately  as  follows : — 

Gallon?. 

Canons’  Marsh  Station,  1,000,000  of  14  ounce  Strength, 
Avon  Street  „  1,300,000  „  15  „  „ 

Stapleton  ,,  700,000  „  17  „  „ 

Conditions  of  Contract,  and  forms  of  tender,  may  be 
obtained  on  application  to  the  undersigned,  to  whom 
also  tenders,  sealed,  and  endorsed  “Tender  for 
Ammoniacal  Liquor,"  must  be  delivered  not  later  than 
Ten  a.m.  on  Monday,  the  28th  day  of  January,  1889. 

The  Directors  do  not  bind  themselves  to  accept  the 
highest  or  any  tender. 


Jar.  V.  Green,  Secretary 
Chief  Offices:  Canons’  Marsh, 

Bristol,  November,  1888, 


JAMES  OAKES  &  CO., 

ALFRETON  IRON-WORKS,  DERBYSHIRE, 

AND 

WENLOCK  IRON  WHARF,  21  &  22,  WHARF  ROAD, 
CITY  ROAD,  LONDON,  N., 

Maunlaotiire  and  keep  in  Stock  at  their  Works 
(also  large  stock  in  London) 

PIPES  and  CONNECTIONS,  li  to  48  inches 
in  diameter;  and  make  and  erect  to  order  RE¬ 
TORTS,  PURIFIERS,  and  TANKS,  with  or 
without  planed  joints,  COLUMNS,  GIRDERS, 
SPECIAL  CASTINGS,  &o.,  required  by  Gas, 
Water,  Railway,  Telegraph,  Chemical,  Colliery, 
and  other  Companies. 

Note. —  Makers  of  HORSLEY’S  PATENT 
SYPHONS.  These  are  oast  in  one  piece,  without 
Chaplets;  doing  away  with  bolts,  nuts,  and  oovers, 
and  rendering  leakage  impossible. 


To  effect  a  great  saving  in 

GAS-FURNACES  « 

Derbyshire  GANNISTER  BRICKS. 

Address 

JAMES  WHITE  &  Co., 

ALBERT  WORKS,  WIDNES. 

GEO.  WELLER  &  CO., 

Consulting  &  Contracting  Gas  Engineers, 

SUFFOLK  HOUSE, 

LAURENCE  POUNTNEY  HILL, 

CANNON  STREET,  LONDON. 

GAS-WORKS  LEASED 

On  Special  Terms  or  Guaranteed  Dividends. 
Contractors  for  the  Erection  of  New  and 
Remodelling  of  existing  Gas-Works  from 
own  or  Engineers’  Drawings. 

25  Years’  experience  in  Gas  Manufacture  and  DistHhution 
in  London  and  the  Provinces. 

E  S  T  I  Jyn  .A.  T  E  S  G-I-VEJST. 
Agents  for  Fire-Clay  Goods  and  other  Gas-Plant.  Alio 
for  Foreign  Gas  Companies. 

All  Communications  to  be  addressed  to  the  Firm. 
Telegraphic  Address  :  “  Gasification,  London.” 

UNEQUALLED. 

Gas  Companies  are  solicited  to  try  Samples  of  the 

MIRFIELD 

BLACK  BED  GAS  COAL. 

Prices  and  Analysis  on  application, 

MIRFIELD  (GAS-COAL)  COLLIERY  COMRY. 

MIRFIELD,  NORMANTON. 

CAST-IRON  PIPES 

FOR  GAS  AND  WATER. 

V  AX- V  JESS 

FOR  GAS,  WATER,  AND  STEAM. 


TELEGRAMS:  “PIPES  GLASGOW.” 

WM.  MACLEOD  &  CO., 

56,  ROBERTSON  STREET,  GLASGOW. 
PATENT 

ARTIFICIAL  PEROXIDE  OF  IRON, 

LUX  MASS, 

IN  USE  AT 

BERLIN,  VIENNA, 

PARIS,  COPENHAGEN,  STOCKHOLM, 
BUCHAREST,  &c.,  &c. 


FRIEDRICH  LUX, 

142,  GREAT  PORTLAND  STREET, 

LONDON,  W. 

GAS  AND  WATER  PIPES. 


J  to  12  IN.  BORE. 


THOMAS  ALLAN  &  SONS, 

SPRINGBANK  IRON  WORKS, 


GLASGOW; 

And  BON  LEA  FOUNDRY, 

SOUTH  STOCKTON-on-TEES. 


Makers  of  SANITARY  &  RAIN  PIPES,  HOT  WATER 
PIPES,  STABLE  FITTINGS,  RANGES,  STOVES  , 
And  GENERAL  CASTINGS. 
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